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PREFACE 

The  Title  List  of  Documents  Made  Publicly  A  vailable  is  a  monthly  publication.  It  contains  descriptions  of  the  in- 
formation received  and  generated  by  the  U  .S.  Nuclear  Regulatory  Commission  (NRC).  This  information  includes 
(I)  docketed  material  associated  with  civilian  nuclear  power  plants  and  other  uses  of  radioactive  materials  and  (2) 
nondocketed  material  received  and  generated  by  NRC  pertinent  to  its  role  as  a  regulatory  agency.  As  used  here, 
docketed  does  not  refer  to  Court  dockets;  it  refers  to  the  system  by  which  NRC  maintains  its  regulatory  records. 
This  series  of  documents  is  indexed  by  a  Personal  Author  Index,  a  Corporate  Source  Index,  and  a  Report  Number 
Index. 

The  docketed  information  contained  in  the  Title  List  includes  the  information  formerly  issued  through  the  Depart- 
ment of  Energy  publication  Power  Reactor  Docket  Information,  last  published  in  January  1 979.  Microfiche  of  the 
docketed  information  listed  in  the  Title  List  is  available  for  sale  on  a  subscription  basis  from  the  National  Technical 
Information  Service  (NTIS).  See  NOTES  at  the  end  of  the  Preface  for  the  complete  NT1S  address. 

We  encourage  your  comments,  criticisms,  and  suggestions.  In  particular,  if  there  are  title  descriptions  that  are  not 
meaningful,  please  let  us  know  so  that  we  can  correct  the  data  base.  In  so  far  as  possible,  we  would  like  this  docu- 
ment to  be  a  valuable  part  of  your  reference  material. 

DOCKETED  ITEMS 

The  listings  within  Docket  50  are  divided  into  the  categories  used  for  filing  and  searching  in  the  NRC  Public  Docu- 
ment Room.  Those  categories  are: 

A.  Application/construction  stage  documents  and  correspondence 

B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR),  amendments 

C.  Utility  Environmental  Report  (ER),  amendments  and  correspondence 

D.  h  RC  Draft  and  Final  Environmental  (Impact)  Statements  (DBS  and  FES),  and  correspondence 

E.  NRC  Safety  Evaluation  Report  (SER),  supplements  and  correspondence 

F.  Security,  medical,  emergency  and  fire-protection  plans 

G.  Adjudicatory  correspondence 
H.  General  correspondence 

1.  Financial  information 

J .  Insurance  and  indemnity  information 

K.  Utility  Final  Safety  Analysis  Report  (FSAR)  and  amendments 

L.  Limited  work  authorization  and  related  correspondence 

M.  Antitrust  correspondence 

N.  Antitrust  hearing  transcripts 

O.  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  reports  and  correspondence 

P,  Operating  license  stage  documents  and  correspondence 

Q.  Inspection  reports,  IE  Bulletins  and  correspondence 

R.  Periodic  operating  reports  and  related  correspondence 

S,  Reportable  occurrences.  LERs  and  related  correspondence 

T.  Hearing  transcripts  on  non-antitrust  matters 

U.  Congressional/executive  correspondence 

V.  Licensing  operators  and  related  correspondence 


W.      Decommissioning  stage  documents  and  correspondence 
X,       Onsite  low-level  wastes  storage 

Appendix  A  sets  forth  those  categories  and  describes  the  materials  available  in  each.  Omission  of  a  category  in  the 
listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time  period  of  the  report. 

The  principal  elements  of  the  entries  in  the  list  are: 

(T)         P,       Operating  license  stage  documents  &  correspondence 


© 


§203090028  Responds  to  820201  Itr  requesting  documents  re  environ  qualification  of 
electrical  equipment.  All  nonproprietary  repts  will  be  provided  to  Franklin  Research 
Ctr  by  820408.  Proprietary  repts  will  be  provided  to  NRC  by  8205 10. 

(7)  MILLS,  L,M.  0  Tennessee  Valley  Authority.  (7)  82/03/04.  (7)  VASSALLO,  D.B. 
Operating  Reactors  Branch  2.  (?)  Ip.     1216:254.     24XFiche:    50-259,82/03/04, 
8203090028.      .  i      \  ' 


1 .  NRC/PDR  Document  category  (see  Appendix  A). 

2.  NRC  Accession  Number  (year,  month,  day,  and  sequence  number  of  item). 

3.  Description  of  information  contained  in  the  document. 

4.  Personal  author(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author. 

5.  Corporate,  agency  or  nonindividual  source. 

6.  Date  of  document  described. 

7.  Recipient  of  document  and  NRC  or  corporate  affiliation. 

8.  Pages  in  this  document. 

9.  The  NRC  48X  microfiche  designation  for  this  document.  This  five-digit  portion  of  this  entry  is  the  number  of 
the  microfiche  copy  of  this  document  that  is  available  to  NRC  staff  who  have  access  to  48X  microfiche  files. 

10.  This  Ihree-digit  portion  of  this  entry  is  the  number  of  the  frame  on  which  this  document  starts. 

1 1 .  The  24X  Fiche  designation  consists  of  the  docket  number  followed  by  the  date  of  the  document  and  the  acces- 
sion number  for  the  document.  This  designation  provides  the  information  needed  by  subscribers  to  the  Na- 
tional Technical  Information  Service  docket  microfiche  to  locate  the  document  fiche. 

12.  If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room,  1717  H 
St.,  N,W, ,  Washington,  D.C.  20555.  If  this  space  is  filled,  it  gives  other  sources  for  copies  of  the  document. 
The  entry  may  be  "Available  at  NRC"  for  sale;  "Available  at  NTIS";  or  "Available  at  GPO." 

The  Docketed  Items  list  is  arranged  sequentially  by  Docket  Number,  category,  and  then  by  date  of  principal  items. 
Entries  indented  and  preceded  by  a  dash  are  items  that  were  submitted  as  enclosures  to  principal  Hems.  In  general, 
indented  items  are  not  in  accession  number  sequence.  If  the  docketed  document  has  a  contract  (FIN)  number  or  a 
formal  report  number,  it  will  appear  in  the  last  line  of  the  item  following  entry  5 . 

NONDOCKETED  ITEMS 

The  nondocketed  items  are  divided  into  the  categories  used  for  filing  and  searching  in  the  NRC  Public  Document 
Room.  These  categories  and  their  symbols  are: 

10CFR  —  Commission  Meeting  Records 

ACRS  —  Advisory  Committee  on  Reactor  Safeguards 

COMMISSION  —  NRC  Commissioners 

__  NRC  Contracts  and  Modifications 
,OSURE  —  Financial  Disclosure  Information 

^reedom  of  Information  Act  Requests  and  Releases 
HI  IS  —  Generic  Technical  Issues 


VI 


I&E  —  Inspection  and  Enforcement 

MISC  —  Public  Document  Room  Miscellaneous 

NUREG  —  NUREG  Reports  and  Related  Correspondence 

ORG  —  Correspondence  with  Other  Organizations 

PR  —  Proposed  Rule 

PRM  —  Petition  for  Rulemaking 

PROJ  —  Projects— -Predocket  Licensing 

PT21  —  Noncompliance  Reports  and  Related  Correspondence 

QA999  —  Quality  Assurance  Inspections 

REGGD  —  Regulatory  Guides 

RES  —  Research  and  Technical  Assistance  Reports 

REVIEW  GRP  —  NRC  Research  Review  Groups 

RM  —  Rulemakings 

SECY  •—  Position  Papers  Before  the  Commission 

STATE  PROG  —  State  Programs 

TOP  REP  —  Vendor  Reports  and  Related  Correspondence 

WASH  —  Regulatory  Publications— Pre-NUREG  Series 

WASTE  MGT  —  Nuclear  Waste  Management 

XPORTLIC  —  Export  and  Import  Licenses 

Appendix  B  sets  forth  these  categories  and  describes  the  material  available  in  each.  Omission  of  a  category  in  the 
listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time  period  of  the  report. 

The  principal  elements  of  the  nondocketed  items  are: 

(T)  NUREG— NUREG  Reports  and  Related  Correspondence 

820309020?  NUREG/CR-1672  V02 
(  RISK  ASSESSMENT  METHODOLOGY  DEVELOPMENT  FOR  WASTE  ISOLATION 

01  IN  GEOLOGIC  MEDIA.  Technical  Review  of  Documents 
|  NUREG/CR-1262,  NUREG/CR-1376,  NUREG/CR-1377,  NUREG/CR-1397  & 
^NUREG/CR-1608.  ^__ — — © 

STEVENS,  C.A.,  FULLWOOD,  R.A.,  BASIN,  S.L.  Science  Applications,  Inc. 

N  B-6694.    SA I -262-81 -PA.    82/02/28.    Division  of  Risk  Analysis. 
l23p.     Available  at  NRC.  f  $6.00.  fl2176:217.  f 


1.  Nondocketed  category 

2.  NRC  Accession  Number  (year,  month,  day,  and  sequence  number  of  item) 

3.  NRC  Report  Number 

4.  Title  and  description  of  information  contained  in  the  document 

5.  Personal  author(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author. 

6.  Corporate,  agency  or  other  nonirtdividual  source. 

7.  Contract  or  financial  (FIN)  number  (if  any).  If  the  document  has  a  secondary  report  number,  it  will  appear 
following  this  entry. 

8.  Secondary  report  number  assigned  by  originator. 

9.  Date  of  document  described. 

10.  NRC  organizational  recipient. 

11.  Pages  in  document.  .     . 

12.  All  NUREG-series  documents  are  available  for  purchase  at  NRC.  Information  on  ordering  documents  is  given 
below.  All  NUREG-series  documents  are  also  available  at  NTIS.  Information  on  ordering  from  NTIS  is  also 
given  below. 

13.  Price  for  which  NRC  sells  the  document. 


vn 


14.  The  NRC  48X  microfiche  designation  for  this  document.  This  five-digit  portion  of  this  entry  is  the  number  of 
the  microfiche  copy  of  this  document  that  is  available  to  NRC  staff  who  have  access  to  48X  microfiche  files. 

15.  This  three-digit  portion  of  this  entry  is  the  number  of  the  frame  on  which  this  document  starts. 

The  Nondocketed  Items  list  is  arranged  sequentially  by  Accession  Number  within  category.  Indented  items  pre- 
ceded by  a  dash  are  enclosures  to  unindented  items. 


NOTES: 

1.  The  address  for  NRC  is: 

Director 

Division  of  Technical  Information  and  Document  Control 

U.S.  Nuclear  Regulatory  Commission 

Washington,  D.C.  20555 

To  place  orders,  send  check  or  money  order,  payable  to  the  Superintendent  of  Documents.  GPO  Deposit  Ac- 
count holders  may  charge  their  orders  by  calling  (301)  492-9530. 

2.  TheaddressforNTISis: 

National  Technical  Information  Service 
Springfield,  Virginia  22161 

To  place  orders  for  or  to  obtain  price  information  about  NRC  publications  at  NTIS,  either  write  to  NTIS  or  call 
the  Sales  Desk  at  (703)  557-4650.  Specify  the  NRC  report  number  and  title  when  you  place  your  order.  Publica- 
tions can  be  charged  to  American  Express  credit  cards;  supply  the  chargecard  number  when  placing  your  order. 

3.  The  address  for  the  PDR  is: 

1717  H  Street,  N.W. 
Washington,  D.C.  20555 

To  place  orders,  either  write  to  the  NRC  PDR  or  call  (202)  634-3274.  When  ordering  documents  listed  in  this 
publication,  please  identify  the  Document  Accession  Number  for  each  citation. 

Paper  copy  and  microfiche  of  the  documents  listed  in  this  title  list  may  be  purchased.  Reproduction  charges  for 
duplication  are  as  follows:  (1)  paper  to  paper  is  $0.05  per  page  except  for  oversized  documents  and  engineering 
drawings,  which  vary  from  SO.  50  to  $  1 .00  per  squarfrfoot;  (2)  microform  to  paper  is  $0.05  a  page  for  pages  on 
microfiche  and  is  $0.20  a  square  foot  for  a  full-size  print  or  $0.25  for  a  reduced-size  print  (1 8"  x  24")  of  a  draw- 
ing on  an  aperture  card;  and  (3)  microform  to  microform  is  $0. 10  per  microfiche  and  $0.20  per  aperture  card. 
Orders  completed  for  mailing  or  for  a  special  delivery  service  will  have  an  additional  fee  for  the  actual  mailing, 
shipping,  or  delivery  service  rate.  Unless  a  user  requests  special  packing  materials,  there  is  no  additional  charge 
by  the  contractor  for  handling  and  wrapping  materials. 

Please  acknowledge  a  willingness  to  assume  charges  for  all  orders  but  do  not  send  payments.  Orders  will  be  pro- 
cessed and  mailed  with  a  bill  from  Literature  Research  Company.  An  account  may  be  established  with  the 
Literature  Research  Company  by  calling  (703)-94I-801 8. 
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Robert  Emmet  Ginna  Nuclear  Plant,  Unit  1  38 

Millstone  Nuclear  Power  Station,  Unit  1  41 

Indian  Point  Station,  Unit  2  43 

Dresden  Nuclear  Power  Station,  Unit  3  49 

Turkey  Point  Plant,  Unit  3  52 

Turkey  Point  Plant,  Unit  4  54 

Accelerator  Pulsed  Fast  Assembly  56 

Quad-Cities  Station,  Unit  1  56 

Palisades  Nuclear  Plant  59 

Browns  Ferry  Nuclear  Power  Station,  Unit  1  62 

Browns  Ferry  Nuclear  Power  Station,  Unit  2  65 

H.  B.  Robinson  Plant,  Unit  2  68 

Brigham  Young  Univ.  Research  Reactor  71 

Monlicello  Nuclear  Generating  Plant  71 

Dow  Chemical  Co.  72 

Quad-Cities  Station,  Unit  2  72 

Point  Beach  Nuclear  Plant,  Unit  1  74 

Fort  St.  Vram  Nuclear  Generating  Station  77 

Oconee  Nuclear  Station,  Unit  1  79 

Oconee  Nuclear  Station,  Unit  2  82 

Vermont  Yankee  Nuclear  Power  Station  84 

Salem  Nuclear  Generating  Station,  Unit  1  86 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  1  90 

Peach  Bottom  Atomic  Power  Station,  Unit  2  95 

Peach  Bottom  Atomic  Power  Station,  Unit  3  97 

Surry  Power  Station,  Unit  1  100 

Surry  Power  Station,  Unit  2  102 

Prairie  Island  Nuclear  Station,  Unit  1  105 

Fort  Calhoun  Station,  Unit  1  107 

Indian  Point  Station,  Unit  3  108 

Oconee  Nuclear  Station,  Unit  3  115 
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50-289  Three  Mile  Island  Nuclear  Station,  Unit  1 

50-293  Pilgrim  Nuclear  Power  Station,  Unit  1 

50-295  Zion  Nuclear  Power  Station,  Unit  I 

50-296  Browns  Ferry  Nuclear  Power  Station,  Unit  3 

50-298  Cooper  Nuclear  Station 

50-301  Point  Beach  Nuclear  Plant,  Unit  2 

50-302  Crystal  River  Nuclear  Plant,  Unit  3 

50-304  Zion  Nuclear  Power  Station,  Unit  2 

50-305  Kewaunee  Nuclear  Power  Plant 

50-306  Prairie  Island  Nuclear  Station,  Unit  2 

50-309  Maine  Yankee  Atomic  Power  Plant 

50-311  Salem  Nuclear  Generating  Station,  Unit  2 

50-312  Rancho  Seco  Nuclear  Generating  Station 

50-313  Arkansas  Nuclear  One,  Unit  1 

50-315  Donald  C.  Cook  Nuclear  Power  Plant,  Unit  1 

50-316  Donald  C.  Cook  Nuclear  Power  Plant,  Unit  2 

50-317  Calvert  Cliffs  Nuclear  Power  Plant,  Unit  1 

50-318  Calvert  Cliffs  Nuclear  Power  Plant,  Unit  2 

50-320  Three  Mile  Island  Nuclear  Station,  Unit  2 

50-321  Edwin  I.  Hatch  Nuclear  Plant,  Unit  I 

50-322  Shoreham  Nuclear  Power  Station 

50-323  Diablo  Canyon  Nuclear  Power  Plant,  Unit  2 

50-324  Brunswick  Steam  Electric  Plant,  Unit  2 

50-325  Brunswick  Steam  Electric  Plant,  Unit  1 

50-327  Sequoyah  Nuclear  Plant,  Unit  1 

50-328  Sequoyah  Nuclear  Plant,  Unit  2 

50-329  Midland  Plant,  Unit  1 

50-330  Midland  Plnnt,  Unit  2 

50-331  Duane  Arnold  Energy  Center 

50-332  Barnwell  Reprocessing  Plant 

50-333  James  A.  Fitzpatrick  Nuclear  Power  Plant 

50-334  Beaver  Valley  Power  Station,  Unit  1 

50-335  St.  Lucie  Plant,  Unit  1 

50-336  Millstone  Nuclear  Power  Station,  Unit  2 

50-338  North  Anna  Power  Station,  Unit  1 
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50-339 

124 

50-341 

127 

50-344 

129 

50-346 

132 

50-348 

134 

50-352 

137 

50-353 

140 

50-354 

143 

50-355 

145 

50-358 

147 

50-361 

150 

50-362 

154 

50-364 

157 

50-366 

161 

50-367 

165 

50-368 

168 

50-369 

171 

50-370 

174 

50-373 

179 

50-374 

182 

50-382 

188 

50-387 

190 

50-388 

194 

50-389 

197 

50-390 

199 

50-391 

202 

50-395 

207 

50-396 

212 

50-397 

216 

50-400 

216 

50-401 

219 

50402 

221 

50-403 

224 

50-407 

227 

50-409 
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North  Anna  Power  Station,  Unit  2  230 

Enrico  Fermi  Atomic  Power  Plant,  Unit  2  233 

Trojan  Nuclear  Plant  236 

Davis-Besse  Nuclear  Power  Station,  Unit  1  237 

Joseph  M,  Farley  Nuclear  Plant,  Unit  1  241 

Limerick  Generating  Station,  Unit  1  243 

Limerick  Generating  Station,  Unit  2  247 

Hope  Creek  Nuclear  Station,  Unit  1  250 

Hope  Creek  Nuclear  Station,  Unit  2  251 

William  H  Zimmer  Nuclear  Station,  Unit  1  251 

San  Onofre  Nuclear  Station,  Unit  2  256 

San  Onofre  Nuclear  Station,  Unit  3  259 

Joseph  M.  Farley  Nuclear  Plant,  Unit  2  262 

Edwin  I,  Hatch  Nuclear  Plant,  Unit  2  263 

Bailly  Generating  Station  267 

Arkansas  Nuclear  One,  Unit  2  267 

William  B.  McGuire  Nuclear  Station,  Unit  1  271 

William  B  McGuire  Nuclear  Station,  Unit  2  274 

LaSalle  County  Station,  Unit  t  278 

LaSaile  County  Station,  Unit  2  284 

Waterford  Generating  Station,  Unit  3  288 

Susquehanna  Steam  Electric  Station,  Unit  1  291 

Susquehanna  Steam  Electric  Station,  Unit  2  294 

St.  Lucie  Plant,  Unit  2  295 

Watts  Bar  Nuclear  Plant,  Unit  1  299 

Watts  Bar  Nuclear  Plant,  Unit  2  302 

Virgil  C.  Summer  Nuclear  Station,  Unit  1  305 

Univ.  of  Virginia  Cavalier  Reactor  309 

WPPSS  Nuclear  Project,  Unit  2  309 

Shearon  Harris  Nuclear  Power  Plant,  Unit  1  311 

Shearon  Harris  Nuclear  Power  Plant,  Unit  2  315 

Shearon  Harris  Nuclear  Power  Plant,  Unit  3  319 

Shearon  Harris  Nuclear  Power  Plant,  Unit  4  319 

Univ.  of  Utah  Research  Reactor  3 19 

La  Crosse  Boiling  Water  Reactor  320 
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50-410  Nine  Mile  Point  Nuclear  Station,  Unit  2 

50-412  Beaver  Valley  Power  Station,  Unit  2 

50-413  Catawba  Nuclear  Station,  Unit  1 

50-414  Catawba  Nuclear  Station,  Unit  2 

50-416  Grand  Gulf  Nuclear  Station,  Unit  1 

50-417  Grand  Gulf  Nuclear  Station,  Unit  2 

50-423  Millstone  Nuclear  Power  Station,  Unit  3 

50-424  Alvin  W.  Vogtle  Nuclear  Plant,  Unit  1 

50-425  Alvin  W.  Vogtle  Nuclear  Plant,  Unit  2 

STN-50-437  Floating  Nuclear  Plant 

50-438  Bellefonte  Nuclear  Plant,  Unit  1 

50-439  Bellefonte  Nuclear  Plant,  Unit  2 

50440  Perry  Nuclear  Power  Plant,  Unit  1 

50-441  Perry  Nuclear  Power  Plant,  Unit  2 

50-443  Seabrook  Nuclear  Station,  Unit  1 

50-444  Seabrook  Nuclear  Station,  Unit  2 

50-445  Comanche  Peak  Steam  Electric  Station,  Unit  1 

50-446  Comanche  Peak  Steam  Electric  Station,  Unit  2 

STN-50-447  GESSAR-23S 

STN-50-454  Byron  Station,  Unit  1 

STN-50-455  Byron  Station,  Unit  2 

STN-50-456  Braidwood  Station,  Unit  1 

50-457  Braidwood  Station,  Unit  2 

50-458  River  Bend  Station,  Unit  1 

50-459  River  Bend  Station,  Unit  2 

50-460  WPPSS  Nuclear  Project,  Unit  1 

50-461  Clinton  Power  Station,  Unit  1 

50-462  Clinton  Power  Station,  Unit  2 

50-469  Kuosheng  Power  Station,  Unit  1 ,  Taiwan 

STN-50-470  CESSAR  System  80 

STN-504S2  Wolf  Creek  Generating  Station 

STN-50-483  Callway  Plant,  Unit  1 

lTN-50-491  Cherokee  Nuclear  Station,  Unit  1 

50-496  Montague  Nuclear  Power  Station,  Unit  1 
intague  Nuclear  Power  Station,  Unit  2 
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South  Texas  Project,  Unit  1  403 

South  Texas  Project,  Unit  2  406 

Davis-Bcsse  Nuclear  Power  Station,  Unit  2  409 

Davis-Besse  Nuclear  Power  Station,  Unit  3  409 

Haven  Nuclear  Plant,  Unit  1  409 

Haven  Nuclear  Plant,  Unit  2  409 

WPPSS  Nuclear  Project,  Unit  3  409 

WPPSS  Nuclear  Project,  Unit  4  410 

Pebble  Springs  Nuclear  Plant,  Unit  1  410 

Pebble  Springs  Nuclear  Plant,  Unit  2  411 

Hartsville  Nuclear  Plant,  Unit  1  41 1 

HartsviUe  Nuclear  Plant,  Unit  2  412 

Hartsville  Nuclear  Plant,  Unit  3  412 

Hartsville  Nuclear  Plant,  Unit  4  412 

Skagit  Nuclear  Power  Project,  Unit  1  412 

Skagit  Nuclear  Power  Project,  Unit  2  413 

Palo  Verde  Nuclear  Station,  Unit  1  414 

Palo  Verde  Nuclear  Station,  Unit  2  417 

Palo  Verde  Nuclear  Station,  Unit  3  419 

Clinch  River  Breeder  Reactor  •  422 

Marble  Hill  Nuclear  Station,  Unit  1  425 

Marble-  Hill  Nuclear  Station,  Unit  2  427 

Phipps  Bend  Nuclear  Station,  Unit  1  429 

Phipps  Bend  Nuclear  Station,  Unit  2  430 

Black  Pox  Station,  Unit  1  430 

Black  Pox  Station,  Unit  2  430 

Yellow  Creek  Nuclear  Plant,  Unit  1  431 

Yellow  Creek  Nuclear  Plant,  Unit  2  431 

Carroll  Facility  I  431 

Carroll  Facility  II  431 
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Battelle  Memorial  Institute,  Columbus,  OH  431 

Rockwell  International  Corp., 

Canoga  Park,  CA  432 

Babcock  &  Wilcox,  Co.,  Lynchburg,  VA  432 
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Docket  Name 

70-0033  Texas  Instruments,  Inc.,  Attleboro,  MA 

70-0082  Nuclear  Metals,  Inc.,  West  Concord,  MA 

70-0124  Teledyne  Isotopes,  Inc.,  Westwood,  NJ 

70-0143  Nuclear  Fuel  Services,  Inc.,  Erwm,  TN 

70-0371  UNC  Naval  Products,  Inc.,  Uncasvillc,  CT 

70-0378  Army,  Dept.  of,  Adelphi,  MD 

70-0466  Maine  Maritime  Academy,  Castme,  ME 

70-0698  Westinghouse  Electric  Corp  ,  Pittsburgh,  PA 

70-0712  Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

70-0734  GA  Technologies,  Inc.,  San  Diego,  CA 

70-0754  General  Electric  Co.,  Pleasanton,  CA 

70-0820  United  Nuclear  Corp., 

Wood  River  Junction,  RI 

70-0824  Babcock  &  Wilcox  Co. ,  Lynchburg,  VA 

70-0846  Texas  Nuclear  Corp.,  Austin,  TX 

70-0925  Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

70-0992  David  Witherspoon,  Inc.,  Knoxville,  TN 

70-1007  General  Electric  Co.,  San  Jose,  CA 

70-1113  General  Electric  Co.,  Wilmington,  NC 

70-1143  Westinghouse  Electric  Corp.,  Pittsburgh,  PA 

70-1151  Westinghouse  Electric  Corp.,  Pittsburgh,  PA 

70-1193  Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

70-1201  Babcock  &  Wilcox  Co.,  Lynchburg,  VA 

70-1224  Teleflex,  Inc.,  North  Wales,  PA 

70-1257  Exxon  Nuclear  Co.,  Inc.,  Richland,  WA 

70-1301  Florida  Power  Corp.,  St.  Petersburg,  FL 

70-1308  General  Electric  Co.,  San  Jose,  CA 

70-1359  IRT  Corp.,  San  Diego,  CA 

70-1402  Abington  Memorial  Hospital,  Abington,  PA 

70-1621  Duquesne  Light  Co.,  Pittsburgh,  PA 

70-2926  Detroit  Edison  Co.,  Detroit,  MI 
70-2932         Texas  Utilities  Generating  Co,,  Dallas,  TX 

70-2953  Connecticut,  Univ.  of,  Stars,  CT 

70-2973  Commonwealth  Edison  Co.,  Chicago,  IL 
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Page 

432 

70-2982 

Rochester,  Umv  of,  Rochester,  NY 

439 

432 

70-2983 

Pennsylvania  Power  &  Light,  Allentown,  PA 

439 

433 

433 

Packaging  of  Radioactive  Material  for  Transport  and  Transportation 
of  Radioactive  Material  Under  Certain  Conditions  —  Docket  71 

433 

71-0001 

ANEPCO,  Inc. 

439 

434 

71-0143 

Ranchers  Exploration  &  Development  Co. 

440 

436 

71-0166 

New  York  Testing  Labs,  Inc. 

440 

436 

71-0494 

Montana  X-Ray,  Inc 

440 

436 

71-0495 

Southwest  X-Ray  Corp 

440 

436 

71-0496 

NUS  Corp. 

440 

436 

71-4986 

Model:  RA-2,  RA-3,  RA-J,  General  Electric 
Co 

440 

436 

71-5026 

Model:  CNS  14-190,  Chem-Nuclear  Systems, 
Inc. 

440 

436 

71-5332 

Model:  2030-1,  Energy,  Dept.  of 

440 

436 

71-5552 

Model:  Gas  Cylinder  Fire  Impact  Shield, 
Energy,  Dept.  of 

440 

436 

71-5607 

Model:  T-2,  Energy,  Dept,  of 

440 

437 
437 

71-5814 

Model:  NRBK-41,  -42  &  -43,  Energy, 
Dept.  of 

440 

437 

71-5874 

Model:  WAPD-40,  Energy,  Dept.  of 

440 

437 

71-5875 

Model:  WAPD-39  &  NRBK-44,  Energy, 
Dept.  of 

441 

437 

71-5957 

Model:  BMI-1,  Battelle  Columbus  Laboratory 

441 

438 

71-5979 

Model:  5979,  Alpha-Omega  Services,  Inc. 

441 

438 

71-5980 

Model:  GE-600,  General  Electric  Co. 

441 

438 

71-6244 

Model:  6244,  Chem-Nuclear  Systems,  Inc. 

441 

438 

71-6272 

Model:  6272,  U.S.  Ecology 

441 

438 

71-6294 

Model:  UNC-2901,  Combustion 
Engineering  Co.,  Inc. 

441 

438 

71-6346 

Model:  FSV-1,  General  Atomic  Co. 

441 

439 

71-6400 

Model:  6400,  Westinghouse  Electric  Corp. 

441 

439 
439 

71-6495 

Model:  PADUCAH  Demonstration  Cask, 
Energy,  Dept.  of 

441 

439 

71-6550 

Model:  6-GS-l,  Energy,  Dept.  of 

441 

439 

71-6553 

Model:  PADUCAH  Tiger,  Energy,  Dept.  of 

441 

439 

71-6601 

Model:  CNS  8-120,  Chem-Nuclear  Systems, 
Inc. 

441 

439 

71-6639 

Model;  MH-1A,  Energy,  Dept,  of 

441 

X1I1 
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71-6708  Model:  C-6.  Energy,  Depi,  of 

71-6717  Model:  6717-B,  Gamma  Industries 

71-9010  Model:  NLI-l/2,  NL  Industries,  Inc 

71-9015  Model:  TN-8.  -8L,  No  Users 

71-9033         Model:  660  &  660E,  Technical  Operations, 
Inc. 

71-9044  Model  GE-1600,  General  Electric  Co 
71-9049  Model:  GE-500,  General  Electric  Co, 
71-9070  Model  N-55,  Energy.  Dept.  of 

71-9079         Model:  HN-100,  Series  2  &  2A,  Hiltman 
Nuclear  &  Development  Corp. 

71-9080         Model-  9080,  Hittman  Nuclear  & 
Development  Corp. 

71-9081         Model.  CNSI  1-13C,  Chem-Nudear  Systems, 
Inc. 

71-9096         Model-  CNS  21-300,  Chcm-Nuclear  Systems, 
Inc. 

71-9100         Model:  KKP-20-4950,  Kerr-McGee  Nuclear 

Corp. 

71-9103         Model:  NLI-6502,  No  Users 

71-9105         Model:  Rad-Waste  CR.I.  Chem-Nuclear 
Systems,  Inc. 

71-9106         Model:  BW-20WC-3,  Babcock  &  Wilcox  Co, 


Name  Page 

Model:  CNS  6-80-2,  Chem-Nuclear  Systems, 

Inc  443 

Model:  Century  S  &  SA,  Cen    Univ.  S  &  SA, 

Gamma  Industries  443 

Model.  770,  Technical  Operations,  Inc  443 

Model:  PAT-2,  Energy,  Dept.  of  443 

Model:  HN-100,  Series  3,  Hittman  Nuclear  & 

Development  Corp.  443 

Model:  IR-50,  Industrial  Nuclear  Co.  443 

Model;  GNG-20,  Gulf  Nuclear,  Inc.  443 

Mode!.  CNS6-80B,  Nuclear  Packaging,  Inc  443 

Model   NUPAC  10/140,  Nuclear  Packaging, 

Inc.  444 

Model:  500-SU,  Automation  Industries,  Inc.  444 

Model:  PAS-2,  Nuclear  Packaging,  Inc.  444 

Model:  GPHS,  Energy,  Dept.  of  444 

Model:  S5W  Reactor  Compartment,  Energy, 

Dept.  of  444 

Model:  120,  Energy,  Dept.  of  444 
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Morris  Operations,  General  Electric  Co.  444 
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71-9150 

442 

71-9151 

442 

442 

71-9156 

442 

71-9163 
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443 

Licensing  of 

443 

72-0001 

443 

xiv 
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Name  Docket  Page 
Low  Level  Radwaste  Disposal  Sites  —  Docket  27 

Richland,  WA,  U  S.  Ecology.  Inc.  27-048  1 

Sheffield,  IL,  U.S.  Ecology,  Inc.  27-039  1 

Domestic  Licensing  of  Source  Material  —  Docket  40 

Allied  Chemical  Corp.,  Morristown,  NJ 

AluChem,  Inc.,  Reading,  OH 

Atlas  Mineral,  Inc.,  Denver,  CO 

Battelle  Memorial  Institute,  Columbus,  OH 

Bear  Creek  Uranium  Co. ,  Casper,  WY 

Brush  Wellman,  Inc.,  Cleveland,  OH 

Cleveland-Cliffs  Iron  Co.,  Cleveland,  OH 

Cotter  Corp.,  Roswell,  NM 

Energy  Fuels  Nuclear,  Inc.,  Denver,  CO 

Energy  Fuels  Nuclear,  Inc.,  Denver,  CO 

Energy,  Dept.  of,  Canonsburg,  PA 

Exxon  Co.  USA,  Houston,  TX 

Exxon  Minerals  Co.  USA,  Houston,  TX 

Fansteel,  Inc.,  North  Chicago,  IL 

Federal-American  Partners,  Riverton,  WY 

Getty  Oil  Co.  —  Petrotomics  Co., 
Shirley  Basin,  WY 

Holmes  &  Narver,  Inc.,  Anaheim,  CA 

Kerr-McOee  Chemical  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK  40-8768 

Minerals  Exploration  Co.,  Los  Angeles,  CA  40-8348 

Minerals  Exploration  Co.,  Los  Angeles,  CA  40-8584 

MolyCorp,  Inc.,  White  Plains,  NY  40-7097 


40-3392 
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40-8763 

10 

40-3453 
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40-8202 
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40-8452 
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40-8722 
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40-8714 
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40-8035 
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40-8675 
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40-8681 
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40-6500 
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40-8102 
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40-8064 

7 

40-7580 

6 

40-4492 

6 

40-6659 

6 

40-8550 

8 

40-2061 

5 

40-8027 

7 

10 


Name 

Nuclear  Dynamics,  Inc  ,  Phoenix,  AZ 

Nuclear  Metals,  Inc  ,  Concord,  MA 

Ogle  Petroleum,  Inc.,  Casper,  WY 

Ogle  Petroleum,  Inc.,  Santa  Barbara,  CA 

Pacific  Technical  Corp.,  Santa  Barbara,  CA 

Pathfinder  Mines  Corp.,  Riverton,  WY 

Pathfinder  Mines  Corp.,  Shirley  Basin,  WY 

Pesses  Co.,  Solon,  OH 

Pinal  Minerals  &  Mining,  Ltd.,  Miami,  AZ 

Plateau  Resources,  Ltd.,  Grand  Junction,  CO 

Plateau  Resources,  Ltd  ,  Grand  Junction,  CO 

Rio  Algom  Corp.,  Moab,  UT 

Rocky  Mountain  Energy  Co.,  Broomfield,  CO 

Rocky  Mountain  Energy  Co,,  Denver,  CO 

S.  F.  Applicance,  Ltd.,  Morris,  IL 

Silver  King  Mines,  Inc.,  Casper,  WY 

Spencer  Chemical  Co.,  Kansas  City,  MO 

Technical  Operations,  Inc.,  Burlington,  MA 

Tennessee  Valley  Authority,  Chattanooga,  TN 

Teton  Exploration  Drilling  Co.,  Inc., 

Casper,  WY 

Union  Carbide  Corp.,  Grand  Junction,  CO 
Union  Carbide  Corp.,  New  York,  NY 
Union  Carbide  Corp.,  Riverton,  WY 
Uranerz  USA  Inc.,  Casper,  WY 
Uranium  Resources,  Inc.,  Richardson,  TX 
W.  R.  Grace  &  Co.,  Pompton  Plains,  NJ 
Western  Nuclear,  Inc.,  Jeffrey  City,  WY 
Wyoming  Fuel  Co,,  Lakewood,  CO 
Wyoming  Mineral  Corp.,  Lakewood,  CO 
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Accelerator  Pulsed  Fast  Assembly 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  1 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  2 
Arkansas  Nuclear  One,  Unit  1 
Arkansas  Nuclear  One,  Unit  2 
Bailly  Generating  Station 
Barnwell  Reprocessing  Plant 
Beaver  Valley  Power  Station,  Unit  1 
Beaver  Valley  Power  Station,  Unit  2 
Bellefonte  Nuclear  Plant,  Unit  1 
Bellefonte  Nuclear  Plant,  Unit  2 
Big  Rock  Point  Nuclear  Plant 
Black  Fox  Station,  Unit  1 
Black  Fox  Station,  Unit  2 
Braidwood  Station,  Unit  1 
Braidwood  Station,  Unit  2 
Brigham  Young  Univ.  Research  Reactor 
Browns  Ferry  Nuclear  Power  Station,  Unit  1 
Browns  Ferry  Nuclear  Power  Station,  Unit  2 
Browns  Ferry  Nuclear  Power  Station,  Unit  3 
Brunswick  Steam  Electric  Plant,  Unit  1 
Brunswick  Steam  Electric  Plant,  Unit  2 
Byron  Station,  Unit  1 
Byron  Station,  Unit  2 
Callaway  Plant,  Unit  1 
Calvert  Cliffs  Nuclear  Power  PJant,  Unit  1 
Calvert  Cliffs  Nuclear  Power  Plant,  Unit  2 
Carroll  Facility  I 
Carroll  Facility  II 
Catawba  Nuclear  Station,  Unit  1 
Catawba  Nuclear  Station,  Unit  2 
CESSAR  System  80 
Cherokee  Nuclear  Station,  Unit  1 
'nch  Kiver  Breeder  Reactor 
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71 
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194 
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377 

STN-50483 

396 

50-317 

168 
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STN-50-599 

431 

STN-50-600 

431 

50-413 

327 

50414 

330 

STN-50-470 

393 

STN-50-491 

401 

50-537 

422 

Name 

Clinton  Power  Station,  Unit  1 

Clinton  Power  Station,  Unit  2 

Camanche  Peak  Steam  Electric  Station,  Unit  1 

Comanche  Peak  Steam  Electric  Station,  Unit  2 

Cooper  Nuclear  Station 

Cornell  Univ   Research  Reactor 

Cornell  Univ,  Zero  Power  Reactor 

Crystal  River  Nuclear  Plant,  Unit  3 

Davis-Bcsse  Nuclear  Power  Station,  Unit  1 

Davis-Besse  Nuclear  Power  Station,  Unit  2 

Davis-Besse  Nuclear  Power  Station,  Unit  3 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  1 

Diablo  Canyon  Nuclear  Power  Plant,  Unit  2 

Donald  C,  Cook  Nuclear  Power  Plant,  Unit  1 

Donald  C.  Cook  Nuclear  Power  Plant,  Unit  2 

Dow  Chemical  Co. 

Dresden  Nuclear  Power  Station,  Unit  1 

Dresden  Nuclear  Power  Station,  Unit  2 

Dresden  Nuclear  Power  Station,  Unit  3 

Duane  Arnold  Energy  Center 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  1 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  2 

Enrico  Fermi  Atomic  Power  Plant,  Unit  2 

Floating  Nuclear  Plant 

Fort  Callioun  Station,  Unit  I 

Fort  St.  Vrain  Nuclear  Generating  Station 

General  Atomic  Co. 

General  Atomic  Co. 

General  Electric  Nuclear  Test  Reactor 

General  Electric  Test  Reactor 

GESSAR-238 

Grand  Gulf  Nuclear  Station,  Unit  1 

Grand  Gulf  Nuclear  Station,  Unit  2 

H.  B.  Robinson  Plant,  Unit  2 

Haddam  Neck  Plant 
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68 
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Name 

Hartsville  Nuclear  Plant,  Unit  1 
Hartsviile  Nuclear  Plant,  Unit  2 
Hartsville  Nuclear  Plant,  Unit  3 
Hartsville  Nuclear  Plant,  Unit  4 
Haven  Nuclear  Plant,  Unit  1 
Haven  Nuclear  Plant,  Unit  2 
Hope  Creek  Nuclear  Station,  Unit  1 
Hope  Creek  Nuclear  Station,  Unit  2 
Humboldt  Bay  Power  Plant,  Unit  3 
Indian  Point  Station,  Unit  1 
Indian  Point  Station,  Unit  2 
Indian  Point  Station,  Unit  3 
James  A,  Fitzpatnck  Nuclear  Power  Plant 
Joseph  M.  Farley  Nuclear  Plant,  Unit  1 
Joseph  M.  Farley  Nuclear  Plant,  Unit  2 
Kewaunee  Nuclear  Power  Plant 
Kuosheng  Power  Station,  Unit  1,  Taiwan 
La  Crosse  Boiling  Water  Reactor 
LaSalle  County  Station,  Unit  1 
LaSalle  County  Station,  Unit  2 
Limerick  Generating  Station,  Unit  1 
Limerick  Generating  Station,  Unit  2 
Maine  Yankee  Atomic  Power  Plant 
Marble  Hill  Nuclear  Station,  Unit  1 
Marble  Hill  Nuclear  Station,  Unit  2 

Massachusetts  Institute  of  Technology 
Research  Reactor 

Midland  Plant,  Unit  1 
Midland  Plant,  Unit  2 
Millstone  Nuclear  Power  Station,  Unit  1 
Millstone  Nuclear  Power  Station,  Unit  2 
Millstone  Nuclear  Power  Station,  Unit  3 
Montague  Nuclear  Power  Station,  Unit  1 
Montague  Nuclear  Power  Station,  Unit  2 
Monticello  Nuclear  Generating  Plant 
National  Bureau  of  Standards  Reactor 
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216 
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393 

50-409 
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243 
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247 
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50-20 
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50-329 

202 

50-330 

207 

50-245 

41 

50-336 

224 

50423 

339 

50-496 

401 

50497 

402 

50-263 

71 

50-184 

23 

Name 

National  Naval  Medical  Center 

Nine  Mile  Point  Nuclear  Station,  Unil  1 

Nine  Mile  Point  Nuclear  Station,  Unit  2 

North  Anna  Power  Station,  Unil  1 

North  Anna  Power  Station,  Unit  2 

North  Carolina  State  Univ   Research  Reactor 

Nuclear  Ship  Savannah 

Oconee  Nuclear  Station,  Unit  1 

Oconee  Nuclear  Station,  Unit  2 

Oconee  Nuclear  Station,  Unit  3 

Omaha  Veterans  Administration  Hospital 
Research  Reactor 

Oyster  Creek  Nuclear  Power  Plant 
Palisades  Nuclear  Plant 
Palo  Verde  Nuclear  Station,  Unit  1 
Palo  Verde  Nuclear  Station,  Unit  2 
Palo  Verde  Nuclear  Station,  Unit  3 
Peach  Bottom  Atomic  Power  Station,  Unit  2 
Peach  Bottom  Atomic  Power  Station,  Unil  3 
Pebble  Springs  Nuclear  Plant,  Unit  I 
Pebble  Springs  Nuclear  Plant,  Unit  2 
Perry  Nuclear  Power  Plant,  Unit  1 
Perry  Nuclear  Power  Plant,  Unit  2 
Phipps  Bend  Nuclear  Station,  Unit  1 
Phipps  Bend  Nuclear  Station,  Unit  2 
Pilgrim  Nuclear  Power  Station,  Unit  1 
Point  Beach  Nuclear  Plant,  Unit  1 
Point  Beach  Nuclear  Plant,  Unit  2 
Prairie  Island  Nuclear  Station,  Unit  1 
Prairie  Island  Nuclear  Station,  Unit  2 
Quad-Cities  Station,  Unit  1 
Quad-Cities  Station,  Unit  2 
Rancho  Seco  Nuclear  Generating  Station 
Rhode  Island  &  Providence  Plantations  AEC 
River  Bend  Station,  Unit  1 
River  Bend  Station,  Unit  2 
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23 
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384 
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obert  Emmet  Gmna  NucEear  Plant,  Unit  1 
PI  Critical  Experiment 
alem  Nuclear  Generating  Station,  Unit  1 
salem  Nuclear  Generating  Station,  Unit  2 
Jan  Onofre  Nuclear  Station,  Unit  1 
Ian  Onofre  Nuclear  Station,  Unit  2 
^an  Onofre  Nuclear  Station,  Unit  3 
axton  Nuclear  Experimental  Facility 
jeabrook  Nuclear  Station,  Unit  1 
Scabrook  Nuclear  Station,  Unit  2 
Sequoyah  Nuclear  Plant,  Unit  1 
Sequoyali  Nuclear  Plant,  Unit  2 
Shcaron  Harris  Nuclear  Power  Plant,  Unit  1 
Sliearon  Harris  Nuclear  Power  Plant.  Unit  2 
Shearon  Harris  Nuclear  Power  Plant,  Unit  3 
Shearon  Harris  Nuclear  Power  Plant,  Unit  4 
Shoreliam  Nuclear  Power  Station 
Skagit  Nuclear  Power  Project,  Unit  1 
Skagit  Nuclear  Power  Project,  Unit  2 
South  Texas  Project,  Unit  1 
South  Texas  Project,  Unit  2 
St.  Lucie  Plant,  Unit  1 
St.  Lucie  Plant,  Unit  2 
State  Univ.  of  New  York  Research  Reactor 
Surry  Power  Station,  Unit  1 
Surry  Power  Station,  Unit  2 
Susquehanna  Steam  Electric  Station,  Unit  1 
Susquehanna  Steam  Electric  Station,  Unit  2 
Texas  A&M  Univ.  Research  Reactor 
Three  Mile  Island  Nuclear  Station,  Unit  I 
Three  Mile  Island  Nuclear  Station,  Unil  2 
Trojan  Nuclear  Plant 
Turkey  Point  Plant,  Unit  3 
Turkey  Point  Plant,  Unit  4 
UCLA  Training  Reactor 
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16 

50-289 

118 
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174 
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236 

50-250 

52 

50-251 

54 

50-142 

17 

Name 

Union  Carbide  Research  Rene  tor 

Univ.  of  Kansas  Research  Reacior 

Univ  of  Missouri  Research  Reactor 

Univ.  of  Oklahoma  Research  Reactor 

Univ  of  Texas  Research  Reactor 

Univ.  of  Utah  Research  Reactor 

Univ.  of  Virginia  Cavalier  Reactor 

Univ.  of  Virginia  Research  Reactor 

Univ  of  Wisconsin  Research  Reactor 

Vermont  Yankee  Nuclear  Power  Station 
Virgil  C.  Summer  Nuclear  Station,  Unit  1 
Wntcrford  Generating  Station,  Unit  3 
Watts  Bar  Nuclear  Plant,  Unil  1 
Wntts  Dar  Nuclear  Plant,  Unit  2 
West  Valley  Reprocessing  Plant 
West  Virginia  Univ   Research  Reactor 
William  B.  McGuire  Nuclear  Station,  Unit  1 
William  B.  McGuire  Nuclear  Station,  Unit  2 
William  H.  Zimmer  Nuclear  Station,  Unit  1 
Wolf  Creek  Generating  Station 
WPPSS  Nuclear  Project,  Unit  1 
WPPSS  Nuclear  Project,  Unit  2 
WPPSS  Nuclear  Project,  Unit  3 
WPPSS  Nuclear  Project,  Unit  4 
Ynnkec-Rowe  Nuclear  Power  Station 
Yellow  Creek  Nuclear  Plant,  Unit  I 
Yellow  Creek  Nuclear  Plant,  Unit  2 
Zion  Nuclear  Power  Station,  Unit  1 
Zion  Nuclear  Power  Station,  Unit  2 
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288 
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23 
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271 
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251 
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394 
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389 

50-397 

309 

STN-50-508 

409 

50-513 

410 
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STN-50-566 
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STN-5  0-567 

431 

50-295 

127 

50-304 

140 

Abinglon  Memorial  Hospital,  Abington,  PA 
Army,  Dept.  oft  Adelplii,  MD 
Babcock  &  Wilcox  Co.,  Lynchburg,  VA 
Babcock  &  Wilcox  Co. ,  Lynchburg,  VA 
Babcock  &  Wilcox  Co.*  Lynchburg,  VA 


70-1402 
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70-0027 
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70-0824 


439 
434 
432 
438 
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Name 

Battelle  Memorial  Institute,  Columbus,  OH 
Commonwealth  Edison  Co.,  Chicago,  IL 
Connecticut,  Umv  of,  Storrs,  CT 
David  Witherspoon,  Inc.,  Knoxville,  TN 
Detroit  Edison  Co.,  Detroit,  MI 
Duquesne  Light  Co, ,  Pittsburgh,  PA 
Exxon  Nuclear  Co  ,  Inc  ,  Richland,  WA 
Florida  Power  Corp.,  St.  Petersburg,  PL 
GA  Technologies,  Inc.,  San  Diego,  CA 
General  Electric  Co.,  Pleasanton,  CA 
General  Electric  Co.,  San  Jose,  CA 
General  Electric  Co.,  San  Jose,  CA 
General  Electric  Co.,  Wilmington,  NC 
IRT  Corp.,  San  Diego,  CA 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Kerr-McGee  Nuclear  Corp., 
Oklahoma  City,  OK 

Maine  Maritime  Academy,  Castine,  ME 
Nuclear  Fuel  Services,  Inc.,  Erwin,  TN 
Nuclear  Metals,  Inc.,  West  Concord,  MA 
Pennsylvania  Power  &  Light,  Ailentown,  PA 
Rochester,  Univ.  of,  Rochester,  NY 
Rockwell  International  Corp. ,  Canoga  Park,  CA 
Teledyne  Isotopes,  Inc.,  Westwood,  NJ 
Teleflex,  Inc.,  North  Wales,  PA 
Texas  Instruments,  Inc.,  Attleboro,  MA 
Texas  Nuclear  Corp.,  Austin,  TX 
Texas  Utilities  Generating  Co,,  Dallas,  TX 
UNC  Naval  Products,  Inc.,  Uncasville,  CT 
United  Nuclear  Corp. ,  Wood  River  Junction,  RI 
Westinghouse  Electric  Corp.,  Pittsburgh,  PA 
Westinghouse  Electric  Corp.,  Pittsburgh,  PA 
Westinghouse  Electric  Corp.,  Pittsburgh,  PA 
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ANEFCO,  Inc 

Model    120,  Energy,  Dept  of 

Model  2030-1,  Energy,  Dept  of 

Model.  500-SU,  Automation  Industries,  Inc 

Model:  5979,  Alpha-Omega  Services,  Inc 

Model  6-GS-l,  Energy,  Dept,  of 

Model:  6244,  Chem-Nuclear  Systems,  Inc 

Model  6272,  U.S.  Ecology 

Model  6400,  Westinghouse  Electric  Corp. 

Model:  660  &  660E,  Technical  Operations,  Inc. 

Model:  6717-B,  Gamma  Industries 

Model:  770,  Technical  Operations,  Inc 

Model:  9080,  Hittmnn  Nuclear  &  Development 
Corp. 

Model:  BMI-1,  Battelle  Columbus  Laboratory 
Model:  BW-20WC-3,  Bnbcock  &  Wilcox  Co. 
Model:  C-6,  Energy,  Dept.  of 

Model  Century  S  &  SA,  Cen.  Univ.  S  &  SA, 
Gamma  Industries 

Model:  CMS  14-190,  Chem-Nuclear  Systems, 
Inc. 

Model:  CNS  21-300,  Chem-Nuclear  Systems, 
Inc. 

Model:  CNS  6-80-2,  Chem-Nuclear  Systems, 
Inc. 

Model:  CNS  8-120,  Chem-Nuclear  Systems, 

Inc. 

Model:  CNS6-80B,  Nuclear  Packaging,  Inc. 

Model:  CNSI  1-13C,  Chem-Nuclear  Systems, 
Inc. 

Model:  FSV-1,  General  Atomic  Co. 

Model:  Gas  Cylinder  Fire  Impact  Shield, 
Energy,  Dept.  of 

Model:  GE-1600,  General  Electric  Co. 
Model:  GE-500,  General  Electric  Co. 
Model:  GE-600,  General  Electric  Co. 
Model:  GNG-20,  Gulf  Nuclear,  Inc. 
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odd:  QPHS,  Energy,  Depl.  of 

odd:  HN-10Q,  Series  2  &  2A,  Hittman 
Nuclear  &  Development  Corp. 

odd:  HN-100,  Series  3,  Hittman  Nuclear  & 
Development  Corp 

odd:  IR-50,  Industrial  Nuclear  Co. 

odel:  KKP-20-4950,  Kerr-McGee  Nuclear 
Corp. 

odel.  MH-1A,  Energy,  Dept.  of 
lodel:  N-55,  Energy,  Depl.  of 

odel:  NU-1/2,  NL  Industries,  Inc. 
lodel:  NLI-6502,  No  Users 
lodel:  NRBK-41,  -42,  &  -43,  Energy,  Dept.  of 

lodel:  NUPAC,  10/140,  Nuclear  Packaging, 
Inc. 

lodel:  PADUCAH  Demonstration  Cask, 
Energy,  Dept.  of 

lodel:  PADUCAH  Tiger,  Energy,  Dept  of 
lodel:  PAS-2,  Nuclear  Packaging,  Inc. 
lodel:  PAT-2,  Energy,  Dept.  of 
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Name                               Docket  Page 

Model.  RA-2,  RA-3,  RA-J,  General  Electric 

Co.                                                                                  71-4986  440 

Model:  Rad-Waste  CR.I,  Chem-Nuclear 

Systems,  Inc.  71-9105  443 

Model:  S5W  Reactor  Compartment,  Energy, 

Dept.  of  71-9788  444 

Model:  T-2,  Energy,  Dept.  of  71-5607  440 

Model:  TN-S,  -8L,  No  Users  71-9015  442 

Model:  UNC-2901,  Combustion  Engineering 

Co.,  Inc.  71-6294  441 

Model:  WAPD-39  &  NRBK-44,  Energy, 

Dept.  of  71-5875  441 

Model:  WAPD-40,  Energy,  Dept.  of  71-5874  440 

MONTANA  X-Rayr  Inc.  71-0494  440 

New  York  Testing  Labs,  Inc.  71-0166  440 

NUS  Corp.  71-0496  440 

Ranchers  Exploration  &  Dev.  Co.  71-0143  440 

Southwest  X-Ray  Corp.  71-0495  440 

Licensing  of  Independent  Spent  Fuel  Storage  —  Docket  72 

MorrEs  Operations,  General  Electric  Co.  72-0001  444 
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LOW  LEVEL  RADWASTE  DISPOSAL  SITES 

DOCKET  27-O39  SHEFFIELD.     IL>    U  S      ECQLOOY,     INC 


B309flOlflO  Trip   root   of  831801-02  *iti  viilt  to  Bhifflald.IL  r«  tit* 
•ur*ac«  vigttatlon  t  dralnagt   f»«turi* 

8WFFNER.J.  A,      Low  Lival  Wait*  Llc«n»lng  Branch       83/01/33. 
BCAKANO.R  A.      Low  Ltval   Ua*ta  Licanilng  Branch.      3pp.      18434-257 

8309030917  Joint  notion   to   contlnu*   prociadlng*   until    83071B  to    providi 
•ddl   tin*   fat*  i*ttl*Btnt  negotiation*  Continued  progrni  h** 
b**n  nada.  C«rtlf  icat*  of  five   tncl. 

LESSViR.P.  H»»rlng  Branch  3.  HETTERHAHN,  M.  J,  US  Ecology,  Inc. 
(foraariv  Nucliar  Engineering).  83/04/27.  Atonic  Safitu.  and 
Lleanting  Boar*  P«ntl  4pp.  1B294  176, 


— 8309180476  Rupond*    to  NRC  riquiit    for    Info   n   iddl    unr    of   Llc*nii 
8TB-25S  Bilictlon  It   training   Of    Individual    vhould    ha 
conplitid  within   1-3  month* 

JQNEBONiB   J        8     F     Appllanci,    Ltd        33/03/10,       H1EDEMAN,  D         Riglon 
3,    Offle*  of  Dlnctor       lp.      (8431.046 


DOCKET  40-0229  UNION  CARBIDE  CORP   i    R1VERTON,    MY 


B3092603S8  Forward*   rtvliid   Flguri    1  S-     "Oradlng    of   R*c  lalmid   Surface, 
w/cro**-*ictton    location*    indleattd  R»v   »hould    rtplic« 
Figur*   1   2   in  PJ  Lyon*  8303 28   itr 

LUTKIN.M  H       Hitir.    Halt*  t>  L.nd.    Inc.      83/04/00       PETTENOILL. « 
Uranium  fitcovirij  Llctnilng  Branch       3pp        10647,20? 


DOCKBT  27r04B  RICHLAND,    (Mi    U,  fl.    ECOLOOY,     INC 


B3O9110193  FartMrd*   Monthlu   BHH  rtctlpt   L  burial    r«pt    for   Har    19fl3 
r«»t  of   liotople  •ctlvltv.M/o  anclt. 

HIPBHERiU.H.  UB  Ecolagyi  Inc.  <for»«rtv  Nuclear  Englnairlna) 
83/04/14.  HAUK1NS.  E.  Low  L»v*I  Haiti  Llccntlnfl  Branch.  Spp. 
18434;  103. 

8309110134  Application   for  «odt   to  Ulcfnn   li- 17204-01   facilitating 
•poctflc   radwafti  racilpt  V  diipoial   riqulrfMtnti   of 
lOCFRaM   "Ltc«n*lng  R«q,ulriMinti   for  Land  Dlipoial   of 
Radwaitt   - 

HlPBHERiM.N  US  Ecology,  Inc.  (formtrly  Nuclaar  Englnivrlng). 
83/04/31.  HAMKIKia.E.  Low  Lavtl  Haiti  Ltcaniing  Branch.  Spp. 
10421:399. 


DOCKET  40-0299  UNION  CARBIDE  CORP. ,    OR AND  JUNCTION,    CO 

8309120901   Coimint*   on  Union  Carbldi  rapt  ra   raqulramint*    of    10CFR40.  > 
fc  Llcinn   Condition*   49,48,96   ti  79,  Third  Ouartir    1982 
groundwatir  data   not   privloutly   itibmlttid    wa*    included 
W/*ubmltt«l 

HOOLBEY,  R.  T. .   PETTENOILL,  H  J,      Uranium  Rteovery  Fiild  Offici, 
03/04/01  Uranium  Ricaviry  Flild  Offlc*       9pp.      18443  138 

83092603S6  Advl***   that   llciniii  will   timporartly   curtail  milling    of 
•  ina  or*  through  U  mil)   at  Oa*  Hlllt.HY  an  of  Q30&01,  Haap 
liach    facility  will    contlnui    tc   opirata 

LYONB.P.  J.      Union  C*rbld*  Corp       83/04/02       PETTEHOILL,  H       UranJUM 
Ricoviry  Licinting   Branch       lp.      18647:813 


830910037V  Forward*    IE    Imp   Rlpt*    30-237/83-08  I,  SO-249/83-07  on 
830233-39,0301,09  I.  14  t,  notlca   of  violation. 

tflNDiJ.A.    'D'iviilon  of  R«d*lologlcal   fc  Hatarlali  Bafitv  Program 
83/04/33,       REED.C.       COMMonMialth   Cdiion  Co.       2pp         1B377-328,       24  X 
i  90-337.  83/04/33,  8303100379. 


B309100414   IE  Ha*t*  Packaging    Imp  R*pt   1  9000046  /B3  -03  on  830=16 
Nencottpllinea  nottd:do*t  rat*  of  3  nrim/h   ulitid   in   truck 
c«». 

THOfMfl.R.D.,    BOOK'H.C.      Rigion  9>    Offlc*   of  Dlrictor.      ELSEN.M.J. 
Uathlngtom    SUti  of.      63/02/88.      4pp.      18377:344       24  X 
Flcho:  90-237,  83/04/32,  8309100377. 


8303170383  CoiMiint*   on  830207  Itr  h  melt  r»  projictid   coiti   for 
tailing*  ricUnatlon,  Talllngi  pond  riclamatlan  cact  *nalljtlt 
li  pond    (unnary   conilitint  w/approv*d    plan 

UOOLBeV.fi  T.      Uranium  Ricovaru.   Fl*ld   Offici       WOOL8EY,  R  T       Llcanting 
Branch  S.      83/04/10  Uranium  Ricoviru  Flild  Offiet       2pp 

18496'  ill. 

8303160376  Summary  of  830414  muting  w/Unton  Carhld*  Carp  fc  NRC    in 
CaipiriWY  r*  propond  *ipan*lon  of  A-9  talllnoi   diipoial 


KEARNEY,  B        Uijoinlno,    8t«t>   of,       B3/04/19 
19479:041 


Huomlng,    atati  of.        lp. 


DOMESTIC  LICENSING  OF  SOURCE  MATERIAL 

DOCKET  40-008*  ».  R.     WAGE  I.  CO.  ,    POMP  TON  PLAINS, 


8309030499  Foruardi   fuil   cycli  &  matlt  LER  *um«arv   'or  Mar   1983 
BROWN, 0  D.      Civilian  of  Vindor   h  Technical   Program       B3/04/27. 
DAVI8,J  0,      Qtflef  of  Nucliar  Katirlal  Bafitij   h  0afiguardi,Dlr*c tor, 
KICHELBONiC        Dirictor't   Offic*        3pp.       18306:190, 


8309180339  Oltcutut   it«n«   of   lnt*n«t,  including  natl   ritpon**   tu 
FE8   far   K>rr-r1cB*t  Ran   Earth    facility  l<  radloactivt 
»ros»r*v   In  Hagnt,  NJ. 

PAOBrR.  fl.      UVanluM  Fu«l  Lle*n«lng  traneh,      83/09/09       DAVI8,  J.  0. 
OffU*  o*  NucU*r  Material  Baftty  k  Safiguard*, Director.      2pp. 
18BO3!  397. 


DOCKET  4O-O219  8.  F.    APPHCANCE,    LTD.,    HORRIB,    IL 


83091804*8  Aek   racolpt  of  B3022B  I,  0310   Itn   Inferning   NRC   of   itapt 

t*k«n  to  cnrrtct  violation!  notid  in  IE  imp  of  Licanti 
BTB-996. 

HICDBMAN,  D.  0.       Rtaian   3,    Offict   of   Dlrictor.       83/04/39.       JOHNSON.  fl.J 
8.    F.    Appliance    Ltd.      lp,      18431:041. 

— B3O91&O471  A**|)«ndt  to  NRC  830228  Itr  n  violation*  notid   in   IE  Imp 
of  Lleintt  8TB-8M. Corractivi  action*: radiation  turviu* 
un*vaila*U  at  tip*   of   ln*p   ancl  *  roptf   of   futuri 
awrw  fill   b*  fe»t   on  fil». 

JDME80N.B.J.       B.     F.    AppllanEI,    Ltd.       B3/02/28.      MIEDEHAN.D.       Rigion 
3,    Offlct  of  Dlrietor.      4pp.      18431:043. 


8309170999  Rivltwi   40CFR190  compliant*    for   Third  Quart. r    1982  for    Bat 
Hllli  Hill   CDMpllanci  aec*ptablt,hou«v*r. ability    to   parfarm 
n*cii*aru   calculation*  not  dimonitrattd. 

BOU.ENBER8ER,  D. ,    MARTIN,  D.  E,      Low  Livel  M«*ti  Licinting   Branch. 
83/04/38,          Lou  Livil   Hut*  Llcinilng  Branch       4pp        18497:048 

8309240389  Foruard*  8tat*  of  WV.Dtpt  of   Environ  Quality  »i«o   raiting 
cencirni   an  Union  Cirbidi  Corp   prapoiad   tailing* 
•nbankimnti.  8tati  will   difir  furthir  action  until  Pittinglll 
can  itudy   rivliu  to   ditirmlni   If  addl    Info   niodid- 
FHEUDENTHAL, N.      Wonting,    Stat*   of       83/04/28.      SMITH, R.  D.      Uranium 
Ricovarv  Fitld  OfMci       3pp.      16647-207. 

6309360393  Forward*   ript   on  830413  ipilt    of   hiap    laach    liquor   from   Ea*t 
0«t  Hill*  Mill. Spill   cont«lnid   in  riitrlctvd  aria  w/no   ri** 
of  iplll   riachlng   *urf«c*  watirwag 

LYONS,  P.  J.      Union  Carbld*  Corp.      B3/04/28.      BROWN.  8.      Raglan  4> 
Offlct  of  Dlrictor.      3pp.      18647:186 

— B30926039Y  For ward t   ript  of  830414  *plll   of   tailing*   liquor  from   Eait 
Oa*  Hill*  Hill, Spill   contained  within  rutrlctid   ar*«  w/no 
ritt  of  riaching   *urfac*  uatirwcy. 

LVONB.P.J.      Union  Carbldi  Corp,      83/04/27.      BROWN,  0.      Rialon  4> 
Offici  of  Dlractor       4pp.      lBc.47: 187 , 


DOCKETED  ITEMS 


3305360363   Advi«*i    that    State    at   UY.  Dep  t    of  Environ   Ouoi  1  tij,  Water 
Quality   Div    ha*    no    objection*    to    proposed    lucres**    In 
capacity    of    A-1?    p-lt    talllngl    ar*a   Propoial    appear* 
environmentally    acceptable    Comm-enti    Jl*tnd 

OARLAND.W   L          Wyoming,     StatI    of         B3/O5/Ofl         PETTEMQILL.  H         MAC    - 
Detailed    Affiliation    fflven         Ip         136-17  S3? 


-S3031202B3  Notifies    that   Llcsnee    BMH-179    eiplre*    on  690930  Renewal 

application   ihoifld    be    filed    ulthin   30  dau*    End 

certification   of    *tatui    of    inure*   matl    activltie*    form 

tttouli!    Of    completed    far    nonreneuial    of    llcenie 

NUBSBAUMEfij  D  A        Atomic    Energu    CommUtlon        69/07/33        HANNA, H  J 

WMttaler  Corp         Ip         184AO  O7S 


B30324036B  tlati   Stats    of    HV,  Dspt    oP   Environ  Oua  1  Iti).  Watar    duality    Olv 
centime    n    application    to    Instill    pump  tack   utll    to    rev*r*a 
groundwater    gradient    belou  A~t   tailings    pond    Quartfrly   n-apt* 
for    grounduater    monitoring    should    QB    sutmttttd 

QARLAND.H    L          Wyoming.     State    of         B3/03/U         PETTENOILL.H         NRC   -   No 
Detailed    Affiliation   <J(ven          Ip          IS647    303 

B30323Q397  Submit*    reviau   of    4QCFF119Q  compliant*    for  Fourth    Ouarttr 
193S    for   Oas    Hillt   Mill    Ravi  led   data   &    data    calculation* 
tubmltted    030437   acceptable 

BOLLEMBEBOEn,  D   .    MARTIN.  D   E        Uranium  Recovery    Llcftiltng    Branch 
S3/Q5/13         HIOOIMBOtHAM,  L         Lau   C.IVB!    Haste   C.lC*mlng    Branch          4pp 
19S94   323 


DOCKET   40-0672   NUCLEAR  METALS,     IMC   t    CONCORD,    MA 


63031B0224  Aildl    ra*pon*e    to   FOIA  rebuilt   *or    Hcen»*  app  llcatlon** 
license  A    ini-p    rtpti   r*   Nuclear   Metalline    &   correiponimc t 
on    implogtt    -ovBrtipoiurx    to    I960  ForuariJj    docunant*    llitid 
fn    App    A    Info    partially    withheld    (i-cf   FOIA  Ei*mptlon    6> 
FELTON.J  M         Divliion   of   Rulll    and    R*eoriJi        B3/O3/O1        MODMEV.  B   C 
Louill    SUti.    Louill.    HA.       9pp         IB4AO  030 

— 91ISUOBU9   Foruardi    urlnalijili    hUtorn    form   for    revieui   by   Occupatlanal 
Haalth   atd-i    Branch    Into    raqui>t*it    ai    roiult    of    rtctnt    Imp 
«t  Kuclaar    Mttal    In   Concord. HA  uhtrB   tmplay»»i    urlnt    •houtd 
concintrat Ion   of    U    In    rxc«*i    of    licensei    guld4 
KIMNEHAN.J   D        H«t«ri*li    Radiological    Protactlc-n  Bac tton, 
Bl/U/07,        (SHELL A,  A  M.       Fual    Cijcle    i<  Kat*rlali    Sifatij    Sacttun 
4pp         1B462    ISA. 

—  9309130334    Imp   Finding*    fe  Llcinive    Ack    iltd    63D4Z4  of    Llctnt*   BHB-L79. 
Imp    findlngt   no   noncomp HJHC t   notid, 
KLEVIM.P    H         Atomic    Enlrgi;    ComrnKtlon        42/O4/34        Spp         1B460  O60 


-B30512OEe4   IE    Imp    Finding*    S.  Llcaniaa   Act    dtd   700713  I    16   of   Llcantta 
BNM-6S   It  SMB-1791   In»p   fJnJinjB.no   noncomplHtieo  notid 
EMITHiR    H        Atonic    Enerng    ColWBlnlon        70/07/16.       Ip         1B46O  076 

-B30Sia<32Bt  Notlfl**    that    no    Itonm    of    noncomplianc*    obiarvad    during    intp 
of    Llc«n«««    SNM-69  ti    8MB -1 79    Correctlva   miaiurt*    Implanantad 
rt    [tin  of   nancojnpllaiiiCB   during   A70903  &  O4   ln*p  3  I*i«row 
rtplaccd  Da  Knippvl   *»   cr Iticallttf   offlcir 

SMITH.B   H.       Atomic    Enargg    Ccniml»ilon        70/O1/06  Atomic    Enargu 

CommUiion-       Ip.        18460:077. 

-S30912DS94   IE   Imp   Finding*   1<  Llcvntia  Ack   dtd   710913  Ic   14  of  Llc«n*i« 
SNH-A3  &  SMC-179.  tn*p   flnrflnui.no   noncofflpllanc*  noted, 
Fttlatad    Info    »ncl 
SMITH-R   H.       Atomic    En»roy    CowmiMlnn,       71/08/14,       2Bpp.       iB4o0.078 

-8309t20S9B   Olicuimi*   740713   »mok»   l<    pap*r    tnl**lon   from   S-j*llon    pall 
of    U  Fir*    dapt   raMQVad    pall    amoka    ti  vapor   tniiilon   caaiid.  No 
ptrtonnil   contamination   rnultad   or   radiation  r*l*aitd 
Catiitd  bv   riactlon  b«tu*»n  mttal   h  all 

OILMAN,  A,  R        Mucliar    Hatali,     Inc.       74/O7/13.  Riglon    I, 

Phlladalphla.    Off  let    of    thi    Dlractar,       3pp         18460-123 

-B303I20303   Dlieutit*    Imp    ot    Ulonma    BMB-179  radiation   control    proflraai. 
Ltc«n»   clatilf fcatlon   vhoutd    b>   changad   from  E-3  to  B-l 
Mtii    Intp    ichitfulad    during    Nov    1974. 

JERMANiP   C,       Atomic    Entrgv    Conmilialoni    Directorate    of   RagUlatoru 
Op»r*tioni        74/OB/BB  Atomic   Enargu  Commltiloni    Dlrvctorate  of 

Rvgulaboru    Opir-atlon*         Ip         19460'  129 

-B3031203Q7  Foru-trdt    In«p    Rapt   40-0672/74-01    on   740930  b  31.  No 

noncompllanc*    not»d. 

MELBON,  P.  R        Atonic    En*rgv    CommlBiloni     Dlrictorate    of    Ragulatoru 
Dntrjtloni         74/OB/22         TUFFIK,  H   B        Nucltar  MitaU,     Inc.       Spp. 
1B4.6O    129. 


-8303120240    Imp   Finding*    b   Licanna   Act    dtd    69U07  t.  OS   of   Hc*n»* 
BHB-179   Imp    finding*    no   ncncompl  lanca  nottd 
*      Atomic    Emrgy    Commliilon        65/1 3 /OB        Ip,        1B460.062 


-B30S12031O   Imp   Rapt   40-0672/74-01   on  74O930  *  31  No  noncQBp Uancfl 
nottd,  Maj-or  artat    Iniaictvd   radl*tlan  control   program. 
GERMAN,  P.  C.  ,     KNAPP.P   <J        Raglon.    1,     Philadalphlai    Offica    of    th« 
Dlnctor.       74/09/20         7pp         1B46O.  131. 


-B3091S0346   Notlfi**    that    hlucliar   Mat«U   Dlv   c-f   Tutron^Inc    *cqulr*rf    b"J 
Hhlttakar   Corp   Approval    far    transf«r    of    lic*n*a*   raqu*itad 
THOMPSOM.P,       Nucltir   Mital*.     Inc        A6/OB/I1  Atomic    En<rg« 

Comralnton        Ip        !B4fiO  O63 

-6309130231    IE    In*p  Flndlnir*  t*  Ltctnts*   Ack  dtd   671227  &  SB  tit   Llcinia 
BUB*  177    Insji    finding*.  no    nonconptlinct   notid 

0)1ELLA>A   H   j     BRDHNErW,  O.       Atomic   Energy   CoAinl**lan        67/12/2B        Ip, 
16460  0&4 

-B30D120297   Foritfirdi    IE    Intp    Finding*   &   LLcinii*    Ack    dtd   671227    t>  SB 
Ho  nonconpl  laaci  nat*d,H/a   »nt], 
KIHKMAN.R-H.       Atonic    Enargv   Commiiiion        68/01/03        ABREAU.KA 

tr   Corp         Ip.       19460"  069 


-830  5120240    IE    Intp   Find  ing  i    «i  Lictnita  Act   dtd    671202-03    of  Litvnia 
8HB-179   In»j    finding*-  no   noncompl  lanc«   noted 
SMITH.R   H        Atomic   Entrgy    Ci>m*ii»lon.       67/12/03        Ip,        18440  Otf, 

-Q309I20564   Advlut   that   rBteoni*   to  690822  application   for   Ulctnie 
9HB-179   hai>    n-ot    him   rtcatvtd    Info   re    iiiuano    of    llcen*t 
raquiittlf 

LEE.M  fi-       Mhlttakar   Corp         69/10/22        NU38BAUMERr  D,  A        Atonic 
Energy  Commlnlon,       Ip          18460:067 

-9309120268    Submit  t    Hit    of   replacement   aagti   to   application   for    LIcen** 
BNH-63i  in   r»*pom*   to   6<?0<?23  commtnti, 

i  B,       Uhlttakir  Corp.      &7/1O/22:      hWSSBAUMER,  D  A.      Atomic 
Co«nnE»ilon.       2pp 


-B30312G3I6  Ack   ricalpt   of   74O327   fc  0416   Itri   Informino   of   *tep*   taken 

to   correct  violation*   noted    In   740215   Itr 

a'REILLY.J,  P.      Region    1,    Philadelphia,    Office   of   the  Director. 

74/04/aft.       TUFFIN,  H   B.       Nuclear    Metal*,     Inc.       Ip,       18460    140 

-6303120392  9uppli    740327    Itr    re    u*«    of    glovai    for   hand    protection, 
monitoring   of   hand   tt  glove   eiram  &   u*e  of  breathing   lone   air 
sampler,  In   response    to    740404    telcon. Related    Info   encl. 
TUFFIN,  M.S.       Nucleir   He  tali,     Inc.       74/O4/16,       O'fiEILLY,  J.  P.       Region 
1,    PhlLadtlphlar    Office   of    the   Director       9pp,       1B4401 141. 

-83O31B0396  Foriuardl    Imp    R*pt»    4O-0&72/7S-02  &  70-OOB2/73-OS  on 
7312S7-2B  fc  74010B-O9  li  notice   of  vioUtion.  M/o   ln*p  reptc. 
O'REILLY-J  P         Region    1,     Philadelphia,    Office    of    the   Director 
74/OB/13.       TUFFIN.H.B.       Nuclear    Metal*.     Inc.       2pp         1B460' 146 

-B3OS120339  Notice    of    violation    from    ln*p    of   731227-2B  li  74010B-09. 
Honconpliance*   notid; f*llurn   to   conduct  adequate  evaluation* 
of   hand   a«poBtir«*i  to    survey   for   •Irborni  U-S38  t»  to 
anal^it   environ  water   ti  «oil   *a>pli* 

*      Region    1,    PhtlBilelphla,     Office    of    thi   Director.       74/02/13        3pp. 
1B460' 148 

-8309120369   Respond*    to   NflC   740219    Itr    r«    violation*   noted    In    Imp   Rapti 
70-OOB2/73-03  &   40-0675/73-02  Corrective  action*'  finger 
dot-lmeter*    placed    on    individual    omplov***   MonthlU    0" 
rotating    6* i It,  LI  handling    implotfae*   lurveyed. 

TI/FFIN,W       Nueltar   Natale.    Inc.       74/03/27.      O'REILLY,  J.  P.      Region 
1,    Philadelphia,    Qffie*   of   the   Director       llpp        1B46O:  133. 


-S30S120374    IE    Imp    Finding*  &   Llctmi*    Acl    dtd   690903   tc  04    of   Llttntat 
BNH-69  *  BHB-179   In*p   f  ind  ltig»  '  propt  v   evaluation*  n«t   mad* 
of   certain  avpecti   of  S*»ltJi   phijiici   program  per  Section* 
II    6    4   through    II,h.6<b)    of   Llcen**    Condition  8, 

O.      Atonic   Energy   Cqmmliiion       69/09/19       Ip.      10460:071. 


930312027?  Application    for    reneuil    of    Licenit  8MB-177.  author  1  <lng 
pantitfoTi   Si   uie  of  U-239  ictll-if  metal   1-  alloy   for 
fabrication   fc  exp*rl*entatlan 
OUHHESDN-P    U,       Whit  taker    Corp        6WOB/82.       3pp. 


-830S1B0372    In*p   Ripti    40-0673/73-02   ti   70-0082/73-09  on  721227-28  i 
740108-O9,  NoncoAipllainc*   noted:  falltiri  to  evaluate   dnie   to 
hand*   of    individual*    handling   U-238  t.  utarlng   glove. 
centanlnatffd   w/U-233  1   daughter   product*. 

JERMAN,  P.O.  ,    KNAPP.P.J.      Region    £r    Philadelphia,    Office   of   the 
Director,       74/02 /Ol.       20pp.       18460.164. 

-S309120376   Conflraii   740104  tt  O7   telconi  re  action!   taken   to   correct 
violation*   noted    in    intp    on   7312K7   t  29.  Repreiantative*  will 
vltit  plant   on  740107   to   evaluate   corrective   action*. 
D'REILLYj  J,  P.      Reolort   1,    Philadelphia,    Office  of  the  Director. 
74/OI/O7.       TUFFIN,  M.  fl.       NucltJW    H»tal»,     Ine        3pp.       10460:  184. 


DOCKETED  ITEMS 


-B30312Q430  Forwards  Imp  Rept  40-0672/79-01  on  790339  &  30  No 
noncomp 1 iance  noted  Major  areas  Inspected  selective  exam  of 
procedural  &  representatl ve  records. Interviews  w/porsonnel , 
measurements  made  bg  Inspector  i<  obisrvations  W/o  end 
NELSON. P  n  Region  1.  Philadelphia.  Office  of  tha  Director 
73/06/23  TUFFIN.W  B  Nuclear  Metals,  Inc  2pp  18460  !•?! 

-8303120494    "Nuclear   Reactor   Fuel    Svcs    Semiannual    Insp    II    Plan   !<  Field 
Notes    " 

EPBTEIN.E   ,    MCCLINTOCK.R        Office    of    Inspection  I.  Enf orcement, 
Office    if    the    Director         79/06/23         16pp          18460    19S 

-B30312Q462    IE    Insp    Rept    40-0672/73-01    on    7SO329-30   No    noncomp 1 iance 
noted   Major   areas    Inspected   tngt    Interview  re    scope    of 
program  &   operations. external    &    Internal    e  iposurea. stac k    air 
monitor  Ing. 1 Iquld   waste   b   controls 

EPBTEIN.E   ,    MCCLINTOCK, fi   0        Region    1,    Philadelphia.    Office    of    the 
Director         79/O6/23         4pp          1B46O   211 

-83Q3t20466    IE    Insp    Finding*   *"  Licenses   Ac  k    did    760610  of   License 
SM8-179    Insp    findings    no   noncompllance   noted   Radiation    data 
sheet    ancl 

EPSTEIN. E        Region    1.    Philadelphia.    Office   of    the   Director 
76/06/10,        Ipp          1S460    217 

-8303120479  Ac k    receipt    of   770310    Itr    re   violations  noted    In    IE    Insp 
Rept    40-0672/77-01    Records    of    evaluations    denoting    true 
expoiure    of    Individual    exposed    to   contamination    should    be 
maintained    far   review   during    neit    Imp 

NELSONiP   R        Region    1,    Philadelphia.    Fuel    Facility   4.  Materials 
Safety    Branch         77/03/31         TUFF1N.H    B         Nuclear    Metals,      Inc          lp 
1B460   28 1 

-8309120480  Retponds    bo   NRC   770418    Itr    r»    violations   noted    In    IE   Insp 
Rapt   40-0672/77-01    Corrective   actions    employee   mill    present 
bactgi    to   guard    at    exit    Bodge    sealed    within   c loanable   mylar 
envelope. 

TUFFIN.W.B        Nuclear   Metal*.     Inc        77/03/10        NELSON- P   R        Region 
li    Philadelphia.    Fuel    Facility    t>  Materials   Safety    Branch        3pp 
1B460  292 

-8303120483  Discusses    IE    In*P    Rept    40-0672/77-01    on  770329  &    forwards 
notice    of   violation 

NELSON.  P   H        Region    1.    Philadelphia.    Fuel    Facility   t.  Materials 
Bafaty    Branch        77/04/10        TUFFIN.W   B        Nuclear  Metali,     Inc        2pp 
1S460  233 

-B30312Q4B9  Notice    of    violation    from    Insp    on   770329  Noncomplianco   noted 
failure    to   perform   surveys    to    assure   compliance  w/ 
10CFR20    101    &    10CFRSQ  409  re    radiation   exposure    to    per«onn«l 
monitoring    (film)    badge    for   Third   Quarter    1976 

*      Region    1,    Philadelphia-    Office    of    the   Director        77/04/1B        lp 
18460   237. 

-830913O493  Ack    receipt    of    780919    Itr    Informing   NRC   of    steps    taken    to 
correct   violations    noted    In    IE    Insp    Rapt   40-0672/70-02 
CROCKER. H  M        Region    1.    Philadelphia.    Fuel    Facility   &  Materials 
Safety    Branch,       7S/09/27        TUFFIN.U   B        Nuclear  Metals,     Inc         lp 
18460  288 

-8303120494  Responds    to   NRC   7BOB21    Itr   r«   violations   noted    in    IE    Insp 
Rept   40-0672/70-02,  Corrective   actions, radiation    levels   along 
outtlde    rear   uiall    of    Butler   Bldg    1    reduced    to    1   m/h   Fencing 
placid   between  end*   of  aldg* 

TUFFINiW  B        Nuclear    Metals.     Inc,       78/09/19  Region    1, 

Philadelphia.    Office    of    the   Director        lp,       1B460.23? 

-8303120300  Forwards   notice    of   violation    from    imp    on   790727-30  Result* 
at    smear    samples   within    license   guidelines 

CROCKER. H  W        Region    1.    Philadelphia,    Fuel    Facility    b  Materials 
Safe/ty    Branch        78 /OB/21         TUFFIN.W  B        Nuclear   Metals.     Inc.      3pp. 
18460  260 

-B303120303  Notlc*    of   violation    from    imp    on   780727-29.  Two    individuals 
working   In  restricted  art*  received   exposures   to  skin   of 
8.34  fc  B.  19  remsi  respectively,  during   First   Quarter  CY7B, 
Draft    Imp   Rept    78-03   end 

»      Region    1,    Philadelphia    Office   of    the    Director        70/OB/21,       3pp 
18460:  263 


--B3QSI30909  Ack    receipt    of   78041B    Itr    Informing   NRC   of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Rapt    4O-0672/7B-Q1 
Request    to   amend    license  must    accompany   changes    to 
procedures   noted    In   780418   Itr 

NELSQN.P   R        Region    1.    Ph  i  lade  Iptiia,    Fual   Facility    t,  Materials 
Safety    Branch         70/09/11         TUFFIN.W   E         Nuclear    Metali.      Inc          Sop 
10460   275 

—8309120511    Responds    to  NRC   7BQ324    Itr   re    violations   noted    In    IE    inap   on 
70022B-0301    Corrective    actions    personnel    Instructed1    to 
collect    floor    sweeping    in   containers   color    coded    to    Identify 
icrap    containing    licensed   matl 

TUFFIN.U    B         Nuclear    Metals,     Inc         7B/04/1H  Region     1. 

Phllaflelphla,     Office    of    the    Director         Spp          13460   277 

— S309I30914  Foriuarils    notice    of   violation    from    imp    on    78022'a  1  03O1 
Methods    for   detecting    radioactive    contamination   should    be 
reviaued    Comments    on   smoking    in   restricted    area    requested 
NEL80N.P   R        Region    1.    Philadelphia,    Fuel   Facility    t.  Materials 
Safety    Branch         78/03/34         TUFFIN.W   D         Nuclear    Metals.      Inc         3pp 
19460   279 

— B30S120S13   Notice    of    violation    from    insp    on    7B0229   &   O301    Noncomp 1 1  ante 
noted    failure    to   perform  surveys   re  disposal    of    licensed 
matl    In  waste   &  radiation   exposure    to   extremities 
fl     Region    1,    Philadelphia,    Office   of    the  Director        76/03/34        lp 
1B460  383 

— 8309120510    IE    Insp    Rept    40-0672/78-01    on    760336   t-   0301    Noncomp  Hance 
noted    failure    to   evaluate    exposure    to   extremity   &   to  Ulear 
ring    dosimeter    In   restricted   area  Rarfuasfce    found    In    trash 
dumpiter 

OLENN.J  .    MCCLINTOCK, R        Region    1.    Philadelphia,    Office    of   the 
Director         7B/03/13        8pp         1B460   203 

—8303130919  Forwards    proposed   ack    Itr    to  Nuclear  Metala    BO1003   response 
to    notice    of    violation   fc   B00929    notice    of    proposer) 
Imposition   of    civil    penalty 

ORIER, D  H        Region    1,    Philadelphia.    Office    of    the   Director 
80/11/19        THOMPSON, D       Executive  Officer    for  Operations   Support 
2pp         1B461    026 

—Q303120323  Forwards    draft   enforcement  action    Itr    fc   notice    of   violation 
t,  proposed    Imposition   of  civil    penalty    re    failure    to   meet 
NRC  fc  DDT  requirement*    for    shipment   of    raduaate    to   Barnuiell 
burial    site 

ORIER, H   H       Region    1,    Philadelphia,    Office   of    the   Director 
80/00/26         THOHP90N,D         Executive   Officer    for    Operation!    Support 
5pp        10461    107 

—0303120527  Amund   3   to  License  SMB-179, revising    Items   b  k   7   re    source 
matl   &  max    possession  Ii   use,  per   731003    telegram: 
DRAQONETTE,  K  S        Dividon   of  Fuel   Cycle    &  Material    Safetu 
70/10/08        lp        18461    189 

— B30S120930  Confirms    dlicussloni   re    possible   overexpasuro    of   employee 
to  airborne    concentration   of   depleted  U  JH  Hursh    S< 
KMBtrable   engaged    as    consultants    for  NRC  Aasiitance 
requested 

KINNEMAN,  J  D        Region   1,    Philadelphia,    Office   of    the    Director 
01/01/13         TUFFIN.U   D         Nuclear    Metalt,     Inc         3pp          1B461     199 

—0303130940  Discusses    IE    Imp   Rept   40-0672/80-O4  on  801130    Proposed 
tmnimlttal    Itr   &  notice   of   violation  &    proposed    impolltlon 
of   civil    penalties   encl 

ORIER, B  H       Region    1,    Philadelphia.    Office    of    the   Director 
Bl/03/03.       THOMPBON.D       Office   of    Inspection  k   Enforcement.    Office 
of   the   Director        lOap        10461   202 

—8309120602  Discuites    IE   Insp    on  801130  t-    forwards    notice    of  violation  fc 
proposed    imposition    of   civil    penalty 

BTELLO.V.       Director's   Office,    Office   of    Inspection   and    Enforcement 
81/02/84         TUFFIN.H   B         Nuclear    Metals,     Inc         2pp          18461    329 

-8303120607  Notice   of  violation  b   proposed  imposition   of    civil    penalty 

in  amount    of   tS.OOO  Noncomplianca  noted  low   specific 

activity   radioactive  matl    found    Leaking  from  Drum   SB 

STELLO.v        Director's  Office,    Office   of  Inspection  an  if  Enforcement 
01/02/26         2pp         1S461    231 


-B30312OS07    IE    Imp    Rept    40-067B/7B-02   on   780787-28  Noncomp llance    noted 
two  workiri   received   thin   dose   in   excei*  of  7.9  rems   during 
First  Quarter    1978  d    levels    outside   Butler   Bldg    exceeded 
S  m/h   at  2  ft. 

OLENN,  J  E,  '    MCCLINTDCK.R        Reflion    1.    Philadelphia,    Office   of    the 
Director        78/00/14.       IOpp         18460  265 


-8303120630  Ac x   receipt    of  B10316    Itr   fe  payment    of    civil    penalty 
proposed    in  B 102 26   Itr 

THOMP80N.D        Director's   Office    (Pre   830201)        Bl/03/27 
TUFFIN.W  B        Nuclear  Metals,     Ine         lp         18461    S9B 

-B3091B0623  Discunes    licensee   810313   fire    Approi    10    Ib    U   chip*    In 
drum   In  waste   handling   area    Ignited   by    spontaneous 
combustion,  Fire    spread    to    flammable  matl    Wlpei    In   ana 
revelled    gross    beta    contamination. 

COBTELLO,F  M        NRC  -  No  Detailed   Affiliation   Given        B1/Q4/03 
KINNEMAN.O  D       NRC   -  No   Detailed   Affiliation   Oiv.n        Spp 
18461   299  *f 


DOCKETED  ITEMS 


6303120627    DUcu.itt    B1O313    fire    cauted    bV    MtB-lgnltlon    of    to    lb    of 

s^iT"  Kj;SrT.ui,.  i«  «««»  ««^;j  R*°lon 

1,    Phllidtlrhl*.    Office   of    the   Director    CS1/Q3/O1)         3pp 


-WM1MMO  Faru.rd.    IE    IMP   R.pt   4O-M73«I-OI    «   ««»»   ^      . 
noncorapliar.ee    netid   tf-jor    ar.ai    in.pettefl    ••»  «tiv.    •"•»   «' 
procedure,    &    repree.ntattv.    records,  Interview.   w/p.r«iM«l. 
n.aiur«*enti    &    ob.ervation.    by    inipec  tor,  ,U/tt    •"**  DiP.,t»r- 

KINNEKAN.J    D          R.alcn     t.     Phllad.lphla,     Office    of      h«>    =  *"ct£ 

(81/03/01  >  Bl/04/lt         TUFFIN.W    B         Nuclear    Matali,      IftC         Z(>i> 

1B4&1    2&4 

6303180433   Ra.pond.    to    810724    application    to    -"i'   """    ""    Llc'n" 
Addl    info    re'incineretion    of   U    «"p.    k   Wrntnj.    r.qu.it.J 
WANO.J   C  Dlvl.ton    »•    Fu.l    Cud*    *-   "Aerial    Baf.tiJ         81/QT/29 

OILMAN.A    R          Nuclear    Metal.,     Iiu          >P          la461    2*7 

KK»IS<U4Z    R.o.u.it.    addl    infa    re    B10S37    application    *">    '"air    Li»HM 
BMB-179.propc.tlng    dilution    factor   of    143  6=    applies    to    air 
•'fluent    raleaiM    from  v«ntllation    itacki   per 

STc'060^i,,0r.    of  Fu.l    Cyel.   I. 
OILMAN,  A   R         Nuclear   Metali,     Inc         »PP 


830513000*  Ad  r^c.ipt    Q*   -ppli^tlon    ' 

Llc.n.i    ulll  rot   ..pir.    until    Hnil    .e 

HICKEY.J.M  DtvKIon    o*    Fuel    Cyel»    ^ 

OILMAN,  A   R  Nucl«r    Mi**l*.     Inc         If 


'1"    9MB'179 
91/1=/EB 


-B30313QC-11  Confirm  B202I6  eonvenat 
i kin  over«ipoiure  to  employee  Deta 
deletid 

WHBACO.F.  J         Nuclfl»l-   Ketali.     Inc 
Raolon    li     Office   of    Diractor         tp 


n   w/C  flowe    r.  P"^b|»    J" 
l.*   r.pt    for  thconint    Info 


az/02/li 

"0 


JUNNEMAN. 


0208040344  Rept   on    l*«t   quarter    17S1    ikln    dofi    to   Nucliar   Netal4>  Inc 
trap  lai/tf 
ALLARD,  D   J         Nuclear    rtvtalt.     Inc         B2/03/01          I3pp          1B333   224 

-  03090£0141   Bitomlti    final   rept  re  740913  *moli«  i  vapor   emliilan  at  3 

gallon    can   of    depleted    U  Analijili   of    container  fc   lurroundfng 
ar>«  revealed    no    tprsid    of    cantanlnattan  Control    procedure* 
ImprovBtf    Info    paTtl«ll()    deleted 

OILMAN,*  R        Nuel»ar  rlitali,     me        74/10/24.       ALLEN,  H        Region    li 
Phll«d*lphl4.    Offtca   of    the    Director        Bpp,       18333    149 

-  B3O30&0136  Ack    recalpt   of   780430   tranimlttal    af    final    ovtrtipoturt 

reptiper   lOCFflBO.  40B(«> 

MCCLINTQCK.  R  O        Region    1,    Philadelphia.    Fuel    Facility    t>  Material* 
Bafatu    Branch        79/O7/13        OILMAN,  A  R.       Nuclear   Metati.     Inc.       Spp 
1B333    177 

8303060131    Bubmitt    rept  re    tmploijit  whole   bod<J    overeipoiure    to    beta 
plui   gamma    radiation,  p»r    10CFRBO  403<a)(l)    Film   badge 
reevaluatlon   *   overnpoiure    of  U  confirmed   7S0930, 
fiiiniffnmint   of   personnel    tc   earlij  «l*rt   procedure    initiated. 
OILMAN,  A  R        Nuclear   M»t«l«.     Inc        78/06/30  R*glon    1> 

Phlladtlphia,    Offlca   of    the   Director        3pp         183  S3    1BO 

-33030601  99  Forward!   JE  Olenn   810)06  memo   re   allegatlani    of    uniaf* 
condltloni   b    loiproper    firing    of   implouee    by   Nuclelr   Hetalii 
Inc    No    furthtr   action  planned    unlen   uritten   complaint 

riitd 

KINNCrlAN,J  D        Nuclaar   Met«li,     Inc        Bl/OI/13        SMITH.  O  H.       Region 
1,    Philadelphia,    afflc*    of    the   Dlnctor        Ip         1  0333'  197 

-  B30S060J93  Dlicunei  alligation*  by   former  Nuclear  Metal!,  Inc   «n()loijti 

re   uniafe   condltloni   &   linpraper   firing    Info   partially 

deleted 

OiEHN,  J.  E       Raglan    1,    Philade  Iphia,    Office    of    the   Director 

B  I/O  1/04        KINNEMAN,  JD        Region   1,    Philadelphia,    Office    of    th* 

Director,      2pp        1B393  18B 


-8305130014   Con*lr*«    tilcon    r.   .pplic-tlon    for    FMI<M! 
SMB-17?  Bit.   vltlt    ichtdoled    *or   BZO304  -.,,„» 

HICKEV.J   H         Bivliion   of   Fusl    Cycle    &  Mafc.r  UI    3«f  • 
OILMAW-A   R         Huel«*r  M»tal»,     Inc         IP 


Lle*i»" 


B303060SOO  Foruiardt    "AinlyfU    of  Eipoturt    Involving   Depleted    U  at 
Muclear   HetalfApr    1981,"    coniultant   rept 

HURSHiJ  B,       Rochetter,    Univ      of,         BE/02/  IB        HAYNEB,  R   C        R«gion 
I,     Off  let    of    Dint  tor         Ip          18393,203 


-3309130031    Di<cir*t»»   B20J2fr   telcon   re    (Mil    er«l    in   dltj    during 
dlicJurse    -of   U  n»«i  trail*  id    «cid    watte    to    Ugoon-  Poi.ibly 


l,    office    of   Oirtttnr        IP 


--9309060209  Dlicunei   allegatlani   made   by   Nuclear  Met»lt,  Ine    enplpu«e    rt 
uniafe   condltloni    Involving    rltt   of   employee   contamination, 
Related    Info   end    Info   partlallg    deleted. 

ROUE,  C        R«9lon    1,    OCflee    of   Director        02/04V32        KINNEMAN,  J.  D 
Region    1.    Office    of   Director        ip        1B3S3'  B41 


3303130037   Comm.nti    or.  application    for    r.niuil    of   Llc 
Appllc-tior.    .hould    provide   *or.    .p.clfie    pr&c.d*,r.,    *«f 
m.llni    fl.r.Qnn.1    <•   clnthlnB    «t    .Ht*    from  controlled    «•• 
KINNEflAN.J    D         R.flion    i-     OCfic.    <,f    D    r.ctor         BS/04/01 
MIl-l-ER.V    L          QFfU«    of   Nucliar    HattTlal    Saf.ty    i 
SafaouardBi  Of  rector        Bpp         1B463.  131 


8M3-17? 


of   Futl    Cycle    &  Material    8«f»tg         lp. 


030  30  1  02  14  Notiflei    of    reiult*    of    Inqulrlei   re   allegatlani   aade,    by 
Nuclear  Mitali,  Inc    employee.  No    Item    of   canc*rn  represented 
noncampllance   u/NRC   regul*tioni    or   lafety    haiardi 
KINNEMAN.J  D        Region    1,    Office   of   Director        B2/04/02 
FIATAflONE,  J  v       Labor,    Dept,    af       Ip        10333  212 

-B  30  5060  220  Faruerdi    complaint    from  Nuclear   Metali,  Inc    employee    rt 
untafe   condition*    fc  haalth    haiardi  at    facility   Related    Info 
iticl    Info  partially   dcletid 

FIATARONE,  J.  V,       Labor.    Dapt,     of        B2/08/02        KINNEMAN,  J.       Region    1, 
Offlc«   of  Director        SOpp         1B3S3>243 


B30S1300S3  forurardl  820313   requeit    for    iddl    Info   Ti    lU 
appllcatlcn    for    rinaual    appltc«tlon.  .,.,.•.. 

Dlvliion   of    Fu.l    Cycla    b   Material    Saf.tg 
D        Region    1.    OMI«    o»   Dlr-ctor        2PP 


8303130062  AcV    receipt    of   011116   appUca  "on    f  "   "MM  1    of  Ll«n.i 
BMB-179,  Addl    Info  Tf    temporary    job    litei   at    which   loiiret 
Mtl«  will    be    panelled   «r   uiefl,  radiation   survty   program  k 
waitt   dlipaiat   r«mf*iteil.  H/a    itated    encl,  „_,„.,  ,~ 

'      C          Dlvlvlcn    of    Foil    C«<1*    &   rt.terl.l    Safetu          BZ/09/13 
,A-fl.        Nuclear    Het4l«,     Inc.        4pp          !B4a2!   176 


830=0i0133  Addl    T^ipon.t    to  FOIA  raqueH    for    Info   r.  Nuclaar  M.tali, 
liwtl«l«dl«B    incidenti    af    employ,*   qv.re.po.uref.  Foru.ar.Ii 
App  A   dieui."*.    lnf«    partial^   «Hhh.»    name,    Of    over.«po.ed 


Lout  II    Sun,     Louell.    MA        3pp         IB3S3. 


DOCKET   40-1168  WESTERN  NUCLEAR,     INC   ,    JEFFREY  CITV,    MY 


B30S02Q407  Forward «    "Wattr   Quality   Sampling   Re»ulti, Fourth    Quarter 
1902,apllt   Rock   Mill,  Jiffrnj   Citg,WV,  "   per   Licfnie   Condition 
29  Hell   20   data  will    be   submitted   In  luppltmintal   ript. 
BOODENiO        Ueitorn  Nuclear,     Inc.     (tubi      of  Phelpi   Dodge   Corp    ), 
83/03/31  Region   4,    Office   of  Director         tp        18273-280. 

— S303080417    "Wittr   Ouallty   Sampling   Reiulti,  Fourth   Quarter    1982,  Split 
Roet   Mlll.Jtffray   Cltij.Hy   " 

*      tleitern  Nuclear,     Inc,     <iubi      of  Phelpi   Dodge   Corp    ).       B3/03/31, 
lB3pp         1B273  821. 

9303030499  Foruerdi    fuel    cycle  d  matlf   LER    iui»narU    for   Mar    1983. 
BROMN.O  D        Dlvliion    of    Vendor   d  Technical    Proorami,       83/04/37 
OAVISiJ.O.       Office    of  Nuclear  Matirlal   Safntv   b  Safeguard!,  Director. 
3pp.        19304,199 


fBI/03/OI>-       31/12/30        HURSH-d  D        Hdrih.    J  B         ISpp 


8303290179   Addendum    to    lamlannual    environ  monitoring    rept    for   Jul-D*c 
1?BK  M/B30310   Itr. 

BODOENifi.       Uettarn   Nuclear,     Inc,     liubt.     of  Phelpi    Dodge   Corp,  ) 
B3/09V10,      PETTEN&ILL.H  J       Uranium  Recovery  Licanilng   Brancti,      37pp. 


-820B060a«  Foruar.li  r.pt   on   Utb  quarter    1-791   ikin  doi.   to  Nucl.ar 

!£u«S:^5    "^"r  K.*.U.     inc.       B2/03/0,         KrNNEMAN.J^ 
Dlviilon    of   Englnesring    fc  Technical    Program!.       Ip         18333  2K3 


DOCKETED  ITEMS 


DOCKET    40-1341    TENNESSEE    VALLEY   AUTHORITY,     CHATTANOOOA,     TN 


DOCKET    10-2239   PATHFINDER    MINES   CORP    -     RWEFlTON,     WY 


8303030036    Inform*    that   monitoring    location*    adequate    to   meet   FEB 
Section   4  S   criteria    re    evaluation    of    ang    advar*e    effect* 
of    d«commi**liiniiio;    on    environ   b    to    enture   monitoring    of 
critical    pathway* 

JOHNSON.  T    L         Uranium   Recoverg    Fitld    Office         LINEHAN.J    J         Region    4, 
Office    of    Director        93/03/23  Uranium  Recoverg   Field   Office 

3pp         1B31O  399 


DOCKET   40-1478  SPENCER   CHEMICAL  CO   .    KANSAS  CITV,    MO 

8303230112   Final    re*pon*e    to   F01A   reo,ue»t    for    imp    rept*    of    safety 
vlolatloni    at   Kerr-McOee   Pn   plant   at   Cresant.OK  from  Aug- 
Nov    1973  Forward*    JF   Donahue   731102   memo    tran*m.i  tting    IE 
Investigation   Ftept    7O-1 193/73-01    w/portlon*    deleted 
FELTON.J  M        Division   Of   Rules    and   Record*        03/03/32        WIDMERrH  R 
Affiliation   Unknown         Ip         18943    134 


8303130293  Review*    *urety    arrangements.    For    decommiti  loni  r>3    fc 
reclamation   cotti    for  Lucky   McMlll   Co*t   analysis   & 
summary   acceptable 

UOOLSEY.H   T        Uranium  Recovery   Field   Offlca        B3/Q3/3I  Uranium 

Recovery   Field   Office        3pp        IB 4*0  034 

8303030711    Diicuiiei    Pathfinder, Inc   830314    request    tn    reduce    number    at 
grounduater    quality    parameters    to   be  monitored    Wells   UW-503 
&  AL"1    should    continue    to  be    tamp  led    For    entire   mite   of 
parameter!    Cation-anion   balance!    should   be    reported 

KEARNEY,  D         Wyoming .     State    of         83/04/03  Wyoming,     State    of          Ilpp 

10309   090 

B3031602O5   Submits    r ecommenda t *on»    re   83O314   renueit    for    ratfuctlan     111 
parameters    analgied    for   groundua>ter  monitoring    program 
SEIFFERT, S   0         Wyoming,     State    oP         53/04/13         HARDQROVE,  T 
Pathfinder  Hlnei   Corp        IP        1B46S  361 


— 83032303O7  Forward*    Reflion    IV  660729  memo   re    facility    clo««out   *urvey 
reiult*    Licensee   mea»urement»    In   660609    Itr    aub*tantiated 
by  Region    IV    finding*, 

RQY.O  W        Atomic   Energy   Commi*«Ion        66/08/OB        NUafiBAUMER,  D  A 
Atomic  Energy  Coi*mli«ion       lp        1B543  aaa 

--8309230222  DUcuiie*    cloieout    imp    of   Licenses    8MB-664  &  9NM-69S   on 
660706  Recommend*    that    licen*ee    be   authoriied    to    tran*fer 
eatxtrol    of    facllltle*    to    unlicensed   recipient 

WALKER,  D   L.        Atomic    Energy    Commli«ton         66/07/29         DUBIN8K1-L 
Atomic   Emrgu   Comml«»lon        4pp         10343  233 

—8303930333  Reo_ue*t«    authoriiation    to   raltaie   vacated    facllltie*    at 
Cu«hinJiOK    to   refining    dlv   for    unr»*trit:ted    u*e   Bldg*    u*ed 
by    nuclear    product*    dept   cleaned   t   decontaminated.  Heal th 
ohu«tc*    •ut-veu    indicate*    contamination   below    limit* 
&UU.ER.O  B,       Kerr-McOee   Nuclear    Corp        66/06/07        NUBSBAUMER-D  A 
Atomic   Energy    Cofflmi«*ian        4pp         18343  S27 


DOCKET   40-2061    KERR-MCOEE  CHEMICAL  CORP    .    OKLAHOMA  CITY,    OK 


8303380177  Forward*    IE    In«p   fltpt   40-2061/83-01    on   B30104-06 

noncompll»nce   noteJ  >.,„..„  ..... 

HIND.d  A        Region   3.     Office    of    Director        83/03/83        SHELLEY.  W  J 
Kerr-McOe*   Chemical    Corp       C*ubi,     of   Kerr-McOee   Corp    )        2pp 
177Q7'S77 


23-2B  No 


8303 1303 IS  Trip    rept   of  830413  meeting   at  Pathfinder  mining    *1U    re 
seepage    From  Tallingi   Pond    1    Major    teepage   path    Identified 
to   da    paleochannel    ulthin   codu    ihale   Efforts    to   control 
leepagi   partially   tucceiiFul 

KEARKY.B        NRC   -  No   Detailed   Affiliation   Olven        83/04/18  NRC     * 

No   Detailed   Affiliation   Olven        Spf        JB437   319 

B303Z603S7  Adviiei    that   TW  Kardgrovf  a  si  if  mod    responsibility   of    environ 
coordinator,  ownneelng    radiation    protection    function    In   mill 
dept  ai    of   B30411 

NUOENT.E  L        Pathfinder  Mi  net   Corp        83/04/22        WOOLfiEY.  R    T        fioo I pn 
4<    Office    of  Director        Ip         18647  390 


DOCKET  40-3079  TECHNICAL  OPERATIONS,     INC   .    BUfJLINBTON,    MA 


B303090161    Forward  1    IE    Imp   Rvpti    4Q-3079/B3-O1, 30-04376/B3-O1    (, 
30-096S3/B3-01    on  03 030 7  No   noncomp 1 lanee   noted 

MARTIN.T   T,       Dlvlilon   of  Engineering   (,  Technical    Proorame        S3/O4/SO 
LANDAUER.f?         Technical    Operations.     Inc         3pp          1B34B   223 

— B303030166    IE   Imp   Repti   40-3079/83-01,30-04876/03-01   (-  30-09635/0^-01 
on  330309  Na   noncomp 1  lance   noted   Major  areas    Inspected    icop* 
of   operatlani,  llceniee   action  on  previous    Imp    findingi    1 
follouup    on   possible   defect    In    elpoiure   device 

RQWEiC  A   i    KINNEMAN.J  D       Ft«glon    li    Office    of    Director        03/04  /  IV 
5pp,        16342   294 


—  0303SB01B2    IE    In»p    Rept    40-2061/83-01    on    830104-06   It    33-38   No 
noncomp  1  lance    noted    Major   area*    Inspected    liquid    effluent 
releaie*    fc   n«w  operational    water    retention    i«i,  surface   water 
rtiulti   ti  work   itte 

NICHOLSON,  N  A,.     0CHUHACHER-  M  C        Reolon   3,    Office    of   Director 
83/02/17        7pp         17709  377 

B305030706  DUcunei    it«m»   of   intere«t,  including   DOE  B30419  vt«U   to 
NMSB    to    »*»*lne    docket    flle»    of   Kerr-McOee   Meit   Chicago   Rare 
Earth*  Facility  fc  Detroit  Eili*on  Co  B3041V  vliit   to  dlieu*i 
propoied    Ucen*e    condition*    for   SNM-1913   for    fuel    itorage. 
PAOE.R  0       Uranium  Fuel   Llc.nilng   Branch       83/04/SO       DAVIS.J.O 
DWUion   of  Fu*l   C^clti   k  M«t«rl«l    Safety        3pp.       18307'  103 


B30S1704BH  Order    extending    time    until    B30B20    for   Comminion   to   act    to 
review  pr»»idino   offieir  830313  dacliion 

CHILKiS.J.       Office    of    the   Secretary    of    the   Commi»*ion 
Cow*l**ion»r*        lp,       18470  008 


.,-,„.,,-, 
B3/OO/13 


8303800370  Order    extandinfl    tlm«    until    B30S27  for   Commi**lon    to  act    to 
revl.w  prt.lding    officer   B30315   declilon.  ««,n*,ia 

CHILKrB.  J.       Office    of    tha   Secretary    of    the  Comml*ilon.       B3/O3/1?. 
Commlitiotieri         Ip.       1B31*   373 

B303240080  Confirm*    B30324   meeting    In   Olen  Ell«n,  IL   to   ditcu** 
noncoi«pll«nce  noted    In  recent   in»p.  corrective  action*  fc 
.nfore«mint   option,   available   to  NRC,  per  «*»»   ^-l"11     _.,..„.,    .  c 
KEPPLEH.J  0        fteglon  3,    Office    ot   Director,       BP/Ofl/19.       RAINEY.J  C 
Kerr-HcOea   Chemical   Corp      (•«*>».    °*  Rerr-KeQ..  Covp    I.      lp 
1B349!  173, 

B303240882  Notification    of    .Iflnlficant    lieeneee  030334   meeting    In 
Olen   ElluntIL    to   dlicui*   NfiC    finding*    during    recent    In*p. 
enforeament   option*  available  *   Heen*ee  correefclve  -eUoni 
«      Region   3,    Offlc.   of    Director        83/03/30  Region   3,    Office    of 

Director,       lp,       18S4B  201 


DOCKET  40-3373  ALLIED  CHEMICAL  CORP.,    MQRRIBTOWN,    NJ 


8303030671    Forwards    request   for   add  1    info    needed    to   complete   EIA   far 
licence   reneual   Mo*t    o,ue«tion»   dlvcuised    during   NRC  930413 
tit*   visit   but  written  responses   needed    for   reneural    proc*n 
by    830931 

WYNOARDEN.S        Uranium  Fuel    LicenslnB   Branch        B3/04/23        YATE8,  (I   W 
Allied    Chemical    Corp         4pp          1B309   231 

B303120129  Trip    rept   of   830419-20   lite   vliit    to    Metropolll.  11.  ra 
facility    famlllariiatlon   t*    initial    comment*   on  Llcenit 
BUB-926  renewal    application 

K08LA,  B        Uranium  Fuel    Licen*inj    Branch        B3/03/O4.      CROW, H  T 
Uranium  Fuel   Licensing   Branch        lp        18433  311 

B30S240337  Forward*    IE   Imp  Rapt   40-3393/B3-01    on  H30419-3O.NO 
noncomp 1 ianet   noted. 

PAPERIELLO,  C,  J        Region   3,     Office    of    Director         B3/03/09 
CIPOLLA.A  J,       Allied    Chemicel    Corp        3pp        1S373-  107 

—8303240340    IE   Intp   Rept   40-339S/B3-01    on   630419-20  No   noncompl  l«nc« 
noted  Major   area*    inspected,  radiation   protection,  radura*t» 
mgtriafety    committed   ti   conduct    of   operation* 

PECK.C  C    ,    MILLER.D.E   .    OfiEOER-L  R        Region   3,    Office   of    DiroetOf 
B3/05/09        4pp,       IB373   109. 

B3031707S4   Conflrmn   B304 19-20  dl*cu*ilon   re    format    for   lubnlttal    nf 
renewal    application    for  Ltcenie   SUD-326  Section    ipecifging 
conmttted    condition!    of   operation    r*que*t»d 

KOBLA.B       Uranium  Fuel  Licensing  Branch       83/O3/11       VATEB,R  W 
Allied  Chemical   Corp.       lp         1B496    103 


DOCKET  40-3433  ATLAS  MINERALr     INC   ,    DENVER,    CO 


B303130297  Review*   Third   Quarter    19B2  environ   monitoring    data    for 
Mo*b  Mill   Sampling  &  analysis  acceptable 

OARCIA-P.J   .    PETTENOILL.H,  J       Uranium  Recovery    Field   Offlca, 
83/03/21  Uranium  Recovery  Field  Office.      4pp        18460  036 


DOCKETED  ITEMS 


B3031204'?t  Comments    on   Atlas   Minerals    rept    re    1"J33   land    use    survey    For 
Moab    Mill     in    accordance    u/Cond  It  i  on.    flO    of    Source   Matt 
Licenn   SUA-"?17  Vendor    has   performed    acceptable    land    u-sfl 
•urvev 

C-ARCIA.P    J    ,     PETTEHOILL.H    J         Uranium   Recovery    Field    Office 
93/01/06  Uranium   Recovery    Field    Office          lp         18443    172 


Request*    extension    of    due    date    to   S40430   For    proposed   plan 
far    final    rec  lamat  ton    phase   mods    to   Moab    Wash    site,  per 
License    Contrition    14.    to    LiCEnse    SUA-917 

BUUBAUQH.R    E         Atlas    Minerals         83/04/22         SMITH.D         NFIC   -   No 
Detailed    Affiliation   Given         2pp          18443   322 

9305170601    Reviews    Third   Quarter    1?B2  Pb-2IO   environ   monitoring   data 
for    Mono    dill    SampljTi}    data    accoptaSlfl 

BRANSCOhlE,  J   M         Uran  1  u«   RBC  over  j    Fl«ld    Office         63/03/21  Uranium 

tteeoveru    Field    Office         Zpp          10*97    046 


630313Q32B  Forwards    rniluest    for    addl    info   re    proposed    reclamation 
plan    for    tailings    impoundments    for   Shirley    Basin   Mine,  per 
lic«ns«    r-eneuai    review 

PETTENOILL.H    J        Uranium  Recovery    Field   Office        93/03/31 
RUSSELL,  J   E         Pathfinder    MiTies    Corp         9pp          1B4S7    572 

B305Q3041??  Forwards    fuel    cycle   &   mabls   LER    summary    far    Mar-    1993 
BROUN,  O   I)        Division    of  Vendor    fc  Technical    Programs        B3/04/37 
DAVIS. -J  0        Office    of   Nuclear    Material    Safety    d   Safeguards.  Director 
3pp          1B306    [98 


DOCKET    40-6639    GETTY    OIL    CO      -    PETROTOHICB   CO    ,     QH1F1LEV    BASIN,     HY 

3305020439  Fnriuarfli    environ    sample   data    for    Third    Quarter    1988 
PFAFF.S   J        Qetty    Oil    Co    (Petro tomica )        03/03/oa  NRC    -   No 

Detailed    Affiliation    Qiven         3pp          IB2B1     116 


DOCKET    30-4492   FEDERAL -AMER I  CAN   PARTNERS.     RJVERTQN,    WV 


--63030130413  Environ    sample    data, Third   Quarter    19Q2 
*       O*ttg    Oil    Co     (PoCrotomlcs)          93/03/OS         63pp 


1B3B1  MB 


83O32OOQ31    Forwards   K-oderal    American   Partners  "Soil    Testing   Dai  Draw, 
C4i  HUH, Fremont   County,  UY   " 

SEIFFERT,S    0         Wyoming,     State    of         03/03/23  PETTENQILL,  H   J 

Uratilym   Recovsrij    Field    Office         3pp          ia34U  269 


6305O30497  Forward  >    fual    cgcle   &   mat  la   UER    summary    for   Mar    1933 
BROUN.  0    I)        Division    of   Vendor    &  Technical    Programs,       83/04/27 
DAVIS. J   0        Office    af    Nuclear   Material    Baf*tg    t,  Safeguards,  Director 
3pp          1B306    118 


—  9305200037    "Soil    letting    Gas    DrauoOai    Hi  1 1  s,  Fremont    Countg.HV   " 
U/four    overilie   naps   Aperture    cards   are    available    in    PDH 
»      Federal    American  Partners        03/02/38        44pp        IBSflO  273 


DOCKET    40-7097   MrJLYCQRP,     INC    -    WHITE  PLAINS,    NV 


6303I3O319  Notice   of    negative    declaration   re    issuance    of    amsnd    to 
License  SUrt-i67    for    operation    of   Federal-AriBr  I  can  Partneri 
U  mill    in  Oa*   Hills.  WV 

LINEHftH,  J   J         Uranium   Recoverg    Field    Office         B3/04/11          lp 
1B4S7    316 


8305130200  Submits    summary   of    decommissioning    plan    for    facility    Info 
needed    to    complete    coit    aatimatot    included 

WARHOL.  W,  N        Molgcorp,     Inc        33/04/31        800NO,  f\  L        NRC    -  No   Detifled 
Affiliation   Olvert         3pp         1B302  360 


DOCKET    4Q-6SOO   BNEHOV,     DEPT      OF,     CANONSBURQ,     PA 


B305180117  roruards    summary    af    data    from  radon  monitoring    natiuork    in 
Canons  bur  9 1  PA  area    for    31103-0-62012?  Maps    indicating 
monl taring    locations    arid 

RUDY.C    R         Honsanto    Co         B3/O4/13         CROWiH   T         Division    of   Fud    Ci)clB 
1  Material    Safety         lp         IBS 03  320 


DOCKET    1O-79BO    FANSTEEL!      INC    ,     NORTH   CHICAGO.      1L 


B3QS1 6DOO-4    Application    for   amend    to   LlCBn»e   BMB-711,  author  i  i  ino    const 
it  opttratlon    of    pond    to    rice  ive,  settle    &    store    calcium   bate 
residues    from   regular    industrial    process    stream  W/four 
ov»r»liB    map*    Aperture    cards   available    In  PDR 

DUOfflftN.  J  G,       Fanitnel    Mituls    dub-i      of   Fansteel.Inc    )         83/03/04 
LIcenilDD    rfanaganent    0 ranch         6pp         184A2  348 


— 8305180123    "MounS   Radon   Prografft,  Suniffiary    of    Outdoor   Carionlbura 
Monitoring    Data."    61 1030--G2O127 
*      Monsanto   Co         03/04/13         3pp          18303    321 


B3031iOase  Forwnrdm    G30304   application    for    amend    to   LUsnie   BMB-911, 
appar-vntlij   not   roc  Hived 

DUOOftN.J  O        Fan«t«el,     Inc        B3/03/S2  NRC    -   No   Detailed 

Affiliation   Qlven          lp         19473    043 


B305-17011A   Summanres    possible    use    of   models    for    grounituater    PIoiu  ti 
transport    in   idturat«d    !•   uti-taturated    laiieri    for   varlout 
UJ1TRA   tltee 

DEB, A  K        Roy    F      We«ton,     Inc        B3/04/21        NIKONiW  A        NRC   -  No 
Dgtilled    Affiliation    fflven         2pp          1 0494   361 

S3051SOI7i  Commits   on    Items   of    Interest   re    listed  noetinss  NMBB 
mretlno    notes    end 

PAQE.R   O        Uranium  Fuel    Licen*ina    Branch        03/03/13        DAVIS,  J  0, 
Office    of   Nuclear   Materla]    Safety   i   Safeguards. Director        3pp 
19303  3J4 


DOCKET   40-662B   PATHFINDER   MINES   CORP    .     3HIRLE.Y   Uf\Sltt.     HY 

B303020410  Forwards    effluent   monitoring    data    fc  40CFR190    ropt    for   Fourth 
Ouar*er    1982  par   License   8UA->142,  rtmend   a.Condition   37    b 
corr»cterf   Tab  1  o   VI 10  i  VII£.re    Ingsstlon  t>    total    do»*    at 
aites   Tit  i,  GP   t 

SMITH, JC        Pathflndaf   Min»«   Corp        83/03/24         BROWN ,  0   D       FUoion    4, 
Office    of   Director         lp         lQ2ai    36A 


—830916024.1    Application    for    amend    to   License    SMB-9U    to    construct 
aperata    Intorior-Uned    pond    to   recnive.  sett lo   ft    store 
c»lc  lum-baiiB   r«*ldiiBS    tram    industrial    proEBss    stream 
DUQQAN.  J  O        F<m*timl,     Inc         83/03/04  NRC    -   No   Detailed 

Affiliation    Given         &pp         18473   044 


DOCKET    4O-770B    UNION    CARBIDE    CQRP    ,     NEW   YORK.     NV 

6303180319  Advises    af    tranifer    of   official    docket    file*   &    outstanding 
licensing    actioni    for    lilted    licenses. from  U  Fuel    Licensing 
Branch    to   Region    I  II 

PAOE.S    0.       Uranium  Fual    Licenilno   Branch        83/03/03        MIND, J  A 
Region  3,    Office    of    Director        lp        18303  079 

8303130924   Notifies,   that   official   Piles   for   License  SDM-933   tran«f errtd 
to   Region    III    a*    of    330401^**    part   of    regional    licensing 
prooram   U/o    stated    FR    notite 

PAOE.H   O        Uranium   Foal    Ll«*n»lnQ   Draneh        83/03/03        DEVEflLYiR   0, 
Union  Card  id  t  Coi-p         lp,       103OS  361 


--B30S020304   "Environ  Motiltoring    Data   M/Dma    Calculat  inns.  Fourth  Ouartep 
19S2    " 


Mlnei   Corp        B3/O3/H4 


18BH1    347. 


B303030S77  ForejariJs  effluent  monitoring   data  rept  for   Fourth 
19aa  Correcteo    Table*   VIID  re    Inoestlon    dose   i,   VIIE    re 
total    date   alia    and 

SMITH,  JC,      Pathfinder    Mitm   Carp        83/03/21.       OARCIft.P 
Reeoverij   Licanslng    Bi-inch         lp         18309  500 


8303200134    Confirms.    B3O304   conversation   re    mpiration    of   License 
SMD-933   Llcensi    am«nd*d    to    del«t«    Item   4    expiration    date 
of   77O031  License?    shjill   rviialn   In   effect   until   NDC   action 
Initiated   to.   termlnntt   llcenti 

PAOE.R.-O-        Uranium   Fuel   Llcernslno   Branch        83/03/16        BEVERLY.  R   0 
Union   Carlitdf  Corp         lp        18940  344, 


DOCKET   -10-7869  PLATEAU  KEBOURCE6,    LTD   ,    GRAND  JUNCTION,    CO 


osoaoWl   Comment*    on   Statt    of  MY    Ptpt    of   Environ  flualltv  830322 
TI    invlron  monitoring    prooram  Deepenlin    seepage,   collection 
trench  would,    increase   ttipage   ratd  t,  -should    be    conildered 


|.-  E       R   E"    Mllll*f«   **   Associate*,     Inc        B3/03/S9 

uranlun  Recovery   Licensino  Branch       4pp        183B4  3B9. 


OflRCIA.P. 


B303Q40O47  Forwards    "Efflu«nt  Monitoring    Hepk, Jul-Dec    1982    " 

OSRDEMAN, F   M,       Plateau  Resources.    Ltd        83/04/13  Region   4,    Offlte 

of   Director        lp         18336'34S, 

— 83080-10052   "Effluent  Monitoring  hep  t,  Jul-Dec    19B2   " 

*      PUtBau   Ri«owrce«,    Ltd         B3/04/13        I0pp         16336,349 


DOCKETED  ITEMS 


B303O304<?9   Forwards    fuel    elicit   &  matls   LER    summary    far   Mar    1903 
BROWN!  0  D        Division    of   Vendor   &   Technical    Programs        33/04/27 
DAVIS.  J  O        Office    of    Nuclear   Material    Safety   &  Safeguards, Director 
3PP          18306    198 

8305230199  Recommends    mod    to   License   Condition    12  re    transfer   & 
disposal    of    contaminated    matl    at    Shootartng   Cannon  mill 
tailings    Impoundment   Mad    authorizes   Plateau   Resources 
Limited    B303S1    proposal    fop   use    of" three-drum   slusher 

JOHNSON, T   L    .     LINEHAN.  J   J         Uranium   Recovery    Field    Office         B3/03/10 
Uranium   Recovery    Field    Office          lp          18393   338 


DOCKET    10-8037    KERR-MCQEE    NUCLEAR    CORP    .     OKLAHOMA   CITY.     OK 


B303O3O237    Issues    Am»nd    SI     to   License    SUB-1O10,  renutr  Ing    sampling    & 
analuilng    at    sediment    ev*ri/   6  months    SER    supporting    amend 
•ncl 

PAOEiH  0        Uranium  Fuel    Licensing    Branch        B3/O4/20        SHELLEY.H  J 
K»rr-  McOee    Nuclear    Carp         3pp          1B3O9    340 

—  B3QS030246   SER    supporting  Amend    21     to    License    BUB-  10  10    re    sampling    fc 
analyilng    sediment 

RHODES,  M        Uranium  Fuel  Licensing    Branch        B3/04/2O        &pp 
1830?  343 

aaoSZOOOSS  Forwards    19B2   completion   rept   re    continued    usa    of   barium 
treatedi  neutral  1  ted    solvent    extraction   rafflnate   ai 
fartillier.  per   Condition    IS   of   Amend    17    to   License   8UB-1O10 
U/tuo    oversiis    figures    Aperture    cards    In   PDF1 

8HELLEV.W   J         Kerr-MeO»e    Nuclear    Corp         B3/04/26         PAGE.  R    0         Uranium 
Fuel    Licensing    Branch        2Spp         1SS2B  314 

B3091B032H   Discusses    items    of    interest*  inc  luding    natl    response    team. 
FES    for   Kirr-McOee   (tare   Earth    facility   &   radioactive 
property   in  WayneiNJ 

PAGE,  R   0        Uranium  Fuel    Licensing    Branch        S3/03/03        DAVIS.  J  0 
Office    of   Nuclear   Malarial    Safety    Si  Safeguard*.  Director        2pp 
10303   337 

8309130479  Ac  k    receipt    of    830426    Itr    informing   NRC    of   steps    taken    to 
correct   violations    noted    In    IE    Insp    of   License   BUB-1O10  Aildl 
info   ra   corrective    actions    requested    uithin    10   days    of    Itr 
receipt 

BROWN,  G  D        Region    4,    Office    of    Director        S3/03/10        SHELL  E  V.  W  J 
K«rr-Hcuee    Corp         lp         18431    037 

S303230i03    Issues    Amend    S3    to   License  BUB-1Q10,  authorising    Injection    of 
treated    liquid    rafflnate    in   Senuoyah    waste    disposal    uell 
SER    end 

PAOE.R   0        Uranium  Full    Licensing    Branch        B3/O3/18        BHELLEV.  W  J 
Kvrr-McQle   Nuclear   Corp.       lp         13374  316 


—9303250604   SER    supporting    Amend    S3    to   License   SUB-IQ10,  authorl  ling 
injection    of    treated    liquid    raffinate    in  Sequogah   ua»te 

Uranium  Fuel    Llcen»lng    Branch 


disposal  uell 
HYNOARDEN,  B,  D, 
1B394  317 


B3/09/1B        9pp 


DOCKET   40-B033  COTTER    CORP   .     ROSHELL,    NM 

8303180183  Advises    that    only    solution    is    clnst    of  masonry    bldg 
hi/concrete    Floor   &  roof   cotter    has    agreed    to   add)    cost 
Prof    drawings    &  procedures   will    be    forwarded    upon   agreement 
u/a tternate    approach 

JARBOE, E  D        Futura   Coatings,     Inc        83/04/18        CROW, B        NRC   -  No 
Detailed    Affiliation   Olven        2pp         1S302' 337. 

B3030407O7   Summary    of   meeting    u/Btat«    of  MO  f,  Futura   Chemical   Co   r* 
possibility    of    restricting    access    to    pile    of    contaminated 
soil    u/resldues    from   extraction    of   U   from   ore    during   World 
Mar    II.  Bldg    should    be    constructed    to    house    soil. 
PAGEiR  0        Uranium  Fuel    Licensing    Branch        83/04/2B        DAVI9,  J  0 
Office    of   Nuclear   Material    Safety    h  Safeguards,  Director        2pp 
1B33&. 333 

830311011?  Trip    rept   of    B30421    meeting   u/State    of  MO  fc  Futura  Chemical 
in   Hai*lwoodiMO  re   State    of  MO   proposal*    to   restrict   access 
to   Futura    Chemical    property 

CHOW. W.  T.       Uranium  Fuel    Licensing    Branch        B3/03/02  Uranium  Fuel 

Licensing    Branch         lp         18421    319 

83031 BO 176  Comment!    on    items    of    interest   re    listed   meet  Ings. NMSB 
meeting   notes    end 

PAOE.R   0        Uranium  Fuel    Licensing    Branch        83/03/12        DAVIS,J  0 
Office    of   Nuclear   Material    Safety    &  Bafeguardsi Director        3pp 
IB3O2.  334, 


OOC«ET   40-S04.4   EXXON   MINERALS   CO      USA,     HOUSTON,     TX 


8305030719   Fnruapds    summary    of    U    data    far    Original    Pilot     In    Situ    Hir>e 
Included    in   B311OS  t<  830128   quarCorlij    repts 

ESTEV.H   P         Enon   Corp         S3/04/06        LlNEHflN.J   J         Uranium   Hecovery 
Field    Office         2pp          18310   356 

0305170242   Submits    revisui    comments    on    proposed    res  torat  i  on/post- 
restoration    program    for    Enon   Highland    Mill    Modi    to    target 
restoration   value   &   excursion  monitoring    program 
recommended    Program   acceptable 

FHEUDENTHAL,  N   .     SMITH,  M        Wyoming,     State    of         B3/04/11         SMITH,  R    0 
Uranium   Recovery    Field    Office         4pp          18496    177 

830517O3?5   Summariies    revieiu   of   Eipanded   Pilot    RJ.D   uellfteld    quarterlij 
rept    for    Oct-Dec     1982   No    folloiiiup    actions    necoasari; 
ROS8.F   W    ,     LINEHAN.J   J        Uranium   Rscovery    Field    Office         93/04/21 
Uranium  Recovery    Field   Office        2pp         18493  360 

8303130363   Ack    receipt    at    Enon   93041?    Itr    Dept    nf    Environ   Quality    does 
not    object    to   Enon    mod    of    eicurslon    monitoring    program 


frequency    from  blweefclij    to  monthly 
FREUDENTHrtL,  N         Wyoming-     State    of 
Recovory    Field    Office         lp         18443 


B3/O4/23         LIMEHAKp  J         Uranium 


8303260143  Quarterly   rept    for   Jan-Mar    1993  Original    pilot   observation 
ujells  will    be    sampled   monthly    until    regulatory    concurrence 
received   Health    physics    surveys    taken   monthly 

8HANNON.J   D         Enon    Corp         B3/O4/37         LINEMAN,  J   J         Uranium   Recovery 
Licensing    Branch         9pp         1B649    234 


DOCKET   40-BOBfl   RIO  ALOOM  CORP   ,    flOAB,    UT 


8303170535  Comments    on  930215   survey   rept   re    land    use    changes    since 
8209O1    rept   No   change    Identified   which  would    warrant  mods    to 
environ  monitoring    program 

HASTLER.  8  L   ,    LINEHAN, J  J        Uranium  Recovery   Field    Office 
WABTLER.SL        Licensing    Branch    1        83/04/08  Uranium  Recovery 

Field    Office         lp         18496    108 

8309060462  Elaborates    on  830301    frelcon   re    liability    of  Rio  Algom  Corp 
In   processing   t   shipping    of   U  concentrate    owned    by    Bruah 
Hel  Idian,  Inc    Legally    definitive    answer    to    question    of 
liability    cannot    be   provided 

EVERETT, R    d         Region    4,     Office    of   Director         B3/OS/03         LAHTQN. K    D 
Rio  Algom,    Ltd        EPP        IB331    1?2 


DOCKET    40-B102   EXXON   CO      UBA.     HOl/BTON,     TX 


8303390193    Informs    that   Permit   Ruv  TFN   ! -6/242    (Permit  21 6C)    mill    be 
considered    incomplete    until    flnallied    reclamation   plans 
submitted 

BUWOIN.R    E    ,     FREUDENTHAL, N         Wyoming,     Btatfl    of         B3/03/S5 
SHANNON,  J         Ei ion   Corp         6pp          18396   333 

S303030499  Forwards    fuel    cycle   Et  matls   LER    summary    for   Mar    1983 
BROUN, O  D        Division   of   Vendor   !i  Technical    Programs        93/04/27 
DAVIS, J  0        Office   of   Nuclear   Material    Safety    &  Safeguards.  Director 
MICHELSON.C         Director's    Office         3pp          18306    198 


DOCKET    40-8137   PACIFIC    TECHNICAL    CDHP    .     SANTA   BARBARA,     Cfl 


8303260369   Forwards    IE    In»p    Rept    4O-8137/B3-01    on   83O201-02   of 
activities    under   License   5UB-1I37  No   noncompl lance    noted 
BOOKiH  E        Region   3,    Office    of    Director        D3/03/10        FELDMflNi  F  K 
Pacific   Armatechnlca   Carp        2<ip         18629  292 

— B303260273    IE    Insp  Rept   1Q-B137/B3-01    on   B30201-OS  No    noncompllanc* 
noted   Major   areas    inspected    survey    conducted    in   conjunction 
ui/analytical    assays   of   collected    soil    samples,  Range    5 
facility    cannot    be   released    for   unrestricted    uie 
BKOVrD.D   >    THOMAS'S   0  .    BOOK,  H  E       Region   3,     Office    of  Director 
83/03/10         23pp          1B623   294 


DOCKET    40-8202   DATTELLE   MEMORIAL    INSTITUTE,     COLUMBUS,     OH 


B303060623  Forwards    IE    Insp   ReptB    70-OOOB/B3-Q1    i  40-8302-/aa-01    on 
B30330-0401.  No   noncompllanc*   noted 
PAPERl£LLO,C   J        Region  3.    Office   of   Director        83/03/03        UNQAR.  E  U 

Battetla   Memorial    Institute,    Columbus  Laboratories        2pp 
18348  231 


DOCKETED  ITEMS 


— 8305060634    IE     Inip    Rapt*    70-OOC8/83-0 1     !t    40-3202/83-01    on    630330-0401 
Ha    noncompl  1  ance    noted    Major    areas    Impacted    radiation 
protect  Ion.  raduai  te   m-g  t,  fac  1 1 1  ty    changes   &    lafcty 
committees 

PECK.C    C    ,     GREGER.L   R         Region    3,     Dfflts    of    Director          B3/04/29 
4pp.          IB34B    292 


DOCKET    40-9302   WVOM1NQ    MINERAL   CORP    .     LAKEWODD.     CO 


0303140209    Inform    of    acceptance  of  S30317   data   fc   drawdown   map* 

demonstrating    itabi li latlon   at  veil    fleldi 

MOONEY.G         Wyoming,     State     of  B3/04/1I         FAUHER, J   R         Wyoming 
Mineral    Corp          Ip          16471    342 


DOCKET   40-834B   MINERALS   EXPLORATION   CO    ,     LDS   ANGELES.    CA 

B3QSOAQB2S   I>IBCUSI«I    3  round  mater    restoration   Ei  mater    quality  «nalu»ia 
from    land    nualitu,    div   campling    conducted    in   Dec    19B2  Site 
should   not    he    declared    acceptably    restored    6   holes    ihould 
not    be   plugged    Site    should    not    be    claimed    as   reitoreiT 
KEARNEV.B        Hyoming.    State    of        B3/G3/23  Wyoming,     Stat 

lOpp 


Hy 
307 


B3QS13037B  Comments   on    outstanding    licensing    review    lit  col    re  A-  3 
Pilot    Plant  HS.D  ISL    facility   Meeting    to    settle    issues 
recommended 

HASTLER.S  L        Uranium    Recovery    Field    Office        B3/O4/31  Uranium 

Recovery    Field    Office        Spp         IB4fiO  040 


DOCKET    40-83BO   ROCKY   MOUNTAIN   ENERtfV   CO    ,     8 ROD MF I  ELD,     CO 


B3Q3Q6O22-(i  Suggetti   pretence   Jt   8303O9-I1    an    1-6-18  meeting*    u/l»nd  t 
uattr    quality    dlvi    to    diicuit    finding*    for    final    decision   rt 
Rocki;  Knuntain  Engineering    plans    for   Nine  Mile  Lake 

BEACH.O        Wyoming,    State-   a*.       B3/04/O7.       LlUEHtiH,J       Uranium  H»cov»ru 
Field    Office          Ip          1B339   363 

830516027^    Recominendi    0.303 If    meeting    to   dllcun    recent  9-mile  propoial 
in    ord*r    bo    draft   final    daclilon 

BEACH.  O        joining.    State    of,       83/04/19        SUNBIM.  fl    .    OAKLAND,  E    , 
SHAFFER. R         Rocky   Mountain    En«rgg    Co         Ip          18473   012 

S30324O361    "Nine    Mile    Late    Ouarterlq    Rept   Pint  Quarter    11B3.  " 
BPIELES.P   R        RacHij    Mountain   Energy    Co        33/04/30        BMITH-R  D 
Region    4,     Office    of    Dfrector          Ifipp          1B64B   003 


DOCKET   40-8406   PESBES    CO   .     SOLON-     OH 


B3052&0144    "Irtgapay    Mine    Sttf    Quarterly    Rept. Jan-Mar    1983    "    W/830427 
Itr 

HUTLEDOE.  C         Uyonine   Mineral    Corp        03/04/27        CHANCELLOR.  R, 
Hi/oraing.     State    of          MApp          1064B   2i3 


DOCHET   40-BSSO  HOLMES    t,   NARVER,     INC    ,    ANAHEIM-    CA 


6305330 3 94   Forward*    decant&mlna tinn   rapt    re    final  alpha    turveg    for 

Licenie  SUA-13O7    Acceptance    op    survey    requested  M/o    encl 

PETTEKOILLi  H,  J        Uranium   Racovaru   Field   Office  S3/O3/16        BHOHN.  0. 
Region   4.     Office    of    Dir«ctpr         Ip        13394  387 


DOCKET    40-BSB4    MINERALS    EXPLOflATIDN   CO    .     LQS   ANOELEB,     CA 

930 5030 7O5  Otkcuieei    review    of    Damn   i<  Moore.     "Ript    of  Engineering 
Dailgn  Stodyj  Tai  1  i  ngi    Dlspoul    Bifi.  Sueetuater   U  Projict.Near 
RayliniiUV   "    dtd    B20913  Englnieer   ihoulrf    be   preient    to 
control   field   testing 

HOWARD,!  R         RE      WI 1 1 Umi    b   Ai toe i*t»l ,     Inc        B3/O4/04        OARCIA.P. 
Uranium  Recovery    Llcenxlng    Branch        Ip         1B309    10B 

8305040002  Faruard*   nemo    outlining   major    deficiencies    In   application    to 
amend    modified    tailings    ponrfi  including     liner,  aquifer 
jionlto-ring    b    liak    detection    &    long-term    stability    of 
rectamatlon   pond   Ravleu    of    *ppllcatlon    incomplete 
ENOELMANN.  R,       Wyoming ,     State    of        93/04/04        DVKERS.L        Minerals 
EiploT*tlon    Co      Csubs       of   Union    Oil    Co      of  California),       13pp 
18331.204 

B309D603B?  poruardl    S3O325    Itr    of    bond    tr  anttnl  ttal    1<   030223    bond 
•  valuation    from   State    of    UY    Dept    of  Environ  Quality    per 
License   Condition    17    to    Licence    8UA-133O 

BNVDER.JH  L-       Union   76  Minerals    Exploration  Co        93/04/03, 
PETTENOILL-H        l/ranium   Rtcovery    Field    Office,       9pp         1B3S9: 290 


830S1-BO73?  Lists    official    docket    fUes    b  outtt«ndfng    licensing  actions 
traniferred    tn    Rigion    tr ef fsctivt    930401 

PAOE.H  0        Uranium  Fuel   Licensing    Branth        83/03/09       MARTIN.T  T 
Dlvlilan   of   Englngering    ti    Technical   Projrami         Ip         1SS06  O93, 

B 303 180320  No-tlfies    that    official    files    for  Llccni*   STB- 1 234 
tramf erred    to   Region    I    ai    of  B3O401iai    part    of    regional 
licencing    program  u/o    stated    FR   notice 

PAGE.R  Q        Uranium  Fuel    Licencing    Branch        63/O3/O5       PEBBEBi H 
Pestes    Co         Ip,       IBS03'  360 


DOCKET    40-B4SS   BEAR   CREEK    URANIUM   CO    i     CASPER.    MV 


B30S020363  Foruardi    "SuaTterlu    Environ  Monitoring    ftapt,Oet-D»e    19B3  " 
BLOSEOM.J  N        Bear  Creak    Uranium  Go        53/03/04  Region    4>    Office 

of   Director.       Ip        1627i  344 

S3  050204  7  i.  Submits   *valuatian    of    licensee  821206    environ  monitoring 
rept    for    Thirtf   Quarter    1792  pir    10CFR40  69  HOQ.U  iraments    o* 
1QCFR4O  63   ihoitld  be   djicuned    u/llcensee    during    next    Insp 
re    compliance    u/reportlng    period    S.  rept    tinelinet* 

SPITZBEfiO,  D.  D        Region   4i    OffliB   at    Dlrottot-        B3/03/09  Region  4, 

Offlc*    of    Dlrictor         Ip.        1B283   270 

9305030491?  ForwaiMlf   fuel    cycle   &  matl*    LER   summaru    for   M»r    I9S3 
BJtOWN.O   D        OiV|,ion   of   Ventfor  A    Technical   J>rop,r*rM        93/0^/27 
DAVI3.J  0        Office   of  NueUar  Material    Safeti/   t  Safeguard  Director 
MlCHELBONiC         DtTBCtor  's    Office         3PP          ES306    198 

B30S230a45    Dlscuiiei   r»w[aui   of   Bear    Greet    U  Co    rept    for   Third   Ouart»r 
1*192  Remedial   action    not    Indicated 

PANOBURN.O   C    ,     PETTENOILL.H    J        Uranium   Recov»ru    Field   Offlc* 
83/04/37  Uranium  Recovery   Field  Office        App 


B303a30S91    Commenti   on    environ    monitoring    data   Tent    fop   Fourth   Quart»r 
f^B3   for    Bear   Crtii  flept   acoptablt 

PANOBURN.«  C   ,    PETTENOILL.H  J        Uranium  Recoveiu    Field  Offic» 
S3/M/27  Uranium  Recovery    Field    Office        6pp         10394:331 


8309130317  Forwards    requait    for    addl    info    re   proposed    opt  rational 
reclamation   plan!    for    various    alternatives    for    abov*-grade 
dlspQfal   R»>jtan«e    bg    930302   reqt/eitad 

PETTENOILL.H   J        Uranium   Recovery   Field    Office        83/04/07. 
aHVDEH.H  L        Minjtrali    E»p  1  ora  tlon   Co      (subs      of   Union   01!    Co      of 
California)         Bpp         1B4S7    317 


Notlflei    of    630510    joint  meeting    ui/NRC   re    tailings    nod 
1  Icenie/permi  t   Rev    TFN    t    3-/S94    Comments/iifUBi    for 
dltcuislon    requeited 

BEACH.  0  Uyomlngj  State  -of  Q3/O4/1S  QNVDEfi.L  Minerals 
Exploration  Co  <*ub«  at  Union  Oil  Co.  of  California)  Ip, 
18462  34S, 

B30SO3049?  Foruards    fuel    cycle  ti   m»tls  LEFt   summary   for  Mar   19B3 
DJIOHNi  0  D        Division    of    Vendor    b   Technical    Programi        B3/04/S7 
BAVISj  J  0        Office    of   Nuclear   Material    Safety   b  Safeguards.  Director 
3ff         IB3Q6    1<?8 


DOCKET   40-8603  SILVER    KIN9  MINES,     INC    ,     CABPER,    MV 


B303120490  Comments    on    preoperat lanal    environ  monitoring    rapt    submitted 
on  830223  fflr    Morton    Ranch    Project    for    License   8UA-1356 
WOOLSEV-R,  T.  i    PETTENOILL,  H.  J        uranium    Recovery    Field   Office, 
B3/Q4/O7  Uranium   Recovery   Field   OfPtce        3pp         1B440  211. 


DOCKET  40-S6&3   NUCLEAR    DVNAMIC8,      INC   i    PHOENIX.    AZ 


830313033&   Advises    that    ganeral    content   »f   B30330  request    to   r<eneiu 
License   8UA-1331    accvptab-Ia,  Before    facility   it   Oshoto   site 
can    be   abandoned*  plan    for    decont'mlnatlon   of    ilte    facilities 
muit    be    submitted. 

LINEKANiJ  J        Uranium   Recovery    Ft*ld   Office,       B3/04/21.       STOICK.  A  F. 
Nut  ltar  Dynamics.       2p», 


S3  03240  59t  Modlflaa    Llc*n«»   SUA-1331.  License   Condition   4,  intending 
eitplratJon    date    far    i(»ci»mml«<lonlng    activities    to   B40430 
BNITH.K    D        Uranium  Recovery    Field   Office        83/04/26        aTOICK,  A  F, 
Nuclear   Dunanilci-        Ip,        18374   SIO 


DOCKETED  ITEMS 


DOCKET    40-8673    EMERQY    FUELS    NUCLEAR.     INC    ,     DENVER,     CD 


B3Q3160B36   Ad  vim    of    Issuance    of    amend    to   License   BUA-1323   reviling 
License  Condition*   i-B  S.  adding    License   Condition  30 

SMITH. R    D         Uranium   Recovery    Field    Office         83/04/19  Energy    Fuels 

Nuclear.      Ine          2pp          1H473    O3D 

— B30S160S59    Safety    evaluation    supporting    Amend    2    to    License    SUA-1333    re 
suspension    of    environ   monitoring    program  at   Hantisvllle   Ore 
Buying    Station 

QILLEN.  D    M    .     PETTENQILL.H   J         Uranium   Recovery    Field    Office 
83/04/19          3pp          18473   O32 


DOCKET    40-3714   CLEVELAND-CLIFFS    IRON    CO    ,     CLEVELAND.     OH 

8305060337   Fcriuards    analysis    of  uater    samples    tafcon   at   Collitil    Dram 
site   Well    Fields   A  J.   B    samples    exceeded    ba-atlino    range    for  o 

tevaral    parameters,  including    potass  1 un,  ammonia,  arsoritc   Is 
selenium 

DOLE,  K.   M          Wyoming,     State    of         93/O1/31  Wyoming,     State     of          IBpp 

IB339   273 

0305160233    Requests    official    cnnimuniea  tlon    or    meeting    to   determine 
compliance    (u/Collini   Draw  grounduater    restoration   agreement. 
Licenie    3RD    fc   UY  Environ  Quality    Act 

LOUDERDACK.T    E         Cl nveland-C 1 1  f Ps     Iron    Co          33/04/13         MOONEY,  0 
W<jomlno.     Stats    of         3pp         10471    343 


DOCKET    40-B6B1    ENEROV   FUELS   NUCLEAR,      INC    ,     DENVER,     CO 


B303020401    Forward*    "Uhlte   Mesa   Project   Effluent  t>  Monitoring   Rept 
Oct-Dec    19BS    " 

ROBERTS.  H   R          Energy    Fuels    Nutl**rr     Inc         83/03/30         QILLEN,  D 
Uranium  Recovery   Licensing    Branch         IP         192B3  300 

— B303Q204B4    "Whit*   Mesa   Project   Effluent   *   Monitoring    Rept   Oct-Dec 
19B2    " 
*      Energy     Fuel.    Nuclear,     Inc         83/02/29         3tpp         13232   301 

8303030499  Forwards    fuel    cycle   fc   matl«    LER    summary    tor   Mar    1783 
BROWN, 0   D         Division    of    Vendor    b  Technical    Programs        B3/04/27 
DAVIS, J  0        Office    of   Nuclear   Material    Safety    h  Safeguards,  Dlrec tor 
3pp          1B306     19B 


S30536O3B3    Fortuardi    Cl eveland-C 1 i f Fa    B3O41&    Itr    to    Stata    of     UY    Land 
Qualltg     Dlv    re    Collins    Draw   Project,  per    Q3O439    diacuislon* 
LQUDERBACK.  T    G         Cleveland-Cliffs     Iron    Co          B3/04/29         ROSS.  F 
Uranium   Recovery    Licensing    Branch          3App  18647    SI3 


DOCKET    40-B7SH    flUUSH   WELLMAN,     INC    ,     CLEVELAND.     OH 


B303O6(Mf.B    Elaborates    an   03030 1    telcon    re    llaallttij    of    Fllo    Algom  Corp 
in    prace-siing    (-   shipping    of  U  concentrate    owned    by    Drush 
Mill  man,  Inc    Legally    definitive   aniuier    to    question    of 
llabilltij    cannot    be   provided 

EVERETT,  R    J        Region   4,    Office   of    Director         83/03/03        LAWTON.  M   D 
Rio   Aigam,     LtiT         3pp         1B331     193 


DOCKET  40-8i<?3   DOLE  PETROLEUM,     INC    ,    SANTA  BARBARA.    CA 


B3Q316Q251    Advito    of    issuance    of    amend    to   Llcenta    Condition   3  of 
Licenie   SUA-1336,  cfung Ing   addren 

SMITH, R   D         Uranium  Recovery   Field    Office        83/04/14  Ogle 

Petroleum.     Inc         Ip         1B471    361 


DOCKET   40-B697    ROCKY  MOUNTAIN  ENEROV  CO    ,     DENVEfi,    CO 


8303060651    Di«cus»es    final    groundwater   restoration  -  Pattern    II 
Restoration    successfully    demonstrated    at   Pattern    II    for    all 
parameters,  ncept   U  b   pH  Lab    repts    end 

BCHMITTDIEL.P        Wyoming,    State    of        S3/03/21  (Jyonlng,    State   of 

Spp          1633?:  299 

B303030713  Forviards    ript    on    insp    b  Pattern   2   sampling    conducted 
B30SOB-09  Re>pt    placed    in    permanent    insp    filB    for   Permit    479 
MOONEV.tJ        Wyomino.    State    of        83/04/11        BP1ELES.P        Rocky   Mountain 
Energy    Co        7pp.       1B309  OBI 

8303290171    Quarterly    rept    for   Jan-Mar    19B3  Doth    uiells   ulll    remain 
shut/doun   uhile   rigulfltory    agencti*    evaluate    restoration 
stability    If    restoration    slgnoff    received, uel 1    abandonment 
procaduret   will    be    Initiated 

3PIELEB. P  R        Rocky  Mountain  Energy   Co       83/04/18       3MITH.R  D 
Uranium  Recovery   Field    Office         IBpp         16426  330 

B303S30241    Request*   approval    for    releasing   Rocky   Mountain   Energy    from 
further    grounduater   restoration    for    Reno  Creek    ISL   project 
MOONEY.O        Wljomlng,    State    of        83/04/27        BUNDIN,  R  E   ,    FREUDENTHAL,  N 
Hijomlng-    State  of        Ip.      1B626  361 

S3038302B3  Revleuii    B2071i   grounduat*r    (tabill  tat  ion   rept    for   Test 
Pattern    II    «t    Reno   Creek. Restoration    program   ihoultf    e«ert 
greater    effort    to   achieve    louier    concentrations   Licensee 
should    be    notified    that   Pattern    II    restored 

KALMAN.X  L    ,     LINEMAN.  J  J        Uranium  Recovery   Field   Office.       S3/09/03 
Uranium  Recovery    Field    Office        Spp         1B399  303 


DOCKET    40-S72B    TETON   EXPLORATION   DRTLLINO    CQ    ,      INC    .     CASPER,      WV 

B305030707  Forui»rd»   response    to  S2101B    I  tr    r»   M    Zone    restoration 
stability    data,,  far    revleu  ti  discussion 

MCCARTY,  C    L    ,     PUCEL.P         Wyoming,     3tato    of          S3/O3/ 1 3         APPGL,  D 
Teton    Exploration   Drilling   Co   .     Inc         Upp          19309    093 

8303030^33   Request*   revleu    input    for-    reltoration    fc    stability     of    "M" 
Zone    Teton.  Lewanoerger    sites   tc  verification    sampling    as 
wrap-up 

FRANCIH,  E         Mvomlng,    State   of        03/03/35        OAHLAND,  Q        Nuornlng.    State 
of          Ip  1B3Q7   334 

—8303030362   Notifies    that    d  iicuis  i  oni    recently    held    u/RR  Appirl    of    Teton 
Elploratiun    Co   re    procedures    for    declaration    of 
restoration    of  M   Zone   aquifer 

FRANCIS,  E         Wyoming,    State    of        83/03/33        LINEMAN.  J        Uranium 
Recovery    Licensing    Branch        Ip         1B3O9  333 

— 9309030373    Notifies    that  Land   Quality    Dlv    Parmit    532  uas    approved 
in/certain    Btipulatiani   Upper   control     limit    methodology    for 
U  ti    chloride    In    land    quality    permit    thould    be    identical     to 
limits-    specified    in   NftC    licensing    action 

FREU&ENTHAL,  M        Wyoming,     State    oP          B3/O3/23          LINEMAN,  J  Uranium 

Recovarij    Licensing   Branch        3pp         1S309    336 

fl303130aai  Fir«t  Quarterly  Rept  for  11B3  re  pond  luator  levalr 
radlologfcat  mc-nl  torlngi  il  te  security  checti  d  tlte  cleanup 
program 

APPELjfl    R         Teton  Exploration  Drilling    Co    ,     Inc         83/O4/01 
D         Diviilon   of   Uaste   Managemant         Spp         1S437   343 


DOCKET  4.0-B74B   DOLE  PETROLEUM,     INC   ,     CASPER. 


6305160233  Advises    of    lssuanc«    of   amend    to   License   Condition    2    o 
License    SUA-13?i,  chang  ing    addresi 

SMITH,  R    D         Uranium  Recovery   Field    Office         83/O4/14  OB  1  • 

Petroleifm,     Inc         Ip        1B471   362 


DOCKET   40-B69B   PLATEAU  RESOURCES,    LTD   .    ORAND  JUNCTION,    CO 

8309260419  Forwards    corrected    Page    1    to    "Interim  Surety   Estimates    for 
Decommissioning    l>  Reclamation,  Apr    19B3,  "    forwarded    in 
B30411    Itr.Enel    page    entitled    "List    of  Revi"    should    b* 
inserted    after    tltl*    p*ge. 

OERDEHAN-F  M,       Plateau   Reiources,    Ltd        83/04/12        SMITH,  D        NRC   -  No 
Detailed   Affiliation  ulven       3pp        18&29  337 


DOCKET   40-B732   FINAL  MINERALS  i.  HININO,     LTD    ,     MIAMI.     AZ 

B30313032?   Adviie*    that  License   8UA-I3BB   amended    bu    revising    Llcante 
Conditions    3   fc    H  i  adding   License    Cnnrfltion    13 

SMITH. R.  D         Uranium  Recovery  Field    Office         B3/O4/S2  final 

Minerals    &    Mining,    Ltd        3pp        1S497    303, 

—8303130335    Advises    that   License   SUA-13aa   amnndetf.  ex  tending     ndUnfl 
license    for    I    yr    of   possession   onlijj  during    prrient 
nonoperatlonal    period 

OILLEM, D  M        Uranium  Recovery   Field    Office         B3/04/22  Uranium 

Recoverg   rigid  Office       3pp        16437  311 
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DOCKET    40-8763   ALUCHEM,      INC    ,     READING,     DM 


DOCKET   40-9329    WVOMINO   FUEL    CD    .     LAKEWODD,     CD 


B3O51B0319    Advises    of     transfer     of     official     docket    Files   &    outstanding 
llcenting    actions    for     lilted     licenses,  tram   U   Fuel    Licensing 
Branch    to    Region     III 

PAGE.fi   O         Uranium   Fuel    Licensing    Dranth         63/03/03        HIND,  J   A 
Region   3,     Office    of    Director          lp          103O3   O73 


8303130333  Forward*    fldmi  nlstrat  I  ve   order     It  sued    by    State    of   NE    to 
Wyoming   Fuel    Co   &    questions.    &    statements    to   be    addressed    for 
underground    injection    control    permit   application 

UALL.H    D         Nebraska,     Btatfl    of          63/04/18         LINEHAN,  J   J         Uranium 
Recovery   Field    Office         12pp.        16437  333 


83Q31B0834  fiotifi&s  that  official  file*  fop  License  SMB-J373 
transferred  to  Region  III  as  of  B304Ol.as  part  of  regional 
licensing  program  U/o  stated  FR  notice 

PAGE,R    Q         Uranium   Fuel    Licensing    Branch         B3/05/03         ZAPLETAL.Ft   P 
ALUCHEK.      Inc          IP          193O6    01Q 


DOMESTIC  LICENSING  OF  PRODUCTION  AND  UTILIZATION  FACILITIES 

DUCKET    50-3    INDIAN   POINT    STATION,     UNIT    I 

F      Security,    medical,     emergency    &  tire   protection   plans 


DOCKET    40-B76B   KERH-MCGES   NUCLEAR    CORP    ,     OKLAHOMA   CITY.     OK 

B3O3130337    Submits    review    Of     licensee    Quarterly    Reptc    far     1983   re 
Q  Sand   RID"    in   Situ   Project    No    problems    or    significant   data 
trends    identified    Reported    data    within   applicable    limits 
QIU-EM,D    M         Uranium    Recovery    Field    Office         B3/O4/12  Uranium 

Recovery    Field    Office         4pp          1 8443    333 

9305260404    Advises    that    gamma    survey    data    confirmed    Q-sand    survey 
points, e ic ept    pregnant    surje    tank    areapare    near    background 
levels 

FREEHAN.K   D         Heir-WcQee    Nuclear    Corp         B3/O3/1O         CtlLLENi  D        Uranium 
Recovery    Field    Office          lp  !Bi47    193 


B30923Q67O   Advises    that    state    can   chocs*    to    offiet   or    substitute 
compensatory    planning   flieaiirres    in   HBU    of    local    level 
emergency    plan    per    clt»d    c  ond  i  tions  NUFtEC~Q634-FEMA-F!EP-l , 
Rev    1    stdi    would    place    heavy    resource    burden   on    state 
OIUFFK1DA,  L  O        Federal    Emergency  Management  Agency        33/Q4/1B 
PALLADINO,  N   J,        Cionunli  Honors          lp          1B34K   327,        24X 
Flcfte    30-OO3, 63/O4/1B.  8305230670 

— 8303230676   Seeks    clarification    of    issuo    re    FEMA   review  of    offslte 
ernirgency    planning,    a  round    facilities    Questions   uiliethBr 
state    can    substitute    far    county  ^/a    own    emergency    plan 
PALLADINP,  N    J        Commissioner*        93/03/30        OIUFFRIDA,L  Q        Fider 
Emergency    Management    Agency         2pp         10542-330        24X 
Flche,    30-003,  B3/Q4/ IS.  8303230670 


DOCKET    40-6703   URANERZ    USA,      INC    ,     CASPER,     UY 


B3O506Q363    Issues    Amend    4    to    License    SUA-1401,  de 1 eti ng   Condition! 
13  !.  36  fc  revising    Conditions    14,  l£,  17  6    17  re    well 
completion    data. upper   control     limits    &    integrity    tasts 
SMITHiR  D        Uranium  Recovery    Fl&ld    Office        83/03/23  Ur-anen    UBA, 

Inc          3pp  1B333    0?5 

— 830506036?   Safety    ovaluatton    supporting    Amend    4    to    License    SUA-1401 
VDUNQjY   A    ,     RDSS,  F   W    .     LlNEHrtM,  J   J         Uranium   Recovery    Field    Office 
B3/03/23         <?pp          1B333    10O 

8303130330   Advises    that   no    further    licensing    action    necessary    for 
approval    oP    surface    discharge    from   evaporation    ponds    Intent 
of    License   Condition    49    dons   not    appl>| 

SHITH,  R    D         Uranium    Recovery    Field    Office         S3/O4/1S  Uraneri    USA, 

Inc          Id          1Q443   3AO 

— 83QSI30333  ftdvises    that    no   amend    nectssary    to  a  1 1  oti    licensee    to 
dfachar-je   uatar    tram   evaporation   ponds   License    Condition 
49  does    not    *ppl"j 

VDUMQ-V  A    ,     LtNEHAN.J  J        Urantura   Recovery   Tiuld   Office         03/04/13 
Uranium    R»coveri|    Field    Office         2pp          18443   361 


8303020948  Responds    to   B301O7    1 tr   re  Rev    4    to    physical    security    plan 
Changes    consistent    W/pr  ovi  s  Ions    of    lOCFRSO    94(p>    8- 
acceptab la 

VAHQA,SA        Ope-ratlng    Reactors    Branch     1         ea/04/20  Consolidated 

Edison   Co      aP   Nau   York,     Inc.        lp        1B2S4    S57        H4X 
Fichu    30-OO3,  B3/O4/SO,  8305OSOB4B 

B3O3020373  Respond*    to   830128    Itr   re  Hov   3    to    tafeguards    contingency 
flan  Changes    consistent    u/lOCFRSO   94(p)    &    acceptable 
VAF10A,  S   A         Operating    Reactors    Branch     1          63/04/20         O'TOOLE,  J   0 
Consolidated    Edison    Co.     of    Neu    Vork,     Inc          lp         1B264   232        24X 
Flche    30-003,83/04/20.8305080375 

0303040233  Fteleaits    public    v»rsl-an   of   rev    tn    amergency    plan   ti   emergenc 
plan    Implementing    procedure 

PEL  TON,  J  M        Division    of   Rulaa    and   Records         B3/04/BB  Document 

Managsmanli    Branch.        lp-        18364    19B        34X   Fichs    30-003,  B3/04/22, 
G30S04O239 

— 83050109'! 2  Forwards    public    version   of    r«vs    to    snupgencij    plan    tt 
Emergency    Plan    Imp  1  omen ting    Procedure    IP- 1043,     "Activation 
of  Alternate   emergency    Operations  Facility    " 

O'TOCLE,  J.  D  Consolidated  Ctflion  Co.  of  New  Vark,  Inc.  B3/04/07, 
HAVNE3,  R  C  Region  1,  QFftco  of  Director  2pp  10364  190  S4X 
FlchB  30-003.  S3/O4/SB,  8309O1O33S 


DOCKET    40-9706    URANIUM   REaDURCES.     INC    ,     RICHARDSON,     TX 


8305160328   Application    for    amend    to  License   SuA-1400, ad  justing 
technical    mnnitorins    requl  remonts   during    fltabllitij    to  permit 
nontechnical    persons    to   perform   nontechnical    Inipi 
PELIIZrt.M   B         Uranium   Resources,      Inc         83/04/08         LINEMAN,  J    J 
Uranium   Recovery    FleU    Office         3pp          18471    34B 

Q309330273    Informs    that   B  WcArt   meets    license    requirement*   * 
H<tal  1 1  IcatioTis    for    radiation   safety    technician 
WESTDfiDDH.  H  B    ,    LINEMAN.  J  J        Uranium   Recovery   Fluid   DfPlco, 
83/04/28  Uranium  Recovery   Field   Office         lp         1  [3399  331 

8303230279  Comments    on.  8S1O14   decommis  1 1  oning    plan    for  North   Platte 
facility    Info    re    locations    &  depths    fc-r    soil    samples,  grid 
spacing    used    far   sail    survey   &  Allans    of    stabllliing    land    & 
sludge    left    In   evaporation    ponds    requested 

ME9TBROOK,  K  Jl    ,    LINEHAM,0   J        Uranium   ttecav-erif  F*"ld  Office 
S3/O4/29  Upanium  flecovery   Field  Office        3pp         10393    3SH 

B30S350270  Submits   review  of    U  Re«ource«i  inc    B2130B  response    to  notice 
of   violatEon    From    imp    on   B2I004-0?  Corrective    actions 
acceptab le 

JOHNSDN,  T   L    ,     LINEHAH,  J   J         Uranium   Recovarij    Field    Office          83/OS/03 
Uranium  Recovery    Field   Office         fp         IQ39S   332 


-B30304D247  Poruardi    public    version   of    r»v«    to   vmtrgency    plan   b 
Emergency    Plnn    Imp  lemenElng    Procedure    IF*'-1049,     "Activation 
of  Alternate   Emer9«nc<j   Ooorations  Facility   " 
LIEDLEF},0   H        Consolidated    Edison  Co      of    New   York,     Inc        83/03/08 

OPfico    op   NuclBiir-   Rflfictor   Regulatlonr     director        3pp         1B364    192 
Z4X    Fich*    30-OO3.  B3/OH/RZ,  8303040235 


-B303040349  Public    version    of    rev   to   EmargBncy   Plan    Implementing 
Procedure    IP-1O43.     "Activation   of  Alternate   Emergsncy 
Operations   Facility,  " 

*      Consolidated    Edison    Co.     of    Neu  York,     Inc        83/03/08         IBpp 
18364    174         24X   Fi  chB.  30~003.  B3/04/HB,  B3O304O23S 


-8309040234   Public    version    of    ravlstd    arncrgtncy    plan, 
M     ComolIdatsJ   Edl»or   Co      of  Neu  York.     Inc,      83/03/07 
IB364   212        S4X    Flche    50-OO3.  B3/04/S2.  830304OB33 


D30911€034   0*n«rfc    Ltr    83-21    to   all    lICBH»u«i    of    operating    raactortr 
applicant*   For   Dt.i   !<   holders   of   CPi   ra   clar  if  Icatlon   of 
acctsi    to    control    proe«din*o«    For    law   enforcement   visits 
Bvc    list   tnc 1 

ElSEHHUTjD   0,       Division    of    Licensing         93/O3/11  Consolidated 

Edison   Co      of    N«u  York.     Inc          14pp         IB34D.093        24X 
Flche   50-000,  83/03/11,  B3OS1 1OO34, 


P      Operating    llcens*    stag*    documents   &   corntpondance 


B3052S0593  Comments    on    Third    !<  Fourth    Quarter    19B2  repti   fc 
preoperattonal    monitoring    Info    for    License   BUA-14QQ   Review 
of    frequency    of    post-excursion   confirmatory    ijmplas    & 
conaiiferatlon    of    calcium   excursion    problem  retommenifed 
JOHNSOH,T  L  j    LIWEHANjJ  J        Uranium  Recovery  FleU   Offic*         83/03/03 
Uranium  Recovery   Field   Dfflco        3pp         18394   330 


B3050E0433   Oenirlc    Ltr    83-19    to    all    pouar    reactor    tt   testing    licensees 
re  n*w  procedirra*    For   providing   public    notice  concerning 
isiuance    of   amend <    to    OL«    Svc     list    enc  1 

EISENHUT.  1>  D        Division   of   Licensing        83/03/02  Consolidated 

Edison   Co      aF    Heu    York,      Inc         SOpp         18441- ISO        24X 
Fiche    3O-OQO,  83/O3/O2, S3O3Q2Q433 
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6305090639   Generic    Ltr    B3-2O    to    all    operating    reactor    licensees    1 
holders    of   CPs    re    integrated    scheduling    for    imp  lamentation 
of   plant   mods    SVE    Hat    end 

EISENHUT.D  0        Division    DP    Licensing        83/03/O9  Consolidated 

Edison   CD       of    Neu    York,      Inc          I6pp          18627    193         24X 
Flthe    30-000, 83/03/09,  8303090639 


Q       Inspection    reports.     IE    Bulletins    t.    correspondence 


R      Periodic    operating    reports    &   related    correspondence 


B303110302   Forwards    "Annual    Environ   Protection    Plan   Rept    to<-    1902" 
"Annual    Radiological    Environ   Operating    Rept,  1983,  "    pur    App    B 
to   OLs 

O'TOOLE.J   D         Consolldatsd    Edison    Co      of    NBU    York.     Inc         83/03/05 
ALLAH,  J   M         Region    1,     Office    of    Director         2pp          18393   321         24X 
Ficne    30-003,  B3/O3/02,  83031  10302 


8313060383    IE    Info    Notice    83-14,     "Deuiatered    Spent    Ion    Eichange    Resin 
Susceptibility    to   Ejtotharmic    Chemical    Raactlnn    "    Svc    list 
tncl 

TAYLOR,  J  M        Division    of    Safeguards   t.    Inipnction  Programs    (Post 
930103)          63/03/21  Consolidated    Edison    Co       of    Neu   York.     Inc 

112pp          1B308   319         24X    Fiche    SO-000. 03/03/21. 0312060303 


"Defective    Emergency    Use    Respirator 


B303040021    IE    Info   Notice   63-21, 
Svc     list    end 

JORDAN.  E  L        Division   of   Emergency   Preparedness   (,  Engineering 
Response    (Post   030103)         Q3/O4/13  Consolidated   Edison   Co      of   NBU 

Vork,      Inc          126pp          18433    133         24X    Fiche    30-000, 03/04/13.  B30304Q021 

0303040023    IE    Info    Notice    83-22,     "BWR    Saf  atij/Rel  iaf    Valve    Failures    " 
Svc    list    end 

JORDAN,  E  L        Division    of   Emergency   Preparedness   5i  Engineering 
Response    (Post   B30103)         83/04/22  Consolidated    Edison  Co      of   New 

York,     Inc          112pp          1B383   089         24X    Fiche    30-000,83/04/22,8303040033 

8303040033    IE    Info   Notice    33-23,     "Inoperable   Containment   Atmosphere 
Sensing    Sgs    "   Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness   4  Engineering 
Risponie    (Pout    B30103)         B3/04/33  Consolidated    Edison   Co      of   New 

York,     Inc          119pp          183B1    291         24X    Fiche    50-000, B3/Ofl/25,  8303040023 

8303040026    1C    Into   Notice   83-24.     "Loose   Parti    in   Secondary    Side    of 
Bteam   Generators    at   PWRs    "    Svc    list    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness   d  Engineering 
Response    (Post    B30103)         83/04/2B  Consolidated    Edison  Co      of   NBU 

York,      Inc          HOpp          183B2   047         34X    Fiche    30-000,83/04/29,9303040026 

B303040027    IE    Info   Notice   B3-3S,     "Standby    Oas    Treatment   9ys   Heater   High 
Temp    Trip    Butpolnt   Adjustment    "    Svc    list    end 
JORDAN, £  L        Division    of   Emergency   Preparedness   &  Engineering 
Rosponse    (Post    830103)         83/04/2B  Consolidated   Ed  lion   Co      of   New 

York.      Inc          llBpp          1B382    163         24X    Ficho    50-OOQj 93/04/39,  B303040027 

B3030400aB    IE    Info   Notice   83-B6,     "Failure    of    Safety/Relief   Valve 
Discharge   Line    Vacuum  Breakers    "    Svc    Hit    end 
JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   S3O103)         83/03/03  Conso 1  Ida  ted   Edison  Co      of   Neu 

York,      Inc          lS2pp          1B441     17O         24X    Fiche    30-000,03/03/03,8303040028 

8303040030    IE    Info   Notice    83-27,     "Operational    Response    to   Events 
Concerning    Deliberate    Acts   Directed    Against   Plant 
Equipment    "    Svc    list    encl 

JORDANi  E   L        Division    of    Emergency   Preparedness   It  Engineering 
Response    (Post   830103)         B3/O3/O4  Consolidated    Edison   Co      of   New 

York,     Ine         112pp.       183B2   2B2        24X   Ficho    30-000.03/09/04,8303040030 

B303040031    IE    Info   Notice   83-28,     "Criteria    for   Protective   Action 
Recommendations    for   General    Emergencies    "   Bvc    ll«t    encl 
JORDAN, E  L        Division    of   Emergency    Preparedness    b  Engineering 
Response    (Post   B30103)         83/03/04  Consolidated   Edison   Co,     of  Htia 

York.     Ine         117pp         1B441    001         24X   Fichu    30-000, 83/09/04,  B303040O31 

8303040033    IE    Info   Notice    B3-29/     "Fuel    Binding    Caused    by   Fuel    Rack 
Deformation    "    Svc    list    encl 

JORDAN, E   L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post    B30103)         B3/OB/06  Consolidated   Edison  Co      of   Neu 

York.      Inc          llSpp          la 323   24B         SAX   Fiche    3O-000. B3/O3/06.  8303040033 


--B303110307    "Annual    Environ    Protection   Plan   Rept    for    1982    " 

»      Consolidated   Edtson  Co      of   New  York,     Itic        83/03/02        9pp 
19392   SS3         34X    Fiche    50-O03.  B3/03/O2.  83031 1O302 

— 8305110310    "Annual    Radiological    Environ    Operating    Rept,  1982    " 

*      Consolidated    Edison    Co      of   Neu   York,     Inc         B3/05/02         112pp 
1B392   231         24X   Fiche    30-003, 93/03/03,  33031 10303 


T      Hearing    transcripts    on   non-ant i trust   matters 


8303340366   Releases    transcript    of    Commission   B21222    discussion    b 
possible   vote    on    emergency    planning    actions    for    placement    In 
PDR.  per    10CFR9   Commission    determination    statement    end 
CHILK.S  J       Office    of    the   Secretary    of    the  Commission        83/05/18 
Public    Document    Branch         2pp          1S393   063         24X   Flche    50-OO3, 83/03/18, 
9303340366 


-0303340370  Transcript    of  B21233  discussion  t.    possible   vote   on   emergency 
planning    actions    in   Wash  Ing  ton,  DC 

»      Commissioners         03/12/22         13pp         10393    063         24X 
Plche    30-OO3, B3/03/1B,  8305240366 

-B305240374  Transcript    of   B21322  discussion  (<    passible   vote   on   emergency 
planning    actions    in   Washing  ton, DC 

*      Commissioners         B2/ 12/22         59pp         18393    083        34X 
Flche    30-003,83/03/10,8305240364 


DOCKET    50-10   DRESDEN   NUCLEAR   POUER    STATION!,     UNIT    1 

F     Security,    medical,     emergency   ti    fire   protection    plans 

B30303O336  Discusses    IE  Emergency   Preparedness    Inap   Repts    30-010/B3-O1, 
30-237/33-01    t.   SO-249/B3-01    on   83O20B   t.    forwards    notice    of 
def Ic lenc les 

PAPERIELLO.C    J         Region    3,     Office    of    Director         63/04/29         REED,  C 
Commonwealth   Edison  Co        2pp         1B297    137        24X  Fiche    50-010,03/04/29, 
0303030336 


—8303030340  Notice   of   deficiencies    from   insp    on   B30103-07    Public    Info 
brochures   not   distributed    from  Apr    1991    -  Dec    1992  fr 
emergency    action    levels    not    revleuod   ui/state   d    local    oovt 
since  810401 

"      Region    3,     Office    of    Director         83/04/2?         2pp          18297    139         24X 
Flche    30-010.83/04/29,8309030336 

8303110034   Generic    Ltr   33-21    to   all    licensees   at    operating    reactors, 
applicants    for  OLs   &   holders    of   CPs   re   clarification    of 
access    to   control    procedures    for    law  enforcement   visits 
Bvc    list    end 

EISENHUT,  D   0         Division    of    Licensing         B3/03/I1  Consolidated 

Edison   Co      of    New   York,     Inc          16pp         18340   073         24X 
FUhB    30-000,83/03/11,9303110034 

0303120116  Advises    that   ami  to   &  ofPslte   emergency    preparedness 
adequate    per    10CFR3O,App   E  Emergency   plans   upgraded    per 
NUREO-0737.  Item    111    A   2    1     Item   complete 

CRUTCHFIELD.D       Operating   Reactors.   Branch    3        83/05/11        FARRAR,  D,  L 
Commonwealth    Edison   Co        3pp         IB423  O40        24X  Flche    30-010,83/03/11. 
B303120116 


8303040034    IE    Info   Notice    33-30.     "Misapplication    of  Oenarlc   Emergency 
Operating    Procedures    (GOP)    Guidelines    "    Svc    list    end, 
JORDAN, E   L        Division   of   Emergency   Preparedness   &  Engineering 
RisponiB    (Poit   B301O3).       B3/O3/11,  Consolidated   Edison   Co      of   Neu 

York,     Inc         114pp         18924.003        24X  Tlche   50-000, B3/OB/ 11, 8303040034 

0303040040    IE    Info   Notice   83-31,     "Error    in   ADLPIPE  Computer  Program   " 
Svc    list    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   830103)         83/O3/1?  Consolidated   Edison   Co      of  Neiu 

York,     Inc         114pp         19697   009        24X  Fiche, SO-OOO. B3/O3/19.  B3O3O4004O 

B303040O46    IE    Info   Notice    03-33.     "Nonraprnsentafcive   Sampling    of 
Contaminated    Oil    "    Svc    Hit    end 

JORDAN, E  L        Division   of   Emergency   Preparadness   fr  Engineering 
Risponis    (Post   B30103)         B3/03/26  Consolidated   Edison   Co      of  Neui 

York.      Inc          114pp.        1B647    007         S4X    Flche    30-000,03/03/26.8303040046 


J.     Insurance   t<    indemnity    information 


B3OB230SOO  Forwards   Endorsement    144    to  NELIA  Policy   NF-43  fc   Endorsement 
121    to  MAELU  Policy   MF-22    far   Dresden   Unit    i    fc  Endoraement 
63    to   NELIA  Policy   NF-201    &  Endorsement   S3   to    MAELU  Policy 
MF-64   for    Zion  Unit    1   W/o   encl    Quad  Cities   endorsements 
OSTER.J        Commonwealth   Edison  Co        83/09/13        SALTZMAN. J        Assistant 
Director    for   State   t,  Licensee  Halations        3pp         18337    174        24X 
Fiehe    30-000,33/03/13,0303230900 

P      Operating    license    stage   documents  &  correspondence 

8303020435  Generic   Ltr   B3-19   to   all    power   reactor  fc   testing    licensees 
re   new  procedures    for   providing    puolic   notice    concerning 
issuance   of   amends    to  QLs   Svc    list   encl 

EISENHUT-D   Q         Division    of   Licensing         83/03/02  Consolidated 

Edison  Co      of  Neu  York,     Inc        SOpp        18141    120        24X 
Flche, 30-000.  83/09/02.  B3O30204S3 
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B305090639   QoneTic   Ltr    83-20    to    all    operating   reactor    license*   A 
holdors    at   CPs    re    IntBgrated    ichaduling    For    implementation 
of    plant    roods   Svc    list    enel 

EISENHUT,D   0         Division    of    Licensing         33/03/09  Consolidated 

Ed  It on   Co       of    Neu    York,      Inc          lipp          18427    133         24X 
Flche    30-OOQ.B3/03/OY,  B3G3O9O6IV7 

0      Inspection   reports,     IE   Bulletin!   !<    c  orr  aipondenco 

B2I20&Q383    IE    Info  Notice   03-14,     "Dewatnred    Spent    Ton   Eichange   Relin 
BuiceptlbiUty    to  Eiothermlt   Chemical    Reaction    "    Svc    list 
enc  1 

TAYLOR. J  1        Division   of   Safeguards    !i    Inspection    Programs    (Po»t 
83O103)        83/03/21  Consolidated    Edison   Co      of  Neui    York,     Inc 

112pp          183OS   319         24X   Fl che. 3O-000, 83/O3/21,  621S040333 

9305020467    Forwards    IE    Imp    Bepts    30-01Q/83-06,  30-237/83-07   fc 
30-249/83-06   on    B3O20-3-03IS   No    nonconvp  Itanc  8    noted 
STREETER.J   F         Region    3.     Office    of    Director         83/04/13         REED,  C 
Commonwealth    Edison   Co         2pp          18=83    O73         24X    Fichs    30-010,83/04/13; 
8303 020447 

— B3030204BO    IE    Insp    Repts    SO-Q1O/B3-06,  30-J237/83-O7   t>    30-H47/B3-06    on 
B30203-O313  No    noncomp 1 iance    notad    Major    areas    impacted 
operational    safety  ,  main  t,  surv*  i  1  lane  a,  licensee    •  vents, pi  ant 
trips. T«Funl inj    activities   &   refueling    surveillance 
TONSUE,  T   M    ,     JORDAN.  M   J    ,     STASEK,  E         Rejjion   3,     Of  flu    of    Director 
B3/O4/12         16pp          1B2B3    073         24X   F iche'  30-010. B3/O4/1 3. 83030E0467, 

B303040021    IE    Info   Notice   B3-31.     "Defectlva  Emtrgencv  List    Respirator    " 
Svc    1 1st    end 

JDRDAN.E  L        Division    of  Emergency   Preparedness   &  Englneerino 
Ruponis     (Post    B301O3)          83/01/15  Consolidated    Edlion    Co      of   New 

York.     Inc          !S£pp          13433    133         24X   Fiche    30-000,63/04/13,8303040021 

8303040023    IE   Info   Notice   03-22,     "BUR   SJtf ely/Re  1  lef   Valve    Failures    " 
Svc    1 1st    end 

JORDAN,  E  L        Division    at   Emc-rgency   Preparedness   fc  EngJnesrlnj 
Reiponie    <Poit   S301O3)         63/04/22  Consolidated   Edison  Co      af  Una 

Vorl.     Inc          H2pp          18393. OS?         24X   Ftche    80-QQOi  B3/O4/22.  B303040023 

8303040023    IE    Info    Notict   B3-23.     "  I  [taperati  ke   Containment   Atmoipher* 
Saniing   Sys    "   Svc    list    encl 

JORDAN,  E  L        Division    of  Enicoerci/   Preparedneti   li  Enj Inesrlng 
Response    (Post   630103)         93/04/23  Consolidated  Edison  Co      af  Niu 

York,     Inc         119p(i         IB3BI   B?l         Z4X   FUhe   30-000,63/04/23,630304003-9 

B305020100  Act    r*E»ipt   of  830330    Itr    informing   NRC   af  ittpf    UUn   to 
corrvct   vlulatlont   noted    In    IE    Imp   Rapt*    BC~O1O/B3-03> 
30-237/B3-03   &    30-349/B3-04 

BHAFER.W   D         Region    3,     Office    of    Director         B 3/04/3 5         REED,C 
Commonuifiil  th   Ed  Uon   Co         Ip         1 02  73  213        24*   Ffchf   30-010,63/04/83, 
B3O3O201DO 

— B3030aOIOi   Responds    to   NRC    G30304    Itr   r«    violation*  noted    In    IE   Imp 
Ripts   30-010/63-03.30-337/93-03   fc  30-24S'/93-&4   Corr»ctlv« 
actions    Amaru!    71    relisued    tc    Incorpora to-d    Into    Tech    Bpeci- 
Corporate    QA  dept   ulll    audit   accounting    b   follouup    «gi 
F^ftRAB,  D   L        CofflfflonURaltn    ESiton   Co        B3/03/30        KEPPUEft.  J.  0 
Riglon   3>     Office    of    Director         3pp          I827B   244         24X 
Flche    30-010iB3/04/»»,  B303020100 

B30304O02£>    IE   Info   Notlct    83-24,     "Loose   Parts    In  Secondary    SiiJi    of 
Stiajn  Oeneratori    at  PHHi    "   Bvc    list    enc  1, 

JORDAN,  E  L        Dlvltlon    of   Emirgeniij    Prepaygdnesi    d  Engineering 
Rupo-nie    (Post   830103),       B3/O4/2B.  Coninllda ltd  Edison    Co.    of  Neu 

Yort,     Inc          HSpp          18392047         24X    Flche    30-OOO,  93/04/2(3;  8303040026, 

B30304OOS7    IE   Into   Hot  let    B3-2S,     "Standoy   On   Treatment    B||s    Huter  High 
Temp    Trip    ffe-tpolnt  Adjustment.  "   Svc    Ult    gncl 
JORDAN, E  L        Dlvlilon   of  Emergenei)  Prepareifnai*    fc  EnglntBrlns 
Reiponsa    (Poit   B301O3).       83/04/2S  Contalldated  Edison    Co,     of  NBLT 

York,     Inc          1 18jjj>          1Q3B2    163         24  J(    Flche  >  30-000,  83/04/Ba.  B3030400H7 

B30303O33£i  Diicii9s«i    IE  Emtrgencg    Pr«ji arednisi    Insp    Rapts    90-010/63-01, 
30-237/33-01    fc   30-249/63-01    on    83020B   i.    forwards    notice    of 
def  Ic  line  lit 

PAPERIELLD,  C,  J        Region    3,     Office    OF    Director         B3/Q4/S7         REED,  C 
Commpnuealth    Edison,  Co        2pp         (9297    137        S4X  FIchB   30 -O1O,  03/04/39, 
B303030336 

--B3030-30318  Hotfee    of   deficiencies    from    Insp    ort  830103-07,  Public    Info 
brochures   not    tfltti-ibuted    from   Apr    19BJ   -   Ore    lvB2  t> 
tntrggncM    action    lev*lf    not   rtvleued    u/stit*   h   local    oovt 
sine*  810401 

•      Reglnn   3,    Office   of  Director        B3/04/29.       2pp..       10297' 139        S4X 
Fiche   30-010.63/04/29,8303030336 


0303040028    IE    Info  Notice    B3-26,     "Failure    of   Safety/Relief   Valve 
Discharge   Line    Vacuum   Breakers    "   Svc    list   enc  1 
JORDAN, E   L         Division    of    Emergene«   Prcparednffss   &  Englnaerlng 
Response    (Poit   B30103J         83/O3/03  Consolidated   Edlion   Co      of   Neu 

York.     Inc         t22pp        1B41I    I7O       24X   Flch*    30-000,83/03/03,8303040028 

8303100181    Aek    reeBlpt    of    830411    Itr    Informing    NHC    of    steps    taken    to 
corract    violations   noted    in    IE   Insp    fla-pts   30-01O/B2-17, 
30-237/92-24    &    30-249/62-24 

BHAFEHiH    D.        Reoian   3,     OfPtCe    of    Director         83/03/03         REED, C 
Commonmealth    Edison   Ctt         Ip.       1B374:31B        24X    Fiche    30-010.83/03/03, 
B3O31001SI 

— 8303100190  Responds    to   NRC   830311    Itr    re    deficiencies    noted    in    IE    Insp 
fifptl    90-010/83-17,90-237/62-24   l<    BO-249/82-24    Corrective 
actions    written   agr»am«nt, EPIP200-1 1    r»  PMF    for   Units   2  h   3 
between   Corps    of   Engineer*    1<  utll    to    be   revised 

RYBAK,  B        Commonuiialth    Edison   Co        83/04/11         KEPPLEfi,  J,  0,       tUglon 
3,     Office    of    Director          4pp          1B374    319         24K    Flche    30-010, 
63/O3/03,  83091001B1 

B30304003O    IE    Info  Notice    63-27,     "Operational   Response    to   Events 
Concerning    Deliberate    Acts    Directed    Aflainst  Plant 
Equipment    "    Svc    list    encl 

JORDAN. E   L         Division    of   Emergency  Preparedness   &  Engineering 
HesjaniB    (Pint   O30103)         S3/03/04  Consolidated   Edlion   Co      of   New 

York.     Inc          113pp         1B362    2B2        24X   Fiche   30-000,83/03/04.8303040030 

8303040031    IE    Info  Notice    53-26,    "Criteria    for    Protective    Action 
Recommendations    for   General    Emirgencles    "   Bvc    list    incl 
JOftDANrE  i.        Division    at   Enier-gcncu,    Preparedness    &  Engineering 
Response    (Post    83DI03)         83/03/04  Coniol IdAted    Edison   Co      of  Neu 

Vork,     Inc         119pp         18441    001.      24X   FUhe   30-000,83/03/04,8303040031, 

B303D4OO33    IE    Info  Notice   83-29,     "Fuel    Binding   Caused    by   Fuel    RacV 
Daformat ion    "    Svc    list    enc  1 

JORDAN,  E  L         Division    of    Emergency   Preparedness    &  Engineering 
Responi*    (Pa*t    B3O103)         B3/O3/06  Consolidated    Edison   Co.     af   Niw 

York.     Inc         113pp         18323:248        S4X   Flche   30-000, 83/03/Oi,  S3O3040033. 

8303040034    IE    Info  NotiCtt   83-30.    "Misapplication    of   Oenerlc    Emergency 
Operating    Procedures    (EDP)    Oulddlnei    "   Bvc    lift    encl 
JORDANrE  L         D-lvislon    of   Emergenci;   Preparirinass    &  Engineering 
fiesponsa    (Po»t    830103),       83/03/11  Consolidated   Edlion   Co,     of   Mtw 

Yorll,     Inc         114pp         18324-003        24X   Flcho   30-000,83/03/11,9303040034. 

8303040040    IE    Info  Notice   83-31,     "Error    In   ADLPIPE  Computer   Program   " 
Svc    list    encl, 

JOtDAN,  E.  L         Division    op    Emergency   Preparedness    k  Engineering 
Response    (Po*t    330103)         B3-/O9/19  Conialldatad    Edlion   Co      of   New 

York.     Inc         Hipp,       1SA77   007        24X   Fiche    30-000.83/03/19.8303040040 

S303040046    IE    Info  Nolle*    B3~33t    "Nonrepresentative   Sampling    of 
Contaminated   Oil   "   Svc    list   and 

JORDAN,  E  L        Civilian   of   Efntrgencij  Pr«par«dneis   ti  Englneoring 
Rtfponfa   {fait   B301031        83/O3/S6  Consolidated   Edison  Co.    at  New 

York.     Inc.        U4pp         1BA47-O07        24X   Fiche    30-000-83/03/26,8303040046. 


DOCKET   SO-20   MABBACHU8ETTB    IN3T      OF  TECH      REB      REACTOR 
B     RtpoTtabl*    occurrences,     LER»   li  related    corrispondence 

B30S160043   RO    30-BO/19B3-1    on    B30419.main    Intake   v»lve    closed    h   could 
not   be    raopffned    Caund    b^    piston  rod    rupture    near    rod    eye, 
leaving    valve    in  cloied    position  Depictive   hydraulic 
cylinder    shapt    replaced      , 

KWOKrH,  ,     CLAHK,L        Matsachusetts    Institute    of    Technology         83/04/29. 
AL1.AN.J  M   .     KINMEV.W        Region    1,    Office    of    Director        6pp. 
18444   OO1         24X    Fiche,  30-02O,  83/04/39.  8303160043. 


DOCKET   30-29  YANKEG-ROWE   NUCLEAR  POWER   STATION 

F      Security,     mtdlcalr    •meTjoncij    d   flra    protection    plans 

93050^0192   Notlflei    that    efflerf*ncy    plan    eiercis*    plannid    for    830406. 
Be  til  dull    coordinated   u/plume    amergencij    planning    lone    itates 
t.  FCFIA.Riglon    I 

KAY.J  A        Yank««    Atomic    Electric    Co         82/12/16        CfiUTCHFIECD, D 
Operating    Reactor*    Branch    S         2pp         1B343  224.       24X 
Flche. 30-029, 62/12/16,  8303040192 

B3030AOB1S    Forward*   objectives    for   B304O6   emirfltncy    plan    tutreisei per 
util    830113  A    NRC  830202    ItTs 

KAY.J  A       Vnnkee  Atomic    Electric  Co        S3/02/08       CfiUTCHFIELD.  D 
Operating    Reactors    Branch    S         8pp         1B34S1 098        24X 
Flche, B0-029j  03/02/03.  B309O&0213 
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8303110010  Forwards    "'Emergency    Dffsite   Facility    -  Out'    Emergency 
Eierclse    tt  Evaluation   Plan."    for    1933 

KAY.J   A        Yankee   Atomic    Electric    Co        B3/O3/13        WAYNES, R   C        Region 
I,    Office    of   Director         Ip         1B409   26O        24X   Ficha    30-029.  B3/03/13, 
9303110010 


— 9303110020    "'Emergency    Qffsite    Facility    -  Out'    Emergency 
Eiercl*e    &  Evaluation   Plan    " 

*       Yankee    Atomic    Electric    Co         83/03/13         106pp         19409 
Flche    30-OS9,  B3/03/13,  9303110010 


8309110041  Comment!    an    implementation    of   NUREQ-0737.  Itsm    III    A  S    1. 
"Emergency    Preparedness, Upgrade   Emergency   Plans    to   App    E. 
1OCFR30    "    Onsite   &   offslte    emergency    preparedness   adequate 
CRUTCHFIELD,  D        Operating   Reactors    Branch    3        83/03/10        KAY,  J  A 
Yankia    Atomic    Electric    Co        3pp         1840?  014        24X 
Fiehe    30-029.  83/03/10i 83031 10049 

9303840227  Forward*    IE    Imp   Hept    30-029/83-03   on   930403-09  No 
none  amp  1  lance   noted 
MARTIN, T   T        Division    of   Engineering    Si  Technical   Programs        93/03/10 

HEIDER.L   H        Yankee    Atomic    Electric    Co        2pp         1B348  313        24X 
Flche    30-029,03/03/10,8303240227 

— 9305240232    IE    Imp    Rapt    90-029/93-05   an   930409-09  Na  noncamp 1 iante 
noted   Major    areas    Inspected, emergency    preparedness   & 
observation    of   Phase    I    of    annual    exercise    performed    on 
830406 

MILLER,  M  T   .    CROCKER,  H   M        Division    of   Engineering   i.  Technical 
Programs         83/03/06         9pp          18348   317         24X    Fichu    90-029,83/03/10. 
8303240237 

9303110034  Generic    Ltr    93-21    to   all    licensees    of   operating    reactors, 
applicants    for   OLs   tt   holders    of    CPs    re    clarification   of 
access    to    control    procedures    for    laui   enforcement   visits 
Svc    list    end 

EIBENHUT,  D   0        Division    of   Llcinslng        83/03/11  Consol idated 

Ed  It an   Co      of   Neu  YorV,     Inc         16pp         1B340  093        24X 
Flche    30-000,83/03/11,8309110034 

8303230274   Advises    that    rev    to    security    plan    dtd    B30209   consistent 
W/10CFR30    34<p)    (.   acceptable   Rev  will    be   withheld 
(ref    IOCFR73  21    t  9    IS) 

ALLAN, J  M        Region    1.     Office    of    Director        93/03/18        HEIDEH.  L  H 
Yankee   Atomic    Electric    Co        3pp         18392  298        24X 
Flche    30-029,83/09/19,8309290274 


83D31Q023B    Submits   addl    Info   re    environ   qualification    of    »af  et«-re  lated 
e-lec  trlca.1    equipment    to    suppl    9302O1    r«iponse,  pr  ovid  ing 
justification    for   continued    operation    for    Category    I    D.  1 1    A 
(t    II    B    Items 

KAY,  J    A          Yankee    Atomic    EUctrlt     Co         83/05/04          EISENHUT,  D    0 
Division    of   Licensing        3pp         1937-1    131         24X   Flche    30-O27,  83/03/06, 
33031002SS 

8305110214    Summary    of   830436  meet  i  ng    m/utll    &    Bechtel    ro    llcensae 
request    for    rsllsf    from   Installation   of    reactor    vos*«l    water 
level     indication   sy5   Slide    presentation's    enc  1 

LYONS,  J   E        Operating   Reactors   Branch    3        83/03/06  Operating 

Reactors     Branch    5         38pp         18406   342         B4X    Fiche     30-029,53/05/06. 
6309110214 

93O309Q639    Generic    Ltr   83-20   to   all    operating    reactor    1  iconise*    b 
holders    of   CPi   re    Integrated    acho-flu 1  Ing    For    Implementation 
of   plant    modi   Svc    Hit    end 

EISENHUT,  D  0        Division    af  Licensing        83/03/09  Consolidated 

Erfison   Co      of   Neu  York.     Inc        16pp         1B627    133         24X 
Ficfie    30-000,  83/OS/O9,  8303090639 

930524035B  Responds    to  Seneric    Ltr    33-10A    re   resolution    of    TMI    Action 
Item    1 1    K    3   5,     "Automatic   Trip    of    Reactor    Coolant    Pumps    " 
Ufrll    uilll    perform  plant-specific    study    applying    HELAPSTA 
Cadi    described    in  830411    Itr   Three-phase    program    described 
MEIDER.L    H        Yanhee  Atomic   Electric    Co         83/03/13        EI3ENHUT,  D  0 
Division    of   Licensing        3pp        18979    101         24X    Fit  h  B.  30-027,  83/03/  13. 
830324 O39B 

9309240364   Forwards   updated    Hit   on    environ    qualification    of    safety- 
re  let  erf    elBctrlcal    equipment,  noting    equipment    added    & 
deleted    since   previous    lubmlttal 

KAY.j   A         Yankee   Atomic    Electric    Co        83/03/30        El  QEWHUT.  O  0 
Division    of   Licensing        6pp         13573-093        31 X    Flcne    BO-Oa1?,  93/05/20, 
83032-40364 

B3D9240490   Forwards   revised    final   BER    for    SEP   Topics    VI-2  D.     "Hail    & 
Energy    Release    for   Possible   Pipe    Breaks    Inside    Containment" 
S,   VI-3.     "Containment   Pressure  *.  Heat   Removal    Capaallity    " 
CRUTCHFIELD,  D       Operating   Reactors    Branch    3        33/09/23        KAYr  J   A 
Yankee    Atomic   Electric   Co        39pp         18972  O30        24 X 
Fiche    SO-Oa9i  83/03/23,8303240490 

Q      Inspection   reports.     IE  Bulletins    h   correspondence 


J      Insurance   b    indemnity    Information 

B303120SOO   Foruardi    Endorsement    104    to   NELIA  Policy   NF-76  t  Endorsement: 
86    to   MAELU  Policy    HF-26 

SINISI.J,  M       Marsh   t.  McLennan,    Inc       83/03/03       9ALTZMAN.J  D 
Assistant   Director    for    State   b  Licensee   Relations        3pp         18437  333 
24X   Flche    90-039,83/03/03,8309120200 

0.     Advisory    Committee    on   Reactor    Safeguards    reports   &  correspondence 

8303180664   Summary    of    AC  (IB  830223  meeting    ui/9ubCQmmittee    on   BEP    In 
Haihlnflton.  DC    to   revleu    facility    integrated    safety 
asset  mint 

•      ACRB  -   Advisory    Committee    on  Reactor   Safeguards        83/04/07 
ACR8  -  Advisory   Committee    on   Reactor   Safeguards         IBpp,       19902  327 
24 X   Fiche    90-029.  93/04/07.  83091B0664 


8312060339    IE    Info  Notice   83-14.     "Deuiaterad    Spent    Ion   Eichange    Reiln 
Busceptibillty    to  Etathermic   Chemical    Reaction    "    Svc     list 
end 

TAYLOR, J  M        Division   of  Safeguards    (<    Inso »ct  1  on   programs    (Post 
830103)         83/O3/21  Consolidated    Edison    Co      af    New    York,     Inc 

112pp         19308,319        24X  Fiche    30-OOO,  B3/O3/21 ,  9212060393 

8303040021    IE   Info  Notice  83-21,    "Defective   Entergancy   U«e   Resplra tor,  " 
Bvc    Hit    end 

JORDAN,  E   L        Division   of   Emergency    Prepar-erfnesa    tt    Engineering 
Response    (Pott   9301O3)        93/O4/13  Com  ol  i  dated    Edlton   Co       of    Ntui 

York.      Inc          126pp         18433    193         B4X    Fiehe    30-000,83/04/13,83030*0021 

8303040023    IE    Info  Notice   83-22,     "BHfl    9af  otv/Re  1  i  at    valvi    Failures    " 
Bvc    list    encl 

JdRDANi  E   L        Division   of   Emergency    Pr«paredn»«i    &    Engineering 
Response    (Po*t   930103)        93/04/83  Consolidated    EM  lion    Co      of    Neu 

Yorki     Inc         112pa         1S393  099        E4K    Fleho' 3O-OOO,  83/04/22,  9303040023 


P      Operating    license    stag*    documents    &   correspondence 

9303020433  Generic    Ltr    93-19    to   all    power   reactor   Si   testing    licensees 
re   new   procedure*    for    providing    public    notice   concerning 
issuance   of  amends   to  OLi   9vc    list   vncl 

EISENHUT, D   9        Division   of  Licensing        83/03/02  Consolidated 

Edison   Co      of   Neu   York.     Inc.       UOpp         1B441    120        24 X 
Ficha.  30-000,  83/03/OB,  8309020433, 

B303170439  Forwards    proposed    schedule    for    resolution   of   BEP    Integrated 
assetiment    open    items    Identified    In  NUREO-0929,     "Integrated 
Plant   Safety    Assessment    "   NRG   will    b«    informed    Immedlatilu 
of  any   schidular   difficulties, 

KAYiJ.A        Yankee    Atomic    Electric    Co        93/03/OZ        CRUTCHFIELD,  D 
Operating    Reactors   Branch    3        9pp.       194&7  321        24X 
Flche-  30-029,  83/03/02,  8303 1 70499. 

6303040926  Advises    that    util    action    taken    per   Am«nd   79   to  Llcenf*   DPR-3 
re    disposal    of    high    level    spent    fuel    through    DOE   contract   i< 
Oenerlc   Ltr   83-07  re   Nuclear    W»tte   Policy   Act    of    1982, 
considered   complete, 

CRUTCHFIELD,  D       Operetlno  Reactors  Brunch   3,      B3/03/03.      KAY,  J  A 
Yankee   Atomic    EUctrlc    Co,       2pp.       18321    242        24X 
Fiche.  90-029,  83/03/03,  8309040326, 


B303040023    IE    Info  Notice   83-23,     "Inoperable    Containment    Atmosphere; 
Sensing    Bus    "   Svc    list   encl 

JORDAN.  E   L        Division  of  Emergency    Prepar-eifnes  <•    Si    Engineering 
Responiv    {Post   830103)        93/04/89  Coniolldatad    Ediian    Co,      af    Neu 

York,     Inc         119pp         19391   291        B4X   FichB    30-OOO, 63/04/29.  B3030*OOaS 

830304002 i    IE    Info   Notice   93-24,     "Lome   Parts    in    Secondary    Bide    of 
Steam  Generators   at  PURs    "   Bvc    lilt    encl 

JORDAN, E  L        Division   of  Emergency    Preparedness.    &    Engineering 
Response    (Post  830103)        83/04/2B,  Connoll dated    EtllKin    Co      of    Neu 

York,     Inc.       119pp,       18382  047       S4X   Flche    30-000,  B3/04/28.  B30304OO?6 

9303040027  IE    Info  Notice   B3-23,    "Btendbij    Oas    Treatment    BIJS    Heater    High 
Tamp   Trip   Setpotnt  Adjustment   "   Bvc    list   and 

JORDAN, £  L        Division   of  Emtrgenci;    Preparedness    &   Engineering 
Response    <Post  830103)        83/04/2B  ConsolldatB-d    Edison   Co      of    Neu 

York,     Inc         119pp        18382'  163        B4X   Fiehe,  30-000. 03/Q4/2B,  B30301O027 

9303040028  IE    Info   Notice   93-26,     "Failure    of    B«f  ttij /Hel  i eP   Valvo 
Dl»ch«rgs    Line  Vacuum  Breakers    "    Svc    list    ene  1 

JORDAN, E  L        Division   of  Emergency    Preparedness    4   Engineering 
Re-spouse    (Post  830103)        93/09/03  Consolidated    Ed"i«on    Co.     of    MUD 

York,     Inc         132pp        1B441    170        24X   Flche' 30-000. 83/O3/O3,  8303040028. 
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0303040030    IE    Info    Notice   83-27,     "Operational    Response    to   Events 
Concerning    Deliberate    Acts    Directed   Against    Plant 
Equipment    "   3vc    llct    end 

JDRDAMrE  L        Division    of   Emergency   Preparedness   Ji  Engineering 
Response    {Past    B30I03I         83/QS/O4  Conio  llda ted  Edison  Co      of  Mau 

Vorl,     Inc          112PP          13393    392         H«    Flche    5Q-OOQ,  83/O3-/04,  8303040030 


~ 3303030263    LER   63-013/011-0   on   830413,  review   of    design    balls    for    low 
temp   overpreaiuro    prottctlon    Indicated    that    events    In 
original    basil    could    eicsod    pressure    restrictions   Caused    bij 
personnal    error    Procedures    being    revised 

HtCE.O   A          Van  tee    Atonic    Electric    Co         63/04/27  Region    1. 

Office    of    Director         2j)p         1B330  042        24X   Fiche    30-029,83/04/27, 
8303030263 


8303040031     IE    Info    Notice    83-23,      "Criteria    tar    Protective    Action 
Recommendations    far   General    Emergencies    "   Svc    liit   end 
JO  fl  O1  AN ,  E  L        Division    of   Emergent  i|   PrepafninBss   St  Engineering 
Response     (Post    83O1O3)          B3/O3/04  Consolidated   Edison   Co      of   Mew 

York,     Inc          119pp  16441    OO!          24 X    Flchs    90-000.83/03/04.8303040031 


DOCKET    30-54   UNION   CARBIDE   HE8EA.RCH    REACTOR 

Q      Inspection   report*,     IE   Bulletins    b   correspondence 


6303040033    [E    Info   Notice    83-39,     "Fuel    Binding    Caused   by    Fuel   Rack 
Deformation    "   Svc    Hit    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness   ft  Engineering 
Response    (Past   630103)         B3/05/06  Conial  Idatxl   Edison  Co      of  Naui 

Vork,     Inc          JlSpp          1B323   24O         24X    Fjche    3O-QOO, B3/03/G6, 8303040033 

0303240227   Forwards     IE    Insp    Rept;    30-O29/B3--03    dn    B30405-OS    Mo 
noncomplianc e   noted 
MARTIN.!   T        Division    of   Engineering    &    Technical    Program*        83/05/10 

HEID£H,L  H        Van  lei    Atomic   Electric   Co        2pp         18318  315       24X 
Flche    30-029,83/05/10.6303840227 

—3303240333    IE    Insp    Rept    5Q-DS?/B3-03   on   930403-00   Ho    noncompH*nc» 
notetf  Major    areas    inspected    emergency    preparedness    ti 
otier  vat  i-on    of   Phase    I    of  annual    exercise   performed   on 
B304O6 

MILLER,  M  T    ,    CROCKEfl.H  M        Division   af    Engineering   t,   Technical 
Program*         B3/O3/06         3pp          19S18    317         24X    Fiche    30-O2?, B3/03/10, 
S303  240227, 

B303040034    IE    Info  Notice   83-3O.     "MHappl  lC4t£on    of   Generic    Emergency 
Operating   Procedures    (EOF  I    Guidelines    "   Svc    lilt    end 
JORDAN. E   L        Division    of    Emergency   Preparedness    It  Engineering 
Bffsponse    (Post    B30I03)         S3/O3/1I  Contalldated  Edison   Co      of   New 

York.     Inc         114pp         18324   003        24X   Fiche    50-000, B3/05/1 1. 8303040034 

0305190017   Request*   response    to   Required   Aetloni   S,  3, 4   fe   3  of    IE 
Bulletin   B3-O4j     "Failure    of   Und irvol t*ge    Trip   Function    at 
Rase  tor   Trip    Breakers    "   Response    required   within    10  dags    of 
rscB-ipt   of    request 

BTAftOSTECKl.R        Divlilon   of    Project   4   Resident   Program*         83/03/11 
HEIDER.L  K        Yanks*   Atomic    Electric    Co        2pp         1B501   359        S4X 
Fich*    30-039,  B3/03/1 1 ,  8305190017 


8303170493   Ack    raeeipt    of    830223-  &   O413   Hrs    Informing    NRC    of    steps 
taken    to    correct    violations   noted    In    IE    Insp    Rtpt 
SO-OS4/B3-01    Current   method   of    conductinij   monthlg    channel 
checki   of    coolant    flow   in   violation   of   Tech    Specs 

8TAROgTECKI,f)         Division    of  Project   &  Resident   Program)        63/03/1O 
HCQOVEfiN.J   J         Union    Carftlde    Corp          Spp          1B470    036         24X 
Ftche    30-OS4,  E?3/03/lO,830S17O49a 

--B303I70304    Supplemental    respons*    to  NRC  030210    Itr   re    violation*   noted 
In    IE   Imp   Kept    90-OB4YB3-01    Corrective   actions    Tech    Bpecs 
define    three    channel    iurvel 1  lance    insps 

HUZICKA.M  0        Union   C*pbld«   Corp        93/04/13        KEIMIO,  R    R        Region 
1,    Office    of    Director         4pp         18470  03B        S4X   Fiche    30-034. 
B3/O5/1O.  830517O473. 

--B303I7030B  Responds    to  NRC   Itr   r«  vlolatlont  noted    In   IE   Insp   Rept 
30-OB4/B3-OI,  Corrtctlve   actions;  *urveillane»   reciulrementi 
for   montJilij    channel    tut   of    coolant    floy  met    during    period 
8U08O3-0930. 

HUZICKAfW   0.       Union    Carbide    Corp        83/03/23        STAROSTECKIr R 
Division    of    Projact    fc   Resident    Programs        3pp         18470  O4H        24X 
Fiche    SO-O34,  93/O3/1O, B30317O473 


DOCKET   80-37   STATE  UNIV      OF  NEM  YORK  RESEARCH  REACTOR 
Q      Inspection    reports.     IE   Bulletins    &   correspondence 

B303020323  Foruartfs    1C    Insp    Rept    3O-O37/B3-01    on   830214-17   t.   notices 
of   violation    &   deviation 

HTARdBTECKI,  ft        Division   of  Project  &  Resident  Programs.      03/04 /I a, 
HENRYiL  0         Nam    Yart,     BtateUnlv      ofi    Buffalo,       2pp         1B277.  117        24.X 
Fiche, flO-037i  83/04/10,8303020338 


0303230427   Forwards    IE    In»p    Rept    30-02*1/33-04    on   830208-0410   No 
noncompl  ianc  e   noted 

BTfiHOgTECKI-R         D-IvlstO-n    of    Project    i    Ratldent    Pro(TJ«i.        83/03/11 
HEIDER.L   H         Yankee    Atomic    Electric    Co         2pp          18583   243         24 X 
Ficb,    30-02?,  B3/03/ll,fl303230427 

— 0303250431    IE    Insp    Rept    30-029/B3-04;   on    030203-0418  No    noneompl lance 
noted   Major   area*    inspected    actions    on   previous    Insp    itenni 
operational    safety    verification    reviews, p lant   malnt 
obsirvatlon   ti  slant    iurv«Illance    observation 

COLLINS,  8   J   ,    OALLO.R    M        Raglan    1,    Office    of   Director        83/03/09 
loop         18SB3  247        24X   Flche    30-029,  B3/03/1 1,  S303230«7 

8303040040    IE    Info  Mettle*   83-31,     "Error    1  n  ADLPIPE  Computer    Program   " 
Svc    list    encl 

JOHDAHi  E  L        Division   of  Ennrganey    Preparadnen    &  Engineering 
Response    (Poit   8301O3J         83/03/19  Coniol Idated   Etflson   Co      of  New 

Yorl,     Inc          H4pp          1BA97   00?         34X    Flehe    30-000,03/03/19,8303040040 

B303040046   IE    Info   Notice    B3-33,     "Nonrepr-ifntat 1 ve   Sampling    of 
Contaminated    Oil."    Svc    list    encl 

JORDAN, E  L        Division    of    Emergency    Preparedness    t,  Engineering 
Response    (Post   83O103).       B3/05/S4  Consol Idated   Ed t son   Co      of   Neu 

Vork,     Inc          114pp          1H647    007         24X    Flche    30-OOQ,  83/03/2e, B303040046, 


— B30B0203S4   Notice    of    violation    from   Insp    on   030214-17, 

*      Rtglon    1,     dfften    of    Director         83/04/18        2pp         IB277-119,       B4X 
Fie  he    30-OS7.  83/04/18,8303020322, 

--8303020327  Notlc*    of    deviation    from    Insp    on   B30214-17 

»      Region    1,     Office    of    Director.       83/04/1B        Ip         1B277    121        24X 
Flche   30-037,  B3/04Y1B,  B303020322, 

— 830302O332    IE    In«p    Rept    30-037/B3-OI    on   830214-17  Noncomp 1  lance   noted' 
failure    to    Implement    Instruction    In  radiation    protection    for 
«*curitij    force,  failure    to  review    safety,    t   nuclear    safety 
commltt«»    did    not   meet    twlc*    per    yr    since   8ept    1981 
KINNEY.U    U    .     ELBABSER,  T    C         Region    1,     Office    of    Director 
B3/03/2B          12pp.         18277:122          24JC   Flche    30-037, 83/04/1B,  B3030203B2 

0.    R*portaol«    occurrences,    LERs    it   related    correspondence 

B303100232  Forward!    la>t    p«B*    Inadvertently    omitted    from  recent 
submlttel    r»    accident    analysis    of    HX    leak, 
HEMRV.L  0,       Neu   York,     State   Univ      of,    Buffalo        B3/03/06, 
THDMASi  C  Q         Standardliattan  &    Special    Projects    Branch,       2pp, 
18373  376,        24X    Fichn    30-O37i  83/OB/04, 8303100338 


B      Reportable    occurrencai,    LERs    tt  related 


BSOSOSOS'SO   Forward*    LEH   S3-01Z/0-1T-0. 
AUTlQjH  A        Yankee   Atomic    Electric   Co 
1,    Office    of    Director         Ip         16303:360 
B303030390 


83/04/19        ALL  AW,  J   A       Region 
B4X  Flche    30-027,  B3/04/19, 


—  9303030397   LER   B3-012/01T-0   oil    B30403,  uihlU    performing    dot     l*»k    Ins 
bonnet    »tud    found    failed    on  PJt-HDV-191,  Caul  ed    by    leakage 
Jrom   jlooe   valve   90-20321AB  Valva   replacaif   u/nate   valve 
8-3133a-18-X 

FRENCH.L  D        Yankee  Atomic   Electric    Co        03/04/19  Raglan    1- 

030303  °*0DlT'"ctDt'        Bff         1H3(}S  3A1-       84X   Fich»:30-02i?,B3/04/19, 


DOCKET  30-63  UMIV      OF  VIROIN1A  RE9EARCH  REACTOR 

F      Security,     medical,     emergency    fc    fire    protection    plans 

B3032703i6  Forwards    IE    Inip    Rept    5O-OA2/03-01    on   B302I3-1B  No 
nontompl l»nt«   notvd. 

VERREUUI.O  M         Dlvltlon    of   Project   *  Resident   Programs.       03/03/23 
BrtENIZER.J  8        Virginia.     Univ,     of,     Charlottesvil  le,    VA         Ip. 
18442,  310        24X    Fiche.  3Q-Q62i  S3/O3/23,  B30B270316 

--•8303270323.    IE    In*p    Rept    90-062/83-01    on   B30ai3-lB  No   noncomp  1  lance 
not* it  Major   area*    inspected,  radiation  protection 
PEERV.H.M,,    HARfi,K  P        R-glon   2,    Offlea   of   Director       83/03/21. 
6pp,        lBo42>SU         24X    Flche    30  -062,  83/03/S3,  8303270316 


B3030B0263  Fo«-uird»  LER  83-013/01T-01 
AUTIO.W  A        Yintie   Atomic   Electric    Co. 
li     Office    of   Director          Ip          1B33S, 041 
9303090263 


B3/04/27       ALLANjJ       Region 
24X  Fiche    30-029,83/04/37, 
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Inspection   reporter     IE   Bulletin*   &    correspondence 


8305270316  Forward*    IE    Imp    Rept    30-062/83-01    on   830313-13  No 
none  amp  1  lanes    noted 

VERHELLI,  D  M        Dlvlilon   of   Project   &  Resident   Program!        83/03/33 
BRENIZER.JS        Virgin!*.     Unlv      of,    Char lotte*vllle,    I/A        Ip 
1S642   SIO         24X    Fiche    30-063, 03/Q3/H3, B30327O316 

—8303270335    IE    Imp    Rept    30-062/93-01    on    830213-18   No    noncomp  1  lance 
noted    Major    area*    Inspected    radiation    protectipn 
PEERY.W  W   .     BARR.K  P        Region   2,    Office    of    Director        03/03/21 
6pp          1B&43   211          24X    Fiche    30-063.83/03/23,0309270316 

B309370I96   Ac  k    receipt    of   830414    Itr    r«    IE    tnso   Rept   90-062/63-01    & 
omittance    of    asterisk    by    name    indicating    attendance    at 
exit   meeting    Ltr   will    be    filed    w/rept    to    correct    error    NRC 
techniquei    for   measur Ing    radioactivity    discuned 

VERRELLI.D  M        Division    of   Project   b   Resident   Programs        B3/03/10 
BRENIZeR<J9        Virginia-    Univ      of,    Char lottesvllU,    VA        Ip 
IB637   232         24X   Flche    30-O62, 83/09/1O. 83O3B70196 


— Q30312007Q  Notice    of    Issuance  t>   ava  1  lab  1 1 1  it    of    Amend    13    to   License 
TR-1 

SCALETTIiD  C        Standard!  iat  ion    f.  Special   Projects    Branch 
83/05/03         2pp          10413   240        24X   Fiche    30-070. 03/09/03,  B305I20Q97 


DOCKET   90-73   GENERAL   ELECTRIC    NUCLEAR    TEST   REACTOR 
P      Operating    llcenie    stage    documents   b   correspondence 


0303120065  Forwards   Amend    13    to  Licensu   R-33  <<    safety    evaluation  Amend 
reduce*    possession    limits    for    uni rrsdlated   SNM    to   4    kg 
U-333   as    fuel    for    operation 

THOMAS.C   0        Standardliatlon  !.  Special   Projects    Branch        93/03/03 
DARMITZEL-R    W        General    Electric    Co         2pp          18443    106         34X 
Flche    30-073, 03/03/03,  B3031SOOB9 

— 0303120096  Amend    13   to  License   R-33, reducing    pottesslon    limits    for 
unlrradlated   BNM   to   4    kg   U-233   as    fuel    for    operation 
THOMASiC   0        Standardliation   &   Special   Projects    Branch        B3/Q5JQ3 
2pp         10443    180         24X    Flehe    90-073, B3/Q3/03,  83O312O089 


—6309270226  Ac  k    receipt    of    030323    Itr    &    IE    Insp   Kept    30-062/03-01 
Asterisk    n«it    to    directors    name    Indicating    meeting 
attendance    omitted   NRC    techniques    for   measuring 
radioactivity    In   uater    samples    requested 

BREN1ZER.JB       Virginia,    Unlv     of,    Charlottesvllle,    vA       83/04/14 
VERRELLI.D  M        Division    of   Project    (•  Resident   Programs         Ip 
18637   233         24X   Flche    30-062,03/03/10,8303270176 


DOCKET    30-70   OENERAL   ELECTRIC    TEST    REACTOR 

F     Security,    medical,     emergency    it    fire    protection    plans 

8305120037  Forwards   Amend    13   to   License    TR-1, safety    evaluation  b   notice 
of    Issuance  d   availability   Amend    deletes    physical    security 
requirement*    of    10CFR90  34c   h    10CFF173 

THOMAB.C.O        Btandardii'tlon   &  Special   Projects   Branch        63/03/03 
DARMITZEL.R,  H.       Qeneral    Electric    Co        3pp         18443-234        Z4X 
Flche    90-070,  83/03/03.  B30312O037 

— 8309120067  Amend    13    to   License    TR-1 , deleting    physical    security 
requirements    of    10CFH30  34c    &    10CFR73 

THOMAS.C    0        BtandardKation  J.   8p»elal   Projects   Branch,       03/03/03 
2pp         1B443   236        24 X   Flche    30-070.83/03/03,0303120037 


-8303120100  Safety    evaluation   supporting    Amend    IS   to  License   R-33 
»      8tandardliatlon  &  Special    Projects    Branch        S3/O3/03        Ip 
18443    190         24X   Fiche    30-073,03/03/03.6305130089 


DOCKET    30-S9   OENERAL   ATOMIC   CO 

J      Insurance   &   indemnity    information 


8303160004  Forwards   Endorsement    124    to   NELIA  Policy   NF-34  &   Endariement 
39    to   MAELU   Pollci)    MF-59 

ASHBUHN. D  J        Harsh   i  McLennan,     Inc        63/03/O6        BALTZMftN, J 
Assistant    Director    for   State   &  Licensee   Relation*        3pp         10430  393 
24X   Fiche    30-089,83/03/06.0303160084 


Q      Inspection  reports.     IE   Bulletin*    ti  correspondence 


8303170429  Forwards    IE    Insp   Repts    30-OB9/B3-01    4  30-163/83-01    on 
630404-06  &  notice   of  violation 

8TERNBERO. D   K        Raglan    3,     Office    of    Director         83/04/23         PARKER, 
OA  Technologies,     Inc    /General   Atomic   Co        2pp         1B471   337        24* 
Flche   30-069,63/04/23,0303170439 


-8303120072   Safety    evaluation    supporting   Amend    13   to  License   TR-1 
*      NRC   -  No   Detailed    Affiliation   Olvan        03/03/03        3pp 
18443  33B        24X   Fiche    90-070,03/03/03,8303120037 


-0303170432  Notice    of   violation   from    imp    an  330404-05 
KIBSCH.  D  F        Region   3,    Office    of  Director        63/04/33 
10471    S3?         24X    Fiche    30-089,63/04/33,8303170429 


— B30312O07B  Notice    of    issuance    b   availability    of  Amend    13    to   License 
Tft-1 

SCALETTIiO  C        Standardization   &  Special    Projects   Branch 
83/08/03.        2pp          1B443   340         24X   Flche    3O-070, B3/03/03, 0303130037 


-8303170437    IE    Insp    Repts    30-OB9/03-01    (.    30-163/93-01    on   830404-OB 
Noncomp lianas   noted    failure    to   conspicuously   post  high 
radiation  ar'ea    during    performance   of  reactor    experiment 
JOHNSON.P   H  ,    KIRSCH.D  F        Region   3,    Office   of   Dtrectnr        B3/04/22 
3pp         16471    240         24X    Flche    30-069,83/04/23,9303170429 


0,    Adjudtcaturu   correspondenci 


B309030933  Order    extending    time    until    830603    tor   Commission    to  act    to 
review  ALAB-720 

CHILK.3,  J        Office    of    the    Secretary    af    the   Commieslon        83/04/29 
Commis-elonen         Ip         IBS? 3   328        24X   plche   30-070,83/04/29. 
6303030333 

8303130039  Memorandum   Si   order    extending    OE    time    to   respond    to   A8LB 
B3040B    Inquiry    into    llc*n«e   renewal    application   until    19 
day«    following    svc    of   Commission    decision   whether   to   review 
ALAB-730 

FRYE.J,H        Atomic    Safety    and    Licensing    Board   Panel        83/03/13 
Oineral    Electric    Co,        2pp          1B43&   313         24X   Flche    30-070,83/03/12, 
830B 130033 


DOCKET    30-97   CORNELL   UNIV      ZERO   POWER   REACTOR 

0      Inspection   reports,     IE  Bulletins   &   correspondence 


8303030333  Forwards    IE    In*p   Rept*    30-097/a3'01    !•  50-137/B3-O1    on 
B30321-23  l>  notice   of   violation 

BTAROBTECHI.R        Division   of   Project   (.  Resident  Programs        63/04/31 
8TREETT.W   B         Cornell    Unlv         2pp          1833B   096         Z4X 
Flehe    30-097,83/04/31,8303030223 

—8303030230  Notice   of   violation    from   imp    an  B30331-23 

*      Region    1,    Office    of   Director        B3/O4/21         Ip        IB 339   093        24X 
Fiche    30-097.63/04/21,8303030283 


P      Operating    license    stage    daeumant*    &    correspondence 

6309120097  Forwards    Amend    13   to   License    TR-I, safety    evaluation  b  notice 
of    iieuanct   l>   availability   Amend    deletes    phgiical    security 
requirements    of    10CFR9O.  34e    &    10CFR73. 

THOMAB, C   0,       Btandirdli'tlon   fc  Special    Projects   Branch        83/09/03. 
DAf)HITZEL,R,U.       Oeneral    Electric    Co        2pp         18443-234,       34X 
Flche.  30-070.  83/05/03,  B309120037 

—8303120067  Amend    13    to   License   TR-1< deleting    physical    security 
requirements   of   10CFR90.  34c   ti   10CFR73 

THOMAS.C.O,       Standardliatlon   b   Special    Projects   Branch.       B3/03/03 
2pp,       10443;  236.       24 X   Flche-  30-07O.  B3/09/03.  8309130097 

—8309120072   Safety    evaluation    «upportinfl   Amend    13   to   License   Tfi-1 
*     me  -  No  Detailed   Affiliation  Olvon       B3/09/03       2pp. 

1S443' 23B    34X  Flche. 30-070, 83/03/O3, 6303130037 


-0303030236  IE  Insp  Repts  30-097/63-01  fc  30-1S7/B3-01  on  B30321-23 
Noncompllance  noted  failure  of  Liard  lab  safety  committee  ta 
perform  annual  audits  of  operations  slue*  1980  ti  failure  of 
committee  to  meet  quarterly  in  1962 

KINNEY.W  H  ,  EL8ABSER.T  C   Region  1,  Office  of  Director 
83/04/18   6pp    18338  O99.   24X  Flche  90-097,83/04/21.8309030223 


DOCKET  90-111  NORTH  CAROLINA  STATE  UMIV  RESEARCH  REACTOR 
0   ln*pectlon  reports,  IE  Bulletins  fc  corre*pondence 

6303270463  Forwards  IE  Insp  Rept  30-111/03-01  on  B30409-06  No 
noncompl lance  noted 

VERRELLI.D.M,   Division  of  Project  &  Resident  Program*    03/04/22 
COCKRELL.R  C   North  Carolina  State  Unlv   Ip    1B644  134   24X 
Fiehe  30-111,63/04/23,8303270463 
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— 830327C469    IE     Tnsp    Rept    SO- 1 1 1 /B3-01     on    930403-06   No   noncomp 1 iance 
noted    Major    ai-eai    Intpicted    radiation    protection  asiociated 
^/termination    of    R-3    Tfactor     license 

KAHLE.J   a         Region   S,     Office    of    Director         BAH  Ft,  K   P         Division    of 
Project    Ir   fl»ild*nt    Program*         B3/04/2I          3pp          1B644    199         34 X 
Flcfis    30-11 1,  33/04X22.  9303270463 


— 9305090073  Respond*    to    NF1C    030314    Itr   ra  violations    noted    in    IE    Imp 
R«pt   SO-129/B2-03  Corrective    action*    training    lesslons 
conducted    tor   reactor    operations    personnal    to    demonstrate 
pro  par    preparation    of    ice    bath 

PORTER. W  A        Teiai    A*M  Unlv   j     College    Station,     TX        03/04/12 
MADSEN. G  L        Rag  1  on    4,     Office    of    Director        Spp         19363  332        24X 
FtehH    90-1B8,B3/O9/04,83O9Q'?OO66 


DOCKET   30-112   UNIV      OF   OKLAHOMA    RESEARCH   REACTOR 
H      Oanaril    correspondence 


83O523047B    Informs    of    C   Jensen   appointment   s>    director   of    facility 
ESLE.D   H         Oklahoma,     Univ      of         B3/O3/S6         MILLER,  J        DIvIiion    of 
Licencing         lp         1B3B9  O32        24 X   Fiche    30-1 12,  03/03/14,  9309330473 


R      Pirlollc    opera tlnj    report*    h   related    correspondence 

8303230328   Nlnetsenth    Proj)rB«»    Rept    of   TX   AI.M  Univ  Nuclear   Bclenc. 
Ctr    1932   W/B30316    Jtr 

*     Texas   |V*M  Univ   .     College    Station.    TX        93/04/30        THOMAS,  C 
StanilarillJation  fe  Special    Projects    Branch        BBpp         19397  347        24 X 
Ficne    30-12B,  B3/04/30,  83Q333Q32B 


P      Operating    license    stage   documents    t,   correspondent  t 

B3051 70114    Notification   oP   630517-19  meetings    u/Univ    of  OK  &  LABL   on 
ilto    to  revleu   &   evaluate    reactor    facility    in   connection  <af 
application    tor   OL   reneual 

BERNARD.!!         St-aniTai-d  1  lat (on    &   Special    Project*    Branch         B3/09/12 
THOMAS, C   0        Standardization   a  Special    Projects    Branch        2pp 
18493   33"?         34*    Fich*    30-1 12.  63/05/12,  B30317O1  14 


DOCKET    SO-1S-3   UNIV      OP    HISSDUJtt    RESEARCH   REACTOR 

P      Operating    llcenie    atagv   document!    '*   correspondence 


B3033  10006  Atfvlsef    that    MM.  Btraka    hli-ed    as    reactor  manager.  BPFect  ive 
830307 

BOLflM,  A  E        Missouri,    Univ      of,    Roils        33/03/23        CARTER,  RE 
Standardization  i   Specia-1   Project!    Branch        Spp         1B693  539,       24X 
Flthe    30-133!  B3/03/23.  a30331OO04 

R      Perioillc    oporatinj    reports   t,    relatid    corro«ponif»nce 

3303030375    "Progress    Rept.Unlv    of    M0-J)atla    Apr    19.B?   -    Mar    19B3    " 

BQLON,  A   E   ,     BTFtAHA,  H         Mlnourl,     Univ      of,     Holla         33/03/31          137pp 
1BS1Z    171         24X   FithB    30-133.33/03/31,9303030379 


DOCKET    30-12B   TEXAS    At,M   UNIV      RESEARCH    REACTOR 

P      Opariting    license    (tag*    documtnt*  %    correipondence 

B30312<3524   Fomiards    Amand   ?   to  LUanse    R-B3.  safetij    evaluation.  El  A  fc 
notice    of    isruance/negatlve    declaration  Amend   reneui   OL    for 
SO  yn    from   data   of    Issuance   W/o  SER 

EIBEHKUT,  D   C         Division    of    Licinllng         83/03/GO        EUDMAN,  C    <A         Taia* 
AtH  Untv  .    College   Station,     TX        3pp         1B442  001        24X 
Ftche    30-126,83/03/30,  B309120324 

--830SIS0332  M»nd   9    to  License   R-B3.  renewing    OL   for    20  yrs    frojn   date 
of    Igiuance 

EISENHUT, D    0         Division    Of    Llcinilng         63/03/30         6?pp          1B442   004 
S4X    Fiche    aO-lSB,  33/03/30,  B30M2O324 


DOCKET    30-IE9    HEBT   VIRGINIA   UNIV      .RESEARCH   REACTOR 
U      Decorum!  si  i  nnitij    Sta^e    Do-cuments    b   Correspandince 


Q3092&030S  Requests    tBrmlnatinn    of    License   R-BB  before   OL  Blackshau 
dtparturw    tin  S3063O  Facility    tMimantlad    per  approved 
arocedurB'S    following    receipt    of    600122  author t lation, 
COLLINB.M  E        Wtit   Virginia    Urtlv         B3/03/B3        THOMAS,  C  0 
St<n-dardil«tiDn  d   Special    Projacti    Branch        2Bpp         IBdSb-SiiB        24X 
FUhe    30-129,  83/03/33,  S3033i0309 


DOCKET    30-131    OMAHA    VET      ADMIN      HOSP      RESEARCH  REACTOR 
P      Opera tiiis    license    stage    document!    &  correspondence 

S30331001S    Forwards    response    to    9305 1L    questions   re    exhaust    su.ii 
reflecrbor    platform,  reactor    br Id'ge.  pneumatic    transfer    tube 
terminus   a isemb ly.  icram   circuit    re  lays, rad loactlvlty   monitor 
It  automatic    regulating    channel    servo 

TURCOTTE^R  L  Vet  Admin.  Hasp  Dffiaha,  NE  B3/03/B3  THOMAS.  C  0 
Btandirdi latlon  &  Special  Projects  D ranch  ?pp  1B6S3  221  24X 
Fich*  30-131,53/03/23,0303310012 


DOCKET    90-133   HUMBOLDT   BAV  POWER    PLAMT,    UNIT  3 

F,     Security     medlcali     •nursency    &    fir*   protection    plans 

B30S020109  Forwards   revs    to    incurltij    plan  Revs   uilthhsld    (ref 
10CFR73  21) 

CRANE,  P   A        Pacific    Oas    &  Electric    Co        B3/04/S3        DENTONr  H  R 
Office    of   Nuclear    Reactor   Regulation,    Director        Zpp         1B279   H41 
24X   Fiche.  30-133,  83/04/33.  63OB02O10B 

B3051 10034   Generic   Ltr    83-21    to   all    licensees    of    operating    rttactors, 
applicants    for  OLs    t    holdaTi    at    CPi    re   clarification   of 
acciss    to    control    procedures    for    l»u   enforcement    visits 
Bvc    list    ancl 

EISENHUT.D.O        Division    of    Licensing        B3/03/11.  Consolidated 

Edison  Co      of  N»w  Yorkr     Inc          lipp         18940  093        24X 
Fiche    BO-OOO,B3/03/11,  B3O3J1O034 


—3303120537  EIA   supporting   Amend   9    to  License  ft-B3 

•      NfiC    -   No    Datallid    Affiliation   Olv»n         B3/03/30 
1B442   071          24X   Fiehe    30-129,83/03/30,9303120324 


ipp 


—6303120544  Notice   of    Issuance/negative    doclaration    far  Amend   9    to 
Llcinsi    R-B3 

EISEHHUT,  D  <3        Division   of   Honsing        93/03/30        Spp         1B44B  077 
24X   Flch»    30-12B.B3/03/30, B303tE03a4 

B309090232   Foruards    "Completion   b  ResulU    of   Phan    I    of  NBCR 
Po»t-D*m»u»  Pulie   Teit  fragr^m   for    Foil    FLIP   TfllOA  Cora    " 
FELTI.P  E        Ttut  AS.M  Unlv    .    Cdllegi    Station,     ^X        93/04/29 
TMOMAS.C  O,       Btindardiiatlon   (.  Sptclal   Projects    Bra^^:^        lp. 
1S33B-OBU        24X    Fiche    SO-138,  B3/04/2?.  S30S030292, 

— B30503DS97   "Completion   fc  Results   o*    PNa»e    I    of  NGCH   Poit-D«m*ge  Puli 
Test  Proaram   for  Full   FLIP  THIQA  Core   " 

JENNINOB.F        Ti-rat  Airl  Univ   ,    College  Station-    TX,       B3/04/13 
16pp          1B33B   023         24)t   FUh«    30-IHSr  S3/04/Z7,  8309090332, 

0-     In*p«etion   reports,     IE   Bulletins   &   correspondence 

B30509006A  Ac k   receipt   of    B304I2    Itr    Informing    NRC   of    steps    t4lten    to 
correct  violation*   noted   in  IE   Imp  Rept  30-129/82-03 
MADSEN.Q  L       Region  4,    Office   of    Director        B3/03/04        PORTER. W, A. 
T«las   A1H   Univ   i    Cnlleg*  Station,    TX.       In         10363  331,       24K 
Flcft*.  90-128,  B3/03/04rB30909006A 


P     Operating    llcens*    itag«    documonta   fc    correspondence 

8309230407    Informs    that    backfltting    natl    ulll    be    forwarded    as    soon   as 
available.  In   response    to    93O203    Itr 

FURDUBH.H  H-       Pacific    Qas    &   Electric    Co        B3/02/33        TOURTELLOTTE, J. 
Regulatory    Fit  form   Taifc    Force         lp          19943,397        24X 
Flchi    30-OOO,  B3/02/B3,  8305230407 

9303230720  Forwards    list    of    utllc    responding    to    requests    for    cost 
figures    on    backfltting 

TOURTELLOTTE, J       Regulatory   R»form  Task  Force       83/04/11 
PALLADINO'  H  J,       Commls  slonen,       2pp.       13342:272        24X 
Flchei  30-000.93/04/11,  930&23072O 

B305020433   Ofrnoric   Ltr    83-1"?    to    all    pciuer    reactor    b   testing    licensed 
ri    niui    procedures    for    providing    public    notice    concerning 
Issuance    of    amends    to    OL*    Bvc    Hit    end 

EIBENHUT,  D   O,       Divitlon    of    Licensing,      B3/03/02,  Consolidated 

Eif lion    Co      of  M.w  York.     Inc,        30pp,        1S441-120        24 X 
FiCht.9Q-OOO,  B3/09/02.  3309020493. 

0305090439  Otnortc   Ltr    B3-2O   to    all    operating   reactor    licensees   tc 
holdirs    of    CPs   re    Integrated    scheduling    for    implementation 
of    plant    modi   Svc    list    end 

EISENHUT.D.O        Division    of    Licensing.       93/09/09  Consolidated 

Etflion  Co.     of  Nau  York.     Inc        16pp.       1B62.7   193       24X 
Fl  chf  30-000,  03/03/09,  33QBQ70A39. 
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Q      Inspection   reports,     IE   Bulletins    i,    correspondence 

8212060385    IE    Info   Notice   93-14.     "Deuatered   Spent    Ion   Eichactge   Resin 
Buieeptlblllty    to   Eiotharmic    Chemical    Reaction    "   Bvc    lit* 
•  ncl 

TAYLORiJ  M        Division    of   Safeguard*    b    Inspection  Program*    (Post 

830103)         83/03/21  Coniolldated    EdUon    Co       of    New   York.     Ing 

1B30B    319         24X    Fiche    3O-000,  B3/03/21,  8212O603B3 


8303040021    IE    Info   Notice   83-21,     "Defective   Emergency   Use   Respirator    " 
Svc    list   and 

JORDANiE  L,       Dlviilon   of   Emergency    Preparedness  &  Ensineerlng 
Retponie    (Post    B30103)          93/04/13  Consolidated    Edison   Co      of   NIIU 

Vork.      ItlC          126pp          19433    159         24X    Fiche    30-000.83/04/13,8303040021 


"BWR   Safety/Relief  Valve   Fallurns 


9303040023    1C    Info   Notice    03-22, 
Svc    Hit    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness   b  Engineering 
Response    (Post   830103)         83/04/22  Consolidated   Edison   Co      of  Neu 

York.     Inc         UZpp         1B3S3  099        24X   Flche    30-000,93/04/83,8303040023 

8303040023    IE    Info   Notice   S3-23,     "Inoperable   Containment   Atmosphere 
8en*ing    Byi    "    Svc    ll«t    encl 

JORDANiE  L        Division   of   Emergency    Preparedness   b  Engineering 
Response    (Poit   930103)         83/04/23  Consolidated    Edlion  Co      of   New 

York,     Ine          H9pp          183B(    S91          24X    Flche'  30-OOO,  83/04/23,  B3030400BS 


—8303170343   Revised    LEfl    93-001 /03L-1    on   B30316,  fire    occurrfctf    tn    490-volt 
circuit    breaker    supplying    raduaitc    pump    Caused   by    fault    to 
ground    exacerbated    hg    over    capacity    off    fuse    Design   change 
will    lie    Implemented    to   correct    overrated    fuies 

QETTV,  E   C         Pacific    Dai    b   Electric    Co         B3/O9/O6  Region    3, 

Office    of   Director         2pp         13463    124         24X   Flche    30-133,  B3/03/0&, 
8305170336 


DOCKET    30-14S   UCLA   TRAINING   REACTOR 
0      Adjudicator!)    correspondence 


8303030324  Response    to   Committee    to   Bridga    the   Gap    B30414  motion 
opposing    scheduling    earlier    date    for    filing    of    written 
testimony   UCLA  uiishes    to   reserve    right    to    modify   ultnesi 
list    if   neu  date    let    for   hearing   Certificate   of  Svc    encl 
COHMIEFMJH       California,    Ifnlv      of,    Los    Angeles        83/04/8.9  Atomic 

Safety   end  Licensing    Board  Panel        4pp         18306  338       24X 
Flche    50-143,83/04/29,9303030334 

8305030368  Response    to  ASLB   830414    order   detailing    licensee    legal 
position   r*  Committee    to  Bridge    the   Dap    motion    for    summary 
deposition   or   Contention   XVII   Summery   disposition    should 
not    be   granted   Certificate   of   Svc    incl 

CORMIER, W  H       California,    Unlv     of,    Los   Angem        83/04/39        llpp 
1Q303   334         24X   Flche    30-142,83/04/29,8309030568 


B303Q40026    IE    Info   Notice    83-34,     "Loose   Parti    In   Secondary   Bide   of 
Steam  Oeneratori    at   PWRs.  "    8ve    list    end 

JORDAN, E  L        Division   of   Emergency    Preparedness   k  Engineering 
Response    (Pott   B301O3)         83/04/29  Contol Idated   Edison  Co      of  N«u 

York,     Inc          113pp,        19382   047         24X    Ficha    30-000,93/04/28,8303040026 


8305030374  Response    to  Committee    to  Bridge    the  Oap    tCDQ)    830414  motion 
to   strike   portions    of   UCLA  response    to  CBO  request    for 
•ipedltBd    ruling    on  Contention   XIII    Curtificato   of   Svc    encl 
CORMIER,  WH        California,    Unlv      of,    Loi    Angelei        93/04/29  Atomic 

Safety   and   Licensing   Board   Panel        Sap         18303   3U        24 X 
Flche    30-143,93/04/29,8303030374 


B303040027    IE    Info   Notice    B3-23,     "Standby   Qas    Treatment   Bye   Heater   High 
Temp   Trip    Setpolnt    Adjmtmont    "    Svc    lift    «ncl 
JORDANiE  L        Division   of   Emergency   Preparedness   fr  Engineering 
Rt*ponie    (Poet   830103)         63/04/28  Consolidated   Edison  Co      of  Neu 

York,     Ine         llBpp,       18382    163        24X   Flehe' 30-000,83/04/28,  B303040027 

8303040028    IE    Info  Notice   83-26,     "Failure    of   Safety/Relief   Valve 
Discharge   Line   Vacuum  Breakers, "   Bvc    lilt    and 
JORDANiE  L,       Division   of   Emergency   Preparedness    k  Engineering 
Retponte    (Poet   830103)         83/03/03  Consolidated   Edison  Co      of  Neut 

York,     Inc         123pp         18441    170        24X   Flehe    90-000,83/03/03,8303040038 

8303040030  IE    Info  Notice   83-27,     "Operational   Response    to  Events 
Concerning   Deliberate   Acts    Directed    Agalnct   Plant 
Equipment    "   Svc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparednees    d  Engineering 
Response    (Poft   830103)         B3/03/04  Consolidated   Edlion  Co      of   Neu 

Vork,     Inc,       HZpp,       19382  2B2        S4X   Flche   90-000,83/03/04,8303040030 

8303040031  lE'lnfo  Notice   83-29,    "Criteria   for  Protective  Action 
Recamffltndatloni    for    General    Emeroenciei, "   Svc    lilt    incl 
JORDANiE  L        Division    of    Emergency    Praparednen   tt  Engineering 
Responia    (Poit   830103)         83/03/04,  Consolidated    EdUon  Co      of  Neu 
York,     Inc,       119pp,       18441    001         24X   Fiche.  30-000, 83/05/04,9303040031 

8303040033    IE    Info  Notice   B3-S9,     "Fuel    Binding   Cauied    by    Fuel    Rack 
Deformation."   Svc    list   *ncl 

JORDAN, E  L,       Division    of    Emergency    Preparedness   &  Engineering 
Resnonie    (Poit   830103)         83/03/0&,  Consolidated    Edison  Co      of  Neu 

Yorlli     Ine,       llBpp.       18323' Z4B        24X   Fl  e  he'  30-000,  83/09/06,  9303040033 


9305030494  Petition    for   reconsideration   of    ASLB  830422  order    denying 
motions    for    summary    disposition   of    Contention    II    Cclam   of 
license)    Argument    completely    devoid    of  merit   Certificate   of 
Bvc    encl 

UOODHEAD,  C    P         Hearing    Branch    4         B3/03/D2  Atomic    BefdtiJ    and 

Licensing    Board   Panel         13pp        19306  332        24X   Flche    3D-142. H3/03/O2i 
8303030491 


83030305B2  Memorandum  b   order    denying    Committee    to  Bridge   tha   Oap 
830414  motion    to    strike    portions    of    NRC   te  UCLA   respomet  b 
830319  motion    far    expedited   ruling    on  Oap    820907  motion   for 
partial    summary    disposition    of  Contention    XIII 

FHVE.J  H   ,    BRIGHT,*}  D   ,    LUEBKE, E  A        Atomic  Safely   and    Licensing 
Board   Panel        83/03/02  Committee    to    Bridge    the  Oap        4pp 

18306   094         24X   FiehB    30-142,  83/03/O3,  S3030305B2 


8303060320  Memorandum  b  order   deferring    consideration   of    NDC   830902 
petition    for   reconsideration   of   ABLE   830423  memorandum   b 
order   denying   motions    for    lummary   disposition   of  Contention 
II   Ruling    await)    receipt  of   alternate  ASH.B  member    rept 
BRIGHT,  0  0   ,    LUEDKE.E  A  ,    FRYE,  J  H        Atomic   Safltij   and    Licensing 
Board   Panel        93/09/04        3pp        19391    093        84X   Fiche   3O-14Er83/05/O4. 
8309060320 

8309090473  Motion    for   reconsideration    of  ASLB  B30422  memorandum  L  ordar 
to   clarify    scope    of   Contention    II    proceedings   Certificate    of 
Bvc    encl   Accounting    bated   on   actual    use    of  reactor 
demonitretea    that   costi   attributed    to  noncommercial    use 
CORMIER,  H  H       California,    Univ      of,    Los  Angeles        93/05/04  Atomic 

Bafety   end   Licensing    Board  Panel        7pp         1B362-272       24X 
Flehf  30-142,  B3/03/04,  8305090473 


B303040034    [E    Info  Notice    B3-30,     "Misapplication   of  Generic   Emeroency 
Operating  Procedures    (EOP)   Ouldellnes. "   Bvc    list  end 
JORDANiE  L,       Dlviilon    of    Emergency   Prftparodness   &  Engineering 
Response    (Poit   830103),       B3/03/11  Consolidated   Edison  Go.    af   Neu 

Vork,     Ine.        H4pp.        1B3S4-003         24X    Fl  eh  •;  30-000,  83/03/11,8303040034 

B303040040    IE    Info   Notice    83-31,     "Error    in  ADLPIPE  Computer   Program,  " 
Bvc    list    end. 

JORDANi  E,  L,      Division  of  Emergency  Prepatedneie  &  Engineering 
Response    (Poit   830103)         83/09/19.  Consolidated    Edison  Co      of  New 

York,     Ine          I14pp,         JB697-009         24X    Flche    30-000,83/03/19,8303040040 

B30304004&    IE    Info  Notice    83-33,     "Nonrepretentative  Sampllno    of 
Contaminated   Oil    "   Bvc    Hit   encl, 

JORDANiE.  L.       Division    of   Emergency    Preparedness    &  Engineering 
Response,    (Poit   B30103)         83/03/86  Consolidated    Edison   Co      of  N»u 

York,     Inc         114pp,       19647  007.       S4X   Flehe;  30-000, 83/03/26,  B303040046. 

B,    fiepqrteble   occurrences,    CERi  k  related   correspondence 

8303170334.  Forwards    reviled    LER   B3-001/03L-1, 

BHIFFER.J.D.       Pacific    OBI   t<  Electric    Co        83/03/06.       MARTINiJ.B. 
Region  3,    Office   of   Director        lp,       18469:123.      24X 
Fiene-  30-133,  83/03/06,  9303170336 


8303100330  Memorandum  It  order   referring   UCLA  830304   motion   for 
reconsideration   of   A8LB  830422  order    to    alternate   ASLB 
member, Responses    to  motion   should    b*    filed  u/al ternate    ASLB 
member   an    schedule    to    be   established 

BRIGHT,  0  D  ,    LUEBKE,  E  A   ,    FRYE,  J  H       Atonic   BafetU   and    Llcenilng 
Board  Panel,       83/03/0&       2pp        1837B  360        24X   Fichf   3O-14S, B3/Q3/O&. 
8309100330 


9309100312  Forwards   portion   of   Unlv  of   FL  SAR   explaining    spatial 
relationships  tt  components   of  Argonaut    in    response,    to  ASLB 
B30423  request 

WOODHEADrC.P,       Office    of    tha   Encutlve  Legal    Director        83/03/09 
FRYE,  J  H  ,    BRIGHT,  G  D  ,    LUEBKE,  E  A        Atomic   Bafettf   anil    Licensing 
Board  Panel       23pp        18370  100,      24 X  Fiche  30-142,83/09/09, 
B309100312 


8303(30076  Memorandum  tt   order   denying    NRC  810413  motion    For    luminary 
disposition  of  Contention  XX  re  physical    ncurlty   NRC 
directed    to   physically    Inventory   SNH  at  UCLA  &    to    rept 
findings    to  ASLB  b  parties  r 

BRIGHT,  0  0,i    LUEBKE,  E  A  ,    FRYE,  J  H        Atomic   BaFety    and    Li  duelling 
Board  Panel       83/09/11  Office  of   the   Executive;  Legal  Director 

27pp.       18437'093        24X  Fiche,  30-142.  83/03/1 1,  8303130076 
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9303130079   Memorandum  &    order   memor ial i i ing    830305    telcon    Discussions 
held   on   NRC    testimony    filing    datei ,  hear  I  ng    djtffi   fc    Issue* 
aaiSHT.fl    0   P     LUEBKE.E    A   .     FRYE,  J    H         Atomic    Safety    and    Licensing 
Board   Panel         83/03/11         Spp          1B437   OflO         24X   FlcJie    30-142.  S3/O3/1 1 , 
9303 1300 79 

8309130150   Wemorindum  1    order    that    jaootaje    H4U»  uil  1 1    not    be 
consldtred    under   Contention    XIX    Issue  will    be    considered 
under   Contention  XX 

BRIGHTjQ    0   ,     LUEBKE.E   A   .     FRVE, J    H         Atonic    Safety    and    Licetning 
Board   Panel         83/03/11          Ipp          1B437    17S         2-JX    Fiche    30-143,63/03/11, 
3303130130 

B305160U4   Forwards    prof    nuall f Uat tons   of    sit   «HC   witnesses    to   appear 
at  Sumner  b  Fall    19B3    hearlnjs   on    safety    Isifes 

HQODHEAD.C   P         Hearing    Branch    4         Q3/O3/12         FF1VE.  J   H    ,     BRIQHT,0   0    i 
LUEBKe.E  A        Atonic   SJfety   and   Litanalnj    Board   Panel         Bpp 
19446    ISO         21 X    Flche    50-142,  93/03/12,  8303(60164 


0309340321    Response    supporting   UCLA  830304  /notion    for   reconsideration 
of    A9Lfl    B30422   order    eitebl  Uhing    special    prelmarlno 
conference    for    Contention    II    Issue    of   commerical    uie    of 
reactor    muit   at    dac  Ided..  Certificate    of   Bvc    enc  1 

HOQDHEAD,  C.  P        Hearing    Branch   4        B3/03/23  Atomic   Safety    and 

Licensing    Dttard    Panel         6pp         1B971    110        24X   Flche    30-142,63/03/23! 
830384-0321 


correspondence 


8303Q3Q041    Forwards   Mag    19B3   Plagboy    article,     "Terrorist   Guide    to 
1934  Olympics,  "    fur    Info 

BAY,J  H        Affiliation   Unknown        93/04/29  Atomic    Safety    and 

Llcanslno    Poarif    Panel         6pp         1B342  006        34X   Fleh*    30-143,83/04/28, 
8305030041 

0      Inspection   reports.     IE    Bulletin!    b  correspondence 


3303160143  Memorandum  t.    order    deferring    ruling    on    UCLA, NRC   &   Committee 
to  Qridijt    tha   Ojp    motions    for    summary   disposition    of 
Cantentlon  XUIIi  pending    outcome   of    Inherent   *«f(tt)    hearing* 
BRfOHT.  0  O  .     LUEBKE,  E  A   i    FRVE.  J  H        Atomic   Safety    and   Licensing 
Bo-ard  Panel        B3/O5/13  California,    Unlv      of,    Loi    Angelti        4pp 

19*44-030         34X    Flehe:  50-MB,  B3/03/ 13,  B3051t01A3 

305170001   Jtrsponn    to   alternata    ASLB   member  S30432   arttr    e< tabliihinfl 
610534   hearing   date  Lilts   m*tl    facts    not    in  disputet matl 
facts    in    dispute, HRC  uitnesisi    &   te  i  timongi  e*M  li  1  ts   &    time 
niceitarij    Par   NRC    ares«ntat  Ion  Certificate    at  Bvc    enc  1 
HOODHEAD.C   P        Hiarlnfi    Branch    4        83/O3/I3        lOpp         13466:215        ?4X 
Ficht    30-142,63/05/13,6303170001 


93031&OOZ?  Ack    receipt    of    B3042?   Itr    informing   NRC    of    steps    takin    to 
eoirect    vidl«tlons    noted    In    IE   ln»p   Rent   SO-142/83-01 
BOOH.H  E        Region    3,     Offleo    of   Director        B3/O3/11        WEOBT.  H  F 
California,    Unlv      oft     Lm    Angelas         IP        18433   O07,       24K 
Flche    SO-MS.aS/OS/ll,  B3O31A0029 


—  B30316O037   Raiponds    to    NRC   830323    Itr   re   violation!    noted    In    IE    Insp 
Rept   SO-142/83-01    Corrective   action*   routine    *urve«    findings 
to    be    routed    to    radiation    safetU    of  fleer,  background   &   calibr 
cfceck    data    entered    Into    log  &  iirrvtg   result!    tabulated 
WEOST.W  F        California,    Univ      of,    Loi  Anoelei.       B3/04/H1? 
BOOK,H   E        fleglon    3,     Office   of    Director        3pp.       18433  008        S4X 
Fiche    30-MK.B3/OS/11,  8309160029 


3303170063  Foruarifi    ttioHl*tloTi    ra    preparation   for    hearing    on 
Contention   II 

HCODHEAD,  C   P         H-iarlng    Branch    4         B3YO9/13        LAURENSON.J   A 
Safetu  and   Llceniln]    Board   Panel         ip         1B4&6  233-        24 f 
Flchi    30-143,  B3/03/13.S30317QQA3 


—8303170067  9tipulation  r*   pneparation   for    hearing    on   Contention    II 
Lifts   ei/ilblti    to   be    Introduced^  ul  tnessei    to   be    callad    1 
sitinatBi    of   time    neces**ru    to   preient    case 

UaODHEADjC    P        Hiarlng    Branch    4        THDMPB€Ni  D        Committee    to   Brldoe 
ttii    Oap        CORMIER,  W        California.    Unlv      af,    LDI    Angelei         93/09/1Z 
7flp         1B466   234         24*    Fiehe    30-142,83/03/13-9303170063 

)30317O3aS  Dlicus*es   830306   telcon  per   ASLB  830423    order.  Item* 

dl  tcutsedi  Inc  lud  ITIJ    estlnacet    for   direct  pruentat  1  on   af 

caitii  contained    1-n    itlaulaClon    foruarded  aeparatelv   Summary 

of  ultnesi    testlmanij    in    upcoming   hearing  and 

HIRSCH.D        Cammitte-e    to    Bridge    the  Oap  B3/O3/I3        LAUREMBON,  J  A 

Atomic   Safety    and    Licensing   Board  Pativl  2pp        18463  223        24 X 
Ficht    30-143,  93/03/13,8305170325 


T      Hearing    transcripts    on    non-antitrust  matters 

8303900613    Forwards    JC  petersen   testimony   Petersan   mill    testlfu    at 
B303B4   hfljirltig    on    Contention    II 

HODCHEAD,  C    P        HBJirino    Branch   4        93/03/19        LAURENSQN,  J  A        Atomic 
Bafety   and    Licensing    Board    Panel,        Ip        19320    133        24X 
Flche    3Q-142ia3/D3/19,830S2O0613 

— 8308200624   Testimony    of    JC   Petersen   re   Committee    to    Bridge    the    Cap 
Contention    II    Uie    of    reactor    from  accounting    &    financial 
standpoint    discussed    Reactor   primarily    used    for    educational 
purpose*    MA    Voting    notice    of  appearance   and 

PETESBEN, J  C        Office    of    State  Programs,    Director        93/05/19 
14pp         183B0   136        B4X   Ft  che>  30-142,  83/03/17,  8303300613 

6303310193    Transcript    of    830534   hearing    In   Lo»   Anaoles.CA   re    proposed 
license   reneuial   Pp    1-183. 

*     Atomic    Safitu    and    Licensing    Board   Panel        83/03/24        lB3pp 
18631    033         B4X    Fiche    SO-H2,  S3/03/Z4,  0303310193 


1303240479  Response    to   Judge  Laurcnson   830422   order    re   Contention    11 
Parties   stipulated    to  ultnesstt    In  oihlblts    Bummarliei 
witnesses    tn  t  Ifnonif  UCLA   case  ulll    b*    pras-entad    in    4    h 
Certificate    of   9vc    eneJ 

CORrtlER.W  H        California,    Unlv      of,    LoiAngelai        33/03/13        6pp 
1&34?  333        S4X  Flche-  30-1  42,  B3/O3/  13,  33032*0479 

)30S200496  F-oruiards    tubpoenas   r*    clasi-c-f-llcense   evldantlarij    hearing, 
for    Issuance    Subpoenas   -relate    to   reactor   operational    & 
financial   record!    (Totalling   ti-ie   b  cost  allocation    for 
facility   Related    correspondence 

HIBSCH,  D         Commltttt    to    Brldg«    the   Cap         83/D3/16         LAURENBQN-J   A 
Atonic  Safetg    and    Llcanting   Board   Panel         Ip         1BS14  031         24X 
Ficfte    30-142,  83/03/16, 


I3053OO638  Forward!    L  Havne    stattmtnt    of    pro!    quallf  Icatloni,  Maijne 
teitlfij   on   combue  t  Ion.  cnemlcal   react  1  ons,  Hlgner   enargij   & 
release   t   dtspenlon   of    rallofiucl  Edes 

KIRSCH'D        Committee    to    Bride*    ttia   Oap        83/O3/16        HOODHEAD.C 
Hearing   Branch   4.       CORMIER,  U        Ollfornla,    Unlv      of,    Los   Ang*le» 
NALtHOFF.L         Baota    Monies,     CA         app          19319   33B         24X 
FliNe    30-H2,  83/03/16,  93O5EOOS32' 


DOCKET   50-146  BAXTON   NUCLEAR   EXPERIMENTAL  FACILITY 
(f      Oanei-al    corrtipond enc  t 


8303020363  Forwards    documents    Si  metis    to   establish   LPDR, focusing    on 
decommissioning   &   paittbla   dismantling   of   facility  U/° 
fnc  It 

SOUDER.J.L         Dlvltlon    Of    Rul*l    and    Records         33/04/23         PENNELL, L 
3»lton,    PA        Spp         1B284   243        SIX    Flehe,  30-146,  H3/04/B3,  B303OB0363 

8303040OS&  Respond!    to   B303BS    Itr   expressing    concern   r*   possible 
dismantling   of   facility   Saiton  Nucliar  Engineering  Corp 
plans    to   request   authorisation    to    dismantle    facility   during 
latter    1980s 

DEHTON.H  R        Offle*    of    Nuclear  Reactor  Regulation.    Director 
B3/04/23        FULLER. E        Affiliation   Unknown        2pp.       18336.323.       24 X 
Flche    SO-146,  B3/O4/23.  B30B040036 


P.    Operating    license    stage    documents    h   correspondence 


5303240499  Advices    that   univ  has  not   received    statements   of    prof 
qualifications   of    all    proposed   ultnesiei    In   license   re-neuial 
proceeding.  Btatementi   will    be   foruiardvd    upon   receipt 
CORMIER,  W  If        California.    Unlv      of,    Los  Angel*)        33/03/18 
FRYE-J  H  ,    BRieHTjC-  O  ,    LUEBKE.E.A        Atunlc   Safety   and    Licensing 
Board   Pan«l         Ip.       18372:027        24JT  Flehfl    30-142,83/03/13,  B303B40479 


8303190097  Foruiards    ltd    order    for   DOE   mark    for    "Consultant   Svci, 
P   Naogii'for   Hearing    Support-Univ  of    CA  Nonpouer    Reactor 
Llc«ni«    Renewal    Application    "  Cost    of   project    funded    bu   NRR 
operating   reserve   reoiuestBd,  M/o  entl. 

EIBENHUT, D.«.       Division    of  Licensing        FIN  A-3727        93/04/07 
DENTONjH  R.       Office    of    Unclear   Reactor   Regulation,    Director 
16499  363        H4X   Fie  he:  SO-146,  B3/04-/07,  8303190O97 


ip. 


305230236  Notice   of   appearance    in  proceeding   Certlflcat*   of   Sve    enc  1 
VOUW, M  A        Hearing    Branch    4        B3/OS/19        3pp         18939    184        24X 
Fiche.30-1421,  83/03/19,8303330236, 


DOCKETED  ITEMS 


19 


DOCKET    30-148   UNIV      OF   KANSAS   RESEARCH   REACTOR 

Q      Inspection    reports.     IE   Bulletins   (,   corraspondnncB 


8303200192  Aek    receipt    af   830414    Itr    informing    NRG   of    ittpi    taken   to 
cornet   violations    noted    In    IE    Imp    Kept    30-14B/B3-O1 
HADSENiO   L         Region    4i     Office    of    Director         83/09/16        KRAFT, D   C 
Kan.* i,    Unlv      of         Ip         1B917  093        SAX   Flche   30-148, 83/09/16. 
8309S00192 

-- 8303200196  Responds    to  NRC  830323    Itr    r.   violation*    noted    In    IE    Imp 
Rtpt   80-149/63-01   Corrtctivt   action*   8   Meiler  uilll    be 
appointed    member    of    committee    on   radiation    sources   by 
830901 

KRAFT.D  C  Kan*at,  Unlv  of  03/04/14  MADEEN, G  L  Region  4, 
Office  of  Director  Ip  18517  O94  S4X  Ftche  30-118,83/05/14, 
6303800192 


DOCKET   90-133   BIO   ROCK   POINT   NUCLEAR   PLANT 

F,    Security,    medic*!,    emergency   fc   fire    protection   plan* 

8303110067   Responds    to   B21103    Itr    transmitting    change*    to    iilltabillty, 
training    &  qualification    plan   Changes    acceptable    eicept    for 
ItiM*    Identified    In    end    Change   re    Item   4  reque*ted   per 
10CFR30.90  Encl    withheld    <r*f    10CFR73  21  > 
CRUTCHFIELD,  D        Optratlnfl   Reactor*   Branch    9        B3/03/06 
VANDEHALLE.D   J.       Consumers   Power   Co        Ip         1B40B    111        24X 
Pi che,  90- 193i  83/03/06.  8309110067 

6309170404   Forward!    description    of    scope   &   objective*    for   emergency 
exercise    *ch*duled    for   83O729-a<bi  per    NRC   330112  request 
VANDEHALLE, D, J        Consumers   Power   Co        83/03/09        KEPPLER.J  0        Region 
3,    Office    of   Director        4pp         1S467  393        B4X  Flche   90-195.03/03/09, 
8303170404 


— B30S100414  Requests   assistance    In    initiating   action    to    asiure    that 
deficiencies    Identified    in  A8L.B  B3Q914    second    Initial 
dee i lion  corrected   Certificate   of   3vc    end 

uRIMES.n  K        Division  of   Emergency    Preparedness    <Pre  B30103) 
82/11/30       KRIMM.H  W       Federal   Emergency    Management  Agency         14pp 
IB378   032         24X   Fiche    90-135,  B3/04/O7,  B3Q5100404 

8305160250    Inform!    that   930307    Itr    ro    propoied    eipansion    of    spent 
fuel    storage   capacity    forwarded    to  ABLB    for    consideration 
as    limited   appearance    statement   No   request    pending    far 
operating    permit    Full-term   OL    grantffd    on   640301 

CHUTCHFIELD.  D        Operating    Reactor*    Branch    3         83/04/29         ANDERSON,  J 
Affiliation   Unlnoun         Ip         1B472   004         24X    Fich«     50-193.83/04/23, 
8309160390 

B305040S34   Responds    to   930411    (.    13    10CFR2   206    petition    requsitlnj    nD 
addl    fuel    be   allouied    In   spent    fuel    pool    until    lo.ua    of 
itructural   adequacy   resolved   NRC    ii    addressing    substantive 
Issues   raised    by    petition  Nn  addl   action  ul  1 1    be    taken 
DENTONiH  R        Office   of   Nuclear   Reactor  Regulation,     Director. 
83/09/03        CHRISTA-MARIA      Chrlsta-Marla         3pp          16321     109         S4X 
Flche    50-199,83/05/03,8309040934 

— 8303040936  Director's   Decision   DD-S3-07  re    J   Blur    &  Chris ta-Maria 
10CFR2  206  petition  requesting   no   addl    fuel   be    allowed    in 
•pent   fuel    pool    NRC    if    taking    action   requested    by 
petitioner!    to   no   further   action  needed  at    present    time 
DENTON.H  R        Office   of  Nuclear   Heactor   Regulation,     Director 
83/09/03         3pp         183H1    114         34X   Fiche    50- 139,  B3/O5/03.  B305040534 

--9305040337  Forwards  SER   re   ipent    fuel    pool    tharrnal    hydraulic    analysis 
supporting    request    fur    continued   operation   Tump    of    spent 
fuel    pool   concrete    itructure   can  b«   maintained    balou    190  F 
if  normal    fuel    pool    cooling    sgi    lotb 

CRUTCHFIELD,  0       Operating   Reactors    Branch    3        62/07/02. 
VANDEHALLE.  D       Consumers  Pouier  Co       2pp        19321    11*?       24X 

Flche    30-133, B3/OS/03,  8309040334 


8303110034   Oenarlc    Ltr   B3-21    to   all    licensee*    of   operating   reactors, 
applicants    For   OLi   &  holders    of   CPs   re   clarification   of 
access    to    control    procedures    for    lau    enforcement   vtilts 
Svc    lift    end 

EIBENHUT.D  0        Division   of   Licensing        83/03/11  Consolidated 

Edison  Co,     of   Neu  York,     Inc         16pp         18340  093        24 X 
Fieh«'  30-000,03/03/11,8303110034 

B303170369  Comments    on  NUREO-0737, I  tern    III    A  2,1,    "Emergency 
Preparedness. Upgrade   Emergency   Plans    to  App   E,     10CFR30   " 
dnilte  *<   offiite    emirgincu    preparedness   adequate    Item 
complete 

CRUTCHFIELD,  D.       Operating   Reactor*   Branch    9        B3/03/16 
VANDEMALLE,  D,  0,       Consumers   Pouer   Co        Spp         1B466'  077       24 X 
Flche. 90-133, 83/03/16.  8303170369 

8303240376  Ack    receipt    of   830309    Itr    describing    scop*   b   objectives   of 
emergency    exercise    scheduled    for    030723-26, Ajree*    to   verbal 
request    for   postponement   of   aceountabfl 1 tw/assembly   drill    a« 
part   of   exerciie    until    plant   resumes    full    operation 
PAPERIELLO>C   J,       Region  3.    Office    of   Director        B3/03/19 
DEHITT.R.B.       Consumers   Pauier   Co         Ip         18374,282,       E4X 
Fieh«-  30-133,  83/09/19,  8303B40376, 

B303S60239  Ack    receipt    of   830131    Itr    Informing   NRC    of    staps    taken   to 
correct   violation*   noted    In    IE    ln*p   Rept    30-139/Q3-13 
Noncompllance    1    uithdrflun   Updated   Tech   Specs   rs    fire 
barrtars   ulll    be   requested. 

BPE89ARD,  R.  L.       Division   of   Engineering        83/09/20,       DEUITT.R   B 
Coniumars  Power  Co       2pp        18626  083       84X  Flche   30-139,83/03/30. 
8303260239 

—8303260266  Responds    to   NRC   821203   Itr    re   violations   noted    In    IE   Insp 
Rept    30-133/82-13.  Corrective,    actions    plant   draulngs   reviained 
to  virlfu   that  all   ventilation  duct   dampers   Included   in  neu 
test   procedure   fa   emergency    lighting    test  process    developed, 
VANDEMALLE.  D.  J.      Consumer*   Power  Co       B3/01/31,      KEPPLER.d.  0, 
Region  3,    Office    of   Director        23pp         186S61 OB9        S4X 
Fieh»!  30-133,  83/03/BO,  B30326023V, 


— 8303040339  Safety    evaluation   re   spent    fuel    pool    thermal    hydraulic 
anllifsls    supporting    request    for   continued    operation 
«     NRC  -  No   Detailed  Affiliation  Oiven        83/07/02        9pp 
18331    121         24X    Flche    30-133,  83/03/O3, 8303040334 

—8303040340  Notice   of    Issuance    of   Director's    Decision    DD-H3-07   r« 
J  Bier   tc  Chrlsta-M*rU    10CFRS  206  petition    requesting    no 
*d<fl    fuel    be  alloued    in   spent    fuel    pool    until     Issue   of    pool 
thermal/structural   adequacy   resolved1 

CRUTCHFIELD,  D       Operating  Reactors    Branch    S       B3/09/03        Spp 
18321    149        24X  Fiche   90-139,83/09/03,83030*0334 

--B303040942  Telecopy    10CFH2  206   petition   reuniting    no  addl    Fuel    be 
allowed    In   spent    fuel    pool    until    1-ssue   of    pool    thermal/ 
structural   adequacy    resolved 

BIER.J       Affiliation  Unknown        CHRI3TA-MAFUA     Chrlata-Mar  la 
83/04/11  Commiisioners        2pp         1B331    147        24X 

Flche    90-139,83/09/03,  B309040934 

—8303040343  Telecopy   errata   to  930303    telecopy    10CFR2  206   petition   re 
addition   to   saint    fuel    pool 

BIER,J       Affiliation  Unknown        B3/C4/12  Commlit loner!         IP 

18331    130       SIX  Flche   90-133,83/03/03,8303040334 

—8303040343  Advises    that   concerns   raised   by   Concerned    Citizens    of 
Charlevoix   B30411    10CFR3  206   petition   are    lstu««    before   A8LH 
or  are   being   addressed   by  NRC  petition  can   lie    uniuiared 
briefly   b  qutclly, 

LIEBERMAN,J       Regional   Operations   k  Enforcement   Division 
83/04/19       DENTON.H  R       Office  of  Nucliar  Reactor  Rejulatlon- 

Director         Ip         18331    131,       24X   Flene    80-IS3,  B3/O3/03,  B303040534 

B305040625  Responds    to  830411    &   12    10CFR2  SOt,   aetltlana    raquestlng    no 
addl    fuel    be   alloued    In   spent    fuel    pool    until    Issue    of 
structural    adequacy   resolved   NRC    1*  addressing    suBitantiv* 
Inuti   raised    by    petition  No  addl   action  ulll   ba    taken 
DENTON.H  R,      Office   of  Nuclear   Riactor  Regulation.    Director 
83/09/03       DIEF1.  J       Affiliation  Unknown        Spp        16320;  116        24  X 
Flch«' 50-1 59,  83/03/03,8303040623 


0     Adjudicator))    correspondence 


B3Q3100404  Comment t    on    licensee    proposals    to   remedy    deficiencies 
identified   in  ASLB  B20914   Initial   decision  r*   emergency 
planning,  Licensee   ha*    provided    reasonable   assurance    of 
adequate    protective   measure*    in    event    of    emergency. 
OODDARD,R,J.       Hearing   Branch    3        83/04/07        Ip        1B37S:029.       24X 
Flchf  30-133,  83/04/07,  B303I00404. 


8309060499  Ftept*    re*ultt   of  830428  conference    iu/NRC   fc   Chri* t»-Marla    In 
Washington,  DC.  No   bails    exists    for  resalvlno    matters    raised 
by    Intervennrs  u fifth   would    lead    to   dismissal    of    emergency 
planning    subcontentloni. 

OALLO,J        Ishafli.    Lincoln  &  Beale       fiALLOxJ        Consumer*   Pou»r   Co 
B3/03/03       BLOCH.P   ,    PARISiO  H  ,    BHON,  F  J        Atomic    Safety   and 
Licensing   Board  Pan*!       2pp       18391    134       21X  Fiche:  30-133, 83/O3/03. 
S303060499 


— -8303IO0409  Comments   on  FEHA   ai««s«ment*    of   utll    responses    to  ASLB 
contention*    ra    emergency    preparednes*    program  protective 
mtaiurti   for   offtitt   population 

HIND,  J.  A,       Division   of   Radiological    b  Materials   Safety   Programs. 
83/03/31,      EIBENHUT.D,  0,      Division  of  Licensing       Spp       1B37B  030. 
24X  Flche:  30-199,83/04/07,  8303100404, 
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DOCKETED  ITEMS 


B3Q91QQ290  Reserves   right    to   contest   appropriateness   of    llccniee   motion 
for    lumniflrij    di jpotLtton   n   emergency    planning   tontantlons    an 
•  pent    fuel    pool   mat   Disputed    lnuei    of   fact   can   be   resolved 
anlg    bij   hiarlng   Ct-rtlf icate    of   Eve    end. 

SEHJieL.H        Antloch   School   of  La  ID,    Washington.    DC        BErtNEL.  H 
Chri*ta-Marla        63/03/04        BLOCH, P    .    PARIS, OH   ,    BHON, F   J        Atonic 
Safety   and   Licencing   Board   Panel        Sap         18371   245       24X 
Fiehe    30-135,83/03/04.83031002*0 

B303110141   Foruardi   Charlevali   County   930427   reiolution   i.  830427   Itr   to 
Cfiarlevoii   County   Board   of  Commt«»ion"r*   T»   application   fur 
financial   Jill  static  B   to   lupport   emerj  encu,    prepared  nan    plan 
&  fundi   for    training   emerjtncij    personnel 

COPELAND,  V.  0         I*h#m,     Lincoln   A    Boa  I*         83/OS/Q5         BLOCH,  P    , 
PARIS.O  H  *    SHGH.F  J       Mamie   Safety    and   Licttnilng    Boar  if   Panel        4pp 
16393   33B,       24X   Ftcba    9O-135,  B3/09/GS.  83031 10H  1 

5303120297  Concur*   u/H  Semme I   underitJmd  Ing   of   Judge    Bloch   B30303 
t'lconi   ra    emergency   plannlng/ipsnt    fu»l   pool   mail   ASLB 
aual t ing    t«it imony   before,    taking    action 
Q'NEILL.J        O'Neill,     J         B3/03/0?         BLOCH,P,B    ,    PARSB.D    H   .     SHON,  F    J 

Atomic  Safety   and   Licencing   Board   Pant]         ip        18431   033        24X 
Flelie    30-133,83/05/09,8303120287 

0303130193  Request*   ABLB   fijnthatln    ail*t!ng   rtcord   t   rul*    an  whether 
ang   dliputed    lnua   t>F   fact    exist!   warranting    convening 
hearing   Further   date rlorat Ion   of   iltudtlan  should   te 
avoided 

OALLOi  J       llhtm,    Lincoln  t   Beale        OAI-I.O,  J.      Contumin   Power   Co 
83/09/07        BLOCH,  P. -B    ,    PAR  IB,  0  H    r     SHOW,  F   J        Atomic    S*f»tiJ    and 
Licinilng   Board   Panel        2f>p        18440  O47        21 X   Flchi   30-195,83/03/094 
83031301B3 

B30319C243  Advi*n    that   appeal    of  ASLAB  830427  Dicllion  ALAB-723.  utll 
t>*   fllitf   at   appropriate   time  Eittniion   to   B30AQ2   for   filing 
objactlan*   r«nj«»t«d 

O'NEILL,  J  H       O'Haill,    J       93/09/1&,       PALLADINO,  M  J   .    ROBERTS,  T   , 
AHEARN£,  J        Comnlil  loncri.        Ip         13301:303        24 X 
Flche   30-193.83/09/16,3303190245 

83031 903Ai  MotioTi   that   ill   ABtB  partial    initial    decUions   b»    tit   jiiif* 
a.»  Juti«   1982  hoirlngi   proc*«if*d   on   ba*li    o-f   utll 
mlirapTeiantat inn.  Monetary  &   punittva   relief  «ltd   reported 
&EMHELjH       Chriita-HaH*        8EMMEL.  H        Antloch  Bchool   of  Leu, 
H*iMnjtoni    DC        03/03/16  Atomic    gafatv   and  -Llcfntlng   Board 

P»n«l        3pp        IB300.O73       24X  Flch*   30-135,  B3/05/lir  S303190366 

— S30319037I   Advlitt   at   utll   eonttnolnf   misrjprenji tation  ttttttlng 
lafitv   (>   Inttgrltg    of   Commltilon   procsun   Dlitrapinclai 
eiitt    in   utll    «.tattminti   re   nacanlbg   of   unloading   entire 
con   to   complite   10-gr    inser/len    Intp   pro-jram 
BEMMEL-H       Antloch   School   of   Lay,    Ualhlngton>    DC        SEHMEL.H 
Chrlit»-M«ria         83/03/Ofi         PALLADINO,  N   J    i    AHBrtRNE.J    ,     OH.IMSKV.V 
Cammliiionen        2pp.       1830D-  076        Z4X  Flche   30-133,  B3/09/1A, 
83031'?'0366 

— S3  OS  19  037  5  Affidavit   -fron  H  Simmel   B30S03   telcon  u/NRC   projict   manager 
A  Em  eft   Utll    fntincfi    to-  conduct   10-iji>    Imp   u/o  rimovlng   all 
fuet    FI-DA  reactor   core   Fuel    that   cannot   fit   In   pool   will    b« 
mavvd  Cirtiflcatf   of   Eve   enc 1 

SENHELiK       Chrlita-Harta        63/09/17,       3pp..       18300  OB4        24 X 
FlCh«.SO-199r  83/03/1  Aj  83031 VO366 

a3O9B00610  Foruardi   nttcv  1  lanaoui    d~acum.tn.ti   ui/varijlng    d*gne«   ot 
pertinence   to   proceeding    Docunnntt   rslato   to   ipent   fuel 
pool    tharn' l/i true tural    in*lu»i 

OALiO,  J        liham,    Lincoln   li  Stall        OALiQ,  J       Coniumin  Poue-r   c« 
63/03/18        BLOCK.  P   B   ,    PARTS,  D  H   ,    SHOW,  F.  J        Atonic    EUfitlj    and 
Licenitng    B»«ri   Panel,        17pp         16520  043        24  X    Ficha  ;  3D-I3S,  83/09/lBj 
B303700&10. 

B30S2i01BO  Advliei    that   lundlng   aiilitance    ImptTitlva    If   •nuergancy 
planning   guld*lln*i    to   6*   nit  Fundi   naeded   to   complatf 
•mergency  Tei-ponit   pinonnil    training   &   equip   imargincij 
apiTition*    ctr  H/Certlf iff te   of   8vc   Reiatei   corrnpondanci 
BREAKEV,  T   >    MUMA.  F,  E       CnarlavoU,    ML      83/03/19  Atomic   Safety 

•nd   Llcsniinj   Board   Panal        8pp        18379   SbZ,       2+X 
Flche.  30-133,  83/03/1B,  B303340ISO. 

•33O3SOD94B  Order   etttntln)   tin*   until    330706   for   Commllilon    to   act   to 
ravHu  ALAfl-725  Time    for   filing   pttitleni    tor  Conmlftlan 
revi*u   of   ALA8-729  -tttendad   until   B3060E 

CHILKiH  -J.      Office   of    U«  Secratarv    of    the  ComnUHor,      83/03/19 
Co««liiion»ri        Ip.       18316:001        B4X  FJehe   30-135,83/09/1^ 
0309300348, 

8309200^39  Cenffrn*   B3091?  ttJcon   In   ra«pont»   to   J   0*ljo   830309   Itr   to 
BJ  Chill   Rtiponi*   to  H   SBitnal   830304   edmm-untcdt Ion   ihould   be 
dtrictjd    to  A5LB 

BTUCHYjS  W       Dackitlng   t  Servlcee   Branch.      83/05/19,       OALLO,  J, 
Iihan.    Lincoln  k  BlJiU,       Ip.       1B3BO'  19B        24X  Flchn:  30-133i  83/03/  19- 
8303200639, 


B303210528  Motion    to    raconilder    A SLAB   830437   Dec  I  flan   ALAB-723    1    for 
leava    to   fill   out-of-tima  ASLrtB    ihoutd    imtruct   ASLB   that 
ASLS   may   require   analytlt   of    crltitallty    if  ASLB   enumerate* 
fjcti    that    triogar   «rerctie    of    dlscrationarg    judgement, 
O'NEILL,  J        O'Netllj    J       83/05/19  Atomic   SaPitg   and   Licencing 

Appeal    Panel        »pp         1B371    1H9        BIX   Fichn   30-199,83/03/19, 
830S24O92B 

B309240439  Motion    for    extension   until   830613   to   reply    to    intarvanon 
Chr l«tJ-M*riai   motion   re  ml tr spretantat Ion   by    llcaniaa 
Certificate    of   Bvc    incl 

OALLO.J        Con»um»r»   Power  Co        GALLQ,  J        Iiham,    Lincoln   &   Baala, 
63/03/20  Atonic   Safety   and   Licentlns   Board   Panel        3pp 

183-71    0&3         24X    Flche    90-153,63/03/20,8303340439 

B 30 32 40320  Order   granting   J  0 'Mel  11    830917  motion   to   conilder   motion 
far   piconildcrat Ion   out-of'tlma   Motion   for   reconsideration 
of    ASLAft    830427    Dacliton   AUAB-725    dBnivd 

SHOEMAKER, C   J        Atonic   Safetg    and    Llcsnilng   Appeal   Panel        83/09/20 
2pp          18371-179         24X    Flche    30-  1  33,  03/03/20,  8303840920 

9303240313  Reipandt    to    J   OalJo   i,   J   O'Neill   830307   Itn   ASLB   tUcifion  r* 
emtrgencij   planning    contention    ihauld   await  NRC   region   tt  FEMA 
comntnti   on    intervenor-   830314    filing   concerning    utll 
raiponio    to   A9LB   830914  ordar 

BACHMANN.R   O.       Htar-lnfl    Branch    1         83/09/23        BLOCH,  P   B   ,    SHOW,  F  J   , 
PARIS, 0  H        Atomic    B«f»t(j   and    Llctntlng   Board   Panel        2pp, 
18371     116         24X    Ficha    30-l53i  83/05/23,  83O5240913 

B30337003O  Motion    tar   eitenaion    until   830606   to   file   NRC   reiponte    to 
J  O'Neill   830319   petition   for    Commliilon   revlidj   of 
ALAB-723  Notion   i«rtt   b ij    telax    but   not   receivad   by   NRC   until 
B3D323  Certlficat*    of    9vc   «nc 1 

BACHMANN.R   0        Htarlng    Branch    1         83/03/23  Commiiiiontr«.       3pp 

18638,314         S4X    Flche:  90-199.  B3/O3/23,  B303S70020 

8309310021   Order    t-itendlng    tifli"    until    830630   For   Commltiion   to   act    to 
rivtau  Director'*   Declilan   DD-B3-7 

CHILK.B   J        Office    a-f    the   Secr«t*ru    of    the   Commlfilon        B3/03/S6 
Cofflml*ltonCM          Ip          18693    126         24X   Fithe    50-133,83/09/86, 
8309310021 


J.     tniuraticc   tt    Itidemnlty    Information 


8305240880   Foruar-d*   Endor (imtnt   fi   to   NELIA  Policy   NF-117 

FflDUHFELKER,R        ConiumeTi   pouiar   Co        83/03/20        SALTIMAN,  J        NRC   -  MO 
Detailed   Affiliation   Given        2pp         18348,202        24 X 
Flche    5O-1S3,  03/O3/2O, B303240280 

P     Operating    licani*   stage   document*    1  corraipond«nc< 

9303230720   Foruords    ll»t   of   utll*    responding    to   requnti   for   coit 
flgurag    on   backfittlng 

TDUHTELLOTTEj J        Hegulatorg   Reform   Talk   Force        83/04/11 
PALLADtND,N  J        Cdmml tilontr *         2pp         1894&  272        24X 
FIch*, 30-OOOj  83/04/1 1, 83032307HO 

6303020302   Forward «    <n*lyili   of   BEP   Topic   XV-B,    "Control   Rod 
Mltopera t ion. "   par    Integrated    aaiaitmint   821113-19  meetlngi, 
Acceptable    furl    damage    limit    foi>    ilngle   control   rod 
withdrawal    accident   not    etceadvd    Topic   raiolvad 

TONER,  K.  A        Consumen    Power   Co.       83/04/S9       CRUTCHFIELD.  D        Operating 
Raactnn    Branch    3,       7pp        13376    135        24X   Flche   30-193,83/04/29, 
0309O2O208 

B 303020294   Foruirdi    ravpont*   to   NRC   830313  qutitlon*   on   *en»itivit(j 
(tudle*   perFar-med    on   RETRAN   anali^itt  Approval   raquaitad 
prior    to    ichedul*d    st»rtup    following   neit   refueling    out*ge 
BOROIME,  T   C        Coniumepi   Power   Co         33/04/26       CRUTCHFIELD," 
Operating   R»»ctor*    Branch   9        6pp         18277  244        24 X 
Flch«. 90-13B,  83/04/26, B30302O294 

B30303O493   Oonarlc   Ltr    83-19   Co   all    pouer   reactor   &   txting    llc»n*nt 
re   nau   pTocidurai    for    providing    public   notice   concerning 
lnuance    oP   amend  i    to   OLi   Sv-c    lilt   ancl 

EISENHUT.  D  0        Division   of   Llonilng        83/09/02  Coniolidattd 

Ed  I ion  Co      of   New   York,     Inc.       90pp.       18441-120       24X 
rich*    30-OOO,  83/OS/O2, 6303020493 

B3030401&6  Advliai    that    action    ra^ulrvd   bij  Amend   96   to   Licence   DPR-6   to 
initiate    nsgotlat iont    uj/DOE  re   diipoial   of   high    leva!   wait* 
or   ipent   nuclear    fual    conildered    complete,  ba«ad   on   purfuit 
Of   contract   ui/DOG 

CRUTCHFIELD,  D,       Operating   Reactor-i   Branch   9,       B3/09/03. 
VANDEWALLE,  D   J        Coniumari  pouer    Co        3pp        1B3E4  031,       24X 
Ftcht    90-150,63/03/03,8303040166 

83O9040196  Notification    of   B303O9   meeting   vi/utll   fc  NUS   In  Oermantoun/ HP 
to   diicuif    thermal    anjlytii   of    spent   fuel    pool 

EMCH.fi.  L,       Operating.   Reactor*    Branch   3       83/09/03        CRUTCHFIELD,  D, 
Operating   Reactor*    Branch   9.       4pp         1 8323' 338        24X 

Fieha   90-159,  83/O9/O3, 830904O19&, 


DOCKETED  ITEMS 
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B3O3170410  Responds    to  B3Q203    1  tr   re   performance    of    containment 
integrated    leak    rate    te*ti  Utll    does    not    concur   ui/ 
In tirpre tat  ion   of   App    J  requirementi    that   corrected   reiultt 
for    1982  Type   A   t*«t    enceeiftd    mai    allowable    leakage    limit* 
VANDEWAULE,  D   J         Con»um»rs    Pouer    Co         83/OS/06         KEPPLEH. J   0 


3,    Office    of   Director 
8303 1704 10 


Zpp 


Region 


18469   246         24X    Flcho    30-193,83/03/06. 


8303090639  Generic    Ltr   83-20   to   all    operating   reactor    llcen«e»i   Si 
holders    of   CP*   r*    integrated    lEheduling    For    implementation 
of    plant   modi   Bve    Hit    end 

ElBENHUT.D  fi        DlvUlon    of  Licensing        B3/O9/09  Consolidated 

Ed  lion  Co      of   New  York.     Inc         16pp         18627    133        24X 
Flthe    30-000.  B3/03/09.  B309090639 

8303240909  Forwards   Rev    1    to  CPC-2A   "OA  Program  Da*crlptlDTi    for 
Operational   Nuclear   Power  Plants    "   Changes    do   not   reduce 
commitment*   accepted    by   NRC    on  Q301 12  Suftmitt*!    lervei   at 
annual    rapt 

VANDEHALLE.D  J        Coniumtri   Pouer   CO        83/03/11        KEPPLEft,  J  0       Region 
3,    Office    of   Director        2pp         1B373    116        24*  Flche   30-000.83/03/11. 
8309240903 


B3Q3040023    l£    Into    Notice    83-33,     "0HR    Bat ety/Rel ief    Valve    Failures     " 
Svc    Hit    enc  1 

JORDAN,  E   L        Division   of   Emergency    Preparedness    &.  Engineer-Ing 
Reiponie    (Post  B30I03)         33/04/22  Consolidated    Edison    Co      of    Mem 

York.     Inc          I12pj          193B3   089         SIX   Fiche    30-000.33/04/28,3303040023 

8,303040025    IE    Info    Notice    83-23,     "Inoperable    Containment    Atmosphere 
Sent  ing   Sys    "   Svc    Hit    end 

JORDAN,  E   L         Division    of    Emergency    Preparedness    t    Engineering 
Reiponie     (Post    830103)          83/04/3.9  Con  toll  Hated    Edit on    Co      of    Niu 

York,     Inc          U?pp         18381    291         24X    Fiche    90-000. S3/O4/23.  B30304002S 

8303170166   FoTiuards    IE    Imp   Kept    30-1 55/83-04  an    830101-0304    i.    1 4    & 
notice    of  violation 

BHAFEB.H  D  Region  3,  0-ffUE  of  Director  B3/O4/37  DEHITT.R  B 
Consumers  Power  Co  3|>p  1B469  14>3  34 X  Flche  3O-19S.  B3/O4/S7, 
B309170I66 

—8303179168  Notice  of  violation  Prom  imp  on  B3010 1-0304  C,  14 
BHAPER,  W  D  Region  3,  Office  of  Director  93/04/27  3pp 
16467  165  34X  Fiche  30-1S9,  B3/O4/27.  B30BI7O166 


— 9303240363  Rev    1    to    "GA  Program  Description  for   Operational    Nuclear 
Power  Plants    " 

R6Vf4QLDS,J  H  .    OEUITT,  R   D   .    COOK,  J  VJ        Consumers   Pouer   Co        CPC-SA 
FtOl        B3/01/IO        90pp         1S379    113        24X  Fiche   30-000,83/05/11, 
B309240303 

B3O91a0031    Bummarg    of   330439  meeting   u/utll    (.  NUB  Corp    In   OermantoLm,  MD 
r*    thermal/structural    analyils    of    ipant    fuel    pool   Li  it   of 
renueited    addl    Info   on    unrtiolvid    litusi    encl 

EMCHi  R  L,       Operating   Reactors    Branch    9        83/03/13  Operating 

R**ctori   Branch    3,       6pp         1B433   143        24X  Fichs   30-193,83/03/13. 
6^09160031. 


— S303170174    IE   Insp   Rept   50-139/83-04   on  B301O1-03Q4   s,    14  None  omp  1  land 
notttf   and*    at    pipe    &    tubing   not    taped    in    itaragt, tape    & 
shipping    ttieler*    not    ch lor ld>-f M»B   uied    on    itainlaii    steel 
tt  storage    areas   not  maintained    clean   &   dry 

WRIGHT,  0  C    .    PARKER,  M  E  <    DOVD,  D  C        Region  3i     Office    of   Director 
83/04/37         9pp          1B449    IbB         24X    Fiche    50-1HS.  B3/04/S7, 8309170166 

B3O3040026    IE    Info   Notice    83-24.     "Loose  Partg    In   Secondary    Sid*    of 
Steam  Generators    at  PHJli    "    Svc    Hit    one  1 

JORDANi  E   L        Division   of   Emergency    Prepar-ednais    &   Engineering 
He ip on 10    <Post   B30103)        B3/Q4/2B  ConioKdated    Edison  Co      of    New 

Vort,     Inc          llSpp         1B3B2   O47         24X    Fiche    SO-OOO,  83/04/EQ,  B30304002& 


9309190196  Forwards    "SEP    Investigation    Into   Poufble  Eiiilence    of 
Solution  Cavities    Beneath    Big   Rack   Point   Nuclear  Pouer   Plant 
Near  Charltvoli.  HI.  "   In  response   to  NRC  B21012  BER  re  8Ef> 
Topics    II-4  fc    II-4   B 

TOMER. K  A       Consumers   Power  Co       83/03/13       CRUTCHFIELD, D       Operating 
R«*cton   Branch    3        2pp         19302  267        24X  Fiche   30-199,83/09/13, 
6305190196, 

— 8309190201    "BEP' Investigation    Into  Possible   Elittence   of   Solution 
Cavltlet   Bent*th   Big    Rock   Point   Nuclear   Pouer  Plant  Near 
Charlavali.MI,  " 

BREWaTERiA,  i    HEISENHEIHER,  J        0(  lh*rt/Commanw»«  1  th   Cos        83/02/09 
9pp,        18902   240         24X   Flcht-  90-1  93,  S3/O9/13,  8303190196. 

B3031 80292  Faruards    safetg    evaluation   approving    uia    of    spent    fuel    pool 
to    licensed    capacity    of    193   (pent    fuel    a*i«mbllet   provided 
redactor   not   operating    or    In   cold    ihutdoun 
CRUTCHFIELD.D        Dpei-atlnfl    Reactori   Branch    9.       B3/09/1A 
VANDEHAU.E,  D       ConBumen  Power  Co       4pp        1847O  333       24X 
Flehe; 90-193, 83/09/16.  B303180292 

- -830 5 180397  Safety   (valuation  approving   use   of   spent  fuel   pool   to 
licensed    capacity    of    193   spent    fuel    ascembllei    provided 
reactor  not   operating   or   In   cold   shutdown 

*      Office    of   Nucliar   Reactor  Regulation,    Director        B3/03/16        7pp 
1B4W337        S4X   Fiche.  90-199,83/03/16.  83031B027E 

B303200610  Forwards   miscellaneous    documents    w/varylng   degreii   of 
pertinence    to    proceeding    Document*   relate    to    spent    fuel 
pool    thermal/structural    analyses 

QALLOrJ        Hhaiflr    Lincoln  b   Beale,       OALLO,  J       Coniumen  Power   Co 
B3/03/18       BL.acH.P,B.>    PARIS,  OH  ,    SHON,  F,  J       Atomic  Safvty  and 
Lle»n«lng   Board  Panel,       17pp        1B320'049       24X   Fiche-  90-133. 83/00/18, 
B309200610. 

8303310143  Notification   of  830602  (netting  u/utll  t<  Nuclear  Utilt  Svc 
In  BethaidaiMD    to   discuss    therrail    analysis   of    spent    fuel 
pool. 

EMCHiR.  L.       Op»raUng   Raaetort   Branch    3,       83/03/26       CRUTCHFIELO,  D 
Op*r*ting  Reactors  Branch   3       3pp.      10439:041       24X 
FlChi;  9O-199iS3/09/26i  8309310143 


0.    Inflection  riporti,    IE  Bulletins  d  corre ipondence 


S 3030 40027    IE    Info   Notice   83-23,     "Standby    Oa*   Treatment  Sus   Heater    High 
Temp    Trip   Setpoint   Adjustment    "    Bvc    list    encl 

JORBAN,E  L        Division   of    Emergency    PrcparBdiie'ii    b   Engln'erln<g 
Reipono    (Po«t  830103),       B3/O4/SB  Consolid»t»d    Edison   Co      df    New 

York.     Inc          HBpp         183B2    163        24X    Ftcho    SO-OOO,  83/04/88.  B303040027 

6303040038    IE    Info    Notice    B3-2i,     "Fatlure    o*    Bafaty/R«l  lef   Valve 
Dlscharoe  Lint  Vacuum  Breaker*    "   Svc    list    encl 
JORDAN, E  L        Dlviilon   of    Emergency  Preparedness    it  Engineering 
Reiponse    (Post  830103)        B3/09/O3  ConsulHattd    Edison   Co.     of   N«w 

York,     Inc         ISBpe.        18441    170        34X    Fiche    50-000,83/05/03.8303040028 

0303040030    IE    Info   Notice   83-27,     "Pper»tlonal    Beipor>«B    to    Events 
Concerning   Deliberate  Acts   Directed    Agalnot   Plant 
Equipment    "    Svc    list   *ncl 

JORDANiE   L        Division   of    EmtrgencK  Preparedn«»«   *•   Engineering 
Retfoni*    (Post  630103)        B3/09/O4  Coniol  1  dated   Edl*an   Co      of   rfcu 

Yor*-     Inc          112pp          18382282         24X    Fiche    30-OQO,  B3/03/04i  9303040030 

8303040031    IE    Info   Notice   83-20,     "Criteria    for  Protective   Action 
fl«commsndatJon«    for  Oeneral    Emergencle*    "    Svc    Hit    encl 
JORDAN, E  L        Divlilon    of   Emergency  Preparednd*    &   Engineering 
Reiponse    (Po*t   830103)        83/05/04  Consolidated    Ed  I* on   Co-     of    New 

York.     Inc         119pp        IB-HI    001        34X    Fich«    30-000, 33/03/04, 830304O031 

S3C<9130213  Forwards   Magnaflui    Test   «•   Jn«p   Procedures    23  A  36,22  A  39, 
£2  A  21    ti   87   A   t    ui*d    in   830311    d«nionstratton   of    ultrasonic 
t**t  pirformance    capability    In   detection   of    Intel-granular 
•trais  corrosion    cracking, per    IE  Bulletin   83-03 

BOftDINEiT    C         Consumer*    Power    Co         B3/03/O4         KEPPLERiJ   0         Rej-lon    3. 
Office  of    Director        BpP         19439,291        24X  Fiche    3O-1 93.  83/03/04, 
03031 GOBI  3 

— 8303130B21   Rev  0    to   Te*t   fc   Imp   Procedure    22  A  36.     "Rtmot*    Recording 
Device*   During   Ultra<nnle  Eiam   " 

*      Hagnaflui.    Corp        S3/02/23        7pp         1B439  339        24X 
Fiche-  30-139,  B3/03/04.  B303130219 

--B303130233  Rev  2    to   Test    &   Jn*p    Procidur*    52  A   3S,     "Ultraionlc 
Exam  of   Auitenltic   Piping    t,   Branch   Connected    Welds    for 
Interaranular   9tresi  Corrosion   Cracking    " 
<      Magnaflui.     Corp         93/03/09         3&pp          18439    2&A         24X 
Fiche    30-133.83/03/04,8303130210 


B3ia0603S3    IE    Info   Notice   83-14.     "Deuatered    Qptnt    Ion  Etch*nge   Reiin 
8u*cfptlbllltv   to  Exothermic  Chemical   Reaction."  Svc   list 
tnel. 

TAYLOR>  J.  M.  Division  of  Safeguard!  t>  Inspection  Program*  (Pott 
830103),  83/03/81.  Consolidated  Edlion  Co.  of  Neu  York.  Inc 
118pp.  1B30B  319  24X  FUhe  90-000.83/03/21.8212060333. 

6303040021    IE    Info  Notice   83-21,     "Defective   £merg*mc<j  Ule  Respirator." 
Bvc    lilt   *ncl, 

iKMDAN.E.L.      Dlvltton   of  Emergencv  Preparednti*   fc  Englne*rlng 
Rtlponte    (Po«t    830103)         B3/04/19.  Coniol Idjited   Edison  Co      of   Neu 

YoTl!,     Inc,       ISipp,       1B439.193.       B4X  FUhe:  90-OOO,  83/04/19,8303040021 


-3303130337  Rev  0    to   Telt  Ic   Insp   Procedure    22  A   Slj     "Ultratonlc 

Eiam  Oeneral   Requirements,  " 

»      Maunaflut,    Corp,       B2/1H/30,       llpp         18499   292        24X 

Flche    90-139,B3/03/04iB303I30SI3 

-8309130241    R«v  O   to   Test  &   Insp    Procedure    27  A    1.     "Making    I: 
Inertmsntlns   of  Held*   for  NDE  " 

*     Magnaflux.    Corp       83/OH/23       13pp        1BW9  306       24X 
Flche,  30-133.  83/03/04,830313021  9 
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3303070484  Summary    of   830419    meeting    uj/utlt    In    9etfte*da,HD    re 
Integrated    asseiiraent    t,    ranking     ichen*    utlliied    bv    util 
Neit  meeting   mill    be    held    onsite    on  330507-11 

EMCHpR    L         Operating    Reactors    Branch    3         83/03/Q9  Operating 

fleaCtOB-5    Branch    3         3p  p  1834,0   22O         2«    Fichu    30-  I  33,  B3/Q3/Q5, 

03Q 509049 4 

B303Q40Q33    IE    Info    Hot  It  a    33-29,     "Fu»l    Binding    Caused    t>g   Fu»l    Rack 
Diformatlon    "   Eve    Hit    encl 

JORDAN. E  L        Division    of    Emergency    Prsparsdn-osi   S>  Engineering 
fteiponse    (Poit  830103)          83/03/06  Coniol I  dated   Edlioti   Co      of   New 

York,     Inc          lISpp          IH-333   2*9         24X    Flche    90-OOO,  83/09/06,  83Q304O033 

83030*0034    IE   Info   Notice    93-30,     "Misapplication    of  Osrverlc    Emerj>ncg 
Operating    Procedural    (EOP1    Guidelinei    "    Svc    Jilt   encl 
JORUAN.  E  L        Civilian    of    Emerg  oncij    Preparedness   t.  Engineering 
Response    (Post   B30103)         B3/G3/11  Coniol  Irfated   Ediioti    Co      of   Nau 

York.     Inc          Il4pp          IS 52 4    O03         S4X    Flthe    3O-OOQ,  83/O3/I 1 ,  B3Q3O4OO34 


DOCKET    30-156.   UNIV      OF    WISCONSIN    RESEARCH   REACTOR 

„..__„___ ._...., .__*._«  *- -— — — .__— *».,*._—— __ ,*-_ 

F     Security,    medical.     eworoency    &   fire    protection   plan* 

B3Q3100343  Forward  s    IE    Safeguard!    Insp    Rept    90-156/83-01    on   830404-06  Si 
notice    of   violation   Notice    of    violation   d    rept    details 
Uithnelif    (r«f    10CFR73    31    &    Z    770) 

HILLER<J  R         Region   3,     Office    of   Director        83/09/04        CASHWELL. R   J 
Mlicontln,    Uttiv      of.    Madison         Epp          18371?  O39        24X 
Flche    50-136.  B3/09/04,B3Q31O0363 

—8303100371    IE  Saffrguardi    Imp    Rapt    90-196/83-01    on   830404-06 
Nanco-mpllance    natvd    proviaion*   of    10CFR73.21    not 
lmpli>nentB(l    as    required    Detaili    withheld    (ref    10CFR73  21    ti 
3   7^0) 

8TAPLETON,  D    W   ,     CREED,  J   R         Region   3.    Offlct    of    Dinctor 
B3/O3/04          Ip          13377   O41  Z4X    Flche    90-196. B3/03/04.  8309100363 


83051^0317   fitipand*    to    Action    Item   3    of    IE    Bulletin   93-02.      "Btrett 
Cor r 01  (on  CrncUng    In    Large-Diameter    Stainless    Steel 
Reelfculatlon  Sij»    Piping    at   DWR   Plant*    "    Eleven   weldi 
Incorporattd    In    lntorv(ce    imp 

BDRBINEiT   C         ConlumEn    Power    Co         83/05/12         CRUTCHPIELD. D 
Operating   Reactor*    Branch    5        app         1BS01    037        24 X 
Flcht    SO-13&.83/OS/IS.33O319O3I7 

B30923O044  Forward!    add!    r* quest    for   re-llef    from  ptrforming    ultratonlc 
eijin   of    Instrument    line    noiils    Inner    radiui   sectloni    ji   part 
or  AGUE  Code    InaeTvlca    intp    reujlrrnents   Notification   needed 
by   B3Q6OI    If    requ-iit   denl»if 

SORDINE.  T   C.        Contumeri    Pauiar    Co,        83/D3/16         CliUTCHFIELD,  D 
Operating   Rue  ton    Branch    S        3pp         19339,194        24  X 
Flch* '50-103,83/03/1 6.  6305330044 


83091003S3  Forward*    IE  Safeouard*    Imp   Rapt    30-156/83-03   on   830419   h 
20  No   noncompl lance   noted 

MIU-ER,J  R        Reaion   3j     Office    of   Director        83/03/06        CA8HHELU  ft   J. 
Ultconiln.     Univ      of.     Kadi  ton         2pp          18379-383        SIX 
FiC  111:30-156,03/05/06,  B30B10O323 

—8303100363    IE   Saftfu»rd»    Imp    Rtpt    30-196/83-03   on   830419  !<  SO  No 
nortcomp Hone •    noted.  Major    areas    Inipected    nuclear   m«tl 
control    &   accountab  1 1 1  tg.  moaiurinient   b   controli    t    ihlpplng 
b   receiving    D»t4ll»   ulthheld    Crtf    10CFRK  790) 

,         KNICELEy.J  R    ,    CREED,  J  ft         Region   3.    Office    of    Director        83/O9/03 
lp          1B37G    324         24 X    Flche     SO-1  96, B3/05/06,  8303100323 


ltiip*ttion   report).     1C   Bulletin*    tc   correipondence 


6303040040   IE    Info  Notice    B3-31,     "Error    In   ADLPIPE   Computer   Projnm    " 
3vc    Hit   encl 

JORDAdi  E  L        Division   of    Emerg-tnrv   Pr tparednaii   t>   Engineerln) 
Rugmnii    (Poit  830103)         B3/09/I9  Coniolidated    Edlion  Co.     of  NEU 

Yor*,     Inc          114pp          18697    009         34K   Flche    30-000^65/03/19.8303040040 


8309100363   Foruiardi    IE  Saftguardi    Imp    Ftlpt    90-136/83-01    on  830404-06  li 
notice    of    violation   Notice    of    violation  d   rept    detaili 
Ullthlnltf    (ref    10CFB73.21    &   2,790) 

KILLER.  J   R        Region   3.     Qfflco    of   Director        83/09/04        CABHWELL.  H,  J, 
HI* COti* Id,     UnlV      of,     MldHon          Epp  1B379    039         S4X 

Fich*. 90-186.  83/03/04.  330S1003A3 


630324023?  Act    receipt    of    830131    1  tr    Informing   HRC   of    it*pi    tafcen   to 
correct   vtolitloni    noted    In    IE    Imp   Ript   90-I33/E1Z-13 
Nonconiplianc*    1    ulthdraun    Upiatud    Teen    Speci    re   fire 
bjrrien    will    b«    requeKted 

BPE8SARD,  R   L         DUvlllon    of    Engineering         B3/O9/SO         DEUITT.R    D 
Coniomen   Pou»r  Co        Spp          IB6B6   083        S4X  Flcne   90-133.63/03/30, 
B30S3A033? 


—Q305100371    IE   Safeguard*    Jnip    Rept    SO-136/83-01    on  830404-06 
Noncomp 1 lence   noted    provision    of    1OCFR73  31    not 
iflvpltffl-tnttd    ai    required    DataiU  withheld    <ref    10CFR73  21    fa 
S   790) 

BTAPLETQN,  D    M   .     CREED,  J  R         Region   3.    Dfflce    of    Director 
B3/O9/04         lp         1B379   041         24X  Flche    90-196.83/09/04.8309100363. 


~ B303260a66  FUipomti.    to   MfiC    881303   llr    re   violation*    noted    in    IE  Imp 
Kept    SO-I99/B2-13   Corrective   action*    plant    draylngi    reviiued 
to   verify    that   all    ventilation    duct    dampen    Included    In    neu 
test    procedure   &    emergency    lighting    test   protett    developed 
VANDEWftLLE,  D   J         Coniumeri    Poiuar    Co         83/01/31,        KEPPLEH,J   O 
Region   3,    Offic*   cf   Dlfector.       23pp         18636  089        ?4X 
Flche    50-139,83/03/30,0303240399 

9303040046    IE    Info   Notice-   83-33,     "Honrepre»*nt«t i ve  Sampling    of 
Contaminated  Oil,"   Sve    ll»t    encl 

JORDANiE  L        Dlviilon    of    Em*rgent«   Preparedneii    (<  Englnserlng 
finpoins    (Post    830103)         63/03/34  Coniol  id»teiJ   Edlion  Co      of  Neul 

Yorkr     Inc         114pp,        18647  OO7        E4K  FicJie   5O-OOO,  B3/09/2i,  B303040044 


9309100333  Foruardi    IE  eafeguardi    Imp    Rept    30-136/83-03   on   B30419  1< 
30.  Ho   noncompl  lance-   noted 

MILLER, J  R        Region   3.     Office    of  Director        83/09/06        CA9HHELL, R, J. 
W(*contln,    Univ     of,    M.edl«an        2pp        IB37S  322,      24X 
Fie  h  e , 30- 1 36.  63/O5/O6,  B303 1 OO323. 

—0305100365    IE  -gafeguardi    Imp    Rept    30-136/83-02  on   B30419  k  20.  No 

noncomp  1  lance    noted.  If* jor    ar«a«    ln«pecti<t,  nuclear   matl 
control    h   BC countabt  1  1  tg .  meai uremant  tt   cnntroli    Si   (hipping 
&   receiving    Dfttaili    iirlth^eld    (ref    1OCFR3:  790) 

KNICELEV.  J   R    ,     CREED.  J   R          Region    3,     Office    of    Director.        83/03/09 
lp          18378.334          34X    FiehB'  5O-1  36,  B3/OSJ/06,  8303100333 


R     Periodic    operating   report*    ti  related   torreipond ince 

B309330270    "Active    Hod    Projae ti,  Opera  I  Ing   PHR, 19B3    " 

*      Canujmari   Pou»r   Co          B2/12/31          4pph        18976   333         S4X 
Flche: 90-000,82/13/31,8303230270 

3     Re-portable   oc current n,    LERi   &  related   correspondence 


DOCKET    SO-137   CORNELL    UNIV      RESEARCH   REACTOR 

0,    Inipection   reporti,     IE   Qull»tini   d   correipondence 

6303090223  Forwards    IE    Incp    Repti    90-097/83-01    ti   90-197/83-01    on 
B30321-33   h   notice    of    violation 

STAROSTECKIiR.       Division    of    Project    k   Resident   Programs        83/04/21. 
8TREETT.M.B,      Cornell   Univ        Zpp        1B33B'O96       Z4X 
Fieh«.  30-097.  B3/04/21,  03030SOZS3 


8305-330973  Foruardi    ono  Inter  ing    evaluation  rapt,     "Cracks   b  Leaks    In 
Small    Diameter  Piping    " 

BROUN. C  0        Reactor  Operation*  Anal^ils   Dranth        B3/04/I9 
BEYFRIT.K   V       Reactor    Operations  An4tuiis   Uranch         lp        18941    343 
24X  Ftch*    90-000,63/04/19,8305230373 

— B30S230619    "Crack*   1,  LfjH    In   Small    DiameieT    Piping."    engineering 
•valuation   mpt    Small    plpa    leaks  asiaclated    ^/unanticipated 
vibration   problems   rsqulr*   addl    aupporta    or    rerouting   of 
p lp Ing 

BHOUN.E  J       Reactor  Operations  Analgiti   Branch        fl-3/04/19        9pp 
1B94I   343        24X   Fiche.  30-OOO,  B3/04/ 17,  8303230373. 


-0308080530   Notice    of   violation    from    Imp    on  830321-23 

*      Region    1.     Office    of   Director         83/04/21         lp         1B33B: 098        E4X 
Fie  he-  3O-097.  93/O4/21,  B30SOBOS33 

-830S090236    IE    Insp    Repti    9O-097/B3-O1    &   30-137/B3-01    on   930321-23. 
Noncompllance    noted:  failure    of   uard    lab    infetij    committee    to 
perform    annual    audits    of    operations    eince    19BO  l>   failure    of 
committee    to    meat    q.uar-tar Lu,     in    1782 

KINNEYrH.W.  .     ELSAaaER.T   C         R»gion    1,    Office    of   Director. 
S3/04/ia         6pp          LB339  099         24X    Fiche- 30-097i  83/04/21,  83030903S3, 


DOCKETED  ITEMS 
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DOCKET   50-163   QENgRAL  ATOMIC   CO 

J,     Insurance    h    indemnity    Information 


8303160084  Forwards    Endorsement    124    to   NELIA  Policy   NF-34  t  Endorsement 
39   to  MAELLJ  Policy    MF-39 

ASHBURN.  D    J         Marsh    t,   McLennan,     Inc         B3/O5/O6         8ALTZMAN.  J 
Assistant    Director    for   State    ti   Licensee   Relations        3pp         18430  333 
24X   Fiehe    30-009.  B3/O3/06,  B30316OOS4 


—8309100009    IE    Insp    Rept    30-192/83-03   on    930310-11    No    none  amp  1 1  ane  tf 
noted   Major   areas    InspBcted    reactor    facility    pro 5 ram 
arganliatlnnifludit   t-   review,  procedures,  surveillance, 
experiments, environ   protection   &   emergency    planning 
TAPIA.J    I    ,     HUNNICUTT.D   M    .     SEIDLE,W   C         Region    4.     Office    of 
Director         B3/O3/OB         3pp          10377   3OB        34X   Flctie    30-192,83/04/11, 


P      Operating    license    itage   documents  &   correspondence 


a      Inspection   reports,     IE   Bulletin!    t>  correspondence 

8303I70429  Forwards    IE    Imp    Repts    SO-OB9/83-O1    4   30-163/83-01    on 
830404-08   8.  notice    of   violation 
BTERNBERQ.D  M        Reaion    3,    Office    of   Director        83/04/23       PARKER,  J  W 

OA   Technologies,     Inc    /General    Atomic    Co        Spp         18471    237        21 X 
Fiehe    30-089, B3/04/23,  0303170429 

— B30317043S   Notice    of    violation    from    Imp    on  B30404-OB 

KIRBCHiD   F        Reaion    5,    Office    of    Director        83/04/28        ip 
1S471    B39         34X    Flehe    30-089,83/04/33.8305170-129 

— B303I70437    IE    Inip    Rtptl    3Q-089/B3-01    &    30-163/83-01    on   830404-08 
Noncompllanca   noted    failure    to   conspicuously    pott    high 
radiation   araa    during    performance    of   reactor    e«perlment 
JOHNSON,  P,  H    ,    KIRBCH.D  F        Region   3.     Office    of   Director        83/04/32 
Spp          18471    24O         24X    Flche    3Q-OB9,  B3/O4/23.  830517O429 


DOCKET   30-170  NATIONAL  NAVAL  MEDICAL  CENTER 
U,    Congrei*! one  1 /Executive   Correspondence 


8303100003  Forwards   responses    to    license   renewal    question*    In  Nfl-C 
830413    Itp    Responses    to   Question*    4.  S,  6   t    16    provided    in 
enc  1    updated    SAR    pages 

BAUER,  T  L   ,    KLEIN,  0        Teias,    Univ      of        B3/05/02        THOMAS, CO 
Division   of   Licensing        32pp        18377    104        24X  Fiche    90-192,  B3/O3/02, 
8303 100003 


Inspection   report*,     IE  Bulletins   d   correspondent* 


0305100006   Foruards    IE    Insp   Kept    30-192/93-03   on   83O3IO-11    No 
nonccrnpllance  noted 

BEIDLE.W   C         Region    4.     Office    of    Director         03/04/11         BAUER,  T   L 
Te»as,    Univ      of        2pP        1B377  206        24X   Flcha   30-192,83/04/11, 
8303100006 


--83031000Q9    IE    Imp   Rept    30-192/83-03  on   B303IO-11    No    noncompl ianea 
noted   Major  areas    inspected    reactor    facility   program 
organization,  audit   fr  revieiu,  procedures,  surveillance, 
eiperiments. environ   protection   £>  emergency    planning 
TAPIA,  J    I    ,     HUNNICUTT,D   rl   ,     SEIDLE,  H   C         Region    4,     Office    o-f 
Director        83/03/09        Spp        1B377  20B        SAX  Fichu   30-193,83/04/11, 
8303100004 


BS031B0437  Reipondt    to    B30311    Itr    re    licensing    ren»tu»l    proceeding 
Commlsiion    cannot   respond    to    iiibitantivc    matters    due    to 
pendtncu.    of    licensing    adjudication    befaro    AQLB 
FITIOERALD.  J  A        Office    of    the   General    Counsel        83/03/17 
BDEROER8.M.       rTaryUtld,    State    of         Ip         18486  060        24X 
Flchl- 30-170, B3/03/17, B3031B0437 

— B309190439  Expretcei    concern    on    Behalf    of   Cltiiens    for   Nuclear   Reactor 
8*fetu   r»    llcentlng    renewal    proceeding 

BOEROER8,  M  Maryland,  State  of  83/09/11  P ALL AD I NO.  M  J 
Commltiioners  Ip  10486,061  34X  Fiche  30-170,83/03/17, 
8303180437 


DOCKET   30-184   NATIONAL   BUREAU  OF   STANDARDS   REACTOR 
g     Inepectian  reports,     IE  Bulletin*  b  corr**pondenee 

B303S70204   Forwards    IE    Imp    Rept    30-184/83-02   on   030406-08,  No 
nonconpllance   noted, 

8TAROBTECKI.  R  Divition  of  Projact  I.  Re»ld*nt  Programi  03/03/13 
CARTERiR.B,  Commerce,  Dapt,  ofi  NationaJ  Dureau  of  Standards  2pp 
18&37-304,  24X  Flche,  30-1B4,  B3/03/13.  B303270204 

— B30527020B    IE    In*p    Rapt    30-1B4/03-OE   on   030406-08  No   noncompllance 
noted   Major    «r»a»    Inspected. 1 ieensea    action   on    previous    imp 
f  indlnot.  organliation,  logs    t<   records,  revleui   k  audits   fc 
operator   requallf itatlon   training 

KINNEViU  M   i     ELBASBER.T  C        Region    1,    Office    of   Director 
83/03/12.       Spp,       18637:306        24X   Flche- 30-184, 83/03/13, 8303870204 


DOCKET   SO-193   RHODE    ISLAND   t<   PROVIDENCE   PLANTATIONS   AEC 
B     Reportadle   occurrences,    LERs   d   related    correspondence 


B3032403B4   RO   on  B30316,  seepage   of   apprai    160  cm3/h    in    reactor  pool 
water  discovered    from  area   below   thermal    column  case  Leak 
uill    be    Isolated    to    determine   cause   Tech   Specs   do   not 
specify   pool    leak    rate 

DIMEGLIO,  fl  F        Rhode    Island   b  Providence  Plantation        83/03/17 
BERNARD,  H       Standard!  tatlon  &  Special    Project*   Branch.       Ip 
10371.041         24 X   Fiche    30-193.  83/03/17.  0303240384 

83032S0443  RO  on  830316. lagpege    of    reactor   pool    mater   discovered    belou 
thermal    column   case    Investigation   revealed   seepage    frum 
horliontal    conit    joint    In   concrete   biological    shield 
procedures    initiated    to    isolate    leal 

DIMEOLIO.A  F  Rhode  Island  k  Providence  Plantation  B3/OS/I7 
HtNNE/, W  Region  1,  Office  of  Director  Ip  1B3S3  203  24X 
Flche  30-193, 03/03/17. 0303230443 


DOCKET  50-201    WEST  VALLEY  REPROCE80INO  PLANT 

P      Operating    license   itage    document*  &   correspondence 

8303030688  Clarifies    definitions   of   plant  t>  project    low    level   radiuastes 
to   De   used    in  developing   Uest  Valley   Demonstration   Project 
mgt    plan  &  subsequent   environ  assessment   documentation 
HANNUMiH  H       Energy,    Dept      of,       83/04/01        CLARK,  A   T        Advanced    Fuel 
1<  Bpent  Fuel    Licensing    Branch        2pp        18309    133        24X 


d3Q3aS04fl4  Corrects   rept   number   for   IE   imp   on  B30406-08  Number  should 
be    50-181/H3-03,  not   B3-Q2. 

BTARQSTECKIiR  Division  of  Project  i.  Resident  Programs.  83/03/19. 
CARTER, R,  8  Commereei  Dipt  of.  National  Bureau  of  Btandards.  2pp 
18883.212.  24X  Flche  30-194.83/03/19,8303230434 


B30S23001S  Foruards   Rev    1    to   "Functional    h  Operational    RequiT-ementi 
for    Component  Test  Stand,"    for    commsntt   by   B30913 
HUNNUM-W  H,      Energy,    Dept      of.    Idaho  Operations  Ofc        B3/04/ia. 
CLABK.A  T       Advanced   Fuel    &  Spent   Fuel    Licensing   Branch        Ip 
18342  232,      24X  Flchl    30-201 r B3/04/18, 830S230O19 


— 8309290496    IE    Imp    Rept    80-184/03-03  on   S30406-OB. reflecting    eorr«cted 
rept  number  H/o  detail*. 

KINNEY.M.M.,    EUBABBER.  T   C,       Region    1,    Office   of   Director 
83/03/12,        Ip         1B383  213.       24X  Fiche'  S0-184r  S3/05/19i  B303230434. 


— B309230020  Rev   1    to    "Functional    ti  Operational    Requirements    for 
Component  Test  Btand    " 

*      Hut   Valley   Nuclear   Services   Co   ,     Inc        83/03/23        22pp 
IB343  333        B4X   Fiche   30-201.83/04/18,8305330013 


DOCKET  30-172  UNIV.     OF   TEXAS  RESEARCH  REACTOR 

F.    Security,    medical,     emergency    tt    /Ire   protection   plant 

8303100006  Forward*   IE   Imp   Rept   SO-192/B3-03  on  830310-11. No 
noncoMpllance   noted 

8EIDLE.H.C.       Region    4,    Office    of   Dimeter        83/04/11        BAUER,  T  L 
TiXMi    Univ.     of        2pp         1B3771206        24X  Fleh*' 30-192. 03/04/11, 
8309100006, 


8303340614  Requests   comments   on    "Geological   Recommendations    for 
Inv»stlB*tion   of  NRC  Disposal    Area."   by    830327 
HANMUM, H  H       Energy,    "«pt      of,     Idaho   Operation*  Ofe        83/04/21 
CLARK.A  T.      Advanced   Fuel    &  Bpent  Fuel    Licensinfl   Branch         Ip, 
10393   142       24X  Flche, 30-201.  93/04/31 , 8303240614 

— B30M4Q618   "Oeologlcal    Recommendations    far    Investigation   of  NRC 
Disposal   Are*    " 

»      West   Valley   Nuclear   Services    Co   ,     Inc        B3/03/16        31pp 
10393-143,      24X  Fiche   30-201,  B3/04/31.  B303240614 


24 


DOCKETED  ITEMS 


DOCKET    30-SQfa    BAM   ONDFBE   NUCLEAR    STATION,     WMIT    1 

F      Se-curltg,    medical,     emergency   tt    fire    protection    plant 

0303110039   rtdvl-sei    that    onsite   fc   offslte    emergency    preparedness 
adequate   Emergency    plans    upgraded    par   NUBEO-O737/  I  tsm 
III    A  2    li     "Emergency   PreparednEiapUpgradfl    Emergency  Plans 
to    App   E, 10CFR50    "    Item   complete 

CfiUTCHFIELD,  Q         Qporatins    Reactors    Branch    3-         83/O3/09         DIETCH.R 
Southern    California    Edison    Co         3pp          6B4OB    1O6         24X 
FithO    3O-2Q6.  03/03/O9,  B3OJ]  1003? 

8303060372   Forward1*    Am 5 rid    &t    to    Licence    DPR- 1 3   t-    notice    of    issuance 
&    availability    Airmnd    delete*    To-ch    Specs    re  Quiring    audits    af 
emergency    J.   COTI  tlngsncy    (security)    plant    once    every    12 
months 

CRUTCKFieUD.  D         Operating    Reactors    Branch     9         B3/fl3/03         DIETCH.fi 
Southern   California    Erflson    Co        3pp         1B344    137        34 K 
Fiche    50-206. B3/03/03, B30S060372 

— 9305060381    Antind    59    to  Lltense   DPR-13. dffletl ng   Tech   Spec*    req.ulring 
audits    of   emergency    It   contingency    (security!    plant  ay 
appropriate   per-soni    once    »varij    12  mo  n  tin 

CRUTCHFIELD.D         Dneratlns    Reactors    Branch    5-         83/05/03         Spp 
19344    141          24X   FlChe    30-206, 03/03/03,  (330304,0372 

— S3Q5060383  Notice   of    Issuance   6  aval  lab  1  L  Iti)    oP   Amend   A1?    to  Cleans* 
BPB-13 

CftUKHFIELD.n        Operating    Reactors    Branch    9        B3/QS/03        Sff 
13344    146         24X   FUhe    30-206,03/03/03,8303060373 

9305110034  -Generic    Ltr    B3-3J    to   all    litemeei   of    operatlnu    reactors, 
applicants    ear    DLs   &   holder*    of   CPs   re    clarification  of 
accifti    to    control    pvoce-dures    for    law   enforcement   visits 
3vc    list    end 

EIEENHUT.D   O         Divide*    at   licensing         83/03/11  Consolidated 

Edlion   Co       of   Heu   York'     Inc          16pp          1834O   O95         24 X 
Fiche    30-OOQ.B3/03/li,B303llOQ34 

a3Q326024S   Foruiardi     IE   Safeguard*    Imp    Rept*    90-&06/B3-1 1.  SO-361  /33-20 
&   SO-362/B3-lg    an  a304ag-29   Ho  nonromp  1 1  ante   noted    Detail* 
mithhald    (ref    10CFR73   Sit 
NORDEHHAUG.L   R         Region    3,     Office    Of    Director         33/09/12.        PAPAV.  L   T 

Southern   California   Edl»ofi    Co        2pp.         16599  322        34X 
Fiche   90-20t,  83/09/12.  fl30S2i0242 

8303240198  Pravldn    Info   re   emergency    operation*    f*cilitij    In    response 
to  WRC   request  When   control    rnom  HVAC    li    upgraded    ai   result 
of  WHEO-0737, Item    III    D  3  4, technical    *upport    etr   MVAC    ulll 
be    r«vlE«*d    to    ensure    unlformlti|    of    design 
BASHIM.K   P         Soutliern   California    Edison   Co         B3/03/20 
CRUTCHFIELD,D        Operating   Reactors    Branch    3        2pp         195flS  OJO        24X 
Fiths    30-EOi,  B3/O3/20-e305340l9B 


H      General    c orreapondenc i 


B30309002fl   Addl    reipont*    to  F01A  request    for    documents   ra    B2113Q 
special    imp    rept   Foruard*   App    A  documenti    Portion*    of 
Documents    1    t,   2    1  n   App    D    ultAh»ld     Iftf    FDIA   EmmpUan   6) 
Dacumants    3   h  4  ultnneld    Cref   FDIA  Exemption   71 

FELTOM.J   tl         Division   of    Rules    and    Record*         B3/03/21         OARDE.  B 
Oovernment    Aceountablll  tij    Project        4pp         1B3BI    13B       24K 
Flch«    30-506,  63/03/21,  B3030900S4 


— 9204190027   Update-!    status    of    resolution    of    steam    line    treat    &    seiimle 
upgrade    isnuei    for-    facElltiji  Identified    in   B20302  memo 
DEWTON.  H  R-       Office    of   Nuclear-   Reactor    Regulation,     Director 
QE/04/Oa        REHICK.F   0        Office    at   Policy   Evaluations        6pp 
1B343    ISt,         24X    Fleh*    BO-2Ofi.  93/O3/14.  8303060073 

6303060333  Notification   of    contract    e  iecut  Ion.  Mod    3   to    "RevUui    of    Ript 
Entitled     'Simulation    of    Earthquake   Ground   Motions    For    San 
Onofre    Nuclear    Oan«TatlH(j    Station   Unit    1    -  Final    Rept    '" 
Contractor    Un<v   at   California    at    San   Diego 

aMITHiP    A         Division     at    Contracts         FIN    B-6331         B3/0-J/23 
DENTDM,  H  R         Office    oP   Nuclear    Reactor   Regulation,    Director 
JTEITER.L        NRC   -   No    Detailed    Affiliation   Given         Ip         1B339  332        24X 
F i  Che, 50-206. B3/O4/E3.  8303060233 

— B3 OS 06-0339  Had    3i  deob  1  Igating    funds    for    closeout.  to    "Revieu   of   Rept 
Entitled     'Simulation    of    Earthquake  Ground    Motions    for   San 
Qltofre   Nuclear    Oeniratlng    Station   Unit    1   -  Final    Rept    '" 
*      California.    Univ      of,     San   Diego        SMITH.  P   A        Division    of 
Contracts,        FIN   FJ-633]          83/04/23         Ip          18359    333         S4X 
Flcfte    30-306. B3/O4/23,  S303O60233 

8305020437   FoT-uard*    "Seismic    Evaluation  of    Reinforced   Concrete    Masonry 
mil**"    per  SEP    Topic     I1I-6  r»    seismic    design 
cantlder ations   Results    c*n   b*    compared    to    t4)st   results    to 
•  ntss   connervatlsm   of   flnaylsls   .methodology 
BABKIN,  K  P        Southern    Calimrnla    Edison    Co        B3/04/C8 
CRUTCHFIELD.D        Operating    Button    Branch    3         Ip         183B1    S37.       24X 
Flche    8O-2O6, 93/O4/B8,  830502O427 

-- B305020433    "Belsmlc    Evaluation    of    Reinforced   Concrete   Maionrif    Walls    " 
«      Comoutxh   Engtne»ring    Serviced     Inc        B3/O4/30        6pp 
18331    233        24X    F(cha;3O-20(.,  B3/O4/a0i  B30S020427 

0303030414    Forward*    Fln*l    EEH    re   BEP    Topic    VI-10  A   concerninD    testing 
of    reactor    trip    »Y»   &    E8F    b    Jncludirg    retpon**-time    testing 
K-od*    to    Tech    flpecs    &    equipment    to    irnplsmant    reiponse'tline 
t«» t Inj    recommend td, 

PAULSON.  M  A        Operating    Reactors    Branch    3        B3/04/2B        DIETCH.fi 
Southern   California   Edl«on   Co         3pp         1B30A, 242        24X 
Fiche    00-20&.  83/04/28,  0303030414 

8309020493   Oanertc   Ltr    93-19    to    all    power    reactor   Si    testing    licensees 
Ft    naiii   proceduras    Por    pr-ovldlng    public   notice   concernlna 
iiiuance    of   amend  i    to    DL->    Bvc     list    encl 

E16ENHUT.D  B.       Division    of   Llccnslnp        93/03/02  Consolidated 

Edison  Co.    of   Naui   York.     Inc        SOpp        1B441    ISO       24X 

Flche    SO-OQO.  B3/OS/O2i  83O302D433 

B30305003B    Foruirdi    Final    safety    ai*es*ment   rept    re   SEP    Topic    II-l.Cr 
"Potential    Haiards    Due    to    Nearby    Transportation. 
Initttutianal,  Indiritrlat    &   Military   FACilltlai    "   Prababi  1  itij 
of    eip lot  Ions    tic  tad*    current    criteria 

PAULSON;  H  A        Operating    Reactors    Branch    a        S3/03/03        DIETCH.R 
Southern    California   EdUon   Co         39pp        1B336.277        34K 
FUhe    30-SOAj  B3/03/03,  8303ODOO3B 

B3QB06D225   Forwards    Amend    68    to    License   DPR-13, safety    evaluation   & 
notice   of    lnuanc*   t   a va.1  labl  1  Itg    Amend    chenget    Ttch    Specs    h 
ba*s>    to    incorporate    «L*ctrlcal    power   av<tllabll  1  ty 
requlrenente    during    rtfUallno    or    cold    shutdown. 

PAULSON,  M,  A        Dperatina    Reactors    Branch    S        83/03/03        DIETCH.R 
Southern    California    Edison   Co         3pp         18343,076        24X 
Fiche    30-20^83/03/03,6305040223 


83031B017B  Advtae*    that   nrganlia  t  lonal    change    ihlfted    r»»potiaibi  1 1  t<j 
for    nuctear   matters    from   engineering    dlv   to    power    lupply 
dlv   JC    Holcomb*   rvplacei    OD  Cotton  as    reprsientnl I ve 
autnorljed    to   sign   NRC    licensing    documents 

HOLCOMHErJ   -C         San    Diego    Oas    &   Clectrlc    Co         03/03/06         EIBEHHUT.  »    0 
Division    nf   LlcenJlng          Ip.          1S4S7    136         24)f   Flche  '  30-306,  83/03/06, 
6309120178 


P      Operating    license    stage    document*   S.   corr-aspondence 


-930304,0338  Amend    fcB    to    Uicens*    DPH-13,  chang  Ing    App    A   Tech    Spec*    *.   basis 
to    Incorporate    condition*    for    elactrical    power   availability 
during    cold    ihutdown    nr    refuellnn. 

CRUTCHFIELD, D        OpBTating    Reactors   Branch    3        B3/OS/03,       app 
1B343  079        24K   Flche-  3O-SO4,  B3/03/03,  B303060223, 

-9303060232   Safety    evaluation    supporting    Amend   68   to   Llcens*   DPR-13 
*      Offlea    of    Nuclear    Reactor    Regulation,    Director        83/03/03        3pp 
18313    OBB.       S4X    Fl«h«-  50-aOi,  83/O3/03,  B3030603S3 


63030A0073  fidil    response    to   FOIA  r»nuest    for   documents    re    effort*    to 
mate    facility    more    tarthquake   reilstant    Documents    1    through 
7    lilted    on    npp   entl    Documents   B   through    10  withheld    (ref 
FDIA  £iamption   3). 

FELTOiN-,  J  M        Division   of   Rule!   and    Records,       83/03/14        UHARTON.  H,  J. 
San   Dlejo  State   College        3pp        1B363  023        24K   Flcfie  SO-2O6, 
93/03/14.9305060073 

— 3203160053  Discutmi   facility  capjbllftu   to  ihut   tfown  i*Felv   »OT 
poitulated    iteam    line    breaks   regardlei*    of  whether    failure 
(•linlcally    induced   Unit    to   remain   »hut    rfown    unt[l    liiut) 
retolvtd 

2™S™  "        Oftlc*    °t  Nuclear  Reactor   Rtgulatian,    Dlr-ector, 
Ba/03/02       REKICK.F  J       Office  af   Pol  let)   Evaluations       3pi. 

1B345   12!         24X   Ficht    30-2&6,  B3/O3/I4,  8303060073 


—  B3030iOE34   Notic*    of    inuaneei    k    availability    of   Amend    68    to   Licanie 
DPR-t3 
CRUTCHFIELD.D        Operatinir    Reactor*   Branch    3,       83/03/03        2pp 

,  03B        H4X   Flch  e.  SO-20A,  S3/OS/03,  B30306O223 


B  30  90603?  H   Forutard*    Amond'   6f    to    Llcane*    DPR-13  t<  notice    af    Issuance 
4    availability    Amend    dtlatei    Tlch    Spec*    requiring    audit*    of 
imergencu,    h   contingency     (stcuritu)    plans    once    every    IS 
month  t, 

CRUTCHFIELD,  D        Operating    Reactors-    Branch    3        83/09/03        DIETCH.R 
Southern   California    Edit-on    Co,       3pp         18344-137        24K 
Flche    30-SOt,  B3/03/O3,  3303060372. 

—  B30306O381    Anenil    i>f    to    Uic»n»e    DPH-13nloUt  Ing    Tech    Specs    requiring 
audits   of   emergency   It  contingency    futurity!   plans   by 
appropriate    parson*    one*    avery    18   months 

CRUTCHFIELD,  D        Qper*Uno    Remctars   Branch    3        83/09/03.       3pp 
18344    141         24X   Fich»:SO-aOA,  83/03/03.  8303060372 


DOCKETED  ITEMS 


--B303060383   Notice    of    issuance    {•   aval  lafi  1  1  1  ty    of   Amend   61   to  License 
DPR-  13 

CRUTCHFIELD,  D         Operatinfl    Reactors    Branch    5         03/03/03         Spp 
1B344    14i         24X    Fiche    30-206,  B3/O3/Q3,  B3O5Q60373 

8303100377    Informs    that    qualification    documentation    for   resistance    tamp 
detectors,  1  lint  t    sul  tches,  containment   uiater    level    monitors   t- 
valva    indicator!    will    be    available    prior    to   return    to 
operation    from   current    outage    Numerous    delays    encountered 
KRIECER.R   H        southern    California   Edison   Co        83/03/06 
CRUTCHFIELD.  D        Operating    Reactors   Branch    S        Ip         10379  O4?        24X 
Fiehe    30-206.  03/05/06.  8305100377 


3303Q40023    IE    Info    Notice    83-22,     "HWfi    Safety/Relief    Valve   Failures    " 
Svc     list    end 

JORDAN.  E   L         Civilian    of    Emergency    Preparedness    tf    Engineering 
Response    (Post    Q301O3)         33/04/22  Consolidated    Edison    Co       of    NBLI 

Vork,     Inc          IlSpp          10393   OB9         24X    Fiche    30-000,  B3/Q4/SS.  8303040023 

B303040035    IE    Info  Notice   93-23,     "Inoperable   Containment   Atmosphere 
Sensing    EIJS    "   Svc    list    enc  I 

JORDAN,  E   L         Division    of    Emergency    Prepar  ednsss   &    Engineering 
Response    (Post    030103)         83/04/23  Consolidate!!   Edison    Co       of    Neu 

Vork,     Inc          1  19pp          18381    291         SIX    Fiche    30-000,  B3/04/23.  830304OO23 


B303090659   Qenerie    Ltr    03-20    to   all    operating    roactor    licensees   fc 
holder*    of    CPs    re    Integrated    scheduling    for     implementation 
of   plant   mods    8vc    Hit    end 

E18ENHUT,  D   O        Division    of   Licensing        33/03/09  Consolidated 

Ed  Han   Co       of    N»u    York,     Inc          16pp          10637    153         SIX 
Fichu    30-000,  83/03/09.  8303090659 

B303130I66  Advises    of    Westinghouse    Owners    Oroup    schedule    for    response 
to   TMI    Item    II    K  3   5,     "Automatic    Trip    of    Reactor   Coolant 
Pump*    "   Tun-part    program  will    be    undertaken   Parts    1    b  3 
scheduled    for    completion    by   B3O731    t*  B31S31,  respectively 
KRIEOER.R   W        Southern   California   Edison   Co        83/Q3/1O 
CRUTCHFIELD,  D         Operating    Reactors    Branch    3         2pp          1B4S2   002         24X 
Fichu    30-204,  83/03/10,  8305120166 

B303120189    Informs    that    post-Implementation    review    Info   on  NUREO-0737, 
Items    11    F    1    4,  II    F    1    3  fc    II    F    1    6  mill    not    be    provided 
until    B30701    dua    to    higher    priority    post-TMI    uork 
KRIEOER.fi   W        Southern   California   Edison    Co        03/03/10 
CRUTCHFIELD,  D        Opiratlng    Reactors   Branch    3        Ip         IB427    192        24X 
Fiche    90-206,83/03/10,  8305(20189 

8309340901    Provides    status    of    actions    requested    in   830401    clarification 
of   021120   BER    on    environ    qualification    of    safety-related 
electrical    equipment 

BASKlNiK  P        Southern   California    Edison   Co        83/03/20 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3        Zpp         13372  028        24X 
Flche    90-206.  B3/03/20,  B305240S01 

6305240309   Di»cusses    status    of    activities    on    environ   qualification   of 
safety-related    equipment.  In    response    to    10CFR30   49(g)    Revleui 
of   nomafety-relatod    equipment    under    10CFR30   4<?<bH2> 
planned 

BASKIN.K  P,       Southern   California    Edison   Co        83/05/20 
CRUTCHFIELD.  D        Operating    Reactors    Branch    9        2pp         18371    B71        24X 
FichB!  30-306.  B3/05/20.  B30334Q309 


0303O40026    IE    Info    Notice    83-24,     "Loose    Parts    in   Secondary    Side    of 
Stum   Generators    at    PURs    "    Svc     list    one] 

JORDAN,  E   L         Division    of    Emergency    Preparedness   *•    Engineering 
Retponse    (Past    B3D1O3)         63/04/28  Consolidated   Edison    Co       OF    Neu 

Vork,     Inc          113pp         1B3B2   047         24X    Flche    30-000,  B3/O4/2B,  0303040026 

B303040037    IE    Info    NoticB    33-35,     "Standby    Gas    Treatment    Sys    Heater   High 
Temp    Trip   Setpoint   Adjustment    "    BvC    list    encl 
JORDAN,  E  L        Division   of   Emergency   Preparednoss  V   Engineering 
Response    (Post  8301O3)        B3/04/afl  Consolidated  Edison   Co      of   Neu 

Vort,     Inc          HBpp         1B3B3    165         24X   Fiihe    30-OOO,  B3/O4/2Q.  0303O40027 

9303040028    IE    Info    Notice    B3-26,     "Failure    of    Sa  f  etu/Hel  i  ef    Valve 
Discharge   Line  Vacuum  Breakers    "    Svc    list   encl 
JORDAN.  E  L        Division   of   Emergency   Preparedness  &   Engineering 
RBiponse    (Post   8301O3)         B3/09/03  Consolidated   Edison    Co      of   Hew 

Yort,     Inc          122pp         10441    170         24X   Flthe    30-000,  B3/O5/03.  0303O40C-2B 

B305170363   Forwards    [E    In*p    (lepl    50-306/S3-13   on   83O42S-29   No 
tion  compliance   noted 

BIBHOP.T   W        Region    3,     Office    of    Director         B3/03/03         PAPAV.  L    T 
Southern  California   Etflton  Co        2pp        1B466  097        24X 
Flcho    30-206,03/03/03,0303170363 

—  830S170'363    IE  Insp    Ragt    30-E06/03-1S    on   B304B3-29    No    noncc-mp  1  1  ance 

noted   Major  areas    Inspected    licensee    implementation    of   TMI 

action    item  commitments   &  requirements 

KIF18CH.  D   F  Region    3.     Office    of    Director         B3/O5/03         4pp 

1B466   089  34X   Flche    30-20i,  S3/03/03,  03031  7O363 

B303010030    IE    Info    Notice    B3-27,     "Operational    Responin    to    Events 
Concerning    Deliberate   Act!   Directed   Against  Plant 
Equipment    "   Svc    list    end 

JORDAN,  E  L        Division   of   Emergency   Preparedness  &   Engineering 
Response    (Post   830103)         03/03/04  Consolidated    Edison    Co      of   Neu 

York,     Inc          112pp         10303   302         24X   Flche    30-000,  S3/OS/04,  B303040030 


B309310227   Not i fist    of    dacislon    to    refund   Class    III    fee   remitted    for 
Proposed    Chang*    100   dtd    030103    to    permit    raising    allowable 
phosphate    discharge    limltra*    application    no    longer 
applicable, 

MILLEfiiW  D        License    Fee   Managomnnt   Branch        83/03/30        DIETCHiH 
Southern   California   Edison   Co         Ip         18462  297        24X 
Fich»' 30~20i, B3/05/2O, 8309310^27 

8303290312   Forwards    ruponieu    to    Issues    raised  In   830902-04  msttingt 

re  SEP   Topic    II 1-6   concerning    seismic    design  considerations 
Addl    Info    requested    at   G30302-04   mostlngs   mill    be    provided 
bv   H30410 

BASKINrK  P        Southern    California   Edison   Co  83/03/23 
CRUTCHFIELD,  D        Operating    Reactors    Branch    5        4<7pp         I09Q0    104        24X 
Flche'  90-206,  83/09/23,  Q303290M2 

—  B3032303ZO    "Oalance-of-Plant   Mechanical    Equlnmenlr  «•  Piping    Seismic 
Reav'luation   Criteria    " 

It      fltChUl    Corp         S3/03/20         27pp          IS39B    133         24X 
FUh«   30-306,83/09/23,8303230313 

8303360863  Notification    of   B30601    meeting    u/util    In   Dethvstfa.MD   ta 
diicutl    proposed    Integrated    schedule    For    Implementation 
of   bacfcflt    Item* 
PAULSON,  W  A        Operating    Reactors   Branch    3,       B3/05/S4        CRUTCHFIEUD,  D 

Operating    Riactor*    Branch    3        3pp         IBbZb   003        24X 
Flchi! 30-306.  83/03/24,  8303SAQ263 

Q.     Iniptetlon   reports,     IE  Bulletins    &   correspondence 

B2 12060383    IE    Info   Notlct    B3-14i     "Deuatered    Spent    Ion   Exchange   Resin 
Susceptibility    to   Exothermic    Chemical    Reaction    "   Svc    list 
•ncl 

TAYLOR, J  M        Division    of   8a.f*gu«rd«   fc    Inspection   Programs    (post 
B30I03)       83/03/31.  Consolidated   Edison  Co.    of  Neu  Yorki    Inc 

1830B  319.       34X   Fich*    30-000, B3/03/B1 , 8213060333 


Q303010031    IE    Info  Notice   83-28,     "Criteria    for  Protective  Action 
Rec ammendationa    for   General    Emergencies    "   Bvc    list    encl 
JORDAN, E  L        Division   of  Emergency  Preparedness  (•   Engineering 
RSI  pome    (Post    030103)         B3/O5/04  Consolidated    Edison    Co      of   Neu 

York.     Inc         lltpp         18441    001         24X    Flche    30-000,83/03/04,  B3Q3O40031 

8303040033    IE    Info   Notice   B3-29,     "Fuel    Binding   Caused   by   FUB  1   Rack 
Deformation    "   Svc    list    encl 

JORDAN, E  L        Division   of   Emeroency   Preparedness   fr   Engineering 
Response    (Po»t  B301O3)        B3/09/06  Consolidated    Edison    Co      of  Neui 

York,     Inc         I13pp         1BS23   24B         24X   Flche    30-000, 83/03/06,  B303O40033 

O303O10034    IE    Info  Notice   93-30,     "Misapplication  of    Generic    Emergency 
Operating  Procedures    (EOP)   Ouiriellnus    "   Svc    1  Ut   encl 
JORDAN,  E  L        Division   of   Emergency  Preparedness  *    Engineering 
Response    (Post  B301O3)        B3/OS/11  Consolidated    Edison  Co      of  Neu 

Yoi-fc,     Inc        I14pp        1B3B4  003        B4X  Ficha   30-000,83/03/11,6303040034 

0309860342  Forwards    IE  Safeguards    Insp   Repts   30-206/83-11,  30-361/O3-EO 
t,    30-365/03-19  on  B30425-21?  No   noncomp  1  lance  notod    Detail* 
withheld   (ref   IOCFR73  3D 
NOR  BERHAUO,  u  R        Region   3,    Office   of    Director        B3/03/1S        PAPAY,  L    T 

Southern  California   Edison  Co        3pp         10399  322        24X 
Ficha   30-306,  B3/OS/12,fl303S60242 

6303-0'40040   IE    Info  Notice   B3-31,     "Error    In  ADLPIPE  Computer   Program   " 
SVC     lilt    encl 

JORDANiE  L        Dlvlilon   of  Emergency  Preparednes«  d  Engineering 
R«sponie    <Po»t  930103J        83/03/19  Consolidated    Edison  Co      of  Neui 

York,     Inc         114pp        18697  009        34X  Flche    30-000,  B3/05/19. 3303040040 

0303040046   IE    Info  Notice   83-33,     "NonrepresentaUva   Sampling    of 
Contaminated  Oil    "  Svc   list  encl 

JORDAN, E  L        Dlvlilon   of   Emergency  Preparedness  &  Engineering 
Response    (Pott  B30103)        B3/03/26  Consolidated    Edison    Co      of   N«u 

York,     Inc        114pp        1B647  007        24X  Flch*   90-000,  B3/03/26,  S3Q3O40046 


S303040021    IE    Info   Notice    83-21,     "D*fectlvt   EmeT-gency    Uie  Respirator    " 
Bvc    Hit    »ncl, 

JORDAN.  E.  L       Dlvlilon   of  Emeroency   Preparedness   &  Enginierlnfl 
Response    (Poit   830103)         03/04/13,  Consolidated   Edison   Co      of   Neu 

York,     Inc         126pp         IB433'  133        34X   Fiche    30-000, 83/04/13, 8303040031 


DOCKETED  ITEMS 


3     Repor  table    accuri-encei,    LERs    V  related    correspondence 


B3033101SO  Forwards    safety    evaluation    af   conceptual    design    info 
submitted    gn    S3  09  SB   re    proposed    redesign    of    safety     injection 
sy*   Proposed    deslg-n   acceptable 

CRUTCHFIELD-,  D         Operating    Raatton    Branch    3         83/03/27         DIETCH,  B 
Southern  California   Ed  1  ion  Co        2pp         IB  653  O47        SAX 


—  830531  OJ  S3  Safety  evaluation  af  mads  to  safety  Injection 
*  NHC  -  No  Detail  Ed  Affiliation  Given  B3/O5/27  £>pp 
101,33  049  SAX  Flcne  30-206,83/03/27,8303310130 


6309160022   Advises    that    on»ite   b   olffsite    emergency    preparedness 
adequate    !<   emergency    plans    up  (faded    pur  NUREQ-0737,  I  tarn 
lit    A  2    I     Item   complete 

CRUTCHFIELD,  D        Operating    .Reactors    Branch    5        B3/03/I3        CDUNSIL,  W  G 
Connecticut    Yankee   Atomic    Poiuer   Co         COUNSIL,  W  0        Northeast   Nuclear 
Energy    Co        (subs       of    Worth  oast   Utilities)         4pp          18432   319         24X 
FlehB    30-000.  B3/05/13,  B3O3I600S3 

B30323Q3Q7    Forwards     IE     Insp    Bept    3O-213/B3-09   on    830307-041O   No 
nan  camp  1 1  anc  e    note  if 

STARQBTeCKI.R  Division  of  Project  &  Resident  Programs  83/O3/13 
CDUNSIL, U  O  Connecticut  Yankee  Atomic  Power  Co  Spp  1B392  033 
24X  Flche  SO-313. 83/OB/13.  S3033303O7 


DOCKET    DO-213   HADDftM   NECK   PLANT 

F      Stcjrltij,    medical,     ennrgencij    1<    fire    protection    plans 

B3O3Qi0213    Foriiiardi    objectives    far    830423    Fukl-icale    emergency 
preparedness    enrclsa    Info    Prom  NRC    requested   by    330401 
rt   names    of   personnel    attend  ing. sac  lal    security    numb  or 3 
t   sacurlty    clearance    Itrs   requested    bg   NRC   by   83Q401 
COUNSIL.H    D    ,     EEA!18i  C   F         Connecticut    Yankee    Atomic    Power    Co 
CCUHSIL.U    0         Hortheatt   Utilities         83/02/04         HAYNES,  H    C         Region     I, 
Office    of    Director         6pp          1B343   097         24X   Flche    30-S13,  B3/02/O4, 
8303040213 

830S11O069  Forwards    "Had dam  Keck    Plant   Emergency    Response   Eierclse    " 
COUHBIL.W  fi   ,    WERNER.  R    P        Connecticut   Yankee  /it  ami  e    Power    Co 
B3/03/Q9         HAYHES,  R   C         Region    1.     Office    of   Director         Hp  p 
18402   338         24X    Flche    30-213,  83/03/O9, 8303110069 


— 83053S0309    IE    Insp    Rept    80-313/83-09    on    B3O307-0410   No    noncomp 1  lance 
noted    Major    areas    inspected   plant    operations,  review   of 
periodic    &    special    rspts,  ihl ft    loos    ti   operating    records, 
lurvei 1  lance    activities    *   physical    security 

REHELOUBKI.T   H         Region     I,     Office    ot    Director         ELSA88ER,  T   C 
Division   of    Project    k   Resident   Programs        83/05/18        llpp 
19592    O37         24X    FlihB    5O-2I3,  83/O3/3  3,  S30S33O307 


J      Insurance   &    Indennitij    information 


6303120006   Forwards    End  or*  em  ants   73  &   6i    to  NELIA  Policu.    NF-131    fa 
MAELU  Policy    MF-B1?,  respectively 

giNISI.O  M        Marsh    fc  rfcLennan,     Inc         83/03/03        SrtLTZMAN,  J   D 
AslUcant    Director    For    State   tt  Llceneee   Relations        3pp         1B423 
H4X   Ftche    SQ-aJS.aa/oa/OSj 8303120006 


P      Operating 


stage    documents    f<   correspondsnce 


— B303tl0071    "Had  dam  NBC  I    Plant   Emergency   Responte    Exercise    "    Supporting 
documentation    enc! 

«      CunnectleiJt    Yankee   Atcmlc    Power   Co        *      Hartheatt   Utilltlet 
Service    Co         33/04/23         7uOpp          I  BIOS   340         24X 
Fiche    30-213,  93/03/09,83051 10049- 

BSOSllOSi1)   Releases    public,   version    of    revised    emergency    plan 
Imp  liment  ing    procedure i 

FELTON.J   M         Division    of    Rules    and    Records         83/01/26  Document 

Kanagemint   Qrar.cn         lp         1S421    089        24X    Flche    30-213,  H3/04/26. 
6303110369 

— S303110374  Foruiards   public    version    of   revised   emer(ency    p  Un 
implementitig    procedures.  Includ  ing   Procedures   EPIP    1    3-2  ri 
notification   lc  communica  t  ion.  EP  IP    1    5-7    ra   radiological 
ifose  diteaGment  &  EPTP    1    5—14  re    evacuation  t   assemblij 
CQUNBIL.VJ   O         Northeast   NutlBar    Energij    Co       Outt       of    Northeast 
Utilities)        COUN3IL,  W  O        Northeast  Utilities        COUNSIU  W  0 
Connecticut    vande>    Atomic    Power   Co        83/03/23        EIEEHHUTj 0  0 
Division   of   Licensing        2pp         16421    090       24X   Flche    50-213, 
83/04/26,5303110369 

— 9303110379  Public   version    of    revised    emerjeneij    plan    imp  lenienttng 
procedures. Including    Procedures    EPIP    1    3-2  re    notification 
tt   comiaunlcat  Ion,  EPIP    I.  3-7  re   radiological    dm?   assessment 
(4  EPIP    1    3-14    re    evacuation  &  aisemblif 

»     Northeast    Nuclear    Energy    Co      l*ubs      of   Northeast    Utilities! 
63/03/19         I43|ip         18421    092        24X  Flche   30-213,  B3/O4/26, 
S303110S&9 

B30310030?  Forwards    supporting    stage-vol    t    ttage-area    Info   re    Ouabbln 
Reserv«ir  Study    effort    requested    ta   assist    in  dliaster 
c an tinge nc y   p  lannlng 

BHUTSCK,  MA        MassacAusetts,    Commonwealth    of,         33/03/04, 
CHUTCHFIELD, D         Dperatlnj    Reactors    Branch    3         CHERYr D   L         NfiC    -   No 
Detailed    Affiliation    Given        lp         10360096        SIX 
Fiche    30-213-83/03/04,0303100309 

S305170313  DDtuments  agreement    rsacjied    during  830803  telcon  y/NHC   re 
B3013I    request    for   eiemptlon    from   certain    penulramenti    in 
lOCFRao.App  K    For   control    room   fire   revlejj  One   channel    of 
preasuriier    level    Indication   wtll    be    Installed   at    panel 
COUNSH.,  W  O        Connecticut  Yankee  Atomic   Pounr  Co        B3/03/10 
EISENHUT.  D  Q        Division  of    Licensing        2pp         I84&&  330        S4X 
Ftcfie    50-213.83/05/10,8303170213 

B303H0034  flennplc  Ltr   93-21    to   .ill    licensees    nt   operating    rejctor*. 
applicants    for   OLs   (.   hotdirs    of   CP»    re   clarification    of 
access    to   control    procedures    For    law   enforcement    visits, 
Svc    I  lit   end 

EIBENHUT.  D  0        Division  of  Licensing        03/03/H  Coniolldated 

Edison  Co      nf  Meu  York.     Inc         16pp         18340  073        B4X 
FUhe    50-OOOje3/OS/ll, 930311003* 


B303230616   Forwards    info    in    response    to    B3020B    Itr   requaatlng    backflt 
cost    data    for    operating    nuclear   units    Cost   categoriiad 
according    to   NRC    impotad.TM!   b  non-THl    backf  1  1«.  util- 
inltiated    tt    hybrid    backfjta 

CDUM3IL.W  0        Connecticut    Yankee    Atomic    Power   Co        CQUNBIL.W  G 
Nortnealt    Nuclear    Energy    Co      (tubs      at    Northeast    Utilities) 
CDUNSIL,  U   0        Northeast   Utilities        83/O3/21        TQURTELLOTTE,  J 
Regulatory    Reform   Task    Force        H5pp          18343  038        24X 
Ficho    30-000,  B3/Oa/21,  83OS330il6 

B30523Q7SO   Toruards    Hat    of    utllt   responding    to    requests    for    cost 
figures    on    backflttlng 

TOURTELLOTTE,  J        Regulatory   Reform   Task   Force        83/04/11 
PALLADIND.  N  J        Commissioner*        Bpp         13342272        24X 
Plchff    3O-000,  B3/04/11.  B303230730 

9303100331    Forioards    proprietary   t  nonpr-oprletary    versions    of    "THI    Item 
II    K   3  30   Revised    Small    Break   LOCA  Analysis    "    Proprletarg 
version   ultnheld    tref    lOCFFiS  790) 

COUNSIL,  W   0         Connecticut    Vsnkee   Atomic    Pauier   Co        B3/04/14 
CRUTCHFIELD,  D        Operating    Reactors    Br-anch    3        2pp         1B379    113        24X 
Flche.  30-31  3i  33/04  /  I  4i  B305  100331 

—  8303100333    Nonproprletnry    version    ot    "TMI    Item    II    H  3  30  Revised   Small 
Draak    LOCA  Analijils    lv 

*      Northeast    UtilUlea    Service   Co         B3/04/14        3B9pp         18379'117 
SIX    FlchB,  3O-213,  83/01/14,  B3031O0331 


Advises    tKat    action   required    by   830124  Amends    88,  31    &  BO   to 
Licenses    D-PR-air  DPR-A1    &    C-PR-6S,  re  sp  ec  lively   *.  Oenerle    Ltr 
83-07   conp  lete  ,  ba  led    an    utll    negotiations   w/DOE   re    disposal 
of    high    level    waste    or    spent   nuclear    fuel 

CLARK,  R   A        Opsratlng    Reactors    Branch    3        83/04/30        COUNSIL,  HO 
Connecticut   Yankee    Atflmle    Power   Ca         2pp         18463*333        24X 
FCche    30-000,83/01/20,  8303160159 

B  303  10  0383    Forward*    affidavit   detailing    basli    for    wlthboldtng    830414 
subnilccal    describing    LOCA    program    <NULAPS),TMI    Item 
II.  K   3  30,  f  mm   public    disclosure,  per    EOCFRS  790 
CGUNSIL.W   Q   ,     SEARS,  C    F         Connecticut    Vanbae   Atomic   Pouer    Co 
B3/04/2S         CRUTCH^IELB,  D        Operating    Reactors   Branch    3        App 
1B379  218        H4X   Fiche    30-213.  83/04/23,  B3031003S3 

B3Q3D30094    Forward's    com^ienta   on  Generic    Ltr   85-38,     "Potential    Steam 
0enerat*or    Related    Reijuir  ements,  "    Vendor    input    should    be 
sough  t,  Dspecrlat  ly    In    area*   af   iteam    genorator    tube    inservlc* 
Insp   t  design   con»td«rat  Ion* 

COUNSEL,  U    B        Connecticut    Yankee    Atonic    Power   Co        COUNBIL,  W  0 
Northeast    Nuclear    Energy    Co      (sui*      af   Northeast   Utilities). 
COUNSIL,  W  0        Northeast    Utilities         33/04/29        EI8ENHUT-  D   0, 
Division    of  Licensing         ipp         18339    093        E4X   Fiche,  30-000,  83/04/29, 
8303030094, 


9303180953  Author U»s   refund    for    review  of  B2IJJ30  ti   83QflOa   requests 
from   rtvised    icnedule    for   conducting    im»rs«nci(    «ierci»* 
MILLEfl.H  0        License   Fet  Management    Branch        B3/03/11-       COUNSIL, W   0 
Northeast  Nuclear-  Energy  Co.     (subs      of    North»a»t   Utilities!         lp 
IHSOi  030        84X   Flche  30-000,83/03/11, 8303160933 


8303030112   Provides    progress    rept    on   piping   mods    completed    during   Cijc.lt 
12   rffgeling    outage    r*    BEP   Topic    III-6,     "Seismic    Design 
Cons  idera tlonsi "    par    920927   commitment 

COUN9IL.W  D        Connecticut    Yankee    Atomic   Pouier   Co        83/04/29 
CRUTCHFIELD, B        Operating    Reactors   Branch    3        2pp,       18341    0&6        24 X 
Flcfif  30-213j  S3/O4/S9,  B3O3030112 
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83030*70463  Forwards   revs    to    "Corporate   Organization    for   Nuclear 
Incidents    Procedure    Manual,"    par    10CFRSO,  App    E, Section   V 
W/o    ends 

COUNSIL.W   0        Connecticut    Yankee    Atomic    Power   Co        COUNB1L,  W  0 
Northeast    Nuclear    Energy    Co       (subs       of    Northeast    Utilities) 
COUN8IL.W   0         Northeast    Utilities         83/O4/29         EISENHUT,D   O 
Dlvlilon    of    Licensing          2pp          18362   236         24X    Fiche    30-000,  B3/04/29, 
B309O9Q463 

8303020493  Generic    Ltr    83-19   to   all    power    reactor   &   tasting    licensees 
re   new   procedures    For    providing    public    notice    concerning 
issuance    of   amend*    to   DLs    Svc    list    end 

ElSSNHUTiD   0         Division    Of    Licensing         83/03/02  Consolidated 

Edison   Co      of    New  York.     Inc         30pp         1B441    12O        24X 
Flefie    30-000,83/03/02,8303020433 

B30909048a  Forwards   Amend    Si    to   License    DPR-61    «,  notice    of    issuance   & 
availability    Amend    deletes    requirements    for   monitoring    fish 
Impingement    on    intake    screens    from  App    B   ETS 
CHUTCHFIELD,  D        Operating    Reactors   Branch    5        03/03/02        CQUNSIL,  W  C 

Connecticut    Yankee    Atomic   Power   Cn        3pp         18361    127        24X 
Fiche    30-313.  B3/09/02.  B3030904B8 

— 8305090491    Amend    96    to   License    DPfl-61, changing   ETS  Pages    1.3  3-1 
through    3  3-3a,  3    1-1.3    1-1.3  3-1    d   3   3-1    to    delete 
requirements    far    monitoring    fish    Impingement   on    intake 
screens. 

CRUTCHFIELD,  D        Operating    Reactors    Branch    3,       B3/05/02        9pp 
16361     130         24X    Fiche    30-813, B3/Q3/02, B303Q904BB 


Q      Inspection   reports.     IE   Bulletini    t    correspondence 


92120603B5    IE    Info  Notice   83-14,     "Deuatereit    Spent    Ion   Exchange   Resin 
Susceptibility    Co   Eiotliermlc    Chemical    Reaction    "    Bvc     lilt 
enc  1 

TAYLOR,  J  M        Division   of   Safeguards   d    Inspection  Programs    (Post 
B3Q103)         83/03/21  Consolidated    Edison    Co       at    Nou    York,      Inc 

112pp         IB30B   319         24X   Fiche    50-000,  B3/O3/21.  8312O603B3 


Provides    addl    Info   re    IE    Bulletin    Bl-03,     "Floiu   Blockage    of 
Cooling    Water    to   Safety    Sys    Components    by    Corbicula    Sp 
(Asiatic    Clam)    ft   Mytilus    Sp     (Mussel),"    in    response     to   NRC 
81O410   J.   83O202    Itrs 

COUNBIL-W  0        Connecticut   Yankee   Atomic   Poiuer   Co        83/04/04 
JORDAN,  E   L         Director's    Offtce,     Office    of    Inspection    and    Enforcement 
3pp         17913   OOB         24X   Fiche    30-313,  G3/04/04,  B3041  1O6B6 

830304002!     !E    Info    Notice   83-21,     "Defective   Emergency    Use    Respirator     "' 
Svc    list   end 

JORDAN,  E   L         Division    of    Emergency    Preparedness    !•   Engineering 
Response    (Post    B30103)         B3/04/I3  Consul  Ida  ted    Edison   Co      of    Neui 

YdPli,     Inc         126pp          1B433    1S3         24X    Ficha    30-000,83/04/13,0303040021 

B303040023    IE    Infn  Notice   B3-22,     "DWR  Bafsty/Rellef   Valve    Failures    " 
Svc    list   encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   i  Engineering 
Response    (Post    830103)         B3/04/23  Consolidated    Edison   CD      of    New 

York,     Inc         H2pp          18393   089         24X   Fiche    30-OOD,  83/04/S2,  33030400S3; 


— 8309090492   Notice  of     Issuance    tc    availability    of    Amend    36    to 
Lletnie   DPR-61 

CHUTCHFIELD.  D  Operating    Reactors    Branch    3        83/03/02        Spp 

18361     139         E4X  Fiche' 90-H13, S3/03/O3, 8303090483 

S303160IB3  Application    for   amend    to  License    DPR-il , revis ing    Tech   Bpees 
re   pait-accldint    instrumentation. clarifying    definition   of 
containment    Integrity,  adding    neiu   containment    isolation  valv* 
Installed    b  adding    niu    limiting    conditions    for   operation 
COUNS1L.W  Q   .    SEARS, C   F        Connecticut    Yankee   Atomic   Power   Co 
93/03/02        CRUTCHFIELD, D        Operating    Reactors   Branch    3        2pp 
1S44S    136         24X    Fiche    SO-213, 83/03/02, B3OS1601B3 

— 8303160189   Propo»«d    Tech    Spec    re    post-accident    instrumentation, 
clarifying    definition    of    containment    integrity,  adding    neui 
containmunt    isolation   valve    ln«talled    t>  adding    neu    limiting 
conditions    for    operation 

«      Connecticut    Yankee   Atomic    Power   Co        B3/03/02        BBpp 
1B443    13B        24X   Fiche    30-313, 83/OS/02.  B303160183 

S303090404   Commsnts    on  B21229    Itr    re   rav   of    procedures   concerning    river 
flooding    &   shutdown    outside    control    room    (SEP   Topics 
II-a,  B    1    (.  VII-3)    Topics   resolved 

CDUNBIL.  W  0  i  BEARB.C  F  Connecticut  Yankee  Atomic  Poutr  CD 
83/03/03  CRUTCHFIELD,  D  Operating  Jleaetors  Branch  3  Spp 
1B342'361  24X  Fiche  30-213.83/03/03,0303090404 

B305090639  Oenerlc    Ltr    B3-ZO   to   all    operating   reactor    lleentees   d 
holders    of   CPi    r»    incegrated    scheduling    for    Implementation 
of   plant    mod*    Bvc    list    me  1 

EIBENHUT.  D.  0       Civilian  of  Licensing        83/05/09  Consol Idatttf 

Edison   Co      of   Neut  York,     Inc         16pp         106B7    133        24X 
FiehB    30-000.  B3/03/09. 8303090639 

B303230310   Application    to   amend    Licenses    DPR-61,  BPR-21    ti  DPR-63 
deleting    830630  deadline    data    for    conPormance   w/flnal    rule 
IOCFRSO  49  removing    requirement    FOP    central    tnulptnent 
tLualiflcatlon   file 

COUNS1L.W  0,.    8EAR8,C,F.       Northeast   Nuclear   Energy   Co      <iub»      of 
North«a*t   Utllltlef),       COUNBILi  W  0        Connecticut   Yankee  Atomic    Pouier 
Co        83/03/18        CLARK. R  A        Operating    Reactor*    Branch   3. 
CRUTCHFIELD, D        Operating    Reactors   Branch    3        Spp         183BB  278        24X 
Flehe    30-000,  B3/O3/18,  8303B30310 

—8303380318  Proposed    Tech    Bpee    changes    deleting    B2Q630  deadline    for 
environ    o.ual  It Icatlon    of    electrical    equipment 
*     Northeast   Nuclear   Energy   Co      dubs,    of  Northeast  Utilities). 
B3/03/1B        7pp         1S3B8-2B1         B4X  FichB    30-000.83/03/18,8303230310 

B303230276  Forwards ""Control    of   Heavy    Load*    (C-10)    Haddam  Neck    Plant," 
tTfft    technical    evaluation    rept   Response    within   60   days    of 
receipt   of    Hr    requested 
CRUTCHFIELD, D        Operating    Reactor*    Branch    3.       83/03/19       COUNSIL.WQ 

Connecticut   Yankee   Atomic    Poiuer   Co.       3pp         IB339  006        24X 
Fiehe'  30-213,83/05/19,8303230376 


--B309S302B4    "Control    of    Heavy    Loads    (C-tO)    Haddam  Nee*   Plant 
technical   evaluation  rept. 
BOMBEROER.C    ,    AHMED, N        Franklin    Institute/Franklin  Research 
Center        NRC-03-S1-130        TER-C3306-33B  DRFT        B3/OH/13 
CLEMENBQN.F        NRC    -  No   Detailed   Affiliation   Oiven.       33pp 
1B339   OOB.        84X   Fiche    30-213,83/05/19,8303230276 


draft 


8303040023    IE   Info  Notice   83-23,     "Inop*ranU   Containment  Atmc-sphere 
Sensing    Sys    "   Bvc    list   encl 

JORDAN, E  L        Diviiion    of   Emergency   Preparedness    d  Engineering 
Reiponte    (Post   B30103)         83/04/23  Consul idateJ    Edison   Co      of    Neu 

York.     Inc          H9pp         1B361    291         24X   Fiche    30-000,  B3/04/S3, 8303040023 

B303S70224    "Steam  Generator   Tube    Insp   Rept    tor    I9Q3  Refueling    Outage    " 
H/B30304    Itr 

ORAVE8.R    H         Connecticut    Yankee   Atomic    Power   Co         83/04/23 
ALLAN, J   M         Region    1,     Office    of    Director          I9pp          1 B637    E13         24X 
Fiche    30-213, B3/04/23, B303270224 

8303030393  Ack    receipt    of  830407    Itr    Informing  NRC    of    steps    token    to 
correct  violations   noted    in    IE    Insp   ficpt    30-313/83-06 
MARTIN, T  T        Division   of  Engineering    &  Technical    Programs        S3/04/2A 

COUNSIL.W  0        Connecticut   Yankee   Atomic  Power   Co         lp         1B274    113 
24X   Fiche    30-213,83/04/36,8303020395 

— -B30S020399   Responds    to    NRC    B3030B    Itr    re    violations    noted    in     IE    Imp 
Rept   30~313/83-06  Corrective   actions    cure    time    for    drums   of 
solidified   waste    increased    to   7   days   b   independent    check    for 
residual   water    performed 

COUNSILrH  0       Connecticut   Yankee   Atomic   Pouer   Co        83/04/O7 
ALLAN,  J   M         Region    1.     Office    Of    Director         4pp         10374    lid,         24X 
F 1 C  he    30-213, 83/04/26,  B303020373 ' 

B303040026    IE   Info   Notice   83-24,     "Looia   Parts    In  SecoEidary    Side    of 
Steam  Generators   at  PURs    "   Svc    list   and 

JORDAN, E  I-        Division   nf   Emergency   Preparedresi  ''  engineering 
Response    {Past   830103)        B3/O4/2B  Consolidated  Edison  Co      of   Neu 

York,     Inc         MSpp         1B3B2   O47         24X   Ficho    30-000,  B3/04/26, 83O301O026 

8303040027  IE    Info  Notice  B3-25,     "Standby   Oas    Treatment  By i   Heater   High 
Teinp   Trip   Setpolnt  Adjustment    "   Svc    list   encl 

JORDAN, E  L        Division   of  Emergency   Preparedness  %  Engineering 
Response    (Post  B3O103)        B3/D4/SB  Consolidated  Edison  Co      of    New 

York,     Inc         118pp         18382    163         B4X   Flche    30-000,63X04/28,8303040027 

8303040028  IE   Info  Notice   83-26,     "Failure   of  Safety/Relief    Valve 
Discharge   Line   Vacuum  Breakers    "   Svc    list    encl 

JORDAN, E,  L        Division   of  Emergency   Preparedness  &  Engineering 
Response    (Post  830103)        83/O3/03  Consolidated  Edison  Co,     of   Neui 

York,     Inc         122pp         1B441     170         24X   Fiche    3O-000,  B3/O3/03.  B3O3040039 

8303040030  IE   Info   Notice  B3-S7,     "Operational    Response    to   Eventi 
Concerning   Deliberate  Acts   Directed    Against   Plant 
Equipment    "   Bvc    list    end 

JORDANiE  L        Division   of  Emergency  Preparedness   &  Engineering 
Response    (Post  830103)        B3/03/04  Consolidated   Edison  Co,     of   Neiu 

YofKt     Inc        112pp        183B2  2B2        24X   FIchB   30-000.83/03/04,8303040030 

8303040031  IE   Info   Notice  63-2B,     "Criteria    for  Protective   Action 
Recommendations    for  Oener'l   Emergencies    "   Bvc    ll*t   end 
JORDAN, E  L.       Division   of  Emergency   Preparedness   &  Engineering 
Response    (Post   B3D103)        83/03/04  Consolidated   Edi*on  Co      of    Neui 
York,     Inc        119pp        18441    001        24X  Ftche   3O-OOD,  83/03/04, 830304O031 

8303040033   IE   Info  Notice  93-29,     "Fuel    Binding   Caused    by  Fuel    Rack 
Deformation   "   Svc    list    encl 

JORDAN.E,  L        Diviiion   of  Emergency   Preparedness   &  Engineering 
Responia    (Post   B30103)        B3/03/06  Consolldatad   EdHon  Co      of    Neui 

York,     Inc,       113pp        IB323  24B        S4X   Fiche   30-OQO,  83/03/06, 8303040033 
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6303190305    Respond*    to     Items     1.2   i    4    of     IE   Bulletin   S2-Q2    ft 
degradation    of    threaded    fastener*    in   RCPB.  per    KftC   820&Q2 
request   plaint    procedures   t.   QA  measurs*    imp  lemantod   Four 
steam  generator    manway    studs   u/linear    indications    replaced 
COLFfJSIL.  WQ         Connecticut    Yankee    Morale    Pauer    Co         B3/O3/JO 
ALt-AN,  J   M         Region     1,     Office    o*    Director         4pp          18301    079         24X 
Fithe    30-313.93/03/10,  B3Q319Q30S 

B303Q40034     IE    Info   Notice    B3--30,     "Misapplication    of    Generic    En*ri«ncv 
Operating    Procedure*    I  EOF )    Qulflelinea    "    Svc    list   end 
•JORDAN. E   L        Division    of   Emergentij    Preparedness   *•  Eng  1  tieerl  no. 
Response     (Post    B30103)          B3/O3/11  Consolidated    Edison   Co      of    New 

YOT-fc.     Inc          I14pf>          16384   OO3         24X    Flc^ia    30-000,  B3/O3/1 1.  B303Q40O34 


830&200c,OB   Forwards    LER    B3-OOS/03L-Q 

OHAVESjR  H        Connecticut    Yankee   Atomic    Power   Co        B3/O3/13 
ALLAH,  J  H        Region    1'     Office    of    Director         Ip         18326  042 
FUha    SO-H13,  83/03/12,  B303SOOA08 


—6303200701    H.EH   83-QQB/03L-0    on   B304I4.  increase    on    condenser    air 
radiation  monitor    indicated    primary    to    aecondary    steam 
generator    leaks    Cause    milt    be    Identified    &    steam    generator 
tube    repaired    during    neit    scheduled   refueling    outage 
WATER S, J  J        Connecticut    Yankee  Atomic    Power   Co        93/03/12 
Region    1.    Office    of    Director         Ip         1  BS96  043        34X 
Flche    30-213,  83/03/12,  B3032006OB 


B305290497    Forward!    IE    ln»p    Reft    30-213/B3-12   on    930411-14   No 
nnncarop  1  lance    no  tad 

STARQSTFCKl.R  Division  of  Project  t,  Resident  Programs  63/03/11 
COUMSILiU  G  Connecticut  Vjnlcee  Atomic  Poiuer  Co  2pp  IBS-SB  235 
SIX  Fiche  30-213,  B3/O3/1I.B303230'1I?7 

—  B3032303O4    IE    Insp    Kept    30-213/03-12    on  B30411-11    No    noncotnp  I  (ant* 

tinted   Major   areas    inspected      licensee  actions    talon    to 
comply    u/requi  cement  5    de-icrlhed     in    NUREC-0737.  I  tarn    tl    B    2, 
"Design   Revl&u  of   Plant   Shielding    " 

BAUNACK.H   H   ,     EAPEN.J*   K    .     PLtECO,  L   R  Region    1,     Office    Of 

Director         B3/O3/10         9pp          1B383   237  24X   Flche    3O-213,  B3/OS/1  1  . 
B30329O497 

B30S230307    Forward!    IE    Imp    Rupt    30-213/H3-O9    on   330307-0110.  No 
noncomp  1  lance   noted 

BTAROSTECl't.R  DfvUion  of  Project  6  Resident  Programs  B3/03/13 
COUNSIL.W  S  Connecticut  Yankes  Ahumic  Power  Co,  3pp  1B572  033 
24X  Fiche  50-213,  B3/09/13r  B3033303O7 


—  B30323030?    IE    Insp    Rspt    30-313/B3-01?   on   B30307-0410   No    noticompllancs 
rtotsd  dajor  araai    inspecteif    plant    aperat  1  on«,  ravleu   of 
periodic    t-  special    repts,  shift    log*   &  operating    recordf> 
iiirveillance   activities   &    phi/«iefll    security 

SEOELDHSKIiT   H         Rejion    1,     QCfic*    of    Director         ELBASSER,  T    C 
Division    or    Project    &   Resident   PT  age-ami,         93/03/12         Kpp 
13393   037         24K   Fiche    50-213,  B3/05/13.  B3032503O7 

S303040040    IE    Inf-o   Notice    B3-3I.     "Error    in   iftDLPIPE  Corrputer   Program    " 
Svc    list    encl 

JORDAN.  E   L        Division   of    Emergency  Preparednass   t,   Engineering 
Reipnnse    (Post   83O103)        B3/05/19  Coniolidated    Edison   Co      of   New 

Yorlr,     Inc          I14flp          1BA97   007         34  X    Ftche    SO-OOO,  33/O5/  19,  B3030400«0 


0305330960  Ack    receipt    of   930904    Ltr    Informing   NRC    of    steps    taken    to 
cot-rect   violotlopis   noted    in    IE   In«p    Hept   80-213/83-07 
BELLAHV-R   H        Division    of   Enoineerlno   6  Technical    Programs 
B3/03/2O         COUNCIL,  UO         Connecticut    yank*)*    Atomic    Pouer    CD         2pp 
1B39B    16O         24X    Flcne    30-313,  S3/03/20.  B303230S60 

—63092303*5  Responds    to   HHC  830403   Itr   re   violations   note*    In    IE    Insp 

R8pt   3O-213/83-07  Corrsttlve   actions   appropriate  praceiJuns 

mill    be    revli«d    tiy   B3O&01    to    Include   operational  IB  t  points    tt 
high   radiation   areas    will    be    reketjed 

CQUN3IL,H   G         Connecticut    Yankee    Atomic    Pauer    Co  B3/05/04 

MAflTIN,  T  T        Division    of   Engineering   V  Technical  Program.       3pp. 
193SB    IBB         S4X    FUhe    30-313,  93/05/2O,  B3-05asOSiO 

B30-304004i    IE    Info   Notice.    83-33,     "NonvepTBientatl  vo    Sampling    of 
Contaminated   Gil    "   Svc    list    «ncl 

JORDAN.  E   L        Division  of    Emergency   Pre>paredn,»n   &   Engineering 
Retponie    (Past   830103J         B3/09/36  Canaol  idateil    Ellison   Co       of   Ncu 

York,     Inc          114p(>          1B647   007         24X    Fiche    30-000,63/03/26,8303040044, 

R      Periodic    operating    reports   t,    rtlated    carreipandence 

8303270224    "Steam    Generator    Tube    Insp    Kept    for    1983   Refueling    Outage     " 
U/S30304    Itr 

GRAVES,  R    H         Connecticut    Vankee    Atomic    Pouer    Co         33/04/23 
ALLAN,  J  tf       Region    1,    Office   of   Director         17po         I  B637    213        24X 
Flche    30-213,  B3/-01/2S,  8303870224 


DOCKET    30-269   OVSTEfl    CRtEK    NUCLEAR    POUER    PLANT 

F      Security,     medical,     eme-rgencij    t    fire    protection    plans 

8303030022   Forwards    status,  de-acr  1  ption  b    schedule    For   rasBting 
requirements    re    em»i-g«ncij    raspc-nse   capab  1 1  Itles,  per   fienerlc 
Ltr    8H-33    IBVffl     1     to    NUrtE<J-O737> 
FlEDLERiP    D        General    Public    Utilities    -    QPU  Service   Corp         83/04/13 

EISENHUT, D   0          Division    of    Licensing          17pp          18312    118         24 X 
Flche    30-219j B3/O4/13,  B3O3O30022 

B303030365   Forwards    Fiav    3    to    security   officer    training    &   qualification 
plan  Rev   withheld    (ref    IOCFRS   790) 
FIEDLER. P    B        Sunel-al    Public    Utilities    -   CPU  Service   Corp         83/04/86 

CmjrCHFlELD.D        Operating    Reactors   Branch    3        Ip         1B306  213.       24X 
Flche    30-217.  S3/04/2&.  8303030363 

63QS1<?0240   Forwj.cdn    IE    Insp    Kept    3Q-219/B3-09   on   B3030B-0404   &   notlci 
of   v lola t  i  on 

STARD5TECKI.R         Division    of    Project  &  Resident   Programs        BG/03/03, 
FJEDLER.P    D         General    Public    Utilities    -   QPU  Service    Corp         3pp 
1SBOI    247         24X    F  i  c  hn-  30-219,  B3/O3/03,  B3O5190540 

— 8303190243  Notice    of   violation    Prom    Inso    on   B3O30B-0404   Safoouards 
info   d-e  1  eted 

*      Region    1,     Office    of    Director        B3/03/Q3        Ip         18301    349        24X 
Flche     30-21"?,  P3/03/03,  S3OSI90atO 

--B30319oaii    IE    Inap    Rept    50-219/33-08   on    B3030B-0404    Noncomp 1  lance 
noted    violation    of    security    plan   provisions   Safeguards    Info 
d* 1 ated 

COUOILL,C    ,     THDHAH,  J    ,     KEFHI&, R   R         Region    1,     Office    of    Director 
93/04/28         12pp         1B30I-S30        E4X  Fiche    3O-219, B3/03/OS, B303190260, 

0303110009   Comments    an   aduqujcg    of    Inplenentatlan   of    NUREO-0737, Ittm 
III    A  S    1,     "EitiB-rg«ncy    Praparadnessi  Upgrade    emerflencij    Plans 
to   App    E, 10CFR30    "    Offslte    d   onslte   emergency    preparedness 
adequate 

CRUTCHF1ELO,  D         Dp«f*ting    Rtfactors    Branch    5         B3/03/O9         FIEDLER, P.  B. 
General    Public    Utilities    -    QPU  Service    Corp        3pp         1B409, O23        24X 
Flch«    30-219.  B3/OS/09.830S1 1000-9 

6303110031   Generic    Ltr   B3-Z1    bo    all    licensees    of    operating    reactors, 
applicant!    for    OL-j    ti   ^oldeTS    of    CPs   re    clarification    of 
accBii    to    control    pracidurn    tor    law   enforcement   visits 
Svc    1 1st    encl 

EIEENHUT.J?  0        Division    of    Licensing        83/OB/ll  Contallifated 

Edlion    Ca       Of    Neui    York,      Inc  lipp          1834O    O93         SQX 

Flcha    SO-000,B3/O3/li,a30BllO034 


O      Adjudlcatorg    c orr ttpondene  • 


B303B4033A  Affidavit    of    RE   Rooan    confirming    utll    commitment    to   activate 
emergency    operation*    facility    k    staff    Pacility    u/emeraency 
support    director    uithiTt    t    h    of    slti   jraa    or    general 
•mergency    notification    or    declaration 

FJOOAN.R  E        Oeneral    Public    Utilities   -   GPU   Service   Corp         B3/03/20 
4pp          LB376    OS7          24 X    Flche    3O-000, 83/03/HOi 8303310336 


1      Financ  ial    information 


S     Repartable    occurrence*.    LERs   &   related    correspondence 

B305330430   Forward!    engineering    evaluation   rept,     "Degradation    of 
B«fetv-Relat«a   Batteries    DUB    to   Cfacking    of    Battery    Cell 
Caies  i/or    Othtr  Possible    Aging-Related   M*ehjnl*ms    "    Aging 
factors  not   considered    in    implemented    re-placement    crfterl* 
ASHE.F        Reactor  Operatjuni   Analysts   Branch        B3/04/IB        8EVFRIT,K    V 

R»actgr    Oper4tloni    Analijii*   urjineh        Epp         1B343  336        24X 
Fiche   30-000,  B3/04/1B,  B30D 230430 

— 8303230441    "D»gr*.J*tlan   of    B»fetij-Rel« ted   Dstterfes    Due    to   Cracfcino    of 
B*tterv   Celt   Cuts   (,/or   Other  Poislble   Aglno-Reletadi 
Michaniinn,  "   englnevrlng    ivaluatlan    rept  LER)    re 
iafatij-relat«d   b«ttery    dsj-radatian   r*vl«ujerf. 

ABHE,F        Reactor   Operatloni   Anjili/sll    Branch,       83/04/1B        Dpp. 
19343  3!B        24X  fiche   30-000.  B3/04/ IB,  B303230430 


8309020465  Annual    Financial    Rept    19B2 

KUHNB.H  O    ,     DIECKAMP.H        General    Public    Utilities    -  GPU  Service   Corp, 
83/03/03         40pp  1BB8I-07Z         ElKFIchB    SO-219, 83/04/27,  B3030H0461 


J     Insurance   b   lni)*mnltij    information 


B 303230 037  Foruarde    EndoraemBnt   97    to  NELIA   Policy    NF-164 

OERETV.H  F  General  Public  Utilities  -  GPU  Service  Corp  B3/O9/16 
SALTZMAN.J,  Antitrust  h  economic  analysis  Branch  (Utility  Finance) 
2pp  IB339  192  24X  Flche  30-319,  S3/O3/16. B303230037 
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P      Operating    license    stage    documents    &    correspondence 

83O31709SB   Submits    status    of    analysis    of   Mark    I    containment    torus-to- 
drymell    vacuum    breaker    valves    for    condensation    oscillation   & 
chugging    loads    &   util    proposed    schedule    for    completion  Final 
analysis    scheduled    for    8309O1 
FIEDLER, P    D         General    Public    Utilities    -    QPU   Service    Corp         63/O5/11 

EIBENHUT, D   Q         Division    of    Licensing         2pp          1S46B    133         SIX 
Fiche    30"219.  80/39/11,8303170338 

B3O3230403  Forwards    info    on    costs    incurred    from   backflttlng    b   upjrading 
faci 11  tie*. per    8303 1O    raquest    Hods    categorized    NRC-reo.uIred  . 
TMI-l«*stm*    learned    or    utll-initiated 

DIECKAMP.H        General    Public    Utilities    -  GPU  Service   Corp        B3/03/OB 
TOURTELLOTTE.  J         Regulatory    Reform    Task    Force         ?pp         1B376    318         34X 
Flche    80-000,  83/O3/OB, 8303230402 


B30931010B   Forwards    request    for    add!  info    on     In-plant     safety    relief 

valve    tests    lu/V-quencher    device    to  determine    adequacy    of 

hy drodynamic    load    specs    as    part    of  Mart     J     long-term    program 
Response   lutthin  30   days   requested 

CRUTCHFIELD,  D         Operating    Reactors  Branch     5         B3/O3/27         FIEDLER,  P    D 
General    Public    Utilities    -   GPU   Service    Corp          3pp          1B&SB    OoO         24X 
Fiche    50-219, 83/05/27,  B309310108 

6303310213  Forwards    safety   evaluation    oF    util    B3032B    response     to 
NUREO-0737.  Item    II    K   3   21,     "Core    Sprat|     !•    LPCI    Sya    LOLJ   Level 
Initiation    "  Proposed   mod   designs   acceptable 

CRUrCHFlELD,  D         Operating    Reactors    Branch     3         83/05/27         FIEDLER,  P    B 
Oe-nsral    Public    Utilities    -   GPU   Service    Corp          4pp          1B&99    142         24X 
Fiche    30-217.  83/09/27. B305310213 


Q      [inspection   reports.     IE  Bulletins   1   correspondence 


S303230720  Forwards    list    of    utili    responding    to   requests    for    coat 
figures    on    backflttlng 

TOURTELLDTTE,  J        Regulatory    Reform  Task    Force        83/Ofl/lI 
PALLADINO.N  J        Comml  ss  loners        Hpp         10343  272        B4X 
Flche    90-000.83/04/11,8303330720 

3303020913  Grants    exemption    From   fee   requirnments    for   B3021  1 
application    for    amend    to   License    DPR-16.  de  lettng 
nonradiolog  leal    uater    quality    condition*   Reimbursement 
forthcoming 

MILLER,  W  O,       License   Fee   Management    Branch        83/04/29        FIEDLER,  P   D 
Oenvral    Public    Utilities    -  CPU  Service    Corp         lp         10334  334        24X 
Flche    30-217.83/04/23,8303030313 

8303020342  Forwards    plant-specific    responses    to    six   NRC   questions   re 
»»fety/rellef    valv»    testing    (  NUfIEO-0737    Item    II    D    l),per 
021217   request    Safety/relief    valve    discharge    piping    utilizes 
V  quencher   u/sparger    at    di»charoe    pipe    silt 
FIEDLER,  P    B         Qoneral    Public    Utilities    -   OPU   Service.    Corp          93/04/27 

CRUTCHFIELD,  D        Operating    Reactors    Branch    5        21pp         18274    038       24X 
Flche    30-219,  B3/04/27i  0303020362 

8303020433  Generic    Ctr    83-19   to   all    power    reactor   d    testing    licensees 
r*   new  procedures    for    providing    public    notice    concerning 
Issuance    et   amend*    to    OLs   Bvc    Hit    end 

EIBENHUT,  D   0        Division    of   Licensing        83/03/02  Consolidated 

Edison   Co      of    New  York,     Inc         30pp         1Q441    ISO        SIX 
Fiche    30-000,83/03/02,8303020433 

8305040474    Inform*    that    analysis    of    aircraft    traffic    for    facility    per 
lnt«grated    asteisment    rept    <NUREQ-QB23)    follouiup    accept*ble. 
CRUTCHFIEtDiD,        Operating    Reactori    Branch    3         83/03/03         FIEQ-LER'H    D 
Oeniral    Public    Utilities    -  OPU  Service   Corp,       2pp        18319  313        E4X 
Fleho    30-319,  03/03/03,03030-10174 

B30S110374   Foruards    «ddl    info   re   NUREQ-0737,  I  tgms    II   F    1    4,11    F    1    3  & 
II   F    1    b   concerning    containment    pressure,  water    level   & 
hydrogen   monl  tor-s,  r««pec  tivaly,  per   B30106   request  No 
abstructiont   would    privant    hydrogen    from   escaping    from  core 
FIEDLER,  P   0        General    Public    Utilities    -  OPU  Service   Corp 


CRUTCHFIGLD,  D        Operating    Reactor*    Branch    9 
Flche'  30-219,  83/03/06,  S3031  10374 


Bpp 


1B406  B79        24X 


B309090639   Generic    Ltr    83-20    to   all    operating    reactor    licensee)    & 
holder*    of    CPi    re    integrated    scheduling    for    lntpl«ninntatlon 
of  plant  mods.Svc    Hit   end 

EISGNHUT,  D  O.       UivUion    of   Licensing        S3/O3/09  Con*alldated 

Edison   Co      of   Ntw  York,     Inc         lApp         18627    193        E4K 
Flche    30-000,83/03/09,8303090499 


B212OA03BS    IE    Info   Notice   63-14,     "Dewaterod    apent    Ion   Eichange    Ream 
Susceptibility    to   Exothermic    Chemical    Reaction     "    SVC     list 
oncl 

TAYLOR,  J  M        Division    of  Safeguards    fc    Inspection    Programs    (Post 
83O103)        B3/O3/31  Consolidated    Edison   Co      of    Neu  Vork,      Inc 

I12pp         1B30B   31?        24X   Flche    30-OOO,  B3/03/2  I.  BS1  3040383 

8303O40021    IE    Info  Notice   63-21.     "Defective    Emergency    Uae   ResplTatol-    " 
Svc    list   end 

JORDAN, E  L        Division   of  Emergency   Preparedness    &    Engineering 
Response    (Post   330103)         B3/04/13  Consol  Itfated    Edison    Co-       of    Neu 

York.     Inc         126pp         1B433    133         24K   fiche    SO-OOO,  93/04/13, 83O3O4OO21 

B3O3O40023    IE    Info   Notice    83-22,     "BUR   Saf  0  ty  /Rel  ie*    Valve    Failures     " 

8vc    list  enel 

JORDAN, E  L        Division   of   Emergency  Preparedneia    *•   Engineering 
Rtaponse    (Post   B30103!         63/04/22  Consolidated    Edison    Co       of    Neu 

Yort,     Inc          ItSpp          IB3B3   OB9         24X    Flcfie    30-000.83/04/22.8303040033 

B3050401B4    Notification    of    significant     licensee    830512   meeting     in 
Forked   River, NJ   to    discuss    results    of    SALP 

TRIPP.L  E  Division  of  Project  ti  Resident  Programs  B3/O4/3S 
Division  of  Project  &  Resident  Programs  lp  1S326  336  24X 
Flche  30-219,03/04/23,  83030401B4 

83O3040023    IE    Info  Notice   63-23,     "Inoperable    Containment  Atmosphere 
Ssniinj    BIJS    "    3vc     Hit    end 

JORDAN.  E  L        Division   of   Emergency   Preparednest   &   Engineering 
Re»ponsH    (Po«t    B30103I         63/04/29  Consolidated    Edison   Co       of    Hey 

York,     Inc         119pp         1B3B1    291         24X   Flche    30-000,  B3/O4/23- 8303040035 

S3O304O03&   IE    Info  Notice   B3-24,     "Loose    Parts    In    Secondary    Bid*    of 
Si  earn  Generators   at   PURs    "   Svc    list    end 

JORDAN, E  L        Division   of   Emergency   Preparedness    &  Engineer  inn 
Response    (Post    830103)         B3/Q4/38  Con^o  1  Ida  ted    £dl«<m    Co        of    Meui 

York-     Inc         119pp         1B382   047         24X   Fiche    SQ-QGO.  B3/O4/28,  B3O3O4O026 

B303040027    IE    Info  Notice   63-25,     "Standby    Qfls    Treatment  Sya   Heater    High 
TefflP    Trip   Betpolnt  Adjustment    "   Svc    list    cncl 

JOHDANiE  L        Division   of  Emergency  Preparedness    ft   Engineering 
n*»ponse    (Post   6301O3)        B3/04/38  Cona-ol [dated    Edison   Co       of    Neui 

York,     (nc          HBpp         1Q383    163         SIX   Flche    5Q-000,  S3/04/3B.  83O3O1OO27 

83O301O020   IE   Info  Notice  83-26,     "Failure    at    Saf  *  ti)/He  1  ief    Valva 
Discharge   Line   Vacuum  Breakers    "   Svc    list    *ncl 
JORDAN,  E  L        Division   of  Emergency   Preparednan    t<  Engineering 
R»*ponse    (Post    830103)         83/03/03  Consolidated    ErfUon    Co        of    Mem 

York.     Inc         122pp         18441     170         B4XFIcho    SO-000,  B3/O3/03,  63O3QflOQ>2B 


B3051B0433  Forward*    safety    evaluation   re    BUR   Dinners    Oroup   B01S3Q 
r»»pan*e    to  NUREO-0737i  I  tern    II    K, 3  43,     "Depressuri latlon 
W/Other    Tn»n  Automatic    Depressuri ration   Syi    "   No   mod* 
required 

CFHJTCHP1EUD,  D        Operating    Reactor*    Branch    3        83/08/17,      FIEDLER.  P,  H 
Oeneral    Public    UtlUtlt*    -  OPU  Service    Corp        Bpp        1B4B6:  173        24X 
Flche   90-219,83/03/17,8309180133 

—93031804.4.0   Safety    evaluation    of   BUR   Ouners   Group    generic   reiponto    bo 
NUREO-0737i  Item    U.K. 3, 43-     "D»pres*urli»tlon  W/Other   Than 
Automatic    Depr««*uriiat Ion   Su»    "   No  mods    required 
«     Operating   R*«ctor*   Branch   9       83/03/17       4pp.      18486   177       24X 
Fiche    30-317,83/03/17, 8303IB0433 

B3092700B2  Update*    630413    1 tr    re    installation  b   operablllty    of    po*t- 
aecldint    tampllng    *y*    per   NUREO-0737i Item    II    B   3   Item* 
agreed   upon  at  830012  meeting    lifted,  Installation  work  ulll 
be  completed   during   current   refueling   outage. 
FIEDLER, P   B        Oeneral    Public   Utilltis*    -  OPU  B.rvlce   Corp        83/03/20 

E18ENHUT.D.  0.       Division    of   LUttlllnfl        2pp         18638  SB?        24 X 
Fi-ch.-  30-219,  83/03/20,  83032700B2 


6303040030  IE    Info  Notice   B3-27,     "Operational    Response    to   Event* 
Concerning   Deliberate  Acts   Directed   Against    Plant 

Equipment    "   Svc    list    (nil 

JORDAN.E  L        Division   of  Emergency  Preparedness    *•   Engineering 
Response    (Po*t   830103)        83/05/04  Consolidated    Edison   CD.     of    Hsu 

York.     Inc         118pp         IflSBS   2S2         24X   Fie  h  ".  3O-OOD',  83/05/04,  S3Q304003O 

6303040031  IE   Info  Notice   63-29,     "Criteria    for    Protective  Action 
RBCtunmsndatlons    for  General    Emergencies    "    Svc    list    end 
JDSDANiE  L        Divl*ion   of   Emergenci;  Preparedne**    V  Engineering 
Response    (Pott   830103)        83/O9/04  Consolidated   Edlsan   Co       of   Meni 
York,     Ini        ll<7pp        18441    001        24X  Flche    3O-OOO,  B3/O3/04,  B3O304O031, 

8305190260  Forward*    IE   Intf  Rtpt    30-217/83-08    on   83030B-04O-1  t>    notice 
of    violation 

8TAROSTECKI,  R        Division   of  Project  fc  Resident   Program*,       63/OS/05 
FIEDLERiP  D        General   Public   UtllltiK*   -    GPU  Service    Corp        3pp 
1BBO1    217        24X  Flche   30-219i  B3/03/03,  B30319O260 

--B303190B63  Notice   of   violation   from    Insp    on    B3030B-0404.  Safegirarils 
info   deleted 

*      Region    l<    Office   of  Director        B3/O3/OS         lp          18301,34"?        Z4X 
Fich«   30-21?.  83/03/03,  8303190260, 
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— 8303190364    IE    Insp    Rept    50~219/83-OB    on    (330303-0401    Noncomp 1  lane B 
noted   violation    of    seciirjty    plan    provisions    Safeguards    info 
deleted 

COWOILL,  C    ,     THQMAS.J    ,     KEIttie.R    R         Rcjton    1.     Office    of    Director 
93/04/28         ISff          18301    850         SIX    Flcfia    30-S1 9.  B3/Q3/O3,  9303170360 

S303040033    IE    Info    Notice    93-29,     "Fail    Binding    Cau»ad    by    Put  I    Hat* 
HBf  ormat  ion   "    Sue    Hit    end 

JQftDAN.E  L        Division    of  Emergent!)    Preparodiiesi    fc  Engineering 
Re*ponse     (Past   S301O3)         83/O3/OA  Consolidated    Edison    Co      of    WiU 

York,     Jnc          U3pp          IB323   24B         24JC   Ficfte    50-000, 93/OS/06,  B30304QO33 

B30SI60018  Ack    receipt   of    B30423    Itr    informing   NRC   of    steps    taken    to 
correct  violations   noted    In    IE    Insp    Rept    30-3I7/B2-24 
MRTIN.T  T        Division   of  En<j  1  near!  nj    t    Technical    Prooram*        83/03/10 
FIEDLER. P   3        General    Public    Utilities    -  GPU  Service    Corp         Ip 
18493   338         SIX   Fiche    30-219,  B3/Q3/ 10.  B303I6001B 

— B3-0S160023   RasRondB    to   NHC  H30321?    Itr    re    violations   noted    in    IE    Inep 
Rept  30-2I9/B2-24  Corrective   actions    radio  log  1  cat    controls 
personnel    uUl    do    ral  nitrite  tad   t   request    for   fueasura-nent 
procedures    sent    to  vendor   Completion    eioected    by   830S31 
FIEDLERS   0        Oineral    Public    Utilities    -  OPU   Service    Corp 
83/01/25        MARTIN, T   T        Division    of   Engineering   &  Technical 
Program         HDP          18432   339         24X    Fichu    30-219,  Q3/05/IO.  8303160010 

8303040034    IE   Info   Notice    83-3Q,     "Misapplication    of   Generic    Emergency 
Operating    Procedures    (COP)    Guidelines    "    Svc    Hit   enc  1 
JGRDANpE  U        Division    of   Emergency   Preparednen    (•  Engineering 
Response    (Pott   630103)        B3/O3/I1  Consolidated   Edison   Co      of    Neu> 

Vori,     Ine          IHpp          1B324   O03         24X    Fichu    30-COOi  83/O3/I1.  B3Q304QO34 

B3092S039]    Forwardi    tE    Imp   Rept   90-219/83-03  on   930314-tB.  0301-04, 
Sl-22,24  f-   SB  No   noneojnpllanc  e   noted 

HAftTIN.T  T        Division    oF  Engineering   &  Technical    Program*        83/03/12 
FIEDLER.P   B        Gineral   Public    Utilities    -  OPU  SffrvU*    Corp        2pp 
18393   047         24X   FlchiB    90-219,93/09/1218303230291 

— 83O3BS0293    IE    Imp   Rept    3O-2W/B3-05   on  330214-19.  0301-04. 21-33. 24   t 
SB  Ho  noncompllance   noted   tfajor    area*    InapettinJ    Iniervice 
Insp  activities  Including    program   (•   procedure    review  b 
llcenieB    respcnie    to    IE  Bulletin   aa-03 

hC8HEAflTV.fi   A  ,     DURRjJ  P        Region    1,    Office    of    Director        83/05/03 
6f>p         16S9S   069         24X    Picne    30-519,93/03/12,8303230291 

9305EQ03QO  F-oruards    reiponia    to    IE   Dullatln    B0-t3i     "Cracking    in  Core 
Spray  Spargers    "   Augmented    Insp    program    Include!    in-vosiel 
•  lam   oF  annul  us   piping   &    sparger    asaemt)  1 1  es   tij    combination 
of    remote   viiiiaS.  ul traionlc    ft   air    testing    tBchniq,u«» 
FIEDLER.P    D         General    Public    Utilities    -    CPU   Service    Corp         H3/0&/13 

Region    I.    Of  fits    of   Director         13po         1831-1   01 B        24X 
Fit  he    30-219,03/05/13,0309200300, 

3303040040   IE    Info  Notice    03-31,     "Error    in   ADLPIPE  Computer   Program   " 
Bvc    1 l*t   encl 

JORDAM^E  L        Divltion   of   Emergnncij    Preparedneii   h  EnglnBerlng 
Raipatue    (Poit  830103}        G3/03/19  Cotnol idated   Edison  Co      of    Mem 

York,     Inc          1  Upp          1B697   009         34X    TiEhB    30-000.  Q3/03/t9,  B30304004O 


S      ffeportable    Dccurrences,    LERs    S   related    corraspondence 

B3 03230 573  Forward*    enginaering    evaluation    rapt,     "Crack i   Ei  L*«hi    In 
Small    Dlanetac   Piping    " 

ERDHNiE  J        Reactor   Operation!    Analysts   JJranch        B3/O4/19 
SEVFRIT.  K  V        Reactor    Operation*    Analysis    Branch         Ip         18941    342 
24X   Plche    3O-000,  53/04/1^,  H303S30S73 

— fi3Q9330f>l9    "Cracki    &   Laa  k  i    in    Small    Dlametar   Piping."    engiixering 
•valuation   re  fit   Small    pipe    leati   associated   ^/unanticipated 
vibration    proAlami    require    add  1    supporti    or    rerouting    of 
pip  ino 

BROWN,  E  J        ReactoT    Op«rationi    Analysis    Branch        83/04/1?        9pp 
18341    343         24X    FichO    50-000,83/04/19,8303230373 

8303030441    Foruiardt    LER    B3-OI4/01T-0  OB  tai  1  ed    event   analysis    end 

FIEDLER. P   D        General    Public    Utilities   -   OPU  Service   Corp        83/01 /SO 

Raci  ion    1.     Office:     of    Director          3pO          18306   324         24X 
Ficha    30-S19-.  B3/O4/20,  S3O3030441 

—8303030447   LER   B3-014/Q1T-Q    on   030404, des ion    deficiency    dl»covar*d    In 
heating    coll    control    circultrij    for    standby    g»e    treatment    tiji 
trains    Temporary    r-eifundant    power    feed    provldad    until 
permanent    mod    installed    during    current    maint   outage 
DICKINSaN^ A   C        General    Public    Utilitiei  -  OPU  9ervic«   Corp 
83/04/20  rteg-lon    t.    Offlca    of  Director         Ip         18306  327        24X 

Flche    30-219,  B3/04/3O, 830503044 1 

830302043"?   PNS-I-B3-00?    on   830427. bomb    threat    phoned    in    by    unidentified 
male   cal  ler,  Evacuation    initiated    Search    conducted    u/negative 
•findings    Normal    operations,    returned   Authorities    notified 
HAODEN.U    .     CODY,  A   T    ,     JOVMERi  J  H.       Region    1.    Office    of   Director 
B3/04/B7  Ip  19383    310         24X    FichB    30-219, 93/04/27,9303020439 

8305190072   PNO-I-03-Q3!    on    83OS16, vehi c le    ran   stop    lion   &   I  truck 
1  icentie -owned   van   carrying    radioactive,   irntl    Package    not 
damaged    !.  IH)    contamination    found    Package    returned    to    site 
for-  repackaging 

THOHAS'    CONNER      fTegian    1.     Office    of    Director        S3/03/16        Ip 
19302   0&8         24K   Plche    3O-319,  33/09/1*,  B303190072 


DOCKET   30-220   NINE   MILE   POINT  NUCLEAR    STATION,    UNIT    1 

C      Utility    Environmental    Report    CER).     amends  h   correspondence 

8309230974    Foruiardi    rept«    in   r**ponie    to  FSAR  &   environ  rept   -   OL    «t*i 
acceptance.    Tfviau  o.ue*tion.«    per    NRC    request    for   addl    Info    to 
830*19   submlttnl    rt   OL   afpllcablon  List    of   repta    submitted 
ttitl 

MftNOAN-C    V        Niagara    Mohjuik    Pouior    Corp         03/03/13        EIBENHOT,  D  0 
Division    of    Lic-eniing-         3pp         1BAOO   OOi        24 X  Fiche    30-410.  B3/03/13j 
B30B330374 

"0303330533  1(316(a)  Demonstration  Bubmlss  ion,  NPDES  Permit  NY  000101S, 
*  Niagara  Mona.uk  Power  Corp  03/O3/13  334pp  ISfiOO  007  24X 
Flche  30-410.83/05/13.8303230374 


B30304004&   IE    Info  Notice    Q3-33,     1JNonrepr  eientat  i  v»  Sampling    of 
Conta-niinated    Oil    "    3uc    list    encl 

JODDAUiE  L        Division   nf   Emergencij    Pi*eparedneis    (-  Engineering 
Re-sparUB    (Post   B30IO31        S3/O3/2&  Cons-ol  idated   Edison  Co      of   Neui 

Vork.     Inc         114pp         1BA47  007        S4X    FUhe    30-000,  83/03/26i  13303040016 


Periodic    dperatlng    reports   &    related    correspondence 


9303340488  Forwards    INPO    "Evaluation    of  Oyster  Creek   Nuclear   Generating 
Station,  ]<JB3   »   Evaluation,    conducted    S3I02S-110I 

BfiUNHEH,  E  J        Dlvitlon    of   Project  &   Ret  Hint  Program*        B3/O3/06 
TAYLOR,  J  tl        Diviil  on    of  Reactar   Programs    CPr«  B30103)         Ip 
1BD71    SIS         B4X   Ficne    30-21<J.  O3/03/04,  fl3OS2404Ba 


-8303230&S7    "Evaluation    of    Angaled    Screen   Fl«h    Divers   Syi    at   Diueflo 
Bteam   Station    Unit    6,"    interim    rept 

«      Laular.Matutku    U  Bfcellij    Engineers        LHSE-B2/00?1I>191-03B 
93/04/30         B2pp  IBAOO   331          24X    Ficha    SQ-41O,  B3/03/I3,  B303230S7+. 

-8303330393    "31&(ft>    Damoni  tra tlon    Submis»Ion  Permit   NY  00201O7    " 

*  Power    Authority    of    the    Stato   of   Neu   York        B3/03/13        217pp 

18600  30B         S4K    Fiche,  50-410,  83/05/13,  0303230374 

-8303230599    "3ltHtt    Demonstration    Submission  Permit   NY  002010?    " 

•  Power   Authority    of    the    State   of   Neiu  Yovt:        63/03/13        3B3pc. 

18601  163        24X  Fichn    3O-4 10.  B3/03/13,  B303230374 


— S303340476   "Evaluation    of   Oyiter   Creek   Nuclear  Generating    Station, 

i?sa  " 

t      Institute   of   Nuclear  Pouer  Operations        837 03/31         44pp 
1BS71   31&        24X   Flche    S0~ai?,  83/05/0&,  8303240403 

B303230436  Foruards    monthly    operating    rapt    for  Apr    19B3 

FIEDLER.P    D        Oeneral   Public    Utilities   -OPU  Service   Corp        63/03/17 

Division   of   Data  Automation  &<  Kanagement    Information         Ip 
1B53S   80S         24X   Fi  eh*- 30-211?,  B3/OSV  I  7,  6305230434 


— B 30 52304 37  Monthly    operating    rapt   for   Apr    1733 

BARAN'R        Oeneral    Public    Utilities    -  OPU   Service   Carp 
6pp        18339  307        B4X   Flefi*    30-219,93/03/17,3303330436 


-S303330S.O3    "Fish    Tan    Ftept    Summaru    1972-76   " 

9TORn,J   F         Storr,     J   F          76/12/31          93PP          1B603    130         24X 
Ftcb*    30-410.83/03/13, H3O3230S74 

-8303230607  Val    I    to    "Nine   Mil*   Point    Aquatic   Ecology   Studias,  Summair  g 
Planttonj nenthos.Fl«h.  1973    " 

»      Ou-irk.     Laiuler    »c  Matu«*y    Engineers        74/OB/31         391pp 
1B603   22B         24X   FUh»     3O-410.  B3/OS/13.  B303230374 

-B30323O6t4    Vol    II    to-    "Nine    Mile    Point   Aquatic    Ecology   BtudienFimh 
lmpln}era»nt.M«tar    Quality, 1973    " 

*  Quirk,    Laular   *;  Motuskv   engineer*        74/09/31         26flpp 
18604;    076         24X    Flche    30-410-93/05/13,8303230874 

-B303230622    Vol    III    to    "Nina    Mil*    Point  Ao.uatie    Ecology    atudiet iP«rt    1, 
App*    r-III     (a-dl    Methods    *t  Matls. Statistical    Procedures, 
PUnkton.  1973,  " 

*  Qutrtj     Lawler    fe   Matuily    ETiglneers        B3/03/13.       309pp 
1960S  OOI         24X   FIchB    30-410,83/03/13.8303230374 
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—  33.03230688  Vol    III    to    "Nina    Mile    Point   Aquatic   Ecology   Studies,  Part   S, 

App     Til     <e-p>    Plankton,  1973    " 

*•      Quirk,    Lawlsr   &  Matusky    Engineers        83/03/13        377pp 

184O6    149         S4X    FIchi    90-410,83/03/13.8303230374 

—  03Q9230637   Vol    III    to    "Nine   Mlla   Point   Aquatic   Ecology    Stud  le»,  Part   3, 

App*    IV.V.VI    Benthos,  Fish,  Fish    Imp  Ingemont,  1973   " 

*  Quirk,    Lawler    &  Matusky    Engineers        B3/03/13        3?6pp 
ia&08'006         24X    Fiche    30-410.  B3/03/13.  0303230374 

—  0303230644   Vol    III    to    "Nine   Mile   Point   Aquatic    Ecology   Stud  1  e»,  Part   4, 

App    VII    Water   Quali  ty,  1973    " 

*  Quirk,    Lauiler    b   Matusky    Engineer*        03/05/13        291  pp 
1861O    01B         24X    Flche    30-410,03/03/13,6305230374 

—  8303230A50  Vol    I    to    "Nine   Mile   Point  Aquatic    Ecology   Studies,  Chap  ten 

I-IV,  1974,  " 

»      Laulor.  Hatuitg    (<   Bkellu   Engineer!        73/12/31        333pp 

18409   043        24X   Flche    30-410,  03/03/13,  8303330374 

—  9309230696   Vol    II    to    "Nine   Mlla   Point   Aquatic    Ecology   Btudie*,  (Chapter* 

VI1-X).  1974    " 

*  LajWlti-iMatusky    t>  Sfcellij    EnoinHer*.       73/12/31        2QOpp 
1861.0:306        24X   Fiche    30-110.83/03/13,0303230374 

—  S3O9S3Q66t    "Nine   Mile   Point   Aquatic    Ecology    Studios,  1773   " 

»      Lander.  Matusku    &   Skelly    Enoineer*        LMSE-  76/00911.191-033 
76/OS/31         497pp         10611    226        21X  Flche    30-410,83/03/13, 
0309330371 

—  8303230666   Vol    I    to    "Nina   Mile   Paint    Aquatic    Ecology    Studle*.  1976    " 

*  Lauler,  Mat««lig    &   Bkally   Engineer*        77/09/31        4B9pp 
19613    001         24X   FiChS.  30-41O-  63/O9/13,  8303230374 

—  8305230678   Vol    II    to    "Nine   Milt   Point   Aquatic    Ecology   Studies,  App    I-IX. 

1976    " 

•«      Lawler.Matusky    t  Skilty    Engineers        77/03/31        631pp 

1S614    130         24X    Fich*    30-410,  B3/03/13,  B309230974 

—  930923Q6BO    "Nine   Mile   point   Aquatic    Ecology   Studies,  1977    " 

*  Ttiai    Instruments,     Inc        7B/09/31        219pp         18618  001        24  X 
Fichaj,  90-11  Or  03/09/1  3,  B309230971 

—  B30S23O601    "3li<al    Damon»tratlon   Submission,  NPDE8  Permit  070  0X2  2 

000632  NY    40003213)    " 

*  Niagara   Mofcauk    Power   Corp        83/09/13        130pp         18618  216        24X 
Flch«     90-110,33/03/13.8309230371 

—6309230601    "Intake   Considerations,  NPDES  Permit   070  0X2  2  00632  NY 
<OOQ321S>    " 

tt      Niagara  Mohawk    Power   Corp,       83/09/13        SOpp         1B6I9  006        84X 
FlehB.  30-110,  83/03/13-  8303230371 

—  B3O3230667    "316(a)    Damonitratl  on   aubmi  «i  ion>  NPDES  Pirmit   070  0X2  S 

000633  NY    (0003221),  " 

»      Niagara   Mohauik    Poiu«r    Corp         LM3E-73/0363M91/029        83/05/13 
192pp.         1861?   093         B1X   Flche    30-410,03/09/13,8303830974. 

—  8309230691    "Intake   Consideration*    NPDEB  Permit   070  OXS  2  000633  NY 

(OOO3221)    " 

*  Niagara   Hohauk    Power   Corp,       83/03/13        SOpp         19619  203        24  X 
Flehe;  90-410,  83/03/13/  8303230971 


B3O3S30&96    "316(A)    Domonstratl  on   8ubmU*lon  NPDES  Permit  NY  0002186    " 

*  Niagara   Mohawk    Pouitr   Corp,       03/03/13        160pp         18619  249        SIX 
Fi-ehf  30-410,  83/03/13,  B303S30971. 

-9303830699    "Intake   Considerations,  NPDES  Permit  NV  00021B6   " 

*  Nl*g«ra  Hohauik   Power  Corp        83/03/13       I19pp        1S620  349       24X 
Fl  cht.  30-410,  83/03/13,  B303230S71 

9309230701    "Studies    to   Alleviate    Potential    Flih   Entr*praint  at   Unit   b 
Oswago    Bteam  Station.  " 

t>      Stone   (,  W»b«ttr    Englnaerinfl    Corp.       77/09/31        3Spp        18621    138 
K4K  Fichl.  90-410,83/09/13(8309230974 


F.    Security,    medical,    ameromcy  t<   firs   protection  plan* 


83093003BA    Foi-iuarda    IE    Insp    Rept    30-220/03-06   on    830301-31    No 
noncompl lance    noted 

ST*R03TECKI,n         DlvUlon   of   Project   b  Resident    Programs        B3/O4/33 
RHODE,  0  !f.        Niagara  Mohauk    Power   Corp        2pp         1B51B    1&3        24X 
Fiche    30-220.63/04/23,0305300386 

— g3QS2Q03'?2    IE     Insp    llept    30-220/B3-06   on    630301-31    No    noncomp  H  ance 
noted   Major    areas    Inspected    licensee    actiuni    on    prevloui 
ln*p    f  inding t,  plant    tours,  phi/s leal    igcurlty    &    IE    circular* 
Safirguards     Info    delated    (ref    10GFR73    21    (•    10CFR?    3(j)(4M 
HUDSON, S    0    ,     KISTER.H   B         Region    1,     Office    of    Director         S3/O4/13 
9pp  1B51B     163        21X   Flche    30-220,83/04/25.3303300336 

8309010483  Foruiard*   application    for   amend    to  License    DPR-63  changing 
Tich    Specs    r*     fire    protection    program 

MANOrtN,  C    V         Niagara    Mohauik    Power   Corp          B3/03/O2         DENTDN.  H   R 
OfPlc*    of   Nucle-ar  fleactor  Regulatlun.    Director         lp         1B319   273        34X 
Flche     30-230,  B3/03/02,  8303040483 

— B303O4O493    Application    for    amend    to   Llconse    DPfl-63    chanjlng    Tach    8p*ci 
re    ffra    protection   program 

MANOAN,  C    V        Niagara   Mohauk   poiutr   Corp        83/03/05        Bflp 
18319   274         24X   Fiche    30-220,93/03/02,5303040493 

— B303040300    Propoied   Tech   Spec   changes   re-    fire   protection   program 

»      Niagara   Mohauk    Pouer    Corp         S3/03/O2        39pp          1S319   274         24X 
Flcho    SO-220,  83/03/03,  8303040483 

8303110034   Oenertc    Ltr  83-21    to  all    licensees    oF    operating   reactor*, 
applicants    for   OUs  !<  holders    of  CPs   ra    clarification    of 
acces*    to   control    procedural    for    lain  enforcement   visits 
Svc    Hat    enc  1 

ElflENHUT,  D   0        Dlvlilon   of  Licencing        83/05/11  Consol  lifated 

EdUon   Co      ^f   New  York,     Inc        Ifrpp         10340  095        21X 
Fich«    30-000,  B3/03/ll,a305ll0034 

9303200382   Ac  k    receipt   of   830331    1  tr    Informing   MRC   of    tteps    tahin    to 
correct    violation!    noted    In    IE  Health   PtujoU]    Appraisal 
Rept    30-320/ao-ll 
KARTINrT    T        Division   of   Enginanrlng    b  Technical   Program*        03 /OS/ 17, 

RHODE,  0    K        Niagara  Mohauk   Pouer   Corp         2pp         18317   314        SIX 
Flene    30-820,83/09/17,  B3092O0383 

— 83092003B3   Reipondi    to  NFtC  830304    1  tr   ro    violations    noted    In    IE  Health 
Physics    Appraisal   Kept    90-320/80-11   Corrective   actions 
Internal    viposure   control,  respiratory    protection    projram 
•  urval  1  lance    control    all    doted    In    In*p   BE-aO 

LErlPOES.T   E        Niagara  Mohauik   Power   Corp        83/03/31         HA¥NES,R 
Region    1,     Office   of   Director        29pp         16917  316        24X 
Flche    30-220,83/03/17,8303200382 

8303240376    Informi    that   NUftEO-0737.  Item    III    A  2    1,     "Emergency 
Preiparedin«»vi  Up-grade  Emergency   Plans    to   App   E,  lOCPR9Oi" 
completed    Item    doted 

VAS9AU-CJ,  D   D,       Operating   Reactors   Branch    2       83/03/1B        RHQDE,O,  K 
Niagara   Mohauk    Pouier  Corp        3pp        18394   214        E4X 
Flche    30-2aO,83/09/lB,8303240376 

83032:70026  Provide.*    clarification   of   util    poiitlon    on    NUREO-0737.  I  tumi 
I. A    1.3,     "Mln   Shift  Creu"   (•    III    A    1    S,    "Staffing    Leva)    for 
Emfrrgsjicij    Situations    " 

MANSflNrC    V,       Niagara  Mohauk  Poutr   Corp        83/03/34        VASSALLO,  D,  D 
Op  orating    Reactor*    Branch    2         2pp         1863B   304         24X 
Fit  tie:  30-220,  83/03/24,  5303370026 

P      Operating    license   staae   documents   fc   corrospondance 

8304210030  Clarifies   B212BO   environ   qualification  SEfi.  Ju»t 1 f lea Uons 
for    eontlnunl   operation    (JCO)    ihould    be    revloued    to    *n*ure 
that    JCO   axlits    for   all    equipment    that  may   not   be   qualified 
Proprietary    revleu,par    end    guideline*,  due    In  30   daij* 
VAB9ALLG,  D  D        Operating  Reactor*   Branch    2       83/O4/O8        RHODE,  0  K 
Niagara    Mohauk    Pouer  Corp        3pp        181 18   317       24X 
Fiche    30-220.83/04/08,8304210030 

8309020199    Qtn*rU   Ltr   83-17   to  all    powir    reactor   fr   taitlng    licensee* 
re   n»u  procedural    for    providing    public   notice   concerning 
liiuanc*    of    amends    to  OL*   8vc    list   end 

EISENHUT,D  D        Division   of  Licencing        83/03/03  Coniolldated 

Edllon  Co      of   Naw  York,     Inc        30pp.       18441' 120        24 X 
Fteh»'  5O-OOO,  83/03/02,8303020433 


S30302O369    Reiponds    to   B30119    Itr    re    changes    to    facllltu    **curitg    plan. 
Chang*!    conilstent   W/IOCFR90, 94<p )    &   accaptable. 

VASSAU-D.  0.  B.       Operating    Reactor*    Branch    B        03/04/JM        8UNHER,  J  J 
Nlaoara   Kohawk   Pouar   Corp        2pp         18884,236        24X 
Ficht:  SO-220,  63/01/21,8308020969 


B3030401B3   Forward*   application   for  amend    to  Ulceme   DPR-63  chan»lmg 
Ttch    Specs-   re    fire   protection   program 

MANOAN,  C.  V.       Niagara  Mohauk  Power   Corp        B3/03/02        DEMTON.H  R 
Office    of    Nuclear  Reactor  Regulation,    Director         lp         1B319   273        24X 
Flche    30-280^83/09/02,8309040483 


— 8305O40193-  Application    for  amend    to  Llcenn   DPR -43  changing    Tech    Spec* 
r»   flra    protiction  program 

MANOAN.  C   V.       Niagara  Mohaut   Pouer  Corp         83/09/02,       2pp 
1031?  274        24X  Fiche.  90-220,83/03/0310303040483. 
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—  B30S04QSOO   Proposed    Tecfi    Sptc    ch-angei    ro    fire   protection    proaram 

»       Niagara.    Mohauk    Pnuer    Corp          B3/05/02         3<?pp          1B31?   37t>         SAX 

Fieh«  30-320.83/03/03. 


flSQSQSOOSQ    Forward*    ap-p  1  (.cat  Ion    -for    amend    to    Llcann    DPR-63.  proposing 
T»ch   Spsc    changed    to    reflect    change    In    »urve  1  Hani  e 
requirements    for   rector   vessel    mail    tampl«i 

MANOAN.C    V         Niagara    Mohauk    Pouer    Corp         B3/05/02         DENTON,  M   R 
Office   of    Nuclei!-   Reactor    Regulation,    Director         If         15541-099        24X 
FichB    9O-220.  B3/03/O2,  B3OS030020 

—  B  303030  031    Application    for    amend     to   Lleonie    DPF1-63.  proposing    Tach    Spec 

chang  m    to    reflect    change    In    surveillance    requirement*    for 
reactor  vene-l   mat!    tanples 

MANOAN,  C    V         Niagara   Mohaut    Power    Carp         33/03/02        2pp 
1B341    090         34  K   Ficlie    50-320,93/05/02,8303030020 

—  9309230431    Pro-posed    Tech    Specs    reflecting    change    In    surveillance 

requli-amenti    for    reactor   veiiel    niatl    samples   Supporting    Info 

end 

*      Niagara    Mohauk    Power    Corf         83/Q3/O2         4pp          18941    092         S4X 

Fiche    30-220.  B3/O5/OS.  0303030020 


—  9303230523  Safety    evaluation    supporting   BWR   Owners   Qroup    generic 
response    to    Item    II    K   3    43    of  NUHEO-0737,  "Dopressurl  lation 
H/Otn«r   Than   Automatic    Dspresiurliatlon   Sij«    " 
•      NRC  -  No    Detailed    Affiliation  Given         83/03/18        9pp 
312         SAX    Flch»    30-22Q,  83/03/18.  8303230314 


B3Q324Q4oa  Forwards    Info    r«    anviron  qualification    of    electrical 
equipment,  per    NF1C    r«n.-ue«ti    for   addl    Info   &   c  Jari  f  IcaJ  inns 
Justification,   for    continued    operation,  completed    safety- 
related    equipment    list    1>    response   to    10CFH3O   49   discussed 
MANQAN,  C   V        Niajara   Mohaufc    Power  Corp        63/03/20        VAaSALLO,  D   B 
Operating   Reactors    Branch    3         104pp         18374   323        21  X 
Ftche    30-SSQ,  B3/O3/20,  B3O3240402 

6303270026  Provide:,    c  1*M  f  1  c  atian   of   utll    position   on   MJHEO-0737.  Item* 
1    A    1    3,     "Mln  Shift    Creu"    t.    III   A   1    3.     "Staffing    Level    for 
Emergency   Situations    " 

MANOHW.  C   V        Niagara    Mohawk    Poiuar   Corp        83/O3/24        VASSAULO.  D   D 
Operating    l)ff«i:tor«    Branch    S         8pp         1963B    304         24X 
Fiehe    SO-2BO,  B3/O3/S4,  a3O327O036 


Q      Inspiction  rapartii     IE    Bulletlni   ti  corrBipondenci 


S 30 50 AO 043  Forwards    Application    for   amend    to   Li ten  IE   DPR-&3, r»vi«in( 
Tech    Spec   Section   3  6   S   r»   radioactive  mdtl    souroa    to 
clarify    Inventory    requlTtmenti 

RHODE.  O   H         tllagara    Mohauk    Pouer    Corp         83/03/O3         DEMrON.  II   R 
Offlct    of   Nuclear    Reactor    Regulation,     Director         lp         1B343    103        24X 
Flche    3O-230i  B3/05/03,  B3OS060043 


e2120i!,03a3    IE    Info    Notice    33-14.    "Diuatered    Spent    Ion   Exchange   Resin 
Buic*ptlbi 1 ity    to   Eiothirmlc    Chemical    Reaction    "   Svc    list 
ancl 

TAVLCItiJ  H        Division   of    Safeguards  A   Inspection  Prograini    (Post 
B3010-3J         B3/03fSl  Cansolldattd  Edison   Co      of    New  York.     Inc 

US  ft          16308    31  <?          E4X    Flc4ie    30-000,  83/03/31.  S2120603B3 


— 83030f>0046   Application    far   amend    to    License   DFf!-A3,  revlslnu    Tach    Spec 
Section   a  6   3  ft   radioactive  matl    sources    to    clarify 
Invintnrg    requirement* 

RHODE, 0  K,        Niagara   Mahauk    Power    Carp        G3/O3/03        3pp         1B34J    1O4 
24X   FUhe    50-320,  fi3/ 05/03,  8309040043 


9303040021    IE    Info   Notlc»    83-31.     "Defective    Emergencij    Use   Rasptrator    " 
Svc    1  l*t    end 

JQUDAN. E  L        Division   of    Emergency   Pr»p*redn»»t   tt  Engin««rlng 
Reiponse    (Post    B3O103).       B3/04/13  Conialidated    Ed  It  on   Co      of   Niu 

Vorki     Inc         ISipp         1B439    199       24X    Fiche    30-000, B3/04/13,  B303040021 


Propotpd   T<ch   Spec    Section  3  A   S   re    radioactive    natl 
lourcei.  clarifying    inventory   rtqul  r«m«nti 

*      Nia-gara   Kohawh   Power   Cor-p        B3/-05/03        Spy         1B343   101?        24X 
Ftche    30-220.  B  3/03/03,  B3050&0043 


B309170027   Foruarils  Amend    58    to  License   DPft-43.  »af  sty    evaluation 
notlc«   of    Ictu^nce  &   availability    Amend    chang4*    test 
duration    for   containment    Integtatid    leak    rate    tut    to   mln 
•}t   B  h 

HEHKANN.R        ape^ating    Reactor*   Branch    S        B3/OV04        RHODE,  0  K 
Ulajai-j   Hohauk    Pouer   Corp        2pp         18474    171        24X 
Pi  che  .  30-280,  63/03/OH  ,  Q303  1  700S7- 


Q303D400S3    IE    Info   Notice    03-32,     "BUR   8*f  etu/Ral  lef   Valve   Failures    " 
Svc    1  tot    end 

JORDAN.  E   L        Division    a-P   Energancy  Preparvdnass   h  Engineering 
Raipanse    (Po«t    B3O103)         33/04/22  Comol  Idatsd    EdUon   Co      of    Neu 

York,     Inc         llSpp         IB3B3    OS9        24K   Flch»    3O-000.  B3/04/22.  B303040Q23, 


8303040039    IE    Info   Noticv    B3-23,     "lnofterabl«    Containment   Atnoiohere 
Bentlng    Bijt,  "    Svc    list    encl, 

JORDAN.  E  L        Division    of   Emtrjancij   Preparednais    h  Engineering: 
Rtipanm    (Peit   B3D1Q3)         S3/04/25  Cnnsol  Uatetf   Edlion   Co      of   Neu 

York:.     Inc         119pp         18301-891,      24X   Flch*    30-000,03/04/23,8303040033 


—  a30317<JOSa  Anand   32    to  License   DPR-&3,  changing    test    duration    for 
containment    inte^i-ated    leak   rate    teit    to  rain   of   B    h 
vflSSALLD. D  D        Operating   Reactors   Branch   2        83/03/04        4pp. 
1B4"?4    173         24X   Flthe    3-0-230.  63/08/04,  B30S170QS7 


830S2003Bi.  Forward  t    IE    In>p    Ript   50-230/93-06    on  830301-31,  No 
nancomp 1 iance  noted 

BTAflOSTECKI.ft         Division    qf    Project   I.  Reildant  Programs        83/O4/8!). 
RHODE.Q   K        Niagara   Mofiauk    Poui«r  Corp        5pp.       18318    Ii3        24 X 
Flche    30-220.  B3/04/B3,  B303SOD306 


—  93031700S6  Safetij    evaluation   supporting    Araand    32   to   Ucen»»   DPR-t3 
>      Office    of  Unclear  Reactor  Regulation'    Director        83/03/04        Spp 
18494    177         24X    Flche    50-220,  33/03/04,  B303-1  70027 

—B303  170060   Notice    of    Issuance  &   avallaUlitij    of   Amond    SB    to  Llonte 
BPfl-63 

VAS3ALLO,  D  B        Operating    Redetor*    Dranth  2        03/03/04.       2pp 
18494    177         24X    Fiehe    30-220,  B3/OSy04,  B30B170027 


Oineric   Ltr  83-ao   to  all    opjratlns    raaetor    llt»ni»a»  * 
holdirs   of   CPs   re    Integrated    Echgdullng    for    Implenmtat  t  on 
o-f    plant  modi   Svc    list    tncl 

E1SEMHUT,  D   O        Divlllun    of  Licensing        B3/03/09  Contolld«t>d 

Edlion  Co      of  Mew  York.     Inc         iopp         1B627    193        24K 
FlcfiB    30-000,  03/03/09,  B3O30'906S9 

S30S160OIS   SubmSti    schedule    for    provldlna    info  !••   NUflEO-073.7,  Item 
II,  B  3>    "Post-AccUent    Sampling    Capability    "    Parrtal 
aroctdure    for   relating    radionucllde    concentrHtloni    to    ciire 
•damage    tiptcted    bij    startup    from    19B4    i-sfuelinj    outage, 
MANOAN.C   V,       Niagara  Mohauik   Po^er  Corp        B3/03/11-       EIBEWHUT.  D,  0 
DLvltion   «f  L1cin*tng         Sp         1B433    163        S4K  FIcha,  30-230!  B3/OS/1  1, 
S3051&O013 

B303200343  Advl*»t   that    juitl  *  icatton    for   contlnuad    operation   on    Item* 
for  which    prior    juttlf  Ication    not   supplied  will    t>«    »ubiMtt»d 
bij   B30320 

HAHOAN.C  V       Niagara  Mohawk   Power   Corp        S3/Oa/l6        VAfiBftLLO.  D,  Q 
Oper»tlnn  Reactor*  Branch  a       lp        IflSlfi  234,      34X 
Flche    30~S 


»  porujtl(!*   «af-"tu    evaluation    rt   BHR  Ouners   Oroup    response    to 

NUflEG-0737,  Item  II   H  3,  43,  "D.priS.ur  1  ,atlon   W/Other    Than 
Automatic   Depv»»iUFlia  t  ion  BUI    "   Action   on    Itsm  cottp  let* 
VA5SftLLO,D.B,      Operating    Reatton   Dranth   S        S3/03/IB.       BHODEi  0  K 
Kiagar*  Koflawl   Pouer  Corp        Spa,       18373  310        24X 
Fith«.  30-580,83/03/16^63082503  14 


— B30S200393    IE    Imp    Rapt    30-220/83-06   on    930301-31    No   noncompl Unce 
noted    Major   anas    Inspected    licensee   actions    on   previous 
Insp    f  Indlngsi  p  lant    tours,  jihysleal    tecurltg    b    IE   circulars. 
Bafxguardi    Info   deleted    (ref    10CFR73  21    &    10CFR9   3(a)(4)l. 
WD6  ON,  B    D    i     KIBTEFt.K    D         Region    1,     Office    of    Director         33/04/13 
?pp          183IB    li.5         34X    Flche    30-S2O,  B3/04/23,  B3032003B6 

8303040-036    IE    Info.   Notice    93-24,     "Loose   Part*    In   Secondary   81da    of 
Steam  Generator*    at    PWR»    "    Svc    Hit    end 

JQROANiE  L        Division   of   Emergency   Preparedness   h   Engineering 
Responsa    (Polt    93O103J.       B3/04/28  Consol  (dated    EdUon   Co      of   Niw 

Vort,     Inc         119pp         1B3B2:O47        E4X    Flche    30-000, 53/04/28,  B303040024 

S303040027    IE    Info   Notice    03-23,     "Standby    Oas    Treatment   By*   H»«ter   High 
Temp    Trip    a«tpotnt    Adjuctment    "   8vc    Hit    encl 

JPRDANiE    L        Division    of    Emergency    Pr*P<ridn*is    b  Engineering 
Reiponse    (Past    630 1O3),       B3/04/BB,  Conial  Idated    Ed  lion   Co      of   Neu 

York.     Inc         llBjtp         1B3SE    Ii5        24X  Flch*    50-000,03/04/29,3303040037. 

9303040028    IE    Info   Notice   83-26,     "Failure    of    Baf ety/R«l lef    valve 
DIscharg*    Line    Vacuum    Breaker*    "   Sve    ll*t    end 
JORDAN^E   L         Division    of   Em«rgenci|    Preparndnsss   &  Engineering 
Response    (Patt   930103)         83/08/03  Con»oltd*t«d    Edlion   Co,     of  Neu 

Yort,     Inc         122pP         18441:170        24X  Flche    30-000, 83/O3/03,  0303040028. 

B30304O030    IE    InPo    Notice    B3-B7,    "Operational    Rmponn    to   Evant* 
ConcBrnlng    Deliberate    Actt    Directed   Against    Plant 
Equipment    "   B-vc     list    «ne  1 

JORDAN, C  L,       Division   of   Em«roenci|   Prep arsdnut  V  Engineering 
Response    (Poit   B301O3J         83/09/04  Consolidated    Edlion   Co      of  Niw 

Yort,     Inc         HBpp          IB3BZ  SBZ,       S4X  Flehe:  SO-000,  B3/03/04,  B303040030, 

0303040031    IE   Info   Notico  33-28,    "Criteria   for  Protective  Action 
R*coiMi«n<JaU&nB    fop  Oen«ral   Emergencies    "   Svc    list   enel 
JORDANif, L         Division    of    Emergency    Preparedness   &  Engineering 
Response    {Past   8301O3).       B3/03/04  Conio-lldated   Edlion   Go.     of   Keu 

Yori,     Inc         119pp.        18441.  OO1        24X  FKhe.  3Q-OOOr  B3/OS/04.  S3 030 4 0031. 
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3303040033    IE   Info   Notice   83-29.     "Fuel   Binding   Caused   fig   Fuel   Rack 
Deformation   "   Svc    Hit   end 

JORDAN.  E-L        Civilian   of   Emergency   Preparedness   &  Engineering 
Response    (Poit   830103)        83/03/O6  Consolidated   Edison  Co      of   New 

Yorki     Inc         llSpp         18323  248        24X   Flche   30-000,93/05/06,8303040033 

8303040034    IE   Info   Notice   83-30,     "Mtsapp  1  Ication   of  Generic   Emergency 
Operating    Procedural    (GOP)    Ouidelines    "   Svc    list   encl 
JORDAN,  E   L        Dlviilon   of   Emergency   Preparednsis  &  Engineering 
Relponta    (Post   B301O3)        B3/O3/11  Consolidated   Edtion  Co     oF  Niu 

York'      Inc          114pp          IB524   OO3         24 X   Fiche    30-000.03/03/11,5303040034 

B3032QO38S   Ack   receipt   of   B3O331    Itr    informing   NHC   of   itepi  taken   to 
cornet   violations   noted    in    IE   Health   Physics  Appralial 
flipt   30-220/00-11 

MARTIN, T   T        Division   of   Engineering   &   Technical   Program!  83/05/17 

RHODE.  O  K       Niagara   Mo  haul   Power   Corp        Spp        1B517  314  34  X 
Fl  C  h •  •  30-S2O, 83/03/17,  B3032O03S2 


-B30323Q5B7   "Evaluation   of  Angeled   Screen   Fish   Divers   Sy*    at   Oaurego 
Steam  Station   Unit    &,  "    interim  rapt 

*       LauLer,  Mstutkij    (.Skellu    Engineer!         LM5E~92/Q091I.191-03B 
B2/04/30         B2(ip          IBiOO   231         24X   Fiche    30-41O.  B3/OS/  13,  8303230374 


-0305230603  "FUn  Tag  Sept  Summary  1972-76  ' 
BTQHR.JF  Stotr.  JF  76/12/31  99pp 
Fiche  30-410.63/05/13,8305230374 


-8303230607  Vol    I    to    "Nine  Mile   Point  Aquatic   Ecology   Stud-lei,  Summary 
Plankton,BB.ntha», Fish,  1973    " 

*       Quirk,     Lautfr    &    Matuakij    Engineers         74/00/31         391  pp 
18602    235         24X    Flcho    30-4  10.  G3/OS/13,  B303B3O374 


— 930S230614  Vol    II    to    "Nine   Mile  Point  Aquatic  Ecology   Stuiiie-i 
Impingement,  Water   duality,  1973  " 

e       Quirk,     Lauilffi*   &    Matuskij    Engineer!         74 /OB/ 31         26Bpp 
18604    096         24K    Flche    30-110,  93/05/13.  B30323O974 


— 8305800383  Reipond*    to   NRC   B30304   Itr   ft   violation*   noted   in   IE  Health 
Fhytlct;   Appraiial   Rept   30-230/80-11   Corrective   action* 
Internal    eipoiurt   control,  reiplratory   protection   program 
*urv«Illance   control   all    doted    In   Imp   88-20 
LEHPOEB,  T  E        Niagara   Mo h auk   Power   Corp        83/03/31        WAYNES,  R 
Region    1,    Office   of   Director        29pp         18317  316       24X 
FichB'  30-880,83/03/17,8303200352 

6303040040    IE   Info  Notice   83-31,     "Error    in   ADLPIPE  Computer   Program   " 
Svc    lift    end 

JORDANi E  L.       Dlviilon   of   Emergencg   Preparedneis   d  Engineering 
Rltpunie    (Poit   B30103)        83/03/1?  Contolldated   Editor,  Co     of  Neu 

York,     Ine          114pp.        1B697   009         24X    Fiche    3O-000,  Q3/03/11?,  B303040040 

B3O3O4OO4A    IE   Info   Notice   83-33,     "Nonripreientatl ve  Sampling   of 
Con tin In at  id  oil    "  Svc    lilt  encl 

JORDANrE   L        Dlviilon   of   Emergency   Preparednnii   b  Engineering 
Aiipani*    CPott  830103)        B3/03/2i  Consolidated   EdUon  Co     of   Neu 

Vork,     Inc.       114pp         18647  007        24X  Fiche   30-000, 83/OS/26, 83030400*6 

R.    Periodic    operating    report*   4   related   eorrafpondence 


—  9305230622  Vol    III    to    "Nine   Mile  Point  Aquatic   Ecology   Studf  *s.  Part    1, 

Appi    I-III    (0-4  >   Met  hod  i   &   Hatls,  Static  t  leal   Procodurea, 
Plankton,  1973   " 

0       Quirk,     Law  It  I-   &    Matuitij    Engineer!         83/O9/13        30Bpp 
1B60S   001        24K   Flch*  30-410,93/05/13,8303230374 

—  B303230A2B  Vol    III    to   "Nine   Hill   Paint  Aquatic   Etolojij  StudUi.Part   2, 

App    III    it-pi   Plankton,  1?73   " 

*      Quirt,    Lauile-r   &   Matuski;   Engineert       83/03/13       377  pp 
149         34  X    Fiche    90-410,83/05/13.8303230374 


—  B30S33Q437  Vol    III    to   "Nine   Mile   Point  Aquatic   Ecology   Bturtl  es,  P*rt   3, 

Appi    IV,  V-  VlrDenthos,  Fish.  Fish    Impingement!  1973   " 

*  Quirk,    Laniler   t   Hatusky   Enginion       83/09/13       396  pp 
18608    006         S4X    Flch»    30-410,  B3/05/13,  930323037^ 

—  3303330644  Vol    III    to   "Nine   Nile  Point  Aquatic   Ecology  Studl  ai,  Part   4, 

App   VII   Mater   4l>a  1  1  ty,  1973    " 

*  Quirk,    Lauleir   &   Matusbij   Englniert       83/03/13       291  pp 
iflfclO    013         24X    Fiche'  S0-410i  83/O3/13,  8303230374 


630*110516   Forward*    "Mint   Mile   Point   Unit    1   Aquatic   Ecology   Studies. 
19B2.  - 

LEMPOE8.T.E,      Niaoara   Mohauk   Poutr  Corp        83/03/30       HAYNE8,R   C 
Rtolon   lj     Offtc*   of   Director         lp         17907  074        24X 
Fich«:  50-220,  83/03/30,  8304110316 

— B3O41 10319   "Nln*   Mile   Point   Unit    1   Aquatic   Ecologg   Btudles,19Ba   " 
»     Ecological  Analyiti,    Inc       MNP  UK       83/03/31       lOZpp 
179O?:O79.      24X  Fiche   90-220.83/03/30,8304110316 


-B303230430  Vol    I    to    "Nine   Mile  Point  Aquatic   Ecology   Stud  les,  Chap  tin 
I-IV,  1974    " 

•  Laulerj  Matuvkij    b  ekillij   Engineers        73/12/31        333 pp 
18609   042        34X   Fl  che,  30-410,  83/03/13,  B30323O374 

-B30SE30634  Vol    II    to    "Nine   Mile   Point  Aquatic  Ecology   Studiti,  (Ghaptrri 
V1I-X),  1974    " 

*  L*wl«rj  Hatuikij    it  Skslly   Engineer*        73/12/31,      SSOpp 
19610   306        S4K   Flch*   30-410,83/03/13,8303230374 


B3GM60Q77   Foruardi    "Annual   Environ  Operating   ReptiPart   B   - 
Radiological   Kept,  1982   "   Nonradlologlcal   aquatic   ecology 
•  tUdJi-i    data   rept   for    1982   submitted   under   separate   cover 
LEHPOEB,  T  E       Niagara  Noh«um  Pouir  Corp       83/04/23       ALLAN.  J      Rig  Ion 
1,    Office)    of   Director        lp.       18430  234.       H4X  Fieh*   80-820,83/04/83, 
B3O31AOO97 

--S3O31AO1O3  "Annual  Environ  Op»p«tlng  flept.Part  B  -  Radiological  R»pt. 

1962,  " 

*     Nl«o*r»  Mohauk  Power  Corp       83/04/30       123pp.      1B490  223       24X 
Fieri.  5O-8BO,  83/04/83,8303160097 

B3O310O27H  Forward*   "Quarterly   Task   Person-Rein  ReptiJan-Her   1983,"   per 
Aatnd   SO   to  Licinn  DPR -63 

HAWOAN,  C,  V.      Niagara   Mohauk   Pouer   Corp        83/04/29       EI6SNHUT,  D  0 
DlVlvUn    of   Licensing         lp         18371   301.       24X  Fiche   30-220,83/04/29. 

sooaiooaya 


— 8309230661    "Nina   Mile   Point   Aquatic   Ecology   Stud  lei.  1973   " 

»     Lauler.Hatu*kij  h  Skellij  Engineers       l.HSE-7tVOOBt&19I-033 
76/03/31        497 fp         18611   226       24X  Flclie' 30-410.  B3/09/13, 
8303230374 

— 8309330666  Vol    I    to    "Nine  Mil*   Point  Aquatic   Ecology   Studiei,  1976   " 
t      Lju«ler,Matuili«    hBktllv    Engineeri        77/00/31,      4B9pp 
18613    001          S4X    Fiche    30-4  10,  83/03/13,  B303230374 

— 830923C-678   Vol    II    to   "Nine  Mile   Point  Aquatic  Ecology   BtuolenApp    I-IX, 
1976.  " 

*  LauiUr,  Matutkij   &  Skollu   Engineers        77/09/31        6Blpp 
19614    130,       S4X   Flcha  30-410,83/03/13,8303230374 

— B3D3B30600   "Nine   Mil*   Point   Aquatic   Ecology   Studies,  1977    " 

*  Ttiai.    Initrun»nt».    Inc.      78/03/31       213pp        18&1B  O01       S4X 

Fiche.  30-410.  B3/05/13.  B30SH30374 


— 83O3IOOB77   "Quarttrly   Tank   Person-Rem  Rept,  Jan-Mar    1983   " 

*     Ki«(nra  Mohauk  Power  Corp       B3/04/K9       S9pp       18371  30S       24X 
Fiche;  SO-220,  83/04/29.  8303100272 

B30317O373   Forward i   monthly   operating   rept   for   Apr   1983 

LEHPOES,  T.  E.      Niagara  Mohauk   Pouer   Corp.       83/03/10  Director's 

Offlcn    Office   of    Inspection   and   Enforcement        lp        18471:203       24X 
Fieht;  3O-HHO,  83/03/10,  8303170393 

--B30517O399   Monthlij    operating   rept    for   Apr    1983 

ROHAN,  T.  M,       Niagara   Mohauk   Pouer   Corp.       83/03/04        3pp        18471:806 
84X   Fiche. 30-220. 83/03/10,  8309170393 

B3Q923Q574   Forward!   repti    in   raiponse    to   FSAR   b   environ   rept  -  OL   stage 
acceptance   ravleu   questions   per   NRC   request    for   addl    Info   to 
030419    cuboittal    re   OL  application, Hit   of   rept«   iubmitt*d 
•ncl. 

MANOANjC.  V       Niagara  Mohauk  Pouer  Carp       83/09/13       EIBENHUT-D  0, 
Dlvlilon  of  Llceniing.      3pp.      18600:001       24X  FUhe;  90-410,83/09/13, 
030^230974. 


8      Reportable   oc«urr-er>ce.«,    LERs   d  related   correspondents 

8303060436  Foruardt   LGR   S1-OS3/031.-1 

LEMPOE3,  T  E        Niagara   Mohauk   Power  Corp        83/04/27        ALLAN,  J  M 
Region   1,    Office   of   Director       lp       1B343  223       24X 
Flcha   30-820,  83/04/27,8305060436 

— 8303060438  LER   81-033/O3L-1 '  on  81 1 120,  dl  icovered    that    slnjla    failure   of 
electrical   pouar    supply   could   either   tiolate   both    condensar 
m«   or   cauie    failure   to   isolate  Logic    for   Initiation   & 
Isolation   of    condenier   tys    rtvleuid 

HANDALL.R.O        Nlaa»r*  Mohauk   Poyer  Corp        B3/O4/18  Region    1, 

Ottlca   of   Dlrtetor         lp,       1B343'826       24X  Fiche' 3O-2SO,  B3/O4/S7, 
B3O3060426 


3303060333  Forwards   updated  LER  B3-020/03X-I 

L.EMPOEB,  T  E.       Niagara   Mohauk   Pnuer   Corp        B3/04/27, 
flilion    1,    Offict  at   Director       lp       18347  303       24X 

Flchp    30-2B-0.  B3/O4/27.  B3030A0333 
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— 93Q5040-540   Updated    LER    B3-02O/03X-1     on    830121, dur ing    major    outage    uhlli 
performing    local    leak    T-ato    IE  i  ting ,  1 eakagB    from   valvai 
S3    1-01   &    SB   1-02    found    to    eicred    Ta-cfi   Specs   Caused    by 
corToiton  -buildup    NBUJ  clapper    Installed 

RANDALL, H    0         Niagara    Mohawk    Power    -Corp         33/0-1/37  Region    1, 

Office    of   Director         2pp          16347   304         SAY.    Fiche    30-230,83/04/87. 
B303O6Q333 


6305200333   Forwards    LER    B3-QQ£>/u3L-Q 

LEMPCES,  T   E         Niagara   Mohsu*    Pouer    Corp         B3/03/1 1 
Rajiofl    l>     Office    of    Director          Ip          13317   O63         24X 
Fiche    90-220,33/03/11,  B3OS2002B3 


—  830320Q390   LER    B3-006/03L-0   an   83041  1  ,  uhi  IB    performing    design    review, 
discovered    that    poured   concreti    north    d  usit   iiiajli    of 
control    roam  uauld    not   meal    oriffindl    seismic    criteria 
Modi    made    to    tmprova   wall    structural    loading   capabilities 
RANDALL,  fi  0        Niagara  Mohauk    Power   Corp        33/O3/  1  1  Region    1. 

Office    of   Director          Ip          1BB17   O44         24X   Flche    90-320.33/09/11. 
8305200283 


—  930S03034B  Notice    of    deficiencies    from    tnsp    on  B301O3-07  Public    info 
brochures   not    distributed    from  Apr    19B1   -   Dec    1982  It 
•mergenctj   action    levels   not   reviewed   ui/stata   it    local    flovt 
line*   H1Q401 

•      Region   3,     Office    of    Director        83/04/29        2pp         IB297    139        24X 
Fiche    SQ-O10,  33/04/29.  B305030336 

B3031  10034  Generic    Ltr    83-21    to   all    licensees    of    operating    reactors. 
applicant*    for    QLs    tc   holders    of  CPs   re    clarification   of 
acee-ii    to    control    procedure*    for    lau   enforcement   visits 
Bvc    lift    end 

EI6ENHUT.D    O         Diviiion    of    Liconiing         H3/O3/11  Consolidated 

Edison  Co      of   NSLJ  York.     Inc         Itpp        18340  093        24  X 
Flch*    30-000,  B3/03/I1,  S303110034 

6305130116  Advlael    that    onslts    d   offsitt   emergencij    preparedness 
adequate    par    10CFR30.App    E   Emargtneg    plans    upgraded    per 
HURES-0737.  Item    til    A   Z    \    Item   complett 

CRUTCHFIELD-,  D        Operating    Rejctori   Branch   3        83/03/11        FARRAR.  D  L, 
Codimonueallh    Edlion    Co         3pp         IB423,  040        24X   Flch>    30-OtOi  03/03/11. 
93031201  li 


8-303870073   LER    B3-Q07/03L-0    on    8304  19,  30-f  t    wind    direction    lenior 
AtinutA    allgn-mtnt    taunt   misaligned    bu    9  S  degrees   Caused    by 
improper    alignment    of  mounting    plates    when    Inttalled    Samara 
i-eacjuited   &   checked    H/B30519    J  tr 

IAVENDITTE,A  ,  MANGAN,  C  V  Niaoara  Mohawk  Pouer  Corp  B3/Q3/17 
ALLAN.J  M  fit  9  ion  1.  Office  of  Director-  3j>p  1BA3S  SIB  24  X 
Flch*  30-320,63/03/17,8303270073 


3309240245  RequBst  i    ichedular    exeinptioni   allowing    delay    in    Implementing 
10CFR30  40  r«quIremeTit«    for    installation   of    fire    protection 
mot*   K«(UB*t    based    on    AEj  manufacturer   d   tonst    personnel 
anticipated    Imp  lamentation    schedule 

RYBAK.B        CommanueaJth    Edlian   Co        33/03/18        DENTQN,  H  R        Offlci   of 
Nuclear  Rttactor   Regulation.     Director        6pp         18S4B>  204        24X 
Fiche-SO-OOO,  B3/O3/1H,  B303240243 


DOCKET    SO-223   KPl    CRITICAL   EXPBRIMeMT 

F      Security,    medical*     emergency   &    fire    protection   plans 


0303170464  Forwards   rn  vised    physical    security   plan,  replacing    9204  Si 
plan  PUn   ulthheld    IreP    10CFH2  790  t  73  at) 

UICH3.F  ,  HARRIS,  D  Rsnaselaer  Po-lutechnlc  Init  63/04/56 
THOMAS  j  C  D  Standartfl  ration  &  Special  Projects  Branch  Ip 
18470  005  E4X  Fich»  30-SB3,  B3/04/S6.  a3031704t6 

S3031lOaea  Fory«Tdi    IE    Insp   R»pt   30-225/33-03  on   B3O324-23  No 
none  amp  1  lance   noted 

9TAROSTECKI.R        Diviiion   of    Project   EC  Resident   Program        B3/04/E9 
LAHEV.R    T         R»n*»l»«r    Poll)  tachnl  C     Inst         3pp          1B4OA   212         34X 
Flch.    50-323.83/04/29,9303110339 

—6303110395    HE    Imp    Kept    30-223/83-03   on    B.30324-23   No    noncofnp  I  lane  I 
noted  Major   areas    inipactid   action   an    previous    (nip 
Flndlnjii  fai  i  1  i  ty   operat  lo-nsr  organlia  t  loni  logi    &  records, 
torveil  lance   acblvltiei   &    emargencij    pracadurB» 
KINNEY.W   W    .     ELSASSER,  T   C         Region    1,     Offlct    of   Director 
33/04/21?         6pp          JB406   314         21  X    Fiche    30-2 


P     Operating    license    stage    dccumeni!   t< 


3303170100  Wo  tif  I  cation    of   B3O533-26   maetinos   u/Rgnlla  la*r  Polytechnic 
tntt   &  LASL   in  B.ch!necta<3tj'  NY   to    revleu   If   evaluate    reactor 
facility    In  connection   ul/appl  Icatlon   for    OL  reneual 
BERNARD,  H        Btantfardl  ia  tlon    d  Special   Project!    Branch        B3/05/12 
THOMAS,  C  -a        Standard!  latlon    (•  Special   Projtcti    Branch        2pp 
18493338         B4X    Flchfl    30-2B5,  B3/09/12i  B303170100 


Inspection  reports,     IE  Bulletins  k   carrEspondence 


B305U03BB   Forwards    IE    Insp    Rept    30-233/83-02  on    030324-23  No 
noncomp  1  lance   noted 

BTAROETECKI.R         Blvlsion   of    Project    t   Resident   froorami,        B3/O4/2"? 
LAHEV.R  T       Rcnuelaer   Polytechnic    Init        2pp         1840&:2ia        S4X 
Flch.    30-223iB3/O4/29i  93031  1  03SB 

~S3031I03?S    IE    !n*p    Rept    SO-S83/B3-Oa   on    839324-SS    No    noncomp  1  1  anct 
nottd  rtijor   areas    Impected    action   on   prrvlous    imp 
findlngii  facil  ity    oper<4tionii  organ  1  tail  on.  log  i    tc  record*. 
surveillance  activities   E.    emergencij    protfilurei 
KINNEY.H   W   ,     ELBASSER.T   C.        Region    lr     Office    Cf    BCraetor 
83/04/88        £pp         1B406  214        24X  Fiche   30-223,  83/04/29i  B3051  10369 


DOCKET   30-237   DRESDEN   NUCLEAR   POWER   STATION,     UNIT   S 

F      Security,    nidlcal.     amtrjency    Si   fire    protection  pl»n» 

—  —   ' ' ————  —  —  —  —  — —  —  —^F^fc  —  ™. ,_  _„_  —  HV1H—  ^^«—   __ ,__ fc_ 

S303030334   Dlscums    IE  Em»roBnc||   Pnparedne*!    In«p  Rtpt*    30-01Q/83-01i 
90-237/B3-01    S,   SO-249/B3-01    on    B30208    t,    foruird*    notice    Of 
deficiencies 

PAPER  1ELLO,  C  J        Region  3,    Offies   of    D-lrector        83/04/29        REED,  C. 
Commonysalth   EdUon  Co.       2piK       18297    137        24X  Flcfie    30-010(  83/04/2»i 
B30S03Q3SI, 


P      Operating    llceni*    stage    documents   tt  corrtsponifenca 

B3031B0314  Responds    to    FOIA   rBo,tiest    for   SECY-B3-17  S.  SECV-83-19 

Foruirdt  documents    Documents    also   available    in  PER 

FELTON.  J  M        Division    of   flulee   and   Records,       83/03/29        BREADY,  J  C 
KM,     Inc  Ip          19303    230          24X    Fichi    30-237.83/03/29,8309180316 

—  8305160329   Notifies    of    results    of   BEP   review  of    facility, 

DIRCKSiU  J        Office    of    toe    Executive   Director    for    aperatlons 
SECY-B3-017         03/O1/12          47pp          18303   246         24X 
FUh«    30-237,  B3/03/29,  B3031B031A 

B303030433   Oenerlc    Ltr    B3-19    to   all    power    reactor   d   tasting    licensees 
re   niu   procedur'es    for    providing    public    notice    concerning 
Issuance    of    amends    to    DLs    Svc    list   encl 

EISEMHUT,  D  0         Division    of    Licensing        63/03/02  Consolidated 

Ed  lion   Co      of    Neul    Vori,     Inc         oOpp        18441    120        24X 
FlcftB    30-000,  B3/O3/OB.  a3O3O2O43S 

9303040446   Application    for    amend    to  Licenses   DPR-19  &   DPR-23.  revising 
Tech    Specs    to    clarify    mln    reactor   pressure   uhen    conducting 
•cram   testinB    Polloylng    r«Py*ling   outage    d  requirement    for 
Isolation    control    rod    drive    pumps 

RVBrtK,  B        Commoiwealth    Ed  It  on   Co        83/03/02        DEN  TON,  H  R        Office   of 
Nuelaar  Reactor   Regulation.     Director        2pp         18322  238.       24X 
Fichi    flO-237,S3/OB/02.  8303040446 


Proposed    change*    to  Tech   Specs    to   clarify    min   rnactor 
pressure    when   conducting    scram   testing    follouing    refueling 
outagi    J<   revise    requir>m«nt    for    Isolation   control    rod    drive 
pumps  to   apply    only    to   single   rod   scram  testing 

*  CommonuEjl  th    Ed  i  ion   Co         83/03/02        2pp,       18322  240        24X 
Fiche    30-237,  B3/O5/OZ.  H3O3040446 

9303040488    Riifiands     to    B212E1    Si    B30224    requests    to    withhold    Info 
sutmltt*d    In    connection   u/appHcatlon    to   change   Tech    Spec* 
re   Cycle    t  reload    Request    approved    per    10CFR2,  790(b)<3) 
Attachments    tt   U   3    to   B21321    &  B30224    Itrs   lull!    be   withheld, 
CHUTCHFIELD.  D        Operating    Reactors    Branch    3        83/03/02        FARRAR,  D  L 
Cammanuiealfih    Edison   Co         4pp         18319  266        24X   Fiche,  90-237,  B3/03/02, 
B30304048B 

B303040920   9upp  1  nnental    application    for   amend    to  Licenses    DPR-19  & 
DPR-23.  propDBlng    changes    to    Tech   Spec    4   3,  D    i    b    to   verify 
nuclear  response    to    control    rod    drive   u/etperlenced 
uncoupling    at    poiu«r    level*    above   SO'/. 

RVBAK,  8        Cammoniuealth    Ed  lion   Co.      B3/OS/02        DENTON.H  R        Office    of 
Nuc  tear  Reactor   R*?ulat£on,     Director,       2pp        18321    244        24X 
Flch.    30-237,  B3/Q5/O2.  930DD4Q320 

—  83030H03H4    Proposttf    Tech    Spec    4  3,  B,  1    b    (Page   36)    requiring 
verification    of    nuclear   response    to   control    rod    drive 
u/operlenced    uncoupling    at    pouier    levels   above   SOY. 

*  Commonweal  th   Edison   Co         B3/03/02.       3pp         1S321    246        24X 
Fitha   30-337.  B3/O3/Oa,  83O3O40320 

B303040331    Application    to    amend    Licenses   DPR-19,  DPR-23,  DPR-29   & 
OPR-3O,  changing    Apj>    A   T*ch    Specs   re   economic    generation 
control   operation 

RVEAK,  &        Commonwaalth    Ediion   Co        B3/03/02        DENTON.H  R        Office   of 
Nuclear   Rsactor    Regulation*     Director        2pp         18321-279        24X 
Fich*-30~OOO,  B3/OS/OSr83O5O40331 
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— 0303040333  Proposed    changes    to  App   A   Tech   Specs    re   economic 
generation    control    operation   W/o    detailed    changBi 
*      Commonwealth    Edison    Co         S3/03/O2         ljj          18321    291         24X 
Fiche    90-000,83/03/02,8309040931 

8303130207  Concurs   ul/NRC    changes    to   draft    Inch   Spies   re   reactor 
protection    »«.s    (RPS)    protective   relaying   modi,  per   830430 
Itr   Operation   w/RP8  modi  Installed    per    1OCFR3Q   37  i  ui/o   Teen 
Specs, will    not    compromise    safe    operation    of    facilities 
RYBAK.B         Commonwealth    Edison    Co         83/03/06         DENTON,  H   R         Office    of 
Nuclear    Reactor    Regulation.     Director        2pp        15439  330        S4X 
Flche    90-OOO.  83/03/06, 8303130207 

Q 30 309 0639  Generic    Ltr   B3-2O    to   all    operating   raactor    llcennei    & 
holders    of   CPi    re    integrated    scheduling    for    imp  1  amnntation 
of    plant   modi   Sve    Hit    encl 

EISENHUT,  D   0        Division    of   Licensing        83/09/07  Consol Idated 

Ed i ion    Co       af    Nau   York,     Inc          16pp          18627    193         24 X 
Flctli    30-000,  83/03/07.  B303Q70699 

8303130039  Respond*    to   830316  request    for   addl    Info    re   NUREQ-0737. Item 
II    K  3  28 1     "Verify    Qualification   of   Accumulators    on 
Automatic    Depreisur lutton    Bys    Valves    "    Environ   &    seismic 
o,u*Ilf Icatton   mill    be    in   accordance   u/IE  Bulletin   79-01B 
RYBAK.B        Commonwealth    Edison   Co        83/09/10        DENTON,  K  R        Office  of 
Nuclear   Reactor   Regulation,    Director        2pp         18436  339       24 X 
Flche    30-000,83/03/10,8303130038 

B303 120370  Forward i   Accident    Evaluation    Branch    SER    Input   re  NUfiEO-0737, 
Item   III    D.  3  A,     "Control    Room   Habi tablllty    "    Sys   acc«ptable 
CRUTCHFIELD, D        Operating    Reactor*    Branch    5        83/09/11        FARRAR.DL 
Commonwealth    Edison  Co        6pp         18432   293        24 X   Flche   30-237,  S3/03/1 1, 
8303120370 

— 83Q512Q374   Advises    that    licinsae    proposed    program  re  NUREQ-0737, Item 
III.D  3  4>     "Control    Room  Habl tabl  1 1  ty,  "    acceptable 
MURPHY,  D   W        Battell*   Memorial    Institute.    Pacific   Northuest 
Laboratory        FIN  0-2323        82/03/53        HULMAN.  L,  0        Accident 
Evaluation  Branch       2pp        18432  301       24X  Fiche   90-237.83/09/11, 

B303120370 

B309200707  Forwards   request    for   addl    Info   on  NUREO-O737.  Item    II    K  3  30 
ra    qualification    of   automatic    depraisurl latlon    «yt 
accumulators   Reiponsi    requested   uiithin    43   days 

VA98ALLD,  D   B        Operating    Reactors   Branch   2        03/03/11        FARRAR. D  L 
Commonwealth    Edison   Co         Spp         18328  390        24 X  Flche    30-000,93/03/11, 
B3Q320Q707 

B3092001B6  Notlfle*    that   B304S3  amend    application    far    proposed    Tech 
Spec    change*    r>   TMI    Action    Item    II   K   3    19   an    Isolation   of 
UPC  I    &  RCIC   requires    fee   Application   requested    from  NRC    for 
purpose    of    preventing    Inadvertent    Isolation   of    «ys 
DI008,  R.  M.       Llcanta   Fn   Managamint   Branch        83/09/15       FARRARi  D  L 
Commonwealth    Edison    Co.        lp          1B34O   288         24X    Flche    90-OOO.  03/09/12, 
8303200186" 


8303310028   Advises    that    requirements    of    NUREO-0737,  I  Cam    1 1    F    1    IP 
"Containment   Pressure   Monitor,"    1 1   F    1    5,     "Containment    Water 
Level   Monitor"   &    1 1   F   I    6,     "Containment    Hydrogen   Monitor" 
resolved, per   821220  &  301215   submitta  Is 

CRUTCHFIELD,  D        Operating    Reactors    Branch    5         B3/03/27         FARRAR.  D   L 
Cnmmonuiealth    Edison   Co         7pp         18633    213         34X    Ficha    50-000,83/05/27, 
3303310028 


Inspection  reports,     IE  Bulletin*  t.    correspondence 


831206O385   IE   Info  Notice   83-14.     "Deuaterod   Spent    Ian    Eichango    Resin 
Suiceptlbititij    to  Exothermic    Chemical    Reaction    "    Svc    lut 
ancl 

TAyLOR.JM        Division   of   Safeouarifs    &    Inspection    Programs    (Post 
830103)         83/O3/S1  Consolidated    Edison    Co      of   Neil   York.      Inc 

llHjip         18308   317         24X    Fiche    3O-000,  83/03/2  li  BB-12OAO38S 

B30404036B   Requests    that    insp    program    re    IE   Bulletin    80-13,     "Cracking 
In   Core  Spray   Spargers,"   be   performed    every    3  ijrs    in 
conjunction  ui/reactor   veiiel    internal    insp    Mo  abnormalities 
noted    per    subj    bulletin 

RVBAK.fl         Cammonuealth    Edison   Co         83/03/23         KE^PLER.  J   Q         Region    3, 
Office    of   Director         2pp         17816   232         24X   Flche    30-237,83/03/23. 
830 40 4026 B 

8309020467  Forwards    IE    Imp   Repts    30-01 0/03-Ofi.  90-237/03-O7   & 
30-249/83-06  on   B30203-0319  No  noncompl ianco    noted 
BTREETER.J   F         Region   3,     Office    of    Director         83/04/13         REED.C 
CommonuBdlth   Edison  Co        2pp        18283    073        24X  Fiche    30-D1O.  03/04/13, 
8303020467 

— B303020H90    IE    Insp    ReptS    30-010/83-06,30-237/83-07    fc    30-247/83-06    on 
B30203-0315  No   noncomp  Hance   noted    Major   areas    inspected 
operational    safety,  maint,  survel  1  lance,  lie  eniea    events,  plant 
trlpl, refueling   activities   fc  refueling    surveillance 

TON8UE.T   M    .     JORDAN.M   J    ,     8TASEK.  3         Region   3,     Office    of   Director 
S3/Ofl/IS         itpp         18283   075         24X   Fiche    &0-01O,  83/04/13,  B30902O467 

8303040031    IE   Info  Notice  83-21,    "Defective   Emergencij    Use   Reiplratar    " 
Svc    lilt   encl 

JORDAN, S  L        Division   of  Emergency  Preparedness   Si  Engineering 
Response    (Poit   8301O3)        83/04/19  Consolidated   Ediinn   Co      of    Neu 

York,     Inc        126pp        1B435    199        24X  Fiche   3O-000,  83/O4/1 3,  B3O3040021 

B303040023   IE    Info   Notice  B3-B2,    "BUR   Safety/Relief   Valve   Failure*    " 
Svc    Mil    encl 

JORDAN, E  L        Division   of  Emergency   Preparedness   &  Engineering 
Response    (Pmt   830103)        83/04/22  Consolidated   Editon   Co,     of   Heu 

York,     Inc        112pp         I83B3  OS7       S4X  Fithe   9O-000',  83/O4/22,  B303040023 

8303100379  Forwards    IE    Imp   Repts    90-237/83-06  tc  SO-249/B3-O7   on 
830222-23,0301.09  &    14   t.  notice   af  violation 

HIND,  J  A,       Division   of  Radiological   4.  Material!   Safety   Progranc 
83/04/23       fiEED,C       Commonwealth  Edison  Co       2pp        18377  328       24X 

Fiche    30-237,83/04/22, B303100377 


B3091B0376   Forwards    list    of    proprietary    documents   &  associated    pages 
from   technical    evaluation    repts    re    environ    qualification   of 
electrical    equipment  QE  affidavit    per    10CFR2  790   received 
Hfstlnghousa   affidavit    forthcoming 

RVBAK, B        Commonwealth    Edison   Co        B3/03/I3        DENTON,  H  R        Off  let   of 
Nuclear   Reactor   Regulation,     Director.       3pp         18490,347        24 X 
Flche: SO-000, 83/03/13,  B30S1B037A 

B3038&0290  Commltt    to    resolution   of    three    open    items    re   NUREQ-061S, 
"Control    of   Heavy    Loads,  •'    using   Quad    Cities    guidelines   Quad 
Cltle*    analysii    to   varifV    stress    design    factors    for 
druar/separatar    lifting    rig    applicable 

RVBAK, B.      Commonutealth   Edison  Co       B3/O9/17.      DENTON,  H  R.      Off  ice  of 
Nuclear   Reactor    Regulation,    Director         lp         18623,394        24X 
Flche, 30-S37, 83/09/19, B309B60390 

B3039704t?  Notifies    that    response    to   930316,0310  ti    11    requests    for  addl 
info  r»  TMI    Item   II   K  3  SB,    "Qualification   of  Automatic 
Qeprassuriiatlon   Sys   Accumulators,"    addressed    in  83D910    Itr 
RVBAKiB.       Commonwealth    Ediion   Co        83/03/23        DENTONi  H,  R,       Office   of 
Nuclear   Reactor   Regulation,     Director         lp         186*2  298        24X 
Flehf  30-000, B3/03/23, 8303270419 

8309310037  AdvUet    that    listed    itemi    r«    snubber   action   plan    lent    on 
B30320, pir    B30313    Itr   Bubmittal    of    plan    for    checking    for 
clamp    Interference    during    62-day    inubber    Insp    deferred    until 
830603  to   incorporate   binding   ttudy   results. 

RVBAK.B        Commonwealth    Edison   Co        B3/Q3/24        KEPPLER,J  C,       Region  3, 
Office    of   Director         IBpp,        18433    IBi        24X  Flche-  30-237.  B3/09/S1, 
B3033 10037  i 

8303310006  Notification    of   830614  meeting   ui/utll    in   Beth*ida,r)D    to 
dtscuis    uttl    DCRDR    program   plan 

GILBERT.  R.  A        Operating    Reactors   Branch    3        83/03/26        CRUTCHFIELD,  D 
Operating   Reacton   Branch   3       2pp        1B638'063,      24X 
Fiche,  30-OOO,  83/03/96,8303310086 


— 0303100387   Notice    of    violation    from    Insp    on    930252-83,0301,09    (.    14 
HIND,J  A        Region  3,    Office    of   Dlractor        93/04/22        2p» 
18377   330         24X   Fiche    90-237,83/04/22.8303100379 

--B303100402    IE    In»p    Repts    3O-337/B3-03    &   30-B49/B3-07    on   830222-23,0301, 
09  &   14  Noncompl lance   noted    DOT  radiation    limits   exceeded 
b   failure    to    follou  health   physics    procedures 

PAUL.R   A   ,     LQvENDALE.P   C    .     OREOER,  L   R,       Region    3.     Office    of 
Director         83/04/21         12pp         18377    332        24X   Flche    90-237,83/04/22, 
8303100379 

— 8303100416    IE   Watte   Packaging    Insp   Kept    1300O046/83-03   on    830216 
Noncompllance    noted    dose   rat*    of  3  mrem/h    «dsted    In   truck 
cab. 

THOMAS.  R  D   ,    BOOK.  H  E       Region   3,    Office   of   Director        ELSEN.  M  J 
Washington,    State  of       B3/02/2B       4pp       1B377  344.      24X 

Fiche    30-337,  83/04/22,8303100379 

B303040029   IE   Info  Notice   83-23.     "Inoperable  Containment  Atmoiohere 
Sensing  Bys   "   Bvt   list  encl 

JORDAN, E,  L        Division   of  Emergency   Preparedness  &   Engineering 
Response    (Post   830103)        83/04/23,  Consolidated    Edison    Co      of   Neu 

Vork,     Ine        119pp        18391271        24X  Fieh*    30-000. 83/O4/23.  8303010033 

8303020100  Ack   r*c«lpt   of  830330   Itr    informing    NflC    of    itepi    taken    to 
correct  violation*   noted    in    IE    Insp   Repts   50-010/63-03, 
SO-237/83-09  &   90-249/83-04 

6HAFeR,W  0       Region  3.    Offlo    of   Director        83/04/23        REED,  C. 
Commonwealth  Edison  Co.       lp         18278  243       24X   Fiche    3D-010. 83/04/2S, 
8309020100, 
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B30302010&   Ret pond,    to    NRC   B30304    Itr    re    violations,   noted    In    IE    ln\p 
"Pt*    5Q-O  JO/93 -OS,  5Q-237/B3-03   t-    30-249/83-04    Corrective 
actions    Amfrnd    71    retimed   t,    Incorporated    Into    Tech   Specs 
cSSEi^i;".  °A   d*pt    L"m    au<"t    accounting    (.   follouup    iijl 
FARRAR,  D    L          Can>monujealth    EJlion   Co         83/03/30         KEPPLSR, J   0 
R«glon    X     Office    of  Director        3pp         1S27B  34*        24X 
Flcha     50-O1G,  03/04/33,8305020100 

O312044O   Fcruards     IE    Imp    Rept    30-237/83-O3   on   930111-0324    t    notice 

o-f   violation 

LITTLE,  H   S         Region    3.     Office    of   Director        83/04/23        REED.  C 

edl*°n    Co-        aPP          18431    091          24X    Flcho    50-337,  03/04 fZS, 


330312044-)   Notice    of    violation    From    Insp    on   B30U1-0324 
LITTLE,U    3         Region  3.     Office   of    Director        B3/O4/S5        Ip 
IB431    Q73         24K    Ftcha    JO-237, B3/04/29, 83O312044O 


B30304QQ31    IE    Info   Natlcf    B3-S8,     "Criteria    for   Protective    Action 
FlecommBfiifatloni    for   General    EOIBT j»nt ia«    "   Svc    Hit    end 
JOHDAN.E   L        Civilian   of   Emergency    Propar»dnBi»   (.  Engineering 
(let [.onie    (Pott    83OIQ3)         B3/03/Q4  Coniolldattd    Edi»on   Co,     of   NIUI 

York,     Inc  119pp          1B441    001          24X    Flch*    SO-OOO,  B3/03/04,  8303040031 

93030*0033    IE    Info   N&tlee    83-29,     "Fuel    Binding   Cauied    bij    Fuel    Rick 
Daformatlon    "    Svc    litt    end 

JOflDANrE.L        Dlvlilon    of   EmBrganeu.    -PrepareilnBi*   h  Englnsarlng 
Reipnnie    (Post    330 1O3)         83/03/Qi  Coniolldatad    Ediion   Co      of   Neu 

yort,     Inc  113pp  18923   348,         34X    Fichu    30-OOO,  83/03/06.  B303040033 

B303040D34    IE    Info   Notice    B3-3O,     "Mllapp  1 1  cat  loo    of   Generic    Emergency 
Optr-atlnj    Procedural    <EQP1    Gulde-llnei    "    Svc    Hit    incl 
JORDAN.  E   L        Division    of    EmtrgtTiey    Praparadnaii   &   Englnaaring 
FlBipontB    (Polt    830103}         B3/O3/ 1 1  Co-niol  IdatBd    Edl*on  Co      of   NBU 

York!     Inc         114pp.       1B524-Q03         E4X   Ftthn    30-000,83/03/11,9303040034, 


B3D3UO'449    IE    Imp    Rapt    &0-a37/B3-03   on   B30t  1 1-033H  Noncamp  1  lane« 
nottd    fflilurff    to    control    r«eirculjition    ritsr    pipe  wait    rot 
itutfi.  unuBed    rod    4    unuitd    rolbi    of    E306L-li   «talnle*i    «t**l 

WlT* 

KEV.H  d,  ,     DANIELSGM.  D    H        Region  3,    Office    of    Director        B3/04/2 
lift  18431:094          SAX    Fich*    30-237,83/04/25,9303120440, 


Q305200421    Advliiv    that    utll    reeponie    to    920714    eonf Irmatory   action    Itr 
ra    IE  Bulletin    79-14r  pip  Ing    analijili-    to    reitore   hot    ihutdoun 
path,   piping    c-y  i    to    F8AR    l-iquir*m»nt  *    bij    830218.  acoptablB. 
SPEBaARDjR  L        Division   of   EnginaBTing        83/09/18        REED, C 
Cofflnanuealth    Edlsan.   Co.       2pp          18317    lib,       24X   Fichu,  30-000, 83/05/18, 
330 3200421 


03Q40O24.    IE    Info    Notice    83-34,     "|_ODI»  Parti    In  Stcondarg    Bids    of 
Steam  Oinsrfttari    at    PHR»    "    Bvc    Hit    incl 

JORDAN,  E   t-         Civilian    of   EraarB»ncy   Preparedness    d   Engln«»ring 
Retponia     (Poit    B3O1O3)         B3/O4/28  Cania  1  Ida  Ud    Edlion  Co      of  Nlu 

Var*!     Inc.        113pp.        18392047        34X  Flche    50-000,  03/04/2B,B3O3040Oa£1 


B30304004O    IE    ]-nfo   Notlo    83-31,     "Error    in   ADUPIPE  Computer  Projram.  " 
Svc    Hit    incl 

JOflDAHi-E,  L,        Divliion    of  Eraffrg«ncij    Prep«r*dnti »   h   EnginBirlng 
flBiponn    (Poit    B30103).       B3/OS/19  ConiolldiUd    Ediion   CD      of   Niu 

Yorti     Inc         114pp.       IBA97.009.       S4X    Fich«<  30-000, 93/05/19,  B303040040 


103040027    IE    InPo    Notlea    S3-B3,     "Standbg   G*»    Treatmont  Bg*   Heater  KIgrh 
Tamp    Trip    Sttpolnt    Adjuitmant    "    9vc    list    and. 
JORDAHi  E   L         DlvSiinn    of   Emtrutncy   Pr»paraiInBi»    ti   Engineering 
Ra«p«ntB    iPott    H3D1O31,        B3/04/2B  Conio  l(dat*d    Edlion   CD      of   Kcui 

York,     In,c          IlBpp          183SS,  165.       B4X  Flche    SO-OOO,  03/O4/2B,  B30-3Q40027 


103060441    ConPlrm*    plant    to  meet   u/utll    on  "30805    In,  0!«n  Ellyn.IL 
to   dlici/ftt    •  tutu*    of    actloni    taken  rt    B30317   confirmatory 
•  ctlon    Itr    concnrnlng-   main   iteam   Una    intibben 

NORELIU3,C   E         Dtvlilon    of    Projsct   tt  Heiidtnt  Pi-oarami        83/04/28 
REED.C         Cojnmonu««lGh   Edlian  Co         Ip         IH343,  147        24X 
Flcn«:  50-237*  93/O  4  /2B,  B3030fi0441 


0305230377   Foriuarfl*    "QE-NEBS   Electrical    Panefrat ion    Aiiemblij 
Qualification   Program,"    Voli    1    (.  E    to    "RaiponiB    to    IE 
Bulls  tin   79-OIB  Quad  Citlei   Nutlter   Power  Station  Unit*   1   «. 
S"   l>  Volt    1   h  2   tfl    "Raiponit   tfl    [E  Bulletin  79-OIB   .       " 
RVBAK,  8        Commonwsalth    Ediion    Co         93/09/19        DENTON, H  R        OfflCB    of 
Nuclear   Reactor   Rtgulat ion,,     Dlracto-r         Zr  HBpp         1B578  001         E4X 
FlchB:  30 -000,  83/OB/19-.B 308230377 

—8303230373   "OE-NGBS  Eltctrlcal    Panttratlun  Ammbly    Qualification 
Program   " 

*       BBclitnl    Corp,        B3/03/19,         35ipp  IB378.  175         K4X 

Flche    50-000,83/03/17.8303330377. 


0310009B   Pravld**    itatui    of    tafa   ihutdoun    path    njpporfc    Initol  latlon, 

par    IE   [full*  tin    7<9-l4   &    utll    B3041i  cc-mmi  tm»nt  Rgmainlng 

•cceiilbla    hangar    &    Four    Inacemlblt    hangari  ulll    be 

CompUt&d    by    mld-Kaij    i    ifuMino    Fall    1193  ouU)«- r«*[iBCt  ivHy 

RVBAK.&         CDffnontJjBfllth    Ediion    CD         63/04/38         KEPPLERrJ   D         Riglon    3, 

Qffict    Of    DlTSCtor  Spp          IS377   B18         34 X    Flche    3O-E37. 83/04/28. 

830310009B 

1D303033&   DlicuBflBi     IE   FVnirgancg    PrBpiredn-ni    In-ip    Dapti    30-O10/B3-CH , 
30-237/33-01    t.   ao-S^/BS-Ol    on    B3020B  J,   foruards    notice    of 
dBTtcllncle* 

PAPEfllELLO.C    J         Ragion    3,    Office    of    Director        63/04/29        REED,  C. 
CDirmanuAMlth    Edison    Co         2pp         ISS97    137.       34 K  Flche    90-010,83/04/37, 
0303 03033 A 

'S30903034B  Notice    of    def iclatic  1  BI    from    intp    an  B30103-07  Public    Info 
brochure!    not    dlitrlbuted    from  Apr    19B1    -   Dec    17B3  & 
•Mirgancv    action    laveli    not    ravlBWfif  «/*tate  (.    local    govt 
line*  810401 
*     ff*glon   3,    Dfflc*   of   Director       S3/04/S7       2pp        1B377   137       S4X 

Flch*'  aO-OtO,  G3/O4/29.  930 30303 3 A 

I030400BB    IE    Info    Notlca    93-26,     "Failure    of  S*fati|/R»k taf   Valvi 
Diicharge   Line   V*cuum  Br»aken    "  Svc    ]Ei(  «ncl 
JORDAN,  E,  L.       Division   of   Emar-g »ncy  Friparednrn  ',  tingtn«»rlng 
Reipanifl    (Pait   S30IO3),      B3/09/O3  Coniol  ldat*d   Ediion  Co.    of  H»u 

Vork,     Ine          lSS.pt.        1B441    170        S4K  Flche   OO-OOO.a3/03/Oa,  0303040038 

305I001BI    Ack    rictlpt  of   B3041I    Itr   Iti  farm  ing   NUC   of   itapi    tahtn   to 
correct   violation*   notBd   in   IE   Imp  Ripti   BO-01o/as-17> 
BO-237/Ba-K4   *.    »0-a«/BB-a4 

BHAFGRjW    D,       R»g  1  Pn   3.     OfMcB    of   Dlr.etor        B3/03/O3        REED,C 
Commonweal  th   Ediiun  Co.       Ip,       18374  318       24K  FicJifl   50-010,03/03/03, 
93031001BJ, 

-£303100190  Rupondt    to    NRC  830311    Itr    rt    d»ficlincl«i    not*d    In    [E    ln»p 
R»|it«    BO-OlO/ea-17.  30~»37/Ba-24  fc  30-H49/BB-24  Corrsctlva 
actloni   ur-ltt*n   agresmint,  EPIpaOO-1 1   re  PHF   for   Units   S  &  3 
between    Corp*    of    Englnitn   &   utll    to    be   rtvlttd 

RYBAKrP         ConniLH>nitfa4lth   Ed  i  ion   Co        B3/04/11        KEPPLER,  J   0        Iteglon 
3,    Office   at   Director       4op        19374  317       S4X  FlchB  3D-010r 
83/05/03,  B30S  1OO181. 


— B30S230399  Rw  S    to   Volt    1    Si   S    to    "Environ  Qualification   of   Eltctrlcal 
Equipment.  Dr-eiden   Ntjclaar   Pow»r    Station   Unit  S    " 
*      Bechtel    Corp          83/09/31.        416pp  18379    171.        B4X 

Ftehe;  30-000,83/08/19,  B3OS2SO377 

— 8303390407  fit's  S    to   Vol*    1    i,  2    to    "Raiponia    to    IE   Bulletin  79-OIB    for 
Draidin  Nuclaar    Pouir   Station   Unit    3    " 
»      Bachtel    Carp         B3/09/31         387pp.        18390,236        24X 
Flch*. 00-000,  B3/05/19,  0303290377 

—0303230413  Riv  2    to   Vo  1  •    1-3    to    "Rasponia    to    IE  Bullatln   79-OIB,  Quad 
Cltl«i    Nuclear    Powir    Station   Unit*    1    S.   2   " 
»      BechtRl    Corp.       B3/O3/31         7B<bpp.        165B1I293         34X 
Flch*' 50-000,  83/03/19,  B30BB30377 

8309270399,  Notlflai    that   uiork    to    b*    peTfarmid    on  m*«onrg    walli,  per    IE 
Biflletln  80-11,     -naianry   W*ll    Deilgn,  "   ulll   ba  completed   on 
B3071  S, Thirty  maionrv   ual la   T*qulr«d   nodi 

RVQAK.fi       Commonwealth   Edlion   Co.      B3/03/23       KEPPLER.JO       Raglon  3, 
Office    af   Director         IP         ISA  42.  339         34  X  Flche'  flO-237,  03/03/83, 
8305270393. 

B30S310113  Ach    rectlpt    of    830319    Itr    informing   NRC    of    itepi    taken    to 
correct   violation*   noted    In    IE    Inip   Rept   50-337/83-03, 
LITTLE, H  S        Region   3,     Office    of    Director        03/09/34        REED, C. 
Comnotiutalth    Ediion   Co,        Ip.        IBA9B:  O70.       24 X   FlchB    30-237>  83/03/24, 

8303310113. 

— B303310117  Rtipandi    to  NRC    B30429    3tr    TI    violation*    noted    in    IE    Intp 
Rept    SO-237/83-O3  Corrtetiv*    actloni: uncantrollad   Holding 
mat  It   it  lip  ot  ad    of   It  personnel    Instructed   re   control   of 
ueldlnj  ffl*tli 

FARRAR,D.  L        Commonui»*Hh    Ediion  Ca         83/03/17.       KEPPLER,  J  O 
Raglon    3>    Offlca    of    Dlrtctor,        Spf>,        18£>SB.O71         24X 
Flch*    50-237,  B3/OS/24.  8309310113. 

B30301004&    IE    Into    Notice    83-33,     "Nonr-Bpreientatlva    Sampling    of 
Contaminated    011."    Svc    lltt    encl 

JORDAN,  E  L       Dlviflon   af   Em«i-|)«Ticy  PraparadnBii  f   Engln*«rlng 
RBiaontB    (Pott  B301O3>.       33/93/26,  Conialldated   Edlion  Co,     of  Neu 

York,     Inc         114pp.        1B&47   OO7         24 X    FlchB. 90-OOO,  83/OS/26,  B303040046 


30304Q03O    TE    Info    Notlca    03-37,     "Operational   Rtiponie    to   Event* 
Concerning    Dellb'Tata  Acti    Directed   Agalnit   Flint 
Eiiufpient    H   Svc    lift   incl, 

JOHDANiE,!.,      DlvlHon  of  Emrrgenev  Pr*p»reiln«<»   li  EtigltufliTlng 
Rtlponie    {Poat;   63O1O3).       B3/OS/04  ConBolidltad    Edl*on    Co,     of    N*io 

York,     Int         HSfp.        18382,583        S4K  Flche   50-000, 83/05/04,  B3Q3040030, 
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R   Periodic  operating  reports  &  related  correspondence 


9305 130197  Forwards  monthly  operating  rept  for  Apr  19B3 

BCOTTi  D  J    Cammonuealth  EdUon  Co    83/O3/O2      Director'*  Office, 
Office  of  Inspection  and  Enforcement    lp    13440  O30   24 X 
Flche  30-237,  83/03/02,  B30313O197 


— 9303130302  Monthly  operating  rapt  far  Apr  1933 

BCHROEDER.H  A    Commonwealth  Edison  Co    83/03/02 
19440  031    24X  Flche  30-337. 83/03/03, 0303130197 


IBpp 


B303I70134    Forwards    LER   83-023/03L-0 

SCOTT.D  J  Commonwealth  Edison  Co  S3/03/04  KEPPf-EFl,  J  0  Region 
3.  Office  of  Director  2pp  18146  367  24X  Flche  30-237,93/05/04, 
3303170134 

— 0305170140  LER  a3-02S/O3L-0  nn  830409, reactor    bldg    fuel    pool    channel 
high   radiation  alarm  activated, caui Ing   reactor    bldg    vent   sys 
to   trip   Coined    by    burned    out    relay    coll   lie  lag    coil    replaced 
MERRITT.S        Commonwealth   Edison  Co        83/03/O4  Region  3.     Office 

of    Director         ip         19446   269         34X   Fiche    50-337,83/03/04, 
8303170134 


B      Reportable    occurrences,     LERs    &  related    correspondence 

9309330973  Forward!    engineering    evaluation   rept.     "Cracks   tt  Leak*    In 
Bmall    Diameter   Piping    " 

BROHN.E  J        Reactor   Operations    Analysis    Branch        83/04/19 
BEYFRIT.K   V        Reactor   Operations    Analysis    Branch         lp        18341    34 B 
24X  Fiehe    30-000,83/04/19,9303230373 

— 8303230619    "Crack t    &  Leak*    In   Small    Diameter   Piping- "    engineering 
•valuation   rept   9mall    pipe    leaks   associated   w/unanticipated 
vibration   problems   require    addl    supports    or   rerouting    of 
piping 

BROWN- E  J.       Reactor   Operations   Analgsls    Branch.       93/04/19        9pp 
19341    343         24X   Flche    30-000. 83/04/19.  8303230373 

9303060911    Forwards    updated    LER   B3-008/01X-1 

SCOTT.D  J        Commonwealth    EdUon   Co        83/04/23        KEPPLER, 0  0        Region 
3,    Office    Of    Director          lp          18348   033         24X    Fiche    30-237, 83/04/39, 
B303060311 


330324:0303   Updated   LER   83-011/01X-1    on    830203,  NOT    performed    on   new 
fillet  uiald   Crack    found    between    torus   shell    tt   ring    girder 
separating    bays   8  tt  9  Cauie    not    determined   Fl-au  removed    by 
grinding    d   filled   in/hydrogen   electrode    deposit  W/B3O5Q4    Itr 
TANQHEE.D   ,     8COTT,  D   J         Commonweal  th    Edison   Co         63/03/04 
KEPPLER.J   0         Region   3,     Office    of    Director         4pp          IB349   O27         24X 
Flcha    90-337,93/05/04, 9309240302 

S303170139   Forwards    LER    93-Q27/O3L-0 

SCOFT,  D  J  Commonwealth  Edison  Co  B3/O5/03  KEPPLER,  J  0  Region 
3,  Office  of  Director  3pp  19466  294  24X  Fiche  3O-237.  B3/O5/05i 
8303170139 


— 9309170163   LER    93-027/03L-0    on   830408,  rfurlng    valve    Imp,  grease 
discovered    on   seats   &   discs   Caused    by  maint    procedures   not 
prohibiting    personnel    placing    grease    on   seat  I>   disc    Crease 
removed,  valves   repaired   tc  procedures   will    be   revised 
STACHNIAK.R         Commonwealth    Edison   Co         93/09/03  Region   3. 

Office    of    Director         3pp         18466   296         24X   Fiche    30-237.  83/Q5/03j 
9303170159 


— B303060917  Updated   LER   93-OOB/01X-1    on   8301 13, during    iniervice    Imp    of 
rtc trculation    piping,  rejec table    Indications    discovered    In 
10  circumferential    uelds   Caused    by    Intergranular    stress 
corrosion    cracking   Wild*   will    be    eiamined    at  mid-cycle 
HVLKA.R        Commonwealth    Edison   Co        B3/04/H3  Region  3,    Office   of 

Director          12pp          1S34B   OB4         24X    Fiche    30-237,93/04/29,8305060911 


8303240207   LER   B3-026/03L-0  on  B30412.  dur ing   refueling    outag  e,  (neither 
92  failed    during    test   required    to   return   snubber    to    store 
roam  Cause   untnoun    Investigation   underlay  U/830310    Itr 
RHEE,B   .     BCOTT.D   J         Commonuealth    Edison   Co         83/03/1O         KEPPLER.J   Q 

Region  3,    Office   of   Director        3pp        18346  016        S4X 
Fiche    30-237,83/03/10,8309240207 


B303060416  Forwards    LER   B3-024/03L-Q 

SCOTT, D  J        Commonwealth    Edlton  Co        83/04/96        KEPPLER.J  0        Region 
3,    Office    of   Director         lp         1B343    190        24X   Fiche   30-337,83/04/26. 
B309Q&041& 

— 8309060422  LER   B3-084/03L-0.  on   930403.  <uhl  le    performing    core    iprag 
operabllltu,    test, valve   MO    14O2-4A   failed    to   open   Caused    by 
burned    out   motor   Motor    replaced 

ANANDAPPA.A        Commonuealth    Edison   Co        83/04/26  Region  3, 

Office    of   Director,       Spp         18343    171         24 X   Fiche, 90-237, 83/04/36. 
B3090&0416 

6303060390   Forwards   LER   B3-022/03L-0 

SCDTT.D  J       CommonwMlth   EdUon  Co,      B3/04/B7       KEPPLER.  J.  0.      Region 

3,     Office    of    Director,        lp.        18349   Oil          24 X    Fiche    90-337, B3/04/B7, 
B309060990. 

— 830306099?  LER   B3-Q22/03L-0. on    930403. during    refuel    outage.no   position 
Indication    found    for    core    sprat)    Injection   valve   HO    14D2-39B 
Valve   would    not    open   Caused    by    one    phase    of   breaker    tripping 
befort   dulgn   overload   reached. 

ANANDAPPA.A        Commonwealth    Edison  Co        83/04/27  Region  3, 

Office    of   Director        2pp         18349  012        24X   Fiche    30-337,93/04/27, 
Q309060990 

8309060603  Forwards   LER   83-033/03L-0 

SCOTT.D  J        Commonwealth   EdUon   Co.       93/04/27        KEPPLER,  J  0.       Region 
3,     Office    of    Director          lp,        1B348   247         24X   Flche    30-237.  83/0  4 /K7, 
8303060603 

— 8309060611    LER   B3-023/03L-0- on   830406, during    surveillance   of    component 
cooling    svc    water    vault    floor    drain    (DOS  4400-1 ), condensate 
pump   room    flood    switch    actuated   &   drain   valve   AO-2-499?-74 
failed    to    close. Cause    undetermined,  Investigation   underway 
COVLE,L.N        Commonwealth   EdUon   Co,       83/04/37  Region  3,    Office 

of   Director.       8pp         1B34B   248,       24X   Flche    90-237,83/04/37, 
B3090&0603. 

8309060486  Forwards    LER   B3-029/01T-0 

BCOTT.D.J.       Commonwealth   Edison   Co        B3/04/29        KEPPLER,  J.  Q.       Region 
3,    Office    of   Director.       lp         1B34S    149        24X  Flche    30-237.83/04/29, 
B3090604B6 

— B309060492  LER   83-029/01T-D- on   B30419. air    leaks    found   at  actuating    arms 
for    sl>    torus-to-drvu*ll    vacuum  breakers   Cauted    bg    failure 
of   vacuum  breaker   actuating   arm   nal*    All    seals    replaced   w/ 
Improved    design. No    further    leakage    problems    observed 
WHALEN,  R,J       Commonwealth   EdUon  Co       83/04/29  Region  3.    Office 

of   Director        4pp         1834B- 130        24X   Fiche    30-837, 83/04/2?, 
83090604B6 


8303340494   LER   83-033/03L-0   on   830417, dur Ing    refue 1  Ing, Channel    B     fuel 
pool    radiation  monitor    douinscale    alarm  received   Alarm   could 
not    be  reset  Caused    by    burned   out    coll    In   rela<|    1703-10B 
Relay   replaced   u/spare   U/830310   Itr 

MERRITT.S  .    aCOTT,D  J       Commonwealth   Edison  Co        B3/03/IO 
KEPPLER.J  0       Region  3.    Office   of   Director        3pp        IB37I    176        H4X 
Flche   30-237.83/03/10,8303240494 

8303240339  LER   B3-030/03L-0  on   B30421, 24-volt    low  voltag*   pouer    tupplu. 
failed, causing    channel   A    Isolation   condensor  vent   monitor, 
reactor    bldfi   vent   tc   fuel    pool   area  radiation  monitor    to  move 
douinscale  Caused   by   bad   voltage    regulator  U/93051 1    Itr 
MERRITT,  S  ,    SCOTT,  D  J       Commonwealth   Edison   Co,      B3/03/11 
KEPPLER.J  0       Raglan  3,    Office  of  Director       3pp       1B374  OB3       S4X 
Fiche   90-237,83/03/11,8309240339 

S3033OQS93  Forwards   7-tfag    evaluation,  out-of-plant    test    results  «.  action 
plan    re   main   steam   line    snubber    failures    Investigation   of 
clamp    Interference  &  possibility    of    thermal    growth 
continuing 

RYBAK.O        Commonwealth   Edison  Co        93/OS/13        KEPPLER, J  0        Region   3, 
Office    of    Director         3pp         18316   324         34X   Flche    30-237.83/09/13, 
9305200393 

— 8303800301    "Dresden-2  Main  Bteam  Monitoring   Procedure    7-Day   Data 
Evaluation    " 

*      Sargent   b  Lundy,     Inc        END-043449        B3/03/09        4Opp         1BSIA  327 
Z4X  Fllhe   90-237,93/03/13,9303200293 

— 8303300307  "Preliminary   Test  Rept  on  Dynamic   Te»tlng   of  Dresden  2 
Mechanical   Pipe   Bnubbers    " 

NOTHELFER.T   .    PLUMMER.  M  C        NUTECH  Englneeri,     Inc        *     Commonuealth 
Edison  Co        COM03B  0011   OO07        93/03/11         ISpo        19317  004        24X 
Pi che. 30-237. 83/09/13.  8303200293 

83093101B2  LER  83-032/03L-0  on  830429, dur ing    unit   startup,  reactor   water 
tample  not   pulled    every   4  h   per   Tech   Spec   requirements 
Caused   by    lack    of    communication    between    technician*    during 
shift   change   t    failure    to  use    flashing    sign.  U/630317    Itr 
TURKQUE9T.L  .    SCOTT, D  J        Commonwealth    Edison   Co        B3/03/17 
KEPPLERrJ   0,       Region   3,     Office    of    Director         3pp          18638,  U9         24X 
Plche    90-337>83/03/17.B303310192 

9303310149  LER  83-033/03L-0   on  830426, dur Ing    te*ttng    of   M3IV    ID   t   3D. 
half    scram  occurred    on  reactor   protection   sys.  Caus-ed    by 
failure   of    icram   Interlock    contact   of    limit   sultch    to 
reset  after  valve   IB   tested  Sultch  adjusted  M/830919   Itr 
BEVERLY.  K  .    SCOTT,  D  J       Commonwealth  EdUon  Co       83/03/18 
KEPPLER.J  0.      Region  3,    Office   of  Director       3pp.      18i39   141       S4X 
Flche    30-337.  B3/03/1B, 830331014? 
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B3053I014S   LER    B3-Q4 1 /03L-0    on    330306,  ca  1 1  br    of    dryniell    pressure    sultth 
OlS    13GQ-4. relay     1330-2'!'?    failed     tn    piel     up    when    pressur* 
luitch    1 3D  1-620   functionally    tested    Causffd   OY    loose 
connection    In    uiring    circuitry   W/B30520    1 tr 
CHR1STEL.  B    .    SCOTT i  D  J        Commonwealth    Edison  Co        H3/OS/11? 
K6PPLER.J   0         Region    3,     Offics    of    Director         3pp          1SS.32    2B7         24X 
Flche    SO-237,B3/OS/19.  630531014,3 


O     Advisory    Commit  tea    on   Reactor   Safeguards    report!    !.    correspondence 

B309130290  Summary    at    B6Bth    ACRS   meetings    on    620313-14    in 
Washington,  DC 

*      ACRS  -   Advisory    Committee    an    Reactor    Safeguards        83/03/03 
rtCRS   -  Advisory    Committee    on    Reactor    Safeguards        329pp         10438  22 S 
3<JX    Flche    3-0-OOO,  B3/Q5/OS-,  S3O313029O 


B303310138  LER   83-Q33/03L-0   on    930305,  average    pouer    range   monitor 
(APRK)    *    flou   biased   rod    bloclr    setpolnt    found    in   e»cess    of 
Tech  Spsc    3Imlt   Caused    by    Instrument    drift   APRM  4   a<fjust*4 
per   Procedure    DIS-7OO-6   H/B3O32O    Itr 

HEvERLV.K  P    ,    SCOTT,  D  J        Commonwea  Ith   Edison   Co        B3fOSSSO 
KEPPLEK, J   G         Region    3.     OPtlttr    of    Director         3pp          1665)    224         24X 
Tlche    30-237,33/09/20.  BJ?OS3iO13B 


DOCKET   30-238    NUCLEAR    SHIP    SAVANNAH 

R      Periodic    operating    reports   &    relate!   correspondence 

B303060S77  Forwardl    semiannual    >OI-VB«J    rapt*    for   82Q317-1B  &  0916. per 
Amend    10    Co    Ltcan-ie    N3-1    Info    contains    TLD  monitoring    badge 
la-cat  Ions,  diracl   radiation    survey,  contamination    turvey 
reiulti    (•   environ    sample    analgiit    reps 

GUERRY.J   E         South    Carolina.     State    of         B3/O2/2B  WHC    -   Mo 

Detailed    Affiliation  Olven        3pp         13317   S3?        24X 
Fiche    -30-338,  B3/02/2S>B303060577 


-930306OSB2   "Se-miannual    Survey    ftept    " 

*      South   Carolina,    State   of        S2/O3/1B 
Fiche    30-23B,  B3/O2/S8, B30306O377 


-B3030iO5B6   "S>miannual    Burveij    Kept    " 

»      South   Carolina,    State    of        B2/O7/16 
Fiehe    30-239,  B3/02/2B,  fl3030i0577 


7pp 


EB317   2iO         24X 


1B347,  274        24K 


-a3030iQ(,13   "Frocedure,    for    Teiting   ControIleJ  Radiation    Area    Intruilo-n 
Alarm   " 

HALDRUP.U        South    Carolina,     State    of        B2/IH/02        9pp         1B347*2B3 
24X   Flche    SO-23B.  B3/02/2B,  B30S060377 


BB-CKET  30-244  ROBERT   EMMET   OfHNA   NUCLEAK  PLANT,    UNIT    I 
F.    Security    medical,     emergi-ncy   i    Fire    protection   plans 

03 042 7027 B  Reitueiti    that   Rev  8   to    steurlti    plan   bi   modified    to 
incorporate    comtnltrotnts   Tt    frequency    of   alarm   station 
emergency    power   annunciator   sy*    test*    Resunrrii  ttal    within   3D 
daijs   requested 

ALLAN.  J  M        Region    I,    Office    of    D£  rector        B3/01/2I        MAIER..J   E 
.Rochester   Qas    h   Electric    Corp         3pp          18232    2B7         24* 
flche   30-244, B3/04/31,  9304S7027B 

B3Q5UOO34   Oenerlc   Ltr    S3- a  I    to   all    Hcintie*    of   operating    reactors* 
applicants    for   OLs    h   holders   of    CPs    re    clarl I icallon   of 
access    to   control    procedures    for    law   enf opceme-nt  visits 
Svc    Hit    enc  1 

EISENHUT.D  0.       Dlvlilon   of    Licensing        83/03/11  Consolidated 

Elf  lion   Co      of   Mau  York.     Inc         l£pp         18340  Of  5        24X 
Fiche    30~000i  B3/03/11,B305II0034 

B3031B0361    Notification   of   B3031B  msatltig    u/Hest  Inghoute    In    Detheida,  MD 
to    ditcuis   NRC    review  of    safety    p*rametai-   dliplaij    si|i    for 
•  merg«ncy    response    facility    design  &  V  it  V  process. 

DICK.O.  F         Opsratlng    Reactor*    Branch    3         B3/09/1&         CRUTCHFIELDi  D 
Operating   Reactors    Drancd    5        3pf         18435  2S3        B4X 
Flche:  aO-244,B3/03/ 16.  8303 1B0361 

8309310218  Forwards   revised    Page   3, 6.  modifying   (lev    IB    to    security    plan 
re    testing    frequency    of   emergency    power   annunciation    si;* 
Page  withheld    (r«f    10CFB73   21). 

HAIEfljJ  E        Rochestar  Oa*    I.   Electric   Corp        B3/03/1?        ALLAN,  J  H 
Region    1.    Office    of    Director        lp         I 0653    L4B        24X 
Flehe- 30-244,8-3/03/1 9,  B30331021B 

B30S870077  Adviit.    that  NUREO-O737.  I t«m    III    A  2   1,     "Emergency 
Pr»parBdn«»SjUpgraiI»   Emergency   PUn.    to  Afp   ErlOCFRSO." 
conplete 

CRUTCHFIELD.D        Operating   Raaeton    Branch    &       83/03/25,       MAIER,JE 
Rochester  Oat    k  Elittrlc   Corp        3pp         1063ft   133        S4X 
Flehe: 30-244^  63/03/23, 8303370077 

J.     Insurance  d    ind~amnJtu    inPerft*tlon 

B3091B0110  Forward*  Endorsiment    Bi   to  NELIA  Pollcii   NF-170   t<  Endorsement 
73   to  KA.ELU  Pollcu   MF-44, 

SINIBIjJM       Manh  I.  McLennan^     Inc        83/03/05        BALTZMArf.  J  D. 
Atdistant  Dlr»ctor   for  State  6  Licensee   Relations        3pp.       10438.237. 
2«  Pith*   BO-S44.  83/03/05.  8303120110. 


P      Operating    llcenie    stage    document!    £>    corresp  ondonea 

8303030021    Forwards    "Structural    Reanalijsis    Program   for    RE  Qinna   Nuclear 
Power    Plant,  "per    SEP    Topics    11-3  A,  1  1  1-2,  1  1  1-4   A  Si    1  1  1-7  B 
Final    design    expected    to    require    1B-24  month*   Final 
InitaJ  lutlun    enpected    to    require   2    to   2-1/2   -yri 
KAIER.J   E         Jtuchaster    0»S    &    Elactric    Corp          83/04/22         CRUTCHFIELD.D 

Operating   Reactors    Branch    3,       2p  p         1B3OO    128        24X 
Flcha    30-244.  83/04/22,  B3O5Q30021 

—  8303D3OO24    "Structural    Reanalijili    Prograin    for   FIE   Olnna   Nuclear   Pouer 
Plant    " 

>      Rochester    Oa  \    &    Electric    Corp          B3/O4/22         3Bpp          18300'  130 
2<U   Flche    50-214,03/04/22,8303030021 

B30S0303S2   Submits    addl    info    re    proposed    tubesheat    ileeve   designi  per 
request    Info   addreisai    ln»p  ectab  1  1  i  ty,  pul  lout   b   corrosion 
potential    Fifty    tubeiheet    sleevss   ultl    be    installed    during 
prete-nt   refuellnp    outage,  per    B304EO    Itr, 
MAIER,  J  E        Rochester-   Oas    d   Electric    Corp         83/04/26        CRUTCHFIELD*  D, 

Dp*ratino    Reactors.    Branch    5         3pp         18297   O99        24X 
Flche    30-2 


8305020060  Forwards    info    re    blacking    of    taf«tu    injection    signal    during 
cooldc-ikin   based    on    revleu   of    PWRs    using    Improper    procedure 
Httponie   requested    uithln   30    days 

CRUTCHFIELD.D        Operating    Reactors    Branch    S        B3/04/28        MAIER,  J  E. 
Roeh«»ter    0*1   &   Electric    Corp         4pp         18277    102        24X 
Fich*    50-241,  63/04/28,  a303O2OOtO 

B  303020  499  Approves    Installation    of    containment    cloiure    device    to 
provide    containment    Isolation    barrier   during    refueling 
actlvltlei    per    33O21B    Itr 

CRUTCHFlEtD,  D        Operating    R»aetor»    Dranch    3        83/04/29        MAIER,  J  E. 
Rochester    Baa   &  Elactric    Corp         2pp         1S2B2   296        24  X 
Fiche    30-K44,  B3/O4/aBt  B3O3O2041?? 

9303040271    Forwards    "Containment    Vesiel    Evaluation    of    Dome   Lln*r    Si 
Studs."   Tt    SEP    Topic    I1I-7.D.     "Load    Combinations 
(Containment   Liner    Analysts)    " 
MAIER,  J  E        Rochester    Oas    &    Electric    Corp         B3/O4/2B        CRUTCHFIELD.D, 

Operating    Reactors    Branch    3         lp,        1B344    332        24X 
Ficne    30-244,  03/O4/28,  B3O3040E71 

—3303040277    "Containment    Vasiel    Evaluatlo-n    oF    Dome   Liner    It   Btudt    " 
FULTOM.J   F   ,     HERR,  J  C    ,     CHEN.  C        Gilbert/Commonwealth   Cos. 
S3/04/IS        51pp         1B344   333         24X    Flchs    30-344,83/04/28,8303060271, 

S3030&0404   Forwards    lilt    of    aa  fatg-rs  1  ated    mavonru   ualls    per   SEP    Topics 
II-2  At  I11-B,  UI-4   A    1.    III-7    B.     "atructural    Reanelysis 
Program  -    Block    Mails    " 
KAtER.J  E        Rochester    Oas    Si    Electric    Corp,       83/04/28        CRUTCHFIELD.D, 

Operating    Reactors    Branch    3         3pp         18343    187        24X 
Ftche    90-244,  B3/O4/28,  8303060404 

8303020433  Generic    Ltr    83-19    to-   all    pomar    raactor   fc    testing    licensee! 
re-   neu    procedures    for    providing    public    notice    concerning 
iiiuance    of    amends    to    OLs    Bvc     list   end 

EISENHUT,  D   0,      civilian   of   LlcenUng        B3/O9/02  Consolidated 

Edison    Co      oP   Neui  York,     Inc         SOpp         1B441     120        24X 
Flcha    30-000i  B3/03/O2,  83O502O433 

B3031300B1    Responds    to   D   Dick    &    H  Ulgdon  82O3O1    telcon    ra    fuit 
ca  ordination    on    control    circuit    for    1  evel    control    valve    427 
RA   Dakar    830413  &    19    iummapl4H    justifying    proper    fuse 
coordination    enc  1 
MAIERrJ   E        Rocfieiter    Oai    &   Electric    Corp         B3/05/02        CRUTCHFIELDr  D 

Ops-rating    Reactors    Dranch    S         3pp,        18436'  266        24X 
Flche'  30-244,83/09/02,  B3031300B4 

—  S303-13003&    "Level    Control    Valve    427   Fuse    Coordination   -   Olnna    Station 
BfllCKB.Q    •     MANLGV,  J         Rocheiter    0«»    &    Electric    Corp         03B3-O3 
83/04/13,        4pp         IB136    269.       =4X  Flche    30-244,  B3/03/02,  B30S1300B4 

830  3  Of  Oil  39    Oeneric   Ltr   B3-2Q    to    all    op*ratir>g    reactor    licensees    ti 
holders    of   CPi    re    Integrated    *ch*4uling    for    implementation 
of   plant   mods   Svc    list    end 

EIBENHUT.DO        Division    of    Licensing         83/03/09  Coniol  Idated 

Edison  Co      of   M.ui  Vorl,     Inc,       l&pp         18627   193       24X 
Flche,  30-000,  B3/03/09.  3303090639 
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B303I10436   Notification    of   030312  meeting    w/uttl    in    Bethesda.MD   to 
dlecuit    ongoing    steam   generator    tube    sleeving    program 
DICK, 0   F         Operating    Reactors    Branch    3         03/03/10         CRUTCHFIELD,  D 
Operating    Reactors    Branch    3        2pp         18392  Oil        24X 
Flehe    90-244.83/03/10,8303110436 

8303180340  Notification   of   630320  meeting   u/utll    in   Bethesda.HD    to 
discuss   results    of    tube    sleeving   Portion!    of  meeting. 
Including    discussion   of    proprietary    lnfo,iiiill    be    closed 
DICK,  0   F         Operating    Reactors    Branch    3         B3/03/17         CRUTCHFIELD, D 
Operating    Reactor*    Branch     3         3pp          1B486    037         24X 
Fiche    30-B44, 83/09/17,8303180340 

B3Q33100B3  Responds    to    10CFRSO   49. "Environ   Qualification   of    Electrical 
Equipment    "    Btatui    of    review   contained    in   321213  3£(! 
Equipment    analyst  ir  tail,  des  ign   &  procurement   nag    delay 
•itab 1 Ish Ing    Final    environ    qualification    by    end    of    19B4 
MAIER, J   E         Rochester    Qas    i.   Electric    Corp         83/09/19         CHUTCHFIELD,  D 

Optra Unfl    Reactor*    Branch    3         2pp          18633   074         24X 
Fiche' 30-244. 83/03/19,  B303310OB3 

B303310123  Forwards    Appi    A. B. C   &  D   to    structural    reanalysis    program 
re   SEP   Topics    II -2   A,  III-2,  II1-4   A  (.    1 1 1-7  B    transmitted    by 
B 30 422   correspondence 
MAIER, J  E        Rochester    Oas    &  Electric    Corp        03/03/1?        CRUTCHFIELOi  D 

Operating   Reactors   Branch    3        lp         IB63B    171        24X 
Flehe    30-244,83/03/19,0303310123 


Inspection    reports,     IE   Bulletins    t    correspondence 


8312060385    IE    Info   Notice    83-14,     "Deuatered    Spent     Ion    E«Chang»    Resin 
SiMieptlbl  llty    to  Exothermic    Chemical    Reaction    "    5vc    Hit 
enc  1 

TAYLOR, J  H        Division    of   Safeguards    &    Inspection   Programs    <Post 
830103)         B3/03/21  Consol  idated    Edison    Co       of   New   York,      [nc 

HSpp         1830B   319         24X    Flche    30-OOQ,  G3/03/21.  B2120603BS 

8303040031    IE    Info  Notice   B3-21,     "Defective  Emergency    Use    Respirator    " 
Swc    Hit    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness    it  Eng  Ine-eringi 
Reiponii    (Pint   B30103)         33/04/13  Consolidated    Edison   Co       of    Neu 

York.     lie          126pp         1B43S    13S         24X    Flche    30-000,  03/04/1  3.  B303040031 

9303040023    IE    Info   Notice    03-22.     "BWR    Saf  etij/Rel  i  eF   Valve    Failures     " 
Svc    list    encl 

JORDAN, E   L         Division    of    Emergency    Preparedness    t;   Eng  Ine-sriiiff 
Response    (Post  830103)        S3/O4/22  Consolidated    Edison  Co      of    NBIU 

York,     Inc         112pp         1B3B3   OB?         24X    Flche    50-000,63/04/32,0303040023 

3303040025    IE    Info  Notice   83-23,    "Inoperable    Containment  Atmosphere- 
Sensing   Sys    "   Bvc    list   encl 

JORDAN.  E  L        Division   of   Emergency   Preparedness    it  Englne-erinj 
Dispense    (Post   B301O3)        83/04 /SS  Conso 1 idatod   Edison  Co      of    Neu 

Yort.     Inc          119pp          183B1    371         24X    Flche    30-OOO.  B3/04/23,  B3O304O02S 


— B30931O133  App    A   to    structural    reanalysls    program,     "Evaluation  Ript    for 
NRC   SEP   Topics    II -2  A,     'Severe   Weather   Phenomena,'    III-2. 
'Hind    t>  Tornado   Loading'    b    1 1 1-7   0,     'Design   Codes, Design 
Criteria   It  Load   Combinations    '" 

*     Rochester   Oas    &  Electric    Corp        03/03/31        BSpp        18630    172 
24X   Flche    30-244.03/03/19, B303310133 


B3D3O40B47   Requesti    remittance    of    Class    III    fee    for    Div   of    Licensing 
approval    of   B201I3  application    for   rov   to    Inservice    Insp 
program,  deleting   23   ileeve    limit    per    steam    generator    Imp 
DIOOE, R   M         License   Fee    Management    Branch          03/04/27         MAIER. J   E 
Rochester   Oas   t,  Electric   Corp        lp         19331    231         24 X 
Flche    30-244,53/04/27,0303040547 


— 8303310141    App    B    to    structural    reanalysis    program.     "Cr  1  tlca  1  itij 
Analysis    for    Spent   Fuel    Storage    Racks    " 

*      Plckard,    Lome    fc  Oarrlck,     Inc         03/03/31         Spp        1B638  237        24X 
Flche    30-244! 83/03/17,0303310123 

— 0303310137  App    C    to    structural    reanalysls    program,     "Utility   Pole 
Tornado   Misille   Trajectory    Analysis    " 

TMI0DALE.L   A   ,    DUNN.M  L        Applied   Research   Associates,     Inc 
S3/O3/03        23pp         1S638,  26S        24 X   Fiche    30-244.03/03/19.8303310123 

— 0309310159  App    D    to    structural    reanalysls    program,     "Uniform  Load   Test 
on   Mall    Panels"   h   "Physical    Testing    of   Fasteners    " 
»      Pittsburgh    Testing   Laboratory        B3/03/03        112pp         1063B  2B3 
34X    Fieh». 30-844, 83/03/19,  8303310123 


B3O303034&  Ac  k    receipt    of   030111   &  0224    Hra    Informing    NRC    of    steps 
taken   to   correct   violations   noted    In    IE    Insp    Rep-t 
30-244/02-23   Item  C   of   notice    of   violation    re    spent    fuel 
storage    grid    map   rescinded 
MARTIN.T   T         Division   of   Engineering    fc   Technical     Programs         93/04/27 

MArER,J   E         Rochester   Oas   !t   Electric    Corp         2p  p          10337    339         24X 
Flche    3O-244, 03/O4/H7. 03QS03O246 

— 8303050249  Responds    to  NRC  821213   Itr    re    Item  3    o  3    noted    In    IE    Insp 
Rapt   30-344/82-23  Spent    fuel    storage   grid    map    correctly 
•hous    spent    fuel    assembly    In  Location  A-17  Reoval nation   of 
Item  requested 

KAIER.J  E        Rochester   Oas   &  Electric   Corp        B  3/02/24        MARTIN.  T  T 
Division   of  Engineering   t  Technical    Programs         lp         1B337  337        24 X 
Flche    30-244.03/04/87,0303030346 


B303310020  Forwards    two    overslie    drawings    to   assist    In   review  of    safety 
injection   fc   auxiliary    cooling    sys, in   response    to   NRC 
request   Aperture    cards    are    available    in  PDR 
MAIER,  J  E        Rochester   0*I    (•  Electric    Corp        03/03/20        CRUTCHFIEU),  D 

Operating    Reactors    Branch    3        lp         18633    126        Z4X 
Flehe    30-844,03/03/30,8303310020 

8303310233  Submit*   addl    Info    re    potential    effect!    of    flood    levels    from 
Deer   Creek    In    excess    of    std    project    f loodi per   0EP    Topic 
1 1-3,  B   Additional    cost    of    mod    to   meet    PMF   unwarranted 
MAIER,J  E,       Rochester    Oas    b  El*etrte    Corp,       83/03/BO        CRUTCHFIELD,  D 

Operating    Riacton    Branch    3        3pp         1863B  O84        24X 
FlehB    30-244, B3/03/KO,  B303310232 

8303260237   Summary    of   B30313   site   minting    u/utll    re    steam  generator 
sleeving    program  Sleeving    modi    adequate    pending    formal 
submtttal    of   mod    prociduresi  revleu   of    insp    results   k   stress 
analysis   Next   meeting    scheduled    for   B3D320 

DICK.  0.  F        Operating   Reactor*    Branch    3        83/03/24  Operating 

Raaetors    Branch    3         llpp          18622-076         B4X   Flche    30-244. 03/O3/24, 
B3092&O237 

B309270O60  Forwards    safety    evaluation   of    utll    response    to  BER, 
MUftEO-0916. Item  3   re    effluent    radioactivity   monitoring 
sys    alarm   setpoints    ti   surveillance    requir«ments,  Monitoring 
syi    acceptable 

CRUTCHFIELD,  D        Operating    Reactor*    Branch    3        83/03/26        MAIER,  J,E, 
Rochester   Oas   l<  Electric    Corp        4pp,        18630-333        B4X 
Fichi:  30-244,  83/03/26, 8303270060 

— B309270071    Safety    evaluation    supporting    licensee    corrective   actions 
subsequent    to   B20123    steam   generator    tube   rupture   Main    iteam 
1  air    vjector    radiation   monitoring    *yt    acceptable 

•      Office    of   Nuclear   Reactor  Regulation,    Director.      S3/03/26        4pp 
18638:337,       Z4X   Fieha.  50-244i  S3/03/2i,  B303270060 


8303040026   IE    Info   Notice   B3-24.     "Loose    Parts    in  Secondary    Side    of 
ataam  Oenerators   at   PWRs    "   8vc    li»t    encl 

JORDAN. E  L        Division   of  Emergency  Preparednei*    &  Engineering 
Response   (Post  030103)       B3/04/H8  Conaol idatod   Edison  Co      of   Neu 

York.     Inc         I13pp          183B3   047         3W    Fiche    SO-OOO,  03/04/2H.  B3O304002A 

0303040027    IE    Info  Notice   83-35,     "Stands ij   Ofll    Treatment  Byt.   H«ater    High 
Temp   Trip   Belpaint  Adjustment    "   Bvc    list   encl, 
JORDAN,  E  L        Division   of   Emergency   Preparedness    t<  Engineering 
Response    (Poit  830103)        03/04/20  Consolidated    Edison  Co,     of    Neu 

York.     Inc        110pp        13332   16S        24X    Flche   30-000,  B3/04/aB,  S3Q304O027 

B30304002B    IE    Info  Notice   03-26,     "Failure   of    Safety/Rel ief   Valve 
Discharge  Line  Vacuum  Breakers    "    Svc    list   encl 
JORDAN, E  L        Division   of  Emergency   Preparedness    h  Engineering 
Re*pontB    (Post   030103)        63/03/03  Conso 1 i dated   Edison  Co      of    Neu 

York,    Inc         122pp         10441    170        24 X    Flche   30-000.  03/03/O3.  B30304002B 

0303040030   IE    Info  Notice   03-27.     "Operational    Response    to    Events 
Concerning   Deliberate   Acti    Directed    Against    Plant 
Equipment    "   0vc    list   encl 

JORDANrE  L        Division   of  Emergency  Preparedness    h  Engineering 
Response    (Poit   030103)        83/05/01  Contol ida ted    Edison  Co      of    Neu 

York,     Int          112pp          18382   202         24X    Fich*    3O-OOO,  83/03/04, 83030*0030 

8303040031    IE    Info   Notici   B3-3B,     "Criteria    for-  Protective    Action 
Recominindatians    for  Qeneral    Emergencies    "  Eve    liet    encl 
JDRDANiE  L        Division   of  Emergency  Preparedness    &  Engineering 
Response    (Post   B301O3),       B3/03/04  Conso  1  idatefl    Edison  Co      oF   Neui 

Vorfc,     Inc         il?pp          18441    001         S4X    Flche    50-000.  B3/03/O4,  B303040031 

B3O3110065  Forwards    fee    for  review  of    application    proposing    inservlce 
Insp    program  rev   to   delete   29   sleeva    limitation    per    steam 
generator   insp, In  response   to  B30427  request 

MAIER,  J  E       Rochester  Oas  b  Electric    Corp        83/O3/O3        OIGCS.  R   H 
License  Ft*  Management   Branch        2pp         10409   012        24X 
Flch  •-30-244.83/03/03,8303110063 
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93030*0033    IE    Info    NotU«    B3-29,     "Fuel    Binding    Cau»ed    bij    Fuel     Rack 
Deformation    "   Svt    list    end 

JOfiDAWiE   L         Division    of    Emergency    PrnparBdnei *    6   Engineering 
Response    (Fatt    B30103)         B3/O3/Q&  Consolidated    Edison   Co      of   New 

Yort,     Inc          HBpp          16323   343         24 K   FitfiB    30-000,93/03X06,8303040033 

8303040034    IE    Info    Hat  ice    B3-3O,     "rli  «app  1 1  c  ation    of    Qenoric    Emerg»ncg 
Operating   Procedure*    (EOF)    Guidelines    "    Svc    list    ere  1 
JORDAN,  E  L        Division    of    Emergency    Preparodnes*  &  Engineering 
ResnonSH    (Post   B30103)         B3/O3/1I  Consolidated    Edison    Co      of    New 

York,     Inc          Uflpp          10324003         24X    Flc he    30-000,  93/03/11 , 8303040034 

B3032S0438  Forwardi    IE    lnf|i   Rept    30-244/63-03  on   030301-0407   b   notices 
of   deviation    *.  violation    En* nreefnent   action   conilderetf    for 
failure    to    perform  adequate    p ost-ma 1 nt    test   of    containment 
personnel    hatch 

BTARD-STECKI.R        Division    of   Project    tt  Resident   Program        B3/OS/12 
MAIER, J   E         Rochester    Oa*    &    Electric    Corp         2pp          18383   314         24X 
Flthe    50-244, S3/05/I2,8303SS0438 

—  B30325044I    Notice    Of    violation    from    Imp    on   630301-31 

•  Region    1,     Office    of    Director         B3/O5/13         lp          1H5B3    2tb         SIX 
Fiehe    30-S44,83/Q3/12,e30323!>43B 

— 8303230-446  Notice    of    deviation    from    Imp    on   830301-31 

*  Realon    1,     Office    of    Director         33/03/13         2pp  IB3B3    217         24X 
Fiche    30-244,  B3/03/12, B30323043B 


9     Reportable   oc  currences,     LEFIs   (•  related    correspondence 

8305230934  (_ER   B3-O13/QJT-Q    results    of   multi-frequency    eddu    current 
eiam    of    steam    generator    A    Inlet   Si   outlet    revealed    no    tubei 
y/lnrfUation»   above    plugging    limit   Tuientij-thr««    tubes    u/ 
Intirgranular   attack:    indications   found    In   generator    B 
SNOH.  B   A         Rochester    Das    t,    Electric    Corp         B3/O4/19         ALLAN,  J   M 
Region    li     Office    of    Director         lp          1BS37   341         24X 
Flche    30-344,83/04/19,6303330326 

6303110316   Foruiard*    LEH    B3-O14/03L-0 

MAIER,  J  E        Rochester   Off    S.   Electric    Corp        B3/04/23        ALLAN, J  M 
Region    i,     Office    of    Director        lp         184O&  073        34X 

Flche  >  SO-S44,  B3/04/a3,  83031 1031B 

—  B303I1032B   LER   a3-O14/03L~O   on  S303S9.  during    refueling    ca 1 i br , certain 
ttetm  geiierator    l*v»l    transmitter    outputs    shifted    low   bu, 
2  to  3   S'A    of    ipan.  Cau-sed    by    Instrument    drift   Transml  tten 
retailor 

EDOAR,  E  C        Rochester   OBI    t>  Electric    Corp         B3/O4/35  Region    1. 

Office    of    Dlr«ctoT         lp          1B106  076        24X    Flche    30-244,93/04/25. 
E130311O318 


B30 5230361    Forinard*    LER    S3-O13/D3L-0 

KAIER,  J  E        JJoch«»ter    Oa*    &   Electric    Corp        03/04/29 
ft«gion    1,    Office    of    Director        lp        1B337  094        S4X 
Flche,  30-244,  33/O4/29,  S3O3H30361 


ALLAN.  J  M 


— B303230453    IE   Insp    Kept   30-244/B3-09   on   B30301-0407  None o*p 1  lance 
noted    failure    to    perform  post-malrt    teitlnj,  to    perform 
lafetv   analyili    for   proposed    mod   fc    to    Implement    comnitmenti 
re    corrective   action*    for   previoudg    mlsieiJ    •urv»lll*ne« 
ZlhMERMAN.B    P    r     DAUNACK, M   H         ftagjon    I,    Office    of    Director 
KISTER.H  B        Dlvlilon    of   Project  *"   Resident  Proflrams        B3/04/2A 
9pp          1BSB3    219         34X   Fiche    30-24-1.  83/03/12,  8303330138 


— B30S2303(i4   LER   S3-01B/O3L-0    on  B30412.RHR   pump    manually    tripped 
following    !»>•    of   RHR    on    hat    lag    of    loop   Caused    bv    leak    in 
steam   Binaratar    A   temporarii    cold    leg    noula    Isolation 

device, allowing    *lr    in   RCS  b  RHR   suction    line 

LARttlA.O   F        Rochaiter    OBI   t<  Electric    Corp        83/04/29  Region 

1,    Office    of    Director         3pp         IB337' 09S        24X   Plena    30-244. 

83/04/29,  S3O3B3Q361 


B3O5I9044O  DUcuitet   NQE   »upport    to    Ta«t    Order    S-BS.uhtch    H  Conrad 
requested    CV   Doit    to    undertake   rn    iteam   gennrator    eddy 
current    I  risp   Evaluation   of    ef  f  et  tl  vsnets    at    Insp    technlque/i 
ta    Identify    Intvrgranular    attack    planned 

FRANK.L        Material*    Enginaerlng    Branch        FIN  B-0773-3        B3/03/13 
MCCLUNO,  R    M        Oak   Ridge  National    Laboratory         lp         19333    16B        34  X 
Flche    30-244,63/03/13,8303190440 

B303040040    IE   Info    Notice   B3-31,     "Error    in  ADLP1PE  Computer    Projram   " 
Bvc    lilt    end 

JOHDAN.E  L        Division    of  Emergency   Freparadnes*  &  Engineering 
Raiponie    (Post   830103)        B3/03/11?  Coniolidated   Edison   Co      of   Neu 

Yorfcf     Inc          I14pp          1B61??   009         H4K   Flchs    30-OOO,  B3/03/11?,  B303O40040 


3303370571    Ac*    receipt    of   B3043H   Itr    informtno   NHC   of    stapt    taken    to 
correct   violations    noted    in    IE    Imp    Rept    30-244/B3-03 
BTAS087ECKI.R,       Dtvliion   of    Project    &  Resident   Proorams        83/03/19 
HATER.  J  E        Rochester    Oas   t  Electric    Corp         lp         1S644   339        34X 
Flche   30-244,83/O3/19.fl30327037J 

—  8303370370  Responds    ta    NRC  B30323    Itr    re    violation*    noted    in    IE    Insp 
Ript   30-344/83-03  Correetlva   actionc   calculation   tafoil   on 
liotoplc    analytli   &   nonthly    relea*as   milt    be    performed    for 
period    itnce    initiation   of   0   steam  generator    leak    teat, 
HAIER.J  E        Rocheitar  04*  &  Electric   Corp        83/04/32        ALLAN.  J   M 
a«fllan    1.    Office    of    Director        3pp         18444  336        B4X 
Flcha    30-244.  83/03/1?,  B303270371 

S3  OS?  A  0237  Summaru,    of   B305I2   iltt   matting   u/uttl    re    stea<n   generator 
•  leevlng   {irogram   Sleeving   modi    ad»nu*te   pending    formal 
tubmtttal    of  mod    procedures,  review  of    Inip    result!    &   ttr-eti 
analuil*  Koit  meettng    ichaduled    for   330320 

DICK,  OF        Operating   Rue  ton    Branch    3        63/03/24  Operating 

Reactore    Branch    »         Hpp          IB622   O76         24X    Fiche    &O-244,  B3/O5/24J 
83O5260237 

B303040Q4i>    IE   Info   Notice    B3-33,     "NanreppesenUtlve    Sampling    of 
Contaminated  Oil    "    Svc    list   end 

JHROAN,E.L        Division    0f   Emergincv  Preparedness   tc   Engineering 
Rs-sponie    <Po»t  B30103J        B3/03/26  Cuntolldated    Cdlion   Co      of   Neu 

YoTt,     Ine         IHpp         !Bi47  007        24X  Fl  the   30-000.  B3/03/26,  B303040044 

ft      Perloide    operating    reports   &  related    correspondence 


9303140114    Foruard*    LEH    93-O13/01T-Q 

HAIERiJE        Rochister    Oae.    (.   Electric    Corj         33/03/03 
Region    1.    OF* It*    of    Director         lp        1849O  348        24X 

Flehe    30-244,83/00/03,8303160114 


ALLAN,  J  M. 


— B303160II7  LER    B3-013/O1T-O    on  S30419i  B3    tube*    in    «team  generator    Inlet 
B   showed    tube    »h»«t    cravlce    intergranular    attach    Indication 
above   4&K    through    uiall    defect  Caused    bij    caustics    ti/or 
altallne    earth    concentrations    Tubes    sleeved    or    plugged 
MEYER, T    A        Rochester    Oas    Ei  Electric    Corp         B3/03/O3  Region    li 

Office    of   Director         3pp,        1B430  349        24X    Fiche    30-244,83/09/03, 
B30SU01I4 


B309190170  Forward*   tER   B3-014/03L-0 

HAIER.JE        Roche*ter   0«*    &   Electric    Corp         63/09/06 
Raglon    1,     DPflci    of    Dlrtctor         lp,       18302   E16        24X 
Flefte    30-244,33/03/04, B303190170 


ALLAN,  J,  M 


—  B303190173   LER   S3-01  &/03L-0.  on   B3041B,  dur  Ing    ma  Int,  p  Inhole    leaV 
discovered    on    boric    acid    tranifer   ays    branch    connection    off 
boric   acid    filter    out  let.  Caused    by    intergr«nular    attack    dua 
to   itran    corraalon    cracking   Piping   mill    be    replaced, 
BCI4ULER.T  R        Rochester   Das    l<  Electric    Corp        83/03/0&  Region 

1,     Dfflc*    Of    Director          2pp          1B902   217         24 Jt   Flch*    50-244, 
B3/O3/OA4  B30S190170 

B303190234    Forward*    LER    B2-OB3/O3L-0 

HMER,JG        Rochviter   Ga*   &    Electric    Corp  B3/03/O6        ALLAN,  J   M, 

Region    1<     Office    of    Director        lp        18301  31B        24 X 
Fieh»-  30-244,  B3/03/04,  B3O3170234 

—6303190338    LER    92-023/03L-0    on   821217, uhl  U    performing    nitrogen   makeup 
to  accumulator    1    charging    RCB   ovgrpresaurliation    sys 
nitrogen,  conta 1 nment    liolatlon   valv*   AQV-B4&   opened    S>   cloied 
tlugglihlif    CauiBd    bij   matl     in   plug   8»*t    replaced 

BCHULen,  T,  R         Rocht«t*r   O*«   k  Electric    Corp         83/03/06  Region 

1,    Office    of    Director         2pp        13501    316        ^4X   Flche    30-244, 
83/03/06.  S303 1 70834 


B30S230«2  Forwards    LEFt   33-012/03L-1 

MAIER,  J  E         Rochester    Oas    &    Electric    Corp         B3/03/O6, 
Region    1,     Office    of    Director         lp        10337   349.       S4X 
Flehl    30-244,  B3/O3/0&, B3O3230432 


ALLAN,  J.  N 


B303240S10  Forwards    "RE  Oinna  Nucleer  poiuffr  Plant,  I9S2   Evaluation    " 
BRUNNEa.E  J        Division   of   Englneirlng   fc   Technical   Proorami, 
B3/03/06        TAVLaRjJ  H        Division    of  Safeg-uarif!    (•   Inspection,  Program* 
(Post  830103}        CASE,  E,  0        Office    of  Nuclear  Reactor    Regulation. 
Director         lp         16371   374        24 X  Flche    30-344,83/03/06, 8305240310. 

— S305240319    "RE  Olnna    Nuclear    Power    Plant    1782  Evaluation,  "    conducted 
during  wli    of   820931    1.  0607 

»      Inititute   oF  Nuclear  Pouer  Operations        83/03/04        fllpp 
18571,273         34X   F[  ctie,  30-244,  83/05/Oi,  8S03B403 10 


— 83O333049B  LER  83-012/03L-1    on  830323,  Ind ivldual   door*   for  pertonnel 
hatch   had    higher    l*ali    rate    than  allowed    Cau«ed    bij    Incorrect 
maint   procedure    DEI    821007    requiring    only    door    seal    leak 
testing    Procedure    rsvi**d. Other    procedures    reviewed 
SP£CTOR,  B  M        R&chestsr    Qa*   t.  Electric    Corp         B3/03/06  Reoion 

1,    OPfiCB    of    Director         23pp         18337.330        24X 
FUha,  30-844,  B3/03/06r  8303230432, 
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DOCKET    30-B49   M1LL9TONE   NUCLEAR    POWER    STATION,     UNIT    1 
F     Security,     medical-     emergency    S.    fire    protection    plans 

8303040032  Releases    public    version    of    revised    emergency    plan 
implementing    procedures 

FELTQN, J  M        Division   of   Rules    and   Retards        83/04/23  Document 

M»nagiment    Branch          lp          1B330    065         21X    Flcne    50-343.83/04/23, 
0303040022 


P      Operating    license    stage    documents   t   correspondenci 


930334024?  FOlrt   request    for    three   categories    of    documents   re    Reactor 
Safety   Study   Methodology   Application   Program 
(NUneO/CH-1639,  Vols    1-4)    t-    Interim   Reliability    Evaluation 
Prog-ram    (NUREO/CR-23IS,  H7S7   t,   2902) 

3HQLLY.S   C         Union    of    Concerned    Scientists         B3/Q3/11          FEU  TON,  J   M 
Division    of   Rules    and    Records         lp          13393    17B         24X 
Flehe    30-000.03/03/11.830324021? 


— B3Q904Q034  Forwards    public    version    of   revised    Bmergencg    plan 
implementing    procedure*. inc lud ing    Procedures   EPIP   4214   re 
Unit    1    reactor    coolant   t>    liquid    waste    post-accident    sampling 
k  EPIP   4825   re.   Unit    2    core    damage    estimate 

COUNSlLrW  0        Northeait   Nuclear   Energy   Co      Isufts      of   Northeast 
Utilitie*)         S3/04/12        EI9ENHUT.O  0        Division    of  Licensing        2pp 
1B330;066         SIX    FIche    30-245,83/04/23.8309040022 

— B309040039   Public    version   of    revised    emergency    plan    Implementing 
procedure!,  including    Procedures   EP1P    4214    re   Unit    1    reactor 
coolant    fc    liquid    uia»te   post-accident    sampling    d  EPIP   4322   re 
Unit   S   care    dam*}*    estimate 

»      Northeast   Nuclear   Energy    Co      <*ubs      of   Northeast  Utilities) 
B3/03/91          SOOpp          1B330'O6B         24X    Flehe    30-343.83/04/23, 
8303040022 

8303110034   Generic    Ltr   03-21    to   all    licensees    of    operating    reactors, 
applicant*    for   OL*    fc   holder*    of    CPs    re    clarification    of 
access    to    control    procedural    for    laui  enf orcoment   visits 
8vc    Hit    encl 

E18ENHUT,  D   0        Olvltion    of   Licensing        83/03/11  Consolidated 

Edison   CO      of   Neur  York,     Ine         16pp         18340  093        24X 
Fiche    30-000.93/09/11.6303110034 


B30323O61&  Forwards    info    in   response    to   S30PQB    i tr    requesting    backflt 
colt    data    fur    operating    nuclear    units    Cost    categonied 
according    to   NRC    imposed. TM1    J,   nor>-TM[    bac  kf  i  ts,  ut  1 1- 
initiated   t<  hybrid    backflts 

COUNSIL. U   0         Connecticut    Yankee    Atomic    Poiuar    Co         CQUW8IL.W   G 
Northeast   Nuclear   Energy   Cn      (auba      of    Northeast  Utilities) 
CQUNB1L.W   0         Northeast   Utilities         93/03/21          TQURTELLOTTE.  J 
Regulatory   Reform   Task    Force        2Spp         10513  033        34X 
Fiche    30-000,93/03/21,5305330616 

8303240234  Partial    response    to  FQIfl  request    for    three    categoriaa    of 
documents   rP  Reactor   Safety   Study   Methodology    Application   t, 
Interim  RellBblllty   Evaluation   Program    repta    Forwards 
App    A  documents    Search    for   addl    documents    in   progress 
FEU  TON- J  rl        Division   of  Rules    and    Records        83/03/31         SHOtLY,  S  C 
Union   of   Concerned   Scientist!        2pp         19973    179        24X 
Fiche    30-000,93/03/31,8303240294 


830S23O720   Forwards     lilt    of    utils    responding    to    requests     fc 
figures   on  bactfltting 

TuURTGLLOTTE.  J       Regulatory   Re  form   Task    Force*        93/O4/I1 
PALLADINQ.N   J         Commissioners         3pp          18342   Z7S         Z4X 
Fleh»    30-000.93/04/11,8303230720 


Authoriin    refund    far    revi*iu  of   B21S30  t  93040B  requests 
from  reviled    schedule    for   conducting    emergency    eiercise 
MILLEfi.W  O        License   Fee   Management    Branch        93/03/li        COUNSIL,  M  O 
Northeast   Nuclear   Energy   Co      («ubs      of   Northeait  Utilities)         lp 
iBS06.030         H4X    Fiche    30-000,83/03/11.8303180833 

G3031600S2   Advl»e»    that   oniltt    b    offslte    emergencu    preparedness 
adequate    <•   emergency    plant    upgraded    per   NUHEO~0737i  Item 
III   A  2   1    Item  complete 
CRUTCHFIELD,  D        Operating   Reactor*    Branch    3        83/03/13        COUNSIL. W   0 

Connecticut   Yankee    Atomic    Pouer    Co        COUNSILiW  0        Northeast   Nuclear 
tntroy    Co      <»ub»      of   Northt-st   Utilities)         4PP         IS432' 349        24X 
Fiche    90-000,  B3/09/13. B309160022 

6309230323   Forwards    emergency    procedures    generation   package   containing 
procedure    guidelines,  writers    guide   ti    training    program   in 
reiponie    to   NUREO-0737, Supp 1    1    (Generic    Ltr   B2-33), 
"Requirements    for   Emergency    Retponie   Capability    " 
COUNSIL.M  0        Northeast   Noel**r   Energy   Co      (subs      of  Northeast 
Utilities)        COUNSIL.M  0       Northeast  Utilities       83/03/13 
CRUTCHFIELD.D.       Operating    Reactors   Branch    3        lp         1H33B  264        24X 
Fiche    50-243,83/05/13.8303230323 


B3O3JAOiaa  AdVisei    that    action  required   fey    83012&  fl^iandsi    SB,  91    It  BO    t 
Lleanies   DPR-21,  DPR-61    &  DPR-65.  respect  1  voly    «,   Generic    Ltr 
S3-O7  complete,  bated   on   util    negotiations   u/DOE  re    diipoul 
of    high    level    ualte    or    spent   nuclear    fuel 

CLARK..R.   A        Operating    Reactors    Branch    3         B3/O4/20         COUN9IL,  M   O 
Connecticut  Yankee   Atomic    Pouer   Co        2pp         18463  339        24X 
Fiche    30-000.83/04/20.B3031601BB 

B30S0306EO  Foruards   addl    info   re    containment    leak    rate    continuous 
monl toring,  in   response    to   NRC   B30121    request    W/4   overslie 
drauilngs   !<  7  aperture   cards   Aperture   cards   are-    available    In 
FDR 

CQUNSIL-W  0       Northeilt  Nuclear  Energy    Co      (subi      of  Marthsait 
Utilities)        COIVNSIL.W  0        Northeast   Utilities        03/04/26 
CRUTCHFIELD,  D       Operating   Reactors   Branch    3,       3pp         1B302  327        H4X 
Flch*    30-249.83/04/26,8303030620 

— 8303030434  Rev    1    to  SJ>   639    1,     "Primary    Con tainffient    Nitrogen   Malt-up 
Uiage   " 

8HINE.C        Northeast   Nuclear   Energy   Co      (sub«      of    Northeast 
Utilities)        SHINE.C        Northeast  Utll  i  ties         7B/O3/OS       3pip 
IB302   332        24X   Fiche    90-Z4S,  83/04/2i,  0303030620 


—8309230330   "Emergency   Procedure  Guidelines   " 

*      Northe««t   Nuclear   Energy    Co      (tub*      of   North«a»t  Utilities) 
B3/OS/13.       33pp         1B338  »AB        24X   Fiche    30-243.  B3/03/13. 9309230323 

— B30S23033B  Rev  2i   to    ACP-OA-3  02,     "Hill«tone   Point   0*ner»tina   Station 
Hriten   Ouide   for  Emergency  Operating   Procedure   " 
»      Northtatt   Nuclear   Energy   Co.     (subs      of   Northeast  Utilities) 
B3/03/13         47pp          1B33B-3Z1          84K    FlchB    30-243, S3/03/13.  B303230323 

I.    Financial    information 

0303080093   Forwards    "Annual    Rt>pt    of  Electric   Utili.  Llcaniaef   fc  Others 
(Clan   A  l<  Clan    &)."   FGfiC   Form    1 

BIBHOP,R.  H,       Northeait   Utilities,       83/04/86  Office   of  Nuclear 

Reactor  Reaulation.    Director        132pp        1B279> 109       24X 
Fiche.  90-B4S,  B3/04/BA,  B3030Z0093 

J     Insurance   t>   indemnity   information 

B305I201S6  Forward!   Endoriements  87  (.  7B   to  NELIA  Policy  NF-173  fr  MAELU 
Policy   MF-7H, reipectlvely 

8INiaitJ.fi.       Marth   «•  McLennan,     Inc        83/03/03        SALTZMAN,  J  D 
Assistant   Director    for   State    (.  Licensee   Rotation*        3pp        18427    193 
84X  Fiche    50-a43, B3/03/O3,  B3031S013i 


— 8303030423  Rev    13   to  OP  311,    "Containment   Sys    " 

MCCOLLUM,  M       Northeast  Nuclear   Energy   Co      (subs      of    Northeast 
Utilities),       MCCOLLUM,  W       Northeast  Utilities        BS/ IS/01        SBpp 
1B3O2   339        24X    Fiche;  30-243,  83/04/26,  0303030630 

B30S03O404    Informs    th»t   value-impact   analv^is   has    resulted    in 
cancel latlon   of    proposed   reroute   of    reactor  water   cleanup 
ays    to  all    feeduater   noitles   Reroute   unnecessary    if 
trlpla-sleeve   spargers    do   not    leak 

COUNBIL.W  0  .    6EARS.C   F       Northeast   Nuclear   Energy    Co       (subi      of 
Northeast   Utilities)        COUNSIL.  W  0        Northeait    Utilities        83/04/27 
CRUTCHFIELD.  D        Operating   Reactors   Brunch    3        2pp         182-71    £21         SIX 
Flch  «r  30-343,  93/04/27,  9303030404 

8309020121    Forwards   FranVlln   Research    Ctr    request    for    Info   r« 
structural    aspects    of   plant-unique   analysis    rapt   on 
Mark    1    containment    long-term  program  concerning    torus   &   vent 
It  piping    iyi    (TER-C 3306-3) 7)   Response   due  uithln  43    daiji 
C-RUTCHFIELD.D        Operating   Reactor.   Branch   3        U3/04/2B        CDUNSIL.W  O 
Northeast   Nuclear   Energy   Co      (*ubt      of    Northvast  Utltitlef)         3pp 
1B27S   239       24 X   Fiche'  30-243,  93/04/38,  8303020121 

8303090329  Submits    progreis   rept   i-e   TMI    I  terns    II    F   1.  1    fc    1 1   F    1    S    re 
effluent  monitor   mods  Vendor    schedutar    uncertainties 
resolved   Remaining   uork    consists    of    training   operator** 
software   changes   h  minor  wiring    change 

COUNSIL.  U  0,      Northeast  Nuclear   Energy   Co      (subi,    at    Northeast 
Utilities)        COUNSIL, W  0        North*a*t   Utllltle*.       83/04/2? 
CRUTCHFIELD,  D        Operating   Reactors   Branch    9        Spy         1S338  062        S4X 
Fiche    30-243,63/04/29,  030303022? 
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B30501!Q*65  Forwards   rev!    to   "Corporate   Organi  la  t  io-n    for    Nuclear 
Incidents   Procedure    Hanual<  "    per     ICCFRSOiApp    Ei  Section    V 
H/o    i nets 

COUWSIL.W  Q        Connecticut   Yankee   Atomic    Paiuer   Co        CDUNSIL,  H  Q 
Northesit   Nuclear   Energy    CD       I  subs       of    Northeast    Utilities) 
COUW3IL.U   0         Northeast    Utilities         B3/04/29         EISENHUT.D   G 
Dlviiion    o*   Licensing         2pp          IB362   356         34X    Ftche    50-000,33/04/29, 
B30S07Q46S 

8303020*55  Qenerlc    Ltr   63-19   to    all    power    reactor   fc   testing    licensees 
tt    ni'j  procedures    IDT    providing   public    notice    concerning 
Issuance   of  abends    to   OLs   Eve    list    enc  I 

EISENHur,  0   O         Dtvlflon    of   Licensing         83/O3/OS  Consolidated 

Editors   Co      of    New   Vort,     Ine          30pp          1B441     ISO         SIX 
Flchi    SO-OOD,  63/05/02,  8303020435 

830509047!    Updaterf   application    Fur   amend    to   License  DPR-21,  propos  ing 
Tech   Spec    change   re   reactor    protection    syi    potucr   monitoring, 
per    BS1013   proposal    Proposed    change    conforms    to    3TS 
requirements  ij/listed    eiceptions    addressed    in  830403    Itr 
COUW3IL,  W   0   i     SEARS. C    F        Nortneait    Nuclear   Energy    Co       (subs       of 
Ncrthea>t   Utilities)         COUNS1L.H   C         Northe-ast    Utilities         B3/OS/02 
CfiUTCHFJELD,  D         Operjtlng   Reactors    Branch    3         2pp         1B3S2   247         34X 
Fiche    90-245, 33/03/02,0303090471 

— 8305090*74   Proposed    Tech    Spec    3/4    1-1     FB    reactor    protection    «ys    powe 
cuorki  taring 

*      northeast   Nuclear   Energy    Co      (subs      of    Northeast   Utilities) 
B3/O3/31         ?pp          1B362   2i9         24X    Flche    30-243.  B3/03/O2,  B30909O471 

6303090*84'   Foruardi    Amends   91    t    Si    to    Licenses    DPR-21    &   OPR-fiS. 
respectively  4  notice    oF    Issuance  &   availability    Amandi 
change  ownership    interests    In    Facilities 

CRUTCHF1ELD.D         Operating   Reactors    Branch    3         B3/O5/O5         COUNSIL.H   & 
Northeast  Nuclear  Energy  CD      ( out'      of  Northeast   Utilities)         3pp 
163.60336        24X    Fiche    50-245,  B3/05/05,  B305C-90fl3i 


—  8303180311     "SEP    Topic    VI  1  1-3,  On>  ite   Emergency    Power    Sys    Oal    Turbine 
Generator   Preven  tatfve    Maint  Program   " 

*      NdT-theait    Nuclear    Energy   Co      (tubs      of  Northeast   Utilities) 
S3/03/31          4pp          IBIBi.    273         H4X   Flche    30-243,  B3/03/10,  B3031B03O4 

8303230910  Appl  ication    to    amend   Licenaei    DPR-ili  DPR-B1    6   DPR-i5 
deleting    B3O63O    deadline    data    for    confarmance    u/flnal    rule 
1OCFR3O  49    i-emovinj    rsqirirement    for    central    equipment 
qualification    file 

COUNBIL'W    &    ,     SEARB^C    F          Northeast    Nuclear    Energy    Co       (subs       of 
Northeast    Utilities)         COUN3TL,  WO        Connecticut    Yankee   Atomic    Power 
Co        83/OS/1S         CLARKi  R    A         Operating   Reactors    Branch    3 
CRUTCHFIELD,  D        Oparatl-ng    Reactors   Branch    3        3pp         18588  37  B        34  X 
ftche    50-OOO.S3/03/1B.  B303B90310 

—6303230318   Proposed    Tech    Spec    changes    deleting    B2063O   deadline    for 
environ   -q  jal  1  f  Icat  ion    of    electrical    equipment 

»      Northeast   HucJear   Enorgij   Co      (suos      of   Northeast   Utilities) 
B3/03/13          7pp  laSSB    aoi          24X   Flche    30-000,  83/03/  IS,  S30S23051O 


830&27OI1*  Forwards    Rev    1    to    "Mark    I    Containment   Program  Plant-Unique 
Analysis   Rept    of    Torus    Suppression  Chamber    for   Millstone 
Unit    1,  "    technical    rept 

COUNBIL,  H   Q    .     SEARS,  C    F         WoMheaSt    Nuclear    Energy    Co       (subs       of 
Northeast    Utilities)          COUNSIL.WO        Northeast    Utilities         83/03/10 
CRUTCHFIELD,  D         Operating    Reactors    Branch    3         Ip          1B64O   331          24K 
Plena    30-243,  B3/OS/1B,  B3O3270114 

—  B303270119  Rev    1    to    "Mart    I    Containment   Program  Plant-Unique   Analysis 
Kept   -nf    Torus    Suppression   Chamber    for    Mlllstono   Unit    1," 
technical    rept 

•      TeUdyne    Engineering    Services        TR-33IB-1    ROl         83/04/04 
140pp          lfiiao.332         H4X    Fiche    30-243,83/03/18,3303370114 

0      Inspection    reports'     IE   Bulletins  t<  correspondence 


— 83O30?0436  Amend   91    to   License    DPR-21 ,  ref 1 ectlns    merger    of  Connecticut 
Light    (•   Pouer    Co    i,   Hirtford    Electric.    Light   Co 

CRUTCMFEELD.  D         Operating    Reactors    Branch    S         B3/03/03         3pp 
18360   239         24K   Fiefte    30-245,  B3/OS/'u9,  B303O90424 

— 8303090442  Corrected   App    A  Tech    Bpe-c    Page    5-1    o-f    Amend   91    to  License 
DPR-21,  conta  inlng    captloned    amend    number    tc  vertical    line 
indicating   change 

*      Division    of    Licensing         83/03/05         3pp          1B36O   244         S4X 
Flche    30-243,  B3/03/05,  330309042i 

— B3030-?0'160   Amend    86    to   License    DPR-A3i  ref  Uc  tinj   merger    nf    Connecticut 
Light   d  Pouer   Co  &  Hartford    Electric    Light  Co  Pages    1    fc  2   of 
Amend    *   to  License   DPft-21    e-ncl 

CLARK, R   A        Operatino    Reactors    Branch    3         B3/OS/OS         4pp 
103iO   246         24X    Fiche    90-243,  B3/03/O3,  B303090-12A 

— B3O30<?0463  Notice  of    lliuance    tt  avaiUbillti;    of  Amends   91    {.  BA    to 

Lic-ense*  DPR-21  Sc  DPfl-63,  respective  I  y 

CRUTCHFIELD, D  Oper»tlng    Riactors    Branch    S         B3/05/03         2pp 

18360    250         24X  FUhe    30-243,  83/03/O3,  8303070124 

G303fOO34e  Advlsei    that   u/friception  o*    Item    II    K  3  31    on   compliance 
u/lOCFRSO   36rB30324    comments    applUabl?    to   830321    draFt 
jenerU    Itr  Review  of  830324   submlttal    re    comments    on   drift 
(JUS EG -0737   BUR   Tech    Sp«c(    requested 

COUNSIL.W  Q       Northeast   Nuclear    Energy    Co      dubs      oF   Martheast 
Utilities)         CCUNS1L,  HO        North  east   Utl  1 1  H  eg         B3/O3/OS 
erSENHUT,  0   8         Division    of   Licensing         Zpp          19378   213         24X 
Fleho    150-343,  B3/OS/03.830S1003AB 


321  2O  403  BS    IE    Info    Notice   83-14,     "Deuatered   Spent    Ian   Exchange   Resin 
Susceptibility    to    Exothermic    Chemical    Reaction    "    Svc    list 
encl 

TAYLQn.iJ  M        Division    of    Safeguards   &    Inspection   Programs    iPost 
B301031          B3/03/S1  Consolidated    Edison    Co      of    Neu    York,      Inc 

llSpp          1B30S   319          24X    Fiche    30-OOO,  B3/03/21.  8212O6O3B3 

B303Q400Q1    IE    Info    Notica   83-31,     "Defective   Emergency    Use   Respirator    " 
Svc    list    encl 

JQRDANrE  L         Division    of   Emergency   Preparedness   !<  Engineering 
Response    (Post   83O103)         B3/O4/1S  Consolidated    Edison   Co      of    Neu 

York,     Inc  126pp  18439    153         24X   Flche    SO-000,  B3/04/1  3,  0303040021, 

3303040023    IE    Info    Notice   83-22,     "BUR  Safety/Relief    valve   Failures    " 
Svc    list    end 

JORDAN,  £  L         Division    of    Emergency   Preparedness   &   Engineering 
Response    (Post    830103)         B3/O4/22  Consolidated    Edison   Co      of    Neu 

Yort,     Inc         llSpp         183B3   089,       24X  Fiche    SO-000,  B3/04/22,  0303040033 


"Inoperable   Containment   Atmospher 
Engineering 


B303040029    IE    InPo    Notice    83-33, 
Senilng    Bys    "    Bvc    list    one  1 

JDRDAMiE  L        Division    OP    Emergency   Preparedness 
Response)     (Post    B301O3)          B3/O4/29  Consolidated    Edison    Co       of    N«U 

Vort,     Inc  I17pp          1B3B1    291         S4X    Fiche    30-000.83/04/23,8303040029 


8303040036    IE    Info   No  tie*    83-24.     "Loose   Parts    In   Secondary    Side    of 
ateam  Generators    at    PWRs    "    Svc    list   encl 

JORDAN,  E   L        Division    of    Emergency  Preparedness   >/   Engineering 
Response-    (Post    B30103)         B3/O4/2B  Consolidated    Edison  Co      of    Naui 

York,     me         113pp         I83B2   047        24X  Flche    30-000.  B3/O4/2B,  03030-100B6 


B30-S&70639  Oeneric   Ctr  83-20   to  all    operating   reactor    llceniees   & 
holders   of   CP*   TB    Integrated    sthedullns    for    Implementation 
of   plant   mods   Svc    list    end 

EISENHUT,  DC         Division    of    Licensing         B3/03/Q7  Consn 1 idated 

Etfisoti   Co      or   Neu   Yort.     Inc          I4p()          1863?    133        SIX 
Fiche    30-000,83/05/09,630509069? 


8303040027    IE    Info   Notice    B3-39.     "Standby    Gas    Treatment    Sys    Heater    High 
Temp    Trip   Setpoint    Adjustment    "   Svc    list    encl 

JORDAN, E  L         Division    of    Emergency  Preparedness   &   Engineering 
Response    (Post   S301O3)         83/Q4/2B  Consolidated    Edison   Co      of    Neu 

Yorfc,     Inc          HBpp  IB3B2    1A3         24X    Fiche    SO-OOO,  83/O4/SB,  83Q304OO27 


6301160265   Advises    that  Atwoad   Marrlll    vacujm  breakers   acceptable   as- 
built  Chugging    impact   vslocity   results    in    Insignificant 
loidlno    on  valve   Ten  valves  modified    to    r-aplace    aluminum 
caiting    dlsts   u/mare   ductile   aluminum  plate   matl 
COUNSIL.U  0        Northeast  Nuclear    Energy   Co      Csuos      of   Northeait 
UtILltie*!         COUNSIL.W   0         Northeitt   UlilitEes         S3/OS/10 
CflUTCHFIELD,  D         Operating   Reactors    Branch    3         2pp          1B49O   06?,        34 X 
Flche    90-249,83/03/10.3303180368 

B3031B0304  For-uards    "5EP  Topic    VII 1-3-  Qns  i  te    Emergenci|   Pouer   Sij  *   Gas 
Turbine   Generator  Preventative   Malnt  Prosram   "   Program 
adequate    eicept    Inr    engine-mounted    fuel    pump, fuel    shutoff 
valve  &  air  start    regulating    valve 

COUNBIL. H  0       Northeast  Nuclear   Ensrjij   Co      dubs      af  Northeast 
Utilities)        COUNSIL.M  0       Northeast  Utllltios        B3/03/10 
CflUICHFIELD.  D        Operating    Re  act  or*    Branch    3         2pp          1B486   293         24X 
Flth»    30-245,83/03/10,  B3051B0304 


B30304002S    IE    Info    Notice    93-36,     "Failure    of    Safety/Relief    Valve 
Discharge  Line   Vacuum   Breakers    "   Bvc    list   Hncl 
JORDAN,  E  L         Division    of    Emergency   Preparedness   b   Engineering 
Rieponie    (Post    B301O3)         83/O3/03  Consolidated    Edison   Co      of    NBU 

York.     Inc          L22pp  18441     17O         SAX   Flche    3O-000,  B3/03/03,  S3030400S8 

9303040030  IE    Info    Notice   83-27,     "Operational    Response    to   Events 
Concerning    Deliberate    Acts    Directed   Against   Plant 
Equipment    "    Svc    list    encl 

JOfiDANiE   L        Division    of    Emergency   Preparedness   fc  Engineering 
Response    (Pos-t    B30103)         B3/O5/04  Consolidated    Edison   Co      of    Neu 

Yort:,     Inc          Il2pp  1B3BS   BBS         S4X   Flche    30-000, 83/03/04,  B303040O30 

9303040031  IE    Info    Notice    63-23,     "Criteria    for  Protective   Action 
Recommendations    for    General    Emergencies    "   Eve    list    encl 
JORDAN,  E   L        Division    of    Emer-genct]  Preparedness   k  Engineering 
Response    (Post    B301O3)         B3/OS/04  Consolidated    Edison   Co      of   Neu 
York,     Inc          119pp           19441    O01          S4X   Fiche    30-000,  B3/OS/04,  830304OO31. 
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6303010033    IE    Info   Notice   83-29.     "Fuel    Binding   Caused    6y    Fuel   Flack 
Deformation    "    Bvc    list    end 

JORDANiE  L        Division    of   Emergencg    Preparedness   tt  Engineering 
Response    (Post    B301Q3)         B3/O5/Q6  Conso  I  idated   Edison   Co      of   New 

York,     Inc          113pp          IB3S3   24B         SIX    Flche    30-000,63/03/06,8303040033 


--8305230676   Spelts    clarification    of    issue    re    FEMA    review    of    offsite 
emergency   planning   around    facilities   Questions   uhatlier 
State    can    substitute    for    county    w/o    oun     emergency    plan 
PAI_LADIND,N    J        Commissioners         93/03/30         OIUFFRfDA,  L    O         Feder 
Emergency    Management   Agency         2pp         1B542   33Q         24X 
Fiche    30-003.  83/O4/1B,  B305330670 


0303040034    IE    Info    Notice    B3-30.      "Misapplication    of    Generic    Emergency 
Operating    Procedures    (EOP)    Guidelines    "    Svc    list   one  1 
JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response     (Poet    B3O103)          83/O5/ 1 1  Consolidated    Ellison   Co      of    Neui 

York,     Inc          114pp          18324    O03         24X    Fiche    3Q-OOO,  B3/03/ 1 1,  B3O3040O34 

9303230437   Forwards    IE    Insp    Kept    30-245/83-07    on   S30411-I4   No 
noncompl lance   noted 

STARQBTECKI.R         Division    of    Project    &   Resident    Programs         83/O5/ 11 
COUNSIL.W  Q        Northeast   Nuclear    Energy   Co      (subs      of   Northeast 
Utilities)          2pp          1B3BB   075         S4X   Flche    30-243,83/03/11,8303250437 

— 6303830443    IE    Insp    Kept    30-24S/B3-07   on  B30411-14   Nn    noncomp 1  lance 
noted   Major    area*    Inspected    actions    taken    to    comply 
u/NUREQ-0737. Item    II    B   2,     "Design   flevtew   of   Plant 
Shielding    " 

BRIOOS.L    ,     EAPEN.P    ,     PLISCO.L         Region    I.     Office    Of    Director 
83/03/09         ipp          1S3BB   O77         24X    Fiche    90-243,83/03/11.8303230437 

B3O3040040    IE    Info   Notice   83-31,     "Error    in   ADLPIPE  Computer   Program    " 
Eve    lift    encl 

JORDAN.  E  L        Division    of   Emergency   Preparedness    ti  Engineering 
Ruponie    (Poet   830103)         83/03/19  Consolidated   Edison  Co      of   Now 

York,     Inc          I14pp          1B697   009         24X    Flche    5O-000,  63/03/19.  B30304004O 

B3O3040046    IE    Info   Notice   B3-33.     "Nonrepresentat i ve   Sampling    of 
Contaminated    Oil    "    Bvc    list    encl 

JORDAN.  E  L        Dlvlilon    of   Emergency   Preparedness    &  Engineering 
Response    (Poet   830103)         B3/OS/26  Consolidated   Edison  Co      of   Now 

Vort-     Inc          114pp          1B647   007         SIX    Fiche    3O-QOO.  B3/03/26,  B30304004i 

8      Reportable    occurrences,    LERs   t*   related    correspondence 

B3O5060S01    Forward i   LER   B3-014/03L-0  Detailed    event   analysis    encl 
MROCZKA.E  J        Northeast   Nuclear    Energg    Co      (subs      of   Northeast 
Utilities)         63/04/29        ALLAN,  J  M        Reolon    1.    Office   of   Director 
3pp         18331     139         24X    Ficha    30-243,  B3/04/S9,  B30306030I 


8303Q2O34B   Responds    to    B30107    Ur    re    Rev    4     to    physical     security    plan 
Changes     consistent    u/provisions    of     10CFR90    34(p  I     t, 
accep  table 

VAF1OA.S    A        Operating    Reactors    Branch    1         83/04/30  Consolidated 

Edison    Co      of    Neu    York,     Inc          lp         16381    237         34X 
Fiche    30-003.  B3/04/2Q,  B30302OS4B 

8303030573   Responds    to   830128    Itr    re    Rev   3    to    safeguards    t  out  Ingern:  v 
plan    Changes    consistent    U/10CFR30    34(p>    li    acceptaDlc 
VAROA.S    A         Operating    Reactors    Branch    1         83/04/20         O'TQOLE.J   D 
Coniolldated    Edison    Co      of   Neu   York,     Inc          lp          1B284    232         34X 
Fiche    30-003.  B3/04/20,  8303020373 

8303030107   Forwards    IE   Safeguards    Insp    Rept    50-247/83-OB   on   93OS28-O304 
!<  notice    of  violation  Notice   of   violation   withheld 
(raf     10CFR73   HI    d    10CFH2   79O) 
MARTIN, T    T        Division    of   Engineering    &    Technical     Programs         83/04/30 

a'TQDLE.JD        Cornmonuieslth   Edison   Co        3pp        18341    ObB        S4X 
Flche    90-347,53/04/20,8305050197 

— B30S050190    IE    Safeguards    Insp    Rept    30-247/83-08    on   83022B-03O4 
No-ncompliance    noted    barrier   of    one  vital    area    nod 
maintained   Safeguards    info   deleted    (ref    10CFR2   790) 
DAILEY.R   J   ,     OODY.A   T        Region    1,     Office    of    Director          83/O4/I3 
6pp          18341    O70         E4X   Fiche    30-247.  63/04/20,  B30303C-187 

6305040335    Releases    public    version    of    rev    to    emeigenqy     plan    t   emergency 
plan    imp  1 ementing    procedure 

FELTOH. J    M        Division    of    Rules    and    Records         83/O4/22  Document 

Manageiflent   Branch         lp         1S3S4    18B        34X   Flche    5O-003,  83/04/22, 
8303040235 

— 8303040242  Forward*    public    version   of    revs    to   emergency    plan   & 
Eme^rgencg   Plan    Implementing   Procedure    IP-1O43.     "Activation 
of    Alternate    Emergency    Operations    Fnc 1 1 1 fcy    " 

D'TODL£,J  D  Consolidated  Edison  Co  of  Now  Yor*.  I  ne  63/04/07 
HAYNE8.R  C  Reoion  1,  Office  of  Director  2pp  163&4  190  24X 
Flche  30-003,  83/04/22,  B3030<tO233 


— 8303060912   LER    83-014/03L-0    on    030331, gas    turbine    accelerated    on    air 
start  motor, but    failed    to   achieve    Ignition   Cause   unknown 
Investigation    initiated    to    evaluate   >,    determine    cause    of 
•vint 

THULLi  T  8        Northeast    Nuclear    Energy    Co      Icubs      of   Northeast 
Utilities)         83/04/S9  Region    1,    Office    of    Director        lp 

1B331    142         34X    Fiche    30-S49, B3/04/29, 03030603O1 


-B303O40247  Forwards    public    version   of   revs    to   emergency    plan   & 
Emergency   Plan    Implementing   Procedure    IP-104S,     "Activation 
nf    Alternate    Emergency  Operations   Facility    " 
LIEDLEH.O   H         Consolidated    gdlson    Co      of    Neu   York,      Inc          83/OJ/OB 

Office    of    Nuclear   Reactor  Regulation,     Director        2flp         18364    192 
24 X   Flche    30-003, 83/04/23.  8303040233 


B303S30349  Forwards   LER   B3-01 3/03L-0  Detailed    event   analysis    encl 
MROCZKA.E  J,       Northeast   Nuclear   Hnergu,   Co      (BUb!      of   Northeast 
Utilities)         83/03/10        ALLAN, J  M        Region    1,    Office    of    Director 
2pp          10337   OB7         24X    Flche    30-243,83/03/10,8303230549 

--9303230337  LER   B3-013/03L-0   ori   B3041 1 .  dur  ing    tuhlne    control    valve    fast 
closure    functional    fc   calibr    test,  time    delay    relays    39O-123A 
Si   390- 12 3D    tripped    at   261    &  2<b2  mi  1 1  Isecands.  respect! velij 
Ciutsd    by    setpaint    drift   Relays    adjusted   &    tested 
THULL,T   a        Northeast   Nuclear   Enerou   Co      (subs      of   Northeast 
Utilities)         93/03/1D  Region    1.    Office    of   Director        lp 

1B337'QB9         24X    Piche    SO-249, 83/03/10. B3O3230349 


DOCKET    30-247    INDIAN   POINT    STATION.     UNIT    Z 

D      NRG   Draft/Final    Environmental    Statements,     suppls   &   correspond«nce 

8303030331    Foruardi    documents    presented    to   NRC   uiitnessni    Bellups    & 
Kornegaij    during   B30422   cross-examination 

FARRELLY-T   J,       Con*ol(dated    Edison  Co      of   New  York,     Inc        83/04/28 
LEWIS, D        Atomic    Saftty    and    Licensing    Board    Panel        24pp         18300  315 
24 X   Flche'  30-247,  83/04/28, B303O3O531 


-B30S040249  Public   version   of   rev   to   Emergency   Plan    Implementing 
Procedure    IP-1O43,    "Activation   of   Alternate   Emergency 
Operafc  ions  Facility    " 

4       Consolidated    Edlion    Co      of    N<u   York,      Inc         83/03/OB         IBpp 
1B3A4     194         H4X   Flche    30-003.  63/04/33,  B3O304D233 


— 830304025*    Public    version    of    revlted    emerljency    plan 

*      Consolidabed   Edison  Co      of   Nou   Vorki     Inc        93/03/O7 
1B3(.4    SIS         34X   Flche    30-003,83/04/22,8303040233 


4-?pp 


8303020419  Forwards    "Indian  Point  Plans  Verification  Analysis"    re 
emergency    planning,  for    Info   Certificate   of    Svc    encl    Belated 
correspondence 

SLABS, 3   M        Federal    Emergency   Management  Agency        83/04/29 
OLEASGN,  J   P    .     SHON-F   J    ,     PARIS, O   H         Atomic    Safety   and    Licensing 
Hoard    Panel         &2pp          18273    126         24X   Flche    50-247,  63/04/23, 
8303020419 

B30310O427    Foruards    IE    Insp    Rept    30-247/B3- JO    pn   830303-0404   4    notices 
of   violation  U    deviation 

STAROSTECKIiR         Division   of   Project   &  Resident  Programs         83/O4/23 
Q'TOOLE,  J   D        Consolidated   Edison  Co      of  Neu  York,     Inc         2pp 
18410    336         S4X    Flche    30-247,83/04/23,8303100427 


F      Security,    medical,     emergency   &    fire    protection    plans 

83O3230670  Advises    that    state    can    choose    to    offset    or    substitute 
eompinsatory    planning    measures    in    lieu    of    local    level 
•  merotneY    plan    p»r    cited    conditions   NURCS-0634-FEMA-flEP-l, 
Rav   1    stds   would    place    haavy    resource   burden   on    state 
GIUFFRIDA.L  0        Federal    Emergency    Management   Agency,       B3/04/IB 
PALLADINO,N  J       Commissioners.       lp        18342  329       24X 

Flche    30-003,83/04/18,8303230670, 


-B303100a3a  Notice   of   violation   from   Insp    on    B30302-04O4 

*      Region    1,     Office    of   Director         B3/04/23        2pp          1B410   33B 
Flehe    30-347,33/04/23,8303100427 


-8303100431    Notice   of   deviation    from   Insp    on    630303-0404 

*      Region    1,     Office    of    Director         83/04/23         lp         1B41O   34O 
Ficho    30-247.  g3/O4/S3r  8303100427 


-B30S100433  IE   imp  Rept   30-247/83-10  an  B30302-O404  Monc ompl  1  ant e 
noted    failure    to  meet   Tech   Spec   requirements   re 
rsportaoill ty    of    fire   barriers, failure    to    establish    QA 
procedures  &    failure   to  meet  radwaste   processing 
FQLEV.  T    i    KOLTAY,P        Region    li    Office   of    Dii-ector        HI  STER.  H  0 
Division   of  Project  !.  Resident   Programs        33/01/19         17pp 
1841O  341        34X  Flche   30-247,  B3/04/23,  B303100427 
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93O5U0034    Generic    Ltr    33-21    to   all    licensees    of    operating    reactors, 
applicants    for    OLs    &    holders    of    CPs    re    clarification    of 
access    to    control     procedures     For     lau    en  f  orcemeriit    vi-sits 
Bvc    lilt    end 

E1SENHUT.D   Q         Division    of   licencing         83/09/11  Consolidated 

Edlion   Cu      of   -Maw   York,     Inc          l&pp          1B54O   09S         24X 
Fich«    30-000.63/03/11,830311003-; 


8303030349    Motion     for     subpoena    to    be    issued    to   HW   Krlmm    of    FEMA 
Subpoena    necessary    to    complete   record    on   generic    nature    of 
def  icle-nc  lev    cited    bij    FEMA   &  FEMA  change    in   evaluation 
criteria    Certificate    of    Eve    and 

MOHSMI.C         Pouaar    Authority     of    the    State    of    Neui    York         HORQAN.  C 
Morgan   Associates         B3/O4/26  Atomic    Safety    and    Licensing    Board 

Panel          4Opp  16306     147          34X   Fiche    30-217,  83/04/26,  8303030349 


B3O3240313    Informs    of    fuli    cooperation    between    licensee    U    local 
jovt     In    development    &    eiartise:    of    emergency    radiological 
response    plan,  c  ontrari;    to  Commissioner    Ahearne 
93030,6    statement 

HEIrlDrtCH,L         tleiu   York,     State    of         93/05/20         PALLAD1NQ-N 
CQfliBllllionEPs          Ep          IB34B    1B4         24*    Fleftff    30-247,83/03/20, 
830S24O312 


B3Q502040J    notion    to    amend    BVC    list    ta   add   SP   Wasserman   &  delete 
P    Chessin-LR    Sehuarti     tt    M    Oppel    Notice    of    appearance    & 
Certificate    of    Svc    enc 1 

WASSEHMAN, 5   P          Metropolitan    Transportation    Authority       New    York,     NY 
WASSERMAN,  B   P          Qoteln.     Hays.     Bklar    &   Heriberg         83/04/37  Atomic 

Safely    aril    Licencing    Board    Panel        6pp         13273  067        24 X 
FicJii    SO-247.B3/04/37.  83O902040I 


B3Q531C049   Responds    to    83Q3S3    I  tr    outlinlns    specific    proposals    for 
amel  iara  ttng     facility    offslte    preparedness    situation    If    vieus 
on   emergency    preparedness    rogulatlon  FGflA  will    assist    in 
Improving    federal    \i\a\   re    emergency    preparednesi 

OIUFFFIOA,  L   ID         Federal    Emerjencij    Management    Agsney         O3/O&/23 
CUOHO.rt   N        New   Vork,     State    of         -)pp          1&693   204         24 1C 
Flehe    SO-247,fl3/'03/B3,B3033IOO'lc? 


0      Adjudicator^    correspondence 


B303030i09  Motion    for    permission    to    present    rebottai    witnesses    on    sub  J 
of    prevailing    wind*,  sample    lurvdjf    t>    byitander    behavior 
Discussion   of    issues    could    not   have    been    anticipated    prior 
to   presentation  of   evidence 

PDTTEflFIELD.A         UnlDn    of   Concerned    Scientists         POTTER FIELD, A 
Public    Interest    Research  Oroupr    New  Vorl        KAPLAN,  c        Ney    Vork.     NY 
83/04/1?         4pp          1B30B   OSO         24KFIche    50-247.03/0^/19,8303030608 


830SOS-0431    Submits    info    on    ttatus   of  Rav   Miller,  Inc    problam*    affectln 
plant, per    ASLE    request 

MOORE,  J   E         Hearing     Branch     1         83/04/39         GLEASONi  J   P    .     SHON.  F    J,  , 
PARIS,  0  H        Atomic    Safety    and   Llcenilng    Board   Panel         SBpp 
1B2B3    1BO         24X    Pi  c  he-  30-247.  83/04/28,  B3030204S1 

83OS03O931    Forwards    documents    presented    ta    NRC    witnesses    Bellups    ti 
Korncgat;    during    S3O43S    crosi-examlnatlon 

FARRELLY,  T    J         Consol  (dated    Edison   Co      of  Neui   York,     Inc         Q3/04/&S, 
CEWIBj  0        Atomic    Safetg    and    (-teeming   Board   Panel         24pp         13300  31 
34X   Fiche    30-247.63/04/28,0303030331 

B3O50403Q3  F-oruiartfi    utll    ons  i  te   emergency    plans    per    ASLB    nqueit    that 
doeuraents    be    malted    father    than   delivered 

BffANDEN8URfl,  B         Consolidated   Edison   Co      of   Neui   Yorfc,     Inc        83/04/29 
OLEASOM,  J  P    ,     SHON.  F   J    ,     PARIB.O  H        Atomic    Safety    and    Llcenttlng 
Board   Panel          Ip         18333'  110        24X  Fiche   30-247, 83/04/28,  S303040BOS 


— 8303030^19  Teitlrnonij    of   D  Outman   re    prevailing    wind   patterns 

CU7J1AN,  D  Union    of    Concerned    SclentlitS         GUTflAM.  D         Public 

Interest  Research    Group.    MfruJ   York         GUTHAM.  D         New    YorV.     NY 

83/04/19  4pp          1B30B   OD4         24X    Flcha    5O-H-17,  83/O4  /  19.  B30303-0608 

— 8305030439  Teitinonii    of  RR  Holt    re    lamp  I e    survey*   f*  bystander    behavior 
MDLT,R   H         Uriion    of    Concerned    Scientist!         HOLT,  R   R         Pufillc 
Int«rest   Research    Group.    Mey  York        HDtTi H  R        Neu   Vorl.     NY 
63/04/19         3Tpp          IB30Q   053         54X    Fiche    30-247, 63/04/19. 6305030608 

— 0303030633  Reorjanlied    testimony   of    JR   Thornboroujh   Si    0   Bohninj    re 
Contention   6   3  concerning    Impact    of   shutdown    on   physical 
environ  near    Facility 

P03NER-P        Parents   Concerned   About    Indian  Poirvt        83/04/19        44pp 
1B30B   0^3         B4X   Fiche    3O-247,  83/04/19,  8309030i.QB 

— B309030641   Motion   requesting    Initiation    of    studies   an    human    response    to 
radio-logical    emergtnclvsi  risks    to    individuals    living    near 
site   t.   difficulty    of    evacuation    In   emergency 
PDTTEftFIELD,  A       Public    Interest  Hesearch    Group,    Heui   York 
POTTERFIELD,  A        Union   of  Concerned    Scientists,       83/04/2&  Atomic 

Safety   and    LUeniinj   Board    Panel        8pp         1B308,  139,       24X 
Fiche    30-2-57,33/04/19,  9303030iOB 

--Q30S030646   Affidavit    of    KT   Erlcksor.    ti   AJ   Solnlt    r&    radiological 
emergency   i-eiponse    plan 

ERKKSON,  H   T        Public    Interest  Fleiearch    Oroup,    NBU  York 
ER1CKSOH,K    T         Union    of   Concerned    Sclentllts         ERICKBON.K    T         Yale 
Unlv   ,     Neu   Kaven.    -CT         B3/04/2&         42pp          1B30B    148         24 X 
Flch*    30-247,93/04/19,6303030608 

— 8309030633  Motion   requesting    completeness    of   record    an   NRC   Questions 
3  4   4    rs   enirgencu,    planning    Lssuei,  Including   capability    for 
handling   phone   calls    In   emergency    planning    lone    during 
emergency 

PPrTfRFIELD,  A   .     PDTTERFIELO,  A         Union    of    Concerned    Bclentlsts 
83/O4/23  Atomic    Safety    and  Licensing    ftoard  Panol         4pp 

16309    ISO         24X   FUh*    30-2*7.  B3/04/19,B3O3030fiOB 

B 30302-0 4 ?B  Motion   to  strike   portions   of    83O309  emergencg    drill 
testimony   under   Commission  Ouestloni   3  &  4    filed   tiy 
ultnesies   for   various    intarvinors  Certificate    of  Svc 
enc I    Related    correspondence 
uKANDEKuURG.B        Consol  itfated    Edison  Co      of  tffhj  York,     Inc         B3/04/22 

Atomic  Safety    and   Llonsing    Board   Panel        33pp         1B373   073        SIX 
Flch*    30-247.  B3/04/22,  B303O20438 

8303020419  Forwards    "Indian  Point  Plant    Verification  Analysi*"    re 
emergencij   p  Jann  inoi  f  or    info  Certificate   of  Bvc    emel    Relatvd 
corraspondanc  i 

CLASS,  S  M       Federal    Emergency  iHanagament  Agency        83/04/25 
GLEASuW.J  P   .    SHON.F  J   ,    PARIS.  0  H        Atomic   Safety   and   Licensing 
Board    Panel        £2pa         1B273   12B        24X   FichB   SO-S47, 83/04/25, 
0303020*19 


8305030383  Forward*   summary    of    training   activities    re    offalte    response 
organ!  lations    that    <nlght    be    called    upon    to    respond     to    onslte 
•mergeiiciBB,  per    ASLB    83O22S    oral    request   Utll    training 
detailed    in    B304O3    submittal    Related    correspondence 

BRANDENBURG, Q          Office    of     the    General    Counsel         83/04/29         LEWIS, D 
Atomic    Safety    and   Licensing    Board   Panel        7pp         1B303   339        24X 
Fiche    30-217,  B3/O4/&9,  B3030309B3 

830SO40444   Requests   official    position   re    long-term   operation   of 
facilities 

QLEASDN, J   P    ,     PARIS, 0   H    ,     SHON,  F   J        Atomic    Safety    and    Licensing 
Board    Panel         S3/03/O2         CUOMO,  M  M       New  Yorfc,    State    of        2pp 
1B32I    395         24X    Fiche    50-247,  83/09/02,  B303040464 

B30303O033  Proposes    alternative   views    ta    questions    posed    In   8J  Chllt 
B3042A    1  tr    ta   FEMA   re    emergency   planning    &   evacuation 
FLEISHEFt,  I    S         West    Branch    Conservation   Association        83/OS/02 
PA1.LADINO,  N    J    ,     OILIN9KY,  V    ,     AHEARNE,  J   F         Commi»»  ionen         3pp 
18342   O96         24X    Flch«     3Q-S47,  B3/03/02,  B303090033 

B3O316030'!    Notification    of    contract    execution  "Conversion   of   Preflled 
Testimony    for    Indian    Point    Hearings,"    awarded    to   Central 
Data    Processing^  Inc 

MItES,  E   B          Administrative    Contracts    Branch  FIN   B-B899         B3/03/O2 

BABSETT.H   S        Dffico    of    Resource   Management,  Director        FITTI.C 

Atomic   Safety    and    Licensing    Board  Panel         Ip  1B471    247        24X 
Fie h»    30-347.  S3/O9/02,  8309140304 

— 8305160312   Contract:     "Conversion    of   Profiled    Testimony    for    Indian  Point 
Hearings,"    auarded    to   Central    Data  Processing,  Inc 
*      Central    Data   Processing.     Inc        MATT  I  A.  M  J        Division    of 
Contracts          FIN   H-SB33          B3/03/03         Spp          18471    24B         34X 
Fiche    30-217, 83/03/02,  B30B140304 

— 03031A0316    Solicitation,  of fer   i.  award    to    "Conversion   of   Preflled 
Testimony    far    Indian    Point   Hearing*,"    to  Central    Data 
Proc  ess  ing.  Inc 

CQUCH.H   J        Central    Data    Processing,     Inc        MATTIA, M  J, 
Administrative    Contracts    Branch        FIN   H-SB93        B3/O4/36        36pp 
18471-230         24X    Fiche'  5O-247,  B3/OS/02,  B30316O304 

8303030037   Forwards    HY  State    Disaster  Preparedness    Commission   B3O904 
memo    re-   State    of   NY    com/nitmont    to   continue   uorl    to    ensure 
residents    protected    by    best    practicable    emergency 
preparedness    plan 

DAYNEj  J  P         Power    Authority    of    the   State   of  Neiu  York        83/05/O4 
PALLADIMO.  N  J   ,     QILINBKYr  V,  ,     AHEARNE,  J  F        Commissioner.        3pp 
1B339    1O3         3tX   FlChB    3-O-E4.7.  83/03/04,  B303030O37 

B305-OA0476  Faruards   NY   State    Disaster   Preparedness    Commission   830304 
Itr    providing    State    of    NY    eormnl tment    to    ensure    residents 
protected    £y    best    practlcabla    emergency    preparedness    plan 
BAYNE.J  P         PoLr»r-   Authority    of    the   Stats    of  New  York        B3/03/04 
PALLADIND.N    J    ,     QILINSKY,V    i     AHEARNE,  J  F        Commissioners        3pp 
I&348    105          H4X    Fiche    BO-247,  83/03/04,  B303060496 
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O3Q3060306  Respond!    to   830436    ] tr    re   Wostchester   County,  NY  bus    driver 
li-suci  Rne  t  land   County, NY   plan    issue   &   questions    raised    re 
FEMA  briefing    t    status    rept    on    offsite    emergency 
preparedness 

KRIHM.R  W        Federal    Emergency    Management   Agency        B3/OS/04 
CHILKiS   J         Office    of    the    Secretary    of    the    Commission          liipp 
18348331         24X    Flcha    5O-247, B3/O5/O4, 830SO&Q3O6 

— B3O3060639  Responds    to    request    for    clarification    of    issue    an   whether 
state   emergency    plan    can    substitute    for    county    which    does 
not    have    emergency    plan   State    can    substitute    plan   but 
NURE6-0654    places    heavy    resource    burden    on    state 
01UFFRI0A,  L  a        Federal    Emergency    Management   Agency        83/04/15 
PALLADINO,  N   J        Commissioners        2pp         18348  347        24X 
Flche    30-247,  B3/OS/04,  S3O3Oi,O3Oi 

B3Q906046B  Order   CLI-83-11    advising    that   Commission  mill    issue    order    by 
830609   suspending    plant    operation    unless   FEMA   determines 
significant    deficiencies    no    longar    erist    or    utll    shouis 
compensating    actions    taken   or    deficiencies    insignificant 
HOYLEiJ         Office    of    the    Secretary    of    the    Commission         83/09/05         3pp 
IS34B   073         24X    Flche    30-247, B3/03/03, 0303060468 

S30309043B  Memo    providing    citations    to    decisions    referred    to    In   hearing 
r*   -commitments    from   bus    drivers    needed    In    emergency 
evacuation    plant 

PARlSrO  H        Atomic    Safety    and   Licensing    Board   Panel        S3/O9/O3        2pp 
IB36S   239         24X    Flche    30-317,  83/03/03,  8303090433 


S303I90342    Supports    immediate    plant    shutdown    Emergency    response    plan 
represents    theory   &   not    prac  tlcall  ty 

QALEF, 3   fi          Westchester    County,     NY         B3/O9/11         PALLAOrNO.  N   J 
Commissioners         6pp          18300   227         24X    Fichu    SO-247,  83/03/  11 , 
83O319O343 

6309160133    Telecopy    order    granting    licensee   B3O311    motion    for    eitonsion 
of    data    to    ftlo   motions    to   correct    transcript   Motions    due 
on    B3O61S 

CLEAEON,  J  P  Atomic  Safety  and  Licensing  Board  Panel  93/03/13 
Consolidated  Ed  I  ion  Co  of  Noui  York.  Inc  4pp  19446  I  16  24X 
Fiehe  30-347,63/03/13,8303160133 

B3O91&Qlfa7   Order    clarifying    Commission    B30305    order    Comments     from 
parties    t>    general    pub  I  ic  P  relevant    to    enforcement    oc t ion, ui  1  1 
bu     considered    Public    comments    to    be    filed    by    83Q923   Oral 
pT»sen  feat  Ions    limited    to    licensees   d    interested    govts 
CIMLKiS    J         Office    of    the    Secretary    of    the    Commission         B3/Q3/13 
Commissioners         4pp          IB44S    192         24X   Flche    30-247,83/03/13, 
B3D31&O167 

B303I9O22O  Motion    for    opportunity    to   address    Issuns    outlined    In 
Commission    B303O3  Order   CLI-83-11    establishing    procedures 
for    decision   on    enforcement   action    IntBrvenor    entitled    to 
participate    as    matter    of    right  Certificate    of   Svc    end 
RODRIGUEZ.  P        Parents    Concerned   About    Indian   Point        B3/OS/13 
Commissioners         3pp          10502    143        24X    Flche    50-247,83/05/13, 
B3QS190220 


B309IOOEOB  Motion    for    eitensian   of    deadline    until    830627    For   all 
partial    to    submit   proposed    opinion, findings    of    fact  & 
recommendations    re    enforcement    action    on    emergency    planning 
fsives,  Certificate    of   Svc    enc  1 

BRANDENBURO.D        Consolidated    Edison   Co      of   Neui   York,     Inc        MORGAN.  C 
Pouisr  Authority    of    the   State    of    Neu   York        MORGAN,  C        Morgan 
Associates         83/03/06         PALLADINO,  N    J    .     OILINSKY,  V    ,     AHEARNE,  J   F 
Commlisionirt         ?pp          1S374    014         24X    Fiche    30-247,83/03/06, 
B3D310020B 

3305100204  Motion    for    opportunity    to   address    Issues    outlined    In 
Conminion    B303O3  Order   CLI-B3-11, establishing    procedures 
for    decision    on    enforcement    action    on    emergency    planning 
liiues   Certificate    of    Svc    and 

WE  1 69,  E  R       Union   of  Concerned   Scientists       WEISS,  E  R       Harmon  I* 
Wtitt        B3/OS/09  Commissioners        6pp         1B374    193        24X 

Fithi    90-247,  B3/03/09, B303100304 

8309130064  Motion    for    reconsideration    of    ruling    denying    licensee   motion 
to   recalve   DP    McQulre    deposition    transcript    Into    evidence 
Llcennes    entitled    to    place    deposition    In   record 
certificate    of    Svc    encl 

BRANDEKOURO,  B        Consolidated    Edlion   Co      of    Neu  York,     Inc        MORGAN, C 
Pouer   Authority    of    the    State    of    New   York        MORGAN, C        Morgan 
Aiioclates       B3/05/09  Atomic   Safety   and   Licensing   Board  Panel 

19pp         18436,230         34X    Flche    30-247, S3/09/09, B3O9130064 

830512030?  Order    authoriilng    ASLD    to    grant   relief    from  83.0337   deadline 
for    filing    proposed    Findings    of    fact   fc   conclusions    of    lau 
line*   oral    presentations    before   Commission    to    take   elace    on 
830926 

CHILK,  B  J        Office    of    the   Secretary    of    the   Commission        B3/03/1O 
Atonic    Bafaty    and   Licensing    Board   Panel        Epp         19424,100        24X 
Flche   30-247,63/03/10,8303120307 

B3051AOOS4  Forwards    I    Lev!    affidavit    clarifying    830211    testimony    on 
suggested   method    of    making    sensible    probability    judgments 
described    in   Section    3 
JHARTZMAN,R   H        Friend!    of    the   Earth        HARTZMAN,  I)   M        Audubon  Society 

B3/03/10,  OLEABON,  J  P  ,  PARIS,  0  H  ,  SHOW,  F,  J  Atomic  Safety  and 
Llcenflng  Board  Panel  lp  18492  393  24 X  Flche  50-347,33/03/10, 
83091 £0024 

— B30916002B  Affidavit    of    1    Lev!    clarifying    B30211    testimony   re    suggeated 
method    of   making    sensible    probability    judgments    described 
In  Section  9 

LEVI,  I.       FrUnd*    of    the   Earth.       LEVI,  1        Audubon  Society 
83/09/10        2pp         18432.394,       SIX   Flche   30-247,  B3/03/10,  B30916OOH4. 


830S20O643  Advises    that    day    of    reckoning    re    evacuation   plan    Issue 
coming    on   B30609    Interim  compensating    actions    by    FEHA  cannot 
compensate    for    unchangeable    factors   of    problem  roads   It 
population    densi  tg 

TOSCANI.K         Affiliation  Unknown        83/05/13  Cumm  Isslonvrs        3pp 

1033O    132          24X    Flche    50-247,  03/03/13,  B3032OO643 

8J031BO143  Order    providing    time    (until   83061O)    to    parties    to    respond    to 
P    Amlco,  ABLB   consul  tanti  S30302    Itr    summarizing    conclusion! 
based    on   review   of    testimony   (,  hearing    tranicrlpts    re 
Commission    Oueifclon    1 

OLEABON, J  P        Atomic    Safety   and   Licensing    Board    Panel         B3/03/16 
Office    of    the  Eiecutive   Legal    Director        lp         IB490  022        24X 
Fichu    30-247,  B3/05/16,  B3031B0143 

— 8303180-144   Summariies   rept   on    review   of    testimony    &   hearirto,    tranicrlpti 
re    CommiBsion    Question    1   Addl    testimony   recommandBil    or 
currant    analytical    methods    for   risk    assessment    d   on    i*suai 
not    dealt    u/in  probabilistic    safety    study    or   NRC    analysis 
AMICO,P   J        Applied   niik   Technology   Corp        AMICO.P  J        Atomic 
Safety    and    Licensing   Board  Panel        83/03/O3        frUEASOH,  0  P    , 
SHON.  F  J    ,    PAR1B.O  H        Atomic   Safety    and   Licensing   Board    Panel 
Ipp          18490   023         24X   FlchB    30-247,  83/03/  16,  8303180143 

B3051fl0424   Requests    time    to   address  Commission    an   S3 0336  r«    Commission 
8309-13   order 

QDANSKI.S         Rockland   County,    NV       83/03/16        CHILK      Co/amis  »ionBr! 
lp         19483    302        24X   Fiche    30-247,  83/03/16,  8303180124, 

8303200605  Requests    time    to    speak    on   630536  State    of   NV  claim* 
unsubstantiated    NRC    should   adopt   policy   oF    communicating 
u/pub-llc 

FLEISHERiZ    B       Hast    Branch   Conservation  Association        83/09/16 
PALLADIMD,  N   J  ,     OILINSKY,  V   ,    AHEARNE,  J        Commissioner!         IHpp 
18314    0^0          24X    Flche    80-247,  83/03/16,  B303200&09 

0303240*333  Cttliens   advisory    committee   progress    repts    re    nuclear 
evacuation    ti   general    disaster   preparedness    plan 
*      Rockland    County.    NY       93/03/16       34pp        1037A   053        24X 
Fiche    DO-a47.B3/09/li,B309240939 

8303240908  Forwards   Oislning   Town  Doard    resolution    expressing    concerns 
TO    emergency    plans   Deficiencies   must   be   corrected    before 
plan    approved 

MISHMIE.R   O        C-islnlng,    NY       83/03/1?  Office    of    tha    Secretary    of 

the    Commission        4pp        1B971    360       24X  FUhe    30-247,33/03/19, 
B3O5S40S08 


B303130030  Hemorandum  &   order    granting    licenses   B30S06  motion   for 
•  itintion   until    B30&Z7    to    file    proposed    findings    of    fact   *. 
racDmmendatlDns.Date    extended    until    830B29    for   A3LB    to 
submit   recommendations    to   Commission 

PARIS, 0  H  •    SHOW, F   J        Atomic   8afetu    and   Licensing    Board   Panel 
B3/09/11  Consolidated   Edison   Co      of   Neu  York,     Inc        Zpp 

18437.102,       34X   Fiehi    30-247,83/09/11,8303130030 

8303130071   Motion    For    extension    of    deadline    (to   830613)    for    filing 
correction*   to   transcripts  &  deadline    (to  B30624)    for   filing 
comiMnts  Certificate   of  Svc   encl 

BRANDENBURO,  B        Consolidated    Edison   Co,     of   New  York,     Inc        MOHOANi  C 
Pounr  Authority    of    the    State    of    Neu  York        MORQANrC        Morgan 
Asioclatis       83/03/11  Atomic   Safety   and   Licensing   Board  Panel 

7pp.       18437-043.       24X  Fiehi    90-247,03/03/11,8309130071 


a 30 5-24 OB 30   Expresses   concerns   rr   adequacy   l>  uorkability   of    evacuation 
plant 

BOOARDUa,R   H        Affiliation  Unknown        83/09/19  NRC   -  No    Detailed 

Affiliation   Olven        2pp        1B971    236        S4X  Fiche    90-247,  S3/OS/19i 
830934O330 

B303340346  Forwards    citinn   d  group    statement*    eiprvsslng    concirn   re 
plant    aafebg    (•   flawed    evacuation  plan.  In   response    to 
Commission    Order   CLI-83-11 

ELLIOTT-IJ  H        Yorfctouni    NY        B3/03/19  NHC   -  No    Detailed 

Affiliation   Olven,      iopp        1B373  366       24X  Flche.  SO-S47,  03/05/19, 

B3D324O346 
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8305340547   Forwards    board1    of     trustees    oF    Village    of    Buchanan 
statement    tfiat    plants    are    safe   t   oroviije    clean    energy 

PIERCE. F   W         Buchanan,     NV         B3/O3/19         PALLADIUM   J         Commiss  t  oner  > 
Spf         1B373   38!          24JC   Fiche    30-247,  93/05/19.  8305240547 

9305270593  Requests    concrete    actions    re   emergency    evacuation    plan    in 
light    of  FEMA   stated    d ef ic i enc ies. in   response    ta   Commission 
B30309  Order    CLI-B3-11 

ELtlOTT.N   R         YorHoun,     NY         B3/05/19  Commi  sslonc-Ps          lp 

IB646   313        24X    FJchfr    30-247,  B3/05/19,  83O337O3B3 

9305240454   Motion    For     leave    tu    submit    written    comments     nn    MRC    B305O3 
order    to   suspend    facility    operations   Deficiencies    determined 
to    be    significant   by    FErIA   ai-e   not    suFFlc lent ly    deficient    to 
require   suspending    operations 
JOY.J   ,     HICKS, M   H    .     GALLAGHER, P    J         Utility    Workers   Union    a-t    America 

63/05/30  CDfTiraiiiioners         Bpp          1H573    164         24X 

Pithi    30-247.93/03/30,0305310434 


H      General    correspondence 


8305240441    Opines    that    decision   re    continued    plant    operation   must 
uelgh    health    affects    nF    replacement    by    coal    burning    plant! 
JAFFE,  H         AFf  Illation    Unknown         93/03/16         AHEARNE,  J         Atomic    Safety 
and    Licensing    Board   Panel         2pp        1B371    069        24X 
Ficha    30-247,83/03/16,8305340441 


8303240517    Supports    continued    Facility    operation 

SCHULER,fl    T,  ,     HEALEY. J    A    ,      1RWIN,  R    0         Affiliation    Unknown 
63/03/1*         FALLAD1NO,  N    J         Commissioners         27pp          18371     171 
Ficha    30-347,83/03/16,6305240317 

8309340537   Supports   closing    doiun   of    facility 

CINOLJEMANI,  D    .     ClNQUEMANr, F         Affiliation   Unknown         B3/O3/19 
Commissioners          lp          lS37i   O39         24X    Fiche    30-247,63/03/19, 
B303240537 


8303240466   Response    to    Cooim  1  1  *  i  on   B3O50S    order    establishing    procedures 
For    decision   on   enforcement    action    Emergency    planning 
deficiencies    not   significant  NRC    enforcement    action 
unwarranted    lr    Improper    H/Certi  F  Uate    of    Svc 

MORGAN.  C         Pouer    Authority    of    the    State    of   New   York         MDRQAN,  C 
Hoygan   Associates         93/05/30         43pp          18573    IS!         24X 
Flche    30-347,  B3/Q3/EO,  B3O3240446 

B3Q324QS27  vieut   re   radiological    emergency    planning    In    response    to 
Commlnlon   G3O303   order    FEMA   !.   NRC    should    rule    that    planes 
no    longer   havu   significant    def  ItiEticles    based    on    iEnprovement 
1    Interim  lompansat  ing   actions 

DLDCK.J   D   ,     HRANDENDUHO,  0         Consoltdated    Edison   Co       of    Hew   York,     Inc 
B3/03/20         41p,p          1B571     133         241C   Flthe    50-247,  83/OS/EO,  B305S40327 

630SB40933  Opinion   on   NHC  B30S05   order   ve    FEMA   rept   nn    licensee 
emergencg   planning    &    preparedne»i    ^   possible    suspension   of 
plant    operations    Immediate    ihutd-oun   urged 

KAPLflH,C         New   ^ork,     NV         KftPLAN,  C         National    Emergency    Civil 
Liberties    Committee         83/05/20          18pp          I  B37  1    218         24x 
PlehB    50-347.  B3/05/2».  S30524O33S 


B30527O56t>   Supports    shutdown    of    facilities    on   Q30607 

EPSTEIN,  R   B         Affiliation    Unknown        B3/03/19  Commlss  ion«rs         2pp 

1B646    114          24X    Plche     3O-247.  B3/05/19.  B303270366 

B305240341    Supports   suspension   of    plant    operation 

OBAMNIS.A   B          Neu   Vorfcj     State    of         ELLIOTT,  N   R         Yorktoun,     NY 
63/03/20  NRC    -   No    Detailed    Affiliation   Given         2pp          18376    091 

34X    FlchB    SO-247,93/O5/20.B30324034l 

83O327O375  Package   of    tuo    cltiiens    Itrs    supporting    continued    facility 
aperat  Ion 

KUSmEL.T   C    .     WEIGftNDT.O    T         Affiliation    Unknown         B3/05/2O 
PALLAUrND,  N  J       Commissioners        2pp         1H647    123        24X 
FUhe    30-347-  B3/03/2O.  B3O3S70575 

B3032flO433   Support*   continued    plant    operations   Plants    should    not    bt 
held    hostage    to   evacuation    process 

TQDQROVICH-M  H       Affiliation  Unknown        S3/03/23        CHILK,  8   J        Offlet 
of    the   Sacratarv   of    the    Commission        3pp         18573   232        24X 
Ficne    30-247.83/03/23.3303.240433 


B3032S0337  Submission  re-  Commission   830505  order    on    intantion    to    shut 
tfnun    facility    an   630A09    if    BmBrgencij    preparedness    proolsroa 
not    resQlvc-d    Adequata    protective    action    In    case    oF 
radiological    flmergenty    cannot    be    guaranteed   by    B306O? 
ODLDBEHG.M  L        Public    InteT&st  Research    Sroup.    New  York         B3/OS/HI 
17op          18303   302         24X    Fich&    50-247,  B3/05/2I,  &30335O337. 

B303240323   prder    providing    guidance    for    &30326   oral    presentation)    to 
Commission  re    pi>tsibl[    plant   shutdown 

CHILK.S  J       Office    uf    the   E&cratarij    of    trte   Commission        B3/O3/S-3 
Ipp         1B571    119         94X    Flche    30-247,  83/O3/23.  G3032flOSa3 


CUI-S3-11    estatlishino 


•8309240339  Foryards   comments    on  Commission  Order 
procedure*    For    decision    on    enforcement    action 
HEISS.E  ft        Harmon   f   Weiss        WEISS,  E  R        Union  oF   Concerns!* 
Scientists         B3/05/23         PAL4.ADINQ,  N   J    ,     AHEABME,  J   F    ,     ASSELSTIME.J   K 

Commlisloners          lp          1B376    093         29X    Fiche    50-S47. 63/05/&3, 
9303240533 

--9305240542  Comment*    nn    Commission   Order    CLI-B3-11    establishing 
procedures    for    decision   on   enforcement   action  Emergency 
planning    deflcienciet    Fundamental    Adenuate    Interim 
compensating   (neasurei    impossible    Certificate    of   Eve    and 

if    Concerned    Scientists        MEISSj E  fi        Harmon  & 
19pp-        1B574    094         3flX   Flche    30-247,33/03/23, 


UEISS..E   B         Union 
Uelss         B3/05/23 
830S24033B 


6303240343   Submission   re    Commission    83Q303   Order    CL1-83-11    Emeroencg 
Planning    must    be   mell    divelnped   t    detailed   ui/spaclal 
emphasis    on   health    &    safety    oF    cfllldren 

PogiSERjP        Parents   Concerned   About    Indian   Point        83/03/23        20&B 
IB376    113         24X    FishB    30-247.  83/OS/33.  33039405*3 

B303250223   Sunmiasion    addressing    Commtision   830S03   order    on    possible 
facility    closino   Requests    oral    presentation   on   B30326   re 
«conomlc    Inpact    oF    facility    shutdown  Ecociomlc    Impact    Is   not- 
compelling   reason    lot-   continued    operation 

CORREN,»       Oreater  New  York    Council    on  Energy        83/05/33         ISca 
IB3BB    033         24X   Fiche    30-247,  B3/05/23,  8303230223 


n,Sponse   °PP°S|C1S    licensee  motion    For    rftconBlElBpat  Ion   a  F 
ASLB    denial    of    licensee  motion    to    admit  DP  McSuire 
testimony   before    trial 

THuRBEN.e  0        Roclland   CouTitu,    NY        B3/05/ai  Atomic    Safety   antf 

B3032703B&  6"          ^^   395         MX   Flqh*    SO-217,  83/05/34. 


P      Operating    license    stage    documents   (<   correspondence 

0303030436   Application    for    amend    to  License    DPR-26,  chang  ing    Tech    8p»e* 
by    permittlnfl    eitenslon    of   49   h    to   current   Sfl   h    limitation 
Lj/con  fcaliiment    spray    pump    81    out   of   svc 

ORDSCUP.  C    U        Consolidated    Edison  Co      of   Neui   York'     Inc        63/04/ZB 
VAROA,  B  A        Operating    Reactors    Branch    1        2pp         18306  277        24X 
Fiche    30-247,  B3/04/2B,  B3OS03043ii 

—  B30503045B  Proposed    Tech    Spac    changes,  parmitting    eutension    of    40    h    to 
current    S4    h    limitation:   ^/containment    spray    pump    SI    out 
of    svc 

*      Ctmsolidatod   Edison    Co      of   New  Yorfc,     Inc        93/04/2B         lp 
16306    379         24X   Fichu     50-247,83/04/28.8303030436 

B3050A0355   Confirms   630426    telcon   approving    proposed    Tech    Spec    amend 
r*    containment    spray    pump 

LAINAS.fl   C         Assistant    Director    for  Operating    Reactors        B3/04/28 
O'TODLE.J   D        Consolidated   Edison  Co      of    New   York.     Inc         3pp 
1B3S3    109          24X    Fiche     30-347,63/04/28,0303060333 

6303100175-  Forwards   addl     Info   re    instrument   accuracy    fr  ralated    dat*    For 
eoTitalnment    pressure    monitorsi  containment   water    level 
monitors    &   containment    hydrogen  monitors    {NUREC-0737,  I  terns 
II    F    1    4,  II    F    1    3  t,    II.  F    I   6),  per   B2111B  request 

O'TQOLE.J   D        Contolidated   Edison   Co      of   New   York,     Inc        83/04/2? 
VARQA.B    ft        Operating    Reactors   Branch    1         14pp         1B374   274        24X 
Ficha    30-347,63/04/27,8305100175 

B3O3030435   Qonoric   Ltr    83-19   to   all    pouier    reactor    d    testing    llC«n*tti 
re    n«w   procedures    for    providing    public    notice    concerning 
issuance    of    amends    to    OL.9    Svc    list   encl 

EISENHUT,  D    0        Division    of  Licensing        B3/03/OK  Consol  ld«ted 

Eol»on    Co       of-   Neui   York.      Inc         30pp          1B441     120         24* 
Fiche    SO-000,  B3/03/03,  B3050B0433 

B303170M4:    Clarifies   B301O3   environ   qualification   9EH   Justifications- 
far    continued    oaeration    (-JCQ)    should    be   reviewed    to    ensure 
that   JCO    exlits    For    all    equipment    that   may   not    be    qualiFied 
Fro-prletarv    revleu,  par    encl    guidelinesj  due    in   30   days 
VAROA.  S   A         Operating    Reactors    Branch    1        Ba/03/03        O'TOOLE.J    D 
Consolidated    Edison    Co       of   New  York.     Inc        Sop         1B496  349        24X 
FlchB,  90-247,  03/03/O2.S3O5I70644 

8303040383   Doard   Notification  83-O37    forwards    differing    proF    opinions 
r«    ays    interaction   i<    safety    classification    Info    relates    to 
Board   Hot  i  f  icaticms    H3-17   fc  83-44  re    Unresolved    Safety    Issue 
A-  17 

EI9ENHUT.D    0        Division    of  Licensing        83/08/04        PALLADINQ.  N.  i 
OILIN6KY,V.  ,     ROBERTSrT    M        Commissioners        22pp         16337    139,       24X 
Fiche    30-000,  B3/03/O4.  B30504O323 
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-B3030SQ2B7   Forwards    "Statisticians   Vieiu    of   NRC   Statistics.  "    presented 
to   American   Stil»    Anoc    Advisory   Committee    on   Nuclear 
Research 

RUBENSTEIN.D        Applied   Statistics    Branch        81/02/04        ABRAMSON,  E    , 
BASSETT.H    ,     ABELL. T         NRC    -    No    Detailed    Affiliation   Given         Bpp 
10337    236         24X    Fiche    30-247, B3/09/O4, B30904O333 

-6301120'!  3  A  Draft    "Random  Thoughts    on   Uncertainties, Risk   Analysis   i> 
Nuclear   Regulation    " 

RUBENSTEIN.D         Reliability    (.   Rii*    Assessment    Branch         SI/ 10/26 
12pp          1B337    244         SIX    Fiche    30-247,83/03/04.0303040323 


93030*0023    re    Info  Notice    B3-22,     "DWR  Sa  f  sty/Re  1 1  ef   Valve   Failures    " 
Svc    1  lit    end 

JORDAN. E  U         Division   of  Emergency   Preparedness  tc   Engineering 
Response    (Past  B30103)        33/01/33  Consolidated    Ed  i  son    Co      of   Neia 

York,      Inc          112pp          18383   089         24)(   FicJie    50-000,83/04/22,8303040023 

B3Q3Q40O29    IE     Info   Notice    93-23,     "Inoperable    Containment    Atmospnc-re 
Settling  Sys    "   Svc    list   enc  1 

JORDAN. E  L        Division   of  Emergency   Praparednc a  s   V    Engineering 
Response    (Post    8301031         83/04/HS  Consolidated    Edison    Co       of    Neui 

Vo-rt.      Inc          ll?pp         IB3B1    271         24X   Fiche    50-OOO,  33/O4/23,  3303010035 


-B30SOS0293  Comments    on    draft    Itr    from  Hanauer    to   Cnoper    on  NUPP8CO 
committee   Ltr   accep table,  however. Info    re    safety 
clalsiflcati on/terminology    Issue   requires    further 
discussion    to    standardiie    term   def ini t ions 
CONRAN.J        NRC    -  No   Detailed    Affiliation  Qiven        S2/Q3/18 
CQFFMAN,  F         NRC    -    No    Detailed    Affiliation    Given         Spp          1B337   236 
24X   Fiche    30-247,83/03/04,8303040323 


8303090637  Generic    Ltr   83-20    to   all    operating    reactor    licensees    ti 
holder*    of    CPs    re    integrated    scheduling    for    Implementation 
of   plant   mods.Bve    list    encl 

EISENHUT.D  0        Division    of   Licensing        83/03/09  Consolidated 

Edison   Co      of   Nau   York,     Inc         16pp         18627    133        24X 
Fiche    30-000,83/03/09,8303090639 


H3Q5100427   Forwards    IE    [nsp    Rept    SQ-247/B3-10   en    83G302-O404    t,    notics 
of    violation   &   deviation 

STARDBTECKlj  R         Division    nf    Project    t.   Resident    Programs         83/04/23 
Q'TOOLE.J   D         Consolidated   Edit  on    Co      of   Nsu   York,      Inc         Spp 
1041Q    336         24X    Fiche    30-247,83/01/23,8303100427 


— 8305100428    Notice    of    violation    from    lnsp    on    830302-0404 

*       Region     1,     Office    of   Director         03/04/23         2pp  1B41O    338 

Fiihe    30-247,83/04/23,8303100427 


— B309100431    Notice    of    deviation    from    Insp    on    B30302-Q4Q4 

»       Heglon     1,     Office    of    Director         83/O4/29          Ip          1B4IQ   34O         24X 
Fithe    30-247.83/04/23,8303100427 


B30313001B  Forward*    application    for   amend    to   License   DPR-26i  prop  osinp, 
change    to    Tech   Spec    3  3   B, allowing    extension   of   48   h    ta 
current   24    h    operating    limitation   ui/containment    spray   pump 
21    out   of    svc    Class    III    amend    fee    encl 

Q'TOOLE.  J  D        Consolidated    Edison   Co      of    Neui   York,     Inc        83/03/09 
VARGA.S  A       Operating   Reactors   Branch    1        Ip        18436  317       24X 

Fieht    30-247,83/03/09,8303130018 


— 8303100433    IE    Insp    Rept    30-247/83-10   on    B30302-0404    Noncomp 1 iance 
noted    failure    to  meet   Tech   Spec    requirements    re 
raportabillty    of    fire    barr lers,  failure    to   establish    QA 
procedures    t   failure   to  meet   radiuaste    processing 

FOLEV.T    ,     KOLTAY.P         Regldn    1,     Office    gf    Director         KIBTER.H   B 
Division    of  Project   (.  Resident  Programs        83/04/19         19pp 
16410   341          24X   Fiche    30-247,83/04/23,6305100427 


-8303130022   Application    for    amend    to   License    DPR-2&, proposing    change    to 
Ttch   Spec    3  3   B, allowing    extension    of    48  h    to   current   34   h 
operating    limitation   u /containment    spray    pump   21    out   of    svc 
O'TODLE.J  D        Consolidated    Edison   Co      of   Neu   York,     Inc        83/O3/09 
Bpp          1 8436   318,        24 X    Fichu    30-247,83/03/09,8303130018 


B30304O026    IE    Info   Notice   83-24,     "Loose   Parts    in   Secondary   Side    of 
Steam   Generators   at   PWRs    "   Svc    lift    encl 

JORDAN,  E  L        Division   of  Emergency   Preparedness   (•  Engineering 
Response    (Post    8301O3)         Q3/04/2B  Coniol  1  daind    Edison    Co       of    N*iii 

York-      Inc          113pp         1B302   047         24X   Flthe    30-000,  B3/Q4/3B,  830304OO26 


— B 303 13002 4  Proposed    Tech   Spec    3   3   0    (Page    3  3-4),  al loiulng    extension    of 
48   h    to    current   24    h    operating    limitation  tu/ containment 
lpr«v    pump    SI    out    of    svc    Safety    assessment   &  Affidavit   of 
Sve    *nel, 

«      Consolidated    Ed  lion   Co      of    Nay   York,     Inc        B3/O3/31        6pp 
18436  320        H4X   Fiche    30-247,83/03/09,8303130018 

B30S18003B   Notification    of    contract    eiecut Ion, Mod    1    to    "Consulting   Svc 
on    Indian   Paint   Probabilistic    Safety    Study    "   Contractor 
Columbia    Univ 

HOYLE.A        Administrative   Contracts    Branch        FIN  B-B644        83/03/10 
DENTOH'H        Office    of   Nut  1  Bar   Reactor   Regulation,    Director,       CODELL,  F! 

NRC   -  No   Detailed    Affiliation  Given         Ip         18499   389        24X 
Fiche    30-247,83/03/10,8309180038 

--B30318Q047  Mod    l.e<tending    period    of    performance    to  B30630  &   chunglng 
payment   fc   general    provisions, to    "Consulting   Svc    on    Indian 
Point  Probabilistic    Saffty    Study    " 

LEMI0,  J  p        Columbia   Univ        REBELLO, J  E        DlvUlon   of  Contracts 
83/09/10.        Ip,         1B499'290         24X    Fiche    00-247r  83/O3/10,  B3031SO03B 

Q,     Inspection   reports,     IE   Bulletins    it   correspondence 

B2 180603 83    IE    Info   Notice   83-14,     "Dewatered    Spent    Ion   Exchange   Rosin 
Susct ptlb  111 tij    to   Exothermic    Cliimical    Reaction    "   Svc    list 
•  ncl, 

TAYLOR,  J.  M        Division    of    Safeguards   &    Inspection  Programs    (Posb 
830103).       83/03/21  Consolidated   Edison  Co      of   Neu  York,     Inc 

118pp.        1B308   319,        24X    Fiche    30-000,83/03/21,8218060383. 

B303040021    IE    Info   Notice   83-21,     "Defective   Emergency    Uie  Respirator    " 
Bvc   list   encl 

JORDAN,  E,  L,       Division   of   Emergency   Preparedness   t  Engineering 
fUiponie    (Post   830103).       83/04/19  Consolidated   Edison  Co      gf  Neu 

Yorki     Ine         lS6pf         1B433    133        B4X   Fiche    30-QOOi 83/04/19, 8303O4002I, 

8305050187   Forward*    IE   Safeguards    Insp    Rept    30-247/83-08   on  830228-0304 
i  notice    of   violation   Notice    of    violation   withheld 
tref    10CFR73,  21    *    10CFR2   790) 

MARTINiT   T        Division    of   Engineering   *.   Technical    Programs.       83/O4/2O 
O'TOOLEiJ  D       Commanugalth   Edison  Co       2pp,       18341   068.      24 X 
Fiehe- 30-247, 83/04/20,  S303090187 


B303Q4QQ37    IE    Info  Notice   83-23,     "Standby    Oat   Treatment    Sys    Heater    High 
Temp    Trip   Sotpoint  Adjustment    "   Bvc    list   encl 

JORDAN, E  L        Division   of   Emergency   Prepared^"   <-  Engineering 
Response    (Po»t   830103)        83/04/28  Cc-ngol  i  dated    Edison   Co      of   Haia 

Yorkr     Inc         118pp        18302   163        24X  Fiche   30-000, 83/04/28, 83030400-27 

8305Q204SI    Submits    info  on   status    of  Ray    Miller,  Inc    problems   affecting 
plant, per  A&LO   request 

HQDRE,  J   E         Hearing    Branch    1         83/04/28         GLEASON,  J   P    ,     SHON.  F   J    , 
PARIS, 0  H        Atomic   Safety    and   Licensing    Board    Panel         BSpp 
10SS3    130         24X    Fiche    30-247,  B3/01/30,  B303020431 

B303040028    1C    Info   Notice   83-26,    "Failure    of   Saf oty/Rel (ef   Valve 
Discharge   Line   Vacuum  Breakers    "   Svc    list   encl 
JORDAN, E  L        Division   of  Emergency  Preparedness  t,  Engineering 
Retponse    (Post    830103)         83/09/03  Consolidated    Edison    Co       of    N»ui 

York«     Inc         IS2pp        1B441    170       24X  TicJie   50-000,83/09/03.9303040038 

B3030fl0030    IE    Info  Notice   83-27,     "Operational    Response    to  Event* 
Concerning    Deliberate   Acta   Directed   Against  Plant 
Equipment    "    Svc    list   encl 

JOttDAN.E  L        Division   of   Emergency   Preparedness   &  Englneerina 
Response    (Post  830103)        83/03/04  Consolidated    Edison   Co      of   New 

Vork-      Inc          112pp         18302282         24X    Flcne    30-OOO,  B3/09/04,  8303O4O030 

9303040031    IE    Info  Notice   83-28,     "Criteria    for    Protective   Action 
FOcommendat lans    for   General   Emergencies    "   Bvc    liit    anc  1 
JORDAN, E  L        Division   of   Emergency  Preparedness   ti  Engineering 
Reipanse    'Post   B30103)        B3/O3/04  Consolidated    Edison  Co      of   Neuj 

York,      Inc          ll'pp         1B441    001         24X    Fiehe   30-000,83/05/04,9303040031 

8303040033    IE    Info  Notice  83-29,     "Fuel    Dlndlng    Caused    by    Fuel    Rack 
Def ai*rn«t!on    "   Svc    list    encl 

JORDAN^E  L        Division   of  Emergency   Preparedness   d  Engineering 
Response    (Post    830103)         83/03/06  Consolidated    EiHson    Co       of    Neu 

York,     Inc         1  ISpp        18323  248        24X  Fiche   30-000,83/03/06,3303040033 

B3Q3Q40034    IE    Info  Notice   83-30,    "Misapplication   of    Oan«rlc    Emergency 
Operating   Procedures    (EOP)    Guidelines    "   Svc    list   end 
JORDAN. E  L        Division  of  Emergency  Preparedness   t.  Engineering 
Response    (Past  B30103)        83/09/11  Consolidated    Edison   Co      oF   Neu 

York,      Inc          Il4pp         1H334   003        24X   Flchc    30-OOO,  B3/O3/1 1, 8303040034 


— G3080S0190    IE  Safeguards    Insp   finpt    50-Q47/83-08  on   830229-0304 
Noncompllance   noted- barrier    of    one   vital    area   not 
maintained   Safeguard!    Info    deleted    <ref    10CFRS  790) 
BAILEViR   J   ,    GODY-A   T,       fitolon    1,    Office    of   Director        83/04/12 
6pp.       18341    070        24X   Fiche    30-847- 83/04/20. 8303030187 


8309200191   Forwards    request   for  addl    info    resulting    From    revleu    oF 
820916   response    to    IE  Bulletin  80-11,    "Masonry    Mall    Design    " 
Info    must   bo    provided  uithln  30  ifays    of    Itr   receipt 
VARQA-B  A        Operating   Reactors   Branch    I        83/O5/12        O'TOOLEiJ   D 
Consolidated    Edison  Co      of  Neu  York.     Inc.      3PP         18340   223        24 X 
Fiche.  30-247,  a3/09/12i  8309200191 
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6303040040    IE    Info  Notice  03-31.     "Error    In    ADLPIFE  Computer    Program   •' 
Svc    Hit    end 

JORDAN,  E    L         Division    OF    Emergency    Preparedneu    Si   Engineering 
RBiponso    (Post   030IO3J         H3/03/l"5  Consul  id  a  ted   Edison    Co      of   NBUI 

York,      Inc          Itflpp         1B&97   O09         S4X   Fiche    90-OOO,  B3/G5/I1?,  8303040O4O 

8303040046    IE    Info  Notice  83-33.     "Wonrepreienta  1 1  \-e  Sampling    of 
Contaminated    Oil    "   5vc    Hit    enc 1 

JORDAN,  E  L        Division    of    Emergency   Prap.*redne-si    ii  Engineering 
Response     (Post    930103)          63/03X26  Consolidated    Edison    Co      of    New 

York,      Inc          Hipp          19647   O07         84X    Ficfle    30-OOO,  B3./O5/S&.  B30304Q046 

R     Periodic    operating    reports    l>  related   corresponde-nce 

9309110303  Forwards    "Annual   Environ  Protection  Plan  Rept    for    1992"  * 
"Annual   Radiological    Environ   Operating   Bflp  ti  1983-.  "    per   App    6 
to   OL* 

D'TOOLE,  J   D         Consolidated    Edison   CD      of    Meu   YorK,     Inc         83/03/02 
ALLAN.J   H         Region    Jj     DFfl=«    of    Director         2pp          1B392   23 f         24X 
Ffcn*    30-003.63/09/02.6303110303 


-8303110307    "Annual   Environ  Protection  Plan   Rapt    for    19B2 
*      CoTisolidited   Edison   Co      of  Neu   Yard.     Inc        03/03/03 
333        24X   Flche    50-003,  B3/05/O2,  B 305 11 0302 


-B30311O31Q   "Annual   Radiological   Environ  Operating    Repti 19B2   " 

*      Consolidated   Edison    Co       of    Neu   Yorl.     Inc         83/03/OB         112pp. 
S3!         34X   Ficht    3O-D03,  83/03/05,  B3O9U030S 


S      Reportabl*   occurrences^     LER«   b  related    correspondent  e 

B30S030400   Foruardi    LER    93-006/03L-0 

Q'TaOLE. J   D       Consolidated   Edlian  CD      of  Mey   York.     Inc        33/O4/15 
ALLAN,  JJ1        Reolon    1.    Office   flf    Director        Iff        10291    319        24X 
Flch*    90-347,  03/04/13,63030304-00 

— B3030304O7   LER  B3-00&/O3L-0* on   830316,  reactor   cavity    continuous    lump 
live!    monitor    Indicated   3   ft    above  normal   4   declared1 
inoperable  Caused   by    drifted    output    from    level    transmitter 
LT  33O3    in   conservative    direction  Transmitter   retailor 
HIUfUCHS,  0        Canmlldated   Edllon  Cn      of  Neu   York,     Inc        63/04/13 

Region    1,    OfJlct   of    Direct  or         lp         IBS'}  I    330       24  X 
Flerie    SO-347,  83/04/E3.  3305030400 

B303?3013O  Faruard*    engineering    evaluation   rapt,    "DBgr«i)Atian    at 
BiltKf-KElatfft   Dfittprlei    Due    to   Cracking    of   Battery  Cell 
CJK*   i/or    Other  Patslhl*   Aging-Related   Mechanlims    "   Aging 
factor*    not    conitdcred    In    Implemented    re-placertint   criteria 
ASKB.F        Reictor  Operation*  Anal«*ls   Branch        93/04/1B       SEYFRIT,  B  V 

Reactor   Op  t  ra  t  Icni    An^l-y-ili   Branch        2pp         103-43  35*        S4X 
FichB    30-000,  B3/04/1S.  B3O5230430 


— 0303160079   LER    B3-OO9/03L-0    on   930331,  when    operator    attempted    to    start 
safety    injection  pump    23  during    itaady-state    opera  t  ion,  pump 
motor    breaker   failed    to    close   Caused    by    mind    closing 
solenoid    Breaker  replaced 

HODNEV.J         Consolidated    Edison   Cn      of    Neu   York,      Inc         B3/04/3O 
Region    1,     Office   of    Director        2pp         1B431   003        24X 
FichB    30-247,93/04/30,8303160073 

8303160030    Forwards   L£fl    33-Q1O/O3L-0 

D'TOOLE.  J    O         Coniolldated    Edlion   Co      of    Neu   York,      Inc         B3/03/O1 
ALLAN,  J   M         Rejion    If     Office    of    Director         lp          13432   349         24X 
Flche    30-247,  B3/03/01.  &3031iO020 

—  B303160Q3S    LER    93-010/03L-0    on   930401,  svc    uator    pump    33    declared 
Inoperable   utien  pump    could    not   be   restarted   after    pump    trip 
Cauiffd    by    nylon   rope    from   old    cathodlc    protection    sys    In 
travelling    scrern*    wrapping   around    impeller   &    shaft 
HINR1CHS.O         Consolidated    Edison   Co      of   Neu   York,     Inc         B3/03/O1 

Region    1,     Office    of    Director         lp         18432   346         24X 
Flche    30-347,93/09/01,8305160020 

83093S04B3   LER    E33-01 1/O3L-O    on    930413,  dur  ing    Inservice    valve    test.  Valve 
B97B    In    suction    line    to    tafety    injection   pump    22   found 
inoperative    Valve   B97A   operable   Caused    by    pinched    !•   grounded 
cuiro    tor   motor    on  Llmttorque    valve   operator  W/93O313    Itr 
MaONEY,  J  .     0'TOOLE,J        Consolidated   Edison  Co      of   N«u   Yorlt-     Inc 
Q3/OS/13         HURLEY, T    E         Region    lr     Office    of    Director         2pp 
18988   291          H4X   FUhe-    30-247,93/09/13,9309230493 


T     Hearing    transcripts    on    non-antitrust  matter! 


8303230001    Transcript   of    B30332  hearing    In   White   Plains, NY 
Pf    10,  737-1 1 ,  1 17  Supporting    documentation   incl 
*      Atomic    BaFetij   and    Licensing   Board    Panel        B3/03/2S        412pp 
IB»3S   031          24X   Flch«     3O-B47,  S3/03/22,  B30323000I 


B305110002   Excerpts    from   transcript   of   830407  hearing    Pp    13, 017-13iOl9 
M      NRC   -    No    Detailed    Affiliation   Oiven         B3/04/O7         3pp          1840?   OO9 
24X    Fiche    3O-247,  B3/04/O7,  B3O91 10003 

B3  05030606   Motion    for   permi  tslon    to   present    rebuttal    uitnesses    on    i-ubj 
of    prevailing    ulndi,  <anplB    surveys  &  bystander    behavior 
Diicuision    of    Issues    could    not   have    been  anticipated    prior 
to    presentation   of   evidence 

PDTTERFIELD.A        Union    of   Concerned   Scientist*        POTTERFIELD,  A, 
Public    Interest   Research    Group,    Neu  York        KAPLAN,  C        New   York,    NY, 
83/04/19        App         1930B  05O        24X  Flche    30-217,  B3/O4/19i  B3090306OB 

— 8309030&19   Testimony    of   D   Out-man  re   prevailing   uiind    patterns 
OUTMAN,  D        Union  of    Concerned  Scientists        GUTMAN,  D        Public 
In  turn  it   Research  Group,     Neu  Yt>rt        OUTMAN,  D        Neu  Yort<    NY 
B3-/04/1?        4pp        lB30a:054        24X  Flche    90-247.93/04/19,8303030608, 


— B30S230441     "Degradation   o-f   saf ety-Related    BattirLei   Due    to  Cracking    of 
Battery    Cell   C*»e»    ti/or    Other  Pc-sslble   Aglng-Ftelatci) 
Mechanisrai,  "    engineering    evaluation   ript.LERi    re 
sspB  ty-re  la  ted   b-atterij    degradation   reviewed 

ASIIE'F        Reactor   Operations  flnjl(jils   Branch        B3/04/18        9pp 
1BS4S   33B         24X   FichB    30-OOO,  B3/O4/1B,  6303S30430 

9303030373   Foruari!*    LER    83-007/03L-0 

Q'TODLE.J   D         Consolidated    Edison    Co      of   Meu   Vqrk,     Enc         B3/04/2J 
ALLAN,  J  M        fleolon    1,    Office  of   Director        lp        18306  533        24 X 
Ficoe    SO-SAT,  93/04/21,  3303030373 


-B303030627   Testimony    of   RR    Holt   re   sample    surveys   t   bystander    bvhavio 
HOLT.R   R         Union  of   Concerned  Scientists        HOLT,  R  fi        Public 
Interest    Research  Group,     HBW  Yort        HOLT.R  fi        Neu   York,    NY 
83/O4/19         37pp         1S30B   O9B         24X    Fiche    30-347, 83/04/1?,  9303030608, 

-B303&30633  Reorganlied    tastimony    of   JR    Thornborough   &   D  Bohning    re 
Contention  t   2  concerning    Impact   of    shutdown    on    physical 
environ    near    facility 

POSNER.P         Parentl    Concerned  About    Indian  Point        83/O4/1?        44p p 
18309   09S         24X   FichB    30-247,93/04/19,8303030609 


— B30S030380  1.ER   83-007/O3L-0   on  B303S2,  svc    water  pump  26   removed    from 
svc    due    to    inoperable    stTjl  nar.  Caused   b"j    sheared    keu, 
connecting    drlvt   motor    to    filter    ihaft   due    to   eicesilve 
debris    accumulation    utthln    strainer   basket   Basket    cleaned 
HIHRICH3, 6        Consolidated   fdlson   Co      of    Mey  VorJ,     !nc        B3/04/S1. 

Region    lr    Office    of    Director         Bpp          1B3Q6   296         24X 
Fiche    30-247,93/04/21.9303030373 


— B309O30641    Motion  requesting    initiation   of    studies    on   human   response    to 
radiological    emergencies, rtski    to    individuals    living    near 
site   S.   difficulty   of    evacuation    In    emergency 
POTTERFIELD, A       Public    Interest   Research   Group,    Neu   York 
POTTEHFIELD.A        Union    of   Conctrnnd   Scientists        83/04/26.  Atomic 

Safety   and    Licensing    Board    Panel        Bpp        1930S    139        84X 
Flche    SO-247,a3/04/I9rS3O3030609 


B303110393    Forwards   LER   S3-OOB/03L-0 

O'TOOLE,  J  D        Consolidated   Edllon  Co      of  N«w  York,     Inc        83/04/27 
ALLAN. J   M        Region   1.    Office    of  Director         lp        1B406    197.       24 X 
Fiche    30-247.83/04/27,  H3051 10373 


— 8303310403  LER   B3-008/O3L-0  on  93032Br i lactr ic    heat    trace    circuit 
31B    found   u/lnoperat 1 B    prtnarv   circuit  Cauied    by   primary 
heat  in}    rleragnt   to  **    open   circuit  Element    replaced. 
Circuit    tested   &  returned    to    tvc 

HOOrTEY'J        Coniol  Idatxf   Edlion  Co     of   New  York,     Inc        63/04/27, 
Region    fr    Office   of    Director        lp        IB 406    19S        34X 
FUh«-  50-5474  B3/04/27,  83-051  lt>3?3 


— 8303030652  Motion   rea.uest(ng    completeness   of   record    on  NRC   Question* 
3  d   4  re    emergency    planning    liluas,  Inc  ludlng    capability    for 
handling    phone    calls    In    emergency    planning    lone    during 
emergency, 

POTTERFIELD,  A    ,    POTTERFIELD,  A        Union   of   Concerned    Scientists, 
33/04/23  Atonic    Safety    and  Licensing   Board    Panel        4pp 

1830B    180         34X   FithB.  SO-K47,  83/04/19,  8309030603 

8303020077    Transcript  of    B3Q42&    hearing    in  White   Plaint, NY  Pp 
14i  419-14,  39t   Suoportlns    documentation   encl 

*      Atonic   Safety    and    Licensing    Board   Panel        B3/04/26        21Opp 
1BS7B   230         24X    Fieh*    90-247,83/04/26,8303080077 


630St60&73  Fc-rujirdi   LSR   B3-009/03L-0 

O'TOOLE.  J  D       Cental  (dated   Edlion  Co      of   N*u  Yort,     Iff        83/04/30, 
ALLAN-J  M        Region   1,    Qffleo  o*    Dipeetor         lp         1B451   O04        Z4K 
Ffeh»'»Q-247rB3/0+/30.  6303 160073 


9303030386    Trintcript   of   B30427   hearing    in   White   Plains,  NV.  Pp    14,397- 
14.70B 

*      Atomic    Sefatv    and   Licensing   Boarif   Panel        83/04/E7.       116pp 
18272-001         S4X   Fich*    3O-347,  83/04/27,  B3090303B6 
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B30304OI72  Transcript    of    330120   hearing    in   Hhite   Plains. NV  Pp    14,703- 
1S.OS7  supporting    dot  union  tat  ton    unc  1 

It      Atomic    Safety    and   Licensing    Board   Panel        B3/04/2B        526 pp 
1S324    297         24X    FUhe    30-347,83/04/28,8303040172 

B30309O429   Testimony    of   LA  Cohan    in   rebuttal    to    testimony    of    D  Qutman 
Testimony    to    be    included    lu/ASLQ   B3Q42O    transcript 
Certificate    of   Svc    encl 

COMEHjL  A        Consolidated   Edison   Co      of   Neu  York,     Inc        33/04/29 
lOpp          1B3*3   321          24X    Flehe    30-247, 83/04/28, B3O30904S9 


B9O3O40347   Transcript    of    B3O429   hearing 
19,1.226  Supplemental    testimonies    encl 

*      Atomic    Safety    and    Licensing    Board    Panel        63/04/2? 
13322:242         SAX   Fichu    30-247,83/04/29.8303040347 


White    Plaint, NY   Pp     15-08B- 
149pp 


S303I3O327  Transcript    of    Commission   83O3O5  meeting,  d  1  scu<*  Ion  Si 
possible    vote    In   Washing  torn  DC   re    status    of    emergency 
planning    at    facilities    Pp    1-22 

*      Commit) loner i        B3/Q3/OB        27pp         18437  277        S4X 
Fi«h»' S0-247i  03/05/03,8303 130327 

B3Q9240J934  Statement    ta    bi    incorporated    In   minutes    of   Commitslon   830326 
public   hearing   State/f ederal    govt  must    force    countiei    to 
davit*   evacuation   plant   Problems   u/ emergency    plant   must 
b*    resolved    before    B30609 

DI    OIACOMO,  C    0         Cortland.     NY         83/03/1B         4pp          18976   029.        24X 
Flcfie    30-247,  S3/09/1B,  B303S40334 

8303340346  Relvatet    transcript    of   Commission   821333   <J  lie  union  i, 
paiilhle   vote    on    emergency    planning    actions    For    placement    In 
PE>H>j)»r    10CFR9  Commission   determination    statement    encl 
CH1LK, B  J        Office    of    the   Secretary    of    the   Commission        83/03/18 
Public   Document    Branch        2pp         1B393  063        24X   Ftche    30-003, 83/03/18, 
S3092 40366 

— 8303240370  Transcript    of   82 1222   discussion   &   possible   vote    on   emergency 
planning    actions    In   Washington.  DC 

*  Commissioners        02/12/22         13pp         1B393  069        24X 
Flehe-  30-003,  B3/09/1B,  8303240366 

— 0309240374   Transcript    of   821322   discussion   &   possible  vote   on   emergency 
planning   actions   In  Washington, DC 

*  Commissioners        82/12/22        S9pp         1B993  082        24X 
Flche   30-003, B3/03/1B, B30924Q36a 


U      Congress  iona  1/Ei  acutl  vo  Currespondsnce 


B30534Q353  Forwards    statement    For    inclusion    in   special    proceeding 
te* t  imony 

WE  I  S3,  T        House    of    Rep         83/03/2O        PA(.LAD1NO,N         Comml  i  s  loners          If 
18376   025        24X    Ftche    30-247,83/03/20,8303240353 

— B30S24O538  Statement   of   T  Weiss   re    proposed    evacuation    plant    Plants 
should    be   shut    down   permanently   Planning    far    nucle-ar 
accident    futile   public    safety    should    be    top   priority 
WE  1 53,  T         House    of    Rep         83/09/19         3pp          18376   026         24X 
Fiche    30-347,83/09/20,8303240955 

B30531OQ3?  Commends    State    of   NY  commitment    of   resources  S,    cooperatic-n 
(ii/llceniees  t.    local    govts    to    implement   offslte    emerg&nct; 
preparedness   plan 

PAULADIND,  N  J        Commissioners        83/09/23        CUOMO,  H  H        New  York, 
State     of         Ip          1S633   280        24X   Flche    30-247,83/03/23.8303310039 

— 83O33I0070  Expresses   concern    that   addl    action)    required    to    satisfy 
mandates    per    1OCFR90  S4(S)(1>    State   of    NY  Disaster 
Preparedness    Commfulon   ulll    uort   w/utils    until    Roc  I  land 
County    completes    emergency   preparedness    plans 
CUOMO.M  »       N»ui   Yort,    State    of        B3/09/23       P^LLADINO.N  J 
CommlsslonBrs          3pp         19653   281         34K    Flche    30-347,  33/05/23, 
B305310039 


DOCKET    50-249   DRESDEN   NUCLEAR   PDUEf!   STATION,     UNIT   3 

F      Security,    medical,    emergancy   !<   fire   protection   plans 

830303033d  Diicuiiet    IE  Emtrgencg   Preparedness    Insp   Kept)    90-010/33-01. 
30-237/83-01    d  SQ-249/B3-01    on  83030B  (•    foruards    notice    Of 
dif Iclanciei 

PAPE(11ELLO,C   J         Region    3,     Office    of    Director         B3/04/B9         REED,  C 
Commonuealth  Ediion   Co        2pp        18397    137        24X   Flche    30-010,83/04/29, 
8309030336 

—  B30303034S  Notice    of   dif  IE  lenc  1  et    from    inap   on   B301O3-l>7  Public    info 
brochure*   nat    distributed    From  Apr    1?81    -   Dec    1983   fc 
emergency,    action    levels    not   reviewed   u/ state   &    local    govt 
slnci   810401 

«      Region  3.    Office    of   Director        03/04/39        2pp         18297    139        24X 
Flche    30-010,83/04/39,8303030336 


8309240931    Statement    of   Clirgu,  Rel  Iglout   &  Laity   Concerned   About    Indian 
Point.  Common    cltliens    reject    idea    that    Bipartite    Irrelevant 
V«lu»    of   human    Ufa    It    suprime   value 

it     Affiliation  Unknaun       83/09/20       4pp        1BS71    103       24X 
PIcKe:  90-247.  B3/09/2O,  8303240331, 

9399240533  pDruardi    written    testimony    on   efforts    to   address 
dj«f  tclanclis    In    emergency    response    plan    since   830909 
O'RQURKE,  A.  P       Mestch««ter  Countg.    NY       83/03/20,      PAUADIND.  N  J,  . 
01LIMBKY.  V.  i    AHEARNE,  J        Comml  tt  loner*         Ip         1B376.043        24X 
Flehf  SO-247.  83/03/20.  8303240333 

—  B30-924Q939  Tcstlmonv    of   AP   O'Rourke    re    actions    taken    to    Improve 

•ffttrgencu.    planning    tince   Commission   830303   order   Unlont 
r«p<r*sentlng    bus    drivers    fully    support    orientation   course    on 
radiological    vmergencv    response    procedure! 

O'flQURKE.A  P.       MiStchetter   Countu,    NY        B3/09/20.       6pp        1B376.  044 
24X   FUhe    30-247,  B3/03/20,  B303240333 

8309240993  roruardt    statement    for    Inclusion    In    npiclal    proceeding 
tutimong, 

HE  1  38,  T.       Housa    of   Rep        B3/03/20,       PALLADINO,  N        Commlst  lontri        Ip 
18376:023.       24X   Flche    30-247,83/03/20,8303240353 

—  B3O924O990   Statement   of    T  Welts    re    proposed    «vacu*tlon   plant   Plantt 

•hould    be    shut    damn   permanently   Planning    for    nuclear 
accident   futile  public   safety   should   be   top   priority 
WE18S.T        Houi.    Of   Rep        83/03/19.       3pp         1B376-026,       24X 
Fiche,  30-247,  83/03/20,  B303240933 

H30S310OOB  Testimony    of    RH  Carlltle    re    potential    haiardt    of   nuclear 
•ccldentt   Lono-range   aduc    in  nuclear   radiation   should   be 
ImplBffl«nt«d.  Robot*    thould.    be    developed    to    ditmantle   pUnt 


CrtfiLIBLE,  R   W,       Affiliation   Unknown 
Flche'  90-247,  83/09/20,  930  33  1  0002 


S3/03/20,       3pp         18633240        24X 


B309310095  Transcript    of   Commission   B30323   discussion   of    Indian   Point 
order    in  Washington'  DC.  Pp   l~19 

*      CanMlstioneri.       B3/OB/23,       23pp         18663.  ISQ        24X 
Fiche>:  M-247,  83/03/23,  8303310033, 


8309110034  Generic    Ltr  83-21    to  all    licensees   of    operating-    reactors, 
applicants    for   QLt   t   holder*   of   CPi   re    clarification    of 
accaia    to   control    procedures    for    law  enforcement    visits 
Svc    1 1st   encl 

ElSEMHUT,  D   0         Division    of   Llceitllng         83/03/11  Consol  IdatRil 

Edison   Co      of  Neu  York,     Inc        16pp        18340  O93        24X 
Fich*.  30-000,  B3/O9/1 1.8303 110034 

8303120116  Advitei    that   onslti   t*  offslte    etneraenc^    preparedness 
adequate   per    10CFR30,  App   E  Emergency    plans    upgraded    per 
NUREU-O737.  Item    III   A  2   1    Item  complete 

CHUTCHFIELD. D       Operating   Reactors   Branch    5       83/09/11         FARRAR. D  L 
Commonwealth   EdUon  Co        3pp        18423  040        24X   Flche    30-010,  B3/O9/1 1 , 
B30912O116 

B30924O243  Requests    ichedular    eiemptiont   allowing    delaij    In    Implementing 
10CFR90  48  requirements    for    initallation    of    fir»    protection 
modi    Requett   based    on  AE, manufacturer   b  const   personnal 
antlclaatid    Implementation   schedule 

RYBAK,  B        CommonbJtalth   Edison  Co        B3/03/1S        D£NTON,  H  R        QfPlce    of 
Nucl-ear  Reactor   Regulation,    Director        6pp         18548  204        24X 
Fiche    30-000,B3/09/1B,B309240243 

P,     OpflTatlng    licence    stage   document!   b  correiponilertc* 

B309020499  Centric    ttr  83-19    to   all    pouier   reactor    k   teitlng    licenteos 
pe   new  procedures    for   providing    public    notice   concerning 
Issuance   of   amend  i    to  OLs  BVC    lilt   end 

EI8ENHUT,D,  0       Division   of  Llcentlng        83/09/02  Consolidated 

Edi«on  Co     of  N«u   Vorl,    Inc       90pp       18141; 120       24X 
Flche    30-000,  B3/OB/02,  8303020493 

B303040446  Application    for   amend    to  Licenies    DPH-I9  <<  DPR-23i  l-»vli  Ing 
Tech    Specs    to   clarify   mln  reactor   pre»tui-o   uhen    conducting 
•  cram   testing   follouins  refueling   outage  t.  r«a.mrement  for 
Isolation   control    rod   drive   pirmpt. 

RYBAK.B        Commonuiaalth   E<fl*on  Co        83/03/02       DEMTONrHR,       Office    of 
Nuclear   Reactor   Raoulallon,    Director        Spp        18322  23B,       24X 
Fieh«;  30-237.83/03/02,8303040446 

— 0309040436  Propo««i(    changes    to  Tech   Specs    to  clarify    mln    reactor 
preiture  when    conducting    strain  tettin]    following    refueling 
outage  *  revise   requirement   for   Isolation  control   rod    driv* 
puoip-i    to   epplu    only    to    slngl*   rod    tcr*rn    testing. 
*      Cowmonuealth    Edison   Co        B3/09/02        Spf        1&333    240        24 K 
FI  ch«    SO-237,  83/03/02,  B303040446, 
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B3Q3Q40320  Supplemental   application    for    amend  to  Licenses   BPR-19  ', 

DPH-23,  proposing    changes    Co   Tech    Spec    4  3  3  1    t    to   verify 
nuclear    response    to    control    rod    drive    u/eiper 1 enced 
uncoupling    at   power    levels    above    SOV 

RVBAK,  B          Commaniuealth    Edison    Co         83/O3/O2  DEN10N,  H   R         Office    of 

Nuclear   Reactor   Regulation,     Director        3pp  18321    5-44        24X 
Flehe    50-537,83/05/03.8305040320 

--3303010534   Proposed    Tech    Spec    4   3  B    1    b    (Page    StJ    requiring 
verification   of   nuclear    rosp<:nie    to    control    rod    driva 
u/eip*r  1  enced   uncoupling    at   power    levels   above  30V. 
*      Commonwealth    Edison    Co         B3/0.3/02         3pp          1B321    S4&         24 X 
Fiche    30-337,83/03/08.  S303040S20 


6305270419  notifies    that    response    to   830316,0910   b    11    request*    for  4ddl 
info    re   TH1    It-em    II    K   3   SB,     "dual  if  Icatton    of   Automatic 
Deprassuvl ration   Sij «    Accumulators."    addressed    In   B30310    Itr 
RYBAK,a        Commonwealth    Erfison   Co        B3/OS/23        DENTON,  H  R        Office   of 
Nuclear  Reactor    Regulation.     Director        lp         1B64S  298        24X 
Fiche    50-000. 83/03/23, B303S70419 

B3Q33100BCJ  Notification    of    B30614  meeting   u/utll    In    Bethesda.MD    to 
d [leu's 9    utll    DCRDR    program   plan 
GILBERT. R    A         Operating    Reactors    Branch    3         83/03/26         CRUTCHF1ELD,  D 

Operating    Reactors    Branch    3        2pp        1863B  O63        24 X 
Fiche    3O-OOQ,  83/03/26, 


B305040B31    AflpJ  lea  1 1  an    to   amend    Licensee    DPH-19.  DPR-25,  DPR-29    t 
DPR-30,  chang  ing   App    fl  Tecfi    Specs    re   economic    generation 
controE    operation 

RVflAK,  B         Commons*  J  1  tfi    Edlion   Co         S3/05/02         DENTDN.  H    R         Office    of 
Wuclear  Reactor  Regulation,    Director        2pp         13321    27?        24X 
Fiche    30-GOQ,  B3/05/02.  8305040331 


B30331Q02B   Advises    that    requirements   of   NuREQ-0737,  1  tlm    II    F    1    4, 
"Containment    Pressure    Monitor,"    1 1   F    1    5,     "Containment   Water 
Level   Monitor"    t<    II    F    1    6,     "Containment   Hydrogen   Monitor" 
Tesolv«d,por    331130   &    B01215    s-uomlttal  s 

CRUTCHFIELD.  D         Operating    Reactors    Branch    3         83/O3/27         FARRARi  D   L, 
Commonwealth    Edison    Co          7pp.         1B633   313         24 X    Fiche    30-000,  B3/03/27r 
6303310O38 


— 8303040333    Proposed    changes    to  App    A  Tech    Specs    re    economic 
generation    control    operation  H/o    detailed   changes 
*      CommitjtiLuealth    Edison    Co         B3/O5702         lp          13321    281          24 X 
Fich»    SO-QOO,B3/05/Oa,B303040351 

83051302(19  Concurs   u/NRC    cha-nges    to    draft    Tgch   Spec*   re    re-actor 
protection    >yi    CRPS )    protective   rsl<ii|»ng   raoddper  83042-0 
Itr   Operation  ni/flPS   mod,  instal  led    per    10CFR30  37  &  ui/a    Tech 
Sptttiuiill    not    compromise    safe   operation    of    facilities 

RYBAK.,  0         Cammnnuealth    Edison    CD         63/O3/O6         DEHTDN,  H    R         Office    of 
Nuclear  Reactor  Regulation,     Director        2pp         IB437  330        H4X 
Fieh»    50-000,93/03/06,0303130209 

B3030?0£>59   Generic   Ltr    93-20    to  all    oparatinj   reactor    licensees    S> 
holder*    pf   CPi    re    Integrated    scheduling    fop    Imp  1  ema-nta  t  ion 
of  plant   modi    Svc    Hit    i-nc  1 

EIEEWHUr.  D  O        Dlvltian   of  Licensing        B3/03/09  Consolidated 

Ediion    Cd       of    Meu   York,     Inc          l&pp          1B627    1  S3         24X 
FUhfl    90-OOO.  B3/03/09.B303090i3? 

8305130033    Responds    to    9303 16    request    for    addl     Info    re    NUREQ-0737, Item 
El   H  3  28,     "Verify   Qua  1  iflc-at  1  on   of    Accumulators    on 
Automatic    Oepreisuri  ia  tion  Siji  Valves    "   Environ  &    seismic 
qualification  mill    a>*    in  accordance    u/lE  Bulletin    79-O1B 
RVEAK,  B        CommonyeaJth   Edison    Co        &3/03/1O        DENTBM,  H  R        Office   of 
hluclear    flaactflr    Regulation.     Director         2pp          E843&   339         24 X 
Fiche    50-000,83/03/10,  B30S13OO3B 

B30313O370    Forwards   Accident   Evatuatlon  Branch   BER    Input  re   NUREfl-0737, 
Iten    III    D    3  4,     "Control    Room  Habi  tjbil  jtij    "   BIJB   atc?ptablB 
CHUTCHFIE4.D.  D         Operating    Reaeton    Branch    5         B3/O3/1 1         FAHRAfi.O   L 
Cammonurealth   Edison  CD        6pp         1B432  393        ?4X  Fiche    30-237,83/05/11- 
33031BO370 

--9303IS0374    Advise*    thdt    ^icensee   proposed    program  re   NUfiEO-0737r I  tern 
Til    034,     "Control    Roam  Hab  itabi  1 1  tij,  "   acceptable 
MUflPJHY,D    H         BattelU    (lemorUl    Institute.     Pacific    Northuait 
Laboratory        FIN  B-2333        82/O3/23        HULMAM,  L  0        Accident 
Evaluation    Hi-jrich         2PP-          1&432   3O1         24X    Fiche    90-337,83/05/11, 
8303120370 

B3O52007G7  Foruiardi    renuBst    Fur   addl    info   on  M/REO-0737.  tten    1 1    K  3  3B 
r>    qualification    of   automatic    deprea suriiati on  sijs 
iccumuHton   Response    riq.uested    yltfiln    45  daiji 

VASSALLO, D    B         Operating    Reactors    Branch    2         83/03/11         FARRAR.D   L 
Common-Health    Edison    CD         Sop          13338   330         24X    FIcne    50-000,  B3/03/1 1, 
B30330O7O7 

B30S-2OO18i   Notifies    that   S 3-0 42 3   jtmrnd    application    for    propoted    Tich 
Spec    channel   re   TMI   Action    Item   II   K  3    13   on    isolation   of 
NPCI   &  RCIC   requires    fee    Application   rei|uested    From  NRC    far 
purpos*   tf    preventing    lnadvart«nt    Isolation   of    tys 
DIOOS,R  M        License  Fee    Management   Branch        B3/05/12        FARRAH, D  L 
ComiHOnuoal  th   Ellison   Co         lp          13510   SSB        S4K    Fiche    30-000,  B3/Q5/12< 
B30320O1B6 

830 SI 903 7£  Forward*    lilt   of    proprietary   documents   fc  associated    pages 
from   technical    evaluation   repts    re    environ   qualification   of 
electrical    equipment  OE  4FFldavlt    aer    1OCFS2.790  receivad 
UeitEnghouce   affld*vlt   -forthcaming 

RVBAK,  B.       Commontutilth   Edison  Co        83/03/13        DEMTOM,  H   Fl        Office    OF 
Nucla*r  Reactor  Regulationi    Dlrictur        3pp        18490  347        24 X 
Ftche    3O-OOO,  B3/05/13,  8303190376 

830324 0290  CoAinlti    to    resolution  at    three    open    items   re   NUHEQ-OM2, 
"Control    of  Haavy   Load*- "    using   Quad    Cities    guidelines    Quad 
Citiet   analijEii    to   verify    strets   design    factors    For 
dTVtr/separAtor    lifting   ri<g    applicable 

RV3AK.B        C-ommonyea  1  th   Ed  linn  Co        &3/QS/1?        ElENTON,  H  R        Office    OF 
Nuclear  Reactor  Regulation.    Director        lp         18625  394        24X 
Fiche    SO-B37,  S3/05/17,  B30S2iO290 


Inspection    ri-portsi     IE   Qulletlns    Si  correspondence 


8312060385    IE    InFo   Notio   83-14,     "Deuatered   Bpint    Ion   Eichange   Retln 
Butcaptibllltg    to    Eiothvrmic    Chemical    Reaction    "   Svc    list 
•  nc  1 

TAYLGRrJ   M        &f  via  lor    of  Safeguard's   it    Inspection   Program*    (Post 
83OI03)         S3/03/21  Consolidated   Edison  Co      of   Neu   York.     Inc 

112pp          1B30B    317         24 X    FUho    30-OOO,  03/03/21,  B31HOci03B9 

B304040afia  Requests    that    insp    prngram  re    IE  Bulletin   BO-13,     "Cracfcing 
in   Cora   Spray    3parger9."    be    performed    every   3   grs    in 
conjunction  u/rnactor    vifistl     Internal    insp   No   abnarmall tlet 
not id    per    subj    bulletin 

RVBAK.,  B        Commonwealth    Edison   Co        B3/03/Z3        KEPPLER.J,  0,       Region   3. 
Ofificr    of    Director          2pp  17SI6   SBS         24X    Fiche    50-837,83/03/23, 

63040*0266 

830S02C-4&7  Foruiarrfi    IE    Insp    Rept«    30-010/83-06,  30-237/B3-07   !< 
30-249/83-06   on    830203-0315   No    noticomp  1  lance   noted 
STREETER.J   F         Region    3,     Office    of    Director         B3/04/13         REED, C 
Commonwealth    Edison    Co         Spp         19203  073        24X  Fiche    3O-010. 83/04/13, 
B303 020467 

— 3303020460    IE    Imp    fiopti    30-010/83-06,30-237/83-07    *    30-249/83-06    on 
0302-03-0315  No   noneomp  1  lance    noted   Major   araas    inspected 
operational    safety,  ma  Int.'urvell  lance, licensee    events,  pi  ant 
trlpi,  refuel  Iny    activities    &   refueling    surveillance 
TONOUE,T    M   .     JQRDAN.M   J    .     STA8EK.B        Reflion  3,    Office    of    Director, 
B3/04/13         Ifcpp         19SB3  O7S        24X   Fiche   3O-010,  B3/04/13, 83030B0467 

B30304002I     IE    In*o    Notlen    83-21,     "De-fective   Emergeneu    Usa    Respirator    " 
Svc    1  lit    encl 

JORDAN.  E  L.       Division    of   emergency    Preparedness    &  Engineering 
Aeiponsa    (Post   8301031         83/O4/15  Consolidated    Edison  Co      of   Niu 

Vork,     Inc          IS&pp  1B135    133         SIX   Flcne;  30-000,  B3/04/13.  B303040021 

B3030400B3    IE    Info    Notice   33-22,     "BUR  Saf etg/Rel ief   Valve   Failures." 
Svc    list    one! 

JORDAN, E  L         Division   of    Emergency    Preparedness    b  Engineering 
Response    (Poet    S301O3J         S3/O4/22  Consolidated    Edison  Co.     of   Niu 

York,     !nc         HSjp         13383   OB?        SIX  Fiche; 30-000, 83/04/33, 0303040023 

8305100379  Foruiardi    IE    Insp    fiep-ti    5O-237/B3-08  k   SO-247/83-07   on 
830222-23, 03O1,  09   !•    14    fc    notice    of    violation 

HIHDrJ   ft.        Division    of   Radiological    d  Materials   Safety    Program* 
B3/04/82        REED.C         Comnonui"*! th  Edison  Co        2pp         18377  339        24X 
Fiche    3O-237i  83/O4/23,  B303100379 

— 8303100337   Notice    of    violation    from    insp    on   830222-33,0301,09    8.    14 
HIND.J   A         Region    3,     QfPlce     of    Director         83/04/22         Zpp 
IH377    330         24*    Flc  he.  30-237,  B3/04/22,  0303100379 

— S303100402    IE    In*p    Rep-ts    30-237/33-08   S.   30-249/B3-07    on    830822-23,0301, 
09  &    14  Nnncnm.pl  lance    noted    DOT   radiation    limits    exceeded 
t<  failure    to    follow   h«<al  tti    physics    procedures 

PAUL.R    A- .     LOVENDALE,  P.  C    ,     QREQERrL   R         Region   3,     Office    of 
Director,        83/O4/H1  12pp          1B377   332         24X   Flcha- 30-237, 83/04/22, 

8303100379 

B303040Q25    IE    InFo   Hatlce   63-S3,     "Inaperabli   Containment   Atmosphere 
Siniing   Sys    "    Bvc    list    encl 

JDRDAN-E   L         Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post    B3O1O3)         B3/04/23  Coniolldated    Edison   Co      of   Neui 

Vort,     Inc  119pp  1B3B1    291          24 X   Fiche    30-000,83/04/23,8303040023. 

8303050100   AcK    receipt    of    B3O330    Itr    informing    MRC    of    itepi    t*ktn    to 
correct   violations    noted    in    IE    ln*p   fiepts   30-010/83-03, 
30-237/33-05  4   SQ-24WB3-0-4 

SHAFER.W    n.        Rs-Bton   3j     Office    of   Director        83/04/23        REED,  C 
Commonwealth    Ediinn   Co         lp         18270'  243        SAK  Fittin    30-010,83/04/29, 
3303020100 
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--9309020106  Respond!    to   NRC    830304    Itr    re    violations   noted    In    IE    Insp 
Ripti    00-010/B3-03,  30-237/B3-03   6,    3Q-249/B3-04   Corrective 
action*   Amend    71    reissued    &    incorporated    Into   Tech   Sped 
Corporate   QA   dept   will    audit   accounting    fc    follauiup    sys 
FARRAR'D  L        Commonwealth   Edison   Co        33/03/30        KEPPLER,  J  0 
Region    3,     Office    of    Director         3pp          1B27B   244         24X 
Flchi    30-010.  83/Q4/23. 83O9020100 

0303040036    IE    Info    Notlco    83-24,      "Loose    Parts     in    Secondary    Bide    of 
Steam  Generator*   at   PWRs    "    Svc    list    end 

JORDAN.  E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    <Pott   830103)         B3/04/2B  Consolidated   Edison   Co      of  Neu 

York,     Inc          llSpp          183BS    047         24X   Fichu    90-OOO,  S3/O4/2B.  B303040Q26 

S303040027    IE    Info  Notice   83-28,     "Standby    Gas    Treatment   Sift   Haater  High 
Temp    Trip    Setpolnt    Adjustmant    "    Svc    list    end 
JORDAN,  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Respons*    (Post   830103)         B3/O4/2B  Consol idatad    Edison   Co      of  New 

York.     Inc          UBpp          183B2    163         24X   Ficna    50-000,  B3/O4/28,  B303O40O27 


a305200"J2i    Advises    that    uti!    response     to    820714    confirmatory    action    t  tr 
re     IE    Bulletin   79-14, piping    analysis     to    restore    hat    shutdown 
patJi    piping    ays    to  FSAR   requirement!    bg    83091 9.  dec  ept»b  le 
SPESSARD.H    L        Division   of   Engineering         63/03/19        REED,  C 
Coramonujc.ilth    Edison    Co         2pp         1B917     11*         24X    Fiche    30-000,  83/09/ 1 B, 
B30520Q421 

S3Q3O4'004O    IE    Info    Notice   B3-31,     "Error     in    ABLPIPE   Computer    Program    " 
Svc    1 1st    end 

JORDAN,  E   L        Division    of   Emergency  Preparedness   t-   Engineering 
Reiponie     (Post    B30103)         B3/OS/19  Consolidated    Edison    Cq       of    Neu 

York,      Inc  114pp         19697   009         24X    Fiche    90-000,33/03/19,9303040040 

B3O32S0377   Forwards    "GE-NEBS  Electrical    Penetration   Assembly 
Qualification   Program,"   Vols    1    &  2  to    "Response    to    [E 
Bulletin    79-01B   Quad   Cities  Nuclear   Pouer   Station   Units    I    Ic 
B"    S,    Vol9     1    &   2    to    "Response    to    IE   Bulletin    79-01D 

RYBrtK.D         Commonwealth    Edison   Co         B3/O3/19         DENT  ON,  H    R         Office    of 
Nuclear    Reactor   Regulation,     Director          2,  HBpp          1937B    OO1          24 X 
Flch*    30-000.83/03/19,6303230377 


8303100072  Provide!    status    of    safe    shutdown    path    support    installation. 
per    IE   Bulletin   79-14   &   utll    B3041&   commitment   Remaining 
accessible   hanger   4    four    Inaccessible    hangers    will    be 
completed    by    mid-May    &   during    Fall    19B3   outage,  respec  tively 
RYGAK.B        Commonuealth    Edison    Co        B3/04/2B        KEPPLER,  J  0        Region  3, 
Office    of    Director        Bpp         18377   21B        24  X  Flche   9O-237,  B3/04/2B, 
B3031 00092 

B3Q9030336  Discusses    IE  Emergency   Preparednes*    Insp   Ftepts   90-010/83-01, 
30-237/83-01    t,    30-249/83-01    on   S30SOB   t,    fortuards    notice   of 
deficiencies 

PAPERIELLO,  C   J        Region   3i     Office    of    Director        B3/04/2?       REED,  C 
Commonwealth    Edison   Co        Spp         18297    137        24X   Flche   90-010,  B3/04/29, 
8303030336 

—8309030348  Notice    of    deficiencies    from    lnsp    on   830103-07  Public     info 
brochures    not    distributed    from  Apr    1931    -   Dec    1983  t 
emergency    action    levels    not    reviewed   ui/state   &   local    govt 
ilnca  810401 

»     Region   3,    Office    of    Director        83/04/29        2pp         1B297    139        24X 
Flcha,  30-010.  B3/04/39.  8303030336 

B3Q304002B   IE    Info   Notice   B3-26,     "Failure    of    Safety/Relief   Valve 
Discharge   Ling   Vacuum   Dreaders    "   Svc    lilt    end 
JORDANiS  L        Division    of   Emergency    Preparedness   b  Engineering 
Retponi*    (Post   B30103)        B3/03/03  Consolidated    Edison  Co      of  Neu 

York,     Inc          ISHpf          18441     170         24X   Flche    30-000,83/03/03.3303040028 

B3091001B1    Ack    receipt    of   830411    Itr    informing   NRC   of    steps    taken    to 
correct   violations    noted    In    IE    Imp   Repts    30-010/83-17, 
90-237/02-24    &    30-849/82-24 

BHAFERrW  D        Region   3,    Office    of    Director        B3/09/03       REED, C 
Commoniu«alth    Edison   Co         lp,       1B374  31B        24X   Ficho    90-010,  B3/05/03, 
8309100181. 

—0305 1001 VO  Responds    to   NRC    B30311    Itr    re    deficiencies   noted    in    IE    Insp 
Repts    SO-010/82-17,  30-S37/B3-24   fc   30-249/82-24,  Corrae tive 
actions. urltten    agreement, EPIP200-11    re   PMF   for   Units   2  fc  3 
betueen   Corps    of    Engineers    &    util    to    bo   revised 

RYBAK,  B        Commonwialtti    Edison   Co        83/04/11        KEPPLER,  J  0        Region 
3,    Offie*   of   Director        4pp         18374   319        24K  Fiche    30-010, 
83/05/03,  B3031001B1 

B303040030    IE    Info   Notice    83-27,     "Operational    Response    to  Events 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "   Svc    list    encl 

JORDAN.E  L        Division    of   Emergency    Preparedness   fr  Englneerine 
Response    (Post    030103)         B3/03/04  Consolidated   Edison  Co      of    Neu 

York,     Inc         HZpp         18302   S8B        B4X   Fi  che- 30-000,  B3/09/04,  S303O40030 

B303040031    IE    Info   Notice   83-28,     "Criteria    for   Protective  Action 
Recommendation*    for   Oenaral    Emergencies    "    Bvc    list    encl, 
JORDAN, E  L       Division   of  emergency   Preparednen  (<  Enginorlng 
Relpons*    (Post   B30103)        83/03/04,  Consolidated   Edison  Co.     of    N«ui 

York,     Inc         119pp         18441    OOI         S4X   Flche    90-000,83/09/04,8303040031. 

8303040033  IE  Info  Notice  83-29,    "Fuel   Binding  Caused   bu  Fu«l   Hack 
Deformation."    Svc    Hit    •ncl, 

JORDAN.E. L        Dlvition   of   Emergency   Preparedness    It  Engineering 
Re«pon««    <Post   830103)         83/03/06  Consolidated    Edison  Co,     of    Neu 

York,     Inc.        113pp,        18SE3-24B         34X    FichO'  30-000, 83/03/06.  B303040033 

S303040034    IE    Info  Notice   83-30,     "Misapplication   of   Centric   Emergency 
Operating   Procedures    (EtiP)    Ouidellnes    "    Svc    list    encl 
JORDAN, £  t-.      Division   of  Emergency   Prtparednesi  li  Engineering 
Risponie    (Pott  830103)        S3/03/1 1  Consolidated  EdUon  Co     of  New 

York,     Inc         114pp         19324,003        24X   Flche   90-000,  B3/09/1 1,  B303040034, 


"OE-NEBS  Electrical   Penetration  Assembly    Qualification 
Program    " 

»      fiechtel    Corp         B3/03/1B        336pp          1B37B    179         H4X 
FttJiB    SO-OOO,  B3/03/19,  B303230377 

— S3O32304O7    Rov  2   to  Vols    1    t.  3   to    "Rosponsfl    to    IE  Bulletin    79-01B    for 
Dreiden   Nuclear  Power  Station   Unit    3    " 
«       D»chtcl    Corp         B3/03/31         3B7pp          10390   336         24X 
Flch»    30-000,83/05/19,9305230377 

9309270393  Notifies    that   uorV    to  be   performed    on   masonry    walls. per    IE 
Bulletin   BD-11,     "Masonry   Hall    Design,"   uill    be    completed    on 
83Q713   Thirty   masonry   ya 1 1 s   required    mods 

RYBAK, D          Commonwealtft    Edison   Co         B3/U3/23         KEPPLER.  J   0         fiegion    3, 
Office    of    Director         lp         1B642   333          24X   Flche    30-237,  B3/OS/23. 
B3O3270399 

B303O40D46    IE    Info  Notice   83-33,     "Nonreprsseritat  iva  Sampling    of 
Contaminated   Oil    "   Svc    list   encl 

JORDAN,  E   L        Division   of   Emergency   Preparedness   i  Engineering 
Response    (Post   B30103)        03/03/26  Consolidated   Edison   Co      of    Neui 

York,      Inc          114pp         1H647   007        24X    Fiche    90-OOG,  B3/03/26. 030304004A 

3      Fteporlable    occurrences,    LERs  ti   related    correspondence 

83O3Oi,O3ai     Forwards   LtR   83-019/03L-0 

SCOTT, B    J        Commonwealth   Edison   Co        B3/D3/23        KEPPLER. JO.       Region 
3,     Office    of    Director         lp         18349   049         24X   Flthe    30-349.03/03/23, 
83O30&03B1 

— 3303060374    LER   B3-013/03U-0  on  B30406,  di/r ing   normal    operation   w/DIB 
207-1    in    progress. pressure   switch    PS  3-1994   F  uould    not 
c-parate    at   required    pressure  Caused    by    plugged    instrument 
inubter  Snubber    cleaned   t>  switch    replaced 

CQYLE.L  M        Commnnuiealth   Edison   Co        83/0-1/23  Region   3,    Office 

of    Director         2pp         1B349   030         24X    Fiche    30-249r 83/03/23^ 
33OBOi03Bl 

83O923OS73  Forwards    engineering    evaluatlan   rept.     "Crocks    fc  Lnaks    In 
Small    Diameter   Piping    " 

BROWNrE    J        Reactor   Operations   Analysis    Branch        B3/O4/19 
9EYFRIT,K  V        Reactor   Operations   Analys-is   Branch         lp         1B941    342 
H4X    Flclie    30-OOO.B3/04/I9.83032303/3 

— 0305330619    "Crackl   !<  Lnaks    in  Small    Diamater   Piping,"    engineering 
evaluation   rept   Small    pipe    leaks    associated    u/unanti c Ipated 
vibration    problems    require   addl    supports   ar    rerouting    of 
p Iping 

BROWN, E  J        Reactor  Operations   Analysis  Branch        SS/OI/i?        7pf 
1B341    343         24X   Flche    90-000,63/04/19,8309230373 

8303030246  Forwards  LER  83-013/03L-0 

SCOTT,  D   J        Commonwealth   Edison  Co        B3/04/2I         KEPPLER,  J  C        Region 
3,     Office    of    Director         lp         18377   H&3         34X    F(ehe.  30-349. 63/04/ai, 
8305020346 

— B303020236   UER  B3-013/03L-0  on  830323,  uh  i  Iff   performing    main    steam    line 
high    Flow   surveillance,  switch   3-261-S1    tripped   beyond   Tach 
Spec,    limit  Caused   by    particle    on   suittch    gear   movement   Switch 
cleaned   tr  retested 

ANANBAPPA.  A        Commonwealth   Edison   Co        B3/O4/1B  Region   3' 

Office    Of    Director,       2pp,        1H277   2t&         24X   Flche    BO-249, 03/O4/H1, 
030302024 i, 

83090609&3  Forward*  LER  B3-014/03C-0 

BCDTT.D.  J.       Commonwealth  Edison  Co       B3/04/23       KEPPLER.  J  Q       Region 
3,     Office    of   Director        lp        1834B  239        24X  Flche    90-249, 63/04/23, 
B3O30&O9&3 
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— S303O60371    LER    83-O 1 4 /03L-Q   on   8304O3,  mat  n    steam    line    lag    radiation 
monitor   3A  *  i  perlencsd   Joia   at   high   voltage   pouor    causing 
monitor    to   go    douinic'le   Caused    tf   burned   out    resistor   on 
high   voltage   pouar    »uapli;   Monitor  3A   replaced 

MEHHITT,S         CommaiKJUiUh    Edison    Co         63/04/21  Rtglon    3,     Office 

of    Director         2pp         18348   24.0         24X    Flehe    3O-249,  B3/Q4/23, 
8303060 Sa3 


8303010672    Informs    that   Amend   91    to  License   DPR-31   t,   Amend   83   to 
Lion i a   DPR-41    &   Generic    Ltr  B3-Q7  requirements   requiring 
action   to    Initiate    nagotiations    m/DDE  re   disposal    of   high 
level    waste    or    spent    nuclear   fuel   completed 

VAROA, 3  A        Operating    Reactors   Branch    1        83/04/23        UHRIO, R   £ 
Florid*  Pouer   &   Light   Co         2pp         19336  296        34 X 
Flche    30-330,83/04/23,8303040672- 


3303240366  LER  B3-016/01T-0  nr.   B30304,  ita  t  Ion  notified    that    hydraulic 
snubber    1&,  replaced    Iji   Fib    17B3,  attached   on  one   «nri   only 
Caused   bij    insufficient   personnel    Interface   Horl   pacfcage 
prate-dura*   revised   W/630317   Iti- 
COEN,  HI    .    SCOTT.D    J        Commonwealth    Erflson    Co         83/03/17         KePPLER,J  0 

Region   3,     Office    of    Director         4pp         1BS49  291         24X 
Flehe   =0-219.03/03/17,8303240366 


5309060633  Advises    that    addl    testing    In   specific    cases    re   u*e   of 
balance    technique    4  arching    action   for   masonry   mall 
qualification   not    warranted   Decision   based   on   technical    Info 
presented    during    It   subsequent   to   93012O  meeting 
VJ\ROA,S   A        Operating    Reactors   Branch    1        Q3/O4/S6        UHRIO.R   E 
Florida    Power    t   Lloht    Co          2pp          1B33B   36O        24 X 
Flche    BO-SSOj 33/04/26,  S3O30t06S3 


DOCKET    30-S30    TURKEY  POINT  PLANT,     UNIT  3 

F     Security,    nidicali    emergency   it   Fir*   protection  flans 

830311-0333  Responds    to   81  10-31,  B2Q7Q2   t   330(04    requelts    for    ei«ptlon 
from  Table    1    of   HURE.Q-0737,  Suppl    1   requirements   r*    location 
of   jmtrgsncij    operation*    Facility   Exception   granted 

EISENMIT.D  0        DlvUlon   of  Licensing        B3/04/29        l/HRIO,  ft  E,       Florid* 
Pou.ir   &  Light   Co        2pp        18334,3-34        24X  Fiche   3O-330.  83/04/2"?, 
9303  1  1  0233 

8303130003   Informs    that   araergeneij    offsite   Faclllti;   1EQF)   operational 
u/eicvptton   af    issuance   nf   Procedure    131S  &    Installation   of 
iftdltated   jihqnt   lines   at   niai  —  -iltc   support   t  tr   &  ECFi  per 
»Bn*rlc   Ltr  82-33 

WHRJO.R   E       Florida   Poui»r   it  Light   Co        93/09/0?       E1SENHUT.  D  0 
Division  of  Licenting.        lp         IB431,  331,        24X   rich*    30-230,  33/03/09, 


B30-3170I04  Notification   of  830S13  mentlng   ul/utll    In  BKthalda.MD   to 
discuss   App  R  alternative    shutdown   capability   detail! 
MCDONALD,  D  0       Operating   Rtjctori    Branch    E        B3/05/-IO        VAROA,  S   A 
Operating   Raactor*   Branch    1        Spo         1B4?S  3-13        24K 
Fiche,  30-230.  B3/09/1O.  9303170104 

9303110034  Generic   Ltr   B3-21    to  all    llcenseei   of   operating   reactor*. 
applicant*    for  OLi   &   holders    of   CP*   re   clarification   at 
access   to   control    procedure!    For    taui  enforcement   visit* 
Svc    Hit   end, 

E1SENHUT-D   0       Division   of   Lic*n»tfl9        63/03/11  Consolidated 

Edison  Co      of  NeiD  VorV,    Inc        lipf         1834O  O9B        24  X 
Fich"   30-000,a3/OS/ll,  0303110031 

B303170346  Requests    exemption    from  App   K  Se-ctlon    III   0  nquiring 
rsjctor   coolant   pump    lube   oil    collection   -iij*   to   be   capable 
of   containing   entire    lubt   oil    sijs   inventorv   Exlttlng   »y* 
adeituatt 

UHRIOrR  E       Florida   Poutr   &  Lfjht  Co        83/09/12        EIBEKHUr.  D,  0 
DlvUlon   of   Llc«n*inB-      Zpp         1B44B   029       34K  FUb»-  30-230.  B3/03/12, 
S30517034A 

9303200097  Confirms    that   ulv  at   Safeguard*  i»i  1  1    conduct   safeguards 
regulatori;    effectiveness   review  an  B3OS23-27   Revl«u   will 
evalirate   ovtrall    effectiveness   of   security   program  Lilt 
of   Ttvletu   tfain  membBrs   tncl 

VAROA.SA        Operating   Reactor*   Branch    1        83/03/12        UHRIO.R   E 
Florida  Peuir  t<  Light  Co       3pp       19340  332       24  X 
FlcM>  30-230,83/03/12, 


S  30  5  180349   Inform*   that   emergincv   plan   upgrade    to  meet    10CFF13O  rtpp   Er 
NLme0-O737.  Him   111   A,  3   l>compl«t»   Item  cloi*if 

YAROA,  S  A       Operating.  Reactors   Branch    I        B3/OA/13        UHRIO,  R  E 
Florida   Pouer   b  Light  Co.      3pp         1B303   293       84K 
Fich"    30-230,03/08/13,83031303*6 


J      Insurance   fc    Indemnltii   Information 


3303-020433   Generic    Ltr   83-1^?   to   all    power   reactor   &   testing    liceniees 
re   new   procedure*    for    providing   public   notice   concerning 
lnuance    of   amendt    to   OL*    Svc    Hit   end 

EISENHUT,D  0        DlvlBion   of   Licensing        B3/09/02  Consolidated 

Edison   CD       at    Maw    Vork,      Inc         SOpp         1S441    120         24X 
Flehe    30-000.  B3/05/03, 3303030433 

3303184334  Foruard*    t»f«tij    evaluation   of   utll   submlttals   re   NUREO-0737, 
Item*    II   F   1    4,  II    F    1    3   &    II   F   1    4  on   containment    pressure, 
water    level    &   hydrogen   monitor!   Requirements   resolved 
Equipment    environ    qualification   to   ba   reviewed    separatily 
VAflOA,8  A        Operating   Reactors   Branch    1        83/03/O2        UHRIO, R   E 
Florida   Pouier   4  Light   Co         2pp         10306  O31        24X 
Ftcfie    30-250,  B3/03/O2,  B3O31HOB34 

—  8305180936   Safety    evaluation   of    utll    submlttals   ra   MUREO-0737,  It»ms 
II   F    1    4   re   containment    pressure  monitor,  II   F    1    3   on 
containment   u/iter    level    monitor   b   II   F   I   6   re   containment 
hydrogen   tnoni  tor-  Llc*n««e    design  acceptable 

•      Office    of   Nuclear    Rsactoi-   Regulation.    Director        S3/OS/02        3pp. 
15306*033         24X    Flchl    90-230,83/09/02.0303130831 

H303090432   Forwaril*    ju»tl f lea t ion    for   continued   operation   u/electrlcal 
equipment    in   Categories    I   B    t>   1 1    A   identified    In   Franklin 
naiearch   Ctr    technical    evaluation  rapt   per   NIC   321213   & 
93032-?   I.   31     Itrs 

UHRIO.R  E        Florida   Power   &   Light  Co        83/03/04        VAROA,  B  A 
Operating   Re-actors   Branch    1         70pp        18363  230        Z4X 
FlchB    30-230,  B.3/09/04,  83030*0432 

B303LBOS41    Summarliei    030329-30   lite   visit   re   radiation   protection   I 
ALARA  ai-pectc    of    steam   generator    replacement   effort 
MCDONALD,  D   0,       operating    Reactors   Branch    1        83/09/04        UHRIO.tt   E, 
Florida    Pouir    &    Light    Co         6pp          13303   07B         24X 
FlchB   30-830,  S3/O3/04,B3031fl0341 

B305100165  Application    to   amend   License!   DPR-31   !<  DPR-4i,  daUtinp   App 
B   ETB  r*    terrastrlal    biological   It  physical   monitoring 
prdjrama    Request    dtd    B3Q2IQ   re   d'ilatlon   of   groundwatar 
monitoring    program  ylthdrawn. 

UHRIO.R   £        Florida   Pouer   &  Light   Co        83/09/03        EISENHUT.D  0 
Division    of   Licencing         Bpp         18374  343        24K  Fiche- 30-230, 83/03/OS, 
B30-51O0163 

B303090639   (Jen-eric   Ltr   83-BQ   to  all    operating   reactor    licensees   ti 

holders    o-f   CPi   r«    lnt«jr»ted    scheduling    for    Implementation 

of   plant   mod-i    Svc    list    end 

EIBENHUT.  D  O        Division   of    Licensing        83/03/09,  Consolidated 

Edison  CO      of   Neu   York,     Inc         16pp        18i27   133        24X 

FlcAe    30-000.83/03/09,  B30SO9O6S9 

B 30 3260 20 7   Forwards    revised    order   confirming    licensee    commitments   On 
NUREO-0737.  Item   II    F,  1 ,     "Po*t-Acc idint   Monitoring,  "    per 
930331    &  0411    Ibr*   Entandad    completion   schvdule    to   340313 
acceptable 

VAROA,  S,  A        Qperaitlng   Reactors   Branch    1        83/03/11        UHRIO.  R   E 
Florida  Paiatr   t,   Light   Co         3pp         1362?  340       24X 
Flehe    30-230,  S3/O9/11,  830S2iO207 


8309Q4Q20B  Foruards   Endorsamint  &4   to   NELIA   PaUcv   NF-183  t,  Endorsement 
3«   to   MAELU  Policy   HF-33 

OUCK.J. R       Hanh  &  McLtnnan,    Inc.      83/04/57       6ALTZMAN,  J       Atsl*t*nt 
Direct  of    for  Stata  &  Licantee   Relations.      3p-p        1B3K3-K13        24  X 
Ficha- 30-230,  83/04/89,  B30304O20B 


— 33O32&0211    RBvlsad    ardar    confirming    licensee   commitment*   on   pont-THI 
related    issues 

EISENHUTi  D,  0.       Divlilon   of   Licensing        93/03/11  Florid*   poiuir   lc 

Light  Co.       9pp.         IB&Sf  3^3        24X  Fiche   30-280,  B3/03/1  li  B309260207. 


P.    Operating    llcint*   stag*  docvnvrnts   &   correspondence 

8309050293   Foruard*   draft   BEB   of   HUHEO-0737,  1 1  im  IJ   B   3,     "J>ost-Ac.cldent 
BimpliTis    "   Eight   of   11    criteria   mal.Cr i tei-Jon  2i  JO  It   11 
incompleti   Addl    info  r*i(u*sted    to  complete   review  of   PASS 
fV* 

VAROA,6  A       Operating  R«*tton  Branch    1       83/04/22.      LJHRIO.R.E 
Florida  Pouer   1  Light  Co.      31  pp         IB33S'  074.       24X 
Ficha:  30-830,83/04/22,630 5030293 


630 5 E 705 20  Application   for    amend    to   Llcanies   DPR-31    b  41    providing 
requirement    for   monthly    ualkdoum   of   all    accetilble   safatij- 
ralated    flou   path*    to   veplfv    correct   valve   position 
UHRIQfR   E,       Florida   Power   fc   Light   Co        83/03/13        EI8ENHUT,  D.  0. 
Division   of   Llctn»inj         4pp         lsa«7'2B2        24X   Flche    BO-230, 83/03/13, 
B3051 70520 

— H30317O525  Proposed    chang-aa    to  Tach  Specs  providing   requirement   for 
nonthli/    walkdown   of    all    accisitble   f  af  ety-related    flowpaths 
to  verify   correct   v*lv*  position, 

*      Florid*   Pouter   i   Light   Co        S3/09/13        4pp.       18467.256        24 X 
Fiche:  30-330),  B3/OS/13,  S30317032O 
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B  30  32  304  72   Forwards    "St    Luele    Units     1    d   2   t   Turkey    Point    Units    3    Si   4 
Detailed    Control    Room   Design   Reviews   Program  Plan,"    per 
03041!)    commitment    re    Suppl     1     to    NUREQ-O737 

UHfilO.R   E        Florida    Power    t>  Light   Co        B3/03/30        EISENHUT,  D  0 
Division    of    Licensing          lp          1B988   333         24*    FichB    9D-OOD,  B3/09/SO, 
B3O  32904  72 

—  8303290471    "St   Lucii    Units    1    S.   a   &  Turkey   Point   Units   3   t,  4  Detailed 

Control    Room  Design   Revieus   Program  Plan    " 

*      Florida   Power   &  Light   CD        B3/04/30        34pp         1B9BB  334        24X 

Flehi    30-000,  B3/03/2O,  8309230472 

8309230919  Forwards    schedule    for    qualification    or    replacement   of 
equipment    important    to    safety    par    1OCFR3O  49    Items 
Identified    in    technical    evaluation    rept    at    not   ulthln   scope 
of    IE  Bulletin    79-0  ID    being    evaluated 

UHRIO.R  E        Florida   Power   fc  Light   CD        03/05/20       VARCA,  S  A 
Division    of    Licensing         3Ipp          1B9B3    319         24X    Ftche    90-330,  B3/O3/20, 
8303390919 

8309310034   Foruardi   Clflis    I    b    III    Fees    for    proposed    Monte    amend    re 
monthly    itji   walkdouns 

UHRIO.R   E         Florida    Pouer    &   Light    Co         83/09/26        EISENHUT,  D   0 
Divllion    of    Licensing.          lp          18633   309         24X    Flche    30-33O,  83/03/26, 
B30D3  10034 

a      In*pection   reports,     IE   Bulletins    it   correspondence 

92  12060385    IE    Info   Notice    B3-14>     "Deuatered    Spent    Ian  Exchange   R*Bln 
Buscep  Utility    to   Exothermic    Chemical    Reaction    "  Bvc    Hit 
•ncl 

TAYLOR,  J  M        Division    of    Safeguards   i.    Inspection  Programs    (Post 
B30I03I        83/03/21  Consolidated    Edison   Co      of   Neu  Vork,     Inc 

llfipp         1H30B   319,        24X    Fiche    30-OOO,  83/O3/21.  S21206030S 

8309270129  Suppls   S3  0203   rasoonse    to   notice    of   violation   contained    in 
IE    Insp    Rspt*    30-230/82-37   &    90-231/83-37   Corrective 
action*   procedure    revised    to    require    clearance    review*    prior 
to    »tartlng    unit    from   cold    or    hot    shutdown 

UHR10.R.E,       Florida    Power   t.  Light   Co        B3/Q3/21        O'REILLY.J  P 
Region  2i     Office    of    Director        2pp         1863B   213        34  X 
Fiehe    30-230.  63/03/21,  B303270129 

B30327036S  Forwards    IE    Imp    Rept    50-831/83-08   on   S  3033  2  -34   No 
noncompl  lance   noted, 

DAMCE-H  C,       Division    of    Project   fc  Resident   Programs        33/04/05 
UHRIOiR   E        Florida   Pouar    S>  Light   Co        2pp         1B646  G3B        24  X 
Fiehe'  30-231,  B3/04/03,  B309270368 

—  B3OS2703B7    IE    Insp    Rapts    30-230/B3-OB   &    30-231  /B3-OB    on   S3Q333--24   No 

nontompllance   noted    Major    area*    Inspected    hydrostatic 
(•sting    of   reconstituted    steam   generator* 

KRUO.H   E        Region   3,    Office    of   Director        JAPE,  F        Division   of 
Engineering    &  Radiological    Safety    Programs        83/04/04        3pp 
18646   340         24X    Fieht,  30-331  ,  B3/O4/Q3,  B303H70368 

B303D40021    IE    Info   Notice    83-21,     "Defective   Emergency   Use  Respirator    " 
Bvc    lilt    tncl 

JORDAN,  E  L        Division    of   Emergency   Preparedness   i  Engineering 
flfipanie    (Post  B30103)        B3/O4/13,          Consolidated  Edlsan   Co     of  Neu 
York.    Ine        13&pp        18433   193,      24X  Fiche   SO-000,B3/04/IS,83030400ai. 

B3O3040023    IE    Info   Notice   S3-22.     "BWR   Safety/He  1  ief   Valve   Failurn.  " 
Svc     li«t    tncl. 

JORDAN,  E.  L        Division    of   Emergency    Preparedness   t  Engineering 
Response    (Pott   B301Q3)         83/04/22  Consolidated    Edison   Co,     of  N»ui 

Yorki     Ine         H2pp         183B3  OB<?        »4X   Flche-  30-000,83/04/22,  8303040023. 

B303O400aS    IE    Info   Notice    83-23i     "Inoperable   Containment  Atmosphere 
Bin«lng  Sg*.  "   Svc    list   *ncl 

JORDAN.  E  L       Dtvltion  of  Em«rg*ncy   Prepartdnen  &  Engineering 
R**pon*i    (Pmt   B30103).       B3/04/25  Consolidated   Edison   Co      of  Neu 

York.     Ine          H9pp          1B3B1>2?1          24X    Flche    30-000,83/04/8318303040023. 


8305070093  Foruiardi  lAfetu  evaluation  &  notice  of  granting  of  relief 
from  Innrvlce  imp  requirement*  for  ASME  Clai*  1,2  &  3 
component*,  per  770225  request, 

VAROAiB.  A,   Operating  Rtaetor*  Branch  1    B3/04/36   UHRIO.fi  E 
Florldi  Pouer  t.  Light  Co,   3pp   18367  136   24X 

Flehf  50-890,  B3/04/H6i  B303090083 

—  B3O5090091    Safety    avaluatlon    supporting    requests    for    relief    from 
instrvici    Insp   requlrenienti    for   ASKE  Class    1,2  h  3 


Office  of  Nuclear  Reactor  Regulation,  Director 
1B3A7!  12V.   Z4X  Flehe:  30-230,  B3/04/2A,  83030900B3 


93/04  /Bi   9pp 


—  9303090104    Motice    of    granting    of    relief     from   ASME    Section    XI     lns*rvic 

Insp    roquiremBnt'    for    ASME   Class     1,3    t-   3    co-mponants 
VAROA,  S    A         Operating    Reactors    Branch     1         Q3/04/36         2pp 
18367     173         34X   Flche    30-330,  B3/O4/36,  93OS0900B3 

B303040026    IE     Info   Notice    B3-34,     "Loose    Parts    In    Secondary    Sidt    of 
Steam   Oeneraton    at   PUR!    "    Svc    list     enc  1 

JORDANjE  L         Division   of  Emergcncij    Preparedness   i,  EngltieBring 
Response    (Post    830103)         S3/04/2B  Coniol  1  iJateS    Edison    Co       of    Neu 

Vorfc,      Inc  MSpp         1B3B3   047         21X    Flche    SO-OOO,  B3/04/38,  8303O40026 

B303O4OD37    IE     Info    Notice    93-23,     "Standby     Qag    Tr-eatmant    Sys    Heater    High 
Temp    Trip    Satpoint   Adjustment    "    Svc     Hat    end 

JORDAN.  E   L         Division   of   Emergency    Proparedneis   d  EnglneBring 
Raipqnse     (Post    B30103)         B3/04/3S  Consol  1  dated    Edison    Co       of    NBU 

Vos-fc,      Inc  llBpp         193H2    163         24X    Flche    90-QGO,  B3/04/28-  830304O02-7 

8309030372   Forwards    tabulation    of    equipment    qualification    proprietary 
info    litteO    by    supplier   ref    In   util    response    to    IE    Bulletin 
79-QlB.per    e?1213   request 

UHRIft.R    E         Florida   Pouter   !.   Lloht    Co          83/04/29         VARBA,  S    A 
Oner  at  Ing    Reactors   Branch    1        3pp         19306  2(>3        SIX 
FlCihe     30-250.  B3/04/B7,  0303030392 

B3O304002B    IE     Info   Notice   B3-2&,     "Fallura    of   Saf  e  to/Sal  i  ef   Valve 
Discharge    Line  Vacuum  Breakers    "   Bvc     Hat   enc  1 
JORDAN,  E  L         Division   of   Etnerjency    Preparedness    (•  Engineering 
Rasponie    IPost   830103)        B3/O3/O3  Coniolldated    Edison  Co      of    Neu 

York,      Inc  122pp         1B44I     170        24X    Flche    SO-000.  B3/03/03,  B3030-tOOHa 

G30312039Q    Discusses    IE    Insp    Repts    50-e5O/93-Oi   4    90-2Sl/£3-06    on 
B  30  22  2-2  5  &   03-04  t>   forwards    notice    of    violation  t    proposed 
imposition    of    civil    penalty 

O'REILLY,  J  P        Region   2,    Office    of    Director        83/O3/03        UHRIO.R    E 
Florida   Pouer    &  Light  Co        3pp        IB141    333       24X 
Flche    80-250,  83/03/03,  B3031S039B 

—  B30312O604   Notice   of   violation  &  propoiHd    imposition   of    civil    penalty 

In    amount    of    *40i  000  Noncomp  1  ianco    noted    on   B3020  1    &   03, 
s«  1  f  ~rea  ding    dosimeter    of    Individual     found   offscale    &    11 
Ind  (  viriualB    performed   work    in    high    radiation    area 
O'REILLV.  J   P         Region   2.     Office    at    Director         B3/O3/O3         3pp 
10441    336         S4X   Flche    90-290,  S3/O3/O3,  B303ta039B 

8303040030    IE    Info  Notice   B3-H7,    "Operational    Response    to    Event* 
Concerning    Deliberate  Acts    Directed    Against   Plant 
Equipment    "    Svc    lilt   end 

JORDAMrE   L        Division   of  Emergency    Preparedness    &  Eivg  inhering 
Response    (Post  830103)        B3/O3/O4  Consolidated    Edison  CD      of    Neu 

York.      Int          H2pp         IB3B2   302        24X    Flche   3O-OO-0,  83/03/04,  B30304O030 

9303040O3I    IE    Irfo  Notice   B3-2B,    "Criteria    for  Protective    Action 
Recommend*  tlons    far   Qenoral    Emergencies    "  Svc    Hit    encl 
JORDAN,  E   L         Division   of  Emergency    Preparedness    &  Engineering 
Response    (Post   B3D103)        B3/09/O4  Consolidated    Edison  Co.     of    Neu 

Yorki     Inc         119pp        1B441   001        24X    Fichu   50-000,83/03/04,8303040031 


—  3209190291    "Turkey   Point   Nuclear   Operating    Station  Unit*    3  fc  4 
Iniervlce   Insp   Program,"   technical   evaluation  rept 
tt      ScUnc*   Applications,     Inc         NRC-03-B2-096,       9AI-186-O2B-1B 
Ba/0?/JO.          MUG  -  No  Detailed   Affiliation  Olven       3Spp, 
1B3671  OB.       S4X   FIche-30-000,B3/04/26.fl3090900S9. 


3303040033    IE    Info  Notice  63-29,    "Fuel    Binding   Caused    by   Fuel    Rack 
Deformation    "    Svc    list    encl 

JORDAN,  Ev  L         Dlvlilon   of   Emergency    Preparedness    &  Engineering 
ResponiB    (Post   330103)        B3/O9/06  Consolidated    Edison  Co      of    Neu 

Vortt.     Tnc         119pp        IB  923  249       24X    Fitha   30-OOO,  B3/03/06,  B303040033 

B309-1OOO01    Submit*    steam  Generator   repair  program    cleanliness    rept 

post-contamination  b   flne.1    loop    Insps    *t  steam   generator 

search    fr   retrieval    accomplished    to    meet  primary    &   secondary 
ilds    cleanliness    commitments 

UHRIO.R  E       Florida  Pouer  b  Light  Co        83/03/06       EISENHUT.D  o 
Division    of    Licensing        lp        1B377    219        24X  Flche    30-250,  83/03/06, 
B3  031  00001 

S303»70B13    Forwards    IE    Insp    Repts    90-250/83-05   &    8O-H31/B3-OS    on 
G3O1  13-OK29  No   noncompl  lane*   noted. 

DANCE,  H  C        Division  of  Projett   t  Resident  Programs         B3/03/O4 
UHRIO.  R    E        Florida  Pouer   fc  Light  Co        3pp        IB637  32?        24X 
Ficha.  50-230,  83/03/06,  8303270213 

—  8303870219    IE    Insp    Rtpts    30-2SO/B3-OB    &    30-291/B3-OS    on    830113-0233   No 
nancompllance   noted   Major  areas    Inspec  ted,  fol  louu;    on 
prevlaui    Imp    findings,  IE   bulletins,  post-TMI    Implementation, 
surveillance    tvitlng   !<  malnt  actlvttlo-s 

VOQT-LQUELL,  R   ,    AOLES,  J,  A       Region   2.     Office    of   Director 
JULIAN,  C.       Division   of  Project  &    Resident   Programs        S3/03/OS 
Bpp          1BA37    331         24X    Flch«    30-3SO,  03/03/06i  B303270S13 

a303B7037i   Forward!    IE    Imp    R«pts    50-230/83-10   i.    SO-S51/83-10    on 
830404-06  Nn   noncomp  1  iance   noted 

DANCE.  H  C        Division   of  Project  1  Resident  Programs.       83/03/06 
UHRtO.ft  E       Florid*  Pouer  &  Light  Ca       Spf       18643-001       SIX 
Fl  «  he:  30-250,  83/03/06,  B309B7O376 
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--B3033703B4    IE    imp    Rtptt    3Q-2SO/B3-10    I,    30-B51/S3-IO    an    8304O4-06    No 
noncomp  1  lance   noted   Major   area*    Inspected    licensee    program 
for    ieeplng    radiation    doses   ALAflA 

DEBS.D    T   .     HDSEY,  C    H    .     DARR.K   P         Region    3,     Office    of    Director 
03/03/04         Bpp          1B643   003         24>X    Fiche    SO-330,  83/03/06,  930927037<<> 

83-Q3O4I0034    IE    Info   No  tic*   33-30.     "Misapplication    of    Generic    Emergency 
Qperatinj    Procedure.*    (EOF)    Guidelines    "    Svc    list    end 
JORDAN, E  L        Civilian   of    Emergency   Preparedness   &  Engineering 
Response     (Pelt   8301O31         83/03/11  Consolidated    Edison    Co       of    New 

York-     Inc          1 14pp          18924    003         24 X   Fiche    50-000,53/03/11,0303040034 

S303Q4004Q    IE    Info   Notice    B3-31,     "Error     in   ACLPIPE   Computer    Program    " 
Gvc    1  lit   end 

JORDANi  E  L        Division   of   Emergency    Preparedness   &  Engineering 
Kaipanse    <Post    930103)         83/03/19  Consol  1  Ha  ted    Edison    Co       of    Neu 

fort,     [nc          114pp          13697    009         24X   Fiche    30-000,  B3/03/19.  6303040040 

B303040046   IE   Info  Notice   03-33,     "Nonreprssenta  t  ivs   Sampling    of 
Cont-amlnatail   Oil    "   Svc    list    e-ncl 

JQRDAM, E  L        Division    of   Emergency    Preparednefl s    d  Engineering. 
Response    (Pott    830103)         B3/03/26  Consolidated    Edison    Co       of   New 

Vorij     Inc          IHpp          18&47   OO7         24X    Fiche    30-000,  S3/05Y26,  83O3040044, 


B303110034  Generic    Ltr    83-21    to   all    licensees    of    operating    reactors. 
aff  1  (cants    for   OLs    tt   holders    o-f    CPs   re    clarification   of 
access    tn    control    procedures    for    law  enforcement   visit* 
3vc    list    ant  1 

E1SENHUT, D  0         Division    of    Cleansing        B3/03/1  i  Consolidated 

edlion   Co      of    Neu    fart,     Inc         lipp         1BS40  093        24X 
FichE    30-000.33/03/11,9303110034 

B3Q317034A   Requests    siefnption    from  App   R   Section    III    0  requiring 
reactor    coolant    pump    lube    oil    collection    ays    to    be    capable 
of   containing    entire    lube    oil    ayi    inventory   Existing    sys 
adequate 

UHFI1G,R   E          Florid-fl    Pouer    A    Light    Co         93/03/12         EISENJHUT,  D   S 
Division    Of   Licensing          2pp          1B44B   029         24X    Fiche    3O-23O, B3/03/1S, 
83031703-1* 

6303200099   Confirm*    that    Div    of   Safeguards   mill    conduct    safeguard! 
regulatory    ef f ecti veneii   review    on  830923-27  Revieu   will 
evaluate    overall    effectiveness    of    security    program  List 
of   review    team   members    and 

VASOA.S   A         Operating    Reactor*    Branch    1        33/05/12        UHR1O.R   E 
Florida    Power    4    Light    Co          3pp  1B310   352         24X 

Fiche    30-23O,  B3/05/12,B305BC0099 


S      Rfportable    oecuprenieii     LERs    It    felated    cot-respondenc* 

3303230373   Forward*,    ens  Irvearing    evaluation   rept.     "Cracks    fc   Leati    in 
Small   Diameter   Piping    " 

BROWN.E   J        Reactor   Operations    Analysts   Branch        83/04/19 
SEVFRIT,H.   V         Reactor   Operations    Analysis    Branch          ip          1B34I    345 
24X    FUlic    3O-000,  B3/04/ 19.  B305?30573 


S305-1B036-Q    Informs    that    ajnergencu,    plan   upgrade    to    meet    10CFR50  App    E- 
Wl/nEO-O737.  Item    III    A  S    1.  complete    Item  closed 

WHOA.S    A        Operating    Reactors    Branch    1        B3/OS/13        UHRIG.R   E 
Florida    Power   «,   Light  Co        3pp         IB303  293        34X 
Fiche    SO-SSO, Q3/O3/13, 830S1S036D 


J      Inturance    ft    indemnltg    information 


—  9305330619   "CraeH   6  Leaki    iii   Small    Diameter  Plpimg.  "    engineering 
evaluation  rept   Small    pipe    leaks    assoc jatE-d   ^/unanticipated 
vibration  problems   require   addl    supports    op   rerouting    of 
piping 

BRDWN.E  J       Reactor   Optt-atlons  Analysis   Branch        03/04/19        9pp 
19311    343         SAX    FtchB    30-000,03/04/19,8305230373 

8309030403   EK-03-Q27    on    B3D303, not  1 ce    of    violation   &    propoietf 
impolitic)?!    of    civil    penalty    In   amount    *4IO,  OOO  to   be    issu«<! 
for    llcHnsee    failure    to    perform   evaluations    to   ensure    dose 
stds    for  luorlen    eipacad    to   radiation    not   exceeded 

FLACK. E   ,     AXELRAD.J         Director's    Office,     Office    of     Inspection    and 
Enforcement         03/04/39         Ip          1B306   313         24X    Ftche    50-230.83/04/36. 
B305030409 


B3031 10407   Forwards    LER    B3-OO7/O1T-0 

WILLIAMS,  J   14         Florida    Pouar    S,   Light    Co         63/03/O3 
Region  a,    Office   of    Director         if         1B4Q3  031        34X 
Fiche    !O-230.fl3/O3/03,8303110ilB7 


O'REILLV.  J   P 


— 8303H0496  LER   83-007/Olt-D   on  830419,  manual   valves    on    steam   supplu. 
lines    to   auiiliarg    feeduater    pump    turrbiniJ*   B   t  C    discovered 
closed    Caused    tg    personnel    error    In   r-echanjing    tags   Valves 
immediately    locked   open  A   pumps    satisfactorily    tested 
HEflRYj  Z   E       Florida  Poiuer    !-  Light    Co        B3/03/-03  Region    3. 

Office    of  Director        2pp         ISflOS  O32        24K  Fiche    50-230,03/03/03, 
B303110497 

B303IOOO7B  PNO-1I-63-034    on  03O504,  1  icensne    lisuod    neuis   release    re 
lnap«rab  1 1  i  ty   at    tuo   auiiliarg    feed-matter    pumps   an   330419 
Caused   by    valve*    (nadv*r tent Ig    closed    on    B 3041 4 

JULIAN, C   A   ,     LEWIS, R   C         Region    2i     Office    of    Director         33/09/03 
Jpp,        18377   333         24X   Fiche    30-230,  83/05/O3.  B3O31O009S 


DOCHET   30-E31    TURKEY  POINT   PLANT.    UNIT   4 

F      Security,    medical,     emergency    to   fire    protection   plans 


8303040208   Forwards    Endorsement  64    to   HELTA  Policy    NF-183  fc  Endon ement 
34    to    MAELU    Policy    MF-35 

DUCK,  J  R         Har*h    !.  McLennan.     Inc        B3/04/29        SALTIMAN.  J        A»ii»t*nt 
Dlrtctor    for    State   &    Licensee   Relations        3pp         1B323  213        24 X 
Fiche    30-230,  83/04/21?,  B30S04020B 

P      Operating    license    stage    documents   &   correspondenc e 

8303050293    Forwards    draft    SER    of    NUREC-0737,  Item    II    B    3,     "Post-Ace  1 flent 
Sampling    "    Eight    of    II    criteria    met   Criterion   2.  10  k    11 
incomplete    Addl    info   requested    to   complete   revleui    of   PASS 
»1* 

VAROA.B    A        Dparating    Reactors    Branch    1        B3/04/22        UHRIQ.R   E 
Florida   POUJBT    i,   Light    Go         31pp         18392  071        34X 
Fiche    30-230.83/04/22,8303090273 

830S04O&7S    fnformi    that    Amend    91    to  License    DPR-31    t<   Amend    S3    to 
License   DPR-41    &  Generic    Ltr   83-07  requirements    requiring 
action    to    initiate    negotiations    ui/DOE  re    disposal    of    high 
l«v«l    ijiasta    or    spent    nuclear    fuel    completed 

VAfiOA,  8  ft         Operating    Reactors    Dranch    1        Q3/O4/S3        UHRlO.R   E 
Florida   Power    fc  Light    Co         2pp         18336  236        24X 
Flehe    3O-230,B3/04/25,  B303O40672 

8303060633  Advises    that    addl    testing    In   specific    cases   re    use    of    energy 
balance    tec.hnlq.ue  *.  arching    action    for   masonry    mall 
Qualification    not  warranted    Decision   based    on    technical    Info 
presented    during    tt    tuasaquent    to    8301SO  meeting 
VrtROA.S  A        Operatlno    Raactors    Branch    1        B3/04/26        UHRtO.R   E 
FtorlJ*    Power    1.   Ll^ht    Co          2pp  1833B   360         24X 

Fiche    30-2&O,  B3/04/2&.  B3O3060653 

B303020433   0*n«ric    Ltr    83-19    to   all    power    reactor    k    testing    license*! 
r«    new    procffdures    for    providing    public    notice    concerning 
Iisuanca    of    amends    to   OLs   Svc    list    encl 

EISENHUTrD   9        Division    of    Licensing        83/O3/02,  Consolidated 

Eilson   Co      of   New  York.     Inc         SOpp         1B441    120        24X 
Fiche    30-000.83/03/02,8303020433 


B30m0223   Respond!    to   B]  !G3t,  8207O2   &    83DIO4    requests     for    exception 
from  TaBls    1    of  NUflEG-0737.  Supp 1    i    rtnutreraents   re    location 
of    emergency    operations    facility    Eiception    granted 

EISENHUT.D    Q         Division    of    Licensing         B3/04/29         DHRIO. R    E         Fiorina 
Pouar   4c   Light   Co         2pp          18434    334         24K   Fi<he    30-230,  B3/0 4/39. 
8303 It 0223 


830310OB34   Foruards    *jfsti/    evaluation   of    util    submlttals    r*   NUF(Efi-O737, 
Itlms    II    F    t    4i  II   F    I    9    tt    1 1    F    1    A  on    containment    pressure, 
U4t*r    level    h   h^dro-gcn  nnnitors    Requirements    resolved 
Equipment    environ   qual IPlcat ion    to   be   reviewed    separately 
VAHOA^S    A         Operating    Reactors    Branch     1         B3/03/O2         UHRIOiR.E 

Florida   Pouer  &   Light  Co        2pp        1B3O6  031       24 X 

FUhe    3O-2SO,  B3/O3/OH.  83031BOS34 


B30313000S    Informs    that    em*fg*nc(j    offsite    facility    (EOF)     operational 
in/exception    of    issuance   of   Procedure    1212  «•   installation   of 
dedicated    phone    lines   at   near-site    support   etr    &  EOFiper 
O*n»rlc  HT  92-33 

UKR18.R   E         Florid*    PouiBf    i    Light    Co         63/09/01         EIBEHHUT.  D   Q 
Division   of   Llcanstnj        Ip         18436   326        24X   Fiche    30- 230.  B 3/09/07, 
83091  GOODS 


— B30-3I80B36   Bafety    evaluation    of    util    submlttals    re   NUREO-0737,  I  tern* 
1 1    F.  1    4    re    containment    prosiure   monitor.il   F    1    3   on 
co-ntainment   water    lavel    monitor  &    II    F    1    6  re    containment 
hydrogen   monitor   Licence*    design   acceptable 

*      Office    of   Nucl«ar  Reactor    Rogulattoru    Director        B3/O3/OZ        3pf 
183O&  033        24X   Fl  ch  e' 3O-350,  B3/03/02,  83031SOB54 


Q309170104  Notification  of   B3O913  meeting   u/util    In    Detnesda,  MD   t° 
discuss  App    R   alternative   sJiutdaum    capabillfcij    details. 
MCtOWALD.D  C        Operating  Reactors   Branch    1        B3/03/1O        VAROA.  S  A 
Operating   Reectors    Branch    I         2pp          !B<q95   3*3        24K 
Fiths    30-330,83/03/10,3303170104 


93090?0433    Foruiards    justification    For    continued    operation  iii/electricul 
equipment    In    Categoriat    I    B    tt    II    A   identified    In   Franklin 
Ruearch    Ctr    technical    evaluation   rept    per   NRG    621213  & 
83032?  tt   31    Itrs 

UHRIO.R.E        Florida    Power   &   Light  Co        B3/03/04        VAROA,  S  A 
Operating    Reactors    Dranch    1.       7Oap         1B363  230        24X 
Fiche    30-230i 83/03/04,  B30SQ90432 


DOCKETED  ITEMS 


55 


9305180341    Summarize*    B 303 2 9 -3D   site   visit    re   radiation   protection    tc 
ALAR  A  aspects-    of    it  lam   generator    replacement    effort 
MCDONALD.  D    O         Operating    Reactors    Branch    1         83/03/04        UHRIO,  (1    E 
Florida    Power-    h   Light    Co         6pp          18303   O78         24X 
Flche    30-SSO, 83/03/04,8303180341 

8303100169  Application    to   amend    Licenses    DPR -31    t.  DPH-41 ,  deleting    App 
B   ET8   ft    terrestrial    biological    &   physical    monitoring 
program*   Request    dtd    830210   re    deletion    of    gi-ounduia lev 
monitoring    program  withdrawn 

UHRlOjR   E         Florida    Pouflr    (.   Light    Co         83/03/03        EISENHOT,  D    0 
Division    Of   Licensing         3pp          1B374    343         24X   Fiche    30-230.83/09/09, 
8303100163 


B30 3270 129   Suppli    830S03  response    to   notice    of  violation    contained    In 
IE    Imp    Flepts     3O-230/B3-37   J.   30-251/92-37   Corrective 
actions    procedure    revl»ed    to   require   clearance    reviews    prior 
to    starting    unit    from    cold    or    not    ihutdoiun 

UHFlIQjR    E         Florid*    Power    &    Light    Co         83/O3/21         Q'REILLV.J    P 
Region    2,     Office    of    Director          Bpo          1863B   213         24 X 
Fiche    30-230,  B3f 03/31,  830337013* 

B30327OS68   Forward     IE    !ntp    Rept     50-231/93-OB    on    830333-34    Mo 
none  amp  1  f  <anc  e    noted 

DANCE.  H  C        Division   of   Project    t.  Resident   Program]         83/04/09 
UHRIQjR    E         Florida    Pooler    t,    Light    Co         2pp         1B6H&   339         24X 
Ficha    50-291,  83/04/05,0303270369 


S30S090659   Generic    Ltr    63-20    to    all    operating    reactor     licenses*    It 
holders    of    CPi    re    Integrated    scheduling    for    Implementation 
of    plant  mads    Bvc    Hit    »ncl 

EISENHUT,  D    0         Division    of    Licensing         83/03/09  Consolidated 

Edlion   CO       Of    NlU   Vor>,     ItU          16pp         18637    133         24X 
Flefll    3O-OOO,  83/03/09,  B303Q90639 


— 8303270397    IE    Imp    Rsoti    30-S30/B3-OB   t-    3O-291/83-OB    on    830322-34    No 
noncompl lance    noted    Major   areas    Impacted    hydroita ti= 
testing    of   reconstituted    steam   generators 

KRUO,H   E         Region    Z.     Office    of    Director         JAPE.F         Division    of 
Engine-Bring    &   Radiological    Safety    Program*        63/04/04        3pp 
18.646   310         B4X    Flche    BO-231,  B3/04/09.  B30827O363 


B3Q3160010  Advises    that   modi    to   undervo  1  tage   protection   iiji  ulll    not    be 
completed    until    next   refueling    outage    In  Mar    1994,  In 
rvlpo/ni*    to   NfiC  881028    Itr    re    adequacg    of    electric 
dlitrlbutlon   <gi  voltagci 

UHfllOifi   E        Florida   Pou«r   (.  Light   Co        03/O3/ 1 1        VAROA,  8  A 
Operating    Reacton    Branch    1         Ip        1S436  082        24X 
Fiche    30-231,  63/03/11,8303160010 

B3032i0207  Foruardi    revised    order    confirming    llceniee    commitments    on 
NJREQ-0737.  Item   II    F    1<     "Poi t-Acc ld»nt   Monitoring,"    per 
B30331   &  O411     ltr«   Extended    completion    schedule    to   840313 
accBptabla 

VAROArS   A,       Operating   Rectors    Branch    1        83/03/11        UHRIO-R   E 
Florida   Pituer    h  Light  Co        3pp         1Q629  340        24 X 
Flche;  30-330, S3/03/1 1 ,  8303260307 

— 830926.0311    Revised    order    confirming    licensee   eommltment*   on    poit-TMI 
related    Issue* 

EISENHUT, D  O        Division   of   Licensing        83/03/11  Florida    Power   k 

Light   Co        9pp         IB6E9  343        24 X  Flche    30-330,83/09/11.8309260207 

93O31703EO  Application    for   amend    to   License!    DPR-31   t<   41    providing 
requirement    for  monthly   ualkdoun    of   all    accessible    aafetg- 
related    flow   paths    to  verify    correct   valvi    position 
UHRIO,  R   E        Florida   Power   b  Light;   Co        83/03/13        EISENHUT,  D  O 
Division    of    Licensing         -»pp          18467   B32         24X   FlchB    30-280,03/03/13, 
9303170920 

— B309I703331  Proposed    changes    to   Tech   Sp»cs    providing    requirement    for 
monthly    uialkdoun   of   all    accessible    saf etij-relatod    fioupaths 
to  verify    cornet    valve   position 

»      Florida  Power   k  Light   Co        B3/03/13        4pp        IB467  aB6        B4X 
Flche    30-830,83/03/13,9303170320 

B303390472  Foruardi    "St  Lucl*   Units    1    t,  2  fc  Turkey   Point  Unite   3  It   4 
DitilledJ   Control    Room   Design   Revleuis   Program  Plan,"    per 
830413   commitment   re  Suppl    1    to   NUREO-0737 

UHfiIO,R   E        Florid*   Power   I.  Light   CD        B3/OS/20       ErSENHUT,  D  0 
Diviticn  of  Licensing        Ip        18388  333       24 X  Flche  30- 000,  83/0 3 /SO, 

B309230472 

— 830S230471    "St    Lucle  Units    1    h  S  &  Turtey   Point  Unit*  3^4   Detailed 
Control    Room  Design  Reviews   Program  Plan    " 

*     Florida  Pouier   It  Light   Co        83/04/30        34pp        1B58B  934        24X 
Fich«    30-000,93/03/20,0303230478 

B30923091?  Forwards    schedule    far    qualification   or    replacement    of 
equipment   Important   to   nfetij   p*r   10CFR30  49   Item* 
Identified    in    technical    evaluation   rept   as    not   within   scope 
of    IE  Bulletin    79-01B   being    evaluated 

UHRIOiR   E        Florida   Poui«T  &  Light   Co        83/03/20       VAROA,  8  A 
Division    of    Licensing        Slpp         19383  319        24K  Fichu    30-230,  83/03/20, 
830523051  •? 


B303040OSI     IE    Infp   Notice   B3-2I,     "Defective   Emergency    Use    Respirator    " 
Svc    li-t  t    a  TIC  1 

JOnOANjE   L        Division    of   EmergeTicy   Preparednets   fc  Engineering 
Response    (Pose   "301031        B3/04/13  Consolidated   Ediion  Co      of  New 

York,      Inc          lH6pp          1B439    IS5         34.X    Flche    30-000,63/04/13,8303040031 

8303040053    IE    Info   Notice    B3-3S,     "BUR  Safetv/ReUef   Valve   Failures    " 
Svc    Hit    enc  1 

JORDAN,  £   L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103>        83/04/22  Consolidated   Ediion  Co      of   Neul 

York,      Ihc          UBpp          1B3B3    089         24X   Flchfi    30-000.83/04/22,3303040023 

B3O3040025    IE    Info   Notice  G3-33,     "Inoperable   Containment    Atmosphere 
Sanslng    By*    "    Svc    list    end 

JORDAN,  E    L        Division    of   Emergency    Preparedness   &  Engineering 
Reiponi*    (Pott   B30103)        B3/O4/23  ConsoUdated   Edison  Co      of   Neu 

York,      Inc          ll?(ip          1B3BI    291          24Xrtche    50-OOO,  B3/O4/S9,  6303040023 

9303090035   Forwards    safety    evaluation  &   notice    of    granting    of   relief 
from    In-iervi-ce    imp   rvqulrements    For   AS  ME    Cleis    1,2  &  3 
components,  per    770333   request 

VAFHM,  S  A        Operating    Reactor*    Branch    1         83/04/26        UHRIO^R   E 
Florida   Power   &  Light    Co        3pp         18367   1E6        S4X 
Flche     30-230,83/04/26,6303010083 


—  B30SO9001?!    Safety    evaluation    supporting    revests    'oi1    relief    Fro 

Inservice    imp    r  equirements    for    ABME   Clais    1,3  t/  3 
components 

*  Office   nf    Nuclear   Reactor    Dogulat  ion.    Director        63/0-1/36 
16347     129         24X    Fiche    50-330,83/04/36.6303090093 

--B201?  1  50B5  1    "Twrltei(   Point   Nuclear   Generating   Station   Units  3  (.   4 
Iniervlce    Insp    Programt"    technical    evaluation    rapt 

*  Science    Applications,     Inc          NRC-03-B2-096         SAI  -106-089-18 
83/09/1O  NRC    -  No   Detailed   Affiliation   Oivan        3Spp 
18367    13B         24X    Flche    30-000,  B3/04/26,  B3Q3OWOB3 

—  83090-90104  Notice    of    granting    of    relief    from  AS  ME  Section   XI    In 

Imp   rvo.uirBme.nti    for  AS  HE  clasi    1.2  &   3  components 

B    A         Operating   Reactors    Branch    1         83/O4/26         2pp 
173         24X    Flehe    00-230,  B3/04/26,  B30309OO83 


?pp 


B  30  3  010  026    IE   Info  Notice  B3-21,     "Loose   Parti    In    Secondary    Side    of 
Steam  Oenerators    at  PWF<»    "    Bvc    lilt    uncl 

JORDAN,  £   L        Dlwlilon    of   Emergency   Prapar-ednei  «    d  Engineering 
R««ponm     (Past    B3O103)         B3/04/3B  Consolidated    Edison   Co       of    New 

York.      Inc          llOpp         JB3B2   047         B4X   Fiehe    30-000,  B3/O4/2B,  S30304OO26 

B3D3040027    IE   InPo   Motite  83-23,     "Standby   Oas   Treatment   Sya  Heater    High 
Temp    Trip    Setpoint    ftdjustmnrtt    "   Svc    lilt    end 

JORDAN.  E  L        Division    of   Emergency    Preparedneii    ii  Engineerinj 
R*sponse    (Poet    830103)        S3/04/3a  Consolidated   Edleon  Co      af    NBU 

Vorfc.      Inc          113pp.        IB3Q2    163         24X   Flche    30-000,  83/O1/3B.  B303O40027 


B30331O034   Forwards    Class    1    *<    III    fees    for    propasfd    llcenie  amend    re 
monthly   *gi  ualtidawns 

UHRI6,R,E        Florida   Poiu.r   fe  Light   Co        S3/09/26        EIBENHUT.D,  0 
Division    of   Licensing,       Ip         18633  309        B4X  Flche    30-230,83/03/26, 
0309310034 


•Q      Inspection    reports,     IE   Bulletins   &  correspondence 


SSI 2040303    IE    Info   Notice   Q3-14,     "Deuatered    Spent    Ion    Exchange   Resin 
Susceptibility    to   Exothermic    Chemical    Reaction    "   Bvc    list 
sncl. 

TAYLOR,  J   M        Division   of  Safeguards  h    Inspection  Program*    (Po»t 
8301O3)         B3VOS/21  Consolidated   Edison   Co,     of   Neu  Vort,     Inc 

112pp,       IB3QB  319.       B4X  Fiche    90-000,  B3/03/21,  B2U06O383 


8303030372  Foruiat-d*    tabulation    of    equipment   qualification    proprietary 
info    lilted   by    supplier  ref    In    util    response    to    IE   UulJetin 
77-01B,per   821213   request 

UKRIO.H   E        Florida  Power  A  Light   Co        83/04/29        VARCW, 8  rt 
Operating    Reactor*    Branch    I        2pp         18306  262        24X 
Fichi    30-230,83/04/29.8303030392 

8303040OZ0    IE    Info    Notice   83-26,     "Failure    of    Safe  tiJ/Re  1 10  f    Valve 
Discharge    Line    Vacuum   Breakers    "    Eve    list   -end 
JflHDAM.E   L        Division    of   Emergencij   Prep-sr-Bdnes*    fc  EnfliiieBrirn 
Response    (Post    B30103)        B3/O9/O3  Consolidated   Edison  Co      of    Neu 

Vort.     Inc          laHpp          18441     17O         24 X   Fiche    50-000,83/03/03.8303040023 
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B3OS1SO39B    Dlscujses     IE    Insp    Repts    3O-230/B3-06    !•   30-25-1 /B3-06   on 
B3Q222-25   £<   03-Q4    >t    forwards    notice    of    violation    (.    proposed 
imposition    of    civil    penalty 

O'REILLY.  J  P        Region   3,    Office    of    Director        9.3/09/03        UHHIQ.R    E 
Florida   Power    t,    Light   Co         3pp          1641!    333         24* 
Fiche    30-230.83/03/03,83031203^ 

— 0303120*04    Notice    at    violation  t.    proposed    impoi 1 tl on    of    civil    penalty 
In   amount   of    *1Q' 000  NoncompllancB    noted   on  830301    &  03. 
nE*-reading    dosimeter   of    Individual    found   offscals    k    11 
Individuals    per-fcrmid    wart    In   titgti   radiation    area 
D'REILLY'J   P         fission   2,     Office    of    Director         B3/03/03         3pp 
18441    336         24K   FJche    30-23O,  B3/O5/03,  6303120393 

S30304OQ3Q    IE   Info   Notice    63-27,     "Operational    flospanse    to    Events 
Concerning    Deliberate   Act*    Directed    AgaHnil   Plant 
Equipment    "    Svc    11*6    encl 

JORDAN, E  L        Division   of    Emergency   Preparedness   L  Engineering 
Response    <Post   83OI 03  I        93/05/04  Consolidated    Edlton  Co      of   Neia 

vort.  inc   iispp   1B362  282   stx  ricne  so-ooo, 33/05/04. aao3040030 


— 0309030173    "Steam  Generator    Repair   Program,  "    radiological    progress  fept 
for    030203-0331 

*     Florida    Power   «-    Light    Co         93/04/S9        30pp         1B300  212        24X 
FJche    30-231.  B3/O4/29.  8303Q30I6B 

S      Hepor  table    occurrences..     LERs    d    related    correspondence 

B3QS03040S  EN-03-027   on    830-303.  not i co   of   violation    ti    proposed 
Imposition    of    civil    penalty    In    amount    »4O,  000    to    be    Issued 
•for-    license*    failure    to    pe-rform    ovaluatlons    to    ensure    dose 
stdl    for    work  era    exposed    to   radiation   not    exceeded 
FLACK.  E    ,     AXELRAD, J         Director's    Office,    Office    of    Inspection   and 
Enforcement          83/04/28          lp  18306   312         24X    Flche    30-230,83/04/26, 

9309030403 


8303100231    Forwards    LER    B3-O03/O1T-0 

WILLIAMS,  J   U         Florida    Power    t    Light    Co         03/O3/03 
Raglan  S,     Office    of   Director         lp         1B374   064        SIX 
FJche    80-251.  83/03-/02.  B30MOOS31 


0'REILLY,J   P 


8303040031    IE    Info   Notice   63-28,     "Criteria    for    Protective    Action 
Reeom-mendat  1  ons    for    General    Emerjnneies    "   Svc    Hit    encl 
JORDAN, E  L        Division   of    EWergencij   Preparedness   6   Engineering 
Ftcfponie    <pmt    830 1 03 1         93/03/04  Consolidated   £dlsan    Co      of    New 

Vor*.     Inc          H9pp          1B441    001         34*   Flcrto    SO-ODO,  B3/03/O4,  B303040031 

8303040033   IE   Infa  Notice   63-39.     "Fuel    D Hiding   Caused    by   Fuel    Rack 
Defarntj t ion    "    Svc    lilt    encl 

JORDAttiE   L.        Division,  of  Emergency  Prepirednesi    t>   Engineering 
Retfionse    (Poet    830103*         B3/O3/Oi  Consolidated    Edison    Co      of    MeW 

Yoi-H.     Inc          llSpp          1B323   K4B         S4X    Fithe    30-OOO.  S3/O3/O6,  0303040033 

8303100OOI    Submit]    steam  generator   repair    program   cleanliness    rept 
Pott-contamination  &    final    loop    iinf>«   t    iteam   generator 
•  urch   &   retrieval    acconpl  1  sh»d    to   meet    pnlmarij    i   iicondar^ 
side   cleflTi  1  tneti    commitments 

UHRIO,  R  E        Florida   P«uer   &  Light   Co        83/09/06        EISENHUT,  D   0 
Division   of    Licensing         lp         1B377   213        S4X  Fiche    90-230. B3/OS/OA, 
B30 9 10000 I 


— B308I002&3  LER    H3-003/O1T-0   on    S30417,  during    «piral    loading    of    tore, 

fuel    assaintili;    X-04    observed    leaning   across    empty  core    etr   fc 

resting    againmt    a*semblij    U-S1    Caused   by   assembly  not 
properly    seated    on    guide    pin* 

BERRV.  2    E        Florida   Power    S.    Light   Co        83/03/02  Region    S. 

Office    of    Director          3p.p           1B37-4   063         24X    Fiche  30-231,83/03/02, 
S30310Q251 


DOCKET   50-233   flCCELERATOR    PULSED    FAST   A88EMBLV 

Q      Inspection   reports,     IE    Bulletins    b   correspondence 

B3-03040021     IE    Info   Notice    83-31.     "Defective   Emergency    U»e   Respirator," 
Svc    list    <eitcl 

JORDAN1- E  L        Division    of   Emergency   Preparedness    ti  Engineering 
Response    (Post    9301O3I.       B3/O4/13.  Coniolldated    Edison  Co      of   New 

Yorki     Inc         ISfipp         1Q433    133         24X  Ftche    30-000,  03/04/13, 8303040021 


8303B7021S   Forward*     IE    Insfl    flepts    3O-050/a3-[»   S.   30-251/63-03    on 
B30113-022B  Ho  nuncomp  1  iltice    noted 

DANCE- H  C        Division  of    Project  S.  Rcildent   Progrsms        B3/03/0& 
UHRIO.H  E        Florida   Pouep    t<  Light   Co        app         IS637   339        24K 
Flehe    30-230.93/09/06.8309270213 

— 930327021?    IE    Insp    Repts    30-230/93-09    b    SO-251/03-03    on    930115-0883    No 
noncompllanca    notrd   Major   aTtlt    inspected    follouup    on 
previous    Insp    rindfngsiie   bulletlnsrpost-TMl    Imp lementatlon^ 
survil  llarce    testing   b  nialnt    activities 

VOOT-LDHE1-L,FI    .     dfiLE9.  J   A         Region    S,     Office    of    Director 
JULIAM,  C        Division   at   Project   b  Resident  Fragrant        63/03/03 
Bpp          1B637   331          S4X    FUNe    30-230.63/03/06,9309870313 

03032703 7fr  Forwards    IE    Fnsp   Agptl    90-330/B3-10  tt    90-231  /B3-10  on 
a 3040-1- Oi  No   no-ncomj  I  lame    noted 

DANCE. H  C        Division    of  Project  &  Resident  program*        B3/OVO& 
UKRIOiR   E        Florida   Power   &   Light   Co        2po         18643   001         24 K 
Fieh*    30-230.83/03/06.8303270376 


DOCKET   30-254    QUflD-CITIEa    BTATIDN,     UNIT    1 

F      Security,     medical,     vrnergancij    &    fire   protection    plans 

83O3110D34   Oenarlc    Ltr    B3-31    to    all    licensees    of    operating    reactors, 
applicants    for   OLs    &    holders    o-f    CP»    re   clarification   of 
accen    to    control    procedures    for    lau   enforcement   visits 
Svc    Hit    encl 

ElfiENHUT.  D   0.      Division   of   Licensing       83/03/11  Consolidated 

Edison   Co      of   Mtbi   Vorkr     Inc          IApp,       18340  093        H4X 
Fiche    30-QOOi  83/03/1 1 ,  B3O31 1OO34 

B303240245  Rsiiuest*    schedular    exemptions   allowing    delau    In    Implementing 
10CFR30   48    requirements    for    Installation    of    fire    protection 
nods   FIeq,ueit    based    an    AE.  manuf*e  turer   b  const    personnel 
anticipated    Impl ementati on    nchedule 

RVBAKiS        Com/nnnuiealth    Edlion   Co         B3/09/1B        DENTON,  H  R        Office   of 
Nucltar    Reactor    Regulation.     Director        6pp         1S34B  204        24 X 
Flche    30-000.  B3/OS/  18i  83032-402*3 


— B30S2703B4    IE    Imp    Refit*    30-230/B3-IO   i.    30-2S1/B3-1O    on    B30404-0(f   Ho 
nonronpl lance    noted   Major    area*    Inspected    licensee    program 
far    toping    radiation  doses    ALAR  A 

DEHB.D    T    ,     HDBEY,  C   H    .     BARFt, «   P         Region    2>     Office    Of    Director 
B3/05/04         Spf          18443   003,        21X   Plche    90-230^63/08/06,8309370376 

9303040034    IE    Info   Notice   B3-30,     "Hiaappl ica t Ion   of    Generic    EnirgBncv 
Opiritins  Proeeduras    (EOP>   QuUatlnt*    "    Eve    list    encl 
JORDAN,  E  L        Dlviiion  of   Emergsncg   Preparedness   t<   Englnierlng 
Response    (Post   B30IO3)        83/03/11  Consolidated    Edlso-n  Co      at   Ntia 

Vor  I,     Inc         I14pp         18324  003        24X  Flche   90-000,83/03/11,8303040034, 

9303040040   IE    Info  Hc-tlc<    B3-3J.     "Error    In  fiDLPIPE  Computer  Progfam    " 
Bvc    1 1st   encl 

JORDAN- E  L       Division  of   Emerg-mcg  PreparedneiK  t*  Englnetrlnp 
fleinonte    <Pa»t  8301031        S3/03/1?  Consolidated    Etftson   Co      of   N*u> 

York,     tnc         M-)pp         18697  -OO9        3tX  Klche    30-000,  B3/O3/19,  83030*0040 


B309250141    Informs    that    NUREa-O737.  I  tern    III   A  S    1    re    «mergencg    plan 
cjjjradi    to   m»et    10CFR5O  App    E   requirements    complete    for 
facililn)    Item   elated. 

VA88rtLLDiD-B        Operating    Reactors    Branch    2        B3/03/IB        FARRAR.  D  L 
Commonwealth    Edlion   Co         3pp          1Q396    178        24X  Flch»    SO-K34,  B3/03/1B, 
3303330141 

J      In i grant  a   b    Indemnity     information 

B303230900    Forward*    Endorsement    144    to  NELIA  Pollcg    NF-43  ti  Endorsement 
121    to   MAELU   Polleu   MF-22    for    Dresden   Unit    1    *   Endorsement 
63    to  NELIft   Pollcu    NF-HOI    &   Endor lament   33   to  MAELU  Policy 
HF-64    for    Zimn    Unit    1    H/o    ent I    Quad   Cities    endorsements 
OBTEfi,J        Cummonwealth    Edison    Co         B3/03/13        SALTZMAN, J.       Atslttant 
Director    for   Stat*    5<  Licensee    Relations        Spp         18337    174        24X 
Flcih*    30-OOD.83/0&/13. 8303230300 


B3030400*6    IE    Info  Notice  83-33!     "Nonrepresenta M ve   Samp  lino    of 
Contaminated   Oil    "   s>/c    list    Bncl 

JORDAN, E,L        Division    of   Emergency   Preparedness    b  Engineering 
Ra*poni«    IPo*t   830103)        B3/09/2&  Co nso I idJtuf  Edison    Co,     of    Neu 

Vork,     Inc        JUpp         1B647  007        S4X   Fiche    30-000,  B3/03/26.  6303040046 

R      Periodic    operating   report*  t  related    corri*pondene»i 


P      Operating    license    stage  document*   if  correspondence 

8303020377   Forwards    safety  evaluation   on  NUREff-0737.  1  tern    II    B   S  Si 
"Plant    Shielding    Mod*    for    Vital    Area   Access    "   Requirements 
net 

VAaSAUUQrD    B         Operating  Reactors    Branch    S        B3/04/Z2        FARRAR,  D 

Camraonwealth    Edlsotl    Co  Spp.        18384  222,       S4X   Fiche    30-334,83/04/22. 
8303020397 


B3OS0301A&  Foruardi    third    radiological    progreis   rept    for    steam 
generator   repair    profiDim 

UHRIOrR   E       Florida  Poiu*r  b  Light  Co,       83/04/B0        VftROrti  8  A 
Operating   Reactors    Branch    1,       lp         1B300  KM        34X 
Flche:  30-231,63/04/29.8303030169 
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S30302043B  Forwards  Info  ro  NUREO-0737, Item  II  D  1,  "Performance 
Testlnj  of  DWR  Safety./(lellef  Valves,"  par  NRC  330101 
request  Applicabll  ity  of  load  combination  Info  to  BUR  Oiuners 
Oroup  generic  teat  rapt  acceptable 

RYBAK.B    Commonwealth  Ediaon  Co    83/O4/S7    DENTQN,  H  R    Office  of 
Nuclear  Reactor  Regulation,  Director    lOpp    1B283  311    24 X 
Fiehe  30-334, 83/O4/37, B30302O49S 

8303020433  Generic  Ltr  83-19  to  all  power  reactor  &  testing  licensees 
re  neu  procedure!  for  providing  public  notice  concerning 
issuance  of  amend i  to  OLi  Svc  list  end 

EIBENHUT,  D  0    Division  of  Licensing    B3/03/O2      Consolidated 
Edison  Co   of  Neu  York.  Int    30pp    1B441  120   24X 
Fiche  30-000,  B3/OS/02.  B303020453 

8309040531  Application  to  amend  Licenses  DPfl-19,  DPfi-23,  DPR-39  S: 
DPR-30, ehang ing  App  A  Tech  Specs  re  economic  generation 
control  operation 

flYBAK.  B    Commonwealth  Edison  CD    B3/O3/Q2    DENTON.  H  R    Office  of 
Mud  iai*  ftiactor  Regulation,  Director    2pp    18331  379   24X 
Fllhe  30-000,  B3/03/OS.  8303040331 

— 8303040339  Proposed  changes  to  App  A  Tech  Specs  re  economic 
generation  control  operation  W/o  detailed  changes 
»  Commonwealth  Edison  Co   83/03/02    Ip    18331  HB1   24 X 
Fiche  30-000,83/03/02,8303040331 

8309090043  Application  for  amend  to  Licenses  DPR -39  tt  DPR-30,  Chang  1  ng 
Tich  Spec*  to  limit  control  rod  drive  pump  Isolation  from 
accumulators  to  single  rod  scram  testing 

RVflAK,  B,   Commonwealth  Edison  Co   83/03/O2   DENTON,  H  R   Office  of 
Nuclear  Reactor  Regulation,  Director    3pp    1B342  083   24X 
Fiche  30-234,  83/03/03,  B309030043 

630 3 130209  Concurs  w/NRC  changes  to  draft  Tech  Specs  re  reactor 
protection  sys  CRPB)  protective  relaying  mnds,per  B3Q4SO 
Itr  Operation  u/RPB  mod,  ln*fral led  per  10CFR3O  9?  b  u/o  Tech 
Spies, ulll  not  compromise  safe  operation  of  facilities 
RVBAK,  B   Commonwealth  Edison  Co   83/09/06   DENTON,  H  R   Office  of 
Nuclear  Reactor  Regulation,  Director   2pp    18439  33O   84X 
Fiche'  30-000,  83/03/06,  030513030? 

9303090659  Generic  Ltr  83-20  to  all  operating  reactor  licensees  b 
holders  of  CPi  re  Integrated  scheduling  for  Imp  1  emontatlon 
of  plant  modi  Bvc  list  encl> 

EIBENHUT,  D  0   Division  of  Licensing    83/03/07     Contol Iriateif 
Edison  Co   OF  Neu  York,  Inc    l&pp    18637  133   24 X 
Fiche  30-000,  83/03/09,  B303090639 

8303170716  Advises  that  action  required  by  B3012Q  Amend  B3  to  License 
DPR-29  i  Denerlc  Ltr  83-07  comp lete, basnd  on  utll 
negotiating  w/DQE  re  dlipasal  of  high  level  waste  or  spent 
nuclear  fuel 

VA88ALLD.D  Q    Operating  Reactors  Branch  2   83/03/09   FARRAR,  D  L 
Commonwealth  Edison  Co    2pp    1S446  230   B4X  Fiche  30-234,83/05/09, 
8303170716, 

B309130038  Responds  to  830316  request  for  addl  Info  re  NUP.EO-0737,  Item 
I1.K.3.2B,  "Verify  Qualification  of  Accumulators  on 
Automatic  Deprnssur  1  ntlon  Sys  Valves  "  Environ  tt  seismic 
qualification  uilll  be  in  accordance  u/IE  Bulletin  79-01B 
HYBAK.B   Commonwealth  Edinon  Co   03/09/10   DENTON,  H  R   Office  of 
Nuclear  Reactor  Regulation,  Director   2pp    1B436  939   24X 
Fiche  30-000,  03/03/10, B30313003B 

6309200707  Forwards  request  for  addl  Info  on  NUREO-0737,  Item  II  K  3  28 
re  qualification  of  automatic  depressing  latlon  >ys 
accumulators  Response  requested  within  43  daui 

VA8BALLO,D  B    Operating  Reactors  Branch  2   83/03/11   FARRAR,  D  L 
Com<nonw«lUh  Ed  it  on  Co    5pp    18338-330   H4X  Fiche  30-000,33/03/11, 
H303200707 

B309S001B6  Notifies  that  830423  amend  application  for  proposed  Teeh 
Spec  changes  re  TMI  Action  Item  II  K.3,  13  on  Isolation  of 
HPCI  *  RCIC  requires  fee  Application  requested  from  NRG  for 
purpose  of  preventing  inadvertent  Isolation  of  sys 
DIQOBrfi  M   License  Fee  Nan'getnant  Branch   83/03/12   FARRAR,  D  L. 
Caffl<nonue«Uh  Edi«on  Co   Ip   18540  2H8   24X  Flehe  30-000,83/05/1=, 
83093001 BA 

S3091B0376  Foruinrds  list  of  proprietary  documents  d  associated  paoe« 
from  technical  evaluation  r*pt»  ro  environ  qualification  of 
alectrical  eiiulpment  OE  affidavit  per  10CFRB  790  received. 
Mestlnohouie  affidavit  forthcoming 

BYflAKrB,   Commonwealth  Edison  Co   83/03/13   OENTON,  H  R   Office  of 
Nuclear  Reactor  Regulation,  Director   3pp    10490  347   24X 
Flchi  30-000,83/03/13,8303100376 


8305310373   Notifies    tftat   NUREG-0737,  1  ten    II    K   3    45,     "  Depr  ossui- i  lat  1  on 
u) /Ot  tier     than    Automatic    Depresaur  t  lat  icn    Sys,  "    completed 
Item    closed   Safety    evaluation    end 

VASSALLO,D   B         Operating    Reactors    Branch    a         S3/OS/18         FARRAR,  D    L 
doirroDnuiealth    Edison    Co         7pp         IQS93    333         24X    Flcfie     3O-234.  93/OS/1B, 
9305240373 

330927O419  Notifies    that    response    to   B3O31 6, 0310   t    11    requests    for    addl 
info    re    TMI     Item    II    K   3   39,     "Qualification    of    Automatic 
Deprea  juriiatlon   Bgs   Accumulators,"   addressed     In    B30310    Itr 
nYDAK, B         Commonwealth    Edison   Co         S3/O3/23         DENTDN, H   R         Office    of 
Nuclear    Reactor    Regulation,     Director          Ip         1 B642    298         34 K 
FlchB    30-000,83/03/33,8303270419 

B3033lOO8ii   Notification   of   330614   meeting    ui/utl  1     in    Bethesda,  MD    to 
discus*    utll     DCRDR    program    plan 
GILBERT. R   A         Operating    Reactors    Dranch    9        83/O3/26         CRUTCHFIELD, D 

Operating    Raaitore    Branch    3         2pp          [B69B   063         34X 
Fiche    SO-OOO,  H3/OS/2i>,  8303310086 

83053 1O02B   Advises    that   requirements    of    NUREO-0737.  Itom    1 1    F    I    4. 
"Containment    Pressure  Monitor,"    II   F    1    3,     "Containment   Water 
Lov»I    Monitor"    ii    1 1    F    1    6,     "Containment   Hijdrogan    Monitor" 
resolved, per    BS13SO   t-   B01213    submittals 

CRUTCHFIELD.D         Operating   Reactors    Branch     3         93/03/37         FAFIRAR,  D   L 
Commonuiealth    EdUon   Co         7pp         1B653    213         24*    Fliho    5(1-000.03/03/27, 
8303310020 


Inspection  reports,     IE  Bulletins   ti   c  nrrespon<f  once 


8212060305    IE    Info   Notice   83-14,     "Oeuatered    Spent    Ion  Exchange^   Resin 
Susceptibility    to   Eiothermic   Chemical    Reaction    "    Eve     Hit 
enc  1 

TAYLOR,  J   M        Division   of   Safeguards   t,    Inspection   PragramR    (Post 
8301031        B3/03/21  Consolidated   Etllsmi  Co      of    Men   York,     Inc 

Il2pp  1330a   319         24X    Fiche    30-000,03/03/31,8212060363 


83O304Q02I    IE   Info  Notice   93-21,    "Defsttive    Emergency    Use    Respirator    " 
Svc    lilt    encl 

JORDAN,  £   L        Division  of  Emtrjencg   Preparedness    &•   Engineering 
Response    (Post   830103)        B3/O4/I3  ConiolldJi  ted    Edison  Co      of    Neu 

York,      Inc         12tpp         18435    133         24X   Fiche     30-OOO,  B3/O4/  1  3,  B303040021 

03O3040023    IE    Info    Notice    83-23,     "BUR   SJ  foty  /Rel  i  ef    Valve    Failures     " 
SVC     1  ttt    encl 

JORDAM,  E  L        Division   of  Efflirgenci;  Preparedness    t   Engineering 
R»*ponse    (Post    B30103)        63/04/22  Consolidated    Edison   Co      of    Neu 

Yor*.     Inc        112pp        1Q383  087       24X  Fiche    30-000,  B3/04/2S,  B3030400H3 

8303040023    IE    Info  Notice   B3-33,     "Inoperable   Containment  Atmosphere 
Benttlng   BUS   "   Svc    list   encl 

JORDAMrE   L        Division   of   Emergencg   Prep  are  dnea*    >t   Engineering 
Response     (Post    830103)         03/04/23  ConsallddtDd    Edlmn   Co       at    Meu 

Y&rk,     Inc        ll?pp        I03B1   291        24X  Fiche    30-000,03/04/23,9303040059 

0303040026    IE   Info   Notice   B3-24,    "Loose    Parts    in   SecondarU.    Side    of 
Steam   Generators   at  PWHi    "   Svc    list   sue  1 

JORDAN,  E  L        Division   of   Emergency   Preparedness    !.  Engineering 
neiponie    (Pott    B30I03J        BG/04/28  Consolidated   Edlton  Co      of    Nay 

Yorki      Inc         I13pp         1B3BH   047         24XFlChe    30-OOO,  S3/O4/H8,  8303040086 

a3Q304OQ27    IE    Info  Notice   83-35,     "Standby    Oas   Treatmont   Svs    Heater    High 
Temp    Trip   BHtpoInt  Adjustment    "  Svc    litt    encl 

J-DRD^H,  E   L        Division  of  Emergency  Preparedness    t-   Engineering 
Ftlsponse    (Cost    830103)        83/04/28  Consolidated    Edison   Co      of    Neu 

YQrfc,      Tni         HBpp         18382    165        S4X   Fiche    SD-OOO,  B3/04/EB,  8303040027 

9303040028    IE    Info  Notice   B3-26,     "Failure    of   Baf  etg/Fle  I  ief    Valva 
Discharge   Line    Vacuum  Breakers    "  Svc    lilt    encl 
JORDAN,  E  L,      Division   of   Emerjency   Preparedness    &   Engineering 
Rasponie    (Post    030103)        03/03/03  Consolidated    Edison    Co      of    Mem 

V0rki      Inc         122-pp         18441    170         24KFlchO    SO-OOO,  83/03/03,  8303040028 

B30304003O    IE    Info  Notice   83-37,     "Operational   Response    to   Events 
Concerning  Deliberate  flcts   Directed   Apalnat  Plant 
Equipment    "   Svc    list    encl 

JORDAN,  E   L        Division  of   Emergency  Preparedness    it  Engineering 
Response    (Post    8301O3)        83/03/04  Consolidated    Edison   Co      o*    Now 

Yorhi     Inc        USpp        163B2  282        24X  Fiche    SO-DOO,  S3/O3/O4,  B3O3040030 

B30304O03t    IE    Info  Notice   B3-2B,     "Criteria    for  Protective    Action 
R*  commendations    for   General    Emergencies    "    Svc     list    encl- 
JORDAN,  E   L        Division   of  Emergency   Preparedness    (.   Engineering 
Response    (Post    830103)        83/03/04  Consol  !  dated   Sdison  Co      of    Now 

York.     Inc        119pp        1B441    001        24X  Fiehe    30-OOO,  B3/O3/04i  830)3040031 


0303310231  Advises  that  responses  to  NUREO-0737, I  tern  III  D  3  4, 
"Control  Room  Hub! tab  ill ty, "  acceptable, completing  action  an 
Uem.SafitY  evaluation  encl 

VASBALLO.D.  D.       Licensing    Branch   2,       83/03/17        FARRARrD.L, 
Commonwealth   Edison   Co        4pp         18662   23S        24X   Fiche' 30-234,63/03/17, 
8305310231, 


8303040033    IE    Info   Notice   03-29,    "Fuel    Binding  Caused    by   Fuel    Rac* 
Deformation    "   Sve    Hit   end 

JORDAN,  E  L,      Diviiion   of   Emerjency  Preparednass    fc  Engineering 
R«iponiB    (Polt    B30103)        B3/03/06  Consolidated    Ed  1  ton  Co      of    Nsul 

Ycrki     Inc        HSpp        1B3S3  348        24X   Fiche    BO-OOO',  B3/OS/06, 8303040033 
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DOCKETED  ITEMS 


B3Q5170Io7  Forwards   response    to   B3041J    notice    of   violation   &    proposed 
imposition    nf   ttvfl    penaltfo*    re    IE    Insp   Repti    SO-a34/B2-S6 
i  30-263/flE-3A  Alia    Includes    remittance    In   amount    of    S60,  OOO 
r<    inoperable   reactor   protection    tyi    •subchannel 

HEE&.C       CDinroonuea]  th   Edlian   CD        B3/05/Q7  Director's   Office. 

Qfflcl   af    Inspection  and  .Enforcement         I  P         18464  3  OH        24* 
Ficht    50-254.  8C1/O3/O9,  S303I7O167 


B      Repor  tat  IB    occurrences.    LERs 


related    correspondence 

S3  05330973   Forwards   engineering    evaluation    rept,     "Cracks    b  L*akt    In 
Small    Diameter  Piping    " 

SHOWN,E  J        Reactor    Operations   Analysis    Branch        33/01/19 
SEVFRIT.K    v       Reactor    Operations   Analysis    Branch         lp         1B341    342 
;?4X   Flche     30-000,03/04/19,0303230973 


— B303I70I84    Respond)    to  notice    of    violation   noted    In    IE    Imp    Repti 
3Q-2.M/ 02-26   i    SO-2i3/B2-S£    on   B211IB-22   6    1213-1A 
Corrective    actlcni    Startup   Prondure   GGP    1-t    revised    to 
Ineludi    »lgn-off   for    verifying    clearance   of   alarm 

HEED.C         Corwnoiuuedlth   Edison   Co         03/05/09  Director's    Office. 

Dflitt    of    fntpeetion    and    En  fare  mint         9pp          16466    309         24X 
Flche   30-294,  33/05/09.  8305170867 


— 6303230619    "Cracks   t<   Leads    in   Small    Diameter   Piping."    engineering 
evaluation   rept   Small    pipe    leaks    associated    tu/unantlc  ipataif 
vibration    problem*    require    addl    supports    or    rerouting    of 
piping 

BROWN,  E   J        Reactor    Operation*    Analysis    Branch        93/04/19        9pp 
IB341     313         24*   Fiche     30-OOO, B3/04/19.  8303230373 


6303040034    IE    Jnfo   Notice    33-30.     "Misap p lUa t! on    of    Generic    Emergency 
Operating   Procedures    <EOP)    Cui  del  ine  i    "   Svc    list    encl 
JOflOAM.  E  L.       Division   of   Emergency   Preparedness    i  Engineering 
nespanit    IPost   B3QI03).       B3/O9/11  Consolidated    Edison   Co      of   Neu 

Tori.     lie          I14pp          18324    003         34  X   Flche    3Q-OOO. S3/OS/ 1 1, B3O304QD34 

0303310105  Forwards     IE   [nsp    Repts    30-H34/83-06   l<   50-365/63-06   on 
83Oai9--043S   No   none  omp  Uance    not  erf 

SHAFERiH   0         Region    3,     Office    at    Director         63/09/12         REED,  C 
Coiin«onV«*lt:N    Edispn   -Co         3pp  1B&3B   O31          24X    Fiche    30-234,93/03/12. 

8309310109 

--B3033I0112    IE    Insp    Bepti    30-2&4/B3-O&   &    50-2A3/B3-O&    on    B3Q319-0422   No 
noncompli arcs    noted   Major   areas    inspected    operational 
safety,  malnt.  survel  1  lance.  1  tcan»ee   monthlij    repts,  regional 
rmuHtiiLERs    J,    public    info    &    special    repts 
CHftlSSOTtHDS.N   ,    H^LKEH,R    D        R«glon  3,    Office   of   Director 
83/09/10         Bff          1B6S8   033         SIX    Flche    50-2S4, 33/09/12, 830S310IO9 

83GSE00421   Advises    that    utit    response    to   SE07U   corvf irniatorij    action    Itr 
re    IE  Bflletin   79-14, piping   analuais    to   rottore    hat   ihutdoun 
path  piping    syi    to    FSAP1    requl  reinent-g    oij    930215.  ac  cep  table 
8PESSASI>.  H   L         Dlvlifon    of   Eng  inaer  1  ngi         83/05/13         REED.C 
ConiAionuvdltti    Ed  I  » on   Co        2pp         18317    116        24X  Flche    SO-ODD,  B3/O3/IBi 
3309200^21 


9303020142    Forwards    LER    83-OU/03L-0 
KALIVIANAH1S, N        Commonweal th    Edl»o 
H«gian   3,     Office   of    Director         lp 
Fiehe    SO-234, S3/04/3O,  B30302O142 


I    Co         B3/04/20 
192S4   036        24 X 


KEPPLER.J   0 


--93Q30301S4   LER  B3-014/03L-0  on  B30323,  low  elactralgte    level    found   In 
station    battery    cell    100  Caused    by    crack    In    bottom   corner   of 
easing   Normal    loads    transferred    to   Unit    3   230-volt   battery 
an  B3O324  Cell    replaced 

IflEM, C    A         Cammonuealth    Edison    Co         83/04/3O  Rnglon    3,     Offlci 

of   Director         3pp  1S2S4   057         S4X    Flche    30-234,63/04/20, 

9303050145 


8305030321     Ftirmai-ds    LER    83-013/O3L-0 

KALIVIANSKIS.N       Commonuea 1 th    Edison   Co        93/04/22 
Region    3,     Office   of   Dire-ctor         lp         10297   04B        24X 
Fiche   30-234,63/04/23,  S303030321 


KEPPLER,  J 


— B309030333   LER  83-01&/O3L-0   on  B30405,  roac tar    bldg    &   control    room 
ventilation    si|«    isolated   d   itandby    gas    treatment 
autostarted   Caused    bg    failure   of   relay    coll    17O1-10QA   Coll 
replaced   Relay   will    be    replaced 

CLARK,  B    0        Comnonuaal th   Edison  Co        83/04/22  Region   3,    dff 

of    Director         2pp          18397    049         24X    Flche    30-234,83/04/22, 
B30303Q3S1 


83O304004O   IE    Info   Notice  83-31,     "Error    in  ADLPIPE  Campute-r   Program   " 
Sve    list  encl 

JORDAN.E  L        Division    of  Emerg  ency   Preparedness   >,    EngiTieering 
flilpont*    (Post    B301O3)         83/05/17  Con«ol  1  dated    Ed  i  ion    Go      Of    Heia 

Vorki     Ine          Hipp          18697-tMJY         24K    Ficne    50-000,83/03/i1?,  830304004O. 

B30S230377  Forwards    "GE-NEDg   Electrical    Penetration  Assent  l<i 
Ouallf IcatJon   Pray  eta,"   Vali    I    &   S   to    "Relpanie    to    IE 
BulUUn  79-0 ID   Quad  titles   Nuclear    Punier  Station   Units    1    t, 
S"   &  Vol*    1    &  3    to    "Reipante    to    IE    Bulletin   79-010 

HYBAKiS         ContmoituiealtJi    Edlion    Co         33/09/19         DENTCN,  H   R         Office    of 
Mftlear    Reactor    Regulation,     Director         3, HBpp          1B97B   CO1         24X 
Fled.    DC-000,B3/03/19,a3032SIJ377 

— - S3032S0393   "Oe-KEflS   Electrical    Penetration  Assembly   Oiral i f ieat ion 
Prflflrajn  " 

•I       Btcjitel    Corp          83/09/IS          336pp          1S37B    173-         24 X 
Fleh«   50-000.83/09/19,3303230377 

— 93D9990413    Rev   2    to    Vol*    1-3    to    "Response     to    IE    DiflleUn    79-OtB.  Guad 
CItdi  Nuclsar   Fouler   Station   Units    t    ft  2   " 
»      BichtB.1     Corp          83/03Y31          786|Jp          1B5B1    353         24X 
Fiehe    90-000,  H3/03/19,  8303330377 


B30506Q390   Forwards    LER    33-O16/O3L-0 

KALIVIAMAK1S,  N       ComraonUBal th    Edison   Co        B3/04/27 
Region   3.    Office    of   Director         ID         18343    133        2<)X 
Flche   30-2&4,  B3/04/S7,  S30S060390 


KEPPLER, J   0 


— 9303040391    LER  83-016/03L-0   on   S30331 ,  reactor    operator    found   RWt 
discharge    pressure   greatsr    than  90  pslg, eieeeding    Tech   Spec 
range    CauiPd   eg    valve    leaking    from   condensate    transfer    sy* 
Into  RHR    discharge    piping   Mod    Implemented 

HISAK^A         CommonwealtJi    Edison   Co        S3/04/27  Region   3-    Office  of 

Director         3pp         JB343    156        24X  Fiche    30-234,83/04/27,6303060390, 


B305130Bia    Foruard*   LBR   S3-019/03L-0 

KALIVIANAKIS. N       Commonwealth    Edison   Co        63/03/O3 
Region  3,     Office    of   Director         lp         1B440  083        24X 
Flch*   30-234.83/03/03,8305130212 


KEPPLER, J 


— B3Q3J3023O  LER  B3-019/O3L-0  on    830412.  1 A    loop    core    spray    discharge 
piping    pressure    indicated   above   Tech   Specs    Caused    bu, 
operator    failure    to    properly    bleed   down   core    spray    discharge 
piping    &    Failure   of    nigh    pressure   alarm    to   annunciate 
HEBEL,  C         Commonwealth   Edison   Co        B3/O3/O3  Region   3,    Office    of 

Director.        3pp         18440   OBfc         24X   Flche    30-234,03/03/03,8303130218 


8309270216  Act    receipt    of  B3OS09    traniml eta  1    Forwarding    full    payment 
of   propoted    ctvll    penalty    Corrective    action*    will    be 
examined    during    future    Inspc 

AfELRADfJ  A         Enforcement    Staff          63/03/25         REED, C   R         Commonwealth 
Ediion   Co         2po          1S&37   323         Z4X   Flche    3O-S54,  83/03/23,  93O327OS16 

8303040046    IE    Info  Notice   B3-33,     "Monrepresertatlve   BamplJng    of 
Con^anlnatcd    Oil    "    Eve    list    end 

i/ORJJAN,  E  L        Division   of  Emergency   Preparednegi   t,  Engineering 
Raiponie    (Post   33OIO3)         83/O3/B4  Consolidated   Edison   Co      of  N«u 

\ort,     IRC         llflpp         1B647   007        2«  Piche   90-OUO,  B3/03/SA.  S303040044 

R      Pirlcdic   opri-atins    r»porti    It  related    correspondence 

9303170373  Forwards   montJily    operating    repts    for  Ajir    CJ83 

KALIVIAMAKIS.  H         CcmnmnijeaJ  th    EdUan   Co         33/O5/O2  Director's 

Office,    Office    of    Inipection   anrf  Etiforcenent        lp         iBiofr  OB3        SAf, 
Fithe.  SO-294,  B3/03/O2,  8303170372 


— 3305 17 037 1,  Monthlv   opiTAting    repti    for  Apr    1983 

MISAK.A       Can>noniu«3lth    Edlion    Co        83/O5/02        21pp 
S4X  Fi  che-  BO-234,  63/O5/02,  B3051 70372 


B30S240317   LER   B3-017/03L-0    on   B30412.RHP.    svc    water    pump    1-1001-43C 
taken   oirt    of    svc    to    facilitate    repair    of    broken    coupling    on 
RHR    svc    water   vault   room   cooler    1-5743-C    drain    line   Caused 
bu    overprssGurliatlon   of   piping    W/B3Q310   itr 

LEAVEHTON.W    ,     KALI  VIANAKISj  N        Commonwealth   Edison  Co        83/03/1O 
KEPPLER,  J  0         Region  3.     Office    of   Director        2pp         1S34B    193        24X 
FIeh»    30-231.  S3/03/10,  H303S4031  7 

83OSS40321    LER    a3-018/03L-0   on  830412,  excess  Ive  li|    high    discharge 
pressure    %    leu   flou   abttrved    from  RHR    svc   uater    pump 
1-1O01-6SC   Caused    bg   anti-rotation   pin   falling    out    of   valve 
operator    Pin    replaced    1<    icreu    tightened   W/B30510    Itr 
REYNOLDS,  S   ,     KALJVIANAKIS,  N        Commnntuea  1  th   Edison   Co        83/03/10 
KEPPLERiJ   Q        Region  3,     Office   of   Director        4pp         18548  063        24X 
Flche    3C~S34,B3/03/10,  S3O3240321 

B3O5310143  UER   B2-027/03L-1    on  830902,  due    to    error    in    *af«tn 
c lastif Icatlon    for   procurement   of  main   valve    guides    In 
eleetromatic    relief  valv*s, nonsaf etg-related    parts    ordered 
NBUI  admiril  itratlve    procedure  written  W/B30316    Itr 
HALIVIANAKIB,  N,  ,    TIETZ- O        Commonwealth   Edison   Co        83/03/16 
KEPPLER-J   0        Region  3,     Office   of  Director        3pp         1B653  023        24X 
Fiche    30-SS4,  83/03/16,  8303310142 


DOCKETED  ITEMS 


DOCKET    50-353   PALISADES   NUCLEAR    PLANT 

F      Security    mediealr     emergency   &    fire    protection   plans 


B303020079  Forward!    "Site   Emergency    Plan   830324-25  E»erclse   Scenario    " 
BEWITT.R    0         Consumers    Fouler    Co         83/01/11         KEPPf-GR,  J   Q         Region   3, 
Office    of    Director          tp          1B27-?   353         24X    Fiche    30-235,  S3/Q4/i  1 . 
6303020079 

— B3050200B3    "Site   Emergency    Plan   530594-23   Exercise   Scenario    " 

*      Consumers    Power    Co         PALGX-S3         B3/04/M          IBpp         13279   336 
24X   Fiche    30-233,83/04/11. B3O5020079 

B303Q20389   Forwards     IE   Safeguards     Inap    Kept    30-235/83-07    on    B3032B-3I 
No    noneompl lance    noted 

MILLER,  J  R  Region  3,  Office  of  Director  03/04/27  DEW1TT,  R  D 
Consumer*  Power  Co  2pp  18276  216  24X  Fie  ho  3O-253,  93/04/27, 
8 3O 80203 89 

— 3303020397    IE  Safeguards    Insp    Rept    50-233/83-07   on   930338-31   No 
noncomp 1 iance    noted    Major    areas    Inspected    security   plan   fc 
implementing    procedure!,  security    organization   -   mg  t   >f 
security    program   audit   Details    withheld    (raf    10CFR73  21) 
BELANGER.  J,  L    ,     CHniSTDFFER, 0    .     CREED,  J   R         Region    3,     Office    Uf 
Director         B3/04/S7         2pp          18376   210         24X    Fiche    30-033,83/04/27. 
6303020389 

S3Q3120147  Forwards    revised    closed    circuit    television    coverage   & 
security    sys   mods   resulting    From    Implementation   of    technical 
support   ctr  Enc  1  s    withheld    <ref    IOCFR73  211 

VANDEHALLE,  D  J        Consumers   Power   Co        B3/03/OS  Office    of   Nuclear 

Rtactor  Regulation.     Director        2pp         1S427    1S7        24X 
Ftche,  30-253,  B3/O3/03.  B303120I47 

3303110074  Responds    to   B2I 109    Itr    transmitting    changes    to   suitability, 
training    &    Qualification   plan   Changes    acceptable    eicept    for 
Itemi    identified    In    enc  1    Change    re    Item   4   requested    per 
10CFR90  90  Encl    withheld    (ref    1QCFH73  211 

CFUTCHFIELD.D        Operating   fleactor*   Brancli    9        03/03/0? 

VANDEHALLE.D   •J         Coniumers    Power    Co         lp          1H409    110         24X 

Fiche.  30-233.  B3/03/09,  B3031 10074 

B3031I0034   Generic    Ltr   03-31    to    all    licensees    of   operating    reactors, 
applicants    for    OLs   b   holders    of    CPs    ro    clarification    of 
acc<l*    to   control    procedures    for    law   enforcement  visits 
Svc    list   end 

E1SENHUT,  D  0        Division   of    Licensing        03/03/11  Consul  id* ted 

Edl«on  Co      of   Neui  Vork,     Inc         16pp         10940   093        SIX 
Fieh«    30-000,83/08/11,9303110034 

B303SOO200  Responds    to   63021 B    Itr    providing    responses    to  021209 
regulatory    effectiveness    review   rept   as    result    of   030338- 
0401    safeguards    Insp   Determinations   from  B3040I   safeguards 
Imp    listed, 

CRUTCHF1ELD,  D        Operating    Reactors    Branch    3        03/03/13 
VANDEWALLE,  D  J        Consumers    Pouier   Co        3pp         10340  217        24X 
Flch B' 30-399.  83/03/13.  8309200300 

0309210043  Suppls    830A02   Tttsponse    to    IE    Insp   ftept    30-H39/02-03   Initial 
responsibility    for    communication*    to    offsita   monitoring    team 
ulll    be    kept    at    technical    mpport    ctr    until    Bmorooncij 
operations    Facility    activated 

JOHNSONiD   D,       Consumer*   Power   Co        B3/03/10,       KEPPLER,  J  0        Region  3. 
Office    Of    Dlr»ctor          lp          1S317    184         24X    Fiche    30-339,03/03/10. 
3309240043 

83O527OOQ7  Forwards    ttfttif    evaluation   acEeptlng    licensee   plan    for    safe 
ihutdown   after    fire    In   Fire   Are**    1-4   or    in   area   of 
juxlllarg    shutdown    control    panel, pUn   complies   w/lOCFRSO. 
fipf    RrSection    III    0  3  *    III    U   requirement!! 
CRUTCJHFIELD,  D        Operating   Reactors    Branch    3        83/05/26 
VANDEWAU.E,  D,  J        Consumers    Power   Co        Zpp         18633,329        B4X 
Fiche    90-239, 83/09/2i,  B303270007 


Insurance    A    indemnity    information 


830324O390   Forwards   Endorsement   70    to    NE-LIA  Polity    NF-179    t  Endorsement 
67    to    MAELU   Policy    HF-30 

FROUMFELKER,  Fl         Consumers   Pouiei     Co          83/O3/30         3ftLIZMAN,J         Office 
of   Nuclear   Reactor   Regulation,     Director         3pp         13348   112        24X 
Flch  8     SO-aS3j  B3/D3/20,  8305240290 


P       Operating     license    stage    documents    t. 


9303330720   Turudrds     Hit    of    ublls    responding    to    requests    for    cost 
figurai    oil    bat  kf  it  ting 

TOURTELLDTTE.O         Regulatory    Reform    TasV     Farce         83/O4/11 
P**LL^DrND,M   J         Commissioners         2pp  18342   373         24  X 

Ftcfie     9O-OOO,  B3/04/1  !  ,  B303S30720 


Forwards    SER    based    on    review    at    NUREO-O737,  J  tem    III 
"Control    Room  Habttab  1  1  1  ty,  "    submitted    In  601219   6  321019 
ttrs    Control    room   haft  1  tab  i  1  i  tij    sys    acceptable 

CRUTCHFIELD,  D         Operatlns    Reactors    Branch    9         B3/04/21! 

VANDEMALLE,  D    J         Consumers    Pouer   Co          fipji          18276   236         24X 

Fiche    30-353,33/04/29,8303020066 


—  B207OBO32S  MotiFies    that   control    room  meots    rsiiui  reman  ts    of   SRP    221 
223,  a    S    3   i   *    4   li   General    Design    Criteria   4    b    19 
Conclusions    based    on   present    plant    E<JS    t,   presumes 
implementation    of    effective   MAC    mods    by    licensee 
MURPHY,  D   W         Dattelle   Memorial     Institute,     Pacific    Northwest 
Laboratory          FJN   B-2333        82/03/24         MULMAN.L    0        Accident 
Evaluation    Branch         2pp         1S276   242         34X   Flcha    30-253,83/04/2'?. 
8309O2006& 

B309020453    Oeneric    Ltr    B3-19   to   all    pouiei1    reactor    ^    testing     licensees 
re    neui    procedures    for   providing    public    notice    concerning 
(•nuance    of    amends    to  OLs   Svc    list    enc  1 

EIBENHUT.O   O         Division    of   Licensing          B.3/03/02  Cantu  I  idated 

Edison    Co      of    Neb!    Yort,     Inc         SOpp  IB411     120         34  K 

FlcJie    30-000,03/03/02,9303020439 

S30504031B   Advises    that   action   requlrad    t  v    rtmend   73,  Paragraph  3    to 
License    DpR-2o    to    Initiate   negotiations    u'/DDE  ro    dlipoual 
of   111  ah    level    or    spent   nuclear    Fuel    considered   complete. 
bated    on    pursuit    of   contract   lu/DOE 

CRUTCMF1ELD,D         Operating    Reactori    Branch    5        03/03/03 
VANDEWftLL£.  D    J         Consumers    Pouior   Co          Sff          16323   291          21X 
Fiche    50-235,83/03/03,8305040312 


B3O9100170    Foruiards    check    in   response    to   030423   Itr    requesting 
remittance    of    fee    for   changes    to   Tech    Spvcs   submitted    since 


JOHNS  OM,  D  0  Consumers  power  Co 
Operating  Reactors  Branch  3  lp 
Fich«  30-233.03/09/03,8305100170 


B3/05/O3 
IQ370    261 


CRUTCHFIELD,  D 
S-1X 


8309100379  Forwards    application   for  amend    to  License   Dpfl-ao,  changing 
Tech    Bpac-s    to   allou   surveillance    te-ats    that  require   cold 
shutdcuin    conditions    to   be   performed    on    refueling    cycle 
Jriquencij   i~ath«r    than   current    IB-month    cucte 

VANDEWALLE,D   J         Consumers    Pouier    CD          B3/O3/03         CRUTCHFIELD,  D 
Operating    Reactors    Branch    3        lp         1Q371    272        24X 
Fiche.     JQ-293.  03/03/03,  830510037? 

—  8303100PB7   A,-pllcation    for   amend    bo   License   DPF1-30,  chaining   Tech    Specs 

to   allow    surveillance    tests    that    require-   cold    shutdown 
conditions    to    be    performed    on   refueling    cycle    rather    than 
current    18-manth    cycle 

DEHITT,  R   B        Conaumsrs  Power  Co        H3/03/09        9pp        10371    273        24X 
Flch«    30-393.03/03/03,6305100279 

—  8303100291    Proposed    Tech   Bpec    change    request    re    surval  I  lance    testing 

frequency 

»      Consumers    Power   Co,       S3/O3/03          19pp          10371    282         SIX 

Fieh«    30-293,03/03/05.0303100279 


--8309870010  B«fet<j    evaluation    accepting    licensee   plan    for    safe    shutdown 
aftar    fire    In   Fire   Areas    1-4    or    In    area    of   auxiliary 
shutdown   control    p*n>l>  per    10CFR90,App   Rr  auction    III   0  3  b 
III   L  requirements 

*      Office    of   Nuclear   Reactor   fiigulation,     Director        83/03/26 
13pp         1B&33  331.       S4X  FlChe,  50-253,63/03/26,8303270007 

9303310046    Informs    of   NIC    determination    that    on.it*  b   offiit* 
emergency    preparedness    adequate   &    emergency    plan)    upgraded 
per   NUREO-0737,  Item    III    A  2.1    Item   complete 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3        83/05/27 
VAHDEWALLE,  D  J        Consumer!    Power   Co,       3pp         18633    149        24X 
Flthe,    90-2SS,  S3/03/27.B303310046 


8303160090    Forwards    response    to  0304P5    10-day    info    request    on   environ 
qualification    of    ftafety-retated   electrical    equipment 
dual  t  »ica  tlon    of  Jtosemount    transmlttBr*    uii  1  1    be   maintained 
iy    periodic    rffplacement   of   degradabte    p-rings 

TONEH,  H,   A        Consumers  Power   Co        63/O5/06        CRUTCHFIELD,  D        Operating 
Ftaactors    Branch    3         30pp         1S430    131          2flX    Fiche     30-393,  B3/03/O6, 
8303160090 

B30  3  070639    Oenerlc   Ltr  S3~20   to   all    operating    reactor    licensees    & 
holders    of   CPs    re    Integrated    scheduling    for    Implementation 
of    plant    mod*    Svc    list    end 

EIBEHHUT.D  0        Division   of  Licensing         03/03/01?  Conso  1  1  dated 

Ed  lion   Co      of    Maui    Vorfc.     Inc        lipp         lBi37    193        34X 
Fich»    30-OOO,  B3/OS/09,  B303090639 
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a3032->0305   Forwards    REV    1    to    CPC-2A    "QA    Program   Description    for 
QpeTJitiQndl    Nuclear    Pouer    Plantj     "    Changes    do    not    reduce 
commitment*    accepted    bj    NRC    on   630113    Submlttal    -serves    as 
annual    rept 

VANDEWALLE.  B    J         Consumers    Power    Co         B3/OS/1S         KEPPLER,  J   O         Ruglon 
3,     Office    of    Director         Spp  IB573    116         24X!   Flche    30-000,63/03/11. 

S3  032  >1050  3 

—  8303S-40363   Rei/    1    to    "Qfl   Program    Destr  Ip  tlon    for    Operational    Nuclear 
Power    Planti    " 

REVMOLDS.J   W   ,     BEHITT,R    3    ,     COOK,  J    N         Ccrnumert    Power    Cn         CPC-2A 
R01         03/01/10         "JQpp          1B575    US         24X    Fiche    5O-000,  33/03/1  1, 
8303240505 

G      Inspection   rsport*,     IE   Bulletins    &    correspondence 

&ai20603BS    IE    Info    Notice    83-14,     "Dfriujtared    Spent    Ion    Eithange    Resin 
Suscep  t  ibill  tg     to   Eipthermic    Chemical    Reaction    "    Svc     Hit 
end 

TAYLOR,  J   M         Civilian    if    Safeguards    6    Inspection   Program!     (Post 
930103)         B3/03/21  Consolidated    Edison   CD       of    New    York.      Inc 

I12PP         1B30B    319         34X    Flche    SQ-OOO.  B3/O3/21  ,  031306,0395 

6303010033    !E    Jnfa   Notice    B3-22p     "DWR    Saf  e  ty/F!e  1  1  ef    Valve    Failures    " 
9vc    lilt    end 

JORDAN,  £  L        Division    of   Em«rg,ency    Praparednes*   (•   Engineering 
Response     (Post    B30103)         B3/OH/33  Consolidated    Edison    Co      of    New 

/orl.     Inc          I12pp          1B3B3   089         24X   Flche    SO-O-OO,  B3/O4/22p  B3Q3O4O023 

B3O30100a&   IE   Info    Notic?  S3-33,     "  Inc-perab  1  ?   Containment   Atmosphere 
Sensing    Sys    "   Svc    Hit    one  1 

JORDAN,  E   L         Division    of    Emergency    Preparedness    Ix   Engineering 
BespoiHB    (Post    930103)          B3/04/35  Consolidated    Edison    Co      c-f   New 

York,.     Inc          119pp          18381    391         24X    Fdche    30-OOOp  B3/O1/HS.  B303040025 

83Q50203B9   ForuaTdi    IE   Safeguards    Insp    Rept    30-233/B3-07    on    830328-31 
Nn   noncomp-1  ianc  B   noted 

MILLER.  J  R  Region  3,  Office  of  Director  B3/04/37  DEWITT.R  B 
Co.ti»uinBTt  Pauer  Co  2pp.  19276  216  24X  Flcne  30-259,93/04/27, 
6309020397 


—  8305020397    IE   Safeguard*    In*p    Rept    90-2S5/B3-07    on    B3ft32B-3l    No 
nnncorop  1  lance    noted   Major   areas    inspected    seturltij    plan   t 
linpleraanting    procedural,  aecu-rlty    organ  i  latlon   -   mgt    !, 
i»curltg    program  audit   Details   ulthheld    (rsf    10CFR73   21) 
HELANGER,J   L    ,     CHRlSTQFrER.  ff    ,     CREED,  J   K         Ration   3,     OPIlce    of 
Director         83/04/27         3pp          IB37A    316         24X   Fiche    5O-235j  B3/04/27, 
B30S030389 

6303040026    IE   Info   Notice   33-24,     "Loose-  Parti    in  Secondary    Side  of 
Stvatn  Generator!    at  PURi    "   Svc    list    encl 

JOSDANiE   L        Division    of    EuiBrsenci;   Preparedness   i   EngltiBerlng 
Ruponie     (Poit    Q3O103)         B3/O4/2B  Contolidated    Edison    Co      of    Mini 

Yort,     Int          llSjip          1B392   047         S«    Flche    SO-OOd,  fl3/O4/2a,  B303040026 

BJ03Q4D027    IE    Info    fJatic*    33-25,     "Standliij    Gat    Treatment    Si/s    Heater    High 
Temp   trip    Setpolnt  Adjustment    "    Svc    list    encl 

JOaOAW.  E  L        division   of   Emergency   Preparedness   A   Engineering 
ReepanSE     (Past   830103)         83/04/3S  Consolidated    Edison    Co      of    Mau 

Yarlr,     Inc          liapp          18383    163         24X   Flcfie    3O-000.  B3/O4/2B,  B303040027 


S30S04O47S  Submits    results    nf   821123  split    sample   from   clean   uaite 
receiver    tank    For    tritium,  Sr-B9,  Sr-90   [•   gross   beta    activity 
analytic   Open    item    In    JE    Insp    Rept    50-335/62-23    on    B2103B 
resolved 

JO»N30N,B    D         Consumors    Pouer    CP         B3/04/29         KEPPLEH,J    0         Reoion    3, 
Office    of    Director         Ip          163  19    145         21  X   Fiche    50-253.  83/04/37, 
B3O904017S 

B303O4003B    IE   Info  Watlce    B3-26,     "Failure   of   Safaty/RHlaf   Valve 
Discharge    Ltne  Vacuum  Braater-s    "    Svc    list    encl 
JDflPANiE  L        Divliion   of   emersBncy   Preparedneis   &  Engineering 
Rfiponse    (Post  S301O3)        33/03/03  Consolidated   Edison    Co      of  New 

Yopli.     Ine          123pp          18441     17O         24X    Flche    30-000,  83/OS/03,  8303Q40O2B 

B3Q520Q23?  Foryards    IE    Insp   Rept   SQ-355/B3-06  on   H30301-31    ft    notice 
of   violation 

SHAFEH.W  D  Region  3,  Office  of  Director  &3/-Q3/03  DEWITT.R  B 
Con*um*r3  foiatir  Co  2pp  18317  1O7  2:4X  Flcne  30-333,33/03/03, 
S30&200239 


-B30W0021-1   Motlce    of    violation    from    tntf    on   830301-31 

SHAFER.g    0        R*glon   3,    Office    of    Director         B 3/03/03         Ip 
19517    10"?         S4X   Fiche   30-353,  83/03/03,  830520023? 


B3O304O030    IE    Info    Notice   S3-27,     "Operational   Response    to   Events 
Concerning    Deliberate   Acts    Directed    Against  Plant 
Equipment    "   Svc     list   encl 

JORDAM,  E   L         Division    of   Emergency    Preparedness    t,    Engineering 
Response    (Post    B3O103)          83/03/04  CanBolldatsd    Edison    Co       of   NFU 

York,      Inc         113pp  1B3B2   8B2         24):    Fiche    30-OOO,  B3/O3/04, 830304O030 

B303040031    IE   Info   Notice    83-28,     "Criteria    for   ProtectivB    Action 
Recommendations    for    Genera  1    Emergencies    "    Svc    list    end 
JORDAN,  E   U         Division    of    Emergency    Preparedness    S-    Engineering 
dispense    (Post    S3O103)         B3/OS/04  Consolldatgd    Edison   Co      of   Niu 

Vor*.      Inc         llfpp  IB441    001         34X    Fiche    30-OOO, 83/O3/O4,  B303O40O31 

03031702?5  Acli    rBceipt   of   830421    Itr    Informing   NRC    of    steps    taken    to 
curi-oct   violations    noted    in    IE    Imp   Rapt    SO-33S/83-03 
NOflELIUS.C   E        Division    of   Project  tt  Resident    Programs        83/09/03 
D£WITT,R   B         Consumers    Power    Co          Ip          1B469   294         24X 
Fiche     DO-23S,  B3/05/O3,  8303170293 

— S3O3170300   Responds     to    NRC    B30403    1 tr    re    violations    noted     in    IE    Imp 
Rept    50-239/B3-03  Cormctlve   actions    instruments    inspected 
for    proper    valve    alignment    found    In   correct    position   Review 
of    instrument    callbr    data   ongoing 

VANDEWftLLE,  D    J          Consumers    Power    Co         83/04/21         KEPPLER. J   0 
Hogion   3-     Office    Of    Director         2pp          1B469   295         24X 
Flche    50-235.  83/05/O3,  8303170293 

B303040033   IE   Info    Notice    B3-29,     "Fuel    Binding   Caused    by    Fu«l    Rack 
Deformation    "    Svc    list    encl 

JORDAN, C  L        Division   of  Emargency    Preparedness    i.   Engineering 
Response    (Post    B30103)          83/O3/O6  Consolidated    Edison    Co       Of    Niti 

York,      Inc         113pp  I8»H3   24B         24X   Fiche    30-000,  B3/03/Oii,  8303010033 

030S190179  Forward*    IE   Imp   flept   50-253/B3-OB   on   93032B-29 
No    nontomp 1 iance    noted 

LITTLE,  H   S         Region    3,     Office    of    Director         B3/03/06         DEWITT.Ft.B. 
Consumers    Power    Co         2pp          1B302   211         24X    Fiche    30-233,83/03/06. 
6303190173 

— BSQSI'JOIBS    IE    Insp    Rapt     30-2S3/B3-OB   on   B30320f29   No    noncomp  ll*nc» 
noted  Major    areas    inspected    support    structure    evaluations    h 
analysis    for    safety    injection  &  refueling   water    tank 
KEATINOiD   E    ,     DANIELSON.D   H         Region    3,     Office    of    Director 
B3/O3/OS         3pp  18302213         24X    Fiche    30-233,  B3/03/06.  B30319017S 

0305340020  Forward!    IE   In»p    Rapt    90-S55/B3-09  on   830406-08  t    11-12  No 
ncncompl lance    noted 

PAfERIELLO.C    J         Region    3,     Office    of    Director         83/03/09 
DEWI1T.R    B         Consumers    Power    Co         2pp          18349    OlA         84X 
FichB    SO-2SS,  83/03/O9,  B303240030 

— B305240026    IE    Insp    Rept    30-233/83-09    on    B3040i-OB    tt    11-12    No 
nancompliance   noted   Major    areas    inspected   radiation 
protection   program,  including    qualifications,  audits, radiation 
protection   procedures    &  status    of    TNI    action    items 
LQVENDAUE,  P   C    ,     OREflER.L  B        Region   3,    Office    of    Director 
B3/03/09         Bpp  18349    01B         24X    Fichu    3O-233, 83/03/O9, 830S2400BO. 

3303040034    IE   Info    Notice    83-30,     "Misapplication    of    Generic    Emergency 
Operating   Procedural    IEOP)    OuidBKnui    "   Svc    list    encl 
JORDAN.E  U        Division   of    Emergency    Preparedness   Si  Enoineerinu 
Response    (Post   B3O1O3)         B3/05/11  Consolidated    Edison   Co      of    N*u 

York,      Inc         lllpp  1B924   003         24X    Fiche    30-OOO,  83/03/1 1,  H303040O34. 

3303200300  Respond*    to   B302IB    Itr    providing    responses    to   B21209 
regulatory    effectiveness    review  rapt    as   result    of    83032B- 
O401    safeguards    Inap    DHtePmina tions    from  B3O401    safeguards 
Insp    Ifited 

CRUTCHFIELD,  D         Operating    Reactors    Branch    5         83/03/12 
VANDEWALLE,  D   J         Consumers    Power    Co         2pp          1B340    S(7         24X 
Ficht    30-233,  S3/O3/12-  B303200200 

B30B240032   Forwards     IE    Insp    Rept    50-2SS/83-10   on    B3O401-30   No 
noncompl  lance    noted 

SHAPES, WD  Raglan  3,  Office  of  Director  83/03/17  DEWITT.R  B 
Consumers  Power  Co  2pp  1B549  113  24K  Fiche  3O-233,  B3/03/17j 
9303240032 

--B30324O037    IE    Inup    Rept    30-233/83-10   on   030401-30   No   noncomp 1 ianc » 
noted  Major    areas    inspected   LERsr IE   but letins, operational 
safety,  turv«l  llanca,malnt,  receipt    of   new    fuel    &    previous 
imp     findings 

JOROENSEN,  D    L    .     HELLER, J   K    ,     DOVD, D   C         Region    3,     Office    of 
Director         B3/03/13         7pp          IB349    117         S4X    Ficna    3O-233,  B3/OB/17, 
8305240032 


-8309200347    IE   In»p    Rept   SO-a55/B3-O6  on   630301-31    NoncompH  ance    noted 
f»ilum    to    follow    Instrumint  alarm  apgrabtnty    curve  1 L  lance, 
t»st   proredu/e 

JOROENBEN-B   L    ,    HELLER,  J   K.    ,     BOYD,  D   C         Region    3,     Office.     Of 
Director         83/04/88        &pp          10317    HO         24X   Fiche    50-235. 83/03 /O3, 
B305200239 


B3032403&7  Ac k   receipt    of    B30404    Itr    Informing   NRC    of    cnangas    in    iteps 
taken    to  correct    violations   noted    In    IE    Insp   Rept 
30-2.35/82-13  Changes    examined    during    IE    Insp   Rapt 
SO-233/G3-IO  &    acceptable 

BHAFERiW  D       Region    3,    Office   of   Director        83/05/17        DEWITTiR.B 
Con turners   Power  Co         Ip         18374  OOB        24X   Flche    SO-2S3,  B3/03/17. 
B3D3E4O3&7 
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— 6309240371    Amend)    response    to    NRC    B20B33    1  tr    re   violation!   noted    In    IE 
Inlp    Rept    30-293/B2-I3   Corrective    actions    Surveillance    Tett 
MO-24   changed    from    1    uk    after    startup    to    prior    to   primary 
coolant    temp    of   323  F 
JOHNSON.  H,  0         Consumers    Power    Co         B3/04/O4         KGPPLER,  J   0         Region 


3,     Office    of    Director 
93/03/17,  B303240367 


3pp 


OO9         24X   Flthe    SO-233, 


6303240013   Suppli    S2O603    response    to     IE    [nsp    Rapt    90-293/02-O3    Initial 
responsibility    for    communications    to    offslte  monitoring    team 
uill    be    Kept   at    technical    support    ctr    until    emergency 
operation*    facility    activated 

JOHNSON,  D    D         Consumer*    Power    Co         83/OS/I8         KEPPLEH.  J   0        Region    3. 
Office    of    Director          IP          1B349    1S4         24X   Fiche    30-253.83/03/10, 
9303240043 

8303040040    IE    Info   Notice    83-31.     "Error    in   ADLPIPE  Computer  Prooram   " 
Svc    Hit    end 

JORDAN.  E  L        Division    of    Emergency    Preparedness    fc  Engineering 
Response    (Pout   B3O1Q3)         B3/05/I-7  Consolidated   Edison  Co      of  NSUJ 

Yori,     Inc          llflpp          18697   OO?         24X    Flche    30-000. B3/O9/19, 9303010040 


83Q5O3Q135  Telecopy    RO   on    6304^5.  two   safety    injection    tanks    inoperable 
Caused    tig    1  o<u    lavel    !j    routine    testing    Tank    leval   restored 
KRtCH.R   n         Consumeri    Poiuor   Co         03/04/26  Ftsgion   3.     Office    of 

Director          1|>          16306    331         24X    Flche    30-353.83/04/26,8303030135 

8303100378   Forwards    LER    93-023/01T-0 

JOHNSON,  0    D         Consumers    Poiuer   Co         83/04X27         KEPPLER,  J   0         Region    3, 
Office    of    Director          lp  1B37S   224         2flX    Flche    SO-33S. B3/O1/27, 

8303100379 

— S3O3-100394    LER    B3-023/OIT-0   on    B30413,  tl  ur  jng     routine    sampling    of    safety 
Injection    tank    D.tant     level    fell    boloy   Teen.    Spec     limit   of 
1S6    Inches    Caused    by     delayed    fill    operations    wfinn     tow    Haul 
alarm  received    for    cooling   water 

*      Coniumers    Pouer    Co         B3/04/27  Region    3.    Office    of    Director 

If          16370    233         SIX    Fichs    50-233,03/04/27,0303100378 

830310Q39A   Forwards    LER    83-OM/01T-O 

JOHNSON, B    D         Consumers    Pouier    Co         B3/04/S7         KEPPLER.  J   0         Region    3. 
Offlc*    of    Director          lp  16377   336        34X    Flcfie    30-293.  B3/04/27, 

63051Q0396 


B303040016    IE    Info   Notice    83-33,     "Nonrepresentative   Sampling    of 
Contaminated   Oil    "    Svc    list    encl 

JORDAN,  £  L        Dlvicion   of   Emergency   Preparedness    &   Engineering 
Reiponie    (Post   8301O3)         B3/03/26  Consolidated   Edison  Co      of  N»iu 

Vork,     Inc          Hipp          16647   OO7         24X    Plena    30-000,  83/03/26.  B30304Q046 

R     Periodic    operating    reports    &   related    correspondence 

B30923027O   "Activs    Hod    Projec  t«,  Operating    PWR,  19B2   " 

*     Con*umer»   Pouer    Co        82/12/31         4pp         18376  332        24X 
Flchi    90-000,82/12/31,  B303H30270 

B305100076  Forwards    "Annual    Environ  Operating   Hept,17B2   " 

JDKNSDN.  D   0        Coniumers    Pouer   Co        83/04/27        KEPPLER,  J  0        Region   3> 
Office   of   Director         lp         18377    116        S4X   Fiche    30-23S,  83/01/27, 
0309  100076 


—  B3091000B3    "Annual    Environ  Operating    Rept.  17B2    " 

*      Contumer*   Pouier    Co        B3/04/27        6pp         1B377    117 
Fiche   BO-3S3,  B3/04/27.  B305100076 


— B303100403    LCfl    B3-01 4/01 T-O   on   330309,  uj/saf  e  ty     injection    tanli    D    (SIT) 
inoperable    due    to    routine   evolutl  an,  sec  and    GIT  be cams 
Inoperable1    due    to    loui    level    Caused    bu,     leakage:    past    fill    & 
drain    valve    oai    BIT    D   unile   draining   SIT    D   for    sampling 
*      Consumers   Power    Co         83/04/27  Region    3,    Office    of    Director 

lp          10377    396         24X    Fiche    30-333,  03/04/37.  83091003?*. 

8309060477  Provides    update    to   corrective  actions    re   safety    injection 
refueling   mater    tan*    support    structure   a iscrepanc la  * 
reported    In    LER   B3-04    Tank    design    fli    planned    for    1985 
[•(fueling    outage   Quarter  It/    inups   mill    continue 

vAMDKWrit-L£r&    J         Conii"nera    Pouier    Co         B3/O4/38         KEPPLER,  J   0         Region 
3,     Office   of    Director         2pp        1B31B    129        24X   Fiche    50-293,  B3/04/SB, 
8303060-177 

B303100S30   Updated   RO  63-06    avaluatian   of    discrepancies    be  tune n   ai- 
iiiiilt   &    actual    design    of    safotij    Injection    refuel  tug    water 
tank    support    structure    Indicated    sufficient    capacity    to 
re*il-t    loadings    Schedule    For  modi  &  design    review  submitted 
VANDEMALLE.  D    J        Cansumart    Poiuer   Co        B3/0-1/3B        KEPPl-En.JO        Region 
3,    Office    of   Director         2pp        1B410  362        SAX   Flchc    90-233,83/04/25, 
830 5 100250 


8309110396  Foruiards    month lij    operating    rept    for   Apr    19B3 

KENNEDY.  D  hi        Consumer*    Pouer    Co        83/09/09  NftC   -  No   Oetalleil 

Affiliation   given          lp          1B406    190         34X    Fiche    90-239,83/03/03, 
8309110396 


B3030603BB  Forwards    LER    B3-Oa4/01T-0 

JOHNSON,  B    D         Consumari    Pouiar    Co         83/01/29         KEPCLER.J    0         Region    3, 
QffUe    ol    Director         If          18343    134        24K   Fiche    30-259,  O3/04/29. 
830306038B 


— 8309110402  Monthly  operating  rept  for  Apr  1983 
PATER60N,  D  A  Consumer*  Pouier  Co  83/03/09 
84X  FIchB  30-333,  B3/03/09,  8303U0396 


flop,        18406    191 


3309240410    "1988  Radiological    Environ   Monitoring   Rept    (Addl    Info)." 
revised   Table*    RSD-E-Q3A  b  RBD-3-03D 

JOHNSON,  B   D        Coniumers   Power   Co        83/03/18        KEPPLER,  J  0        Region   3, 
Office  Of   Director        4pp         1B973  397        24  X   Fiche    30-293, 83/03/18, 
8303240410 

B     Hiportsbl*    occurrences.    LER  a    ti   related    correspondence 

83030201 3S  Forward t   LER   83-023/01 T~0 

JOHNBON.fl   D        Consumers    Pouer    Co        83/04/31        KEPPLEH,  J  0,       Region  3, 
Office   of   Director,       lp         13378,214        21X   Fiche   30-339,83/04/81, 
6303030139 

--8309020143  UEfi   B3-022/O1T-0   on   B30411 ,  ««mp le    from  T-B2D   safety 
injection    tank    showed    boron    concentration    beloui  Tech   Bptc 
limit  Caused    bu,   minor    leat    past    loop    check    valve  &    i«fetv 
injection    t*nk    chick    v«lve    or    fill    !<   drain   valve. 
«     Coniumer*   Power  Co       83/04/ai  Region  3,    Office   of   Director, 

lp.       1B278  213        24X  Fiche'  30-233,  83/04/21,  830S02013B 

8309020173  Foru»rd»    LER    B3-021/O3L-0 

JOHNSON,  BD        ConiomBrt   Power   Co        83/04/S1        KEPPLER,  J,  0        Regions, 
Office   of   Director.        lp.       18284   066        24X   Fled*    SO-233,  B3/04/21, 
B3090S0173 

— 8305020179  LER   B3-021/03L-0' on   B303i2Ai  lamp le    from   nfetu,    injection    tank 
D  ihouied    boron    concentration    baloui    1.720   ppm  Tech   Spec 
limit,  Cautid    bu    minor    le'Rage    past    loop    check   Vfllv*   (•   nfttij 
Injection   tank   chick   valva   or   fill   t>  drain  valvi. 
•     Con*uuiBrs  Pouer  Co       B3/04/21  Region  3,    Offie«   of   Director 

lp        1Q2B4-067        24K   Flctie,  SO-E33,  B3/04/21.  8303020173 

G309030642  Telecopy    RO:  on   B30423,  »«fetg    Injection    tank    Inoperable    ifu* 
to  routine    sampling   Additionally, another    tank    became 
inoperable    dut    to    lou    level 

JtRICHrR  M,       Consumer*    Pouer    Co        B3/04/23  Reolon  3.    Offie*   of 

t>ir»rtor        lp.       18303   284        24X  Flchi'30-233,B3/01/29.8303030fi42 


— 83030A0393   LER    03-O24/OIT-0   on  030423,  «a  f&ty    injection    tanki    T-82G   (• 
T-G2D   became    Inoperable    due    to    loui   lev«l    &   routine 
evolution,  renpec  tivoly    Canted    by    leakage    past    fill    &   if  rain 
valve    Fill    &    drain   valves   will    be    inspected 

*  Consumers   fpuier    Co         B3/01/39  Region    3,     Office    of   plrector 
lp         18343    181        SIX    Fiche   BO-233,  B3/01/S1?,  830S06O3S9 

830310030-fa   Telecopy    RO   on   830129,  sample    from  T-BSD    (safety    Injection 
tank    D)    shouted    boron    concentration   belou    Tech   Hpec    limit 
While    attempting    to    increase   boron    level, addl    safety 
injsetlon    of   T-B2B    occurred    T-83D  *.  T-32D    restored 
KRICH.F1    M        Consumers    Poutr   Co        83/09/02  Reolon   3,     Office   of 

Director          lp  IS371     1S6         24X   Fiche    90-233,  B3/09/C«2,  B30310D30i 

B3O3130HO  Foruiards   LER    03-026/01T-0 

JOHN90N,  D   0        Coniiwierl    Power  Co        B3/OS/0?        KEPPLER,  J    0       flegion   3, 
Office   op    Director         lp         1B140  043        24X  FlchB    50-233,83/09/09. 
8303130140 

— 8305130145  LER   83-026/01T-O   on  B3042B,  tamp  1  e    from  T-92D    (safety    tank    [» 
thaued    baron    concentration  beloui  Tech   Spec    limit  Caused    by 
boron   dilution    dun    tt>   minor    leakage   past    loop    check    valve 
Primary    coolant    leak    rate   monitored 

*  Con-sumBrs    Power  Co         33/03/09  Region   3,     Office    of   Director 
lp         1B440'O4.«        S4X    FltJie   30-239,  B3/03/O-J,  B3O91301  40 

8303130209  Forwards  LER    B3-027/OIT-0 

JOHNSONrB    D        Coniumeri    Pow»r  Co        83/03/O9        KEPPLER,  J  O        Oegton    3, 
Offlcs  of   Director,       lp         1B440  069       24X  Flerta-  90-235,  B3/05/09, 
6303 1 30303 

— B303I302I4   LER    a3-027/OlT-0    on   B3042B, u/»aFe tu    injection    tank    0  T-82O 
inoptrable, tank  T-HSB    batame    inoperable    duo    to    low    J»v»l 
Cauitd    by    l«atag*    past    Fill   b  drain   valve    on    tank   B    Fill    b 
drain   valvei    to   be    inspected   !<  repaired 

»      Co-naumers   pouer   Co         33/03/09  fiejlo"   3'     Olflci    of   Director 

lp,        19440' 07O        24*   Ffch*    90-233,83/09/09.3305130303 

8303130833   Forward*    LER    B3-035/03L-0 

JDWNBDN, B   D.       CorMumerl    Power  Co        83/03/0?        KEPPLER,  J   0        Region   3, 
Office;    of    Director         IP         1B439  927        24X    Fich«    30-233,83/03/09, 
0303130223 
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— 9305130230   LER   B3-025/03L-0   on    830410:  samp  1  ?    from    T-BSc     ahau*d    baron 
concentration    beloiu  TecK   Spec    limit    or    1720  ppm   Caused    by 
minor    le-aksge    past    loop    check    valve    l>    SIT    check    valve 
Primary    coolant    leak   rate   being    closely   monitored 

•      Consumers   Pouer  Co        B3/05/O9  Region  3.    Office    of   Director 

Ip         10*39   3S8         SIX   Fiche    50-255.,  &3/05/09.  8303130223 

6303240011    LER    B3-038/03L-O   on    830415, level    of    safety     injection    tanl    D 
reached   Tech   Spec    limit    of    193   Inch*!    Caused    by   minor 
leakage   past    loop    check    valve    Leak    rate    being   close  1 ^ 
monitored    valves    will    o*     Inspected    H/B30311     I  tr 

JOHNSON, B    D         Consumers    Pouer    Co         83/O5/ 1 1         KEPFLEH.J    0         Region    3, 
Office   of    Director         2jp          16549   036         H4X    Flche    30-2SS,  83/03/1 1, 
93033400 U 


6303110-034   generic    Ltr    83-21    to  all    licensees    of    operating    reactors, 
applicants    For    PL*    i   holders   of   CPs    re    clarification    of 
access    to    control    procedures    for    lau   enforcement    visits 
Svc    list    e  n  c ] 

EISENHUT.  D    O         Owition    of    Licensing         83/03/11  Cantol  Idatvd 

Edfse-n    Co       of    NIHJ    Yai-k,      Inc         t6pp  1B340   093         34X 

Fiche    30-OQO,  S3/05/I1,  B3O31 10034 

83G5260177    Informs    of    MRC    (f«t*rmlnati  on    that    onsite    &    offsfte 
tnergancii    preparedness    adequate  &   emergency    plans    upgraded 
far    NUJ1EO-O737,  Item     III    A   2    1 

VA3SALLO,  D    D          Operating    Reactor*    Branch    Z         B3/03/1B         PARRia.H   0 
Tennessee  Valley    Authority        3pp         1B648    107        24 X 
Fiche    30-239,  B3/OS/10,  a30>52e0177 


B30520O407    Ack    receipt    nf    B3Q42B-    1 tr    providing    updated     info    re    RO 
B3-06  It.  proposed    schedule    For   nods    to    safety    injection 
refueling    ualer    tank    support    structure    per   FSftR   ft   ACI    code 
Remadial    tiorV    to    be   completed    during    19B3   refueling    outage 
SPE89flHD,R   L         Region   3,     Office    of    Director         83/03/17 
VANDEHALLE.  D   J         Cansumtrs   Power   Co         2pp          19318    12O         24X 
Fiche    30-255,  83/OS/17,  B3032OO'l&7 


PNQ-1 1 1-B3-039    on   830333,  util     employee    entered    protected 
area    through   open  fr  unirmnltored    entrance    to   receive   whole 
body    count    Individual    escorted    out    of    area   Region     IIT    mill 
investigate 

CREED. J    ,     UIHD.O         Reo-ion   3.     Office    of    Director         83/O5/23          Ip 
IB&39    139         Sax   Flche    50-233,  83/O3/23,  B30S270I 32 

B3Q3310160   LER   83--030/01T-0   on    630309,  sample    from   safety     injection    tank 
T-B3D   sliaued    baron    concentration   baloiii   Tech    Spec    5  (mi  6 
Caused   by    minor    leakage    past    loop   check   valve   !•   safety 
injiction    tank   check    or    fill    t   drain  valve   U/ 330323    lEr 

f,     JDHNSOM, B    D         Consumers    Power    Co.        83/05/23        KEPPLEH. J   0         Riylon 
3,    Qffics    of  Director        ?pp         1B652  333        S4X  Fiche    50-2SB,  83/09/23- 
9309310143 

B305310197   LER    B3-031 COST-0   on   BJ0309,  u/saf  etu     injection    tank.    <9m    D 
1T-S2D)    inaperabla    due   to   routine    eve luttoni »icond   BIT 
(T-S20)    became    inoperable    due    to    ioui    level   Cjuiod   bu    £aakjg<e 
pdit    fill    &  drain    valve    on   SIT   B   W/93G323    Itr 

JOHNSON.D    0         Consumers   Power   Co         H3/05/S3         KEPPLEft,  J   0         Region   3, 
Office   of   Director        2pp         1B63B    13i        24X  Fiche   30-233. 83/05/33, 
S303310J97 

B30&31020S   LEd    B3-O39/03L-0    an   830123. safety     injection    tan*    D    reached 
Tech    Spec    limit    of     193    Inches    Caused    by    minor     leakage    p^t 
loop    chect    valve  Primary    coolant    leal    rate   being   (nonltored 
Tank   restored    to    normal    range  W/830323   ttr 

JGIINSON^D    D         Consumers   Pouar   Co         83/03/23         KEPPLER,  J   O         Region    3, 
Office    of    Director         2pp          IB631    031          34X   Ficfte    SO-233.  B3/O3/23, 


J      Insurance    b    Indtmnitu    Information 


B303160003   FDTU.rdt    Endorseminti    iS   &    34    to    NELIA   Policy    HF-lfB    S.   MAELU 
Policy   MF-<b6,  respectively 

PUCK,  J   FI         Marsh    i.   McLennan.     Inc         33/03/03         BALTZMAN,  J         Altlltant 
Director    for    Statn   &   Llceniee  Relationi        3pp         18436  099        24K 
FichO    5O-259,  B3/05/O3, 8303160005 

P      Opt  rat  ing    license    itags    documents    It    correspondence 

930S04073O    Dlscus*«s   AEOD/E309,     "Potential    (or   Hater   Hammer    Dimagt 
During   Reitart    o*    HHR    Pump»    at   0WR   Nuclear   Pouer    Plants    " 
Riconimendatloni    provided    do   not   eitend    beyond    procedural 
devilopment    fc    operator    auareneii 

H£LTEHEB,C    J         Director's    Office         Q3/O4/22         EISENHUT,  D         Dlviilon 
a'   Lfcinting         SPEIS. T         Bivliion   of    Safety    Technology         Ip 
16329   067         S4X    Fitrhe     30-259,  B3/04/22,  B30S040730 

— S3D3040737   Forujandi    AEOD/E309,     "Patantial    for   Mater   Hammer    During 
Restart    of   RHM   Pump*    •*    BUR  Nucleor   Pouer   PUnts    " 
RUBINiS        Rtittor   Op»r«tloni   Analuili   Branch         83/04/21 
BEVFBIT,K  V        Rutctar   Opfr»tlon*    An*lyfi*   Branch         Ip         1B403  319 
S4t   Flch»    50-25f,  B3/O4/22,  830S04O730 

--830SO-40743    "Potential    far   Witer  Hammer   During    Restart    o*   RHR   Pump*    it 
BUR   Wutlmr    Pobur    Plint*,"   AEOD   anpintfrlng    evaluation 
r«jit 

RUSIN.B,    LAMIK.ff       Director '»  Oft  ice       S3/O4/30       29pp, 
JB32B  0&9        24X    Fieh  (,  30-299,  03/04/22,  B30B040730 

B305040-911    Application    /or    imtnd    to  Licini**    DPR-33,  DPR-3B  b   DPR -40 
reviling    ttat-trf    t*ol»tion    logic    for    Croup    7    i*ol*tion   valvts 
to   rifleet    actual    logic. 

MILLB.L  M        T«nnaiitt   Valley   Authority        B3/04/2B        DENTON.  H  R, 
Offic*   of   Nuclear   fltaetor   Regulation'    Director        2pp         18322, 03S 
B4X  Fiche    9O-S59.  03/04/23,  S30B040S1 1 


DOCKET    BO-23?    BHawtJB    FEflRV   NUCLEAR    POWER    STflTIOH,     UNIT    1 
F      Security,    medlcdl,     emerg&ncy   J.    Firg   protection  plans 


— 3303040317   Proposed    chanjes    to   Tech    Sp«c»   reviling    *tated    iiolatlon 
logic    far   Qrflup    7    liolatlon   vtlvtt    to   reflict   actual    logic 
•      T«nne*se«    VaJleij    Authority        83/04/BB        3pp         1832B  040        24X 
Flihe    30-239, 83/O1/SB, 03030ao311 


B303090I91    Discusaei     IE   BBCurltij     Insp   K*pt*    50-257/B3-47,  30~»i.O/B2-47   (. 
30- 29S/B2-47    on   821220   &    Foruiardi    notice    of   violation    t. 
proposed    Imposition  of   civil    penalty   Ends  withheld    (ref 
10-CFH3   790) 

D'REILLYjJ   P         Region   2.     Office    of    Director         B3/01/13         PARRI8.H   O 
Tennessee   Vatleu    Authority        3pp         IB3&3   119        24X 
FichE   30-259.  83/OI/13.  B3O5090I91 


B303020435  OBnerie    Ltr    B3-1?   to   all    pouier   reactor   *c    testing    llcinsevs 
PB   new    procedures    for    providing    public    notice    concerning 
HiuancD    of    amends    to   OLi    Svc    list    encl 

EiSENHUT.D   0          Dlvliion    of    Licensing;         B3/03/OS  Consolidated 

Edlsor,    Co       of    Meu    York.      Inc         SOpp  1B441     I2O         24X 

Flche    30-000,  83/03/02,  S30S020435 


8303040&BB  Releaies    public    version    of   revised   ereergencij    plan 
{nplimaiit  I  ng    proc  edures 

FELTON.J  H         Dlvliion    of    Rules    *n<S   Records         S3/04/2£  Document 

Management    9ranch          Ip          IBSH1!   006         SAX   Fiche    50-239,83/04/26. 
B303040&2B 


B303090659   Oeneric    Ltr    S3-SO   to  all    operating    reactor    llctnfee*    h 
holders    of   CP«    re    inteerated    schedifling    for    imp  lemantation 
of   plant   mods   Svc     ll»t    sncl 

EISENHUr.D  0         Division    of   Licensino        B3/03/09  Consolldittd 

Edtson    Co      of   New   Vorki     Inc         16pp         18627    133        24X 
FlchB    50-000,83/03/09,8303090639 


— B309040633   Foriuards    public    version  of    revised    emergency    plan 
implementing   procedures. I ne  lud i ng   Procedure    1P-2  re 
notification   of    unusual    event, IP-3  re   aEert  &   IP~4    re    site 
area  emergency 

HAMMER. D  3  Tennessee  Valley  Authority  83/03/21  DENTON,  H  fi 
OfFEce  of  Nuclear  Reactor  Regulation,  Director  Ip  1B329  007 
24X  Flche  5O-2S9,  83/04/26,  B303O4063B 


S3091SOQ43   Advlsei    that    action    required    ay    Amends    86,83  fc   37    to 
Licenses    DPB-33,  DPR-33   fe   DPR-6B,  respect  ive  ly    t-  Ooneric 
Ltr   83-07    complete. based    on   util    negotiating    u/DOE   re 
riiipoidl    of    high    level    waste 

VASSALLD,  D    B          Operating    Reactors    Branch    2         83/O5/09         PARRIS,  HO 
Tennessee    Valley    Authority        2pp         18306  OiS        24X 
Fiehe    30-239,  83/05/09, 


— S3Q3Q4063S   Public    version    of   revised    emergency    plan    implementing 
p-racadUTB.  Including   Procedure    IP-are   notification   of 
unusual    event,  IP-3  re   alert  !.    IP-4  r«    site  area-   emergency 
*      T*an«Esee   Valley    Authority         03/03/03        84 np          18339   003        24X 
Flche   50-239,  63/04/26,6303040*28 

B303i00234  Rtquestl    that  Figures   B   5-48  &   B  3-13B    be   removed    from 
updated  fSttH   £<   destroyed   It  replaciif  u/encl    pag«s    since 
figures    contain    Info   claiilfled   Ji    safeguards    info   per 
10CFR73 

.MILLS,!.   H         TBnn«ii»fl   Vallf«   AuthOPltu.        03/05/04,        DENTDN.  H   R 
Office   of   Nuclear   Reactor   Regulation,    Director        3pp         16373   31,1, 
24X  Fiche,  30-839.  83/03/04.,  8303100S34 


8305130003    Advises    that    plant-unique    analysis    for   mods    per   Hart    1 
containment    program    ujiSl    be    submitted    In   Dec    1983,  In 
response    Co    MRC    830439   request 

HILLS.L   M        Tennessee    Valley   Authority        83/03/10        DEN TON,  H  R 
Qffics    of   Nuclear   Reactor    Regulation,     Director         Ip         18437-008        24X 
Fichu    30-35-7,  83/O3/IO,  8303130003 

B303230136   Foruarils    r«ftue«t    for   addl    tnfo    re   NURES-0737,  Item    II,  K  3  SB. 
"Qimllf ication    of   ADS   Accumulators    "    Info   requested    within 
43    if  ays 

VASSALLO,  D  D         Dparating    Reactors    Branch    2        03/03/11        PARRI9.H  0. 
Tennessee   Vallo^    Authorltu        3pp         18396  B04        24X 
Fiche;  30-239,  B3/O3/11,  6305230136 
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830526019''   Forwards    safety    evaluation    re    BUR   Oiuners   Group    response    to 
NUREG-0737,  Item    II    K   3   49,     "Depressur lat ion    U/Other    Than 
Automatic    Depressurlifltton    Sys    "    Action    complete 

VA8SALLD.  D   B         Operating    Reactors    Dranch    3         03/03/1B        PARR  IS,  H   O 
Tennessee    Valley    Authority          2pp          18648   O99         24X 
Fiche    30-259.  B3/03/1B,  B305260I87 

8303230473   Forwards     info    re    status    of    environ    qualification   of 
equipment    per    10CKR3O  49<g)    Qualification    status    table, 
•chadula    for    qualifying    deficient    equipment    &    addl 
jultlf icatlon    for    continued    operation    encl 

HAMMER. D    8         Tennessee    Valley    Authority         83/03/20         DENTON, H    R 
Q-fflc*    of    Nuclear    Reactor    Regulation,     Director         94 pp         18383     11O 
24X    Flche    50-239,93/03/20,0303290473 


~ B3D327O206   Advises    that    neu.    full    compliance    data    of    830901    required 
to    complete     review   of    procedures ,  pr  epgration    of    reva    6. 
Issuance    of    revised    Instruction!     in    i  esoonse    to    IE    Insp 
Roots     30-359/32~16,30-260/B2-l6   !.    50-296/82-16 

MILLS, L    H         Tennessee    Valley    Authority          B3/04/01          O'REILLV.J   P 
Region    2,     Office    of    Director         Ip  1B637    171          24X 

Fiche    50-259,83/04/07,8303370202 


S3O327Oi42    Ack    i-acBipt    of    B30316    Itr     informing    NRC    of    steps    taken     tc 
correct    violations    noted    in    IE    Insp    Repts    30-23V/83-O2. 
50-360/83-02    I,    30-294/83-02 

VERftELLI.D   M          Division    of    Project    &•    Resident   Programs         83/O4/O7 
PARRIS.H    0         Tonneasee    Valley    Authority  Ip         13*62     132         24* 

Ficho    50-35-7,83/04/07,8305270642 


930S2&0372   Requests    remittance    of    balance    due    for    reviou   of   Q209H1 
application    to   amend    Drowns    Terry    1    Tech    Specs    re   Cycle   3 
MCPR   values   b  820623  application   re    physical    security    plan 
ch-angai    for   Sequoyah    1    (.   2 

MILLER-W  0        License   Fee   Management    Branch        93/O3/30        PrtRRIS,  H   0 
Tinnt»«s    Valley    Authority          2pp          18647   2H4         S4X 
Fithe- 80-000,  B3/OS/20,  B303S60373 


-8305270*33   Responds    to   NRC    330210    Itr    re-    violations    noted    in     IE    Insp 
Repta    50-239/83-02,90-260/83-02   t.     3O-296/B3-02    Corrective 
actions    radlochemical     lab    manual     Procedure    72S    III    3    1    ulll 
be    revised 

MILtS.L   M         Tennessee    Valley    authority         83/03/16         Q'REILLY.J   P 
Reg  £OH    2,     Office    of   Director         3pp  1S662    133         24X 

Fiche    30-239,  83/04/07,8303270642 


B30327Q021    Notifies    that    util    ulll    submit    schedule    for   performing    modi 
to  Mark    I    containment    drymel  1/uetuel  1    vacuum   breakers    once 
calculations    complete   tt   mods    Identified,  in    response    to 
Online    Ltr    B3-OB 

HILLSrL  M        Tennessee   Valley    Authority        83/OS/23        DENTDN.  H  K. 
Of  -flee    of   Nuclear    Reactor   Regulation,     Director         Ip         1863B  313        24X 
Fit*  •:  30-209,  83/03/23.  030S27OO21 

B30S27OO30   Foruards    response     to    830316    request    to    document    compliance 
ui/aceoptance    criteria    t<    schedule    for   NUREQ-0737:  I  tern 
II   K    3    13.     "Separate   HPCI    &   RCIC    Initiation   Levels    " 
Criteria   ulll    bo    met 

KIU.9.L  M        Tennessee   Valley    Authority        83/03/24        DENTON,  H  R 
Otfica    of    Nuclear   Reactor   Regulation,     Director        Spp        1863B  306 
S4X    Flcho    30-239i  83/05/24,  B3D3270030 


In»psctlon   reports!     IE  Bulletins    &    correspondence 


Dl»Cu»ieB    IE   Security     Insp    Repts    30-339/82-17,  30-260/BS-47   (< 
BO-Z9ci/a2-47   on   821220  &    forwards    notice    of   violation  (. 
propos*d    impoiltion   of   civil    penalty    Encls   withhold    (ref 
10CFH2  790) 

O'REIU-YiJ  P        Region   S,     Office    of   Director        03/01/13       PARRIS.  H    0, 
rann«*»n*   V*lUy    Authority         3pp         1B3£>3    119        24X 
Fleh*    30-239,83/01/13,0303090191 

8309370171    Advlix    that    full    compliance    In    response    to   violation    noted 
In    IE     In«P    FtEptl    30-236/82-33,30-260/83-33   (.   30-296/83-33 
ulll    ba   delayed    until    830301 

MILLS,  L  M        Tennessee   Valley    Authority        B3/01/3B        O'REILLY.J   P 
Region  2,    Office    of   Director         Ip         18638  071        21X 
Flcfl*    30-239,83/01/28,8303270171 

8309270177  Forwards   330111    reiponie    to    notice    of   violation   &  proposed 
ifflpa*J  tlon    op    civil    penalty    erroneously    submittad    to   JP 

tt'RelllU   W/o    encl 

rtlLLB,  L  H        Tanneliee    valley    Authority        83/O2/1O        DEVOUMO,  R  C 
Dlreetar's    Office,    Office    of    Inspection   and    Enforcement        Ip 
1B637'362         24X   Flche    30-239,83/02/10,3303270177 

B2  12060393   IE    Info   Notice   B3-14,     "DBuatni-ud    Spent    Ion  Enchange  Reiln 
Slficap  tlbll  tty    to   Clothermlc    Chemical    Reaction    "   Bvc.    list 
tncl. 

TAYLOR,  J  M        Divliion    of    Safeguards   d    Inspection  Programs    (Post 
630103)        03/03/21  Consolidated    Edison   Co      of   Neu  York,     Inc 

18300    319         24  X   Flche    30-000,  H3/O3/H1.  8B120603B3 


-B30S27O(.38   Forwards    IE    Insp    Repts    3O-239/S3-03. 3O-36O/B3-02   R 
30-294i/B3-02    on    830117-18   t.   notice     of    violation 

VEffHEU_!,D   M         Division    of   Project    &    Resident    Programs         83/03/10 
PitRniSjH   0          Tennessee   Valley    Autriorlti)         2pp          13662    136         24X 
Flche    50-29V,  03/04/07,  83052706')3 


0303S70314  Forwards    IE    Insp    Fiepts    30-239/83-06.  30-260/83-06  t, 
SO-296/83-06   on   B30214-19   No    noncomp  1  lance    noted 

VEIWBLL1.D  M        Division   of    Project   t   Resident   Program*        83/03/30 
PARRIS.H  0.       T«nne*see   Valley    Authority        Spp         18646   103        24  X 
Flehi:  90-239,  83/03/30,  8303270314 

—  -B30S270S26    IE    Insp    Rept»    30-359/83-06,30-260/03-06  h  SO-B?6/83-06   on 
930214-19  No   noncompll  Jnce    noted   Major    areas    inspected 
witnessing    primary    containment    Integrated    leak    rate    test  ti 
ravieu  of   procedure,  preparation'  performance   b  results 
HHHTENER.H  L   ,     JAPEi  F        H»glon   2-    Office    of   Olr»ctor        83/03/2B 
flpp-        18616    1B4         S4X    Flche    30-339,83/03/30,8303270514 

8309370202  Concurs    ui/utll    830401    rcquevt    for    eit*nslon   of    commitment 
d*l»i    for   responding    to   violations    noted    In    IE    Insp   Repti 
SO-ZS9/aa-16,  30-340/82-16   «.    30-29A/B2-16    until    830901 
LEUIS'R  C        Dtvlsion   of  Project   fc  Resident   Programs        83/04/07- 
PARRIS.rl  0        Tanneiiee   Valley    Authority         Ip         10637    170        24X 
Fit  ho:  30-239,  B3/04/07,  8303S70S02 


-8309270661    Notice    of   violation    fron 
»      Rug  ion   2,     Office   of   Director 
Fie  ho    5G-S39,  83/04/07,  B30S270642 


Insp     on    B30117-18 

03/O2/10         Ip          IB662    13B         H1X 


— 8303270666    IE     Inap    Repts    50-239/B3-O2,  SO-S60/93-O2   i.    50-296/B3-O2    on 
B3011.7-1B  rloncompllance    noted    failure    to   use  3-liter    sample 
of    RHR    svc    mater    inflarinelll    beaker    for    isotopic   analgals 
COLLtNS.T   R     ,     DARR,K   P         Heglon    2,     Office    of    Director         33/02/10 
Spp  I&662     139        24X   Fiche    30-239,  S3/O4/07, 830327O643 

B3O3270653    Acfc    receipt   of  830401    Itr    InFormtnj   NHC    of    atejia    taken    to 
correct    violations   noted    In    IE    Imp    Hepts    30-239/62-415, 
30-260/32-44   !.    30-396/02-44 

VERRELL1.D   M         Division   of  Project   *    Resident  Programs        S3/Q4/13 
PARFH3,  H  0        Tennessee   Valley   Authority         Ip        18643   30!         S4X 
Flche     30-aS9.a3/04/13,a303270633 

— B3032706tO  Responds    to  NRC   830233   Itr    ro    violations   noted    In    IE    Imp 
RoptS    50-259/82-44,  30-26O/B2-44   &    90-296/83-44    Corrective 
actions,    interim   criteria    for   removal    of    waste    all   & 
mi  sc  el  lanoous    uastos    from  regulated    areas   developed 
MILLS,  L    M          Tennessee    Valley    Authortty          83/04/01         •O'flEILLYjJ   P 
RtHlon   2,    Office    of   Director        Spp         IB'643  202        21X 
FithB    50-339,83/04/13,8303270633 

— B303270664   Forwards    IE    Insp   Repts   30-399/02-44,50-260/82-44   (- 
30-296/BS-44    on   821113-19  tc  notice    of    violation 
Q'HEIU-Y,J   P         Region   2,     Office    of    Director         83/02/23 
PARRES.H   0          Tennessee   Valley    Authority         2pp          18643    2D7         34X 
Fltha    50-239,83/04/13,8303270633 

— B30gS7Ofie>3  Motice   of   violation   from    (nap    on  02U1S-19 

*       Region    S,     Office    of    Director         83/02/23        Hop          1S6.4S   209         24X 
Flthe    SO-H39,  B3/04/13.B303270633 

— B30327O66B    IE     Insp    Rept»    30-239/83-44,30-260/83-44   &    30-296/B2-44    on 
021113-19  Noncompllance   noted    licensee    transferred    licensed 
matl    to    unauthorized   recipients  h    dlspoaed   of   matl    by 
unapproved    meant 

DEBS.  0    T   ,     HARR.K  P        Region  2,    Office    of   Director        B2/12/23 
7np,        1B643   211         34X   Flche    30-239,33/01/13,8305270633 

33O3040O21    IE    Info  Notice  83-31,    "Defective    Emergency   LMe    Respirator    " 
Svc    llf-t    encl 

JORDAN,  E  L        Division  of  Emergency    Preparedness   &   Engineering 
Responie    (Poit   330103)        83/04/13  Consolidated   Edison   Co      of    Neu 

York,      In=          IS6pp         10433    13S        24X    Fich«    30-000,  E3/O4/1 5r  8303040021 

9303270366   Forwards    IE    In«p   R«pt»    50-3S9/B3-13,  30-260/B3-I3   i   50-296/ 
03-13    on   83O329-30  No   noncomp  1  lanca    noted    Major   areas 
Inspectnd    procedures,  representative:    records  &  observation* 
of    demons tr atari    ultrasonic   methodotngv    w/&    snc! 

VERRELLIiD  H         Division  of   Project   &    Resident  Program*        H3/Q4/19 
PARRIS.H  0        Tennessee  Valley   Authority         3pP        IB641    3B6        24K 
Flche    30-339,83/04/19,8303370266 

9303040023    IE    Info  Notice  83-22,     "BWfl   Baf e ty/Rel kttt    Valve    Failuras    " 
Svc    Hit    end 

JORDAN,  E  L        Division  of  Emergency   Preparedness    &   Engineering 
Rssponse.     <Fo«t    6301031,      83/04/22  Consolidated   Edison  Co      of   New 

York.     Inc         MHpP        IB3B3  089       S4K   Fiche    30-OOOr  B3/O4/22, 8303040023 
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DOCKETED  fTEMS 


B  30  3  030625  Forwards   addl    Info    re-  masonry   wall    per    IE   Bulletin   30-11, 
In    respotHe    to    NRC   030129    I  tr    Results    at   las  11    d  I  splac*jn»nt 
analysis    ulll    be    submitted    by    B3071  5-  H/three    overs-  in 
drawings.  Aperture   cards    are    in   PDFt 

HH-LS,  L   M         Tennitsee   V*lleu    Authority         B3/04/22         DEHTON.H    R 
Office   of   Nuclear   Reactor   Regulation,     Di  etc  tor        7p  p         13303   001 
B4X    Flefie    50-339,  83/04/32.  S305Q30623 

—6303030631    Rsv   2    to   BFN-30-D7O?,     "Detailed    DUtgn    Criteria    for 
(devaluation  Criteria    For  Maionry   Hall*    " 

*      Tenneisre   Valley   Authority          62/0-3/36         162pp          1B303   O09         24K 
FUhe    30-399,  83/04/32,  9303Q30&25 

3305270-910  Forward!    IE    tnsp    Repls    3D-2B9/B3-08,  90-a60/B3-OB   t 
3Q-296/B3-OB    on   830337-31    Wo   nontonipl  iance    noterf  ' 

VERRELLf.  0   h         Division    of    Project    i>   Resident   Program         S3/04/22 
PARRIS.H  0        Tennemee   V*  1  1  ey   Authority        3pp         1S646   063        24* 
FIChe    50-259,93/04/22.8303370310 

--9303370S2S    IE    Insp    Ripts    30-239/03-08,50-260/03-08   4    SO-396/93-OS    on 
S3O320-31   Mo    noneomp  1  lance    noted    Major  -areas    Inspected   mgt 
!•  administrative   contra  Is.  i  tatus    rpvieu   of   radiological 
trwirfln   monitoring    program   fc   Insp    of  monitoring    stations 
CUNNINGHAM.*   L   ,     MONTGOMERY,  D   M         Region    2,     Office    of    Director 
83/04/20         iff          1  Si  4  i   067         34X    Flefie    30-359.83/04/23,8303270310 

8303  04  00  25    IE   Info   Notice   93-23,     "Inoperable   Cc-ntai  nmant  Atmosphere 
Sensing   By*   "  Svc    Hit    encl 

JDflDANiE  L        Division  of   Emergency   Fraparednets   &    Engineering 
Response    (Post  S301O3)        33/04/23  Consul  i  (fated    Ellison  Co      of  New 

Yort,     Inc          l(9pp          18381     Sit         24X   Fiche    50-000,  B3/04/E3.  8303040033 


IE   Info  Notice  63-21,     "Laos*   parts    In   Secondary    Side    of 
Steam  Generator*   at   PHRs    "    Svc    lltt   end 

JORDANiE  L        Dtv.lslon   °*  Emergency    Preparedness    J-  Enjlneering 
Rasponie    (Pott    B301O3K       Q3/O4/SQ  ContoHrfated   Ed  lion   Co      of  N«W 

Vorl.     Inc          119pp          I83B2    O47        H4K    Fiche    50-000.  B3/O1/28r  B30304002A 

B303040037   IE   Info  Notlc*   03-35,     "Standby   Oas    Tr«atment    Sys    Heater   High 
Temp   Trip    SetpalnS  Afljustment   "  Svc    llct    end 

JORDAN*  E   L        Divlilon    of  Emergency    Preparedness    (c  Eng  I  nacr  1  i>g 
Response     (Post    330103)         S3/C-4/2B  ConEDlldattd    Ed  lion    Co      Of    Meu 

Yort-      Inc          IJSpp          163BE    163         24X    Plena    90-000.83/04/28,6303040037 

B3030+002B    IE    Inf-o   Notice   B3-2S,     "Failure   of   Safety/Relief   Valve 
Dlicharg*   Line   Vacuum  8reak«r<    "  Svc    list   encl 
JOfiOANrE  L        Division  of   emergency  Preparedness   &   Engineering 
FU-iponte    [Past  83  01  03)        83/O3/03  Consolidated    Edlsan   CD      of  Weu 

York.     Ine        132pp        IB441    170        24X   Fiche   30-000,  83/05/03,  a30304002S 

8303040030   IE    Info  Notice  S3-27,     "Operational   Response    to    Eventi 
Concerning   .Dili  derate  Act*    Directed   rtjairnt  Plant 
Equipment   "   Svc    lilt   enc  1 

JORDAN.  E  L        Division   at  (Traergencu,    Preparndnes*  !>  Engineering 
Rsipatlli    (Poit    B30I03J         03/03/04  ConHOl  I  dated    Ed  lion    Co       o-F    Neu 

Vork.     Inc          112pp.        I83B2   BBS         21  K    Ftche    30-000-  B3/03/04,  B303&40030 

830304003!    JE    Info  Notice   63-28,     "Criteria    for  Protective   Action 
Reeonmindatloni    for  Oeneral    Emerean-c  les    "    Svc    list    encl 
JORDAN.?  L        Division    of   Emtrjencij    Praparffdness   J-  Eti^ineerlng 
Response    (Post    930103)        83/09/04  Consolida  t»d    Ed  1  ton   Ctt      of   Neu 

York.     Inc         119pp         1B44I   001        24X    Flcho    30-000.  33/OB./O4.  B303040031 

0303040033    IE   Info  Motici   83-3^     "puel    Blndinj   Canted    b(|    Fuel    (lacli 
Del  ormBt  ion   "  Eve    list    encl 

JORDAN.  E  U        Dlvlifoii    of    Emeygincy   Preparedness   &  Engineering 
Reiponse    (Pott  8301031-      93/O3/06  Consolidated    Ediion  Co,     of  New 

York.     Inc          U3pp          1BSS3   24B         24  X    Fiche    3O-OOO.  63/O3/O&I  8303010033 

8309270343  Act    receipt   of   B3043I    1  tr    informing   HRC   of    itepi    taken    to 
correct  violBtfoni    noted    In    9E    Imp   Repts   30-239/B3-03. 
SO-SiO/83-O'S   t<    30-296/83-03. 

LEWIBiH  C  DtvHio-n  at  Project  &  Reildent  Programs  H3/OS/0? 
PARfilGiH,  0  Tinn«i*«*  Va  U*g  AUtNorltij  Ip  IBS  42  079  H4X 
Flchi  '  50-339,  83/03/09.  8309270349 

—  8303870335  Reipondi    to  NRC  830316    1  tr    r<    violations    noted    In    IE    Insp 
Repti    SO-B!-7/B3-03i30-840/B3-OB  E.   30-2^6/03-03  Corrective 
*e  t  Ions"  conduf  t  mounting    lupporti    connected    to    conduits   i 
supported   per   General   Cutn-t   Bpec   6-3. 

MILLS,  L  M        T»nnei»ee  ValUg   Autnorlti)        93/04/21        O'REILLY.J  P 
Region  2.    Office  of    Director        4pp         !Si12  OSO        21  X 
Flehe    30-239,  S3/03/O?,  0303270343 

—6303370362  Forverifi    IE    I  Dtp  Aepti   30-359/63-05.  30-260/63-05   k 
90-296/33-03   on  830126-0223  tc  notU*    of  violation 
LEWIS,  R   C        Division   of  Project  *  Resident   Programs        83/03/16. 
P«IR1E,H,  0        Tinnei««e   valley    Authat-lty,       2pp         13642,034.       21X 
FUhe-  30-239,  63/03/09,  8303370343 


--a30B27O3i9  Notice    of   violation    from    inap    on   B3OI36-0229 

»      Region   S,    Office    of    Director        03/03/li        2pp         1B643  036.       24X 
Ftche    30-237,  B3/O3/09,  8303270343 

—  B3Q3S7O3S1     IE    Inap    (tepts    3O-237/B3-03.  SO-260/83-O3   h    30-296/B3-03   on 
S30126-0325  Noncompl  1  ane  e   noted   violation    of    10CFR30.  App    B, 
Criterion    V   in   malnt    area  &    violation    of    Tech    Spec    re 
Surveillance    Inip    2 

PAULK,0  L        Region   2.    Office    of   Director        CrtNTHELL,  F   S        Dlvldon 
of    Project    &  Resident   Programs        83/03/14        8pp         18642   OBB        24X 
fiche    50-239,83/03/09,  9305270343 

9303040034    IE    Info   Notice    93-30.     "Misapplication    of    Oenirlc    Emergency 
Operating    Procedures    (EOP>    Guidelines    "   Svc    list    encl 
JORDAN,  E   L        Divlifon    of    Emergency   Preparedness    If  Engineering 
Response     (Pott   B301O3)          EG/03/  1!  Consolidated    Ed  lion    Co       Of    Meu 

Vor*,     Ine         Hipp         1S334    003        34X  Fiche    30-000.83/08/11,8303040034 

6303040040    IE    Info   Notice    93-31.     "Error    in   ADLPIPE   Computer   Program  • 
3vc    Hit    encl 

JORDAN,  E   L         Division    of   emergency   Preparedness    5-  Engineering 
Response     (Post   83O1O3)          83/03/19  Consolidated    Edison    Co       of    Mew 

Vort.     Inc         114pp,       1G&97    009        24X  Fiche    30-000,83/03/17,8303040040 

B30304004&    IE    Info   Notic*    83-33,     "Nonreprgicntativa   Sampling    of 
Contaminated    Oil    "   Svc    list    enel 

JORDAN,  E  L.       Division   a  t  Emergency   Preparedness    b  Engineering 
Response    (Poet  B301O3)         83/03/26  Consolidated   Edlton   Co.     of  Kew 

Yoi-lr,     Inc          114pj>          18i47   O07         B4X   Fiche    30-000,  83/03/26,  8303040046, 


Reforlable    occurrences,    LERs   &   related    correspondence 

"Cracks   h  Le*k«    In 


B303230'573   Formar<ti    engineering    evaluation   rept, 
Small    Diamet-er  Plpinjl    " 
BHOWW-e   J        Rvactor    dporaGlons    Analyll*   Branch         B3/04/19 
BEYFRIT,K   V        Reactor    Operations  Analuiis    Branch         Ip         1B341    3412 
24X    Fiche     30-000,83/04/19,  S30S230373 

—  B30S230619    "Cracki    i  Lvalii    In  Small    Diameter   Piping,"    engineering 

•valuation    rept    Bmall    pip*    leaks   atsoclated    til/unanticipated 

vibration   problems    require  adctl    supports    or    rerouting    of 

piping 

BROWN,  E    J        Reactor    Operations   Analysis    Branch        83/04/19        9pp 

18341    343         24X    Fiche    50-000,03/04/19.8303230973 

B303030301    Tulecopv   RQ    30-2S9/B3O21    on  830424,130   fuel    bundles    unloaded 
from   core   »t  placed    in    high    density    fuel    storage    ract    in 
spent    fuel    s-turage    pool    not    tested    for    boron    concentration 
Caused    b  Y    Inadequate    procedures 

COFFEY,  J  A        Tennesiee   Valley   Authority        03/O4/23  Region  S. 

Office    of    Director        2pp         18294    168        24X  Fiche    30-339,  83/04/2Sj 
8305030  SO  i. 

B3050S0266   Foruard*   LER    83-02O/01T-0 

OREEM,  H  J        Tenn»»se«    Valley    Authority        83/04/29        O'REILLY-J  P 
Region    S,     Office    Of    CJ  rector          Ip          18338   044         24X 
Fleh.    30-399,  B3/04/S9,  B30303O26* 

—  9303050272  LEfl    B3-030/01T-0   on   B3041B,  line   A,  B,  C    &  D  MBlvs    exceadld 

alle-iuable    leakage   rJtes    Caused    by    deterioration    of  MSIV 
seating    surfaces    during    operation   Valves   ulll    be    repaired 
prior    to    startup    ii  HBIV    Improvement   prosrani    implemented 
HOLDER,  E    T        Tenne»*eB    Valley    Authority        B3/04/29  Region    2, 

Office    op    Director          »pp,         1B338   043         24X   Fiche    30-339,  B3/O4/H9i 
B303030B66 

B30J100DB1    For\amrit   updated    LER  8S-030/03X-1 

OREEN.  K  J        Tennessee    Valleyt    Authority        B3/OS/03        O'REILLY,  J  P. 
Region    3,     Office   of    Director          IP          18377   262         24X 

Fi  Che:  30-239,  83/03/O3.  B30S10OOB1 

—  830.9100033   Updated    LER    S2-030/03X-1    on   B2O306,  during    normal    operntlon. 

OE    error    noted    In    transient   analysis    for   Cycle    5  Caused    by 

procedural    error    Mln    critical    power   ratio    Increased    by    0,02 

(1    AXl.Data    constant*    ulll    be    changed 

LOCHBAUM,  D    A        Tennessee   Valley   Authority,       83/03/03  Region    2. 

Office    o*   Director         3pp         18377  263        S4X   Fiche    30-239,83/03/03, 

B3031OOOB1. 

B3O31OOO12  Forwards   updated   LER  80-049/03X-1 

OREEW.  H  J.        Tennsfssa    Valltg    Authority        B3/03/04.       O'REILLV.JP 
Region   S,     Office   of    Director         Ip         18377.194        21  X 
Flche,  50-2  39.  83/03/04,6303100012 

—  8303100014    Update*   LER   8O-049/03X-1    on  800620,  increase    in    prenur* 

detected    an    shell    side    of   RHR    1-C  HX  Cauted    by    loos*    locking 

ii   Full    nuts    on   floating    h'-ad   due    to    thermul    cycling    fc 

vibration    Locking    tabs    Inntall»d    on   nuti 

HOLBEH-E.  T,        Ttnn«««ffe    Vatley   Authority        83/03/09  Reolon    S' 

Office    of    DiT  actor.       Spp         18377   139        24X   Flehe-  30-239,  83/03/O4. 

B303IO0012 
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8309110335  Forward*    LER  B3-019/O3L-0 

flREEN,  H  J        TenneiMe   Valley   Authority        03/05/06        O'REILLVi    J 
Rtglon    2-     Office    ot    Director          Ip          18406   079         34X 
Fleht    30-239,83/03/06,3305110333 

--B3031 10367  LER   83-019/O3L.-Q   on   830410. smoko    datoctor    X8-39-66XM 
alarmed    due    to    leakage    of   water    into    detector   Source   of 
water   not    determined    Detector   replaced    &   ulll    be   relocated 
to    avoid    leakage 

MURPHVrD        Tnnnejiee   Valley    Authority 
Office    of    Director         Hpp          1B406   080 
6303110339 


83/03/06  Region   3. 

24X   Flche    30-299,  B3/03/06, 


8309130083  Fomiiardi   LER  83-021/01T-O 

CREEM,H  J        Tenninee   Valley    Authority        33/03/06        O'REILLV,  J  P 
Raglan  X<    Office   of    Director         Ip         18436  016        24X 
Flcfi*    30-239.  03/03/06. 8303130QB9 

—  3303130091   LEfi   83-021/01T-0   on    B304S4,  130   fuel    bundle*   unloaded    from 
care    Into    high-den*ity    ipent    fuel    itorag*   rack    (HQSF8R)    did 
not    h*ve   required      poit-installation    boron    te*t   Cauied 
bg    partonnel    failure    to   verify   HDSFSR   acceptability 
WHITBON.D  R        Tenne**ee   Valley    Authority        B3/09/O6  Rtgion    S. 

Df*IC«    Of    Dll-fCtor         3pp          10436   017         24X   Flche    90-299.  B 3/09/06, 
B30S 130083 


S3O3110034   Oonerie    Ltr    83-21    to    all     llceniaes    of    operating    reactor*, 
applicant!    for    DLs    &    holders    ot    CPi    ra    clarification    of 
accet*    to   control    procedures    For    lain    e-nforcsnunt   vliltt 
Svc    Hit    ant  1 

EISENHUT, D  0        Division    of   Licensing         83/03/11  Coniol I  date* 

Edlion   Co      of    New   Vor  k ,     Inc         l&pji          18510  093        24  K 
FicJiB    30-000,93/03/11,0309110034 

B30926O177    Inform!    of   NHC    determination    that  onsite  b    of**ite 
•  mar-geney    preparedneci    adequate   &    emergency   plant   upgraded 
per    NUREO-0737,  Itent    II!    A    2    1 

VA33ALLD.-D   D        Operating    Reacton    Brantfi    2       83/03/13        .PAAR1S,  H   0 
T«nn»««e    Valley    Authority          3pp  I  BAA  3    107         24X 

FUhe    30-359,83/03/13.6303260177 


J      Iniurance   t.    Indemnity    InfoTmatlon 


B303160003   Foruard*    6nidori»m.nti    63    !.    34    tn    NELIA   Polity    NP-l^B   &   MAELU 
Pulley    «F-6iii  rsaped  1 1  vel  ij 

DUCK,  J   R         Marih    &   McLennan.     Inc          33/03/03        BALTIMAN,  J         Anlitant 
Dlrectot-    for   Btate  &  Llcfnme    ReUtiona         3pp         18456   039        24X 
FlCh*    50-339,  B3/05/03, B3O316000S 


P      Op*ratlng    licenie   itagt    documanti    S.    c arreipundencB 


PND-II-aa-OS?1  tiuo    Interoranular    stren    corrosion  cracks 
•fountf    on  nc Irculatlon    llns    end    cap    u>eld    Cracki    found    during 
Lltraianlc    Imp    per    IE  Dullatiri   B3-O2   Further   wild    Inipi 
Bl*nn*d 

BLWtE.J,  J,  -    BUTCHER,  R   C        Region   S,    Office    of   Director        83/09/16 
]ji          18914' 247         24X    Fiehe    30-239,  B3/03/I6.  B303BOO3BB 

8303^90102  Telecopy    RO   30-239/83024   on   H30317, del Ign   revlfu  of 
fn«rgencu    dieiel    generator    room  ventilation    *gi    capabllitlei 
rlVtalad    dulgn    temp    llralti    of    torn*    electrical    component! 
mul    bl    eiceeded   C*u*ed    by    error    In    h**t    dllllpatlon   data 
COFFEV.O  A,       Tenni««ee    ValUij    Authority        B3/03/1B  Rigion  2, 

Office   of   Director        2pp         189B3  333        Z4X   FUhe   30~299i  B3/03/IB, 
B303Z30402 


83033O03B7    Fornrarifi    Amend   85  to    Llc-enae    OPR~9a,  jaPety    evaluation 
notice    of    Iniuanca    tt  aval  lab  1  1  1  ty    Amend    c*vliol    Tich    Bp*ci 
to    Incorporate    Uniting   cnndltioni    for    operation   during 
•C^cle    3  tt   reflects    procedural    inodi 

CLARK.R   J        Operatins    Reactors    Branch    S        63/03/11        PARBI8,  H  0 
Tant)*«ie*    Valley    Authority        2pp         17733  211        54  X 
Flche    30-260,  B3/O3/U.  8303300397 


Amend    B9    to    Lic«nie    DPR-32,  reviling   Tech   Spec*    to 
incorporate    limiting    condl  tloni    for    operation    ifurinjl    Cycle    3 
b   reflecting    dmign,  -equipment   tt   proc*ifural   modi    mid*   during 
refueling    outage 

VABSALL-O.D  0        Operatlnfl   fiaaetors    Branch    a       S3/03/11         77pp 
1775-3  213        S4X  FUhe    30-860,83/03/11*9303300337 


K     Ontlte   Storage    of   Lou  Level    Malta 


&3Q9030&79  Requeitf   remittance    of    addl    turn   to   complete    payment   of 
900731   t>   1124  amend   application*   to   permit   *tora0e  of   lou 
level   rarfwaite 

HILLERiM  0,       Liceni*   Fee   Management   Dranch        B3/04/22        rllLLB.L 
Tennme*  Valleu  Authority       2p|>.       1B309   193       24 K 

Flche    30-000,  B3/04/B2.  B3O3030679 


-B3033004OI    Bafvtij    evaluation    sgppartlng    Amend   B3    to  Llcenie  DP.R-32 
*      Office   of   Nuclear   Reactor   Regulation.     Director        B3/03/1 1 
I«pp         17733-290        24X   Fiehe    30-260.83/03/11,8303300387 

-8303300409  Notice    of    lnuance    h  availability   at   Amend   89    to  Licence 
DPR-3K 

VABSALLO. D   D        Operating   Reictori    Branch    2       83/03/11        2pP 
17733-  302        24X   Fiche^  3O-2601,  83/03/ 1 1,  B3033003S7 


DOCKET   50-260  BROWNS  FERRY  NUCLEAR  POWER   STATION,    UNIT  2 
F     Security,    medical,     emerjtncv   &    fire    protection   plans 

BM3090191   Di»eu»i-i   IE  Security    Imp   Repti   30-237/82-47,30-860/82-47  fc 
90-276/82-47   on   B212ZO  &    forward!    notice    of   violation  * 
jTopotid    Impoiitlon   of   civil   penalty   Encli   ulthheld   <ref 
1(KFR2.  790), 

C'fiEILLY,J.  P       Region  8,    Office   of  Director       83/01/13       PARRIB.H.0 
Tenneiiee  Valley   Authority.      3pp        1B363   119       24X 
Fleh"'  SO -239,  83/01/13.  B30309O191 

93030-40620  Releaivi    public    veriion    of    rtvlied    emergency    plan 
letplewen-ting    procadurei 

FELTDNiJ  M,      Dlvlilnn  of  Rulei   and  Racord*.      83/04/26  Document 

Hanage««nt  Branch.       Ip         19329  O06        34X  Fich*   90-339, B3/04/26, 
8309040430 


8309040311    Application    for   amend    to    Llc«niei    DPfl-33r  OPR-SS  L  DpR-68 
ravl*lng    itattd    liolatlon    logic    for    Croup    7   liolatlon   valvt* 
to   reflect   actual    logic 

HILLS,  L  M        Ttnna»»ee    Valley    rtuthorUy         B3/04/29        DEMTON,HH 
Office    of    Nuclear    Reactor    Regulation     Director        Bpp         1B325  03B 
24X  Flch*    30-S39,B3/04/20,B30B04031l 

— S303O4Q317  Prapoisil    ehangei    to    Tech    speci   r«vlilna    itateS    liolatlon 
lofllc    for  OroUp    7   iiolatlon   valvei    to    reflect    actual    logic 
*      Tennene*    Valltu   Authnrlty        B3/04/ZB        9pp,       19322-040,       E-4X 
Fle(l«-SO-a3?,S3/04/2B,  B30B0105M 

8309020433   Generic    Ltr   S3-19    to   all    power    reactor   tt   teitlng    llcenio*' 
re    neu   jtrceedurt*    for    providing    public    notice   concerning 
UiuBncB    Of-  amendi    to   OLi   five    lltt    end. 

EiaENKUT.P   0        Divliion    of   Liccnilng         E3/03/OS  Contolldated 

Edlien   Co.     of   Neui   York.     Inc.       30pp         18441  <  120,       Z4X 
Fiche    30-000,63/03/02.8303020433 


--B303040633  Forward*    public    veriion    of    ravl««d    emergency    plan 
implementing   procedure!.  Including   procedure   IP-2  re 
notification  of  unu«ual   *vint,  IP-3  re  alert  t   IP-4  re   ttte 
•re*  iinfrgancu. 

HAMMER,  D.B,  Tenneiie*  V«llay  Authority  83/03/81.  DEN  TON,  H  R 
Offiea  Of  Nuclear  Reactor  Regulation,  Director  Ip.  18329  007 
24X  Flche- 30-839,  83/04/2A,  8303040620 

— aao904<M>39  Public   verilon   of   revli'd   emergency   plan   Implementing 
procedure  including  Procedur*    IP-2  re   notification  of 
unuiual   eventi  IP-3  re  alert  l<   IP-4  re   lite  area   emerg*ncy, 
e     T«nn**tti  Valley   Authority       83/03/03,      B4pp,      18329  OOB,      24X 
Fieh«,  SO-239,  83/04/26,  8309040628, 

8309100234  Hia.ueiti   that  Figure*   B  9-4B  t>  B,  3-13D  be  removed   from 
up  if*  ted   F8AR   S-   deitrou*d   ti   replaced    u/encl    papet    ilnct 
flaur««   contain   info   clattifled  *«   *afeguardi   info   p«r 
IOCFR73. 

MIU.3,1-  N       T*nn*iii»  Valltij  Authority.      83/03/04       DENTDN,  H.  R. 
Office  of  Nuclear  Reactor  Regulation,    Director.      3pp       18373  266 
SMX   Fleh«.  90-237,  63/OS/04,  8303100234 


3303090637  Generic    Ltr   83-SO   to    all    operating    reactor    llcenien    It 
holder*    of  CPi   r>    integrated    cdiedullng    for    ImplBment* t ion 
of    plant   mod*   Svc    Hit    tnc 1 

eiSENHUT,  D  «        Piviuon    of   Llcenilng.       33/03/0?  Conioaidated 

Edlion    Co      of   N*w   York,     Inc         1&PP          19637    193        21X 
FItha:30-OOO,  83/O3/O9. B3D9090&39 

fl3031B0771    Bequeiti    permltilan   for   M   ToKar.Cori  Performance    Branch, to 
Vlltt    «lte    on    B303I2   to   dl*cu*i    B21Q23-11OI    te*t    on   fu*l 
bundle!    Fuel    failuref    famed    by    crud-indiucail    locallled 
corroilon 

7ASBALLO, D. D        Operating   Reactori  Branch    S        B3/O3/09        PARRIB.H  0 
rann»*t*fr   Valley   Authority        2pp         1B5O6   037       S4X 
Flch«    30-260,83/03/09.8309180771 

H3031B&B4S   Arfvltv*    that    action  rvitulred    bv   Amend*  at,  S3  &   37    to 

Llcertie*   DPR -33,  DPR -92  fc  Dpm-68,  reieettively  I.  Oenerlc 

Ltr  33-07   complete, baetd   on   utll    negotiating  u/DOE  re 
dlipotal    of   high    lavel    -luaitt 

VABSALLO.D    B        Operating    Reactor*   Branch    2.  H3/03/09        PARRIBrH  O 

Tinnenee   Valley  Authority.      2pp        18306:016  24 X 
Fieht    30-299iB3/03/09,  B303IB0843 
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B3Q91300O3  Aflvlsss    that    plant-unique   analysis    for   modi    per    Mart    I 
containmBnt   program  ulll    be    submitted    in   Dec    19B3.  In 
response    to  NRC    B30429  request 

HILLS. L   M         Tennessee    valley    AuUoritij         B3/O3/SO         DENT  ON,  H    R 
Office    of    Nuclear   Reactor   Regulation,     Director          lp          1G437   003         24X 
FicNB    SO-259.83/03/10,aJQ5130003 

S305230136   Forwards    ronuest    for    add  1     Info    re    NUREQ-O737,  Item    II    k   3   S3, 
"Qualification   of   ADS   Accumulators    "    Info   requested    ulthln 
43   dau« 

VASSflLLa,  0   D         Operating    Reactors    Branch    a         63/O3/11         PARR  IS,  H   0 
Tennessee    Valley    rtuthoritu         3pp          1H3<?«    201         24X 
FichB    5O-.259,  B3/Q3/11.  B3QS23'(H36 

B30S2S0373  Forwards    info    re    status   of    environ   qualification    of 
equipment    per    10CFR30  47<al    Qualification    jtatua    table-, 
schedule    lor-   qualifying    deficient    equipment   E>  addi 
justification    for    continued   up  a  rat  ion    eiic  1 

KflftMER.  D  S        Tenneiiee   Valley    Authority        93/Q5/2O        DENTOff.HR 
Office    of  Hue  tear    Reactor   Regulation,     Director        91pp         18333    110 
24X   FUhe    SO-259.  83/03/20,  83Q325Q.)73 

9305270021    Notifies    that    utll    ulll    submit    schedule    far   performing   nails 
to  Mark    I    containment    dnjuell/tire  twel  I    vacuum,  breakers    once 
calculations    complete   6  rootfs    identif  letf.  in   response    to 
Qenerlc    Ltr  B3-OB 

rtlLLS.L    M         Tennessee    Valley   Authority         S3/O3/23         OENTON.  H   R 
Office    of   Nuclear  Haactor   Regulation,    Director         lp         18639  313        29X 
Flche    50-339.  03/03/23.0303370021 


— 8303270206  Advises    that    neu    full    compliance    date    of   830901    required 
to    complete    review  of    proc edures. preparation    of    revs    & 
issuance    of    revised    instructions    In    response    to    IE    Imp 
Rept»    3D-2S9/S2-16,  50~260/-B2- 1  i   Si    50-296/82-16 

MILLS.  L   M        Tennessee    Valley   Authority        83/04/01        0 'REILLV- J  P 
Bagion   S,     Office   of   Director         lp         10637    171         24X 
Ficha    30-239,  B3/04/Q7,  B303270202 

B30327O642  Acfc    receipt   of    830316    Hr    informing    NRC    of    steps    taken    to 
eorreet    violations   noted    In    IE    Insp   Repts    30-239/B3-02, 
30-26O/B3-02    tt    30-296/83-02 

vERHELLl.D    M        Division    of   Project  ti  Resident    Program*        B3/Q4/07 
PARRIS.H  0         Tennessee   Valley    Authority         lp         13662    133        24X 
Plena    EQ-25-7,  B3/O4/07,  8303270642 

— 0303370633  Rgiportds    to   NRC   S3O210    Itr   re    violations    noted    in    IE    Imp 
RepSs     30-239/B3-O3,  5O-260/B3-OS   J-    SO-29i/83-02   Corrective 
actloni    ratflochemUal    lab   manual   Procedure    72B    III    2    1    uil  1 1 
be    revised 

M1LUB.L   M         Tenneisee    Valley    Authority         B3/03/16         Q'REILLV.  JP 
Region    2.     Office    of    Director         3pp         18662    133         24X 
Flcne    30-299,83/04/07,3305370642 

—  9305270633   Forwards    IE    Imp    Rapts    SO-259/B3-02,  30-260/B3-02   & 
30-S7i/83-oa    on    B30117-1Q  fe    notice   of   violation 

VBRRELLli  O   M          Division    of    Project    t.   Resident    Pragrams         83/02/10 
PARR  19, H   Q         Tennessee    Vail  ay   Authority        2pp         1B662    136        SAX 
Ffehe    30-339,83/04/07,6305270642 


B3032700GO  Foruarifs   response    to  B3Q3L&   request    to    documtnt    compliance 
u/accep  tancE   criteria   J.   schedule    for   Nl/REG-0737,  Item 
II    K  3    13,     "Separate   HPCI   A   RCIC    Initiation   Levuls    •• 
Criteria    uill    be    met 

MIl.L9,L    (f         Tennessee    Vallsy    fluthorStu         83/OS/24         OENTDM,  H  R 
OfFlca   of   Muc]*ar  Rtfactor  Regulation,    Director        Sop         13638  306 
2-tX    Flche    50-35*,  83/O9/34,  B305270030 


9      Inip*cfcio(i   reports*     IE  Bullgclns 


3303090191    DisEUsaei    IE   Security     Insp    Repts    30-239/82-47,90-260/33-47    !> 
SO-396/BH-47   on  621230   t   Forwards   notice    of  violation   & 
proposed    imposition   of    civil    penalty    Enc  1  s  withheld    (ref 
IOCFB2   7903 

Q'REILLV,J   P         Reclon   2,     OffUs    of    director         B3/O1/13         PARRIS,  M   0 
renneiieu  Valley   Authority        3pp         18363    117        24X 
Flche    30-259,a3/01/13,B3l>3O70191 

6305570171    Advlies    that    Full    compliance    in   reiponie    to   violation   noted 
In    IE    fnsp    BeptS    50-235/02-33,  3O-26O/B2-33   J.   30-276/BS--33 
ulll    be    delated    until    B30301 

MILLS.L   M         Tennesi«»    Va  11  eij    Authority         B3/O1/20         O'REILLY,  J   P 
Jteglon   H.    Office   of    Btrector         lp         19636  O71        24X 
Flche    50-259,33/01/29,8305270171 


--8303370661    Notice    of   violation    from   insp    on   S30117-19 

*      R«glon    2r     Office   of    Director        83/02/10         lp         IB662    138        24X 
FlchB    30-339,33/01/07,8303270642 

—3303370666    IE    ln»p    fiepti    30-23 9/83-OS,  SO-260/B3-OH   &    30-296/83-02   on 
B30117-1B   Noncompllanca    noted    failure    to    use    3-liter    sample 
of    RHR    svc    mater    In   Marinelll    beaker   far    iio topic    analuiii 
COLLINS,  T    R    ,     BARR.  K   P         Region    2,     Oftlio    of    Director         83/02/10 
3pp          1B663    139         34X   Flche.  30-239,  B3/04/07,  S30327064S 

630327O653    Aek    receipt    of   Q3040I    Itr    Informing    NRC    of    steps    tut  in    to 
correct    violations    noted     in    IE    In*p    Reptc    30-2S9/B2-44, 
30-2AO/B2-44    fc    30-276/B2-41 

VE'RRELUI.D   M        Division   of   Project   &  Resident   Programs        33/04/13 
PARRI3,  H   0        Tanntnee  Valley    Authority         lp         1S643  201         24 X 
Fich«    30-239,  83/04/13, B303B706S3 

— B30327066O  Respondi    to  NHC  830323    Itr   re    violations   noted    In    IE    Imp 
ReptS    30-23<?/S2-44.  30-260/82-44  I,   30-396/02-44,  Corrective 
actions    interim    criteria    for    removal    of   uaite    all    b 
mlscrlldneQu*    uaitei    from   regulated   areas    developed 
MILL  9,  L    M        Tonnesse*   Valley    Authority        B3/O4/01        O'REILLY.JP 
Renic-n   2,     Office    af   Director        3pp        18643  S02        24X 
FUhe    5Q-2S9J  93/O4/13,  B30S27O633 


3305370177    Forwards   830111    reipor-se    to    notice    of   violation   &  fropoted 
Imposition   of    civil    penalty    arronenusly    submitted    to   JP 
Q'Rellly    M/o   end 

W1LL8,L   M        Tennessee    Valley    Authority        B3/02/10        DEYQUNa.R   C 
Dirtctor'i    Office,    Office    of    Inspection    and   Enforcement.       lp 
!Bi37   3i2         24X    Fich«    50-239.  B3/03/1O,  B3032701  77 

9313040303    IE    Info   Notice   B3-14,     "D^uatereff   Spent    Ion   Exchange   Rat  in 
Butcvptlb 1 1  i ty    to   Exothermic    Chemical    Reaction    "   Svc    list 
•nil 

TAVLORrJ  M        Division    of  Safsguardt    (•   Inspection  Programs    CPost 
B30103)         63/03/21  Consolidated    Edimn  Co      c-f   Nevi   York.     Inc 

112pp,        16303   319         JMJt    Ftch*    30-OOO,  83/O3/21.  BZ120AO3B3 

830S27O51A    ForuartH     IE    Imp    Rapts    30-259/63-06,  30-?60/83-06    8. 
30-29&/33-0&   an    630314-1?   No   noncorap 1  lance    nfltetf 

VERRELLI.D  M        Division    of  Project   t,  Resident  Programs        83/O3/30 
PARRIB,  H  O        Tennen.ee   Valley   Author  itij        2pp         18646    182        54X 
Flchit    30-239.  B3/03/30.  B3093703I  4 

— B303S7-032&    IE    Fnsp    Repts    30-239/33-OA,  SO-HAO/83--OA   t    3O-29A/B3-06    on 
030214-19. N»  nonconpllance   ntitB-d   Major   anal    intpected 
ultnesilng    primary    containment    Integrated    leafc   rate    test   & 
ravliu    of   procedurti  preparation,  perfor^anft    ti  remits 
HHITENER.HL    ,    JAPE,  F        Region    a,    Office   of    Director        63/03/23 
Bpp          10446,194         2-4X   Flthn   30-239,  S3/03/30,  B3O327O51* 

B30M7030S  Concurs    u/utll    B30401    requvit    far   eitentlon   af    commitment 
dates    for    responding    to  violations    noted    Cn    IE    Insp    Reatt 
3O-S39/fi2-16i  30-26Q/S2-16   E"    50-296/82-16    Until    B30*?O1 
LEUtS.R,  C.       Division   of   Project  *  Resident  Programs        S3/04/07 
PARRIS.H   O        Tennessee   Valley    Authority         tp.       1B637    170        S4X 
Flcht   30-259-83/04/07,8303270202 


—9308270661   Forwards     IE    In*p    Repts    90-259/83-44,30-260/82-44    t. 
30-296/B2-44    on   B21113-19  t,    notiee   of   violation 
O'FtEILLV.J   P.        Reflion   2.     Office    Of    Director         03/02/23, 
fARRIS.H   O         Tennessee    Vallev    Authority         2pp          1B643    207         24X 
Fiche    50-&59.B3/O4/13ia3OS270633 

—B305270669   No tics    of   violation    from    insp    on   82111S-19 

•*       Region    2,     Office    of    Director         B3/02/23         2pp          1B643   209         24K 
Flche    50-ES9,  83/04/13, B3O527O633 

—  B303370*6B    IE    In*p    R*pt»    3O-a59/82-44i  30-260/BH-44   t.    3O-a?6/B2-44    on 
SB1113-19  NoncompllancB    noted    licensee    transferred    licen*ed 
matl    to    unauthor  t  led    recipients   li   disposed    of   matl    by 
unapprovad    means 

DEBS, 8, T   ,     3ARR.K  P        Region   2.    Office    of    Director        92/12/23 
7pp          18643    211          24X   Fiche    3O~239r B3/04/I3,  83O327O6S3 

9303040021     IE    Info    Notice   63-21,     "Defectivo    Emergency    Us>    Respirator    " 
Svc    Hit    encl 

JORDAN, E  L.       Division   of  Emergency   Preparedness    &  Engineering 
Ritponiff     {Post    S301O3)         83/04/13  Consolidated    Ed i ion    Co      of   N«U 

York,      Inc  126pp.         18433    133         24X    Fiche    3O-OOO,  fl3/04/13, 0303O40OH1 

330527026*  Forward*    JE    Insp    Repts    50-259/83-13,50-260/93-13  t>   30-296/ 
B3-13   on    830329-30  No   noncomp  1  iance    noted   Major    areas 
Intpectetf    pro endures, repre i entatlve   records   h   obiervatloni 
of    ilemonafra ted    ultrasonic    methodology    U/o    «ncl 

vERRELLI,D   H         D-ivision   of    Project  %  Resident   Programs        B3/04/19 
PARfiia.H   O         Tennatsee   valley   Authority        3pp         10641    326.       24X 
Flcht    30-359, B3/04/19.B30327036&, 

B3U304O023     IE    Info    Notice    83-22,     "BUR    Saf  atu/Rel  ief    valve    Failure;*     " 
Svc    Hit    »nci 

•JORDAN.  E   L,        Division    of  Emergency    Preparadness    &   Engln**rlng 
Response    (Post    B301O3)        33/04/22  Consolidated    Edison   Co      of   W»w 

Yort*     Ine          H2pp          183B3  O39        24X  Flche    50-000,93/04/22,0303040023 
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830S0306231  Forward*    addl    Info   re   masonry   uall    per    IE  Bulletin   80-lii 
In    re*pons»    to  NRC    B3012B    Itr   Remits    of    uall    displacement 
•  nil!/*'-*    will    be    submitted    by    330719  W/three   overt  lie 
drawing*    Aperture    cards   art    in    PDft 

MILLfl.  L.  M         Tennessee    Valley    Authority         93/04/22         DENTOM,  H   R 
QfflC«    Of    Nuclear    Reactor    Regulation,     Director         Tpp          1B3O3   001 
S4X   Flehf    90-259.03/04/22,8303030623 

— 3303030631    Rev  2   to  DFN-30- 0709.     "Detallod   Design   Crltorla    For 
Reevaluat  Ion  Criteria    far   Ma»onry    Walla    " 

*       Tennemee    Valley    Authority         B2/O3/S6         162pp          18303    009         24X 
Fiche    30-B39.  B3/Q4/2S.  S303030623 

B30927031Q    Forwards    IE    Insp    Rept*    3O-239/B3-OB, 30-260/93-03  & 
30-S9*/B3-QB    on    B3 0329 -31     Na    noneomp 1 1 anc e    noted 

VEBRELLI.D    M         Division    of    Project    !,   Resident   Programs         B3/04/H2 
PAflfilfl'M  0         Tennessee    valley   Authority        2pp         18646  Oi3        24X 
Flche    50-239.  B3/04/22,  030527031O 

—B3QX7Q5S9    IE    Insp    Repts    SO-237/B3-OB- 30-260/93-08    t,   30-396/B3-Q6   on 
B3032B-31    No   noncomp 1  lance    noted   Major    araas    Inspected    mg  t 
&  administrative    control  a,  status    review   of    radiological 
environ   monitoring    program  &    in*p    of   monitoring    itatlons 
CUNNINSHAM. A,  L    ,     MONTGOMERY,  D   M         Region    2,     Office    of    Director 
83/04/20.        3pp          1B64A   067         24X   Flche    30-239,  B3/04/22,  B3032709IO 

B303040033-    IE    Info  Notice   B3-23,     "Inoperable   Containment   Atmosphere 
Sensing    Sy«, "   Bvc    tlst    encl 

JORDANi  E   L         Division   of   Emergency   Preparedness    fc  Engineering 
Response    (Pout   030103)         B3/Q4/23  ConiolldatBd   Edison    Co      of    Neu 

Vorki     Jne  U9pp          1B3B1    391         24X    Fiehe    30-OOO.  B3/04/23.  0303040023 

93Q3040-QS6    IE    Info  Notice    83-24,     "Loose   Parti    in  Secondary    Sid*   at 
Btean  Oe-rcerators   «t   PURs.    "    Bvc    list    encl 

JORDAHi  E   L         Division   of  Emergency   Preparedness    t>  Engineering 
R»*pon»"    CPoit   030103)         83/04/29  Cflnsol  iifat«d    Edison   Co.    at  MBU 

Yorlii      Inc  llSpp          1B3B2   O47         24X   F(  cfte,  30-000.  B3/04/2S.  3303040026 


—  B30327036S    Hatica    of    violation    from    insp    on    B3O126-0223 

*      flegion    2.     Office    of    Dlrsctor         B3/03/li         3pp          Ifl642    096         a4J( 
Flche    30-339,33/09/09,9303270349 

—  830527O391     IE    Imp    Rapt*    3O-S3'J/e3-O5,  30-240/83-05   t    30-376/83-05   on 

B30126-0235   Noncomp  t  lane  e    not  erf    violation    of     10CFR3O.App    B, 

•Criterion   V    in    malnt   area    i    violation    of    Tech    Spec    re 

Survei  llance    Insp   2 

PAULK,  8   L         Region    2.     Office    of    Director         CANTREt-L,  F    S         Division 

of    Project    l<   Resident    Programs         93/O3/14         Bpp          1  B64S    OBB         24X 

Ftche    30-239,  B3/OS/09,  630327034S 

8303O40Q34    IE    InPo   Notice   B3-3O,     "Mi  'app  1  icat  ion    of    Seneric    Emergent  ij 
Operating    Pro  cud  urea    (EOF)    Guidelines    "    Svc    list    encl 
JQRDAN,E    U         Division    of   Emergency    Praparedneas    6    Engineering 
Keiponse     (Post    B3(71O3)         83/O3/1I  Consolidated    Edison    Co       of   Neta 

Vark.     Int          Hipp          1B521   003         24X    Fiche    3O-000.  B3/03/1  1  ,  0303O4O034 

8303040040    IE    Info   Notice    B3-31.     "Error    In   ADLPIPE  Computer   Program   " 
Svc    Hit    entl 

JORDAN:  E  U        Division    of   EmergeTicy   PropareiJnes  g    &  Engineering 
Retponse    (Post    B30IO3)         B3/03/17  ConooHdated    Edison  Co      of    Men 

York*     Inc          1  14pp          18677   009         24X   Flche    90-OOO,  03/05/  19,  0303040040 

9303040046    IE   Info   Notice    63-33,     "Monrepreaenta  t  1  ve   Sampling    of 
Contaminated  Oil    "    Svc    Hit    encl 

JORDAN.  C  L        Division   of   Emergency   Prg-parerfnais.    t<   Engineering 
ftispn-niB     (Post    8301O31          83/O3/56  Com  ol  Idalad    Edison   Co      of    Neui 

Yoffci      Ini          llJJpp          1B647   007         Z4X   Ficfie    SO-000,  83/03/34,  S3O304O04i 


3     Reportahl*    occurrancea.    LERs    &  related    cori-eajiondBnc  e 


B30303023B  Forwards    LEfl    83-011/O3L-& 

OREEN.II  d        Tennessee    Valley   Authority        83/Ofl/SB        O'REILLY,  J  P 
Region    3,     Office    of    Director         Hpp          16337    299         24X 
Fl  Che:  30-2&0.  33/O4/28,  H30&OS0238 


IE    Info  Notice    B3-2S,     "Standby    Oas   Treatment    By*    Heater   High 
Tamp   Trip    Satpotnt    Adjuitmunt    "    Svc    list    end 
JORDAN,  E  L         Division   of   Emergency    Preparednen    t>  Engineering 
Reiponta    (Post   B30103)         B3/04/28  Consolidated   Edlton    CD      of   W*u 

York,     Inc.        llBpp         IB38S    Ii5        24X   Fiche    30-000,  B3/04/20.  0303030027 

3303040023    IE    Info   Notice    83-36,     "Failure    of   BafatiJ/Rellef   Vilve 
Discharge    Line  Vacuum  Breakers    "   Svc    list    encl, 
JQRD/W.  E  L         Division   of  Emergincg    Preparadneis    Si  Engineering 
Rtlponia     (Post    830103)         S3J/03/O3  Cotliol  Idated    Edison    Co      at    Neu 

V-orkr     inc.        ISSff         1B441    170        24X   Flche    50-000,03/05/03.6303010039 

8303040030    IE    Info   Notice    83-27.     "Operational   Response    to   Event* 
Concerning    Deliberate  Act*    Directed   Against  Plant 
Equlpn-tnt    "    Bvc    list    encl 

JORDAN<E  L         Dlvlalon   of  Emergency    PrepareiJnBSS    t>  Engln»»r  ing 
Reip-onie    (Post   B301O3)        S3/OS/04  Cnnial  1  dated  Ed  it  on  Co      of  Neu 

Vorl.     Inc         112pp         18302  SB3        24X  Fiehe    30-000,  B3/OS/04-  B30304003O 

5303040031    IE    Info  Notice    B3-2B,     "Criteria    For   Protective    Action 
Reeommendnt  ions    for    Qen'ral    Emergencies    "    Svc    lilt   end. 
JORVANiE  L         Division   of    Emergency   Preparedness    6  Engineering 
RlMAonaa    (Po»t   B301O3),       B3/03/04  Consol  1  ijatdd   Ediion  Co      of    Hew 

Vork.     IOC  I19pp          1B441'O01         24  K    Flchl    50-000,03/03/04-8303040031 


—  B303090243  LER   B3-014/O3L-0   on   B30330  aLr    operator    on   main    steam  relief 
V4.1V4   PCW-1-10O   found    at*embled    incorrectlv   Caused    bij 
•failure    to    fallow   reauemhlij    procedures   Valve    repaired    b 
Insp    procedure    clarified 

HOLDER,  E  T        Tennessee   Valley    Authority         B3/04/3B  Jlogion   S. 

Office    of   Director        2pp         1S337    300        24X   Fiche    30-360,03/04/38, 


6303100031    roruards    LEft    B3-013/OGL-0 

OREEM.H  J        Tennessee   Valley   Authority        B3/03/04        D'AEILLV.J  P 
Heglan  S,    Office   of   Director         lp         18377    144        34X 
Flche    30-a 


—  B303IOOO3S,  LER  B3-O19/O3L-0  on  fi3040i,  lirywel  I  pressure  suiltch 
3-PS-A4*97A  found  operatln?  above  Tech  Spec  limit  Caused  try 
setpolnt  drift  Static  O-rlng  null  tch,  Model  12N-Aftfl,  recallbr- 
teited  5,  returned  to  ivc 

BASSiO   W        TsnnesiEe   Vallfly    Authority        83/O3/04  Heglon  B, 

Pfflce    of    Director         3pp          IQ377    143         24  K    Fiche    9Q-SAO.  B3/O3/04, 
B3051O0031 


B3051002B5   Forwards    LER    D3-016/03L-O 

OREEN.H  J        Tennessee   Valley    Authority        33/03/04        D'HEILLY'd  P 
Region   S,     Office    of    Director          lp          18371    243         2-1  X 
Flche.  30-2M),  B3/Q3/O4,  B303100'aB3 


0303040033    IE    Info   Notice    83-29,     "Fual    Binding    Caused    by   Fuel    Rack 
Deformation."   BVC    list  end, 

JORDAMi  E-  L         Division   of    Emergency   Preparedneti   *  Engineering 
fteipmise    (Post  S301O3)       B3/03/O6,          Consolidated  Edison  Co     of   H*UJ 
Vorl,     Inc.        113pp         19323.243        S4X   Fichu    30-000,83/03/06.8303040033, 

8303276349   Ach    receipt    of   830421    Itr    Informinj   NRC    of    stefi    taken    to 
correct   vlol-atloni    noted    In    IE    Insp   Rep  t*    30-289/83-03, 
50-840/03-03    t.   30-29i/83-03 

LEHIB.R  C.  Division  of  Project  (c  Resident  Programs.  B3/O9/O9 
PARRJB.H  0  Tennes.ee  l/jlliy  Auithorltg.  lp-  1B64B  079  H4X 
Flcha.  30-839,  B3/03/0?,B30387034S 


~S3031OOa9»   LER  B3-016/03L-0.  pn   830406,  drywell    prnssurit    siultcftes 
2-P5-A1-3BD,  SH   1    tc  S    fo.und    to    oparate   at    getting    exceeding 
T«ch    Spec    limit   Cau»eiJ    by    setpolnt   drlPt    Static   O-rln^ 
*wltch    1BN-AA4   recallbr 

BASS,  O  V        Tennessee   Valteij    Authority        B3/05/04  Region  S, 

Pfflce   of    Qlr«ctor        3pp         10371    244        B4X  Fiche   30-S60i  B3/03/04, 
93031  0026  5 

S30313013I    Foruardi    LER    B3-O17/03L-O 

OfiEEN-M  J        Tennssse*    Valletf   Authority        B3/03/05        O'REILLV.J  P 
Region    2i     Office    of    Director          lp          1B437   2O3         34X 
Flche    30-260,  93/03/03,0305130131 


—6309270399   He  i  pond  «    to  NRC  B303i6    Itr   ro   violations    noted    In    IE   Irttp 
R*pti    SO-aS?/83-09,  SO-260/B3-03  (.  30-2?<b/03-OS  Corrtetlve 
•  etloni:  conduit  mounting    support*    connected    to    conduits    l> 
lupfmrted    per  Oeneral    Const   Bpec    0-3 

MILL8,  L  H         Tennessee  Valley   Authority.       83/04/81        O'REILLY,  J  P 
ft.glon  S,    Office  of  Director       4pp        19642  OBO       24  X 
Flch«!  SO-2B9,  U3/03/07,  B30S270343 


—  B303130I41    LEn   B3-017/O3L-0   on   030409-  hifarofl  en   analyiar   B,  H3AN-76-104 
ifeclarad    Inapcrnhl*    due    to   receipt    of    loas-of  ~f  low    light 
76-38  CauieiT   bij    moisture    collecting    In   sample    llnei    Linen 
blouin    doun   b  dried   Koliturs   collection   devices    to   be    added« 
LITTLE,  0  V        TeiinBS5«e   Valley    Authority        B3/OS/03  Reglc-n   HJ 

afflce    of  Director        Epp         18437   S03        34X   Flche,  SO-340,  33/03/OB. 
S30S130131 


— B3O5270362   Forwards    IE   Insp    flepts    30-239/Ba-OSi  BO-aAO/83-OB   t< 
SO-atA/Sa~OS   on  BSOlSi-OSas  t,  notice  or  violation 
LEWIS, R  C        Division  of  Project  &  Resident  Program.      B3VO3/16 
PARRIS,H,«        Tennestei   Valley    Authority        Spp,       1B642'  004        S4X 
Flehf:  BO-239,  03/03/09.  B303870343, 


B305170330   Forwards    LEfl    B3-02O/O3L-0 

OREEM.H  J        Tennessee   Vall*i/    Authority        93/O5/09        D'REILLY.JP 
Region   C,    Office    of    Director         If         10463    141         34X 
Flehe    30-260.83/03/0^6303170330 
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—  9303170340  LEU   93-030/03L-0   on   B3(H1O.  during    pnuer   maneuvers    for 

reclrculatlon    tyi    t'ttlng.  calculatad    R    factor    ua9    leis    than 

R    letpoint    for   2  h    43  mlnutei   Caused    bij   pausr    pealing    rfufr    to 

lenon    transients    from  previous    power    change* 

H1MD.M  D        Tsnnas»«»  Vallej   Authority        83/O5/09  Region   S. 

Of  ties    af   Director         2pp          19463    142         24X   Flchft    30-240,  B3/03/O9, 

830M  70330 

8303E00420  ForimriJi   LER    83-OIB/03L-O 

QR£EN,H   J        Tennessee    Valley    Authority         93/03/11          O'HEH.LV,J    P 
Regl-on    3,     Office    of    Director          ID          IBS  17    19?         34X 
FichB    30-260,S3/Q3/11'B3033'00420 

—  8303200426   LER    B3-OIS/03L-0    on   830413rcor»   mai    fraction    O*    critical 

paiu»r   determined   tJiat   inin   critical    power   ratio   exceeded 

Caused    by   wlthdraual    at   deep    control    rod*   Control    rods 

inserted    to  reduce    cor*  xin    fraction   of    critical    power 

STILES,  H        Tennettve    Valley    Authority         93/05/11  Region   S, 

Oftiti    of  Director        2pp         19317    160        a«  Fiche    30-360,  B3/O3/1  1  , 

B30320Q-420 

Q3032002BB   Forward*    LER    B3-019/03L-0 

GREEM'H   J         Tenneitee   Vjllcg    Authority         03/09/12         Q'REILLY.J   P 
Region  2,    QFflee    of   Director         Ip         1B31A  267        S4X 
Flche   30~2iO,  93/05/12,  B3Q33002Sa 

—  8303200300   LER   83-017/031-0   on    930413,  u/utitt    at   72   9X   power    returning 

to  rated  power-  ca  leula  ted  R  factor  IRIS  than  R  setpolnt  for 

4  h  44  nlnjtn  Caused  M  local  posier  peaking  Setting 

adjuited 

NdvE.E   D         Tinncliei    Vj  11  *y    Authority         B3/U3/JJ?  Rtglon    a. 

Office   of    Director         2pp          IBM*.   269         24X    Fiche    3Q-3&O.  B3/O9/1S, 


03O52503S7  LE»  93-021  /-03L-0,  on  B30423,  ca  1  Culated    R   factor    His    than 
flow  ii*s   Tech   Spec    sttpoint   Caund    bi;    pulling    group    of 
•  Ight   rod  i    fdur    notctui    to    fully   uifthdraun   petition    Tech 
Sp*c    r*vi    cuhnlttid   M/3305SO   Itr 

LOCHBrtUtt,  D  A  ,    GREEN*  H  J        Tenneitac  Vallav  Authority        B  3/03/20 
O'REILLY.JP        R*olon    a,    Office    of    Dir.ctov        3pp         18SSB   333        24X 
Fich»    30-afiO,B3/03/SO.  9305iS50397 


X      Qntitt  Storage    of  Lou   Lavel    Waste 


B 303 030679  Re-cjuest*    remittance    of    addl    jum    to  complete    payment    of 
B00731   &    1124  amend   applications    to    pnrralt   storaga    of    loui 

MILLER- WO        Licinie  P*l    Management    Dranth        63/04/22        MILLS,L   H 
Tenneisee   Valley    Authority        Spp         183O9    193        24* 
Flcfte    30-000.  93/04/22.  6303030679, 


G      Arf judicatorij    correipondencB 


6303  030  t&t,  Objection    to  B3041S   order    fol  Joining    spscial    preNaarlne 
conference   it  motion    for   referral    NIC    licensee    failed    to 
cite    pricede-nt    far   diiallouiing    Contentions    >t.  9   &   9 
Certificate    of  Svc    encl 

HSTTHEHS, B  A        Affiliation   Unknown        B3/04/2&  Atomic    Safety   and 

Licensing    Board   Panel         13pp         1B3O6   301         E4X   Flche    50-261,63/04/26, 
830 3030 4  B6 

B303030493    Info-rmi    that    conferance    call    no    longer    required    to    dlternl-nt 
llcinse*    Intention*   re   ilaovlng    of    iteam   generator    tubes 
MATTHEWS, 8   A        Affiliation  Unknown        B3/04/30        MAROUL1ES.M  B 
Atomic    Safatg    and   Llcenling   Board  Panel         Ip         1B293  303        24X 
Flche    30-261,  83/O4/30,  B3Q3030493 

Q303090470   Rvqueit    for   authorization    to   replij    to   Hartivill*   Oroup 
93042&  objoction    to  B30412   order   (.  motion    for    denial    of 
Contentions   4>S  &   9  Certificate    of   3vc    encl 

TROUBRIDGE.O.F       Carolina  Pourdr    t  Light  Co        TfiOWBRIDOE,  0   F        eh«Wi 
Pit train.     PoGts  &  Troubrldge        93/03/04  Atomic    Safety    and 

Licensing    Board   Pjtn»l        3pp         16360  839        S4K   Flctii    30-261,83/09/04. 
83QSOTO470 

9303100413  flrant*   unoppoied   applicant   request    for    permission    to   rip-lu, 
on    B309-11    to   abjections    to  ASLB    ipiclal    prehearlng 
conference    order 

HARCJULtEB.  rt  B        Atomic   Saf.tij   and   Llcanslng   Board   Panal         B3/09/O6, 
Ip          1B37B-O79        E4X   Flche    3O-Eil,  83/09/06,  S3O3100413 

9303130092  First    set   of    interrogatories    to  Hai-tsvllle   Group    on 
Contention   3  r«    coit-lniffeetlvaneis    of   proposed    steam 
getierator-    repair  Retponiii    due   ulthin   43  days    Ortlflcat* 
of    Bwe    enel    Related   correspondence 

TROMBRIDSE-O   F       Carolina  Power    S.  Lljht   Co        TfiOMBRIDOE,  0,  F,       Bhiu, 
Plttnam     Potts  It  Trowbridge        83/03/11  Hartivllla   Croup,       App. 

1S437   213         34X   Ftche    30-261,  B3/03/1 1,  B3O3130092 

6309130137    Notice   of   appearance    In   proceeding    Certificate    of   Svc    encl, 
RIDOMAYiD  A        Shaw,    Pitt/nan.    Pott*   b  Troubrldge        B3/03/11         4pp 
IB437    1B7         S?4X   Flche    30-261,  B3/03/11.  B3O3130137 

B30313O163    Fteiponie    to  Hartivllle    Oroup   930426  objection    to   ABLE    B304I2 
oro"er    following    special    prehearing    conference    b  motion    for 
referral    Hart*vllU   failed    to   challenge    foundation   of   ASLB 
rulings   rejecting    contentions   H/Certlf icate    of   Svc 

TRDMBRlDOe.Q  F       C4POlln»  Power    d  LlBht  Co        TROMBRIDOE,  0.  F        ShaWt 
pittman,     Potts    ti  Trowbrigge        S3/OS/11  Atomic    Safety    and 

LEcenilng    Board   Panel         Hpp        1B437I339        S4X   Ficha.  SO-26I,  B3/O3/1I, 
B30313O1A2 


DOCKET    30-261    H      D       ROBINSON   PLAMT,     UMIT   3 

F     Sicurity.    mttllcali    emtrgencd    tc    Firs    protection   plans 

S309270390  Farwardi    IE   Imp    Rept    30-261/83-09  an   B30303-0410   Ha 
ncnconipl  lan-ct    noted 

VERRELLr,D  «        Dtviilon   of   Project  %   Resident  Programi        S3/O4/26 
UTLEfjE  E       Carolina    Pouer    t,  Light  Co        Epp        962O7   C94        E4X 
Flche    50-26^33/04/26.0303370390 

—  B303270401    IE    Imp  flcpt   SO  -36  t/  63-09    on   B30303-0410  No    noncompltance 
nct*d  Hajar   are«i    Impacted    Tech   Spec    compllancei  plant   tour, 
detritions    ecrformirvcci  ROs,  housalleep  1  ng<  1  1  1*    leiurltij, 
lurvilltanct   i,  malnt   activities    k   IE    bulletin   follouiuji 
HEIBE.B   ,    BEiMISiP    ,     HARD  IN,  A  K        Region  2,    Office    of   Director 
83/04/23         \Sff          18643   O39         24X   Flcne    50-261.  83/04/S4.,  B3O527O390 


83O5110A16  HottMcition    at   B3091O  meeting    ui/titil    In   B«thesita,MD    to 
if  li  cuii   App  R    BI  eruption  request    technical    lubmLttal 
icfi*dul«, 

fi^aiIA.O        Operating  Reactor*    flrancft    I         03/09/03        VAHOA,  3  A 
Operating   Reactor*   Branch    1        9pp         1B413  361        24X 
FUh*:  30-2£>1,  93/09/03,  B3031  lOtlB. 

8303110034  Generic    L-tr  83-21    to   all    Uceniusi   of    operating   reactor*. 
apflleantt    for  OLs    1  liolden    of  CP*    re    clarification    of 
accei*   to   control    procediirei    for    l*u  enfarcemint  vlilti 
Svc    list  incl 

EI6ENHUT,  D  9        Division   of  Llcanvinf        83/03/11  Coniol  idated 

Elf  lion  Ca.    Of  N*u   foft,     Inc         16pp         19940  093        24  X 
Fichf  30-0&0,  B3/O3/ll.S3031i0034 


8303170M3  Rtsponit    appoiing   H«rt»villfl   Oroup    B3042A   objtetlon    to    ABt-B 
630412   ipvclal    preAearlng    conference    order   No    bases 
furnished    far  Jiiumption  utll   cannot   hire  work  en    to  handl* 
proposed    iteom   generator   replacement   H/C«rtlf  Icate    of   Bvc. 
KARMAn,  M        Hearing    Branch    1        83/03/16  Atomic    Safety    and 

Ltctmlng    ffoard  Panel        7pp        1B469    161        S4X   Flche    3O-261,  S3/09/16. 
3303170333 

830S1B0399   Motion   to   require   NRG   responses    to  Hartsvlllg  Oroup 
interrogatories  b  requests    to   produce   Ansuirs    necenaru    for 
proper    doiiiion  t  not   reasonably    obtainable    from  any    other 
source    RalatBd    correspondence 

MATTHEWS-  B.  A        Hartivllll   Oroup        83/03/16  Atomic    9afetu    and 

Llctnilng    Bo»rd  Panel        Ip        IB490  344        SAX   Flche    30-361  ,  B3/OS/14r 


Office    of    the 
24X 


3308130492  Flrtt    set    of    interragatorlei   i  requests    to   produce   Affidavit 
of   Svc    encl. 

MATTHEHSi  B.  A         Hartivllle   Group         83/03/16 
Executive   Legal   Director.      38  pp         19496,067. 
Fiche:9d-261,  83/03/16.9303180492 


B303270O1^    Qrd*r    disalloulng   Hartsville   Oroup   8304S6   objecttani    to 
ASLB    83041B    order   denying   requeit    for   admission    of 
Contentions    4,  3  (,  •}  Request   for   referral    of   Contention   4    to 
AStAB   denied.  Contention  does    not    Involve   policy    issue 
MAROULIEE,  M  B        Atomic   Safety   and   Licensing    Board    Panel        63/05/25, 

Hartsvllle    Oroup         7pp         18638   318         24X    FlchB    3O-261,  83/03/SS. 
33032700  1  4 


H      Oan*r-al    carrespondenc* 


9303170048  AdVlsei    that  WR-EO-0737,  It«m   III   A  S   I,     "Amend    10CFR30 
App    E>"  cen»idered    complete    following    comprehensive   3-uk 
«nilt*   enerrincij    preparidnest  appralial 

VAfiOA,B  A        Operating  Rut  ton    Branch    1        B3/OS/I1        WTLEY.E   E 
Carolina  Pauier  k  Light  Co       3pp        IB494-1BI       24 X 

Plehi: 30-241,  B3/03/U. B30317004B 


8303D3O477   Request!    that  JC   Ruoff   be   added    to    svc    Hit    for   proceed"Ini> 
MATTHEWS.  B    A.       Affiliation  Unknown        93/04/30        HAROULIES-  M.  fl 
Atomic    Safvtu.    and  Ltcen*tng   Soard  Panel         Ip         18309  246        SAX 
Flcha.  30-241.83/04/30,8303030477 


DOCKETED  ITEMS 


69 


B30520O600  Request*   plant   general    mgr   be   placed   on   d(*trtbg tlon    list 
to   receive   correspondence    from   Dtv   of   Ulceniing   concerning 
facility 

ZIMMERMAN.S  R  Carolina  Power  t.  Light  Co  83/03/17  EI8ENHUT.D  0 
Division  of  Licensing  Ip  18314  113  24X  Flchs  30-361,83/03/17, 
H303SO0600 


S3 05 060 A 7B   Notification    a f    B3O3O6   meeting   u/util    In   Bethesda. MD    to 
discus*    technical    Jtpects    of   ate-am  ganarator   replacemant 
program 

REQUA, 0        Operating    Reactors   Branch    1        93/03/02        VAflOAi  3  A. 
Operating    Realtors    Branch    1          3f  p         1B337    321         24X 
Fiche    SO-2&1.  B3/O3/O2,  83O3O6Q67B 


J,     Insurance   &    indemnity    Information 


8303-160043  Forward*   Endorsement   73   to   NELIA  Policy   NF-1BO 

BAftHAH.C  D  Carolina  Power  &  Light  Co  63/05/02  SALTZMAN, 
Antitrust  &  Economic  analysis  Branch  (Utility  Financo)  2pp 
1B433  016  24X  Fiche  30-261, S3/O9/O2, B3O3160Q43 


a3Q91BO33b  Forwards   EIA   of    licensee  B3O331   renuflit   tor   approval    of 
proposed    procedural    to   itaolliie    in-plaie    lou   level 
contaminated   toil    Radiation   risks    involved    in   tranif&r 
•mail 

VAHQA.S   A         Operating    Reactors    GrancJi    1         63/03/03         UTLEV,  E   E 
Carolina    Pouav    k  Lighb    Co         5pp          13303  303        24K 
FtCbB    50-261,  B3/OS/G3.  B3031BO3B6 


P     Operating    license   itage   document*   &   correspondence 

B303230283  Forward t   capital    cost   analysis    for   b«ckflttlng   expenditures 
reflecting    both   actual    costs   &   estimates    for   mods   plannid   or 
In   progrvit 

BMITH.B  H        Carolina   Poorer   (.   Light  Co        83/03/22       TOURTELLOTTE,  J 
Regulatory   Reform  Task   Force        13pp        18343  277       24X 
Fl*ha   50-000,83/03/22,8303830883 

830323Q7SO  Forwards    li»t   of   utlls   responding    to   requests   for    co»t 
figures   on   backfltting 

TOVRTELLOTTE, J       Ragulatory   Reform  Task   Force        B3/04/11 
PALLADINQ, N   J        Commissioner!         2pp          IB342   272        S4X 
Ftche    30-OOO, B3/04/1 1,0303830720 

B30302O433   Forward*   addl    info   per   NRC   621210  renutst   re  Generic   Ltv 
92-28  concerning   Inadequate  core   cooling   sy*  Procurement  of 
r»attor  vessel    level    instrumentation   *y>   computed   Bys 
ln*t*llatlon   30X   complete 

EURY.L  H        Carolina   PoblBr   &   Light   Co        83/04/26       EIBGNHUT.  D   0. 
Division    of    Licensing         2pp          IBS81'S22         24X   Fiche    30-2&l,B3/04/26, 
830JJ0204S3 

B30S140346  Foruardi   Amend    76   to   License   DPR-23,  safety   evaluation  !> 
notlc*   of    lnuanca   t>   availability   Amend    changes   particle 
ilia    distribution   »pactfled   for    In-placi    testing   of   HEPA 
Mlt»r«   in   fuel   t,   control   room   filter   s«i 

BEOUAiO       Dperatlng   Reactors   Branch    1,      83/04/26,      UTLEY,  E  E 
Carolina   Power  b  Light   Co        2pp,       18472  DOS        S4X 
Fleh»:  SO-261,  83/04/26,  B303160346 

—83031603*9   Amend   76   to  License   DPR-B3. changing   particle   slie 
distribution   specified    for    in-placa    testing   of   HEPA   filters 
in    fuel    St   control    room   filter   igi 

VAROA.6  A        Operating   Reactors   Branch    1        83/04/26        3pp 
1B47S.0.07         B4X   Fiche'  30-261 1  83/04/36,  B303I60346 

— B308160331   Safety    evaluation   supporting   Amend   76   to  Lleensa   DPfi-aa 
*      Office   of   Nucl««r   Reactor   Regulation,    Director        B3/O4/26       2pp 
18472:  01  a         24X    FUhe-  30-261,  83/04/26,  B303160346, 

— 830S16O3ti  Notlc*   of    Issuance   t<   availability    of   Amnnd   76   to   License 

DPR-23 

VAROArS.A,       Operating   Reactors   Branch    1        B3/O4/26       2pp 

18472.014.       84 X   Fiche,  90-261,83/04/26,  8303160346 


— 83O3JBO5a=T  EIA   supporting    licensee  830331    request   for-   approval   of 
proposed    procedure!    to    stdblilm   In-place   lou    Lev«l 
contaminated    toll 

*      NRC    -    No    Detailed    Affiliation   Given         B3/03/03         3pp 
1B30S   303         H4X    F  i  cha:  50-261 ,  B3/03/O3.  03051B0386 

B30S09063?  Oanarlc   Ltr    83-2O   to   all   operating   reactor    licensees   lc 
holderi    of   CPs    re    Integrated    schoduling   for   imp  lementatlon 
of   plant    mod*   Svc    1 1 *t    enc 1 

EIBENHUT.  D   0        Division    of   Licensing        S3/03/09  Consol Idnted 

Edison    Co       of    N»ui    York,      Inc          16pp          1B627    133         24X 
Flcha    30-000,  B3/03/07,  B3O00904B1? 

630020043 &  Forwards   revised    &   reformatted   comprehenil v«    list   of 
NURGO-O737    licensing    issues   containing   status  b   priority 
assigned    for    open    Items 

!IMMERMAN,B    H         Carolina    Payer    S.   Light   Co         B3/03/17         VAROA,  B   A 
Operating   Rsactort   Dranch    1         llpp         1B317   134        24X 
Flchn    30-361.83/03/17,8303200433 

B  3O  32  60  022   Requests    t -in  on  til    e. tension   until   B307O1    to   Ttipond   to   B30429 
Itr   ra    enwlron   qualification   of   lafetij-i-alated   electrical 
aqulpment   Environ   qualification   eipertite   dedicated    to 
preparing.   r*ipontn    to   83O103   t>  O329  EERi 

ZIMMERMAN'S   R        Carolina   Power   &   Light   Co        83/05/30        VAROAr B  A 
Optratinj   Reactor*   Branch    1         Ip        18379  307       24X 
FlcKe    30-261,  B3/O9/20,  8303260022 

8303270008   Forwards    Hit   of    qualified   electrical   equipment    important    to 

•  af»tu   &   re«pons*    to   SERi    Flnjil    environ  qualification 

•  cht-ilLiled    to   be   completed    by  89O331 

UTLEy,  E   E        Carolina   p-ouiar    t>  Light  Co        B3/OS/2O        VAROA.  8  A 
Opt  rat  Ing    Reactors   Branch    1        613pp         1E1632-03E        34  X 
Flch*   30-261, 83/03/20, 0305270008 

— 830  5  2700 1 1    "Qualification   Tett    Rcpt   on    In-Cancalnment   Cable*    (or   CP1L 
MAHCONHET,  J   ,    JDRDAM,  H   ,     KIMORELL,  M       My  U  Laboratories        433O7-1 
81/12/33         373pp          16633    262         2flX    Fiche: 30-B61 ,  B3/O3/2O, 
9303370000 

530325024'?   Forwards   Rev    1    to    figures    from  B30331    final    ttiam  generator 
rep*tr   Tfpt   Corrected    pagi    list   &   figure    litt   encl 
EURY, L  W        Carallna   Power   i  Lljht  Co        93/03/23        VAROA,  B.  A 
Operating   Re*ctori   Branch    1         17pp         IB 392  37 B        24X 
Fiche    30-261,  B3/03/S3,  H303230241? 


830317OS97  Clarlfli*   B3010S   environ   qualification   SER   Ju»tlf icatlons 
for    continued    operation    (JCD>    should    be   ravlaiuid   to   enture 
that    JCO   exlits    for   all    equipment   that  may   not   be   qualified 

Proprietary   revl>k>,p*r   encl    guidelines,  due    in   30   dayt 

YAROAiS,  A,       Dperatlng   Reactors   Branch    1        B3/04/2B       UTLEY.E   E. 

Carolina  Pouar  t,  Light  Co.      3pp        1B479  O19.      24X 

Fiche    30-261,  B3/04/88,  8303170397. 

93O904O362  Respond*   to   830217  fc  0407   requests    for   addl    info   re 
NUREO-0737,  Item   II.  K,  3   17,    "ECCB   Outages    "    Info   compiled 
From   equipment    inoperabl  II  tv   record   which    Is   totnplited   each 
shift   during    cold   ihutdoun 

MURFORD.M,  J.       Carolina   Power   t.  Light   Co        83/04/29       VAR9A.  S   A 
Operating   Reactors   Branch    1,       4pp,       18323    174        24X 
Fiche'  30-261,  83/04/29,  8303040362 


Q      Inipectlon   reportii     IE   Bullitlns  &   correspondence 

82L20603B5    IE    Info   Notice   83-14.     "Diua*«r*d   Spent    Ion   Exchange   Rtstn 
Suicaptibllitij    to   Ejothn-mlc   Chemical   Reaction   "   8vc    lilt 
*nc  1, 

TAYLORiJ   H        Division    of   Safeguards   b    In*p*ctlon   Program*    (Past 
BD0103).       B3/03/21  Consolidated   Edlion   Co     of   N«u  York,     tnc 

tiapp.      isaoa  an      a«  piche- 30-ooo.e3/03/3i,fl2i20603as, 

B30S270229   Forwards    IE    Insp    Rept    30-34J/B3-D6  on  B30307-1 1- No 
nonconip  1 1  anc e   noted 

VERflELLI.D  H        Division   of   Project   S.  Reild«nt  Program*.       B3/04/O1. 
UTLKV,  E   E        Carolina   Pouiar   &  Light  Co        3pf        16637' K06        84X 
Fiche   90-261.  83/04/O1 , 8303S70SB? 


6303OSO493  Oenarlc   Ltr   83-19   to   all    pouier   reactor   ti   testing    llcinsies 
T*  new  procedure!   for  providing  public  notice  concerning 
Issuance   of   amends    to  OL»   Svc    list   end 

EISENHUTiD   0        Division   of   Licensing        83/03/02  Consolidated 

Ed  It  on   Co      of  Neu  York.     Inc,       30pp.       18441    ISO       E4X 
Fiche I 50-OOO, 83/09/02,  B3030204 9 3 

B30304O37B  Notification   of   B30909   meeting   u/util    In   Bethesd«.MD   to 
dltcuss   schedule   It   prioritize    open    Items 

REQUA.  G.       Operating   Reactors   Branch    I        B3/03/OS       VAROA,  S.  A 
Operating  Reactors  Branch    1.      2pp        18333-090       21 X 
Flcht: 30-261 i 83/03/02, B30906037B, 


— B30337OS31    IE   Infp   Rept   3O-261/B3-06  on  030307-11    No   non<  omp  1  lane* 
noted.  Major   areas    inspec  ted . radioactive    tfflu(nti.*«t»rn»l 
irpoturB   -cantTol.  mild    raduaste   t>   preplanning    for    1994    ttiam 
generator    outage* 

ALBRIOMT.R. H, ,    BARR, K  F        Region  S,    Off  lea   of    Director        83/03/23 
9pp.       18637'  SOB        34 X   Fiche,  30-261183/04/01,8303270239 

S3QB27047?  Aeli    receipt    of   Q30325   Itr   Informi-ng  NRC   of    steps    taken   to 
correct   violation!   noted    In    IE   Imp   Rept   SO-261/B3-02 
LEWIS,  R   C        Division   of   Proj.et   t<  Resldtnt   ProjTami        83/04/O7. 
UTLEVrR   E        Carolina    Poutr   li  Light   Co        2pp        19644-032.       24X 
Fleha'30-H61,  83/04/07, 8303270479. 
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--S3033704B7   Responds    to  NSC  330223    1  tr    re    violations    noted    in    IE    In*p 
Rept    90-861/83-02  Comctiva    actions   programs    to    visually 
verify   positloni    of   valves    bring    developed    tij    QA   &   onslto 
nucltAr    safetg    groups 

gTrtRXEV.  R    O         Carolina    Poyer    b   Lljht    Co         83/O3/23         O'HEJLLViJ    P 
Region    3.     Office    of    Director          5pp          19641    033         24X 
Flehi    30-241, B3/04/07, 3305370479 

-- 8303270194   Forward*    IE    Imp    Rejt    SO-3dl/a3-O2    on    930110-0210   4    notic 
of  violation 

LEWIS,  fl    C          Division    of    Project    !<   He-sident    Programs         83/02/23 
UTLEY..£    E          Carolina   Power    6    Uight    Co         2pp          1B44-1    O3B         24X 
Flche    30-2iJ. 33/04/07,6303270479 


S30304002B    IE   Info   Notice   B3-26.     "Failure    of   Baf ety/Re  1  let  Valva 
Dll-charge   Line   Vacuum  Breakers    "   Svc    list    encl 
JORDANi  E  L        Dlvliian    of   Emergency   Preparedness    &  Engineering 
Response     (Post    B3O1Q3)         83/03/03  Consolidated    Edison    Co       Ot   Mm 

Yorl,      Inc          122pp          lB4fll     17O         24X    Flche    30-OOOr  83/03/03,  6303040088 

B303O4O030    IE    Info   Notice   S3-37,     "Operational    Response    to  Evtnti 
Concerning    Deliberate   Acts    Directed    Against   Plant 
Equipment    "   Svc    list    encl 

.lOKD^NiE    L        Division   of   Emergency   Preparedness    &   Engineering 
Response     (Post    B301O3)         B3/03/O4  Consolidated    Edison    Co       of   Ht* 

York,      Inc          H2pp          1B382   282         34X    Flche    3O-OOO,  83/03/04,  B3O30400301 


—8303370500   Notice    of    violation    from    insp    on    330110-0310 

*      Region    2,     Office    oF    Director         83/03/23         Bpp          1B644    C"JO         34* 
Piths    SO-2a.!rB3/0-S/Q7, 3305370479 

--830J27030A    IE    Insp    Rept    30-2il/S3-02   on    830110-O210   Honcomp 1  lance 
noted    failure    to    implement    moipment    control    procedures, 
to    Initiate    prompt    "Corrective    action    &    to    maintain 
a-nnunc  iator    procedures 

UE1SE.S         Region   2,     Office    of    Director         BEHIS,  P          Division    of 
Project    t,    Resident    Programs         63/O2/22         12pp          10644    Q4E         2-tX 
Fiche    50-261.83/04/07,8303270479 


63O304Q031     IE    Info   Notice   93-28,     "Criteria    for   Protective   Action 
R»comJTLBndati  ons    for    General    Emergencies    "    Svc    list    Encl 
JORDAN.  E  L        Division   of   Emergency   Preparedness    Si   Engineering 
Response:    (Post   830103)        93/05/04  Consolidated    Edison   Co      of   Niu 

York,      Inc          llfpp          18441    001         34X    Flche    3O-OOO,  S3/03/O4.  B3O3O40MJ 

B3O527O330  Foruards    IE    ln»p    Rept    50-261/83-11    on   S30412-1S  fc    13-19  No 
none  a rap  1  lance   noted 

VERRELLI,D  M        Division    of   Project   ft  Resident   programs        B3/O9/O4 
UTLEV.E    E        Carolina    Pouer   &  Uight   Co        2pp         1S&43  O30       2-SX 
Fiche- 3Q-261.  B3/O3/O4,  83033703BO 


9303270461    ForLiai-ds    IE  Enf or-eement   CopiPerenca  Repts    30-261/83-10. 
30-324/B3-13   &    50-3S3/B3-12    on    B303SB   No    nancomp Hance 
notad 

0'REILLV,J   P          Region   2,     Ofdii    of    Director         83/04/11          UTLEV,  E    E 
Carolina   Poiuer    !,   Light    Co         3pp          1S644    133         24X 
Flthe    30-000,83/04/11,  B3O327O461 


—  330*270389    IE    Insp   Rapt   50-261/B3-U    on   93O4I2-O  &    18-19  NCP 
noncomp  1  lance   no tad   Major   areas    inspected    selamlc    analyil* 
for    as-ouil  t,  safety-related    piping    iiji    (.   pipe    support 
bjieplatsB   using    concrete    expansion   anchors 

ANO,  W   P        Region  2,    Office    of    Director         BLAKE,  J   J        DlviUon   of 
Engineering    tc  Radiological    Safety   Programs        03/03/02        Sff 
18643   O32         24X   Flche    30-261.  83/O3/04,  830327O3BO 


—6303270474    IE   Enforcement    Conference   Hepts    50-2it/a3-IO,  30-33*/fl3-12 
fc  50-323/B3- i  2  on   330328-  No   noneomp  1  lane  e    noted   Major   area* 
dl*cus>»d    shipment    of   raJuast*   containing    frae    liquid   fc 
Inapirdbl  lity    of    5tandti;    gas    treatment   deluge    siji 
LEHJS.R   C         Plvtslon    of  Project   &  Resident   Praoraras         B3/04/O7 
3pp          18644    ISO         24X   FicnB    3O-000, B3/O4/ ! 1.  83O5H7Q461 


8303040033    IE   Info    Notice   B3-29,     "Fuel    Binding    Caused    by    Fuel    ftacl 
Daformatian    "   Sve    list   end 

JOBDAM,  E   L        Division   of  Emargency    Preparedness    J<  Engineering 
Response    (Post   B301O3)        63/03/06  Consolidated    Edison  Co       of    Mtw 

York,     tnc         H3pp         IB323  248        24X   Fiche    30-000.  B3/O9/06,  B3O3040033 


"Defective   Emsrgencw   Use   R*.j»lrator 
Engineoi-lng 


9303040021     IE    Info   Notice    B3-21. 
Svc    Hit    encl 

JQRDAH,  E  L         Division    op   Emergeincv   Preparedness 

Response    (Post   33O103J         B3/O4/I3  Cc-nso  1  1  dat«d    Edison   Co      of   NBUJ 

Vort.     Inc          12ipp          (9433    155         24X    FUhe    5O-OOD,  83/O4/E3.  B303040021 


"DUif  Bafatu/ReltEf   VaJve    Failures 


6303040023    BE     InFo   Notice    83-22. 
Svc    list    ancl 

JORDAN,  E   U        Dtvision    of    Emergentv    Preparednei-s   fr   Enginearlng 
Ruponia     (Past    8301 03 >          33/O4/22  Consal  iddtoi)    Edison    Co       of    Neu 

Vork,      rnc          112pp          103B3   QB1         24K    FUJie    30-OOO,  B3/04/22- S303040023 


8303040034    IE    Info   Notice   83-30,     "Misapplication    of   Generic   Effl«rj*ncv 
Opsratlno    Procedures    <EOP>    OuldelinHS    "    Bvc    Ilat    encl 
JO  ft  D  AM.  E  U        Division   of   Emersency   Preparedness   Si   Englntirlng 
Respottse    (Post  S30103)        B3/03/11  Consolidated    Edison  Co-     of  Mtt* 

york,     Inc         114pp         1B324  003        24X  Flche    50-000i  83/03/  J  1,  8303040031 

3305200009  Confirms    commitments    for    operation    of   Cgclc   9  Summary    t-atilis 
of    steam   generator    eddy   current    Insp    result*    for   May    1983 
outage    &    justification   for    continued    operation    encl 
EURY,L   U        Carolina   Pouer   &  Light  Co        83/03/16        VAROA, S  A 
Operating    Reactors   Branch    1        3pp         10319  077        24X 
Fiche    SO-B41,a3/03/li,  8303300009 


0303-040023    IE    Info    Notice   63-23-     "Inoperable   Containment  Atmo»plier» 
B«n*lng  Sys    "    Svc    l()t    encl 

JORDAN.  E   L        Division   of   Emergency   Preparedness    &   Engineering 
Rmponse    (Post   830103)         93/04/25  Con  sot  id  a  tail    Edison   Co      of    Heu 

Yortr     Inc          I19p()          I83BI    291          24X    Flche    3O-000,  B3/04/33,  S3O3Q40023 


830304O040    IE   Info  Notice   83-31,     "Error    In   APLPIPE  Computer   Program. " 
Sve    list   encl 

JORDAN. E  L        Division    of   Emergency   Preparedness   ti   Engineering 
R*spon*e    (Post   B30103)        83/03/19  Consolidated    Edison  Co      of    N*u 

York.      Inc         li«pp         18697  009        24X   Flche    30-000, 83/03/19, 0303040040 


830S170o54   Requ«stl    TLD   doilitieter    data    be   collected    from   stram 
generator    Insp    actWl  ties,  for    Independent    determination   -of 
beta    tfose   using    tKeoretlcal    mgdel    y/gamma   calibr    factor 
VAROA,  8   A         Operating    .Reactors    Orancn     1         83/O4/26         UTLEV,  E   E 
Carolina   Power    A   Light    Co         2pp          1B496   246         24X 
Flchl    30-261.33/04/36,3305170634 


B3030400flA    IE   Info   Notlc»  B3-33,     "Nonr»pr«s«ntatlv«   Samplino   of 
Contaminated   Oil    "   Svc    list    encl 

JOROANj  E   L        Division    of  Emergency   Preparedness   *  Engineering 
Response    (Post   83O103),      S3/OS/26  Consolidated   Edison  Co.       of   N*v 

York,      Inc          114pp          1B647    007         24X    Flche    90-000, 83/03/26,  B303CMO(Ho 


6303270390   FOTUarris     IE     Inio    R*pt    30-2A1/&3-09    on    B30303-041O    No 
noncomp 1  lane «    not*d 

VERRELtl.D  H        Division    of   Project    fc  Resident    Programs         B3/04/26 
UILEV.£    E         Carolina    Pouer    &    Light    Co         Spp         76207    394         24X 
flche    30-261.  B3/04/S6. 8303270390 

— 8303270401     IE     Insp    Rept    30-2A1 /B3-G9   on    330305-0410   No    nonconpl lane* 
noted    Major    areas    inspected    Tacti    Spec    c  ompl  i  ante,  f  Hant    tour, 
operations    performance, ROs<  housekeeping,  site    securltu, 
lurveillancB   &   malnt   actlvltle*   t    IE  Bulletin    follauup 
MEISE'S    ,     BEMIS,  P    ,     HABDIN.  A   K         ftejion    2,     OfPice    at    Director 
83/04/23          lapp-        1S643   OS9         24X    Flchfl    5O-SA1 ,  83/04/Bi,  B303270390 

B3030W026    IE    Info    Notice   83-24.     "Loose    Parti    in  Secondary    Side    of 
Steam  Dene-raton    at    PWHs-  "    Svc    lift    encl 

JORDAW.E  L        Division    of  Em»rg*ncy   Preparedness   4  Engineering 
Reiponse    (Post    93O103)         83/04/28  Consol Uaterf   Edlaon  Co      of    Neu 

Vert.     Inc          I13pp          13382   O*7         34X   Fiche    SO-ODOj B3/O4/2B.  S303040O2A 

0303040027    IE    Info   Notice   03-25,     "Standti;   Oas    Treatment   Syi   Heater    High 
Temp   Trip    Qetpalnt   fldju«tment    "   Svc    Hit    and 

JORDAMiE  L        Division    of   Em»rgenti(    Pfaparedneis   !<   Engineering 
flviponie    (PoU   83OI03)         B3/04/28  Consol I  dated    Edison   Co      of    Nau 

Yort,     Inc          UBpp          1B3B3    !45         24K   Plche    30-OOO, S3/04/2Bt B3O304O027 


B      fl-epurtab  1«   occurrences,    LERi   t/   related    correspondence 

B303O3O399   RD  on   83O434,  svc    mater    boaster    pump    B    declared    tncpcrabla 
due    to    bearing    failure   t,  plant    shutdown    commenced    following 
pump    A    trip    due    to   blown  control    power    fusel    Fuses    replaced 
&    pump    A   restarted    Investigation    continuing 

BTARKEY,  R    19        Carolina   Power   &  Uight   Co        B3/O4/23        O'REILLY.  J  P 
Riglon    2,     Office   of   Director         Ip         1B303  214        31 X 
Fiehe- 30-241,  63/04/33,  830303O399 

8305O30234  PNO-1 1-S3-03O  an   B3042B, control  led    shutdown    begun   due    to 
i  team   generator    tube    leak   which    increased    from  0    1    to    O  SOB 
Spm    Licensee   plans    to    fcetp    plant    out    of    >vt    for   3  uki    to 
rapalr    leak    b  conduct    eddy    current    testinfl 

HARDIH,A   R   ,    VERREi.LI.0  M        Region   2.    Office    of    Director        B3/O4/2B 
Ip  IB30O   O3B         24X   Fiche    5O-261 ,  B3/04/2B,  830303O23A 

S303Q50249   HO   on  S30437,  svc   wat»r    pump    A  removed    from    svc    for   normal 
prevantatlve  malnt    &  replaced   w/rebullt    spar*    pump 
Post-maint    testing    risulted    in   pump    over    current    trip    Caused 
bij    internal    binding    of    rebuilt    pump 

STARKEYiR    fl        Carolina    Pouier   t  Light   Co        83/04/3S        D'REILLY.J   P- 
Rt9lor,   S,     Office    of   Director        2pp         1B337  340        H4X 
Fiche    30-261,  B3/04/3B,  B30S030249 
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B3031 10231    Forwards   LER   83-003/01T-0 

STARKEY.R    B         Carolina    Pouier    &   Light    Co  83/03/06         0'«EILLY,J   P 

Region    S,     Office    of    Director          lp          18393  286         24 X 
Flche    30-2&1.  B3/03/06, 83031 10231 

— 8309110236  LEU   83-003/01 T-0   on   B30424.  svc    water    booster    pump   D    declared, 
inoperable    due    to    loss    of    bearing    oil    Caused    by    hearing    oil 
slinger    being    poiitionid    near    vent    hole   Pump    Inspected   & 
all    replenished 

COX.H  T        Carolina    Power   i   Light   Co        B3/O3/OA  Region   2,    Office 

Of    Director         3pp          18393   287         24X    Flche    30-261,93/03/04, 
B3091 10231 

9303230423   LER    83-004/03L-0   on    B3O419,  ui/unt  t    at    OX    pouer    Follouing 
reactor    trip,  aut  i  1  iary    foeduiater    purrp    Q    tripped    on    low 
discharge    pressure    Caused    by    pump    cavitation   resulting    from 
buildup    of   mater    vapor    inside    pump    casing    U/83031B    Itr 
COX.H   T   ,     BTARKEY.R    B         Carolina    Pouier    &   Light    Co          B3/O3/1B 
O'REILLY,  J   P         Region    2,     Office    of    Director         3pp          18383   353         24 X 
Flche    30-24.1,83/03/18,  B303250423 


2305030155   Generic:    Ltr    B3- 1 9    to    all    pouer    reactor    £•    testing    licensees 
re    neui   procedure*    for    providing    public    notice    concerning 
issuance   of    amends    to    OLs    Svc    list    end 

E!S£NHUT,D   0          Division    of   Licensing         B3/O3/02  Consul Idotad 

Edison    Co       of    Ne<j    York.      1  nt          3Opp          18441     120         24X 
Fiche    30-000,33/03/02,8303020453 

0303230243  Forwards    safety    evaluation   supporting   resolution    of 
NUREO-0737,  Item     II     K    3    22,     "Automatic     Switchover    of    RC1C 
Suctioni"    based     on    rev  lent    of     ut»l    811231    &    B2O9QS    subm! ttals 
re    procedure    var  1  F  tea  tt  on    t>    design   moil 

VA.SEALLO,D    0          Operating     Reactors    Urancti    2         83/05/03         MU30LF,  D    M 
Northern    Status    Power    Co          Sp n  18543    314          24 X 

FichB    30-363.  B3/O3/O3,  33O523O2>1B 


B3QS090639   Senoric    Ltr    33-20    t 
holders   of   CPs    re    Integrated 
of    plant  mods    Svc    list    end 
EISENHUT,  0   O          Division    of   Licensing 
Edimn   Co      of    Neu   Vork,     Inc         16pp 
Flcha     30-000, B3/O3/09, 8303090^39 


all    operating     reactor     license 
chedulttig    for    Imp  La  men  batlon 


B3/O3/O9 
1B637     133 


Consolidated 


DOCKET    30-262    SHI  OH AH   YOUNG   UNIV      RESEARCH   REACTOR 
P     Operating    license    stage    documents    &   correspondence 


8303160129  Requests    clarification    If    license   authoriies    unloading    S 
shipping    of    fuel    Info    on   procedures    &   dismantling    plans    to 
decanmls lion   U-77   reactor*    also    requested 

LAMBERT,  N   E         Brlgham   Young    Llnlv         B3/03/09         CARTER,  R    E 
Btandardiiation  &   Special   Projects    Branch         lp         1B44B    142        24X 
Flch*    30-862, B3/OS/09, 83031i0129 


DOCKET    30-263   MONTICELLO   NUCLEAR    OENEHATINO   PLANT 

F     Security,    medical,     emergencg    t,    fire    protection    plena 


8309110034   Generic    Ltr   83-21    to   all    licensees    of    operating    reactora> 
4ppllcints    for   OUi    b   holders    of    CPs    re    clarification    of 
jcciss    to    control    procedures    for    lau   enf orcament    visits 
Svc   list   encl 

EISENHUT, D   0        Division    of   Licensing        83/03/11  Consolidated 

Edison   Co      of   Neu   York.     Inc         16pp         18340  0<?3        24X 
Fiche    30-000,83/03/11,9303110034 

B305190343  Faruurfls    Rev    1    to  NUREG-072B.     "NRC    Incident   Response   Plan," 
in   response    to   B30429    Itr   rsquesting    updated    Itr    o* 
jgnenent   M/o    tnc  1 

HINDiJ  A        Dlvlllon    of    Radiological    &  Materials    Safetu,    Programs 
Q3/03/13        LARSDN, C   E        Northern   States   Pouer   Co         2pp         18300  3H5 
S4K   Fiche    30-OOO, B3/03/13, B303170343 


B303240362   Clartflas    B3O1O4     safety    evaluation    on    environ    qualification 
of    -safety-re  latotl    alectrical    enuSpment    Requirements    of 
10CFRSO  49    supBr*«ded    70-day    response    ta   SER    Schedule    of 
equipment    qual  if  Icatl  on    require<d    bij    B3O32O 

VASSALLa.D    D          Operating    Reactors    Dranch    2         B3/OS/11         MUSOLF, D   M 
Northern  States    Pouier    Co         4pp         18593   331         24X 
Flche    30-263,83/05/11,83052403412 

B30S2402Q1    Foruiavdt    request     far    addl     Info    re    811231    reipansa    to 
NUREe-0737,  Item     II     K   3    28,     "Qua ) i flea t i an    of    Accumulators    on 
Automatic    Depres-sur  i  ja  tlnn   Sys    "    Reply    requested    uitMn  30 
tfayi    a?    Itr    receipt 

VABSALLO.D   B         Operating    fleacto-rs   Drancli    S        03/05/11        MUSOLF,  D  M 
Northern   States    Power    Co        3pp         18449    067        24X 
Fichfl     30-24,3.83/03/11,830324.0201 

8303240337    Informs     that    NUREG-O737, I tem     II    K    3    45,     "Dep ressur i la tion 
in/Other    than    Automatic     Oepressur 1  lation    Sys,"    completed 
I  tern   closed    Safety    evaluation    encl 

yASBALLO,  D   8         Operating    Reactors    Branch    3        83/03/18        MUSOLF,  D  M 
Northern    States    Pouor    Co          7pp  18593    27O         24X 

Fiche    30-263,  83/03/1B, B3O3H10357 


Inspection   reports,     IE    Bulletins   &   correspondence 


B2 12040 385    IE    Info    Notice   Q3-t4.     "Deuatered    Spent    ton  Exchange    Rosin 
3uic«f>tibi  It  ti;    to    Eiottiermlc    Chemical    Enaction    "   Svc    list 
»nct 

TAYLOR, J  M         Otvlslon    oF    Safeguards   li    Inspection   Programs    IPost 
8301O3)        S3/03/2I  Consolidated   Edison    Co      of   Neu  York,     Inc 

USpp          18308    319          24  X    Flche    SO-000,  83/03/31, 8212060383 


B303240372    Inform*    that   NUREQ-0737,  I  tern    111    A  2    1,     "Emergency 

Preparedness,  Upgrade   Emergency    Plans    to   App  E,  10CPR30,  " 
completed    Itim   closed 

VASSALLO.  D    D         Qperatlno    Reactors    Branch    2  83/O3/I8         MU3QLF,  D   M 

Northern   States   Power   CD        3pp         1B393  343  24X 
Fieht   S0-363i  83/03/18,8303210372 


83-21.     "Defective   Emergency    Use   Respirator 
Eng<lnetrlng 


B3  03040  021    IE    Info    Notic 
Svc    ll*t    end 

JORDAN,  E  L         Division    of    Emergencij   Preparedness 
RBiponie    (Post    B30103)  83/04/15  Consolidated    Edcion    Co       of   MBUJ 

York,      Inc  126pp  18433     133          34X   Fiche     30-000,83/04/13,0303040021 


K.    Utility    Final    Safety    Analysis   Report    (FSAR)    ti  amends 

B303030603   Foruards    Rev    1    to   updated   FSAR   &    "Annual   Rept   of   Change*. 
Tests   *  Experiments,  Jan-Oet    1932    " 

MUSOLF.D        Northern   States   Power   Co        S3/04/29  Offict    of   Nuclear 

Reactor  Regulation,    Director         lp         18304  001        24X 
Fichi-  30-2i3i  B3/04/29, 8303030603 

— B30S030610    "Annual    Rept    of   Change*,  Tests    &   E»per  Iments,  Jjin-Oct    19B2    • 
*      Northern    States    Power   Co         83/04/29         IBpp          1S304    002         SIX 
Flche    30-5M.3,  B3/04/29-  8303030603 


— S30S030613  Rev    1    to    updated   FSAR 

*      Northern   States    Pouer   Co        B2/10/31 
Flch*' 30-263, 83/04/29, 8303030603 


496pp  18304    014         24X 


P.    Operating    license    stage    documents   tc   correspondg-nca 

B3031B0429  Foruards    respon**    to   S30S08    Itr   re    backfitting    costs   of 
two   nuclear    poutr    plant*   All    three    units    have    combined 
cipabllitv    of    1,339  MHE    (summer)    n*t 

HADLEY, C    D        Northern   States   Pomer   Co        B3/03/15        TOURTELLOTTE,  J. 
Regulatory    Reform   Task    Force        6pp         18341    041         24X 
Fiehe' 30-000, 83/03/13,8303180429 

B30 32307 SO  Forwards    list    of    utlli    responding    to    riqu«iti    for   cast 
flgurttt    on    bickfltting 

TOURTELLOTTE, 0.       Regulatorg    Reform   Task    Forct        33/04/11 
PALL  AD  I  NO,  N,  J,       Commi  nioners        2pp         18342  272        24X 
Fl Ch e i  30-000, 83/04/ 1 1 ,  8303230720 


B303O40O23   IE    Info    Notice    B3-32,     "HWR   B* ( oti)  /Rel  laf    Valve   Failures    " 
8vc    list   enc 1 

JDRDANrE  L         DivliSon    of    Emergency   Preparedness  i   EnginHsrlng 
Rupanie    (Post    830 1 03)  B3/O4/22  Consolidated    Ediian    Co       of    Nnui 

YorV,      Inc  112pp  133B3    039         24X   Fiche    30-000.  B3/Ofl/22,  B3O3040023 

B303O40O2S   IE    Info    Notice    B3-33,     "Inoperable    Containment  Atmosphere 
Sensing   SIJB    "    Svc    Hit    encl 

JORDAN,  C  L         Divlsfon    of    Emergency  Preparedness  >r.  Engineering 
Raiponse    (Post    B3O1O3)  B3/04/S3  Consolidated    Edison   Co       of    Nau 

Vorl,      Inc  t!9pp  18381     291          B4XFlcho    3O-000.  B3/Q1/23,  B3O3040O23 

B303040026   IE    Info    Notice   83-24,     "Loose    Parts    in  Secondary    Side    of 
8t«am  Generators    at   FMRs    "   Svc    list   encl 

JDRDANfE  L         Dlvlllon    of    EmargaTicij   Pr«p4redne>s  t>  Enalneerln-g 
Reipo-nsc    (Post    B3D103)         83/04/2B  Consolidated    Edison   Co      of  Neu 

Vort,      Inc  llSpp  IQ3BS    047          24X   Fiche    50-000,  83/04/2B,  S3O3Qfl00S6 

0303040027    IE    Info    Notice    83-25,     "Standby   Gas    Treatment   Syt   Heater  High 
Temp    Trip    Set  point    Adjustment    "    Svc    list    encl 

JQRDAN.E  L         Division    of    Emergency  Preparedness  !«  Enjlneerlnj 
Reiponsg    (Post   83Q103->         83/01/2B  Consolidated    Edison  Co      or    Neu 

York,      Inc  118pp          I83B2    163         24XFlch«     50-OOO,  B3/04/28, 0303040027 

B303200S91   Foruar<!t    IE    Insp    Rept    30-263/83-06   on   B30302-0401.NO 
noncampllance    noted 

SHAFER.U  D         Region    3,     Office    Df    Director         B3/03/O2        LARSON,  C    E 
Northern  States    Pouiar    Co        2pp         1S314    107        34X 
Flch*    30-2A3,  B3/OSX02,  S305BOO-39] 
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—  6303200611     IE    Imp    Rept    SO-263/S3-0&    on    830303-0401    No    noncompl  lance 
noted    Wajor   areas    inspected    operational    safety   verification 
ontite    review  connl  t  tee.  LER   folloujup    t   regional   request* 
ra   main    steam  safety    valve   eiceisive    ?laud«uni 

BROUNit   H   .     WftLKEHdR    D         Region    3.     Office    of    Director         83/O4/2B 
4pp         13314    107         34X   Flche    30-263.83/05/02,8303300391 


b     Reportable   occurrenc«i,    LEKi   d   related    correipondsnca 

B30S0204B8  Forwards   LER   B3-006/01T-0 

huaOl.F,D       Northorn   States   Pouier   Co        B3/O4/22  Region    3,     Offlet 

of   Director        Ip         1B2S1    247        24X  FUho    30-263-  33/04/22-  83O3OB04aB. 


830-3040028    IE   Info  Notice   03-?i.     "Failure    of  Sal  ety/Hel  let   Valve 
Discharge    Lint   Vacuum   Breakers    "    Svc    lilt   end 

JOftDAN,  E    L         Dlvlilon    at   Emergency    Preparednei  I    t   Eno.lne«rin) 
Responi-t    (Poit   83O103)        B3/03/O3  Consolidated   Edison  Co      of   Neu 

Vort.     Inc          I22pp          1B44*     170         24X   Fithe    50-OOO.  B3/OS/03.  8303040028 

S3Q3C-4003O    IE    Info  Notice   93-27.     "Operational   Response    to  Events 
Concerning    Deliberate    Acts  Directed"   Against   Plant 
Etui  p«*nt    "   Svt    Hit    end 

JOBDAN.E   L        Division    of  Emergency    Preparadnm    &  Engineering 
Response     (Poit    &301O3)          S3/O3/O4  Con*ol  Ha  ted    Edison    Co      of   New 

Y-ort.     Inc          IIZjip          IB  332   282         24X    Pith  a    30-OOQ,  83/03/04,  B303040030 

8303040031    IE    Info  Mot  it.    03-26,     "Criteria    far  Protective  Action 
Recamatndat  ions    for   Oeneral    Emergencies    "    Svc    list   encl 
J01J>ANi  E  L        Division   of    Emergency  Preparedness    ft  Engineering 
Respann     (Past    B3O103)          83/09/04.  Cdnic-1  idated   Edison   Co      of   Neu 

Yort,     Inc,       tl9op         IS441   001-       24X   Fiche    50-QDQ.  83/05/04.,  B303040031 

B303040033    IE    Info   Notice    B3-29,     "Fuel    Binding    Caused    o«    Fuel    Rack 
DefornatlOTi    "   Sv-c    Hit    *ncl 

JORDAN.  E   L         Division    of    Emergency    Preparedness    *   Eng  inBering 
Response     (Pott    83010-31          B3/03/O4>  Consolidate   Edison   Co      of   N«u 

York,     Inc.        l£3pp          IS323   2flS         B4X   FUlae    SO-OQO,  B3/03/Q&,  8303040033 

3303040034    IE    Into  Nntic«   93-30.     -Misapplication   of  0«n«rie   Emergency 
Operating   Procedures    1EDP  )    guidelines    "   Svc    list    encl 
JORDAMi  E  L        Division   of    Em*rg*ncij  Preparednrsi    b  Engineering 
Responie    (Post   8301031        83/03/11  Consolidated   Editon   Co      of  Neu 

Yorl,     Inc.        114pp.        18324    003         Z4X   Flche    510-000.93/03/11.6303040034 

S305ia03J2  Responds    to    violations    noted    in  630411    enforcement    Itr 
Corrective   a-ctions    connus  title    gas    control    lift    isolation 
valvi    Ic   local    laal    rate    teifc   connection    valvn    closed.  Ink 
tett   conneetlcn   cap    rgplaced  t*  agt   meeting   conducted 
LARSDNiC  E       Northern   Statrs   Pouer   Co        B3/09/I1        DEVOUNS.R  C 
Director's   Office.    Office    o-F   Inijiection   and   Enforcement.       lOpp 


S30S200B^l    Ack   receipt    of  B3O511    Hr    Iranimltti  ng    payment   of   prepos>d 
civil    penalty    Riiponie    to  notice    of   violation   b   proposed 
liBpoiition   of    Elvll    penalty    u£ll    bz    evaluated    &    correctly* 
actions    eiaalned   during    future    inspi 

AXELFtAD.J  A.       Dinctor'i   Office.    Office    of    Inspection   anil 
Enforcement        B3/09/I8        LARSOM.C   E        Northern   State)    Power  Co        Ip 
16916   323         24  X   Flcha    50-2A3,  93/O9/18.  B3O3200291 


"Error    in    ADLPIPE  Computer   Program 


8303040040   IE   Info  Notice-  S2-31. 
Sve    Hit    encl 

JORDAN*  E'L        Divliion    of  Energencij    Preparednesi    t>  Engineering 
H«sponi*    CPost    B30I031        83/05/19  Cornolldated  Edi  ion    Co      of  Neu 

York.     Inc         114pp        !B6i97-OO9        24K  Flche    30-DOO,  93/03/1 9j  8303040040 

8303040046    IE  Info   Notice   83-33,     -NonrepresentatJve   Sampling    of 
CH'nta«JratBd  Oil    *  Svc    ]J«t    incl. 

OOftOAN.E  L        Division   of   Energencv    Preparedness    t  Engineering 
fldponie    (Pott    B 301 03 1        03/05/24  Conialidateif  Edlian  Co      of  Neu 

Vork.     Inc          i]4pp.         1B44.7   OO7         24K    TiClIB    50-000.  S3/OJ/26.  B303040046 

R      Periodic    operating   reports   4    related    corretpandence 

B309030S03  Forwards   Rev    1    to   updated  FSAH  t.    "Annual   Hept    of  Chang**. 
T«sti  b  Eiperlments,  Jan-oct    19B2   " 

KUSOCF.D        NorUtrn  State«  Pcuir   Co.       83/04/29  Office    of  Nuclear 

R««ctor   Regulation.     Director         Ip          19304   OOl         24X 
Flche   BQ-263. S3/O4/S9.  8303030AO3 

— S30S030AIO    "Annual    fiept    of  Changes.  Tests   (,  Ei»*r Jmenti,  Jan-Oct   1982   " 
*      Northern  Btatei  Pomr  Co        83/04/29        laps         18304  002       24X 
Fiche    90-263,83/04/29,  B3Q5Q30603 


—  B305020492  LER  83-006/01T-0   on   S3040a,HPCI    Woodward    Oavornor   EOH 
hydraulic    actuator    coll    tailed    Caused    by    lead    uilre 
insulation   degradation  allowing    ground    fault    to    GOR    housing 
EOR   replaced  HPCI    satlif  actori  ly    tested 

WOJCHQUSKI.A  V        Northern   States   Pouer   Co        83/O4/22  Rtglon    3i 

Office    of   Director         Ip        I9SQ1    S4B        S4X   Flch«    aO-»63.  83/(W/S8. 
B3030204BB 

B303260314   PNQ-1  1  1-B3-03B   on  83031?,  reac  tor    placed    in    hot    ihutdown    to 
Invtitljate  (r  repair    steam   leak    in   drain    line    between 
moisture    separator   Si   praheater    in   nonsaf  etyrelatsd     turbine 
tys   Add)    iteam   leak    found    in    turbine   control    valv*    flatiOB 
WALKER,  R  0  ,    SHAFER,  H  D        Region   3<    Office    of    Director          B3/O3/20 
Ip         1B633    198         24X    Flche    30-263,  B3/O3/2O,  B30326O31  4 


DOCKET    30-264   DOW  CHEMICAL   CD 

F     Security,    medical,     emergency   &    fire    protection   plan* 

B3090309I3  Forwards    IE  Safeguards    Insp   Rept    9O-264/B3-O1    on    8304 O 3-04, 
No  noncomp llance   noted 

MILLER,  J  R        Region   3.    Offtcn    of   Director        S3/04/29         RAMPY.L.  H, 
Dou  Chiffllcal    Co        2pp        1B294    173        24X  Flche    30-2&4.  S3/O4/2?> 
B3D9030513 

--B30S030321    IE  Safeguard*    In*p   Rept    BO-364/83-01    on    B30403-Q4   No 
noncoirpllance  noted   Major   areas    Inspected    facility 
organliatlon  &  operation,  measurement   b   statistical    control 
Detail!   withheld    (fat    10CFR3  7901 

HADEDA.T  J  .    KNICELEY.J  R   ,    CREED,  J  R        Region   3-     Office    of 
Director        B3/04/29        Ip         IB294    173        24X  Ficha:  3O-aA4,  83/<M/a7i 
5309030313 

0      Inspection   reports,     IE  Bulletin*  &   correipondenca 

8303030313  Forward i    IE  Safeguards    Imp   Rept    30-264/03-01     t>ri    B3O40S-Oi, 
Ho  noncompl lance   nottd 

MILLER.J  R        Region  3,    Office    of    Director        03/04/H9.       RAMPY.  L    W 
Dou  Chemical    Co        2pp        18294    173        24X   Fiche    30-264,  03/04/29, 
B303030313 

--830B030S21    IE  Safeguard!    In»p    Rept    30-264/B3-01    on    B30403-O6   Ho 
noncompllance   noted   Major   areas    inspected    facility 
orjanHation  (.  operation, maaturement  S>   statistical    control 
Details   withheld    (ref    10CFR2   790) 

MADEDA,T  J  ,    KNICELEV.  J  R   ,    CREED,  J  R        Region   3,     Off  ice)    of 
Director        83/04/E9        Ip        1B394    173        B4X   Fiehe ,  30-264,  B3/04/29i 
B303030913 


DOCKET   30-263   QUAD-CITIES   STATION,     UNIT   2 

F     Security,    metflcal,     emergency   b   fire    protection   plan* 

8303110034  Oenerlc  Ltr  B3-21   to  all    licensees   of   operating    re*etov«, 
applicants    for  OLs    &   holders    of   CPs    re    clarification    of 
access    to   control    procedures    for    law   enforcement   vl*ltc. 
Sve    Hit    end 

EISENHUT.D  0        Division   of  Licensing        B3/03/11  Convolldated 

Edlion  Co      of  Neu  York,     Inc         16pp         1B340  095        24X 
Flche    30-000,  83/03/11.  8303110034 


..qU"t*    •eh««'ular   emmptlont   allowing    delag     In    Imp  lamentin 
48  requirements    for    Installation   of    fire    protac  ti"on 

notfi   Request  based    oti   «E,  manufacturer  &   const    personnel 

anticipated    Implementation   schedule 

RYHAK.B        Commonuealth   Edison   Co        B3/OS/18        DENTON.  H.  «         Office    ot 

Nuclear  Reactor   Regulation,    Director        6pp,       1B34S   aO4         24X 

Fiche    30-000,83/03/18,8303240243 


9309140072  Forwards  «onthli|    operatlnj    rept    for  Apr    1983 

MUSOLF.D,      N»r61i*rn,  States    Power   Co        63/09/11  Office   of  Rcsaurc* 

Managtaentj     Director        Ip         18432  OOB        24X  Fiche    30-263.83/05/11, 
8303 160092 


— 83031&0098  Monthlv    operating   rept    for   Apr    1983 

MYBABOi  A  L        Northern  States   Pou»r  Co        83/03/03 
84X   Fieh*.  30-263,83/08/1 1- B30316009S 


4pp 


B309330141    Informs    that   NUREO-0737,  Item    III    A  2    1    re    emaranncu    ol.n 
upgrade    to  m..t    10CFHSO  App   e  requirements    complete    for 
facIH tv    Item  closed 
VAS8ALLO,  D.  fl        Operating   Reacton   Branch    S        B3/O3/1B         FflRRAR,  D   L 

h   Bdt"n  CD        3PP         1S376    I9B        B4X   FicNe-  30-234,  B3/OB/1B, 


DOCKETED  ITEMS 


73 


P      Operating    1  iconic    stage    documents   &    correspondence 

B3Q3O3Q3*??    Forwards    safety    evaluation    nn   NUREG-0737,  I  tern    II    Q    2    3, 
"Plant    Shielding    Mods    for    Vital    Area    Access    "    Requirements 
met 

VASSALLO, D  D        Operating    Reactors   Branch   3        83/01/22        FARflAR.  D 
CommonWfalth    Edison    Co         3pp          1B384    222         24X    Flche    30-234,83/04/22, 
B3O5O2O397 

8303030438    Forward*    info    ra    NUREO- 0737,  Item    II    D    1.     "Performance 
Tilting    of   BWR   Safety/Relief   Valves,"    per   NRC   B3O104 
requast    Applicability    of    load    combination    Info    to   BUR  Owners 
Oroup    generic    te»t    rept    acceptable 

HVBAK.B         Commonwealth    Edison   Co        83/04/27        DENTON,  H  R         Office    of 
Nuclear    Reactor   Regulation,     Director         IBpp        I82B3  311         24X 
Flchd;  30-234,  83/04/27,  8303030438 

fl30SOZ04i35   Q»n«rlc    Ltr   33-19    to  all    pouior    reactor   (•   testing    licensee* 
r«    neui    procedures    (or    providing    public    notice    concerning 
Issuance    of   amends    to   DLi    Svc    list   enc 1 

EIEENHUT, D  0        Division    of   Licensing        83/O3/02  Consol i datod 

Ed  i  I  tin    Co       of    Hew   York,     Inc          SOpp          18441     ISO         3flX 
FUhe    30-000, 83/OS/OB,  8303020433 

83030*0351     Application    to    amend    Licenses    DPfi-19,  DPR-33,  DPR-29   t- 
DPR-3Oi  chancing    App   A   Tech    Specs    re    economic    generation 
control    operation 

RVBAK, B          Commonwealth    Edison   Co         B3/O3/02         DENTQN,  H   R          Office    of 
Nuc 1  ear    Reactor    Regulation,     Director        2pp        24X 
Flche,  3O-000,  B3/OS/02,  830S040331 

— 8309040335  Proposed    changes    to   App   A   Tech   Specs    re   Economic 
Denotation   control    operation   W/o   detailed    changes 
»      Commonwealth    Edison   Co        S3/O3/02        IP        24X 
Fiehe    80-000,83/05/02,8303010331 

B303O50Q43    Application    for   amend    to  Licenses    DPR-29  tc  DPFt-30.  changing 
Teeh    Spies    to    limit    control    rod    drive    pump    Isolation    from 
accumulator*    to    single   rod    scram   tasting 

RYBAK,  B         Commonwealth   Edison  Co        B3/03/02        DENTuN,  H  R.       Office    of 
Nuclaar    Reactor   Regulation,     Director        3pp        1B342  083        »4X 
Flcha    30-294,03/03/02,8309090043 

63031302O?   Concurs   w/NRC    changes    to   draft    Tech    Specs   re   roactor 
protection    syt    CUPS)    protective    relaying   mods,  per   83042O 
UP    Operation   w/RPB  mod, installed    per    10CFR30  39  t,  u/o    Telh 
BpBCi'Ulll    not    compromise    safe    operation   of    facilities 
RYBAK,  B.      Commonme*  1th  Edison  Co       83/09/06       DENTON,  HH        OfPle*   of 
Nuclear    Reactor    Rigulatlon>     Director        Hop         1B439  330        24X 
Fteh«:  30-000,  83/03/06,8303130209 

fl3O30?O69-9    Oetitrlc    Ltr   83-20    to   all    operating    reactor    licensees   !< 
hcldon    of   CPs   re    integrated    scheduling    for    Implementation 
of    plant    mods   Svc    list    end 

EISENHUTPD  0        Division    of   Licensing        S3/09/09  Consolidated 

Edison    Co      of   New  York,     Inc         16pp         1BA27    193        B4X 
FlthO    30-000,  83/03/09, B309090i39 

830313OO3B    Rttponds    to   830316   request    for   addl    info   re  MUREO-0737,  Hum 
II    K   3    33,     "Vtrifu   Qualification    of   Accumulators    on 
Automatic    Depressurliation   SUE   Valves    "    Environ  d   ««lsmlc 
qualification   will    he    In   accordance   w/IE  Bulletin  79-01B 
RVBAK.fi        Commonwealth  Edi«on  Co       83/05/10       DENTDN.H  ft.      Office   of 
Nuclear    Reactor   Regulation.     Director        2pp        18436339        24X 
Fichu     3O-000,  83/03/10,8303130038 

8303800707   Forwards    request    for   addl    info    on  NUREO-0737,  Item    II    K.  3   S3 
re    qualification   of    automatic    depressuriiation   sv* 
•eeumulaton, fisiponii    riqueiced   within   43   dags 

VASaALLO.  D,  B        Operating    Reactors   Branch   2        B3/O3/11        FARRAR,  D   L 
Common  Una  1th    Edi.on    Co         Spp          1B3S8   33O        24X   Flch.    SO-OOO,  83/OS/U, 
83O32OO707 

6305EOOiai   Notifies    that   B3O423  amend    application   for   propoced   Teeh 
Spue    changes   re    TMI    Action    Item    II   K  3    13   on    Isolation    of 
HPCI    81    RCIC   require*    fee   Application    req.u»*ted    from  NRC    for 
purpoiff    of    preventing    inadvertent    isolation   of    sys 
DlOOa. R    M        License   Fee   Management    Branch        63/03/12        FARRAR,  D- L 
CtJ»«onui«lth    E<fi»on   Co.       lp         1B940  228        34X  Fiche   30-000,  B3/OS/IS, 
8303200156 


8303310231  Advlae*  that  responses  to  NUREO-O737,  I  tern  111  D  3  4, 
"Control  Room  Hab  l  tab  1  1  i  ty.  "  act  e|>tfli  1  o.  t  omple  t  ing  action  on 
item  Safety  evaluation  encl 

VABSALLOiD    B          Licensing     Branch    2         G3/03/17         FARRAR,  D   L 
Commonueal  th    Edison    Co          4pp  ISbf-S    255         34X    Fiche    5O-231,  B3/O3/17, 

B30331O231 

Q30324O973   NotiFiea     tJiat    NUREO-O737  ,  1  tern    II    K   3    43,     "Oepressur  1  lat  1  on 
ill/Other    than    Automatic    Depressur  1  lat  1  on   9yi,"    completad 
Item   closed    9afett;    evaluation    enc  I 
VrtSSALLO,  D    B          Operating    Reactor*    Branch 
Commonwealth    Ediion    Co          7pp  18393   33B 

B3O3340573 


S3/03/1B         FARRAR,  D   i. 
X    Flctie    30-2S4,  83/03/1B, 


6303370419   Motif  lei     that    riiponac     to    S3O314,  0510    1    11     requeit*    for    atfdl 
info    re    TMI     Item    II    H  3   28,     "Qua  1  1  Pica  t  ion    of   Automatic 
Depreisuri  la  1  1  on    Sij  s    Act  umulator-s.  "    addressed    In  33031O    1  tr 
RVBAK.B         Commonwealth    Edison    Co          83/09/23         DENTON,  H    R         Office    of 
Nuclear    Kea-ctor    Regulation,     Director  lp          iB64Z   298         24X 

Ficlie    30-000,  Q3/OS/23, 


Q3033100B6  Notification    of    930*14   meeting   ui/util     in   Datbesda.MD    to 
dl«cu*i    utll    DCftDR    program    plan 
GILBERT,  R    A          Operating    Reactors    Branch     3         B3/-05/2&         CRUTCHFIELDr  D 

Operating    Reactors    Branch    3        Spp          I  B63H   063        24X 
Flehe    SO-ODD,  B3/O3/HA,  B3&3310086 

8303310028   Advise*     that    requirements    of    NUREO-0737,  I  tern    II    F    1,4, 
"Containment    Pressure    Monitor,"    1  1    F    1    Si     "Containment   Water 
Level    Monitor"    &    II    F    1    ip     'Containment    Hijdrogen  Monitor" 
raiolvadiper    831230  t/   801313    submittals 

CRUTCHFIELD.D          Operating    Reactors    Branch     3         B3/05/27         FARHAR.  D   L 
Commonuaalth    Edison    Co          7pp  lBi-33   213         H4X    FlchB    30-000.  B3/05/27, 

930  33  10028 


Imp-action    report*,     IE  Bulletins    d    corres  pondence 


82120&03S5    IE    Info    Notice   63-14,     "D>uat«red    Bpont    Ion    Eichange    Resin 
8us  capti  bt  1 1  tij    to   Exothermic    Chemical    Reaction    "   Svc    list 
enc  1 

TAYLOR, JM        Division    of    Safeguards    fr    Inspertlon  Programs    IPost 
8301O3)          B3/Q3J31  Gonaol i dated    Edison    Co       of    Neu   Yort,      Inc 

HSpp          IQ3O9    319         24 X    Flch*    30-000,63/03/21,6212060385 

B303O40021    IE    Info    Notice   63-21,     "Defective   Emergency    Use    Respirator    " 
Svc    lilt    ere  i 

JDRDAN.E  L         Di'/lsion    a(    Emergencij    Preparedness    '-  Engineering 
Response    (Post    S3O103>         93/O4/IE  Consolidated    Edison  Co      of   Ne-u 

VoTk,      Inc          ia&pp  16)033    133          S4X    Flcha    90-00-0, 63/04/15, 8303040021 

B3030400S3    tE    Info    Notice   B3-3B.     "DWR   Sa f etu/fitl  i  ef  valve   Failures    " 
av«    1  lit    encl 

JDfiDAN.E  L         Division    of    Emergency    Preparedness    !•  Engineering 
Reiponse    (Post    S3O103)         83/04/22  Consolidated    Edison  Co      of  N«ui 

Yor*,      Inc  HSpp  1B3B3    089          SIX    Flehe    30-000i  B3/04/82,  B30304O023 

8303040029    IE    Info    Notice    63-23,     "Inoperable    Containment    Mmtupfiore 
Ban  i  Ing   3i|s   "   Svc    list   encl 

JORDAN.  E   L         Division    of    Emerg-encg    Preparedness   &  Engieieerlng 
FtBspante    IPost    8301O3>         B3/O4/23  Canto)  Ida  ted    EdUon  Co      of   Neu 

York,      Inc          H9pp          183B1     311          24X    Flche    30-000,93/04/29,8303040023 

B30304002A   IE    Info    Notice   33-SA.     "Loose    Parts    in    Secondary   Bite    of 
gttam   Oeneratars    at    PUR*    "    Bvc    list    encl 

JQRDAN<E  L.       Division    of    Emergency    Preparedness    b  Engineering 
RBtpctEiie    [Poit    830103)         B3/04/2B  Consolidated    Edison  Co      of    Neu 

York,     Inc         I 13pp         18362  O47        24X   Flche    30-000, B3/04/EB,  B30304002A 

6303040027   IE    Info    Notice   83-23,     " Standby    Qas   Treatment   S«j»  Kvatvr   High 
Tmiff    Trip    Setpolnt   Adju-itm«nt    "   Svc    Hat    encL 
JORDAN, E  L.       Division,   of    Emergency-   Preparednais    !c  Engineering 
Reiponn    (Post    B3O103)         B3/O4/2B  Consolidated    Edison  Co      of   Neu 

Yorfc,      Inc          llBpp  183BZ    169          SIX    Flche    90-000, B3/04/2B,  3303040027 

B303O4OOSB   IE    Info    Notice    93-EA,     "Failure    of    Bit e ty/Reli* f  Valve 
Discharge   Line    Vacuum  Breakers    "    8vc    list    encl 
JOflOAN, E  L        Division    of    Emergency    Preparedness    t  Enj Inasring 
fiBipotin    (Post   630103)         83/O3/03  Consolidated    Edison  Co      of   NIUI 

Yorki      Inc  122pp          18441     17O         34X    Fich*     30-000,83/03/03,9303040028 


83OS18J0376   Foryard*    list    of    proprietary    documents   If  associated    pa>ges 
from    technical    evaluation    repts    r«    environ   a.ual  If  Ication    o* 
el.ctrlcal    equipment   OE  affidavit   per    IOCFR2  790  received 
H«itlnahcui»    affidavit    forthcoming 

RYBAK. B         Commonuealth    Edison  Co        B3/03/13        DENTQN,H  R.       Office    of 
Nucliar    Roaetor   fieoulation,     Director        3pp        18490  347        24X 
Fleh«:  30-000,  03/03/13,8303180376 


8303040030   IE    Info   Notice    33-27,     "Opera tiana 1   Response    to   Events 
Concerning    Deliberate    Acts    Directed    Ajajnit  Plant 
Equipment    "    9vc    list    encl 

JORDAN,  E  L-       Division   of    Emergency   Preparedness   h  Engimerlttg 
R*jpom*    (Post    83O1031         B3/03/04  Coniol  Ida  Csd    Editon  Co      of    New 

York,      Irtc          I12pp          1S3S2   283         24X    Flcft*    90-OOO,  B3/03/O4,  B30304O03O 

H303040031    IE    Info   Notice    03-23,     "Criteria    for  Protective    Action 
Recommendation*    for    Q*nera]    Emergencies    "    Svc    list    ane 1 
JORDAN, E  L.       Division   of    Emergency   Preparedness   t/  Engineering 
Retaonse    (Pott    93O103)         83/O3/O4  Consolidated    EdUon  Co      of  Mebi 

Yorfc,     Inc         I19pp         IB141    O01         24X   Flcfte    90-000,  H3/03/04,  B303040031 


74 


DOCKETED  ITEMS 


9303040033    IE    Info    Mc-tice    B3-29,     "Fuel    Binding    Caused    bi;    Fuel    ftacl 
Deformation    "    Svc     list    «ncl 

JORDAN, E   L         Division    of    Emergency    Pr  ffparedtieis    A    Engineering 
Heiponae    (Post   630103)         B3/O5/O6  Con-so  1 1  da  ted   Edison   Co      of   New 

York.     Inc          SISpp          1B323    24B         24X    Flche    50-OQO, B3/O3/Q6.  B3Q3O4OQ33 

B3Q517QI67   Fortuardi    response    to    330411     notice    of    violation   t    propo-ied 
imposition    of    tivil     penalties    re    IE    Insp    Rspts    50-954/02-36 
&    30-265/82-26   Also    includes    remittance    In    amount    of    S60,  OQO 
m    inoperable    reactor    protection    sys    tubchannel 

REED,  c         Cnmmanbiejl  th    Edison   Co         B3/O3/O1?  Director's    Office, 

Office    at    Inspection   and    Enforcement         Ip         1E466   303        24X 
Flche    50-254,  B3/O3/09. B303I70147 

— 830S170IB4    Responds    to   notice    of   violation    noted    in    IE    Insp   Kept* 
30-234/82-34,   f,    30-263/83-26    on    B2I118-22    !<    1213-16 
Corrective    actions   Startup   Prncadure    QGP    1-1    revised    to 
include    slon-off    for    vsrlfylng    clearance    of    alarm 

REED.C         Cnmmontijealth    Erfison    Co         63/05/07  Director's    Dffite, 

Office   of    Inspection   antf   Enf or-cement        <?pp         JB466   309        24X 
Flche    SO-234,B3/O5/Q9,  8303170167 

S  3030"!  0034    IE    Info    (Jot  ice    63-3O.     "Mi  sapp  1  1  eat  1  an    of    Generic    Emergency 
Operating    Procedures     (ECP)    Guidelines     "    Svc     list    end 
JORDAN,  E   L         Division    of    Emergency    Preparedness    t,    Engineering 
Response    (Past    930103)          33/09/11  Cansol  i  dated    Edison   CD       of   Ntia 

Vorl,     Inc          114pp          1B324    003         24X    Flche    30-OQO.  B3/03/1 1 ,  8303040034 

B30S3101Q5   Forwards    IE     [nip    Repti    50-254/33-06    t    30-265/83-06   on 
S3O21'!-<M3a  No    noncomplianc?    notnl 

SHAFER.W   D         Region    3.     Office    of    Director         63/05/12         REED,  C 
Commonwealth    Edison    Co         2pp          13638   051         SAX   Fiche    50-254.93/05/12, 
3303310(05 

--B3053IOII2    IE     [nsp    Reati    30-a54/&3-O£>   t    5O-365/B3-Oo    on   8302I9-Q423    Ho 
noncomp-1  lane  IT   noted    Major    areas    inspected    operational 
safety-insint,  surve  illance, licensee   monthly   reptsjregiDTial 
reques  ts,  LEfls    !>   public    info  >j    special    repts 

CHRISSOTlM09,rJ   ,     WALKER,  It    D         Jiegion    3i     Office    of    Direttor 
H3/O3/10         8pp         18i.S8'O33         34X    Fithe    30-234,83/05/13.8303310-105 

030530042!    Advises     that    utll    response    to    B2O7S4    c  anf  i  rmaborij    action    Itr 
re    tE  Bulletin   79-14, p i ping    analgsls    to    restore    hot    iKutdoum 
path    piping    sijs     to   FEAR   re^ui  rerasnta    bij    930213.  acceptable 
EPESSARD,  R   L         Division    of   Engineering         B3/05/I8         REED. C 
Commonuiealth    Edison   Co         2pp          18517    lli         21X    Fiche    SO-000, 83/05/18, 
030520042-1 

B303040040    IE    Info    Notice   03-31,     "Error    In    ADLPIPE   Computer    Program    " 
Svc    Hit    encl 

JORDAN. E    L         Division    of    Emergeneg    Preparedness    J,   E-ng  ine*r  1  nj 
Raiponse    (Post    8301O3)         83/03/19  Consolidated   Edison   Co      of    New 

York,     Inc          I14po          lHi.97   009         24X    Fleh&    30-ODO,  83/05/l<J.  93030^1 0010 

B303S50377   Forward 4    "GE-MEQS  Electrical    Penetration  Assembly 
Oufll  Lf  (cat  Ion   Program."    VQ-U    1    &   2    to    "Response    to    IE 
Bulletin!    79-O1B    Quad    Cltte»    N'jclear    Power    Station   Units    1    (c 
2"    tc   VQ]i     1    t   2    to    "Re«panse     ta    IE    Bulletin   7^-OlG 

HYBAK,  B         Cmnmanuralth    Edison    Co         B3/03/I9         DENTON,  H   R         Office    of 
Nuclear  Reactor    Regulation.    Director        2, I IBpp         18578  OO1         24X 
Flche    50-000,  B3/05/19,  8303230377 

— B309230393    "QE-NEB3  Electrical    Penetration   flssemblg    Qualification 
Program    " 

*      Qechtel    Corp         B3/09/1S         2O3pp          16578    174         24X 
Flche    50-Oao,83/03/l'?,a3QS230377 


— 830SI7O37A   Monthly    operating    repts    for   Apr    19H3 

MIBAK,  A         CommoniiiHal  th    Edison    Co         83/03/03         21pp 
24X    Fiche    50-234,  83/05/02,  S3051  7037S 


IE    Bulletin    7<?-01B,Quad 


— 8303250413    Rev   S    to    Volt     1-3    to    "Rasponse 

CltleE   Nuclear   Pouer    Station   Units    f    t,    2    " 

»      BectitEl    Corp         B3/O3/31         7SSiip          16381    233 

Flche    3O-000,  B3/O3/I9,  9305230377 


a30327O2LA  rtc  Ic    receipt   of    83030?    transmitt.il    Foruardlng    full    payment 
at   proposed    civil    penalty   Corrective    actions    lulll    be 
•lamlned    during    future    Inspc 

AXELBAD,  J   A         Hnf or  cement    Staff         B3/03/P3         HEED, C    R         Commonuea 1 th 
Edimn    Co         2pp          19637    333         24X   Fiehe    50-291.  B3/Q5/2S,  0305370214 

830304004fc   IE    Info  Notice   93-33,     "Nonrepresenta fcive   Sampling    of 
Contaminated    Qt 1    "    Svc    list   ent I 

JQRDAN.E  U        DLviijc-n   oF    EmHvg-en.cij   Preparedness   !>  Engineering 
Responie    (Post    830103)         B3/05/2&  Consolidated    Edison   Co       of    H»U 

Yort,     Inc          I14pp          1B647    OO7         34X   Fiche    5O-000.  B3/03/26, B303040046 

R      Periodic    operating    reports   ^'related    c orre ip ondenco 


S      Haportable   occurrences.    LERi 


related    correspondence 


LER   83-OD6/O3U-O   on    B30424,  AO   2-2O3-2D   MSIV    failed    to 
initiate   half    a  cram    on    reactor    protection    sijs    channel    D 
Caused     hi)     channel    G     10K    closure     limit    smltch     failure    Limit 
switch    replaced    ui/1 1  ke-Par-1 1  lie    suiitch   M/B30516    Itr 
FUHS.A    ,     WAUIvlANAKIS,  W         Commonwealth    Edison    Co         B3/05/le 
KEPPLER, J         Region    3,     Office    of    Director         3pp          1B62S   351         24X 
Flche    50-2&3,  B3/03/16,  830324,0386 


B30331O132   LER   B3-007/O1T-0    on    830309,  uih  1 1  e    revieulng    out-of-sve 
documentation, discovered    that    control    rod    drives    (CRDl 
38-07    fc   46-S5   on    Unit    S    t.   Oi~43   on   Unit    1    made     inoperable 
y/c-    veri  Flying     shutdoun    margin    or     Insertion    W/B3O323    Itr 
WUNDERLJCH.J   ,     KALI VIANAKIS, N         Commonmea 1 th    Edison    Co         83/03/23 
KEPPLER, J   0        Region    3,     Office    of    Director         Ip         1B693   044        24X 
Flche    50-365, B3/03/23,  030331O132 


DOCKET    S0-St)6   PDliJT   DEACH    NUCLEAR    PLANT,     UNIT    1 

F      Security,     medical,     emergency    &   fire    protection    plans 


B3Q3030323    Request 
requests    re    sepa 
830323    fc    31     tele 
FAYj  C   W         Wiscon 
OFfiee    of    Nuclea 
Operating    Reactoi 

revs    to   proposed   mode    ta    10CFH30   App    R    eiemptlan 
atlan    r  squi  rements,  per   B303S2  meeting    li 
n«    Detailed    discussion    of    revs    encl 
in    Electric    Power   Co        83/O4/28        DENTON,  H  R 
Reactor   Rogulation,     Director        CLAHKi  R   A 
s    Branch   3        29pp         10300   2B6        34X 

Ficlie    50-266,  33/04/23,8303030323 


8303110340   Foryards    exemption    From  App    R    In    partial    response    to   B20630 
Itr    fc  B3O929  t>    1O11    suppls   Eremptlon   permits    relief    from 
l-equ  i  romflnts    to    install     fixed    suppression    su,s    &    fire 
barriers    to    separate    hijdrugen    lines    from    safety    equipment 
CLARK.R    A         Operating    Reactors    Granch    J         B3/04/2B         FAY, C    W 
Mlieonsin    Electric   Power    Co         Spp         18413    1O4        24X 
Fiche    50-266,  B3/O4/2H,  8303110340 

— B30511O942  Elemption    from  requirements    of    10CFR30,App    H, Section    III  0 
ra    fiied    fire    luppression    iijs    in    control    room 

EIEENHUr.D.G         Division   of    Licensing        83/04/38  Wisconsin 

Electric    PDUBT    Co          3pp          1B-113    107         24X    Fiche    50-266i  83/04/28, 
B30311034O 

93O517O241    Act    receipt    of    G3O121    Itr    informing    NF1C    of    steps    taken    ta 
correct   violations    noted    in    IE    Imp   Repts    30-266/82-17   & 
50-301/82-17  Violation    1    re    fire    signaling    sus    tasting 
iifl  th d Tallin 

SPESSARD.B    L        Division    of   Engineering        B3/05/09        BURSTEIN,  S 
Wiaconiin   Electric    Power   Co         2pp         IB464   333        24X 
Fich*    30-2ifi,B3/03/0^.  8303170241 

— 830517O232  Responds    to    NRC   821130    Itr    IB    violations    noted    In    IE    Imp 
R«pti    30-244/82-17    fc    SO-30I/B2-17   Correctivo    actions    annual 
firs    pump    capacity    t>st   revised    to    Include    addl    performance 
data   Fire    protection    test's    reviewed 

FAY.C    W         Mi.consln    Electric    Poiuer    Co         B3/O1/21          KEPPLER,  J   0 
Region    3,     Off-lea    of    Director         42pp          1B4A4    333         24X 
Fiche    30-264,83/03/09.6303170341 

— 8305170263  Responds    to   C    Ramseu,    question    re    largest    single    fir*  untir 
flouj   requirement    at    Facilities   Sprinklers    for    diesel 
generator   roams    supplied    tram   svc    uiater    iijs    capacity 
FAY.C    W         Uliconiln    Elictric    Power    Co         83/02/84         KEPPLER,  J   C 
Region    3.     Office    of    Director         3pp          18463   O13         24X 
Fleh«    3&-264,  B3/03/O9.  B3O3  1  70341 

H303I70139    Ack    rscalpt     of    B304 1 3    Itr    informing    NRC    Of    steps    taken    to 
coi-mct   violations    no  tad    In    IE   Safeguards    Insp    Repts 
30-2t6/B3-QB   &    SO-301/B3-O3 

HIND.J  A        Division    of    Radiological    tt  Materials    Safety    Programs 
B3/03/LQ        BUHBTEIN,  S        Wisconsin   Electric    Power   Co         Ip         19466   270 
24X    Flche     S0-2tfc, B3/03/JO, 83O317013B 

— 830317O144    Responds    to    NRC  S3O314    1 tr   re    violations    noted    in    IE 
Safeguards    Imp    Repts    30-244/B3-O3   (,   50-3O1/B3-O3   Corrective 
actlc-na   withheld    (rsf    10CFR73  21) 

BURSTEIN.  S         Wisconsin    Electric    Power    Co         B3/04/13         HIND,  J   A 
Division    of  Radiological   S<    MateriaU    Safety    Programs         Ip 
S71         24X  Ficha    50-246, B3/O3/10.  B30317013B 


B3O317O372  Forwards   monthly    operatine   repts    for    Apr    19B3 

KALIVIAfJAKIB.N        Commonuifl  1  th   Edison   Co        83/03/03  Director's 

Office,    Office   of    Infection  and    Enforcement         IP         1B466    055        24X 
Fich*    50-234.  B3/O3/02.  B3051 70372 


B30511O034   Oenenc    Ltr    83-21    to    all    licensees    of    operating:    reactorij 
applicant!    for   QLs    b    Jioldtn    of   CPs    re    clarification    of 
access    to   control    prpicedur««    for    lau  enforcement   visits, 
Svc    list    »ncl 

EI6ENHUT. D    O        Division    of   Licensing        B3/05/I1  Consolidated 

Ediion   Co      of  Mem  York,     Inc          16pp         1B340  093        34X 
Fichu    5O-OOO,  B3/Q3/11,  B3O5H0034 
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B30SB0002I    Notifies    that   NUREG-0737,  1  tern    III    A  2    I,     "Emergency 
Preparedness,  Upgrade    Emergency    Plan*    to    ftpp    E-lOCFftSO," 
completed    Item   closed 

CLARK. R    A          Operating    Reactors    Branch    3         B3/O3/12         FAV,  C    U 
Wittoniin    ElHctrlC    Power    Co         3pp          18540    114         2<1X 
FUhe    30-266,03/03/13.  B3032OOO2t 


0      Adjud lea tory    correspondence 


B3Q3020438    Brief    opposing    Wisconsin    Environ    Decade    eicoptlons    to   ASLQ 
B3G204    Initial    decision   authoriiing    full-scale    sleeving 
Eicip  t  torn    uaived    for    failure    to    brief    or    arguments    u/o 
merit* 

CHURCHILL,  B   W         Wisconsin    Electric    Power    Co         CHURCHILL,  B   M        Shaiu, 
Pittman,    Fotti   i  TrQubritfge        83/O4/29  Atomic   Safety   and 

LIcinslnB    Appeal    Panel          32pp          18281     ill          24X    Fiche    30-266, 
.  B30302043B 


8305100314   Brief    in   opposition    to   Wisconsin   Environ  Decade  330214 
•.ppial     at    ASLB    830204    memorandum   &    order    L8P-B3-4   ABLAB 
should    rajBct    etcvptlon*    not    briefed   &  affirm  ASLB   order   re 
*t*an  generator    tuba    rupture   W/Certif  itate    of   Svc 

BACHHANN.R    O         Hearing    Branch     1         B3/05/09  Atomic    Safety    and 

Utenifng    Appeal    Panel         IBpp         1S371    141        34X   Fiehe    30-266, 
03/05/09.  8303100314 

B303170291    Opposes   Wisconsin   Environ   Decade   830506  rarest    to   provide 
Hi»t  inghouse    proprietary    info    frofti    licensee   Decade    petition 
for    discretionary   Commission   revisiu   does    not    entitle 
petitioner    to    proprietarg    info   Svc    list    encl 

CHURCHILL,  B  W        Bhau.    Plttman,    Potts   i   Trooibridge        CHURCHILL,  D  W 
Hllconsln    Electric    Power    Co         B3/O3/13         MOORE,  T    S   ,     JOKNBDH.  H   Ft    , 
GOTCHV,  R   L        Atomic    Safety    and    Licensing    Appeal    Panel        3pp 
121          24X   Flche    SO-S6&.  B3/O3/13,  9303170291 


B309S7033B   Requests    info    re    date,  time   4    location    for  Commission  meeting 
an  emergency    operations    facility    location  Leave    to   address 
Gafnnltf  Ion    requested 

FAV.C    M        Wisconsin   Electric    Pouer    Co        B3/OS/SO       CH1LK,  B  J       Office 
of   the    Secretary    of    the    Commission        lp         18646    134        31X 
Fleh*    30~2i6,  83/03/20,  B30327053B 

P      Op.«ratlng     license    stage   documents    fc   correspondence 

B3D3230724   Forwards    estimated    annual    resulatory    t.   nonregulatory 
•  <pindit(ires    in  83OSOS    Itrs    IB    cost    of    backfitting   Combined 
capjdty    of    facilities    Is    99-1    MWe 
EUnaTElN.  B         Wisconsin    Electiic    Pouer    Co         B3/02/2S         TOURTELLOTTE,  J 

Regulatory    Reform    Task    Force         3pp          18342   269         24X 
Field  '  S0-2i6,  83/02/33.  B30323Q724 


B3030*?Q34(j    Lists    drawing*     needed     to    i  evieu     inser^ice     testing     program 
Two    sots    of    full     sire    drawings    requested 

CLARK, R    A         Operating    Reactors    Branch    3         B3/04/27         FAV, C    U 
Wisconsin    Electric    POmer    Co          3pp.          1EJ3FJ1    2O5         24X 
Ficho    30-266,83/04/27,93050903-16 

B3O3M002H    Informs    of    Clais     !     t*     [II     fee    classification    for    630321 

opepabHita    Overpayment    for    790926  application,    for 
administrative    changes    ml  1 1     bg    applied     toward    current    fees 
MILLER, W    O         LlcBn»e    Fee    Management    Hi  ant  h          33/04/27         FAV.C   W 
Wisconsin    Electric     Pouer    Co          2pp  1S421     313         34?. 

Flche    30-266,33/04/37,  3303110023 

8303020455    Generic    Ltr    83-19    to    all    pouor    reactor    I     testing     licences 
re    ti*u   procedures     for    providing    public     nnttce    concerning 
Issuance    of   amends    to    DLs    Svc     list    end 

E18ENHUT.D    0         Division    of    Licensing          93/03/0?  Consolidated 

Edlion    Co       of    New    fort,      Inc  SOpp          18441     120         24X 

Fie*e    30-000,33/03/03,9305030439 

G305DA040B    Requests    eitenslon    of    dea-dlme     For    environ   qualification 
of    equipment    until    B4O330    far    Unit    2   !,    B41101    for    both    units 
for    environ    qual 1 f i ca t i nn    of    all     1OCFR50    49(bt(3)     equipment 
1  temi 

flURSTEIN.S         Wistc-nsln    Electric    Power    Co          63/03/04         DENTDN,  H   R 
Office    of    Nuclear    Reactor    Regulation.      IKractor         CLARk,  f?    A 
Operating    factors    Qvanch    3         3pp  IB31B    21O         24X 

Flche    30-266,53/09/04,6303060406 

B3OS110O75    Remits     license    araenii    approval     fee     for     temporal  y 
clarification    of    TecJi    Specs    re    auiiliiiri|    feedtuater    sijs 
operabl 1 1 ty 

BUHSTEIN,  S         Wisconsin    Electric    Pouer    Co          B3/O9/O4         DEHTQM,  H   fl 
Office    of    Nuclear    ReactoT    flegulation,     Diie-ctor          MILLER,  W    0        License 
Fee   Management   Branch         lp         1 B408    IO9        2<U   Tiche    30-366,  83/05/0'!, 
B3031 10073 

830S11O181    Application    to    amend    Licenses     DPR-24    t,    OPR-27.  cons isting    of 
Tech    Spec    Change    Request    71     re    limiting,    conditions    for 
operation   rftquirlng    both    RHR    loops    be    operable    unleis 
reactor    sys    Is    in   refueling    shutdown    condition 

DURSTEIN.S  Wisconsin  Electric  Pouer  Co  H3/05/O4  DHMTON,  H  R 
0-fftCi)  oF  (Juclear  Reactor  Regulation,  Director  3pp  IB407  123 
24 X  FicKe  30-266,33/03/04,8305110181 

— 3303110187    Tech    Spec    Change    Requeit    11    re    limiting    conditions    for 
operation    requiring    both    RHR    loops    be    operable   unle33 
reactor    sys    is    in    refueling    shutdoujn    condition 

*      Wisconsin    Electric     Poumf    Co          S3-/OS/04         6pp          IB407     IBS         34X 
Flche    30-266-83/03/04,6301110181 


B3O50aOZ7Z    Forwards    Affidavit  AW-BO-27    in    support    of   request    to 
ulthJiald    proprietary    info   re    effect    of    radiation    on 
insulating    mat  It    in   Hestinghouse   medium  motor    per 
10CFR2   79O   re    end    utll    draft    B30413    Itr 

HIEBEMANN.R   A        Uestlnghouse   Electric    Corp        B3/04/I3        THOMAS,  C   0 
OWiflon    of   Licen»lno        9pp         18277    196        S4X  Tiche   30-266,03/04/13, 
930302027  S, 


B30S110201    Foruiards    dddl    fees    associated    u/Tech    Spec    Change   Request 
ht    to    alloui  re-pair    of    dejradod    stesm    generator    tubes   bij 


.  S         Wisconsin    Electric    Poui«r    Co         B3/09/O4         i)EHTDN,HR 
Office    of    Nuclear   Reactor   Regulation,     Director        D1GOS,  R  n        License 
Fea   Management    Branch          lp  1B4O7     111          21X    FUho    50-2ter.  83/O5/Ofl, 

B303MO5O! 


NonproprlBtarv    version    of    "Effect   of  Radiation   on 
Insulating   Matl*    Used    in   Uestinghouse   Medium  Motors    " 
BARTKO, J         Hestlnghous»    Electric    Corp         71-1C3-RADMC-R1         71/01/10 
37pp-         1B277   209         E4X    Flthe    30-266,03/04/13,8303020372 

8309020128    Foruards    safety    evaluation   of   util    preferred   ac   pouer    sgs 
eoh-f ormancn    to  QDC    17  Pouer    sys    do   not    fully   meet    Intent   of 
ODC    17    since    syi    could    be   automatically    disconnected    from 
4rliO-volt    safeguards    buses    In   worst   case    accident    loads 
NORELIUarC..E        Division    of   Project   t<  Resident  Programs        83/04/25 
EISEHHUT,  D,  0         Division    of    Licensing         3pp          1827B   220         24X 
Finn*.  30-HA6.  83/04/B9,  83O3O20128 

— 3309020137   Safety    evaluation    of    utll    preferred   ac    power    sys   confdrmance 
ODC    17    Proximity    bf    low  voltage    transformers    does   not   fully 
rnett    ODC    17  requirements    for    physical    separation,  but   deluge 
*,prtn&lt<T-    sy«   adequate 

*      NRC    -   No   Detailed    Affiliation   Given        S3/04/2S       Spp 
24 X    Flche    30-266,  83/O4/23,  B30302013B 


8303120493   Fouards    Amondi    73    ii    7H    to    Licenses    Dppt-24   l<   DpH-27, 
r  aapfli  tiva  Itjt  saf  e  ty    evaluation    ft   notice    oF    Issuance  !• 
avallabllitij   Amende-    allaui    temporarnj     isolation    of    ahared 
motor    driven    auniliari;    Feeduiater    pumpe 

CDLBUflN.T    fl        Operating    Reactors    Branch    3        83/05/0"!        FAY,  c  W 
Wisconsin    Electric    Pouer    Co          4pp  18440   HI*         24X 

Flche     30-266.33/03/0-1,  B3031ZO493 

—  93Q31204-9S   Amends    73    i-    7B    to    Licenses     DPR-34    &    DPR-27,  reap  ect  i  ve]  i) , 
allouilng    temporarij    isolation    of    share-d    motor    driven 
aurillarg    feeduater    pumps    for    unit    during    star  tup,  shutdown   ti 
survei ILance    testing    of    other    unit 

CLARK- R   A        Dporating   Reactors    Branch   3        Q3/OS/Q4        6pp 
184-30    aiB         24X    FUhe    30-346,83/09/04,8305120493 

— 83O3120S02   Safety    evaluation    supporting    Amends    73   I,   78    to    Licensee 
DPH-21    5-    DPfJ-27,  respect  Ively 

4      Office    of   Nuclear   Iteactor   Regulation,     Director        03/03/04        2pp 
IB14O    2H4         24X    Piche    30-266- B3/O3/O4. S3031 30195 


B3:050i0001    Forward*    EQbO   summary    of    discussion   re    radiological    effluent 
TttJi    Spec*    during    8206O2-03  plant    visit  Final    draft   of 
pi-opoiid    radiological    affluent   Tech   Specs   i-   offsite   dost 
calculation  manual    should    be    developed   within  £0   days 
CLARK.  R.  A        Operating    Reactors    Branch    3        83/04/23       FAY.C  M 
Ml.eoniin   Electric   Power  Co       43pp        1S353  263       34X 
Fich».  BO-246.  B3/04/BS,  B30306000I 

— 3303060007   STANDARD  RADIOLOGICAL  EFFLUENT   TECHNICAL  SPECIFICATIONS 
FOR   PRESSURIZED  HATER  REACTORS  SEPTEMBER    1902 
»      NRC    -   No   Detailed    Affiliation  Given        NUREO-0472  D07  R03 
82/09/O3        B3pp         1B333  303        24X  Fiche    50-S66,  B3/O4/2S,  8303060001 


— B3Q312O303    Hntlc?    of     istuance    t,    a  val  labl  1  I  ty     of    Amende    73   <•   7B    to 
Licenses    DPR-24   4    DPR-27, reapec tive I y 

THAMHELL.C   M        Operating    Reactors    Branch   3        33/09/04        Hpp 
18440   226         H1X    Flehe    30-266. B3/O3/04. 83031 204^3 

3305130009   Updates    progress    In    nie*tin-g    Bthedular   commitment's   per   NRC 
830314    order    re    implementation   of    poat-TM[    Action    Item 
II    F    1,     "Addl    Acei-dent    Monitorino    Instrumentfl  t  ion    " 
FAY.C    M        MUconsin    Electric    Pousr    Co        93/09/O&        DEWTON,  H  R 
Office    of    Nuclear   Reactor   Regulation,     Director        CLARK, R   A 
Operating    Reactors    Pranch    3        3pp         18436  341         24X 
Fiche    3CI-26£,,  83/03/06.  B305  I  30OCX7 
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3305090639  Generic    Ltr    B3-30    to   all    operating    reactor    licensees    b 
holdtrs    of    CPs    re    integrated    scfcfldulinj    for     implementation 
of    plant   mads   Eve    list    ene 1 

EISENHUT.D   0        Division    of    Licensing        B3/05/O9  Consolidated 

Editon   Cq       of   Neu   Yort,     Ire          l^PP          1S627     133         24X 
Flcne    30-000,  83/Q3/01?.  83050<?0699 

S3O3340131    Inforrai    that    plpin(    t    ini trumentat i on    diagram*    requested 
In  63043?    Itr   re    Inservice    testing    program  will    be    forwarded 
under    separate   cover 

FAY.C    HI         Wisconsin   EUttri*    Power    Ca         B3/O9/19         DENT ON ,  H   fl 
Office    of  Nuclear    Reactor   Regulation.    01  rector-        CLARK,  R   A 
Operating    Reactor*    Branch    3          lp          18949    006         2-5 X 
Ftcfie    30-266-,  B3/09V19.  83033-10-J3I 

8303240497  Forwards    Hit    of    electric    equipment    Important    to    safety    to 
tie    environmental^    qualified   at    fa-cflitii*    Info    duplicates 
01100B   response,  per    IE  Bulletin    79-010,  u/ 1  I  sted    exept  1  ons 
fAV,C   W        Wisconsin   Electric    Power   Co        B3/O5/30        DENTQN,  H  R 
Office    pf  Nuclear  Reactor    Regulation,    Director        29pp         IB37I    360 
24X   Flche    30-266,83/03/20,9305240497 

Q      Inspection   r»ports,     IE  Bulletins  &    c  arre-spo-ndanc  e 

821206O3B5    !E    Info   Notice   83-14,     "Daiuatered    Spent    [on    EichanflB    Resin 
Suicept  ibl  litij    to  Eiothermlc   Chemical    Reaction    "   3vc    li«t 
encl 

TAYLOR,  J   M         Division    nf   Safeguards    >j    Inspection    Prnflrams     (Poit 
B3O1031          B3/O3/2I  Consolidated    Ellison    Co       of    New    Yor  k ,      Ine 

113 ff          1B30S   319         24X   Pi-che    50-000.83/03/31,82120603-93 

8303040021    IE   Info   Notice   63-21.     "Defective  Emergency   Use   Respirator    " 
8vc    I  lit   «nc  1 

JORDAN,  E  L        Division    of   Emergency    PpEparedn*  i  s    b   Engineering 
Response    (Post   B30103!        83/04/13  Consolidated    Edison   Co      of    Neu 

Yor*,     Inc          126pp          1S433    199         24X   Fiehe    50-0-00,83/04/13,8303040021 

8303040023    IE    Info  Notice    83-23,     "OUR   Safety/Relief   Valve    Failure*    " 
Svc    lilt    encl 

JQHDAH,  E  L        Division   of   Emeraeney    Freparedne-s  i    it   Engineering 
Responte    <P-ost   B3Q103J         93/04/22  Consul idated    Edison   Co      of    Mem 

York,     Inc          tlSpp          19383   OB1?         24X    Flcne    50-000,03/04/23,8303040023 


B3O304Q031    IE    InFo   Notice    83-28.     "Criteria    for   Protective   Action 
Recommendations    for   General    Emergencies    "    SVE    list    end 
JORDAN, £  L        Division   of    Emergency    Preparedness    t,  Engineering 
Response    CPast   B30103)         63/03/04  Consolidated    Edison   Co      ol  Htu 

York,     Inc         119pp         18441    001        24 X   Flche    90-000, B3/03/04, 8303040031 

B305130408   Submits   adrfl    response    to    IE  Bulletin    79-14,     "Seiimlc 

Analysis    for   As-Built   Safety-Related  Piping    Sijs    "    Mechanical 

corrections    installed    u/ayception   of  tuio    corrections 
requiring    melding    to  RHR    piping 

BUHSierW. S         Ulacansln   Electric    Pouer    Co         83/05/04         KEPPLEH.JO 

Region    3>    Office    of   Director        2pp  IB431    150        24 X 
Flehe*  50-266,  B3/OS/04,  03OS12040H 

9303040033    IE    Info  Notice   83-29,     "Fuel    Binding    Caused    by   Fu»  1    Rack 
Deformation    "    Svc    list    »ncl 

JORDAN.E   L         Divl»lon    of    EmBrgenci)   Preparedness    t,  Engineering 
Renponl?    (Post    930103)        83/O5/06  Consolidated    Edison   CD,     at  Ht» 

York,      Inc          l!3pp          18323    24B         24X    Fiche    30-000,83/05/06,83030400-33 

8305300229   Clarifies   position   re   maint   fe   testing    program   for   HVAC 
filter    units    not    controlled    by    Tech   Specs    !<    for    respirator 
fitting    program, par    IE    Incp    Rapti    3O-266/H3-03   t 
50-301/83-O3   d~td   830216  although   nn   noncomp  1  iance    noted 
FAY.C    M        Wisconsin   Electric    Pouer   Co        83/03/06        KEPPLER,  J,  t? 
ftcoion    3,    Office    of   Director        3pp         18517    102        24X 
Ficha    30-26A,  Q3/OS/06,  B3OS200239 

8305170241    Ac  IE    receipt    of   B3Q121    Itr    informing    NKC    of    itep«    taken   to 
correct    violations    noted    in    IE   In*p   Rept*    30-266/82-17   & 
30-301/82-17   Violation    1    re    fire    signaling    sys    testing 
uitthtlr6un 

SPESBABD,  R  L        Division   of   Engineering        83/05/09        BURBTE1N, B 
Mliicon*ln   Electric   Pouier  Co        2pp         1S464    333        24 X 
Flcde    90-266.  S3/03/09,  B3O3  1  70241 

— B3OS17O252  Responds    to  NRC    aail30    Itr    re    violations    noted    in    IE   Imp 
Repta    50-26o/B3-17  t,   90-301/S2-17  Corrective   actions    annual 
fire   pump    capacity    teit    revised    to    include    addl    performance 
data   Fire    protection    teats    revleiuod 

FAY,  C    U        Ulsconsln   Electric    Pouer   Co        B3/01/21         KEPPLEfi,  J  0 
Region  3,    Dffici    of  Director        43pp         16464   335        24X 
Fiche    30-366,  83/OS/09,  B30317024  1 


6303040025    IE    IrvFo   Notice    B3-23>     "Inop>rab]«    Containment    Atmosphere 
S»niin(j    Sijs    "    Svc    lilt    encl 

•JQRDAN,£  L        Division   of   Emergency   Preparedness    >/  Engineering 
Rsspome     CPo*t    8301O3)          B3/O4/23  Coriso  1  laated    Edison    CQ       o-f    New 

York.     Inc          119PP          1B3B1    291          24X   Flche    90-000,63/04/25,6303040025 

8305120456   Foruarii*    IE    Insp    R»pts    50-266/S3-04    &   30-301/83-04    on 
830201-033!    &   notice    of   violation  No    reply    to    Hen  2    of 
notice   of   violation    requjreif 

SHAFER.H    D         Region   3,     Office    of    Director         83/O4/23         BURsrEIN, 3 
Hiicotlsin   Electric   Pouer  Co        3pp         16431   029        24X 
Flcho    50-266.  B3/04/2S.  B305120456 


-8305120463   Notic*    of    violation    from    imp    on    B30201-0331 
EHAFEfi.W   D         ftejlon    3.     Office    Of    Director         B3/04/2S 
18431    031         24X   Fiche    S0-3t,l>.  83/04/23,  B3031S0436 


-830312046B    IE    Imp    ReptS    3O-366/B3-0'1    !.    50-301  /83-O4    on    B302Q1-O331 
NDncompI  lance   noted   jitrsonn*!    failed    CD    chert    out    uhcn 
etitLng    containment   per   Procedure    HP  2   4  It   two   Ebei-lint 
Model   DAl~iCC  area   radiation   monlturc   not    labeled 
HAGUE,  R   L    ,     F1TZPATR1CK,  0    .     JACKIW,  I    H         Region   3,     Office    of 
Dirsctor        83/04/32        9pp         1B431    032        34X   Fiche    30-2A6,  B3/04/23, 


3303040026    IE    Info   Natlct   93-24,     "Loci  I    Parti    in    Secondary    Side    of 
Steam   Generators   at   PURi    "  Svc    Hit    end 

JOfiBAW,  E  L        Division   at    Emergency  Preparedness    tc  Engineering 
Rasponic     (Pott   830103)          93/04/26  Consolidated    Edison    Co      of   N*u 

Vorl,     Inc          H3pp          1S3B2    947         24X   Ftchfl    Sff-OOO,  63/04/2B.  B303040O2& 

B30-3040027    IE    Info   Notice    63-39,     "Standoy    Oas    Treatment   3iji    Hfater    High 
Tefip    Trip    Setpotnt   Adjustment    "   Svc    list   encl 

•JDRDArJiE   U        Division    of   Eoiergen-cg    Preparedness   &  £nglnearing 
Reiponse    (Post   330103)        83/04/EB  Ci>n«ol  Idated   Edison   Co      of    MBU 

Vort,     Int         !18pp         183B2    163        24X  Fithe   30-000,  H3/04/28,  830-3040027 

030301002S    IE   Inf«   Notice  83-2i,     "Failure   of   Safety/Relief    Valve 
Dlicharge    Line  Vacuum  ^reaten    "   Svc    list    encl 
JOftDAM'E  L        Division    of  Emergency   Preparednei-i    &  Engineering 
R»»ponse    (Post  8301O3),       S3/O5/O3.  ConsoJ  itldted  Eilson    Co.     of   N*u 

Vort,     Inc          IB2pp          1B441    170         24X    Flche    30-000,83/05/03,8303040029 

B303O40030   JE    [nfo  Notice    83-27.     "Operational    Reiponie    to   Event! 
Concirnlng    D-Elibente  Acts   Dlrtcted   Againit   Plant 
Equipmint    "    Svc    list   en*  I 

JOfiBAMi  E  L.       Dlvltlon   of   £marjj»atij  Prtparedniss   &   Englnearlng 
Retponte    (Post    B301O31         S3/O3/O4  ConSDlUatBd    EdHon    Co       of   N»U 

Yar«.     Inc         112pp         I83B2   382        21X  Fi  che   SO-000.  83/03/04,  B303040030 


— B3-OS17O363  Responds    to   C   Ramsey    question    re    largest    single,    fire  Witer 
flow    requirement  at   facilities   Sprinklers    for    diesel 
generator   rooms    supplied1    from   svc   water    ly*    capacity 
FAY.C    W        Wisconsin  Electric   Poyer   Co        83/02/24        KEPPLER,  J  0 
Re-gLon   3,    Office    of   Director        3pp         18465  013        24X 
Flcho    30-266,83/03/09,0305170241 

3303170130  AcV    receipt   of  83O413    Itr    Informing    NRC    of    xtepi    taken   to 
correct    violations   noted    in    IE  Safeguards    Insp    Repts 
5Q-264/03-0S    4.   SO-301/B3-O5 

HIND-J  A        Division    of  Radiological   &  Materials   Safety   Program* 
93/09/10         BUflSTEIN, S        Misconsin   Electric    Pouer   Co         lp         18466  270 
24X    Fiihe    50-266,83/03/10,0303170138 

— 830317O144   Respond*    to   NfiC   830314    Itr    re   violations   noted    in    IE 
Safeguards     Insp    Repts    50-266/83-03   &    90-301/83-03    Corrective 
actions    withhold    Cref    10CFH73  SI  I 

BURSTEIN,  B        Wisconsin  Electric    Pouer    Co        83/04/13        HINDrJ  A 
Division    or    Radiological    d  Materials   Safety    Programs         lp 
18466   371          24X   Flche    30-266, 03/05/10,  B30317O13B 

6303040034    IE    Info    Notice    83-3O,     "Misapplication    of    Generic    Em»rS«ncV 
Operating    Procedures    (EOF)    Ouldellnei    "   Svc    list    encl 
JORDAN. E    L        Division   of  Emergency   Preparedness   &  Engineering 
Response    CPost   B30I03!        B3/03/11  Consolidated   Edison  Co      of  Miu 

YoTl,     Inc         Hipp         10324   O03        24X  Flche    SO-000,  83/03/t  1,  83O3040W4 

SSO'30'10040    IE    Info    Notice  83-31.     "Error    in  ADLPIPE  Computer   Program    " 
Bvc    list    encl 

JORDAH.E    L        Division   of  SmBrgencij   Preparedness   &  Engineering 
Response    (Post   830103)        03/09/19  Consolidated   Edison  Co.     of   N*w 

York.     Inc,        114pp         1S697  OO9        24X  Flche    SO-OOO,  83/03/19,  B3Q3040040 

B30SS403SO  Confirmatory    action    Itr   re  NRC    B30314    order    ipecifylng 
certain   TMI    action    items   as    complete    or    completion   dates 
noted    Item    n    F   1.1.     "Noble    Oas   Effluent   Montior. "    complete, 
however,  main   iteam   line   monitor*    not    operational 

KEPPLER.  J  O        Ragion  3,    Office    of   Director        83/O9/2O        BURSTEJM,  S 
U[*coniln   Electric    Pouer   Co         lp         18379  072        B4X 
Ficha    30-266.  B3/O3/20,  8305240380 

B30337O24I    DocURianti   agreement    per   830517   conference    call    re    tlmlm 
requirement*    for    notification    of   state   b    local    agencies    for 
unusual    event    or    alert,  per    IE    Imp   Repts    50-266/33-01    (< 
90-3O1/S3-01.  Procedure    to   oe    initiated   by   830701 
FAV.C    U        MlironlEn  Electric    Power  Co        83/03/93        KEPPLER,  0  9 
Rlgiort  3,     Office    of   Director         lp         18637.161         24X 
Fiehe    90-364,93/03/83,0309270241 
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8303040046    IE    Info    Notice    83-33,     "Nanrepreaentat ivo    Sampling    of 
Contaminated    Oil    "    Svc    list    end 

JORDAN'  E  I.        Division    of    Emergency    Preparedness   t-  Engineering 
Response    (Post    330103)          B3/Q9/26  Consol  Idated    Edison    Co       of    New 

York,     Inc          114pp          1B647    007         24X   Fichu    30-000,  B3/O5/26, B30304004(. 


R      Periodic    operating    reports    t   related    correspondence 


8305160169   Forwards    monthly    operating    repts    for    Apr    1993 

FAVrC   W         Wisconsin    Electric    Power    Co         B3/OS/1O  NRC    -   No 

Detailed    Affiliation    Oiven          ip          1B446   O73         24X 
Flche    30~2i(>.  B3/O3/1O,  S3O3160I69 


oted    in    IE    In-sp 
emergency 


— 8309160171    Monthlg    operating    repta    for    Apr    1983 

FAY.C   U        Wisconsin   Electric   Power   Co        83/O3/O9 
24X   FUhB    30-266,83/03/10,6305160169 


9pp 


03032004"?'!   desponds     to    MRC    H3O33I     1  tr    r(     <f  (via  t 
Hept    SO-267/93-Q3    an    930117-31    Corrective    art 
plan     Implementing    procedure?     revised    to    stdte 
responsibilities     of     sfi  1  f  t    supervisor/enisi  gencij    coordinator 
USFIEMBDURQ.D    W         Public     Service    Co      of    Colorado         S3/O3/06 
COLLINS, J   T          Region    4.     Office    of    Director          2pp          13513   OO3 
Fltha    30-2A7,  B3/03/O6,  B3O32OOH94 


S30311Q034   Generic    Ltr    03-2!     to   all    licensees    of    operating    reactors, 
applicants     for    QLs    t,    lioldBi-s     of    CPs    re    clarification    of 
acie-ss     to    control    procedures     for    lain    en  f  nrecflient    visits 
Svc     list    ere  1 

EISENHUT.DG          Division     of    Licensing         03/03/11  Consolidated 

Edison    Co       of    Neiu   Yorfc,      Inc          16pp         iBSIO    095         P4X 
Ficha    50-000.03/03/11,63031100311 


O      Ad jud it  a  tor g    correspondent! 


B      Importable    occurrences,    LERs    t>   related    correspondence 

8309030376  Forwards    updated   LER  B2-022/01X-2 

FAV.C   W         Wisconsin    Electric    Pouer    Co         B3/04/23         KEPPLER, J   O 
ftlglon    3i     Office    of    Director          Ip          1630B   216         24X 
Fiche    80-266.83/04/23,0303030376 

— 6309030332  Updated   LER  B2-O22/O1X-2   on   BSllll.eddi/    current    ind  tcatlons 

of  mechanical    damage  In    atcess    of   Tech    Spec    plugging    limit 

Identified    Caused    by  foreign    objects    in    steam   generator 

licondary    side   Tubes  la/mechanical    damage   plugged 
FAV.C   U        Wisconsin   Electric    Pouer   Co        B3/04/23  Roglon   3. 

Offlea    of    Director  Spp          1B308   S17         24X   Ficbe    30-266,  B3/O4/29, 
B303030376 

93OS130034   NPDES   noncomp 1  lance   notification    on  830429. dally   ma*    pH 
effluent    limit    exceeded    Investigation  uiill    include   review 
of    sampling    tt   analysis    techniques,  Insp    of    treatment 
•  qulpment   &   review   of    operator    logs 

FAYiC  H        Wisconsin   Electric    Pouer    Co        B3/09/05  Wisconsin,     State 

Of         2pp          1B436    20B         24X    Fiche    30-266.33/09/05,8303130034 

B3OS 190226  Follouiup    to   830331    NPDES   noncomp I lance    notification 
On  830316   t-    17, retention    pond    di. charge    (Sample   Point    501) 
aicaeded    pH    limit    Caused    by    carryover    of    lime    from  water 
treatment    nyi 

FAViC  H        Wisconsin   Electric    Pouer   Co        93/03/12  Wisconsin,     State 

of         2pp          1B300    202         24X    Fiche    30-3i6, B3/OS/1S. B3091902H6 

B309240002  PNO-1 1 1-B3-037   on   830509, Reg  ton    III    radiation   specialist 
learned    that   main    steam    line    noble    gas   monitors    not   yet 
Installed    per    B30314    commitment    date   Dfc    of    Investigation 
Investigating    failure   Monitors    to   be    Installed    bij   mid    June 
LOVENDALE.P    .     PAPEBIELLO.C         Region   3,     Office    of    Director         03/03/1B 
Ip         1B949    13B         24X    Fiche    30-266, 83/03/lBr 6309840002 

B309240379  NPDES   noncomp I  lance    notification   on   B30429,  pH   of   retention 
pond   discharge    found    above    limit   Caused    bu,    damlnerall  ie<f 
makeup  water    treatment    fijs    problems    re    undissolved    line 
carrying    through    to   pressure    filter    sijs 

FAY.C.H        Wiaconiln   Electric    Pouer   Co        B3/09/18  Wisconsin!     State 

of        Ip         18571    040        B4X   Fiche    90-266, B3/09/IB, 0303240379 


DOCKET    30-267    FORT    ST      VRAIN   NUCLEAR    OENEHATINO   STATION 
F      Security,    medical,     emergency    &    fire    protection   plans 

B309090146  Forward*    rev    to   Chapter   9   of   amended    security    plan    Rev 
Withheld     (ref     10CFR73   21) 

MCBR1DE.L   M,        Public    Service    Co       of    Colorado         BJ/O372B 
COLLINS,  J  T        fieolon    -t.    Office    of   Director         Ip         19313  331         24X 
Flehe    90-267, 83/03/Sa,  S305050146 

E33-031BOS&6  Rnleaaes    public    version   of    changes    to   radiological 
imtrgentu,    response    plan    implementing    procedure* 

FELTON.O  M        Division    of   Rules    and   Records        B3/03/02  Document 

Minajement   Branch         Ip         1B442  079        24X  Fiche    50-267,  B3/Q5/O2, 
6303120566 


B30S2CO91i    Forwards    order     confirming    util    torami tmenl s    on    post-TMl- 
reljted     issues    Order    based    on    commi  tmonts     tn    irtl]    32O317   & 
09O3     Itra    responding     to    Generic    Ltrs    B2-05    It    93-10 
MADSEN,  G   L          Region    4,     Office    of    Directin          B3/04/27         UEE,  O   R 
Public    Bervics    Co-      of    Colorado         4pp          JB516    O43         24X 
Flchfl    3O-3&7.  B3/O4/37.  B3&520O316 

— BSOS^OOSPB   Order     confirming     1  icensae    comrnl  tmnn  ta    on    pos  t-TMI-re  1  ated 
issues    Schedule    changes    acceptable    for    THI     Items    1    A   3    I. 
II     B    3,  II    B    3.  H    D    4    &     I  !    F    1 

OrtflLIARDD,  J   E         Division   of    Resilient,     Reactor    Project   t   Engineering 
Programs          83/O4/37  Public    Service    Co       of    Colorado          llpp 

18916    019          34X    Fiche    SO-267, 83/O1/37,  B3092003I6 

P      Operating    license    stdge    documents  &   correspondence 

9303Q2046S   Advises     that    KRC    33QS3B   requested     d ocumantat ion   re    nuclear 
detector    decalltir    will    be    transmitted   within   3D   daijs 
Eiistlng    drauitngs    described    in  Encl    3   to   B3O22B    Itr    do    not 
reflect    proposed     changes 

BREY.H   L         Public    Service    Co       of   Colorado         B3/O4/13         CCULIJJBrJ    T 
Flegfnn    4.     Office    of    Director         2pp         18353    3OB         24X 
Fiche    30-267,  B3/O4/E S,  830503O4fi2 

8303030Sil'l  Foruards    application    to   amend    License   DPR-34   Amend    a&iurai 
operabilitg    of    plant    protective   sgs   ',  other    critical 
Instrumentation    b"j    de-fining    mln   operatic    instrument    channels 
J.   trip    settinga    in    response    to  RD-B3-001 

LEE,  0    ft         Public    Service    Co       of   Colorado         B3/04/19         COLLINS,  J    T 
Regton    4,    OFflco    of    Director        3pp        1B33B    112        SIX 
Fiche    3CHE67,  33/04/19. B3O3O3O214 

— S3O3OS02aa    Application    to    amend   License    DPR-34,  r  ovl  s  !ng    App    A    TacJi 
Specs    to    assure    operab-i  1 1  ty    of   plant    protective    EIJE    tt   other 
critical    Instrumentation    og    defining  in  in    operable    Instrument 
channels    t,    trip    i&ttings 

LEE.O  R        Pu-bllc    Service    Co      of  Colorado        33/04/11?        Spp 
1833&    114          S4X    Fiche    30-267.63/01/19,3305050214 

— B303O5-OaSS   Prop  need    Tech    Spec    Tables    4  4-1    -    4   4-4    re    instrument 
oparating    requlrenants    fur    plant   protective    sy s. scram. loop 
shufcdaun.  c  Ire  ula  tor    trip    It   reactor    protective    sijs    rod 
withdrawal    prohibit 

*       Public     Service    Co       of    Colorado         03/04/1?         S4pp          18338    132 
34X    Fiche     30-367,93/04/19,8303030214 

6305160049  Clarlfiai    proposed    changes    in   undervoltage    protection   !< 
reiterates    schedule    for    1/nplamontat ion   of    design    changes  9, 
mods    Eiistlng    non-Class    TE    uniJervol  tage    relaijs    uilll    be 
retained    as    protection    for   4,  160-volt   buses 

BREV, H   L         Public    SflrvlCff    Co       of   Colorado         B3/04/37         COLLINS,  J   T 
Rag  ion   4.     Office     at    Director         2pp         18433'  !M1          24X 
Fiche    30-267,  Q3/O4/27,  030SI6OCM8 

B3031iOD33  For  war  tii    comments    of    utll    !•  Oft  Techno  log  Ic-s   re    Interim  rept 
bg   LABI    an   PRCV    liner    hot    spots   Utll    does    not    concur 
u/cj  tegorilifci  on    of    hat    spots    according    to   universal    it 
relative    degrees    of    severity 

HREV,  H  L        Public    Service    Co      of  Colorado        B3/O4/37        COLLINS.  J   T 
Region   4,    Office    of    Director        9pp        1B453    132        S4X 
Fic4io    BO-267.  H3/O1/27,  P3OD160033 


— 6303120570  Forwards    public    verslnn   of    Issue   4    to  Radiological    Emergency 
Response   Plan   RERP-HOME.     "Home   Packet    for   Off-Shift 
Notlfleetions"    !<    Issue    13   to   RERP-PHONE  LISTB 
MAREMDOURO,  D  M        Public    Service   Co      of   Colorado        83/02/16 
EIBENHUT.D  0        Division   of   Licensing        COLLINHrJ  T        Region   4, 
Office    of    Director        Epp         10112  001        24X  Fiche   50-267, 83/05/03, 
3303 120366 


B30317O390    Informs    that    control    room  HVAC    *gs    satisfies   r equi remEnta 
s Ino IB- Failure    criteria    for    control    room    had  1  tabi  1  i tu.   No 
further    mods    anticipated 

HREY.H  L        Public    Service    Co      of  Colorado        83/04/29        HADSEN.G   L 
Region   4,    Office    of   Director        2pp        18W  211         SIX 
Fiche    30-267,  B3/04/27.  B30317O3BO 


— 93031SOS7B  Public    version    of    I*«UB    1    to   Radiological    Emergency    Heiponse 
PUn  RERP-HOME,     "Home   PacHet    for   Off-Shift   Notifications"    fc 
Itfu*    13    to   RERP-PHONE  LISTS 

WAREKHCHJHO.D  M        Public    Service   Co      of   Colorado        B3/02/16         ISBpp 
I814H   OB3         24X    Fiche    30-367, B3/OS/02, B303120966 


03 030204 S9    Generic    Ltr    83-17    to    all    pouier    reactor    &    testing    licehi 
n   n»iii   proce-dures    for    providing    public   ncitice    concerning 
Issuance   of   amends   to   OL->   Svc    list  end 

EISENHUT, D  0         Division    of   Licensing        B3/03/OB  Consolidated 

Edison   Co      of    New  York,     Inc         BOpp        18441    120        24X 
Fiche   30-000,93/03/02,6305020433 
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re    deviation    noted 


in    3E 

ency 


3303200494    Weaponds    to   HRC   830331     ]  t 

fte^t    5C—  267/83-03    on   B301I7-21    Corrective    act 

plan    imp  lament  1  09    procedures    revised    to    state 

responiib  ill  ties    of    shift   supervisor/enerjBncy    coordinator 

WAREMeni/RG,  0   W         Public    Service    Co       of   Colorado         G3/O5/O4. 

CQLL1N9,  J   T         Region    4.     Office    a*    director         2pp          LS913    005 

Fiche    50-267,  93/03/06. 


9303090659    Generic    Ltr    B3-30    to    all    operating    reactor     l£cen»,B*s    t, 
holder"!    of    CPs    re    Integrated    scheduling    For    imp  1  ementati  on 
of    plant   mads    9vc    llit    enc.1 

EISEMHUT,  0   G          Division    of    Licensing         83/O5/O9  Cornel  tda  ted 

Etflsan   Co       of    New    Tori.     Inc          16pp          1B637    133         24X 
.Fiche    3Q~Gaa,  83/03/09,  B30509O459 

B3052D0167    Gufnmaru    of    B3O458-29   «    0503-CJ4   t.    OS,   meetings     in    Befchesda.KD 
re    impact    o*    Public    Laup-9-7~I4S    IShollij   Decision)    on 
Licencing    activitie» 

HAGMEHiP    C          NRC    -    No    Detailed    Affiliation    Given         H3/OS/I1 
(MGL  IARDO,  -J   E          Division    of    Resident,     Realtor    Project    i-   Engineering 
programs          3pp          30519   067         24K   Fichu    30-3A7,  B3/OS/1  1  ,  93O5300147 

9305200178    Requests    remittance    of    RETS   -amend    fee    due    From   review   of 
910102    application   uithin    IS   daijs    of     1  tr    receipt 
r1ILLER,U   O        License    Fee  Management   Branch        93/03/0        LEE.  0  R 
Public    Service     Co       or    Colorado          lp          1  BS40    329         34X 
Flche    90-267i  B3/O5/12,  8303200179 

S3  0523  OS  66   Requests    clarification    t-    add]    Info   re    830413    Itr    on    control 
rod    drive    mechanisms    operating    temp    1  imi  cations,  ul  thin    6O 
dajs    of    1  Cr    receipt   Adequate    assurance    ailsts    for    safe 
Interim  operation 

MflDSEN.G    L         Re-jian    1,     Office    a(    Director         83/Q5/  1  4.         LEE,  0   R 
Public    Service    Co      of    Colorado         <1pp          1933/   098         2« 
FSche    90-267.  S3/O3/16,  9305230566 

S305S40477    Forward-*    nuclear    detector-    decallbr    documentation    per    MRC 
S3Q3SB    req.uea.t    Document  a  ti  on    unavailable    uhen    originally 
requested    due-    to    plant    procedures  which    permit    revs    c-nlij 
after    mnd    approved    &    Installation    begun   N7o    documentation 
ORE/,  H   I  Public    Service   Co       of   Colorado         B3/05/16         CCLLINB,  J   T 

Region    4j     Office    of    Director         3pp          :BS4f   333         SIX 
FlihB    3O-267.  83/05/lfi,  S303240477 


B303040023    IE    Info    Notice    B3-22i     "OWR    Safety/Relief    Valva    Fiilursi    ~ 
Svc    1 1st    end 

JORDAN)  F   L          Division    of    Einergencij    Preparedness    t<    Engineering 
Response    (Post    0301031        B3/O4/32  Conaol  idated   Edlaon    Co      of  N»u 

Vori,     Inc          USpP          1H393   099         94X   Ficfie    50-000,83/04/23.03030^0023 

B3D3O40025    IE    Itifo    Notice   33-23'     "Inoperablo    Containment    Atraoiphere 
fienslnj    Sys    "    Svc    list    en,cl 

JORDAMiE    L        Division    of   Emergency  Preparedness   S>  Engineering 
Re-sponse     (Post    830103)         93/O4/25  Consolidated    Edison    Co      of   W«« 

Yori-     Inc          J  19pp          18391     S<J1          24XFtche    30-000.03/01/23.6303010025 

B3D30flfi02i    IE    Info   Notice    B3-24.     "Loose    Parts     in    Becondarg    Bitt    of 
Steam  OenBrators    at   PWRs    "   Svc    list    encl 

JORDAN.  E   L         Division    of   emergency    Preparedness    &   Engineering 
Response     (Post    a3O103)         33/0-4/29  Consolidated    EdltonCo      af   Niu 

Voi-t.     Inc          115pp          163B2    047         24X    Flche    3O-000. 83/04/39,  S3030100S6 

a303040027    IE    Info   Notice  93-25,     "Standby    Gas    Traatraent    St/s    H»ittr  High 
Temp    Trip    Se-tpoint    Adjustment     "    Svc     list    encl 

JDRDAN.E   L        Division    of  Emergentg   Preparedness   &   Engineering 
Responie     (Post    93O1O3J         63/O4/2B  CDnsolidated    Edison    CO      of   Htu 

York.      Inc          ilBpp          103B2     Ii3         24X   Flche    50-000,  S3/Ofl/29,  0303040037 

8303040028    IE    Info    Motlce  S3-2&,     "Failure    of   Saf etg/R»l i ef   Valvi 
Discharge   Line    Vacuum    Breakers    "   Svc    list    end 
JQRBAN.E    L        Division    of  Emergency   Preparedness   &   Engineering 
Response     (Post    B30103I         B3/O5/03  Consolidated    Edlaon    Co,     of   Nlu 

fact.      Inc  123pp          1B441-  17O         24X   Flche    SO-000.  S3/O3/O3,  B3030100JB 

S3Q304GQ30    IE    Info    Notice  83-27,     "Operational    Response    to   Event* 
Concerning    Deliberate   Acts    Plrected   Against   Plant) 
Equipment    "    Svc     list   encl 

JORDAN) £    L         Division    of   Emergency   Preparedness   &  Engineering 
Response    (Poet    830 1O3)        B3/03/01  Consolidated   Edison  Co      of  Wtbi 

York,      Inc          113pp          1B382   203         24X   Flche    30-000.  S3/O3/O4)  6303040530 

B303040031     IE    Info    Motlce    B3-2Q.      "Criteria    for    Protective    Actton 
FteconunendatiQns    for   Central    Emergencies    "    Svc    list    encl 
JORDAN, E   L        Division    af   Emergency   Preparedness   &  Eng ineer Ing 
Response     (Post    B30103)         B3/OS/04  Consolidated    Edison   CO       o*   N«u 

York,      Inc          !l<?pp          1B441    001          24X   Fiche    30-000,  B3/O3/O4.  BS030-10031 


83O53]OOa7   Discusses    changes    Co    operating    procedures    tor    issuance    of 
licensing     actions    Uti 1    uill    provide    State    oF    CO    u/copy    of 
amend    applications    filed    u'NftC    Util    30tO01    amend 
appllcatlnn    enc  1    l-l/o    encl 

HAONER.  P  C  Region  i,  Office  of  Director  83/OS/30  HAZLE.  A  J 
Colorado:  State  of  !(•  1B653  179  24X  Fiche  50-267,  B3/09-'2O, 
83033 1O02 7 

33Q33CCD70  .Re-quests    Fr    publication    of   notice    of   consideration    af 
6304  C9    OL    amend     requeit    tr    prapased    no    significant    ha  id  r  da 
consideration    deter/nutation   !•   opportunity    far    hearing 
MA03EH. 0    L         Region   4,     Office    of    Director         33/05/20         CLflRK. R    A 
Operating     0  pact  or  5    Branch    3         2pp          18633    127         34X 
Flche    30-Z4i7,  83/O3/20,  0305310090 

6303310111     Forward -5     feet    for    radiolo-gica  1    ETS   changes    proposed     In 
B30323    Ur    t    reformat    of    Tech    Specs    Into    STS    developed    6iJ 
ECfc-01   per    Jan    1*331    request 

Put  lie    Service   Co       of    Colorado         83/05/2O 

j  J    T.        Region    4)     Office    of    Director         3pp          13B5B   04B         24X 
Flche    30-2i7.B3/OS/2O,  6305310111 

830S3 1Q327  fie-qneiti   FR   publication    of   notice  of    proposed    inuance    of 
amsnd    to   OL,  proposing    no   significant   haiardi   consideration 
determination    since    proposed    amend    Incorporates    present  WfiC 
guldal inas 

MA03E-M,  G    L          rtegioti   4,     Office    of    .Director         93/05/20         CLrtFfK.  R   A 
Operating    Reactors    Branch    3         2pp          1B63B   OB2         34X 
Flche    30-267,33/09/20,8303310339 


Inspection    re-par  tt,     IE   Bulletins 


orreipondenc  e 


S 303 04 003 3    IE    Info   Notice  93-39,     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation    "   Svc.    llat    encl 

jDflDAN.E  L        Division    of  EVnerg-ency   Preparedness   t-  Engineering 
Response     (Past    8301O3),       B3/05/O6  Consolidated    Edition   C«       of   Nit* 

YDrfc,      Inc          115pp          1BS33   24B         24X    Fiche    SO-000, 83/O3/OA, B3O3040033 

8303010034    JE    Info   Notice   B3-3O,     "Misapplication   of   Generle   Emergent 
Operating    Proredures    (EGP)    guidelines    "   Svc    list    encl 
JORDAN, C  L        Division   of  Emergency   Preparedness   &  Engineering 
Response    (Post    030103)        03/oa/n  Consolidated    Edison  Cd      o*  Ntw 

York,     Inc         114pp         1BS24  O03        24X  FUhe    50-000,03/03/11.8303040034 

9303040010    IE    Info    Notice    B3-31.      "Error     in    ADLP1PE   Computer   Program    • 
Svc    list    enc  1 

JORDAN,  E  L        Division    of  Emergency   Preparedness   81  Engineering 
Response    (Post    S3D103)         S3/05/19  Consolidated    Editor   Co       of   N*U 

Vart,      Inc          lllpp          1B697   OO9         24X   Fiche    50-000,  B3/O5/19,  B303040040 

8-303040046    IE    Info    Notice   83-33,     "Nonrepresentative    Sampling    at 
Contain! nated    Ofl     "    Svc    list    encl 

JORDAM.E    L         Division    of   Emergency   Preparedness    S:   Engineering 
Response    (Post   830103)        S3/O3/26  Consolidated    Edison  Co.     of  Ntu 

Yc-rh,     Inc         Hipp         19A47  007        24X  Fichu    50-000,03/03/24,9303040044 

R      Po-rioific    operating   reports   &  related    correspondence 

9303060346  Foruiard-s    revised    "initial   Approach    to   Power    Tests 
<B-S«ries),"    Interim  Rept  34   for   period    ending    030222 
WAREWnoURG-,  D         PiiDllc    Service    Co      of    Colorado         83/04/13 
COLLINS.J    T        Region  4,    Office    of   Director        3pp        1B346  303,       ^4X 
Fiche     50-247.  B3/O4/ 13,  S305060546 


B212O6O3B9    IE     Info    Notice    B3-IA.     "Deuiatered    Spent    Ion   EicHange    Resin 
Bu-sceptlb  i !  1  ty    to    Erotlnrinic   Chemical    Reaction    "   Svc    list 
etiet 

TAV-LQRiJ  M         Division   of    Safeguards   4    Inspection  Pr-ograms    (Po*E 
33O103)          B3/Q3/2J  ConioIldatBd   EdUOn   Co       of   Meuj   York,     Inc 

112pp  1B3O8    31<?         24X   Fitha    30-000.  33/03/81,  B21H0603BS 

9303040021     CE     Info    Notice   B3-25.     "Defective   EnmrjenC-J    Use    Ftelpirator     " 

SVC      1  1st      BT1C  1 

JORDAN, £  L         Division   of    Emergency   Preparednest   s,  Engin««risi9 
Ras-ponse    {Post    3301O3>        B3/04/I5  Consolidated    Edfsor.  CD.     of  New 

Vork.     tnc          L36pp         18433    159        ?4X  Fiche   50-000,83/04/19,9303040031, 


—  B30306O3S2    "Initial    Approach    to   Pdiuer    Tests     (B-Saries), 
2i    for    period     ending    830323 

*       Public    Service    Co       of    Colorado         B3/02/S2         2pp 
24X    Fiche    30-267,  S3/O4/13,  S3Q3Q6OS46 


1S34B.  304 


B30SD?O4S9  Foruards    revised    "Rept   of   Changes,  Tests   %  Ei  perimen  ts   Hat 
Requiring    Prior    Commission   Approval   Per    10CFR30  39(a)    for- 
I9B2    " 

MflflEMBOt/RG,  D         Public    Service    Co      of   Colorado         83/04/25 
COt-UINS,  J-  T        Region   4,    Office    of   Director        2pp         1S36O    113.       24X 
Flche    30-SA7.  B3/O4/25.  B303O904B9 


— B30509O569    Revised    "Rept   of   Changes,  Test*   t<  Experiments    Mot   flequirinj 
Comml*sion   Approval    p-er    1OCFHSO  59(a)    for    I9B3    " 
a      Public    Barvice   Co      of   Colorado        B3/Q4/33        37pp.        183fiO    US 
24X  Fiche   50-367,03/04/25,0303090489 
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8305230426   Forward 3    monthly    operating    rept     For   Apr    1933 
WAREMBOURQ.D         Public    Service    Co      of    Colorado         33/03/12 
Oil-actor's    Office,     Office    of    Inspection    and   Enforcement         Ip 
18338   219         24X   Fiche    30-267,83/03/12,8303230136 


-B3OSO9Q134    Safety     evaluation    supporting    Amends    ISO.  ISO   l<     117    to 
Licenses    DPR-3B,  DPFI— 17    &    DPR-55,  respect  (ve  1 1; 
»      Office    of    Nuclear    Reactor    Regulation,     Director 
1B381     IS3         24X    Flche    30-269.83/04/13-3305090070 


2pp 


— B303E30427  Monthly    operating    rept    for    Apr    1983 

FULLER, C    H         Public    Service    Co      of    Colorado         33/03/10         Spp 
10338   320         34X    Fiche    3O-267,  B3/03/12,  33O3230426 


-B30SO90I3B    Notice    of    issuance    f,   availability     of    Amends     ISO,  ISO    &    117 
to    Licenses    DPH-3B.  DPfl-47   &    DPR-53.  respect  ive  [LJ 
STOL2.  J   F         Operating    Reactors    Oranch    4         63/04/13         Spf 
13381     154         24X    Flcbe     9Q-369,  B3/04/  1  3.  8305O90Q7B 


S      Roportable    occurrences,    LERs   (•   related    correspondence 

B303060479  Forwards   LER   S3-OI6/03L-0   Detailed    event   analysis    end 
WrtREMBOUHG.  D         Public    Service    Co      of    Colorado         B3/04/2B 
COLLINS, J    T         Region    4,     Office    of    Director         Spp          1B34B    153          2flX 
Ficho    30-267,  83/Q4/2B,  B30S060479 


B3O313O294    Fn-ruards    safety     evaluation   >•    Franklin   Research    Ctr     technical 
evaluation    Tepti      "Corvtrol     of    Heavy   Loads    (C-1O) ,  Oeonae 
Nuclear   Power  S tatinn,  Un i ts    1,2  f,  3    "    Phase    1    actions 
acceptable*    per    NUI5EG-0612 

STGLZ.J   F         Operating    Reactors    Branch     t         B3/O4/2O         TUCKER, H   C 
Duta    Poiuer    Co         3pp          1B437    179        24X    FlchE    SO'269,  93/04/20, 
83O3130294 


— 8303Q6Q4B4    LER    B3-016/O3L-O    on    B3O33I,  tuio    Clais    I    hydraulic     shock 
supprussors    found    Inoperable    Caused    by    fully    eitendad 
inubbors, due    to    thermal    pipe   movement    One    snubber   adjusted 
&   other   replaced 

«      Public    Service   Co      of   Colorado         S3/04/2a  Region    1,     Office 

of    Director          Ip          1B34S    160         24X    Fiche    50-267,33/04/28. 
B3030C.0479 


DOCKET    50-269   OCONEE   NUCLEAR    STATION,     UNIT     ! 

F      Security,    medical,     emergency   &    fire    protection   plant 


B3O327O326   Forwards     IE    Insp    Repts    30-269/83-13,30-270/33-13    b 
SO-2B7/B3-13   on   830311-0410  No    noncomp 1  lance   noted 
DANCE.H  C        Division   of   Project    t.  Resident    Programs        B3/05/O6 
TUCKER, H   H         Duke    Pouer    Co         2pp          18611     142         24X 
Flche    90-269,03/03/06,0303270326 


— B3O513O296   Safety    evaluation    supporting   Phase    I    actions    re    control    of 
heavy     loads     (NLJHEQ-0612> 

»      Office    of    Nuclear    Reactor   Regulation,    Director        03/04/SO         Ip 
16437    1B2         S4X    Fiche    50-269,33/04/20,6303130294 

—  8304070236    "Control    of    Heavy  Load)    1C-10),    Oconee   Nuclear    Poiucr    Station 
Units    1.3    *    3,"     technical    evaluation    rept 

ROBERTS, S         Franklin     Ins  ti  tu  tc/Fi  anH  in   Research    Center 
NRC -03-31 -130          TEfl -CSS 06-3 71/373/37         81/Q3/31          CLEKENSOH,  F         WIC 
-    No    Detailed    Affiliation   Olven         2flpp         18457    tB3         S4X 
Ftcha    50-369,  B3/04/-30rB303i3Q394 

93O902O372    Forwards     corrections    >>    updates    to   B3O41B    Itr    supporting 
030419  application    for    amend   to  License    DPfi-33,  postp  onlng 
certain    instrument    surveillance   requli ements 

TUCHEH.H    D          Duke    Ponrer    Co         83/04/22         DENTfJN.  H   R         Office    of 
Nuclear  Reactor   Regulation,    Director        STOLZ,  J  F        Operating    Reactors 
Branch    4         2p  p  18376-    390         24X   Fichu     50-2i9,  B3/04/22,  83O302O372 


—9305270338    IE    Insp    Repts    30-269/B3-13,  3Q-270/B3-13   (,   50-287/83-13    on 
S3O311-O110  No    noncompl lance    noted    Major    areas    inspected 
vurveitlance    testing,  maint   &   operations    >*  annual    emergency, 
drill 

BRYANT,  J         Ft  a  g  ion    2,     Office    of    Director          S3/03/06        9p  p 
18641     144         24X    Fiehe    30-269,  03/03/OA,  8303270326 

B3O537O374    Forwards    IE    Insp    Repts    30-269/03- 1 0,  3O-270/B3-1O   t. 
30-297/83-10   on   B30405-06   Ho   noncomp  t  lance    noted 

£ANCE'H   C         Division    of    Project    &   Residant    Programs         83/QS/O& 
TUCKER. H   B         Duhe    Pouiur    Co         2pp          18643    Oil         24X 
Fiche    30-269,03/03/06,8303270374 


— 8303020375   CorreetaCf    fc    updated     prnposed    Tech    Spec    changes    re     Instrun 
survel 1  lance    requirements 

*       DukE    Pouier    Co         G3/O4/22          I7pp          1B276    2?2         24X 
Flfhe    30-269,83/00/33,0303020372 

B30909O6O8   Foruarda     safety    evaluation    In    support    of    continued    PHR 
operation    u/Dresser    primary   safety   valves   re    TMI    Action    Item 
II    D    1    EPfil    data    on    tests    of   certain  models    of    Dresser 
safety   valves    under    review    on    generic    basis 

BTOLZ.JF         Operating    Rear  tors    Branch    4         B3/O4/27         TUCKED. H    Q 
Duka    Pouier    CD          Ss  p          1S367    111         24X    Fiche    30-269,63/04/37, 


— 0303270397    IE    Insp    Repts    50-269/83-iO,  3O-270/S3-10   ff    30-207/Q3-10    on 
830405-06  No    noncomp  1  lance    noted   Majo-r    areas    inspected 
emergency    preparedness    axerciae 

HUFFMAN,0  N        Region   2,     Office   of   Director        03/05/03        lOpp 
18643,013         S4X    Fichu    30-269,  Q3/03/O6,  S303270374 


— 8303C70613   SER    in    support    a F   continued   PUR  operation   uj/Drffaser    primary 
safety    valves    (TMI   Action    Item    II    D    I) 

»      Operating    Reactors    Branch     4         B3/04/E7          13pp          18367    113         24X 
FlcJit.    30-369,  B3/O4/3/.  S30309060B 


B3OS11O034  Generic    Ltr   B3-21    to   all    liconseos    of    operating    reactors, 
applicants    tor    OLs    &   holders    of   CPs    ra    clarification   of 
jccvss    to    control    procedures    far    lam    enforcement   visits 
Svc    list   enci 

E1SEKHUT,  D  0        Division    of   Licensing         93/03/11  Consolidated 

Edl«on   Co       of    NBUI    York,     Inc          16pp          1B34O    093         24X 
Flche    30-000,  93/03/11,  B303 110034 


B3Q9Q4O3-&4   Forward  a    proposed    App    A   to   offslte    dose    calculation    manual, 
aupportinfl    radiological    effluent   Tech    Spec   po-r  830209    Itr 
Submittal    constitutes    final    revised   ofPalta    dase    calculation 
manual 

Tl/CKER.H    0          Duke    Poiuer    Co         B3/04/2B         DENT  ON,  H   R         Office    of 
Nucloar  fteactor   Regulationi    Director        STOLZi  J  F        Operating    Reactors 
Branch    1          Ip          18320   OB3         E4X    Fiche    30-269i  93/01/3B.  83O304O364 


J      Insurance    tt    indemnity    information 


B30326O261    Foruiards   Endorsements    35  t-    36    to   MAELU  Policy   MP-fcl    fc 
Endorsement   73    to  NEL1A  Policy    NF-IB2    for   Oconee   Nuclear 
Gtation  b  Endorsements   H3  &  80   to   NELIA    Policy    NF-24B  (< 
MAELU  Policy   MF-lOl.  respectively,  for   McOuire 

LAWBON.L    T         Duke    Power    Co         03/03/30          BA1.TZMAN,  J        Office    oF 
R«*ource   Managamenti     Director        19pp          186  36   120        SAX 
Flchfl'  30-000.  B3/03/20,  S303260261 

P      Operating    license    stage   documents   &    correspondence 

S3OS09OO78  Forwards    Amends    120,120  S>    117    to   Licenses   DPR-38,  DPR-47   fc 
DPfl-35,  respectively,  safety    evaluation    &    notice    of    Issuance   & 
availjbil  i  *U   Amends    revise   Tech   Spec    withdrawal    schedule 
for    r*actor    vessel    surveillance    capsules 

CONNERiE  L        Operating    Reactors   Branch    4         B3/04/13       TUCKER.  H   Q 
Duka   Pouer   Co        4pp         1B3B1    HO        24X    FUho    30-269,03/04/13, 


—  0303040568    App    A   to-.     "(Tccmae  Nuclear   Station    Site    Specific    Info 
*       Duke    J>obJer    CD         83/O4/2S         32pp          1B32D    OS4         24K 
FUhe    30-369,  E3/O1/2a,  830904O364 


—  830SO901H  Amendl  120i  120  &  117  to  Licenses  DPR~38i  DPR-47 
respect  ively,  revising  Tech  Spec  ulthdraual  schedule  far 
reactor  vessel  surveillance  capsules 

BTOLZiJ  F        Operating    Reactors   Branch    4         03/04/13       Spp 
193B1    144         24X   Fiche    3O-269,  B3/01/  I  3,  H3O309007B 


930520O1Q3  FnrmardG    safety    evaluation   on    standbif    shutdnun    f- 
Design   meets    requ  1  rements.  eicep  t    for   process    monitoring 
Instruments    for    source    range    flui   monitoring    &   stoam 
generator    proasure    Indication 

BTOLZ.  J  F         Operating    Reactors    Branch    4         B3/04/2B         TUCKER,  H    0 
Duke    Pouior    Co          4pji  13376    134         24X    Flche    30-269,83/04/33, 

B303200103 

—  83O32D0106    Safety    evaluation  re    standby    shutdown    facility    Design 
acceptable-    eicept    on    availability   of    source    range   flui 
monitor    &    steam   generator   pressure    indication 
*      Office    of   Nuclear    Reactor   Regulation.    Director        B3/O4/28 
17np          1BS76    158         24X    Flche    SO-267,  B3/04/S3,  B3O32OO1O3 

S30BO20435  Generic    Ltr  83-19    to   all    power    reactor  i.    testing    lieen*oei 
re    neu   (irocirdurei    for    providing    public    notice    concerning 
issuance    af    amends    to   OLs   Eve    list   enci 

E1EENHUT,  D   9        Division    of    Licensing        83/03/D2  Consolidated 

Edison    Co      of    New   Vart<     Inc        SOpp        IBIll    ISO        24X 
Fiche    50-000,  83/09/03,  83Q3O2Q4S5 
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B3Q306Q363   Notification    of    O 30306    msetnig    u/Gi!J   Duinprs    Group     in 
Betfiosda.HQ    to    discuss    core    barrel     Failure    at    Rancho    Eeco    !< 
Crystal    River    3,  Future    plans,    for    resolving    problem   *< 
justification    for   continued    operation 

MINER. S         Operating    Reactors    Branch    4         B3/O5/Q2         STDLZ, J 
Operating    Reactors    Branch    4         2pp          1B333   092         24K 
Fiche    30-000, B3/03/O2, B3030AO363 

83:03180034    Forwards    Amends    131,121    *•     113    to    Licenses    DPR-3B,  DPR-47    i 
DPR-33,  respectively,  3-af  =  ty    evaluation    !•    notice    of     issuance 
&  ava  i  lab  i  1 1  tij   Amends   revise    Tech   Specs    to   delaij    certain 
surveillance    requl  remen  ts    until     neit    refueling    outage 

ErSEUHUT,  D   C         Division    Of    Licensing.         83/05/03         TUCKER,  H   Q          Dulie 
Power    Co         3pp          13499    245         SIX   Fichu    3O-269,  B3/05/03, 


S3Q3310Qal    Submits   addl    info   re    saf  ety-rs  lated    environ    qualification   of 
electrical     equipment,  per     10CFR3O   49Ig>    t>    IE    Bulletin    79-O1B 
Electrical    isolation    provided    For   all    reactor    protective    sg» 
t    engineered    safeguards    protective   sys 

TUtKER.H   B          Duie    Power    Co         83/O3/20         DENT  ON,  H   R         Office    of 
Nuclear    Reactor   Regulation,     Director        3pp         IBiSS    123        24X 
FiCtie    30-369.  03/03/20,  83O33100S1 

9303310033  Forwards   9ER    based    on    revteu   of   mechanical    responn    to 
primary    coolant   su.s    subjected    to   asymmetric    LOCA    load* 
Utll    assessment   of    asymmetric    loads   problem   acceptable 
S70LZ.J   F        Operating   Reactors    llranch    4        03/OS/2O        TUCKERi  H   0 
Dule    Power    Co         2pp          13662    311          34X   Fiche    50-369,83/03/20' 
B30331O083 


— 6303130045   Amends     131,191    6     I1B    to    License    DPR-38,  DPR-47    t 
reap  oc  tive  1  ij,  rsvl  it  nfl    Tech   Specs    to   delay    certain 
mrveil  lance    requirements    until     neit    refueling     outage 
STOLZ,J   F         Operating    Reactors    Branch    4         33/05/03         Sift 
13499    24B         24X   Fiche    50-269- 33/03/03,  S3031B0034 


— 3305310069   Safety    evaluation    accepting    utll    analysis    of    asgmmetrlc  LOCA 
loads   Reasonable   assurranca    tfcat   reactor    can    be    brought    to 
cold    shutdown   safely   provided 

«      Operating    Reactor*    Branch    4         S3/O3/2O         74pp          18662   313         24X 
Flehe    50-26-9.83/03/20.6303310093 


— 8305180039  Safotij    evaluation    supporting    Amends    121,121    J.    118    to 
Licenses    DPH-3B,  BPfl-47   &    DPR-59,  respec  tlve  I  V 

•f      Office    of    Nuclear   Reactor   Reg  ula  t  inn,     Director          B3/D3/O3 
1B499   269         24*   Fiche    30-269.83/05/03-8303130034 


3pp 


— 93031B006B   Notice   of    issuance   t,   avaElablltty    of    Amends    IHl.  121    *    MB   to 
License*    DPR  ~3  3,  DPR-  47   Si    DPH-35.  respec  tive  ly 
5TQLI,  J    F         Operating    Reactors    D ranch    4         B3/05/03         2pp 
16499   274         S4X    FichB    30-269,83/05/03,9303180(134 

8305090&59  Qcnent    Ltr  33-30   to   all    operating    reactor    licenieei    t< 
holders    of   CPs   re    Integratud    scheduling    for    Imp i ffmentation 
of   plant  mods   SVE    list    end 

EISENHUr.D   C         Division    c-f    Licensing         83/03/09  Consolidate 

Edison    Co      of    Nay    Vorl.     1 nc          1 ipp          IS637    133         34X 
Ftcfie    5O-000,  B3/OS/09,  B303090439 


0      Inspection   reports,     IE  Bulletins   &   correspondence 

9305200303   Forwards    order    Imposing    civil    monetary    penalties    transfflltttd 
to    licensee    on   821012.  for    transmi  ttal    to   Ofc    of   PR    for 
publication    W/o   encl 

AXELRAD.  J  A         Director's    Office,     Office    of    Inspection   and 
Enforcement         82/10/15  Docketing   &  Services    Branch         lp 

18317   062         24 X   Fiche    30-269,  B2/IO/1S,  B3O9200303 

8305200944    Submits   add)    retponde    to   BS06SS  notice    of    vifllatlon. p»r  NRC 
B31012   request    Directive    425,     "Procedure    for    Imp  tenanting 
Tndependent   Verification   Requirements,  "   ylll    be    revited 
Payment    of    civil    penalty    end 

TUCKER, H   Q         Duke  Power  Co        02/11/11        DEYOUNO,  R   C        Director's 
Office,    Office    of    Inspection    and    Enforcement        4pp         1B315  336        SIX 
Fiche    30-2fa9,S2/ll/ll,  8303200344 


6303130131    Forwards   request    foe   addE    mfo   re    details,    on    volij    farmatlan 
during    natural    circulation   cool  down. p er   81OS03  Oenerlc    Ltr 
SI -31    Response    dtd    811103    inadequate 

STOLZ.  J   F         Operating-    Reactors    Branch    1         B3/03/07         TUCKER,  H   D. 
DutE    Power    Co         4pp          ISSO3   344         24X    Ttefie    30-267,  B3/O5/09, 
B70318D191 


8313060395    IE    info  Notice  83-14,     "Deuatered    Spent    Ion   Eichange  Rmln 
Su'scap  tib  i  lity    to  Exothermic    Chemical    Reaction    »    BVC    lilt 
encl 

TAYLOR.  J  M        Division    of    Safejuards   f,    Inspection   Programs    (Post 
B30I03)         83/03/21  Consol i da  ted   Edison  Co      of   Neu  York,     Inc 

liapp          1H30B    319        24X   Fiche    3O-000,  B3/03/21, 82120603B3 


0303130025    Submit i    info    supporting    determination    that    critical     path 
outage    time   could    be    saved    if    containment    purging    comment ad 
at    RCS   temp    between    350   F   b    323   F    rather     than    present    2OO   F 
Preparation   of    proposed    Tech    Speci    re   purging    In   progress 
TUCKER,  H    0         Duke    Pouir    Co         B3/03/1O         DENTOW,  H   R         Office    of 
Nuclear   Reactor    Regulation'     Director         STOLZ,  J   F         Operating    Raactorl 
Branch    A         2pp          t9437    134         34X   Fiche    30-269,83/05/10,6303130025 

0303230-199  Nc-tif  icatfon    of  S3060S  me«ttng   w/uti  I    in   Hethesda.HD    to 
discuss    Forthcoming   appeal   meeting    re    staff   position;    for 
standby    shutdown    facility  Process  monitoring    instruments 
&   source   range    flux   monitors    to   be    addresied 

SUERhWJN.J   F         Operating    Reactors    Branch    -4         S3/03/14         5TOLZ.J   F 
Operating   Reactors    Branch   4        Spy         19341    274        34X 
Piehe    30-000,83/05/16,8303330499 


63033B0479   Foruards    responi«s    to    B304 1 1     Itr    re    environ    qualification 
op   safety-related    electrical    equipment    Justification    for 
continued   operation- per  WJREG-0737,  THI    Action    Item    II   J3    4 
provided1   Response     tt>    IE   Bulletin    7"f-OID    will    be    revised 
TUCKER, H   B         Duk*    pouer    Co         03/03/19         DENTOM.  H   B         Office    of 
Muclear   Reactor  Regulation,    oirsctor        STOL7.J  F        Liceminj    Branch 
4         S7pp          16599   OOJ         H4X    Fiche    30-269,83/09/19,6303230*79 

S3032702-9-?   Application    to    amend    Lice-rise    DPU-3B-  cJianjj  i  ng    core    protection 
tifety    1  Imits,  protective   s-ys    tfiaj    allouablo    setpainti    t.  rod 
poll tlon    1 imi ts 

TU-CKER.H    B         Dule    Pousr   Co         03/O3/19         DENT  ON,  H   R         Office    Of 
Nuclear    Reactor   Regulation.    Director        SrULI.J  F        Operating   Reactors 
Branch    4         4pp          1S641    231         34)1   FiCfiE    SO-269. 83/O3/19,  83O3370S57 

— 8305370379  Proposed   T«cfi   Spec    change's    re    core   protection   *af«t<j    limits, 
protective    sijs   mat   allowable    setfioints  t-   rod   position 
limits 

*      Dule    Pousr   Co         B3/05/19         I7pp          1BA4J    3S8         24X 
Fiehe    30-269,83/09/19,0303270259 


-6305370394    "Saneric   Startup    Phualcs    T»st    Pfojram    " 

«      Duke    Pouer   Co         83/03/31         22pp,        1B64I    2«5         Sty, 
Flekt    30-369,83/03/19,0305270339 


-8303270309    "Oconee    Unit     I    CuclB    B   Reload   Rept    " 

*      flabcocl    t,   HIUo-x    Co         BAM-1774         &3/03/28         46pp          10641,367. 
24J£    FUhE    SO-2694S3/03/I9,B30S270S59 


3303270403  Forwards    IE    Insp    flepts    5O-269/B3-09,  SO-270/H3-OB  & 
50-237/83-03   on   B30211-031O  No    n  one  omp  1  lanes    noted 
DriKCE.K   C         Division   of  Project    &   Resident   Programs        83/04/03 
TUCKER.  H   P          Dute    Pouer   Co         2pp          1B642   321          SAX 
Fiche    SO-2A7,  83/04/05,  B305270403 

—  B30327O411     IE    Insp    Repts    90-269/53-00,  50-270/83-OB   !.    30-2S7/83-OB   on 
830211-031Q  No   noncomplioncB    noted    Major    areas    inspected 
op  era  1  1  cms  ,  survei  1  lance    tejtingi  maint,  event    rept   review 
i    emergency    procedure    review 

BfiVftNTj  J   ,     FALCONEFI.D        Rejion    2.    Office    of    Director, 
IQNATGNIS'A   J        Division    of   Project  &  Resident   Programs        83/04/04 
ISpp          1B642   323         24X    FlchB    3O-S69,  B3/O4/03,  8305270403 

B305370497   Forwards    IE    Insp    Repts    30-269/83-09,  30-27O/03-09  (< 
30-337/B3-O9   on   830308-11    Na   noncomp  1  iance   noted 
DANCE-H  C         Division   of  Project   &   Resident   Programs        33/04/03 
Tl/CKERrH    B          Duke   Power    Co         Hop          1B646    192         H4X 
Flcho    30-269,83/04/03,8303270497 

—0303270313    IE    Insp   Repts    SO-869/B3-09,  SO-270/83-09  t   30-207/83-OT  on 
B3  0306-11    NO   noncomp  1  lance   noted"   Major   areas    inspected 
NUHEG-0737,  Item*    II    B    2r     "Plant    Shielding   Hods"    (.    1  1    B   3, 
"Post-Accident   Sampling   Sus    " 

COLLINS,!    IT    ,     BARR.K    P         Reaion    2,     Office    of    Director         B3/04/O1 
7pp          13&46    194         24X    FUhe    5O-&69,  B3/O4/03,  83O527O497 

BT  03  04  002  I     IE    Info   Notice   83-21,     "Defsctive   Emergencu  Use  Resplr'tor    " 
Svc    1  Jab    enc  1 

JORDAN,  E  U         Division    of  Emeroenc^    Preparedness   fr  HngineerlnB 
Reiponse    (J'o't    830103)         S3/O4/13  Consolidated    Edison   Co      of   N*ui 

Vork,     Inc  J26>pp         10433    1SS          24X   Fiche    50-000.  03/04/13i  8303040021 


3303040023    IE    Info  Notice   B3-32,     "BWR   SafetuYRel  1  ef   Valve   Failures    " 
Svc    lilt    encl 

JORDAN,  E  L         Division   of   Emergency    Preparedness   &   EngineerlnB 
Risponse    <Po.st    B30103)        83/O4/22  Consolidated   Edison   Co      of   N*nr 

YoMc,      Inc  H2pp         19383,099         24X   Fiche    50-OOO,  B3/O4/22,  8303040023 

8303040025    IE    Info   Notice    93-23,     "Inoperable   Containment   Atmosphere 
Sensing    Bys    "    Svc    list    and 

JORDAN,  E  L         Division   of   Emergency    Preparedness   fr   Engineering 
R»spans*    (Past    0301O3)         03/04/25  Consolidated   Edison   Co      of   Neu 

Vori,     Inc         119pp        18381    291         24X  Fiche   50-000,  83/04/23,  B30304OOHS. 
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B303040026    IE    Info    Notice    93-24.     "Loose    Parts    in    Secondary    Si  do     of 
Stetm    Generators    at    PWRi    "    Svc     list    end 

JORDAN. E  L        Division    of   Emergency   Preparedness    &  Engineering 
Ratponse    (Post   930103)        83/04/28  Coneoli dated   Edison  Co      of    Ney 

York.      Inc          I  13pp          18382   O47         SIX   Fiche    50-000.83/04/20,0303040036 

830304QO27    IE    Info   Notice   03-35,     "Standby    Gas    Traatmenfc   Sijs   Heater    High 
Temp    Trip    Betpoint    Adjustment    "    Svc    list    end 
JORDAN,  E  L        Division    of   Emergence;   Preparedness    t<  Engineering 
Response     (Post    830103)         83/04/2Q  Consolidated    Edison   Co       of    Neuj 

York.      Inc          llflpp          1B3B2    163         24X    Fiche    30-QOO,  B3/O4/2B,  B3O3Q4O027 

8303040028    IE    Info    Notice    83-26,     "Failure    of    Safety/Re!  ief    valve 
Discharge   Line   Vacuum   Breakers    "    Svc    list    end 
JORDAN, E  L        Division    of   Emergency    Preparedness    i<  Engineering 
Response     (Post    S301O3)          S3/O3/03  Consol  tdatatf    Edison   Co       of    Neu 

York,      Inc          122pp          18441     170         34XFIche    50-OOD,  B3/Q5/03.  830304002B 

B303O4OO3Q    IE    Info   Notice   83-27,     "Operational    Response    to   Events 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Svc    list    end 

JDR.DAN.E  L        Division    of   Emergency   Preparedness    t*  Engineering 
Response    (Pnst    B30103)          B3/03/O4  Consolidated    Edison   Co,      of    Neu 

York-      Inc          112pp          1B3B2   282         24X    Fiche    30-000,  B3/03/04,  8303040030 


63Q331QOB1    Submits    addl     info    re    saf  ety-ra  lated     environ     qualification    of 
electrical     equipment,  per     1OCFFI50   4"!(g)    ',    1C    Bulletin    79-O1B 
Electrical     Isolation    provided    for    all    reactor   protective    sys 
&    engineered    safeguards    protective    SU.E 

TUCKER, H    D          Duke    Pouier    Co         B3/05/3O         DENTdN,  H    H         Office    of 
Nuclear    Reactor    Regulation,     Director         STOLZ,  J   F         Operating    Reactor* 
Branch    t          3pp  18633     123         24X    Fiche    50-267,83/03/20,830531008] 

8303040046    IE    Info   Notice    83-33,    "Nonr enranenta t ive    Sampling    of 
Con  tarn  mated    Oil     "     Svc     list    end 

JORDAN. E  L         Division    of   Emergency   Preparedness   &    Engineering 
Response     (Post    8301O3)          83/05/26  Consolidated   Edison    Co       of    New 

York,      Inc  1  !4pp  18647    007         24X    Fiche    50-000,  B3/OS/26,  S30304OO46 


R      Periodic     operating     report-! 


slated    corre 


B3Q5-17O455  Forwards    monthly    operating    reots    for   Apr    19G3 

TUCKER, H    D          Duke    Power    Co         83/03/13  Director's    Office,     Office 

of    Inspection    and    Enforcement        lp         16470   142        24X 
Fiche     30-269,  B3/OS/ 13. 8309170435 


—8303170460    Monthly     operating    rents     For   Apr    19B3 
REAVI3,  J    A          Duke    Power    Co         83/03/13         l&pp 
Fiche    50-269, 33/03/13, 83O317Q4SS 


9303040031    IE    Info   Notice   83-28,     "Criteria    for  Protective   Action 
Recommendations    for   General    Emergencies    "   Svc    list    end 
JORDAN, E  L        Division    of   Emergency   Preparedness    &t  Engineering 
Response    (Post   630103)         B3/05/04  Consolidated   Edison  Co      of    Neu 

York.     Inc         119pp         18441    001        24X  Fiche    50-QOO,  H3/O3/04,  8303040031 

8303040033    IE    Info   Notice   S3 -29,     "Fuel    Binding   Caused   by   Fuel   Rack 
Deformation    "    Svc    list    end 

JORDANiE  L        Division    of   Emergency    Preparedness    &  Engineering 
Ruin  Dine    (Past   830103)         B3/05/06  Consolidated   Edison  Co      of    Neui 

York,      Inc          tISpp          (B523   24B         24X   Ffche    SO-OOO,  83/03/06, B3Q3O4O033 

9308370326   Forwards    IE    Insp    Repts    SO-E6V/B3-13, 30-370/83-13   (. 
3O-2B7/B3-13   on   630311-0410   No   noncomp 1  lance   notad 
DANCE, H  C        Division    of   Project  i  Resident   Programs        B3/OS/06 
TUCKEfi.H   D         Duke    Power    Co         2pp          18641     142         24X 
Ftche     50-269. B3/05/06,  B305H703S6 


8      Re-portable    oc-currencB-Bi     LERs   (,   related    tnrraspondene  e 

810^040034   PND-II-ai-OS3A    on    B10713.  uii  1  le   performing    reactor    vessel 
Inso    u/r smote    video    cameras,  loose    parts   discovered    in 
Bottom   of   vessel    Parts    identified    as    missing    from    Internal 
vm»el     structural    Caused     bij    tarrosion    fatigue 

DRVANT.J  C         Region    HP     Atlanta,    Office    of   the    Director    (B1/O3/&1> 
01/08/O7          lp          18326   300         34X   Fiche    30-369,  01/03/07, 91O?040O2'4 

8309D30341     ForuiHrtfs    AEOD/E305,     "Inoperable   Motor   Operated   Valve 
A»s.»mbUes    Due    to   Premature    Dagraila  t  ion   of  Motors    EI/OT 
Improper   Limit    Suited/Torque  Switch    Adjustment   "    Ript    should 
be    foruac-ded    to    HRR,  RES   b     IE 
BROWN,  E   J    ,     ASHEi  F    S         Reactor    QperatlonB   Analysis   Dr-anch         83/01/13 

SEVFRITrH    V        Reactor    Operations   AnalLjili   Dranch        Epp         1B352  031 
S4X    Fichu     5O-DOOi  B3/O-1/ 13.  B30303034  I 


--B3OSB7033B    IE    Insp    Repts    30-269/33-13.30-270/83-13   &    50-2B7/83-13    on 
S30311-0410  No   noncompllance    noted   Major   areas    inspected 
surveillance    testing, m«lnt   d   operations   &   annual    emergencv 
drill 

BRYANT, J   ,    FALCONER,  D        Region  3,    Office    of   DLrectr- 
BROWNLEE.V  L        Division    of   Project   fc  Resident    Programs        BS/OS/C-A 
?pp.        1B641     144         24X    Fiche,  30-369,  83/03/06,8303270326 

9303270374   Foru«rd»    IE    Insp    Repts    50-269/03-10,90-270/83-10  b 
SO-2B7/83-10    on    B3O4O3-06   No    noncompllance    noted 
DANCE.  H  C        Division   of   Project   tt  Resident   Programs,      83/03/06 
TUCKER,  H    Q         Duke    Pouer    Co         2pp          1B643   Oil         SIX 
FI C  h • , 30-269, 83/03/06,  9308B70374 

— 6303270397    IE    Insp    Repts    50-369/B3-10,  30-270/83-10   1<   30-2B7/83-1O    on 
&30403-0i  No   noncomp 1 iance   noted   Major   areas    inspected 
emergency    preparedness    eierclle 

KUFFMAN.O  N        Region   B.    Office    of   Director        JENKINS.  0  R        Division 
of   Emergency   Preparedness    &  Materials    Safety         83/03/03        lOpp 
1BA43   013         B4X    Fiche    30-269,  B3/O3/06,  S30S270374 

83O3O4OO34    IE    Info   Notice   83-30,     "Misapplication    of  Generic   Emet-aetiiy 
Operating   Procedures    (EOF)    Guidelines    "   Svc    list    end 
JORDAKiE  L        Division    of   Emergency   Preparedness    ft  Engineering 
Raiponie    (Post  S30103)        83/05/11  Consolidated   Edison  Co      of    Hem 

York-      Inc          114pp          18324    003         24X    Fiche    30-000, B3/03/llr  B3O304O034 

8303270423  Forwards    IE  Enforcement   Conference   Repts   30-269/83-1 Z, 
30-27O/B3-12   (,    SO-237/B3-1H    on    83O323   h   0419   No 
noncompllanee   noted    Concern   re    open   pressurizatlon    line    test 
valve)    on  Unit   3   discussed 

O'BEILLYrJ  P        Region   S,    Office    of    Director        83/03/11        TUCKER, H   0 
Duke    Pouier   Co        2pp         1B64S  380        24X  Fiche    30-269,83/09/11, 
8305270425, 

— 8303870433    IE   Enforcement   Conference   Repts    30-269/83-18,30-270/83-12 
&   30-287/83-12   on   83O323  &  0419  Major    areas   diacusod   open 
pnsiurliablon    line    isolation   valve    on   emergency    hatch    on 
630317  i   corrective    actions 

DrtNCE.H  C        Dlvitlnn    of   Project   «<  Resident   Programs        B3/05/IO 
Spp         1S642-B82        E4X  Fiehe    30-269,03/03/11,8303270433 

B303O40040    IE    Info   Notice   83-31,     "Error    In  ADLPIPE  Computer  Prooram    " 
Svc    Hit   end 

JORDAMiE:  L        Dlvliion    of   Emergency   Preparedness    &  Engineering 
Raiponie    (Post   B3D1O3)        83/O3/19  Consolidated   Edison  Co      of    Netu 

Yorllr     Inc         114pp.       1B697  009        84X   Fiche    30-000>  83/05/19, 830304004O 


—  8305050393    "Inoperable    Motor  Operated    Valve    Assemblies   Due    to    Prem-atur 

Degradation    of    Motors    Si/or    Improper   Limit    Sul  tch/Torque 
Suiltch   Adjustment,"    AEdD    engineering    evaluation    rep  t 
HROWN,  E    J    ,     A-SHE,  F   8          Director's    Office         83/O4/13         7pp 
1S332   053         34X    Ficho    90-000,83/04/13.8303030341 

B30'3'230373  Forwards    engineering    evaluation   i-ept,    "Cracls   tc  Leaks    in 
Small    Diameter    Piping    " 

DROWN,  E   J        Reactor    Operations   Analysis   Branch        83/04/19 
6EVFRIT,K    V        fteactor    Dp  era  tl  ant   Analysis   Branch         lp        1B541    342 
B4X  Fiche    90-OOOr  S3/04/  19.  B305230373 

--8303B30(il9    "Cractis    fc  Leak*    In  Small    Diameter    Piping."    enginBaring 
evaluation    ropt    Small    pipe    leak*    aituciatBd    u/u-nant  Icipa  ted 
vibration    problems    require   addl    supports   or   rerouting    of 
pip  Ing 

8RD-WN,  E    J         Reactor    Operations   Analysis    Branch         83/04/19         9pp 
1S341    343         34K    Fiche    30-000,  B3/04/19.  B30S-330373 

B30517032H   FaruiardB    LER    B3-012/OIT-0   Detailed    event    analysis:    ercl 
TUCKER,  H    I!          Duke    Poui*r    Co         B3/04/23         O'REILLY,  J  f         Region    S. 
Office    of    Director          4pp          1B463   327         24X   Flche    30-269,  S3/04/32. 
B  303  170324 

—  B3Q3i70338   LER    B3-012/OtT-0   on   B3040B.  emergency    Jlscharge    valvn    to 

Keouee    Tailrace    CCW-B   opened   u/o    command,  rendering    con-donser 

circulating    uater    emergency   discharge   syt    Inoperable   Canted 

by    shortfd    conductor    Conductor   roploted 

PETTY,  J   C         Dukfl    Pouer   Co       83/04/22  Heglon   2.     Office    of 

Director  lp  18463    831         24X    Flche    30-269.fl3/04/3a,  6303170324, 

8305110324   Part    21    rept    re   Type  SA-I    Class    IE   relays  Silicon   controlled 
rectifier    ISCR>    In    trip    output   circuit   may   cause    random    trip 
output   Westlnghouse    corrective   action    Includes   replacing    acn 
ui/burn-lr    SCR 

DUVALLiD    0         Broun,   Dover!    Corp      (tuba      Grown   Dovfrrl    it  Co.  i    Ltd    ) 
83/O4/27        STELLD,V        Director's   Office,    Office    of    Inspection    and 
Enforcement          3p«  1B393    27B         24X    FUhe    SO-OOO,  B3/O4/a7,  830SI  IO324 


B303030Z34   HOe    269/S3-IO   8c  287/83-04    re   621213  i.  B30303   lots   of 
containment    Integrity    Mgt    audit    in    progress    Summary    list    of 
completed    fc  re-ma  Inlnj    actlvitlesru/projected    completion 
dateii  enc  1 

TUCKER,  H   B         Duk*    Power   Co        83/04/29        C'REILLY-JP        Bejion    Si 
Office   of    Director         15pp         1B338   001        24X    Flche    90-26^83/04/29, 
B309O90B34 


82 


DOCKETED  ITEMS 


B303170361    Forwards    updated    LER    83-0 !  3/OIT- 1     Detailed    event    analysis 
enc  1 

TUCKED,  H   B         Duke    PoLrir    Co         93/05/03         O'REtLLV,  J    P         Region    3. 
Office    of    Director         Sff          IBfliQ    125         24X    Fictie    5O-3&9, 53/05/05. 
630317054.1 

— 33Q3I70S&6   Updated    LEFI    03-O12/O1T-1     an   33O431,  emorgencij    discharge     valve* 
to    Heouee    TallraCB    CCW-S   opened    u/o    command. render  1  ng 
condi«n»Br    circulating    urater    ejnergencij    discharge    sijs 
inoperable    Caused    by    component    failuie 

PETTYjJ   C         Duie    Pouar    Co         B3/O3/O3  Region    2,     Office    of 

Director          Ip          13468    137         34X    Fiche    50-269,  B3/O5/Q3,  B3D317O3&1 


--B30S090138   Notice    of    Issuance    &•   availability    of    Amends     12O.  12O    t>    1)7 
to   Licenses   DPR-38.  DPFJ-47  &  DPR-39,  rospeq  tl  vely 
STOLZ.  J   F         Operating    Rflactors    Branch    4         83/04/15         2pp 
18381    151         24X    Flche    30-269.  83/Ofl/l 3,  B3O3090Q7S 

830SI3Q294   Forwards    safety    evaluation   t  Frantltn    RasBarch    Ctr    technical 
evaluation   repti     "Control    of   Heavy    Loads    IC-1O) . Oconee 
Nuclear  Poiuer   Station,  Uni  ts    1.3  t.   3   *    Phase    1    actions 
acceptable    per   NUREG-0612 

STOLZ.J   F         Operating    Reactors    Branch    4         83/04/2O         TUCKER. H   fl 
Duke    Pouier    CD         3pp          S8437    179         24X    FichB    SO-369,  83/04/20, 
B3O313O294 


6305230556  Not  if  ivs    tAat    nofcle    gas    mom  tor -stac k    high-range    radiation 
monitor    (NUREO-0737,  1  tern    II    F    HIM     reported    as    being 
operable    in    B3O310    order. became     inoperable    on    930426   Caused 
i<j   mo-fstui-B    con  tamtnat  ion   Neu  monitors    ordered 

WCKER.H   B         Dufce    Power    Co         83/03/19         DENTCN,  H   R         Of  Fie*    of 
liucieir    Reactor    tfegulat 1  an,     Director         STOLZ,  J   F         Operating    Reactors 
Branch    4         3pp          13300    IflS         24X   Flche    30-269,83/09/19.9303230536 


DOCKET   90-37O   QCOMEE    NUCC.EAH    STATION.     UNIT    2 

F     Security,    nodical  i     emergency    *    flr-o    protection    plans 


6303270336   Faruard-s     IE    Insp    Repts    50-269/03-13.30-370/83-13    & 
30-287/83-13    on   830311-0-110   No    noncompliance    noted 
DANCE,  H   C         Div(*lon    of    Project    !.   Resident    Programs          S3/03/Od 
TUCKEfl.H  S3        Duke    Pouer   Co        3pp         1S641    143        24 X 
Flche    30-367.  B3/OS/04.  B30327032A 


— 9303130396  Safety    evaluation    supporting    Phase    1    actions    re    control    of 
heavy    loads    (NUHEft-06J2t 

"      Office    of   NuclBflr   Reactor   Regulation.     Director        83/04/20        Ip 
1B437    163        2«   Fiche    30-269,  H3/04/BO.  B303130294 

— 0304070386   "Control    of    Heavy    Loads    (C-101,    Oconee   Nuclear   Pouer    Station 
Units    1.2  ti  3."    technical    evaluation   rept 
ROEJEHTSi3       Franklin    Inst  i  tuts/Frank  1 1  n   Research    Center 
NRO03-B1-130         TER-C3906- 374/373/37         B3/O3/31         CLEMEN00N,  F        NRC 
-  No   Detailed   Affiliation  Olven        2Bpp         1B437    1S3        24X 
Fiche    30-269,  B3/O1/20,  FJ303130S94 

8303090608  Forwards    safety    evaluation    in    support    of    continued   PVR 
operation  ui/Dresier    primary    safety   valves    re    TMI    Action    Item 
II   D    I   EPftl    data    on    testa    of    certain   models    of    Dresser 
safety   valves   under    review  on   generic    ba«is 

STOLZ.J  F        Operating   Reactors    Branch    4        83/04/27        TUCKER , H  B 
DuU   Power    Co         Bpp          1B367    111         24X   Fiche    DO-269,  S3/04/27i 
B303090608 


— G30527033B    1C     Ins-p    Repta    30-369/33-13.50-270/53-13   fc    30-5B7/B3-13    on 
SJ0311-0<1[Q  No    noncompllance   nPted   Major    a^reas    Inspected1 
iurvei  llance    test  Ingi  maint   d   operations    J,    annual    emergency 
drill 

BRVrtWT.J         Rflgtnn    2,     Office    at    Direttor         £33/03/06         9pp 
1B64I     144         24'(    Ftthe    30-369,83/05/06,6305270326 

9303270374    Faruardi.     IB    Imp    Repts    50-269/93-10.50-270/33-10    t 
30-207/S3-10    on    H3O4O5-U6    No    none ompl lance    noted 

DANCE,  H   C         Division    of    Project    >J    Resident   Fragrdms          93/03/06 
TUCKER, H   B         Duke    Pouer    Ca         2(tp          18643   Oil          24 X 
FUhe    90-369:  H3yO3/O6, 830337O374 


B303040964  Forwards    proposed   App    A    to   offslte    dose    calculation  m«nu»li 
supporting    radiological    effluent    Tech    Spec    per   830209    Itr 
Submittal    con»titutes    final    revised    offslte    doss    calculation 
manual 

TUCKER, H   D         Duke   Pouer    Co         B3/04/2S         DENTDN,  H    R         Office    of 
Nuclear   Reactor   Regulation.    Director        STOLZ,  J  F        Operating    Ri*ctort 
Branch    4         Ip          1S330   083         24X   Flche    30-269, 93/04/2B, 03O3O40364 

— B3050fl036B  App   A   to,     "Oionee   Nucloar   Station   Sits    Spsctfle    Info    " 
*      Duke   Pouer   Co        83/04/2B        32pp         18320  084        24K 
Fiche    30-269,  83/04/28,9303040364 


--0305370387    IE     Irsp     Rapts    50-269/83-10,30-270/33-10    fc    30-2B7/B3-1O    on 
030403-06  No    noncompl lancq    noted    Major    areas    Inspected 
emergency    prepar  edines-s    eiarclsa 

fffFFMAN.G   N         Region    2,     Office    qf    Director         83/OS/O3          lOpp 
18643   053          SAY,    Flche    30-269.  S3/O3/O6.  S3OS27O37-1 

S30S110034   Generic    Ltr    83-31    to    all     licenseei    of    operafcins    reactor*, 
applicants    for    OLs    &    tioldors    of    CP5    re    clarification    of 
access    to   control    procedures    for    lav   enforcement   visits 
Svc    list    end 

E1SENHUT.  D   0          Division    of    Licensing          S3/03/I1  Consolidated 

Edllon   Ca      of    New    Vork.     Jnc          16pp  LB34D   095         24X 

Flche    30-000.93/03/1 1,8309110034 


B30920Q103  Foruards    safety    evaluation   on    standby    shutdown    facility 
Desisn  meets   requirement's,  eicep  t    for    process   monltorlns 
instruments    for    source   range    flui   monitoring    Si    steam 
gsnerator    pressure    indication 

STOLZ,  J   F         Operatino    Reactors    Branch    4         83/O4/28         TUCKER, H   D 
Dute    Pouier    Cn         4pp          1B376    184         24X   Fiche    3O-269, 83/04/2B, 
8305200 1 03, 

—8309300106  Safety    evaluation   re    standby    shutdoun    facility    Design 
acceptable   eicapt    on   availahllltij    of   source   range    flui 
monitor   d   steam  jenerator   pressure    indication 
*     Office    of  Nuclear   Rstactor   Regulation,    Director        83/04/28 
17pp         1(3374    13B         24X    Flche    30-269.  83/04/28,  S3032001O3 


•J      Insurance   &    indemnity    information 


H303260361    Forwards    GndorsewB'nta    35   t-    36    to    MA£LU    Policy    MF-61    fc 
enflorjeitient  7a    to   WEI.IA  Policy   NF-IB3   far    Oconee    Nuclear 
Station   *   Endorsements    S3   *   30    to   NEL1A   Policy    HJr-246    «. 
MftEUJ   Policy    MF-1OJ. respectively,  For    McGwire 

LAWSDH.L    T         Duke    Pouer    Co         93/03/20         S1LTZMAN,  J         Office-    at 
Resource    rlanagem&nt,      r/irectur          19pp  [0626    120         24)T 

FleMe    50-000.  S3/OS/20, B303260261 

P       Operating     licens-e-    stage    documents    &    correspondence 

B303070078   Forujards    Amends    12O.  12O    tt    117    to    Licenses    DPW-3B,  OPR-47 
DPff-SS,  r-fisp  set  I  v«  1  YJ  safetq    evaluation    !•  notlca   of    issuance   & 
availability    Amend*    r-eviao    Tech   Spec   withdrawal    schedule 
for    reactor   ves-s«l    'surveillance    capsules 

COtJWER.E   L        Operating    Reactors   Dra-nch    4        B3/04/I3-        TUCKER, H  D 
Dute   Power    Co         4pp         1B381    140        2flx  Fiche    30-269, 83/O4/ 13. 
S30 5 090073 

— S3O5990I11    Amenits     ISO,  ISO   Sc    117    to    LUensB-s    DPR-3B,  D.pfl-47    j.    DPR' 
respectivelifi  revisilnj    Tech    Spec   ui  tndraual    schedule    for 
reactor  VHSSuS    iUt-veitlance    capsules 

STOLZ,  J  F        Operating    Reaetori   Branch    4        83/-04/13        Bpp 
1D3S1    !1fl          34X    Fich*    30-269. 83/04/15, 030309007B 


8305020455  Generic   Ltr  93-19   to   all    power   reactor    !,    testing    licensees 
r*  neu  procedures    for    providing    public    notice    concerning 
issuance    of   amends    to   OL*   Svc    list    encl 

EISENHUT.O  0        Division   of  Licensing        83/05/02  Consolidated 

Edison  Co      of   N«u  York,     Inc        30pp         18441    120        24X 
Flche    30-000,  B3/03/02,  B303020433 

8303060365   Notification    of    S303O&   mgeting    u/B&W   OiunBrs    Oroup     in 
Bethesda.MD   to   discuss    core    barrel    failure   «t   Rancho   3eco   (• 
Crystal   River  3, future    plans    for   resolving    problem  t 
justification    for   continued   operation 

rllNER.S         Operating    Reactor*    Branch    4         83/03/O2         STOLZ,  J 
Operating   Reactors    Branch    4        2pp         16333  092        24X 
FichB    30-000.  83/03/OS,  8303060369 

B3051B0034   Forwards    Amends    121,121    !<    118    to    Licenses    DPR-38.  DPR-47   * 
DPR-53,  respectively,  safety    evaluation  b   notice    of    Issuance 
4  availability   Amends    revise   Tech    Specs    to    delay    certain 
surveillance   requirements    until    natt    refueling    outage 
EISENHUT,  D  S        Division    of   Licensing        S3/09/O3        TUCKER, H  B        Dukt 
Power   Co         3pp         18499   243         S4X    Fiche    3O-369,  B3/O3/03. B3031B0034 

--B3051B0045  Amends    121,  1S1    t.    11B    to   License*    DPR-3B.  DPR-47  i<   DPR-3S, 
reip*c ti vely,  revi sing    Tech   Specs    to    delay    certain 
surveillance   requirements    until    neit   refueling    outage 
STOLZ,  J  F        Operating    fleactors   Branch    4        B3/03/O3        21pp 
18499   24B        24X    Fiche, 3O-269,  83/O3/O3,  8305180034 


— 9305090121  Safety    ^valuation   -supporting   Abends    ISO,  ISO  !<    117    to 
Licenses    DPJJ-3B,  DPR-47   4    DPR-55,  resp  ect  iv«  ly 

•     Office    of    Nuclear   Ft-eactor  Regulation.     Director         83/O4/I3 
1B381    152         21X    Fiche    50-269. B3/04/ 1 S,  B30309007B 


2pp 


--8303IB0039  Safety    evaluation   supporting   Amends    121,121    (.    11B    to 
Licenses   DPR-38.  DPR-4?  &  DPR-33,  rssptcti  ve  ly 

*     Office   op  Nuclear   Reactor   Regulation,    Director        83/03/09 
1H199   367         24X   FichB    30-269,  S3/O5/03.  B3031B0034 


9pp 


DOCKETED  ITEMS 


83 


— 0303100060   Notice    of     issuance    (.    availability    of    Amends    121.  121    5>     1!B 
Licenses    DPR-30,  DPR-47   5,    DPR-33,  respec  lively 
STOLZi J  F        Operating    Reactor*    Branch    4        03/O5/Q3        2pp 
18197   274         24X    Fiche    50-269,03/03/05,8303180034 

0303090639   Generic    Ltr    03-20    to    all    operating    reactor     lieensae'S    & 
ftolden    of    CPs    re    Integrated    scheduling     Far    Implementation 
of   plant   mods    Svc    Hit    encl 

EISENHUT.D  0        Division    of    Licensing        B3/03/09  consolidated 

Ed  lion   Co       of    Mew   York,      Inc          Ifipp          19637    133         31 X 
Flche    30-000.  H3/03/09,  0303090639 

B3Q3180131    Forwards    request    for    addl     info    re    details     on    void     formation 
during   natural    circulation    cool  dnion.  per    H10303  Generic   Ltr 
81-21    Response    cftd    BI1IQS    inadequate 

aTQLZ.JF         Operating    Reactors    Branch    4         83/03/09          TUCKER, H    B 
Out*    Payer    Co         4pp          103O2   344         24X    Flche    30-269,  B3/OS/O9, 
8303100131 


—8303270318    iE     InSp    Kepts     5O-269/B3-09,  3O    27Q/B3-Q'?    '•    3O-207/B3-09    on 
030303-11     Ho    nont  amp  1  1  anc  e    noted    Major    areaa     inspected 
NUJ)EO-O737,  Items     It    D    2,     "Plant    Shielding    Mods"    i.    1  1     8   3, 
"Poi  t-Acciden  t    Sampling    Sga    " 

COLLINS,  T    H    ,     BARff  .  K   P         Region    2,     Office    of     Director         83/04/O1 
7pp  IS&lfi     194          24X    Flrhe    30-269,03/04/03,0305270497 


3303040021     1C     Info    Notice    83-21,     "Defective    Emergency    Use    Respirator    " 
Svc    1  1  »  t    enc  1 

JORDAN,  E   L          Division    of    Emergency   Prepar  ednea-s    6    Engineering 
Response     (Post    B301G3)  83/O4/13  Consolidated    Edison    Co       of    Mem 

York.      Inc          13&pp  13433    IS5         24X   Flcne    50-000,  B3/O4,/  1  5,  B303040O21 

83Q304OQ33    IE    Info    Notice    63-22,     "DUR   Safety/Relief    Valve    Failures     " 
Svc    Eli  t    enc  1 

JORDAN,  E   L          Division    of    Emergency    Preparedness    t    Engineering 
Response     IPoat    B301O3)  03/O4/22  Consolidated    Edison   Co       of    Neu 

York.      Inc  112PP  183B3   OB9         24X   FicHe    30-OQO,  B3/O4/22.  030304OO23 


9303130023   Submits    info    supporting    determination    that    critical    path 
outage    time    could    be    saved    if    containment    purging    commenced 
at   RC5    temp    between    230   F    t    223    F    rather    than    present    200    F 
Preparation    oF    proposed    Tech    Specs    re    purging    in    progress 
TUCKER, H   Q         Duke    Power    Co         83/03 / I O         DENT0N,  H   R          Office    of 
Nuclear   Raactar    Regulation,     Director        STdLZ.J  F        Operating    Reactors 
Branch    4         Hpp          10437    134         24X    Ftche    30-269,83/03/10.8303130029 

B 303230499   Notification    of    830609   meeting    u/utll     in    Bethesda.MD    to 
discuss    forthcoming    appeal    meeting    re    staff    positions    for 
standby    shutdown    facility    Process    monitoring    instruments 
&  source    range    flui    monitors    to    be   addressed 

BUERMANN,  J   F         Operating    Reactors    Branch    4         83/03/16         STOLE, J    F 
Operating    Reactors    Branch    4        2pp         10941    274        24X 
Flche    30-000,03/03/16,0303230499 

8305230479   Foriuardi   responses    to   030411    Itr    re    environ    qualification 
of    safety-related    electrical    equipment    Just  i  f  1  catl  un    For 
eontinued    operation, per    NUREG-0737,  TMI    Action    Item    II    D   4 
provided    Response    to    IE   Bulletin    79-OIB   uillt    be    revised 
TUCKERiH   B         Duke    Power    Co         03/03/19         DENTON,  H   R          Office     nf 
Nuclear   Reactor    Regulation,     Director        BTOLZ,  J  F        Licensing    Branch 
4        27pp          10339    003         H1X    Flche    30-269,83/03/19,8303230479 

8303310081    Submits    iddl    info    ri?    safety-related    environ    qualification   of 
llietrlcal    equipment,  per     10CFR30   49(g)    >/    IE    Bulletin    79-OIB 
Electrical    Isolation   provided    for    all    reactor    protective    syi 
Sc  engineered    safeguards    protective    aya 

TUCKER,  H   D         Duke    Payer    Co         03/O9/2O         DENTOK,  H   R         Office    of 
NucUar   Reactor    Regulatlani     Director        3pp         106S3    123        24X 
Flche    30-369,03/03/20,8303310001 


B3030*002S     IE    Info    Notice    B3-23,     "Inoperable   Containmetit    Atmosphere 
Sensing    BUB     "    Svc     list    encl 

JORDAN,  E    L          Rivllfon    of    Emergenci|    Preparedness    ''    Engineering 
Response     (Post    9301O3)          B3/O4/25  Consolidated    Edison   Co.     of    New 

Vork,      Inc  119pp  16301    291         24X   Fiche    30-000,83/04/23,0303040023 

8303040026    IE    Info    Motlts    B3-24,     "Loose    Parts    in    Secondary    Side    of 
Stoam   Oeneratora    at    PWFfs    "    Svc    Hat   enc! 

JORDAN, E    L         Btvision    of    Emergency   Preparedness    6   Engineering 
Response     (Post    EQO103)          03/01/28  Consolidated    Edison   Co       of    Nuu 

Vori,      Inc          113pp  1B332   O47         34X   Fiche-    50-000,  B3/OU/aBi  8303040026 

0303040037    IE    Info    Noble*    93-35,     "Standby    Oas  Treatment   S«9  Heater    High 
Temp     Trip    Setpolnt    Adjustment    "    3vc    Hit    encl 

JORDAN,  C   L        Division    of    Eme-fgencij   Preparedness-   &   Engineering 
Response    (Post    830103}         B3/Q4/38  Coniolldabed    Edison  Co      of    Hew 

Vork,      Inc          UQpp          103B2    1^3         24X   Fiche    30-000,83/04/20,0303040037 

03030400 2R    IE    Info    Notice    B3-26,     "Failure    of   Saf e tg/Rel le f    Valvo 
Discharge   Line    Vacuum   Draakers    "    Svc    list    encl 
J3RDAW,  E   L         Division    of    Emergency   Preparedness    !•  Engineering 
Reiponse     (Post    B301O3>          83/05/03  Consolidated    Edison   Co       of    Neu 

Vork.      Inc          I22pp          1B441     17O        24X   Fiche    30-000,  Q3/03/O3, 03O304C-023 

B303040O3Q    IE    Info   Notice    Q3-H7,     "Operational   Responds    to    Events 
Concerning    Deliberate   Acts   Directed   Against  Plant 
Equipment    "    Sve    list    encl 

JORDAN, E  L        Division    of    Emergency    Preparedness    &•  Englnaering 
Response    <Pnat    B301O3I         03/03/04  Cunsolldated    EdfaonCo      of    Neu 

York,      Inc          llSpp          IE3BS    BBS        34X   Fiche    30-000,03/03/04,0303040030 


Q303310003  Foruards    SER   baoid    on    revieui   of   mechanical    reiponie    to 
palmary    coolant    sus    subj«cted    to   asymmetric   LOG  A    load-s 
Utll   assessment    of    asymma tr le    loads    problem  acceptable 
8TOLZ.J  F       Operating   Reactors   Branch   4       03/03/20       TUCKER, H  B 
Duki  Pouier   Co        Spp         16662   311        24 X   Flche    30-269,  S3/Q5/20, 
8305310083 

— B303310009   Safety    evaluation   accepting    util    analysis    of   asymmetric    LDCA 
loads   Reasonable   auurrance    that    reactor    can   be   brought    to 
cold    shutdown    safely    provided 

»      Operating   Reactors    Dranch    4        03/09/20        74pp         1B663  313         24X 
Flche    30-269,03/03/20,0303310003 


0      Inspection    reports,     IE   Bulletins   &   correspondence 


B2I2060303    IE    Info   Notice    03-14,     "DBiuateretl    Bpent    Ion    Eichamge    Realn 
Busciptlbll 1 ty    to   Eiathermlc    Chemical    Reaction    "    Svc    list 
•  ncl, 

TAYLOR,  J  M       Division   of    0afeguards   4    Inspection   Programs     (Post 
H30I03)        H3/03/H1  Consolidated   Edison   Co      of   Nau   York.     Inc 

HBpp         18300   319        34X   Fiche    30-000,03/03/21,8312060363 

B3O5270403  Forwards    IE    Imp    Rapts    90-269/03-00,50-270/03-08  4 
3D-S07/03-00   on   830211-0310   No   noncomp 1  lance    noted 
DANCE.H  C        Division    of   Project   ti  HflSidBnt   Programs         03/04/03 
TUCKGRiH  Q        Dude   Pouer   Co        2pp         10642   321        24X 
Flth»    30-2<b9,  03/04/03,0305270403 

— 930S2704II    JE    Insp    Repts    30-369/03-00,30-270/03-00  *  50-2B7/B3-OB   on 
B30211-0310  No    noncomp 1 iance    noted    Major   areas    Inspected 
operations,  survei 1  lance    testing, malnt, event   rept   revleu 
&  emergency    procedure    review 

BRYANTiJ  ,     FALCONER,  D        Region   2,    Office    of    Director 
10NATONI0.  A   J        Division   of   Project   0   Resident   Programs         83/O4/O4 
ISfp          18&4S    323         84X    Fichi    90-269,03/04/03,0305270403 

0303270497  Forwards    IE    Insp    Repts    50-269/03-09,30-270/83-09   & 
3O-2B7/03-09    on   030300-11    Mo    noncomp 1 ianco    noted 
DANCE, H  C        Division   of   Project   fr   Resident   Programs         03/04/03 
TUCKER,  H  B        Duki   Pouer   Co        2pp         18646    192        24 X 
Flche    30-269,  83/04/OS, S30S270497 


8303040031     IE    Infn    Notice    83-23,     "Criteria     for   Protective    Action 
Use  pmnntiiJat  ions    for    Oaneral    Emergenciet    "    Svc    list    encl 
JORDAN,  £   L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post    830103>         03/03/04  Consolidated    Edison   Co      of    Neu 

York,      Inc          inpp  IB44L     OO1         B4X   Fiche    30-OOO,  83/O5/04,  03O304CO31 


B303040033    IE    Info    Notice   B3-S9,    "Fuel    Binding  Caused    by   Fuel   Rack 
Deformation    "    3vc     list    encl 

JDRDANi  E  L        Division    of    Einergencij    Preparedness    ti  Engineering 
Response     (Post    B30103)  B3/O3/06  ConBoliifated    Edison    Co       df    Neu 

York,      Inc          I13pp          1  B323   246         24X   Flche    30-OOO,  93/05/Ofr,  03O3040O33 

B303370326  Foriuardi    IE    Insp    Repts   30-269/0J-  13,  50-270/83-1  3  (< 
SO-SB7/B3-13   on    B30311-04IO  Nn   noncomp  1  lance  notail 
DANCEjH    C         Dtvlilor    oF    Project    &    Resident    Programs          B3/03/Oi. 
TUCKER,  H    Q          Duk&    Power    Co         2pp          IB641     142        24X 
FUho    30-369,  B3/O9/06,  030537O326 

—  0303S7033B    IE    Insp    ReptB     30-269/03-13,30-270/03-13    t,    30-207/B3-13    on 

330311-0410  No    noncompl  lance   noted  Major    areas    Inspected 

surveillance    tea  ting,  maint   tt  operations   *t  annual    emergency 

drill 

DRYANT,  J  ,     FALCCNEfl.D        Region   2,    Office    of   flirectar 

BRDWNLEC.V   L         Division    of   Project  !-  ftesldont    Programs        03/05/D6 

9pp  18641     144          34X    Fiche    30-249,83/05/06,0305270326 

830327O374    Forwards    IE    In«|i    Repta    30-269/83-  10,  SO-27O/93-IO  «. 
30-807/83-10    on    830403-06    No   -noncoflip  1  lance   noted 
DANCE,  H   C        Division    c-f   Project  fr  Resident   Programs         83/03/0& 
TUCKER,  H    0         Duke    Pows-r    Co         2pp          I0i43    Oil         .34X 
FlChB    30-S69,  33/09/06,  B3Q3270374 

—  0309Z703B7    IE    Imp    Repts    50-269/B3-10,  50-270/D3-  1  0   i,    30-267/B3-1O    on 

03Ofl05-06  Mo   noncompllance   noted    Major    areas    Inspected 

emergency    prnparedne  is    exercise 

HUFFMAN,  0   W         Region    2.     DfflcB    of    Director        JENKINS.G   R         Btvlslon 

of    Emeraencij,    Preparsdneis    t>  Material!   Safety        Q3/OS/O3        lOpp 

19643   O13         24X    Ficho    5O-269,  S3/03/06,  B303270374 


DOCKETED  ITEMS 


8303040034    IE   Info    Notice  93-3O,     "Misapplication    of   Gensric    Emergency 
Operating    Procedure*    (EOP)    Guidelines    "    Svc    list    anc  1 
JORDAN,  E  L        Division    of  Em*  rjsncij    Preparedness    &•  Engineering 
Response    (Past  830103)        83/uS/Il  Consollda  teif   Edisan  Co      of    Hew 

YarH,     trie          114pp          18324    003         24X    Fiche    50-000,  B3/OS/  II.  83Q3Q4CQ34 

8303370433  Forwards    IE  Enforcement  Conference    Refit*    50-267/83-12, 
30-270/03-12    S,    30-2B7/H3-12   on    330333   fc   041?   No 
noncomp  1  lance    noted    Concern  re    open   pressurl  lation    line    test 
valve    an  Unit   3  dj<cu*se.d 

O'REILLV.J   P         Region    S.     Office    of    Director         B3/O&/M          TUCKER,  H   0 
Duke   Pcuer   CD        3pp         1S442  330        34X   Fiche    50-36^83/03/11, 
B3  032704  33 

—  B30327043S    IE   Enforcement   Conference    Refits    30-24.9/B3-12,  30-270/03-12 
%    30-SB7/B3-I2    an   630333   4    0419   Major    area*    discussed    open 
pressuri  latlon    line    isolation  valve   on    emergency    hatch   on 
S3  03  17  I,    corrective    action* 

SANCE.H  C        Division    of  Project   t,   Resident  Programs        B3/O9/10 
Spfl          10643   202         24X    Fiche    30-369,  03/05/lt,  B3Q3270423 

B3030400flO   IE    Info  Notice    B3-31,     "Error    In  rtDLPIPE  Computer   Proffraro    " 
Svc   Hit   end 

JOBDANj  E   L         Division    of   lE'inergency    Preparednels    ic    Engineering 
ResponJe    fPost   830103>        63/05/1?  Consolidated    Edison  Co      of  NEW 

•farts,     Inc          1  Hpp          1H697   00?        24.X   Fiche    30-000,  B3^OS/1?,  83030100^0 

8305310031    Submit  i    add!    Info    re    saf  ety-r-a  latod   environ    q.ua  1  1  Pica  t  ion    of 
electrical     equipment,  per    IOCFH30    47<gl    t     IE   Bulletin    79-0  IB 
Electrical    isolation  .provided    Par    all    reactor   protective    syc 
&   engineered    safeguard!    protective    sys 

TUCKER,  HI   B         Out*    Pouier    Co         83/03/20         DEMTON.  Jf   H         Office    of 
Nuclear  Reactor  Rtgula  tian.    Director        STQLZ,  J  F        Operating    Reactors 
Branch    4         3pp          13695-133         24K   Fiche    30-267,63/03/30,5303310061 

8303040044   IE    Info  No  tics   &3-33,     "Manripresentative    Sampling    of 
Contaminated    on    "  svc    list   en-cl 

JORDAN,  E  L        Olvislon   of    Eiflargenci/   Prepitrerfne;!   ti  Engineering 
R*ipons>    (Poit    B30I03>        83/05/36  Conio  1  1  tfateU    Editor,  Co      of  Wnj 

Vort,     Inc         l!4|>p         ia£>47  -007        24X  Fiche    50-000,  B3/05/2&,  B303040046 


R     Pflrlodie    operating   nporti   &  reUteJ   t  arr 


B30317O499  Far-uarrfi    monthly    operiting    repti    for  Apr    1963 

ttJCKOl.H  B        Duke   Power   Co        93/05/13  Directdr't    OffltBi    Office 

of    Inspection   and   Enforc  emsnt        Ip         IB47O    tis        34  X 
Fieh*    30-2 


—  S30317O460   Monthly    aper»tini)    r«pti    for    Apr    1983 

REAVIS.  J  A         Out*    Power    Co         63/03/13         lij>[>         13470    143         34  X 
Fiche    30-2A9,B3/03/13,SJ03170453 

S     Rtportable   occurrences,    LERs   &  related    crnrreipandenca 

9305110324   Part    21    rept    re    Tijpa    BA-1    Clam    IE   relays    Silicon    cqnti-oHo 
rectifier    (SCR)    In    trio    output   circuit  man    came    random   trip 
output  Wei  t  ingfious*   corrvctlve  action    Includes    replacing   SCR 
iu/6urn-ln  SCR 

DUVALUiD  0        BPOUJI   Doverl    Corp      Ciuis      Drown   Boverf    !<    Co   .    Ltd    ) 
33/04/27        STELLO,  V        Director'*   Office,    Offic*   of    Inipectlon   and 
Enforcement        3pp         IS393  S7B        S4X  Flche    90-000,03/04/27-8303110324. 


B305I10323  Foruurdi  LER   S3-OQ6/03L-0  D«  tailed    event   analitis    »ncl 
TUCKERS   3        DirkB  Pnirtr  Co        83/04/29        D'HEH-LY.  J  P        fitslon    2, 
Office   of   Director        3pn         1B40*    143        34X  Fiche    50-H70,  &3/04/29, 
B309H0353 


DOCKET    30-S71    VERMONT   YANKEE  NUCLEAR  POWER   STATION 

F      Security,    medical,     emergency    &   fire   protection    plans 

6303190310  Forwards    IE   Safeguards    Insp    Rape    30-271/83-08   on    830404-09 
&  notice    of   violation 
MART IN,  T   T        Division    of   Engineering   &  Technical    Program*        83/03/O3 

MURPHY  W   P        Vermont    Yankee  Nuclear   Power    Corp         3pp         18301    06A 
24)C   FJche    30-371,  83/O3/OS,  B30S  190310 

— B3O319031I    Notice   of    violation    from    insp    on   B30404-OB  Safeguard!    in#o 
deleted    (rrF    10CFW73  Sit 

*      Rngion    1,     Office    of    Director         B3/03/O3          Ip          1SS01    OA9         24K 
Fiche    30-271, 83/03/03.8305190310 

--8303170313    IE    Safeguards     Imp    Rept    30-271/B3-OS    an    B3Q404-OB 
Noncomp 1  lance  noted    vlt^l   area    barrier    degraded   u/o 
compenia  tori;   measures    in.    effect   Safeguards    info    deleted 
(r«f    IOCFR73   31) 

SMITH,  0    C    ,     DUNLflP,  J    M  .     GODY,A   T        Region    1,     Office    of   Director 
83/O4/2S        4pp        183OI    070        S4)t  Fiche   30-271,83/03/03,8303190310 

B3093007Q3  Respond!    to   030123    Hr    re    changes    identified    at   Rev  7    to 
phviie*!    s#curltij    plan    Chang*!    do   not   decrease    ef f ectlveneis 
of    plan,  ui/e iceptlon    of    changes    on  Page   4-2  b  Figure   9-1 
Gul  lat-rBBiitant    itructure    reo_u  Irements    unclear 
VAS9ALLO,  D  B        Operatinj   Reactors    Branch   2        83/03/09        SINCLAIR,  J  B, 

Vermont    Van  lite  Muclrar    Pou*r  Corp        2pp         IB328   335        S4X 
FKhe    30-371,  S3/09/091,  S3032007O8 

0305110034    Oeneric    Utr    B3-21    to   alt    licensees    of    operating    reacton, 
applicants    for   OLs  &    holders   of   CPs    ri    clarification    of 
access    to    control    pro-t»dura*    far    lau  enforcement   visits 
Svc    list    end 

EIBENHUT,  t>   Q          Division    of    Licantfng         33/03/11  Coniolidat'd 

Edison   CD      of    New  Vorl-     Inc         l&pp         1SS40  093        24X 
Flcfn    30-000,63/03/11.3305110034 

B303S40S91    Informs    that   NUREO-0737, Item    III   A  S    I,     "Emaroency 
PrepaTB'tlnei.s^Upgrade   Energene«    Plani    to   App    E,  lOCF'RSO,  " 
completed. Item    closed 
VAS8ALLO,  D   B        Op*ratlno   Reactors   Branch    2        83/03/18        SINCLAIR,  0,  fl 

Verwont    Yankee   Nuclear    Power  Corp        3pp         IB394   211        S4X 
Fiche    30-S71, 8D/O3/1B,  8303340371 

8303310312  Fovardi   arra.ta    to   B301EB  Rev  7   to    security    plan   Errata 
withheld    Iref    30CFR73   SI) 

SINCLAIR, J   B        Virnant    Yankee  Nuclear   Power   Corp        83/03/23 
WEBALLO,  D  B        Operating    Reactori   Branch    S        Ip         ISiSB    134        24 X 
Filhe    30-271,83/03/23,8303310312 

P      Operating    license    stage    document!   &   correspondence 

B3  03020  5  32  Forward  J    r*o.uett    for  addl    info   needed    to   revleur   structural 
aspects    of    uttl    pljnt-unlqug    analysis    rept    for    MarK    I 
containment    long-term  program  Response   requested    ulthin 
43   davt, 
VAsartLLO, D    B         Pperatino    Reactors   Branch    2        03/O4/I4.       SINCLAIR. JO. 

Vernant   Yankee    Muclear    Pouer  Corp        Bpp        1B2B4   247        Z4X 
Fiche    50-271, B3/04/14,  B303020332 

6303020493  Oeneric   Ltr  83-19   to  all    power   reactor   *.    testing    lleeti»«ei 
re    new  procedures    for    providing    public    notice    concerning 
inuane*    of    amends    to   DLs,  Svc    lilt   encl 

£IB£HHUT,0  0         Division    of   Licensing        83/03/02  Coniol I  dated 

Edison  Co      of   Neiu  Vork,      Inc         SOpp         1B441    130        34X 
Flctn    50-OOOj  B3/03/02,  8309020435 


-'B30311033A    LER    B3-00&/03L-0.  on   830401,  a  fter    pumping    down    reactor    bldg 
normal    sump    level,  valve   2LHD-I    foirn*   cycling    open  &    shut 
since  LiuTt    completion  Caused    bij   component   malfunction   VJlvt 
locked    shift  Valve  will    be   d  1  laisemb led    for  repair 
PETTV.J  C        Duke   Power   Co        S3/Q4/29  Region    2,     OFflc*    at 

Director        Ip         19406' 146        24X  Fi-che   30-27O,  83/04/29,  83051 10323 


8303170Qi9  Forwards  Amend    7"?    to   License   DPR-aa,  safety    evaluation  fc 
notice    of    issuance   &  availability    Amend   modifier 
organ! tat lonal    placement    of    shift    technical    advisors 
ROONEY.V   L,        Operating    .Reactors    Branch    S        B3/03/02,        SINCLAIR.  J. 
Vermont    Yankee   Nuclear   Power   Corp        Spp         18493    183,       S4X 
Fiche    30-271, S3 /OS/OS,  S3OB17OQ69 


S30S23QS36,  Motif  ief    th*t   noble    gai    moni  t  or-stjc  t    high-range   radiation 
monitor    (NUREC-0737.  I tem   II    F    I<m    reported    a*   Being 
oai-rable    in  B30-31B  Drdrrrb«c*me    inoperable   on    93042^  Caused 
bv    moisture   contamination  NBU  monitors   ordered. 
TUCKER.H  0        Dut»  Power  Co        83/03/19        DENTOM- H  ft        Office    of 
Nuclear  Reactor   Regulation.    Director        STOLIj  J  F        Operating  Raactor 
Branch  4        Spp         1 8306    1B3        2«  Fiehe.  30-369,  83/03/19,  9303230336 


-830&170071    Amend    79    to   Lieensa  DPR-SB, modifying    organiiational 
placement    of    shift    technical    advisori 

VA3SALLO,  D   0         Operating    Reactors   Branch   3,       B3/09/03        7pp 
1B493.  187          24X   Fiche:  3Q-271,  B3/03/OS,  B303170069 

-8303170072    Safety    Evaluation    supporting    Amend    79    to   License   DPR -SB. 
*      Office    of    Nuclear   fliactor  Regulation,    Director        B3/OB/02.       Sp 
IS493-  (74          24X   Plena:  50-371,  03/03/08,  B303170069 


-830517007S  Notice    op    Issuance    fc  availability    of   Amend   79   to   License 
DPR-2B 

VAB9AI.LO.D   B         Operating    Reactors   Branch   3.       83/03/03        Zpp 
18493'  196,       24X   Fiche    3O-271.  83/03/02,  8303170067 
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6303230063  Advises    that   action   required    by   Amend   74    to  License    DPR-2B  & 
Bensrlc    Ltr    B3-O7    comp 1  eta.  based    on    utll    negotiating    u/DO£ 
ra    disposal    of    high    level    waste    or    spent    nuclear    Fuel 
7AS3ALLO,  D  D        Operating   Reactors   Branch   S        93/05/05        SINCLAIR, J  B 

Vermont   Yankee    Nuclear    pouiar    Corp        2pp         IB3-J3    ISO        24X 
FlCht    50-271,93/05/03,8303230068 


3305370141     Requests    eiamptlon     from    scheduler    reflu Iremsnti    of    equipment 
qualtf  iratinn    Final     rul*     ( IOCFR30   48(d ) )    Final     submittal 
e«pecteif    by    S306.10    Delay    due    to    late    receipt   of    Franklin 
Research    Ctr    rept 

SINCLAIR.  J    Q         Vermont;    Yankee    Nuclear    Pouier   Coro          33/03/30 
EISENHLT, D    9         Division    of    Licensing         3pj>         IB&3B    204,         24X 
Fie  ha -30-27  I,  S3 /OS/20,  S3-Q3270.H1 


630)5230113  Forwards    lafetg    evaluation    of    util    aubmittal    re   procedure 
verification   <-   design   mod    per   NUnEQ- O737,  Item    II    K  3  52. 
"Automatic    Switchover    of   RCIC   Suction    "    Item   resolved 
VASSALLO.D   B         Operating    Reactors    Branch    2         83/03/03         SINCLAIR.  -J   0 

Vermont    Yankee    Nuclear    Power    Corp         Spp          18316   344         24 X 
Flche    30-271,83/03/03,8305330113 

S35323O279  Forwards    safety    evaluation   of    plant   mods   &   design    review    nf 
shielding    for    vital    areas    per   NUREQ-0737,  Item    II    D   22 
Required    mods    completed    tt   acceptable 
VASSALLO,  D    B         Operating    Reactors    Branch    S         83/03/03        SINCLAIR, J    B 

Vermont    Yankee   Nuclear   Pouer   Carp        6pp         18343  260        24X 
Flchf    30-271,03/03/05.0303230279 

B303090639  Generic    Ltr   83-20    to   all    operating   reactor    licensee!    & 
holder!    of   CP«    re    Integrated    scheduling    far    Implementation 
of    plant   mods    Svc    list    end 

EISENHUT.D  0        Division    of   Licensing        B3/03/07  Consolidated 

Edl«on   Co       of    New   York,      Inc          I6pp          18627    133         S4X 
FiChe    30-000,  83/03/09, 83030?0639 

B30SI30103  Forwards    Rev  0    to    "Improved    Dynamic    Vacuum  DreaVor    Valve 
Response    for   Vermont    Yankee, "    in   response    to   NRC   330202 
Generic   Ltr   B3-OB 

alWCLAlfi.J   B        Vermont   Yankee   Nuclear  Pouter   Corp        33/05/11 
VASSALLO,  D,  D        Operating    Reactors    Branch    S        Ip        19438  061         24X 
Fiche    30-371,  83/05/11,0303130103 

— B3O3I30104  Rev  0    to    "Improved    Dynamic    vacuum   Breaker  Valva   Response 
for   Vermont    Yankee    " 

BILAN1N.A  J        Continuum  Dynamic*,     Inc        03/03/11        EOpp 
1043B   062         24 X    Fich«    30-271,83/03/11,8309130103 

8303330312  Foruiardi    request    for    addl    info   needed    to   complete    revleu   of 
utll    810315   response    to   NUREO-0737.  I  tern    II    K  3  2S, 
"Qua L if icatlon    of   ADS  Accumulators    "   Response   requested 
ulthln  43   daijs    of    receipt    of    Itr 
VAB8ALLO,  D  B        Operating    Reactors   Branch   2        B3/03/11        SINCLAIR, J   B 

Vermont   Ysnkae    Nuclear    pou«r   Corp        3pp         1B343  301        E4X 
Ftche    30-271,83/03/11,  B303230312 

B3092O0317  Forward i    list    of   additions   &   deletions   of    saf ety-re lated 
ihoek    suppressors    Installed    to    conform  w/acceptance   criteria 
In   NUREO-Odt,  1    Proposed    change    to   Teeti    Specs   tuill    be 
submitted    by    830601 

SINCLAIR,  J  H        Vermont   Yankee   Nuclear   Power   Corp        B3/OD/17, 
VA8.SALLO,  D  B        Operating    Reactors    Br«nch    S        3pa         18316  OBO        24X 
FIch«:  30-271,  B3/03/17,  0303300317 

830S240193  Forwards    summary    of   NUREO-0737  Tech   Spec    review   to   ditermlne 
consistency    u/guldance    criteria    provided    In   83O1 10  Oenerlc 
Ltr   83-02. 

BINCLAIR-J  fl        Vermont   Yankee   Nuclear   Power   Corp        03/05/17 
VASSALLO, D  B        Operating    Reactors    Branch    2        3pp         18548  032        24 X 
Fich«.SO-B7 1,03/05/17,8303340193 


O      Inspection    reports,     rE   Bulletins   t-   corre-s pond e nee 

B2120-6O3B&    IE    Info    Notice    B3-11,    "De^atered    Spent    ton   Eichange    Resin 
auscept  i  hil  iti)     to    Exothermic    Chemical    Reaction    "    Svc     list 
end 

TAYLOR.  J   M         Division    O*    Safeguards    (•    Inspection    Program*     (Post 
B30IO3>          H3/O3/21  Conso  1  ilia  ted    Edison    Co      of    Neu    York,     Int 

112pp  1B30B   319         24X    Fiche    30-000,63/03/21,83130*0353 

6305120400    Addl     response    to    FOIA   request    for    ill    categories    of 
documents    Forwards   App    A    documents 

FELTON.J    M         Division    of    ffulei   and    Records         63/0)3X25         HIATT,  S    L 
Ohio   Citizens    far    FIB9  pont  1  b  la    Energy         2pp         18437    211          24X 
Flche    50-271,  B3/Q3/23,  9303I2O4B8 

--9307300173   Details    of     IE    Invest  igat  ion   Kept    30-271/132-12    on   B20606-1O 
Mo   none  omp  1 1  ant  e   noted   Major   areas    investigated    lictrnsee 
actions    in    uif  thhol  i  1  ng    Info    re  B204B4    lass   of    faeduater 
transient    Proprl etary    details   deleted    (ref    10CFR2  7901 
»       Region    1,     Office    of    Director         82/07/20        3Bpp          18437   217         24* 
Flche    50-371,03/03/23,8303120488 

— S303130233  Forward >    chronology    of  Region    I    actions    re    B20434    lots    of 
feed  iiia  ter    event,  imp     iiweat  Igatl  on,  documentatl  ons>  meetings 
wVitatB    Si    licersee    of  fi  c  i  als.  evaluations    af   appropriate 
infos-cement    action  A    processing   civil    penalty 

HOLDDY,  tt  J        Region    1,     Office   of   Director        B2/10/13        AXELRAB,  J 
DlractDr'a    Office,    Office    of    Inspection   and   Enforcement        3ji  p 
1B437   2ia.        S4X    Flche    3O-271,  B3/O3/S3,  0303130483 

H303040O21     IE    Info    Notice    B3-21j     "DafecCiVa    Emergency    Use    Respirator    " 
Svc    1 £st    enc 1 

JORDAN,  E   L        Division    af   Emorgency   Preparedness   &    Enij  i  neer  ing 
Response    (Pott    330103)         B3/Q4/15  Consolidated    Edison   Co      of   N-BUI 

Yark,      Inc  136pp  1S133    155         24X   Flche    30-000,  83/04/13. 8303040031 

8303040023    IE    Info    Notice   83-32,    "BUR  Safety/Relief    Valve   failures.    " 
3VC    lift    encl 

JORDAN, E   L        Division    of   Emergency   Preparedness   %   Engineering 
Response    (Post    B301O3>         S3/O4/22  Consolidated    Edi*on   Co      of   New 

Vorl,      Inc          112pp  163B3   OS9        34 X    Flcha    30-000-  B3/O4/22. 8303040023 

B30304002S    IE    Info   Notice    93-23,    "Inoperable-   Containment    Atmosphere 
Sensing   Gys    "    Svc    lilt    enc I 

JORDANiE   L        Division    of   Emorflency   Preparedness    *-    Enginenrlng 
R«spon»;e    (Po-st    B3O1O3)         B3/-04/23  ConsolidatBd    Edison  Co      of  Neu 

York,      Inc          119pp  IB3B1    291         24K   Flche    30-000, 83/04/35i S3O3040025 

B303040'Oa6    IE    Info   Notice    B3-24.    "Loose  Parbs    in  Becnnifjiri)   Side    of 
Steam   Qenerators    at    PWRs    •"    Svc    list   encl 

JORDAN, E   L        Division    of   Emergency   Prspapednets    &    Engineering 
Reiponie    (Post    B3O1O3)         B3/04/2B  Consolidated    Edltan   Co      of  Neu 

Yorli,      Inc          I13pp  183B2   O47         24X   Fiche    50-000.83/04/29.0303040026 


630536029*  Forwards    safety    evaluation   of    BWR   Ouiners   Group    gennric 
reiporise    to   NUREO-0737,  1  tarn    II   K   3   49,     "Depressurliat Ion 
M/Qther   Than   Automatic    Depressurl  latlon   Syi    "   No  mod    to 
plant    d«*tgn   or    operation*    required   Action    complete 
VAS9ALLD, D  D        Operating    Reactor*    Branch    2        83/03/18        SINCLAIR* J  B 

Vermont   Yankee   Nuclear   Power   Corp        2pp         1B6B?  330        24X 
Fiche: 30-37 1 , B3/05/ IB, B309360S?6 

8303290369  Proposed    Changi    10B    to   License   DPR-2B,  App   A.r*vi«ing    Toeh 
Spec*    ri    aaf atg-relatid    shock    suppressors    Rev  makes 
number   of    snutibirs    installvd    concurrent    w/ completion   of  Mirk 
I    containment    long-term   program 

HEIDER,L   H        Vermont   Yankae   Nuclear   power   Carp        83/03/SO  Office 

of    Nuclear   Reactor    Regulation,    Director        2pp         18588  316        E4X 
Fit  he: 30-271,  B3/05/20, 8309B3O569 

— 83O92S0374  Propoied    Tech    Specs    re    safety-related    shocV    supprei»or», 
making    number    of    tnubbers    installed    concurrent  u/completlon 
of    Mark    I    containment    long-term  program 

*      Vermont    Yankee    NucUar   Power   Corp        83/03/20        6pp         105BB   BIB 
24X   Flche' 80-271.  83/03/80,  B303250561? 

B309240U4   Informs   that   re*pon«e   to  NUREO-0737,  Item  II   K  3.13  re   RCIC 
restart   complete    for    facility, based    on   B30413   commitment 
to    follow  OG   Ouiners   Croup    conceptual    design 
VASSALLQ, D  6        Operating    Reactors    Branch   3        33/05/20        SINCLAIRiJ,  B 

Vermont  Yankee  Nuel*ar  Pouer  Corp       Spp        18649,043.      24X 
F(e4l»r  90-271 1  B3/03/20,  B3092&0114. 


B303040O27    IE    Info   Notice    03-HS,    "Standby   Qas  Treatment    Sus    Heater   High 
Temp    Trip    Setnnlnt    Adjif«tment    "   Svc    list    end 

JORDAN,  E   L        Division    of   Emerfloncy   Preparedness    fc    Engineering 
Response    (Polt    83O1O3)         B3/O4/23  Consolidated    Edison   Co      of   Hmu 

York,      Inc          1  IBpp          JB3B2I65         24X   Fichs    50-OOO,  S3/O4/2B.  B3O3040027. 

B3O304C-02B    IE    Infd   Notice    B3-26.    "Failurs    of   Safety/Hell  ef   Valve 
Discharge    Line    Vacuum   Breakers    "  Svc    list    encl 
JORDAM.E   L        Division    of   Emero,«ncy  Preparednefls    fc   Engineering 
Rftponie    (pn*t    8301031         B3/03/03  Consolidated    Edison   Co      of    Neu 

York,      Int          122pp  16441     170         24X   Flche    30-000,  Q3/O3/O3r  B3O30'1002H 


IE    Info   Notice    B3-27.    "Operational   Response    to  Event* 
Cc-nenrning    Deliberate    Acts    Directed   Against  Plant 
Equipment    "    Svc     1  1  it    encl 

JORDAN,  E   L        Division    of   Emeroency  Preparedness   *•   Engineoring 
Rdiponstt    (Post    B3O1031         B3/03/04  Consolidated    Edison   Co      of    Neu 

York,      Inc  1  12pp  IB3BS   283         24X   Flche    30-000,  0.3/Q3/O4.  H30301O03O 

B30304C-O31    IE    Info   Notice   83-2Bi    "Criteria    for  Protective    Action 
Recommendation*    for    General    Emergencies    "   Bvc    list   encl. 
JClRDAN.E   L        Division    of   Emergency   Preparedness    (•   Engineering 
Rrspon**    (Post    B30I03)         B3/OS/04  Consolidatod    Erf  i  ion   Co.     of    Neu 

York,     Inc         ll^pp         18441    OO1        S4X  Fich*    30-OOO-  83/03/04.  B3O304003I 


B3O91901B7   Forwards    IE    Insp    Rept   50-271/83-06  on  S3O329-04O1.  No 

noncomol  l»nc*   noted  *«•«,.« 

MARTIN,  T.  T        Division    of   Encjine.rlng   (•  Technical    Programs        B3./0-3/O1 

MURPHY.H    P         Varmont    Yankee   Nuclear  Power   Corp         Spp         183O2.2oO 
B«X    Flehe    30-271.83/03/04,9303190187 
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--8303190I91     IE    !njp    Rept    30-37  !  /93-O<b    on   B30321-Q4Q1    No    nontomp  1  lance 
noted    Major    areas     Inspected    radiation    protection    program 
advanced    planning    !•   prepara  t  !  o-n.  tra  inins  p  c  contaminated 
hgdrolaser    fr    followup    on    previous    Imp    findings 

CLEMCN5,  P    .     SHAN8AKY,  M         Region    1.     Office    of    Director         83/04/25, 
3pp          13503    363         24X   Fichu    30-371.  E3/03/Q4,  8305170187 

B3Q30901Q4    EN-S3-031    on    830310.  no  t  1  c  e    of    violation    &    proposed 
Imposition    of    civil    penalties    In    amount    of    *4O,  000   will    be 
issued    to    util    Action    baaed    on    Tech    Spec     limiting    condition 
for    operation    violation    re    secondary    containment     Integrity 
OARHER,  G    ,     AXELRAD,  J         Director's    OfFic*,     Office    of     Inspection    and 
Enforcement         B3/OS/03          Ip          18364001         34X   Flche    30-271  .  B3/03/09* 
930  5090  S  84 

8303190310   Forwards     IE   Safeguardi     Insp    Rept    50-371/03-08    an    030404-03 
1  Fiotlcn   of    violation 
MflRTIM.  r    T         Division    of    Engineering    tc    Technical    Programs,         B3/03/03 

MURPHY,  W   P         Vermont    Yankee    Nuclear    Power    Corp         3pp          1B301    O66 
34X   Flche    50-371.  B3/05/O3.  93051  ?03IO 

--B30S1903I1    Notice    of    violation    from    Insp    On    B30404-QB    Safeguards     info 
deleted     (ref     IOCFR73   31  > 

»      Region    I.     Office    of    Director         83/03/05         Ip          18901    069         H4X 
Flche    30-371,  83/Q5/O3.  030519031O 

~  8303190313    IE   Safesuardi    Imp    Rept    30-271/83-oB    on    830404-03 
Noncomp  1  lance   -noted   vital    area   barrier    degraded    uJ/o 
compensatory   measures    in   effect   Safeguards    info    deleted 
Inf    10CFR73   311 

EMITH,Q   C    .     DUM-AP,  J   tt   ,     GODY,  A    T         Region    1.     Office    of    Director 
B3/O4/S2         4pp          10301    O7O         24*   Flche    30-371,  83/03/05,  8305190310 

6303230253   Advises    that    re  tponslb  I  H  ty    for    evaluating    utll     proposed 
actions     In    response    to    IE    Bulletin    S3  -03    re    rucircu  lat  I  on 
sijs    pjps    cracks    6   restart   appi-ova  1  ,  tranaf  errsrf    to    Dlv   of 
LI  cent  Ing 
VASSALLQiD  B        Operating   Reactors    Branch    2        33/05/03        SINCLAIR.  J  B 

Vermont    Yankee    Muciear    Power   Corp         3(if          18543   24"?         24X 
Fiche    30-271,  B3/OS/O5.  8303330253 

8303040033    IE    Info    Motlce    B3-39,     "Fuel    Binding   Caused    bv   Fuel    Rack 
Deformation    "    Svc    list    eticl 

JORDAN,  E   L         Division    of    Emergency    Preparedness    &   Engineering 
Response    (Post    8301031          33/03/O6  Conserlidatod    Edison   Co       of   Heu 

Vorli,     Ine          115ffp          10523   348         34X    Fiene    5O-OOD,  83/03/06.  B303010033 


—  930927CO3O   Safety    evaluation   granting    in    part   &    denying    in    part, 

r»ttu«sts    for    relief    from    inservlce    Inap    requirements    per 
10CFR30    SSafgJ 

*      Office   of   Nuclear    Reactor    Regulation,    Director        83/03/19 
ISpp          lSf.f.1     174         24X   Flche    30-271,93/03/19,9303370045 

—  0305370QS2    "VT    Yankee   Muclear    Power   Station    Inserviee    Insp    Program,  " 

technical    evaloa  t  Ion    rept 

»      Science  AppHcationsr     Inc         NRC-O3-82-O96         106-028-24 
93/O9/02  NRC    -  No    Detailed   Affiliation   Given        6Bpp 

10i61    Ifl6         S4X    Flche    30-271  .  S3/05/I9.  0303270043 

—  93O5E70033   Notice    of    granting    of   relief    from  ASME  Code   Section   XI 

fnssrvie*    Insp    requirements 

VASSALLO.D  D        Operating    Reactors    Branch    3        83/05/19        ZpP 

1B661    349         24X    Ficno    50-271,33/03/19.8303270043 

8303350480   Clarifies    B3O334    responsj    to    uttl    0S12O3    Itr    r«    IE    Imp    R»pt 
3O-27J/B2-33.  red  irae  ting    attention    to   requirement    to 
nJlnCatn    r-elated    records    c-f  malnt   performed    by    licensee    on 
olclrage   at    licenses    site,  as    noted    in    IE    Info   Notice   S3-IO 
MARTIN.T    T        Division    of  Engineering   &   Technical    Programf        03/03/20 

MUHPHY.W   P         Vermont    Yankee    Muc  1  ear   Pouier    Corp          Ip          183BB   233 
24X    Flcbe    50-371.  83/O3/30,  S303S304SO 

0303040046    IE    Info   Notice   83-33.     "NonrBpresentativa   SampHiig    of 
Contaminated    Oil    "    Svc    list    encl 

JORDrtW.E  L         Division   of  Emergency   Preparedness    &  Engineering 
Response     (Past    B301O3)          83/O3/S6  Consolidated    Edison    Co      of    NiU 

Yor*,     Inc         11-flpp         IB647-007        24X  FUhe   30-000'  83/03/36,  8303040046 

fi      Periotflc    operjtino    reports    fc  related   correspondence 

83051700Oi  Forwards   monthly    operating    rept    for   Apr    1983 

WJRPHY.W  P.       Vermont    Vankae    Nuclear   Power   Corp        83/03/12  Offici- 

of   Resource    Management*     Director         (p         IB  466    142        24X 
Fiche    30-271,93/03/13,5303170006 


—  B305170007   Monthly    operating    rep  t    for  Apr    1983 

BuflQEfliF   -J        Vermont    Yankee  Nuclear   Pouier   Corp        B3/03/O9 
18466    143        24X    Ftche    30-371,83/09/12,8303170006 


8     fteportable    occurr  nncssi     LEHs   &   related    correspondence 


7pp 


B309350S75  Dfscus»e«    IE    Insp    on  630321-39  4    foruarili    notice   of 
violation    t>   proposed    imposition    of    civil    ptnaity 

ALUAH^  J   H         Region     li     Office    of    Director         83/Q3/1G         MURPHY-  W   P 
Vermont   Yankee    Huclear    Pguer   Corp         3pp         1B&<?4  347        24K 
Flcha   30-371,  B3/09/10,  B30H^3O372 

—  S3ng230577  Notice    of   violation  !<    proposed    Imposition    of   civil    penalty 
In  amount    of   *40i  OOO   None  ompl  iance    noted   an    B303SI  .  secondary 
containment    integrity    not    maintained    when    irradiaterf    fuel 
rods    t-  bundles   isaverf   within    fuel    paal 

ALLAM.  JM         Region    I.     Office    of    Director         83/03/10         Ipp 
IB  3"?  4   390         24X   Flche    5O-271  ,  83/05/10.  8309S50372 


B305050341    Forwards    AEOD/E305,     "Inoperable   Motor   Operated    Valve 
Aiiemaliesi    Due    to    Pfemature    Degradation   of   Motors    fr/or 
Impropar  Limit   Suit  tch/Torquo   Switch   Ad  jus  truant    "    Rept    should 
be    forward  ad     to    NRR,RES    5.    IE 
SROHN,  E  J  ,     ASHErF   a        Reactor   Operations   AnalijsH    Oronch        83/04/13 

BEYFBIT.K   V        Reactor   Operatlona   Analysis   Branch         2pp         1B3S2  031 
34X   fiChe    30-000,  B3/04/13,  8303050341 

—  8305050333    "Inoperable  Motor    Operated   Valve   Anemblies    Du#    to   Pr«m»tur« 
Desradatian   of  Motors    t/or    Improper   Limit   Suiltch/Torque 
Suiltch   Adjustment-"   ACDD    engineering    evaluation   rept 
0ROMM.  E   J   ,     ASHE,  F    S        Director's   Office        83/04/13,       7pP 
1B3S2   033         34X    Fiche    30-000,03/04/13,0303030341 


S303010034    IE    Info   Notice   B3-3O,     "Misapplication   of    Oenerlc    Emerg«nci| 
Operatlnj   Procedures    [EOF)    Guidelines    "    Svc    List    end 
JORDAN, E   L         Division    of    Emergency    Preparedness    '*    Engineering 
Rospanae    {Post    B30103)          S3/O3/11  Conso  1 1  datea*    Edison    Co       of    Ntu 

York,     Inc          H4pp          1893fl    aO3         24X   Fiche    30-000,  83/03/1 1 ,  83O304O034 


0308030101    Forward*    LE«   fld-01 f /03U-0 

PELLETIER.J   P        Vermont    Yankee  Nuclear   Power   Corp        B3/04/23. 
ALLAN,  J  M        Region    i,     Office    of    Director         Ip         18341:336        24X 
Fiehe    30-371 .  B3/O4/25,  B303OSO1O1 


8305330147   Forwards     IE    Wg t   Meeting    Hept    50-371/93-10   on   830419    to 
dlicufs    i  ntergranufar    itre-ss    corrosion    craclilnj    of 
rec  Irculatlon    iija 
STAHOSTECKI,  R         Division    of    Project    &   Reslaent    Programs          B3/03/1 1 

Y,  W   P         Vermont    YarHree    Nuclear    Poiuer    Corp         3pp          18383   204 
Flche    30-271,33/03/11,  B303330447' 


— 830>303Q1OB  LER  S3-OS1/03L-0   on  S3032S,  during    visual    Insp,  »hoek 
suppressor   M8^6    on    main    steam  A   piping    found    w/no   visible 
fluid    in    eight    glass    &    Failed    to    lock    up   Caused    by    damaged 
Icnitee-  Srubber    cleaned    b   rebuilt 

PELLETIER.O   P          Vermont    Vanlee    Nuclear    Poiuer    Corp         B3/04/S3, 
Rejion    1,     Office-    of    Director         Ip         IB341    337        24X 
Fiche. 50-271, 63/04/33,  B303030101 


— 8303250450    IE   Mgt    Meeting    Rept    SO-271/83-10   on   830419   Major    areas 
discussed    I  ntergranular    tti-ei*   torrosion    cracking    probleniB 
t   response    to    IE    Bulletin   B3-OS 

HOLDEW.C   F    ,     SALLO,  R   M         Region    1,     Office    Of    Dlrsctor         83/04/21 
4pp          1SSB3    306         34X   Fiche- 50-37J, 93/03/1 1 , B30S330447 

63O304004G   tE   Jnfo   Notice  B3-3I,     "Error    In   ABUTPE  Computer    Program." 
&vc    list    encl 

JORDAN* E   L        Division    of   Emergency    Preparedness    6  Engineering 
Response    (Post    630IO3)        S3/03/19  Consol  idsteil   Edison    Co      of    Ncm 

Yorkr    Inc         114pp         131,97  009        24X   Picae    50-000,63/03/19,0303040040 


V     Operator   Eliminations 

3305240343  Withdraws    commitment   r*    NUREG-0737,  Item    1    A    I    3,     "LlctnslnB 
Exam  Criteria    "   Recommendations    to   delete   requirement    for 
use    of    simulator    exam  a»    part    of    operator    license    exam 
prooram  approved    p«r   821O12  Oenerlc    Ltr   92-18  ii  SECY  83-232 
HEIOEfl.L    H         Vermont    Yankee    Nuclear   Pouer    Corp,        83/03/19 

D        Operating    Reactor*    Branch   E        2pp         1B37E  389        24X 
. 9303240343 


3305270045   ni,CL,sBi   revlsu   of    relief    requests    from    Inservlc*    insp 
r«iuirenm-nts   per    10CFR30  33a(g)    Relief   granted    for 
reflutrementE    impractical    to    Implement    SER. technical 
evaluation   tr  FR  notice    of    granting   of    relief    end 
VrtBSALUO.D  H        Qperatinj    Reactors   Braneb   S        03/05/19        SINCLAIR J  B 

Vermont   Yanlag   Nuclear  Pouier  Corp        3pp         1B661    171         24X 
Flche    3&-E71,B3/OS/l9,B3O527004& 


DOCKET    3O-27S    BALEM   NUCLEAfl    OEMERATIKO   STATION,     UNIT    1 
F     Bseuritu.    m»diea(,     emeroen-tu    fc    fira    protection    pl*nt 

8303130307   Releases    public  version    of   revised    emergency    plan 

FECTOM,J  M        Division    of  Rules   and   Records        03/05/03  Document 

Management  Brancl.         Ip  1B436  333        24X  Fiche    30-272,33/05/02, 
8305130307 


DOCKETED  ITEMS 


87 


— 8305130306   Forwards    public 
form   end 

*      Jersey    Central    Power  !-  Light  Co        B3/04/Q4 
Operating    Reactors   Branch    1         lp        16456   336 
Fichn    30-272,  63/05/08,8303130307 


ersion   of  flev  3    to    emergency    plan  Receipt 


VARQA,  3   A 
24X 


— B30S1303O?    Public    version    of    Rev   3    to    emergency    plan 

BUROE.C  A  ,  MluURA.H  J  Jersey  Central  Pouier  &  Light  CD 
B3/04/O4  IBBpp  1B436  337  SIX  Fiche  30-375-83/05/02. 
B30313O3Q7 


— B309U0156    PSE-OfOB,      "Maitit    Procedures    " 

*      Public    Service   Electrlt    &   Sa-%   Co      of  New  Jersey        83/O4/27 
],317pp          1839"?     IO1          24X    Ficfte    50-373,83/04/27,8303110151 

8305020435    Generic    Ltr    93-1*?    to    all    potier    reactor    1    testing     licensee! 
re   new   procedure1)    For    providing    public    notice    concerning 
Issuance    of    amends     to    QLs    Svc     list    one  1 

EISENHUT, D   O         Division    of    Licensing         B3/OD/OP  Consolidated 

Ellis  an    Co       of    Neu    York,      Inc          50p[>          10441     12G         24  X 
Flche     SO-000,  B3/O5/02, 83O5O?O433 


830511O034    Generic    Ltr    83-31     to    all     licensees    of    operating    reactors, 
applicants    for    OL»    t.   holders    of    CPs    re    clarification    of 
acc**s    *o    control    procedures    for    lau   enforcement  visits 

EISEHHUT.D    Q         Division    of    Licensing         83/03/11  Consul idated 

EdUon   Co      of   Neiu  York,     Itic         16pp        1B340  093        21X 
Flche    30-OOQ, 83/09/11,8303110034 


B3O5O9Od37    Application     to    amend    License!    DPR-7O    4.    11PR-7S.  revl  i  i  n-g 
safety    Tech    Specs     b  ij    raising     trip    setpolnt    ti    allcusblo    value 
o-f    steam    generator    mater    IBVB]    low-lou   reactor    trip    in 
Table    2   2-1 

LI  DEM, E   A         Public    Service    Electric    t   Gas   Co       of    Una   Jersey 
93/05/01         VrtRGrt.S    A         Operating    Reactors    Branch     1          2pp          1836-0   233 
24X    Fiche    30-272;  33/09/04.  B3D509O4S7 


8305270043   Ac  k    receipt   of   030303    Itr    Informing   NRC    of    ateps    taten    to 
Correct   violations    noted    in    IE    Insp   Repti   30-372/83-08  t, 
30-311/83-07   Request    to    further   mitigate   violation   re 
security    access    control    denied 

STARQ9TECKI.R        Division   of   Project   t,  (losldent   Programs        63/03/23 
UDERITZ.R    A        public    Service   Electric   $•  Qas   Co      of  Netu  dereey        2pp 
IB438    343         34X    Flche    30-372,83/03/23,0303370043 

— 8305270033    Responds    to    NftC    B304O9    Itr    re    violations    noted    in    IE    Insp 
Repti    SO-273/B3-QB   (•    30-311/83-07   Corrective    actions    i 
request    for   reduction    in    severity    level    of   violation    end 
Ends    withheld     (ref    IOCFR73   21  ) 

UDERITI.R  A        Pyhllc    Service   Electric    &   Qas   Co      of   New  Jersey 
B3/03/O3  Region    1,    Office    of   Director        3pp        IB63B  347        24X 

Fiehe    30-272.93/03/33.8303270043 

O      AdjuiTlca  tory    correspondence 

a3031704.'>3  Ordor    eitenflinD    time   until    830337    for    Commission   to  act    to 
review  Director's   Decision   DD-B3-6 

CHILK, S   J        Office    of    the   Secretary    of    the   Commission        B3/09/13 
C<jfflmH«ioner«          lp          IB470   024         24X   Fiche    30-273,83/05/13. 
S3031 70493 

B30331CQOB  Order    eitentfino    time   until    830t01    for   Commission   to   act    to 
ravlBu  Director's   Decision   DD-B3-6 

CHILKi  B  J        Office    of    the   Secretary    of    the   Commission        83/03/27 
Commits  loners          lp          1S6S3   230         24X    Fiche    30-372,83/03/37. 
3303310000 


— 63030?Q439    Proposed    changee    tp    safety   Teen    Spec s. ra laing    trip    setpoint 
It   allowable    value    o-f     eteam    generator    uater     level     lau-lniu 
reactor    trip    In  Table    B  S-l 

*  Public    S-orvlc*    Electric    5-    Gas    Co      of   Neu    Jersey         83/03/04 
4pp          1834,0    334         34X    Fiehe    50-272,  83/03/O4,  B3O3O90457 

6303170079   Forwards    Amends    53    fc   21     to   Licenses    DPR-70   i   DPR-73, 
respectively,  safety    evaluation   fc    notice   of    Issuance   1< 
aval  Ijbll  i  ty   Amends    raise    trip    setpoint  &  allouiable   value- 
of    steam   generator    water    Ieve-1     loui-loui   i  eac  tor    trip 
FISCHER, D        Operating    Reactors    Branch    I        33/OJ/03        UDERITZ.R   A 
Public    Service    Electric    &  Gas    Co      of    Neu  Jaraey        3pp         1B19&  211 
24X    FiChe    50-272r  H3/O3/03,  B3O317O071? 

--B30517OOB4   Amnnds    S3   fr   SI    to    License    DPR-70  ^  BPR-73,  rasp  ecti  veil- 
raising    trip    setpoint    &   allowable   value   of    steam    ge-nerator 
water    level    lou-locu  reactor    trip 

VAROA, S   A         Operating    Reactors    Branch    1         B3/O5/03        8pp 
1B493   214         24X    Flchs    30-272,  B3/OS/03.  B30517OO79 

— B3O31700B7    Safety    evaluation    supporting    Amends    53   f-   31    to    Licenses 
3>PH-7Q   i    DPR-75,  respectively 

*  Office    of   Nuclear    Reactor   Regulation,    Director        B3/O5/03        3pp 
18495   323         24K    Flche    5O-272,  83/03/09,  B30317O079 

— B30517001O  Notice    of    Issuance    *•   availability   of    Amends    33   J.   21    to 
Licenses    DPR-7O  &   DPR-73. re »pec t i vely 

VAROA.  S   A         Operatins    Reactors    Branch    1         83/O3/03         2pp 
224         24X    Flcne    SO-273,  B3/O5/03,  S305170O79 


I       Financial    information 


S3O3200047    Foruards   Annual    Financial    Repts    for    1992 

FRYLINO.R        fuhllc    Service   Electric   !.  fias   Co      of   Neui   Jersey 
83/03/17.  Office    of    Nuclear   Reactor   Regulation,    Director        lp 

1851A    19B          24X   Fiche    30-000, B3/03/I7. 03032000A7 


B3O3170117    Forwards    Amends    52   «•    20    to   Licente.    DPR-70   d   DPR-73, 
resp ec t Ivelu, safety    evaluation    b   notice    of    issuance   b 
aval  labi  1 1  t<j    Amends    change-    partial    pouer   multiplier    from  0  2 
to    0   3 

FIBCHER.D  Opnratins  Reactors  Branch  I  83/05/03  UDERITZ.R  A 
Public  ServiCH  Electric  &  Oae  Co  of  WOEH  Jersey  3pp  JB496  001 
SIX  Flthe  30-27B.  B3/03/O3, B305170117 


J       tniur-anee    d    indemnity    information 


8303140137    Forwards    Endori.mBnts    3B   i   49 
Poldil    MF-90,  rosp«ctively 

GOLDEN,  M   P        Marsh    t,  McLennan.     Inc        03/09/02 
A»«**tant    Director    for   State   «.   Licensee   Relations        3pp 
24X    Flche    30-273,93/03/02,0303160137 


to   NELIA   PollcV    NF-H30   fc   MAELU 

,,,...     . 
SflLTZMAN,  J 


a  noa 
18443  OB7 


P      Operating    license    stage   documents   t  correspondence 

630303000   Foruards   response    to  Generic   Utr   82-3B  re    inadequate    core 
qoolinB    instrumentation    sy*    <TMI   Action    item   II   F  2) 
Hffltlngnouie    reactor   vessel    level    instrumentation   syB. 
described    In    8O1231,  B10206  <-    13O7   submi  tta  Is,  uti  1  1  led 
LIDEN.E.A        Public    Service   Electric   d  Oas   Co      of  New  Jer««u 
B3/04/3S        VAROA,  S   A        Operating    Reactors    Branch    1        B?PP 
1B339'OHB         24X    Flche    30-272,63/04/22,6303030013 

0305020186   Clarifies   S3Q4S2  response    to  NRC   830420   Itr,  Item  3,11    D 
1OCFR3O   34(f>,  re   Westinghouse    treatment    of    undervoltage    trip 
attachment    delivered    disassembled 

UDEFUTZ.R   A        Public    Service  Electric   i-  Oas    Co      of  Neu  Jarsey 
83/04/87        EISENHUT.  D  0,       Division    of  Licensing        2pp         I8B7H    iv-: 
S4X    Flche    30-272,  B3/04/27.  S30S030  136 

S30M10134    Foruards    supplementary    response    to   820233  6-month    r«»ponse 
to    0«n»rlc    Ltr    S1-07.NUREO-0612,     "Control    of   Heavy   Lodd»r 
to    confirm   «-    clarify    items    discussed    in   B20804    telcon 
UIDEN.E  A         Public    Service   EUetrlc   ic  Oas   Co      of  New  J"aey 
63/04/37        VAROA.B,  A        Operating   Reactors    Branch    1        Hpp         18399  QO7 
24X    Flche    30-373,83/04/27,8303110134 


—  330517OI19  Amanils    SS   (.  20    to   Licenses   DPii-70  t.   DPH-75,  roao  ac  6  ivelij  , 
changing    partial    power   .multiplier    Prom  0  2   to    O  3 
VABGA,  S  A        Operatlno    Raaetora   Branch    I        B3/OU/OS        ISjip 
1S49&    004         34X    Fiche    80-372,  B3/O3/03,  B3031701  17 

--9305170191   Barety    evaluation   supportino   Amends    53  J,   30    co   Licensee 
DPR-7O    >*    DPH-73,  respectively 

n      Office    aP   Nuclear   Reactor    Regulation,    Diractor        93/03/03        Byy 
O17.        24X    Fiche    30-272,  S3/03/03,  83O917O1  1  7 


—  3303170129  Notice    of    issuance    <•   ava  i  laB  i  1  i  ty    of   Amends    H2   t<  2O   to 
Licenses    BPR-70   Sc   BPR-73,  respee  1  1  voly 

VAROA.  S  A        Operating    Reactors    Branch    1        S3/09/O3        2pp 
O19         24X    Flche    SO-27S.  S3/03/03,  B3031  7O1  17 


6303090699    Ounerle   t.tr   83-3O   to    all    operating    reactor    licensees   t 
holder!    of   CPi    re    Integrand    scheduling    for    implementation 
of    plant    mods   Svc    list    encl 

EISENHUT,  D   Q        Division   of    Licensing        S3/03/07  Consolidated 

Edison   Co      of   Neu    for*.     Inc         ifcpp         18*97    133        94X 
Flche    SO-OOOi  93/09/09, 


S3O517O32B   Forwards    schedule    for    qualification    or    TBplacement    of 
unqualified    equipment    For    Categories    I    Q,  II    A,  II    C    *    IV 
Identified    In   SER    on    environ   qualif  icat  inn   of    aa  f  e  ty-«-ff  laterf 
electrical    equipment 

LI  DEN,  E   A        Public    Service    Electric    fc  Gas  Co      of   Hem  Jersey 
B3/03/09        VAROAifl  A        Operating   Reactors  Branch    I         16pP 
134A3    (S3         E4K    Flche    30-272,03/03/09,8303170329 

8303330304    Foruar-ds    affidavit    &    ffe    for  review   af   630S04   application    to 
amend   Licenses    DPR-7O   fc  DPR-75 

LIDEHrE  A        Public    Bervice    Electric   «.  Cat  Co      of   Htv>  Jersey 
83/03/11          VAnOA.S   A         Operatinj    Rflacton   Branch     I         Sff  18337    170 

H4X    Fiche    30-273,83/05/11,8303330304 


DOCKETED  ITEMS 


B3 033 1023 1    Requests    assessment    an   opsrability    of    10-inch    pressure/ 
vacuum    relief    waives    used    tor-    purge    or   vsnt   of    containments 
to   demonstrate    th^t   valves   will    ope-rate    In   event   of    DDA- 
LQCA    Info    requested    within    13    dag 3 

VARGfl.S   ft         Operating    Reactors    Branch    J         B3/OV19         UDEfU  TZj  W    A 
Pub  Lli!    SarvUfr   Electric    &   Oa-s    Cp      of    N*u    Jersey         7flp  IB6&2    S61 

24X   FiChe    50-272,  B3/Q5/I9,  9309310221 

(5      Inlpection  reports.     IE  Bulletin*   &    correspondence 

8212060333    IE    Info  Notice  80-14,     "Denatured    Spent    Ion   Eichange   Resin 
Susceptibility    to   Eiothermlc    Chemical    Reaction    "   Bvc    Hit 
enc  1 

TAYLOH,  J   M         Division    of   Safeguards    t.    Inspection   Programs     (Tost 
B301O3J         B  3/03/21  Consolidated   Ed  i  ion  Co      of   New  Yai-Jt,     Inc 

I12pp          1830B   017         24X   FlcNf    30-OOO, B3/O3/2I ,  B2I2Q6Q3B5 

B303Q10021    IE    Info  Watitfe    33-21,     "Defective    Emergency    Use    Respirator    " 
Svc    list   enc 1 

JOHDANiE  u        Division   of   Emergency   ^repaTedriess    &  Engineering 
R»»pon»«     CPo*t   930103)          B3/O4/I5  Consolidated    Ed  (son    Co       of    Ntu 

Y»f».      Inc          t2t>VP          1B433    1S3         24X    Flcfie    SO-OOO,  B3/O«/13,  B3Q3C"JOOS1 


8303040033    IE   Info   Notice  83-29,     "Fuel    Binding    Caused    by   Fuel   Rack 
Def flrmatlon    "   Svc    Hit   anc  1 

JORDAN.  E  I.        Division    of   Emergency   Preparedness    &  Engineering 
Response    (Post  830103)        63/03/06  Consolidated   Edison   Co.     of  N»« 

Vorl-     Inc         llSpp        1S323   H4B        34X  Fiche    50-000,83/03/06,9303040033 

B30519Q163  Forwards    IE   Iflsp    Repts    30-272/03-14    (-    30-311/S3-H    on 
830321-23   b   notice    of    violation 

MARTINi  T  T  Division  of  Engineering  (t  Technical  Program*  B3/Q3/Oo 
UDEHITZ.R  A  Public  Service  Electric  &  Oat  Co  of  New  Jerie«  Sfp 
IB303  240  24X  Fiche  30-372,83/03/06,8303190163 

™ B30S19O169  Notice    of   violation    from    in»p    on   830321-25 

*      Heoion   1,    Office    of   Director        83/03/06         lp         18302  342        24 X 
FliChe    30-378,83/05/06,  83O5190163 

— 6303J'90174    IE    Insp    Repti    30-372/83-14    t.   30-311/83-11    On    B3032I-23. 
Noncampl iance   noted    failure    to   adhere    to   radiation 
protection  procedural  &   Failure    to    use    suitable   meaiurimentf 
of    airborne   radloactlvi  tiji  pep    1OCFR20    103Ca)(3) 

NfMITZ.R   L  ,    SHAN0AKY,M        Region    1,    Office    of   Director        B3/03/OA 
I3pp         18303243        24X  Fiche    30-272,83/03/06.8303190163 


8303040023    IE    Info  Notice   83-33.     "BUR  Saf uty/Hel iaf    Valve  Failure!    " 
eve     ll*t    encl 

JORDAN,  £   U        Division    of   Emergency   Preparedness   &   Engineering 
Reiponte    (Post  33OI03)         S3/O4/33  Coniolidatvd    Edison  Co      of    New 

York,     |ni          IISpp          193B3   O37         24X   Flche    30-OOO.  83/O4/22,  B30304O023 

3303040025    IE   Info   Notice    83-23,     "Inoperable  Containfn.ent  Atmosphere 
Sen*  in)   Sijt    "   Svc    list    ffncl 

JORDAH.  E  L        Division   of  Emsrsanc^    Preparedness-   t.  Engineering 
Retponte    (Poit  B3O1D3),       B3/04/3S  Consolidated  Edison    Co.     of   Neu 

rnrk<     Inc          119pp          1B3BI    291          24X    Fit  lie    30-OOO,  S3/04/SS-I  8303040023 

B3Q5Q202SB  Ac*    receipt   of   030407    i  tr    informing   NRC    of    6tep»    taJien    fco 
correct   violation   noted    in    IE    Insp   Repcs    30-372/S3-0-9   It 
30-311/63-03 

KARTIN.T  T  Divition  of  Engineering  k  Technical  Programs  B3/O4/2i 
ODEHITIpR  A  Public  Service  Electric  i.  Ojs  Co  uf  Meu  Jersey  lp. 
10277  26S  2-1X  Fiche  SO-S7Z,  B3/04/26.  830SO2023S 


— B303020367    Responds    to    NRC    B3O31O    1 tr 
Depti    30-S72/B3-09   &    5O-311/83-OB   Co 
Procedure   RP7  O04   reviled    to    Iticorpo 
bTjcing    For    future    I ou-Bpec i flc    actl 
UCERIT2.R   A        Pubtlc    Service    Electrl 


e    viola-lion   noted    in    IE    In«.p 
rective    actions 
ate  more   extensive- 
Ity    boi    ihlpments 
t,  Qas    Co      of   Neu   Jerieu 


9305160003  Forward!   ruponse    to  NRC  830329    1  tr    re   violations    n-otvd    In 
IE    Insp   Repts    50-272/82-33  &    90-311/82-31    on   B204O9-1016 
Corrective    ection*.  operational    test   group    established    to 
verify    testing    rHa.uIrem>nts    Civil    penalty    fee    encl 
U&ERITZ,  R  A       Public   Service    Electric   &  Can   Co      of   New  Jersey. 
B3/03/O9,       DEYOUNU.R  C        DlreEtor's   Office,    Office   of    Intpection    »nJ 
Enforcement        7pp         1B431    027        24X  Fiche    30-272,  03/03/09,  B3031A00B3 

83030  4O03  4    IE   Info  Notice   83-3O,     "MI  sapp  1  ieatl  on    of   Oanerlc    Emergency 
Operating   Procedures    (EOF)    Ouidelines    "    Svc    list    encl 
JORBAMi  E  L        Division   of   Emergency   Preparedness   &   Engineering1 
Response    IPoit   B30103)        83/O3/11  Consolidated   Edison  Co      ol    M>u 

Vork,     Inc         114pp         1B3S4  O03        24X   Flehe    30-000,83/00/11.8303040034. 


83/04/07        HARTIN.T  T        Division    of   Engineering   S-   Technical 
Programs         2pp          18277   269         24X    Fiche    30-272,  B3/04/S6,  B3030a02Bff 


B3&304O040    IE    Info  Notice   B3-3I.     "Error    in   AOLPIPE  Computer   Prooram,  " 
Svc    Hit    encl 

JORDAN'  E    L        Division   of  Emergency   Preparedness   &  Engineering 
Ruporne    (Post   B30I03)        B3/O3/19  Conso  1  Irfated    Edison   Co,     of  Neu 

Yorfc.     Ine         Hipp         10697  009        24X  Fiche   9O-000,  83/05/19,  83030*0040, 

6303240235  rick   receipt    of   830429    1  tr    informing   NRC    of    steps    taken    to 
correct    violations   noted    in    IE   In«p   Repts    30-373/B3-11    l> 
30-311/83-10 

MARTIN.  T   T        Division   of   Engineering   &  Technical    Programs, 
UDERITZ,  R  A       Public   Bervica    Electric   t  0*s   Co      of   Neu  Jersey 
107         24K   Fiche.  30-272,  B3/03/11?,  B303240283 


B303010026    IE    Info   Notice    B3-24j     "Uoo-se    Parti     in   Secondary    Bide    of 
Steam  Generators   at    PWRs    "  Svc    Hit    encl 

JORDAN.  E  L        Division   at    Emergency   Preparedness   1   Engineering 
R»sponiB    fPost    B30l03t        33f01/13  Conso 1 1 datetf   Edison   Co      of    New 

Yuri.     Inc         119pp.         IB392   047.       24X  Ficfie    30-000.83/04/30.8301040026 

BP 03 04 0037    IE   Jnfo  Notice   B3-3S,     "Stanilbij    Gas   Treatment   Sift    Heater    Higli 
Tejnp    Trip    Betpoint  Adjustment    "   Eve    list   encl 

JOfiOAH,E  L        Division   of  Emergency    Prepar-cdnsii.   &  Engineer infl 
Ratponse    (Post   B30IO3)         B3/O4i'28  Consol  i  iated   £disan  Co      ot  Neui 

Yor*.     Ine          HBpp          I83B2    163-        24X   Fiche    50-000.83/04/28,6303040027, 

6303040028   IE    Info  Matlte   93-26,     "Failure   of    Baf aty/flel  1  at   Valve 
Oiscfiar-ge  Line  Vacuum  Br  tat  or -5    "  Bvc    Hit    encl 
JORDAN,  E  L        Division   of    Emergency  Preparedness   i  Engineering 
Response    (Post  8301031         83/03/03  Consolidated    GJlfon  Co,     of   Meu 

Yor*.     Inc         I32pp         16441    17O        21X  Fiche    30-000, 93/03/03, 6303040028 

8303040030  IE   Info  Notice   83-27.     "Operations I    Retponi*    t<i    Events 
Concernlngi   Dellberati   Acts    Directed  Against  flant 
Equipment   "  Svc    Met   encl 

JORDAN. E  u        Division    ef  Emergency   Pr«p«redn«ss  &  Engineering 
Response    (Po*t   9301O3)        83/03/04  Consolidated    Edison   Co      of  Neu 

Vork,     Inc         II2pp         1&382  202        34X   FlcJie   30-000, 83/03/O4,  B303040O301 

B30304003I    IE    Info  Motice   93-SB,     "Crit.rla    for  Prfltsctive  Action 
Recnnnendati ons    for   Oeneral   Emirjsncies    "  Svc.    Iiit   encl 
vlORDAM,  E  L        DIvlilon   of    Emergency  Prepar«i(neES   A   Engineering 
Ra*pDn*e    (P-ost   B30I031        B3/O3/04  Consolidated   Edison  Co      of   Neu 

fort,     Inc         119pp.       18441    00!        24X  Flcha   50-OOO,  03/OS/04,  B3-0304Q031, 


— S30324OS91    Responifi    to   NRC  B3O323    Itr    re   violations   noted    In    IE    In*,p 
Repti    99-272/B3-11    4  90-311/83-10  Corrective   actions    all 
badges    inproperlij    issued   daitroyed    Individual    responsible   ni> 
longer    In   security  mjt  position 

UDERiTZjR  A       Public    Service    Electric    k  Oai   Co      of   New  Jiriey, 
B3/O4/25  Region    1,    Office    of   Director         lp         1B34B    109        24X 

Fiche    50-272,83/09/19.8303240883 

6309270043   Att    receipt   of   630503    Itr    Informing    NRC    of    steps    taken    to 
correct    violations   noted    In    IE    Insp   Kept*    30-273/B3-OB  & 
30-311/93-07  Request    to   further  mitigate   violation   r* 
security    actc-fi    control    dented 

STAR03TECKJ,R        Division   of  Project   &  Reiident   Programs        83/03/23 
UDERITZ, R    A        Public   Service  Electric    &  Cai   Co      of   Neu  Jersey        2>p. 
13638.343         S4X   Clche-  3O-272,  83/03/23.  B303270043 

— S3D527O033    Retponds    to  NRC  B30403   Itr   re   violations    noted    In    IE    Imp 
fit  fits    30-272/83-08   t.   30-31 1/B3-07   Corrective    actions    ti 
r»o,u»st    for    reduction   In   severity    level    of   violation    ene.1 
Encl*   withheld   (ref   10CFR73,  21) 

(JOEfllTe.B  A        Public   Service    Electric    l>  Gas   Co      of   Neu  Jersey 
33/09/05  Region    I,    Office    of   Director        3pp         IB63B  347        24 X 

FlcNe    30-272,83/03/23,  830327OO43 

830'3S7O1&4    Acft   receipt    of  830309    Itr    foruarrflng    payment    of    propofed 
civil    penalty    ftesponte    to   notice   of   violation   &   proposed 
Imposition    of    civil    penalty   will    be    evaluated   &    corrective 
actions    examined    during    future    insp 

AXELRAD,  J-  A,  Enforcement  staff  83/09/23  UDERITZ.R  A  Public 
Service  Eloetrlc  &  Oas  Co  of  Nau  Jersey  2pp  13633  O64  24X 
Fiche:  30-S73,  83/09/H3,  83032701A4, 


B3O3090377  EN-B3-032   on  830503,  not!  c  e   at    violation  ft    prapaced 
inposltian   of    civil    penalties    In   amount    of   *8SO,  000    to   it 
issued  Action    based    on  vlola-tion    of   Tech    Spec    requirements 
n    reactor    trip    breaker   failure 

KLIWOLER.U  .  AXELRAD.J1  Dlrsctor's  Office,  Office  of  Inipflction  artd 
Enforcem.rbt  B3/03/OS  lp  10363  339  34X  Fiche  BO-272, 83/O3/05, 
B303090397, 


8303040046    IE    Info  Notice   83-33,     "Nonreprvsentative    Sampling    of 
Contaminated  Oil    "   3vc    list    encl 

JOROAM.E   L.       Division    of  Emergency  Preparedness   !<  Englneerina 
Hetponl*    CPo->t    830103)        83/03/96  Consolidated   Edison   Co,     of   Neu 

York.     Inc          114pp.       18647  007        S4X  Fiche    30-000,83/03/86.8303040046. 
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ft      Periodic    operating    reports   &   related    correspondence 

B3Q317Q018   Forwards   monthly    operating    rapt    for   Apr    1933 

ZUPKO.J  M        Public    Service   Electric    &   Qas   Co      of   Neu  Jersey 
93/09/10  Director'!   Office,    Office    of    Inspection  and  Enforcement 

Ip          18166    163         24X    FIche    50-573,83/03/10,8303170010 


830317006-1    Responds    to    B304 1 2   petition  (,   0413  amend,  requesting    that 
NRC    order    PSEt.0    to    show    cause    ufiij     Facility    restart     should 
not    be    leitralned    Petition    denied     based    on    end     Director's 
Dec.ii  ton 

DENTQN,  H    It         Office    of    Nuclear    Reactor    Hegulatlon.      Director 
83/04/29         RODRIGUEZ, J   H         New    Jersey,     State    of          3pn  18494    1H4 

3*X    FIche    30-272,83/0-1/29..  83051700A4 


— 9303170021    Monthly    operating    rept    for   Apr    1983 

MILLER)  L   K        Public    Service    Electric    fe  Oas   Co      of   New  Jersey 
S3/O3/10         ISpp          1B466    164         34X    Flche    30-372,03/03/10,3303170018 

&      Reporfcable    occurrences.    LERs   &   related    correspondence 


—0305170085    Director's    Decision    !)D   83-6, denying   Public    Advocate    of    NJ 
o3O4l2    petition    i    0418    amend     requesting     issuance    of    order 
to    shoui    cause    tuny    facility    should   not   be    restrained    from 
restart     until     I  Is  ted    actions     taken 

DENTON.H   R          Office    of    Nuclear    Reactor    Regulation,     Director 
B3/O4/29         Spp  18494    1B7         24X    Fiche    30-272,93/04/39,9303170044 


B301300497   PNO-I-83-049   all    licensee    commitments    required    for    restart 
completed   Actions    to   assess    Si  mitigate    avc    water   blofouling 
In    lUppart    of    plant    heatup    anticipated    to   occur    an  830316 
completed 

NQRHHOLM,  L   ,     COLLINS,  8        Region    1,    Office    of   Director        B3/03/17 
Ip          1B314   033         24X    Fiehe    30-272,  82/03/17, 8303300497 


-B303I7009S   Safety    evaluation   re    restart    of    facilities    Licensee 
acceptably    revised    &    eipanded    surveillance    testing    programs 
to    address    reactor     trip     issue 

»      Office    of    Nuclear    Reactor-    Regulation,     Director          63/04/28 
43pp          18474     193          24XFicfte     3O-272, 83/O4/E9,  B30317OO&4 


3309020130   Forwards    B30414   Si   26    Itrs    documenting    revieu  of   corrective 
action    proBT-am   re   B302H2  t<   S3  reactor    trip    breaker    failures 
ktr«    previously    transmitted    at   030114   b   26   meetings 
UDERITI,  R  A        Public    Service   Electric    d  Oaf    Co      of  New  Jersey 
B3/04/S7         EIBENHUT,  D   O         Division    of    Licensing         2pp          1B377   278 
24K   F«eh9    50-272,93/04/37,3303020130 


-B3051701Q6    "Evaluation    of   Failure    to   Trip,  of  Reactor    Trip    Circuit 
Breakers    on   330233   *.   23.  Salem  Nuclear  Generating    Station 
Unit    I,"    Inter  1m    technical    evaluation   rept 
TOMAN. 0   J        Franklin    I nat 1 tute/FranH  in    RasBarch    Center 
NRC-03-S1-130         83/04/07         SHEHANSK1.P         NJ1C   -    No    Detailed 
Affiliation    Given          71pp  18494    341         24X   FIche    SO-S^H.  B3/O4/29, 

8303170064 


--0305080160   "Preliminary    Review   of   PSEliO  Co    Corrective  Action  Prosram 
re  Reactor   Trip    Dreader   Failures    at   Salem  Generating   Station 
Unit   1    " 

•>      Basic    Energy    Technology    Associates        83/04/14        6pp        18277    580 
H4X   Fiche    30-272. B3/04/27, B3Q30SQ130 

6303040630    Notifies    of   CROR   Meeting    36   on   B30429   to   dlscuis    findings 
ot  8* Urn    Qeneric    Implication!    Task    Force 

BTELLO,V        Committee    to   Rtvloui  Oensric    Renuiroments        B3/04/27 
EISENHUT, D  0        Office    of   Nuclear  Reactor   Regulation,    Director 
JORDAN, F    L        Director's   Office,     Office   of    Inspection  and   Enforcement 

CUNNINGHAM.  R   E        Office    df   Nucloar   Material    Safety   (. 
Safeguards. Director         Bpp          IS336   306         24X   FIche    30-272,83/04/27, 
9303O40630 

8303030430    PNO-I-83-041    on   030423iUhile    closing    reactor    trip   breaker 
ID   to    test   neulij    Installed    reactor   manual    trip    switches- 
breaHir   ueuld   not    latch    in   closed    position    Caused    by 
unattached    coil    spring    at    latch    mechanism   end 

LAIARUa,  U    .    KEIMIO.R        Region    1,    Office    of    Director        B3/04/SB         Ip 
183O6    E4<?         H4X    Fiche    30-272,  B3/04/2S,  B303O30430 

6303040763  Forward*    summary    listing    short'  &    long-term  actions  tc 
completion    ichedules    re   B30323  fc  23   roactor    trip    ireaker 
•  vents,  Corrvctlvi    action    program  will    also    be    applied    to 
Unit  2   currently    scheduled    to   return    to    svc    In   June    1983 
UDERITEiR    A        Public    Svrvlce   Electric    (.  Qas    Co      of  Neu  Jersey 
B3/D4/2B        EISENHUTi  D  0        Division   of   Licencing         llpp        18323  247 
B4X   FiChB    aO-272, B3/04/2B, 8303040362 

83030&0476   Forwards    LER   B3-009/f!9X-0  Detailed    event   analysis    «ncl 
ZUPKO. J  M        Public    Service   Electric    &  Oaa   Co      of   New  Jersey 
B3/04/2B        ALLAN,  J        Region    1.    Office    of   Director        4pp        1FJ34B    Itl 
24)T   Fiche    30-272.  83/04/aB,  030D06047i 

— H3090i04B2  LER   S3-O09/99X-0   on   330130, dur Ing    routine   plant   cooldoun- 
Inadvertent    safety    Injection    occurrad    due    to    lou  pressurlier 
preisure   Caused    by    operator    overlooking    decreasing    pnsture 
All    mf ety-related    equipment    functioned   as    designed 
FRAHM.  R        Public    Service   Electric    &  Oas   Co      of   Mom  Jeney 
B3/04/3O,  Region    li     Office    of    Director          Ip          1B34B    163         34X 

Fiche    SO-27Hr B3/04/28. B3030i0476 

8303090344    Responds    to   83038?  memo   re   mg t   &    technical    liiuet   of  AT1JB 
•vint*    Iijuei    to   be    addressed    In  NUREG-1OQO,     "Oenerlc 
IKIJI  1  tejitlon*    of   ATMS  Events    at   Salem  Nuclear   Poiuar   Plant    " 
RHR    capa-blllty   addressed    in    Unresolved   Safety    Issue   A-43 
DEKTDN.H   R,       Office    of   Nuclear   Reactor   Regulation.    Director 
S3/O4/29        EPLER.E  P        Epler.    E  P        Spp         18391    OS4        24X 
FIche:  30-278,  B3/04/29,  8303090244, 

--a30&09Q23S  Requests    comments    re    need    for    rffectlve    leadership    In    light 
at    ATMS    eventi  failure    of  RHR    sys   tt   small    break   mitigation   Si 
fjiluro    of    institutions    to    employ    best   available    technology 
EPLER.  E   P        Gplerr    E,  P        83/03/89        PALLADINO.  N  J        Commisf  ionere 
EBERBOLErJ  C        ACBB  -  Advisory   Committee    on  Reactor   Safeguards. 
CULLER, F  L        Electric   Pouer   Research    Institute        lOpp        1B331    091, 
24 K   Ft che- 30-272, 83/04/29,  B303O90244 


— 33O3170110   Notice    of    issuance    of    Dlroctor's   Decision    DD   Q3-6   denying 
Public    rtdvocate    ot    MJ   E3O412    petition   L    O41B   amen* 
requesting    Issuance    of    order    to    show  causa  uhtj    facility 
should    not    tie    restvained    from   restart 

CASE..E   Q        Office    of    Nuclaar    Reactor  Rag  u  latlon,     Director 
83/04/29         2pp          IB494    334         24X    FIche    30-372.  B3/O4/29, B303I700&4 

B303170474    OENERIC     IMPLICATIONS    OF   ATMS   EVENTS   AT    THE    SALEM   NUCLErtR 
POUER    PLANT  Generic    Implications 

•«      Office    of  Nuclear   Reactor    Regulation,    Director         MUREG-1000  VO1 
83/04/30          149pp          Available,    at    NRG         *6   3O         IB481     183         S4X 
FIche     5O-372.a3/O4/3O, 8303170674 

B30517OS33    Informs    Commission    of    findings    of    Salem   ATMS   generic 
implications    task    fopie    ro    overall    mgt   capability   & 
performance  &    reactor    trip    sys    reliability 
DlftCHS,  W  J        Office    of    bhe    EKoeuttve   Director    for    Operations 

SECv-aa-isa      a3/o&/os       is?pp       10476  IBI      2ix 

Ftche    30-272,83/08/02,1)303170332 

B30SIOOO04   PMS-1-B3-011    on   830904, socur ity    officer    received    bomb 
threat    on    inside    plant    tel«phone    line    from  male   caller 
Search    Ini  tinted    No    bomb    found    Call    considered   hoai 

MCKEOWH,     OODV.     JOVNEH      Region    I,    Office   of    Director         83/O3/04         Ip 
IB377-23I         24X    Ficlie    3O-273,  03/03/Ofl,  3303100004 

B30510023B  PWO-l~B3-04fc   on    830428, d lone  I    generator    1C    tripped   off    bus 
during    I    h    tent    Caused    by    biofoulfng    in   tvc    water    sy« 
Llieniet    plans    cnniprBhen»lvo    program  of    sve    water    SIJB 
chlorlnatlon   E-    lusp    to    evaluate    eitenfc   of   blofoullng 
NORRHOLM.L    ,     TR IPP,  L    ,     KEIrllO.O         Region    I,     Office    of    Director 
83/03/04         Spp  18373   317          34  X    Flche    30-273.  B3/03/O4  ,  B3O510O2S8 

8303120434    PNS-l-83-013   on    B3O902,  Louier   Atlauayi  Cr  eet.  N  J,  po  1  ice    dept 
Inf orwod    licensee    of    planned. peaceful    demonstration    to 
protest    facility    re-start    scheduled    for   Q30SOS  No    press 
release    planned 

MCKEQWN.  L    .    QODV,  A   T    ,     JOYNER,  J        Region    1,     Office    of    Director 
33/O3/OA          Ip  10431     131          24X    Flche    3D-27S,  H3/O3/06. 8303120434 

B30S1SOH3G   Forwards    B30906    order    confirming    commitment    to    implement 
4/or   main  tain    items    specified    in   B3Q43B    Itr    re   reactor 
trip    breaker    failure* 

EI8ENHUT.il   O         Division    -of    Licensing         B3/O3/06         UDERITZ.R   A 
Public    Service   Electric    b  Gai    Cn      of  N«u  Jersey        3pp         18306   001 
24X  Flche    30-372, B3/O9/04ra303(BOB30 

— B3O3IBOB3i   Order    confirming     licensee    commitments    to    implement   ft/or 
maintain    items    specified    In    B30ASB    Itr  re    reactor    trip 
breaker    failures,  effective    Immediately 

EISENHUT.C  0         Division    of    Licensing        83/03/06  Public   Survlce 

Electric     &   Qat    Co       of    New    Jar-ley         4pp          IS 304   004          H4X 
Fichn    50-872.  83/05/06.  83O3  1B083C- 

8303300394    Foruarils    suppb  ementa  1    LER    8a~07B/01X-l   Detailed    event 
analysis    end 

ZUPKOi J  M        Public    Service    Electric    fr  Oai    Co     of   Mew    Jersey 
a  3/09/09        ALLAN,  J        Region    1.     Office   of   Director         3pp         IB51B    110 
34X   Fich*    30-27S,  83/05/09, 8303200394 
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— B3Q32QQ317    Supplemental    LER    B2-078/O1X-1     on    B2I017.  during    routine 
containment;    purg  e,  abnormal     deer-ease    of    rad  mac  tlvi  tij    Jevel* 
observed    at    Indicated    bij    c  Dntainment   plant    vent  monitor 
Cams  a    by    lamp )«    line    left    capped 

FRrtKM.  R         Public    Service    Elects1!-:    It   Gat    Co      of    Neu    Jersey 
83/03/O4  Reolnn     I.     Office    Of    Director          Ip          1B31B    115         24X 

FUhe    50-2.72,  03/03/09,8303200394 


S3O3190137  Notifies    that   rept    documenting    previous    exemptions  4 
justifying    differences   between    eriatinj    or    proposed    fire 
protection    Filatures    &   features    specified    in    Sections    III   0. 
Ill    J,L  t    Q   of    App    H   will    be    submitted    bu    830610 

CKANE..  P    A         Pacific    Gas   &    Electric    Co         B3/OS/13         EISENKUT.D.ff 
Division    at   Licensing         Ip         19502  25i        21X   Flche    50-275,  B3/05/-|3i 
B303190137 


B3Q5I90336    FND-1-B3-OSO   on    B30S13, 100    gallons    of    contaml natetf    uater 
discharged     from   auiiliaTy    bldg     sump    onto    ground    between 
auiiliarY    &    fuel    fi-andllng    bldgs   Cause    under    investigation    Mo 
oFFsit*    release    occurred    Contaminated    soil    removed 

SUMMERS,  R    .     TRIPFrL         Region    1.     Office    of    Director         33/05/13          ip 
1B300   233         34X   Flche    50-272- B3/Q5/ 13,  B303I 90336 

S3Q325023B    PND.-I-B3-Q32   on   B30520, plant    uient    critical     for    First    tin* 
since    B3O2S3   Reactor    startup    &    required1    reactor    trip    breaker 
tilting    completed    within   24    ti    Power    aicensmn     to     1 QOV 
expected     aver    nert    several    daus 

NOR  R  HOLM ,  L    ,     JACOBS. R    ,     GREETIMAN,  E         Peg  ton     1.     Office    of    Director 
B3/03/23          If.          18392    3SB         SIX   Flche    30-272.  33/03/33.  6303230333 


T      Hearing     transcripts    on    non-antitrust    matters 


B3QSQ20S29    Unofficial     trjmscri.pt    of    Commission    B304SA    public    meeting 
re   possible    vats    on   restart    in  Hash ington, DC  Pp    1-107 

*  Commissioners         B3/04/34.         I27pp          38594   075         21 X 
ficfie    30-273, B3/O4/2apB303Oa0329 

830317003?    Transcript    of   Commiss 1  an   630512    meeting    tn    Hash  ing  ton. DC    to 
iliscu-si    evaluation    of    implications    of   Salem  event    <Fart    11 
Pp    1-76   Supporting    documentation    end 

*  Commissioners         03/OS/12         Blpp          18495    326         24 X 
Fiche    3Q-27S,B3/05/12,B3031700a9 


B305S30I30    Transcript    of    Commlsslan   B3031B   public    meetinj     in 
HasKIngton, DC    re    evaluation   of    implications    of    facility 
event    (Part    II    Pp    I-&2  Support  ing    documentat ton    end 
«      Commissioners         S3/05/1B         97pp          19377    110         24X 
FlcJit    00-273.  B3/05/1B,  B30323013O 


B30324O213  Forwards    monthly    status   rept    on    offslte    emergency 
prenar-ednsBE    for   OL   rovleuis    for   Apr    1983 

DIRCK8-W   J         Office    of    the    Erecutive    Director    for    Operations 
B3/03/13         PALLA01NQ,N   J         Commissioners          Spp          1B393   333         24X 
FichS    30-000,83/05/13. B30S340213 

S30331013O   Forwat-di    application    for   amend    to   License    DPR-76.  ch»ng  in  j 
portions    of   T»ch    Speca   3  7.9    1    re    fire    suppression 
uat-or    njs    &   4   7   9   1    ra   Hal  on    sys 

CRANE. P    A         Pacific    Oas    &   electric    Co         B3/O3/23         DENTDN.  H   R 
CJPfica    of    Nuclear    Reactor   Regulation,     Director         Ip         18699  02B       S4X 
Flche    BO-a75,B3/03/23.  B3O3310130 

— 8303G1013S  Application   for    jmend    to  License    DPR-7A,  chang ino    portions    at 
T«ch    Specs   37-?!    4:4794    increasing    hlgb    pressure    pump 
capacity    to   2,230  gpm  &    eliminating    need    for   replacing   Halon 
IV*    u/S-yr    svc    life    remaining 

SCHOVI-ER.J  0    .    CftANE.P    A        Pacific    flas    ii   Electric    Co        93/03/23 
3pp  !BiS5    039         S4X   Fiche    HO-275,  03/03/33, 8303310130 

— B30331OI10   Proposed    Tech    Spues   3  7   9    1    re    fire    suppression   uater   »V«    * 
4    7  ?  4    re    Halon    sy-s 

»       Pacific     Oa»    t,    Electric    Co         S3/O9/23         flop          18633   031          24X 
Flcfio    30-375;  B3/O5/E3,  B30331O130 


Ad jud Icatory    correspondence 


„„ Advises    that    informant   alleging    PO&E/Dechtal    misconduct 

declined    to    meet    uj/NRC.  fear  ing   PG&E/Bechte  1    reprisals 
FLEIBCHAKER;  D         Fie  Iscfiaker ,     D      S         83/03/03         EISENHUT, D   O 
Division    of    Licensing         3pp          19343    14O         34X    Fiche    30-273,03/03/03. 
8305060431 


DOCKET    30-273    DIADLO   CANTOW   MUCLEAR    POWER    PLANT,     UNIT    » 
F      Security,     medlceli     emergency    >j    fire   protection   plans 


Releases   public    ver-slan    of    revised    «merg«n.cij    plan 
Irnplemantl  ng    procedures 

FELTOW.J   M          Division    of    Rules    and    Records         93/04/23  Document 

hflnagomunt    Branch          Ip          1B31O   O01          24X    Fielie    SO-273.  B3/04/22. 
BJ030301BO 

—  B3Q5Q301BB    Foryai-ds    public    version    of   Rev   0   to    Emergency    Plan 

Implemnntirig    Procedures    EP-RB-12,      "Mid    U   High-Range    V*nt 
Konltors"    ti   EP   Q-3,     "Not!  Fica  t  ton    of   OFfslte    Organ  i  tat  i«n<    " 
CRANE.P    rt         Pacific    Has    (.    Electric    Co         B3/04/Oi         MARTIN.J    B 
Rtjion    5,     Office    of    Director         Hpp          1B310   OO2         34X 
Flche    5O-373,  B3/O4/22,  B303030IBO 

—  B303O30S93    Public    version    OF   Rev    O    to    Emergency    Ptan    Implementing 

ProceiJurts    EP-RG-1E.     "Mid    t  Hlgh-Rjrige   Vent   Monitors."    6 

EP    0-3,      "Mott*  icatlon    o*    DFfslte    Organ!  Jatlatis    " 

*      Pacific    Oa3    t   Electric    Co         S3/04/06         Ifpy          18310   004         SIX 

Flchft    50-B73.  B3/04/E2.  B3030301BO 

ea0304O35l>   Forwards    Amend    Henue-st    S3-O3    to   License    DPR-74.  chanoing 
containmant    isolation   valves  ,  organl  la  t  i  an  t>    nuantitie*    of 
fire   detection    instruments 

CRANE.  P    A         Pacific    Gas    !*   Electric    Co         B3/OS/02         DENTON.  H   R 
Office    OF  Nuclear   Reactor   Ragulation.    Director         1  &         1B319   331         34X 
ficha    30-273.  H3/05/02.  B30904O330 

—  63050^0323  Amend    Request    63-0-3    to   Llcentf   DPfi-7fi,  c  hang  i  nj    contalrment 

isolation   valve    I  i  sti  organl  iatlan  &  quantitie-s   of    Fire 
de  tact  (an    instruments 

SCHUYUER.J   O   ,    CRAWE.P   A        Pacific   Gas    &  ElcctrU    Co        83/O3/02 
332         24X    FlcfiE    90-275,  B3/O6/02.  B30501O320 


—  8309040473   Proposed    Tech    Specs    re    containment    isolation   valves. 
administrative    controls    !>    fire    deta-ctlon    instrumentation 
*      Pacific    Oas   fc  Electric   Co        B3/05/02        19pji         1B319  334        24X 
Flche    501-273,83/05/03,8305040320 


B30309043B   Advises    that    »ince    B30423   correspondence,  informant    contaet«d 
Joint    Intervenors    re    allegations    of   Bechtel/util    misconduct 
Fear    of    roprisals    prevented    informant    from  meeting    or 
calling  MRC 

FLE1SCHAKGR.D        Fleischaterj    D      S        FLEISCHAKER,  D        Joint 
Int*rvenors-Z)labla    Canyon        B3/OS/O3        EISENHUT;  0  0        Division    of 
Licensing          3pn          18362334         24X    Fiche    30-373,33/05/03,0303090438 

B3Q3110212   First   request    for    document   production    by    Governor   Dfulmifjlin 
&  Joint    Intervenora    Related    correspondence 

STRUMMASSER. M         California,     State    OF         REYNOLDS' J   H         Joint 
Intervanors-Diablo    Camyon         93/O3/06  Pacific    Oas    (•  Electric    Co 

Spp  18407    100         24X    Flche    90-273.  83/03/06,  B30S1 10213 

a30SHOB17  Certifies    avc    of    First   set    of    interrogatories    it    fir*t 
document    production    request    on    lilted    parties    on   83O3O6 
BTRUMWABSEB.  M         California,     State    of         B3/03/06         Spp          1B4O7   095 
24K    Fiche     5O-273. B3/03/OS,  B3031 IO217 

B30511O3Q3   First    set     of     interrogatories    bg    Governor    Daukmejian    !•    Joint 
Intervenor*    Suiorn   response    roq.uested   ujithln    14   days   Related 
correipondcncB 

STflUMWABSEfl.  M         California.     State    of         REYNOLDS,  J   R         Joint 
InteT-v«noir»-Diablo    Canuon         B3/03/O6  Pacific    Gas    &  Electric    Co 

H6pp  19406    23O         aiX    Plche    30-273.  83/O5/OA,  B3051 103B3 

S3031202B5  Motion    to    reopen   record    on   const   QA    issue    to    reciiv* 
significant    neu    evidence   of    recently    established 
deficiencies    in    const    OA  t   OC   program  Certificate    of   Bvc 
•  ncl 

REVNDLDS, J  R,       Joint    Intervenors-Diaftlo   Canuon        REYNOLDS,  J  B 
Center    for   E-aui    Jn    the    Public    Interest        B3/O3/10  Atomic    Safety 

and    Licensing    Appeal    Panel         39pp         18427    13?        24X 
Flche    30-273,  93/O5/1O,  8303130283 

B3031&O127   Advises    that   NRC   cannot   pinpoint   uitien   NRC    pespons  Ibl  1 1  tie* 
to   Commission    re    Independent    design  verification    program 
sufficiently    complete    to   permit   discovery   against   NRC   Final 
repts    due    by   S30630 

C HANDLER. L  J        Hearing    Branch   2        83/O3/13        MOORE,  T  S    ,    BUCK, J   H  , 
JOHNSON.  U   R        Atomic    Safety    and   Licensing    Appeal    Panel         Spp- 
18448    1B3.        34X    Fiche    SO-273. B3/03/13,  B303160127 


Q305110034  Generic    Ltr    33-21    to   all    licensee's    of    operating    reactors. 
applicants    Pnr   OUs   t   holders    of    CPs    TO    clarification   oF 
accei*    to    control    procedures    for    law    etiforc  tment    visits 
Svc    Hit    enc  1 

EIEENHUT-D    O,       Diviiion   of    Licensing        93/03/1!  Consol  i  dated 

ECiiion   Co       of    Neu   Yort,     Itic          lipp          1B340   093         24X 
Flch«    30-OOG,  B3/03/I1,  330311003-1 


B30326O19a  notion    to    reopen   record    on   const   QA    Info    discovered    ofi    utll 
OA    program   design   &    const   deficiencies   d   on    const   contractor 
QA   program    deficiencies 

KAUFMAN, P   H         California,     State    of         B3/05/17  Atomic    Safety    and 

Licensing    Appeal    Panel         3Bpp         18579  024        24X  Fiche    30-279, 
B3/O3/ 1 7, B30526O1S2 


DOCKETED  ITEMS 
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— 0305260183  Declaration    of   f!8   Hub  bard    re   breakdown    in   const    QA 
Describes    events    occurring    since    issuance    of   830326 
supplemental    affidavit    demonstrat ing    utll    QA/QC   const 
program  none omp 1  lance   Certificate    of   Svc    ent  I 

HUDBARD, R    B         California,     State    of         B3/09/O6         30pp         1  B39=   063 
24X    FiOie    30-373,83/05/17,8305360192 


8303040320   Forwards    Amenrf    fiea.ueut    83-03    to   License    OPR-76,  chang  ing 
containment    Isolation    valves,  orijanl  lat  i  o-n   fc   quantities    of 
flro    detection    instruments 

CHANE.P    A         Pacific    Gas    fc    Electric    Co         03/03/02         DENTDN,  H   Fl 
Office    of    Nuclear    tfeactor     Regulation,     Dnector         Ip          1B319    331          24* 
Fiche    50-375,  B3/03/O2,  a3O5O4O32O 


0305200637    Decision    ALAB-728, af f I rming    ASUD    BI0717   Partial     Initial 
Decision    LBP-B1-21    authorizing     fuel     loading    b    1  oui   power 
tasting    Johnson    op Inton, d issent Ing    In   part, end 

SHOEHAKEFl.C    J         Atomic    Safety    and    Licensing    Appeal    Panel          83/O3, 
64pp          1BD19   31O         24X    Fiche    30-273x33/05/13,8303200657 


-B3Q3O4O3?B    Amend    Request    B3-O3    to    License    DPR-76,  c  hano  tng    containment 
isolation   valve    1  lat.  organs  id  t  ion  I/  quantities    of    Fire 
detection    ins  t rumen ts 

SCHUVLER.J   O    ,     CRANE, P    A         Pacific    Oa  s    (.    Electric    Co         03/O3/O2 
2pp          1B319   332         24X    Fiche    30-273,83/05/02,0305040320 


6305270622   Answers    to    Governor    Deukmojian    1    Joint    Intervenor*    B3050<b 
flr«t    <et    of    Interrogatories    Ha)    through    (f).Bla),(c)    & 
fdl,9t*>,lc)    t,    (d),lQ(a>    &    <c>    i.    ll(a)    fr    (c)    re    independent 
design   verification    review   Certificate    of   Svc    enc  1 
CRANE,  P    A         Pacific    Oas    li   Electric    Co         B3/O3/23         DEUKHEJIAN,  O 
•California,     State    of         300pp          18645   OO1         SIX    Fiche    30-273,93/03/23, 
B 3032:70622 


H      Qeneral 


rospondenco 


B3Q51H0622  Responds    to   830333    1  tr    re    eight   allegations   bij   anonymous 
Individual    Prel  iminarij    evaluation    of    allegations    underway 
Meeting   ui/util    planned    In   near    future    to    solicit    evaluation 
on    iubj 

EISENHUT.D  O  Division  of  Licensing  93/O4/21  FLEISCHAKEfl.  D 
FlelSChaker.  D  B  Bpp  1B3O3  317  24X  Fiche  30-275,83/04/21. 
6303180622 


P      Operating    license    stage    documents   t<   correspondence 


B30523O407    Informs    that   batkflttlng    matl    ulll    be    forwarded   as    soon    as 
available, In    response    to    B3020B    Itr 

FURBUSH.M   H         Pacific    Oas    d    Electric    Co         B3/02/23         TOUHTELLOTTE,  J 
Regulatory    Reform   Tautt   Force         Ip         18343  357        24X 
Flche'  30-000, B3/02/23,  8303230407 


—  B303040473    Proposed    Tech    Specs     re    containment     jactation   valves, 
administrative    controls    1    fire    detection    instrumentation 
»       Pacific    Oas    &    Electrlt    Co         B3/09/O2          I7pp          18319334          24* 
Flche    5O-273,  B3/C-3/O2,  B30504033Q 

B30305QI9B   Forujarda    schedule     for     submitting    component    cooling    water     sif 
i-nfo    discussed     at    330117    nuetlng     in    respuose    to    request    for 
addl     Info    at    Q3O12S    meeting 

CRANE,  P    A         Pacific    Sas    4,   Electric    Co         B3X09/03         EISENHUT,  D    <J 
Division   of    Licensing          3pp          1S342   239         24\    Flcho    5O-375.  B3/05/O3. 
83030301  IB 

3303040333   Hoard    Notification    B3-O37    forwards    differing     prof    opinion* 
re    ays    interaction    d   safettj    classification    Info   relates    to 
Board    Notifications    83-17   &   83-14    re  Unresolved   Safety    Issue 
A-  17 

EISENHUT,  D    0          Division    of    Licensing         B3/OS/04         PALLftDINQ.  N 
Commlsiloners          22pp  10337     139         24X    Fiche    5O-000.  B3/05/O4, 

83Q5O40323 


component 
in 


8303130611    Doard    Notification    B3-3?    forwards    info 
cooling    water    SIJE    discussed    at   830417  meeting 
San   Francisro>  CA 
EISENtiyr,D    O         Division    of    Licenilng         B3/O3/O1         PALLAD1NO,  N    0 
OILINSKV.V    ,     AMEARNE,  J         Cornmis  s  i  oners         3pp          lB4il022a         34X 
Fichu    90-275,83/05/04,8305130611 


8305330720  Forwards    list    of    utils   responding    to   requests    for    cost 
figures   on   backfittlng 

TOUFTTELLOTTE,  J        Regulatory   Reform  Task   Force        B3/04/11 
PALLAD1ND,  N   J         Camraissionora         2pp          1BS42   272         24X 
Fich«     30-000,83/04/11.8303230720 

B303030191    Board    Notification   83-51    foruarils    info   re   OA/QC  allegations 
at    facilities   Region  V   currently    investigating    allegations 
E1B6NHUT, D   O         Division    of    Ulcenatng         S3/O4/I3         PALLADIMQ.  J   . 
OILINSKY.v    ,     AHEARNE.J,        Commissioners          Ip          1B307   3SO         21X 
Flche    30-275.83/04/13,8309030191 

— 9 303030300  Recommends   QA/QC   allegations    be    brought    to   attention    of 
ABLB 

GREUB,  J  L        Division    of   Real  dent.  Reac  tor   Project   h  Enginsorlng 
Programs        83/04/13        EI9ENHUT,  D  0        Division    of  Licensing        3pp 
18309   331         24K    FlchB    30-273,  B3/O4/13,  8303030191 

S3050203BS   Responds    to   B30322   request    for   addl    info   on    Instrumentation 
iij*    for    detection    of    Inadequate    core   cooling    IDeneric    Ltr 
B2-ZB)    Installation    completed    t<    BIJS    currently    being    tested 
Status    of    confarmance   iu/NUFIEQ-0737,  I  tern    II    F  S   ene  I 

SCHUYLER.J   0         Pacific    Gas    «,    Electric    Co         83/04/27         EISENHUT.D    0 
Division    of   Licensing        7pp         1B276  329        24X  Fiche   30-273.  B3/04/27, 
B3O30 203S8 

a3O5O90B82  Board   Notification   B3-31    notifies    of    status    of   activities 
performed    under    Independant    design    verification   program  re 
lafatu    issue    on    detlgn   adequacg 

EIBENHUT.D  0        Division    of   Licensing        83/O4/27        P  ALL  ADI  NO,  N  J    , 
OILINSKY.V  A,,    AHEARNG,  J  F        CommiBB  loners        4pp         13366   1O3        34X 
Flche    30-273,83/04/27.8303090283 

83O910O422  Summary    of   830419  meeting    ur/util    in   San   Frnnclsco.CA  r-tr 
*r»ai    of    review    for    component    cooling    uater    sijs 
VIETTI.A        Licensing    Branch   3        33/04/28  Licensing   Branch    3 

3pp  18621    200         SIX    Flche    30-273. B3/04/2B, B303100422 

B30S030&10  Application    to   amend   License   DPR-76, rsquasting    extension 
of    43    daijs    for    relief    from  Tech    Spec    3/4    9  7    for    mods    to 
futl    handling    bldg    per   License   Amend    3  Conditions   fc 
procedures    applicable    to   Amend    3  remain    In    effect 
CRANE, P   A        Pacific    Oas    ft   Electric    Co        B3/04/29        KN10HTPN.O  H 
Licensing    Branch    3        2pp         18395  089        24X   Fiche   SO-273.S3/O4/S9, 
B303030310 

83QSO204S5  Generic    Ltr   03-19   to   all    power    reactor   tt    testing    licensees 
re    now   procedures    for    providing    public    notice    concerning 
lmiuan.ee    of    amends    to   OLa    Svc    list    encl 

EISENHUT.D  fl        Division   of    Licensing        B3/03/02  Consolidated 

EdUoTl    Co      of   New  York.     Ine         SOpp         1S441    120        24X 
Flche     30-000. B3/03/OHi  B3030204S3 


— B3O312O62I     Transcript    of    BDO411?    public 
review  of    component    cooling    udtar    aij: 
•      Co-mmisiloners         B3/O"1/I9         123pp 
Ftche    90-373.93/05/01.3303120611 


Ticetlng    In   San  Franciso.CA  rt 
Pp     1-131 
1B440    331          24X 


S3032OOBA6   Board    Notification    83-0&1    forwards    Joint     !ntervenor<    830^20 
Itr    requesting    meeting    u/tn  f  o.rmant    to   discuss    allegations 
re    design   verification    program   po-r  Commission    Order 
CLI-B1-30 

EIBENHUT.D  O  Assistant  Director  for  Licensing  S3/O3/04 
PrtLLADINCLN  ,  OILINSKV.V  ,  rttlEARWE,  J  Commis-s  loner  s  3pp 
IHMO  198  31X  Ftehe  30-875,  B3/O3/04,  B3032O0266 

— S3O520O273  Advlsaa    of    informant    refusal    to    meet    u/NRC    to  discuss 
allegations    re    design    vsri f ica t Lon   program    Individual 
fearful    01    POVE/Deehtel    reprisals 

FLEISCHAMER,  D         FlelschaKer,     D       E        FLEISCHAHEF1.  D         Joint 
Intervenors-Dlaolo    Canuon          B3/04/28         £ ISEMHUT,  D    Q         Assistant 
Director    for    Licensing         3pp         1B340  SO  I         34X 
Flche    30-278,  33/03/0-1,3303200246 

B30S12DQ83   Doard    Notification    B3-39    foruards     Info    on    allegations    re 
conit   OA  fit    Pat  I  titles 

EISENHUT.D    0          Division    of    Licensing         83/03/O5         PALLADIND.N   J    , 
GILtNSKY.V    .     rtHCARNEi J         Commiss i oners         3pp          1B422   236         24X 
Flcho    50-275,83/03/05,8305130093 

— S30312OO93  Toruardi    sworn    statem&nts   of   V   Tennyson    In  fi    Roam   re 
allegations    of    matl    violations    of  tJRC   OA   regulations    at 
faclliti«s 

VAN   DE   KriMP,J         California,     State    of         83/04/12         E1SENHUT, D   O 
[>lvlslon    of    Llcentlnfi          90pp          1B422   239         K4X 
iFlch*    30-373,  33/03/O3,  33O3  I  20OH3 

— 030513O099   Transcript    of    830335    Interview   u/VH    Terniuion    ra    alle<i?d 
deficiencies    In    lmp.lementa  t  ion    of  HP   Foley  Const    Co   OA 
program 

TENNYSDN.V   H          Affiliation    Unknown         B3/03/B3        73pp          IB4E2    33? 
SIX    Flche    50-273-93/03/0348303120093 

83031B002'4   Forwards    Amend    3    to    License    DPR-76   t.    notice    of    lnuanc-e    !. 
avallabilltg    Amend    grants    relief    for   45   daijs    to  allow    for 
movement   of    loads    In    excess    oF   2.300    Ib    to    make  mods    in    fuel 
ha  nil  I  ing-   bldg 

KNIOHTOM.O  W        Licensing    Branch    3        B3/O3/03        CRANE.  P    A        Pacific 
Oas    &    Electric    Co          6pp          1B499    S76        24X   Fiche    50-375,83/05/03, 
Q3051BO034 

— 8303160025  Amend    3    to   License-    DPJt-76.  ei  tending    relief    request    to    45 
dayi    for   mods    in    fuel    handling    bldg 

KMIGHTDN.O    W         Licensing    Draneh    3        S3/05/05         3pp          1849?   281 
24X    Flch*    SO-273J B3/03/OB.  B3051B0034 
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— 8303180032   Notice    o  f    issuance    ',    ava  1 1  ab  i }  i  ty    of    Amend     5    to    License 
DPR-7A 

RMIOHIOW.  0    M         Licensing    Dranch    3         83/05/O5         2pp          18499   2S6 
24X    Flche    SO-27S.  83/03/03,  B30318D02* 


— 830S310I4O   Proposed    Tech 
4    7   9  4    re  Halon   sgs 

*      Pacific    Ga<    S-   Electric    CD         83/O3/23 
Flche    SO-H7S.  03/03/23,  0303310130 


ecs    3   7  9    I    re    fire    suppression  uater    s-y*  t 
4pp         1B633  031        24X 


H30S07O639   Generic    Ltr    B3-20   to   all    operating    reactor    licensees    E. 
holders    of    CPs    re    integrated    scheduling    For    implementation 
of    plant    m-ods    Svc    list    end 

EISENHUT, D    G         Division    of    Licensing         B3/O3'09  Consul  I  tin  ted 

Edison   Co       of    Neu   York,     Inc          16pp          18627    1 33         24X 
Flcle    30-000,03/05/09,0305070659 

6303120042   Respond!    to    B3042O   it   31    requests    for    clarification    Of 
specific    items   re    pres-sifre/temn    analijai*    far   pipe    break 
out*id»   containment    submitted    In   B3Q4I3    1 tf 

CRANE.P    A         Pacific    Qa»    *•   Eloctrie    Co         83/O3/09         EISENHUT,  D   <J 
Division    of    Licensing          3pp          18423    049         24X    Fiche    SO-273, 83/05/0=^ 
0309130042 

8305130325   Forwards    response    to    NUREQ-OdlS,     "Control     of    Heavy    Loads    " 
Act    of   receipt    op   matl    requested 

CRANE.P    A         Pacific    Gas    &    Electric    Co         B3/G5/O9         KNJ0HTON,.  0   W 
Licensing    Branch    3         232pp          13433   043         24*    Fiche    90-273,  B3/OS/O9, 
9303120325 

S30S12Q333  Fortuard*  Rav    1    to    "Pump   *-  Valve    Inset-vice    Testing   Program, 
Diablo  Cangon  Power   PlantpUnit    1    "    Requests    for   relief    from 
fiSKE   Code    Section   XI    requirements    Included 

CRANE.P   A         Pacific    Has    t>   Electric    Co         B3/O3/1O         KNICHTON,  O   W 
Licenifns    Branch    3         2jj)          1B431    317         24X    Flefip    30-373,63/05/10, 
B303 120333 

B3O512O339  Rev    1    to-    "Puitip    &  Valve    Inservice   Testing   Program,  Diao  1  o 

Cannon   Power   Plant, Unit    !    " 

*      Pacific    Oai    %    Electric    CD         B3/&5/1O         83pp          16431    319         21 X 

Flllil    30-273,93/09/10.6309120333 


S303370317  Motif im    of   830402  meeting   u/utll    &    independent    deilgn 
vsrif Icati on    program   group    in    Boston. MA    to    follomup    B30312 
dl*cuB*lans    re    turblna   bldg, polar    crane  &  auxiliary    bldg    b 
redittr i botion   of  momenta   &   forces 

CDOPEK.W   E    ,     CRAO!N,  J   0         Teledijna   Englneerlna    Service*         63/03/37 
MANEATIS.O    A   ,     DENTDN.  H   R    ,     MARTIN,  J   B         NRC    -   No    Detailed 
Affiliation   Oivsn        Ip         186fl2   233        24X  Fichs    50-278,03/03/27, 
H30327O317 

Q      luipection    raports,     IE  Bulletins  &   correspondence 

B21SOi0363    IE    Info   Notice    83-14,      "Deyatered    Spent    Ion    Eich*no»    Rstln 
Smefptlblli  tij    to   Eiothermtt    Ctiemlcal    Reaction    "    Svc    li*t 
one  1 

TAVLGftrJ  M        Division    of  Safeguards   ^    Inspection   Program*    IPott 
0301 O3 I         83703/21  Consolidated    Edl«on   Co       of    New   York,     Inc 

)I2pp          1B303   319         24X   Fiche    5O-000.  83/03/81.  S2I2OA03B9 

B30'317033a  Formai-ds    IE    Insp    Repta    30-273/83-13  «.    30-333/83-09   on 
B303O6-O403   Ho   noncomp 1  lanes   noted 

BISHOP.  T  M        Region   9,    Office    of  Director        83/04/09        CRANE,  P  A 
Pacific    Oa*    b  Electric    Co        2po<         1S463    133        24 X 
Flcha  30-273,63/04/08.8303170332 

— B305170339    IE    Imp    R»pti    30-279/B3-13   t    30-323/B3-09    on    B30306-040B   No 
noricompliance   noted   Major   areas    inspected,  surveillance 
teitlng, maint  &  TM1    task    action   plan    item* 

CftflLSDN.J   D    ,     MENDONCA.M   tl   ,     KIRSCH.D   F         Region    3,     OfficB    of 
Director         B3/O4/O9         6pp         1B46S    133         24X   Fiche    30-273,  S3/04/OB. 
8303170332 


&309lfiOl73    Forwards   Rev   2    to    Test   procedure    42    7,     "Natural    Circulation 
Boron   filling    Test"    &    pretest    r«pt    Receipt    ark    requested 
CfiAWE-P    ft         Pacific    «as    6    Electric    Co         S3/03/1I          KNIGHTON. C   U 
Licensing    Bra  nth    3          If.          1344&    128         24X   Fiche    30-375.  B3/05/11 . 
6309160173 


B3O304002I    IE    Info  Notice   63-21,     "Defective   Emergency    Use   Respirator    " 
Svc    Sltt    end. 

JORDAN, E  L        Division   of   Emergencij   Preparedness   i   Engineering 
RBiponie    (Post   830103)        83/04/13  Consolidated   Edison   Co      of    M*u 

York:,     Inc          126pp         1B439    13S         34X   Fiche    3O-OOO/ B3/O4/19, 8303040021 


93031ii017(,    Rev   2    Ko    T»«t   Procedure    42   7,     "Natural    Circulation    Boron 

tiiilng    Test    » 

RCIS,M   P         Pacific    Oai    t,   Electric    Co         B3/O4/O&         S9pp          1B446    129 
24X   Fiche    50-373,83/03/11,8305160172 


9303040023    IE    Info  Notice   S3-22,     "BUR   Bat ety/Relief   Valve   Failures    " 
Svc    lilt    end 

JORDAN- E   L        Division    of  Emergency   Preparedness    b   Engineering 
RisponiD    (Post   B30103)        S3/04/2H  Consolidated    Edison   Co      of   N«u 

York,     Inc         113pp        193B3  OB9        24X  Flche   30-000.  B3/04/2Hi  B303040OS3 


8^03040044    Daard    Natificatian   63-  6  fa    foruardt    ,-eviiu   of    HCAP-  1O297  1PN 
"Droppped   Had   Methodologv    for   Negative   Flui    Rate    trip 
Planti    "   Rod    issue    reiolvid    bi;    analijiia    in    rept   Plants 
beyond    first    cifcle    must   perform  analysis   Comments    end 
EISENHUT,  D   0         Division    Of    Llcen»inH         83/O9/13         PALLADIND,*!    , 
GILJNSKV,  Vj     AHEARWE,  J        Commi  slioners         21pp          \B3tl    O6S,        24X 
Flche    30-000,  83/05/13(630,3040044 

6303340373  Foruarifs    info   on   component    cooling   uater    SUE,  Items    1,3  & 
3   a   -  3   e,  addressing    seismic    o,ual  1  flection,  basis    for    6fl   F 
ocean   temp   &  mai    Flcu/sEnsle    Failure   dnalysl->    requeited    at 
33O41?   mfetlnij    to    resolve    remaining     iesups 

CfiAHE.P   A         Pacific    <33i   t.   Electric    Co         93/05/13         EISENHUT1,  D   O 
Division    of   Licensing         34po          1S571    OOA         24X    Fiche    50-S75,  B3/OS/1S, 
H303240373 


Forward  i    Rev  3    to    "Interface    Between    Independent   Design 
Verification  Program  Par  t  ic  ipants.  Plant   t,    Designated   Other 
Parties    "   -Comments    t-Hqueitad 

COOPEB-W  E        Teledyne   Engineering  Service!        B3/09/20        DENTDN.  H   R 
Office   of   Nuclear    Reactor    Regulation,     Director        MART3N,  J  Q        Res  ion 
3,     Office    of    Director         HANEATIS,  Q   A         Pacific    0*5    (•   Electric    Co. 
]p          13644*339         24X1   Ficne    30-273,  B3/O3/SO.  8303370276 

B3  032  7  0305  Rev  3  to    "Interface   fetueen    Inrieptnifent   Peaign    Verification 
Program  Par  tteipants.  Plant   &  Dosignateil   Dthor   Parties    " 
COOPER,  H  E        Teledune  Engineering   Services        83/03/19         13pp 
18&44   340         24X   Flche    30-273,63/05/20,3303270296 


Foruardi   application    for   Jmanrf    to  License   DPR-74,  ehang  inj 
portions    of  Tech    Specs    3791    re    fire   suppresii&n 
uiater   *iji    fc  4  7   7  4   n   Halon    itjj 

CRAWE,  P  A        Pacific   Oa*    I.  Electric   Co        83/03/23        DENTQNrH  tt 
Office   of   Njclear   Reactor  Ragiflation,    Director        lj>         iad.3S.O2a,       24  X 
F'ictie    SO-S73,B3/O5/23,8303310130 

S309310135  AnpHcation    for    amentf    to  Licanse    OPR-7i,  changing    portion*    of 
Tich   Bpe«i   3   7.9    1(4794    increasing    high   presture    pump 
CJpacltij    to  2.2S01  gptn  t   eliminating    need    for   replacing    Halon 
ayi    u/S-^r    svc    life  remaining 

SCHUVT-ER.J   O   r    CRrtHE.P   A         Patiflc    Oas    &   EKictric    Co         83/O5/23 
2pp          1B655   029-        24X   Flche    30-273.  S3/O3/a3,  B3033IO1  30 


B303170496   Foruiards    IE    Insp   Rept   90-373/93-09  on   B30222-23   d  0314-1B   No 
noncoitipHance    noted 

BOOK.K  E         Region    9,     Office    of    Director         83/04/23         CRANE-  P    A 
Pacific    Oa*   &   Electric   Co        2pp         18470  045        S4X 
Flche    30-273.93/04/22,8303170496 

—  S303I7O30I    IE    Insp   Rept   30-273/83-09   on  830223-23   Si  0314-18  NO 
noncomp  1  iance  noted   Major   areas    inspected    Implementation    of 
NUREG-0737,  Itam    II   F   1,     "Addl    Accident  Monitoring 
Instrumentation    " 

GARCIA.E   M    ,     WENBLAWSKI.F   A    ,     BOOK.  H   E         Region    3.     Offlc*    of 
Director         83/04/22         7pO         18470   047         24X   Flehe    30-279i  83/04/aa, 
S303170494 

B3O3010&25    IE    Info  Notice   83-23,     "Inoperable  Containment   Atmotpher* 
B*n«inj   Sift.    "    Svc    mt    enc  1 

JORDAN,  E  L        Division   of   Emergency   Preparedness   8-   Engineering 
ftesponte    <Poit    B30103)        03/04/25  Consolidated   Edison   Co      of   New 

Yorfc,     Inc         119pp        IB3B1    291        S4X  Fiche    30-000,  B3/04/23,  8303040OB9 

B303040026    IE    Info  Notice   83-24,     "Looie   Parts    in   Secondary   Side    of 
Steam  Generators   at  PHRs    "   Svc    li-st    encl 

JORBflNrE  L        Blvision   of   Emergency    Preparedness    &  Engineering 
Response    (Post    B30I03)        83/04/2B  Consolidated    Edison   Co      of  N*LT 

Vork.     Inc          llSpp         1B3B2   047         24  X   Fiche    30-OOO,  83/04/2B,  03030400H*, 


83030400-27    IE    Info  Notice   B3-25,     "Standby   &ag   Treatment   Sgs    Heater  High 
Temp    Trip    Setpalnt   Adjustment    "    Svc    list   encl 
JORDANrG  L,       Division   of   Emergency    Preparedness   &   Engineering 
Ritoonse    if  Oft    B30103)         B3/O4/2B  Consolidated    Edison    Co       of    Nuia 

Yo-i-fct     Inc         118pp        183BS    163        24X  Fiche    30-000,83/04/28,8303040087- 

3303040023    If    Info  Notice   33-36,     "Failure    of  Safety/Re  I  ief   Valve 
Discharge    Line    Vacuum  Breaker*    "   Svc    list    encl 
JORDAN,  E  L.       Division    of   Emergence    Preparedness    t/  Engineering 
Raipanse    (Post    830103)        83/03/03  Consol  Idated   Edison  Co      of   Niui 

York.     Iiic          12Hpp         18441     170         24*   Fiche    30-OOO,  03/03/03,  8303040028, 

6303010030    re    Info   Notice   83-57.     "Operational   Response    to  Events 
Cancel-nine    Deliberate  Acts    Directed    Against  Plant 
Equipment    "    Svc    list   encl 

JORDAN,  E  L        Division   of  Emergency   Preparedness   b   Engineering 
Response    (Past   8301O3)        83/03/04  Consolidated   Edison  Co      of  Netii 

York,     Inc         llHpp         1B3B2  SBS        24X   Fiche    30-000,  B3/03/04,  B303040030 
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B30304OQ31    IE    Info   Notice   89-20,     "Criteria    for   Protective   Action 
Recommendations    For    General    Emergencies    "    Svc     list    encl 
JORDAN. E  U        Division    of   Emergency   Preparedness   !.  Engineering 
Ratponte    (Post    B301O3)         33/O9/O4  Consol idatetf    Eflison  Co      of    Neu 

Vorfc.     Inc          119pp          18441    001          24X   Fiche    30-000,  B3/OS/04,  B30304OO31 

3303040033    IE    Info  Notice   83-29.     "Fuel    Binding   Caused    by   Fuel    Rack 
Deformation    "    Bvc    list    encl 

JORDAN,  E  L.        Division    of   Emergency   Preparedness   &  Engineering 
Retponie    (Pott    630103)          B3/O5/06  Consolidated    Edison   Co       of    New 

York,     Inc          113pp          1B323    S4B         34*   Fichu    3Q-OOO,  93/03/Oi,  B3Q304OD33- 

8303040034    IE    Info  Notice   B3-30,     "Misapplication    of   Generic    Emergency 
Operating    Procedures    (EOP)    Guidelines    "    Svc    list    encl 
JORDAN.  E   L        Division    of   Emergency    Preparedness   &  Engineering 
Reiponse     (Post    630103)         83/03/11  Consolidated    Edison   Co       pf    New 

Vot-kr     Inc          114pp          1B324    003         H4X    Flihe    50-000,83/03/11,3303040034 

a303O<0040    IE    Info   Notice   83-31.     "Error    In  ADUPIPE  Computer  Program    '• 
Svc    lilt    «nel 

JORDAN, E   L         Division    of    Emergency    Preparedness    (,   Engineering 
Response    (Post   830103),       B3/OS/19  Consolidated    Edison   Co      of    Weu 

York.     Ine          114pp          18697   009         24X    Fiche    SO-OOO,  83/03/19,  830304O04O 

B308!fi0237  Forward i    IE    Imp    Repts    30-378/83-1:5  (<   50-353/83-10   on 
33O330-040&  &   23-29   W/D   notice    of    violation 

BISHOP, T  W        Region    3,    Office   of   Director        83/O3/19        CRANE.  P  A 
Pacific    Oas    &   ElBCtrle    CD         2pp          1B623    172         24X 
Ficn-1    30-273,83/03/19.8303260237 

— fi3052fi0262    IE    Imp    Repts    3O-37S/B3-13   S,    30-323/03-10   on    B3033Q-0406   & 
29-29  Noncompliance   noted    failure    to   comply   ^/procedural 
requirements    for    processing    of    nonconformance    r»pt»  *    to 
conduct   welder    requal if Icat ion 

CAHLSuN,J  D   ,    HERNANDEZ, 0   H   ,    MEfJDDNCA,  M  M        Region   3.    Office    of 
Director         83/03/19         24pp          18623    174         24X    Fiche    30-273,  B3/03/  IV, 
B3 03240237 

B303240390  Forward*    IE    Insp    Rapt    30-273/33-16   on   B304.25-OS04  No 
none  amp  1  la nee    noted 
FAULKENBEfiRY.  B         Region    3,     Office    of    Director         83/09/20        CRANE,  F    A 

Pacific    Qa*    &   Electric    Co        3pp         1B373    121        54X 
Plch»,  30-273,  B3/03/20,  8303240390 

— 3305240373    IE    Insp    Itept    30-273/B3-16   on  830423-0504  No   noncomp  1  iance 
noted   Major   area*    inspected    action    Initiated    by    licensee    In 
response    to    gouge*    discovered    in   reactor    coolant    pipe 
Datalls  withheld    <ref   10CFR2  79O) 

SCARANQ,R   A    ,     BISHOP,  T  W   ,    MCQUEEN,  A   D        Region   9,    QFflce    of 
Director        B3/03/18        2pp         18373    124        24X  Fiche    30-273,03/03/20, 
0303240390 

B30 3240270   ForiuardS    IE   Mat    Meeting    Repts    30-273/B3-1B   k   30-323/83-14 
OH    B30407    t<    BALP    rept    for    Jul     19B1    -    DOC     1982 

MARTIN, J  D        Region    3,    Office    of    Director        B3/03/23        CRANE,  P   A 
Pacific   CMS   &   Electric    Co        Spp         1B626  511        24X 
Fieht,    30-273,  83/03/23,  B30336Q270 

— B3O3B60B72    IE   Mgt   Meeting    Repts    90-273/B3-I8  (•   30-323/63-14    on  B30407 
Mo    noncompl lance    noted   Major    areas    discussed' 8ALP    rept    for 
Jul    19B1    -   Die    1782, including    design, const  &   operations 
MOHRILL-P   J   ,    KIRBCK.D  F        Region   3.    Office   of   Director        S3/03/BO 
Spp          1B6B6    213         24X    Fiche    30-273, S3/03/S3, B30S260270 


S3O3030271    Foruat-da    Rsv     1     to     "Ver  i  f  ltd  t  ion    of   Met  hanica  1/Nuc  leaf    Design 
of    Corvfol    Room    Ventilation    b    Preasurl  13  1 1  on    Sij  a  L     It 
"Verification    c-*=   Wechani  ca  I /Nuc  1  ear    Design   of   Aullliarij 
Feaduater    Sus,  "    Interim    Tectinitrdl    Repts   2O  ',  S3  \J/o   Rept    20 
KRECHTING.J   E         Stone    S.    Webster    Enginpenng    Corp         33/04/23 
DENTOM.H   P         Office     of    Nuclear    tieactor    Regulation,     Director 
ENGELKEN.R    H         Raoion    5,     Office    of    Director         MANEATIS,  O    A         Pacific 
Gas    fc    Electric     Co          lp  1B30O   O1?!         24X    Fiche    5O-275.  B3/04/2S, 

8303030271 

— B3Q9O302B3    "Ver  i  f  icatlon    of    Macrarilca  1  /Nut  I  ear    Design    gf    Auilllarif 
Fee-duiater    Sy-s,"     Interim    T«ctinlcal    Hept    22 

SESTAW.f7         Stone    d   Webster    Enflinocrlng    Corp         STRATDULV,  D    C 
TeJfirfune    EnglnBerlns    Services          B3/04/2O         Sfipp         IB30O   093         24K 
Fict\e    30-273.33X04/25,9303030271 

63O3O3033B   Forwards    R sv    1     to    "Verification    of   Mac hanical /Nuclear    Design 
of    Control    Room    Ventilation    (.    Prossuriiation   ays,  "    Interim 
Technical    Rppt    2O 

KRECHTINO.J   E         Stone    &    Hebstor.      Inc         83/04/23         DENTON,  H    R         Office 
of    Nuclear    Heactor    Regulation.,     Director         ENQELKEN.R    H         Region    B, 
OfFice    of    Director          MANEATIS,  O   rt         Pacific    Gas    !•   Electric    Co          lp 
1B3O3   329         24X    Fiche    30-37S.  33/04/23,  8305030539 

— B30303O345    Rev     1     to     "Verification    of    Mechanical  /Muc  1  ear    Design    of 
Control    Room    Ventilation    &    Pressuruatlnn   Sijsi"    Interim 
Technical    Rep b    3O 

SEBTAK, F    ,     BTBATOULV. P    C          Stone    6   Uebstsr,     Tnc         B3/04/20         34pp 
18305   230         SAX    Ficrte     5O-273.  63/04/23.  B3O503033B 

030303O373  Forward  a   Rev    I     to    "Diablo    Canyon   Unit    1    Independent    Design 
Verification    PnOSram    Electrical     Equipment    Xlnalgsii,"     Interim 
Technical    Rept   33 

DENI9DM.  E         Robert    L      Cloud    Associates,     Inc         63/04/29         JJENTON,  H   H 
Office    of   Nuclear   Reactor    Regulation,    Director        MrtRTIN.  J   B        Region 
3,    dfflcs   of    Director         WANEATIB.O   H       Pacific   Gas   !,   Electric    Co 
lp          1H301    E93          24X    Fiche    30-275,  33/04/29, 8305030373 

— B3030303B1    Fiev    1    to    "Diablo  Canyon    Unit    1    Independent    Design 
verification   Program  Electrical    Equipment  Analysis,  "    Intarim 
Technical    Rept    33 

DEN IS ON,  E         nooert    L      Cloud    Ajsociatcs,      Inc         P  103-4-93^-033    ROI 
93/04/29         33pp  13301     296          2-4K   Fiche    30-273,33/04/29,3305030573 

030SOSQ2'?'?  Forwards    r'Diab]o    Canyon   Nuclear   Pomer  Plant    Unit    1. 
Independent    Design   Verification   Program.''    final    rapt-  In 
responie    to    Cairimlialon    order 

CDOPEFt,  W   E         Teledyne    Engineering    Services         B3/05/02         DEMTON,  H   R 
Office    of   Muilear    Reactor    Regulation.    Director        MARTIN,  J    B        Raglan 
3.    Office    of    Director         MANEATIS, 0    A       Pacific   Oas   !.   Electric    Co 
2pp  1O337    O01          24X    F(che    30-278,83/05/02,8303030299 

— 830303O303    "Diablo   Canyon    Nuclear   Power  Plant  Unit    I,  Independent 
Design    Verification   Program,"    final    ropt 
»      Tetpdyne   Engineering   Services       03/03/02       i26pp        1B337  003 

24X    Fiche    30-273,  S3/OS/0'2,  B30303O379 

B303200723  CnnniBnts    on   Rev  O    to    Interim  Technical    Rept    <  ITR )    36  *    Rev    1 
to    ITR    3B,  evaluating    StW   audit    of   OF   Atkinson   &   Hlsraer    !- 
Bsckar    const    QA  Closing    out    engineering   open    item   opposed 
Ripti    should    ba    revised 
NOVAK, T    M         Assistant    Director     for    Liconiing         B3/05/OS         CQDPER, W   £ 

Affiliation    Unknown         3p p  13340    092         24 X   Flc*e    30-273,33/03/02, 

8305200733 


-8303260274   Bubmlti    comments    on   draft   SALP    rept    for   Oul    19B1    -   Dec     1903 
4)iicuss*d    at   S30407  meeting   BALP   rept   will    be    used   at    guidr 
for  assigning    priorities   &  allocating    resources    to   maintain 
it    Improve   mgt    controls   It/or    quality    of   uorfc 

CRANE.P   A        Pacific    Oas   f  Electric   Co        83/04/27        MARTIN.J   B 
Ftiglon   9>    Offies    of   Director        2pp         18686'  23B        24X 
Fiche,  30-273,  83/03/23,  B303360270 


B30323020&  Board   Notification   B3-96    forwards    "Independent    Design 
v«rtP ication    Program    -   Semlmonthli/    Statu*    Rept    for  Apr    11B3" 
ic    "Interim  Ts-chnJcal    Rept    42  -   HP   Reedy    Independent   Design 
V«rificatkon    Prooram    Phase    II    ftevleu  t.  Audit 

E18ENHUT.D  0  Division  of  Licensing  83/03/03  PAt-l-ADINO,  N  J  , 
SILINSKY.V  .  AHEARNE,  J  F  Com<nl«*  I  aners  4pp  1B343  OO1  SIX 
FIch«  B-0-27S,  03/O3/03,  B30323020S) 


B303040046    IE    Info   Notice   B3-33,     "Nonrepresentatl ve   Sampling    of 
Contaminated    Oil,"    Svc    lilt    oncl 

JORDAN,E  L.       Division    of   Emergency    Preparedness   (t  Engineering 
R««pon«>    (Post   830103)         B3/03/26  Consolidated   Edison  Co      of    Neu 

York.     Inc         IHpp         1B647   007        24X  Fiche    50-000,  B3/OS/26,  830304OO1& 

R,     Ptrtodlc    operating    reports   &   related    correspondenco 

B3Q91BO427  Advises    that    no    op«n    item   repts    Issued    B30321-040B, 
Individuals   anignid    to    independent    design  verification 
program  computed    acceptable    conflict    of    interest    statement 
BEEDV,  R  F        RF      R^fldyr     Inc        S3/04/13,       DENTON,  H  R        Office    of 
Nuclear   Reactor   Regulation,    Director        MANEATIS.OA        Pacific    0«»    b 
Elvctric    Co        ENOELKEN,  R   H        Rigion   3,    Office    op    Director        2pp 
1B«83-:29B,       24X   Fiche    30-279.83/04/13,8305180427 


8303100173   Pormavils    Rev    1    to    "Verification    of  Audliart;    Feedwater    Sya 
Electrical   De-sign,"    Interim   Technical    Reft   23  t   Rev   1    to 
"Verification  of    Control    flnom   Ventilation   &  Prea*uri ta tlon 
Sui    Electrical    De»l5n, "    Intorlm   Technical    Rept  ?6 
KRE-CHTINu,  J   E        Stona    t.  Webster    Ergineorlng  Corp        B3/03/04 
OENTONiH   R        Office    of    Nuclear    Reactor  Regulation,    Director 
ENQELKEN,R  H        Region    5,    Office    of    DiracCor       MAWEATJS.O   A        Pacific 
Oat    t,    EUctTic    CP  lp  1B377    060         24X    Fiche    SO-273,  83/03/04, 

B303100173 

— -B305100179   Rev    1     to     "V»«-l  f  Icat  I  <tn    af    Au.lliary   FsBi!luat>r    By  S    Electrical 

D*tlgn,  "    Interim  Teentiical    Rept    23  

S£STAK,F        Btone    &   Webster    enaineerlng   Corp        B3/04/29        Stopp 
13377   QbS        a-U    Fiche    30-273,93/03/04,8303100173 

— 8303100133  Rev    1    fco    "Verification   of  Control   Room  Ventilation   S- 
Pmsiurliatian    Sgs    Electrical    Design,"    Interim  Technical 

SESTAKiF        Stone    &   Mobster    Enginearing    Corp        83/05/02        23pp 
18377    099        S4X    Ficho    30-273,  03/OS/04,  B303100173 


94 


DOCKETED  ITEMS 


B30512O2Q3   f&ruiai  d  s    Rev     1     to     Intel  im    Tethr.ica!    .Rept 
of    Effects     of    High    Energy    Line    Cracks    i,    Moderate    E 
Dreals    far     ALII  j  1  iary    Feeduate-r    Sgs    '     CcritroJ    Room 
1    to     Interim    Technical    Rent    24,      "Ver i f i c ation    of    4.,  liQ 
KRECHTING.J   C         Stone    !.    Webster    Engineering    Corp          63/05/09 
DENTQNiH   R         Office    a-f    Nuclear    Reactor    Undulation.     p-1  rector 
ENOELKEN.R    H         Region    5.     Office    of    Director         MMJEATIS.G   A 


"Verl f i cation 
ay    Line 


Gas    *.    ELectrlt    Co 
B303120203 


"P 


13427  10Q    P4*  Fithe  30-2 '3,  63/05/09. 


—  9305120211    F?e\-    1     to     "Ver  i  f  ic:it  i  an    of    Effects,    of    High    fnergg    Line    Crack; 
it    Moderate    Energy    Line    Breals     for    Auiiliaru.    Feedmater-    Sijs    Si 
Contra  ]    Room   Vent  1  I  atl  on    t-    Pressuiiiatnin    Sijs.  "     Interim 
Technical    Hept   21 

SeSTAX,F         Stone    i    Hpbster    Engineering    Corp          83/03/C-3         Slop 
18437    102         24X   Fiche    30-275.  S3/05/O?, 


—  9303120216  «ev  1  to  "Ver  *  if  1  1  ation  of  4,160-Volt  Saf  etij-R 
Elsctrlcal  Distribution  Sijs,  '  Interim  Technical  R?pt  3 
SESTAK.F  Stone  fj  Webster  Engineering  Corp  83/05/0-1 
18437  124  24K  Flche  5O-273,  S3/O3/O9,  B3QS12Q203 


2Spp 


330323021i.   Board    Notification    B3-65    fa 
verl  f  ication    program 

EE56NHUT,  D   G         Division    of    Licensing 
8IL1NSKV.  V    .     AH  EAR  WE,  J   F         Ccufniss  i  on 
Flche    50-275.93/05/11.8305230216 


jardi    info    Items    re    design 


8T/03/JJ 

rs         4pp 


PALLAD1NQ, H   J    , 
001          24.X 


—  6303230224    Forward!    (lev   O    to    "Diablo    Canyon    Unit     I     Irid  spend  etit    Design 
Verification   Program  -    HJCsr  •'    interim   Technical    Rept    43 
OENIECN,  E         Robert    L      Cloud    Asaociatas,      tne          B3/O4/13 
DENTON.HR         Oft  Us    of    Nuclear    Reactor    Regulation,     Director 
MARTIN.  J   8         Region    3,     Office    of    Director         MArJ£ATIS,  <J   H         Pacific 
Gas   *   Electric    Co          Ip          10544    163         2dX   Fiche    50-375,  03/05/1  1, 
83052.10314! 


3305340239   FoTWard*     "Diablo  Canyon    Verificstton    Progranii"    gemlmonithly 

Status    Rept    37    for     period  630419-0509   Rept    fiubraiCteif    per    NRC 
Drd»r    CLI-31-30 

CRANE,  P   A        Pacific    Gas    &  Electric    Co        03/O3/13        DENTON.  H  R 

Office    of   Nutlear    Reactor  Regulation,     Director         MARTIN,  J   B         Riglon 


3,     Office 
B30324O338 


f    Director 


Ip 


183"B   2<?1          24X    Fiche    30-273,33/03/13, 


— 9303240342   "Diablo    Canyon    Verification    Program, 
Rapt    37    for    period    B3O417-O309 

»      Pacific    Qas    &   .Electric    Co         B3/0&/13         iSp 
Flche    30-273,  &3/05/13, B305240S3B 


Semimonthly   Statin 
1B54B   332         34 X 


8305300358  Forwards    "  I  rvdopendent   Design   Verification   Program  Final 
Rept,  "    second    draft     submittal     Neit    sufjmtttal     scheduled     for 
B3O33O   Final    submlttal    scheduled    for   830610 

CCOPER.  W   E         Telctfune    Enalneering    Services         B3/03/16         DENTON,  H   R 
Office    of    Nucleai     Reactor    Regulation,     Director         MARTIN,  J    &         Region 
5.     Office   of    Director         MANEATra.G  A        Pacific    Gas    b  Electric    Co 
2pp          1B51B   OI&         34X    FlcJiB    30-275.  B3/03/I  f>.  SJO530035S 

—  930Sa003i4    "Independent    Design    Verification    Program   Final    Rapt," 
second    draft    sutivlttal 

»      Teledyne   Engineering    Services        83/OS/li        73pp         1B31S  013 
24X    Flche    30-27^03/05/16.8305200338 

3309230213   Foriuards   Rev    1    to    "Ver  i  F  icatton    oP    Instromant    ti  Control 
De»lgn    of   Control    Room   Ventilation  f,   Pressur  i  zatton   Sys,  " 
Interim   TEchnical    Ftept    23 

KRECHT1NQ.J  E        Stone-   &  Weoster    Engineering    Carp        B3/03/1B 
DENTON-H   R         Office    of    Ni/CleaT     Reactor    Regulation,     Director 
rWRTIN.J   0         Reolon    5,     Office     of    Director         MdNEATIB.O   A         Pacific 
Gas    !.  Electric    Co         Ip         16339    14S        24X   Fiche    3O-373,  B3/03/1B. 
8305230S  1  3 


83Q516O1B5   Board    Notification    P3-6B    forwards    Teledyne    Engin&orlng    Svcs, 
"Diablo   Canyon   Nucleai     Potuer    Plan  t,  Unit     1,  Final    Rept. 
Cndepsnitent    Oesljn    Vcr  i  f  1  ca  1  1  nil    Program    "    Final     installment 
of   rept    scheduled    for    lubnittal    bij    330630 

r,  D   G         Division    of    Licensing          83/05/12         PA1LAQIHQ,  H    . 
.     AHErtRME.J         Comrni  3  s  f  oners         3r.p          I  B174    339         24X 
Flch*    30-275,93/03/12,6303160135 

B305170S1!    Foruards    Rav    1     to-    "Uei  i  f  icat  I  on    of    Pressure,  Temp,  Hfmi  d  i  tg    fc 
SuhraBFgsnce   Environ    Used     for    Baf  ety-ffela  ted    Equipment    Spec 
Outside    Containment    for    Auxiliary    Feeduiater    Sja    i,    Cnntro! 
Room         i"     IntETim    Technical    Kept     14 

KRECHTIflG.J   E         Stone    b   Uebster    Engineering    Cdrp         B3/O5/12 
PENTOW.  H   S         Dfflca    of    Wut  1  ear   fieactor    Rsgulatlon,     Director 
ENCELKEN.R    H         fttglon    3,     Office    of    Director         MANE  ATI  9.  G    A         Pacific 
Oos    t   Electric    Co          Ip          ISflfcS   323         24X    Fiche    50-373.63/05/13, 
S303  170911 

—  B305I70S17    Rev    ]     to    "Verification    of    Fres  sure,  Tempi  Humid  i  t(J    t 
Subme-rgence    Environ*    Used    For   Safety-Related    Equipment    Spec 
Outside   Con  tainififtnt    for   Aoilliarij    Feedwater    Sys   &   Control 
Room    Wentt  latino         ,  "     Interim   Technical    Rept     14 
SESTflH.F   j    3TRATQULV.B   C        Stone    ^    Webstor   Engineering    Coi-p 
83/05/0^         45pp          18469   324         24X    Ftcfi*    50-275,83/03/13,3303170511 

63051B0377    Advlsoa    that    no    open     item   repts     issued    since     last 
«  ami  month  ]  y    rept 

KHECurtUO.J   E         Stone    i,    WebsteT    Engineering    Corn          B3/05/13 
BENTDM.H   R         Dfffce    c-f   Nuclear    Reactor    Hegulatlcin,     Director 
MANEflTIS,  I?   rt         Pacific    Caa    !.   EJettric    Co         hfftflTIN.  J   B         Region    3. 
Office    of    Director          Ip          1849O    344.         BIX    Fiche    30-373,  B3/03/1  3. 
B3Q51£i0377 


—630323023!  Fiev  1  to  "Ver  i  f  ica  t  Son  of  Instrument 
Control  Onom  Ventilation  (•  Pre  s  suri  jat  ion  Sijs 
Technical  Rept  SB 

SESTAK.  F       Stone    fc   Webster   Engineering    Corp        B3/03/13 
SB3-3?    146         24X    Flch&    SO-573.  83/O3/1S,  8305230213 


Control    Design    of 
Intarim 


30pf 


0303330336   For  ward  a    Rev    1     to    "Verification    of    Instrument    &   Control 
Deilgn   of   Auiltiartj    Feeduiater    Sye,  "    Interim   Technical 
Rfrpl    S7 

KFfECIITING.  J   E         Stone    a    Webster    Engineering    Corp         83/03/18 
DENTONiH  R       Office    a*   Nuclear    Reactor   Regulation,    Director 
MARTIN,  J  D        Region    3,     Office    of    Director        MANEATIS,  0  A        P4Cific 
Gas    !<    Electric    Co          Ip  13537     1O2         24X    Fiche    50-275,  03/O5/1B, 

830533*356 

—  S3O3230559  Rev    1,     "Verification    of    Instrument    fe   Control    Design   of 

Auitllarg   Feeduater    S<J5,"    Interim   Technical    Rept    27 
BEBTAK.F       Stone   &   Webster   Engineering    Corp        83/O3/13        37pp 
18337    103        S4X    Flche    30-275,33/05/18.6303330336 

9305SS0066    Board    Notification  SS-fi1?    forwards    technical    repts    S. 
transcript    of    B3O304    public    meeting    re    design    verification 
proflram 

EISENHUTj  D  0  Division  of  Licensing  B3/03/1B  PALLADINO,  N  , 
OILlrTSKV.V  .  AHEARNE,  J  Commissioners  3pp  18393.001  SAX 
Ftcho  30-273,83/05/13,3303230066 

—  83052301B6   Transcript    of  830504    public    meeting    to    revieui  design 

verification    project    in    San   Francisco,  CA  Pp    1-236 

*      CommlEsionBrs          33/03/04          43pp          1B393-OO3         24X 

Flehe    30-373,33/03/18,8303230066 


B3091BQ395  Foruiardi  "DUblo  Canuori  Nucl 
Inifependent  Design  Verification  Prc-gr 
B»mlmonllily  rept  for  May  1933 
CODPER.W  E  Teledijne  Eng  ineer  Ins  Ser 
Office  of  Nuclear  fieactor  Regulation, 
9,  Office  of  Director  MAMEATfS.O  A 


ear    Pouer    Plant, Unit     1. 
sin,  "    second   Friday 

Jite-i         B3/O5/13         DENTON,  H   R 
IMieclor        (IflRTIN.JB        Region 
Pacific    G-as   %   Electric   Co 


Ip 


18183    303         24X   Fiche    5O-275.  63/O9/13,  B3OS1QO393 


Foruarils    Rev  D    to    "Add  I    Verification    of   Redundancy    of 
E<iuipm»nt    &  Pouier    Supplies    in   Shared   Safety-Related    Sys," 
.Interim    Technical    Rept    45    Heating    announcement    encl 
KRECHTIN3. J  E        Stone    &    Webster    Engineering    Corp         B3/09/2O 
DENrON.H    R         Office     of    Nuclear    Reactor    Regulation,     Director 
MANEATIS.  S   fl         Pacific    Qas    fe   Electric    Co         MARTIN,  J   u         Region    3, 
Office    of    Director          2pp          10535    328         S4X    Flche    50-275, 83/O5/SO. 
6303330466 


—  8305160*03    "Diablo   Canyon   Nuclear  Power   Plant, Unit    I,  Independent    Design 
Verification  Program,"    second    Friday    semicnnntMy    rapt    for 
May     17H3 

»      Teledyne    Engineering    Services         B3/03/13        2Sp p         IB4B5  304 
SAX   Flclie    50-373,  &3/03/I3,  330313O395 


— B30S330467  Rev  0    to    "Ad dl    Verification   of   Redundancy    of   Equipment 
Pouier    Supplies    In    Shared    Safety-Related   sys,  "    Interim 
Technical   Rept   45 

BESTAK.  F        Stone    b   Uebater  engineering   Corp        83/03/17         17pp 
19S33   S30        24X   Fich«     SO-273,  B3/OS/20.  8303230466 


330&I00417    Forujards    R*v   0    to    Open    Item   Repts     1131    *     1123    for    Mau     S9B3 
Responllble    individuals   asiigneif    by   RL   Cloud    have   completed 
acceptance    statement    re   potential    or   apparent    conflicts 
of    interest 

DEWrSDN.E         Robert   L      Cloud    Associates.      Inc         83/OS/ 1 3         DENTDN,  H   R 
Office   of   Nuclear    Reactor   Regulation,     Diiector        MARTIN,  J,  3        Region 
3,    Offiie    of   Director        HAHEATIS,  0  H        Pacific    Gas  *   Electl-ft    Ca 
3pp          1B4S9   353         24X   Flche    50-275,83/09/13,3309(00417 


B3OS310la&   Foruards   Rev    1,  to       "Verification    of  Fire   Protection  Provided 
for   Auxiliary   Feecfuater    S(js,  Control    Room  Ventilation   it 
Praisuri  lation   BUS,  Saf etij-fiplated    Portion   of    4160-Volt 
Electric    Sijs,"    Interim    Tschnical    Re-pt    10. 

KRECHTINO. J   E         Stone    t    Webster    Engineering    Corp         83/09/26 
DENTON-H  R.       Office    of    Nuclear    Reactor   Regulation,     Director 
MrtNEATIS,G.A       Pacific    C«s    &  ElectTic   Co        MARTIN,  J  B        fteslln    5, 
Office    of    Director  Ip.         18632    347         24X    Fiche    5O-373, B3/03/26, 

6305310196 


DOCKETED  JTEMS 
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— 8305310191    Rev    1    to    "Verification    of    Fire   Protection  Provided    foi 
Auilliary    Feeduater   Sus. Control    Doom  Ventilation   f< 
Presiurliotlon, Sys. Safety-Related    Portion    of    4160-Volt 
Electric    Sys,"    Interim   Technical    Rept    IB 

SESTAK.F         Stone    &   Webster    Engineering    Corp         B3/QS/24         38p  p 
1B652    349         24X    Fiche    SO-973,  B3/O3/S6,  83033101B6 

3     Heportable    occurrences,    LEHs    &   related    correspondence 

B305O3D313   PNS-V-B3-O03    on   330426, reg 1  on    dispatched    reactive    insp     team 
to    revlem    findings   !•   status    to    date    of    licensee 
Investigation    of    safety    significance    of   recent   vandalism 
event    an   83O419    involving     gauges     in    coolant    pipe 
rtCQUEEN,  A   D    ,     NOHDERHMJG.L    n         Region    3,     Office    of    Director 
83/04/27         Ip          18297    069         24X    Fiche    50-275, 93/04/27. B3Q503O313 

0309060590  PMO-V-83-017   on   830302,6   3  Itichter    scale   earthquake    occurred 
jpproi    Q3   miles    from    facility    No    damage     identified    Strong 
motion    seismic    recorder    not    actuated    Media    Interest 
i  ipec  ted 

KIR8CH,DF        Region    3,    Office    of    Director        B3/05/O3        Ip 
18349    037         24X    Fiche    30-273,83/03/03,8303060380 

S3032AO397  LEfi   B3-004/OBT-Q    on   B301 19,  gr  ind  Ing    wheel    tt  rotary    file, 
fouDBi    Pound    on   main   coolant    ays    piping    on   main   coolant    pump 
3    (fiaeharge    Bide    Caused    Intentionally    by    unknown   persona 
Goitgot    removed    by    grinding    Si   blending    U/B30303    Itr 
KELLV,  M   J   ,     BH1FFER.J   D         Pacific    Oaa    ft    Electric    Co         33/03/03 
MARTIN, J   0         Region    3,     Office    of    Director         3pp          18349   373         24X 
Fiche    30-273.83/03/03,8303240397 

S3Q31&0009  PNO-v-83-021    on   B3O429,leali    discovered    in   component    cooling 
u-ater    piping    sys    Caused    bij    potentially    inadequate  welds    in 
pipe    ipoal    Visual    insp    ii  NDE    to    be    performed    to   verify   weld 
integri  ty 

KIHSCH,  O  F        Region    3,    Office    of    Director        03/05/10        Ip 
IS436   O31          24X    Fiche    30-373,  B3/03/  10.  B303I6O009 

B3031301B7   PNO-V-83-022    on    83O309. while    porformtno    addl    ultrasonic 
»ram*jRCS   piping    in   area    of    one   uield    determined    less    than 
min,   wall    thickness    specified    by    code   Caused    by   uelds   being 
(jround    smooth    during    original    preservlce    eiam 
K1RBCH. D  F        Region    3,     Office    of    Director        83/03/11         Ip 
1B431?   34.7         24X    Flche    30-273,  83/03/1 1 ,  B30S1301B7 


— 830S1OO1J1    Responds     to    811113    Itr     re    imp  lit  at  ions     of    recent    seismic 
design    errors    at    fdciliti]    Due    to    dpsign    errors, util     license 
suspended    Qn    Bill!1?    pending     completion    of     independent 
dealer,    roviem    t    receipt    of     schedule    fur     Completing    mods 
PALLADINO.N   J         Comml  s*.  i  oner  s          32/nS/Ol          DINGELL,  J    D         House    of 
Rep     ,     Energy    !•    Commerce          Spp  1B375    ??B         3-" 

fiche    50-000:83/03/39,8305100124 


DOCKET    50-2/7    PEACH    BOTTOM    ATOMIC    POWER    GTA'ION,     UM1T   2 
F      Security,     medical,      emergency    (.    flic    protection    plans 


B3OS040716    Summari)     of    Q3O4O5   mfietin?    ki/util     in.    nethHsaa.HD    r  B    stat 
of    App    Ff    concerning     fire     protection,    program    mods    at 
fflcll  1  tij 

GEARS,  >}    E         Operating    Reactors    Br^citn    4         S3/O4/2^  Op  erst  Ing 

Reactors    Branch     4          3pp  IB333    IQt,          24X    Fiche     SO-377,  B3/04/2S, 


93O3  10033?    Qeacribe-3    plans     for    c  orop  1  e  t  ]  tig     file    protection   mods   re 
Bections     111     F.   Ill    O,   [I]     J   '.     Ill    K    of    App    R    Elections 
requested    for    schedule    relief     to    (iBimit    complotion    of    mods 
bij    certain    dates    Justification    For    operation    provided 
DOVER.  V    S         Philadelphia    Elect!  Ic     Co         a3/03/OS         EISENHUT.DG 
Dlviaion    of    Licensing          6pp  1B379    O31         ?4X    Fiche    5O-277.  B3/O3/OS, 


EJ3031S0034    Geneirlc    Ltr    83-31     to    all     llreiiices    of    operating     reactors, 
applicants    for    OLs    J,    holders     oF    CPi    re    clarification    of 
accass     to    control     procecfures     for     lam    anf  orceinont    visits 
Svc    1  1  a  t    enc  1 

E1SENHUT,  D    B         Division    QF    Licensing          83/O5/1  !  Consolidated 

Edison    CD       DP    Neu    York,      Inc  I6pp  1354O    O93         24X 

Fiche    30-000,03/03/11,8303110034 

B303190322   Notification    of    93O536   mc-etir-g    ui/uti  1     in    Bathesda.nD    to 
dl  scuss    al  torsia  1  1  ve    safe    shut  douii,  App    R 

GEARS,  0         Operating    Reactors    Branch    4         93/03/17         3TOLZ,  J 
Operating    Reactors    Uranch    4        2p  p         13320    196        24X 
Fiche    30-2/7,83/03/17,03091^0392 


Q      Adjudicotory    c orrespond ence 


B305270S49   LER    S3-003/03L-0    on   8304 14. control    operator    unable    to 
achieve    satisfactory    check    source    reading    on    liquid   radwaste 
dlicharje    line    radiation   monitor    (HE-IB)    Caused    by   missing 
check    inurce    from  moni tor  ing    mechanism  W/830S13    Itr 
8H1FFER.J   D    .     KELLY,  W   J         Pacific    Oas    t.    Electric    Co         83/03/13 
MARTIN,  J  D        Region    3,    Office    of    Director        4pp         1B637    152        24X 
Plena     50-373, B3/O3/13.  S3O327O249 


T      Hearlns    transcripts    on    non-antitrust   matters 


B3.0311O073   Transcript    of   830419   public    meeting    re    component;   cooling 
mater    lys    in   San   Francisco. CA  Pp    1-121 

•       NRC    -   No    Detailed    Affiliation    Given         B3/04/19         I34pp 
18434,113         34K    FIcha    30-273,  83/04/11?.  S30S1 10093 

3305120&11    Board    Notification   B3~37    faruiarils    Info   re   component 
cooling    uater    sys    discussed    at   B3O419  meeting    m/PGI-E    In 
San    Francisco,  CA 

E1SENHWT,  D   0         Division    of    Licensing         33/03/04         PALLADINO.N    J    j 
OILINBKY,  V    ,     AKEARNE.J         Commissioners         3pp          18440   228         S4X 
Fiche-  30-273j  63/03/04,8303120611 

— 8305120631    Transcript    of   B3O419   public    meeting    In   San  Franciso.CA   re 
r«vloiu   of   component    cooling    mater    ays   Pp    1-121 
•*       ConimiBEloners         83/04/19         123pp          18440   231         24 X 
Fiche     30-378, 83/03/01, B3O312061 1 

a 30 52 SO 06-6   Board    Notification   83-69    forwards    technical    repts   & 
tr*n«crlpt    of   83030'J    public    meeting    re    doaign   verification 
pr-ogram 

EISENHUT.  D  0  Division  of  Licensing  83/03/18  PALLAD1HO,  N  , 
OILINBKY.V  .  AHEARNE,J  Commissioners  3pp  1B39S  001  34X 
FI«ha  30-273,83/03/18,8303230066 

—  B3O323Q186    Transcript    of    B3O3O4    public    meeting    to   revlaui   dtilgn 
verification    project    in   San   FranclscOiCA  Pp    1-236 
*       Commissioners         83/03/04         43pp          18S93   003         24X 
Fieh«     30-273,83/03/18,8305230066 


IT      CongrBislanal /Executive   Correspondence 


B30S1-001S4   Supplemental    testimony    of   JC  Keppler    re   flA 
KEPPLER.  J  0        Region   3,    Office    of   Director        S3/03/23 
1 S3 75.  197         34X    Fiche    30-OOO, 83/03/23.  83O3100124 


6pp 


8304010470  Order    eitendlng    time    until    030428   For    Commission    to   act    ta 
review   ALAIi-701    CopuniaB  i  oner    Ahearno    dissantlno    VIBUIS    encl 
CHILK.S    J         Office    of    the    Secretary     of    the    Commission         83/03/31 
Commissioners          3pp  17907    O49         34X    Fiche    5O-000, 83/03/31, 

B304040470 

r 

B303060230  Order    extending    time    until    03O913   for    Commission    to   act    to 
review   AL/iB-701 

HOYLE. J  C        Office    of    the   Secretary    of    the   Commission        B3/03/O3 
Comralagioners         Ip         Jfi34S    \1f>         34X    Fiche    SO-000. 63/03/05, 
B3030i.0230 

B3O313006O    Response    opposing    IntoTvenor    motion    for    recuBation  Motlo^n 
doos    not    specifically    discuss    reasons    why    prior    activities 
may    constitute    conflict    of    interest 

PALf.ADINO,N   O         CominJ  is  lonora          93/03/11          2pp  18^36   3HB         24X 

Ticne    30-000.  B3/O3/ S 1,  flSOS 13006O 

BGD313O061    Order     e>tentilng    time    until     8305^0    for    Commission    to    eft    to 
revieu    petition    for    ravleu    of    ALAQ-701 

CHILK, S    -J         Office    of     the    Secretary     oF     the    Commission         83/O3/1? 
Commisaloners          Ip  13137    O33         24X    Tichp    5O-000, 83/O3/ 12. 

93031300^1 

83O320096D    Order     extending     time    until     B3O527    for    Commission    to    act     to 
review    iJitervenor    321227   p»tition    for    revleu    oF   ALAB-701 
CHItK-B  J        Office    of    the    Secretary    of    the   Commi sslon        B3/03/17 
Commissioners  Ip  1B314    283         2AX   Fiche    SO-OOO. B3/O3/19, 

8303200360 

8305310017   Memorandum  t.    ordei-    to    hold    decision    In   ALAD-701     in  abeyance 
until    Commission    complete!    revleui  o F   U  mill    tailing)    pike 
requirements    d    of    rulomatings    to    CQuform  ComintBEion 
i-eqiriremtnts    to   EPA    stds   -Separata   J   Ahearne    statement    one  1 
CHILK.S    J         OFFite    of     the    Secretary     of    the   Conimi  s  a  ion         83/03/27 
llpp  13633    311          S4K    Fiche    30-OOO, B3/OS/B7,  B303310O17 

J      Insurance  ?c    Indemniti/    in  Format  Ion 

B3033>103O7    Foryard*   Endorsements    1.2    t.  3    to  MAELU   Certificate!   M-8  i 
M-9    for    seec-ndary    f  i ctanc  lal    protect! oji 

BRADLEY,  E  J        Pli  i  lailelph  ia    Electric    Co        83/03/17       SALTZIWI.  J 
Assistant    Director    for   State    &   Licensee   Relations        41pp         1B518    141 
34X   Ficha    90-377. B3/03/1 7.  BJ032403O7 
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6309130203    FaT-nidi-ds    Rev    1     to    Interim    Technical    Flept    SI.     "Vari  t  i  cat!  on 
ttf   Effects    o*    High    Energy    Lin?    Cricfcs    6    Moderate    Energy    Line 
Breaks    for    Auilliarij   Peeduatsr    Sys    ',    Contro]    Roam         "    t,    Rev 
I    to    Interim  Technical    Hept    21.     "Verification    of    4,  I 6O  " 

KRECHTINO,  J  E  Stone  f,  Webster  Engineering  Corp  93/O5/Q9 
BEWGN.Hfl  Office  of  Nuclear  Reactor  regulation,  Director 
EM5ELKEN.R  H  Region  S,  OfFica  of  Diroctor  flftNEATIS, Q  A  Pacific 


Gai    *•  Elettrlc    Co 
S3 D& 130203 


1B437    100 


Fiche    SQ-2'5,  83/03/0?, 


— B30S120211    RPV    1     to    "Ver i f ica t i on    of    Effects    of    High    Energy    Uine   Cracks 
*>    Moderate    Energy    uine    Breaks     tor    Auxiliary    Feedualer    Sy*   & 
Control    Room   Venti  Sat  ion    !•   Pressuriiation    Sys,  "     Interim 
Technical    Rept    21 

SESTAK.F         Stone    t,   Webster    Engineering    Corp          B3/05/O3         3lpp 
1B427    102         34X   Fiche    30-275.  &3/O5/Q9.  B305I30203 

— 0303120216   Rev    I     to    "Verification    of    1,  160-Valt    Safety-Related 
Glect-riea]    Distribution    Sys,  "     Interim    Technical    Rept    24 
SESTAK.F         Stone    4    Webster    EngineeTing    Corp          B3/05/04         23pp 
18427    124         24X    Fiche    50-279,  63/03/09.  93Q5I202Q3 

B3Q33302i&    Board   Notification    83-65    forwards     Info    items    re    design 
veri  fits t ion   program 

EISEHHUT.D  fi  Division  of  Licensing  03/03/11  PALLrtDINO.  N  J  . 
GILINSKV,!/  ,  AtKf.RHE.~l  F  Commissioners  4pp  18344  O0I  24X 
Fiche  3O-373,  83/03/11,8305230314 

— B30323O324    Forwards    Rev    O    to    "Diablo    Canyon    Unit     1     Independent    Design 
Verification  Program   -    HXs,  "    Int«rsm   Technical    Rept    43 
DEM  I  SON ,  E         fiobert    L      Cloud    Associates,      me         93/04/15 
DEMTON.H   R         Office    of    Nuclear    Reactor   Jtegu  lati  cm.     Director 
MftRTlN.J    Q         Region    5,     Office    of    Director         MANEATIS.G    H         Pacific 
Gai    i.    Electric    Co          Ip          1B344    163         24*    Pith*    30-275,83/05/11, 
3303530216 

&30314OI99   Ooarij    Notification   B3-4B    forwards    TBled"jne    Erg  I  near  ing    Bvc  s  , 
"Diablo    Canypn    Nuclear   Pouer   Plant, Unit    1. Final    Kept, 
Independent    Design    Verification    Program    "    Final     Installment 
of    rept    scheduled    for    submittal    bu    B30f.3O 

EISENHUT.D  0  Division  of  Licensing  33/05/13  PflLLADINO, N  , 
OrLINEKV,  V  .  AHEttttHE.J  Commi  ss  i  oner  a  3pp  18474339  24X 
FicliB  3O-275.B3/05/12,  B303160I9S 

63&317O51I    Foruiards    Rev    1     to    "Verification    of    Pressure,  Temp ,  Hum!  d  t  ty    t< 
Suomergenc  B-   Environs    Used    for    Safety-Related    Enujpment    Spec 
Outside   •Containment    For    Auiillary    Feedujdter    Sys    &   Control 
Room         ,"     Interim    Technical    Kept    14 

KRECHriMG.  J   E        Stone   I.   Habster    Engineering    Corp        S3/O3/I2 
DENrOM,H    R         Office    of    Huclear    Reactor   Regulation,     Oirector 
ENCELKEN."   H         flepion    S.     Ofrice    of    .Director         WANEATIS.Q   A         Pacific 
Cas    t,   Elettrit    Co          Ip          19468    323         MX    Fiche    30-375, 83/03/12, 
B30317Q31I 

— B305170517   Retf    I    to    "Verification    of    Pressure. Temp, Humidl ty    t 
Suhjuergence    Environs    Used     for    Safety-Related    Equipment    Spec 
Outside    Containment    for    Auiiliary   Feeduater   BIS    t  Control 
Room   Ventilation         ,  "    Interim    Technical    Rept     H 
SESTrtK.F   .    STRATdULV,"   C         Stone    i   Meoater    Emg inaer I ng    CDrp 
83/03/O"?         -130P          1B46B   334         31X    FlqhP    50-275,  S3/09/  IS.  B30S17051 1 

9303160377   Advice  i    that    no   opart    Ufa  repts    isiue-d    since    last 
s  tin  i  month  ly    rept 

KftECHTIWO.J   E         Stone    (<   Webstep    Engineering    Corp         83/OS/13 
DEMIONrH   R         OfMce    of    Nuclear    Reactor    Regulation,     Director 
HAMEATIS.  G    A         Pacific    Oas    «.   Klectric    Co         MARTIN,.!    B         fioaion    Sr 
QFfi(q    of    Director          Ip          IB49O   34i         24K   Flchs    S0-S75r  B3/03/13, 
8303(80377 


S30524023B   Forwards    "Diablo  Canyon    Verification    Program,"    SemifflontJl  ly 

Status    Rept    37    for    period  830419-OS09   Rept    submitted    pep    NHC 
Order    CL1-B1-30 

CRANE.P  A        Pacific   Sas   t  Electric    Co        03/09/13        DENTON, H  R 

Office   of   Nuclear  Reactor  Regulation,     Director        MARTIN,  J  0        Rsolon 
5.     Office    of    Director         Ip          1B548   32!          24X    FichB    30-275,83/05/13, 
3309240238 

— B3Q9S40242    "Diablo    Canyon   Verification    Program,"    Semimonthly    Status 
Rept    37    for    period    B3O419-O309 

*      Pacific    Gas    (*   Electric    Co         S3/O3/13         4Spp          18543    222         24X 
FIChe    30-373- 63/05/13.8303240236 

H30520033B  Foriiiards    "Independent    Design   Ver  i  f  icat  ion   Program  Final 
Rept, "    second   draft    submittal    Neit    submittal    scheduled    for 
Q3D93O   Final    submittal    scheduled    for    B3O6TO 

COO  PER,  W   E         Teledyne    Engineering    Services         83/03/li,         DENTQN.  H    R 
Office    of   Nucleai     Reactor   Regulation,     Birector         MARTIN,  J   B         Region 
5.     Office    of    Director         MANEATIS.O   A         Pacific    Gas    (.   Electrie    Co 
3pp          I851B   016        ?4X   FJche    SO-273,  B3/03/ 16,  B30320035Q 

— B3052O0364    "Independent   Design  Verification   Program  Final    Rept," 
second   draft    aub/nittal 

«      Teledijna   Engineering    Services         B3/O3/16         73pp          1B31S   OIB 
34X    Fiche    SO-275,  03/03/16,  8303200358 

8303230213  Forwards  Rev    1    to    "verification    of    Instrument   (.  Control 
Design    of   Control   Room  Ventilation   fc  Presfluri  jat  ion   SOB," 
Interim  Technical    Rept    2B 

KRECHTING,J  E        Stone   t,  Webster    Engineering    Corp        83/03/1B 
DENTON, H   R         Office    of   Nuclear    Reactor    Regulation,     Director 
MftRTIN,  J   B         Region    3,     Office    of    Director         MANEATISiO   A         Pacific 
Oa-j    ft   Electric   Co        Ip         1B539    143        24X   Fiche    50-275,  B3/O3/18, 
Q3O5-23O213 

--S3D323OE3I    Rev    1    to    "Verification   of    Instrument    t.  Control    Design    of 
Control    fioom  Ventilation  J,  Pressuri  lation   Sys,  "    Interim 
Technical    Rept   2B 

SE3TAK,F         Stone    &   Webster    Engineering    Corp         83/03/13         SOpp 
1B339    146         24X   Fiche    50-275,  83/03/18,  B305230313 

B3Q3H3O336   Foriuards    Rev    1     to    "Verification    of    Instrument    &   Control 
Design    of   Auiillary    Feediuater    Bys,  "    Interim  Technical 
Rept    27 

KRECHTING.J  E        Stona    t  Webster   Engineering    Corp        83/09/18 
DENTON,  H   R         Office    nf    Nuclear    Reactor    Regulation,     Director 
MARTIN.  J  0        Region   5,    Office   of    Director        MANEATIS, O  A        Pacific 
Oas    &  Electric   CD        Ip         10337    102        24X  Fiche    50-275,03/05/10, 
0305230556 

— B30323O537  Rev   1,     "Verification   nf    Instrumant    t  Control    Design   of 
Auirliiary   Feeduater   Sys,  "    Interim  Technical    Rept   27 
SESTAK.F        Stone   !•  Webster   Engineering   Corp         03/05/13        37pp 
18337    103         34X   Fiche    30-275,  03/O5/1B,  83O323O336 

0303250066   Board   Notification  03-69    forwards    technical    repts    & 
transcript    of    030504    public    meeting    re    design    verification 
prouram 

EISENHUT.D  0  Division  of  Licensing  B3/03/IS  PALLAD1NO, N  i 
QILINSKY,  V,  AHEARNE-J  Commissioners  3pp  1S399  001  34X 
Fleh«  30-273,83/05/18,0303230066 

— B3D5SSO1G6   Transcript    of    B30304    public    meeting    to    review    design 
verification    project    in   San   Francisco, CA  Pp    1-236 
»      Commissioners         03/03/04         43pp          10395   OO5         34X 
Fiche    30-273,83/03/18,  8303230O6fi 


9305100395   Foi-uards    "Diablo    Canyon   Nuclear    POIUET    Plant, Unit     1, 
Independent    Design   Verification    Program.,"    second    Friday, 
semimonthly    rept    for   May    I9S3 

COOPER,  W   £         Tel«dvne    Engineering    Services         B3/03/13         DEMTDN. H   R 
Office    of    nuclear    Reactor    Regulation.     Eli  lector         MARTIN,  J   B         Region 
5.    Office    if    Director        NAtCATIS.G   A        Pacific   Gas    &  Electric    Co 
Ip          19403    303         24X   Fiche    30-275.  93/03/13.  B3051B0395 


B3Q923O466  Forwards   Rev  0    to    "Addl    Verification   of   Redundancy    of 
Equipment    b   Pouer    Supplies     in   Shared    Safety-Related    Sys," 
Interim    Technical    Rept   49  Meeting    announcement    encl 
KRECHTlNGiJ   E         Stone    &   Webster    Engineering    Corp          03/05/20 
DENTONiH  R        Office   of   Nuclear   Reactor   Regulation.    Director 
MANEATIS.  <?   A         Pacific    Q«s    J.   Electric    Co         MARTIN,  J   B         Region    3> 
Office    of    Director         Spp          1B305   22B         B4X    Fiche    30-275.33/05/20, 
8303230466 


— 9305180103    "Diablo    Canuon   Nuclear   Power  Plant. Unit    I .  Intfepandent    Design 
Verif  ica-tion   Program,  "    second    Friday    sefflimonth  lu    rapt    for 
May    I"JB3 

»      TeSedyne    Engijieerlng    Services         S3/05/13         2Bpp          18^85    304 
34K    Ficfie    50-275,  93/03/13,  83031BO395 


— 83033304.67  Rev  0   to    "Artd!    Verification   af   Redundancy    of    Equipment 
PoLier    Supplies    In   Shared   Safety-Related    Sys.  "    Interim 
Technical    Rept    4.5 

SESTAK.F        Stone   &  Webster  Engineering    Corp        B3/O3/17        17pp 
103B9   230         34X    FiCht    3O-373. B3/O5/20. B30325O466 


630 3 1804 17   Foruiards    Rev   0    to    Open    Item   Repts    1131    &    1122    for    May     1963 
Responsible    individual*   assigned    by   RL   Cloud    have    completed 
jecep  t-anc  &    statement   re   potential    or    apparent    conflicts 
of    interest 

D-ENI9DH,E         (Robert    L      Cloud    Associates,     Inc         S3/O5/13         DENTON,  H   R 
Office    of    Nuclear    Reactor   Regulation.     Director         MARTIN,  J,  B,        .Region 
9,     Office     of    Director         MANEATIS.O   H         Pacific    Gas   *    Electric    Co 
Spp          1B4S3   353         24X    Fiche    50-273,  83/O3/13, B3031B0417 


S3O33t018&  Forwards   Rev    I.  to      "Verification   of  Fire    Protection   Provld*d 
for   Auxiliary  Feeduater   Sys. Control    Room  Ventilation   d 
frsssuriiation  Sys, Safety-Related   Portion    of    4liO-Volt 
electric    BIJS,"    Interim  Technical    Rept    18 

KHECHTINO.J  E        Stonr   fc  Webster  Enflineerlng    Corp        83/O3/36 
DEMTOM, H  R        Office   of   Nuclear  Reactor  Regulationi    Director 
HANEATI3,  C   n         Pacific    Gas    &   Electric    Co         MARTIN,  J   Q         Region    3' 
Office    of    Director         Ip         18633  347        24JC  Fiche    SO-273.  B3/O3/26. 
9303310186 
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—  930331O191     nev    1     to    "Verification    of    Fire    Protection   Provided    for 
Auilllary    Foeduater   Sys.  Control    Room   Ventilation   >s 
Pretiur  i  tat  ion    Sy  s,  Safety-Re  latod    Portion    of    IliO-Volt 
Electric    Sys,"    Interim   Technical    Rept    IB 

SESTAK,  F          Stone     &   Webster    Engineering    Corp         83/05/24         2Bpp 
1B692    317          24X    Fiche    30-279,03/03/26,0303310186 

3       Report»ble    a  c  c  urrences,     LERa    f<    rolated    correspondence 

8303030313   PNS-V-83-O09    on    830426,  rog  Ion    dispatched    reactive    Imp     team 
to    review    Findings    &    status    to    date    of    licensee 
Investigation    of    safety    significance    of    recant    vandalism 
•vint    an   B3O419    Involving    gauges    In    coolant    pipe 
MCQUEEN.  A    D    .      NORDEFiHAUQit-    R         Region    9,     Office    of    Director 
Q3/O4/27  lei  1B297   069         S4X    Flche    5Q-37S,  83/04/27.  8305030313 

9309060980   PNO-V-B3-O19   on   B30302.  6   9   Richter    scale   earthquake    occurred 
•approx    BS    miles    from    facility    No    damage    Identified    Strong 
motion    iclsmic    recorder    not    actuated    Media    Interest 
i  xoec  t«rf 

KIRSCH.  D    F          Region    5,     Office    of    Director         B3/09/03         to 
19349   O37          24X    Flche    30-273.83/09/03,8303060380 


B303a«>3*r-7   LER    SS-QQ^/OBT-O   on   830419,  grinding   uheel    d  rotary    file 
Cjouga*    Found    on   main    coolant    sys    piping    an   main   coolant    pump 
3    discharge    tide    Caused    Intentionally    bg    unknown  persons 
GougBi    removed    by    grinding    &   blending    W/030303    Itr 
KEH-LV.W   J    ,     SHIFFER.J    D         Pacific    Gas    &    Electric    Co         83/OS/03 
MARTIN,  J    B          Region    3,     Office    of    Director         3pp          19349379         24X 
Fiehn    30-373.  93/03/03,  8303S4O397 


PNO-V-B3-O21    on   930439.  leak    discovered    in   component   cooling 
djatvr    piping    sys    Caused    by    potentially    Inadequate  welds    In 
pipe    spool    Visual     insp    1  NDE    to    be    performed    to   verify  weld 

Intftgr  1  ty 

KIKSCH'D    F          Region    S,     Office    of    Director         83/05/10         lp 

18436   081  34X   Flche    SO-273.  83/O9/  1O,  B303I60009 

B3Q31301B7    PNO-V-B3-O32    on    830309.  iuh  I  IB    performing    addl    ultrasonic 
ai-ami.  RCS    piping    in    area    of    one   wold    determined    less    than 
mill    mall     thickness    specified    by    code   Caused    ay    melds   being 
ground    smooth    during    orljjinal    pressrvice    exam 
KIRSCH.  D   F         Region    3.    Office    of    Director        B3/05/U         lp 
18439347          24X    Fiche    30-279,  83/09/1  1.  8303130187 

Q3Q3S7Q249    LER    e3-OO3/O3L-O    on    830414.  control    operator    unable    to 
achieve    satisfactory    check    source   reading    on    liquid   raduiaste 
discharge    line    radiation   monitor    (FIE-  18)    Caused    by    missing 
c-hiefc    source    from   monitoring    mechanism  W/B30S13    Itr 
ailtrFEn.J    D    .     KELLY,  W    J         Pacific    Qao    &   Electric    Co         83/OB/13 
MARTIN-  J   D         Region    S,    Office    of    Director        4pp        1B637    132        24X 
Fithe    SO-27S,a3/O3/13.  B3O3270249 

T      Hearing    tranncripta    on    non-antitrust   matters 

e3O51L0093   Transcript    of   830419   public    meeting    re    component   cooling 
water    «ys    in    San   Francisco.  CA  Pp    1-121 

»      NRC    -    No    Detailed   Affiliation   Given        B3/O4/I1?        I24pp 
IB434     113          a-VX    Flche    80-279,83/04/19.8309110093 

B30S12O611    Board    Notification  83-59    forwards    info    re   component 
cooling    water    BIJS    discussed    at   B30419  meeting    ui/PGt-E    In 
San    Franc  i  sea.  CA 

EIBENHUT,  D    Q          Division    Of    Licensing         83/03/04         PALl.ADlNDi  N   J    . 
O1LINSKY,  V    .     AHEARNEi  J         Commissioners         3pp          1B410   22B        24X 
FlthB    30-275.83/05/04,8309120611 

--aaOStaOii21    Transcript    of   S30419   public    meeting    in  San  FrancisQrCA    re 
rtvi«ij    of    component    cooling    uiater    sys    Pp    i-121 
*       Coimnisslomei-s          83/04/19         133pp          18440   231         2HX 
Flch«     90-P7S,  93/05/04,8303120611 


Board    Notification   83-69   forwards    technical    repts   t. 
tr*nicript     of    B30SOH    public    meeting    re    design    verification 
pro-grim 

GIBENHUT,  D  fl  Division  of  Licensing  83/03/19  PALLADINO;  N  , 
OILIMSKVrV  .  AHEARNE.J  Commissioners  3pp  18399001  24X 
Flche  SO-273.  S3/O3/  IS,  830S29OO66 


Transcript    of   830904   public    meeting    to   review  design 
verification    project    In   San   Francisco,  CA  Pp    1-236 
«       Catnmisslantra-        B3/O3/04         43pp          18593   003         24X 
Flche     30-275,  33/OS/  IB,  B30S290066 


Ccns-ras a  1  ona  1 /Ei aeutl ve   CorrBBpondence 


S303100124    Supp  leme'ntal    testimony    nf   JO  Keppler    re  OA 
KEPPLERiJ    O         Region   3,    Office   of    Director        B3/03/2S 
19373    197          H4X    Fiche    90-000, B3/O3/39- B309100124 


— B3091O014L    lie  spends     to    Gil  113     Itr    re    imp  1  ications    of    recent    teismlc 
design    errors    at    facility    One    to    dn^igr.    errors, util     license- 
suspended     oil    Bill!1?    pending     completion    oF    independent 
design    review    J.    rete-ipt    of     schedule    for     .omploting    ,nod5 
PALLADIfJO.H    J         CommlBaloneTs         BS/O2/01         DIfJGFLL.J   D         House    of 
Rep     .     Energy    f,    Commerce          5pp          1S37S   ??8        24)f 
Fiche    50-COO,  B3/O3/25,  B3O5 1OO124 


DOCKET    SO-3'7    PEACH    BOTTOM    ATOMIC    PQUER   GTATIOfl,     UNIT    2 
F       Secuntiip     nodic-ali      emorgencij    t.    fire    protection    plana 


B3O5O4071A    Sunmarij     a!    B1O405-   meeting    uj/util     in   Be  thesd  a,  MD    re    statiii 
of    ftpp    il    concerning     fire    piottction    program   mod!    at 
fac  t  1 1 tg 

OE^FtS,G    E         Operating    Reactors    Branch    1         B3/04/25  Operating 

Reactor!    Branch     4          3pp  18323    106         E4<    Fiche    30-377,83/04/33. 

B3O5O4O71fa 

83031OO33?   Describes    plans     for     completing    fuu    protection    mods    re 
Sections    111    F.  11 1    O.  Ill    J  '•    Itl    II   of  App    R  Exemptions 
requoatad     for-    schedule    relief     to    peimit    completion   of   mods 
by     certain    dates    Justification    for    operation    provided 
HOfER.V   B        Philadelphia    Elect* Ic    Co        33/03/03        EISENKUT.D   Q 
Division    of    Licensing          6pp          19379    03'J         P4X   Fiche    50-277-  B3/03/O2, 
0303100339 

E303110034    Generic    Ltr    83-21    tn    all    licensees   of    operating    reactors, 
applicants     for    OLs    !i    holders    of    CPs    to    c  1  ai  i  f  ication    of 
access    to    control    procedures    For    I  aui  enforcement   visits 
Sue    1»* t    one  1 

EISENHU-1,  D   £          Division    of    Luensing         83/03/11  Consolidated 

Edison    Co       of    Neu    Vork.      Inc  16pp          1B340    093         24X 

Fiche    30-000,  B3/03/1 I,  B3031 10034 

B3O319032J    Notification    of    B3Q52£>   meeting    u/util     in   [iethesda.  MD    to 
dlscuis    alternative    s.afe    shu  tdoiun.  /tpp   R 

GEARS. G         Operating    neattora    Branch    4        fl3/05/17        5TQLZ,  J 
Operating    Reactors    Branch    4          2pp          1E1923     136         24X 
Fiche    30-277.  B3/OS/ 17,  030319O522 

•0      Adjudlcatorij    c  orreapond  enc« 

B3O4040470   Order    intending     time    until    830123    for    Commission    to.    act    to 
rovieiii    rtLAli-7Ol     Commiss  1  oner    /(hear-no    dissenting    viBiua    enc  1 
CH1LK,9  J        Office    of    the    Secretary    of    the   Commission        83/O3/31 
Cofnmi^slDnBi-8          3pp  1 7907    049         24X   Flchc   30-000,83/03/31. 

030^040470 

3303060330   Order     eitendino     time    until    R305 1 3    far    Commission     to    act    to 
review    ALAB--701 

HOVLE,  J  C        Office    of    the   Secretary    of    the  Commission        H3/03/05 
Commissioners          lp          18343     !  9i         24  X   Flche    30-000,  B3/03/OS, 
8303060250 

BaOSlSOO^O  Response    opposing    Intcrvonor   motion    for    racusatlon   Motion 
daaa    not    sp.cc  i  Fical  ly    discuss    veasons   uhij    prior    .activities 
may    constitute    conflict    of    interest 

PALLADTND.M   J         Comml  ss  innei-s         B3/OS/H         2pp          18436    228         24K 
Fiche    30-OOO.B3/OS/11,  0303130060 

B30513O061    Or[ler     ejtfndino    time    until    830320    for    Commission     to    act     to 
r-evleui   petition    for    review    of   ALflH-701 

CMILK.B  O        Office    of    the    Secretory    of    the  Commission        83/OS/12 
Con>ffllS3loner5  lp  18437    033         2<1*   Tlche    50-000,83/05/12, 

830SI30QAI 

8303SOO9&0    Order    aitendlno    time    until    030527   for   Commission    to    act    to 
ravlsu    Intervenor    BS1227   petition    for   revleu  of    ALAB-7O1 
CHILK.B    J         Office     of     tho    Secretary    of    tho    CDmmisslon         83/05/19 
Commissioner*  lp  1B3M    3B3         241    Flche    30-OOO.  B3/03/ 17. 

83O3200360 

830331QO17    Hernoranduin    t,    order    td    hold    ilecision    in    ALAD-701     in   abeyance 
until    CDinmlssion    camplatss    revleu    of  U  mill    tailings    pile 
requirements    I,   of    rulemaklngs    to   conform  Commission 
requirements    to   EPA   *tds    Separate    J  fthaarne   statement   enc I 
CHILK.B   J        Offic*    of    the    Secretary    of    the  Commniion        93/O5/27 
I4pp  1B6S3    311          34^    Fiche     50-OGO,  B3/05/2/,  9303310017 

J      Insurance   ft    indemnity    i nformationi 

0305240307    Forwards    EndorsBmanta    1 ,  2   t  3   to   HAELU  Certificates    M-B   t. 
M-9    for    secondary    financial    protoction 

flaflDLEY.EJ        PhlladBlphla    Electric   Co        63/03/17        SALTZMAN.  J 
Assistant   Director    for    State    (.  LicenaCB   Relatlc-ns        41pp         1B34B    141 
24X    FUlie     30-277.93/05/17,8303240307 
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8303040704    Summary     at    830333    meeting    lu/util     in    Bethesdai  MD    re    technical 
presentation    on    GE-hijbria     control     rods    assemblies    currently 
proposed    for    Installation 

GEARS,  O   E         Operating    Reactors    Branch    A         83/04/22  Operating 

Reactors    Branch    1          3pp          13336   333         24*    Fiehe    3O-377.  B3/O4/22. 
H3O3O407Q4 

83090200??   Respond!    to    630332    1  tr    re    clarification    of    safety    evaluation 
for    environ    qualification    of    safety-related    electrical 
equipment   Revised     justifications    for    continued    operation 
>ncl 

DALTP.CFF,S   L         Philadelphia   Electric    Co         83/04/27         STOLZ.  J   F 
Operating    Reactor!    Branch    4          12pp          18279   341          24X 
Flche    50-277.  93/04/27.  8303020099 

9309020435   Generic    t-tr    B3-19    to    all    pouier    reactor    !•    testing     licensees 
re    neu   procedures    For    providing    public    notice    concerning 
itman-co    af    amends    to    OLi    Bvc     ll»t    encl 

EIS6NHUT.D   G         Division    c-f    Licensing         B3/OS/03  Consolidated 

Ed  I  ton   Co       of    New   York,     Inc          3Opp          18441     ISO         24X 
Fiche    30-000.  B3/OS/O2,  8305020433 

B30SO50021    Forwards    application    for1    amend    to   License*    DPR-44   I.    DPH-5& 
ch-inglng    Tuch    Bp.ec    pe    limitations    on    &   monitoring 
requirements    fo-r    Iodine    t  onsen  t  rat  ions    in   reactor    coolant 
b   coolant    leak    testing 

HKADLEY.E    J         Philadelphia    Electric    Co         83/03/0-)         DENTONi  H   ft 
Office    of    Nuclear   Reactor    Regulation.     Director         IP         1B342    lOi        24X 
FiChe    30-277,93/03/04,0305050021 

--S3O303QQ27    Application     for    amend     to   Li-censes    .DPR-44    &    DPB-S6    changing 
Tich   Spue    re    limitations    on  &  monitor  1  nj    requirements    for 
Iodine   concentrations    In    reactor    coolant   &  coolant    leak 
testing. 

CALTRDFF.  S   L    ,     BRADLEY.  E    J         Philadelphia   Electric    Co         B3/O5/Ofl 
6pp          1B342    107         24*    Flche    50-277,  B3/05/O4,  -S3Q5050021 

—  3303090033  Proposed1    cftanges    to    Tech    Specs    re    limitations    on  & 
monitoring    requirements    Far    iodine-   concentrations    in    reactor 
coolant 

•      Philadelphia    Electric    Co        83/O5/04        3pp         1B342   113        24X 
Flcht    50-377.93/09/04.0303030021 

830509065?  Generic   Ltr    B3-EO   to    all    operating    reactor    licenses-*   i, 
holders    of   CPs    re    integrated    ichedullng    for    Implementation 
of    plant    mods    Svc     list    end 

EI&ENHUr.D   O         Division    of    Licensing         03/-03/09  Consdl  I  dated 

Edison   Co       of    Meoj   York,     Inc          16pp          1S627    193         SIX 
Fiehe    3O-(JOO.  63/03/09, 


B303170401    Forudrds    scheme    eiplainlng    dggraded    grfd    voltage    relay 
circuit    provided    in  83031O    Itr,  per    B3033I    conference    call 
between   GE  Gear*   &  MU    Ryan    During    surveillance    test,  each 
und  trvo  1  taije    relay    ii    tn4d«    to    operate    individual  ltj 
DALTROFF.S   L         Philadelphia    Electric    Co         33/05/13-         STDLZ-J    F 
Op*ratlnH    Rffactors    Branch    4         4pp  IB449   242         24X 

FUJI*    30-277,53/03/13,6305170401 

3303180414   Foruardj    PedEh   Dot  torn  pTUcgdure-s    supplementing    if  til    630916 
response    to    Item    3    Of    Radiological    Asieinnent    Bran  civ    draft 
HER    S-imilar    or    improved    procedures    will    ba   developed    for 
Limerick 

ERrtDLEY-E  J        Philadelphia   Electric    Co        03/03/16        SCHWENC6R,  A 
Lieenilng   Branch    S        Bpp         ISflga  007        S4K  Fiche   30-000.83/03/16, 
B3031B0414 


8303330318  Notification    it  830330  meeting    u/otil    in   Dethesda.MD    to 
dlicun    pipe    cracks 

OEARB,  O         Operating    Reactors    Branch    4         83/O3/16         STOLZ,  J 
Operating    Reactors    Branch   4        2pp         13343  304        24X 
Flche    30-277,  B3/OS/16,  8305230318 

B30S34042Q   ForuartJj     electric    equipment    mad     schedule    far    qualification 
or    replacement    o  f    remaining    electrical    equipment   t> 
qualification    programs    for   equipment    not    previously 
described,  per   03O33H    request 

DALTRDFF.S    L         Philadelphia    Flectrlc    Co         83/03/20         BTQLZ,  J   F 
Operating    Reactort    Granch    4         6pp          18374    186         2<)X 
Fiche    30-277,  B3/O3/30,  B30394042B 


a      Inipectlon   reportt,     IE   Dulletins   t   carrespondenca 


IE    Into   Notice    83-14,     "Deuatered   Spent    Ian  Eichango  Ruin 
aosceptih  1  11  ty    to   EtothBrralc   Chemical    Reaction    "    Svc    list 
enel 

TAYLOR,  J   M         Division    of    Safeguards    Si    Inspection    Programs     <Po*t 
83O]O3>         93/03/31  ,  Consolidated   Edison   Co      of    Neiu  York.     Inc 

112pp          1S30B    319          SAf    Ficne    30-000,  83/03/H1  1  B2120603BS 

B303040021    IE    Info   Notice    83-91,     "Defective   Emergency   Us*    Roiplratar    " 
Svc    list    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness    (,  Engineering 
Rtsponiv    (Post   33O1O3I         Q3/O4/13  Consolidated    Ed  lion   Co      of    Keu 

Vorfct     Inc  12fijip  IB439    133         24X    Flcha    3O-000,  S3/04/13.  83030-10021 

8305O30I39    Forwards    notice    of   vlolfltloti    from    insp    on  030520-0806 
STAROaTECKI,  R        JUvislon    of    Project   b  fiosident    Programs        B3/04/1B 
DALTRDFF.S  L        Philadelphia    Electric    Co        3pp         18300  382        24X 
Fiehe    3O-377,  B3/O4/18,  S3O303OI39 

—9303030  N  5    Notice    of     violation    from    insp    on    B2OS2Q-08O6   Noncowpl  Unte 
noted    during    performance    of    Special    Procedure    318. 
containment    penetration    block   valves   uere    in    cloud    h   tagged 
c  iosed    c  ond  i  tlon 

•      Region    1,     Office    of    Director         83/04/18          lp          18300   284         S4X 
FlcNe    30-277,  B3/04/  18r  B3O5O30139 

B3O30BO14i    Forwardi     IE     Imp    R»ptS    DC-877/B3-OB   &    30-27B/B3-OB    on 
830307-O?    Mo   noncomp  1  lane  a   noted 
MARTIM.T    T         Division    of    Engineering   J.   Technical    Programs        83/04/21 

DALTROFF-  S  L.        Ph  i  lad  rlphU    Electric    Co        2pp         18341    108        24X 
Fiche    30-277rB3/04/2I.  3303030141 

—  0303080147     IE    Insp    Reptt    30-277/83-00   i    30-37B/B3~OS    on    830307-09   No 
noncompl  ionce    noted    Major  areas    Inspected    Induction   tieatlng 
stress    Improvement    procedures    used    to  mitigate    Intergranular 
»treis    corrosion    cractrlng 

REVNQLDS,S   o        Region    1'    Office    of   Director        DURR,  J        Division   of 
Engineering    &    Technical    Programs        83/04/21         Bpp         10341    HO        34X 
Ftche    30-277,  B3/04/21,  B309O30141 

H3030400S3    IE     Info    Notico    93-33,     "BWR    Safetg/Ralief    Valve    Failurat    " 
8VC    lt«t    encl 

jCROANiC  L         Division    of    Emergencg   Preparedness   d   Engineering 
R«sponse     CPtut    83O1O3)          S3/O4/22  Consolidated    Edison    Co       of    N*U 

Vaft,      Inc  U2pp  18333    OB?         SHX   Fiche    30-000,83/04/32,8303040083 

33030-40023    IE    Info    Notice    93-23,     "Inoperable   Containment   Atmosphere 
Seating  Sfs    "    Svc     list    encl 

JDRDAM,  E   L         Division    of    Emergency   Preparedness    4<  Engineering 
Raiponsc    (Post    830103)          S3/O4/B3  Coniolidflted   Edlion   Co      of    Hew 

York,     Inc          119pP          183B1    B?l         24X   Fiche    30-000,  83/04/23.  B30304O023. 


-9303ia043i  Pr-acBdure   HPO/CD-3,     "Airborne    Activity    Survey    Teehniq.ues. 
Including    tacnnlitiies    for   constant    air  monitor  s,  por  table 
filed    Filter   sampler*    !<  charcoal    cartridges 

•      Philadelphia    Electric   Co        83/03/16         I3pp         18483-009        24X 
Ficne    50-000,83/03/16, 83031B0414 


-B3051B043I   Prc-cedur*   HPO/CO-*3 
BamplBr    " 

*     Philadelphia  Electric    Co        B3/O5/16 
Ffche    50-000,  B3/05/1&,  6303100414 


Field    Uie    of   Lou  Vo 1    Portable   Air 
2pp          IB4B2   OH1         34X 


-8303130438  Procedure    HPA-63J,     "Callbp    of  Ventilation   6y»   Ranlation 
Monitors    " 

»      PlilladDlphla   Electric    Co        B3/O5/I6        Spp,        18483   026        24X 
Fiche    30-000,  83/OS/l(.rB303£804U 

-B30aiB0443  Procedure  HPA-77,     "Determination    of  Mai    Permii»lble 
Concentration   Hours    " 

*      Philadelphia  Electric    Co        63/03/14        Spp         164B2  034        34X 
Fiehe   3O-000.  B3/03/14,  0305130414 


6309030343  Confirm!    830SO&    enforcement    confarenca    in  King    of   Prumii.PA 
to   dl«cuts    operation    in    excess    of    limiting    condition    for 
operation    For    primary    containment    integritg    &    inadequat* 
revl«u   of    propoied    mo-ds 

&TAROBTECKI. R.       Division    of  Project   &  Resident    Programs        63/04/21, 
DALTROFF.S    L        Pn  I  lad*  1  ph  la   Electric    Co,       2pp         1827i  323        24X 
Fiche    30-S77i  83/O4/S3-  3303020343 

S3090&O9L3   Forwards    paument    In  re*ponse    to  NBC   830337   notlc*    of 
violation   it    Imposition    of    civil    penalties   re   valving    error 
events    b   radiation    protection    violations   Corrective   actionii 
till*    for    collection   &    affidavit   and 

BOVER,  V  S         Philadelphia    Electric    Co        33/04/27,  Director's 

Office,    DfflCB    of    Inspection  and   Enforcement        34pp         18348    147        24X 
Flch»:  30-277,  B3/04/B7,  B305O60S13 

B303940026    IE    Info   Notice    S3 -24,     "Loose   Parts    in    Secondary    Side    of 
Steam  Generator*    at    PHRi    "    Svc     list    encl 

JOfiDANi  E  L         Division    of   Emergency   Prapjiredness    *•  Engin*erlng 
Response    [Post   830)0-31         B3/04/2B,  Consolidated   Edison   Co.     of  N«w 

Vorli     Inc         IlSpp         18332:047        S4X  Fiche   50-000.  B3/04  /2B,  83030  4  OOZA 
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B303O40027    IE    Info   Notice    83-25,     "Standby    Gas    Treatment  Sys  Heater    Hlo,h 
Temp    Trip   Setpolnt   Adjustment    "   Svc    list   encl 
JORDAN^  E  L        Division    of   Emergency    Preparedness    &  Engineering 
RBfpome    (Post   9301 03 1        83/04/58  Consolidated    Edison  Co      of    Neu 

Yorl,      Inc          HBpp          [8382    1A3         34X    Fiche    30-000,83/04/28,3303040027 


83O3041QQ'1O     IE     Info    Notice    63-31.      "Error     in    ADLPIPE    Computer    Proflram    " 
Svc    1 1st    enc  1 

JORDAN, E   L         Division    of    Emergency    Prepar pdnesi    6   Engineering 
Response     (Post    B3QI03)          B3/Q3/19  Cnnsol  i  datetf   Ed  lion    Co       of    New 

Yor*.      Int          114pp          1B&97    QO9         24X    Fiche    90-000.83/05/19,8303040040 


B30311O2A1    Foruards     IE    Insp    flepta    30-577/03-07    i<    50-27S/83-07    on 
33O319-21    S.   notice    of   violation 
MARTIN.T   T        Division    of   Engineering    ti   Technical    Programs        83/04/29 

DALTROFF.B   L         Philadelphia    Electric    Co         3pp          18393    160         24 X 
Flche    30-277.  83/04/29,  B3031102il 


B303040Q46    IE    Info   Notice    B3-33,     "Nonrepresenta t i ve   Sampling    of 
Contaminated    Oil     "    Svc    list    enc 1 

JORDAN,  E   L         Division    of    Emergency    Prpparednes*    &   Enginearlns) 
Response     (Post    B3O1O3)          B3/O3/26  Consolidated    Edison   Co       of    Neu 

Yorlt,      Inc          J14pp          18647    007         2flX    Finite    3O-OOO,  B3/O5/2i,  8303040046 


— Q3O311O265   Notice    of    violation    from    Imp    an    030315-31 

*      Region    1.     Office    of    Director         H3/04/29         Ip          1B393    163 
Flehe    30-277.83/01/39,9303110361 


— 9303H0267    IE    Insp    Repts    30-877/83-07   t,    30-378/83-07    on    830313-21 
Noncompl lance    noted    failure    to    post   radiation   area   around 
reactor   water    cleanup    skid 

COLLINS, D    J    ,     8HANUAKY.M   M         Region    1,     Office    of    Director 
83/O4/2B          Hop          18373    164         24 X   Fiche    30-277,83/04/29,8303110261 


S      Reportablff    occurrences,     LERs   &    related    corr-aa  p  ondance 

'B305120473   LER    63-003 /03L-O    an    B30407.HPCI  high     iteom    flout    isolation 

switch    DPI5-E-23-77    setpoint    Found    above  Tech    Spec    limit 

Caused    by    setpoint    drift    of    Barton  Model  3B3    Instrument 
r  eca  1 lor.  tested    &    returned    to    svc 

CDQNEV.M    J         Philadelphia    Electric    Co         33/04/31         ALLAN, J   M         Region 

1,     Office    of    Director          Ip  19431    071  24X    Flche    3O-277,  B3/O4/21, 

S3O3 130473 


93092QOIOO  Forwards    safety    evaluation  &   technical    evaluation   rept   re 
utll    requests    for    relief    from    inservice    Insp    requlremants 
Portion    of   requests    granted 

STOLZ.J.F         Operating    Reactors    Branch    4         83/OS/QS         BAUER, E   0 
Philadelphia   Electric    Co.       4pp         18S4O    194        24X 
Fie  h»: SO-B77. 83/OB/02, B30320O100 


B30312O3SS   LEU    B3-O09/O3L-D    on    030-321, duri ng    aurveillance    testing,  smoke 
detector    In    dryuell     failed    to    provide   audible    alarm   ccdf    or 
annunciate    in    control    room   Caused    b"j    defective    detector 
circuit   board    Hoard    rep  laced, tested    S>   returned    to   svc 

COONEr,  M  -J        Philadelphia   Electric    Co        83/04/32        ALLAN,  J  M        Region 
1,     Office    of    Director          Ip  10434    O47         24X    Flche    3O-277, B3/O4/22, 

6305120338 


— 6.303200107   Safety    evaluation   re    requests    for    relief    from    Inservicf 
Imp    requirements 

»      Office    of   Nuclear    Reactor   Regulation,     Director        83/03/03        Bpp 
1834O    150         24X   Flche, 90-277. 83/03/02, 8309200100 

— H3033DO110    "Iniervice    Imp    Program,"    technical    evaluation  rept 
•      Science    Application*,     Inc        NRC- 03- 82-094,        lBi-028-14 
92YO9V10  NRC   -  No    Detailed   Affiliation   Si  van        37  ff 

18340    li&         B4X    Fiche    3O-277, B3/09/O2,  83032001OO 

—  9303200238  Notice    of   granting    relief    from  ASME  Code    imp   requirements 
STQLZ.J  F        Operating    Reactors    Branch    4        83/03/02        2pp 
18340    196        24X  Plche    90-277,83/03/02.8303200100 


83030603(3   Forwards    payment    in   response    to    NflC   &303H9  notice   of 
violation   t<    imp'OBltion    of    civil    penalties    re    valvlnj    error 
events    S>   radiation    protection   violations    Corrective   actloni, 
bllli    for    collection   *    affidavit    end 

DOVER, V  S        Philadelphia    Electric    Co        83/01/3-7  Director's 

Office,    Office    of    Inspection   and    Enforcement         36pp         13348    167        E 
Fiche    30-277.83/01/27,6303060313 

B30 3060387    PNO-I-B3~049    on    B30303, shutdown     Initiated    due    to 
containment    presiure    incrBaae    to    O  6    psl    tt   un  1  rfentlFied 
containment    leakage    of    3   4    gpm    Rec i rcula tl on    pump    cooling 
uatiT    leakage    noted 

MCCABE, E    ,     KEIMIQjR         Region    1,     Office    of    Director         S3/OS/03         Ip 
1B343     14.3         24X    Fiehe    50-277,83/03/03,0303060397 


B30304002B    IE    Info   Notice    83-26,     "Failure    of   Saf  ety/Rel  lef   valve 
Dlic-harge   Line   Vacuum   Breakers    "    Svc    Hit    encl 
JORDAN,  E,  L,       Division   of   Emergency   Preparednass   U  Engineering 
Rliponie    (Pott   9301O3)         83/03/03  Consolidated   Edlion   Co      of    Keui 

Vorfc,      Inc,        122pp,         18441     170         S4X    Fiche    30-000, 83/03/03,  B30304O02B 

B303O4O03Q    IE    Info   Notice   B3-27,     "Operational    Response    to   Events 
Concerning    Deliberate   Act*    Dlrectad   Against   Plant 
Equipment    "    Svc    Hit    tncl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   t/  Engineering 
R»*pon»s    (Pott   830103)         03/05/04  Consolidated   Edison  Co      of   Htia 

York,      Inc          112pp          18382   BBS         SAX   Fiche    90-000,83/03/04,9303040030 

S303040Q31    IE    Info   Notice   83-28,     "Criteria    for   Protective   Action 
fl»comm«ncfatl oni    for    Oeneral    Emergenciei    "    Svc    Hit   incl 
JORDAN, E  U        Division   of  Emergency   Preparedness    Sc  Engineering 
ftviponiv    (Poet   B30103)        83/03/04  Consolidated   Edison  Co      of   Nan 

Vortfj      Ine          I19pp,         18441    001          24X    Fiche    90-000,83/03/04,0303040031. 

B303O1O033    IE    Info   Notice   83-29,     "Fuel    Binding    Caused   bg   Fuel   Rack 
Deformation   "   Svc    list   encl 

JORDANiE  L        Division   of   Emeroency   Preparedness    V  Engineering 
Riiponsa    (Post   B3O103)        83/09/06  Consolidated   Edison  Co      of   Neui 

Yor-li,      Ine          113pp          183S3   BIB         S4X    Fiche    90-000,83/03/06,0303040033 

S30304OO34    IE    Info   Notice   03-30,     "Misapplication    of   Oeneric   Emergency 
Op-arablng   Procedure*    (EDP)    Ouldellnes    "    Svc    lilt    encl 
JORDANi  E  L        Division   of   Emergency   Preparedness    t-  Engineering 
R*«pan«*    (Po*t   830103)        B3/03/11  Consolldatnl   Edison  Co      of    New 

York-     Inc.       114pp         18924.  OO3        24X   Fiehe   30-000,83/09/11,8303040034. 

B30923O299  Forwards    IE   Imp   Repts    30-277/83-20  I   50-278/83-10  on 
63032-1-23  t   notice    of   violation 
MARTIM,  T  T        Division    of   Engineering    !.  Technical    Programs,       83/05/13 

BALTRQFF.S  L        Philadelphia   Electric    Co        Spp         18992  048        24X 
Flch«     30-277,83/05/13,830323029? 


8305110316  LER    63-007/O3U-0    on   830404, narrow  range    torus    level 
transmitter   LT    B027A   determined    to   be    out   of    callbr   Cauiod 
by     Instrumnnt    drift    Instrument    racalibr  (A   returned    to    svc 
COONEV, M  ~J        Philadelphia   Electric    Co        83/03/03        ALLAH.  J  M        Region 
1,     Office    of    Director          Ip          1H393    139         34X    Flche    30-377,83/03/03, 
8303110310 

330-9060538   FNO-I  ~B3-04SA>  on   030303,  drijuell     entry     identified    packing 

leal   on  raclrculat ion   pump    discharge   header   cross   connect 
motor    operated    valve   MQ-69A  Cause    not    Btatsd    Rug (on    I    ulll 
ntpond    to   media    Inquiries 

KCCADE,     KEtMIO       Jisoion     1.     Office    of    Director          S3/03/O4          Ip 
18348   34,3         S4X    Flthe    50-277,  B3/03/O4,  830906033B 

8303270235   LER    B3-O11/O1P    on    B3OSO6, u 1 traionie    testing    indicated    crack 
In   RHft    shutdown    coaling    suction    line    Caused    by 
Infctrgranular    stress    corrosion    trading    Crack    analysis 
pro[ram    irapl ementsit    to    determine    corrective    actions 
Fi-EISCHMAWN.  R         Philadelphia    Electric    Co        B3/03/06        ALLAN,  J   M 
Region    1,    Office    of    Director         2pp         1B&37    1<?B        E4X 
Flcho    30-377, 33/OS/OA, B303B70233 

B3O91SO4I2   PNO-I-B3-043D    on    B303O3, v 1 trasonlc    testing    conducted    an 
Sample   S    rae Irculat Ion    riser   uelds    t<   one    RHR    meld   on   Unit   2 
to    determine    IP    Unit    3   crack    Indications    evist    on  Unit   2  RHR 
thawed    cracks    on    both    pipe    &   eluou    side 

BLOUOH.     MCCABE      Region    1.    Office    of    Director         B3/03/09         Ip 
1B431     103         B4X    Fi  Ch«,  3O-277,  83/03/09,  B3O31EO4O 

B305Z7Q1B4    LER    B3-012/O1P    OH    B303ll>ln*a    of    fire    barrier    pent trat i on! 
revealed    Inad equac ie  i    In    penetration    seats   Caused   bg    const 
or    design   error   4    inadequate    initial    Imp   Fire   watches 
posted    t*   addl    Insps    Initiated 

FLEISCHMANNj  R         Philadelphia    EUctrlc    Co        S3/OS/12        ALLAN,  J  « 
Region    1,    Office    of    Director        2pf         IS 637   339        24X 
Flche    30-877, 83/03/ 12, B30527O1B4, 


-B303290303   Notice    of   violation    from    Insp    on   630321-29 

*      Region    1,    Office    of   Director        83/09/13        Spp        18392,090        24X 
Fl  che: 30-877, 83/O3/ 13, B303230299 

-B3-03250306    IE    Insp   fttpts    30-277/83-10  li   30-278/83-10  on  830321-23 
Noncampliance   noted: lack    of   administrative    controls, 
nontr«ceabili tu    of    Instrument    usage   b   exceeding    Instrument 
callbr   tfu*   date   In  measuring   (•  tist  equipment  area 
SHAUB,  E  T   ,    MEYER,  0  M  ,    PR  ELL,  J  A        Region    1,    Office   of    Director 
83/O9/11          13pp          18392   O32         24X   Flche    30-277, 83/03/13,  B30923O299 


DOCKET   90-H7B   PEACH  PDTTOM   ATOMIC   POWER   STATION,    UWIT  3 
IF      Security,    medical,     emergency    tt    fire    protection    plant 

S30304071A  Summary    of    B30403  m*stln<)    w/util    In   He thesd-a,  MD   re    itatu* 
of    App    R    concerning    fire    protection   program   modi    at 
facility 

OErtffS.O   E        Operatinj    Reacton    Branch    4        83/01/23  Operating 

Reactors    Branch    4          3pp  1B32S     1O6         BIX    Flche    SO-277,  B3/04/23, 

B3030407U 
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B3031O0351;    Describes    pljns     for    c  amp  1  eting     fire    protectio-n   mods    re 
Sections     III    F,  III    C,  III     J   t,     Ill    M    of    Ap  p    R    Gismptlcns 
reque'Stti'd     for     schedule    relief     to    perrii  t    camptetian    of    mods 
by    certain    dates   Justification    For    operation   provided 
DOVER, V   S         Pniladelpnia    .Electric    Co         83/03/02         EIEEMHUTjD   G 
Division    of    LitsriBing          6pp          18379    O33         34*   Fiche    50-277.,  93/OS/-02, 
S303 100359 

B30311Q034   Generic    Ltr    03-21     to    all     licensees    of    operating    reactors, 
applicant*    for    DLs    6    holders    of    CPs    re    c  lar 1 f 1  cat  1  on    o* 
access     en    control     procedures     for     law    enfarc  ement    vislt-a 
Svc    list    encl 

EISENHUTi  D   G         Division    of    Licensing         93/03/11  Consol idated 

Edison    Co      of    NEU    Yor*.      Inc          I6pp  1 8540   095         34* 

Flche    50-000, 33/O9/L 1,  B30S1 lOO3t 

B30519O32?   Notification    of    B30326   raeeting    u/util     in    Biftnesda,  MD    t» 
discuss    alternative    safe    ahu  tdaiun.  Ap.p    R 

GEAflS:  G         Operating    Reactors    Branch    4         33/OS/ 1 7         STOLZ.  J 
Operating    Reactors    Branch    4         2np          1S5S3    [36         24X 
Fiche    30-377,  B3/OS/17,  B3O319OS22 


8305020435  Generic    Ltr    83-19   to    ail    pouer    reactor   !•    testing    licensee* 
re    neu   procedures    for    providing    public    notice    concerning 
Issuance    of    amends    to   CLs    Svc     list   encl 

EISENKLJT,  D   &        Division    of  Licensing        83/03/02  Consul  Ida  ted 

Edison    Cq       of   Neu    Vorlr,      Inc          30pp          IB441     ISO         24X 

Ficna  30-000,03/05/02, asososoass 

B3OS0606B4    Wot  i  Pica  t  i  on    of    630306   meeting    u/util     in    Bothesda,  MD    to 
discus-s    recent    crack-like    ind  i  cations    discovered    In 
i-ec  irculfltion    sy* 

GEARS,  O         Operating-    Reactors    Urancn    4         83/09/03         STOLZ. J 
Operating    Reactoi-a    Branch    4          2pp          1B357    311          S4X 
Fiche    30-273.  03/03/03.9303060681 

B3Q303QQSJ    Forwards    application     for    amend    to    Licenses    DPR-44    4    DPR-fti 
changing    Tech   Spec,    re    limitations    on   &  monitoring 
requirements    for    Iodine    concentrations    tn    reactor    coolant 
t   coolant    leak    testing 

BRADLEV,  E    J         Philadelphia    Electric    Co         03/03/04         DENTONi  H   R 
Ofms    of   Nuclear   Reactor    Regulation,    Director         Ip         1B342    1O6        34X 
FIchB    30-277,  B3/03/04,  B309050021 


5     Ad judica tory    "correspondence 


B304Q4Q*7Q   Oi-tfef    ertending     time    until    O30fl2B    for    Commission    to    act 
revie'j  ALrtB-701    Comraiaiioner    flhearne    dissenting    ^ieus    encl 
CHILK.S  J        Office    of    the   Secretary    vt    the    Commission        03/03/31 
Cnmralistorora         3pp          17BO7   O49         34X    Flche    30-000^33/103/3], 


B30506O33Q  Order1    eitandJnf    time    until    830313    for   Commission    to    act    to 
review   ALAB-701 

HDVLE^J  C        Office    of    the   Secretary    o*    the   CommiS'S  i  an        93/OS/O5 
Commissioners          Ip          18343     196         24X    Fiche    30-OOO.  &3/O3/03, 
8305060250 

0305130060  Response    opposing    Intervenar   motion    for    recusation   Motion 
doei   not    spec  i  f  lea  1  lij    discuss    reasons   uihi;    prior    activities 
may    constitute    con-ftlct   op    interest 

P/M.LADING.  N   J         Coriimi  lEloners         S3/O5/I  1          2pp          ia43li   S38         24X 
Fichff    3O-000,  B3/O3/11,  B305130C6O 

a3051300fal    Order    eitending    time    until    830520    For   Cornmisilon    to   act    to 
review   petition    for-    revleu    aF    rtLAB-701 

CHILk,  3  J        Office    of    the   Secretary    of    tho    Corrmisslon        83/03/12 
Comm  listeners          Ip  13437    O33         SIX    FichB    50-000,63/03/12. 

830313006] 

B  303300340   Order    extending     time    until    B30337    for    Commission    to    act     to 
revleu    ititervenor    921327    petition    for    revleu    of   ALAD-701 
CHILK.S   J        Office    of    the   Secrotarij    of    the   Commla*  ion        B3/05/19 
Commlsilonera          Ip          18314    £33         24  X    Fiche    30-000.  B3/Q3/1?, 


S303310017   Memorandum   t.    order    to    hold    decieton    In  ALAJi-701    lit  abeyance 
until    CommlEslon   completes    review    of   (J  mill    tailings    pile 
requirements   k    of    ru\  ewating-s    to   conform   Commission 
requirements    to    EPrt    atds    Separate   O   flhodrne    statement    ent  1 

J         Office    of    the    Secretary     of    the    Commission         B3/Q3/27 
1B633   311          S4X    Fiche    30-OOO,  B3/OS/27,  630331001  7 


J      Insurance    Si    indemnity    Information 


41pp 


,  J 
I834B    141 


5303340307   Fortuardi    Endorsements     1,2   &    3    to    rtAELU   Certificates    11- 
M-9   for    secondary    financial    protection 
BRADLEY.  E   J         Philadelphia    Electric    Co         B3/O3/17 
Assistant   Director    Fur    State    t  Licensee    Relations 
34X    Fiche    30-277,  63/O5/17,  B3O33403O7 

P      Operating    license    stage-   document*    !•    c  orrospondenc* 

8-30S04O7O4  Summary    of   B30323  mee'ting    uj/util    In   Bothesda.MD    re    technical 
presentation    c-n  GE-hybrld    control    rods    asaemblies    currontly 
proposed    for    instal  latlon 

CEARS.G   E        Operating   Reactors    Branch    4        B3/Q4/33  Operating 

Reactors    Branch    4         3pp          1933i   335         34X    Flcfte    50-277,83/04/33, 
6303040704 


— S30S030O37   Application     for    amend    to    Licenses    DPR-44   4   DPR-9A    chanflinj 
Tech    Spec    re    limitation*    on    &   monitoring    requirements    for 
iodine    concentrations    in  reactor   coolant   &    coolant    leak 
tasting 

DALTUDFF.S    L    .     flHADLEV.E   J         Philadelphia    Electric    Co         03/03/O4. 
6pp          1S342    107          sax    Fiche     90-277,83/03/04,8303030021 

— 8309030033  Proposed    changes    to    Tech    Specs    re    limitations    on    & 
monitoring    requirements    for    Iodine    concentrations    in    reactor 
c  o» Ian t 

*  Philadelphia   Electric    CQ         B3/03/04        3pp         16342    113        24K 
Fiche    50-277,  B3/O3/04, 8303030021 

9303190007  Forwards    Amend    <}3    to    License   DPfi-36,  safety    evaluation    it 
notice    o-f    Issuance    tt   aval  lao  i  1  i  tij    Amend    revises    Tech   Specs 
for    reactoi-    operation    iif/Reload    3   core    during    Cycle   6 
GEARS, G   £         Op orat ing    Reactors    Branch    4         B3/OS/O4         BAUER,  E    O 
Philadelphia    Electric    Co          4pp          18497    161          24X 
Flehe    3O-27B,  33/03/04,  B3031B0007 

—  B3051BOOOB   Amend    92    to    License    DPR-96,  permi tting    reactpr    operation 
u/ft*lasd    S   core    during    Cycle    & 

BTOLI. J  F        Operating    Reactors    Branch    A        B3/O5/04         12pp 
18497    163         21X    Flche     3O-278, B3/09/04,  B3051S0007 

— 8303190011    Safety    evaluation   supporting    Amend    93    to   License   DPR-S6 

*  Office    of   Nirclear    Reactor   Regulation,     Director        03/03/O4 
17pp  1B497    177          24X    Ffehe    30-27S,  83/05/04.  B3031B0007 

— S3O31BOO14   Notice    of    issuance    &   availability    of   Amend    92    to   Mcvnie 
DPJJ-36 

STOLZ,  J  F        Operating    Reactors    Branch    4        83/03/04        2pp 
IB497    196         24X    Flche    BO-37S,  03/O3/04,  B3031BO007 

B 3 0309-0 6 59   Generic    Ltr    63-2O    to   all    operating    reactor    licensee!    b 
halderi    of    CPs    re    integrated    scheduling    for    Implementation 
of   plant   mods    Svc    list    ene 1 

EISENHUT.D    8        Division    of    Licencing        03/03/09  Consolidated 

Edison    Co      of   Hew   York.,     Inc         16pp         1B637    133        24X 
Flche    3O-000,  B3/OS/O9.  e3OS0906S9 

B3-D31704O1    Forwards    ttheme    eiplaining    degraded    grid    voltage    rrtaif 
circuit    provided    Jn    33D31O    Itrjper   83O33!    conferente    call 
aetuaen    GE  Ooars    &   MB   Rgan    During    surveillance    test. each 
undervol tag e    relay    1 »   made    to   op  era  to    individually 
DALTROFF.S.L         Philadelphia    Electric    Co         S3/Q3/13         STOLZ,  J    F. 
Dptrating    Reactors    Branch    4        4pp         1B469  342        24X 
Flche    30-377, 03/03/13,  B3Q31704O1 

B303iao414    Foruiards    Peach    Bottom   procedures    supp lemant Ing    util    S30316 
rB-spons*    to    Item    3    of    Radiological    A*  =  essment    Branch    draft 
SEfl    similar    or    J  dip-roved    procedures   uill    be    developed    for 
Llmerict 

BRADLEY, E   J        Philadelphia    Electric    Co        03/03/16        BCHWENCER,  A 
Licunalrs    Branch    a        3np          1B4B2   007        34X  Fiche    30-000,83/03/16, 
9303130414 


8303020099   Responds    to    B3Q323    HT    re    clarification    of    safety    » val 
for  environ    qualification    of    safety-related    electrical 
equipment    REvlied    justifications    for    continued    operation 
and 

DALTROFF.S   L        Philadelphia    Electric   Co        8J/04/27        STDLZ.J  F 
Operatins    Reactor*    Branch    4          12pp  1&279   341          24X 

Ftihe    30-277,83/04/37,8305020099 


-9303190426   Procedure    HPO/-CQ-3.     "Airborne  Activity    Surveg    TechnlqWfi 
Including    techniques    for    constant    air  monitors, portable 
fiied    filter    sampler!    tt    cHarcoal    cartridges 

»      J*hllade3phia    eiectrit     Co          B3/OS/16         13pp          1B4B2.009         24X 
Flch*    SO-OOO.S3/G3/16, B3O9180414 

-B30S1B0131    Procedure    HPP/CO-65,     "Field   Use    of    Low   Vo  1    Portable    Air 
Samp  I fr    " 

*      Pihiladelphia   Electric    Co        S3/OS/16        2pp         1B4S2  024.       24X 
Fleh*    30-flOO.  93/05/1A,  8305180414 
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— 8309100135   Proeadure    HPA-63U,     "Callbr    of    Ventilation    Sift    Radiation 
Monitors    " 

«      Philadelphia    Electric    Co         B3/03/16         Bpp          18482   O26         24X 
Flehe    50-000,  83/03/16, H303I8Q414 


—8303180443  Procedure    HPA-77,     "Determination   of    Ma*   Permissible 
Concentration    Hnurs     " 

*      Philadelphia    Electric    Co         83/03/16         3pp          1B482   O34         Sf 
Fiche    3O-000,  B3/Q3/16, 83031B0414 


83O3S3Q31B   Notification    of    830920   meeting    uj/utll     in    Bethesda.MD    to 
discuss    pipe    crack! 

GEARS, Q         Operating    Reactors    Branch    4         B3/O3/16         STDLZ.J 
Operating    Reactors    Branch    4        2pp         18343  304        24X 
Fiche    30-277,  S3/O3/16,  B30323O31S 

8303240426   Forwards    electric    equipment    mod    schedule     for    qualification 
or   replacement    of    remaining    electrical    equipment    li 
qualification   programs    For    equipment    not   previously 
descr Ibed,  per   830332   request 

DALTROFF, 8   L        Philadelphia   Electric    Co        H3/O3/2Q        8TOLZ,  J  F 
Operating    Reactors   Branch    4        ipp         19374    136        24X 
FicfiB    30-277,  03/03/30,  8303340428 


Q      Inspection    reports,     IE   Bulletins    &   correspondence 


BB120&0383    IE    Info   Notice    03-14,     "Damatered   Spent    Ion   Exchange  Resin 
Susceptibility    to  Eiothermlc    Chemical    Reaction    "    Svc    Hit 
•nc  1 

TAYLOR,  J  M        Division    of   Safeguards    &    Inspection   Programs    (Post 
830103)         83/03/21  Consolidated    Edison   Co      of    Neu  York,     Inc 

lH30a    319         B4K    Fichu    30-000,03/03/21,0212060383 


B30304002I    IE    Info  Notice   83-21.     "Defective   Emergency  Use    Respirator    " 
6vc    Hit    end 

JORDAN)  E   L        Division    of   Emergency    Preparedness   b.  Engineering 
Response    (Poet   S30103)         83/04/13  Consol  Idated   Edison  Co      of  Neu 

York,     Inc          12ipp          16433    193         24X    Flclio    30-000,03/04/15,8303040021 


030304002),    IE    Info   Notice   B3-34,     "Loose   Pai  ts    in  Secondary   Side    of 
Steam   Generators    nt    PWFIs    "    Svc     list    encl 

JORDAN.  E   L         Division    of    Emergency    Preparedness   '»   Engineering 
fiospor.se    (Post    830103)         B3/04/2B  Consolidated    Edison    Co      of    Neu 

York,     Inc          I13pp         183S2   047          24X    Fiche    SO-000,  83/04/28,  B3Q3040026 

B303O400S7    TE    Info    Notice    B3-2S:      "Standby    Gas    Treatment    Sys    Heater    High 
Temp    Trip    Sotpoint    Adjustment     "    Svc     list    end 
JORDAN,  E  L        Division   of   Emergency   Preparedness  '<  Engineering 
Rsaponso     (Post    S301O3)         B3/O4/2B  Consolidated    Edison    Co       of   Nuu 

YorK,     Inc          lISpp         1B362    163         34X    Flche    30-000,63/04/28,8303040027 

8305110261    Forwards    IE    Insp    Repta    50-277/63-07   'j    SO-27B/B3-O7    an 
030313-31    !.  notice   of   violation 
MARTIN.  T    T         Division    of    Engineering    t,    Technical    Programs         B3/O4/2? 

DALTRQFr,  S   L         Philadelphia    Electric    Co         3pp         1B393    16O         21X 
Ftche    30-377,  03/04/39,8303110261 

— 0303110263   Notice    of    violation     from    inafl    on   830313-21 

«      Raglan    1,     Office    of    Director         63/04/39         Ip          1B393    163         04JC 
Fiche    30-277.Q3/04/29.8303J  10261 

— 8303110367    IE    Inep    Repta    3Q-S77/B3-07   !<   SO-27S/83-O7   an   B3O313-21 
Noncamp 1  lane e   noted    failure    to    post   radiation  area  around 
reactor    mater   cleanup    shid 

COLLINS,  D   J    ,     SHANGAKV.  M   M         Region    1,     Off  ice    of    Dime  tor 
B3/04/28         llpp         IS393    Ifi4         94X    Fiche    30-277.83/04/29.8305110261 

B309aOOiOO  Forwards    safety    evaluation   '.   technical    evaluation   rep  t    re 
ubil    retiuesta    for   relief    from    inservlce    insp    requirements 
Portion  oF   requaits   granted 

STOLZ,  J  F         Operating    Reactora    Branch    4         B3/O3/03         BAUER,  E   & 
Philadelphia    Electric   CD        dpp         1Q340    194       24X 
Flche    30-277,63/03/02,8303200100 

— 9303200107   Safety    svaluatlon    re    requests    for    relief    Fvom   Inservice 
insp    requirements 

*      Office    of    Nuclear    Reactor    Regulation,     Director         03/03/03         Bpp 
1B340    136         24X   Fiche    90-S77,  83/O5/O2.  630920010O 


B303030139  Forwards    notice    of    violation    from    Insp    on  BB03SO-0006 

STARDSTeCKI, R         Dlviilon    of    Project    &    Resident    Programs         B3/01/1B 
DALTRDFFiB   L        Philadelphia   Electric    Co        2pp         1 0300  2GS        34X 
Flch*    30-377.03/04/18.0303030139 


— 8303200110   "Inservice    Inap   Program,"    tochnical    evaluation  rent 
»      Science    Applications,     Int          NRC-03-B2-096         136-O28-I4 
32/09/10  NRC    -   No    Detailed    Affiliation   Given         37pp 

19540    166         24X   Flche    30-277,  03/03/02,  B3052O0100 


— 8303030143   Notice    of   violation    from    Imp    on  820920-0801)   Noncomp  1  iance 
noted    during    performance    of   Special    Procedure    318, 
containment    penetration    block    valves   more    In    closed   '«    tagged 
c  lot »d    cond  1 1 1  an 

»      Region    1,    Office    of    Director        83/O4/1B        Ip         18300  294        24X 
Flche    30-277, 83/04/18, S303030139 

B3030B014I    Forwards    IE    Imp    Repts    30-H77/B3-OB  k   30-278/63-OB   on 
830307-09  No   noncomp tiance   noted 
MARTIN. T    T        Division    of   Engineering    t-   Technical    Programs        83/04/81 

DALTROFF, 0   L        Philadelphia   Electric    Co        2pp         18341    108        24 X 
Flcht    30-277.  B3/O4/H1 . B3030301 41 

—8303030147    IE    Imp    RBpt«    30-277/O3-08   i.    30-270/63-08    on    83O307-09   No 
noncomp 1  lance    noted, Major   areas    inspected    induction   heating 
*tn*i    Improvement   procedures    used    to    mitigate    intergranular 
strm    corrosion   cracking 

REYNOLDS, B   D        Region    1.    Office    of    Director        DURfl,  J        DIvltlon   of 
Engineering    tt   Technical    Programs        83/04/31        Bpp         1B341    110        24X 
Fiche    30-377,83/04/21,8303080141 

B303040023    IE    Info   Notice    63-22,     "DWFi   8af ati;/Hel  1  ef    Valve    Failures    " 
6vc    Hit    encl 

JORDAN. E  L        DlvUlan    of    Em«rgBncu   Preparedness    fr   EnfllnB»rlnD 
Rllpome     (Post    630103),        O3/04/22  Conso  1  idatnd    Edison   Co      of    Neul 

Yorki     Inc          USpp          18383   089         S4X    Flche    &0-OOO.  83/04/S2,  B30304O023 

B303040023    IE    Info   Notice    83-23,     "Inoperable    Containment   Atmosphere 
3tn»lng    BIJI    "    Bvc    list    encl 

JORDAN,  E  L,       Diviilon    of    Emeroencif   Preparedness   tt   Snglnotrlng 
Reiponm    (Pout   B301O3>,       83/04/23  Con«o 1  Idateri   Edison   Co      of   Now 

Yorki     Ine         119pp         18351    291        24X   Flcho   50-000, 83/O4/23, 0303040023 

9303030343  Confirm*   630906   enforcement    conference    In   King    of    Prussia, PA 
to    <l  it  cuts    operation    In    excess   of    limiting    condition    for 
op ir at  ion    for    primary    containment    Integrity    &    Inadequate 
revlflu)  of    proposed   modi 

BTAROSTECKI.R        Division    of   Project    t.  Resident  Programs        S3/04/23 
DALTROFF, 8   L        Philadelphia   Electric    Co        Spp         1827A  329        24X 
Flcho    30-277,  83/04/29.  8303020343, 

S303060313  Forward*   pagment    in  response   to  NRC  830329  notice   of 
Violation   t    Imposition    of    civil    penalties   re    valvlng    error 
•vtnti   ti  radiation    protection   violation*   Corrective   .actions- 
bltl«   for   collection  t>  affidavit   encl 

HOYER.V.S,       Phlladilphia   Electric    Co        B3/04/27  Diractor's 

Office,    Office    of    Inipictlon   and    Enforcement        36pp,       IB34B    167        24X 
Flche   30-377,  B3/04/27,  B303060313, 


— 8303200339  Notice   of   granting    relief    from  ASME  Code    Insp    raqui rementi 
STDLZ,J  F        Operating    Reactora    Branch    4       83/05/02        2pp 
13340    Wo         24X   Flche    30-277,  BD/03/03,  B30S200100 

FJ303040023    IE    Info    Notice    63-26.      "Failure    of   Saf  etu/Flell  ef   Valve 
Discharge   Llna   Vacuum  Breaker?    "    Svc    list   encl 

JORDAN, E   L         Division   of    Emergency    PropareCneas   «,   Engineering 
Response    (Post   830103)        B3/O3/03  Consolidated   Edison  Co      of  Neu 

York,     Inc          132pp         1Q441     17O         24*   Fichu    50-000,63/03/03,8303040028 

B303040030    IE    Info   Notice   33-27,     "Operational   Response   to  Events 
Concerning    Deliberate  Acts   Directed   Against  Plant 
Equipment    "   Svc    list    encl 

JOHnflN.E  L        Division   oP   Emergency  Preparedness   V  Engineering 
Response    (Post    8301O3)         83/03/04  Consolidated    EdUon    Co      of   New 

Yort,     Inc          112pp         18302302         24X    Fiche    SQ-OOO,  83/03/04. 0303040030 

B303040031    IE    Info   Notice   83-28,     "Criteria    for  Protective  Action 
rlBEomm«ndatlons    for   General    Emergencies    "   Svc    list    encl 
JORDAN.G  L        Division  of  Emergency   Preparedness  *  Engineering 
Response    CPost    S30103)         83/03/04  Consolidated    Edison   Co      of   Neu 

York,     Inc          1  !9pp         18441    O01          24X   Flehe    30-000,83/03/04,9303040031 

0303040033  IE    Info   Notice   83-29,     "Fuel    [finding   Caused   by   Fuel   Rack 
Daformation    "    Svc    list    encl 

JORDAN. E  L        Division  of  Emorgency   Preparedness   t-  Engineering 
Revponie    (Post   630103)        B3/0&/06  Consolidated    Edison  Co      of  Hata 

York,     Inc          lISpp         1B323   248          E4X    Flche    30-000.63/03/00,8303040033 

0303040034  IE    Info   Notice   33-30,     "Mtaapp  1  icatlon   of  "Generic   Emergency 
Operating    Procedures    (EOP)    Guidelines    "   Svc    list    encl 

JORDAN. E  L        Division   of   Emergancy   Preparedness  t   Engineering 
Response    (Post   630103)        63/03/11  Consolidated    Edison  Co      of  Netu 

Yuri,     Inc          I14pp         1BU24   003         H4X    Flche    50-000,  S3/03/1 1.  B303040034 

B303H302t?[?   Foruards    IE    Insp   Repts    30-277/83-20   fc   50-278/83-10   on 
830321-23  Si  notice   of   violation 
MARTIN. T  T        Division  of  EnfilnBerlng   t,   Technical    Programs        63/03/13 

DALTROFF,  5  L        Philadelphia    Electric   Co       2pp 
FIch»    50-277,63/03/13.6303230299 


18392   046         S4X 


— 8303230303   Notice    of    violation    from    Insp    on   830321-23 

»      Rsgion    1,    Office   of   Director        33/05/13        2pp        1B592  030 
Flch«    30-277,83/05/13.9305230299 


100 


DOCKETED  ITEMS 


— B3032503Q6    IE     Jtiip    fiepts     SO-277/83- IO   b    30-276/33-10    on   B3O3at-23 
None omp ] lance    noted     lack    of    administrative    controls, 
nontraceab 1 1 1 ty    of    Instrument    usage    t   eiceeding    instrument 
callbr   due    data    in    measuring    <t    test    equipment    area 
SHAUfl.E   T    .     HEYER.G    H    .     PHELL,  J   A         Reg  Ion    |.     QFflc«    of    Director 
83/03/11  I3pp  13392    053         24*    Ficne    3O-S77, B3/03/13,  8303230299 


3303040040   IE    Info    Notice   83-31. 
Svc    list   end 

JQROAN.E   L         Division    of    Emerc 

ReiponiB    (Post    B3O103)          83/O3/I9  Consolidated    Editor)   Co       of   Neu 

York,      tnc          114pp          1B697   007         24X   Fiche    30-OOO, 33/05/19,  B303O4Q040 


"Error    in   ADLPIPE   Computer  Program 
Engineering 


8303040046   IE    InPo  Notice    B3-33i     "Nonrepresentati ve    Sampling   °* 
Contaminated   Oil    "    Svc    Hit    and 

JOFIDANfE  L        Division   at    Emergency    Preparedness   &   Engineering 
Response    (Post    S30I03J          63/05/36  Consolidated    Edlion    Co       of   Neiu 

Vort,      Inc          !14pp          18647    007         24T   Plena    50-000, 83/09/26, 0303040046 

E      Beportable-   occurrences-     LERs    Si  related    c.  orreipondmce 

B303IIO34O   Foi-tuarils    LER   flS-Oll/OlT-O   Bfltalletf    ev«nt    analysis    lubmittvd 
COONEV.  M  J        Philadelphia    Electric   Co        &3/O4/21         ALLAN,  J  M        Region 
1,     Office    of    Director         3pp          IB-IOC    134         24*   Ficne    SO-27B,  83/04/21 , 
0303 1 10340 

— B309I10349   UER    83-O1  1  /O1T-0    on    930407,  loss    OF    control    rod    position 
indication    occurred     from    control    rods    32-«7i  3B-31    &    54-13 
Caused    by    improper    i/se    of    jumper    procedure   on  930311,36  t 
0402   Jumpers    removed    Jumper    procedure    suspended 

CBQNEY.M   J         Philadelphia    Electric    Co         B3/O4/2I  Reg  inn    1, 

Office    of    Director         Ip         19404   137        24X    Flch*    30-279,83/04/2], 
S303110340 

9309030116   PNCJ-I-B3-039.  on    330423. three     1-inch     long    aclal     indication* 
)<   one   circumferential     indication    In   heat   affected    ion*   at 
reclrculation    pump    rls«r   discovered    Caused    by    i nt*rjranul  ar 
•  trait    torroaion   c  rack  In-} 

BLDUOH,    HCCADE     Region    li     Office   of    Director        B3/O4/26         Ip 
IB30B    1B7         34X    FJch«.BD-27B, 93/04/2i,  B30303011B 


—8303270439    IE    Insp    Repta   3O-2BO/S3-11    t    3O-281/B3-11    on  830301-31  Ne 
noncomp  1  iance    nut  ad  Major    areas    inspected    plant    operatloni    li 
operatlna    rocord  t,  malnt  S<   survei  t  lancfli  seeur  1  ty    event 
folJowup    !.   LERt 

BUfiHE-D  J    ,    DAVIS.H  J        Region   2,    Office    of   Director        JULIAN.C 
Dlvlilon    of    Project  fc  Realdant   Progi-ama         B3/04/39        7pp, 
10644    2B9         2JX    Ficfia    30-230,83/04/29.0303370423 

B309I30058  Foruartft    reviled    submittal    describing    prtllnlnarij    plan    for 
iflitrgentij    operatlonB    facilities    (EOF)    updating    820400 
rviponn    to  Generic    Ltr    82-33  Local    EOF  ulll    be    conotructad 
ail jj cent    or    connected    to   eiiiting    training    facllltie* 
STEUART.H   L        Virginia    Electric    fc  Power    Co        03/03/Oi        OE  WTQHj  H  R. 
Office   of    Nuclear  Reactor   Regulation.    Director        EISENHUT,  D  0 
DJvi»£on    of  (-iteming         13pp         1B436  219        24X   Ficho    30-000,93/03/06, 
8305130058 

9303110034  Generic    Ltr    S3 -21    to   all    licensees    of    operating   nactorli 
•  ppllcant-a    for    DL»    fc  noldarl    of   Cps    re    clarification   of 
accin    to    control    procedures    for    lain  enforcement   visits 

SVC      litt     *T1[1 

EtSENHUT,  C   0        JTlviilon    of    Llcanting        63/09/11  Conial  idlt»d 

EdHon  Co      of  Wsui  Yor*.     Int         16pp         1BS4O  093        S4X 
Flcne    50-OOO,  S3/O3/11,  S3031 10034 

83O5IS0149    Infopmi    that    emergency    plan   upflrade    to   meet    10CPR3O  rtpp   Ei 
NUHEO-0737i  I tem    III    A  2    1    requirement!    complete 

VAHGfliS  A        Operating   Re-actors    Branch    I         83/03/13        STEWART,  W  L 
Virginia    Electric    i.   POUIBT   Co        3pp         1BS03   331        S4X 
FlchB    30-280.93/03/13,  B3031SOli9 


P      Operating    llcanle    stage    dacumenti    ft   correspondence 


0303060693   Foruards    nfeti/    evaluation   re    NUREO-0737,  I  turni    1 1   F    1    4, 
II    F    1    3   k    II    F    1.  b    on   containment   pressure,  uater    Isval   !i 
h\jfTO<)*i\    monitor*    Utll    B01310   submittal    &   83031 B   rev 
acceptable    Environ    qualification    to    be    revieui*d    leparatelij 
VAROAiS  A        Operating   Reactors    Branch    1         83/04/22        BTEHABT.  U  {. 
Virginia   Elactric    &    Fouler    Co         2pp          18357    397         34 X 
Flch»    30-330,83/04/32,  B3030fiOfi3B 


Q30S270117   LEH    B3-OI2/O1P, on    B30425. analys 1 s    of    radlographi    L 
ultrafonlc    testing    data    indicated   presence    of    four    cracl- 
llki    Indications    In    0  reactor    recirculat ion    sija    riser    or 
loop   A  Caused    by    intergranular    stress    corrosion    cracking 
FLEI8CHMAMN,  R        Philadelphia   Electric    CD        S3/O4/2&        ALLAN,  J  M 
Region    1,    Office    of    Director        2pp         13633    164        34X 
Ficht    30-373.  63/Ofl/2A,  B3032701 1  7 

B30B020337  PNO-I~B3-03eA  on    830427,  fee i rcuSa t Ion    loop   A   rlmr    exam 
compteted  One   u* 1 d    Jn    each    of    tuo   riifrra    had    crack 
indications    Data    forwarded    to  CH   for    more    detailed    analijiif 
Llciniee   addrasilng    repair    method   &    impact    on   outage 
5LOUCH,     MCCADE.E        Region    1,    Office   of   Director        83/04/37         Ip 
1B277- 134         24X   Ficfie    =0-376,03/04/37,8309020337 

B303O&09IB  Foruardi    payment    In   reipanie    to   M)C   830339  notice    of 
violation  &    Imposition    of   civil    penal  tie)    re    valvlng    error 
vvanti   &    ndiatlOTi    protection   violation*   Corrective   actlonii 
hilU    'or    collection   fc   affidavit    incl 

BOYEH,  V   S       Phllad*lphia   ElectrU    Co        93/O4/27  Director's 

Officer    Office    of    Inspection    and    Enf ore amant        3App         1B348-  147 
FIche    30-277,  S3/04/27.  B3030fiO313 


—0303060463    Baf«t«    evaluation    I-B    TMI    Action    Plan    Item*    (MJfIEQ-07371 
II    F    1    4,     "Containment    Pressure   Monitor,"    11    F    1    3, 
"Containment    Mater-   Laval   Monitor"   &    II    F    1    3,     "Containment 
Hydrogen    Monitor    "    Detlgnt   acceptable 

*      Of  Fife    at    Nuclear  Raactor   Regulation,     Director        83/04/22        $ft 
19337   33?         ?4X   Ft  che    SO-8BO,  83/04/22,  930S06063B 

B303O90321    Foruaro*   Amend    87   to   License   DPR-32,  »;if  etu    evaluation  I. 
notice    of    is-tuance   &    availabilltij   Amend    revise*    Tech   Spec* 
to  raise   control    rod    bank    insertion    limits 
NSIOHBORSr-J   D        Operating   Reactors    Branch    1         03/04/K6        BTEWARf.HL 

Virginia   Elvctric   &   POUBT   Co        2pp         1B367   249        24X 
Flche    50-8BO,  83/04/36,8303090321 

—  8303090327  Amend    B7    to  License    DPR-32,  ruvis  Ing    Tech    Spec*   t-o    ril** 
control    rod    bant    i  in  art  Ion    limlt« 

VAROA.S  A        Op*ra.tlni  Reactors   Branch    1         B3/04/26        3pp 
18367    247         34J(    Flche    SO-200,  83/04/26,  B303O90321 


B30SOV0331    Bafetij    evaluation    supporting    Amend   B7    to   License    DPA 
*      Office    of   Nuclear   Reactor  Regulation,     Director        83/04/24 
1S367    BS2         2-lX    Flche,  30-280.83/04/26,8303090321 


3ff 


B30527O184  LER   B3-012/01P    nit  e30Sll,insp   of    fire    barrier   penetrations 
revealed    lnad«q,uac  let    in    penetration   seals   Caused    by    const 
or   d*i.|gn    error    b    inadequate    initial    inip    Fire   matches 
postaif  &  addl    inspl    initiated 

FLEIBCHMflNN,  R        Philadelphia    EUltric   Co        B3/O3/12        ALLAN,  J  fl 
ftfgian    !•     Of  fit*    af    Dlr*ctor          2pp          18637   399         Z4X 
Flche    90-277,  B3/OS/12,  83O52701O4 


DOCKET  30-280  BURJiV  POWER  STATIOH,    UNIT    1 

F     Security'    medical*     emergency    &   fire    protection    plans 


—8309090333  Notice    of    Istuanca   (.  availability    of   Amend   B7   to  Li*enil 
Qpq-32 

VAROA'S  A        Operating   Fteactori   Branch    I         B3/O4/S6        2pp 
18367- £54,        24X    Fichi    90-280,  83/04/2&,  B303070321, 

8303090043   Forwards   Amend   8fi   to  Licenses    DPR-3S  fc  DPR-37, 

safety    evaluation   *  notice   of    issuance   &   availability    Amend* 

revls*   Tech    Specs    to    change    schedule    requirements    for 

functional    testing    af    30   KIPS  ti    snubbers 

NEICHBDHB,J  D        Op«ratlng    Reactors   Branch    1         83/04/27        BTEHART.HI. 

Virginia    Electric    i.  Pouar  Co        2pp         18381    184        S4X 
Ficfie    30-8B0.83/O4/27.  B303090043 


83030301  Si    Infornn    that   930202    Itr-   provided    change!    to    security   plan, 
not    personnel    training    &   qualification   programs, as    stated 
STEWART,  W  L        Virginia    Electric    t>  Pouer   Co        83/03/24        MCCuTHE.D  R 
Dlvlvlon    of  Emergency    Preparedres-s   &   Materials   SAfety         Ip 
|B342'200       24X  Flche- 50-000, 83/03/B4, B30505O136 


-S303090091    AmenJ   SB    to  Licenses    DPR-32  t,  DPR-37,  revising   Tech    Sped 
change    schedule    requirements    for    Functional    testing    of    SO 
KIPS  Si  ssiwbben 

VAROA,  S  A        Operating    Reactors   Branch    1.       83/04/27        8pp 
18301    1B6         24X    Ficht    30-280, 83/04/37,  8300090045 


B309270433   Forwards    IE    Intp   Rapt*    30-800/33-11    &  90-281/83-11    on 
930301-31    No  noncojnpliancB   -noted 
BANCErH-C        Division   of   Project   *   Resident   Programs        03/04/S? 

L        Virginia   ElectMc    J<  Power   Co        Spp,       18644' 2B7        24X 
90-280,  e3/04ya9rB30927O423, 


-93090^0063   Safety    evaluation    supporting    Amend    89   to   LIcan»»»  DPH-32  4 
BPH-37, 

»      Office    of   Nuclear   Reactor   Regulation,     Director        83/04/27-      Sff. 
183B1    19-4        B4X   FIeh»    30-380,83/04/27,8309090043 


6303090070  Ne-tice    of    issuance   fc  availability    of   Amend    99   to  Llcrnm 
DPR-32   &   DPR-37 

VAROAi S  A        Operating   Reactors    Branch    1         83/04/27        Zpp 
19391, 19A        24X   Fiehe   30-280- B3/04/27i  8303090049 
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B303020435   Generic    Ltr    33-19    to    all    power    reactor    8,    testing    licensees 
pi    new  procedures    for    providing    public   notice    concerning 
issuance    af   amends    to   OLs   Svc    list    and 

EISENHUT,  D   0        Division    of  Licensing        03/QS/O2  Consolidated 

Edlion    Co       of    New   fork,     Inc          SOpp          18441    ISO         24X 
Flche    30-000,83/03/02,0303030433 


'-B303270374     IE     Insp    Repta     5Q-2SO/B3-06    (•    30-2H1 /03-O&    on    930232-23   No 
none omp 1 i snce    noted    tfajoi    areas    inspected    Insarvlce    testing 
of    pump-a    S,    valves ,  secondary    coolant    cticmlsty    program^ 
tnsd-vjt  e    luip    &    LEHS 

OIRARD-E    H    ,     ROBS. W    J    .     BLAKE, J    J         Region    2,     Offica    of    Director 
93/03/33          "?pp          1B647     174         24X    Fichfr    SO-280.  B3/O3/21?,  9303270363 


6303060B34   Application    for    amend    to    Licenses    DPR-32   J.   DPH-37,  changing 
T*ch   Specs    to    alloui   optlml  lation    of    core    loading    patterns   & 
provldi    add]     operating    f  1  BI  ib  1 1  i  tij    by    changing    eiistlng 
fractional    pouier    limit 

STEWART. W   L         Virginia    Electric    &   Power    Co         B3/Q3/02         DEN TON. M   W 
Ottie*    of   Nuclear  Reactor   Regulation.     Director         vAHGA,  S  A 
Operating    Reactors    Branch     1         Bpp          18348   263         24X 
Ftche    30-200,  B3/O3/02,  0303Oi03S6 

— 0303060361    Proposed    Tech    Spec    pages   allowing    op t imi  lat Ion   of   core 
loading    patterns    i<   providing    addl    operating     flexibility    bij 
changing    existing    fractional    power    limit 

*      Virginia    Electric    t,   Power   Co         83/03/03         23pp         1B340   271          24X 
Flche    30-880,83/03/02,8309060336 

B30310010B  Application    to   amend   Licenses    DPR-33    &   DPR-37,  revis Ins 
radiological    effluent    Tech    Specs    in   accordance    ui/Rev  3   to 
NUREO-0472      "Offsite   Dose    Calculation   Manual"    alio   end 
BTEUART,  W  L        virjlnla    Electric    t,   Power   Co        83/03/04        DENTGN* H   R 
Office   of   Nuclear   Reactor   Regulation,    Director         VAROA.B  A 
Operating    Reactors   Branch    1        3pp         10371    346         24X 
Fiche    30-280, B3/05/04, B30310010B 

— 8303100111    Proposed    revi    to   radiological    ef flu-ant    Tech   Bpecir  in 
accordance   u/fiev  3    to   NUREO-Q472 

«      Virginia   Electric    (,  Potuer  Co        83/03/04         B7pp        18371    349        S4K 
Fiche    30-880,83/03/04,8303100100 

8301090639  Generic    Ltr    03-20    to   all    operating    reactor    licensees    4, 
holders    of   CPs    re    integrated    scheduling    for    Implementation 
of   plant   mods    Bvc    list    and 

EISENHUT,  D  0        Division   of   Licensing        03/OS/Q9  Consol Idatffd 

Ed  i ion  Co      of   New   fork,     Inc         16pp         1B627    133        24X 
Fiche    30-000, B3/03/07.  8305090i39 

S30SJB0372  Forwards    response    to   830404    1 tr    re   Category    IV  equipment 
Equipment    qualification    file   packages    submitted    in    support 
of   specific    identified    i terns, Response    to   B30126    1  tr  re 
proposed    corrective   actions    expected    bg    03038O 

BTEHART.W  L        Virginia   Electric    &  Power  Co        O3/O3/I1        DENT  ON,  H  R 
Office   of    Nuclear    Reactor   Regulation,    Director         VAROA,  S  A 
Operating    Reactors    Branch    1        771pp         18403    ISO        24X 
FithB- 30-200.  03/03/11,0303100378 

3303200163   Responds    to   B3012A   &   0404    requests    to     rvvieu    proprietary 
matl    contained    in   Franklin   Research   ctr    technical    evaluation 
r*pts    re    environ    qualification    of    safoly-rela tad    electrical 
•qulpmtnt    Info   no    longer    requires    proprietary    protection 
STEHART.W  L,       Virginia   Electric   (<  Pniuer   Co        B3/O3/1I        DENTON,  K  R 
Office    of   Nuclear   Reactor   Reoulatlon.     Director         VAROA,  8  A 
Operating    Reactors    Branch    1         Ip         133(9070         SAX 
Fiehe    30-200, 03/05/11,  B303S00163 


B303370493    Forwards     IE    Inap    Kept*    30-2aO/03-OH    5,    5O-aSl/B3-00    on 
B30301-2B   No    noncomp  1  lance    noted 

DANCE,  H  C  Division  of  Project  &  Reslddnt  Proor 
STEWART.  W  L  Virginia  Electric  i.  Power  Co  3pp 
Fiche  30-2BO,  B3/O4/O4,  8303270463 


B3/04/04 
lBi.62    142         24X 


—  8303370490     IE    map    (lepts    30-3BO/B3-OB   «,    50-261/33-03    on    330201-EB   No- 

noncomp  1  lance    noted    Major    arnaii     inspected    plant     operations    & 

operating    records  ,  plant   maint    b    surve  1  1  lance,  p  1-ant    securltg, 

•falloujup    of    events    b   LERs 

BWRKE-  0    J    ,     DAVIS.  M   J         Region    3.     Office    of    Director          JULIAN,  C    rt 

Division    of    Project   t    Res  id  sue    Programs          B3/O4/OI          3pp 

1Q662    144          3AX    Fiche     30-2BO,  93/04/O4,  B305270qB3 

B303040021     IE    Info    Notice   33-21,     "Defective    Emergency    UBS    Respirator    " 
Svc     1  1st    rncl 

JDRDAM,  E   L         Division    af    Emergency    Preparadne?  s    &   Engineer  Jnj 
Response    (Post   B30I03)         B3/04/13  Consolidated    EiJlson   Co      of    Neu 

York,      inc  136ft  10433     153         24X   Fiche    5O-OOO,  B3/O4/  1  9.  B303040021 

B303040023    IE     Info    Mat  ice    83-22,     "BUR    Safety/Rel  (  &F    Valve    Failures    " 
Bvc    list    BncJ 

JORDAN,  E  L         Division    of   Emergency   Preparedness    tt  Enofnearinj 
Responie    (Post    B30IO3)         63/0-1/22  Consolidated    Etflson    Co      of   Heui 

York.      Inc  112pp          1B3S3    OB9         24X    Fiche    30-OOO,  S3/04/22,  B303O40O33 

93031QO315  Forwards    response    bo    B30324   notice    of   violation    b   proposed 
Imposition    of    civil    penalty    Corrective    actions    enjinoering 
saPeguards    valve    check    list    revised    Ci   ad  Jed    to    startup 
procedure    &    By  a    valve    lineups    now   required 

BTEWART.W  L         Virginia   electric   i   Power    Co        B3/O4/5H        DEVDUNO,  n    C 
Director's    Office,     Office    of    Inspection    and    Enforcement         3pp 
1B370   -001          S4X    Flche    3O-2BO,  33/04/23,  B303100313 

B3OS2-7O313  Advlsei.    that   0ALP    Board    assessment   revleuied   i    Issuance    of 
rept    approved    Nuclear    activities    conducted   cu/proper    coticern 
for    nuclear    saf  etg 
D'REILLY.J   P          Region    3.     Office    of    Director         83/04/33         BTEHART,  W   U 

Virginia    Electric    *    Paurr   Co        Sap         1BM6  OOl         24X 
Fiche    30-000,  03/04/22,  0303270513 

—9303270327   Forwards    SALP    Rept»    SO-20O/B3-02r  30-HB1  /B3-O2,  SO-33B/B3-03 
S,    30-339/03-03     for    Ju  1     19B1    -    Sept     1  962 

LEWIS,  R   C         Division   of   Project    t.  Resident   Programs         83/02/10 
STEWART.W  L.         Vlvfiinla    Electric    S.  Fouler    Co        3pp          IB64A  O03        24X 
Fiche    30-OOO,  B3/0-1/22.  9303270313 

—  8308270341    SALP    Hepts    30-380/83-03,  30-2B1  /93-02,  30-33B/B3-03   fc 

30-339/83-03    tor    Ju  1    1«7B1    -   Sept    1"78S 

«       Region    Si     Office    of    Director         B3/O2/10         13pf  19646,003         24  X 

FlchB    30-000,  03/04/32.  6303270313 


3303200499   Forwards    response    to   Qeneric    Ltr   8a-2Q,     "Inadeituate   Core 
Cooling    Instrumentation   8g«,"    pir    B30310   Itr    During    upset 
condl tlons,  alarm   function*    provided    In   conjunction   u/ 
(ubcoollng    monitors 

BTEWART.H  L        Virginia   Electric   (.  Pouier   Co        B3/03/12        DENTON,  M  R 
Office   of    Nuclear    R«actor   Reoulatlon,    Director.       EISENHUT.D.O 
Division    Of    Licensing          19pp          10313    183         24X    Fiche    30-000, 83/03/13, 
B3032004?? 

8303360232   Submits    schedule    for    replacement    or  mod    of    safety-related 
equipment    for    environ    qualification   par    10CFRSO    49(g) 
criteria   Master    Hit    of    equipment    encl 

BTEHART.H  L        Virginia    Electric    t.  Powar   Co        83/03/20        DENTON,  H.  R 
Office    of   Nuclear   Reactor   Regulation,    Director         VAROA,  S  A 
Operating    Reactors    Branch    1        AOpp         1B623    IS?         24X 
Fiche,  50-200, 03/03/20,  830 5 24 023 2 


Inspection   reports,     IE   Bulletins    &    correspondent!) 


B30304OD23    IE    Info    Notice    33-23, 
Sensing    Sya    "    Svc     list   encl 

JORDAH.E,  L         Division    of    Einergoncy    Preparedness 

Response    (Post   839103)         B3/O4/29  Caniol  tdabed    Edison   CD      of    Mew 

York,.     Inc         HSpp          1B3B1    S91         24XFIche    30-000,  83/01/23,  B30304O023 


"Inoperable    Containment   Atmoaphai-fr 
Engineering 


B305090O29  Oront*    63031  fr  request    far    rsliaf    from    17BO   ASMC   Section    XI 
requlremtnti    for    Iniervlc*    Insp    hi;dr  astatic    tests,  tie  lief 
permits    drain    t<  manual    Icolatlan  valve    replacement    In  main 
steam    ly*    u/o    performing    hydrostatic    tests    for    entire    igs, 
VAROA,  S   A         Operating    Reactors    Branch     I          83/04/27         STEWART,  H   L 

Virginia  Electric   &  Pouer   Co       3pp        laaBl   20O       H4X 
Fiche    30-380,83/04/874030309003"? 

—  93OS070037    Notice    of    granting    of   relief    from  ASME  Cade   requirements    for 
Inservlce    Irsp    hydrostatic    t«sti 

VAROA,  8  A        Operating   Reactors   Branch    1         B3/04/27        Epp 
183B1'203        34X    Fiche    30  -  2SO.  B3/O4/27,  B30  3070029 


B2120i039S    IE    Info   Notice   03-14,     "Deuaterad   Spent    Ion   Exchange   Rtiln 
Susceptibility    to  Eiothermlc   Chemical    Reaction    "    Svc    list 
encl 

TAYLORiJ  M.       Division   of   Safeguards   &    Inspection    Programs    (Post 
B30J03)         83/03/21,  Consolidated   Edison   Co      of    Neu  Vork,     Inc 

lISpp,       1B30B  319        S4X   Fiche    90-000,03/03/21,3212060393 

6305270565  Forwards    IE    Insp    Rtptt    50-280/03-06  l>    50-a01/S3-Oi   on 
B3022S-23  No   noncompl lance    noted 

DANCEiH  C        Division   of   Project   t,  Resident   Prdjram*        03/03/29 
STEWART,  H  L.       Virginia   ElectrU    &  Power   Go.       Sp-p         10i47' 172,       K4X 
Flehe;  30-230, 03/03/27, 8303370S6S 


83D3O40oafi    IE    Info   Notice   83-34,     "Loose   Parts    in   Secondary    aide    af 
Steam  Generators,    at   PWRs    "    Svc    litt    end 

JOIDAN.E  L,       Division    of   Emergency    Preparedness   *   Eng  ln»«rinj 
Pinpoint    (Post    9301033         33/04/29  Consalldabed    Edison    Co      of   N»u 

Vork,     Inc         tlSfp         EB3B2  O47        24X   Fiche    30-000,93/04/20,0303040026 


S303040027    IE    Info   Notice   83-25,     "Stanrfbu.    Oai    Treatment    Sy«    Heater   Hljh 
Temp    Trip    8*tpoint    Adjustment    "    Svc    Hit    encl 

JORDAN.  EL,       Division    of    Emergency    Preparadne  it    &   Engineering 
Response    {Pott    9301O3I         B3/Q4/2B  Consol  i  ifatail    Edison    Co.     of   Nfu 

Vorli,      Ini  lISpp,         1B39B    Ii3         B4X    Ftche  '  30-OOO,  03/04/28,  9303010027 
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9303270423   Forwards     IE    Insp.    Repts    50-200/33-11    (e    90-281/33-11     on 
S30301-31    No    noncompllance    noted 

DANCE, H   C         Division,    of    Project    &    Resident    Programs         B3/04/29 
STEWART.  W   L         Virginia    Electric     f,    Power    Co         2p  p          1B614    3B7         24X 
Flche    50-260,33/04/39,  B30527O423 


— B3Q5230346  Notice   of   violation   fc   proposed    Imposition    of    civil    penalty 
in    amount    of    *40. 000  Noncomp 1 iance   noted    radiation    program 
failed    Co  meet    10CFR20   requ* regents   V   Tech    Spec    provision* 
in   area    of  worker   protection 

d'REILLY.  J   P         Region    1,     Office    of    Director         03/O9/O7         3pp 
18593   347         24X   Flche    30-2BO,  B3/03/07,  B3O325OS41 


--8303270439    IE    [nsp    Repts    30-380/33-11    1    50-381 /E33- 1 1     on    B3O301-31    No 
nancomp-l.  fane  e    noted    Major    areas     inspected    plant    operation*    !. 
operating    rec ords , maint    (•    sur  vel  1 1  ance.,  secur  i  fcu   event 
follouup-    &   LERs 

SUn HE,  D   J    .     DAVIS. M    J         Region    3.     Office    of    Director          JUUJrtN,  C 
Division   of   Project    k  Resident    Programs        83/O4/29         7pp 
1BS44   237         S4X   Fiche    SO-2BO.  B3/Q4/29.  B30337Q423 

B303O40O2G    IE    Info    Notice    B3-2£.,      "Failure    of    Safety/Re  1 1  ef    Valve 
BliCharge    Line    Vacuum    Breakers    "    Svc     list    end 

JORDAN,  E   L         Division    Of    Emergency    Preparedness    ti    Engineering 
Fie  1  pome     (Pose    BGOIO3)          B3/OS/O3  Conso  1  i  dated    Edison   Co       of    Nnu 

VOT(I.     Inc          122pp          18441     170         34V    Fichu    30-QOO.  B3/Q5/Q3r  B303O4O02S 

B305Q*J0139   Forward!    payment    of    civil     penalty    imposed    For    valve 
infraction  reported    in    Enforcement   Action    EA  82-143 

3TEtWW!r,  W   L         Virginia    electric    &   Pouier    Co         83/DS/O3         DEVCK/NO,  R    C 
Dlpiic  tor  '3   Office.,    Office    of    Inspection    and   Enforcement         3p  p 
IB364    049         24X    FicJie    50-560.03/05/03,9305090137 

8305270343  Ac*    receipt    of   630408    1  tr    1  r*f orminj   NRC    of    atepn    taken    to 
corract    violations    noted     1  ti    IE    Insp    Repts    30-2BQ/B3-O3   & 
SO-2BU&3-09 

DAMCE.H   C         Division    of   Project    (,   Resident    Programs          B3/O3/03 
STEWAHT.  H   L         Virginia    Electric    J.   Pouer    Co          (p          18442   023         24X 
FlcSe    30-280,83/03/03,63032702-12 


93O3O40034    IE    Info    Notice    83-30,     "Misapplication    of    Generic    Emergency 
Operating   Procedures    (EOF)    Guidelines    "    Svc    list    end 
JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   B301O3)         03/03/11  Consolidated    Edison   Co       of   Niu 

York,     Inc         114pp          18924   003         SIX    Flche    30-000,83/03/11-8303040031, 

93030400-10   IE    Info    Notice    83-31,     "Errnr    In    ADLPIPE   Computer    PrUJT-affl    " 
Svc     t  i*t    ancl 

JORDAN, E   L         Division    Df    Emergency    Preparedness    &   Engineering 
Response    (Post   B301O3)         B3/03/11?  Consolidated    Edison    Co       of    Neu 

YarK.     tnc         114pp          18697   009         24X    Flche    3O-OOO,  03/O3/11?.  8303040040 

8303040046    IE    Info    Ndtice    03-33,     "Nonrepresentati ve    Sampling    of 
Contaminated  Oil    "   Eve    Itst    and 

•JORDANiE  L        Division    of  Emergency   Preparedness    &  Eng  Inearinfl 
Response    (Past    B30103)         S3/OS/26  Consolidatsd    Edison    Co       Of   NlU 

Yorfc.     Inc         llflpp          1B647   007         24X    Flche    50-OOO, 03/03/26, 8303040046 


5      Repu-rtable   occurrences'    LERs   &   related    correspondence 


B3OS10OJ15   Forwards    LERs    B3-01S/03L-0   !c   a3-019/03L-0 
WILSDN.O  L        Virginia   Electric    V  Pouer   Co        B3/03/03 
Hegion  a.    Office    of    Director         Ip         1B375  043        24X 
Ficne    30-3BO.  B3/03/03,  B30310O1 13 


— S3Q537Q34B   Hespnnda    to    NFtC    B3031 1     I  tr    re    violations    noted     In    IE    Insp 
Repti   50-2BO/B3-05  fr    30-231/S3-O3  Corrective   actions 
Administrative    Procedure   ADM-B    reviEbrad    ui/staff    assistant    d 
notice    of    violation    &    reiponae    Boated 

STEHAFiT.H   L         Virginl*   E]flctric    ti    Poiuer    Co         83/C4/08 

0'REfLLV,  J   P         Roglan    S.     Office    of    Director         2pp          IO&12   QSt,         24X 
Fllhfr    SO -3BO,  83/03/03 j  B3O327O342 


--8305lOOiaO  LEB  S3-Ola/03L-0   on   B30411,  Type   C    tasting    (PT-16  4 
containment    isolation   valve    leakage)    performed    during    Spring 
1993  refueling    outage    disclosed    as-found    leakage    eicegdlng 
allowable    rate   Caused    by    normal    uear   Valves    repaired 
WILSON.J   L         Virginia    Electric    k   Power    CD         H3/03/03  Region    2. 

Office    qf    Dlractor         Spp          18373   044         24X    Fiche    SO-300, B3/03/03i 
8303100119 


—3303270232   FOruarili     IE    Imp    Repts    3O-3BO/B3-05    i.    50-281/83-05    on 
830207-11    &   notice    of    violation 

DAWCE,H   C         Division    of    Project    !.    Resilient    Programs         83/03/11 
STEWART. W   L         Virginia    Electric    t,    Potuor    Co         2p-p          IBA42    020         S4K 
Flche    30-200j  93/O5/03, 


imp    on    B302O7-11 
B3/03/11          Ip 


— 03O32702S7    Notice    of    violation    frotr 
»      Region    3,    Office    oP   Director 
Flchi    30-^aO,  S3/O3/03.  B3O527OBia 


— B305B70263    IE    Imp    Reptt    ^O-^BO/a^-03   A    50-SBI/B3-OS    on    030307-11 
Honcompllanca    noted    failure    to    post   notice    of    violation   & 
license*    response     to    IE    Insp    Repts    SO-aBO/B'3-33    U 
30~SBi/82-33    an    H21221 

HOSeY,C   M    .     DARR.H   P         Region    3.     Office    of    Director         33/03/OB 
7pp          1S642   031          24X   Flche    50-2BO, B3/O5/O3,  8305270242 

B303040030    IE    Info    Notice    03-27.     "Operational    Respans*     to    Events 
Concerning    Deliberate   Acts    Directed    Against   Plant 
Equipment    "    Svc    list    and 

JORDAN.  E  L        Division    of   Emergency    Preparedness    k  Engineering 
Response     (Post   630103)          B3/OS/O4  COnsoUdated    EH i ton    Ca      of    He  a 

York,     Inc          112pp          18383    39^         24X   Flcrte    50-000,  83/03/04,  a30304003l> 

S303040031    JE    InFo    Motice    93-3B,     "Criteria    for    Protective   fiction 
Recommendations    -for   General    Emergencies    "   Svc    list    and 
uiDRCAfJiE  L        Division   of  Emergency    Prflparadness   a   Engine-Bring 
AesponlP    IPost    830103)          S3/03/O<1  Consolidated    Edlic-n    Co       Of    Nau 

Yorli.     Inc          119PP          10441    OOI          S4X   Fiche    90-000. 83/03/0$,  S3030-1O031 

S3030903B4    EN-B3-030    On    B303O9,  Piatica    of    violatloii    8,    proposed 
imposition   of    civil    penalty    in    amount    of    *flO.  000   Issued    to 
licensee    Action   based    on    serious   ueaKnessps    In    internal    ft 
external    tfgse    monitoMng    U   procedural    compliance 

FLAC«rE   -    rtXELftAD,J        Director's    Office,    Office    of    Inspec t i on  and 
Enforcement        83/03/04         Ip-         18363   34?        S4X   Fiehe   30-2BO,  B3/O3/O4- 
B30309022D 

B3O30  40033    IE   Info   Ho  tier?   33-39,     "Fuel    finding    Caused    by    Fuel    Hac  i 
Def c-i-mstion    "   Bve    Hit    enc  1 

JORDfiH,  E  L        Division    of  Em  erg  a  hey    Preparedness   &   Engineering 
Ra-sponse     (Post   930103)          B3/O9/06  Consol  i  (fated    Edlio-ti   Co       of    Heui 

York,     Inc          IISpp          1B523   SAB         24X   Fiche    50-OOQ,  S3/03/Oi,  8303040033 

830Sa3034£    Diicusse*    IE    (nip    on   930321-25   !*   forwards    notice    of 
violjitlon   Si    proposed    imposition   of    civil    penalty 
a'RERLV.J.P        Reflion   Z,    Office    at    Director        S3/O5/0?        STBHMT»W  L 

Vitfllnla    Ele-cSrK    (•   Poiuer    Co         3ffp          1B393   344         a4f 
Flcn*    30-aBO,  B3/O3/09,  63O52SD34I 


— B3031001S7   LER    03-019/03L-0   on    B3040B,  performance    Of    Periodic    T*»t 
1-PT-39D-3  revealed    snuobers    I-UPPD-HSB-IS.  1-RC-HSS-11S, 
l-SI-HSS-37rt,  l-RH-HBS-12  ft    l-SI-HSS-38    inoperable, Caused    by 
fluid    leaks  I   loose   pipe    clamp   Snubbers    replaced 

WILSOfJ-J  L        Virginia   Electric    &  Power   Co        83/08/03,  Rejton  S, 

Office   of   Director        3pp        1S375  046        34X   Fiche    3O-280,  B3/O3/03i 
8303100113 


93051301^8  Forwards    updated   LER   B3-OS8/03X-1 

WILBON.J  L        Virginia   Electric    t  Power   Co        B3/O3/O6 
Baolon   a.    Office    of   Director        Ip         1B44Q  077        24X 
Flche- SO-280,  B3/03/06,  B3031301?S 


O'REILLY.  J   P 


-- 9305 130203  Updated   LER   B2-06B/O3X-1    on  320614.  fire    detection    >u< 
discovered    tn  have    lost   program, render  Ing    sys    Inoperable 
Probably   caused    by    inadvertently    reset    program   button   By* 
reprogrammed   &   central    processing    unit    installed 

WILSON.J  L        Virginia   Electric    «•  Pouer   Co        83/03/06  Region  S. 

Office    of   Dlroctor         3pp          18440   O79         S4X    Fichu    3O-3BO,  B3/05/O6i 
8303130173 


B30313022B   Forwards    LER    B3-020/03L-0 

WILSON, J  L        Virginia   Electric   &  Power   Co        B3/03/06 
Region    2,     Office    of    Director          Ip          18439   332         24X 
Flthe    30~2BO,B3/03/06.B30313032B 


D'REILLY.J  P 


— B303130243   LER   B3-02O/03L-0    On    B3040S. 20    of    SS    snubBera    failed    to 
meet   acceptance   criteria    stipulated    in   periodic    test   Caused 
bij    teal    degradation   Snubbers    either   readjusted,  repaired    or 
replaced 

UILSON.  J  L        Virginia   Electric    !i  Pouer   Co        83/03/06  Region  S< 

Office   of  Director        3pp         1B437  333        24X   Flche    30-290,83/03/06, 
8309130223 

S30313O142  PNO-II-B3-03B   on   B30310, safety    injection    pumps    inadvertently 
actuated    during    heatup    in    preparation    for   restart    Caused    by 
lost    of    vltel    dc    electrical    bus    Damaged   batteries    replaced 
OENISON.  K  M  i    Mil  AN, C   A        Region   2.    Office    of    Director        83/03/10 
Ip          IB 433    131         24 X   Fiche    30-230.  B3/03/ 10,  B303130142 


DOCKET    30-2B1    SlffiRV  POWER   STATION,    UNIT  2 

F      Security,    medical*    emergency   «•   fire    protection    plans 

B3O503012&    Inform*    that   830203    Hr    provided    changes    to    security    plan, 
not    personnel    training   &   qualification   programs, as    stated 
STBWARTrW  L        Virginia   Electric    b  Power   Co        B3/03/24        MCOUIRE.  D  R 
Division    of   Emergency    Preparedness    &  Materials   Safety         Ip 
1934S.200        24X  Flche    30-000.83/03/24,3305030126 
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B303270423   Forwards     IE    Insp    Repts    30-280/B3-11    >j    50-2B1/33-11     on 
B30301-31    No    noncnmpl lance    noted 

DANCE. H   C         Division    of    Project    &    Resident    Programs         B3/04/21? 
STEW  ART.  W   L         Virginia    Electric    t.   Power    Co         2pp          1B&44    337         24X 
Ficha    30-200,03/04/29,0303370433 

--0303270431?    IE    Insp    Repts    30-200/03-11    t,    30-381/83-11     on    B3O301-31    No 
noncompllance    noted   Major    areas    Inspected    plant    operations   & 
operating    records,  maint   Ir    surve  1 1  lance,  secur  i  tij    event 
followup    !i   LERs 

BURKG.D   J         Region    2,     Office    of    Director         B3/04/29          7pp 
10644    28<?         24X    Fiche    30-280,83/04/29,0303970423 

B30S06Q10O   Requests    exemption    from    1OCFRSO   48(c ) 1 4  I .  al loml ng     completion 
of  mads    to    10CFR30,App    R, Section    III    Q  3   during    second 
refueling    outage   after   830917 

BTEMART,  W   L         Virginia    Electric    &   Puwer    Co         83/OS/O3         DENTON, H   R 
Office    of    Nuclear    Reactor    Regulation,     Director         VAROA,  S    A 
Operating    Reactors    Dranch    1         Ip         18343    111        24X 
Fiche    30-201,83/09/03,0305060100 

83031300SB  Forwards    revised    submittal    describing    preliminary    plan    for 
imirgency    operations    fac  111  ties     (EOF)     updating    82O4OB 
response    to   Generic    Ltr    B2-33  Local    EOF  mill    be   constructed 
adjacent    or    connected    to    elisting    training    facilities 
8TEWART,W   L         Virginia    Electric    J,   Power    Co         83/O3/O6         DENTON.H    R 
Office    of   Nuclear   Reactor   Regulation,    Director        EISENHUT.D   G 
Division    of   Licensing         13pp         19436  313        24X   Fiche    SO-000,  83/03/06, 
9303130030 

9303110034   Generic    Ltr   83-21    to   all    licensees    of    operating    reactors, 
applicants    for    DLs    &   holders    of    CPs    re    clarification    of 
access    to    control    procedures    for    laui  enforcoment   visits 
Svc    list    encl 

EISENHUT, D   O        Division    of   Licensing        33/09/11  Consolidated 

Edison    Co       of    Neu    Yuri,      Inc          l&pp          18340   093         24X 
Fiche    30-000,83/03/11,8305110034 

630 5 1 BO  169    Informs    that    emergency    plan    upgrade    to   meet    10CFR50   App    E. 
HUREG-0737, I  torn    III    A  2    1    requirements    complete 

VARQA.S   A        Operating    Reactors    Dranch    1        03/05/13        STEWART. W  L 
Virginia    Electric    EC    Pouier    Co         3pp          1B302   331         24 X 
Fiche    30-280,83/03/13,8303100169 


B305Q6O35&   Application    for    amend     tn    Licenses    DPR-32    &    DPR-37.  Chang ino 
Tech     Spoci     to    allou    op t (ml iat i on    of    core    loading    patterns    & 
provide    addl     operating     flexibility    by    changing     eiisilng 
fractional    power    limit 

3TEWAR1MJ    L          Virginia    Electric     t    Power    Co         83/05/O2         DENTDN,  H   H 
Office    of    Nuclear    Reactor    Regulation,     Oirsctor         VARGA:  9   A 
Operating    Reactors    Branch    1          3pp          15343   263         24 X 
Fiche     3Q-3ao.  83/03/03, 0303060336 

— 030SOii0361     Pr-apoaotf    Tech    Spec     pages    allo-wing    optimi  latlon    of    core 
loading    patterns    &    providing     addl    operating     f  luiibi 1 1 ty    oy 
changing     etistinj    fractional     power    limit 

»       vtrginia    Electric    &   Power    CD         33/05/02         23pp          1S34B   271          34 
Fiche    3O-SBO,  B3/O5/03,  B3OS06O556 

B3031OO1OB   Application    to    amend    Licenses    D-Pft-32   ft    DPR-37,  revls  ino 
radiological    effluent    Tech    Specs     in   accordance    ui/Hev   3    to 
NUREC-O472       "OffGlte    Dase    Calculation   Hnnual"     also    enc  ! 
STEUART.W    L          Virginia    Electric    &    Power    Co         93/05/O4          DENTON, H    R 
Office    of    Nuclear    Reactor    Regulation,     Director         VARGA,  8   A 
Operating    Reactors    Branch    1          3pp          18371    346         24X 
Fiche    30-230,  B3/OS/04, 3303100103 


— 83O310011 1    Prupoaed    revs    to    radiological 
accordance    ui/Hev    3    to    HUV1EG-0472 
»      Virginia    £lectr»c    fc   Pnuier    Co         83/05/O-5 
Fiche    50-200,03^09/04,8305100100 


ffluent    Tecli    Specs,  In 
67pp          10371     34<? 


8303090639   Generic    Ltr-    83-20    to    all     operating    reactor     licensees    t. 
holdsri    of    CPs    re    integrated    scheduling    for    Implement* t ion 
of    plant  mods    Svc    list    e-nc  1 

BISENHUT. D    Q         Division    of    Licensing         83/03/O9  Consolidated 

Edison    Co       of    Naiu    York*      Inc  loop         1B627    133         SIX 

Fiche    30-000.  03/05/09,  B3050?O63<? 

B30S-12OZ44  Forwards    Rev    1    to    "Reload   Safotg  Evaluation    for  Surry    2 
Cijcto    7    (Pattern    JH2>    "    Tech    Specs   approved    through    Amends 
86-  &   87,  require    no    addl    changes    Reload    core   design    iiilll    be 
vortf led 

3TEWAHT.  W   L          Virginia    Electric     !•    Poiuer    Co        83/05/09         DEMTON.  H   R 
OfPtc*    of   Mucmar    Reactor  Regulation.    Director        VARQrt,  S  A 
Operating    Reactor*    Branch    1          3po          18424    193         24X 
Fie  ho    50-2B1,  B3/03/a9,B30312O2')4 


P,     Operating    license    itage    documanto   I.   correspondence 

B 30 SO 606 38   Forwards    safety    evaluation    re   NUREO-O737,  1  tens    II    F    1    1. 
II    F    1,3    t    II    F    1    6    on    containment    pressure,  "later     level    Si 
hydrogan    monitor!    Lftll    B01210   submlttal    !-  030210   rev 
acoptable    Environ    qualification    to    be    reviewed    saparatelg 
VAROA.B    A         Operating    Reactora    Branch     1         03/04/22         STEWAHT,  W    L 
Virginia    Electric    fc    Pouier    Co         2pp          1H3S7    337         24X 
FiehK    30-300,83/04/22,8303060638 

— 8303060663   Bafeti)    evaluation    re    TMI    Action  Plan    Items     (WUREO-0737) 
II   F    1    4,     "Containment   Pressure   Monitor,"    1 1   F    1    S, 
"Containment   Water   Level    Monitor"   4    II    F    1,  Si     "Containment 
Hydrogen   Monitor    "    Designs    acceptable 

*      Office    of   Nuclear   Reactor    Regulation,     Director        03/04/22         5pp 
18337    339         34X    Fiche    30-200,03/04/22,3303060638 

83OS090043  Foruardl   Amend   88    to   Licenses    DPR-32  S.  DPR-37, 

safety    evaluation  !c   notice    of    iaeuance    tf   availability    Amends 
revise   Tech    Specs    to    change    schedule   requirements    for 
functional    testing    of    30  RIPB  d   snubbors 

NEIOHBQRSiO   D        Operating   Reactors    Branch    1        83/Q4/27        STEWART,  W  L 
Virginia  Electric   &  Power  Co       2pp        1B3B1    1B4       24X 

Fiche    30-280,03/04/27,8303090045 

— 8305090031    Amend    88    to    Licenses    DPR-32   fr    DPR-37, revis ing     Tech    Specs     to 
change    schedule   requirements    for    functional    testing    of    30 
KIPS  &    snubbeps 

VAROA.,5   A        Operating    Reactors   Dranch    1        93/04/27        Bpp 
1B3B1     186         S4X   FUhe    30-2BO,  B3/01/37,  S303090043 


— 03O5I2O2SO    Ftev     1     to     "Reload    Safety    Evaluation    for    Surrij    S   Cycle    7 
IPattorn    JH3)    " 

SMITH.  N   A    ,     SUHAL.G   M    ,     CWOSS.  R    W        Virginia    Electric    &   Pouier    CD 
202    HOI          03/03/31          20pp          IB124    106         24X    FUfie    80-281,83/03/09, 
8305120244 

8303160372   Forwards    response    to    030104    Ibr    re   Category    IV    equipment 
Equipment    qualification    file    pjt  tages   suomidted    in    support 
of    specific    Identified    items    nesponae    to   B3012&   Itr    re 
proposed   corrective    actions    tipected   By    B3032O 

STEWART,  W   L          Virginia    Electric    <•   Power    Co        83/03/11          DENTON.  H    R 
Office    of    Nuclear    Reactor   Regulation,    DlrBctar        VAROft,  S  A 
Qpsrating    Reactors    Branch    1         771pp        184B3   120        34X 
Fiche     3D-2BU,  S3/OS/ 1 1 , 03031BO372 

830B20O163  Reiponds    to    0301126    I,  0404   requasts    to    revieu  proprietary 
matl    contained    In    Franklin  Research   Ctr    technical    evaluation 
ropt«    re   enviruri    qua  1  i  t  i  cot  ion    of    saf  etij-retate'd    electrical 
equipment    Info    no    longer    requires    proprietary    protection 
STEWART,  W   L          Virginia    ElDctriC    (.    Power    Co         03/05/11          DENTON. H   R 
Office    of    Nuclear    Reactor   Regulation,    Director        vAfiQA,  8  A 
Operating    Roactc-rs    Dranch    1         If         1B311?   070        04X 
Fiche     30-200,  33/05/11, 03032001A3 

B3QS2004'?'?  F-or-uards    response    to   Generic   Ltr  03-29,    "Inadequate  Core 
Cooling    Instrumentation    Sya, "    p*f   030310    Itr   During    upset 
conditions. alarm   functions    provitfed    In    conjunction    u/ 
»u be 00 ling    moni tors 

BTEMART, U    L          Virginia    Electric    U   Power    Co        H3/O3/12         DENTOM.H   R 
Office    of   Nuclear   Reactor  Regulation,    Director        EISENHUT.D    0 
Division   of    Licensing         19pj>         19313   1B2        B4X    Ficha   3O-OOO,  03/09/1H, 
0303200499 


— B303090062   Safety    evaluation    supporting    Amend   88   to  Licenses    DPR-32    fc 
DPR-37 

*      Office    of   Nuclear   Reactor   Regulation,    Director         83/04/27         2pp 
ISSBJ'CM         24X    Fiche    30-280,83/04/27,8303090043 

— 030309OO70   Notice    of    Issuance   (t  aval  lab  i  1  i  ty    of   Amend    8B    to   Licenses 
DPR-32   i    DPfl-37 

vAROA,  S   A         Oporatina    Reactors    Branch     1         03/04/27         3p p 
18381     196         24X    Fiche    30-200, 03/04/27, 8303090049 

eaO302043S   Generic    Ltr   83-19   to   all    power    reactor   &    testing    licensees 
re   neu  procedures    for    providing    public    notice    concerning 
Issuance    of    amends    to   OLs    Svc    list   encl 

EISENHUT,  D,  0        Division    of   Licensing        03/05/02  Consolidated 

Edit on  Co      of   New  York,     Inc         30pp         18441    120        24X 
FUhe.  30-000,  83/03/OBi  830302043S 


8303-26O232  Submits    schedule    for    replacement   OF  mod   of    saf etij-rela ted 
equipment    for    environ,  qual  1  f  1  co  t  i  on   per    10CFR3O  4?(g> 
criteria  Master    list    of    equipment    encl 

BTEMART. U   L        Virginia   Electric    d  Power   Co       B3/03/20        DENTON.  H  R 
Office    of   Nuclear   Reactor  flEgulatlon,    Director        VARGA,  9  A 
Operating    Reactors    Branch    1          6Op p         1B622    137         24K 
FlchB    30-260,03/03/20,9303369232 

O      Inspection    report  «i     IE    Bulletins   !<  correspondence 

S212Qi03B3   IE    Info   Notice    93-14,     "Dewatpred  Spent    Ion   Exchange  Resin 
Susceptibility    to   Eiothermlc    Cubical   Reaction    "   Svc    list 
enc  1 

TAYLOR* J  M         Division   of   Safeguards   &   Inspection  Programs    IPnst 
8301O3)          B3/O3/21  Consolidated    Edison   Co       of   Maw   York,     Inc 

1030B  319        H4X    FicJie    90-OOO.  83/03/21,  a2l2Oi>03e3 
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0353370565   Forwards     IE    In*p    Rept5    50-200/83-06    ic    50-20!  /B3-Q6   on 
S3O222-23   No    noncomp 1  lance    noted 

DANCE.  H  C        Division    of   Project    't  Re«lifent   Program's        S3/03/21? 
STEWART, H   L         Virginia    Elsctrlc    U   Pouer    Co         2pp          IBM?     172         24X 
FlchE    30-580.63/03/29,  03D527Q365 


6303040030    IE    Info   Notice    83-36.     "Failure   of   Safety/Re  1  i  ef   Valve 
Discharge    Line    Vacuum   Breatars    "    Svc    list    enc 1 
JORDAW.E   L        Division    o-f    Emergency    Preparedness    *•   Engineering 
fleiponse    (Post    330103)         83/OS/O3  Consolidated   Edison   Co      of   Hiu 

Yor»,     Inc         122pp          1B44I    17O        24X   Fiche    50-000,  B3/OS/03,  B30304002B 


—6309270374    IE    Insp    R-npts    SO-280/03-O6   ft    3O-231/B3-06    c-n   930223-33    No 
noncorapl lance    noted    Major    areai    inspette-d    Inservice    testing 
of    pumpi    t<   va  ]  ves,.  secondary    coolant   cliemlity    program, 
ln»ervlce    Insp    &  LERS 

GERARD, E    H    .     ROSS,  W   J    ,     DLAH£.  J    J         Region    3,     Office    af    Director 
B3/03/25         9pfl          1B647    174         34X    Fiche    50-2BO.  &3/03/29.  B305a70&i.5 

030S87Q493   Forward*     IE    Imp    Rspts    50-280/03-09   fc   50-331/83-08    on 
030201-28  Ho    nonconpl  lance   natetf 

DAhJCEiH  C        Division   of    Project    8-  Resident  Programs        83-/04/O4 
STEWART,  W  L        Virginia   Electric    b  Pouer    Co        2pp         13662    142        3W 
Fiche    90-200.33/04/04,3305370403 

--0303270490    IE    Iticp    Repts    SO-2BO/83-OB   i    50-2BI/83-O3    on   830201-33   No 
noncomp  liance    noted    Major    areas    Inspected   plant   operation*  Si 
operating    records,  p  lant  roaint   '<    turve 1 1 lanco,  p lant    security, 
follouup    of    events    b    i_ERs 

BUHKE.  »   J   ,     JJAVI9.fi    J         Region    2,     Office    at    Director         JULIAN.,  C    A 
Division   of  Project    d  Resident   Programs        B3/04/O1         3pp 
10662    144         24*   Fiche    50-2aO,  93/O4/04. 0305270433 

830304DO21     IE    Info    Notice    B3~Sl,     "Defective    Emergency.    U-se    Respirator    " 
Bvt     Hit    enc] 

JORDAN,  E  L        Division   of    Emergency   Preparedness   &   Engineering 
Response     (Pgit    B3OI03)         93/04/13  Conso  ]  1  (fated    Edison   Co       af   N»w 

Yorl,      me          13&PP          1B439    195         2^K   Fiche    90-000.  B3/O4/ 15i  B303040OS1 

B3030400S3    IE    Info   Ndtlce    63-22,     "BUR    Saf  8  t(|/R*  I  I  ef    Valve    Failures    " 
SVC    Hit    encl 

JOHDAN.  E   L         Division    of    Eme-rgBnn    Prepafedness    b   En(jlne*rlng 
ReiponiB     (Past    330103)         83/O4/22  Consol idatod    Edison    Co      flf    New 

Vsrt,      Inc          112pp          18333   OB?         24X   Firne    30-OOO,  B3/O4I/H2-  9303040023 


S3050fiOOil    Advises    ehat    first    10-ijr    Inservice    Insp    program    interval 
eltandeif    tn    B41lo0rpBr   ^SME   Section   XI    1974   Ed  1  tion,  Sum/nir 
1973  addenda 

STEWART,  M  L        Virginia   electric    d  Pouier   Co        03/03/03        DENTDM,  H  K 
Office    of   Nuclear    Reactor   Regulation,    Director        VAROA.  S  A 
Operating    Reactor*    Branch    1         ip         10343  O51         24X 
Fiche    30-aai.  33/09/03, 0303060061 

B30527O242   Acl    receipt    of    B304O3    Itr    informing    NRC    of    itep»    taken   to 
correct   violation*    noted    In    IE    Insp    Repti    30-23O/B3-03  t, 
90-291 /03-O5 

DANCE,  H   C          Division    of    Project    &   Resident    Programs         B3/OS/03 
STEWART- H    L          Vlrcjirsla    Electric    tn   Potter    Co          to          IB642   023,        S4X 
Flcht    90-2-aO,  B3/03/03,  B30S27024S 

—5303270343   Respond*    to    WRC   B30311    Itr   re  violations    noted    in    IE    In*p 
Reptt    50-200/33-05   i,    30-2Q1/B3-03   Corrective    attion* 
AdminlstTativt   Pracedura   ADM-B    reviewed   u/staff    assistant   fc 
notice    of    violation   &   response    posted 

STEWART,  U  L.         Virginia    Electric    &  Power  Co        33/04/03 
O'REILLY.J  P         Region    S.    Office   of   Director         2pn         !H6fl2  026        Z+K 
Fiche    SO-BBO.  63/03/03,  8305270243 

— 6309270253   Forward!     IE    Imp    Repts    30-280/B3-03    &    50-381/83-03    on 
B302O7-1I    A    notlcB    op   vlplatlon 

DANCEj H  C         Division    of    Project    I,   Reildent  Programs        03/03/11 
STEWART,  W  L         Vlroinia   Electric    It  Power   Co        2pp         19442   020        24X 
FIche.30-2SO,  83/O5/O3, S3 032 70342 

— 83052702S7    Notice    of    violation    (rim   Insp   on  83Q2Q7-U 

«      fleglon   S,     Office    of    Director        83/03/11         Ip         1B64B  030        24X 
Fiehe    30-230,83/03/03,8303370212 


B303370313   Advlsei    that    SALP   Coard   aiseasm*nt   revlatogd    It   issuance    of 
rept    approved   Nuclear    activities    concfuete-d    u/proper    concern 
for    nuclear   safety 
O'REILLY.  J   P        Region  2,    Office    of  Director        S3/O4/22        STEWART.  M  L 

Virginia    Electric    I,   Pourir    Co         2pp          13646   OO1         24X 
FUne    3O-000,  Q3/04/S2,  S303970S13 


—  0303270243    IE     In*p    flept*    50-280/33-03   t.    50-2B1/B3-09    on    B30207-11 
Noncompll«nc«    noted    failure    to    po»t    notice    of    violation   & 
licensee    response    to    IE    Insp    Rapts    30-3HO/B2-33  Si 
30-231/92-33    t>n    921221 

HQSEY,  C   M    ,     BAflR,  K    P.       Region   S,    Office    of   Director        B3/O3/OB 
7p.p          IB&43   031          a«X    Ffcha    90-280,  B3/O3/03,  B303S7O24B 


--9303S70927   Forward!    SALP   Jtepts    50-SaO/H3-02.  3O-2BI/33-02,  30-333/G3-O3 
&    90-339/E3-03    for   Jul     1901    -   Sept    1932 

LEWIS,  R   C         Dlvlsicin    of    Project    t<   Reilifent   frogrdrnt         B3/02/10 
STEUAItr.U   L         vlrginU    Electric    &   Pouer   CD         2pp          IB64&   003         24X 
Fiche    50-OOO, B3/04/32,  B30527O313 

— 0303S70341    aALP    Hepts    30-280/83-02,50-201/93-02,50-333/83-03   !, 
30-339/93-03    for   Jul     19B1    -    Sept     19B3 

*      Fliglon    2.     Office    of   Director         83/02/1O         43pp          IB&46    003         24X 
Fiche    50-000,83/04/50,8303270313 

03030*0023    IE    Info   Notice    B3-S3.     "Inoperable  Containment    Atmosphere 
Sensing   SY*    "   Svc    list    encl 

JORDAM,  E  L        Division   of    Emergency   Preparedness    &  Engineering 
Ruponie    (Post  8301031        33/04/33  Consolidated    Edison    Co      of   New 

Vorfc,     tnc          119PP          1B3B1    291          ?4X   Fiche    90-000,  S3/O4/B5,  B30304OQ23 

0303040026    IE    Info    Notice    63-24,     "Laate    Parts     In    Secondary    Side    of 
Stsan  Oenerato-rs    at   PWRs    "    Svc    list    an-c  1 

JORDAN,  C  L        Division   of   Em?rgencij    Preparedness    %  Engineering 
RsiponiP    (Pott    8301O3)         B3/O4/SB  ConaolldJtid    Edison    Co       of    Neu 

York.     Inc          llSpp          19302   047         S4X    Fiche    30-000,  S3/0«/Sa,  B30304002A 

8303040027    IE    Info   Notice    B3-25,     "Standby    Gas    Treatment    3iJ*    Heater    High 
Temp    Trip    Setpolnt  ftdjustment    "  Svc    list    encl 

JORDAN,  E  u        D I  vision   of   Emergency   Preparedness   &   Engineering 
Response    (Post    S3OI03)         83/O4/S8  Consolidated    Edliun    Co       of    W»u 

York,     Ire          llBpp          J8392    IAS         34X    FichB    30-000. 83/04/23, 0303040027 

6305370423  Foriuafdl    IE    Insp    Repts    30-28O/B3-1 1    i-  50-231/83-11    en 
030301-31   No  noncamplianci-   npt«i) 

DAMCE.H  C        Dlviilon  of  Project  &  Resident  Programs        83/O4/21? 
STEWAftT,  W  L        Virginia   Electric   i   Pouer    Co        2pji         10444-237        24X 
Fiche    SO-2BO.  B3/04/a?,  0303270123 

- -83052 7 0439    IE    I  nip    RiptS    5D-200/B3-1I    6    90-231/83-11    on    830301-31    Mo 
noncompl iance    noted   Major    areas    Inspected    plant    operations    t< 
operating   records, ma int   fc   s jrval llance. lecurlti    event 
follouup  &  LERs 

BURKE,  D  J  ,    DAVIS.  H  J       Region  2.    Office    c-f  Director 
Division  at   Project   ti   Resident  Programs.       B3/04/E?        7pp 
18644   289         24X   FIcJie    50-2SO,  83/04/29,  B30337Q423 


B303040030    IE    Info    Motlce    83-27,     "Operational    Response    to   Eventf 
Concerning    Deliberate    Act*    Directed   Against   Plant 
Equipment    "    Svc    list    encl 

JORDAN.  E    L         Division    of   Emergency   Preparedness    *  Enolnetrtng 
He«pon«e    (Post   B30I03J         93/O3/04  Consolidated   Edison   Co      of   Niu 

Yori,     Ine          112pp         183B8    3B2        24X   Fiche   50-OOO,  03/03/04,  B30304O030 

B303040031    IE    Info   NotJte   S3-3B,     "Criteria    for  Protective   Action 
fiecommentfat  lon«.    for    Oer-eral    Emers«neles    "   Bve    list    encl 
JORDAM.E   L        Division    of   Emergencv    Preparedness   t   Englneerino 
Responie     IJ-oet    B3OIO3)          03/05/O4.  Consolidated    Edison    Co       Of    Ntu 

Vori.     Ine  ll^pp          1B441    001          24X   Fiche    90-OOO,  S3/OS/04,  B303040031 


8303040033    IE    Info    Notice    B3-29,      "Fuel    Binding    Caused    au    Fuel    Hae* 
DB  format!  on.  "    Svc    list    encl. 

JORDAN.E   L         Division    of    Emergency    Preparedness   &  Engineering. 
Response    (Po»t   8301O3)         83/O3/O6  Consol  Idated   Edison  Co      of    hleui 

Yorki     Inc         113pp          1B323   248        24X  Fiche   30-OOO,  33/03/06.  B303040033, 

8305350841    Discusses.    IE    Insp    on  830321-25  (.   forwards    notice    of 
violation    b   proposed    Imposition    of    civil    penaltu 
O'REILLYj  J  P.       Region    S,    Office    of    Director        83/03/09        STEWART.  U  U, 

Virginia    Electric    &   Power    Co        3pa         10393  344        24X 
Fiche    30-200.83/09/09.8303230341 

330325034A   Notice    of    violation   &    proposed    Imposition    of   civil    penalty 
In   amount    of    »40,OOO   Noncompl  lance   noted   radiation   program 
filled    to    meet    1OCFRSO   retirements    t>  Tech   Spec    provisions 
In   apea    of   worker    protection 

O'REILLV,  jp          Region     I.     OfflcB    of    Director         83/O3/09         5pp 
1BS95    347         H4X  Fiche    50-2BO,  S3/O9/09,  0309S30941 

B303040034    IE    Info    Notice,    33-30,     "MUapp  Ucatlon   of   Oenerlc    Emergency 
Operating    Procedures    tEOP)    Guidelines    "   Svc    list    encl. 
JOP.DAN.E  L,         Division    of    Efflergeneu    Preparedness   &  Enolneerina 
Response    (Pott   S3O103)         83/O9/11  Consolidated   Edison   Co.     of   New 

York,     Inc  114pp          133S4    O03         34X    Fiche    90-OOO,  H3/O3/1  1,  030304OO34. 

B303040040    IE   Info   Notice    83-31,     "Error    in   ADLPIPE  Computer   Prooram    " 
Svc    list    encl, 

JDRDAM.E   L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Post    030IO3>.       83/O5/19  Consolidated   Edison   Co      of  New 

York,      Inc          114pp          1S697.  009,        H4X    Fiche    30-000,03/03/19,0303040040, 
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B30304004A    IE    Info  Notice   93-33,     "Nonrepresentatlve   Sampling    of 
Contaminated    Oil    "   Svc    list    end! 

JORDAN,  E   L         Division    of    Emergency    Preparedness    t-   Engineering 
Response     (Post    8301O3)          B3/O3/26  Consolidated    Edison    Co      of    New 

York.     Inc          H4pp          18647   007         S<\X    Flche    50-000,  S3/OS/S6,  B3Q3Q1CKMfi 


— 830303O326    Public    version    of    revised    emerg  ency     plan     Implementing 
procedures,  including    Procedure    F3-2    re    t  las-s  i  f  ic  atlon    of 
emerg  em  i  e  s,  F3-3    re    emerg-encij    notification   «.    F3-9    PS 
emergency    a  vac  uat i on 

SCHULLKE, O   A         Northern    States    Pouer    Co         83/03/22          139pp 
13310     157          SAX    Fiche    3Q-2B2.  83/01/22,  8305030214 


S     Reportable    occurrence!,     LERs   t   related    correspondence 

B303090118   Forward!    LER*    83-O19/03L-0   t    B3-O16/03L-0 

WILSON. J   L         Virginia    Electric    t   Pomer    Co         93/O4/27          0'P.EILLV.J   P 
Region    3,     Office    of    Director          IP          1B341    338         S4X 
Flche    50-291,83/04/57.0303030118 


B30517Q&37    forwards    eiemption    from    lOCFR5O,ftpp    R, Subsection    III    0   S    re 
separat i on. f i re    barriar  !•    suppression    requirements    uhere 
bath     trains    of    redundant    laft    shutdown     components    located 
within    same     fire    area, per    S20630   '>    1022    requests 

CLARK,  R    A         Operating    Reactors    Branch    3         8H/O5/Q<1         MLJSOLF,  D   M 
Northern    atatea    Power    Co         4pp         1B481     O73         24X 
Flche    00-2B2,  S3/OS/04, 8305170637 


—8303030181    UER    B3-016/03L-O   on    830339, si gna I     from   B    steam    line    pressure 
transmitter    PT-2-4SS    Increased    approi    300  mv.  rendering 
transmitter    inoperable   Cause    not   determined   Basis    adjusted   & 
transmitter    callbr   S   returned    to    svc 

WILSON,  J   L         Virginia    Electric    t»   Power    Co         83/04/37  fieglon.   2, 

Office    of    Director         2pp          18341    339         SIX    Flche    SO-2BI , 03/04 /37. 
8309090118 


—  8303170666   Eiemption    from    1QCFR30,  App    R, Subsoct ion     II!     0   2   re 
sopara t lorn  f ire    barTier    t>    suppression!    requirements    where 
both    train*    of    redundant    safe    shutdown    components    located 
ulthtn    same    fire   area 

ElBENHUr.D   O         Division    of   Licensing          83/03/04  Northern    States 

Power    Co         7pp  1B4B1    07fa        S4X   Flcho    5O-aB2.  83/03/04.  B3OS 1 70637 


—8303030130   LER    B3-OI3/03L-0    on    B304Q2, PT-27A   revealed     that   amp    readings 
for   heat    tracing    Panel    10   circuit    ID   &  Panel    11    circuits   2A, 
4A  b   6B    belaui  acceptance    criteria  Caused    by    excessive    heat 
Defective    heat    tracing    replaced    t>   design    change    initiated 
WILSON,  J   L         Virginia    Electric    &   Pouer    Co         83/04/27  Region   2, 

Office    of    Director         2pp          18341    341         24X    Fichu    90-281,03/04/27, 
B30S030118 

8303130139    Forwards    LER»    B3-OI7/Q3L-0   E,   83-G18/O3L.-0 

H1LSDN.J   L         Virginia    Electric    t<   Power    CO         03/O3/06         O'REILLY. J   P 
Region   S,     Office    of    Director          lp          IS437   271         24X 
Flcha    30-281,63/03/06,8303130159 

— B309130130   LER   83-017/03L-0   on   B3040B,at    100X   power, afnp    readings    for 
heat    tracing    panels   8  b  9>clrcult   2013   discovered    belou 
acceptable    limlti   Caused    bq    eicesslve    heat    Defective    heat 
tracing    replaced    Design   changes    Implemented 

WILSON, J  L        Virginia   Electric   &  Pouer   Co        B3/O9/O6  neeion    2, 

Office    Of    Dlr»Ctor         2pp          18437   H9S         2flX    Fiche    9O-2BI, B3/03/OA, 
B309130129 


— 030S17O6B3  Safetij    evaluation   re    eiomptfont    from    10Cf:RSO,  App    R.Sectl 
13!    G  2   roqulrement    For   malnt   of   one    train  of    equipment 
necffssarg    for    safe    nhutdoun,u/o    Fire    damage    Eiemotlons 
should    be    denied    In    four    areas  fr   granted    in    Five   areas 
»       Office    of    Nuclear    Beat  tor   Regulation,     Director         89/10/27 
Slpp          1B-JB1     OB3         24X   Flche    90-282,03/05/04,3305170637 

B.3O5-11Q034    Generic    Ltr    83-21     to   all    licensees   oF    operating    reactors, 
applicants    for    QLs    t>   holders    of   CPs    re    clarification   of 
accB*-s     to    control     procfldurei     For    laui   enf oi-cement   visit* 
Svc    1 1*  t    end 

EISENHUT,  D    0          Division    of    Licencing         83/09/1!  Consalldated 

Ed  1  tan    Co       of    Me-uj   Vork.     Inc          !6pp         1^340   099         SIX 
Fiche     90-OOO,  B3/03/11,  B3051  I  0034 

B309190343    Forwards    Rev    1     to    NUREG-0728,     "NRC    Incident    Response    Plan, 
In    response    to   930427    If   requesting    updated    Itr   of 
agreement  W/o    encl 

HIND,  J   A        Division    of   Radiological    f>  Materials    Safety   Programs 
S3/O3/13         LAREDWiC    E         Northern   States    Pouiev   CQ        3pp          183C-0   253 
Z4X    Fllha    30-ODO.  B3/O3/ 13,  B303I90J43 


— 8309130136   LER  B3-O18/03L-0   on   030406, at    100K   pouer.  control    rod    0-6 
dropped    to    fully    inserted    position   causing    quadrant    pauer 
tilt   or    turbine   runback   Cause    unknown   Fines   t<   other 
components    operable   Control    rod   uilthdrauin 

WILSON,  J   L        Virginia   ElactrU    &  Pouor   Co        S3/03/06  Region    S, 

Office    Of    Director         Epp          18437    2?4         24X   Flcha    30-391.83/05/06, 
B30S130129 


B309200023   Notifiei    that   NUF1EO-O737,  1  tern    III    rt  2    1,    "Emergenc"- 
Pr«paredne5»,  Upgrad e    Emergency   Plans    to    App    E,  lOCTRSO,  " 
completed    Item    cloierf 

CLARK,  R    A         Operating     Reactors    Branch    3         83/09/13         MUBDLF,  0   M 
Northern    States    Pouer    Co        30 p        1B94D    117        SIX 
Fichn    3O-2B2,B3/03/13, B303200023 


B 30 5230 4 24    Foruards    LERs    83-Ql?/03L-0   t,    updated    BO-OO9/0  1X-1 

U1L8DN.J  L        Virginia   Electric    J-   Power   Co        83/09/13        O'REILLY,  J 
Region   2,     Office    of    Director          lp          10338    188         H4X 
Flchi:30-2Bl,B3/03/13,  B303330124 


6309230323    Forwards    clarifying    Info    in   support   of    B30311    exemption 
request*    for    1OCFR30    48, App    II   re  Fire  Areas    38,39,73    t,   74 
MUSDUF.D         Northern    States    Pouier   Co         B3/OS/16  Office    of    Nuclear 

Reactor    Regulation-     Director        63pp         19936   329        21X 
Flche    DO-aBB,B3/03/lA,  O309330323 


— 8303230132   LEft  B3-019/03L-0  on   930419, Moy-LCV-21 I9D   failed    to    nnen 
during    perforniance    of   PT1B  6  Gauged    bij   motor    leads    not 
malting    contact    due    to    loose    plug    In    terminal    strip    In   motor 
control    ctr,  Terminal    strip    properly    seated 

WILSON,  J,  L        Virginia   Electric    «  Pouer   Co        83/O9/I3  Region   2, 

Office    of   Director        Spp         18938    189        24X  Fiche   30-281,83/03/13, 
8303230434 

— 0303230451    Updated   LER   80-009/01X-1    on   8003O6,Typa   A    testing 
revealed    leakage    through    rec  Irculat ion    eprau    diaphragm 
plate    seal    we  Ida   Cauted    by    lack    of    fusion   b   slag    inclusion 
In   weld    areas    Defects    repaired 

HIUSON.J  L        Virgin!*   Electric    fc  Pouer   Co        83/09/13  Region   2, 

Office    of    Director         Spp          1893B    191         24X   Flche"  3O-2B1,  83/03/13, 
83092304124 


BGD3B403B1?    Advise*    that    date    For   nelt   annual    amargencu,    preparedne 
viorclse    revised    to   840313,  per   330136    telcon 
PAPERIELi-O,  C-  J         Rafilon    3,     Office    of   Director         B3/O5/19 
LARSON,  C    E         Mar  thorn    Stites    Pouier   Co          lp          18379   Oi<?         24X 
Flehe    30-233433/09/19,8303240389 


P      Operating 


stage   documents   &  correspondence 


S3  03  1  6042  9   Forward*    response    to   B3030B   Itr    re    back  fitting    costfl    of 
tuo    nuclear   pouier    plants  All    three   units    have   combined 
capability    of    1,339  MWE    liirmmer)    net 

HADLEV,  C    D        Nofthern    Stated    Power   Co        B3/03/15        TOURTELLOTtE,  J 
Regul«itciTy   RE  farm   Tast    Force        6pp        IB31I    D41        24X 
Flcha     30-OOOi83/03/IS. 


DOCKET   30-aaa  PFtAIRIE    ISLAND  NUCLEAR   STATION,    UNIT    I 
F.    Security,    medical,     emergency   i-   fire    protection   plans 

D3 05 0302 I 4   Release*    public    version    of   revised    emergency    plan 
implementing    procedures 

FELTON-J.  M.       DlvUion    of  Rulei   and   Records        83/04/22  Document 

Management    Branch         lp         18310    I  S3        24X   Fiche   90-282,83/04/22, 
8303030214 

— 8303030221    Forwards    public    version   of   revised    emergency    plan 
implementing    procedures, including   Procedures   F3-2  r* 
classification   of    emergencies, F3-3  re    emergency   notification 
ti  F3-9  re    emergency    evacuation, 

HftRDrE   C        Northern   &t*tes   Pouer   Co        83/04/OB  Region  3'    Office 

of   Director         lp         IB31013i        24X  FiehB' 30-282, 83/O4/Ba, 
8309030214. 


B309E3072O  Foruiards    list    of   utlls    responding    to  requa»ts    for   cost 
figures    or   hack-fitting 

TOURT£U-OTTE.  J         Regulatory    Reform    Tasfc    Force         83/O4/I  I 
PALL(M>INCJ,N   J         Commls>sianera         Epp         18343   272         24X 
Flena    30-OOD,  B3/O4/lli B309230720 

0303020320  Forwards   Rev   B    to    "ASME  Code  Section   XI    Inservtee    Insp    !c 
Testing    Program  d    Info    Required    for  NRC   Revleui   ot  Requests 
for   Relief    prom  A8ME  Cod*  Se-ction   XI   Reqirl  rnments, "    per 
780201    lubnlttal 

MUBOtF, D        Northern    States   Power  Co        83/01/19  Office   of    Wuclear 

Reactor   Regulation,     Director        2pp        1B277    146        34X 
Flche    30-233,  B3/04/ 19,8309020320 

— B303020329  Rev    g    to    "ASME  Corfe   Section   XI     tnservlce    Insp    (.  Teftlflf 
Program   IT    Info   R« quired    for-  NRC  Review    of   Req.uestSi    for 
Relief    from   ASME   Cade    Section   XI   Requirements    " 
»      Northern    States   PoD«r  Co        83/04/17        21pp         IB277    1 4H        24X 
Fiche,  30-2B2. 93/04/19-6303030330 
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83O506QO13    Advises     that    .action    retired     bit    830202   Amends    61    fc   53    to 
Licenses    DPR-42   ti    BPR-4O,  res  p  ec  1  1  ve  Ly    1    Generic    Ltr    83-07 
eomple  ted,  ba  aed    on    uti  1     actively    negotiating    u/DOE    re 
disposal    a?    high    level    waste    or    spent    nu-clear    Fuel 
CLARK,  R    A         Operating    Reactor*    Branch    3         B3/04/2J          MUEDLF,  D   M 
Northern    States    Pouer    Co         2pp          19394   311          24K 
Ficha    30-262.  03/O4/2I  .  8305060013 

B30306O1Q8    Advises    that    requirements    of    NUREG-O737,  TMt    Action    Plan 
Items     II     F    1    4,  II    F     ]     5    fc    II     F    I    6    met    ',    items    resolved 
Criteria    requiring    equipment     to    be    env  Irormen  tal  ly    qualified 
ul  1  1     be    reviewed    under     environ    qualification    program 
CLAflK.R    A         Operating.    Reactors    Branch    3         83/04/21         MUSOLF,  D   fi 
Northern    States    Power    Co         9pp          1B334    2£S         24* 
Flc/ifr    5Q-2S2,  83/O4/21,  S30506QIOB 

B3030iCO23    Forward!    safety    evaluation    k    technical    evaluation    rspt    for 
environ    qualification    of    saf  etyre  lated    electrical 
equipment    Justification    for    continued    ape-radon    t?    schedule 
for    proposed    corrective    action    requested    by    B3052O 
CLARK,  Ft    A         Operating    Reactors    Brancn    3         B3/O4/23         HUSDLF.  D    M 
Northern    States    Power    CO         3pp          1B334    322         24  X 
FicNB    30-2B2,  B3/O4/25.  B3O3O6OO23 

—  9309060036  Safety    evaluation    re    environ   qualification   of    aaf  et<j-re  Uted 
elnctrtc     equipment    Major    naal  i  (  i  cat  i  on    deficiencies 
identified     in    Fran  II  (n    Research    Ctr    technical    evaluation 
rept    Tables   1-  1  .  4-2.  4-3  &    4-4    mi<st    be   resolved 

*      Office    of    Nuclear    Reactor    Rejulatian,     Director         B3/O4/23         7pp 
18354    323         24X    Fiche    50-3B2.  B3/04/23,  630906.0023 


8303040026    IE    Info    Notice   S3-24,     "Loose    Parts    in   Secondary    Side    of 
Steam  OBnerator*    at   PWRs    "    Bvc    list    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness    S>   Engineering 
Response    (Post    G301O3)         B3/O4/SS  Consolidated   Ediaon  CD      of   Meur 

Vorfc,     Inc          llSpp  18392    047         24X    Flche    30-000,  B3/O4/2S.  83O3010036 

81030400??    IE    Info  Wot  ice   83-33,     "Standby    Gas    Treatment   SUE   Heater  High 
Temp    Trip    Setpolnt    Adjustment     "    8vc     list    end, 
JORDAN,  E  L        Division    of   Emergency    Preparedness    't   Engineering 
BesponJ*    (Post    03O1O3)          83/04/2B  Consolidated    Edison    Co      of    NiU 

Vork,     Inc          HSpp  1B382    165         24X    Flche    50-OOO. B3/04/3B,  B3030400S7 

S30304002S    IE    Info    Nc-ticE    03-26.      "Failure    of    Safety/Relief    Valve 
Discharge  Line    Vacuum   Breakers    "    Svc    list    encl 

JORDAN.  E    L         Division    of    Emergency    Preparedness    4   Engineering 
Response    fPost    83O1O3)         S3/O3/03  Consolidated    Edloon   Co      of  Hiu 

York,      Inc          IBSpp          1BH41     170         24X   Fiche    50-OOO,  B3/O3/03, 8303040026 

03030*0030    IE    Infc*  Notice    83-27,     "Operational    Response    to   Events 
Concerning    Deliberate    Acts    Directed    Against    Plant 
Equ  i  pmeti  t    "    Svc    list    encl 

JGRDAN'E  L        Division    of    Emergency   Preparedness   &   Engineering 
Response     (Poet    9301O3)          83/O3/O4  Consolidated    Edison   Co       of   Ney 

Vork.     Inc          112pp          10363   283         24X    Fiche    30-000,83/03/04,8303040030 

B303040031     IE    Info    Notice    83-28,      "Criteria    for    Protective    Action 
Recommendations    for    Oeneral    Emergencies    "    Svc    list    encl 
JORDAN.  E   L         Division    of    Emergency    Preparedness    fc    Engineering 
Response     (Post    B3O103)          93/03/O4  Consolidated    Edison    Co       of   Niu 

rort,      Inc          ll"?pp  18441    OO 1          24X    Flche    30-OOO,  B3/O3/04,  B303040031 


B305-OS0433   Generic    Ltr    83-19    to    all     power    reactor   t,    tasting     licensees 
re    new    procedures    fur    providing    public    notice    concerning 
Ijiuance    of   amends    to   OLs   Svc    list    enc  1 

E1S6NHUT,  D   Q         Division    of    Licensing         &3/Q3/G2  Consolidated 

Ed  1  ion   Co       of    Weu   Yuri,      Inc          SOpp          1E11I     ISO         24X 
Flche    50-000,33/03/02,8305020433 


9303040033   IE    Info    Notice    B3-H9,     "Fuel    Binding    Caused    by   Fuel    Raclr 
BeFDrmafcion    "   Svc    list    encl 

JOREAMrE  L.       Division    of    Emevgency   Preparedness    fc  Engineering 
Responie    (Post   B3O1031         83/O3/O6  ConEolidated    Edison   Co      of   Wru 

York,     Inc          llSpp  18323    24B          24X   Fiche    50-000,03/03/06.0303040033 


B303I303B9    Forwards    response    to    MRC    83042S    1 tr    transmitttng    safety 
evaluation    For    environ    qualification    of    safety-related 
electrical     equipment    Rni&mount     t!53    Series    A    transmitters 
Should    be    reclassif led    as    Category     II    C    equipment    items 
MUSOLF, D         Northern    States    Power    Co         B3/05/03  Office    of    Nuc  1 

Reactor   Regulation.     Director         29pp          1B133    124         24X 
Fiche    30-232.03/05/05,0305120399 


63030904,59   Generic    Ltr    93-2O    t 
holders    of    CPs    re    integrated 
of   plant   roods    Svc    list    encl 
EISENHUT,  D    0         Division    of    Licensing 
Edison    Co       of    NDLU   Vork,      Inc  lipp 

Fiche    9O-000, S3/03/O9,  8303090639 


all    operating    reactor    licensees 
chsdiiling    for    trop  lementati  on 


93/03/O9 
18627    193 


Consolidated 


Q       Inspection    reports.      IE    Bulletins    &    correspondence 

B2130603B5    IE    Info   Notice    B3-14.     "Deuiatered   Sptnt    Ion   Enhange   Resin 
Suscep  tlbll  i  tg     to    Enothermi  c    Cftemlcal    Rear  t  Ion    Ll   Svc     lilt 
encl 

TAYLOR. J   M         Division    oF    Safeguards    &     Inspection   Program*    IPoit 
B30I03)          83/O3/2I  Con*ol Idated    Edison    Co       of    Meu   Vork,     Inc 

113pp          16308   919         24X    Ftche-    50-000.63/03/21.8312060365 

B303040021     IE    Info    Notice    63-21,     "D&fectiv*    Emergencij    Use    Respirator    " 
Svc     list    encl 

JORDAN, E   L         Divi-slon    of    Emergency    Preparedness    Ji   Engineering 
Response     (Post    8301O3J          S3/O4/I3  Consolidated    Edison    Co      of    New 

York,      Inc  12£.pp          1B435    153         E41C   Fiehe    5O-000, 03/0-1/35,  Q30304002J 

B30S02O320    Forwards    Rev   S    to    "rtSME   Code    Section    XI     Inservice     Imp    b 
Testing    Program  tt    Info   Required    fur    NBC   Review    of   Requests 
for    Relief    From  flSME  Code   Section    XI    Requ i rementsi  "    per 
760201    submittal 

MUSDLF.D        Northern    States   Power   Co        93/04/19  Office    op   Nuclear 

Reactor   Regulation,     Director        2pp         1B277    146        S4X 
Fiche    50-3B3.B3/04/I?,  S30502D320 

— 3305020329   Rev  8   to    "ASME    Code    Section    X!    Inaervfce    Insp   fr   Testing 
Projram   tr    Info  Required    For   NRC   Review   of  Requests    for 
Reliaf    from  ASME  Code   Section    XI   Requirements    " 
a      Morttiern   States    Power    Co        83/O4/19        31pp         1BB77    11B        34X 
Fiche    50-PB2,a3/04/19,B3050203aO 


B30-52400a?   Forwards     IE     Inop    Repts    50-282/03-06   S-    SO-306/83-OS   on 
B3O2I4-0331   Mo   noncomp 1  lance    noted 

BHAFER.W   D         (legion    3,     Office    o*    Director         B3/05/06         LARBON.  C    E 
Northern    States    Power    Co         2pp         18349  O95        24X 
Fiche    30-2B2,  93/D5/O6,  B30324O029 

~ B3033400il     IE    In»p    Reptfi    50-2B2/B3-06   i,    50-306/03-03    on    S30216-033I   Ho 
nonconip  I  lance    notad    Major    areas    inspected    plant    operational 
safety,  maint,  surveillance,  revieiu  of    operating    events.  LEHs, 
fire   penetration    soali    Si    IE    bulletins 

FEIERrtBEND.C    D   ,     HILLIflMS,  D  L    ,    JACKIW,  I    N        Region   3,    Office   of 
Director         B3/OS/05          IBpp  I FJ349   O97         S4X    Fiche    30-SB2,  B3/03/OA. 

6303340059 

83030*0034    IE   Info   Notice    83-3O,     "Misapplication    of   OeneFic    Emergency 
Operatina    Procedures    (EOPI    Guidelines    "   3vc    list    encl 
JDRDAN.E  L        Division   of    Emergency   Preparedness   &   Engineering 
Raipon*e    (Post    B301O3)         Q3/03/11  ConsolidAted   Edison   Co      of  tiiu 

Vork,     In«         114pp         1B524   OO3        24X  Ftche    50-000,83/05/11.8303040034 

9303040040    IE    Info    Notice    33-31,     "Error    in   ADUTPE   Computer    Projr«m  " 
Svc    1 1st   end 

JORDAN,  G  L        Division   of    Emergency    Preparedness   &   Engineering 
Response    (Past   S3O1O3>         FJ3/OS/19  Consolidated   Edison   Co      of  Htu 

Vort,      Inc          114pp  1B697   O09         24K   Flche    30-000,83/05/19.8303040040 

8303040046    IE    Inifo    Notice    83-33,     "Nonrspresentati ve    Sampling    of 
Contaminated    Oil    "    Svc    list    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness    &  Engineering 
Response    <Pmt    B3D1O3)          B3/O3/2£  Conealldated    Edison    Co      of   HiU 

Vorlj     Ine         H4pp         18647    007        24X   Fieho    30-000,83/03/26,03030400*6 

fi      Periodic    operating    reports   &    related    correspondence 

63051400JA  Forwards    monthly    operating    repts    for    Apr    19B3 

WJSOLF,»        Northern   States    Power    Co        B3/03/I1  Office    of  Reiourr* 

Management.     Diraetor          lp  18431    036         24X   Flche    30-382,83/03/11, 

83031 6  0<D36, 


-- B30S160076  Monthly    operatiin    repts    for   Apr    1983 

O,  D        Northern   States    Power  Co        B3/05/04 
Flcha    00-2B2,B3/05/H,FJ303160036 


Spp 


B30304D033    IE    Info    Notice    B3-23,     "DWR   Safety/Relief    Valve    Failures    •' 
Svc    ll»t    encl 

JORDAN,  E  L         Division    of   Eme-rgenc  v   Preparedness   t  Engineering 
Responiff    tPoit    B30103)          83/O4/23  Consol  i  dated    Ediion   Co       of    tJm 

York.     Inc          l!2pp          1H3B3   O39         24X   Flche    5O-000,  &3/O4/^a,  B3030400S3 


8303040025   IE    Info   Hotiie    B3-33,     "Inoperable   Containment   Atmospfiere 
Sensing    Sgs    "    Svc    list    end 

JORDAN.  E  L        Division    of   emergency,    Preparednais   !,  CrtgineerinB 
Responie     CPost    0301O3)          S3  /  04/33  Cansolldated    Edison    Co       Df    Neu 

York,     Inc         119pp         1B3BI    E"?l         24X   Fiche   50-000.  QS/Ofl/Ea.  B303040025 


S     Reportahle   occurrencesi     LEHs   ft   related    correspondence 

9305340146  LER  83-010/03L-0    on   S30417, reactor    coolant    sample    found 
misting   after    load    chancing    operations    for    turbine    testing 
Sdmpbe    taken   S   h    late   Caused    by    lack    of    communication  Load 
changing    procedure    uitll    be    revised   W/8305I6    Itr 
HUNSTAD.A   A   ,    MUSOLF,  D        Northern   States    Power    Co        83/05/16 
RSflion   3-     Office    Of    Director          Spp          10349   237         34X 
Flch»    30-a 
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DOCKET   30-285   FORT    CALHOUN    STATION,     UNIT    1 

F      B»curttiji     medical,     emergency    &    fire    protection    p-la-ns 

6303100226  Revised    pages    to    radiological    emergency    response    plan 

t      Omaha    Public    Power    District         33/03/10         1  BOp  p  1B372    324          34X 

Fit  fit    SO-H03,  03/03/18,8303100226 

B305040614    Releases    public    version    of    updated    radiological    emergency 
Tuponse    plan 

TEUTON,  J   M         Division    of    Rules    and    Records         83/C4/25  Document 

Kanagement    Branch          lp          1B333    276         24X    Flche-    50-385.03/04/25, 
B  30504061  4 


Forwards    public    version    of    updated    radiological    emergency 
response    plan   Receipt    form   encl 

JONES.  W   C         Omaha    Public    Pouier    District         83/03/24  Region    4, 

Office    of    Director          lp          18335   377         24X    Flche     30-293.93/01/35, 
8303040614 

—  B30S040624   Poo  1  1  c    version   of    updated    radiological    emergency    response 

plan 

»     Omaha   Public    Pouer    District        93/O3/04         162pp         1933S   278        34X 

Flche    30-283,93/04/25,  S305O406I4 

B303Q30423   Responds    to    830318    Itr    requesting    rea  f  f  Irtnatl  on    of    81O61O 
Itr  re   role    of   NRC    in    radiological    emergency    response    Uhile 
Itr   reflects    current    policy,  Itr    of   agreement   not    intended 
SEIOLE   W   C         Region    4,     Office    of    Director         S3/Q4/29         FRANCO*  F    F 
Omaha   Public    Pouer    District         2pp          1B306   23O         24X 
Flch*    30-383,  B3/04/27,  8305030425 

—  9303030439  Requests    reaf  f  ir<na  1  1  on   of   NRC    01061O    Itr    of   jiarenment    re 

rolt   of  NRC    In   radiological    emergency    response 

JONES.W   C         Omaha    Public    Pouier    District         B3/O3/18         COLLINS.  J    T 

Region   4,    Office    of    Director        Spp         18306  232        24X 

Fich»    50-285.  83/Ofl/29,  8303030423 

—  B30903043S   Responds    to    BI06O1     Itr    discussing    role     Of    NRC    during 

radiation    emergency   Primary    role    is    to   monitor    licensee 

activities   associated    ui/  inc  ident    ti    to   provide    technical 

assistance,  i  t    requested 

COLLINS,J   T         Region    4,     Office    of    Director          Bl/06/10         JONES.  H    C 

Omaha    Public    Pouer    District          lp          183O&   534          3-5  X 

Flche    30-299,  B3/04/29.  B3Q3030423 

G3D31S0394   Releases    public    version    of    revised    radiological     emarOBnci; 
response   plan 

FELTON.JM         Division    of    Rules    and    Records         B3/05/OS  Document 

HanaBiment   Branch         lp,       1B441    33?        24X   fiche    50-295,93/03/02, 
B30-31S0394 


— 3303120603  Forward*    public    version    of 
r*tponie    plan   W/o    enc 1 

JONES- H  C        Omaha    Public    Power    District        93/03734 
Region   4,    Office    of   Director         In         10441    34O        24X 
Flche    SO-2B3,  83/03/02.  B303I20S94 


evisod    radiological    emergency 
COLLINS,  J    T 


B3Q3110034  Generic    Ltr   83-21    to    all    licensees    of    operating    roactara, 
applicants    for   OL3    Si   holders    of   CPs    re    clarification    of 
dccest    to    control    procedures    for    lau   enforcement   visits 
Bvc    list    encl 

EISENHUT.D  0        Division    of   Licensing        83/05/11  Consolidated 

Edltun  Co      of   Neu   York,     Inc         16pp         18340  093         aiX 
FUh»    30-000,83/03/11,8305110034 

B3O3200060    Informs    that    onslte   t.   offsits    emergency    preparadneB* 
adequate   d   emergency    plans    upgraded    per   NuneG-0737, 
Itiin   III   A  a    1    Item   cloud 

CLAHK.fi  A        Operating    Reactors    Branch    3        83/03/11         JONESi  W  C 
Omaha   Public    Pouer    District         3pp          I834O, 123         21X 
Ff  eht.  30-285,  93/05/1 1 ,  9303800060 


I.     Financial    information 


B3OSOA0069  Foruiards    Annual    Financial    Rept    1903 

JQNEB.M  C  Omaha  Public  Pouer  District  93/01/29 
Office  of  Nuclaar  Reactor  Regulation,  Director  lp 
Flch.«  30-295,83/04/39,8303060069 

—  B30&060071    Annual    Financial    Rept    1992 

SPENCE.O  P        Omaha    Public    Power    District        93/04/2? 
JB343  029.       B4X   Fiche    SO-2BS,  83/04/29,  B303060067 


DENTON,  H  R 
I334B  027 


21pp 


P       Operating     license     stage     document?    t-    corr  e-spond  ence 

83O323O5S8   Forwards    backfilling    >.    regulatory     impact    cost    data    for 
hardware    V    nunharduiar  e-re  lated    backfits    Requirement    f-or 
adding    one    addl     senior    reactor    operator    to    uatd     operating 
shift    Will     cast    *iOO,000    per    gr 

HEZNIcett- B    W         Omaha    Public    Pouier    District          63/O3/04 
TOUR TELL OTTE, J          Regulatory,    Reform   Task    forte          l&pp          18941    332 
24X    Ffcho    30-285- 83/O3/04   8305230308 

8305160027    rtck     receipt     of    Commission   B30404     1  Cr    clarifying    SER    on 
environ    qualification    of     is  Fetij-related    eleccrical    enuipment 
in    harsh     environ    Justification    for    continued     operation    of 
valve    pos  1 1  loner-  cab  1  e    f«    motor    biafce    encl 

JONES,  W    C         Omaha    Public    Poujor    District         03/04^11         CLARt^,  R    A 
Dperattnfl    Reactors     Branch    3          lOpp          1B152   33<3         24X 

^iche   so-2aa,  93/04/11, BSQJH 60027 

B30523O72O    Foruiarrfs     list    of    utils    responding     to    requests    for    cost 
figures    on    hackfitttng 

TOURTELLOTTE.  J          Regulatory    Reform   Task    Tarte          83/04/11 
PALUrtDlNO, N   J         Commissioners         2pp          18342    272         3flX 
Tlche    30-OOO.  S3/O4/ll.&30S23O7aO 

03O3O3O19&    Revised     amend    application    re    heatup    'H    cooldoun    curves    Amend 
revises    B3D304    amend    application 

JONES,  a    C         Omaha    Public     Power    District         63/04/28         CLARK, R   A 
Operating    Reactors    BrancH    3          lp         1839?    101          24  X 
Fiche    30-283.  63/04/38, H30S030136 


— 8303030160    Revised     Tech    Specs,    for    630304 
h  oat  up-    &    coo  Id  own    curves 

»       Omaha    Public    Pouer    District         B3/04/28 
Flche     30-aB5,  ea/Ofl/20,  B303O30I36 


mend    sp plication,  changing 
17pp         18300    194         24) 


83OSO&O186    Forwards    response    to    B30311     Itr    requa  s  t  img    addl     info    re 
proposed    spent    fuel    storage    rack   mail   Neiii  analysis    Indicates 
spent     firel     can    be    ad  uqua  t  BliJ     cooleil    even   ui/4    h     IOK-S    of 
spent    fuel    pool    cooling 

JDNGS.W    C         Omaha    Puolii     Poiuar    District         03/04/39        CLSRK.  R   A 
Operating    Reactors    Branch    3         40pp         16344     132         31X 
Fiche    30-2B3,  B3/O4/29,  B3O306O1B6 

S3O5020453    Oeneric    Ltr    B3-19    to    all    poucr    reactor    ',    testing     licenaoes 
re    neu  procedures    for    providing    public    notice    concerning 
Issuance    of    amend*    to    DLi    Svc    list   encl 

EISEMHUT,  D   G         Division    of   Licensing         S3/Q3/02  Consolidated 

Edison   Co       of    Neu    York,      Inc          90pp         18441     120         24X 
Fiche    50-000,  B3/O5/02,  93O3020433 

0303090659    Oenoric    Ltr    83-20    to    all    operating    reactor    licensees    i. 
holders    of   CPa    re    Intoji-ated    scheduling    fin     imp  I  ementatloti 
of    plant    mods    Svc     list    encl 

EISENHUT,  D  0        Division    of   Licensing        83/03/O9  Consolidated 

Edison  Co      of    Mew    York,     Inc         16pp        18627    133        24X 
Fltho    30-000,  B3/O3/09,  B303Q9GA39 

B30331Q240    Requcata    aild  1     Infn    for    control    of    heavi)    Inadi    revieu, 
including    Info   open    Items    for    updated    "Contml    of    Heavy 
Loads    " 

CLflRK,  R    A         Qpnratlng    Reactors    Branch    3        63/05/17         JONES.  W   C 
Omaha    Public    Pouer    District          2pp         19662    ISO         34X 
Fiche     30-283,  33/05/17,  8303310240 

—  8305310341     "Control    of    Hoavij    Loads    (C-10).  Omaha    Public     PnuiBp    District, 
Fort   CallJDun   Station,"    updated    draft    technical    evaluation 
rep  t 

VOSOUftY.F    ,     QDMnEHOEH,  C     ,     SARGENT,  I    H        Franklin     Institute/Franklin 
Research    Center          NRC-03-B1-130        TER-C550fl-336    DRrT         B2/11/29 
CLEMENBON,  F        NRC    -    No   Detailed   Affiliation   Oivere        32pp 
18663    182         34X    FichS    SO-285,  33/03/17,  930331O24O 

8303310474   .Ppovldea    ?Q-dau.    reaponse    to   BER  t   addl    info  par 
10CFR50   49Cg»    tc  830104    clarification    Itr   Position    on 
outstanding    It&ma    in    technical    evaluation   fept   &    description 
of    methods    used    to    Identify    equipment   discussed 
JONES,  H   C         Qmadi)   Public    Power    District        03/03/2O       CLflRH.H  A 
Opsratlng     Reactor*    Branch    3         3Spp         1B549   S76         24X 
Fiche     50-233,03/05/20,  S30SS40474 


Inspection   reports,      IE   Bulletin!   &  correspondenc 


IE    Info   Notice    83-14,     "Deuatered   Spent    Ion  Eichange  nes 
Susceptibility    to   E'enthermte    Chemical   Reaction    "   Evt    list 
one  1 

TAVLOR,  J   M        Division    of    Safeguards  &    Inspection  Programs    (Post 
9301031         B3/03/B1  Consolidated   Edison   Co      of    Neu  Yorl,     Inc 

113pp.         1B30B    317          24X    Ficho    30-000,33/03/21,6212060303 
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6303040021     IE    Info    Notice    83-31-     "Defective    Emargency    Use    Respirator     " 
Eve     list    »ncJ 

JORDANiE    1-         Division    of    Emergency    Preparedness    b    Engineering 
Response     (fast    83OIO3I          a3/O4/13  Conso  1  i  dated    Editor.    Co       of    Nenf 

York,      Inc          124pp          19133    133         S4X    Piche    3Q-O00,  B3/04  /15,  8303040021 


B303040034    IE    Info  Notice   03-30,     "Mi  sapp  1  icat  Ion    of   flenerle    Emerosnty 
Operating    Procedures     (GOP)    guidelines    "    Svc     list    encl 
JDF1DAN..E  L        Division    of   Emergency    Preparedness    &   Engineering 
Response     (Post   630103)        B3/O3/H  Consolidated    Edison   Co      at  Niu 

York,      Inc          114pp          1B324    0-03         24X   FUhe    50-OOO, 83/O3/1 1, 930304003* 


9303040023    IE    Info    Notice    H3-22,      "BUR    Safety/Relief    Valve    Failures     " 
Svc    1  lit    encl 

JORDAN,  E    L.         Division    of    Emergency    Preparedness    *    Engineering 
Response     (Past    93Q1O3)          83/04/23  Consolidated    Edison    Co       of    Neu 

York-     Inc          U2PP          JB3B3   039         24X   Fictie    SO-000. B3/04/22.  B30304O033 


G3O3040040    IE    Info  Notice   B3-31.     "Error    in   ADLPIPE  Computer   Program  " 
Svc    119t    encl 

JQRDANiE    L        Division   of   Emergency    Preparedness   &   Engineering 
Response     (Pflst    B30103)         B3/05/19  Consolidated    Edison    Co       of   NiU 

Vorli,     Inc  114pp         10697   009         24X    Fiche    SO-OOO,  S3/O3/19- B3030400-IO 


3303100241    Foruards     IE    Insp    Repfc    50-335/83-09    during    Mar     1 963    t    notice 
of   violation 

EEIDLEiW   C         Reflion    4.     Office    at    Director         83/04/23         JONES,  W   C 
Omaha    Public    Power    District         2pp          18374    JOB         24X 
FIch*    50-28S,  B3/04/23.83Q310024I 

—  B3Q31C0342   Notice    of    violation    From    Insp    during    Mar     \<?B3 

*      Region    4,     Office    of    Director         B3/04/32          ip          [9374     HO         24X 
Flciia    30-283,  03/04/22.,  a3031OQ341 

— B3051OO344    IE     Insp    Rppt    50-235/93-0;    tfuring    Mar     1983    Mont ompl lance 
noted    failure    to    document    performance   steps    added    b  ij 
Procedure   Changs     10222    to    Section    F    3    <Pufflp9    Sl-IA    !<    SI-IB) 
Of    Surveillance    Test    ST-SI/CS-1 

YANDEEX-U   A    ,     JQHNSQN.W    D         Redian    A,     Cities    of    Director 
S3/O4/21  l|pp          13374     111          S4X    Fiche    S0-2BS,  B3/O4/22. B3O310024 1 

8303040025    IE    Info   Notice   83-23,     "Inoperable   Containment    Atmosphere 
Sensing   Sy*    "    Bvc    list    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness    !<   Engineering. 
Response     (Post    83O!03>         S3/O4/23  Consol  i  [fated    Edison    Co       of    Neu 

Vorl.     Inc          llvpp          Jfl3Bl    291          24X    Ficha    50-000.83/04/23,0303040023 

ejaa0400"2i,    IE    Info    Notice    83-24,     "Uoose    Parts     in    Secondary    Side    of 
Steam  Generators    at   PWfl*    "   Svc    list    encl 

JORDAM'  E   L         Division    of   Era-ergency    Preparedness    &   Engineering 
Response    (Post    830103)          S3/O4/28  C  onto  1  Id  a  ted    Edison    Co       of   Kent 

Yorl.      Inc          1  I  Spp          18392   O47         24X    FiEjie    50-000,83/04/28,83030-10026 

B3030«0027    IE    Info  Notice    33-23,     "Standby    Cas   Treatment   Sy s    Heat&r  High 
Temp    Trip    Betpolnt    Adjustment    "    Svc     Itst    encl 

JQRDAN.  E   L        Division   of   Emergency   Preparedness    8<  Engineering 
Response     tPn*t    B30103)          93/O4/3S  Consul idated    Edison    Co       of   NBKJ 

Vopfc,     Jnc          IIQpp          18395    163         24X    Ficne    50-OOO.  63/Ofl/SD, 8303040027 

830304:0038    IE    Info   Notice    83-26,     "Failure    of    Sat  ety/Re  I  i  ef    Vslvn 
Discharge    Line    Vacuum   Breakers    "    Svc    list    encl 
JORDAM.E   L        Division    of   Emergencij   Preparedness    U  Engineering 
Reipanse     (Post    330103*         B3/O5/O3  Consolidated    Edison   Co       Of   Neuf 

Vorfc,     Inc          ISapp          13441     1 7O         24X    FIChe    3D-OOO,  a3/OS/03, 3303040038 


Act    receipt    of   B30421    1  tr    Informing    NUC    of    steps    taken   to 
correct    violations    noted    In    IE    Insp    Kept    50-239/33-02 
Corrective    actions   ulll    be    rewieued    during    future    imp 
BEIDLE,  W   C         Rejlon    4,     Offlco    of    Director         93/03/30         JONES.  W    C 
Omaha    Public    Pouer    District  Ip          IB54B   O37         24X 

Fiche    3Q-2B3,  Q3/OS/30,  B303240I73 

B30304O04&    IE    Info   Notice    93-33,     "Nonrepresentative    Sampling    of 
Contaminated  Dll    "    Svc    list    encl 

JORDAN,  E   L        Division   of  Emergency    Preparedness    (.   Engineerins 
Rejponie     (Pott    B301O3)         93/05/26  Consol  Idated    Edison    Co      of    MiU 

Yapk.     Inc  114pp         19647   007.        34  X   Fiche    50-OOO,  83/03/26i  9303040046 

R      Periodic    operating    reports    6   related    correspondence 

93OSI6O111    Foruiards    "Reactor  Containment   Uldg    Integrated    Leak   Rate 
Test.  Jan    19B3   " 

JONES,  W   C         Omaha   Public   Power   District        83/03/11         DEN  TON,  H  R. 
Office    of   Nuclear   Reactor   Regulation,    Director         Ip         18490    161        24X 
Fteho    30-283.63/03/11,8303160111 


—  830314,0116    "fleactor   Containment   Bldg    IntBSPfl 
1993    " 

«      Omaha   Public   Pouier   District        83/03/11 
Fiihe    30-HflS,93/05/ll,  8303160111 


44pp 


Ratt    Test,  Jan 
1S430    163        S4X 


S30517O465   Forwards   monthly   operating    rept    for    Apr    1903 

JONES,  H   C          Oroaha    Public    Pouer    District         83/O3/12         DEYDUNO,  R 
Director's    Office,    Office   of    Inspection  and    Enforcement         Ip 
18470    113         SAX   Fiche    30-293,93/09/12,8303170465 


— B3QS170<17O  Monthly    operating    rept    for   Apr    1983 

MAT HEWS >  T  P        Omaha   Public    Pouer   District        93/03/12 
1B470    113         24X    FlChe    3O-295.  93/03/12,  B303170463 


llpp 


DOCKET    .30-236    INDIAN   POINT   STATION,     UNIT    3 

D     NftC   Draft/Final    Environmental    Statements,     suppls   &   correspondence 


9303040030    IE    Info    Notice    03-27,      "Operational    Response    to    Events 
Concerning    Deliberate    Acts    Directed    Against    Plant 
Equipment    "    Svc    list    encl 

JDROAN'E  L        Division    of  Emergency    Preparedness   &    Engi-neorinj 
Response    (Post   B301O3)         B3/O3/04  Causal i fated    Edison   Co      of   Maw 

Vorki     fnc          I ESpp          18392   EB3         SIX   Fiihe    3O-OOO,  03/03/^4, B30304OO30 


B30SO30531    Forwards   documents    presented    to  NRC    uitnesies    Betlups   4 
Kornegaif    during   B30422  cross-eiamlnation 

FARREULV,  T,  J       Consolidated    Edison  Co      of   Neu   Vork,     Inc         03/04/29 
LEHia.  D        Atomic    Safety    and   Licensing    Board    Panel        <24pp         1B300   313 
24X    Flcfie     30-247,03/04/38.8303030331 


B303040O31     IE    Info   Notice    B3-2&,     "Criteria    for    Protective    Action 
Recommendations    For    General    Emergencies    "    Svc    list    e-ncl 
JORDAN'  E  L        Division   of    Emergency    Preparedness    r.  Engineering 
fletponie    (Post    B30103).        B3/O3/O4  Coniol  Hated    Edison    Co      of    NIUI 

Vorl,      rnc          119pp,        1B44I    001          24X    F-lche    SO-OOO,  03/O3/O4,  8303040031 

S  30304003  3    IE    Info  Notice   63-29j     "Fuel    Binding   Caused    by   Fuel    Flack 
Deformation    "    Svc    list    encl 

JQHDANiE  L        Division   o*    Emergency    Pi-eparednes*    (.  Englneorln( 
RltporuB     CPmt    B301O3)          33/03/O6  Consol  ldate>d    Ed  I  son    Co       of    New 

Vort.      Inc          .llSpp          1BS23    349         2flX    Fiche    50-000.  B3/O3/O6,  8303C-4O033 


8303230464   FDruarrfs    IE    Insp   Rept   50-235/53-09    on   830404-03  b    notice 
of    davjatioTi 

SEIDLE.W   C        Region    4,    Office   of    Director        93/O3/0&        JONE3.W  C 
Omaha   Puollc   Pouer  District        Spp         1  R537    1  SI         21X 
FlChe    SO-SB5,  B3/OS/OA,  8303230464 

~-B30323Q4i7  Notice    of   deflation    from    imp    on  830404-09 

*      Region    4,     Office    of    Director         H3/03/Q6         2pp          1G537     [33         S4X 
Ficha    30-2SS.  03/03/06,8303230464, 

—  9305330475    IE   Insp    Rept    50-289-/B3-OB   on   830404-08  Noncomp  1  ianco   noted 
documentation   for    continuing    training    if    GA   personnel    not 
established    b  maintained   &  procedures    requirement    to  meet 
audit    finding   30-day    response    time    not   met 

MUnPHV.M   E    ,     MCCfiOBY.S   L    ,     WESTERMAM,  T         Region    4,     Office    of 
Director,        83/03/02         9pp.          1B337     153         21X   Fiche    3.O-2B5,  83/09/O6. 
830S230464 


r~      Securitv>     mc'dlcal,    einergencif    Ik    fire    protection    plans 

B 30 323 OS 70    Advises    that    state    can   choose    to    offset    or    (ubstitute 
compensatory    planning    measures    in    lieu    of    local     level 
emergency    plan   per    cited    conditions   NWREQ-0634-FErlA-ReP-l , 
Rev    1    »tds    uould    place   heavy    resource   burden    on    state 
OIUFFR1DA, L   0        Federal    Emergency   Management   Agency        03/04/19 
PALLADINO,N   O         Commissioners          Ip          18342   329         24X 
Fiche     30-003j  63/04/18,  0303230670 

— B3O323067A    Seeks   clarification    of    Issue   re   FEMA   revieu   of    offstta 
amei-gency    planning    around    facilities   Questions   whether 
•tata   can    substitute    for   county   u/o   aun    emergency    plan 
PALLADINO,N   J        Comml  is  lonei-9         83/03/30         GIUFFRIDA.L    0         Fnderal 
Emarjencg    Management   Agency         Spp         1B342  330        24X 
Fich*   DO-003,  93/04/18,  B3O3B30670 

B30SO30D73    Informs    that    licensee    B30216   commitment    re    interim   fire 
protection    mods    generally   acceptable  Present    Tech    Specs 
•  h-ould    be    re-vised    to   comply   u/interlm  modi   Sample   Tech    Specs 
«nc  1 

VAROA.S  A        Operating   Reactors    Branch    1        83/04/31        DAYNE- J  P, 
Pourfrr   Authority   of    the   State    at    Neu  York        3pp         1B35S  D14.       24X 
Flche:SO-aB6,  83/04/21,8303030073 

— 03090SOO7&  Sample   T«ch    Specs    re    interim   fire  protection  mods    concerning 
alternate    shutdown    sgs 

it      Operating   Reactors   Branch    I        83/04/21  Ipp         1B352.017        21 X 
Fich*    S'O-SB&i  83/04/21,  9303030073 
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8305110338    Forwards    safety     evaluation    of    util    compliance    U/1QCFR9O,  Ap p 
R. Sections     III    G   3   &    IIII    L    Long-term    compliance    acceptable 
except    far    three    items   Spurious    operation    can   be    corrected 
by    closing    valves    Response    needed     in    30   days 

VARGA, 8   A         Operating    Reactors    Branch     I          33/04/21          BAYNE. J    P 
iPouer    Authority    of    the    State    of    New    fork         3pp  1641"?    2BA          SAX 

Flche    30-2Bi, 83/04/21, B30311Q33B 

— B3Q3110343   Safety    evaluation    of    utll     compliance    u)/ I  OCFR9Q.  App    R 
Proposed    alternate    shutdown    capability    performance    goals    of 
reactivity,  inventory,  DHR    reactor    pressure    t    process    control 
met.iubj    to    listed    exceptions 

»      Office    of    Nuclear    Reactor    Regulation,     Director          93/O4/21 
17pp          1B419   287         24X    Flche    50-286,83/04/31,0308110530 


— B305110546    "Proceis   Monitoring    Instrumentation    " 

»      NRC    -    No    Detailed    Affiliation   Given         B3/O4/31 
10419   306         24X    Flche    30-3B6,  83/04/21 .  83031 1O53S 


3pp 


G       Adjudll 


B30S0303B3   Forwards     summary    of    training    activities    re    offaite     response 
organ!  ia  ti  ons     that    might    be    called    upon    to    respond    to   onslte 
emer  jencles,  per     ABLE    B30223   oral    request    t/til     training 
detailed     in    830405    submlttal    Related    cori  espondence 

BRANDENBURQ,  B          Office    of    the    General    Counsel          B1/O4/29        LEWIS.  D 
Atomic    Safety     and    Licensing    Board    Panel          7pp          18303   333         24X 
Fiche    50-247,  93/Q4/29,  B303030533 


B3O5Q3O6QB    Motion     for     permission    to 
of    prevailing    ul  nds.  sample    surveys 
Discussion    of     issues    could    not    hav 
to    presentation    of    evidence 

POTTEHFIELD.  A          Union    of   Concerned    Scientists          PQTTERFIELD,  A 
Public     Interest    Research    Group,     Neu   York          KAPIAN.C         New   York. 

4pp  isaoa    030         24*   Fiche    3O-?47,  BJ/04/  19,  0303030608 


sent     i  abuttal    witnesses     on    subj 
bystander    behavior 
een    anticipated     prior 


NY 


8303030234    Notification    of    830499   meeting    util     In    flathaada. MD    to 
discuss    steam   generator    chemistry    fc    fire    protection    Interim 
meaiures 

PdLKiP   J         Operating    Reactors    Branch     I         83/04/22         VARSA, S    A 
Operating    Reactor*    Branch     1          4pp          18309   330         24X 
Fiche    30-206,83/04/33,0305030284 


—  9305030641    Motion    requesting    initiation    of     studies    on    human    response    to 
rad  la  1  og  ltd  1     emerg  enc  les,  r  1  sks    to    individuals     living    near 
Bite    tf    difficulty    of    evacuation    In    emergency 
PQTTEHFIELII.  A          Puollc    In  termt   fit  search    Group,    Neu   York 
POTTERFIELD,  A         Union    of   Concerned    Scientists         03/04/26  Atomic 

Safety    and    Licensing     Board   Panel         Qpp          1830B    >3f         24X 
Flche    50-247,83/04/19,3309030605 


8305030419   Forwards    "Indian   Point   Plans   Verification   Analysis"    re 
emergency    planning. for    info   Certificate    of  Bvc    anc  1    Belated 
correspondence 

GLASS,  8  M        Federal    Emergency    Management   Agency         B3/04/23 
QLEASON.  J  P        Atomic    Safety    and    Licensing    Board    Panel         62pp 
18273    12B         24X    Flche    30-347, 83/O4/23,  S3030204 11 


—  330S03O646   Affidavit    of    KT   Erickson   >,   f\J   Solnlt    re    radiological 
emergency    response    plan 

ERICKtnN.K    T         Punllc    Interest  Researcli    Group.    Mem    tort 
ERICKSCN.K    T          Union    of   Concerned    Scientists         EftICKSON,K    ^         Vale 
Univ    .     Mem   Haven.     CT         B3/04/26        4,'pp  133DB    118         24X 

Flche    30-247,83/04/17,8305030603 


8303110034    Generic   Ltr   83-31    to   all    licensees    of    operating    reactors, 
applicants    for   OLs   &   holders    of   CPs    re    clarification    of 
access    to    control    procedures    for    lam   enforcement    visits 
Svc    list    enc! 

EISENHUT.D  Q        Division   of   Licensing        B3/05/11  Conso 1  Ida  ted 

Edison   Co       of   Neur   York,     Inc          16pp          1Q34O   093         24X 
Fiche    30-000,03/03/11,8303110034 


— B3QSD3O&32    Motion    requesting    completeness    of    t-ecorit    on    NRC   Questions 
3  A.   4    re    emergency    planning    issues,  inc  lud  ing    capability    for 
handling    phone    calls    In   emergency   planning    rone   during 
emergency 

POTTERFIELD,  A    .     POTTEdFIELD,  A        Union    of    Concerned    Scientists 
83/04/29  Atomic    Safety    and   Licensing    Hoard    Panel          4pp 

IB30B    180         24X    Fled*    30-247, 83/04/1?,  830S03O60B 


83O31600B3  Advise*    that    no   basis    exists    to    further    dclau    facility 
startup   per   B21018  amand    application    re    stsam  generator    tube 
lleevino    t,  830303  order    concerning    emergency    preparedness 
SINCLAIR, L    U         Power    Authority    of    the    State    of    Neu    York          B3/OS/12 
DENTON.H  R        Office    of   Nuclear  Reactor   Regulation,     Director         5pp 
1B430   337         21X   Fiche    50-2B6, B3/05/13, B305l600Sa 

3303240099  Submit*    currant    status    of    App    tl    fire    protection   activities 
pir  B3O3IB   request    Installation    of    equipment    committed    to    In 
930316   Itr    comp leted, B207O1    proposed    design    Installed    V  arfdl 
Tich   Speco    for    equipment   mods   uill    lie    submitted 

B-AVNE.J  P  Power  Authority  of  the  State  of  Nau  York  B3/03/I9 
VARQArS  A  Operating  Reactors  Branch  I  Epp  IB34S  341  34X 
FichB  30-SB6,  B3/03/19.  B303240099 

8303240234    Documents   NRC/utll    telcon   FB    seismic    qualification 
tf ocumintation    for   auilllarij    feeduater    sys    &   proposed    fire 
protection   Tech    Specs    Tech    Specs    on   quarterly    surveillance 
of  alternate    electrical    feed    sys    to   bo    submitted: 
BAYNE.J  P        PouiBr   Authority    of    the    State    of   Neui    York         63/03/20 
VARQA.SA        Operating    Reactors    Branch    1        2pp         HB54B   309        SIX 
Fiche    SO-2B6, 83/03/20, 9303240234 

9303240313    Informs    of    full    cooperation    between    llcontee    &    local 
govt    in   development   b   eiercise    of    emergency    radiological 
response    plan, contrary    to   Commt*sloner   Ahearne 
B30306   statement 

HEIMBACH,  L         Neu   York,     State    of         83/O3/2O         PALLADINO,  N 
Commiiiionera          Ip          1B34B    104         24X    Flche    30-247,  a3/03/20. 
8303240312 

B30 524 0339  Forui4rdi    responle    to   83O421    Itr    re   App    R    fira    protection 
review,  Section    1 1 1    0  3  i    III    L  Eiamptlon    from   schedulai- 
requirements    for   Sections    30   48fc)    d    (d)    for   mods    prior    to 
it art up    from  Cycle    4/5   refueling    outage    requested 
BAYNE.J  P        Power   Authority    of    the   State    of   Neu    York         S3/03/2Q 
VAROA-B  A        Operating    Reactors    Branch    1         4pp         18579   29B        SIX 
Fich*    30-aai,  B3/03/20i  8305340338 


S30-302042B   Motion    to    strike    poitions    of  83030?   emergency    drill 
testimony    under   Comml  se-lon   Questions   3  fa   4    filed    by 
witnesses    for    various    intcrvenors   Certificate-   of   Svc 
encl    Related    correspondence 
BRANDENttURQ'D          Consolidated    Edison   Co       of    Hem   York,      Inc         93/04/22 

Atomic    Safety    and    Llcenung   Board  Pans]         22pp        IE 373  073        34X 
Fich  a     90-247,03/0-1/22,  0303030429 

B30SOE0419    Forwards     "Indian   Point    Plans    Verification   Analijsli"    re 
amerge-nc-j    plnnnf  up .  f  or    Info   Certificate    of    Svc    end    Related 
c  orr  eipondence 

OLA3S,  S  M        Federal    Emergency   Management    Agflr>ci|        03/04/23 
GLEASON.  J   P    ,     8HON,  F   -J    ,     PARIS,  0   H        Atomic    Safety    and    Licensing 
Boar-d    Panel          63pp  1BH73    13B        24X   Fiche    30-247.83/04/23, 

8303020419 

Ba0303054<?    Motion    for    subpoena    to   be    Issued    to   RW  Krimm   of   FEMA 
Subpat-na    necessary    to    complete   record    on    generic    nature    of 
deficiencies    c  1  ted    bu,    FEMA  1  FEMA  change    in    evaluation 
criteria    Certificate    of   Svc    encl 

MORGAN, C         Pouor    Authority    of    the    State    OF    NIMJ   Yorti          MORGAN.  C 
Morgan   Associatai         83/04/86  Atomic    Safety    and   Licensing    Board 

Panel          40pp  lB3Oi    147        21 X    Flche    50-S47, B3/O4/26, B30503O349 

030303040!     Motion    to    amend    svc    list    to    add    HP    Hasaerman    b    delete 
P    ChBiiln.Ln   Schuarti    !-  M  Dppel    Notice   of   appearance    £• 
Certificate    of    8vc    encl 

WASHERMAN,  S  P         MetropQlitan  Transportation   Authnritij      Meu  Vork,     NY 
WAB3ERMAN,9  P         BoUln,     Hays,    Sblar   U  Henberff        S3/O4/27  Atomic 

Bafety    and    Licensing    Board   Panel        6pp         IS273   067         24X 
Flchfl    30-347.  B3/O4/27.  £130302040 1 

83OSO2<H31    Submits     Info    on   status   of  Ray   Miller,  Inc    problems   affecting 
plaint,  per    ASLD    request 

MOORE,  J   E         Hearing     Branch     1         93/04/29         QLEASOrj.  J   P    ,     SHOW,  F    J    , 
PARIS,  D  H        Atomic    Safety   and   Licensing    Board    Panel         89pp 
IH283    tBO         24K    Flche    30-247,83/04/28,8303020431 


8303310049  Respond*    to   B30323    Itr    outlining    specific    proposals    for 
•ffltlioratlng    facility    offslte    preparedness    situation   h   vleuis 
on    amirgencu    preparedness    regulation   FEMA  mill    assist    In 
Improving    federal    laui    re    emergency    preparednasi 
8IUFFRIDA.  L  0        Federal    Emergency   Management  Agency         03/03/23 
CUOMO,  M  N        Neui   York,    8tate    of        4po         1B633  2B4         SAX 
Flche   90-247,83/03/23,8303310049 


Q305O30931    Far  wards    documents    presented    to    NfiC    uttnesses   Bellups  It 
Kornegay    during    030482    cros»-e laml nation 

PARREL  L  V.  T   J        Consolidated   Edison  Co      of   New  York,     Inc        B3/04/2B 
LEWIS,  D        Atomic    Safety    and   Licensing    Hoard   Pa.net        BApp        1830-0   313 
24X    Fiche    30-S47,  B3/Q4/3B,  8305030531 

B3050405O3  ForuardJ«    ufcll    ontite   emergency    plans    per  ASLD   request    that 
documents    be   mailed    rathir    than   delivered 

BflANDENDURO,  D         Convolldated   Edison  Co      of   Neui   York,     Inc        33/04728: 
OLEABOM,  J  P   .    SHQN.F  J,  ,    PAftlS.OH       Atomic    Safety   and   Licensing 
Board    Panel  [a  19332    110         24X   Flche    30-S47, 83/04/28, B3O304O303 
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6309040464    Bequests     official    position    re     i jug  -  term    operation    of 
facilities 

QLEASCW,  J  P  ,  PflRlS.O  H  ,  SKOfJ,  F  J  Atomi.  Safety  and  Litenai 
Eaam  Panel  B3/03/02  CUOMO,  M  |1  new  York,  State  of  2f,p 
13321  275  24X  Flche  3O-347,  B3/OS'  O2,  83O3Q4Q4&4 


B303030031'   Proposes    alternative    vious     to    questions    posed    in    BJ    Chilfc 
B3Q426    Hr    to    FEMA    re    emergency    planning    '-•    evacuation 
FLEISHER,  Z    B         West    Branch    Conservation    Association         B3/O5/02 
PALLAD1MO,  tt    J    ,     OILINSKV, V    .     AHEARNE,  J    F          Commissioners          3pp 
18342   096         24X    Fiche    3Q-247,  B3/OS/Q2.  8305030033 


830316O304    Notificati 


f    contr 


Testimony    for     Indian    Point    Hearings,"    at 
Data    Processing-,  Inn 

MILES. E  D  Administrative  Contracts  Dr. 
BASSETT,  H  S  Office  of  Resource  Manager 
Atomic  Safety  and  Licensing  Hoard  Pane] 
Flche  30-247.  B3/03/-Oa  B3O516O304 


Jtion       "Conversion    of    Profiled 
i-uardcd     to    Central 

•ancfi          FIN   B-B833         B3/O5-/O3 
-mentr     Director         FITTI.C 
18471     247         34K 


— S305160312   Contract       "Conversion    of    Prefiled    Testimony    for     Indian    Point 
Hearings,"   awarded    to   Central    Data    Proc e ss  ing •  Inc 
»       Central    Data    Processing.      Inc          MATTIA.M    J         Division    of 
Contracts         F IN   D-HB5S         B3/GS/02         ?p  p          1B471    24B         24X 
Flcfie    50-247,93/05/02,  B30S16O304 

— B3Q516Q316    So]  i  c  i  tat  i  on.  of  Per    1<    atjard     to     "Convnrs inn    of    Profiled 
TBitimoniji    for     Indian    Point    Hearings,"     to    Central    Data 
Process  1  rig,  Inc 

COUCH. H    J         Central    Data    Proi easing .      Inc          MrtTTIA.M   J 
Administrative    Contracts    Branch         TIM    0-3833         B3/O4/26         56pp 
18*71    23O         S4X   Flche    50-347.  &3/O5/CK;.  8303160300 


8309100304    Motion    for     opportunity     to    address     Issues    outlined     In 
Commission    BGO30&    Order    CL1-83-1 1 ,  estab  1 1 sh Ing    procedures 
for   decision    on    enforcement    action    on    emergency    planning 
issues   Certificate    of    Svc    end 

WEISS.E   R          Union    of    Concerned    Scientists         WEIS3,  E    R         Harmor 
We-ias         33/05/0?  Commissioners         6pp          1B374     193         34X 

Flche    30-247,83/05/09.0305100304 


0303130064   Motion    fo-r    reco«a  iderat ion    of    ruling    denying    licensee   motion 
to    reeai-'e    DP    McQuire     deposition    transcript    into    evidence 
Licensees    entitled    to    place    deposition    in    record 
Certificate-    of    Svc    encl 

DJtANDENBURO,  D          Consolidated    Edison    Co       of    Neu    York,     Inc          MORGAN.  C 
Pouer  Authority    of    the    State    of   Neu  York        MOROAN.  C        Morgan 
Associates         B3/Q&/O9  Atomic    Safety    and   Licensing    Board    Panel 

13pp         1S43&    230         34X    Ftche    30-247,  33/O9/09.  83O3130O64 

33OS12O309    Order    auth  or  i  r  ir>9    ASLS    to    grant    relief    from   S30527    deadline 
for    filing    proposed    findings    of    fact   i   conclusions    of    law 
since   oral    presentations    before   Commission    to    take    place    on 
B30326 

CHILK.B    J         Office     of     the     Secretary    of    the    Commission         B3/O5/10 
Atomic    Safety     and    Licensing    Board    Panel         2pP          18424    10O         24X 
Ftche    3D-247,  H3/03/1O,  B3O3190309 

B3O31AOOS4    F-aruiards     I     Lev(     affidavit    clarifying    B30211     testimony    on 
suggeited    method    of    making     sensible    probability     judgments 
descrtlied     in    Section    5 
HARTZMAN.  R    M          Friends     of     the    Earth         HARTZMAN.R    H         Audubon    Society 

83/03/10          GLEABOM,  J    P    .     PAJJIS.O   H    ,     SHON,  F    J         Atomic    Safety    and 
Licensing    Doard    Panel  lp  1B453   353         S4X    Fiche    30-247, B3/OS/10, 

B3O51AOO24 


B3  050^0300   Eipresses    concern     that    FEMA    310415   pos  t-eierc  i  se    assessme 
of  830309    emergency    planning    eierciae    pre-senls    incomplete 
picture    of    present    status    -of    ofFslte    rddiclooltal     om-ergcnci^ 
planning    Coi-tlficate    of    Svc    encl 

BAYNE.J   P         Power    Authority    of    the    State    of    Neu    fart         93/05/03 
PrtLLADINd.N    J    .     OILINSKV.V    ,     AHEARNE.  ,P         Coinmis  s  1  oners          17pp 
IB348    112         24X    Fiche    50-3BA,  B3/0-5/O3,  H305O60300 

S303030037    Foruards    NV   State    Disaster    Preparedness    Commisilon    330304 


work     to    ensure 
rgency 


msrao    r»    State    of    N^    commitment     to    contin 

residents    protected     ^^    b-est    practicable 

preparedness    plan 

BAYNE.J   P         fomer    Aut^o^ltlJ    c-f    the    State    of    tJeui    VorV 

PALLADIND.N    J    ,     OILINBKY.V    ,     AHEARNE.  J    P         Comml  a  5  1  oti 

19339    105         34X    Fiche     50-247,  H3/O3/O4.  9303050037 


B3y-03/O4 
n          3pp 


B305Ofi0496   Forwards    MY   State    Disaster    Preparedness    Commission    Q3050fl 
Itr   providing    State    of    NY   comim  trient    to    ensure    residents 
protected     by    best    practicable    emerg-enci)     preparednofta    plan 
DAYNE,  J    P         Pouer   Authority     of    the    State    of    Mem    fork         03/03/O4 
PALLADIND.N   J   ,     QltlNSKY.V    ,     AHEAfiNE.  J    F         Comml  5  s  i  onorB          3pp 
13319    105         24X   Flcne    30-247,  B3/O3/O1.  B30SOi0496 

SSOSOiOEOi    Responds     to    930  ISA    Ui-    r«    WeaCclipgler    County.  NV    bus     driver 
istuo.Roc  kland    COuntij.NV    olan     l£suf    t<    questions    raised    re 
FEMA   briefing    '.    status    rent     on    off«itc    emergency 
prEparedness 

KRIMM,R    W         Faderal     Emergencij    Management    Agency          B3/03/01 
CHILKrS    J         Office    OF    the    Secretary     pf     the    Commission         lApp 
I934B   331         34X   Fiche    50-247,93/03/04.8305060306 

—  83OS06O62?  Resp-onds    to   request    for    clarification    of    Issue    on    whether 
state    emergencg    plan   can    sub  itl  tvte    Fot-    county    uhich    does 
not   dave    emergency    p]an    State    can    substitute    plan    but 
NUREG-O654    p  laces    heavy    rasourte    burden    on    state 

GIUFFHIDA,  L    O         Federal     Emergency    Management    AgonciJ         B3/04/13 
PALLADIMO.N    J         Commissioners         Zpp          1  B34B    317         24X 
FichE    50-2^7,83/05/04,3303040306 

3305O&0468    Order    CLI-S3-11     advising    thab    Ccimmission    will     issue    order     by 
030-60'?  -suspcndina    plant    operation   unless    FEMA    determine* 
significant   d  Ef  ic  ieinc  les    no    longer    etist    or    util    shows 
conpensating    actions    talieti    or    deflcientles    Insignificant 
HQVLE.J        Office    of    the   Secretary    of    the    Commission        83/OS/O5        5pp 
18318   075         24K   Flcha    80-247.  B3/OS/05.  B3030604i,B 

)3030?043B  rtemo    providing    citations    to    decisions    referred    to    In    hearing 
re    <  ommi  tments    from    bus    drivers    needed    In    c-rneroencu 
evacuation    plans 

PARISiO  H        Atomic    Safetu    and    Licensing    Board   Panel         B3/03/OS        2pp 
IB363   33?         E4X   Flche    30-347.  B3/03/0-5,  8309070-139 

J3031O0308  Hotlor    for    eitension    of    deadltne    until    a30i27   for    all 
parties    to    submit    proposed    op  in  i  on,  f  i  nding  i    of    fact   «i 
recommendations    re    en  Forcement   action    on    cmerge-ncij    planning 
issues  Certificate    of    Svt    end 

BRANDENDUfJG,  Q        Consolldatsd    Edison  Co      of    Mem  Yni'k.     Ine        MORGAN,  c 
Pouier   Authority    of    tn  e    State    of   Mem  York         MtJRQANi  C        Morgan 
Associates         B3/O3/O6         PALLAD1WO,  IJ   J    ,     GILIMBXY,  V    ,     AHEARNE.  J   F, 
Commissioners         9pp          18374    O14         24X    Fiehe    3O-S-47,  B3/03/OA, 
B30S10020B 


— 8303160028    Affidavit    of     1     LBVI    clarifying    8302II     testimony    re    sugceite 
method    of    making    sensible    probability    judgments    described 
in   Section    3 

LEVM  Friends    oF     the    Earth         LEV1.  1         Audubon    Society 

63/03/1O          2pp  18-133    331         24X    Fiche    SO-247,  83/O3/ 10,  B3O31600H4 

&3Q913OQ30    Memorandum    &    order    granting     licensee    830306   motion    for 
extension    until    830627    to    file   proposed    Findings    of    fact    ti 
recommendations    Oats'    extended    until    83O829    for    ABLD    to 
>ubmlt    rBcommendat  i  o.ns    to    Commission 

PARIS, 0   H    .     SHCN, F    J         Atomic    Safety    and    Licensing    Board    Panel 
B3/D3/11  Consolidated    Edison   Co      of   Neuj  York,     Inc        2pp 

IB437    10S          24X    Fiche     S-O-St?,  83/O3/1 1.  8303130030 

B30S13007I    Motion    for    eitension   of   deadline    (to    B30613)    for    ftllns 
corrections    to    transcripts    &   deadline    (to   B30624 I    for    filing 
comments    Certificate    of    Svc    encl 

QRANDENUURG,  Q          Consolidated    Edison    Co       of   Neu    Yorfc,     Inc          MORGAN,  C 
Power  Authority    of    the    St^to    of   Neu   Vork        MORGAN,  C        Morgan 
Assaciate>3         S3 /OS/ 11  Atomic    Safety    and   Licensing    Hoard    Panel 

7pp          1S437    043         24X    Flche    50-547,83/03/11,3305130071 

8 30S 190343   Supports     immediate    plant    shutdown   Emergency    response    plan 
reprcienCa    theory    It    nob    practicality 

QALEF.S    B          Westchester    County,     NY         83/03/11          PALLADINO,  N    J 
Commissioners          6pp  1B300    S17         24X    Flche    30-247,83/03/11, 

B303190342 

B303I6D133   Telocopy    order    granting    licensee   B30311    motion    for    eitenslon 
of    date    So    Pile    motions    to    correct    transcript    Motions    due 
on   3306 19 

GLEASON,  J  P  Atomic  Safety  and  Licensing  Board  Panel  83/09/13 
Consolidated  Edison  Co  of  Neu  York,  Inc  4pp  18446  116  24X 
Ficho  30-247,83/03/13.8303160133 

B305160167    Order    clarifying     Commission    H303O3    order    Comments    from 
parties    t<    general    p  uh  1 1  c  r  r  »  levant    to    enforcement    action,  ul  1 1 
be    considered    Public    comments    to   tie    filed    by    830SS3  Oral 
presentations    limited     to    licensees   J-    interested    govta 
CH1LK.8   J         OFfice    of    the    Secretary    of    the   Commission        B3/O3/13 
CDfflmiisioners          4pp  1B'14»    152         24X    Flche    30-347,83/03/13, 

83O3160167 

83031*70220    Motion    for     opportunity    to    address    issues    outlined     in 
Commission   H30505   Order    CUI-B3-11    establishing    procadures 
for   decision    on    enf orcemein t    action    Intervenor    entitled    to 
participate    as    matter    of    right   Certificate    of   Svc    encl 
RODRIGUEZ' P         Parents    Concerned   About    Indian   Point        B3/O3/13 
Commissioner*         3pp          18502    143        24X   Fiche    SO-247, 83/08/13, 
9303190930 

9305300645   Advises    tliat    dag    of   reckoning    re    evacuation    plan    Issue 
coming    on    83O6O9    Interim    compensating    actions    by    FEMA   cannot 
compensate    for    unchangeable    factors    of    problem   roads   &• 
population    density 
TOSCANIiH        Affiliation   Urlinaun       S3/O5/13  Cammisslonora       3pp 

1SS20    122         24X    FtcJie    SO-H47,  B3/O5/15,  B305200645 
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9303160143  Order  providing  time  (until  H3GM01  to  pdities  to  respond  to 
P  Amlco,  ASLB  consul tant, 030302  Itr  summjriiing  conclusions 
baaed  on  review  of  testimony  ••  hearing  tianscripts  re 
Commission  Question  1 

QIEASON,  J  P    Atomic  Safety  and  Licensing  Board  Panel    83/03/16 
Office  of  the  Executive  Legal  Director    ip    !S<*°0  022    24X 
Ftche  90-217' B3/05/16.  B3031BOI43 

— 8,305180146  Summarlies  rept  on  review  jf  testimony  I,  hearing  transcripts 
re  Commission  Question  1  Addl  testimony  recommended  on 
currant  analytical  methods  for  risk  assessment  'j  on  issues 
not  dealt  m/ln  probabilistic  safety  studi|  or  NBC  analysis 
AMICO.P  J    Applied  Risk  Technology  Corp    AMI  CO,  P  J    Atomic 
Safety  and  Licensing  Board  Panel    03'05/OS   GLEASDN, J  P  , 
SHON.F  J  .  PARIS. O  H    Atomic  S4retu  and  Licensing  Board  Panel 
4po    184<7Q  023    S4X  Tiche  50-247,  B3/O5  '  16.  9303190143 


55    Con 


iion    on    930526    re    Cdmmissi 


8303100434    Requests    time    tu    addr 
B30913  ardor 

QDANBKI.  S         Rockland    County,     NY         B3/05/16         CHILK      Commissioners 
ip          18483    302         24X    Fiche    SO-247.  S3/O5/16, B30&18042H 

B30S200603   fiBquastE    time    to    speak    on    B3O53i,    State    of    NV    claims 
unsubstantiated    NRC    should    adopt    policy    of    communicating 
lu/publ  It 

FLEISHER, Z    S         West    Branch    Conserva tl on    Association         S3/O3/16 
PAUUADINO.N   -J    ,     OILINSKV.V    ,     AHEAFtNE,  J         Commi  SEI  oners          I2pp 
18311    070         S<U   Flche    50-217. 63/O3/ 16,  B303200605 

B30S240333    Citlienfl    advisory    committee    progress    repts    re    nuclear 
evacuation   tt   general    disaster    pi  eparednats    plan 
«      RocUand    County,     NY         83/09/16         34pp          1B376   033         24* 
Piche    30-247.83/09/16,6303210535 


230S24053F    Opinion    on    NRC    930505    onK 
emergen    ij    plrfnnihg    '•    pi  epar  e<  MB  -«    ' 
plant    operations.    Immediate     slrutaoun 
KAPLAN,  C         New    Vorl       NV        KAPLAri,  C 
Liberties    Corrjmi  t  fee         Ba/OS/e1"         IH 


Q3052503T'  Sgouiission  re  Cdinmnsion 
•daun  facilitij  on  830609  if  aiini-gen 
not  TcsolveU  Adequate  protective  a 
radiological  emergency  cannot  0"  g 
GOLDnEHG.M  L  Public  lntcre«t  Res 


it'    F[.h,i    i  rp  t    un    Hceni.ee 
j>,in  =  iSlc    suspension    of 
ui  geii 

National    emergency    Civil 
p          18571    ?1B         24X 


17pp 


IB3B5    30?         ?4X    Flche    ao  -?4-,  H3, 


'05    (1i  .Je,     an    jntention     to    shut 
re(,  jrpt)n?s=    problems 
n    in   case    of 
nt-notf    by    B306O9 
h    Gioup,     Now    'orl         B3/O3/?! 
,  E13O3P50337 


S30524-OS3n    Forwards    commenti    ji,    Commisiiori   Qidor    CL   !~d3-ll     establishing 
procedu'es    for    decision    on    enf  urcemen  t    aLtitn 
WE[SS,E   FJ         Harmon    tr   Weiss         WEISS^E   R         Union    of    Concerned 
Scientists          S3/05/23         PALLrtDlND.N   J    ,     AHEABHF.J    F    ,     ASSEL3TIME,  J   K 

CommissionprE          ip          lO9/a    09,1        24<    Fiche    30-^4/^03/03/23, 
B303340538 


—  530534054?   Comfiier,t5    an    Commission    Order    CII-B3-11 


coinperisat  ing    measijies     impoisib  le    Ceitificate    pf    Svc     end 

WEISS.  F    R          Union    Of    Conceinerf    Scientists         WEISS,  E   R         Harmon   ! 

Wei9s         B3/O3/^3         19pp          Jtf076   094         S41   Flche    50-247,  B3/O9/93, 


B303240909   ForuardS    Osslntng    Toiun   Hoard    resolution    expressing    concerns 
T-fl    smergenci)    plans   Deficiencies   must    be    corrected    before 
plan   approved 

WI3HMIE.R  S        Qsstnlng.    MV        93/05/19  Office    of    the   Secretary    of 

the    Comraissian         Ipp          1B3/1    260         P4X    Ficne    30-247.83/05/17. 
B30321030Q 

B30324O330    Eipresaes    concerns    IB    adequacy    t    wortali  1 1 1  ty    of    evacuation 
plans 

QOOARDUB.n    H         Affiliation    Unknown         S3/OB/19  NDC    -   No    Detailed 

Affiliation    Given         2pp          1B371    331.         24*    Flche    SO-S47,  B3/03/ !•?, 
S30S240330 


S30524O543   Submission    re    CoMission    S30305   Order   CLI-B3-H    Emergency 
planning    mjat     be    uall    developed    t    docatled    a/special 
emphasis    on   health    '-    safety    of    children 

PQSNER,!'         Parents    Concerned    About    Indian    Point         B3/OS/23         2Onp 
IBS76    113         21X    Fiche    50-247,  ii3/O5/23,  0309P4051J 

8303390223   Submission    addressing    Commfstioi,   SJ050S    order    on    possible 
facility    cliitLiig    Requests    oral    presentation    on   B3OS26    re 
economic    Inpact    of    facility    shutdoiun    Fcanomlc     impact     is    not 
compelling    reason    for    continued   operation 

COnREN,  1)         Greater    New    Vork    Council    on    Eriepju         33/05/33         I2pp 
18368   OS3         S4X    richB    ao-S 


8303340346   Forwards    citiicn   !<    group    statements    eipreseing    concern   re 
plant    safety    &    flamed    evacuation    plan, in    i esponae    to 
Commission   Order   CL1-B3-U 

ELLIOTT, N    R         Yarktoiun,     NY         93/03/1?  NRC    -    No    Detailed 

Affiliation    Given          lOpp          1B375   266         24X    Fiche    30-347,  B3/O3/ 19, 
B30324034A 


B30327O3B6   Rnsponae    opposing     licensee   motion    for    rec-ons  ideratloti    of 
ASLB    denial    of    licensee   motion    to  admit    HP  ilcGuire 
testimony    before    trial 

rHQFISEN,F    0         Flockland    Counti,,     NV         B3/Q1/34  Atomic    Safety    and 

Licensing    Goard    Pane!         &pp          IBiflS   35?        24X    Fichc    SO-247,  B3/OS/24. 


3305240317  Foruards    board    of    trustees    of   Village    of    Buchanan 
itatement    that    plants    arc    safe   t-   provide    clean    energy 

PIERCE. FW         Buchanan,     NY         B3/03/I7         PALLADIND, N   J         Comml *9 i oners 
2pp          10573    201          24X   Fiche    30-247,  33/03/ 19,  B3032'10547 

B3032705B3   Requests    concrnfce    actions    re    emergency    evacuation    plan    In 
light    of   FEMA   stated    def i t tone  1  ea,  in    response    to  Commission 
B30303   Prdei-    CLI-B3-11 

ELLIOTT, NR        Yoritoiun-    NV        B3/03/19  Commissioners         Ip 

IBA4&   343         24X    Flcho    30-217, B3/03/ 19,  030S2705B3 

B303240431    Motion    for    loaVB     to    submit    mil  ten    comments    on    NHC    930305 
order    to    suspend    facility    operations    De fie ionc 1  as    determined 
to    ba    significant    6y    FP1A   arc    not    sufficiently    deficient    to 
raqulra    suspending    operations 
JOY.J    ,     HICKS.M   M    ,     GALLAGHER, P    J         Utility    Worters    Union    Of    rtmerica 

B3/03/20  Commi*slonBrs         Bpp          1B373    Ii4         34X 

Flche    30-247,  B3/09/20,  B303240434 


H     General    correspondence 


6303240141    Opino-s     that    decision    re    continued    plant    operation    must 
weigh    health    effects   of   replacement    by    cujl    burning   plants 
JAFFE,  H        Affiliation    Unknown         83/05/1A         flHEARNE.  J         Atomic     Safety 
and   Licensing    Board   Panel        Spp        IBS7I    068        ?4< 
Pi  the    30-217. 


B305H1O917  Supports    lontinued    facilittj    opciation- 

SCHULEH.R  T  ,  HCALEV,  J  A  ,  1RWIH.  H  8  Afnllation  Untnouin 
B3/03/I6  PALLADINO.N  J  Commissioners  S7pp  18371  191 
Fiehe  30-3-17,33/09/16,6303540317 


B305240S37  Supports    closing    domn   of    facility 

CINQUEMANl.D    ,     CINQUEMANI.F         Affiliation   Unknown         B3/OS/1? 
CommlBSiDners  Ip          1B576   O3?        24«   Picho    50-247,33/05/1'?, 

8303210337 


8303340466  Response    to   Commission   B30503   order    establishing    procedures 
fop    decision   on    enforcement   action  Emorgpncy    planning 
dof Iclartcles    not    algniflcanl    NfiC    enforcement   action 
unwarranted    t.    Improper   W/Cert if icato    of   Svc 

MORGAN, C        Power   Authority    of    the   State    of   New   Vorfc        MQRQflN, C 
Morgan   Associates        B3/03/20        43pp         16373    181        24X 
Tiehe    30-247,  B3/03/20.  B3052404A6 

83.03310527   Vlnuis    re    radiological    emergency    planning    In   response    to 
Convni»ilan   S30303   order,  FEMrt   S-  NRC    should    rule    that    plants 
no    longer    have    significant    deficiencies    based    on    improvement 
t<    interim    compensating    actions 

BLOCK.  J  D   -     BRANDENBURG,  D        Consolidated    Ellison   Co      of   Now   York,     Inc 
B3/03/SO         tlpp          1BS71     133         24X    Tiche    30-247, 03/03/20,  B3Q32403S7 


3303270364.  Supports    shutdown   of    facilities    on  630609 

EPSTEIN, R  H        Affiliation   Unknown       83/05/19  Commissioners         gpp 

IB646    114         24X    Flche    30-247.  83/03/19.  £5303270366 

B30S240541    Supports    suspension   of    plant    operation 

ORANMI8.A   3         New   Yort.     State    of         ELLIOTT, N   R         YorHauin,     NY 
83/09/30  NRC    -    No   detailed    Affiliation   Given        Hpp         1B376    0^1 

21X   Fichc    30-247.  B3/03/2O.S3O3210S41 

B303270973  Package    gf    tuo   citiiens    Itrt    supporting   continued    facillti) 
operation 

KtJNKEL.T   C    ,     WEI8ANDT.J   T         Affiliation    Unknown        Q3/03/20 
PALLARINt1,N   J         Commissioners         Spp         18647    123        24X 
Flche    50-247,83/03/20,0305270373 
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8303240433   Support*    continued    plant    operations    Plants    should    not    tie 
held   floatage    to    evacuation    process 

TODORO'/ICH.M    H         Af  f  1 1 1  a  1 1  an    Unknown         S3/Q3/23         CHlLK,  S    J         Office 
of    th*    Secretary    of     the    Ccjnmis-5 1  on          3pp          1B373    232         24X 
Flche    SO-347,  B3/O5/23,  93O52')0433- 

J      Insurance    !i    indemnity     information 

930513Q2OS    Forwards    endorsement    63    to    NFL1A   Policy    MF-203    %•    Endorsement 
33   to    tWELU   Po-llciJ    MF-77 

GOLDErJ^rl    P         Marsh    !<   McLannan,      Inc          B3/O5/03         SALT2MAN.J 
Assistant    Director     for    State    t,   licensee    Relations          3pp          16427   339 
24K   Fiche    30-OOQ.  63/OS/O3,  B3Q5120209 

P      Operating    license    stage    documents    t-    correspondence 

B3O9330597Ericouraij.es     industry    approach     to     formulation    of    bac  If  1  ttlng 
rule    in    line   in/Regulatory,    Refarm   Task    Force    effort- per 
Q31331     ttr 

DYSatJ.  J   5        Pouier    Authority    of     the    State    of    rieia    York          B3/03/OS 
TuURTELLQTTE,  J         Regulatory    Reform    T-asli    Force          2pp          1B341    339         34X 
Flche    90-000,  S3/O3/02,  9JQ3330397 

8303330720   Forwards     list    of    u  1 1  1  s    responding     to    requests    for    cost 
figures    on   bachfltting 

TOURTEU  QTTE,  J         Regulatory    Reform    rask    Force         83/OH/I1 
PALLADIHO.H   J         Commissioners          2pp          13342    272         34X 
Flche   Su-000,B3/O4/«I.B30323072O 

8303030284    Notification    of    B3Q429   met  t  tng     irtil     in    Be  thesda,  MB    to 
discuss     steam    generator    chemistry    *'    firp    protection     interim 
measures 

PDLK.P    J         aperating    Reactors    Qranth     1          S3/O4/22         VfiRGft.  S    A 
Operating    Reactors    Branch     1          4pp          18^07   330         21X 
Flche    3O-2S6.  83/04/22,  B30503DPB4 

8303020381    Forward 4    description    oF    mods    to    contra!    roam   celling 
eggcrate    ceiling     supports     tn    be     implement"'!    prior    to    startup 
from  current   refueling    outage 

HAVNE,J  P  Power  Authority  of  the  State  of  New  York  B3/O4/23 
VAROfl.S  A  Operating  fieactors  Branch  t  3np  1827,6  211  24X 
Flche  30-286,  63/04/2B.  930SC1203B1 

B30503040S   Ftrwar-ds    Rev    S    to     "Fracture    Mechanics    Analysis     of     Indian 
Point  Unit    3  Nuclear    Generating    Station   Steam  Generator 
Oirth   Meld   Cracfcs    "   Response    re    util    approach    requested    by 
B30304 

BAYNE.J  P  Power  Autfionty  of  th«  SS.Jte  nt  Neru  York  B3/O4/2B 
VABOAiSA  Operating  neactori  Branch  I  4pp  IB391  233  24X 

Flcha    30-296.  83/04/33.  B30903C"10a 

•-8303030412  Rev   2    to    "Fracture    Mechanics    Analysis    of    Indian   Point    Unit    3 
Nuclei)i    Generating    Station  Stearn   Generator   Girth    Mali] 
Cracks     " 

COTTER.  K    H   .     PARIS. P   C         Fiacluro    ['roof    Design   Corp          B3-J34   RO3 
B3/04/11          113fp          1S291    227         34*    Flche    3O-2S6,  O3/O4/2B, 
8303030408 

303170637    Clarifies    B21220    environ    qualification    SER    Just ! f i cat  ions 
for  continued   operation    (JCOt    should    be    reviewed    to   ensure 
that   JCO    e«lsta     for    all    equipment     that    maij    not    b »    qualified 
Praprletarij   review. per    snc  1    gtii  lie  1  Ines.  due    in   3O  days 
VARGA.S   ft         Operatlno    Reacto-rB    Drench     1          83/04/33         BAVNE,  J   P 
Power    Author  Hi;    of     tltB    State    of    Neui    York          ipp          if519i    334         24* 
Fiche    30-286,  B3/04/2B.,  8303  170637 

30SO30433  Generic    Ltr   B3-I1    to    all    power    reactor    t-    frosting    licensee* 
re    neiu  procedures    for    providing    pti&llc    notice    eancei-nlng 
istuance    of   amends    to   OL*   Svc    Hat    snc ! 

E1SENHUT,  D   0        Division    of    Licensing         93/05/02  Coniol  I  Hated 

Ed  1  tan  Co      of  Neiu   Vork.     Inc         50pp         16441     120        24* 
Fiche    30-0( 


30506039 /   Fqr-Ljards    proprietary    version    of    "Fracture   Mechanics    Analijils 
of    Indian   Point,  Unib    3  Nuclear    Generating    Sta  1 1  on.  St  ffam 
Generator    flirth   Weld    Cracks    Under   Presauilted    Thermal 
Shock  Conditions    "   Rept   withheld    iref    IOCFFJ3   7701 
BAVWE,  J  P        Pouer   Authority    of    the   State    of   New  Vorli         B3fO3/Q3 
VARGA,  S^         Operating    Reactdrs    Branch     I          Spp          lS34a   SO 3         24 X 
Fichfl    30-2&6,  H3/OS/03,  S30SOi0397 

-830S060407    Foruarcfs    proprietary    versl-on    of    "Fracture   Mechanics    Analysis 
of    Imflaji   Point, Unit    3  Nuclear    Generating    Stat  lom  Steam 
SeneratoT   Olrth    Weld    Cracks   Under1  Picssurlied    rhorraal 
Shock  Conditions    "   Rspt  withdeld    (ref    IOCFR2   7"?O> 
COTTER-K  |(       Fracture    Proof   Design  Corp         33/04/39  Office    of 

Nuclear  fioactor   Regulation.     Director         lp         10313  205        24X 
FlehB   50-BQ6,  B3/03/03,  6305060397 


—  B303CJfi0417   Suacnlts    application    for   ml  thholdipig    from   public    disclose 

"Fracture    Mechanics    Analysis    of    Indian   Point.  Unit   3  Nuclear 
Os-nor-a  t  ing    Sta  t  ion,  Steam   Generator   Girth    Meld    Cracks   Under 
Pranurlied    Thermal    Shocfc    Conditions    " 

COTTER.  K   H        Fracture    Proof   Design   Corp        B3/04/39  Office   of 

Nuclear    Reactor    Regulation.     Director         4pp          1834B   206         24X 
Fiche    30-286,33/05/03,8309060397 

03OS06O*27    Foruiarfls    application    for    amend    to    License    DPfl-64,  chang  Ing 
Tach    Specs    4    2-3.4    S-3a,  6     11    ^    Table    4    2-1     to    amend 
License   Con-ditlon   3    I    3    to    include    condenser    hot    well 
monitoring    as    process    sampling    point 

BAYNE,  J  P  Pouiar  Authority  of  the  State  of  Netu  York  03/03/03 
VftHQA,  S  fl  Dperating  Reactors  Branch  1  2pp  10343  227  24X 
Flche  50-2B6,  B3/03/03,  8303060427 

—  8303D6O44i   Application    for    amend    to  License   DPR-64.  chang  Ing    Tech   Specs 

4  S-3,  4    2-3a,6    !1     &    Table    4   3-1    to    amend    License    Condition 

5  I    3    to    include    condenser   hot   well    monitoring    as    procai» 
lampling    pntnt 

BAYNE.J   P         Puusr    Authority    of    the    State    of    Neiu    Vork         93/O5/03 
4pp          1S3J3   237         24X    Fiche    3O-256,  S3/05/O3,  B303O60427 


—  S3030S0449   Proposed    changes    to   Tech   Bpeca    4   3-3.4   2-3a.  6    11    &   Table 

4    2-1    to    amend    License   Condition   2    I    3    to    include    conden*er 
hot    well    monitoring    as    process    sampling    point 

•       PQUBT    Authority    of     the    State    of   Neuj    Vark         83/03/03         6pp 
16343   233         24X    Fiehe    90-HS6.  B3/O3/03,  B305O60427 

S3O306043I    Foruarda    application   for   amend    to   License    DPfi-64.  changing 
Tflch    Specs    6   9     1,6    9    1     4,6    9    1    7.6   f    1    B,  6    9   2   It    Table* 
3   6-]    (t  4   4-1     to    reflect    containment    isolation   valve    mods    i 
NRC   t    util    organliat  ional    changes 

HrtVNE.  0  P  Power  Authority  of  the  State  of  Neiu  York  83/03/03 
VARuA,5  A  Operating  Reactors  Branch  1  3pp  1B331  199  24X 
Ficfre  30-Sai!  83/93/03.  B305060431 

—  S30SO6043S   Application    For    amend    to   License   DPP-&4.  chang  Ing    Tach   9peei 

&    9    l,fr    9    1     fl,6    9    J     7,6    9     1    3,  A   95!.    Tables    3   6-1    «.    4    4-t 

to    reflect    containment    isolation   valve   mods   Si  NRC   (.   util 

OTflanilatienal    changes. 

BrtVNE.J    P         Pouer    Aothority    of    the    State    of    Heiu    Vork         83/03/03 

lp          JS33I    202         21*    Fiehe    30-266.83/09/03.0303060431 

—  93030i0433  Proposed    changes    to   Tech    Specs   &  9    1,6   9    1    4.  i  917, 

6   *)    1    9.t>  ISt,    Tadlos    3   6-1    {,   4   4-1    to   reflect    containment 
isolation   valve   mads    &    oroahi  lationa  1    changes    W/one    averslle 
drawing    Aperture    card    is    available    In   PDR 

*  Power    Authorltv    of    tho    State   of   Neui  York        B3/O3/03        13pp 
1S33I    303         24X    Fiche    30-2B6,  B3/03/03.  B303060431 

B30306O439   FoTuards    draft    Kav     1     to    Vol     1    of    "Sus    Interaction    Studu,  " 
incorporating    organ  1  iat  i  c-na  1    changes   Commeiits   requested    by 
B30313 

DAYMEi  J  P  Poiuer  Authority  of  the  State  of  Hew  York  33/09/03 
VARUA,  s  A  Operating  Reactors  Branch  I  2pp  1B343  303  24X 
Fiehe  30-236.  B3/O5/03,  030SO&O439 

—  S3050£>Oil40   Draft    Rev    1    to    Vol    1    of    "8y»    Interaction   Stud"    " 

•  Eoa^co    Bervltes,      I  nt        («uos       of    Enaerch    Corp     )          S3/05/03 
"71pp          1B343   3OS-         24X    Fictie    30-286,  93/03/03,  S303060439 

8305130117    Forwards    Rev    S    to    Procedure    SOP-80-2,     "Secondary    Plant 
Chemistry    Control"    (<   Rev  S    to    Procedure    RE-Cs-12,     "Routine. 
Chemistry    Specs    4,  Fi-equenc-j,  "    In   response    to  NRC   830421    Itr 
S.    discussion    at    B3O429   meeting 

BAVHE,  J  P         Pouiep   Authority    of    the   State    of   New   York        B3/03/03 
V/*fiOAiS   A         Operating    Reactors   Branch    1         lp         1843B   009,       24X 
Fiche    30-2B6,  B3/O5/03, 


—  B3O3130130  Rev  3    to   Procedure-    RE-CS-Oia.     "Routine    Chemlstru    Specs   k 

FT  aquency    " 

KERWS.rt         Pouier    Authority    OF    the    State    of    Neu   York          B3/05/02 

Iflpp  lB43a   010          24X    FicJie    30-3B6,  B3/03/O3,  B3031301  17 

—  B303I30133  Rev   3    to   Procstfure    SQP-se-2,     "Seeontfarij    Plant   Chemistrg 

Control    " 

OILLEN.J         Poyer    Authoritu     of    the    State    of    Nay   York         03/03/02 

l&pp  IB43B   O29         24X    Fiche    30-2B6.  83/03/03,  B30313O1  17 

8^05040323  Board   MoliFIcation    aa-057    forwards    differing    prof    opinions 
re    aejs    interaction   !<   safety    ciaisl  f  ication    Info   relates    to 
Board    Notifications    B3-17   &   83-44    re   Unresolved   Safety    ISIUB 
A-17 

E1SENHUT.DO        Division    of    Licensing        93/03/04        PAULAD1NO,  N 
Commls*  loners         23pji  1B337    139         24X   Fiche    30-000,63/03/04. 

8303040323 


DOCKETED  ITEMS 
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9303110033    Forwards    application    for    amend    to   License    DPR-64, chang ing 
Tech    Specs    re    safety    1  Imiti  reactor    core    tt    control    rod   *• 
power    distribution    1  iml  ts>  shutdown    reactivity    t<    deleting 
ref»    to   three-loop    operation 

HAYNE,  J  P  Power  Authority  of  tno  State  of  Neui  York  83/03/03 
VAROA,  S  A  Operating  Reactors  Branch  1  2pp  1B4D9  003  24X 
Fichu  90-386,83/03/03,  B3031I0033 


B3C324O234    Documents    IJRC/util    telcon    re    seismic    qualification 
documentation    for    auilliary    Pesduater    ;ys    *•    proposerf    fire 
protection    Tech    Specs    Tech    Specs    01    quarterly    surve  I  1  lance 
of    alternate    electrical     Feed    sys    to    be    submitted 

BrtVNE,J  P  Power  Authority  of  the  State  of  New  Yor  k  S3/05/20 
VARQA,  S  A  Operating  Reactors  Branch  1  ?pp  £8348  3O9  24X 
Ficho  30-206,83/05/20,5305240234 


-8303110030   Application    for 

distribution    1  1ml  ts,  shutdown 

three-loop    operation 

BAVNE/J   P         Power    Authority    of    the    State    of    Neu   Yorl         03/03/OS 

Ip          18408   009         24X    Plche    30-2S6,  83/03/O3,  03051  10053 


end    to   License    DPH-ifl,  chanjing    Tech    Spec; 
eactivity    >,    deleting    ref»    to 


-93031  10063   Proposed    Tech    Spec    changes    re    safety     1  iml  ti  rest  tor    core 
control    rod   4  pouer    distribution    1  tmi  ts.  shutdown   reactivity 
Raft    to    three-loop    operation    deleted    since    facility 
restricted    to    10X   power 

*      Power   Authority    of    the  State    of   Neiu  York        03/05/03        27pp 
1940B   OOi         24X    Flche    30-286.83/05/03,3305110053 


8305090639   Generic    1-tr    83-20    t 
holders    of   CPa    re    Integrated 
of    plant   mods   Svc    list    ene 1 
EISENHUTiD   0        Division    of   Licensing 
Edison   Co      of  New  York,     Inc         I6pp 
Flche    30-000, B3/09/09, 8303090639 


all    operating   reactor    licensee! 
cheduling    for    Implementation 


83/03/0? 
18627    133 


Consolidated 


330513QD39   Forwards    supplemental     Info    to    021015   response    re   NUREG-0737^ 
Itain    II   B   3,     "Post-Accident   Sampling    Sys    "   Response    to 
NRC   Question   9(6)    not    presently    available    Info   uill    be 
submitted    by    B30613 

BAYNE.  J  P        Pouer   Authority    of    the   State    of  Neu  York        83/OS/1O 
EISENHUT,D   0         Division    Of    Licensing          16pp         18437   010        24X 
Flche    50-306,83/05/10,9303130039 

S30318003B  Notification   of   contract    eiecut ion-Mod    1    to   "Consulting   Svc 
on    Indian  Point   Probabilistic    Safety    Study    "   Contractor 
Columbia  Univ 

HOYLE.A         Administrative   Contract!    Branch         FIN   G-8644         63/05/10 
DENTON,  H        Office    of  Nuclear    Reactor   Regulation,    Director        CODELL, R 

NRC   -  No   Detailed    Affiliation   Given         Ip         18-199  2H9        SAX 
Flche    30-247, 83/03/10, B30310003B 

— B303180047   Mod    l.eitending    period    of    performance    to  830630  S-   changing 
payment   t,   general    provis  lona,  to    "Consulting   Svc    on    Indian 
Paint   Probabilistic    Safety   Study    " 

LEWIS,./  P        Columbia   Univ        HEBELUQ,  J  E        Division   of   Contracts 
03/03/10         Ip          1B499   29O         34X    Fiche    30-217,33/03/10,5303180039 

8303160080  Advises    that   no   basis    eiists    to    further    delay    facility 
startup    per  831019  amend   application   re    steam  generator    tub* 
sleeving    *<   830303  order    concerning    emergency   preparedness 
SINCLAIRiL  W        Pouer   Authority    of    the   State    of  Netu  York        B3/03/13 
DENTCJN.H  R        Office    of   Nuclear   Reactor  Regulation,    Director        Spp 
18430   337         S4X    Fiche    30-386,83/03/12,8303160089 


B30334Q32B    Forwards,     "Ident  1  fl  cation   t   Listing    of    Electrical    Equipment 
Important     to    Safety    per     10CFRSO   49    "    Nonsa  f  e  ty-rela  ted 
electric     equipment    uj/failure    that    would    prohibit 
ace  amp  1 1  srtra-ent    of    safety    functions   not    identified 

BAYNE,  J   P          Power    Authority    of     the    State    of    Neiu    York         93/05/20 
VARPA.S    A         Operating    Reactors    Brarch    l         36pp          18349239         S4K 
Fiene    30-2B6, 83/O5/20, 8305340329 


0       Inspection    reports*     IE   Bulletins    fr 


B212Q60395     IE    Info    Notice   03-14,      "Deuiabered   Spent     Inn    Ejcharge    Resin 
Susceptibility    to    Eiothormic    Chemical    Reaction    "    9vc     list 
tnc  1 

TAYLOR,  J   M        Division    at   Safeeuard'    *<    Inspection  Programs    (Post 
83O103I          B3/O3/21  Consolidated    Edison    Co      of    Neu   Yorl,     Int 

It2pp          IB3OO    319         34 X   Fiche    30-000.  83/03/21 .  6315060393 

B3030fl002!     IE    Info   Wotice   B3-21r     "Defsctivc   Emergency    USB    Respirator    " 
Svc    1  lit    encl 

JORDAN, E   L         Divisinn    of    Emergency   Preparedness    &   Engineering 
Reiponie     (Poet    S3D1O3)          33/01/15  Consolidated    Ellison    Co       of    New 

York,     Inc         !26pp         1S433    135        24X   Fithe   SO-OOD.  B3/04/1 5,  8303040021 

8303030290  roruards    request    for    addl    info  re    secondary    water   chemistry 
program  contErnlng    steam   generator   girth   meld    itisei  vice 
imp   HHC    approval    of   program  necettary    prior    to    plant 
startup   Meeting    re    subj    requested   as    ioori  as    passible 
VARCA.B   A         Qperatin-g    Reactors    Orancn     I         B3/04/2I          uflYME,  J    P 
Pouer   Authority    at    the   State   of    Neu  York        5pp         18332  063        21 X 
Fiche    30-28(1,  B3/O4/21,  6303030200 

8303-040023    IE     Info    Notice    33-22,      "BWH   Sa  f  etij/Flel  lef    Valve   Failures     " 
Svc     IKt    encl 

JORDAN, E  L         Division    of   Emergency   Preparedness   *•   Engineerins 
Rasponte     <Po3t   3301031          83/04/22  Consolidated   Edison    Co       df    New 

York,     Inc  H2p|>          1B3B3   069         24X    Flche   90-OOO,  93/04/22, 03O3040Q23 

8303040025    IE     Info    Notice    93-23,      "Inoperable    Containment   Atmosphere 
Sensing   Sge    "    Svc    Hit    encl 

JORDAN,  E  L         Division    of   Emergency   Preparedness   b  Engineering 
Response    IPost   B3O103>          B3/04/33  Conjol Hated   Edison    Co       of    NEU 

Vorli,     Inc  Il9pp  1B33I    291          34X   F  !  che   3O-000,  03/04/25,  B303040023 

B305100403   Farmardi     IE    Intp    Rept    50-286/83-07    an   830316-0415   No 
none  amp  1 1  anc  e   noted 

STAROSTECKI-ff        BivJtlnn   of  Project  (.  Resident  Program        B3/04/23 
flRON3,J  C         Pouer    Authority   of    the  State  of    Neui   vor»        app 
1S37H   04t         21X    Flche    SO-2B6,  83/0'l/23,  G309I00403 


8305200405  Forwards   Rev  3,  to    "Fracture   Mechanics   Analysis    of  Steam 
Oenerator    Oirth    Ueld   Cracks    " 

DAYNE.J  P        Pouier   Authority    of    the   State    of   Neu  York        B3/O3/1A 
VAROA,  8  A        Operating    Reactors    Branch    1         Ip        1B3I7    173        24X 
Ficne    3O-2B6, B3/03/16, B303200403 

— 830B200413  Rev  3    to    "Fracture  Mechanics   Analysis    of   Steam  Oenerator 
OlrthUBld   Cracks    " 

COTTER, K  H   ,    PARIBjP  C        Fracture   Proof   Desion  Corp        03-194  R03 
93/03/03         119pp          10317    176         24X   Fiche    5.0-B86,  B3/03/16- 
8303200403 

B303B40329  Responds    to   request    tor    Info   ro    seismic    qual if Ication   of 
auxiliary    feeduater    »gi      "Alarm  Response   Procedural   Panel 
SCF  Condensate   &  Holler   Feed   ARP-i. "   revised    to    include 
llsttd   manual    actions 

BAYNE,  J  0  Power  Authority  of  the  State  of  Neu  York  83/03/1B 
VAROA,  8  A  Operating  Reactors  Branch  1  2pp  18571  LB3  SAX 
Fiehe  30-206,  03/03/13,  B3032403B9. 


—  8303100410    IE     Insp    Rept    3O-H86/B3-07    on   830316-01)13   No    nonco^p  I  ianee 
noterf  Major    ar«ai    Inspected    regular   &  baqkihlft    Insps   of 
ap»ratl  on£j  lurvel  1  lance,  main  t,  monthly   operating    rep  t  review, 
deilgn    chorines   >*  mods    ti    repair  work    update 

KENNY,  T    J   4     ROSSHACH.L   W    ,    KISTER.H         Region    I,     Office    of    Director 
B3/04/23         9pp          1937B    057         24X   Flche    30-386,  B3/Ofl/23,  0303100403 

8303040026    IE    Info   Notice   83-24,     "Loose  Parts    in  Secondary    Sirf«    of 
Steam  Generators    at   PWRs    "    Svc    list   encl 

JORD^M,  E  L         Division    of  emergency   Preparedness   &   Engineering 
RsiponiS     (Post    03O1O3)          63/04/28  Consolidated    Edison    Co      of    Neu 

Yor*,     Inc         113pp         18382   047        24K  Flche   30-000, 03/0-1/20,  G3030-4DO26 

8303010027    IE    Info   No-blce   83-25,     "Standby   Qas    Treatment   8i;s   Heater   Higli 
Temp    Trip    Setpoint    Adjustment    "    Svc    list   encl 
JORDAN,  E,  L         Division    c-f  Emergency   Preparedness  %   Engineering 
Response    (Post   030103),       03/04/38  Consol  I  dated   Editon   Co      of   Neu 

York.      Em  IIBpp          18392    165         24X   Fiche    5O-000,  H3/04/2B.  B3030-)0027 


B303240349  Foruiards   addl    Info   re   ability   of   purs*   *•  vent  valves    to 
function   agalnit   accident   containment   pressures,  per 
8302QS    Ur 

BAYNE, J  P  Power  Authority  of  the  State  of  Neu  York  B3/03/19 
VAROA.S  A  Dp«r*tlno  Reactor*  Dranch  1  13pp  18974  036  24X 
Fiche. 90-2B6, 83/03/19, 0303240349 

8303240090  Submit t    verification   of    itsam  generator   repair    Info 
requested    In  B30320    telcon   Addl    info   re    dose    breakdoun   by 
major    task   &   total    dos*    for    sleeving    &   girth   ueld   repairs 
end 

BAYNErJ  P.  Pouer  Authority  of  the  State  of  Neui  York  03/03/20 
VAROA.S  A  Operating  Reactors  Branch  1  &pp  IBS-IS  333,  24X 
Fteh*' 30-886. 83/03/20, 0305240090 


8303030151    Submits    info   on.  status    of  Ray    Killer.  Inc    problems    affecting 
plant,  per    ASLD   requ*»t. 

MOORE,  JE         Hearing    Branch    1        B3/04/2B       OLEABDN,  J  P        Atomic    Safety 
and   Ulcenilng    Board    Panel        SBpp        18303  ISO        24X 
Flthe    30-247,  B3/04/2B,  B309030431 


5303040026  IE  Info  NotttB  B3-S6,  "Fallirre 
Bltcharge  Line  Vacuum  Breakers  "  Svc  11s 
JOnDAN.E  L  Divliion  of  Emergency  Prep* 
Response  <Po»t  S30I03I.  03/03/O3  Co 

York,     Inc         122pp         18441    J70        24  X  Flche 
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0303040030    IE    Infj    Notice    03-37,       Operational    Response    to   Events 
Concerning    Deliberate   Acts    Directed    Against   Plant 
Equlpmin'     '    S^c    list    encl 

JORDAN   E   L         Division    of    Emsrgencij    Preparedness   '•    Engineering 
Rasponse     tPoat    83O1O3)         83/05/04  Consolidated    Edison    Co      of    Neu 

York,     tnc          112pp         I83S2   382         54*    Fiche    30-000,  B3/OS/04,  B3030-1O030 


—  S3O311Q31Q   "Annual    Radiological    Environ   Operating    Rapt, 
"       Consolidated   Ellison   CD       of    New    York,     Inc  33/03/02 

36393   231         24X   Flche    30-OO3,  33/03/03,  B3031  1  O3O3 


Reportable   occurrences,    LERa   >,   related    correspondence 


llHpp 


8303040031     IE    Info   Notice   B3-2B,       Criteria    far   Protective   Action 

JORDAN   E   L         Division    of    Emergency   Preparedness    !.    Engineering 
Response    (Post    830103)         G3/05/04  Consolidated    Edison    Co      of    Neu 

York,     Inc          119pp         18441    001         24X   Fiche    30-000,83/05/04,9303040031 


B3051 10167   Advise 
generat&r    oirtn 


:ldi 


iminary    results    ',   corrective 
in«diurfl£    uill    be    foruartfed    to    tlRC    5   dags    prior    to    plant 
startup 

EAYNE.J   P         Pouer   Authority    of    the   State    of   Nam   York         63/QS/05 
VARCA.S   A         Operating    Reactors    Branch    1         lp         184O7    121          24X 
fiche    50-2B6,S3,O3/05. 8305110147 


S303030B7.1    PN6-I-83-QO8    on    830424, secur i ty    officer     overheard     vu  1  c  tt  t 
from    storage    trailer    in   protected   area   Officers    apprehended 
four    contractor   employees   suiting    trailer    rear    mindoui  Search 
revealed   marijuana   elgaratte    Employees    suspended 

MCKEOkN.L    .     GDDY,A   T    ,     JOYNER.  J   H         Region    1,     OFflce    of    Director 
83/O4/29         lp         18297    144         24X    Flche    30-206,03/04/33,0303030274 

8309110439   PNS-I-83-012    on   830305. licensee     informed     Region     1     that 
contract   health   phijslca    employee    of    Inst    for    Resource   Mg  t 
arreafced    on    suspected   multiple    federal    drug-re  1  a  End    chargoi 
Individual    access    to    site    voided    as    of    830909 

KCKEOWN.     BAILEY.     GODY      Raoion    1,     Office    of    Director         03/QS/OS  lp 

1B405   037         24X   Fiche    30-236,03/09/05,8303110439 


6303040033    IE    Info   Notice   83-29,       Fuel    Binding   Caused    by    Fuel    Rack 
Deformation    "    Svc    list    end 

JORDAN.  E   L         Dwlsion    of    EmerBenCg   Prepar  ednsss   t,   Englnearing 
Rasponse    (Post    B30103I         B3/OS/06  Consolidated    Edison    Co      of    New 

York,     Inc         HSpp         19523   248        24*   Fiche    50-000,83/05/06,3303040033 

S303040034    IE    Info   Notice    03-30,     "Mi,app  1 , cation    of   Generic    Emergency 
Operating   Procedures    IEQPI    Guidelines    "   Svc    list    encl 
JORDAN.E   L         Division    of    Emergency    Preparedness   t.   Engineering 
Response    <PoBt   B30I03)         83/05/11  Consol  mated    Edison   Co      of    Neu 

York       Inc         114pp         1B524   003        241    Flche    50-000,03/03/11.3303010034 


T      Hearing    transcripts    on   non-antitrust   matters 

8303230001    Transcript   of  B3D333  hearing    in   White    Flainfi,NY 
Pp    10,  737-11,  it?  8upportino    documentation    encl 

*  Atomic    Safety   and    Licensing    Board   Panel        O3/O3/22        612op 
13332    031         24X   Fiche    90-247,  83/03/32,  0303230OOI 

B303110QQ2  Encerptt    froim   transcript   of   83O40/    hearing    Pp    13, 017-134  O17. 

*  NRC    -    No    Detailed    Affiliation   Given         03/04/07          3pp          1 S1O7    OOf 
24X    Fiche    30-S47,  B3/O4/07,  03031 10002 


83052S0503  Faruards    IE    Insp    Rapt    SO-2S6/83-G9   on   630410-33   Na 
nancomp  liance    noted 

"no!1!.''7   T         D'*'"°n    of   Engineering    !,    Technical    Programs         B3/O5/I2 

HRDNB.  J  C         Pouer    Authority    of    the   State    of   NED   York         2pp 
16584   001         24X    Flche    30-256,83/05/12,0305250303 

—830535050?    IE    Ir,sD   Bept    50-286/63-09   on   830416-22   No    noncomo  1  lance 
noted    Major    areas    inspected    status    of   repair    oparations    for 
cracied    upper    shsll    to    transition    cone    closure   ueld    on    four 
steam   generators 

REVMJLns.S   0    ,     DURR,  J        Region    1,     Office    of    Director         83/O5/Ot 
9pp         18504   003        24X   Fiche    50-366,83/05/12,8303250503 

8305350226   Forwards    IE    Insp    Kept    50-286/63-05   on   830328-31    No 
noncomp  I  lance   noted 


c  , 

o-,,   «,S  er   AatharltV    "f    the    State    of   \ew   Yorfc         2pp 

10t27   017         24X   Fiche    50-386,03/03/13,8305230226 

—8303250230    !E    In.p    Rept    SO-2B6/B3-05   on    630328-31    No    noncomp  1  iance 
noted  Major   areas    ir.sp.cted    l.censee   actions    taken    to   comply 
- 


HAVERKAMP.D   R    .     KENNY.  T   J    ,     EAPEN.  P   K        fleoion    1,     Office    of 

S3'°S/I2         ""         1B"7019        ™   FM»     30-236,83/03/13, 


"    °\B30520    "flniMc.nt    Mt.n...    .eetin,    U/,,tll 
esults    of   SALP    repts 

-         B3/05/17  Region    1. 

4"   FUhe   =0-OOO.  03/05/?7, 


rp       .    n      "'!""    ''     Dffl"    °f    Dl 
B303250538  '°r         3 


8™vcT,?    enr!^0    N°tlCB    83~31'     "Err°r    '"   ADLfIIPe   Comput.r   Pro9ram    - 


830S03060B   Motion    for    permission    to   present    rebuttal    luttnesjet    on    mubj 
of    pi-availing    minds,  samp  I  e    surveys   &•   bystander    oshavlor 
Discussion    of    is.ues    could   not    have   been   anticipated    prior 
to    presentation   of    evidence 

POTTERFJELD,  A         Union    of    Concerned    Scientista  POTTERriELD,  A 

Potter-field.     A         93/04/19         4pp          1B306   O30         S4X 
FUhe     30-247,83/04/19,0303030600 


TeaUmor"J    Df    D   ""tain    re    prevailing    ulnd     patterns 
union    of    Concerned   Scientists        GUT  MAN,  D        Public 

Re"arch    Oroup,     NeuYork         GUTMAN,  D          NeU1York,     NY 

4pp         1Q308   054         24X   Flche    30-247,  S3YO4/1?,  B3OB030ftOH 

8305030639  Testimony    of   RR  Holt   re   sample    ,urveu,    &    bysUndar    b.havlor 
HQLT.H   R        Union    of   Concerned   8cientistB        HOLT,  [i    R        Public 

ll  =  !arCl1    ?"*P'     NEU1    V"rk         KDLT'fi    "  Naw    Vor*'     NV 

37pp         18308058         24XFlch0    30-2^7,  B3/O4/19,  83O303O60B 


of  JR   Thornborough    (,   D  Boning    re 


ParBnt»  Concerned    About    Indian  Point 
24X   Piche    30-247.83/04/19,8303030608 


of 


evacuation    in 


emergency 

=  V"tePeSt    ««.-«'    Group,      Neu,   York 
Ka-!:*!!    an<f    Li«nil»«    Board     Panel          Bpp 
he    30-217,  83/O4/19,  B30303O6OQ 


c 

(Po,?lwS!M,qP  8^03^   ""?- 

io83/8 


8pp 


in   Hhl«. 


f   Pp     1- 
Hipp 


of   Svc    encl 
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8303040347    Transcript    of    830129    hearing     in    White    Plains.  NV    Pp     15.  OSS- 
IS,  226   Supplemental    testimonies    end 

*      Atomic    Safety    and   Licensing    Hoard   Panel        83/04/29        I49pp 
1B332   242         24X    Fiche    30-247. 83/04/27.  B305D40347 


B3O5310059   Commends   State    of    NV    c  ommi  tment    o '     resources    t    cooperation 
LJ>/ 1  iconseea    !i     local    govts    to    implement    ottsite    tmorgency 
preparedness    plan 

PALLAD1NO,  W    J         Commissioners         83/GS/P5         CUOMO,  M   M         New   Volt, 
State    of         if          1B653   260         24XFicJie    30-347,93/05/25.8305310059 


030313033''    Transcript    of    Commission    B3050S   meet  ing. d ] scusslon   5, 
possible    vote     in    Wash  ing  ton. DC    re    status    of    emergency 
planning    at    Facilities    Pp    1-22 

*      Commissioners         B3/03/05         27pp          1Q1S7    277         34X 
Fiche    30-247,  B3/Q3/O3,  B303130327 

8303240334    Statement     to    he     incorporated     in    minutes    of    Commission    B3O5E6 
public    dearing    State/federal    govt    must    force    counties    to 
devise    evacuation    plans    Problems    u/emergency    plans    must 
be   resolved    before   83060° 

DI    QIACOMO. C    Q         Cortland.     NY         B3/OS/1B         4pp          18376    029         24X 
Fiche    30-247.  B3/Q3/1B.  6303340554 

8303340366   Releases    transcript    of    Commission    831223    discussion    (, 
poaslble    vote    on    emergency    planning    actions    for    placement    in 
PDRiper    1OCFR9  Commission    determination    statement    end 
CHILK,  B    J         Office-    of     the    Secretarij    of    the    Commission         B3/O3/1B 
Public    Document    Branch          2pp          19393   063         B4X    Fiche    30-003,  S3/Q3/ IB, 
9303240366 


— 9303310070    Eupresses    goncern    that    addl    actions    required    to-    satisfy 
mandates     per     10CFR30    34(3)11)    State    at    NV     Disaster 
Preparednass    Commission   uilll    work    iu/utils     until     Rack  land 
County    completes    emergency    preparedness    plans 
CUOMO.  M   M          New   Vork,     State    of         B3/03'25         PALLADINO,  N   J 
Commissioners         3pp          18653   ,331         24X    Fiche     50-247.83/03/25. 
83053 1003V 


DOCKET    3O-2B7    OCONCE    NUCLEAR   STATION,     UNIT    3 

F      Security,     medical,     emergency    V    Fire    protection   plans 


8303370326   forwards    IE    Insp    Repts    30-269/B3-13,  30  -27O/B3-13   & 
30-287/33-13    on    830311-0410   No    noncomp  1  lan..  e    noted 
DANCE. H   C         Division    uf    Pioject    t,   Resident    Programs         33/05/06 
TUCKER,  H   D          Duke    Power    Co         2pp         18641     143         24V 
Fiche    50-26?, B3/05/06, B3032703P6 


— 83O3340370    Transcript    of    B31322   discussion   ti   possible    vote    on    emergency 
planning    actions    In    Wash  Ing  ton, DC 

»      Commissioners         Q2/12/22         ISpn          18393   065         24X 
Fiche    3O-OO3,  83/OS/18. 8309240366 

— 8309240574    Transcript    of   331222   discussion  &    possible    vote    on    emergency 
planning    actions    in   Wash  inn  ton.  DC 

*      Commissioner  a        83/12/23        S9pp         IB5<?3  082        24X 
Fiche    30-003,83/03/10,8303340566 

83038-10331    Statement    of   C  1  ergy, Ro 1 1 g ious   t   Laity    Concerned   About    Indian 
Point   Common    cltiiens    reject    idea    thai    eiportise    Irrelevant 
Value    of    human    life    Is    supreme    value 

*  Affiliation  Unknown    B3/03/20    4pp    1B37I  1OS    34X 
Ficho  30-247.83/03/30,  B30324093I 

B30S240S33  Forwards  uiritten  tnsttmony  on  efforts  to  address 
deficiencies  In  emergency  response  plan  since  830303 
D'RdURKE.A  P    Westchester  County.  NV    B3/OS/2O    PALLADINO.  N  J  , 
QILINSKY.V  ,  AIICARNE.J   Commissioners    lp    1S976  043   34X 
Fiche  30-247, 93/03/20. 8303240333 

— B30324O339  Testimony  of  AP  D'Rourko  ro  actions  taken  to  improve 
emergency  planning  sinco  commission  H30303  order  Unions 
representing  bus  drivers  fully  support  orientation  coursp  on 
radiological  emm-goncy  response  procedures 

O'ROUUKC.  A  P    Westchester  County,  NV    83/O3/30    6pp    18376  044 
24X  richa  30-H47. 83/03/20; 8303240333 

0303240353  Fopuiardi  statement  for  Inclusion  In  gpecial  proceeding 
test imany 

HEI88.T    House  of  Rep    83/03/20    PALLADINO.N    Comml  s  sionerE    lp 
18376  023   24X  FichE  90-247, B3/05/20.  B303240539 

—8303240338  Statemont  of  T  Weiss  ro  proposed  evacuation  plant  Plants 
ihould  bo  shut  iJoiun  permanently  Planning  for  nuclear 
accident  Futile  Public  aafeti;  should  he  top  priority 
UEIBB, T,   House  of  Rep    83/03/19   3pp    lB37i  026   24< 
Fichfl  30-247, B3/03/20, S30534053S 

B303310003  Toatimony  of  HW  Carlisln  fe  potential  haiards  of  Tiuclear 
iccidents  Long-range  educ  in  nuclear  radiation  should  be 
implemented  Haboli  should  be  developed  to  dismantle  plant 
after  meltdown 

CARLISLE.R  W   Affiliation  Unknown   83/O3/SO   3pp    1B633  34O   SIX 
FUhe  SO-247,  63/03/30,  8303310002 

8305310033  Transcript  of  Commission  830933  discussion  of  Indian  Point 
order  in  Washing  ton.  DC  Pp  1-1"? 

*  Comrai  a*  loners    B3/OS/23    23pp    lBoe.3  128    24X 
Fich*  30-247,83/03/23,8303310033 

U      CongrtsBional/Exocutive   Correspondence 

0303240395   Forwards    statement    for    inclusion    in    special    proceeding 

WEIS9.T        House    of   Rep        83/03/20        PALL*})tNO.N        Commi  ss  loners         lp 
1B376   02S         2-lX   Fich*    30-347.  B3/OS/20,  B309240335 

— B30S84055S   Statement    of    T  Weiss    re    proposed    evacuation   plans    Plants 
should    bo    shut    down    permanently   Planning    for    nuclear 
accident    Futl lo, Pub  lie    safety    should    be    top    priority 
WEISS, T        House    of   Rep        83/03/19        3pp         18576  024        H4X 
Fiche    30-247,83/09/20,0305240333 


— 8305270339    IE     Insp    Repts    50-269/83-13,  30-27O/83-13    i,   50-307/83-13   on 
030311-0'U0   No    noncoflipl  lance    noted    Major    area*    inspected 
surveillance    testl  ng.  ma  int   (<   operations   6   annual    emergency 
drill 

BRVAMT.J         Region    2,    Office    of    Director         B3/03/O4         9pp 
19641     144          34X    Fiche    50-269.63/03/06,8305270326 


0303270374   Forwards    IE     Insp    Repts    SQ-£69/S3~lO,  50-2/O/83-IO   (. 
50-287/B3-10    on    830403-06   No    noncomp  1  lance    note-rf 
DANCE. H  C        Division    of  Project   b  Resident   Programs        63/03/06 
TUCKER,  M   D         Oufce    Poiuer    Co         2pp          18643   Oil          24X 
Fiche    30-269,  B3/03/06.  6305270374 


—  B305270387    1C    Insp    Repts    SO-269/B3-IO,  &O-270/S3-10    f>   SQ-3B7/B3-1O   or 
63Q4Q3-Qi   Mo    noncomp  1  iance    noted   Major    areas     inspected 
emergency    preparedness    eiorcise 

HUFFMAN,  0   hf         Region    2.     Office    of    Director         Q3/O3/03         lOpp 
18643    013         24X    Fiche    30-369,  Bj/03/06,  B3O5S7O374 


0303110034    Generic    Ltr    83-21    to    all     licensees    of    operating    roflctO'r 
applicants    for    CLs    k    holders    of    CPs    ro    clarification    of 
access    to   control    procedures    for    !aui   enForcement    visits 
8vc    list    encl 

E1SEMHUT,  D   0          Division    of    Licensing         33/03/11  Consolidated 

Edlaon   Co      of    New   York,     Inc          lipp          10340   093         24X 
Fiche    30-000,03/03/11,6303110034 


J      Insurance   !<    indemnity    mformatioi 


63O3?60261     Foruards    Endorsements    S3   t.    36    to    MAELU   Policy    MF-61    I 
Endorsement  7S    to  NELIA  Polity   NF-193    For   Oconee   (Jucleor 
Station    fr    Endorsements    23    (.   SO    to    NELIA   Policy    NF-34B   f- 
MAELU  Pal  icy    MF-101,  respectively,  for   McCuire 

LAWSON.L    T         Duke    Pouier    Co         83/O9/20         SALTZMAN,  J         Office    of 
Resource  Management,     Director        19pp         18626    ISO        24X 
Flcne    30-000,83/03/20,8303260261 


P       Operating    license    stag*    documents 


rrespondenc 


0305240349   FQIA    request    for    three   categories   of    documents    re   Reactor 
Qafstv    Study    Methodology    Application   Program 
<NUREO/CR-163<7,  Vols    1-4!    t.    Interim   Re  !  ia&  1 1 1  ty    Evaluation 
Program    tNUREGVCR-231  3,  2787   IL   2B02) 

SHOLLV.s    C         Union    of    Concerned   Scientists         B3/03/11         FELTCN,  J   « 
Division    of   Rufes    and    Records         lp         18593    170         24X 
Fiche    30-000.83/03/11,8303240249 

0303240334   Partial    response    to  FOIA  request    io,r    three    catngorles   of 
documents   re   Rsactor   Safety   Study   Methodol  ogy    Application  !< 
Interim  Reliability   Evaluation  Program  ropts    Foriuarda 
App    A  documents.    Search    For   add!    documents    in    progress 
FELTON.J   M         Division    of   Rules    and    Records         03/O3/31         SHQLLV,  S    C 
Union   of   Concerned    Scientists        2pp         IB393    17"?        S4X 
Fiche    30-000,  S3/O3/31.  830324023'J 

--S303240339  Forwards    comments    on   draft    refit,   re    Reactor  Safety    Study 
Methodology    Applications    Program    Foi     facility    Changes 
indicated    in    areas   of   validitv   of   sys    criteria    f.   correctness 
t   approplalene-BS    oF    assumptions    in   sys    analvai-s 

PARKER,  W   0          Ouke   Pquier    Co         80/07/22         BEWMCfJD.R         Prooab  1 1 1  0  ti  E 
Analysis    Staff     (Pre    S01H9)          Mpp         13393    iOI         24X 
Fiche    30-OOO;  83/03/31,  B305240334 
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B3Q5OVQO7E    Forwards    Amends     ISO.  ISO   Z     11"    to    Licenses    DPR-30. DPR-47    t, 
DP  H-35,  res  pe-c  t 1  ve  1  y .  sa  fetij     evaluation    i-    notice    of    iiiuante    ti 
aval labi 1 i ty    rt mends     revise     Tech    Spec     withdraw  I     schedule 

CONNER,  E    L.          Operating    Reactors    Branch    4         B3/O4/19         TUCKER,  H    fl 
Dukft    Pouer    CD          4pp  183B1     1  4O         2-1  •     richu    50-269,  B3/Q4/ I  S, 

6309090070 


9309070439   Foriiiard-s    safety    evaluation    of    Implementation    of   asymmetric 
fault    for    control    rod    6-3    during   Cycle    7  Method    for 
restoring    normal    operating    Flexibility    can   De 
undertaken   iii/o    affecting    plant    safety 

TH1ES.A    C          Duke    Power    Co          B3/03/04         DEN  TON,  H    Fl         Office    of    Nuclear 
Reactor    Regulation,     Director          STQLZ.  J   F         Operating    Reactors    Brancfi 
4         3pp          10363   071          24X    Flche    5O-2B7,  B3/09/04,  8305O9043S 


— 3303090111    Amends     120,120    £,     1  1 ~"    to    Licenses    DPR-38,  OPR-47    &    DPR-33, 
respect  I  velij,  revising    Tech    Spec    uith draua 1     schedule    for 
reactor    vessel    surveillance    capsules 

STOLI. J   F         Operating    Reactors    Branch    4         33/04/13         8pp 
144          24)!    Flcde     3O-S69, B3/Q4/ 1 3: 8JO5O9OO7B 


B3Q31BC03fl    Forwards    Amend*     121.  121    t    US    to    Licenses    BPFJ-3B,  DPR-47   J. 
DPR-35-,  respec  «  i  vely ,  saf  e  ty    evaluation  &   notice    of    issuance 
6  availability    Amends    revise   Tech   Specs    to   delay    certain 
surveillance   r e q. ui rumen ti    unbil    next   refueling    outage 

eiS£NHUT,  D    a         Dtvulon    of    Licensing         G3/O5/OS         TUCKERi  H   B         Duke 
Fouer    Co          3pp          1B499   S49         24X    Flche    50-369,83/05/03,0303190034 


— 8305090124    SaJsty    evaluation    supporting    Amends     12O, 120    6     117    to 
Licenses    DPR-3B, DPR-47    fc    DPW-35, r espsf ti ve 1 y 

*      Office    of    Nuclear    Reactor    Regulation,     Director         83/04/13 
IB381     132         S4X    Ftche    50-369,83/04/15.8303090078 


2pp 


~  B3O509013B   Notice    of     issuance    t,    a/a  1  1  ab  i  )  I  ty    ft    Amends    120,  120    &    117 
to    Licenses    DPR-38,  DJ>R-47    t-    DPtf-SS,  respec  tlve  1  1/ 
BTDLZ.  J   F         Dperatinfl    Re-actorn    Branch    4         B3/04/19         2pp 
10381     154         24X    Fie  tie    30-2'69,  B3/O4/  1  3,  83030900-78 

3303130391   Forwards    safety    evaluation    >,  FranHlrt   Research   Ctr    technical 
B  valuation    i  ep  t,      "Control     of    Heavy    Load's     (C-101,  Oconee 

Nuclear   Pouier    Stat  I  c-n,  Un  i  ts    1,2  it    3    "  Phase    1    actions 
acceptable    per    MUHEO-0&12 

STOLZ,  J   F         Operatinj    Reactor*    Branch  4         B3/04/2Q         TUCKER,  H   D 

Dufce    Power    CD         3pp          1S437    179         34X  Flche    50-S6T,  B3/04/2O, 
B303  130294 


Safety    evaluation    -tirppur  t  E  ng    Phase    I    actions    i-a    control    of 
hesvy     load  ft    <NUREO-06I2) 

*      Office    of    Nuclear    Reactor    Regulation,     Director         83/04/20          Ip 
IB4S7    IBS         24X    Fiche    30-269,33/04/20,3303130394 


— B303IBO043   Amends     121,121    t,    I  IB    to   Licenses    DPR-3B,  DPH-47    t, 
respectively,  revising    Tach   Specs    tn   delaij    certain 
lurv*  1 1  lance    T  &nuir  etnento    until    neit    refueling    outage 
3TOL2.J   F         Operating    Reactors    Branch    4         B3/03/O3         31pp 
13499    S4B         24X    Flche    50-369, 83/05/03,  B3O31B0034 


— 830 51  BOO 39   Safety    evaluation   supporting   Amends    121.121    t<    118    to 
Licenses   DP  R-3.B,  DPR-47  &   DPff-93,  rsspec  lively 

»      Office    of   Nuclear    Reactor    Regulation,     Director        83/OS/O5 
18499    369         24X    Fiche    50-269, 83/O5/03,  S30S1B0034 


9pp 


— B3051BOOi&a  Notice    of    issuance    t-   availability    of    Amend  i    181,121    &    119   to 
Lic«na*s    DPR-3H,  DPR-47   t<    OPR-35,  respec  tlvely 
9TOL2,J    F         Operating    Re-actnr»    Branch    4         S3/03/03         3pp 
1S499   274          24X    Fiehe    30-269,  B3/03/O3,  0303190034 

8303090639  Generic    Ltr    83-20    to  all    operating    reactor    licensees    & 
holders    of    CPs    re    intggratod    scheduling    for    imp lemffn ta t Jon 
of    plant    mods   Svc    Hat    sncl 

EISENKUT,  D    C          Division    of    Licensing         Q3/OS/O9  Consolidated 

Edison    Co      of   New  York.     Inr         Itpp         10627    193        24 X 
Flche.  30-00&.  93/O5/09.  B3O3D906391 


-8304070394.    "Control    of    Heavy    Loads     IC-101,     Oconee    Nuclear    Power    Station 
Units    1.2  %    3,"    technical    evaluation   rept 
ROBGRTS,  S        Franklin    I  nst  i  6ut«  /Frani  1  in   Resedrcti    Center 
NHC-O3~ai-13Q          TER-C 5304-3711/379/37         83/03/31          €LEHE«SON,F         KRC 
-    No    Detailed    Affiliation    OLvtn          28pp          1Q197     I B3         24X 
Fiche    30-269, 83/O4/20i 3305130294 


83Q51S0131    FcTuards    request    for   addl    info    re    details    on   void    Formation 
during    natural    circulation    c ooldoun,  per   B1OS03  Generic   Ltr 
81-21    Response    dtd    B111O3    Inadaquate 

STOLZ,  J   F        Operating    Reactors    Branch   4        83/O3/09        TUCKER,  H  B 
Duke    Power   Co         4pp         1SSOK   344        24X   Fiche    30-269.83/03/09, 
B3QS1BO1M 


Foruards    safety    evaluation    in    support    of    continued    PUR 
operation    u/Dre*«er    urimaru    safety    valves   re    TNI    Action    Item 
II    D    1    EPRI    Oata    on    tests    of    certain   model's    of    Dresser 
lafetij    valves    under    review  on    generic    basis 

3TOLZ,jr         Operating    Reactors     Branch    4         B3/04/27          TUCKEfJ,  H   B 
Duke    Pauer    CP          2pp          1B367     111         21X    FlchB    30-369,83/04/27, 
S3D509060B 


8305130025   Submits    info    supporting    da  tormina t Ion    that    critical    path 
outage    time    could    be    saved    If   containment   purging    commenced 
at  DCS    tflmp    between    230  F   h   225  F   rather    than    present   200  F 
Preparation    oF    proposed    Tech    Spei.s    re   purging    in    progress 
TUCKER,  H  B         DukB    Power    Co         S3/03/10        DENTON,  H  R        Office    of 
Nuclear   Reactor   Regulation     Director        8TOLZ.  J  F        Operating   fteactori 
Branch    1          Spy  1B437     134         24X    Fiche    30-2i9. 03/03/10, B303I30023 


105040 3-64   Forwards     proposed    App    A    to    nffnte    tfose    caiculacton    manual, 
•iifpportlng    radiological    sffEuent    Tech    Spec    per    B30207    Itr 
BulimlCta]    constitutes    final    revised    off site   dose    calculation 
manual 

TUCKER, H   0          Dute    Power-    Co          Q3/04/2S         DENTON,  M   H         Office    of 
Nuclear    Reactor   Reoulatlonj     Director         STOLZ,  J   F        Operatlns   fleactors 
Branch    4         If          1B320  OB3        34X    Flcne    30-269, B3/O4/2a, 0303040364 


8305230499  Notification    of   830608  meeting    w/util    in    Dethesda.MD    to 
•discun    Forthcoming    appeal    meeting    re    staff    positions    for 
ttandby    shubdoun    facility    Process  monitoring    instrument* 
&    source    range    Flut    monitors    to    be   addressed 

SUERMANN,  J    F         .Operating    Reactors    Dranch    4         83/03/16         STOL2.J   F 
Operating    ffeactot-s    Branch    4         2pp        18341    274        24X 
Flche    30-000,83/03/16,830523049? 


a3OS04056B  App    A    to,     "Dcone«    Nuclear    Station  Bite    Specific    Info    " 

*  Duka    Pcuer    Co         83/04/23         32pp  1832O   OS4         24K 
Fiche    3O-269, B3/04/23,  B3O304OS64 

G520O103  Forwards    safety    e'Valuation   on    standby    nhuttlomn   facility 
Da«ijn  meets    reiiuirejian ts.  eie ept    for    process    monitoring 
instruments    for    tource    ranoe    flu>   turn!  torlng    Si    steam 

enerator    pres-sure    inilicatlon 

STOLZ, JF         Operating    Reactor?    Branch    4         83/04/2B         TUCKER.  H   D 
Duke    Poiuer    Co          4pp          IB376    134          24X    Fiihe    30-S69,  93/04/2B, 
3303200103 

3303200106  Safety    evaluation   re    standby    shutdo-jn    facility    Deilgn 

accfptab3fl    eicept    on    avallabllltg    of    source   range    flui 
monitor   &   steam   generator    pressure    Indication 

*  Office    of   Nuclear    Realtor   Regulation,     Director         83/04/28 
17pp          IB576    153         24K    Flche    50-B69, 83/O4/2B,  G303SOOI03 

13030483   Oen«ric    Ltr   83-19    to   all    power    lector   i    testing    licensee) 

e    new   procedures    for   providing    public    notice    concernlnj 

stoatite    of   amends    to  OL*   Svc    list    enc  1 

IBENHUT,  D  G        Division    of   Licensing         83/03/02  Consolidated 

dison  Co      of  WHUI   York.     Inc         SOpp         18441,  ISO        ?4X 

lene    90-000,83/03/03. 83050S0433 

3O60-365   Hotlf  icatlon    or    B30S06   (neiting    u/B&W    Owners    Qrnup     In 
etheida.HJ)    to    dltcutt   core-   barrel    failure   at   Rancfio    Seen   t 
rgstal   Rlvfrr  3- futur*    plans    for    resolving    problem  * 
uitiflcatlon    for   continued    operation 

lNER,a        Djeratlng   Reactor*    Branch    1         H3/05/02        BTOL.2.  J 
larating   Reactors    Branch    4        2pp         10333   092        24X 
h«    90-000.33/09/02,8303060365 


S30929O47-9    ForbiBrds    responses     to    630411     Itr    re    environ    qualification 
of    saf etu"r*lated    electrical    equipment    Justification    for 
continued1    operat  i  on.  p  er    NUREG-0737.  TM1    Action    Item    II    B    4 
provided    Response    to    IE    Bulletin    7V-01B   uil  1 1    tie    revised 
TUCKER, H    D          Du*e    Ponrfrr    Co          63/O5/19         DENTON,  H   R         Office    of 
Nuclear   Reactor    Regulation,     Director        STOLZ,  J  F        Ulcinilng    Branch 
4        27pp         3B3B9    003         24X  Flche    50-269. 83/O3/19,  B303250479 

3305310081    Submits    addl    info    re    taf ety-ra lated    anvlron    qualification   of 
frieetrlcal     equipment, p»r     10CFR3O.  49(g)    *    IE   Bulletin    79-OIB 
Electrical     Isolation    provided    for   all    reactor    protective    *yi 
&   engineered    safeguards    protective   sys 

TUCKER,  H    B          DukB    Power    Co          B3/O3/20         DENTON,  H   R         Office    of 
Nuclear    Reactor    Regulation!     Director        3pp         18633    123        24X 
Fich«    aO-S£9,  83/05/^0,  B30331OOBB 

63033100B3  For-ujards    SER   based    on   review   of   mechanical    resppnsi    to 
primary    coolant    sys    subjacte'd    to    asymmetric   LOCA    loads 
Utll   an*  essmunt    of    aiijmmetric    loads    problem   acceptable 
STOLZ,  J   F          Operating    Reactors    Branch    4         83/03/2O         TUCKER,  H    B 
Duke   Power    Co          2pp  1S662    311          24X    Flche    50-269,03/03/30, 

33O53100B3 

— 33O33100B9   Bflfetg    evaluation    accepting    util    analysis    of   asymmetric   LOCA 
loads    Raal-onable    assurrance    that   reactor    can    be    brought    to 
col  if    snutdouin    iafelg    provided 

*      Operating    Reactors    Branch    4         B3/OS/2O        74pp         18662  313        24 X 
Flche    30-3*9,  B3/QS/2Q,  B3O5310QB3 


DOCKETED  ITEMS 
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O      Inspection    reports     IE   Bulletin?   If   correspondence 

B2120603B3    IE    Info   Notice    B3-14,     "Deuaterod    Spant    Ion  Exchange   Re. in 
ausceptibill  tij    to    Eiothermic    Chemical     Reaction    "    Svc     list 
•  ncl 

TAYLOR.  J  M        Division    of    Safeguards    «•    Inspection   Programs    (Post 
830103)          83/03/31  Consolidated    Edison   Co       of    Neu    York.      Inc 

112pp          1B30B    319         24X    Flche    50-000,83/03/21,9212060393 

8303370403   Foruardt     IE    Imp    Rents    50-369/83-08,  5O-270/B3-OB   S- 
30-387/83-08    on    830211-0310   No    noncomp I  lance    noted 
DANCE. H   C         Division    of    Project    t,    Resident    Programs         S3/O4/03 
TUCKER,  H    D         Duke    Pouier    Co         2pp          19642    321          24X 
Fiche    50-369, 83/04/O3,  B303S70403 

--8303370411     IE    Insp    ReptB    50-269/83-OB, 5O-27O/93-03   t,    30-2B7/B3-OB    on 
S3O211-031O   No    none omp I ianc e    no  tart    Major    areas    Inspected 
operations! survei llance    test  Ing,  ma  int,  event   repfc   revleu 
&   emergency    procedure   revloui 

BRYANT, J    ,     FALCONER.  D         Region    2.     Office    of    Director 
IQNATONIB, A   J         Division    at    Project    t-   Resldsnt    Programs         83/04/04 
12pp          1B642   323         24X    Fiche    SO-369,  B3/O4/O5,  8305270403 

8303270497   Foruiardi    IE    Imp   fiepts    50-269/83-09,  3O-270/B3-09  fc 
30-887/83-09    on    B3030B-H'No    noncomp 1  lance    notod 

DANCE, H    C         Diviilon    of    Project    k   Resident   Programs         93/04/05 
TUCKER,  H   D        Duke   Pouier   Co        2pp         1B&46    192        24X 
Flche    30-269,83/04/03,8303870497 

— B30S27031B    IE    Insp    Rept«    30-2.69/83-09.  5Q-270/B3-O9   t,    50-387/83-09    on 
8303O8-11    NQ   noncomp t lance    noted   Major    areas    inspected 
NUREQ-0737, Items    II    D   3,     "Plant    Shielding    Nods"    S.   1 1    B    3, 
"Pott-Accident   Sampling    Sys    " 

CQLLINS.T    R    ,     DARfi.K   P         Region    2,     Office    of    Director         B3/04/01 
7pp          1B646    194         34X   Flche    30-269,83/04/03,6305270497 

8303040021    IE    Info   Notice   83-21,     "Defective   Emergency  Use   Respirator    " 
Svc    lilt    end 

JORDAN,  E  L        Division    of    Emergency   Preparedness   *•   Engineering 
Response    (Post   830103)         83/04/13  Consul  1  dated    Edison   Co      of   Neu 

Yorkr     Inc          126pp          1B433    133         34X   Fiche    50-OOO,  B3/O4/13,  B30304QQ21 

0303040023    IE    Info   Notice   B3-22,     "DWR   Safety/Relief    Valve   Failures    " 
Svc    1 1st    end 

JORDAN.  E   L        Division    of   Emergency   Preparedness-   &   Engineering 
Response     {Past    830103)          B3/04/22  Consolidated    Edison    Co      of    Neu 

York,      Inc          112pp          1B3B3   O89         24X    Fiche    3D-OOO.  B3/04/2S,  B303040023 


S3O5270326   Foruaros    1C     Insp    Rcpts    30-269  'QJ-13,  3O-27O/B3- 13   fr 
30-2B7/83-13    on    83031 1-0410   No    noncomp 1  lance    noted 
DANCE, H   C          Division    of    Project    J.   Resident    Program*         S3/03/06 
TUCKER,  H   D  Duke   Poiuer    Co         Z>pp          t8641     142         ?4X 

Fiche    50-269.  S3/O5/0&,  8305270326 

— 8303370330     IE     Insp    ReptB    50-369/Q3-13,  50   270/B3-13    !,   50-207/83-13   on 
83031I.-O41O    No    noncomp  1  lane  e    noted    Major     areas     Inspected 
survei.  1 1  ance     tsj  ting,  maint   '    operations   ',  annual    Emergency 
drill 

BRYANT,  J    ,     FALCONER.  D         Region   3,     Office    of    Director 
BRDWNLEE,  V   L          Division    of    Project    t,   Resident    Programs         B3/O3/06 
9pp          IB641     144         24X    Fiche    50-2O9,  B3/05/0&,  H305270326 

9308370371    Furu-ards    IE     [nsp   Ropta    50-369/S3-10, 30-270'B3-10   t 
3D~2B7/B3-1O    OTI    830403-06   No    noncomp  1  lance    noted 

DrtNCEiH   C  Division    of    Project    L   Resident    Programs         B3/05/0& 

TUCKER, H   Q          Duke   Poiuer    Co         2pp         1 B643   Oil          24^ 
FJche    30-269.93/05/06,3303270374 

— B3052703B7     IE    Insp    Hepts    30-269/63-10,50-270/63-10    ',    30-2S7/B3-60   on 
330405-06    Ho    noncomp 1  lance    noted   Major    areas    inspected 
emergency    preparedness    eiercise 

KUFFMAN,  G    N         Region   2,     Office    of    Director         JENKINS,  0   R          Division 
of   EmergBncy    Preparedness   fc  Materials   Safety         B3/03/O3        lOpp 
13643    013          24*   Fiche    50-369.  83/05/06,  83O32/O374 


nergencu 


B303Q40Q34     IE     Info    Wotice    B3-30,     "Hi  aapp  I  icatl  on    of    Senerit 
Operatlno    Procedures    (EOP)    Guidelines    "   Sue    list    end 
JORDAN,  E  L         Division    of  Emaroencij  PrepflFednes  s   i    Engineering 
Ra-sponse     [Pott    B30I031         S3/O3/11  Consolidated    Edison   Co      of   Neu 

York,     Inc  H4pp         1B324    003        24X    Fiche    30-000.83/03/11,9303040034 

B303270425    Foruards    IE   Enforcement   Conference   ReptS    50-269/B3-I2, 
30-270/83-12   S.    SO-2B7/33-12    on   830333   4.   O419   No 
none  omp  1 1  anc  e    noted   Concern   re    open    pressurl  la  tiort    line    test 
valve    an    Unit    3    discussed 

O'REILLY,  J    f          Rtgion    2,     Office    of    Director         33/03/11         TUCKER.  H   H 
Duke    Power    Co          2pp          1B642   280         24X    Ficho    30-369,33/03/11, 
93O327O-<125 

—  9303S70433    1C    En  forcedient    Conferente    Repts    30-269/83-12.  30-&70/B3-12 
J.    30-287/B3-13    on    B30323   >,   0419   Major   areas    discirssed    opon 
pres*oPl  la  t Ion    line    Isolation  valve   on   emergency    hatch   on 
030317    fc    corractive    actions 

DANCED  H   C         Division   of   Project   4  Resident   Programs        83/05/1O 
5pp          1B642    282         24X    Flche    50-361?,  83/U5/1 1,  930S2'7042S 


8303040025    IE    Info   Notice   83-23.     "Inoperable  Containment   AtmogphBre 
Binilng    Sijs    "    Svc    lut    tnc  1 

JORDAN.  E    L         Division    of    Etntroencg    Preparednem    ft    Englnevrlng 
RBipante    (Post   8301O3)         83/04/25  Consolidated    Edison   Co      of   Neu 

York,     Inc          119pp          1B3S1    291         24X    Flche    30-OOO.  B3/04/2S,  B303040O23 


B303O40040    IE    Info    Notice   83-31,     "Error    in   ADLPIFE  Computer  Program   " 
Svc    Hit    »ncl 

JORDAN,  E   L         Division    of   Emergency   Preparedness    &   Eng  ineerinj 
Retpanie     (Pott    B30103*         B3/O3/17  Consolidated    Edison   Co       of    Neu 

YOF*,     Inc  114pp          1B697   009        24X   Ficfie    30-OOO,  B3/O3/ 19, 8303040040 


B303040026    IE    Info   Notice    B3-2fli     "Looas    Parts    in    Secondary    Side    of 
Steam  Generators    at   PWRi    "   Bvc    list   gncl 

JORDAN,  E   L        Dlvllion    of    Emergency   Prsparednesi    >r   Engineering 
Rtiponie    (Pott   B30103)         B3/04/2B  Conialida-ted    Edison  Co      of   Neui 

York,      Inc          llBpp          1S3B2    047         24X   Flche    30-000. 83/04/28, B303O40026 

B303040027    IE    Info   Notice   83-23,     "Standby    Oas   Treatment    Sy«    Heater  High 
Temp    Trip    Setpoint   Adjustment    "   8ve    list    end 

JORDAN, E  L        Division    of   Emergency   Preparedness    &   Engineering 
Response    (Pott   630103)         83/04/Sa  Consolidated    Edison   Co      of  Neu 

York,     Inc          llSpp          18382    163         SIX    Fiche    50-000,83/04/28,8303040027 

S30304002B    IE    Info  Notice   B3-B6.     "Failure    of   Safety/Relief    Valve 
Discharge   Line   Vacuum   Breakers    "    Svc    list    end 
JORDAN, E  L        Division    of    Emergency   Preparedness    fr   Eng inter  ing 
Respani*    (Pott    B301O3)          B3/OS/03  Consolidated    Edison    Co       of   Neu 

YorV,     Inc          133pp          18441     170         24X    Ftche    50-000, B3/OS/03. B303040023 

B303040030    IE    Info  Notice   B3-27,     "Operational    Hesponie    to  Events 
Concerning    Deliberate   Acts    Directed   Against  Plant 
Equipment    "    Svc    list    encl 

JORDAN.E  L        Divi«lon    of   Emergency   Preparedness    b  Engineering 
Response    (Post   830103)         83/03/04  Consolidated   Edison   Co      of   Neu 

York,     Inc         H2pp         1B382  2B2        24X   Fieha    3O-000, 83/03/04,  B303040030 


83053100BJ    Suhmiti    add!    info  ro    saf  ety-rolated    environ   nual  i  f  i  c  at  i  on  of 
electrical     equipment,  per    IOCFR30   4"?(g)    t    IE   Bulletin   71-010 
•Electrical     isolation   provided    foi    all    reactor    protective   syi 
t    Hnglnenred    safeguards   protective    ays 

TUCKER, H    D  DuUe    Pouier    Co         B3/03/2O         OENTON,  H   R         OfflCB    of 

Muclear    Reactor    Regulation,     Director         STOLZ,  J    F          Operating    Reactort 
Branch    4          3pp  IB633    123         24X    Flche    30-369.83/03/20,9303310081 

B30304004&     IE     Info    Notice    B3-33.     "Nonrepresf  ntat  i  ve    Sampling    of 
Contaminated    Oil    "   Svc    list    encl 

JQHDANiE    L         Division    of   Emergency  Preparedness    &   Engineering 
Response     (Post    630103)         83/03/26  Consolidated    Edljan   Co       oF    Neu 

York,     Inc  Il4pp         13647   007         2<1X   Flche    50-000.83/03/26,6303040046 

R      Periodic    operating    reports   d  related    correspondence 

8305170455  Forwards    monthly    operating    repts    for   Apr    1983 

TUCKER, H    D         Duke   Power  Co        S3/O3/13  Director'*  Office,     Office 

of    Inspection    and   Enforcement        Ip         10470    142        H4X 
Flche    30-269433/03/13,0303170433 


— S30317046O    Monthly    operating    repts    for  Apr    1933 
REAVIS.J   A          Duke    Pouer   Co         B3/05/I3         16pp 
Fiche    50-26?,  83/05/13,  B30317O453 


8303040031    IE    Info  Notice   83-28,     "Criteria    for   Protective   Action 
Recommendations    for   Qeneral    Emergencies    "   Svc    list    encl 
JORDAN,  E.  L,       Division    of   Emergency   Preparedness    &  Engineering 
Response    (Post   S3O103)         83/03/04  Consolidated    Edison   Co      of  Neu 

York,     Inc          H9pp          1B441    001         24X    Plche    30-000.  83/03/04,  B30304003I 

8303040033    IE    Info   Notict   B3-29>     "Fuel    Binding   Caused   by   Fuel    Rack 
Deformation    "    Svc    Hit    encl 

JORDAN,  G  L,       Division    of    Emergency   Preparedness    fc  Engineering 
Response    (Post   B30103).       B3/03/06  Consolidated    Edison   Co      of  Neu 

York,     Inc          USpp          IB 323    248         24 X   Flcho    50-000,  B3/03/06,  8303040033 


S      Reportabte    occurrences,    LERs   &  related    correi  p  anaence 

B3O3'IIO324   Part    31    rept    re   Type   9A-1    Class    IE  relays    Silicon  controlled 
rectifier     (SCR)     jn    trip    output    circuit   may    causa    random    trip 
output  Wes  tinjhouie    corrective   action    includes    replacing    SCR 
u/burn-in    SCR 

DUVALLr  D   L          Drotun    Boverl    Corp       (subs      Broun   Bovuri    i«   Co    i    Ltd    ) 
83/04/27          STELLQ,  V         Director's    Office.     Office    of     Inspection    and 
EnForcemert         3pp         1B393  27H       24>;  Fiche   30-000,83/04/27,8305110324 
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8305030234  RDs  369/B3-1O  If  2&7'£J3-04  1  e 
c  an  rainnie-nt  integrity  ttg  t  airdit  in  pr 
completed  &  remaining  activities  iu/pr 
dates,  etic  1 

TUCKER. H    Q          Duke    Power    Co          B3/0*<31 
Office    of    Director  1  3pp          1B33S   O01 

B.30.5Q30234 


!>    630303    lass    »F 
jgresa    Summary     list    oF 
i  jec  tea    comp let i on 

a'fEILLY,J   P         Region    2. 
2-1X    Fiere    30-269,0:1/04/29, 


H3Q5250556    Notifies     that    noble     gas    inon  i  toi -6  tac  fc    high-range    radiation 
monitor     ( NUREG-Q737. I t*ir>    II    F    1(1)1    reported    da    being 
operable     in    B3Q318    order, became     inoperable    on    B3O424    Caused 
bq    moisture    contamination    Hew   monitors    ordered 

TUCKEHrH    0          nuVe    Power    Ca         83/05/19         DfcNTuW,  H    R         Office    of 
Nuclear    He-actor    Regulation.     IMrettnr         STOLZ,  J    F         Operating    Reactors 
Branch    a          2p  p  1  BSSQ     1SS         24X    Fiche    50-249,  Q3/O5/19.  S3O523053& 


—  B3Q504O06B   Staff    requl  rernents    memo    re   830330   briefing    on    investigation 
&    possible    enforcement    action    IE   requested    to    submit 
investigation    results.    Sased    an    reviou    of    all    documents    for 
n«m    Info  ulthln    3  uti 

CHILKiS   0         Office    of    the    Sccretarg    of    the    Commission         03/04/09 
OJflCKSiW   J         Office    of    tJie    Executive    Director    for    Operations 
HAYES:  3    D         HRC    -    No    Detailed    Affiliation    Siven         CUMMINQS,  J    J 
Office    Q*     Inspector    &    Auditor          2pp          18336   337         SIX 

Pith*  sQ-EBv,  B3/04/2-0, 


63032307QO   Requests     cooperation     in    informing    NJ1C    nf    outstanding    *af 
concerns    re    facilities    Prompt    notification    ro   allegations    of 
safeti)    concerns    requeste-d 

PLAINE,H   H         OCfflr*    of     tno    "General    Counsel          B3/Q4/30         DEvINE.T 
Oovarnment    At  c  ountab  t  1  1  tij    Project         2pp          10342    333         24X 
Flcne    SO-3B9.  83/O4/20,  B3O52307OO 


DOCKET    30-299    THRtE    MILE     ISLAND    NUCLEAR    STATION,     UNIT    1 
F      Security,     medical,     emerg-encij    fc    fire    protection    plans 

8303030-693   fle'leases    public     version    of     rev    to    emergency1    plan 
Imp  tenanting    procedure 

FELTdN,  J   H         Division    of    Rules    and    Records         63/04/23  Dacument 

Management    Branch          lp  1S309     116         24X    Fiehe    50-399.03/04/22. 

830  SO  306  "53 

— 3303030693    Public    veralon    o(F    Rev   6    to    Emergencij    Plan     Imp  1  ement  in  g 
Procedure     1Q04    h.     "Addl    Assistance    '-»   Notification    " 
STANSE,  S    J        Oeneral    Public    utilities    -   OPU  Service   Corp 
33/03/17          21flp  1330?    117          34X    Fiche    3O-2B9. 03/04/33. 93O3030493 


8309090304    Requests    urittcn    statement    under    oath    of    affirmation    as     to 
whether    or    not    indices    discussed    at   B3O412-M   (Heatings 
represent    complete    listing    of    all    dispositions    !•    eihibiba 
developeil    far    DJ.W-OPU    layouit 

DlflCKS.H    J         Office    of    the    Eiecutlue    Director     for    Oporatloni 
63/04/21         ARNOLD.  R    C         General    Public    Utilities    -   GPU  Service   Corp 
Sff          IBSai    232         24X    Fiche    50-287,83/04/21,8303090304 


6303030591    Reply     to    NRC    930412    proposed    opinion.  f  indings    of    f  aq  t    4 
conclusions    of    law    In    reopened    hearing    Objects    to    nature    of 
MRC    proposed    condition   requiring    dispatch    of   auiiliary 
operator    Certificate    of    Svc     end 

BftXTEfi,  T   A         Metropolitan    Edison    Co         HAXTER,  T    rt         Shaw,     Plttman, 
Patti    ^   Troubrldge          82/O1/2B         6pp          18303   349         24X 
Fiche    SO-SB?,  B3/04./aa,  Q3O3O30391 


S3O505030CI   Releases    public    version    of    rev    to    emergancij    plan 
Imp  I  emeu ting     procedure 

PEL TON,  J   M         Division    of    Rules    anfl    Hetords         B3/Q4/2S  Doeuraent 

Kanagemeni    Jlrancn          lp  1 3332    169         J4X    Fiche    90-2S9,  S3/04/23. 

8303030300 

— B303O30304    Fnrujards    public    version    of    Rev    3    to   E-mergencij    Plan 
Imp iefflpnt ing    Procedure     10O4    13,     "Environ    Monitoring     " 
fiffcelj)  t     form    enc  1 

MASH.B  General  Puo 1 1 C  Utilities  -  GPU  Service  Corp  S3/02/33 
DENTtJN.H  R  Office  of  Nuclear  Realtor  Regulation,  Director  lp 
13332  170  ?4X  Fiche  90-3B9,  93/O1/25,  0303030300 

— 83OSO50307    Public    version    of    (lev    3    to    EmEFflencij    Plan     Imp  I  em>n  ting 
Proceilure     JO04     I3i      "Environ    Monitoring    " 

STANQE.fi    J         General    Public    Utilities    -   CPU   Service    Corp 
B3/O2/15          Hpp          1B352    171          24X    Fiche    SO-2B9. B3/04/35, 83O5030300 

3305100143   Submits    status     of    offsite     emergenC"    preparadnes*    litues    re 
FEMA   ragional    verifications    through    B3Q304  te    tfata    received 
through   H30331    concerning    schedule    for    conplBtion    of    Isiuea 
at    facilities 

KRIrlM.R    U         Federal     Emergencij    Manjeement   Agency          63/04/36 
JORDAN,  £   L         Division    of    Emergency    Preparedness   '/  Engineering 
Response     (Past    Q3O1O3>          9pp          1S3?5   OO1          SIX   Fiche    30-289, B3/Ofl/H6. 
8303100143 

1305130190   Advises     that    emergency    preparedness    briefings    conducted     for 
major    amp  1  oifers    t,   operators    m    locations    within,   emergency 
planning    tone    plume    eiposure    pathuau    Paitial    uncial 
decision   conditions    satisfied 

HUKILL.M    D         General    Public    Utilities    ~    SPU   Service    Carp          B3/05/09 
STOLZ, J   F         Operating    Reactors    Branch    4          lp          1 8440   OB4         24X 
FicfiB    90-2B1?,  83/03/O9,a30313O180 


8303100406  Response    opposing    NRC    oral    motion    to    extend    tine    for    rfrpiij 
to    intervonor   mntian    to    reopen    restart    hearing    Sufficient 
time   already    provided    Delay    unnecessanj    Certificate    of   Svc    & 
amended    Cor  t  I  f  icat»    of    Svc    enc  1 

AAMODT.M   M         Aamodts,     The          93/04/30         PALLADINO,  N    ,     AHErtRNE.  J    , 
OILlNSUr,  V         ComnHaaioners          4pp          1B377    352         34X 
Fiche    30-209,33/04/30,3303100406 

B305030053   Motion    for    qitensloti    until    B3O313    to    respond    to    Aamodt 
H30416  motion    to   raopen    record    of    ma  tart    proceeding    Time 
needed    ia   NRC    response    uiill    not    be    filed    before    ulhor 
parties    due    to    manner    of    recolpt    Certificate    of   Svc    encl 
MAQNERiM  E        Hearing    Branch    4        ODLDDGRG.  J  R        Hoarlnfl    Branch    2 
B3/OS/03  Commissioners         lOpp         18342  067        24  X 

Fiche    30-209.03/05/03,8303030033 

S303090481    Motion    for    eitenslon,   of    time    to    respond    to    Asmotit   motion    to 
reO'pen   record    of    restart    proceeding 

WAOfJER.fi    E         Office    of     tha    General    Counsel         GOLDBERG.  J   F)         Hearing 
Branch    2         B3/O5/03          lp  1  B362   340         34X    Fiche    30-209,63/03/03. 

8303090-191 

B303100303    Discusses    selective    withholding    of    info    In    B30201    memo 
forwarding    Hoard    NO  t  1  f  Icafclon    03-oa   re    TMI-1    restart 
hearing   Certificate    oF   Svc    encl 

MMQDT,M    ft         Aamodts,     Ths          B3/O5/O3         E1SENHUT,  D    Q         Division    of 
Licensing         2pp          1B374    03S         21X    Fiche    30-2B9,  B3/O3/03!  B303100203 


B305I00312  Motkon    For    summary    disposition    of    BtW/OPU    trial    record    No 
genuine    14  sue   of    m-atl    fact    0  lists    I*   TNI    Alert    entitled    to 
favorable    decision   Svc    list    one  1 

BRADFORD,  L         Three    Mile     Island    Alert         S3/OS/O3  Atomic    Safetu    and 

Uleonilng    Appeal    Panel          5pji  1S374    188         24X    Fiche    30-2S9,  Q3/05/03. 

8303100312 


I3O511O034    Generic    Ltr    B3-2I     to    all     llcen-ieoa    of    operating    reactors, 
applicants     for    DUs    b    holders    of    CPs    re    clarification    of 
acces?    to    control    procedures    for    lau   enforcement   visits 
Eve    list    and 

E15ENHUT.D    £         Division    of    Licensing          Q3/O3/11  Consolidated 

Edison    Co       oP    New   Yorfc.      Inc  16pp          IS34O   093         34X 

Fiche    30-000-,  33/05/11,8303110034 

3Q519O138   Clarifies    330331     Itr    re    reactor    coolant    pump     trip     on   53    F 
subcoollng    margin    u/respe£t    to    qualification   of    saturation 
margin   monitor    5<J>    3<4*    evaluated     per    Generic    Ltr    B3-33   I, 
B304I3    Itr   Schedule    for    ims  trunienta't  1  on    upgrading    unknown 
HUKILL.H   D         General    Public    Utilities    -    GPU   Service   Corp         83/O5/ 1 3 
EISENHUT.O    G         Division    of    Licensing  [p          1B5O2   239         S4X 

FUne    30-2B9,  O3/05/13,  S3O5  1  9013B 


Ad juflicatory    correspond enc  e 


305040031    Discusses    status    of    B>.U-GPU    laustiit    document    rgvteu  Next 
rept    aipected    uithin   S  uks 

DIRCKS,  W   J        Office    at    the   Eiecutive    Director    Far    Operations 
B3/0"l/aO         PALl.ADlrJO,N    ,     OILIN3KV,  v    ,     rtHCAfiWE,  J         Cofnmi  ssloners 
2pp          lH33d    323         24X   Fiche     SO-289, 93/C4/2Q, 83O3040054 


0303090fl3E    Distribution    of  Ro-ckuiall    ropt    re    investigation   of   Hartman 
alleoatlotl-s    concerning    TMI-2   as    part    of    TM[-1    restart 
proceeding   Certificate    of    Svc    encl 

TRDHBRfDOe.  C   F         Metropolitan    Edison    Co         TFIOWDR1DQE.  0   F         Bhat). 
Plttman,     Potta   i    Troubrldge         B3/05/04        4pp         1B363  337        S4X 
Fiche    30-339,  O3/03/04.  Q30S09O431 

8303040B58  Order    granting    ac)d  1    time   until    0301,01    to    aubmlt    addl 
camflients    an  KRC   revlEU    of   GPU   vs    BfcW   trial    record    Trial    I 
pihiblts    in   tiRC   poasesslon    placed    In  PDR   t-   LPDR   Comments   mau 
b»    Piled    after    830frOl 

MO/LE.O   C        Office    of    the    Secretary    of    the   Commission        B3/05/O9 
Union   of    Concerned    Scientists         tpp         1B343   21B        24X 
Fiche    3C--2H9.  83/03/O5r  H3O50AO233 

S305100283   Contends    that    planned    change    in   reactor    coolant   pump    trip 
setting    tr    In    throttling    high    pressure    injection    criteria 
does    not    aPPect    evidence    prcsonted    on   performance    under   LOCA 
candltlan.9.   Certificate    of   Svc    encl 

BAXTER,T   A        Shau,    Plttman-    Potts    4   Troubridge        BAXTER. T   A 
Metropolitan   Edison    Co         83/O5/05        CDLES, G  J   ,     DUCK. J  H  . 
CDKHV,  R    L        Atomic    Safety    and   Licensing    Appeal    Panel         4pp 
1S371    268        24X   Fichs    BO-Sa?.  a3/0>g/O9,  S3O31002B3 
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B3051Q0357    Comments    on    ASLAP    830130    me 
Commlsiion    eiplaie    two    concerns    re    f 
restart    Resolution    of    PdRV    corrosion 
pursued    Certificate    of    Svc     encl 
BAXTER, T   A         Metre-poll  tan    Edison    Co 
Potts    S<   Traiiibndge         B3/O3/Q5         Spp 
Fiche    50-299,133/03/03,  S3Q5100337 


o  suggesting, inter  ; 
c  111 ty  FORV  prior  ti 
issue  s]i  esdy  being 

BAXTER,  T    A         Sham, 
18379   093         D4X 


B30StQQ31Q    Submits    facts    re    personnel    changes    since    close    of    i ecortf 


mgt    Issues, per     licensee    B11001     procedures    for 
Ji   ivc    list    enc  1 

BAUSER'D    B         Shau,     Pittman,     Putts    t    Troubridge 
Metropolitan    Edison    Co         33/03/06         COLES,  G    J    , 
Atomic    Safety    and    Licensing    Appeal    Panel          13pp 
Fiche    50-2B9,  B3/03/06,  B305100310 


Resume; 

BAUSER.D  H 
DUCK,  J  H  ,  KOHL,  C  N 
1B37O  12S    24X 


830S1QO163   Errata    to    Aamodt    comments    re    NRC    review   o) 
transcript    ii  motions    to    reopen    record    of    restart   pi 
*      Aamodts,     The         03/O3/O9          |p          18374    273         24X 
Fiche    30-2B9. 83/03/09, B305100163 


GPU   vs    B&W    trial 
jceed  ing 


B305100231    Responds    to    HI    Leuils    8304 IB    request    (-or    relief    re     leak    rate 
issue    Recommends    deferring    consideration    of    request    until 
Infa    relevant    to    concerns    provided    as    part    of    NF)C 
reval  iifatlon   effort    Certificate    of   Svc    end 

GOLDBERG-,  J   R    ,     WAGNER,  M   E         Office    of    the    Eiecutive    Legal    Director 
B3/O3/O9  CommKsloners         9pp          1B373   288         24X 

Fiche    50-289,83/05/09,  B3031QQ231 

B30510Q299   Order    denying    People    Against    Nuclear    Energy    8206O3   motion 
for    hearing    on    psychological    stress    issue 

CHILXiS   J        Office    of    thu   Secretary    of    the   Commission        83/05/09 
People   Against   Nuclear    Energy         lp         16370    130        34X 
Fiche    SO-2B9, 33/05/09,3303100399 

8305120292   Reply    opposing    Aamoilts    B30416  motion    to   reopen    record    on   mgt 
issues    Motion    unclear    &    fails    to    meet    Commission    ft    ASLAD 
itdi    Info   previously    available   Certificate    oF    Svc    cncl 
TROWBRIDGE.0   F         Metropolitan    Cdlson    Co         TROWBRIDGE,  0    F         Shau, 
Pittman,     Potts    t    Trdmbridge         B3/Q5/Q9  Atomic    Safety    and 

Licensing    Appeal    Panel         Iflpp         13421    Job        24X    Fiche    SO-2B9, 
83/05/09, 8303130392 

3303160073   Petition    for    rovimu    of    ASLD    BB1310    d  ec  i  s  ion,  AC.AB-703,  rul  ing 
that   KRC    need    not    publiclt;    disclose   '•   consider    potential 
consequences    of    serious    nuclear    accident    prior    to    restart 
author liatton  W/Cort 1 f icate    of    gvc    Related    correspondence 
WEISS, E   R        Union    of   Concerned    Scientists        WEISS, E   R        Harmon   b 
Weiss        B3/O5/09  U   S      Court    of    Appeals    for   District    of   Columbia 

Circuit         Spp          IB453   033         2flX    Fiche    30-239,83/03/09,3305160073 

B3Q51S0319   Order    referring   TMI    Alert    B30S03  motion   re    OPU  va    GfcW   trial 
documents    to   Commission   Motion    effectively    constitutes 
reque»t    for    mod    or    reconsideration    of    Commission    B3O305 
order 

SHOEMAKER, C    J         Atomic    Safety    and    Licensing    Appeal    Panel         03/05/10 
Spp          1B42-)    096         24X   Fiche    3O-2S7,  S3/03/IO,  3305  12O319 

83031AQ01S   Notifies    that    copies    of    in-houae    1978  mgt   audit   rept 
referred     to     in    Aamodl    B30416   motion    to    reopen    &    In     licensee 
BSQSQt    reply    ulll    be    distributed    Certificate    of    Svc    end 
TRQWBRIDGE.Q  F        Shau,    Plttman,    Potts   &   Troubridge        S3/OS/12        4pp 
13496    OB 3         SIX   FichD    30-239,  83/03/ 12, 3303160015 

B3031AO130   Order    granting,  In    part -TMI    Alert    motion    to    permit   overnight 
removal    of    documents    re    OPU  va    B!>W    trial    transcripts   Only 
nonindeied    set    of    documents    can    be    removed 

CHILK,S  J        Office    of    the   Secretary    of    the    Commission        33/03/13 
Three   Mile    Island   Alert        2pp         1B416    111        S4\   Fiche    90-SB9, 
83/05/13,  B303160130 

3303170039    Arisuer    opposing    Aamodt    83O416   motion     to    reopen    record    Btds 
For    raopaning    record    not   met   Hartman    allegations    re 
falslf Ication   op    leak    rate    data   not    significant    info    to 
warrant   reopening    racord 

GOLDBERG.  J   R         Hearing    Branch    3         WAGNER.  M   E         Hearing    Branch    4 
83/03/13  Atomic    Safety    and    Licensing    Appeal    Panel         19pp 

13466    163         24X    Flche    30-289, S3/05/ 13,  B3OS170039 

— B303170044   Affidavit    of    LP   Crocker    that    780109-2O  mgt   audit    does    not 
affect    testimony    given    on    organl  iat  ion   (.  mgt   at   TMI-1    Audit 
uai    of    station   mgt    structure    &   policies    in   effect    over    1    ijr 
prior    to    TMI-2  accident 

CROCKER, L   P         Licensee    Qualifications    Branch         83/O5/03         2pp 
1B466    202         24X    Fiche    SO-3B9, 33/05/13. 83O3170039 

"•S30S170Q<)7   Affidavit    of   FR   Allenipach    that   7BQ214  ragt   audit    doas    not 
change    testimony    given    on   Aamodt    Contention    Z   re    upgrading 
pBrformance    of    licensee    technicians   &  mgt    personnel 
ALLENSPACH.F   Fi        Licensee    Qualifications    Branch        33/03/04        Spp 
1B466   204        24X  Fiche    50-287,33/03/13,3305170039 


-33O31  70031     Affidavit    of    MR    K«imig    that    7H0109-20   mgt   autfit    does    not 
change     testimony    on     issus    -jt    jlil    mst    i  (.mpeteiicy     for 
f  ac  1  1  >  t  y     OR  erat  i  on 

KEIHIG.R    H         Division    of    Project    ',    Resident    Programs         63/03/05 
lp         1S466   206         S4X    Ficrte     bO-28'?,  S3/C1)'  1  3.  B30517Q039 


B3O51700b4  Affidavit  ot  ISA  Boger  re  Admjdt  com 
transcript  r  elat  i  oni  h  lp  to  previous  testinioni 
0QGER.  D  A  Division  of  Licensing  83/Ob'13 
24X  Fiche  50-239,  B3/05/  1  3,  B3 


—  83O3170D3e    Affidav 


ents    on   GPU   vs 


3p  p 


f   F    Kantor    re    util    misite    teLhnical    support 
nearaite     emergencij    operations    faixlity    Doth    facilities    found 
acceptable    Util    currently     designing    safety    parameter 
displays    Certificate    of    Svc     end 

KANTOR.  F         Emergency    Preparedness    Bi  arich         83/03/12        App 
1S466   209         SIX   Fiche    SO-381?,  B3/09/  13,  8303170039 


8303130277    Forwards    tuo    consultant    repts   ',    Itis    prepared    For    GPU   mgt    re 
mot    competence    phase    Ltrs    clarify    repts   Svc     list    encl 
BLAKE.  E   t          Shau.     Pltrman,     Pott;    &   Troubridgc         GLAKE,  E   L 
Metropolitan    Cdlson   Co         S3/O3/16         EDLES,  G   J    ,     BUCK,  J   H    ,     KOHL.  C   fJ 
Atomic    Safety    and    Licensing    Appeal    Panel         2llpp          1B49Q   071         SIX 
Fiche    SO-aa9,B3/O5/l6,a3031BO277 


03053  WS  it,    Advises     that    B30323     Itr    requesting     Immediate    halt    to    al 
uiov  It    at    TMI-I    <(    2,  lu/eicept  i  on    of   inaint    necessary     For 
safety,  ui  11     receive    consideration    at    request    For    action 
under    IQCTR2   206   FR    notice     encl 

DENTCN.  H   R         Dffire    of    Nuclear    Reactar   Hegulation,     Director 
S3/O3/17          KING,  R         Three    Mile     Island    Public    Interest   Resource 
Center         2pp         1  B393   3O6         24X    Flcho    50-3B9,  B3/05/17,  8305240216 


— S30324023O   Notice    of    requust     ft 
halt    to    ujorl    at    TMI -I    S-   S 
DENTON,  H   f?         Office    of   Nuclei 
B3/09/17          lp          1Q393   309          S 


gnder    1 OCFR2   206 


ttoi     Regulation,     Directo-r 

che    50-389,  S3/O5/I7.  3303200216 


B3O32O0632    Forwards    NRC    830319    memo    to    Commission    ic    results    af    NHC 
reval  Ida  t  i  on    of    NRC    position    on   mgt    integrity     issues 

GaLDOeRG.  J   R         Hearing    Branch    2        33/OS/19         EDLES,  O   J   .     RDWL.  C   N   . 
DUCK,  J   H         Atomic    Safety    and     Licensing    Appeal    Panel         4pp 
18520    123          24X   FichB    5Q-BB1*  33/09/19.  8305=00632 

B3053QQ669    Formal     demand     for    adjudlcotoiy    hearing    an    aL    amend    pe 
itaam  generator    tube    repairs    '-    petition    to    intervene  Amend 
presents    significant    haiards    consideration   Hearing 
required    Certificate    oF  Bvc    end 

DGRQSHQU.  J         Three    nils    Island     Aleit         B3/03/I9  Comml  scl  oner  s 

14pp         1B3-19    139         24X    Fiche    30-2Q9,  JJ3/OS/19.  B303200669 

B305310536    Affidavit    of    RC   Rogdii    confirming    uUl    commitment    to    activa 
emergoncij     operations    facility    '-    stdff    fat  1  1  1  ti,    lu/emergenc  y 
support   director    uitMl!    1    ti    of    site   ai  ea   or    general 
emergenLiJ     riot  1  f  1  cation    or    declaration 

ROQAN.R   fe          Oetieral    pLbllc     Utilitius    -   GPU   Service    Corp         33/09/30 
4pp          13S76    037         24X    Fiche    5O-000'  H3/05/?0,  H305240b36 


83032403B7   Motion    for    leave    to     file    affidavit    by    R    Rogan 


tenting 


verification    of    emergency    apeiations    "ubsequcnt    Co    Dec    17S2 
Affidavit    needaif    at    factual    evidence    before    Commission    for 
staffing    plan   approval    U/o    encl 

ZAHLER.R    C          Metropolitan    Ed  13  an   Co         2.1HLEH.R    E         Sham*     PICtman, 
Potts    &    TrowbridgB         B3/03/23  Commi  SB  loners         3pp         19346     110 

24X    Fiche     30-2Q9.  B3/05/23.  3305240237 

8305240444    Supplemental     comment's     re    immediate    effectiveness    of    partial 
Initial    decision    on   nig  t    Issue?    ASLR    credibility    '•    TMI-l 
safety    questionable    In    light    at    neiu    evidence 

DORQ8HDW.J          Thrne    Mile    Island     Alarl         B'3/03/33  Commi  aslflners 

3pp          1B374    03B         24<    Fiche    5O-2S9,  33/05/23,  B303340444 

B305240441'   Motion    to    reopen    recoi  d    to    remedy    deficiencies    rs    licensee 
mgt    competency    fc    integrity    !•    providp   light    to    enamlne 
relevant    matl    evidence     in    corit*it    of    full    adjudicatory 
hearing 

DORDSHOU-J         Three  Mile    Island    Alei  t        83/03/23  Atomic    Safety    and 

Cleansing    Appeal    Panel          Ifpp          18573    133         24X   Fiche    SO-3B9. 
B3/O3/23,  B303240449 

—  8303240157    Comments    on     IE    Inap    Rept    9Q-2B9/B3-IO    t   review   to    revalldai 
NIC   position   re  Hartman   allegations    Conclusion!    on   mgt 
integrity    inconclusive   due    to    open    IESUBI    identified   t   not 
considered    In   invalidation    program  Certificate    of  Svc    encl 
DIRCKB,W    J        Office    of    the   E«ecutive   Director    for   Operations 
33/03/19         PALLADINQ,  N   J    .     GILINEky.V,     AHEARtC.  J   F 
Commissioners         6pp          1OS73     152        24X    Fiche    30-239,33/03/23. 
8303240149 
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8303240484    Forwards    licensee     reply    oppoaina    HBC     staff    brief    on    review 
of    ALAB-69S    per    B3Q331     order     setting     Fortfr    briefing     schedule 

Certificate    Of    svc    fnc  [     U/D     licensee    reply 

ZAULER.FI    E         Shaw,     Pittman.     Potts    '-<    Trowbriifgo         S3  /O  3/23 
Docketing    !w    Service!    Branch          4pp          1B372   333         24X 
Fiche    30-2B9.  B3/03/23,  B3032404S6 

83Q32404Q7    Reply     opposing    WRC    orief    on    review    of    ALAB-i^fl   re    emergency 
planning    KHC    should    distntsa    utll     petitiON    for    review   t 
affirm  that    part    of   decision    being    challenged    dy   NltG 
TRDHBBIDGE.G   F    ,     ZAHLER.  R    E    ,     R1DOWAY.D    A         Metropolitan,   Edison   Co 
Q3/03/23  Commissioners          43pp          1B572   07O         24  X 

Flcha    SO-2G7.  B3/O5/23,  B303240407 

B30S340S3S   Advise*    of    change     to   Page    7    of    NRC   83Q513   ansajer    to    Aamod  t 
motion   to    reopen    recor  d.  bas  ed    an   mod     to     inspector 
pr»l  imlrary    conclusion    re    organization   S,    structure 

GOLDBERG,  J   K         Hearing    Branch    2         83/O5/23         EDLES,  G    J    ,     KQHU  C   H    . 
GUCK.JH         Mamie    Safety    and    Licensing    Appeal    Panel  Ip          18571     174 

S4X   Fiche    30-209,03/09/33.  0305240533 

3303330303    Foruards    licensee    responie    opposing    WRC    brief    on    re-view   of 
ALAB-698.  FllEfl    per   Commission    930331    Ordor    CLS-B3-7    re 
briefing    schedule   on  emergency   planning    Certificate    a  f    Svc 
enc  1 

ZAHLER,Ft    £         Shaw,     Plttman,     Potts    !i    Traubrldge          ZAHUER.R    £ 
Metropolitan    Edison   Co          B3/O5/S3  Docketing    &    Services    Branch 

4pp         18384   CIS         24X   FlchB    3U-2B9,  B3/OS/23.  B30323O202 


—  B3O327004O   Foruardi    final     rapt,     "Rsanalijflla    of    TMI    Telephone    Survey 

DJta    " 

HQUTB,  P  S  Pennsylvania  State  Univ  NHC-O3-82-1S3  63/03/01 
REGAHrtl  NRC  -  No  Detailed  Affiliation  Given  Ip  18634  122 
24X  Fic-he  30-32O,  B3/03/O0.  03O3270022 

—  330  32  7  OO  4  4    "Rvanal^ils     of    TMI    Telephone    Survey    Data."    final    rapt 

HDUT8.P    S    ,     MILLER,  R    W    .     LINOELL.M         Pennsylvania    State    Univ 
03/03/23  «HC   -   No    Detailed   Affiliation   Given         12Spp 

10634    133         24X    Fi  che,  SO-320,  B3/03/08,  S303S70O22 

—  B3O9270019   Draft    "Restarting    THI-1    Social    '/  Psijchol  ng  ica  1    Impacts   on 

Commtin  i  tl<  s    " 

S01ENSEN.  J    ,     SODERSTROM,  J         Oak    Ridge    National    Laboratory 

BDLIN,  R         Neu   W.ilcJi    Btato    Univ        83/03/08  NRC    -   No    Detailed 

Affiliation    Oiven          2O7pp  18631    24S         24X    Fiche    50-320,03/03/03, 

830327-0023 

B3030?O331    Foruards    EH  Slichel    affidavit   &  memo   re    allegations    on 
laftty-re  1  atetf    mods   &    tests,  Investigation    underway 

ARNOLD.  R    C         fiener^l    Public    Utilities    -   QPU   Service    Corp         B3/04/O4 
BARRETT,  L        General    Public    Utilities   -  CPU  Servico   Corp        23pp 
1B347    3SO         34X    Fie  he.  30-289.  B3/04/04,  B30S09O331 

6309230720  F-oruarift    list    of    utlls    riiponding    to    requests    for    cost 
figures    on    back  f  1  tt  Ing 

TOUfttELLOTTE,  J        Regulatory    Reform  Taal   Forca        83/04/11 
PALLADtfJO.N    J         CEMfliistlOneri         2pp          1BS4H    272         24X 
FIchB.  30-000,83/04/11,  9303330720 


Notion    to   file    RE  Hoga«i    a  f  f  idavi  t,  suppor  ting    licensee 
response    opposing   NRC    brief    on   revleui    of    ALAB-69B 
ZAHLER.R    E        Central    Public    Utilities    -   GPU   Service    Corp 
ZAHLER.R   £         Shaw,     Pittman,     Potts    fc    Troubridg*         63/03/23 
Commissioners         2pp          18934    O16         SIX   ficfie    5O-2B9,  B3/O3/23, 
8303230202 

3305230225   Response    opposing    NRC    brief    on    review   of    ALAB-&78    Commission 
should    dismiss    B30321     petition    for    revj-otu-   I-   affirm   ALAB-d9S. 
authoi  i  r  Ing    licensee    to   organize   6    staff    emergency    response 


ZAHLEft.  Ft    E         Metropolitan    £diton    CD          ZAHLER,  R    £         Ehauj     Pittman. 
Potts    !.     Trouiorlifge        83/05/23  Comnii  ss  1  oner  s          43pp          1B584   OS2, 

34X   Fiche    30-269,83/09/23,  8303250203 


8305110313   Board   Notification   BN-B3-34A   provides    utll    response    to   NftC 
830304    Itr    re    rvsolution    of    TMI    Action    Item    II,  K  3   S, 
"Automatic    Trip    of    Reactor    Coolant  Pumps    " 

EISENHUT,  D  0  Division  of  Licensing  B3/04/2S  PALLAD1NO.  N  , 
OILINSKY.V  .  AHEWNE.J  Commissioners  4pp  ISfllA  343  24X 
FUh*  SO-S39J  93/04/38,83091103.13 

630S020433   Oanerlc    Ltr   83-19    to    all    power    r  tact  or   h    testing    licBnsift* 
re    neu  procedures    for    providing    public    notice    concerning 
issuance    of    amends    to   QLi    Svc    list    enc  I 

EISEMHUT.  D.  o        Division    of    Licensing        B3/03/02  Consolidated 

Edison   Co       of    New    Yorkj      Inc  SOpp         1B441     120         24X 

FJch*    30-OOO.B3/OS/02.83O3020435 


B30535033,]   Order    permitting     parties    to    restart    proceeding     to    submit 
written    comments    on   NRC     "Rapt    on    Ins.p    fc    (Jevleu   Effort     to 
Revalldat«    MRC    staff  Position    re  Hjrtman    Allegations"   (.    on 
B30324   msetlng-bij    830531    It   83O603,  re  ipec  1 1  VH  I  y 

CHILK.S   J         OFFUe    of    the    Secretdrij    of     tha    Commission          33/09/23 
Metropolitan    Edi*an   Co         3pp  IBSfS   O32         24X    Fllhe    90-339,03/03/23, 

9305250324 


B 30 30603 6 5   Notification    of    B305QA  meeting    u/SfcW  Ouners    Oroup    In 
Bathes tfarMD   to    dlicun    car*    barrel    failure    at   Rancho    Seco   tt 
Cryital    River   3,  future    plans    for   resolving    problem  & 
justification    for    continued    operation 

MINER. S        Operating    Raattovs    Branch    4        03/03/02        BTOLZ, J 
Operating   KFacton    Branch    4         2pp        18393  092        24 X 
Fiche    50-OOOj S3/03/O3,  0303060363 


B303270604   Decision    f\Lfttt-731-  perml  tt  ing     re-start    aubj     to,    Cofflmisaion 
determination    FB    safety    of    facility    operation   u/o 
•endangering    public 

SJIDEKAKER,  C    J         Atomic    Safety    and   Licensing    Appgal    Panel          03/03/2& 
223pp         18643    14B         24K   Fiche    50-289.03/09/26,63-03370604 

0      Advisory   Committee   onfteactor    Safeguards    reports    &    c orrespondenie 

83O51S0620  Summary    of   ACRS    Subcommittees    on    Metal    Components    t    TMI-1 
B3QISB  meeting    In   Washington,  DC    re    rovieu   of    potential    steam 
generator    generic    requirement*    Sc   current     steam    generator 
repair  program 

•      ACRS   -   Advlsorg    Committee    on    Reactor    Safeguards          B3/04/12 
ACRS    -   Advisory    Committee    on   Reactor    Safeguards          19pp          18304    OOI 
24 X   Fiche    50-2B9.  B3/04/1S,  B3OS1  B0620 

Operating    license    stage    documents  fe   correspond ene* 

B30S230402   Forwards    info   on    coats     incurred     from    backflttlng    &    upgradi 
facil  1  ties,  per   B30210   request    Mo,ds    categorized    NSC-r  eqUlTfld, 
TMI-ltssani    learned   or   ut 1 1 -In  1 1 iated 

DIECKAMP.H         General    PublJ-c    Utilities    -    GPU"   Service    Corp          33/03/03 
TOURTO.LOTTE.  J         Regulatory    Reform   Task    Foi  ca         ?pp  10376,319         SI 

Fiche    30-OOO.  83/O3/OB,  B30S230402 

303270023  Forwards    "Rept  on   Mental   Health    Effects    of   TMI    Accident    " 
BRDMET.E   J         Ptttiouroh,     Univ      of         B3-/O3/0&         SHANKMrtN1,  B   F         Bite 
Analysii    Branch          Ip         19634    001         24X    Fiche    9O-320,  B3/O3/OS, 
B303270032 


030306O3'?4    Re-quasti    Dat*    D«slgn    Lab,  Inc    be   approved    as    consultant    to 
perform  2-yr    probationary    in-depth    audit   of    qualification   b 
r«g.uallf  lea  tlon    training    tt    testing    progra/n   required    by   A8L6 
BE072B  partial     Initial    decision 

HUKTLLiK    D         Qeneral     Public    Utilities    -   CPU   Service    Corp         03/O3/Q3 
DEN TON. H  H         Office    of    Nuclear    Reactor   Regulation,    Director         Ip 
10343,166         24X   Fiche     30-2B9.  B3/03/03,  8305060394 

83030^0433    Advises    that    all    info    requested    by   NRC   re    environ 
qu4l if  lea t ion    technical    evaluation   rept   provided    In   util 
eS0307iO324   &    0625    Itri    Addl     info    to   resolve   Catagary    IV 
items    will    he    provided    upon    request 

HUKILL.H    0        General    Public    Utilities    -   QPU  Service    Corp        83/08/03 
STOLZ,JF         Operating    RVactors    Branch    4         Ip          18362    333         S4X 
Ficlie    30-281?.  83/08/03,  6303090453 

B30S040323   Board   tiat  I  Pica  tion    83-057    forwards    differing    prof    opinions 
r*    iiji    interaction    tt    safety    classlf Ication    Info   relates    to 
Hoard   Hotlf icatlons    S3-I7   *.    B3-44  re   Unresolved   Safety    Issue 
A-17 

GISENHUT.D  0  Division  of  Licensing  H3/03/04  PALLADINO.N 
Cominlcslaners  a2pj)  13337  139  24 X  Fiche  30-000,83/09/04, 
9303040323 

BSQSIBOO1??   Forwards    Amend    85    to   License   DPfi-30,  safety    evaluation   d 
notice   of    IsKuan-cr    &    availability  Amend    permits    controlling 
nplaiive    gat    miitur*i    in    uasta    holdup    sys    by    limiting 
hydrogen    to   SY,    bij    vo I    u/o    limit    on   oiygen   concentration 
STQCZ,  J  F        Operating    Ftrdctort    Branch    4        83/03/03        HUKILL.H   0 
Otntral    Public    Utllltins    -    QPU   Service   Corp         3pp          1B903   2B7         24* 
FitJi»    30-2S1?. 


-S305270035   "Psycho  1  oolcal    Stress   Among    TMr   Area   ReslJenU   1    Media 
of  Response    bi;   Support   d  Coping    " 

BAUM.A  ,    SChWEFFEfi.M  ft   ,     COLLIN8.D  L        Uniformed    Services    Unjv 
th«   Health    Sciences       NRC~03-a2-l23        83/03/OS  NRC    -  No 

Detailed   Affiliation  Civsn        34pp         18634   OBB        SIX 
Fjcfit   50-330.83/03/00,0303370082 


-8305180104  Amend    85    to    LitensB    DPR-90,  permitting    controlling    etplaiiva 
gas    mi  it  ore  i    In    uasts-    holdup    sus   ay    limiting    hydrogan    to 
2X    bij    vo  I    u/a    limit    cm    oxygen    concentration 
STOLIiJ   F        Operating    Reactors   Branch    4        B3/09/05        4pp 
1B303    S<72         34X   Fiche     30-209.93/03/03,8305180099 

-0303 tBO 136  Safety    evaluation    supporting   Amend    85    to   License   DPR-30 
*      Office    of   Nuclear   Reactor   Regulation,    Director        B 3/0 3/0 3        Spp 
IBS03    29A         24X    Flcfie    5O-2B9,  83/05/05,  B3031S009? 
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— 83051B012B    Notice    of     issuance    'r    ava  i 1  sb  1 1 1  ty.     of    Amend    05    to    License 
DPR -30 

STOLZ.J   F         Operating    Realtors    Qranch    4         B3/OS/OS         Spp 
19303   SIB         24X    Fiche    30-2B9, B3/O5/05, 8305IBOO99 


— 8305300179    Rev    I    to    Prdcedui-u    11)0    406.     "Steam    Generator    Tune    Huptur 
Procedure    Guide  I  mes,  "    technical    data    rent 

•       General    Public    Utilities    -    GPU   Service    Corp          S3/05/O8         39pp 
1B519   COS         34X   Fiche    50-2B9,  83/Q3/  1  7,  &3Q53O0173 


9303120035   Forwards    Training    Pi  ocedui-e    62IQ~ADM-26Q4    01. Rev    1-OQ, 
"Control     of    Eiams    for    Units     1    tt    3.  "    t-   Procedure 
621O-ADM-261O   O2.  Rev    1-00.     "Operator    Training     Instructor 
Indoctrination/Qualification   Training   Program   " 

HUKILLiH   D         General    Public    Utilities    -    GPU   Service    Corp         83/O3/O6 
STOLZiJ   F         Operating    Reactors    Dratich    4          lp          10*120   233         24X 
FichB    30-2B9.  B3/03/06,  B30512003S 

— B3051EOO64    Rev    l-OO    to    Training    Procedure    6210~AuM-2604    01*     "CoTTtr-ol     of 
Eiams    for    Unl  ti     I    (.    2    " 

»      General    Public    Utilities    -   GPU   Soivice    Corp         B3/04/26         7pp 
18428   234         24X    Fiche    30-369,83/05/06,0303130055 

--830312O06B    Rev    l-OO    to    Training    Procedure    6210-AUM-2610    02.     "Operator 
Training    Instructors    &  Supervise'!    " 

»      Oeneral    Public    Utilities    -   GPU   Service    Corp         83/O4/26          16pp 
18428   241          24X    Fiche    30-289,83/05/06,6303120035 

8303090689   Generic    Ltr   B3-20    to  all    operating    reactor    licensees    t 
holders    of    CPi    re    Integrated    scheduling    for    Implementation 
of    plant   mods   Svc    list    end 

EISENHUT,  D    0         Division    of    Licensing         83/OS/09  Consolidated 

Edison    Co       Of    Neu    York,     Inc          16pp          IB637    133         24X 
Ficha    30-000.83/03/09,8303090659 

B303130Q63  Forwards   application    For   amend    lo   License   DPR-50.  Inc  lud  Ing 
Tech   Bpec    Change   Request    123  Amend    permits    non-nuclear 
hiatup    For    precrltlcal    testing   &   subsequent    operation   using 
repaired    steam    generators 

HUKILL.H  D        Oensral   Public    Utilities    -   GPU  Service   Corp        83/03/09 
3TOLZ,J  F        Operating   Reactors   Branch   4        2pp         18437  034        24X 
FichB    30-289,83/03/09.8305130063 

— B303130O7O   Application    to    amend    App    A   of    License    OPR-50.  inc lud ing 
Teth    Spec    Change   Request    125  Amend    permits    non-nuclear 
heatup    for    precrltlcal    tasting    &    subsequent    operation    using 

HUK1LL,  H    D         General    Public    Utilities    -    GPU   Service    Corp 
83/03/09         2pp          1B437    036         24X    Fiche    50-289, 03/O3/09,  B3O3130063 

— -B305130Q74    Tech    Bpec    Change   Hec.ueat    125    permitting    non-nuclear    heafcup 
for    precrltlcal    testing    &    subsequent   operation    using 
repaired    steam   generators 

•      Oenoral    Public    Utilities   -   QPU  Service   Corp        93/03/07        7pp 
1B437   03B         24X    Flchc    50-28?, B3/03/09,  B305130O65 

B305170103  Notification    of   030517  meeting    u/util    fc   C-E    in    Bethesda.MD 
to    dlicuss    aspects    of    steam    generator    repair. inc lud Ing    Leak 
te»t    roBUltB.PORV  t   pressurtier    conoslon   &    third-party 
review 

SILVER, H        Operating    Reactors    Branch    4        B3/03/13        STQLZ.  J  F 
Operating    Reactors    Dranch    1        2pp         18495  345        24X 
Fiche    30-2B9iB3/OB/13,  B303170105 

B303190138  Clarifies   830331    Itr    re    roactor    coolant    pump    trip    on    25  F 
lubcoallng    margin   w/respect    to    qualification   oF    saturation 
margin  monitor    sgs    Bgs    evaluated    por    Generic    Ltr   82-33  h 
830413    Itr    Schedule    for    Instrumentation    upgrading    unknoiun 
HUKILL.H   D        General    Public    Utilities    -   GPU  Service  Corp        S3/O3/13 
ElBENHUT,  D,  G         Division    of    Liconsino          lp         18302239         24X 
Flehe    50-289.  B3/03/13i  8303190158 

B303IB0277  Fomiardi    two    consultant    ropt*   *•    Itrs    prepared    For    GPU  mgt    re 
mgt    competence    phase   Ltrs    clariPy    repts   Bvc    list    encl 
BLAKE,  E  L        Bhaiu,    Pittman,    Pott*   (.   Troubiidge        OLAKE,  G  L 
Metropolitan    Edlion    Co         B3/05/16         EDLEB,  G    J    .     DUCK.  J   H   ,     KOHL.C   N 
Atomic   SaFnty    and    Licensing    Appeal    Panel        211pp         18490  071         24X 
Flcht    DO-2B9.  83/03/16,  B3051B0277 

8309200302  Forwards   master    lists    (.    sys    component    evaluatinn   uinrkshoets 
for   NUREO-0737   Bnviron    qua! i F Itatlon    of    electrical    equipment 
modi   Installed   in  harsh   area 

HUKILL.H  0        General    Public    Utilities   -   GPU  Service   Corp         B3/09/16 
STOLI.J  F        Operating    Reactors    Branch   4        83pp         1B313  O83        24X 
Flch«    50-289.33/03/16,8303300302 

B303H4002B  NotlFlcation   op    B30518  maeting   u/util    In   Oethestfa.MD    to 
dlicun    steam   generator    repair   aspects    oF    leak    tntt  b   eddy 
current    test   results   &  POfiV   d   pressuriier   corrosion, 
SILVER.  H        Operating   Reactors    Branth    -1        83/05/16        STOLZ.  J   F, 
Operating    Reactor*    Branch    4        2pp         1B377  330        24X 
Fiche    30-3B9i 83/03/16. 830324002B 

S30BB00173  Foruardi   Rev    1    to    "Bteam  Seneralor   Tube   Rupture    Procedure 
Guidelines."    technical    data    rept 

HIMILL,H  D        General    Public    Utilities   -   GPU  Service   Corp         B3/O3/17, 
8TOLZ.J  F        Operating    Reactors   Branch    4        lp         1H319  004        24X 
Fiche'  30-289.83/03/17.8303200173 


8305200635    Forwards    Nf!C    030519   niemn    to    Commnsj 
revaluation    of    NRC    position    on   mgt     Integrity 
GOLDBERG,  J   R         Hearing    DrancN    2         93/Ob/19 
BUCK,  J  H         Atomic    Safety    ant    Licensing    Appeal     Pa 
1G-32D    135         24X    Fiche    50-269,83/05-19,8305200632 


results    of    NRC 


Ipo 


schedule    for 
oF 


B3OS25OSBQ   Responds    to    830415    atalF    requ  ircmenta    memo 
deciiiori    on     license    amend    request    to    permit    operati 
steam   generators    Schedule    for    decision    contingent     upon 
outcome    oF     significant    liaiardt    determination 

DIRCKSiW   -J         Office    oF    the    Executive    Direttar     For    Operations 
B3/O3/(9         CH1LK,S   J         Office    oF    the    Secretary     nF     the    Commission 
9pp  18394    337         24X    Fiche    50-209,  B3/O5-  19,  0305330398 

— 8303250590    Staff    reqmremsnts    mamo    re    B304I5    briefing    on    status    of 
TM1-1    steam    generator    repairs    Commission   requested     info    on 
differing    dates    For    decision    on    license    amend    request 
depending    on    significant    haiai  ds    determination 

CHILK,  S  -J  Office  of  the  Secretary  of  the  Commission  S3/O4/23 
OIRCHS,  W  J  Office  oF  tfle  Eiecutivt'  Director  fur  Operation  4  lp 
18394  346  24X  Fiche  30-229,  B3/05/1-9,  9305230538 


830  32  30  £69   Foruards    Sup  pi     1     to,     "Rept    of    Tfurd-P^vtu    Rev,  em 
9 1; earn   OenoTator    Repair    " 

HUKILL.H   D         General    Public    Utilities    -    GPU   Service   Corp 
STOLZ,J   F         Operating    Reactors    Branch    4         2pp          1 BS92   302 


83 /OS/SO 
24  X 


—  9305330271    Buppl     1    to,     "Rept    of    Third-Party   Review    of    TM1-1,  Steam 
Generator    Repair    " 

BRDWN.S   D    ,     HOLLAND,  B   A    ,     KALNINb.  A         General    Public    Utilities    - 
GPU   Service    Corp         83/05/16         22pf>          1B392    304          24X 
Fiche    50-389,  H3/05/20,  83059303S.9 

B30326O094    Provides     Info    Identifying    el  PC  tr  ii.il     enuipment    important 
to     safety    within    scope    of    10CFR50    49Ii))    already     qualified 
Schedules    for    qualification   of    post-accident    instrumentation 
enc  1 

HUKILL.H   D         Oeneral    Public    Utilities    -   GPU   Service    Corp         83/05/20 
DENTdN.H  R        Office    of  Nuclear  Heactor   Regulation.     Director        3pp 
314         24X    Fiche    SO-2B9,  83/05/HQ,  8305360091 


B3/O5/24 
24X 


B30531-0205  Advises    that    installation   of    tuo  Cantro  latron   sonic    F  I  ou 
devices    on    each    flow   path    to   once-through    steam   generators 
satisfies    requirements    Of    restart   SER    <NUREG-OfiSO).  Bl  1214 
partial    Initial     decision    t.   NURCG-0737,  Item    II     E    I 
HUKILL.H   D         General    PuSllc    Utilities    -   GPU   Service    Corp 
0TOLI.J   F         Operating    Reactgra    Dranch    4         lp          1B6DB    139 
Fiche    30-2B9,  83/05/24,8303310205 


Q      Inspection    repoi-ts,     IF  Bulletins 


BB120&O3B5    IE    Info    Notice    B3-14,     "Deuiolcred    Spent     Ion    Eictiange    Resin 
Suscaptlbil  1  tij    to  Eiothermlc    Chemical    ncaLtlon     '    Svc    list 
encl 

TAYLOR.  J  M        Division    of  Safeguards   t.    Inspection   Programs    (Po*t 
S30IO3)         H3/03/ai  Consol  idateit    EOis&n   Co       of    Neiu    York,     Inc 

USpp          18308   319        24X    Fiche    50-OOO,  B3/03/2I  ,  O21^O603B5 

830304O021     IE    InFo    Notice    B3-21,     "Defective   emeroeiicu    Use   Respirator    " 
Sve     1  Ut    end 

JORDAN,  C  L        Division   of   Emergency   Prepaiedness   t/    Engineering 
RHSponse    CPost    Q30103)         83/04/13  Consolidated    Edison    Co       of   New 

varfci      Inc          l?6pp         IB433    153         24X   Plchp    30-000.33/04/13,0303040021 


B30304O023    IE    InFo    Notice  83-22,     "OUR  Safety/Belief    Valve  Failures    " 
Svc     lilt    enc  1 

JQRDAM.E  L        Division   of   Emergency   Prepaiedness   >t    Engineering 
Reiponie    (Past   830103)        83/04/22  Consolidated    Edison   Co      v(   Neu 

Vorfc,     Inc          H2pp         18363   089        24X    Hche    50-000.  B3/04/S2.  B303O40023 

H303O40025    IE    Info    Notice   83-23,    "Inoperable  Containment   Atmosphere 
Sensing   SI^B    "   Svc    list   encl 

JORDAN,  L  L        Division   oF   Emergency  Preparedness   ^    Engineering 
Response    (Post   830103)        83/04/25  CDnsolidated    Edison   Co      of  New 

York.     Inc          119pp         1B361    291         24X   Fiche    30-OOQ.  a3/O4/2S,  S303O40023 

B303O2O226  Ack    receipt   of   830413   Itr    Informing    MRC    of    steps    taken    to 
correct  violations   noted    in    IE   Insp   Rept    50-2B9/B3-05 
8TAROSTCCKI,  R        Division   of  Project  i  Resident    Prc-jrams        83/04/S6 
HUKILL.H  D        General   PuBlic   Utilities    -  GPU  Servlco   Corp        2pp 
19277   296        24X   Fiche    00-237.  83/04/36,  8303020?26 
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—  9305020=32    Responds    -to    NRC    330314    !tr     re    violation*    noted     in     IE     Ir>ip 
Rep  t    5Q-2S9/83-Q5   Corrective    actions,    f  armal     act  Ion     i  terns    re 
steam    generator     tube    repair    pr  ogra.n     L  s  a  ued    ua/date 
ei  tensions 

HUKILL.H    0         General    Public     Utilities    -    GPU    Service    Corfr 
83'O4/13  Region     1,     Office    of    Director          3pp          18377    29S         24K 

Flthe    50-239.93/04/26,93030203241 


6303040026    IE     Info    Notice    B3-24 
St*a<i>    Generators    at    PWRs    "    Sv 
JORDAN,  £   L         Division    of    KniEigcnC! 
Response     (Post    830103)          83/04/28 
York.      Inc          113pp          18332   O4^         2 


"Loose  Part,  in  Secondary  Side  of 

Iiit  end 

nC!/    Prepatednoss    »     EnginBei-lng 

Con-so  1  Ida  t  ed    Edison    Co       of    New 
ctio    SO-OOO,  B3/C4/23,  B303Q4QO24, 


B305230455   Forwards     IE     Insp    Rept    30-2B9/B3-1O    on    S3O42O-22   i.   23-28   No 
nontomp  I  ignc  e    noted 
MAJfTIN.T    I         Division    of    Engineering    i    ToLhnical    Programs         83/03/17 

HUKJLL.H    D         General    Public    Utilities    -    GPU   Service    Corp         2pp 
IBA47   OOI         24X    Fichu    30-589,  B3/OS/17p  S3O3230455 

— B3O323O46Q    IE     [nsp    Kept    30-309/83-10    on    830420-22    t,    23-28   No 
noncomp 1  lance    noted    Major    areas    inspected    conduct    of 
operations    procedures    tt    training    program    re    procedural 
adherence    for    n.eu    employees    d    requal 1 F 1  cat! on    program 
ALLENSPftCH,  F   R    .     CAFHTQN,  D    L    ,     CdGAN,  N    J         Region    1,     Office    of 
Director         83/05/1^         67pp          IB337   200         24*   Flche    90-2B9. B3/QS/17, 
B30323015S 


9303040027    IE     Info    Notice    93-25,      "Stdndbij    Gas    Treatment    Syi    Heator    Higfl 
Temp    Trip    Setpoint    Adjustment    "    Svc     list    end 

JGRDANiE   L          Division    of    Emergency    Preparedness    >•    Eng  1  neer  ing 
Reipor.se     (Post    B3O1O3)          B3/0*/28  Consolidated    Edison   Co       of    Neu 

York,      Inc          lIBpp          193S2    165         34*    Fiche    50-000,93/04/36.3303010027 


83O311O331    Forusrils     IE    Insp    Rep  t    50-339/83-07 
none  otfp  1  lance    noted 
MARTIN.  T    T         pi 


B3O321-24   No 


.     __ion    of    Engineer-nig    *.    Technical    Programs          B3/0'l/29 
HUKIUL.  H   D         General    Public    Utilities     -    GPU    Service    Corp          2pp 
18406    163         24*    Flch&    3O-2S9.  63/0-1/2"?.  B3O51 1O331 

--83051(0333    IE     Insp    Rept    30-2S9/83-O7     an    Q30321-24    Mo    nontorap  1  lane  e 

repair    steam    generators    A    !i    B 

OnflV.E    ,     BEVrjaLDS.  S    ,     DURH.J    P         Rsoion     1,     Office    of    Director 

83/01/25         spp  1B4O6    167         24K    Fichc    3O-2S",  03/O1/21?,  8303  1  1O331 

6303160194    Forwards     IE    Jnap    Rept     5O-2BI?'B3-Oa    an    930239-0339   No 
none  nirpl  lance   noted 

STfliJDSTFCm.ft         Division    of    Project    ',   Resident    Programs         B3/O5/O2 
HUKILL.H   D         Genera]    public    Utilities    -    GPU   Service    Corp         2pp 
1B445    I2B         21X    Fiche    50-2B9,  03/03/02, B3051 601^4 

—  8303140199    IE    Insp     Rept    50-2S7/B3-OE3    on    B3O226-0'329   No    noncomp  I  lane  e 
noted    Major    areas     inspected     licensee    action    on    previous    Insp 
find  ings,  f  1  ant    opera  t  ton,  4-ERs    &    restart    mods 

CONTE,  R    .     &nm,K    ,     O'NEILL.  0         Region    J.     Office    of    Director 
83/04/29          llpp          1B443    130         24X    Fictie    5O-389,  B3/O5/02,  930S  16DJ94 


6305230183   Forwards     IE     Insp    flept    3O-2B9/B3-10    on    B30420-22   i.    25-2B 
Joint    heaiSquaP  ter  6/Reg-lon    1     insp     initiated     to    evaluate 
effectiveness    of    GPU    actions    to    ensure    adherence    to 
procedures,    since     Issuance    of    NURE3-OOBO.  Bupp  1    J 
REHM.T   A         Office     of     the    Eietutlve    Director    for    Operations 
33/05/18         Prtl-LADINO,  M   J   ,     GIL1NBKY.V    ,     AHEARNE,  J         Commissioners 
Ip          10394,001          24X    FEche    50-389,63/03/10,8303250183 

B30-3O')0040    IE    Info    Notice    83-31,     "Error     in    ADLPIPE    Computer    Program    " 
Svc     list    end 

JOHDAN,  E   L         Division    of    Emergency    Preparedness    h    Engineering 
Response    (Post    B3O1O3)          B3/05/I9  Consolidated    Ellison    Co       Of    Neui 

York.     Inc          114pp  !Bii97    009         24X    Flche    30-OOO,  B3/03/I9i  B30304O040 

B3D5afiOOa3   Responds     to     IE    Bulletin    82-04,     "Deficiencies     In    Primary 
Contaimien t  Electrical    Penetration  Assemblies    "   No 
electrical    primarij    containment    penetrations    mfg    bij    Hunkor 
Rdmo  Co    in    use   at    facility 
HUM.ILI-.H   D         General    Public    Utilities    -    GPU   Service    Corp         03/03/20 

Region    1.     Office    of    Director          Ip          18599   30 B         24X 
Fiche    30-2B9,  B3/OS/20. 830SS600B5 

B30304004d    IE    Info    Notice    63-33,     "Noni-eprasentatl ve    Sampling    of 
Contaminated    Oil    "    Svc     list    encl 

JOftDANiE   L         Division    of    Emergency    Preparedness    &    Engineering 
Response    (Past    0301O3I          B3/O9/26  Consolidated    Edison    Co       of    Neu 

York.     Inc          Hipp  1B647   007         2flX   Fiche    50-000, 83/03/2i, 830304O04i 


Periodic    operating    reports   Je    related    coi  raspondencc 


9303040029    IE    Info   Notice    B'l-21,,      "faHure    ot    Safety/Relief   Valve 
Discharge    Line    Vacuum   Breakers    "    5wc     list    encl 

JORDAN,  E   L         Division    -of    Emergency    Preparedness    >•    Eng  i  noerl  ng 
Rospon-se     (Post    6301O3]          83/O9/O3  Consolidated    Edison   Co       of    Neu 

Vert,      [lie          122pp  18441     17O         21X    Fiche    5O-OOO,  B3/O9/03,  B3O30-1O02B 


0303020310  Foruards    "TMI    Aquatit    Study- Month ly    Rept    for    Mar    1983    " 

KESSLER.W   C         General     Public    Utilities    -    GPU   Service    Corp         83/04/29 

MICKEY.  C         NRC    -    No    Detailed    Affiliation    Given          Ip          1BS70    1A7 
24JC    Fiihe    SO-2B9,  93/04/28.  8309O2D31Q 


B3O304O030    EE     Info   Notice    93-27,      "Operational    Response    to    Events 
Concerning    Deliberate    Acts    Directed    Against    Plant 
Equipment    "   Svc    lut    end 

JORDAN.  £   L        Division   of    Emergency    Prep  ar  edness   '/    Engineering 
Response     CPost    6301O3J          B3/O5/04  Consolidated    Edison   Co       of    New 

Voi-l,     Inc  l!2pp  L83B2   282         34*    Fiche    bO-000,  B3/O5/04,  B303040030 

8303040031     IE    Irfa    Notice    83-20.     "Criteria     for    Protective    Action 
Recommendations     For    General    Emergencies     "    Svc     list    enc I 
JORDAN^r    L         Division    of    Emeroenci)    Prepal  ednt  s  i    6   EnglneerinD 
Response     (Post    B3O1O3>          B3/05/O4  Consolidated    Edison   CD       of    Neu 

Yort,      Inc          11-Jpp          16111    OOI          S-U    Flch&    5O-000,  B3/O3/04, 8303040031 

B  3  030  4  0033    IE    Info    Notice    63-29.      "Fuel     [Una  ing    Caused     b  u.    ^uel    Rack 
De/ormat i on    "    Svc    list    encl 

JORDAN,  E    L         Division    of   Emergency    Prepai  udnes  s    I*   Engineering 
Respond     (Post    330103)          S3/OE/O6  Causal  Ida  ten    Ed  i  son   Co       aP    Neui 

York,      Inc          119pp          1B923    218         24X    Ficrie    50-OOO,  83/03/OA,  8303010033 


--B303020313    "THt    Aquatic    Study,  Month  ly    Rept    for    Mar     19B3    " 

NAFIDACCI.Q    A          I  ch  tfiyolog  lea  1    Associates,     Inc         B3/04/2B         21pp 
1B27B    168         34X    Flctie    50-289,93/04/28,0303020210 

8305060438   Forwards     "Annual    Environ    Operating    Rept. 19B2, "     "Ecological 
Study   of   Susquehanna    River    Near   TMI"   tt    "Hydraulic    Survey    " 
HUH  ILL.  H   D         General     Public    Utilities    -   GPU   Service    Corp         B3/04/29 

Raglon    1,     Office     of    Director          Ip          18349   033         2flX 
Fich*    30-2B9,  S3/04/29, B30506OHS8 

— 0305060460    "Annual     Environ    Operating    Rept,  19S2    " 

*  General    Public    Utilities    -  GPU  Service   Corp         B2/12/3I         18pp 
1B349   060         SIX    Flche    5O-2B9,  83/04/29,  B30S060458 

— B3Q3Qa0464    "Hydrau  1  i E     Survey,  "    annual    rept 

•  General   public    Utilities    -  GPU  Service   Corp        B2/06/O3         13pp 
18349    07B         24X    Fiche    SO-289. B3/04/S9, 8303060458 


B303040031     IE    Info    NotjcP    63-30.      "Misapp I  it  scion    of    Gonaric    Emeraancy 
Qperatfi'S    Proccilures     IEOP)     Guidelines     "    Svc     list    ent  1 
JDRDAN.E   1          Division    of   Fmerginrcj    Pr  spar  etfness    fr   Engineering 
Response     (Post    B301O3)          B3/O9/1I  Cons ol  idatsd    Edison   Co       of    New 

Vork,     Inc          IHjp  18524    003         24X    Fithe    50-OOO,  B3/O3/1 1 ,  B3O3O4003t 

B3052S0495   Foriuards     tE     Irtsp    Rapt    50-339/03-01    on    B3032B-0'10B   i    notice 
of   vio^fcion 
MARTIN,  T    T         Division    of    Engineering    !•    Technical    Programs         83/03/13 

HUHILL,  H   C         Genera]    Public    Utilities    -    GPU   Service    Corp         2pp 
1S627    001          34X    Flcho    50-389,83/03/13.6305330193 

— B30925Q500   NotitE    of    violation    from    >nsfl     on    630328-0400 

n      Region     1,     Office    of    Director         B3/O5/13         2pp          13627   003         SIX 
PiCne    50-287,  B3/05/13, 


— 83O3Oi04.63    "Ecological    Study    of   Susquehanna   River   Near    TMI."    annual 
rapt    for    19B3 

NARDACCI.G   rt          Ichtlwolooical    Associates,     fnt         83/04/30         633pp 
1B349   O91          24X    Flche    30-289. 03/04/29, 830306045B 

03050iO649    Foruarils     "TMI    Huclear     Station    Radiological    Environ 
Monitoring    Rept.  1982    "    W/o    encl 
HU^IULrH    D         General     Public    Utilities    -    GPU   Service    Carp         B3/O4/27 

Region    I,     Office     of    Director          Ip          1B34S   230         34X 
FUhe    30-289,53/04/39,83030606-49 

6303270303    "Changes     ta    By*    &   Procedures    Described    in    FSAR    par 
10CFRSO    59    " 

MUKILL.H  D        Oeneral    Public    Utilities   -  GPU  Service    Corp        S3/OS/10 
HAVNES.R    C         Region     1,     Officn    Of    Director          17pP          10637    244         24X 
Fiche    30-289,93/05/10,0303270203 


-83Q32503QS    1C    Insp    HHpt    3O-2B9/03-09    an    910320-0408    NotiCftmpl  ianCE 
noted    failure    to    react    feeder    breakers    to   safeguards    busses 
tn  failure    to  adequately    Inspect    piping 

BISSETT.P    ,     COGANi  N   ,     CflEGG.  H         Region     1,     Office    of    Director 
83/03/11          9pp          13627   OOS         34*   Flche    SO-H09. 83/05/13.- 8303250493 


8305190240  Forwards    montnlif   operating    rept    for   Apr    19B3 

HUKILt.H  D        General    Public    Utilities    -  GPU  Service   Corp        83/OS/13 
MCDONALD. W  C        Office    of   Resource   Management.    Director         Ip 
16301    304        24X    Fiche    30-289,83/03/13,8303190310 
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— 0309190247    Monthly    operating    lept    for    Apr     1963 

SMYTH, C    W         General    Public    Utilities    -    GPU   Service 
lOpp          ISSOl    305         24X    Ficlie    30-289,  B3/05/1  3,  8303! 


Carp         03/O3/13 


8      Reportable    occurrences.     LERs    '/    relati 


:  orresp  ona  ent i 


9305030436   HO    B3-11     on    S3O326. DHR    1A    shaft    beatings     f ai led. mak ing     pump 
Inoperable    Caused     by    design    change    to    punip    bearing     luflc    oil 
tys    &yi    returned     to    original     configuration    Review    of 
•listing    sijs    in    progress 
HUKJLL.H   D         General    Public    Utilities    -    GPU   Service    Corp         83/O4/1B 

Region    1,     Office    of    Director         2pp          10306   3~>3         Sin. 
Ficha    SO-2S9, B3/O4/18, 8305030436 

B3D9Q30095   Forwards    LER    S3-O06/O31 -O 

HI/KILL, H    D         General    Public    Utilities    -    GPU    Ser.ico    Carp         B3/Q4/19 

Region    1,     Office    of    Director          lp          18300   344         24X 
FUhB    30-2B9,  B3/04/19,  0305030095 

-- -8303030127    LER    03-OOi/O3L-0    on    830320,  no    flow    e.uted     through    hydrogen 
&   oxygen    rotameters    of   uiaste    gas    ays    analyier  Caused    by 
dirt    blockage     in    regulator    t,    flow    setting    Pump    discharge 
pressure    regulator    setting    raised 

SZCZECH, fi    A        General    Public    Utilities    -   GPU   Service   Corp 
B3/Ot/19  flegion    I,     Office    nf    Dn  ector         3pp          1B30O   345         24X 

Flche    30-309,83/01/19.8305030093 

B3030301O2   Forwards    LER    83-O1O/03L-0 

HUKILL.H   D         General    Public    Utilities    -    GPU   Service    Corp         B3/O4/20 

Region    1,     Office    of    Director          lp          18300   34O         34X 
Fiche    30-289,  B3/04/2O, B3O3O30103 

— 8309030112   LER    83-OIO/03L-Q   on    830321 ,  uiaeto    gas     sys    Hays    gas    analyier 
alarm   indicated    incorrect    concentration    of    oiygen   Caused    by 
dirty   amplifier    low   channel    gain    potentiometer   d    switch 
contacts    Components    cleaned 

SZCZECH.R    A        General    Public    Utilities   -   GPU   Service   Corp 
03/04/30  Region    1,     Office    of    Duectrjr         3pp          IB300   341          24X 

Flche    50-209,83/0-1/30,8303030102 


B305110346   Forwards    LER    B3-OQ7/03L-0 

HUKILL.H   D        General    Put-lie    Utilities   -   GPU  Service   Cc 

Region     1.     Office    of    Director          lp          10106    11O         SIX 
Flchs    30-289,83/04/23,  B3031 10346 


— 0303110351    LER    03-007/03L-O    on    B3O323,  automat  i  c     termination    t.    alarm 
failed    to    occur    uhen    dilution    flow   fell    bolou  mln   sctpolnt 
during     liquid    affluent    release    Caused    by    sticking    of    trip 
Interlock    pneumatic    relay   Procedures   modified 
SICZECH,  H    A         Ooneral    Pulilit    Utilities    -    GPU    Service    Corp 
S3/04/25  Region    1.     Office    of    Director         2pp          !S40i>    141          H4X 

Ficha    30-289,03/04/23,0309110346 

6303030534   PNO-I-03-039   small    fire    occurred    heneath    auiilisrij    boiler   f 
located    in    turbine    bldg    Caused    by    small    amount    of   oil    on 
concrete   pad    Fire    eitlnouiahed    using    han't    ox  t  liigul  aher 
CdNTE.R    ,     KEIMIQ.R         Reoion    1.     Office    of    Director         83/01/26          lp 
J930B    190         24X    Fiche    50-289.  83/04/24,,  f]30303053fl 


33052G0547   formar-ds    LER   B3-O12/03L-0 

HUKILL.H   D         General    Public    Utilities    - 
Region    1:     Office    of    Directoi          lp          1 
Flche    30-SS1?:  B3/05I06,  0305200D47 


t,"U    Sei  v 
5!^    36G 


S3040&   uh  i  1  s    performing     functional 
,  snulib  er     MS-2O9    failed    to    lock 


—  B3052Q055I     LEH    B3-012/OJL-O 
testing    of    hydraulic     snubb 

Snuober    overhauled    ^    tested     satisfactorily 
SZCZECH   n    A         General    Public    Utilities     -    GPU    Se 
B3'05'0i'  flegion    1,     Office    of    Director          3pp 

Ficha    50-2£!9,a3/OS/06,  0305200507 


T       Hearing    transcripts    on    nan-antitrust 
•ipt    of    Commit  ion    830' 


ice    Corp 
18219   361 


B303310071    Tran 

VI  eugraphs    enc  1 

*      Commissi  oners         S3/OS/?1         73pp          1B663 

Ficho    gO-EH7,  83/05/2'1.83053100-'l 


fing     it-   Wa^h  ington,  DC    re 


restart 


U      Congress  ional,Eiecutive   Corrpsponaern-t 

B305230703   Urges    resolution    of    remaining    nueatioiis    le     I 

stake   Restart    issue    should    receive   high    pi  utility    this 

Spring 

BROVHILL.J    T    ,     MQaRHEAD,  C    J   ,     RITIEH,  D         House     of    Rep    ,     Energy    >. 

Commerce         83/03/16        PALLADIMO,  N         Commi  ss  if-ners         3pp          1954^    317 

24X   Fiche    30-2B9,  83/03/16,  B305.J3Q7U3 

5303040138  Forwards  proposed  Chairman  testimony  before  Udall 
Buficommi  ttee  830406  hsarins  re  devsl  opfnen  tt  Elitce  Apr  1 982 
at  TMI.  responding  to  items  in  Congreesmai<  Udall  B30413  Itr 
W/o  proposed  testimnnij 

DENTON.H   R         Office    of    Nuclear    Reactor    RL u ul a 1 1  on,     Dirsctor 
83/01/20         DIUCKS.W   J         Office    ot    the   E.ecutive    Diiector    for 
Oparatloris         apo          1S327Q1!         24X    Fiche     30-2B9,  R3/OU/20. 030304O13B 


tnumeratos    items    to    be    aiidtesi^l     by    Commission   at 
Subcoi'imi  ttoe    on   Energy    >j    Cnviron    D10f2A    overaiglit    hearing    on 
major    developments    at    TMI     since    last    hearing     in   Apr    19B2 
UOAH..MK         Houae    of    Rep    ,     Interior    t     Insulai     Aff.iln         03/04/13 
PALLADINQ.N         Commi  ss  1  or.ers         2pp          I8J^/    01J         34X 
Ticha    30-KQ9,  03/04/20.  B305040138 


8:10223    Itr    re   NRC 


&30523O435   Foruards    response    to   Question    S 
revieu   Of    B!<W/GPU    trial    recoil 

PflLLAOINO,  N  J  Commissioners  83/04/2B  UDALf , M 
Interior  '-  Insular  Affairs  2pp  IBM£  O31  2fl!( 
Fich&  30-331.  03/04/2B,  83032301J5 


House    of   Rep 


—  8305230'1'10    Intorms   of   dissenting   opinion    ie    Commission  majority 
decision   blocking   General    Counsel    rcvisui    af    EJ.W/GPU   ti  ial 
record    In    TM1-1    restart    proceeding    Decision   LJI  1 1    hamper 
ability    of    individual    Commissioners    Cu    obtain    needed    info 
GILINSKY.V         Commissioners         03/04/07         SIMPSON, A    H         Senate, 
Environment  t-  Public   Works        2pp         IG142    O53        P4X 
Fiche    50-SD9.  83/04/20,0303230433 


B305030094   PNO-I~a3~040   on    03042Q,  protes  tars    arrived    at    north    gate- 
Oat*    closed    t<    access    established    through    south     gate    No 
preis    release    planned 

CONTE.fi    ,     KEIM10.R         Region    1,     Office    of    Director         83/01/38          lp 
18300    179         24X   Fiche    30-209,83/04/20,0309030094 

8303110286   Forwards    LER    B3-OO<?/Q3L-Q 

HUKILU.H  0        General    Public    Utilities    -  GPU  Service   Corp        S3/O4/29 

Region    I,     Office    of    Director          lp          1S393    331         SIX 
Fiefie    30-289,  83/04/29,  03031 1O2S6 

— 0303110307   LER    83-009/03L-O    on    B3O330,  dgr ing    survo 1 1 lance/ca 1 ibr     of 
uiste    gas    sysiHayi    ga*    anal y tar,  oiygen   meter    failed    to 
reipond    to    calibr    gas    Cause    unfcnomn   Maint    checks    pel-formed 
It   circuit    components    cleaned 

SZCZECH, R    rt         General    Public    Utilities    -   GPU    Service    Corp 
03/04/2?  Region    1,     Office    of    Director        2pp         18393  B32        S4X 

Fiche    30-369.03/04/29,8309110286 


B303110333    Forwards    LER    B3-OI 1/OIT-O 

HUKIUL.H  D        General    Public    Utilities    -  CPU  Service  Corp 

Region    1,    Office    of    Director         lp         10406    173        2<1X 
Fich»- 30-289, 83/04/B9,  030S110333 


—  8303230*143   Despond!    to    Chairman    Palladinci    63O3O9   renuest    for    viaus 
On    legality    of    Commission    decision    dir&iling    Executive 
Director    for    Operations,  rathei     than   Clfti    of   Genera!    Counsel. 
to    review    D&U/GPU    trial    record    Act  inns,    suppoited 
PLAme-H   H   E         Office    of    Iho    Genoral    Counsel          S3/03/23 
PALLAOINO^N   J    ,     G1LINEKY,V   ,     ANEARNF,  J         Cornrni  ss  I  ongrs         Spp 
1S342   053         24X    Flche    30-3B9,  63/04/28,  8JO5330433 


—  8303S30146   Provide?    Commission    i  espouse    to    Comm  i  ss  loner    Gilin 
830407    Itr    disagreeing   Hi/Commission   majuvitj    decision    to 
block   Ganeral    Counsel    review  of   GtH/GPU    trial    record    in 
TMI-1    restart    proceeding    Cnmmi  ss  i  on    actions     justified 
PALLAD1NQ,  N   J         Commlis  I  oners         83/04/19         UIMl  L,  M    H         Hous 
Rep    i     Interior   It    Insular   Affairs        tpp         13542  O6O        24X 
Fiche    30-389,03/04/28,  0303230135 


—  B30323015J   Disagrees    w/Commlss  ion   majoiity    v  i  e-uis    in   Chairman    Pallad 
830417   Itr    justifying    Commission   denaton    to    block    General 
Cou-nsel    revieui    of    Bin/CPU    trial    record     in    TI11-1    restart 
proceeding 

ASBELBTINE.J   K         Commi  is  I  onera         83/04/3S         UIJALL,  M   K         House    of 
Rep    ,     Interior    ti    Insular    At-fans         3pp  JS343   064         24  X 

Flche    50-389,83/04/28.8305230435 


— 8303110342  LER    03-011/01T-0    on    030415, while    in    long-term    shutdown 
DH-P1A   shaft    bearings    f  a  i  1  ed,  oiak  ing    pump    inoperable    Caused 
by    improperly    authoriied   mod    to    component   &    inadequate   mod 
itt    up    Pump    repaired    Maint    job    tickets    reviewed 
STEPHENSON, C    J        General    Public    Utilities    -   OPU  Service    Corp 
B3/04/2?  Region    1,     Office    of    Dlvsetor         3pp          1FJ406    174         24 

FlCh*    30-289, eS/OI/E?.  B3031 10333 


3305230377  Responds    to   questions    in  830333    Hi     \-e>    stcain  generator    tube 
rupture   scenario   at   TMI-1    t,   Subcommittee    on    Oversight  * 
Investigation  821213   hearing   Updated    -.tatua    of    TMI    action 
plan    items    provided    on   830335 

PALLADINQ.N    J         Commissioners         63/09/03         MflRKLY, E    J        House    of 
Rep    ,     Interior   >,    Insular   Affair:        8pp         tQdflS  GO/        24 X 
Fiche    30-209,  83/03/03,  B3Q5230T/7 
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—  3305230356   Requests     further    rcspon  =  o     to     i  s-suei     111    B3013J     1  tr     re    stea 
generator    tuee    degradation    at    TM1-1     (     Si'bcornmi  ttee    on 
Oversight    t<     Investigation    B21213    hearing    Updated    stitu-s    of 
Tfil    action    plan    Lte.ms    alia    requested 

MARKEV,  E    J         House    of    fi«p     .      interior    ',     IniuldT     Affairs          B3/O3/33 
PALLAD1NQ,  W   J         Commissioners          2pp  18542019         24K 

Fiehe    50-239.83/05/05.  B30523Q3T7 


J      Insurance   (c    inflemnjly    Information 


830S12005?   Forwards   EndorseJnonts    77 
MAELU   Policy    MF-3B,  respec  t  i  ve  1  y 
SINISIiJ   M        Marsh    !<   McLennan,      Inc 


41     to    MGLIA   Policy    NF-I8B 
B3/O9/O9         EALTZMAN,  J   D 


Assistant    Director    for    State    &   Licensee   Relations 
24X    Flche    SO-293.  S3/05/O3.  3309120039 


3pp 


Operator    Eiaminatlons 


B3D312OOS&   Forwards    Training    Procedure    fc2lO-AEM-26Q4    01.  ftf. 
"Control    of  fctams    for   Units    1    (.   2:  "    *   Procedure 
6210-ADrH2630    03. Rev    t-OQ,      "Operator    Training     Instructor 
Indoctrinatlcn/Oual  Idea  t  ion    Training    Program.   " 
HUKILL.HO         General    Public    Utilities    -    GPU   Service    Corp 
STQLZ.J   F         Operating    Reactors    Brancft    -1          Ip          16423    233 
Flche   50-299,  B3/09/06,  8305120055 


B3  /OS/06 
24  f 


— 8303120064    Flev     1 -OO    to    Training    Procedure    6210-ADM-24-Q4    01.     "Control     of 
eiami    for    Uni  ti    1*2" 

»      General    Public    Utilitlfla    -    GPU   Service    CoTp         fl3/04/26         7np 
1042323-1         24X    Ficne     30-289,83/05/06,8305120033 


P      Operating     license     stage    documents    t-   correspondence 

S3041BQS9Q   Forwards    response     to    questions    le    single    rec  i  rculat  Ion 
loop    operation   at    facility 

HARRINGTON. U   D         Boston    Edison    Co         B3/O4/11         VASSALLO, D    0 
Licensing    Branch    2         3pp  17999   212         24X    Fichu    30-293.83/0-1/11. 

8304180390 

B303O4029S  Summary    o*    S3O414   meeeting    lu/util    re    plans    concerning    long- 
term  program   for    scheduling    necessary   ugrfc    items    Viewgraphs 
encl 

ECCLESTON.K    T         Operating    Reactors    Branch    2         83/04/21 
VASSALLQ,D    D         Operating    Raactors    Branch    S         37pp          18357    032         34X 
Fiche    30-293.83/04/21,3305010293 


DOCKET   50-393    PILGRIM   NUCLEAR    POWER    STATION.     UNIT    I 

r      Security     medical,     emergency    £    fire    protection    plans 

B305050144   Forwards     IE    Insp    Rept    50-273/B3-OS    an    63030I-O4    No 
rtoncompl  lance    noted 
MARTIN.T    T         Uiuiaion    of    Engineering    t.     Technical    Hi-ooran*          83/04/2O 

HARF11NGTON.W    &         Boston    Edison    Co          SB  p  18342   SO3         24X 

Fiche    gO-2 


--630S05015I     IE    Insp    fiept    50-393/33-05    oi\    &3O301-04    No    tipncomp  1  1  an  CD 
noted  Major   areas    inspected    follomup    of    emergency 
prepai  edn&ss    items    from   prior    appraisal    performed    on   SIO713- 
24  &  public    notification    sys 

SHiTH.f!    p     MILLER.  M   T    ,     CRQCrtER.H   W         Region     !,     Dfflca    of    Director 
83/04/12         I7pp          1B343   2O3         24X    Fiche    50-393.33/04/20.8303050144 


B30506O266   Forwards    Amend    e>3    to    License    DPR-35.  safety    evaluation    t, 
notice   of    Issuance   S,   aval  1  aib  1  1  i  tu,   flmend    reflects 
installation   of   alarm    switches    on    torus    drijuell    vacuum 
breakers 

ECCLESIOrj,  K    T         Operating    Reactors    Branch    2         83/04/22         HORI8I.A    V 
Boston  Edison  CD        2pp         18359    332        24X   Fiche    50-293, 83/04/22, 
8303060366 

— 8303060379   Amend    t,B    to   License     DPR-35.  Chang  1  ng    Tech    Specs    fc    associated 
bate*    to  reflect    installation    of   alarm   switches    on    torus 
drijtuell    vacuum  breakers 

VAS3ALLD,  D   Q         Operating    Reactors    Branch    2         83/04/22         Bpp 
1B357   334         34X    FlrNe    50-293,  B3/04/22,  830S060266 

— B3090&Q2B7   Safeti)    evaluation    supporting    Amend    6B    to    License    DPR-39 
•      Office    of   Nuclear    Reactor    Regulation.    Director        83/04/22        2pp 
1333-?   34H         24X    FichB     30-293.83/04/22,030506026;, 


)3050a005(i  fie«ponds    to   S3012B    Itr    forwarding    Rev  S    to    s-aFaBuai'iJs 
contingencij    (ilan   Rev   consistent   u/prov  i  s  ions    of 
IQCFR3Q   94(p)    !-    acceptable 

vABSflLtO-DH         Operating    Realtors    Branch    3         83/04/22         MD.HlSI.iA    V 
Doitnn   Edison    Co          Ip          1B3O6    288         31 X    rich?    30-273,83/04/22, 
0303020096 

1305110034   Generic    Ltr    83-21     to    all     licensees    of    operating    reactors, 
applicants    For    OLs    &    holders    of    Cps     re    clarification    of 
access    to  tontrol    pTocedui  as    fop    Jam   t,t\  forcemeat    visits 
Svc    liat   encl 

E1SENHUT1RQ         Division    of    Licensing         83/03/11  ConsaKdated 

EdUon   CQ      OF   Neui    VOTk.      ]nc  16pp          1EJ340   095         34X 

Fiche    30-000,83/03/11,3303110034 


103170173  Provides    schedule    for    changes    In    Tech    Specs    addressing 
ftre  protection    Issues    re    smoke    decs-c  1 1  oi<.  Ha  Ion    sijs    & 
alternate   thutdoun.   panels 

HARRINOTON.W   D         Hoeton    Edison    Co         BJ/QH/13         VASSrtLLO, D    G 
Operating   Reactors    Hrancrt    S         3pp  IB46A   318         ?4X 

FlCfl*    SO-293,  Q3/O5/13.B30517O173 


305230430  Resubmlti    requfljta    For   Apf    R    technical    &    icfiedula 
eiffmptlons,  p*r    83O329   meeting    UJ/NHC    H/three    overslie 
figures   Aperture   car-da    are    available    in   PDR 

HftRHlNOTQN.H   ]>         Eoiton   £dfson    Co         B3/O3/17         VABSrtLLD,  0 
Operating   Hcactars    Branch    3         3fapp          IB337    2A7         I'tJC 
Fiche    30-293,03/05/17,  8303230-130 


03240371    Notifies    tJiat    NUREG-073?,   Item     III    A   2    1,     "EmergenCij 
PreparednB»5i.Upgrade    Eroer'gB'ncy    Plans     to    App    E.10CFR30),  " 
completed    Item   closed 

VASSflt-LO,DQ         Operating    Reactors.    Brancn    £         B3/03/IB 
HARRINOTGM,H   D         Boston    Edison    Co         3pp.          1SS94    217         24X 
Flene    30-393,  83/03/lfl.  3303240971 


General    correspondence- 


OS13OI53  Rcquesti    that    WD  Harftngtcir,   be    primary    recipient    of    alt    NRC 
correspondents   re    License   DPJ1-3S  AV  Moriii    iftould    be   added 
to    list    for   future    correipondetice    9-ddrcsseJ    to  WD   Harrington 
'  RD  Kachan  tr  CJ  t1athi«    should    be    deleted    from    list 
«RR!H8TON,H   »         CustDn    Edison    Co         B3/05/09         VASSftLLD.  D   0 
Operating   Fteac  tors    Branch    2        2pp         18437    17*        2-tX 
iche   SO-293,  B3/05/07,  8305130133 


—8303060291    Notice    of    issuance    !•   availability    of   Amend    6B    to   Licen*t 
DPR -39 

VrtBSALLO,  D  B        Operating    Reactors    Branch    2        B3/O4/22        2pp 
18359   344         24X   Flcha    30-393.  S3 /04/22,  B3030A0266 

B30S120163    For-uiar-di    Amend    69    bo    License    DPR-33,  safety    evaluation    & 
notice   oF    issuance    ft   availability   Amend    Incorporates    revs 
to  reflect    organisational    changes    re   nuclear    ac t ivi ties, both 
onslte  U   of f el te 

ECCLESTON.K    T         Operating     Reactors    Branch    2         83/04/26         MORIS  I,  A   V 
Boston   Edison   Co         2pp  1B43S    366         24X    Flche    SO-293, B3/O4/26, 

£3305130)63 

— B3051201i9   Amend    69    to    License    DPR-39.  incorporating    revs    to    reflect 
organ!  lational    changes    re    nuclear   ac  t  ivi  ties,  both    onslte   It 
of fiitc 

VASSALLO,  D    0         Op  era.  ting    Reactors    Branch    2         B3/O4/26          13pp 
1B433   26B         24X   FichB    30-293,83/04/26,0305120163 

— 83031301BO   Safety    evaluation     supporting    Amend    69    to    License    DPR-35 
*      Office   of  Nuclear    Reactor    Regulation,     Director        83/O4/26        6pp 
1B433   261         24X    FUhe    30-393,  83/04/26,  S3O31S0163 

— B303J201B7  Notice   of    issuance    it   ava  i  labi  1 1  tg    of  Amend   69    to   License 
DPR-33 

VASSALLD,  D    B         Operating    Reactors    Branch    3         83/04/26         2pp 
1B43S   387         24X   Fiche    3O-293,  S3/04/26,  S303120163 

9303090200   Faruiards    response    tQ    NUREG-0737    Idem    II    K   3    13,     "RCIC 
Automatic    Restart    "    RCIC    sys    modified    such    that    reactor    high 
water    level    sisnal    mill    automatically    close   RCIC    turbine 
steam   supply    valve, should    valve    t>e    open 

HARR1NQTON.H    D         Boston    Edison    Co         63/04/29         VABSALLO, D    B 
Operating    Reactors    Branch    2         Ip         1B363  361        34X 
Fleh*    30-293,83/04/29.8303090200 

B3030S043S   Seneric    Ltr   B3-19    to    all     power    reactor    !•    testing     liceniees 
re   new  proced-urea    for    providing    public    notice    concerning 
Issuance   of   amends    to    01- s    Svc     list   end 

TSENHUr.DQ         Division    Of    Lice-naing         83/O9/02  Consolidated 

Erflson    Co      of    Weu   York,      Inc          30pp          1844!     12O         H4X 
Fiche    30-000.  B3/05/02,  3303Q2045S 

B3031B01-77  Foruiards   Amend    70    to    License   DPH-3S,  aaf ety    evaluation   t- 
notice    oF    issuance   I<  availadi  1  ity-  Amend   revises   Tech    Specs 
Co   change   critical    power   ratio    limits   k   to    increase    safety 
relief    valve    simmer    margin 

ECCLESTON.K   T         Operating    Reactors    Branch    2         S3/O3/03         MOR1SJ.  v   A 
Boston    Edison    Co         2pp  185O3    333         24X   Fiche    50-293.93/03/03, 

3303180197 
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ising    Teen    Specs    to    change 
36    safety    iclief 


— 0303180304    Amend    70    to    License    DPR-33, 
critical     power    ratio    limits    ''    to     me 
valve    aimmBr   margin 
VASSALLD, D    B         Operating    Reactors    GrantO    2         83/05'03         9pp 
18SO3    333         24X    Ficho    50-293,  83/Q5/03,  B.3051B019/ 


-03O31S0216  Safety  evaluation  supporting  Amend  70  to  License  DPR-35 
*  Office  of  Nuclear  Reactor  Regulation,  Director  B3/O9/03  Ip 
1BS03  340  24X  Fiche  50-293,  B3/O5/03,  B3O31B0197 


-03O318O229    Notice    of     issuance 
DPR-35 

ROONEr.V   L         Operating    Reactors    Branch    3         83/05/03 
1S3O3    3<)l         24X   Fiche    30-293.  83/O3/O3,  UJQ5180197 


i  lability    of    Amend    '0   to   Licens 
2pp 


B3052A0130    Informs    tdjt   NUREG  -073"*.  !  t  em     [  I    If    3    flS    I 

contribute    to    plant    safety    !•    no    plant 
mat    required    Safety    evaluation   end 
VASSALLO:  D    D         Operating    Reactc's    Bran 
HARRINGTON, w   D      Boston    Edison   Co         Spp 
FichB    50-293,  83/05/lB,8303?fiU!JO 


gn    or    opereatior 


fi    3         83/05    10 
1S649   052         24X 


S3O52£037V   Requests    remittance    ot    tojo    (,  1  < 


III    fees    for    review    of 


S30403   application    to    amend    I  icanse    DPR-39,  c  hang  Ing    mai 

valve    simmer    margin 

DIGGS.R   M         License    Fee    Management    Branch         93/05/30         HORISI.A   V 

Boston   fcJlson    Co         Ip          1S61''   J50         SI'    Fiche    50-293   83/O5/2O, 

S305240379 


B30SO9O639   Generic    Ltr    03-20    to    all    operating    realtor    licensees    (. 
holders    of    CPs    re    integrated    scheduling    foi      implementation 
oF   plant   mods   Svc    list    end 

E1SENHUT.D   0         Division    of    Licensing         01/05/09  Consolidated 

Edi«on    Co       of    Nau    York,      Inc          16pp          18627     133         24X 
Flcne    30-000,03/03/09,8303090659 

8305160044   Requests    rescheduling    of    completion    date    for    torus    internal 
mode    re    torus    catwalk    si  tens  Ion    support    legs   &   ring    girder/ 
inell    wold    near    T-nuenchsrs    to   850221 

HARRINGTON.  W   D         Boston    Edison    Co         03/O3/1Q         VA5SALLO,  B    B 
Operating    Reactors    Branch    2         3pp          1B453   013         24X 
Flchi    30-293,03/03/10,8309160014 

B303I6OQ61    Requests    that    completion    date    for    scrain   discharge    vol    mods 
be   modified    to    030223    Info    to    support    schedulai     relief 
dl  scussod 

HARRINOTON. W   D         Boston    Edison    Co         93/09/10         WSSrtLtD,  0   Q 
Operating    Reactors    Branch   3        2pp         1B4SI    O4S        S4X 
Fiche   30-293, B3/OS/10, 8309160061 


0      Inspection   i  cports,     IE  Bulletins   (- 


r  esponttent  e 


B3120603B5    IE    Info    Notice    83-14,     '  Deuatci  to    Spout    Ion   Eicfiange    Resin 
Suicap  tibi  ]  i  ty    to    Eto&hermic    Chemical    Fraction    "    Svc     list 
end 

TAYLOR,  J   M         Division    of    Safeguards    '     Inspection   .Programs     (Post 
B301O3)         B3/03/2I  Consolidated    Crtisfln   Co      of    Hew   fort.     Ir.c 

llSpp         1B30B   319         24X   FlchB    50-000,  B3/O3/21,  E)2!?Oft03B5 

8303040021     IE    Info   Notice   83-21,     "Defective    bmergenirij    U£e   Respiiatoi     " 
Svc    1  1st   end 

JORDAN,  r,   L          Division    of   Emergency    Prepai  ednpss    J-    Engineering 
Reiponm    >Post    830103)         83/04/13  Consolidated    Fdison    Co      or   Neu 

York,     Inc          126pp         1B435    1  D9         D4lFiclie    50-000.83/04/15,8303040031 


830503O144    Forwards    IE    Insp    Rept    50-293/ft2-OS    on    B303O1-04   No 
noncompl  lante   noted 
MARTIN,!    T         Division    of    Engineering    ',     T"echnical    Programs         B3/04/20 

HflRRINGTOM.W   D         Boston   Cdlaqn   Co         Jpp          13342   S03         24X 
FilhB    50-293,  B3/01/20,  8305050144 


0305260175   Foruarda    request    foi     addl     info    re    NURCG-0737,  I  tern    1 1    K    3    28 
on   qualification    of    automattr    deprossur  1  la t ion    ays 
accumulators   Response   within   43   daijs    i  equested 

VA59ALLO, D   B        Operating    Reactors   Branch    2        33/03/11        MORJSI.A  V 
Boiton   Edlsan   Ca         3pp          1H648    110         34 X    Fiche    50-593,83/03/11, 
8309S60179 

0303170343   Notifies    that   response    to  2B   questions    re    "Mark    I 
Containment   Long-Term  Program  -   Plant   Unique    ftnalipls   Rept    - 
Structural    Evaluation."    delayed    until    830722,  per    B30421?    1 
0903    telcons 

HARRINGTON.W   D         Boston    Edison    Co         83/05/13         VASSALLO,  D   B 
Opiratlng    Reactan   nrancli    2        Ip         181j>3    122        21X 
FichB    3O-293, 03/03/13, 830317O34S 

0309170410  Responds    to    B3020S   request    foi    plant-unique    calculations 
forming    bates    for   mods    to   vacuum   breakers    on   Hark    1 
containments    or    justifications    for    as-built   acceptability* 
per   Oenerlc    Ltr    03-OB  Mod    schedule    discussed 
HAflRINQTDN.W  D        Boston    Edison  Co        03/05/13        C1GENHUT,D  O 
Division    of    Licensing,         2pp          10449    20B         24X    Ficho    50-393,83/09/13, 
8303 1704  IB, 

B305190M7   Discusses    Issuance    of    revised    policy    statement    re    utii 
position    on    NUDEO-0737, I tom    I    C    6,     "Verify    Performance    of 
Operating    E>perlence    "   Policy    uilll    be    Inlsgrated    into 
eititlng    operations    procedure    by    03081 P 

HARHINOTON'W   D        Boston   Edison   Co        03/03/13        VASBALL  0,  D  n 
Ooerattng    Reactor*    Branch    3        Ip         10902  070        3-1X 
Fich*'  30-293,  83/03/13,  83O3190M7 

8303340360    informs    that   NURCO-0737- I  torn    II    F    I,     "Containment   High 
Ringe   Radiation   Monitor,"    completoif    Hem   closed   Safety 
evaluation    encl 

VA88ALLO,  D   D         Operatlnfl    Reactors    Branch    2         83/03/13         MORISI-A   V 
Boiton  Edison   CO        4pp         19393  336        24X   Flthe    SO-293,  93/09/13, 
0309S103AO 

B30920044/   Provides    eommitment    in    response    to    final    rule   re    environ 
qualification    of    safety-related    electrical    equipment 
Qualification    plan    encl 

HARHINQTON.W   D        Boiton   Edison   Co        B3/OB/17        VASSALLO,  D  fl 
Operating    Reactor*    Branch    S         llpp         1B31A  092        34X 
Fiehe    30-293.83/03/17,9303200447 

8305800239  Submits    justification    for   continued    operation   until    environ 
qualification    of    equipment    In  Categories    I    b.  1 1    a   k    IV 
q.uillf leil.per    030413   request    Info    requested    on    safety 
evaluation    items   lull)    be   addressed    in    future    1  tr 
HARRINOTON.W  »        Boston   Edison   Co        B3/05/1S        VASSALLO,  D  0 
Qparatino    Reactors    Branch    2         lB4pp         10918    177        24X 
Fiehe    90-S93, 03/03/18, 8303200B39 


—8303050151     IE    Insp    Reo  t    50-293/03-05   on    S3303O1  -04    No    noncomp 1 i ante 
noted   Major    areas    inspected    folloiuup     nf    emergency 
preparedness    items    from   prior    appialsal     performed    on   BIO713- 
34    tt   public    notification    ays 

SMITH,  l»    .     MILLER, M   T    ,     CFiOCKtK.H   W         R  1*3  ion     1,     Office    of    Dlieccor 
83/04/12         17pp         10342   205        24"    Flthe    90-393,  B3/04/20,  B3Q3030144 

830304002J    IE    Info   Notice    B3-22,     "Sail   Sifc  t  ij/Re  1  I  et    Valve   Failures    " 
Svc     1  tit    end 

JORDAN,  E   L          Division    of   Emergency    Prcpai  edne  ss    '•    Enganeerlng 
Response     (Post    B30103)         83/04/??  Consolidated    Edison   Co      of    Neu 

York,      Inc          HSpp          18383   089        24 1    Firhc     50-000,  B3/04'22. 6303O40033 

B303040035    IE    Info   Notice    B3-23,     "Inopeiable    Containment   Atmosphere 
Sensing  Sijs    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency    FJrep=jr*ilnei  s  ''  Engineering 
Response    (Post    0301031         83/04/25  Con-sol  id-atcd    Edison   Co      of   Neu 

York,      Inc          Il9pp         183B1    291         t'tXFuhp    50- OOO,  83/0^/35, 330J010025 

8303090250   Updates    B3031O   response    to    IE     Bulletin   83-01,     "Check    Valve 
Failures    In   Raul  Water   Cooling   Sip    of   Diesel    Generators    '    Ho 

Failure  mechanism    identified    In   bulletin   not    possible 

D         Boston   Edison    Co         BJ/Ofl/i'/         ALLAN,  J        Region,    1, 


Office   of   Dtrt 
8309050250 


:  tor 


IP 


18337   334 


Fiche    30-393,83/04/27, 


83050AOO2V   Notification    of    siflnificant    1 1  censee    B30510   meeting    in 
QostoniMA    to    discuss    performance    Impi  nvpnient    pi  ogram 

ELSASSER,  T   C         Region    1,     Offire    of    Dime  tor         03/04/37  'legion    1. 

Office    of    Director         Ip          18394   JOS        J1*    Piche    50   293, 83/04/?7. 
8303060029 

83O3O40Q26    IE    Info   Notice    B3-21,     "Loose    Pjrtt.    in    Secondary    Side    of 
Steam   Generators   at   PURs    "   Svc    list    encl 

JORDAN, E  1-        Division   of   Emprgeni-ij   Pref,  11  ednois   4  Engineering 
Response    (Post   030103)        Otl/OI/Pt)  Consolidated    Edison  Ca      of    Neu 

Yorlu     Inc          I13pp         18382047         24X    Fiche    SO-000, 63/04/28.  B303O4002A 

S303O40027    IE    Info    Notice    83-21,     "Htandb«    Ga-.    Treatmr-nt    Sijs    Heater    High 
Temp    Trip    Setpolnt    Adjustment     "    Svc    list    cnrl 

JORDAN. C   L         Division    of   Emergency    Preparedness    &   Engineering 
Response    (Pout    830103)         93/04/23  Consolidated    Edison   Co      of    Neu 

York,      Inc          1  ISpP          10302    I6S         34X    FUh«    30-000,  03/04 /S8.  B303O40027 

6303160137   Forwards    IE    Insp    Rapt    50-293/fi3-O7    on    630322-0418    I.   notice 
of    violation 

STAROSTCCWI.R         Division    of   Project    '.   KosUont    Programs         83/OS/02 
HARRINOTON.W   D         Boston    Edison   Co         2pp  19416   0^9         31X 

Fiche    50-293.  B3/03/OP,  8.103160137 


— 03O5I60139  Notice  of  violation  from  i^sp  on  fi30332-041K 
»  Division  of  Project  l>  RoMrtent  Progi  ams  G3/03/02 
18446  030  2flX  Fiche  SO -2V3,  Q3<  05/02  t)3OS16O137 
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—8303160143    IE    Insp    Kept    50-293  'B3-O/    an    B3Q322-D418    Noncomp 1 l ahce 
noted    failuie    to     implemen-t    atJticti    proceauie     fur     map   &. 
c leaning     of    s  tandly    gas     treatment     ,$*     inlet     plenum 
JOHNSON    J    •     EICHENHQLZ.H         Red  I  on     1,     Office    of    Director 
ELBdSSEEf.T         Division    of    Projsct    i    Resident    Programs         03/0'"3a 
!5pp  10446   051          24X    Fiche    30-293,  63  'Q5/O2,  B30316O137 


83O3O4iJ02a    1C     Info    Notice    83-2t>,      "Faili 
DiscnaroB    Line    Vacuum    3reafcei  s     "    Svc 
JQRDAN.  E    L         Division    of    tnaigenci/    Pi 
Response     IFost    S3C-1O3)          S3/C3/O3 
Yorlt,      fnc          122pp          38441     1  7O         24t    F 


of    Safety /Relief  Valve 
=  t    end 

sredfiess    ',    Engineering 
3nsolidatetf    Edison    CD       of    New 
is    30-000,93/03/03,9303040028 


0303040030    IE    ItiFo    Notice    83-27,     "Operational    Response    to   Events 
Concerning    Deliberate    Acts    Directed    rtg.-nnst    Plant 
Equipment    "    Rvc     list    ercl 

JORDAN,  C    L         Division    of    Efneropncy    Prepai  edness    !•    Engineering? 
R«4?ai\sij     <Post    B3Q1Q3I          S3/O5/Q4  C atiaal  i  dated    Edi-son    Co       of   New 

Vorb,      Ini          llr^PP  LB3B3   2B2         34  <    FnhP    50-QQO.  B3/03/04,  63O3O4C03Q 


B3O516Q134    Forwards    "Environ    Radiological    Monitoring    Program    for    1903. 
Hept    13 

HARRINQTON.H    0         Huston    Edison    Co         83/O5/09         ALLAN.  J         Region    1, 
Office    of    Director          Ip  18447   231         24X    Fiche    50-393,83/03/09, 

3303160134 

—9309160136    "Environ    Rad I n 1 03  i  td I    Monitoring    Program    19fl2.  "    Rept    15 
•      Boston   Edison    Co         B3/O4/30         153pp          18447    332         24X 
Fichfl    30-393.  93/09/09,  8303160134 

9305230535   Forwards    "NPDES    Discharge   Monitoring    Rept. Jan-Mar     19B3    " 

MATHISiC    J         Boston    Edison    Co         83/03/12  Environmental    Protection 

Agency         MCMAHOW.  I   C         Massachusetts,     Commonueal  til    of,  Ip 

1B537   062         24X    Fiche    30-393,83/05/12.3303230535 

--B3O5230537    "NPDES   Discharge    Monitoring    Rept,  Jan-Mar     1983    " 

MATHIS,  C   J         Boston   Edison    Co         S3/QS/I3         16pp          1B337    O64         24X 
Fiche    5O-293, 83/03/12,0303230333 


83O304Q031     IE    Info    Notice    B3-2B,     "Cnt 
Rec  ammeiidations     For    fleneral    Emergent 
JDROAN.F    L         Division    of    Emergency    F 
Resoonae     'Past    B30103)          eJ/C13/O" 
Vor*.     Inc          IJ^PP          19^11    001          2tX 


i  id     fai     Prote-ctive   Action 
es     '     Svc     I  ist    end 
epar  cdne'Ss    T,    ErigineEring 
Consolidated    Edison   Co      of  New 
LCh,     3O-COO.  03/05/0^,  6303040031 


B3-29.      "Fuel     Hinflin)    Caused    bq    Fuel 


S303040033    IE    Info    Notici 

Deformation    "    Svc     list    enc I 

JDFJDAM,  E    L         Division    oP    E&ei  genci)    Prep^rednosa    <,   EnjineBPlng 
Response     (Post    63CUO3J          B3/05/OD  Consa  1  Ida  ted    Edison    Co       of   N-BLJ 

Vork,      Cnc          H5pp  18953   34B         34X    nchs    3O-000.  B3/03/06.  B3O3O40033 


6303170529   Foriuard-s    monthly     operating    rept    for    Apr    1993 

HARRINGTON.W   D         Boston    Edison    Co         83/03/13  Director's    Office, 

Office    of    Inspection    and    Enforcement         Ip          18467    027         34 X 
Fiche    90-293,63/05/13,3305170329 


— B3Q517O333   Monthly    operating    rept    for    Apr     1983 

WHITNEV,  0  G        Boston   Edison    Co        63/03/13        6pp 
Flchfr    50-293.  B3/09/13,  8303170529 


18467    OSB         24X 


S     Reportable   occurrences,    LERs    5.  related    Lorrespondence 


8303040034    IE    Info    Notict    B3-3O.      "Misapplication    of    Sen-eric    Emargencij 
Dnerdting    Procedures     (EOF)    Guidelines     "    Svt     list    end 
JORDAN,  C   L         Division    oF    Emergency    Preparedness    J.    Engineering 
Response    IPost    S3O103)          B3/O5/11  Consolidated    Edison   CD       of   Neu 

York.     Int          llflpp          19534   OOT         21X    Fiche    50-000, 33/OS/ 1 1,  B303040034 

630323O<139    Ac  I     receipt    of    B304J7    Itr     intorming    HRC    of     step*    taten    to 
correct    violations    noted     in     IE     Insp    Rept    50-273/B3-O3 
STAfiOSTtCKI,  R         Diviilon    of    Pioject    '-    Resident    Proflrams         B3/O5/13 
HARRINGTON,  W   B         Boston    £Jison    Co          !p          1B53B   SI3         34X 
Ficfte    SU-293.  B3/O5/13,  B3O52304T9 


8304110690   ForLiarils    LER   B3-O1O/03L-0 

MATHIB,  C   J         Boston    Edison    Co         63/03/34         HAYNES,  R    C         Region    1. 
Office    Of    Director          Ip          179I4    059         34X    Fiche    50-293,83/03/24. 
33041 10A96 

—8304110706    LEB   83-010/03L-O    on    030232,  tuo    of    four    motor    operator 
mounting    cap    screus    found    backed    out    of    care    spray    valve 
HOV   1400-4A   Caused    by    sija    vibration   Cap    screius    Installed 
ill/thread    compound    applied    Redundant   MOV    1400-4B    Inspected 
WHITNEY,  G   0         Boston    Edison    Co         B3/03/24  Region    1,     Office    of 

Director         2pp          17914   OiO          24X    Fiche    30-293,03/03/24,8304110696 


— B3C3330434    Responds     to    NHC    S3C329     Itr    IE     violations    noted    lei     IE    Insp 
Rept    50-29J/B3-O3    Corrective    actions    personnel     counseled1    or 
procedural    adherence    re    radiation    sample*    not     tdien    or 
counted    J.    Memo    CR    83-39     Issued    concerning    nonadherente 
HrtHRIUGIDM,  W   O         Boston    ^dlsoni    Co         H3/04/S7         S7ARaS7ECKI.fi 
Division    of    Project    !.    Resident    Program,          3p  p  1033B   216         34* 

Fiche    50-293.63/05/13.  B3C-323012'? 

8303270073   Provides    c lar i Flta t ion    re    prior     IF    bulletin    t arrei pond  ante 
rnacturacy    due    to    brief    revieiu    time   allou*d    by    IE  Bulletin 
8O-01    NP    consequence     to    safatij    evident    Eipandod    sampling 
oF   bulletin    revieu   being    Implemented 

HftRHIHeTUN.H    D         Boston    Edisan   Co         03/O5/I3         ALLAN,  J         Rejton     I. 
Office    of    Director          3po          I  Bf>3B    2P2         Tfl*    Fiche    5O-393,  B3/05/ 13, 
B3O327Ori71 


8305110331    Forwards    LER   83-O1 5/03L-0 

HARRINOTON.W   D-        Boston    Edison    Cn         93/01/25  Region    1,     Office    of 

Diroctor         Ip          IB406    177          24X   Plena    50-293,  B3/04/25,  H30S1 10334 

— B305110341    LER    S3-015/03L-0    on    830331,  standby    gas     treatment    iijs    train 
opened   iu/o   proving    oporan  L  1  i  ty    of   redundant    train   Caused    by 
mi scommunicat ion   between    insp    crew  t    control    room   Need    for 
proper   communications    omjihaslied 

WHITNEY. O   0         Boston    Edl-son    Co         B3/04/23  Reoion     1,     Office    of 

Director         Ip         184O6    17B         24X  Fiche    30-293,83/04/25,8303110334 

B30511035f.   Forwards    LER    B3-014/03L-0 

HARFJINOTQN.W   D         Boston    Edison    -Co         83/O4/25  Region    1,     Office    of 

Director          Ip          1B406    130         21X    Fiche    90-293,83/01/35,8303110396 


B30304004t-    IE     Info   Notic*    83-31,     "En  01      in    ADLPIPE    CofnputBP   Program    " 
Svc    list    ent  1 

JOFtBftN..  F    L         division    of    Energenii)    Prepdi-edne  sa    >-    Engineering 
RasponUE     CPost    B301031          B3/O^/19  Conao  1 1  rfatad    Edison   Co       of    Neui 

Yorl,      Inc  114pp          13697    009         3-1  X    FiitiP    SO-OOO.  B3/03/ 1  9,  8303O40040 


--83&31 10363   LER    03-014/03L-0    on    B30329,  liryuel  1    airborne     leak    detection 
sijs    (C'19)    particulate    channel    found    reading    douinscale 
Caused    by    loose    connector    pin    Pin   repaired   !r    unit    returned 
to    »vc 

WHITNEV.Q   O         Boston    Edison    Co         B3/04/25  Region     1,     Office    of 

Director         !p          1B406    131          24XFicJie    30-293, 83/04/55, 83O31 10336 


33030400-1*     IE    Into    Notice    63-33,      "Noni-fpi  esenlat  i  ve    Sampiinfl    of 
Contaml-nated    01  i    "    Svc     list    end 

JORDAN. E    L         Division    of    Emergency    Prepar  .-dne  5s    *•   Enoi.no  Brin-g 
Hasponsf     (Post    B301O3>          B3/OS/36  Consolidated    Edison   Co       of    lieu 

York,      Inc          1 Hpp          18647    007         B4H    Fiche    30-COO, B3/O3/26, 3303040046 


Per l od  i  c    opera  tin; 


;ports   t-   related    col  i  espondeni  c 


1303020134    Fai-uiard*    photographic     matl     fi  om    19B1    t,    B3   annual    mail 
breakwater    survei^a    Survey     for    1983     in    progress    Aerial 
portion   uiJl     be    postponed    while    revieu    of    9302SB    ronueat     in 
prooresa 

HARRINGTON,  H   D         Boston    Edison    Co         BJ/01/?6         VAa^ALLO,  D   B 
Operating    Reactors    Branch    2          Ip          1B2/8   Tia         <24X 
FithB    30-293,53/04/96,930502013-1 


8303110384    Foriuards    LER    83-017/03L-0 

HARRINSTON.W   D         Boston    Edison    Cfl         83/04/23  Region    1,     Office    of 

Director         Ip          1B406    199         24)!    Fiche    30-293,  83/04/29,  B3031 10384 

— 6303 M 0392   LER    03-O17/O3L-0    on    B30403,  dryiue  1 1    airborne     leak    detection 
sys    (C-19>    found    inoperable    Caused    by    overheated    sample    air 
due    to    improper    thermosta tic    control    of    heat    tracing    for 
sample    lines    Lagging    on    lines     removed 

WH1TNEY,8    0         Boston    Edison   -Co         B3/O4/23  Region    1,     Office    of 

Director         Ip          1B4D6   20O          24X   Fichfl    50-293, B3/04/23,  B3051 10384 

830S230S16   Formardi    LER    S3-01A/Q3L.-0 

HrtRRINOTQN.W   D         Boston   Edison    Co         83/O4/S7  Heflion    1,     Office    of 

Director          Ip          1B337    311          24X    Fiche    3O-293, 83/04/27.  B303230S16 


1109100139  Torwards    "Marine   Ecology    StuJ  i  ei.    re    Operation    of  Pilgrim 
Station,  Semiannual    Rapt    2I.!?S2    •' 

HARRIMGTOW.W   D         Boston    Edison    Co         83/04/39  Erwlronmentat 

Protection    ftflene^         Spp          1E37&,   00*         241    Fiche    30-293,  S3/04/29, 
B30310013B 

-fl305lOO14'1    "Marine   Ecology   Studies    re   Operation    of    Pilgrim  Station, 
Semiannual    Kept    SI.  1183    " 

ANDERSON. R    D   ,     SCOTTON,  L   N         Boston    Edis-on    CO         NUC3-E1         S3/01/30 
114pp          13376   006         24X    Ficfto    50-L'W3.  03/O1/59,  B30910O13S 


— B303330321    LER   B3-016/O3L-0    on    H30102,  over  1  oad    aniiuoc  lation    received 
when  nQV~S3Q-S  Siuitched1   open    during    scram   recovery    Probably 
caused    by    spurious   annunciator    from   overload    mechanism    in 
Cutlei  -Hammer    motor    control     c  tr    Valve    returned    to    svc 
WHITNCViG   G         Boston    Edison    Co         B3/04/27  Region    1,     Office    of 

fltrector          Ip          18337   312         24X   Fiche    90-393,  83/04/27,  B303230S 16 


DOCKETED  ITEMS 


127 


Telecopy  LER  83-02G/01X-O  on  B3O5uP,  da  1 1  ij  sui  \,  e  i  Uanre 
tasting  per  Tech  Spec  Section  4  11  D  not  performed  Caused 
Dy  failure,  to  revise  procedures  \-  i  nad  vei  tunt  removal  a  f 
*ectians  from  Tech  Specs  Procedures  revised 

{JRAHAM.E  T    Boston  Edison  CD    83/O5/O2      Region  1,  Office  of 
Director    lp    IB446  OSS    SIX  Fiche  bO-39^,  B3/05/Q3,  8305160143 


830503007.. 
imp  Ismiiri 
FELTGN,  i 


Oi.isi 
Urancn 


inei  g  ijr,L  rj    p  lan 
d-J,  C4.JS  Doci 


0303190024  Forwards  LEH  B3-032/03L-0 

HARRINGTON,  W  D    Boston  Edison  Co    BJ/05/O4      Region  I,  Office  of 
Director    lp    183O2  Oil    24*  FicJio  bO-293,  83/05'04:  B305190Q2 1 

—0303190039  LER  83-022/031-0  un  £1304 13,  over  load  on  valve  motor  1301-17 
resulted  in  loss  of  ft  13 ft  pi  05 sure  core  cooling  backup 
capability  Caused  by  oiidation  in  motor  end  bell  *•  motor 
brushes, due  to  humidity  caused  by  leaking  valve  pacling 
CROWDED.  J  D    Boston  Edison  Co    B3/O5/04      Region  I,  Office  of 
Director    lp    10503  042    24X  Ficho  50-253, 03/03/04, 830S19OO24 

8305330533  Forwards  LgR  83-018/O3L-0 

HARRINGTON.  W  D    Boston  Edison  CD    g.VOb/01      Region  1,  OffICc  of 
Director    lp    10937  060    24*  Fiche  50-393, 83/05/04, 8303230333 

— 030923O33B  LER  S3-O1S/03L-Q  on  SGOflOB, dui i ng  insp  standby  gas  treatment 
sys  B  heater  contact  t  wiring  Found  burnt,  i  ender  ing  sys 
inoperable  Caused  by  high  resistance  due  to  loose  wires 
at  contactor  terminal  Contactor  (•  wires  replaced 

GRAHAM, E  T    Boston  Edison  Co    83/03/04      Region  I,  Office  of 
Director    IP    10337  Oil    24X  rude  50-293. S3/03/04,  B30323O333 

B303I9OI76  Forwards  LER  83-021/03L-0 

HARRINOTONiW  D    Boston  Cdlson  Co    B1/O5/Q9      Region  [,  Office  of 
Director    lp    1B502  297    H4X  Fichu  SO-293,  83/05/07,  83051901  76 

— -B3051901B1  LED  83-021 /03L-Q  on  83041 1,  during  Surveillance  Teat  8713, 
primary  containment  Isolation  valve  MD-b033B  failed  to  meet 
10-9  closing  time  requirements  Caused  by  lubi leant 
infiltrating  solenoid  valve  components  Components  replaced 
BRIXEV.P    Boston  Ediaon  Co    83/05/09      Region  1,  Office  of 
Director    2pp    18503  25B    24X  Fiche  50-293, 81/O5/Q9, 8305170176 

S30S190326  Forwards  updated  LER  B3-008/01X-1 

HARRINQTON.W  D    Boston  Edison  Co    SCl/O-i/09      Region  li  Office  of 
Director    lp    1SSOO  318    24X  Fiche  50-293,83/03/09,8305190326 


— 83050300B.    Foruiai-da    publn.    vsr.ion    j  r    He 
Implementing    Procedure    L-P1I1    -.40-1,     'Fir 
Sy=    ••   Operational     Tests 
PLiriL    0         Commonweal  th    Ediioii    1,0         Bj 
Detailed    nffiljatitm    Gnen         lp          IH-f," 


;i  Li  Emergency  Plan 
i  gencij  Ci.innLnica 1 1  ons 


"4  '06 

t  104 


rhNTON  H  ft 


--B3050300V1    Public    'ersion    of    Rev    D    tu    E.n&igenty    Plan    Implementing 
Procedure    EPIP    44O-  1  ,      "Lmei  q  =  ncH    Co^niuri  i  L  3 1 1  ons    in{5    r, 
Operational     Tests     "     Procadure    Lhirig''    R.'quest    A-B3-3]     enc  1 
NVklRK.J   U         CommonwcflltH    rdlbon    Co         r>l   Q3/J5         3pp          1B33&    105 
24X    Fune    SO-295(  B3/O1/  T^,  n  =  )b03OO"^ 


B3050301O4    Raltases    public     /er5iun 
implomcnting    procedure 
FELTON.il   1         Division     of    Ruin    j 
Management    Branch          lp  1B309    :. 

B3050301O4 


uria         C3/O4  'J£  Doc 

-K    Ficha    5O-S95,  ct3/04/ 


— B303U30114  ForuiaiOs  publlt  vpr-ion  of  tie  11  to  Eiieiguncij  Plan 
Implementing  Procfdore  Ff'IP  T^O-1,  "rtri  i  ,a  t  lun  Qp  Gcnerati-ng 
Station  emergency  Plan  Station  Group  " 

PLIML.G         Cummonujea!  tti    t.Jl-3ii    Co         B?/M  'On         DfcHTCIH,  H   R         HfiC    -   Nc 
Detailed    Affiliation    Gwon         lp          10jC*    .'35         ^4? 
Ficne    50-295   B'l/04/22, 


1  jn    Irrp  lemen  t  i 
Station 


1B3O1?    356 


—  B3050301  P'   Public    version    of    Rev    II     ft-    i-iiierj  eru  y 
Proceduie   FPIP   320-1,      "Activation    r>t    i!   rsiatirig 
Emergtricy    Plan   Station    i.ruup    "    PrLC«di<t<-    Charige 
A-B3-OB    tnr  1 

NYklHK,  J   M         '.Dinmofiiuealth    tdisan    Ci         ir,,OJ/25 
24X   Fiche    ^0-595,  93V04/r2   B30bU^Ol''4 


B30506.067J   nclo.ises    publi 
implament inu    procedure 
FELTQN,   I   M         ni^ision    o 
Management    Brantt.         lp 


]8J3'    32o 


— B303190330   Updated    LER    Q2-OOB/01X-I     on    820331, HPC1     injection    value 
MQ-23Q1-S    falloif    to    open    in   required    manner    Caused    by 
missing    uiro    jumnar    intended    to    bypass   motor    operator    torque 
sultch    Jumper     installed    h    v& 1 vo    tested    sat i a f at  tor ilu 
VENDER,  J         Boston    Edison    Co         83/03/01?  Region    I,     Office    of 

Director          3pp          18300    319         24X    THho    30-2<?3, 83/05/O9,  B305190326 

B30S230509   Forwards    updated    LEU    B3-014/03X-1 

HARRINOTDN,  W  D        Boston   Edison  Co        B'J/OS/0?  Region    I,    Office   of 

Director          lp          1B337    334         2rtX    Fiche    3O-293, B3/03/09,  0303230509 

--83052305I3  Updated    LER   B3-O14/03X-1    on   B3O329,  dryuiel  1    airborne    leal 
detection    9ys    (C-191    participate    channel    found    reading 
dounseale   Caused    liy    loose    connector   pin  Pin    repaired 
WHITNEY, 0    0         Boston    Cdison    Co         B3/05/09  Region    1,     Office    of 

Director          lp          18337    323         24X    Fiche    30-293, B3/05/09,  B3O523OS09 


DOCKET    30-393    ZION   NUCUEAR    POWER    STATION.     UNIT     I 

F      Security,     medical,     emergency    !•    fire    protection   plans 

8303100123   Forwards    post-e <ere 1  SB    evaluation    fnr    810729   o <erc i se,  f inal 
rapt    of    reexercise    an    0)1007   &    final    exercise    rept    of   83011B 
eterclse    No    significant    deficiencies    cited 
KBIMM.n   W        federal    Emorgenci/   Managemant   Agency        B3/04/08 
JORDAN,  E   L         Division    of    Emergency    Piepaiedneas    '•    Engineering 
Response     (Post    B3Q103I          2pp          16375    048         24X    Fiehe    50-S9S, B3/O4/OB' 
B30310013S 

— B303I00126    "Zion   Nuclear   Oenerating    Station   Small-scale    Joint   Emergency 
Exercise, S30118, "    final    rept 

*  Federal    Emergency   Management    Agency        83/03/04        71pp 
1B373   050         34X   Fiche    30-293, B3/O4/OB, S305100I23 

— 8303100131    "Zion   Nuclear    Power    Station   Reexorc  IEC, WI/Kenosha   Countv 
(Bmall-Scale)    B11007,  "    final    rcpt 

*  Federal    Emergency    Management    Agency         BS/O4/30         32pp 
18378    121          21X   Fiche    30-295, B3/04/OB, B30310O122 

— B303100134  "Post-Eierclsa  Evaluat  ion,  E<ei  c  i  se  of  State  t<  Local 
Radiological  Emergency  Response  Plans  for  IL  &  VJI  (Near  Zion 
Nuclear  Poiuer  Station)  " 

»      Federal    Emergency    Management   Agency        81/07/39        44pp 
1B379    153         24X    Fiche    50-293, B3/04/OH,  S30S10013r 


-8305060-->79   Foruaids    public    ver.ion    01    Hei     S    to    t.nergency    Plan 
Implcrripnt  ing    Proiodure    FHIP    ""'30-='        Timtuii    Fmei  UBIK  \)    Mit    ! 
Emerg^nr  i>    CJporationv    Farili^ij    rMdiuIoiiiLa]    FqiFipJ^ent    " 
ProceJure    qhonge    ieo.uesl     en,  1 

PLIHL.G         Cuiriinonuiea  1 1  h    Mi=nr.    Co         til'DJ'O1?         DtNTON.H   R         ^ 
DetalU'd    Af )  1 1  lati  dri    f,  i  VEPI         3pp          LllJj/    31V         T4I 
Fiche    50-395.  03/04'=: 


93050606156   PuOlic     periled    HI    He       5    la    t-  .HIT  jnim    Plan     Implementing 
Procedure    EPIP    330-,"2,      "Frnirun   (  (nt  ri|i»ii'ij    Hit    '     tmoi  g*ncij 
Operations   Facility     Rad  i  u  1  1.9  i  c  jl    iq'Mpjiput     < 

*      Commonueal  th    Ed  i  son    Co         ba/OJ/ilB         5pp          IW;/    330         24  < 
Fiche    &0-S95,  03  '04/33.  S30506Uo^J 


S30S060410  Foulards  1C  Safejgdiil^  ln 
SO-304/BJ-Q/  on  B303  1  3  I,  notice  of 
violation  luithheia  Iref  lorFFI/3  Tl 
KEPPLER.J  G  Region  3,  Office 

Commonwealth    Edison    Co         3p[, 
B3/05/03,  B30UOA0410 


Htpti    SO   S*3,BJ-Qt 
iuldtun    (JjtUc    af 


t)3'nS'03        O'CQMNDH.J    J 
7"\  *    Firho    50-293, 


5O   J04/B3-0'    on 


B3O3f>   Noncomp  I  lane  e    noted    unawlhoi  I  ip 
protetled   (<   vital    ai-ea    t,    failure    tu    iti 
Details    uiithheld     Iref     IOC.Tn73     '11 
BELAMStHiJ   L    ,     MAuEDA.  T    J    •     CREELW   H 
Director          83/01/29  lc          ISJ'13   S^S 


ntry 
6df  ^a 


ilfglon    3.     Office    of 
e't*    Fich-3    30-295.  33/OE/03. 


B30311003-1  fionerlc  Lti  83-2,  U  ,1  1  1  l 
applicants  for  OL5  t  holders  of  CPa 
acte3s  to  contiol  procedures  foi  I  i 
Svc  list  one  1 

EISENHUT.D  tl  Division  of  Licensing  8!/"')/ll 
Ediion  (.0  of  Neui  York,  Inc  lApp  ISIflO  093 
Flihe  3O-QOO.  S3/09/U.  83011HJ034 


ii,.    or    cpaiatinj    react 
l,,i  1  1-  Uat  ion    of 
ni  .  (.npot    visits 


Consolidated 


B30324O24a   Advises    ttiat     requi  1  1  merits    nf    NKI-fi.   m  (/     [tern    1H    A   2     :. 
"Emergencij    Pr  eparedncs  i.  Upni  "il=    bm,  T  <)•  in-  pj   i'ldni=     !•'•   M^et 
App    E    tc    lOCf-fJSO,  "    satisfied 

VAROA.S   f.         Optratintj    Heariois    Hra^Lh     1         |J3/OS(16         I  ARHAR,  D    L 
Cominonupalth    Fdlaon   Co  5[>p          IB5V3     (01         r'4*    Fi<-hi>    SO-2"3.  B3/03/16, 

B303240240 
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indemnity     i  n  f  a  r  m  3  1 1  i 


8305230500   Forward!    Enflorse.menl     144    to    NELJA    Pa  1  icy    NF-436    Endorsement 
131     to   HAtLU   Policy    NF-22    for     Diesaen    Mm  t     1    »,    Endorsement 
63    to   NFLIA,   Policy    NF-SOI     (/    EnOgrsems-n  t     53    to    MAELU   Policy 
(1F-A4    for    Zion   Unit     1    H/o    end    Quao    C  i  1 1 1  •,    ond  Linemen  CE 
OSIER. J        Cnmmonuealth    Edison    Co         B3'OS/!3         SALTZrMN,  J         Assistant 
Director     for    3tate    t-    Licensee    Relations          5pu          JB537     174         24  X 
Ficne    50-000.  B3/03/13,  B30523O5C!) 


O      Advisoi  y    CBmrni  t  see 


Ttpoits    >•   correspondent! 


S30517021S   Forwards    response     to    830308   f     0317    requests     for    addl 
info    re   NUREO-Q737,  I  terns    !  !    r    1    4,     "Containment    Pressure 
Monitor."    I  T    F    I    3,     "Containment   Water   Level    Monitor"   d 
1  1    F    1    in     "Containment   Hydrogen  Monitor    " 

LEWTINE.T    0          Commonwealth    Edison    Co         83/03/13         0ENTDN,  H   R         Office 
of    Nuclear    Reactor    Regulation.     Director         Bpp          18466   332         24X 
Flche    SO-293,  83/05/13,  B30317021B 


B309S4QSO6   Forward*    fee     For    Amends    63 
respectively 

LGNTIrlErF    Q          Commonwealth    Edison    Co 
License  Fee   Management    Branch        2pp 
Ficne    30-395.  S3/O5/IS.  930524O504, 


to   Licenses    DPR-39   !.    DPR-4Bp 


B3/O9/1S 
10371    261 


MILLER,  W   O 
24X 


8305160246    Comment*    on    SEMRP    risk     jn,<ilysii    Rials     frc,m    seismic     event: 
should    be    analysed     separately     t'rom    internal     everts    u/resu]ts 
treated    independently    Only    ujipei      limits    need    be    estimated    to 
determine   if    rials    acceptable 

DrtVIS.P   K         rtfnliatton    Unknoun         DAVIS, P    R         ACRS    -   Advisory 
Committee    on    fteactor    Safeguaids          BJ,OA/l&         (WRENr.  D         ACRE    - 
Advisory    Committee    on    fieactai     Saf «i)usi  d  $          Ip          16472   OO1          24X 
FlchB    30-295.  B3/O1.'!i,  £3303140244, 


6305240473   Provides    addl     info    re    probabilistic    safety     s tudy, d i scussed 
during   83033:1    MFJC    site    visit   Formal    document    verification    of 
fan   operabillty    not    previously    required   Procedures    revised 
to    include    oper ability     of    fan    coolers 

LENT1NE.F    G         Commonwealth    Edison    Co         B3/O3/19         DENTQN.  H   R         Office 
of    Nuclear    Reactor    Reou  lat  ion,     Director          Ip          1054?   333         24X 
Fiche    30-295,  B3/05/11?,  B305240473 


Operating    license    -stage    documents    I. 


B303300001 


EPB~3=?   tt    DPR-'ia, 


Delete   nonrad  lolc-g  tea  1    water    qua  1  1  ty-i  e  Iflted    requirements 
VARGA.SA         Operating    Reactors    Branch     I          33/O3/1  I          FAHRAf),  D   L 
ConsflionwBaJth    Edison    Co         3pp  17751    P92         ?1X    Ficnc    50-2?3,  03/03/  1  I  , 

8303300001 

—8303300003   Amends    B2   ft    72    to    Licenses    TFR-39   ^    EFH-4B.  i-esp  ecti  ve  ly, 
deleting    rid  ill  ad  1  olog  i  eel    uifltei     ^ua  1  1  1  y-i  e  !  atenl    requ  i  ramenti 
VARGAS   A         Operating    Reaetnis    Brancfi     1          33/03/11          61pp 
17751    2VS         24X    Fichc    5D-?^b:  83/"O3/  1  1  ,  B303300C01 


—5303300001   Notice    of     iiuanc*    1.    a  vi  L  lab  i  1  1  tij     of    Anienda    32   t<    72    to 
Llcsniej   CPR-3?   «•    DPn-4B,  re  spoct  i  vel  4 

VAROA.E    A         Operating    tfe-actors    fli  ancJi     1         33/03/11          2pp 
17731   356         31\    Flcrte    ZQ-3^5.  B3/03/  I  I  ,  B3O330000  1 

B30437Q05J   Agrees    ui/B30GU     1  tr    d  tmgne  ti  nt  ing     that    lech    bpecs    indicate 
conditions    undor   which     protection     iys    channels    may    be 
bi|pas«erl    during    caoldc-un    (ip^itu    clctej 

VAROA.S   f,         Operating    neactora    Branch    1          S3/O4/12         FARRAR.  D    L 
Commonwealth    Fdlson    Co          Eo  p-          18234     ISO         24*    Ficre    SO-  293.  B3/Ofl/12, 
B304270053 

33t>51BOii'Jl    Forwards    revised    ordei     «iod  i  f  if  my     cump  1  B-tmn    dates    for 
NUBEG-0737.  Items    II     0    3,     "Plant    Shielding-"     II    3   3.     "Post 
Accident   Sampling"    i,     1  I    F     1     2,      "Ace  iilpnt    iMoni  tor  ing 
I  r.s  trumetitabi  an    " 

VAROA,  9   A        Operatino    fleartors    branch     !          33/O1/3ti         FARRAR.  D    L 
CflMoniuealth   Edison   Co         2p  p         1B3O5    10!         SIX    Fiche    50-295.  03/0'5/aB, 


0303230077   Forwards    Rev    H    to    "Environ    Qualification    of    Electrical 
Equipment    Important    to    Safety   Covered    by    IOCFR30   49    for 
Zion  Units    1    &    2    " 

LEMTINE.F   G         Commonwealth    Edison    Co         HS/OS/I?         DENTON,  H   R         Officf 
of    Nuclear    Reactor    Regulation,     Director         4pp          1B369   O4S         24X 
FiChB    50-295,83/05/19,6305250077 

— 93032500B4    Rev    2    to    "Environ    Qualification    of    Electrical    Equipment 
Important     to    Safety    Covered    by    10CFR50    41?    for    Zion    Units 
1    !.   3    " 

•      Sargent    !,    Lundy,      Inc         83/O3/20         776pp          1B589    016         24X 
Flche    50-395.  83/05/19.  B305S50077 

3303310086   Notification    of    B30614   meeting    u/util     in    uetnesda<MD    to 
diicus*    utll     DCRDR    pragrarn   plan 
Glt&EfiT.R   A         Operating    Reactors    Branch    3         B3/O5/2A         CRUTCHF IELD,  D 

Operating    Reactors    Branch    3         2pp          1869B   O63         24X 
Fiche    3O-000,  83/05/3,6,  B3053100Si 


Inipection   reports,     IE    Bulletins   &  correspondence 


E3 12040385    IE     Info    Notice    B3-14,     "Deuatered    Spent    ton    Exchange    Resin 
Suaeeptibi lltg    to    Eiothermic    Chemical    Reaction    "    Svc    list 
enel 

TAVLOR.J  H        Dlvi*ion    of   Safeguards  !.    Tnipectlon  Programs    (Post 
930103}        B3/03/21  Consolidated   Edison   Co      of   NBUI  Yor*.     Inc 

112pp         1S3OB    319         24X    Ftche    30-OOO.  03/O3/S1.  8212OA03B9 

8303010021    IE    Info    Notice    83-21,     "Defective   Emergency   Use   Respirator    " 
Svc    Hit   end 

JORDAN,  E  L         Division    of  Emergency   Preparedness   f/  Engineering 
Response    {Poet    B3O103)         83/O1/15  Consolidated   Ed  i  ion   Co      of    Htui 

York,     Inc          ISAop          1B435    153         24X   Fiche    50-OOO,  B3/01/1S,  0303040021 


-8303180/02   Revised     order    modifying    t.o.n&  Let  I  on    dates    for    NUREG-0737 
Items    II    Q   ?.     "Plant    Shielding."    I]    i!    3.     "Pos t-Accloent 
Sampling"    *i     II   F    1    2.     "rtci  ident    Mom  toi  J  ng     Instrumentation.  " 
per    Generic    l.tr*    92-03  G  B2-IQ 
£I3EN)lur,  D   C        Di\>ston    or    Lice 
Edison   Co         ?pp          1B3O3    183         2 


ny          dJ/04/?H  Commonweal th 

I- I  till     30-^95,  S3/04/2B,  BSQDlBQfi1?! 


Gener  1C   Lti     £33-19    tc    .ill     ^ 
re   new  procedure!    for   providing-    pun 
Issuance   of   Bmends    to  QLs    Eve     list 
ISENHUT,  D   C.         Oivition    of    Licensing 
Edison   Co      of    New   Vopt,      Inc          SOfip 
Ficha    30-000.  B3/OS/02.  8305020495 


r     leactoi     i     testing    licensees 
ni-tice    concerning 


SJ/O3/O 
IBtffll  1^ 


Consolidated 
241C 


303040317   Responds    to    NRC    request    to\     addl     Info    ro    7M!     action    plan 
Items   Mdtl    supports    utll    position    thai    nanaaffl  tij-i  f  1  ated 
equlpmant   falls    outeiife    suopr    cf   f-ranklt],    Research    Ctr 
review  Juit  if  i  c  at  lor    not   Tiffcesi^iij 

LENriNEiF   ff        CoromoniiTBaltn    Edison   Co         tn/O3/0?         UCNTON.  H   R          Office 
at    Nuclear    Reactor    Regulation.     Dlrectur          3pp          IB3S3    2B9         Z4X 
FlchB    50-373.83/05/03,830501031^ 

3031  10144   Ac*    receipt    of   B3031Q     Itf.piuvirting    Basis    for    not    paying 
adttl    fee   for  BO1107  application    re    ajturance    of    iedundancy 
In   DKft  capiibilltv  Fees    include    cost    oF    prof    staff   hours 
vxpendad  f,  assoTiated    contraitual    ^vf    Addl    fee    due 

MtLLER,N   D        License    Fee    Haiidgemeni.    Qi  unrh          83/09/03         LENTINE.  F   fl 
Commonwealth   Edison    Co         ?pj          1S4B1     347         ?4K   Fiche    30-2=?5,  83/OD/03, 
B3051  10144 


8303100262   F-DruiapdS     IE    Insp    flepts    50-295/83-O2   fr    50-304/83-O2    on 
B3011Q-O3D4    &    notice    of    violation 

SHAFER,W   D         Region   3,     Office    of    Director         S3/04/20         REED,  C 
Commonuiealth    Edi»on   Co          2pp          1B372   042         24  X    Fiche    50-295.  S3/O4/2Or 
B305100Z62 

— B303100366    Notice    nf    violation    from    insp    on    030118-0304 

SHflPER.W    D         Region    3.     Office    of    Director         83/04/20         Ip 
18373   244          24K    Fiche     30-293,  S3/Q4/2O,  B303100262 

— B308100371     IE    Jnsp    fiepts    30-295/83-03   t    50-304/93-02    on    B301 18-0304 
Noncompl i ance    noted    failure    to   notify   NRC    of    unplanned 
re-lease   uhlle    purging    &   drawing    routine    sample 

WATERS,  J   R    ,     KftRTMANN.  P   L    ,     PUNAMAV,  F   R         fiagion    3r     Office    of 
Director          B3/O4/2D          13pp          10372245         24X    Fiehe    30-29S.  83/04/2O, 
B3031002i2 

B303040023    IE    Info    Notice    H3-32,     "HUR   Safety/Relief    Valve    Failures     " 
Svc    list    end 

JQRDAN.E  L         Olvlsion,    of    Emergency   Preparedness   i   Engineering 
fleiponsi     (Pose    S3OlG3i          B3/O4/22  Consolidated    Edison    Co       of    Neur 

Vorfc.     Inc          112pp  18303   OB7         24X    Fiche    50-OOO. B3/04/22,  B303040O23 

BJ03040023    IE    Info   Notice   B3-23,     "Inoperable   Containment    Atmosphere 
Benslnj  Eij*    "    Svc     list    end 

JQRPAN.E  L         division    of    Emergency   Preparedness   &  Engineering 
Response     (Pott    Q3O103)          B3/O4/23  Consolidated    Ediion    CO       of    Neu 

Yorl.     Inc         H9pp         183B1    391         21X   Fiche    30-000,83/04/25,8303040025 


305090691?  Generic:  Lti-   63-20    la    all    opetjlfng    reactoi     Hce-n9ees    tt 
holders  of   Cl=s    re    integrated    SL  he-ilul  in$    loi     >  mp  1  ementat  i  on 
of    plant  mods   Svc    list    end 

EISENHUT.uG        Division    of   Llt&n5in.o        83,03/09  Consolidated 

Edison   Co      of   New   Yol  R.      Inc          16pp          IS6,V    133         JMX 
Ftch*    SO-000,  B3/05/07,  830507063^ 


8JOS170337  Forwards    IE    Imp   Repts    50-295/83-07   tt  50-304/83-06   on 
83031 1,  14-17.22-23    t   O4O7   b    notices    of    Violation    t. 
deviation 

PAPERIELLD.C    J        Region   3i    Office    of   Director        83/O4/37        REED,  C, 
Commonwealth    Edlsnn    Co         2pp         1B465  274        SIX  Fiche    50-a<?3.  83/04/27. 
B303I 70337 
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— 83O3170344    Notice    of    violation    From    map     on   83031 1.  14- 1"7' 22-23    ',    0407 
PAPERIELLD, C    J         Region    3,     Office    of    Director         83/04/27         2pp 
18463   276         24X    Fiche    30-295,33/04/27,8305170337 


830304004^    it.     1' 


— 030317034B    Notice    of    deviation    fron 
»      Region    3,    Office    of    Director 
Fich*    50-393,33/04/27,0305170337 


in,p    on   8303H,  14-17.33-23   '-    0107 
83/04/27          Ip          18465    278         24  X 


— 33091703S3    IE    Inap    Repts    50-295/B3-07    t,    50-304/83-06    on    630311.14-17, 
22-23   &   O407    Noncomp 1 1 ance    noted    contamination    surveys    of 
transfer    canal    workers    oihibiting    n-isal    contami  nation   not 
documented    Fuel    pool     samples    not    analijied 

LOVENDALE.P    C    .     MILLER, D   E    ,     GRECER.L   R         Region    3,     Office    of 
Director          B3/O4/2S          llpp          184i5    279         24X   Fichc    30-295,83/04/27. 
8303170337 

8303040026    IE    Info    Notice    83-34,     "Loose    Parts     in    Secondary    Side    of 
Steam   Generators    at   PWRs    "   Svc    list    encl 

JORDAN,  E   L        Division    of   Emergency    Preparedness    tr  Engineering 
Response     (Post    8301O3)          83/04/28  Consolidated    Edison    Co      of   Neu 

York,      Inc          113pp          10382    047         34X    Fiche    90-000,83/04/25,8303040026 


puter   Program    " 


JORDAN.  '     L          Ijivisiur    at   Emei  gcncy    hi  e  p  ai  =J  n«  =  s    t    Engineering 
Response    N=C,,C    S301031         33'o;/i°  i   o-nsa  )  idated    Edison    CD       of    New 


IMpp 


50-000,  63/05/  1  9,  83O3040040 


830531QQ9'>   Fc-riudi  <Js    response?    tn    „  i  u  I  at  L  iin    i    deviation    not«d    in     IE    Insp 
Repts    5"   ?9->'33-07   '     30-304  iS'i-Qt,    -in    tl?O  Jl  1  -Oil  7    Ccrrective 
actions    perionnsl    iu)iole    bod<)    cdurit    initiated     to    document 
i  nterna  1    ..o'ltami  nat  i  on 

FARRABi  D   L         Commonwealth    rd  1=011    i  »         hT-nSTS         hEPPLER.  J   Q         Region 
3,     Office    of    Director         4pp          lOfaSFi   071         dix   Fithe    30-295.  S3  '05/23. 
33033100"? 


83O304O04a    1C    Into   Uotice    SJ-33       '  Noiiref,  i  e  sum  9  1  1  ,e   Sampling    of 
Cuntatfiimteb    Oil     '     Svt     list    unc  1 
JORDAN   E    L         Division    ot    Emeigentij    Pr,>paTpd  neia    *j   engineering 


'Host    B30103)         BS'O^'JA 
Vorb      [nc          114op         1B647   OO/ 


Conao-1  Idated    Edison   Co       of    Neu 
5f)   000.  S3/03/2&,  830304O046 


ipondencu 


6303040037    IE    Info    Notice    83-29,     "Standby    Gas    Treatment    Biji    Heater    High 
Tamp    Trip    Setpolnt   Adjustment    "   Svc    list    encl 
JORDAN, E  L        Division    of   Emergency    Preparedness    b  Engineering 
ReiponiB     (Post    830103)          83/04/2B  Consol idflted    Edison    Co      oF   N«u 

Yorfc.      Inc          UBpp          10302    165         24X    Flche    SO-OCIO,  B3/04/2B,  8303040027 

SJ030K0232  EN-B3-OSB    on   830503,  notice    of    violation   J.   proposed 
Imposition    of    civil    penalty    In   amount    of    *IO, 000    to   be 
Issued    Action    based    on    failure    to    control    atceat    Into 
protected    J<   vital    areas   E<    unauthorized    entry 

R05AND.R        Director's    Office,    Office    of    Inspection  and    Enforcement 
B3/04/2B          Ip          18377    S77         24X    FichC    SQ-293, B3/04/S8,  S3050202S2 

S30304002B    IE    Info  Notice    83-26,     "Failure    of   Saf aty/Rel ief   Valve 
Discharge    Line    Vacuum   Breakers    "    Svc    list    encl 
JORDAN,  E  L.        Division    of   Emergencu   Prepai  ednesa   V   Engineering 
Ruponie     (Post    8301O3)          S3/O3/03  Consolidated    Ediaon    Co       of    Me" 

Yorki      Inc          123pp          10441     170         SIX    Tiche    50-000, 83/03/03,  830304002B 

8305040110  Forward 3    IE  Bafeguarils    Insp    Repts    50-295/83-06  5. 
SO-304/B3-07    on    B30313    t    notice    of    violation   Notice    of 
violation    yithneld    (ref    10CF073  211 
KEPPLER, J    0         Region    3,     Office    of    Director         83/05/03         O'CONNOR, J   J 

Cammonuiealth    Edison    Co         3pp          1B343    239         24X   Fiche    30-293. 
03/09/03, 8303060410 

— 830306041B    IE   Safeguards    Insp    Rapts    90-293/83-06   t,    30-304/03-07    on 
83031S  Noncomp 1  lance    noted    unautnoriied    entry    Into 
protected    i   vital    area   !<    failure    to    lept    safeguards    avent 
Details    withheld     (ref    IOCFR73    3J > 

BELANSER,  J   L    .     HADEDA.  T    J    ,     CREED,  J   R         Reg  Ian    3,     Office    of 
Director         83/01/29          Ip          18343   242         24X    Fichfi    90-293,83/09/03, 
830B060410 

B303040030    IE    Info   Notice   B3-37.     "Operational    Response    ta   Events 
Concerning    Deliberate   Acts    Directed   Against  Plant 
Equipment    "    Svc    list    encl 

JORDAN. E  L        Division    of   Emergency   Preparedness   If  Engineering 
Response     (Post    830103!          B3/OS/01  Consolidated    Edison    Co       of    Neu 

York.     Inc          112pp          1B3B2   2B2         24X    Fichu    SO-000, B3/03/04.  83O304O030 


8305120013   roiuards    inontnly    operating    r*p(-s     foi     Apr  1933 

OfiAESEEn.K    L         Commonwealth    f-ilison    Co          G3'OS/09  Director' 

Office.     Uffice    of    Inspection    and    Enforcement         Ip  18423   OSS 
FlChe    90-^95,  B3/05/O9,  B30315001  3 


— B30312O01ii    Monthly    operating    ToptS    foi     ftpi     19Q3 

AUSTIN,  G         Commonwealth    Edisur.    do         E3'05yOt?         llpp 
24X    Fi^he    50-293   B3/05/09,  ^JOSISOOIS 


S      R«por table    occurremes,     LERj 


830306044^   Forwards    updated    LER    11  j 
QRrtCSSEfi.f,    L         CDHnHanwe.ll  til    tJison 
Region   3,     Office    of    Director         Ip 
Fiche    30-;"?3,  83'04/OB:  030S060443 


^i^'ii     1    canceling    original     rapt 
a          3^/04  '08        KEPPLER,  J    G 
1U34]    131         SIX 


--3305060-I-14    Upgattd    LER   83-001,  o?x-  I ,  L  stic  i- 1  ing    ui  i  g  i  na  1    rept 

SCHLJLTZ,  L         Commonwealth    EDUon    Co         U3/04/OB  Region   3.     UfflCE 

of    Director         Ip          18343    132         3«X   Fiche    5O-39&,  B3/O4/OB, 


B30SQ60520   foruards    LCR    8J-01 1/0.1L-0 

GHAESSEn.l'    L         Commonwealth    fcdiaon   Co         S3/0-J/29         KEPPLER, J   C 
Region   3,     Office    of    Director         Ip         1S151    OBB         24X 
Fiche    50-293, 83/04/29,  B3050a052B 


am    genarotor    blouidoun    monitor 
f    high    voltage    power 
leplaccd    &   monitor 


--93O5060344  LER  83-01  1  /03L-0  on  ggjnOl, 
1RE-0019  failed  low  C-usnd  By  failur 
supply  due  to  normal  uiear  Poiuer  iupp 
returned  to  we 

JAKUflAITlS.T   C         Commonwealth    fcdiaun    Co         83/04/39  nejloti   3. 

Office    of    Director         Ip         18351    089         P4K    F  icne    50-295,83/04/29, 
830  3  060  52  Q 


B3O5O60567   Forwards   LED    D3-010/031   -0 

QRAESSEK.K    L         Commonwealth    Frilion   Lo         BJ'QIJS't        MEPPLER.  J   G 
Region   3,     Ciffice    of    Director         Ip          I3J4?   OSS         2-1  < 
Fiche    50-29S.  B3/04/21?.  0303060567 


8303040031     IE    Info    Notice    03-28,     "Criteria    for   Protective    Action 
Recommendations    for   Oeneral    Emergencies    "   Svc    list    encl 
JORDAN, E  L        Division    of   emergency    Preparedness   &  Engineering 
Response     (Post    8301O3)          83/05/04  Consolidated    Edison    Co      of   Mem 

York,      Inc          119pp          16441    001          24*   Fiche    3O-000,  B3/03/-04i  8303040031 

8303010033    IE    Info   Notice   83-2?,     "Fuel    Binding   Cau»ed    by    Fuel    Rack 
Deformation    "    Svc    list    end 

JORDAN,  £  L        Division    of   Emergency   Propai  edness   >,  Engineering 
Response    (Post   83O103)         83/05/06  Consolidated    Ed  i  ton    Co      of  Neui 

York,     Inc          USpp          18923    24B         24X    F»che    30-000,83/05/06,0303040033 

8303040034    IE    Info  Notice   03-30,     "Misapplication    of   Generic    Emergency 
Operating    Procedures    (EOP1    Guidelines    "   Svc    Ust    end 
JORDAN, £  U        Division    of   Emergency   Prepai edness   i  Engineering 
Response    (Poat   830103)         B3/05/11  Consolidated    Edison  Co      of   Neui 

York,     Inc          IHpp          18354    003         24X    Flche    30-000,83/05/11,8303040034 

0309200331    Foruiards    results    of    Invest igfltion    on    Hr-B2   source    fc 
ilgnlf itance    In    containments, per    030£16   committal 
Investigation    result    of    IE    Inap   Repts    90-299/82-30  <• 
30-304/82-27 

LENTINE-F   0         Commonuualth    Edison    Co         83/05/17         KEPPLER.  «J   0 
Region   3,    Office   of    Director        flpp         18916   S47        24X 
FUne    90-293,B3/09/17,S30920035I 


--8305060372    LCfi    83-010/03L-0    nn   830113:  !n    feeUuater    flou    transmitter 
IFT-SiO    found    out-of-tolerance    3   31i    1  Om    '.    3    BX.   high    on 
03032V  Caused    by    transml  ttsi     feriiti     disk    &   coil    loose    from 
mountings    Transmitters    repaired   4   rera]ibr 

CANTWELL,!1    F         C0mm.onu.Ea !  th    COlson   Ct         G3/O4/39  Region    3, 

Office    of    Director         Ip          IQSfl1!   056         241    Flche    50-295, 83/04/29, 
3305060367 


8303340311    LCR    93-OIE,  031-0   on   FJ3Q4 13,  Class     1     pipe    tunnel    iodine 
monitor     1RTPR07G    failed     lou   Caused    by    puitonnel    performing 
catlbr    of  QRT-PR07B   on  030412   Incorrectly    adjusting   high 
voltage    setting    W/S3O3I3    Itr 

WILLIrtKG.V   S    ,     GRAGSSEft.K   L         Commonma  1  tl,    Edison    Co         B3/05/13 
KEPPLER,  J   0         nBgioii    3.     Office    Of    Director         2pp         1B34B    183         24X 
Flcfte    SO-?95,  63/05/13,  830S24Q31 1 


DGCHET    SO-29&   BROWNS   FERRY   NUCLEAR   POUC.lt    STATION,     UNIT    3 
F      BHcurltij!     medical,    emergency   '*   firt   p  i  ntec  tri  on   plant 

B305O90191    Discusses    IE   Security    Insp    Repts    50-355/S2-17, 50- 260/B2-17 
50-296/83-47    on    BEI220   I     foiiuards    notice    of    violation   K- 
profoied    imposition   of    civil    penalty   f-rmli,   withheld    (ref 
10CFM2    /90> 

Q'REILLV.J   f         Reoion    2.     Office    ot    Director         B3'01/13        PARR  I  S,  H   G 
Tenneiiee   Vdlley    Authority         3pp         1BJA3    117         24X 
Fiche    50-299.83/01/13.830509019! 
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a3O5Q4O62fj    Releases    public     .-erBio-n    of 
imp  1  e,ner  tin  a    procedures 
FELTQN-    '   M         Ui     i«icn    of    fiuLe?     ana 
Management    Branch          !p          1832?    OCi 
8303040620 


istd    fmergencn    plan 


e.i>Td5          Q3/0-t/3t  Document 

24J    Fiche    3O-259,  B3/04/26, 


6303130003    Advises     that     P  lant-un i^ue    analysis    foi     mods    per    Marfc     1 
containment     program    uill    be    submitted     in    Dec     1903;  in 
response     to    NUC    630-12?    request 

MILLS,  L   M         Tennessoe    Valley    Authority         B3/03/10         DENTON,  H   R 
Office    of    Nuclear    Reactor    Regulation,     Director          Ip          18437    OOS 
FlEhe    SO-as1?.  33/05/10,8305130003 


~  -B303oaot-J3  Foiuiards  public  version  af 
imo  1  9^en  t  1  ng  pr  0-ea  ures.  including  Pi 
notification  of  unusudl  e^ent  IP-3  i 
area  emt  T  gene  y 

HAULER.  D    3          Tennessee    "a  I  lay    Authority 
Office    of    Nuclear    Reactor    Regulation,     Di 
241    Fiche    bO-25S>.  83  'Od/24i,  BJO3Q4OO2a 


isea     emergency    plan 

dure     IP-2    re 

lert    >     IP— 1    re    site 


B3'Q3'21 
rector          Ip 


DENTON.  H   R 
1  832=?    007 


6303230136  Forwards  request  for  addl 
"Qualification  of  ADS  Accumulators 
49  daijs 

VAS5ALLO.B    B          Operating    Reactors    Branch    3         83/05/11 
Tennessee    Valley    Authority         3pp          1B396    204         34X 
Fiche    50-259,  B3/QS/ 11 .  8303250136 


fo    re    NUREQ-0737, Item    II    K   3   38, 
Info    requested    within 


PARR  IB,  H   0 


--B3O504Qt>S5  Public  ver-sion  of  revised 
proc  eJure  ,  i  nc  lud  i  ng  Procedure  1P-S 
Linus  Uil  eve  tit.  IP~3  re  alert  t-  IP—  5  re  si 
i  Tennessee  Valley  Authority  B3/03/O3 
Ficfle  50-259,  B3/Q4/26.  B3O5O4G62S 


eigencij    plan     iifip  1  emeriti  ng 
notification    L)  f 


S1pp 


16329    008         24X 


6305260187    Forwards    safety    evaluation    re    BWH    Owners    Group    response    to 
NUF1EG-O737,  I  tern     II    K    3    15,     "Depressur lation    U/Qther    Than 
Automatic    D&prossur i rat  ion    Stj3    "    Action    complste 

VASBAULO,  D    0         Operating    Reactors    Branch    9         B3/O3/1S         PARR  IS- H   0 
Tennessee    Vallenj     Authority         2pp          1B64B   099         24X 
Fiche    50-259,83/03/18,8303260187 


B30510Q234    Requests     that    Figures    B    5-4H    t    B    3-  1  3D    be    removed     fro 
updated    F  2AF)    *c    destroyed    !•    ruplacad    u/cncl    pajes     since 
figures    (>ntajn    i^ita    cla^^LFii?d    as     ^afeguqrtfs     info    per 


MILLSrL    rt         Tennessee    Valley    Authority          B3/O5/04         DEW  TON,  H    R 
Office    i,»    rJuflsjr    Reactor    Hegjlation.     Dnector          3pp          18373    26 
2-JX    Ficm.     30    259,  B3/Q5/O4'  33O31O0234 


63052'50473   ForuiardE    info    re    status    of    environ    qualification    of 
equipment    per     1CCFR3C"    49(g)    Qualification    status     table, 
schedule    for    qualifying    deficient    equipment   &  addl 
justification    For    continued    operation    enc  1 

KAMMEIii-D    S          Tennessee    Valley    Authority         83/03/20         DENTON,  H   H 
Office    of    Nuclear    Reactor   Regulation,     Director         <?4pp          1B3B5    110 
24X   Fiche     50-259,  B3/05/20,  S30523O473 


8305110031    G&neiiL     Ltr    93-S  1     to    all     lic 
applica'.U     for    OLa    t,    holders    of    CPs    r 

Svc     I  i  it    enc  f 

ElSEfJHLJT.D    e         Division    of    Licensing 
Edison    Co       of    Nem    Vark,      Jnc  lipp 

fiche    30-udO,  03/05'  11,  B3031  1O031 


83/03/n 
1B54O   O9S 


ification    of 

Cansol  Ida  ted 


21X 


B30526O1T/     Iriturms    of    HfiC    dot  erminat  ion     that    onaite    t    offsite 
Binergfln(-ij    preparedness     adequate    ^    emeigericy    pldnt.    upgraded 
per    NUREG-0737,  Iten.    Ill    A   2    1 

VASSAU.O,  D   II         Operating    Reactors    Qrarch    2         S3'05/1B         PARHIS-H   Q 
tetiness&e    Ualley    Authority          3pp          10A4B     107         24X 
Fiche    30   159.  Q3/O5/  1H,  B3O526-0  1  '7 


Insurant-e-    ?,     indemnity     information 


B30516000"'    Foriuaida    Endorsen-ent  5    65    ',    5=1     to    NEL 1  fl   folicy    NF-1"?3    S.   flAELU 
Polity    rir-66,respectiv(!lij 

DUCK.J   R         Marsh    t.    ptcUeiman,      Inc          a3/O5/03         SALTZtlAN,  J        Asaistant 
Directo'     For    State    i.    Licensee    Relations          3pp          JB456   031?         24X 
Flehe    3L-559,  03/OS/O3,  B3O51AOOO-3 


Operating    license    stage    Jocumsnts    I 


S3O304O51f    Application     for    amend     to    Licensts    DPR-33,  TPR-32   !,   DPR-6B 
revl-iinj    Btat-ed     isolation     logic     for    Ci  oup    7    Isolation    valves 
to   reflect   actual     logic 

MILLS,  L   M         Tennessee    Valley    Authority          63/O4/39         DENTON,  H   R 
Office    Oi    Mu  clear    Reactor    Regulation.     Dire<.tor         3pp          18333   O3B 
2*X    Flctve    30-359.  Q3,  O4/2B.  B3O504031  1 

—  E30504O517   Proposed     cnanjes     to    Toch    Spe-cs    revising     stated    Isolation 
logic     For    Oi  oup    7    isolation    valves     to    reflect    a<-tua]     logic 
*      TennessoB    Valleij    Au-fihontij          33/04/23         3pp          1S33S   04O         34X 
Fiche    50-337.  83/O4/2B,  B3O5O40311 

8305020155    Generic    Ltr    S3-  19    to    all     puuei     leattar    t    testing    licensees 
re    r>e!ii   procedures     for    providing    poll  1  1  c     notice    conisrning 
issuance    Jf   amends    to   OLs    Bvc    list    sue] 

EISENHUTiB   Q         Division    of    Licensing          B3/OS/O2  Canf  ol  Ida  ted 

Edison    Co       of    Netu    Vorlc.      Inc          30pp          1B44I     12O         24X: 
Flcft&    50    COOtB3/O5/02.  B3O5O2O-J&3 


fl3O509O£>57    Generic    Ltr    B3-2O    to    all    operating    reactor     tieensee-j    t* 
holders    of    CPs    re    integrated    scfi  ectu  I  i  rig    for    implementation 
of    plant    inods    Svc     list    enc  1 

EISEWMUT.E    Q         Division    of    Licensing          33/05/09  Consolidated 

Ediaon    Co       of    (New    York,     Inc          I6pp          13637     153         24/ 
Ftche    30   COO,  93/OS/O9.  8303O9O&39 

63051B0645   Advises     that    action    required    6u    Amends    Bit.  83   *    37    to 

Licenses    KFR-33.  D^R-52    (<   DPB-6B.  respec  ti  VB  I  (j  (-   Generic 

Lfcr    S3-O7   complete,  based    or    uti.1     negotiating  u/DDE   re 
disposal    of    high    Itvel    waste 

VASSALLQ,  D   II         Operating    Hcattors    Branch    3  83/05/09         PARHIS^H    G 

Tonnasse'B   Valley   Authority        2p  p         IBSOir  018  24X 
Fiche    30-259,  a3/03/O9,  S30S1BOB45 


B30327C031    Notifies    that    util   will    submit    schedule    for    performing    modi 
to   Hark    I    contaminant    dryue  1  1  /uietuiel  !    vacuum   breakers    once 
calculations     complete    &   mods     Identified,  in    response    to 
Generic    Ltr    83-09 

MILLS,  L   M          Tennessee    Valley    Authority         G3/O5/S3         DENTON,  H   R 
Office    of    Nuclear    Reactor   Regulation.    Director         Ip         I8&3B  313        S4X 
Fiche    30-259-  B3/OS/23.  B3Q5270021 

S309370030  Forwards    response    to   B30316   request    to    document    compliance 
id/acceptance    criteria    *,    schedule    for   NUREG-O737,  1  tarn 
II    K   3    13.      "Separate    HPCI    &   RCIC     Initiation    Levels    " 
Criteria  mill    fae    met 

KILLS,  L    M          Tennessee    Valley    Authority         83/05/34         DEN  TON,  H   R 
Office    of   Nuclear    Reactor   Regulation.    Director        3pp         18638   3O& 
24X    Fictie    30-259,  S3/05/24,  B303270030 


Inspection    reports,     IE    Bulletins   t   correspondence 


83030701<?1    Discusses     IE    Security    Insp    Hopts    50-337/82-47,  3O-H60/B2-47   4 
30-296/B3-17    on    B3122O    &    Foruiards    notice    of    violation    f 
proposed     imposition    of    civil    penalty    Enc  la    withheld     (ref 
10CFR2   79OJ 

0'REILl.V.J    F          Region    3.     Office    of    Director         B3/01/13         PARHI9,H   G 
Tennesseo    Valley    Authority         3pp          18363    119         24X 
Flthe    30-239,  S3/01/13.  S3O3090191 

330327-0171   Advises    that    Full    compliance    in    response    to   violation   notad 
in    IE    Insp    Repta     30-256/32-33,30-260/82-33   (•    30-S94/B2-33 
uill    be    delaijed     until     930301 

hirLLE.L   M         Tennssaae    Valley    Authority         B3/O1/2S         O'REILLYiJ   P 
(legion   2,     Office    of    Director          Ip          15638    071         24X 
Ficha    30-259.B3/01/2B,  3305270171 

S30327O17/   Faruards    33O111    response    to    notice    of    violation    &    proposed 
imposition     of    clvi!     penalty    erroneously    submitted    to    JP 
d'Reil  ly   W/o    encl 

MILLS,  L   M         Tennessee    Valley    Authority         B3/02/1O         DEVDUNQ,  R    C 
Director's    Office,     Office   of    Inspection   and    Enforcemant         Ip 
1B637   3&2         24X    Fiche    30-239,83/02/10.8303270177 

B213OiO3B&   !E    Info    Notice    83-14.     "Deuatered    Spent    Ion   Eichange   Resin 
Susceptldl  1  1  ty     to    Eiothermlc    Chemical    Reaction    "    Svc     list 
enc  1 

TAYLOR,  J   M          Division    of    Safeguards    >t    Inspection    Programs     (Post 
830103)         B3/Q3/21  Consolidated    Edison    Co      of    Neti    York,     Inc 

112pp         1B30B   319          24X    Tiche    30-000,  83/03/21.  B21306O3B5 

830527O514    Forwards    IE    Insp   Hepta    30-239/83-06.  50-2iO/83-06  i 
30-276/63-06    on    B3O214-]1?   No    noncomp  1  iance    noted 

VERRELLI.u   M          Division    flf    Project    t.   Resident    Proorams         83/O3/30 
PARRIS.H   G          renneaseo    Valley    Authority         2pp          10646    182         24X 
Fich*    30-239.  83/O3/3O,  B30S27O314 

—  8305270926    IE     Insp    ftapts    50-259/83-O6,  SO-260/83-06    t.    SO-296/83-06    on 
330211-19   Nu    noncomp]  iance    noted    Kajor    areas     Inspected 
ultnessing    jrlmary    containment    integrated    leak    rate    test   1< 
revieuJ   of    procedure,  preparation,  performance  &   results 
WHITCNEH.H    L    .     JAPE,  F         Region    2,     Office    of    Director         83/03/2B 
8pp         10646    1H4          24X    Fiche    50-239.63/03/30,8303270314 
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B30327020?    Concurs    u/util    B304Q1     request    mr    extension    of    conwnitn 
dates    for    responding     to    violations    notfcd     in    IE     insp    Repts 
90-259/03-16,50-360/82-16   (•    :o-3?6/B2-li>    until    83O901 
LEWIS, R    C         Division    of    Project    '•    Resident    Programs         63/01/07 
PARRISiH   G         Tennessee    galley    Authority 
Fiche    50-259, 83/04/07,  B3Q527O2O2 


8.1O304002J    IF    Info    Notice 
S.-C     list    encl 
JORDAN,  t    I          Di",  ision    of 


it    Progr 

Ip          186-37    170 


24* 


— B30527O2Q6   AOvises     that    neui    Full    compliance    ijate    of    S309O1    required 
to    complete    review    of    procedures, prepare t i an    of    revs    & 

Repts    90-239/93-16,30-260/82-16    '.    90-296,  82-li 

MILLS,  L    M         Tennessee    V.illey    Authority         S3/O4/01         O'REILUV,JP 

Region    2,     Office    of    Director          Ip          lBt,3~'    171          24X 

Flcha    50-2!>9,S3/04/O7,  B3052702D2 

830327O642   Ac k    receipt    of    B30316    Itr     informing    NHC    of    steps    taken    to 
correct    violations    noted     in     IE    Insp    Repts    50-239/83-02, 
SO-260/83-02   t.    50-396/03-02 

VERRELLI.D   M         Division    of    Project    '•    Resident    Programs         B3/04/O7 
PARRIS.H    G         Tennessee    Valley    Authority          Ip          10662    133         24X 
Fiche    90-259,93/04/07,8303270642 

— B30327O652   Responds     to    fJRC    B30310    If    re    violations    noted     in    IE    Insp 
RoptB    SQ-239/B3-Q2, SO-260/B3-Q2   (.    50-296/93-02   Corrective 
actions    rad  iochemical     l<ab    manual    Procedure    728    111    2    1    will 
be    revised 

MILLS, L    M         Tennessee    Valley    Authority         B3/03/16         O'REILLY,  J   P 
Region    2,     Office    of    Director         3pp          1S662    133         24X 
Flcho    30-239,83/04/07.9303270643 

—9305370658   Forwards     IE    Insp    Ropts    50-539/83-03,50-260/83-02   t 
50-296/83-02    on    B3O117-1B    !<    notice    of    violation 

VERRELLI.D   M         Division    of    Project    *•   Resident    Programs         B3/03/10 
PARRIS.H    G         Tennessee    Valley    Autdority         2pp          1B662    131,         24  X 
FUho    50-239,83/04/07,8305270642 

— 0309270661    Notice    of    violation    from    Insp    on   83O117-1B 

*      Region    2,     Office    of    Director         83/O2/1Q         Ip          18662    I3B         24X 
Fiche    SO-259,B3/O4/07.  8303270643 

—0303270666    1C    Inup    Repts    30-259/03-02,  50-26O/B3-02   t    50-296/B3-O2   on 
B3O117-1B   Noncomp 1 iance    noted    failure    to    use   3-litcr    sample 
of    RHR    svc    water     in    Marlnalli     beaker    for    isotnpic    analysis 
COLLINS, T   fl    ,     BARR,K    P         Region   2,     Office    of    Director         83/O2/10 
3pp          16662    139         24X    Fiche    30-259, B3/01/O7, B305270642 

8303270653  Ark    receipt    of   030401    Itr    informing    NHC    of    steps    taken    to 
correct   violations    noted    in    IE    Insp   Hepts    50-239/B2-44, 
90-260/82-44    ti    30-296/BS-44 

VERRELLI.D   M         Division    Of    Project    1   Resident    Programs         83/04/13 
PAHR13,H    G         Tennessee    Valley    Authority          Ip          1B643   201         24X 
Fiche    30-23-7,03/04/13,8305270633 

—0309270660   Responds    ta    NRC   830225    Itr    le    violations    noted    in    IE    Insp 
Repts    50-a39/B3-)-l,  30-260/S2-44    !.    50-296/82-44   Corrective 
actions    interim   criteria    for   i  emoval    of   waste    oil    t/ 
miscB 1 laneous   wastes    from  regulated    areas    developed 
MILUS.L    M         Tennessee    Valley    Authority         B3/04/G1         0'REILLY,J   P 
Region    3,     Office    of    Director         Spp          1B645   202         24X 
Flcha    50-299, B3/04/13, 930S27O653 

—8303270664    Forwards     IE    Insp    Repts    50-239/82-44,50-260/82-44    t, 
30-S96/B2-44    on    821113-19    lc    notice    of    violation 
O'REILLY,  J   P         Region    2,     Office    of    Dimeter         B3/02/25 
PARRIS, H    0         Tennessee    Valley    Authority         2pp          1B645   207         24X 
Fiche    50-239, B3/04/I3, 0305270653 

— 83O3270663    Notice    of    violation    from    Insp    on    B2I113-19 

»      Region    2,     Office    of    Director         83/02/23         2pp          1B643   209         24X 
Fiche    3O-239, B3/O4/13, B303270633 

— 8309270668    IE    Insp    Repts    50-239/S2--J4,  50-36O/B2-44    «,    30-296/82-44    on 
821115-19  NoncompliancB    noted    licensee    transferred    licensed 
matl    to,    unauthorized    recipients   &   disposed    of    matl    by 
unapproved    means 

DEDB,  B    T    .     BARRiK    P         Region    S,     Office    of    Director         82/12/33 
7pp          18645    211          24X    Fiche    90-339, B3/04/13, B303270633 

8303040021    IE    Info  Notice    B3-21,     "Defective    Emergency   Use   Respirator    " 
Bvc    list    ervcl 

jQHDANiE   L        Division    of   Emergency   Praparednoss   t,  Engineering 
Ftasponse     (Post    830103)          B3/04/13  Consolidated    Edison    Co       of    New 

Yorki     Inc          126pp          1B433    135         24X    Fiche    50-000,03/04/13,6303040021 

8305B70266   Forwards    IE    Insp    Repts    30-239/83-13,50-260/83-13  t   50-296/ 
83-13   on    B303S9-30  No   noni omp 1  lance    noted    Major    areas 
Inspoe ted, procedures, peprssentativB    records   &   observations 
of    demonstrated    ultrasonic    methodology    W/o    encl 

VERRELLI.D    M         Division    of    Project    &   Resident    Programs         83/04/19 
PARRIS, H  G,       Tennessee   Valley    Authority        3pp         10641    326        34X 
Fiche    30-359,83/04/19,8303270266 


iPost    8JOI03)         33/01/2 
H2pp         18363   OS<? 


rgtncrj    P  i  apai  e-d 


fc    Engineering 
_  ^n  s  :  1  1  dated    Edison    Co      of    New 
Fi(-hc    50-000,  83/04/32,  S303CM0023 


93O5030625   Forwards    add!     into    re    nasminj    ma  1  I    per     IF    Bulletin    80-11, 
in    response    to    NRC    B3012B    Iti    Results     or    ujl)    displacement 
anali/sis    uiill    be    submitted    by    830713    W/thrt'e    Dversne 
drawinjs    Aperture    cards    are     in   PER 

MILLS,  L   H         Tennessee    Valley    Authority          R3/O4/22         DENTON.  M   H 
Office    of    Nuclear    Reactor    Regulation,     DLI  e^tor         7pp          1B303   001 
2fl<    Fiche    50-259,63/04/22,530503062^ 


—8305030631  Rev  2  to  UFN-30-D/09  "liatailf 
Reevaludtion  Criteiia  for  ria50nry  Walls 
a  Tennessee  Valley  Authority  B2/OJ/E 
Fiche  50-259,63/04/32,5305030625 


Ues 1 gn   Cr i tefla    for 

162pp          18J03   OOB         2'IX 


B3O5270510   TorioaT-ds    IE    Insp    Flepts    30-299/S  J-O8,  50-2i.O/Q3-OB   ', 
SO-296/S3-08   on   B30329-31    No    noncamp  1  iance    noted 

VERRELLI.D   M         Division    of   Project    '     flesiJent    Pi  ograms         B3/04/3E 
PARRIS.H   G         Tennessee    Valley    Authority          Ppp          1B&46   OA3         24X 
Fiche    50-2b7, 83/04/22. Q305270S10 


—3303370520    IE    Insp    Repts    50-259/83-09,  bO    2fiO/a3-Q8    !.    50-296/B3-O8   or 
830323   31    No    noncomp  1  iance    noted    Majoi     ureas    inspected    ing  t 
i    administrative    controls,  status    re-viciu    af    radiological 
environ    monitoring    program   *'    insp     o-r    munitorlng    stations 
CUNNINGHAM, A   L    ,     MONTGOMERY,  I)   M         Region    2,     Office    of    Director 
B3/04/20         3pp         18646   06^         24X   Fiche    5O-239,  S3/04/2g,  Q3O527C-510 


able    Cc 


inment   Atmotphere 


B303040025    IE    Info   fJotice    83-23, 
Sensing    Sgt    "    Svc     list    encl 

JORDAN, T   L         Division    of    Emergency    Pr  apai  .'dness    t>   Engineering 
Response    (Post   1330103)         B3/04/25  Consolidated    Edlcon   Co      of    New 

York,     Inc          119pp         1B3Q1    291         24*    Ficlie     -jO-000. 83/04/25,  B303040023 

8303040026    IE    Info    Notice   83-24,     "Loose    Halts    in   SeeoniJary    Side    of 
Steam   Generators    at    PWRs    "    Svc     list     encl 

JQRDANiEI   L         Division    of    Emergency    Pi  eparednesE    I,   Engineering 
Response     (Post    630103)         B3/O1/^H  CDFISQ  M  Jd  ted    Edison   Co       of    New 

York,     Inc          HSpp         1B3B2    047         ?4X    Tie-he    90-000,  B3'04/28, 8303040026 

83030400S/    IE    Info   Notice    03-^5,     "Standby    Od-=    Tioatment   Sy  5    Heater    Ilioti 
Temp    Trip    Getpoint    Adjustnant    "    Svc     list    encl 

JORDAN, E   L         Division    of    Fmergencij    Pre  pnrcdncss    t.   Engineering 
Raaponie     IPost    830103}         83/04/28  Con-so  M  dated    Cdiaon   CD       of    Neui 

York,     Inc          118PP         18382    163         24X    Ficlie    50-OOO,  £13/04/23, 6303040037 

830304002B    IE    Info   Notice    83-26,     "Failure    ot'    Safety/Relief    Valve 
Discharge   Line   Vacuum   QioaVeis    "    Svc     list-    encl 

JDRDAN,G   L         Division    of    Emergency    Pr«|jai'ednes5    '.   Engineering 
Response    (Post    630103)         83/05/03  Consolidated    Edison   Co       of    New 

York,     Inc          132pp         18441     170         24X    Fiche    50-000,83/03/03,8303040023 

8303040030    IE    Info   Notice    B3-27,     "Opel  a 1 1  una  I    Response    lo    Events 
Concerning    Deliberate    Acts    Directed    Against    Plant 
Equipment    "    Svc     lilt    encl 

JORDAN,  E   L         Division    of    Emergency    Prupsre-Jiiess    >j   Engineering 
Respome    (Post    8J0103)         83'03/04  Coneolidated    Ednon   Co       of    field 

York,     Inc          112pp         1B382   282        24X    Fiche    SO-000, 83/05/04, 83O304O030 

B303040031     IE    Info   Notice   83-28,     "Cnteiia    for    Protective   Action 
Recommendations    for    General    Emergencies     '     Svc     list    «ncl 
JORDAN. E  L        Division    of   Emergency   Prepai  edness    t-  Engineering 
ResponSL'    (Pust   B3O103)         83/09/04  consolidated    Edison   Co       of    NBLJ 

Vork,     Inc          119pp         18141    OOl         211    Fichc     SO-OOC-,  83/03/01,  B3Q304QQ31 

8303040033    IE    Info    Notico   83-39,     'Fuel     EinJin^    Caused    tnj    Fuel    Rack 
Deformation    "    Svc     list    enc I 

JORDAN, K   L         Division    of   Emergency    Pr*pa.i  edneas    I,   Engineering 
Response    (Post    B30103)         B3/03/06  Consolidated    Edison   Co       of    Neu 

yark,     Inc         115pp          18523   24S3        24X    Tithe    5O-DOO,  83/03/06,  B30304Q033 

830527034^  Ack    i  eteipt   of  £3304^1    1  ti     i  nf  ornnTig   NRC    of    steps    taken    to 
correct    violations    noted    in    1C    Insp    Repts.    3O-239/B3-05, 
SO-260/B3-05   I,    30-296/83-05 

LEWIS, R    C         Division    of   Project    !<   Resident    Programs         83/05/09 
PARRIS.H   G         Tennessee    Valley    Authority  Ip         18642   079         24X 

Ftche    30-239.83/05/09,8305370315 

— B303270335   Responds    to    Nf?C    B30316    Hr    re    vjolatloni    noted    in     IE    Insp 
Repts    30-259/63-031  SO-26O/B3-00   '•<    50-SVt/B3-03    Corrective 
actions    conduit   mounting    supports    £&nn?cted    to    conduits   t> 
supported    per   General    Const   Spec    G-3 

MILLS,  L   M         Tennessee    Valley    Authority          B3/O1/21         D'fiEILLV.J   P 
Region    2,     Office    af    Director         4pp  10643   OHO         24X 

Fiche    5O-359, B3/O5/09, 830527O343 
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— -8303S7036S   Foruaj  ds    IE     Insp    Hepti    50-15?,  B3-05.  Sa-36O/g3-05   6 
SO-a^/aj-OS   on    B3Qi;!6-3223   1    notice    of     violation 
LEWIS, f>    C         Division    of    Frojet*    b   Resident    Projrams          B3/03X]i 
PAflRtS    H   G         Tennessee    Valley    Authority         2pp          IS643   OB4         EMX 
Fiche    50-299,93/05/07:0305270345 


— a?05270JfcB   NotUfl    of   violation    from    iiiip     or    930136-0223 

<      Region   2,     Office   of    Director         F3/OT/1A         2pp          1B642   OBi 
FicPie   50-259,  83/05/09.  8305270345 


Qnsite    Storage  of   Lou   Level 


B30303Q679  Requests    remittance    of   add!    sum    Co   complete    payment    of 
800731    !i    1134    amend    applications    to    permit    storage   of    1  ou 
lavel    raduaste 

MILLER.W   0         ticense    Fee    Management    Branch         33/04/22         MILLB.  L   M 
Tennessee    Valley    Authority          SpP         IB309    153         24* 
Fiche    30-000,  B3/O4/23.B3QSO3O671? 


--B30S270331     IE    Imp    Repts    50-257/83-05,50-260/33-03   J.    50-296/83-05    on 
330126-0323    Noncomp  1  jance    noted    violation    of     10CFR90,App    D, 
Criterion   V    in   maint    area    t    violation    of    Teen    Spec    re 
Surveillance    Insp    3 

PAULH,  C    L         Region   2,     Office    of    Director         CANTRELU.  F   S         Division 
of    Project    I,   Resident    Programs         G3/O3/14         0pp          1864S   QB9         S4X 
Ftchs    50-259.  83/05/09,8303270345 

Q30304OO34    I£    Info   Notice    S3-3O,      "Misaft I i c4 ti on    of   Generic    emergency 
dper-atlnc    Procedures    (GOPI    Qulde  1  ine-s    "    Hvc     list    end 
JORDAN.  C   L         Division   of    Emergency    Pr  epa>  edn-ess    •!•   Engineering 
Response    (Pott   B301O3)         B3/Q3/H  Consolidated!    Edison   Co      of    Ney 

Vorlr.     Inc          II4pp          18324    003         24X   Flche    50-000.  83/O3/I  I,  B303O40Q34 

3303040040    IE    Info   Notice    83-31,     "Ertar    i n    ADU»IPE   Computer   Program    " 
Eve     lilt   end 

JORDAN-.  E  L        Division  of    Smei  gene  ij    Prepai  etlneis   t,   Engineering 
Response    (Ppst   B301O3I         83/OS-/19  Conso  1  i  dated    Edison   Co       of   Neu 

York,      Inc          114pp          18697   OO1?         24X    Fiche    5D-000,  B3/OS/19, 8303010O40 

83030i)O046    IE    Info   Notice    B3-33,     "Honr  ppres  enta  1 1  a   Sampllnj    of 
Contaminated  Oil    "    Svc    ]ist    end 

JORDAM,  E  L        Division  of    Emergency   Frepai  edneas    ii  Engineering. 
Respons!'    (Post   330303)         S3/O5/?6  Consolidated    Ed  i  son    Co       of    Neu 

Vork,     Inc          114pp          18447    007         24«    Fiehe    50-000.83/09/36.8303040046 

S      Reportable    occiti  reneoj,     LEBs   i    ralatetf    correspondent* 


DOCKET    30-293   COCPER    NUCLEAR    STATION 

F     Security^    medical,     eniergencij    it   Fire    protection   plans 

0.309180024.   Foruariii    Amend    3S    to    License    DPFt~46,  safety    avaluatton    t, 
notlca    of    issuance   %    availability  Amend   modifies    fire    sys 
titan  uater    tuppliji  p  lant    *taff  marking    hour  t.  react  or 
protection    sgs    power    monitoring    sijs    &    srtubber    llitlngi 
VA^SflLLO,  D  II        Operating    Reactors   Branch   2       83/04/2?        PILANT.J  M 
Neirasia    Public    Power    District         2pp  19497   092         24X 

Fle^e    SO-2 


—  B3O3'1BOO39   Amend   32    ttt   License    DPfl-44.  modi  fy  Ing    itandby    g*t    treatment 

t«!tim4    requl  rements.  Ap  p    J    testing,  scram  dliEhargo   vol.  fire 
protection   it/s   clean    mater    i-upp  Iy.  snubber    listings    t  reactor 
paver    s^&    power    monitoring    sys 

vASSALLO,  D  H        Operating    Reactors   Branch   S       83/04/29        7Ipp 
18497   O34         ?4X    Flche    30-298,  B3/OS/29,  S3031BOOSi 

—8303160050  Safety    evaluation    supportino   Amend   02   to  License    DPfi-46 
<t      Office    of    Nuclear   Hoac  tor    Regulation,    Director        33/04/29 
llpp          18197     12S         3AX    FUhe    30-398,  83/O4/39,  830SISOOS6 

—  B305190071   Notice    of    Isiuancc   i*   availability    of   Amend    83    to   License 

DPR-46 

VA3SALLO,  D   B         Operating    Reactors    Branch    S         B3/04/39         2pp 

13497    136         34X    Fiche    3O-B9O.  93/04/29,  B3O5160026 


Forwards    UER   03-033/09L-O 
GflEEN.HJ         Tennei*ee   Vatley    AJt^l>rity         83/04/24         O'REILLr,  JP 
Region    2.    Office    of    nimctor          Ip          IB  300   047         SAX 
Fiche    SO"2 


—  B30503O272   LCR    83-0-23/03L-0   on    630330,  dur  ing    normal    oporatimi,  uhl  1  e 
performing    Surveillance    Instruction   El    4   3    D-69.  pressure 
switch   PS-3-204C    had    as-found    setpolnt    of     11S3   pslg    Cair&ed 
by    in'Strument   drift  Switch    recalior 

Ifl-DV,  D   J         Tenneitee   Vdllcy    Autnantg         83/04/Sfi  Region    2. 

Office   of    Oil-tutor         3pp          1  &300   O*B         34X   Fiche    30-596,03/04/2*, 
B  3050303  £,6 

D30510010/   Forwards   LCR    B3-Q34/QI  T-0 

GREEN,  H  J       Tennessee   valley   fluttvoiitif        B3/OS/03       D'flEJLLVrJ   P 
flgqion   ?,    Office    of    Director          Ip          133/3    026         S4X 
Flche    90-296,  Q3/03/03,  B3051  00107 

—3305100113   LER   B3-02-J/OIT-0    on    630419,  personnel     notified!    that    MCHOR    for 
rod    Mithdraual    erfor   scenario    eiceedsd    \'J,    ptastlc   strain 
linear   heat   generation    rate     limit    for    eight    LT/i    bundles 
Cause   not    seated  Procedures    for    reviewing    luort    r»viseiJ 
STILES,  HA         Tennessee    Valley    Authority         a3/03/O3  Region    S, 

Office   of    Director         2op          1S373    027         24Jf    Fiche    5O-296.  S3/05/O3. 
930S1001D7 


B30&17003t>  Fariuards   LEH    B3-OS6/O3U-O 

ftUEEN.H  J  Tennessee  valley  Authority  B3/05/O9 
Heolon  3.  Office  of  Director  Ip  18466  BBO  24 
Flthe  50-296.  B3/05/09,  8303170030 


O'REILLY,  J   P 


B30S110034   Oenerit    Ltr    B3-21    to   all    licensees   of    operating    reactor*, 
applicants    for    OLi    6    holders    of   CFs   ra    clarification    of 
atcesi    to    control    procedures    for    lau    enforcement   visits 
Bvc    lift    enc 1 

EISENHUT,  P   0         Division    of    Licensing          83/05/11  Consolidated 

EdUon   Co-      of    MSUJ   York.      Inc  16pp         18340   093         24X 

Fiche    30-000,  83/03/11,  B305E10034 

B30323014S    Informs    that    NUREO-O737,  I  torn    III    A  2    1    re    emergency    plan 
upgrade    to  meet    JOCFR3Q  App    £    requirements    complete    for 
fact  1 Ity    I  tern   closed 

VASSALLO-D  B        Operating    Reactors   Branch    3        83/03/18        PILANT.J  M 
Nebraska    Public    Power    Dlttrict        3pp         1G396    193        24X 
Flche    30-29B.83/03/[Br93O3230I43 

B30526O301    ForuariJB     IE    Insp    Kept    90-398/83-03   on    B30321-2S   No 
none  a  tip  1  idnce    noted 

rtADSEH,  0   L         Region    4.     Office     of    Dlroctor         83/03/23         PILANT.J   M 
Nebraska   Public    Pauer   District        2pp         IQbZf,  265        S4X 
FlchB    90-390,  B3/-03/23.  B3O.52iOadl 

—9309260304    IE    Insp    Rept    50-29B/B3-03   on    030331-23   No    noncomp  1  lane  e 
noted1  Major    areas    impacted    securitij    plan    imp  lenient  ing 
prnc  edur  Bin  see  ur  1  t<j    organl  tat  ion>  ret  ords   &   repts    fr   accesi 
control    Details  withheld    <rof    10CFR73  SI) 

EVANB.C    A    ,     KELLY,  J   A    ,     WESTERMAN,  T    F         Region    4,     Office    of 
Director         83/Q3/2O          Ip  1B626   S67         24X   Ftche    30-29B. 83/05/33, 

B305S60301 


I      Financial    information 


—  83O51700J4   LCp    B3-02i,/03L-O   on    0301  1  1  ,  wh  i  1  e    es  tabUsft  I  no    EECH    flou    rat« 
to    emeTgency    dlesel    3   generator    too-ler     folloiuing    morf.fiead 
on   H*    founfl   crac  led  .  rendering    genoiatoi     Inoperabl*    Caused 
by    mfg    defect    Crack    In  c»st    iron   he»d    rupaired 

HOLDER-  E   T         Tennessee   Valleij    Authority         B3/O5'PO9  Ragion    S, 

Office    of    Director         2pp          IS466    101         24X    Fdche    30-296.33/03/07. 


B30S2S050S   LER    B3-Q25/03L-0   on    B301  1  f.  dur  I  i.g    normal     oper^t  ion.  d  rauel  1 
temp     Indicators     IS-64-67,  T1-&4-52A    6   TM    64  -S2   drifted    out    Of 
tolerance  (,  beyond  Tech  Bpet    limit    Ins  trumont*    recallbr    !H 
functional    teited  H/B30317    Itr 

BASB.O   W    ,    GREENE.  H   J        Tennetiee    VaCleij    Authoriti|         S3/O3/17 
D'SeiLLV.JP         Region   2.    Office    of    Dlrattor         3pp          lB30a   296         24X 
Flche    30-396,03/05/17,8303250300 

B305310034    LER    93-037/03L-0    on   B3041B.  o  FFgas    post-treatment    radiation 
monitors    <3-fi«-90-36S/264)    renderefl    inapeTflhla  CaoseJ    by 
sample  jump    failure   duo   to    normal    end-of-llfe    operation 
Samite  pump  replaced  H/B30517    1  tr 

GflEEN.H   J        Teines'seffl   Vallay    Airthorfty         83/03/17 

ffeoion    E.    Office    of    Director         3pp          16633    133         34X 
13/03/17,9303310034 


6305060380   Forwards    Annual    Financial    Rept    19B2 

P1LAMT.J   M         Nebraska    Public    Potiar    District         83/O9/Q7 
Nutlcar    Reactor    Regulation,     Director          Ip          18344   036 
Fiche    50-29B,  B3/OS/07.  6305060330 


— 9303060363  Annual    Financial    Rept    1982 

HILL,  D   U    .     KQSMAM,  H    D    .     HERRINGTON,  F   A 
District         63/O3/O3         43pp  10344   O37 

330 5060380 


Nebraila   Public   Poiuor 

24X   FUhe    30-29B,  B3/03/O7, 


P      Operating    license    stage    documents   &  c arrespondence 

B3Q5030SSS  Forwards    response    to    330315  request    for   addl    info   re 
NUREG-0737,  I  tem    II    B  3    ra    jiost-acc  iden  t    sampling    sys   Areas 
discussed    include    rad J-olog  leal    d  chemical    analysis    capacity 
1    reactor    coolant    gas    analusta 

PILANT.M        Nebraska    Public    Power   District        33/04/22        VA8SALLO.  D   D 
Operating   Reactors   Branch    S         4pp        1B305  334        24X 
Fiche    30-a?B,  B3/04/22.  8305030308 


DOCKETED  ITEMS 


t33 


B303020449  Application  to  amend  License  DPR-46,  Chang  ing  Tech  Specs  to 
incorporate  NUREQ-073?  items  per  83O11O  Genent  Ltr  33-O2 
PILANT, J  M    Nebraska  Public  Power  District    83/01/27 
VASSALLO.D  0    Operating  Reactors  Branch  3    3pp    1S2H3  173    24X 
Flche  30-299.  B3/O4/27,  83OSO2O449 


— 0305020464  Proposed  Tech  Specs  changes  re  Ceneri 
NUREG-O737  Items 

*   Nebraska  Public  Power  District    B3/04/27 
24X  Flche  50-298,03/04/27,6305020449 


Ltr  Q3-O3  conce 


3pp 


0303030373    Confirms    commitment    to    inform    regional     administrator    of 
any    changes    in    NPDES    permit    t,    of    violations    of    permit 
PILANT, J    M         Nebraska    Public    Power    District         S3/04/29 
VASSALLO.  D    D         Operating    Reactors    Branch    3         lp          1B30B    196         24X 
Piche    5O-29B, B3/04/29.  0303030393 

B303Q30334    Forwards     "Wetwell-Drijiiie  1 1    Vacuum   Breaker    Valves    Long-Tarm 
prosram  Structural    Evaluation    " 

PILANT, J   M         Nebraska    Public    Pouer    District         B3/04/29 
VASSALLQ.D   D         Operating    Reactors    Branch    2         2pp          183O6    126         24X 
Fiche    SO-29B, B3/O4/29, 8303O30354 


rds    order    e>tei,dir,g     completion    dace    for    installation    of 
ded    tn    comply    Li/N<JREG-Oi61    Extension    granted 
aftei     stdrt    or    Fuel     Cycle   9    l  19B3    refueling 


83051BQ54/  PBIUI 
plant  mods  ne 
until  90  Bays 
outage  J 

VAS5ALLQ.  D  I)  Operating  Reactors  Branch  2  83/05/03 
Nebraska  Public  Pouer  District  2pp  13305  OS*  24X 
Fiche  50-298,93/05/05,8305130547 


PILANT.  J   M 


— 8305190543   Order   modifying    010113    &    B^O?I5    ordei  S,  e  itend  ing     completion 
date    for     Installation    of    plant    mods    needed    to    lomplij 
(U/NUREO.-OA61    Extension    granted1    until    90    days    after    start    of 
Fuel    Cycle    9    (1983    refueling     outage) 

PURPLE:  H    A         Division    of   Licensing         B3/09/05  Nebraska    Public 

Poiuer    District         4pp          1B303    OB6          24K   Fiene    50-296,83/03/05, 
B3051B0347 

B3Q523O242   Forward*    safety    evaluation     of    util    830831    submlttal     re 
procedure    verification    V    design    moil     per    NUREG-0737,  I  tern 
II    K    3   22,      "Automatic    Switchover     at    JtCIC   Auction    " 
Retirements    met 

VASSALLu.D    E         operating    Reactors    Branch    2         B3/03/O5        FILANT.  J   N 
Nabras'a    Public    Power    District          5pp          18343   232         24X 
Fiche    50-29B,  B3/05/O5,  B30523Q242- 


— 0303030364    "Hetwe  1  l-Dr«iue  1 1    Vacuum  Breakev    Valves   Long-Term   Program 
Structural    Evaluation    " 

»      EDS   Nuclear,      Inc         O4-Q64Q-0062   RO1         B3/04/30         12pp 
18306    128         24X   Fiihe    50~2-JB,  83/O4/29,  B30SO30334 

8303030113   Application    to   amend    License    DPR-46, e» tending    Marl    I    program 
completion   date    for    90   days    for   weld    repair    Class    II    amend 
ft*    foruiardBd 

PILANT.J  M        Nebraska   Public   Pouer   District        03/04/29 
VASSALLO.D  0        Operating    Reactors    Hranch   2        2pp         18341    334        24X 
Fiche    30-298. 83/04/29, B30S0301 13 

B30S1B0036   Forwards    Amend    SB    to    License    DPR-46,  safety    evaluation    K- 
notice   of    issuance   &  availability    Amend   modifies    fire   sys 
clean   water    supply.plant    staff    working    hours, reac tor 
protection    sys    power    monitoring    sys   !>   snubber    listings 
VASBALLQ.  D   Q         Operating    Reactors    Branch    2         83/O4/39         PILANT.  J   M 
Nebraska   Public    Poiuer    District        3pp         10-197  OSS        34X 
FUhe    30-898,  B3/04/E9,  B3051B0026 

— 33Q31B0039   Amend   82   to  License    DPR-46, mod i f y ing    standby    gas    treatment 
testing    requirements, App    J   test  ing,  scram   discharge   vol. fire 
protection   ays    clean  uater    supp  ly.  anubber    listings   t>   reactor 
power    sys    power   monitoring    syt 

VA88ALLD,  D    D         Operating    Reactors    Branch    2         83/04/29         71pp 
18497   034         34X    Flche    30-B9B,  B3/O4/29,  B303180O26 

— B3031B0030   Safety    evaluation    supporting    Amend    82    to   LiceniB    DPR-46 
»      Office    of   Nuclear   Reactor   Regulation,     Director        83/04/29 
llpp          18497    123         24X   Fiche    30-29B,  B3/04/39,  93031BOO26 

— B30S180Q71    Notice    of    issuance   «.  availability    of    Amend   82    to    License 
OPR-46 

VABSALLO,  D  B        Operating    Reactors    Branch    2        H3/01/39        2pf> 
18497    13i,        24X    Flche    SO-298,  B3/O4/29,  6303130026 

8303020453  Generic    Ltr    B3-19    to   all    pouor    reactor   S-    testing    licensees 
r*   neu  procedures    for    providing    public    notice    concerning 
issuance    of   amend*    to  Ot~s    Qvc    list    end 

EI8ENHUT,D  <J        Division    of    Licensing        83/03/02  Consolidated 

Edtlan   Co      of    Neu    York.     Inc          30pp          1B441     ISO         24X 
Fiche,  30-000,  B3/OS/O3,  8303020453 

B303160337  Foruards    Amend    83    to   License    DPfi-46,  sa  f  e  ty    evaluation   (. 
notice    of    issuance   &  availability    Amend    lowers    MS IV    loin 
reactor   water    delation    setpolnt    to  Level    1    &   opening   & 
closing    setpolntt    of    two    safety    relief    valves 

BIEOEL,  B         Operating    Reactors    Branch    S         B3/03/04         PILANT,  J   tl 
Nebraska   Public    Paver    District        2pp         1B471    306        24X 
Fiche    SQ-S9B. 83/03/04.  S3O3160337 

— 8303160340  Amend   83    to   License    DPR-46,  revl s Ing   MSW   loui   reactor   water 
level    Isolation    aetpoint, opening    &   closing    setpolnts    of    two 
safety    relief   valves    (<   protective    initrunmntati  on    section 
VASBALLO, D    D         Operating    Reactors    Branch    S         B3/03/04,        20pp 
18471-308        24X   Flch*    30-290,03/03/04.8305160337 

— 8303160341    Safety    evaluation    supporting    Amend   S3    to   Liconie   DPR-46 
*      Office    of    Nuclear   Reactor    Reaulation,    Director        S3/03/04        3pp 
1B471    328         34X    Ficlie    3O-29B,  B3/05/04,  8303160337 

— 8303160342  Notice    of    issuance   t  avallabilltU    of    Amend    S3   to   License 
DPR-46 

VASSALLO, D    B         Operating    Reactors    Branch    S         B3/O3/04         2pp 
18471    333         S4X    Fich*    30-298,83/03/04,8303160337 


B3050?0639  Generic   Ltr   03-2O   to   all    operating    reactor    licensees    t, 
holders    of    CPs    re    integrated    scheduling    for    Implementation 
of    plant   inods    Svt    list    enc  1 

EISENHUT,  D   G         Division    of    Licensing         03/05/09  Consul  loatetf 

Ed  lion   Co       of   Neu   York,     Inc         16pp  19627    133         34X 

Fiche    30-OOO,  03/03/09,  B305090651? 

8305260170   Forwards    request    for    addl     info   re   NUREO-0737,  1  tern    II    K   3   28 
an    qualification   of   automatic    dep  rassurl lati on   545 
accumulators    Response    requested    uithin    45   days 

VASSALLO.D    B         Operating    Reactors     Branch    2         83/Q3/11         PILAWT.J   M 
Nebraska    Public    Power    District          4ap          1B64B    113         24X 
Fiche    30-270, B3/03/11. 8305260170 

8303230246   Forwards    Draft    7    of    Rev   3    to    NUfiGG-0742,     "Std    Radlologltal 
Effluent    Tech    Specs    for    PURs,  "    as     guidance    in    developing 
final    submission    of    radiological     effluent    Tech    Specs   Tech 
Specs    requested    within  6O  days    W/o    encl 

VASBALLO, D    B         Operating    Reactor*     Branch    2         03/O3/1B        PILANT, J    H 
Nebraska   Public   Power   District         2pp         1B393  336        24 X 
Fiche    30-29B,  S3/05/1S,  H305230366 

0303260300   Forwards    safety    evaluation    of    BUR   Owners    Group    Generic 
responie    to    NUREG-0/37,  I  tern   II    K   3    45j     "Depressur i latinn 
W/Dther   Than   Automatic    Depressun  za  tion  Sys    "   Alternative 
modes    uoulil    not    contribute    to    plant    safely   No  mod!   i  squired 
VASBALLOpO    B         Operating    Reactors     Dranch   3        83/03/ I B        PILAN1,J   H 
Na«raska    Pmbllc    Pouer    District         2pp          18629316         34X 
Flche    30-2^9,03/03/18,6305260300 

830527036'i'  Responds    to    10CFRSO  49tgl,     "Environ  Qual  l  f  i  cation   of 
Electrical    Equipment    Important    to    'Safety    for   Nuclear   Poiuer 
Plants"  t   tIRC   830405    Itr    requests    List   of   equipment 
Important    to    safety    encl 

PILANT, J   M         Nebraska    Public    Pouer    District         93/03/20 
VASSALLO.D    B         Operating    Reactors     Drancrt    2         36pp         1B642    136         34X 
Flch«    90-299,  83/05/30,830327036'? 

Q       Inspection    reports,     IE   Bulletins    t-    correspondence 

0212060303   1C    Info  Notice   03-14.     "DeiuatereO   Spent    Ion   Exchange    Resin 
Susceptibility    to   Eiotliermlc   Chemical    Reaction    "    Svc    list 
enc  1 

TAYLOR, J   M          Division    of    Safeguards    *.    Inspection    Program*     (Post 
B3O103)        B3/03/21  Consolidated    Erflson  Co      of   Neui  York,     Inc 

HSpp          1B3OB    319        24X   Flcho    50-OCO,  B3/03/2  1 ,  8312060393 

8303O40O21    IE    Info   Notice   83-21,     "Def&cllvi    Emergency   Use  Respirator    " 
Svc    It  ft   enc 1 

JORDAN, E  L         Division    of   Emergency    Preparedness  &  Enolneerlng 
Responie    (Post    830103)         B3/04/1S  Consol idaled    Edison    Co       Of    Neu 

York,      Inc  136pf>         18433    1S3         2fl\    Ficfte    30-000.  63/04/13,  B303040O21 

B303040023    IE     Info    Notice   83-23.     "HWR    3af etv/fal  I  ef    Valve    Failures    " 
Svc    list   enc  1 

JORDAN.fi  L,        Division   of   Emergency    Preparedness  5<  Engineering 
RB9pon*e    (Post    B30I03)         83/04/22  Conso! Iflated    Cdiion   Co       of    Neu 

York,     Inc  H3pp         1B303   OB9         24X    FUhe    30-000.  B3/04/22, 03O3040O23 

8303O40023    IE    Info   Notice  81-23.     "Inopeiable   Containment  Atmosphere 
Seniinj  Sys    "    Svc    list    encl 

JORDANiE  L        Division   of   Emeraency    Proparednoss  fr  Engineering 
Recponie    (Pott  3301 03 t        83/04 '2S  Consol idate i    Edison   Co      of  Neu 

York,      !nc  119pp         183B1    291          34X    TUhe    50-000.63/04/25,8303040025 


DOCKETED  ITEMS 


I3Q40O26    1C    Info    Notice    83-24,     "Loo 
team   Generator!    at   PHRs     "    SVL     list 
iDRDANiE    L         Division    of    Energency    P 
esponse     (Post    6301O3)          B3/04/S8 
or  I,     I  tie          113pp.          1B3B2   047         24*    F 


e    Parts     in    Secondary    Side     of 
sncl 

eparedness    J-   Engineering 
Con  s  a  1  idJ  ted    Ediaan    Co       of    Neu 

ic-ne    50-000,03/04/28,0303040036 


rences,     LEr?  a    !.    related    correspondence 


3010027    IF    Jnfo    Notice   93-25,     "StanJbij    Gas    Treatment    Sys    Heater    High 
cnp    Trip    Setpoint    Adjustment    L     S^c.     list    encl 

ORQAW,  E   L         Division    of    Emargencij    Prsp  ars((nos9    *•    Eng  1  neer  1  ng 
esponse     (Post    B30I03)         S3/O4/26  Consolidated    Edison    Co       of    New 

on,     Ire          1  ISpp          16393    145         24*    Ciche    30-000.  BJ/O4/2B,  B3Q3040027 

517G33?   Forwards     IE    Inip    Fleflt     50-298/63-03    on    B3O32B-04O1    No 

oneoinpliance    note  if 

HDSEWiQ   L         Region    a,     office    of    Director         63/04/29         PtLANT,  J    M 

ebrssta    Public    Power    Distract         2po  t  B463     1*4         24X 

Icfte    50-3<Je,  33/04  '29,  8305170329 

3O5170333    IE    Insp    Rept    9Q-29B/83-Q3    on    030328-0401    No    noncompliai.ce 
noted    Major    areas     inspected     training    >>    surveillance 
REDANO,  R    T    ,     WESTEFM1AN,  T    F         (lejion    4,     tiff  lee    off    Director 
83/04/28         7j>p          19*63    146         24X   Fiche    30-29B.  S3/04/3"?.  B3Q31  7Q32? 

04002B    IE    Info    Notice    33-31,.      ''Failure    c.  f    Safety/Relief    Valve 

icharge    Line    Vacuum    Breakers     "    Svc     Mat    end 

ROAN.E    L         Division    of   Fmergency    Preparedness    (.    Engineering 

sponse     (Post   B30103)          83/O3/O3  Conso  1  idatstf    Edison    Co       of    Neu 

H,     Int          I22pp          ]S441     170         34X    FicHe    3O-QQ0.  S3/05/O3,  03O3O4O02S 


B103060574    Foru^rds    LER    B3-OO3/03L-O   Oo  tailed    event    analysis    submitted 
TKOHA5QW,  P    V         Nebraska    Public    Power    District         B3/04/29 
CDLL.INS,  J    T          Region    A.     Office    of    Director         2pp          1B349   O03         24X 
Fiche     50-298,83/04/39,9305060574 

—  8305060584    (-ER    33-OO3/O3L-0    on   030403,  i  nd  I  cat  i  on    t,    control    power    for 

reactor    bldg     eihauat     va  !  *e    HN-2*OHV    fai  led.  resul  ting     In 

va  Ive    not    au  tc-mat  ically     closing     on    isolation    signal    Caused 

bij    burneO    out    lamp    Lamp    Ii    fuse    replaced 

HIRE,  li    R          Nebraska    Public     POUBT    District         B3/04/29  Rsgion    4. 

DfFiie     of    Dtrector  lp  18349    007         24X   Fiche    5O-39B,  83/O4/39, 

B3Q306O574 

6305120433    FarnfarOs    LER    03-OO4/03L-O    Detailed    event    analysis 
suhmi  tied 

THQnASDN.P    V/         Nebraska    Public    Pouer    District         B3/O4/29 
COLLINS,J    T          Region    4,     Office    of    Director         2pp          10431     133         S4X 
Fiche    SO-S-SB.  93/O4/29,  030512Q433 

—  630S12Q43*?    LER    B3-OO4/03L-O   on   830409.  during    3P    6    I     4.  contacts    of 

relaij    917-5A-H7D    failed    t0    open    Cause    not   determined    Relay 
coil    replacec!    t,    projicr    operation    verified   All    ac    UFA   relays 
on    essential     sys    ui  1  1     be     tested     during    Spring     19S3    outage 
KRAU3E,R    w         Webraakai    Public    Pouar    District         B3/04/29  Region 

4,     Office    of    Director  lp          19431     133         24X   Ficne    50-298. 

S3O9120433 


040030    1C    info   Notice    63-27,     "Operational    Response    to    Events 

nctrning    Deliberate    rtcts    Birscted    Against    Plant 

ulpmsnt    "    Gvc    list   enc 1 

RQAtti  C   L         Division    of    Crnei  gencij    Pi  ep^rednes  s    a    Engineering 

iponis    IPust    G301O3)          93/O3/O4  Cortsol  1  dated    Cdlson    Co       of    New 

ik.     Inc          H9pp          183B2    202         24X    Tiche    30-OOO. 93/05/O4.  B303040&30 


9303200344    PNO-IV-83-O19    on    83O517. Indications    of    Intergranular    stress 
corrosion    eracltlng     In    heat-affected     lone    Of    uelda     in    RCS 
Identified    Data    forwarded    to   GE   for    detailed   analysis    RCS 
loops     inspac  ted 

DUD01S.D    ,     HESTERMAK.  T    F          Region    4.     Office    of    Director         S3/05/17 
lp          19516   2J3          24X    Fiche     50-298. S3/05/17.  B303200344 


J40031    fE    Info  Notice   BJ-23r     "Criteria    for    Protective   Action 
Dmmflndations     For    General    Emergencies     "    Svc     liat    enc| 
DAN,  E    L         Division    of    Emargencn    Pr  frpareifne-is    V   Engineering 

,ponse     (Past   930103)          B3/O5/04  Consolidated    Edison    Co       of    Nfluj 

y,      Inc          119pp          16441    OO!          ?4X    Firhe    30-000,03/05/04,0303040031 

40033  1C    Info    Wotiee    93-27,     "Fuel    Binding    Caused    by    pu«  1     Rack 
ovmation    "    Svt    List    snul 

DAM,  E   L         Division    of    Emergency    Pj-epai  e-dness    4   Englrieerlng 

ponse    (Po»t    830)03)          B3/OS/04  Consol  1  da  I  ed    Ediaon    Cn       of    MBU 

k.     Inc          113pp          1852-3   34B         24X    Fiche    SO-OOO,  83/03/O6,  B303O40033 

40034  IE    Info   Notice    93-30,      'Misapplication    of    fieneric    Emergency 
rating    ProceOuras     <EtJP)    Ouidlellnes    "    Svr     list    encl 

DftN,  F   L         Division    of    Emergency    Preparedness    *    Engineering' 

ioii»e    IPost    03O10-3J          33/03/11  Consul  i  (fated    Edison   Co       of    Neui 

k.     tnt          IMpp          1892t    003         24X    Ffcftfr    SO-OOO.  B3/09/  1  1  ,  B303O-10034 


30333    Act    receipt    of    Apr    1163   rug  t    appraisal     rept    written    bij    l-RS 
lultants,  ]nt    Application    for    (ui  thha  Id  I  ng    req.nest«<f   uilthtn 
Jays   -of    1  tr    receipt 

=EN,G    L         Reolon    4,     Office    of    Director          B3/09/33         PH.ANT.J   M 
•asfca    Public    POUJOT    District          !p          IB317   033         24X 


O040    !£    Info    Notice    B3-31,      "E>rav     in    AULPIPE    Computer    Program    " 

lilt    «nr) 

AN,  E   L         Division    of    emergency    Pr  epai  ednass    I,    Engineering 

onae    (Post   83CHO3)         B3/05/I"?  Consolidated    Edison  Co      of    Neu 

'     Inc          !L4pp          1BA77    007         S4X    Fiche    50-000,  03/OS/ 17,  B303040Q40 


0301    Forwards     IE     !nsp    Ropt    50-39£3/83-05    on   330321-33   No 
omp  L lane  e    noted 

EN,G   L         Region    4.     Office    of    Director         83/05/23         FILANT.J   M 
asla   Public    Power    District         Sff          18626    ?fa3         24X 
.  B30S2&0301 


3A0304     IE    Insp    Kept    5O-39S/a3-0&    on   530321-33   No    none  ompl  1  ance 

ced    Major    areas    inspected    secoritu    plan    imp  1  amen  1  1  ng 

ocadures.  securl  ty    organi  id  1  1  On,  record  s    t,   repts   !<    access 

itrol    Details   uithh«lil    tref    10CFW7J  Si  1 

ANB,  C    A   ,     KELLY,  J   A    ,     WESTERM/IN,  T   F         Region    4,    Office    at 

rector         63/03/2O          lp          IB&St,   267         21X   Flche    30-S9B,  B3/OS/23. 


3046    IE    Info    Notice   S3-33,     "WonreprPBen  tat  i  ve    Sampling    of 
atntnated   Oil    "   Svc    list    encJ 

N.C  L        Division    of  Emergency    Preparednes*   !.   Fngllieering 
insa    (Post  S301Q3»        B3/O5/26  consolidated    Edison,   Co      of   Hem 

007        24^  Flche   30-OOOr  B3/03/2t,  3303040046 


SOCKET    SO-3Q1    POINT    BEACH   NUCLEAR   PLAJJT.     UNIT   2 

F       Security,     medical,     -emergency    *•    fire    protection    plans 

8305030333    Requests    revs     to    proposed    mods    to    10CFRSO   App    R    eiempti-on 
requests    re    separation    requi resienta.  per    S30322   meeting    EC 
B3032-9-   I.   31     telconi    Detailed    discussion    of    revs    encl 
FAV.C    U         Wisconsin    Electric    Power    Co         B3/04/2B         DENTON,  H   ft 
Office    at    Nuclear    Reactor    Regulation,     Director         CLARK. R   A 
Operating    Reactors     Branch    3         S^jip  IB300   2B6         24X 

Fiche    50-266.83/04^23,3303030533 

0303110540   Forwards    exemption     from   App    R    in    partial    response    to    B2O630 
Itr    Ij   62O93?   C,     1O11     supp-ls    Eremption    permits    relief     from 
requirements     to     install     fired     suppression    sys    tt    fire 
barriers     to    separate    hydroge-n     lines     from    safety    equipment 
CLARK, R    A         Operating    Reactors     Branch    3         93/04/39         FAY, C    W 
Wisconsin    Electric    Pauer    CD          Spp          18415    1O4         24 X 
Fiehe    30-266.  B3/O4/20,  B30511O540 

— 3303110543   Eiemptior.    from    requirements    of    10CFR3Q,  App    R, Section    III     G> 
re    flied     fira     suppression     ii|s     in    control    room 

EISENHUT.  D    G          Division    ot    Licensing         S3/O4/2Q  Wisconsin 

Electric    Power    Co          3pp  13413    IO7         24X   FUhe    3O-266, 03/O4/3B, 

S3051 10340 

B305170241    Acfc    receipt    of    S301S1     1  tr     informing    NRC    of    steps    taken    to 
correct    violations    noted     In     IE    Insp    Repts    5O-afct/B2~17    t 
50-3O1/B2-17    Violation     I    re    fire    signaling    sys    testing 
uii  thdraun 

SPESSARD.  R    J-          Division    Of    Engineering         S3/O3/01?         BURSTEIW,  S 
WUcon-sin    Electric    Pouer    Co          2pf  18464   333         24X 

Ficha    50-266,03/05/09.6303170241 

— B3O517Q252   Responds     to    NRC    B2113O    1  tr    re    violations    noted    in    IE    ln*P 
Repta    SO"3i6/8a-17    &    30-301/32-17    Corrective    actions    annual 
fire    pump    capacity    tesC    revised    to    Include   addl    performance 
data    Fire    protection     testa    reviewed 

FAV.C    W         Wisconsin    Electric    Pouier    Co         83/01/21         KEPPL6R,  J   0 
Region    3,     Office    of    Director          42pp          18464   33S         24X 
Flcha    SO"2i6.  B3/O3/O9.  8303-170941 

— B309170263   Responds     to    C    Ramsey     question    re    largest    single    firs    mater 
flow   r equiremeht    at     Facilities    Sprinklers    for    diesel 
generator    rooms    supplied    from    svc    water    sys    capacity 
FA"f,C   W         Wiscotvsin    Electric    power    Co         83/02/24         KEPPLER,  J   ft 
Region   3,     Office    of    Director          3pp          1B46S   015         24X 
Fiche    SO-24 


830517O13S  Ack    receipt    of   B304 1 3    1  tr    informing   NRC    of    steps    taken    to 
correct    violations    noted    in    IE   Safeguards    Insp   Repts 
30-266/33-05    &    5O-3O1/B3-D5 

HINDiJ   A         Division    of    Pad  10  1  og  i-cal    tr  Materials   Safety    Programs 
aa/QS/lO         nURSTElN, S          Wisconsin   Electric    Power    Co          lp          1B466    27Q 
24X    Fiche     5O-S66, B3/05/1 O, 830517013B 
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—8305170144    Responds    to    NRC    B3O3I4    Itr    re    violations    noted     In     IE 
Safeguards    Inap    Repts    90-266/93-03   t,    SO-301 /B3-O5    Corrective 
actions   withheld    <ref    10CFR73  31) 

GURSTEIN.S         Wisconsin    Electric    Power    Co         S3/O4/13         HIND,  J   A 
Division    of    Radiological    t.   Materials    Safety     Programs          Ip 
IS466   271          24X    Flche    30-366. B3/O3/ 1O,  83031  701  3B 


B30S1IOO34   Qenenc    Ltr    83-21     to    all     licensees    of    operating    reactors, 
applicants    for   OLs   d    holders    of   CPs    re    c  lar  1  f  ica tl on    of 
access    to    control     procedures    for    laiu    enforcement    visits 
Svc    list    anc ! 

EISENHUT.n   G         Division    of    Licensing         83/O5/I  1  Consolidated 

Edison    Co       of    New    York.      Inc          16pp          1Q54O   095         24  X 
Fiche    30-000,03/05/11,8305110031 


3305300021    Notifies     that    NUREG-O737.  I  tern    111    A   S     1.      "Emergency 
Praparodness, Upgrade    Emergency    Plans    to    App    E.  IOCFR5Q.  " 
completed    Item   closed 

CLARK, R    A         Operating    Reactors    Branch    3         83/05/12         FAY.C    W 
Wisconsin   Electric    Pouer   Co        3pp         18310    114         24X 
Flche    50-266,83/05/12,8303200021 


830506000!    Forwards    EG1G    summai  ij    of    discussion    r-e    radiological     effluent 
Tech    Sptc*    during    630602-03    p  1  int    visit    FinaE     diaft    Qf 

calculation   manual    should    bo    developed    uithin    6O    days 
CLrtRK.H   A         Operating    Reactors    Branch    3         93/04/35         FAY,  C    W 
Wisconsin    Electric    Pouier    Co         41pp         18333   263          24 X 
Fiche    30-266.  83/04/23, S30306000! 


8303090346   Lists    drawings    needed    to    review    inservice     testing    program 

CLARK, R   A        Operating    Reactors    Branch    3         S3/Q4/2/         FAY,  C    W 
Wisconsin    Electric    Power    Co         jpp         IH3t!l    205          ^IH 
Fiche    30-366,  9J/04/27,  9305090516 


3305110023    Informs    of    Class     I    '•    Ill     fee    classification 
application    for    Tech    Spec    change?    re    autiliary     feedwa 
opei-aoil  i  ty    Overpayment    for    790926   application     for 
adminiBti  all  /e    changes    will    be    applied     touard    current 
MILLER,  W   0         License    Fee    Management    Branch         B3/O1/27 
Wisconsin    Eltctnc    Power    Co         2pp          18431    313          SIX 
Ftche    30-266,03/04/27,0305110025 


For   330334 


8309370241    Documents    agreement    per  8305!  /    conferenca    call    re    timing 
requirements    for    notification    of    state   ti    local    agencies    far 
unusual    event    or    alert,  per    IE    Insp    Repts    30-366/83-01    *t 
3O-30I/83-O1    Procedure    to    be     initiated    by    B307O1 

FAV.C    W         Wisconsin    Electric    Power    Co         B3/O3/23         KEPPLEft,  J   0 
Region   3,    Office    of    Director         Ip         113637    161         31X 
Ficha    30-266. S3/03/23,  830327024 1 


0      Adjudicatory    correspondence 


8305020439   Brio?    opposing    Wisconsin    Environ    Decade     exceptions    to    ASLD 
930304    initial    decision    authorizing    full-scale    sleeving 
Exceptions    waived    for    failure    to   brief    or   arguments    w/o 
merl ts 

CHURCHILL.  B    W         Wisconsin    Electric    Power    Co         CHUFtCHlLL.B    W         Shau, 
Pittman,    Potts    &   Trowbridge        33/04/29  Atomic    Safety    and 

Licensing    Appeal    Panel        32pp         18281    111        24X   Fiche    3O-266, 
93/01/37.  9303030438 

B30S100314    Brief     in    opposition    to    Wisconsin    Environ    Decade    33O314 
appaal    of    A3LB    83O204   memorandum   (,    order    LBP-83-4    ABLAG 
should    reject    exceptions    not   briefed   &  affirm   ASLB   order    re 
steam   generator    tute    rupture   W/Cert 1 f 1 cate    of    Svc 

BACHHANN.R    0         Hearing    Branch     1         B3/O3/O9  Atomic    Safety    and 

Licensing   Appeal    Panel         IBpp         18371    141        34X  Fiche    3O-2t.fi, 
B3/03/09,  B303100314 

8303270338    Requests     info    re    date,  time    t,    location     for    Commission    meeting 
on    emergency    operations    facility,    location  Leave    to    address 
Cnmml ss  ion    requested 

FAY.C    W         Wisconsin    Electric    Pouiev    Co         B3/O3/20         CHILK.S    J         Office 
of    the   Secretary    of    the    Cammi  ss  ion        Ip         IH6'16    J  54         24X 
FUhB    30-366,  B3/05/20,  8303970538 

P      Operating    license    stage    documents   &   correspondence 

830D23Q724   Foryards    estimated    annual    regulatory    ti  nonreijiilatory 
expandltures    In    830208    Itrs    re    cast    of    bacVflttlng    Combine  if 
capacity    of    facilities    Is    974   KWe 
BURSTE1N.  8        Wisconsin   Electric    Power   Co        B3/03/25        TOUnTELLaTTE,  J 

Regulatory    Reform    Task    Force         3pp          18342   269         24X 
Fiche    30-266,83/02/23,8303230724 

B303020272   Forwards    Affidavit    AW-SO-27    in    support    of    request     to 
withhold    proprietary    Info    re    effect    of    radiation    on 
insulating    matls    In   Westlnghouse   medium   motor    per 
10CFR2   790   re    ancl    utll    draft    83O413    Itr 

WIESEMANN,  R    A         Uestlnghause    Electric    Corp         B3/O4/£3         THOMAS,  C    O 
Division    of    Licensing         9pp          18277    196         24X    FicJie    50-266,83/04/13. 
B30SOS0373 

— 8303020292   Nonpropr letary    version   of    "Effect   of    Radiation    on 
Insulating    Matls   Used    in   Uestinghouse   Medium   Motors    " 
BARTKO.J         Westinghouse    Elactrlc    Corp         71-1C2-RADMC-R1          71/01/10 
39pp          18277    205         24X    Flche    30-266,83/04/13,0305020272 

B3Q302012B  Faruiards    safety    evaluation   of    util    preferred    a-c  pouer    sue 

conformance    to   GDC    17  Pouer    sys    do    not    fully   meet    intent  of 
ODC    17   since    sijs    could    be    automat  leal  ly    disconnected    from 
4,  160-voIt    safeguards    buses    in   uorst   case   accident    loads 

NOREUUB.C,  E         Division    of    Project    (.   Resident    ProgTams  FJ3/'01/r23 

EISENHUT,  D  0        Division    of   Licensing        3pp         1B27B   330  S4X 
Flche    30-266, 83/04/25, 8305020128 

— 8305020137  Safety    evaluation    of    util    preferred    ac    power    ays    conformance 
ODC    17  Proximity    of    low  voltage    transformers    does    not    fully 
matt   ODC    17   requirements    for    physical    separa t Ion,  but    deluge 
sprinkler    sys    adequate 

«      NRC    -   No    Detailed    Affiliation    Given         83/O4/25          Bpp 
18E7B   223         24X    Fiche    30-266,  83/04/23,  B30303O12B 


Q303020433   Generic    Ltr    83-19    to    all    pouier    reactor    '.    testing     licensi 
re    new   procedures    for    providing    public     notice    concerning 
issuance    of   amends    to    OLs    Svc     list    end 

EIEENJIUT,  [)   G         Divinon    of    Licensing         R3/05/O2  Consolidated 

Editnn   Co      of    Naui   York,     Inc         50pp         1644!     12O         24X 
FlChe    50-000.83/05/02,6305030455 


B30506040B   Requests    extension    of    deadline     for    environ    qualification 
of    equipment    until    840330    for    Unit    2   t.    941101     for    Both    units 
for    environ   qualification    of    all     10CFBSO   4<J(bM3)     equipment 
items 

DURSTEIN,  S        Wisconsin    Electric    Power    Co         B3/O5/O4          DENTON.  H   R 
Office    of    Nuclear    Reactor   Hegulation.     Director          CLARK.  R    A 
Operating    Reactors    Pranch    3         3pp         1B348   210         24X 
Flche    30-266,  B3/05/04,  B305060403 

B30511007S   Remits    license   amend    approval     fee    for     temporary 
clarification    of    Tech    Spec:    re    auiillari;    feediuater    -sy; 
operab  i  1  1  ty 

BUfiSTEIN,5         Wisconsin    Electrit    Power    Co         83/O5/O4          DENT01J.  H   R 
Office    of    Nuclear    Reactor    Regulation.     Director          MILtER.  W   O         Licen 
Fee    Management    Branch         Ip         1B40Q    109         24X    Fiche    30-266,33/03/04, 
8305110075 

S303H0181    Application    to   amend    Licenses    DPR-24    t    DPR-27,  consi  5  1  1  ng    01 
Tech    Spec    Change   Request    91    re    limiting    conditions     for 
operation    requiring    botfi    RHI!    loops    be    operable    unless 
raactor    sijs    Is    In    refueling    shutdown    condition 

BUf?5TEIN,S         Wisconsin    Electric    Poucr    Co         93/05/04          DENTON,  H   R 
Office    of    Nuclear    Reactor    Regulation,     Director          3pp  16107    133 

24X   Fiche    30-266,33/05/04,8305110181 

—  8303110197   Tech   bpec    Change   Request   91    re    limiting    conditions    For 

operation    requiring    both   RHR    loops    be     operable     unless 
reactor    sgs    is    in   refueling    shutdown    Condition 

•  Wisconsin   Electric    Pomer    Co         B3/O3/04         6pn  18107    123         ?4X 
Flche    30-266,  33/03/04,  B3031101B1 

6303I1O201    Forwards    addl     fees    associated    u/Tech    Spec    Change    Request 
67    to   alloiu   repair    of    dooraded    steam   genpiator     tubes    bij 
sleeving 

DURQTEIN.S         Wisconsin    tlectrU    Power    Co         B3/05/04          DENTON,  H   ft 
Office    of    Nuclear    Reactor    Regulation,     Diiector          DIGGS^R   M         License 
Foe   Managament    Branch         Ip         1(J4<»    111          24X    Flche    30-266,  B3/O5/O4, 
S303110301 

8303120495   Fomards  'Amends    73   '•    7B    to   Licenses    DPR-24    fc    DPR-27, 
respective!  u,  safety    evaluation  d   notice    of    issuance    (• 
avallaoilitu    Amends    allow    temporary    Isoldtion    of    a-hared 
motor   driven  auitllary    feeduator    pumps 

COLBURN,  r   H         Operating    Reactors    Branch    3        83/05/04          FAY.  C    W 
Wisconsin   Electric    Power    Co         4pp         1C1-44Q   214         21X 
Fiche    30-266,  B3/O5/04,  B3O3120493 

~B30S1204<J8   Amends    73   (i   78    to   Licenses    DPR-24    *    DPR-37,  respect  ive  1  1(. 
allouing    tcmpnrary    Isolation   of    shared  motor    tfrivcn 
auiiliary    feeduater   pumps    for   unit    during    startup  .  shutdouni   & 
surveillance    testing    of   other    unit 

CLARK,  R   A        Operating   Reactors   Branch    3       03/05/04        6pp 
IB440   210         24X    Flche    50-266.  B3/03/O4.  EJ30S120-J93 

—  8303120302   Safety    evaluation    supporting    Amends     73    !f    78    to    Licenses 

DPR-24    &   OPR-27.  respectively 

*  Office   of   Nuclear   Reactoi    Regulation,    Director        B3/03/04        2pp 
1B440   234         24X   Fiche    50-266,  B3/OS/01,  93031  2O4"?5 


8303120503   Notice    of     Issuance   *•   availability 
Licenses   DPfl-34   &  DPR-27,  respec  ti  vel  u. 
TRAHMELL.C    M        Operating    Reactors    Branch    3 
19440   226         24X    Fiche    50-266,  B3/05/ai 


f    Amends    73    d   70    t 


2pp 
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8303I3000J    Updates    progress     in    meeting    scheduler    c  ommi  trtients    per    NFfC 
B30314   order    r*     implementation    oF    pait-Tnl    Action    Item 
II    F    1,     "Addl    Accident    Monitoring     Instrumentation    " 
FAi'i  C    W         Wisconsin   Electric    Poiuer    Co          B3/03/06         DENTDN,  H    ft 
Qfffca    af    Nuclear    Reactor    Regulation.     Director         CLARH.R   A 
Operating    Reactors    Branch    3         3pp          184?4>   341          ?4X 
Flche    51-24i,  S3/O3/06.  3305130009 


B3050WJ.39  Centric  Utr  B3-2O  to  all  opa 
holders  of  CPs  r«  integrated  scdeduli 
of  plant  muds  Svc  list  o-ncl 
EFSENHUT,  f)  G  Klvtilon  of  Licensing 
Etflson  CO  of  New  Voi-l.  Ine  lipp 
Fiche  90-OQO,  83/OS/Q?,  B3Q3Q9Q659 


i  ting    jaactor    license** 

f    for    implementation 


B3/Q5/O9 
1B627     193 


Consolidated 


Forwards    approved     eiemption    dtd    B3Q507    for    scheduler 
requirements     For    installation    of    RCS    hlgn    point    jdi    vants 
allowing    del  aw     in     Ins  till  lat  ion    Of    si|5    until    B4OIOI 
CLARK, R   A         Operating    Realtors    Dranch     3         B3/Q5/Q1         FAV,  C   W 
Wisconsin    Electric    Pouar    Co         3jip  I  B497    OOB         24X 

Flche    30-301.  93/O3/O9.  9303170619 

— B3Q3170645    Eiemption    from    schedulat-    re^ulr-ements     for     instal  1  ali-on    of 
RCS   nigh    point    gas    vents    jlloulng    delay     it    »ni tal lation    of 
sys    util    Q10101 

PURPLE,  fi    A         Division    of    Licensing          33/05/09  Wisconsin 

EUctrle    Pomer    Co         4pp          1Q497    Oil          24X    Ficha    30-301,03/03/09, 
830517061? 

8305240131    Informs    that   piping    6    Ini trumen tat i on    diagrams    requested 
in   33OH27    Itr    re    (nssrviee     testing    program   ml  I t    be     forwarded 
under    ieparate    cover 

FAV.C   U        Wisconsin    Elettrlc    Power    Co         a3VOS/l9         DENTON. H   R 
Office    of    Nuclear    Reactor    Regulation,     Director         CLARK.fi    A 
Operating    Realtors    Branch    3          I  p  18549    00&         24X 

Fiche   50~2fi4.fl3/05/l-?,e30524013l 

8303S40497  Forwards    list    of    electric    equipment    important    to    safety    to 
tie    environmental  ly    qua  I  6f  led    at    facilities    Info    duplicates 
311008   recponse.  per     IE    Bulletin    79-O1U.  w/  I  i  sted    eiception-s 
FAY.C    H        Wiiconiin    Electric    Power    Co         B3/O3/20         DEMTON. H   R 
Office    of   Nuclear    Raaccar    Regulation.     Dlrecbor         3'?pp          13371    340 
24K   Fiche   30-366.  63/03/30. S3O3340497 

Q      Inipictlon    rcportii     IE    Bulletins-    t>    correspondenc  B 

8313060385    IB    Info   Notice    B3-1-4,     "D«uatered   Spent    Ion   Eicnange   Reiin 
Suicopt ibill ty    to   Eiothermlc    Chemical    Reaction    "   Svc    list 
enc  1 

TAYLOH.J  M        Divtslttn    of    Safeguards    &    Inspection  Programs    (Post 
3301033        B3/O3/21  Const)  1 1  dated    Edison  Co      of   Main  Vort:,     Int 

112pp          I330B   319         24X    Flcho    30-000,  B3/03/21 .  a31BOc.03BB 


930304O036    IE    Info    Notice    93-21,      "L-ooae    Parts     in    Secondary    Side    of 
Steam  Generators    at   PWRs    "    Bvc     list    encl 

JORDAN,  E   L         Division     of    Eraerg&ncy    Preparedness    (•    Engineering 
Response    (Post    930103)         83/04/38  Consol  i  datad   Edison   Co      of   Neu 

York,     inc          llSpp          1S3B3    O47          24X   Flche    30-000.63/01/88.8303040026 


S303Q4Q027    IE    Info  Notice    B3-S5.     "Standby    Qas    Treatment   Sija    Heater   High 
Temp    Trip   Setpolnt    Adjustment    "    Svc    list    encl 

JORDAN,  E   L         Division    Of    Emergency    Preparedness    i   Engineering 
Relponie    (Post  H30103I         03/O4/2B  Consolidatsd    Edison   Co      of   New 

Vork,     Inc          HBpp          I63B2    16S          S4X    Fiche    30-OOO,  B3/04/28,  S303040027 

8303040023    IE    Info    Notice    83-S&,      "Failure    of    Safety/Relief    Valve 
Discharge   Line   Vacuum   Breakers    "    Svc    list    encl 
JORDAN,  E  L        Division    of    Emergency    Preparedness    &  Engineering 
Response     (Post    B30103)          S3/Q3/O3  Consolidated    Edison    Co       of    N*u 

Yor*.     Inc          122pp          19441     17O          24X    Fiche    50-000,  83/03/O3,  B30304002B 


8303040030    IE   Info  Notice    83-27,     "Operational    Response    to   Events 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "   Svc    list    end 

JORDAN,  E  L        Division    o-f   Emerge-ncu,    Preparedness   *  Engineering 
flasponie    (Poet   930103)         33/03/04  Consolidated    Ediaon   Co      of   Meu 

Vorlc.     Inc         H2pp          1BJB2   2B2          34X    Fiche    50-000.  B3/03/O4.  0303040030 

0303040031    IE   Jnfo   Notice    33-^3,      "Criteria    for  Protective    Action 
Recommendations    for    General    Emergencies    "    Bvc    list    one  1 
J01DAN.E   L         Division    of    Emergency    Preparedness    S"   Engineering 
Re  jp  Pine    (Post   8301O31         83/OS/O4  Consolidated    Edison   Co      at   Neu 

Vork.      Inc          H9pp          18441    OO1  34X    Flche    30-000,  B3/O9/04,  B303040031 

9305120108  Submits    addl    response    to    IE  Bulletin    79-14,     "Seismic 
Analu.*it    for   As-Built   Sa  f  e-ty-Rol  ated   Piping    Sys    "   Mechanical 
corrections    installed  ui/e  <eap  tlon    of    tuo    corractlons 
requiring    melding    to  RHR   piping 

DURSTEIN-S         Wisconsin    Elflctrle    Pouer    Co         83/03/04         KEPPLER,  J   0 
Region    3.     Office    of    Director          2pp.          IB431     130         24X 
Flchfr    50-2i6,  33/03/04,  B30S12040B 

63030  4  OO33   IE   Info   Moticv    B3-39.     "Fuel    Binding    Caused    by    Fual    Rack 
Deformation   "    Svc    list    one  1 

JQHDAM.  E  L        Division   o-f    Emergency    Preparedness   1  Engineering 
Response    (Post   S301O3)          B3/05/Ot  Consolidatad    Edison    Co       of    N8U 

York,     Int         HSpp         18923   24B         SIX    Fiche    SO-000,  03/03/06.  6303040033 

830&2Q02a?  Clarifies    position    re    ma  Jut  i   testing    program    fop   HVAC 
filter    units   not    controlled    bu.    Tech    Specs    b    for    respirator 
fitting    program,  per     IE    Insp    Repts    30-3bb/B3~Q3   & 
50-3Q1/83-O3  dtd    930316    although    no    noncomp  liance    noted 
FAY.C    M        Wisconsin    Electrit     Power    Co         B3/OS/O6         KEPPLER,  J   0 
Region    3,    Office    of    Director         3p.p         18317    102        24X 
Flche    30-246,03/03/06,9303300239 


8303040021    It;    Info  Notice   83-ai.     "Defecc»/B    Fmargencij    Use   Rupirafcor    " 
Svc    Hit   eitel 

JORCANiC  L        Division    of   Emergancg    Pi-epayednes*    t-  engineering 
Retconie    (Post    B30103)          B3/0-1/15  Consolidated    Edlittn    Co       of    NIUJ 

York,     tni          I26pp          1&433     159         2«X    Ficne    30-000,  B3/O4/13j  Q3030400B1 


8303040023    IE    Info    Notice    03-32,      "DWR    Sa  fet<j  /Rel  i  ef    Valve    Failure!     " 
Svc    list    encl 

JORDAM.F  L        Division    of   Emergency   Pr  epar  eJlnesn    Se  Engineennj 
Response    (Poit  930103)         B3/04/22  Consolidated   CUi*on  Co      of    Neu 

YorK,     Inc          UHpp          1B3B3   O39         S4X    Fiche    90-000,  33/04/32,-  B303O4OQ23 

B3D304O025    IE    Info   Hatics    03-33'     "Inoperable    Containment   Atmosphere 
Senilng    Sys    "    s^c    list    encl 

JQRDANr  E  L        Division   of    Emergency    Preparedn&is   !•   EnflineBring 
Response    {post    E53O1O3)          B3/-D4/23  Conao  1  1  dated    Edison    Co      of    Haul 

York,     Inc          117pp          IB3&I    291          S4*   Picnft    3O-OOO.  B3/04/25,  B303Q4O02S 

B3091204Si   ToTuards     IE    Insp    Repts    30-a6i/B3-C")    t,    30-3OIX03-04    on 
830201-0331    t.    notice    af    violation    No    reply    to    I  tarn    3    of 
notice   at  violation    required 

BHAFEfi,W   D        fleglon    3.     Office    of    Dlrectoi          S3/04/23         BUJ1STEIM,  S 
Ml>con«in   Electric    ^nuier    Co         2pp          18131    029         24X 
Flehe    30-265,  63/04/2S,  B30512045S, 


-8303130443  Notice  of  violation  from  insp  on  03O201-0331 
BUFFER, WO  Region  3,  Office  Of  Director  83/04/S3 
13431  031  24K  Fiche  30-24,6.  83/04/23.  8303120156 


8305170241    Ack    receipt    of   B3D121     Itr    informing   NRC    of    steps    taken    to 
correct    violations    noted     in     IE    Jn*p     Repts    30-266/02-17    ti 
30-301/02-17  Violation    1    re    fire    signaling    SUJE    tasting 
withdrawn 

SPESSAHD.fi    L         Dlvisiqn    of    Engineering         83/03/O9         BURSTEIN,  S 
Wisconsin   Electric    Pouer    Co          2pp  1B464    333         24X 

Flche    30-366,83/03/09,8303170211 

— B30317Q232  ResponiH    to   NRC    B31130    Itr   re   violations    noted    In    IE    Insp 
Rapts    90-2A6/B2M7    tt   SO-30l/B3-t7    Corrective    actions    annual 
fire    pump    capacity    teat    revised    to    Include   add!    performance 
dad    Fire    protection    tests    reviewed 

FAY,  C    H         Uliconsln   Eloctric    Power    Co         Q3/01/2I          KEPPLER, J   0 
Ragion  3,    Office    of   Director-         42pp         10464   333        S4X 
Fiche    30-S6i,  B3/09/09,  33O3!  70241 

— 83O317O263  Respondi    to  C    Ham  a- ay    question   re    largest    single    fire   uiater 
flow  reiiuireinent   at    facilities    Sprinklers    for    dlesel 
generator    rooms    supplied    from    tvc    uJatar    syi    capacity 
FAV.C    H         Ultcomln    Electric     POLJBT    Co         83/OS/24         KEPPLER- J   0 
Region   3.    Office    of    Director         3pfl         13463  013        24X 
Flihe    50-266,93/03/09,8303170211 

S30SI7O13B  rtcli    receipt    of   930413    Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted    in    IE    Bafaguards    Insp    Repts 
90-266/S3-03   b    50-301 /B3-O3 

HIMD.J  A        Division   of  Radiological    &   Materials   Safety    Programs 
B3/O3/1O         BUHSTEIN.S         Wisconsin    Electric    Power    Co          lp          1B466' 270 
34X    Fiche    30-J66.B3/03/»O,B303t70-13B 


-B305I2016B    IE    Insp    Repts    30-266/63-04    k    3O-3O1/S3-04    on    B30S01-O33I 
Moncomp  llance    noted    pffricnnpl    failed    to   efieck    out   uihen 
eiltlng    containment   ffv  Procedure    HP   2   1   R    tiao  Ebeflitie 
M-od*)   DAI-iCC   area   radiation  monitors    not    labaled 
HrtGUE,  R  L   ,    F1TZPATRICK,  D   ,    JACK  I  Mr  I    H        Region  3,    Offico   of 
Director         B3/04/22         7pp          IB13I    O32         24X    Fiehe    SO-H66r  83/04/2&. 
8309120436 


— 6303170114  Responds    to   NRC   33O314    Itr    re   violations    noted    in    IE 
Safeguards    Insp    Repts    9O-26&/S3-03   &   30-301/83-05  Corrective 
Actions   withheld    (ref    [OCFR73    3D 

BUHSTEIN.g         Wisconsin    Eloctric    Paiuer    Co         B3/04/i3,        HIND.  J   A 
Division   of  Radiological    &    Materials   Safety   Programs         lp 
10466    371         34X   Fiche    3O-2A6.  B3/05/  JO,  B30317013B 


DOCKETED  ITEMS 


137 


8303010034  IE  Info  Notice  B3-3O,  "Misapplication  of  Generic  Emergency 
Operating  Procedures  (COP)  Guidelines  '  Svc  list  end 
JORDAN. E  U    Division  of  Emergency  Preparedness  &  Engineering 
Response  IPost  830103)    S3/OS/11      Consolidated  Edison  Co   of  Neu 
York.  Int    I14pp    10524  OO3    24X  Fiche  3O-OOQ,  03/03/1 1 ,  B3O^04O034 


in  ADLPIPE  Computer  Program 


8303040040  IE  Info  Notice  83-31,  "Ei 
Svc  list  enc  1 

JORDAN,  E  L    Division  of  Emergency  Propai  edness  i  Engineering 
Response  (Post  B3O1O3)    B3/Q3/19      Consolidated  Edison  Co   of  Neiu 
York,  Inc    I  14pp    10697  OO9    24X  Fiche  5O-OOO, 83/O3/19,  83O3O40040 


830534041?  LEH  B3-Q03/01T-O  ha?  been  rancelled 

FAV.C  U    Wisconsin  Electric  Pouer  Uo    Q3/05M2 
Region  3,  Office  01-  Director    2pp    18373  3S.J 
Fiche  50-301,  83/03/12,8305240412 


KEPPLER,  J   G 


830524000,'   PNO-I I I -33-037    on    830509, He} i on    III    radiation    specialist 
learned    that   main    steam    line    noble    gas    monitors    not    yet 
Installed    per    830314    commitment    date    Oft     of    Investigation 
investigating     failure   Monitors    to    be     installed    by   mid    June 
LOVENDALE,P    ,     PAPERIELLO, C         Region    3,     Office    of    Director         B3/O5/ 
Ip         10549    13B         24X   Ficlie    50-26t.  83/05/  13,  83O5240O02 


B305340380   Confirmatory    action     Itr    re    MRC    630314    order    specifying 
certain    TMI    action    Items    as    complete    or    completion    dates 
noted     Item    I!    F    1     I,     "Noble    Gas    Effluent    Hontior,"    complete, 
however. main    steam    line   monitors    not    operational 

KEPPLER, J   0         Region   3.     Office    of    Director         83/O3/20         BUHSTEIN.S 
Wisconsin    Electric    Power    Co          Ip          1B575    072         SAX 
FlChe    30-366.83/03/20,8305240300 


0305240379   NPDCE,    noncomp  i  lance    notification    on    830429,  pH    of    reten 
pond    discharge    found    above     limit    Caused     by    deml neral i i ed 
makeup    water    treatment    sys    problems    re    undlscolved    line- 
carrying    through    to    pressure    filter    sya 

FAY.C    W        Uisconsln    Electric    Power    Co         G3/09/1B  Wisconsin, 

of          Ip         18571    OflO         34*    Ficfte    30-366,83/09/18.8303540379 


B30527O241    Documents    agreement    per    830517    conference    call    re    timing 
requirements    for    notification    of    state   (,    local    agencies    for 
unusual    event    or    alert, per     IE    Insp    Repts    90-266/83-01    & 
30-301/83-01    Procedure    to    be     initiated    by    830701 
FAY.C    W         Wisconsin    Electric    Power    Co         83/O3/23         KEPPLEFtiJ   G 
ftiOion    3,     Office    of    Director          Ip          1B637    161          24X 
Flche    3O-266.  B3/O3/H3.  8303270241 

B303040046    IE    Info    Notice    G3-33.     "Nonrepresentatl va    Sampling    of 
Contaminated    Oil    "    Svc    lint    enc 1 

JORDAN.  E  L        Division   of   Emergency    Preparedness    (.  Engineering 
Raiponie     (Post    B3O1O3)         83/03/36  Consolidated    Edison    Co       of    Neu 

YOPV.     Inc          114pp          18647   007         24X    Fiche    30-000,83/05/26.8303040046 


ft      Periodic    operating    reports    f.   related    correspondence 


DOCKET    5O-302   CRYSTAL   RIVER   NUCl  EAR    PLANT,     UNIT   3 

F      Security,    medical,     emergency   &    fire    protection    plans 


330S27049t   Forwards    IE    Insp   Rept    30-302/83-06    on    83032'2-23   No 
nan coma  I iance   noted 

DANCE, H   C         Division    of    Project    !.    Resident   Programs         33/03/28 
HANCOCK,  J   A         Florida   Pouier    Carp         2pp          18644    163         24X 
Flcne    30-30^,  B3/03/2B,  B3O527O436 


— B3O9S70466    IE    Insp    Rept    SO-303/83-O6    on   B30222-23   No    noncomp  1  iatic  e 
noted  Major   area    inspected    emerg-eticij    preparedness 
ejercisn 

HUFFHAN.G   N   ,     JENKINS,  0   R         Region    2.     Office    of    Director 
B3/03/2Q         Llpp          1Q644    163        24);    Flche    50-302.63/03/38.8305270456 


6303160169   Foruards    monthly    operating    repts    for   Apr    1983 

FAY.C    W         Wisconsin    Electric    Pouer    Co         B3/O5/IO  NRC    -    No 

Detailed    Affiliation    Given          Ip          1B446    073         24X 
Flche    30-266,83/03/10,8305160169 

--630S160171    Monthly    operating    repts     for    Apr    1983 

FAY,  C    W         Wisconsin    Electric    Poiuer    Co         93/03/09         9pp          1S446   074 
BflX   Fiche    30-266,83/05/10,8303160169 

8     Riportable    occurrences,    LER 3    &   related    correspondence 

0303030273   Forwards    LER    B3-O03/01T-O 

FAY,  C    W         Wisconsin    Electric    Pouier    Co         B3/O4/26         KEPPLER,  J   G 
Region   3,    Office    of    Director         Ip         18300  034        24X 
FUhe    30-301,83/04/26,9305030273 

—8303030280    LER    83-002/01T-O    on    830412,  dun ng    eddy    current    eiam    of    stean 
generator    tubes,  16    tubes    In    steam   generator    A   !•   2    tubes    in 
«team   generator    Q   had    indications    greater    than    Tech   Specs 
Caused    by    corrosion   Tubes   will    be    repaired 

FAY.C   W        Wisconsin   Electric    Pouor   Co        83/04/26  Region   3. 

Office    of   Director        6pp         IS300  083        24X   Flche   30-301,83/04/26, 
8303030273 

8303130034   NPDE8   noncompl  lane  e    notification    jn   830429, dally    mai    pl< 
effluent    limit    eiceeded    Investigation   mill    include    review 
of    sampling    ft   analyili    techniques, insp    of    treatment 
equipment   d  review   of    operator    logs 

FAYrC   H        Wisconsin   Electric    Poyer   Co        B3/O3/03  Wisconsin,    State 

of         2pp          13436   208         24X    Fiche    SO-266, 83/03/05, 830S13O031 

8305240331    LER    83-OO6/03U-0    on    S3O419. time    delay    setpolnt    of    contact 
from    time    delay    relay    2-TDRC/A06  t-   4,  16O-volt    degraded    grid 
voltage    relay    2-273/A06    set    above   Tech    Spec    limit   Caused    by 
bumping    or   misposl Honing    time    set    knob    W/03Q31O    Itr 
FAY-C   W        Wlseoniln   Electric    Power    Co        83/O3/10        KEPPLER,  J  e 
Region    3,     Office    of    Director         3pp          16573    113         24X 
Flche. 90-301, B3/O9/10, 8303240331 

8303240330   LER    B3-003/01T-0    on    830428,  body -to-bonnet    leak    on    A    loop    RTD 
bypatt    isolation    valve   RC-359A  Si   oorlc    acid   wastage   of    four 
stud*    discovered    Leakage    caused    stud   wastage   Studs    t-   nuts 
replaced    &  valve    on    other    loop    examined   W/330311    Itr 
FAYiC   W        Wisconsin   Electric    Pouier    Co        83/03/11        KEPPLER,  J  0 
Region   3,    Office    of   Director        4pp         1B374    071        34X 
Flche    30-301,83/03/11,0303240330 

6303170226  Follouup    to   330331    NPDEB   noncomp 1  lane e    notification 
On  830316  b    17, retention    pond    discharge    (Sample   Point   5O1 ) 
exc*eded    pH    limit   Caused    by    carryover    of    lime    from  water 
treatment    syi 

FAY'C   H        Wisconsin   Electric    Power   Co        03/05/12  Wisconsin,    State 

of,        2pp          18300   302         H4X    Flche    30-266,83/03/12,8305190226, 


B305110034  Generic    Lti    83-21    to   all    licensees   of   operating    reactors, 
applicants    for    GLs    t*   holders    of   CPs    re    clarification    of 
access    to   control    procedures    For    law   enforcement   visits 
Svc    list    enc! 

EI6ENHUT.DG         Division    of   Licensing         B3/03/I1  Consol  IdatetJ 

Edison   Co      of    Neu   York,      Inc          16pp          1B340   099         24X 
Fiche    30-000.83/03/11,8303110034 

0303370209   Forwards    IE    Safeguards    Insp    Ficpt    50-302/83-12    on   030302-06 
No   noncompliance    noted 

DANCE, H   C         Division    of    Project    t<   Resident   Programs         83/05/25 
HILOUS.W   S         Florida   Pouer    Corp         2pp          1S637   314        34 )! 
Fiche    50-302,83/03/33,8303270309 


--8303270212    IE   Safeguards     Insp    Rcpt    30-302/63-12    on   830302-06    [Jo 
noncomp I  lance    noted   Major   areas    inspected   site   orientation, 
review  of    security    plan  b   security    organ!  lation-mgt   Details 
withheld    (ref    10CFR73   SI  I 

MOORE,  D   E    ,     URVC,H         Region   2,     Office    o  t    Director         MCOUIRE.D   R 
Division    of  Emergency    preparedness    '*  Materials   Safety        83/03/24 
Zpp          18637   316         24X    Flche    50-3O3,  S3'05/?3,  B303370209 


J      Insurance   tt    indemnity    Information 


8305040S04   Forwards   Enooi  sements    58 
MAELU   Policy    MF-1'!,  respectively 
DUCK,  J   R         Marsh    t   McLennan,     Inc 


44    to    NEL1A   Policy   NF-193   ti 
93/04/29        SALTZMAN,  J        Assistant 


Director    for   State    &   Licensee    Relations 
Fiche    30-303.83/04/29,0303040204 


Ipp 


8303190022   Forwards   Endorsements    39   *.   45    to    NEl.IA   Policy   MF-195   t 
MAELU   Policy    MF-91,  respective  ly 

DUCK,  J   R         Marsh    &   McLennan,     Inc         33/05/12        SALTZMAN,  J        Assistant 
Director    for  State   (.  Licensee   Relations        3pp         1Q502  036       24X 
Fiche    30-302.93/03/12,8303190023 


P      Operating    license    stage    documents    &   correspondence 


8303380319  Forwards    order    confirming    licensee   commitments    on   po-st-TMI- 
rolated    issues   Order    bated   on   comml tments    contained    in   utll 
responses    to   NIJC   Generic    Ltrs  82-05  Si   62-10 

8TOLZ.J  F  Operating  Reactors  Bran(:h  4  83/03/14  HA^fCQCK.  J  A 
Florida  Power  Corp  3pp  17713  234  34X  Tlche  50-302.83/03/14, 
B3032B0319 

— 8303280335  Order    confirming    licensee   tomnn  tments    on  p ost-TMI-related 
1 ssues 

PURPLE, R   A        Assistant    Director    for    Licensing         &3/O3/I4 
Florida   Power    Corp         lOpp          17713    337         94X    Flche    50-302,63/03/14, 
B3032B0319 
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g3053303<?3   Foriuards    analysis    of     estimated     ban k F L tt i nj    coats    per 
B3O2O3    ItT    Estimated    4174   rtM  1  1  ioi>     *pec\*     fov     back  *  i  tcuis 
BaclifittinS     Eipendi  turts    will     average    «(}',    of    annual 
eipendl tures     From    1977    through     WB5 

HftfJCQCK-    J   A         Florida    Pouer    Corp          83/03/25          rQUf.  TELLOTTE.  J 
RBa.ulacor.4    Ripfarr.    fas*    force          Zp  p          1E543    35B         2<1  X 
Ficfie    30-302,93/03/23,  S303230373 


B303I3CC6,1    advises    that    uttl    endorses    Rev   3    to    OAW-IO092P    b    DAW-10134P 
as    response     to    NUREG-0737,  I  tern    1 1    I-     3   30,     "Revised    Small 
Oreafc    LOCA    Methods     to    Shou   Compliance    M/l OCFRSO,  App    K    "    Word 
on    item   will    not    commence   until    rests    approved    by   NRC 

WES7AFEf,G    f         Florida    Power    Corp         B3/05/09         STGLZ,  J    F         Operating 
Reactore    Branch    A  Ip          1B436   £45         24  K    Fichu    30-302,83/03/09, 


83O523O72Q   Forwards     Hue    Of    utils    rCEp 
•figurei    on    Dackfltting 
TOURTEU tJTie.  J         Psgulatotii    Reform 
PALLADINQ,  N   J         Commissioners         2pp 
FichE    90-000,  83/04/1 !,  B30523O72O 


lo    requests    for    cost 


sfc    Forte         83/04/  15 
IB542   272         S4X 


8303lf0344    Forwards    carnmi  tment'S    for    qualification    of    insp,  exam  & 
testing   e>    audit    personnel    to    ellmlnatP   possible    conflicts    !< 
mi  sunder standings 

WEST^FEH- G    R          Florida    Pouier    Corp          B3/OS/13         EISENHUT,  D    G 
Division    of    Licensing         2pp  1B3OO   O20         24X    Fiche    50-302,83/05/13, 


B30512003"7   farujrdi    genoric     safety    evaluation    supporting    continued 
operation    of    PWfls    w/l)ressei-    primary    safety    valves    Safety 
valvB    rinc    settinffa   acceptable 

STQLI.JF         Operating    Reactors    Branch     4         G3/O4/2EJ         HlLGUS.US 
Florida    Powor    Corp          3pp          13143    21?         24X    Fiche    50-302,93/04/33, 
3303120037 

B30303OG36   Proposes    mat    design    to    fulfill    monthly    testing     requirement 
Of     IEEE-279-197I    tonslstEnt    u/testlng     Tor    first    6    second 
level    uivJeTVOltage    r-ela"i    protection     iys    HoritMq    relay    Bench 
calibr    test    Liill    verify    absenie    of    relay    setpoint    ^rift 
UESTft^ep^   R         Florida   Pouar    Corp         B3/04/29         STOLZ.  J   F         Opsrating 
Reactors    Diranch    4         2pp          1630O   356         21  <    Fiche    50-302,83/04/3?, 
830503Q036 


B309240339    Updates     suatus    of    rsactor     internals    bolting    problem    All 
upper    core    iarrel     Dolts    ulll    be    replaces    I/   backup    ultrasonic 
eiam   on    surveillance    specimen    holder    tube    bolts    performed 
by    B3D3SO   Basis     for     decisioni    £•    plans    distussed 

DAYMARD,  P    V         Florida    Power    Corp         B3/03/SO         STOLZ,  J   F         Operating 
Reactors    Branch    1          2pp          16371    OO4         34\   Fiche    50-302,03/03/20, 


6303270092  Foruac-da    "Crystal    fij  ver   Unit    3  Environ   Qualification 
Statu*,"    per    1OCFR90    19 

BAVNAffDiP    V         Florida    Power    Corp         Q3/05/20         STOLZ,  J   F         Operating 
Heflctora    Braneli     4          2pp          18639   001          24X    Flche    5O-3O2,  03/03/20. 
8303270093 


8303O30030    Advises     that     justification     Far    continued!    operation   mill     be 
includafl    in   830530    •submit  I:  a  I    per    330333    Jtr     le    environ 
nullification    at    electrn.il     equ  i  pmen  t,  i  n    response     to    B3O333 
UT    Facjlity    presentlg    shut    doun    for    refueling 

HESTAFER.G    R         Florida    Power    Corp          83/Qfl  '29         S1OLI.  J    F         Operating 
Reactors    Branch    4          If          16300   351          2*X    Fiche    50-302. 83/04/29. 
B3030300SO 

53050^0463   Foriuards    BJ.W    "Hounding    Analytical    fisSEBSnent    of    NUREG-0&30 
on   LOCA   i-   Operatinj     kU/Ft    LlwltB."    pel     S3O331     con-fnitment 
«ESTAFER,Q   n         Florida    Power    Corp         B3/Q4/?9         STOLZ,  J   F         Operating 
R&actors    Giflnch    4          Ip          !B3i?    153         3«X    Fiche    5Q-3O2.  B3/O4/29, 


— B30327O095    "Crystal     River    Unit    3   Environ    Qualification    Status 
»      NlfS    Corp          B3/05/20         41ipp          1B639    003         24X 
Fiche    50-302,  63/03/3O, B3Q337OO92 


Inspection    reports,     IE   Bulletins  t-    correspondence 


B30927OS93   Provides     implementation    datss    for    policies    t    procedures 
naceasarij    to    meet    commitment    per    requirements    of    ANSI 
N43    2   V-1174    Three-phase    plan    developed    tn    resolve 
deFlCiencles    identified     in    IE     Insp    nept    50-302/82-SO 

BAVNARD,  P    Y         FloriiSa    Pouer    Corp         Q3/02/16         O'RERLV.J   P         Region 
2,     OfficB    oF    Director          3pp  1S641     133         24X   Fiche    50-302,03/02/16. 

S3053 70295 


f    NUIJCG-Oi30    on   LDCA 


— B303090464    "Douniliiig    Ana  1  ij  ticfll    AssBSbm 
Operatlna    liW/Ft    Limit*     " 

*       Batctirk    R    Wilco.    Co          77    1I10S-99-01          83/04/3"? 
13362    !51         2^1>!    FichP    SO-3O2,  83/04/39,  B3Q3Q'50462 


B3032O037B   Submits    response    to    tJRC    8302^2    Itr    r«     B.emptlan    from 
1CCFRSO    rt4(r»!3M  i  il  ),      "Reactor    Vessel    Head    Heat     "     InteT-ln 
exemption    en  tending     Imp  lemen  tat  1  on    deaJlifie    requesteif    prior 
to    restart    Crom    refueling    outage    scheduled     for    B3O7O"? 
WESTAFE/J,  G   FT         Florida    Power    Corp         83/04/2-9         EISENHUT,  D   G 
Division    of    Licensing          3pp          1B31F3    JOfi         S4X    Fiche    SO-3O2, 
8303200:170 


B21S06O39S    IE    Info    Notice    93-14,     "Qeuatared    Spent    Ion   Exchange    Resin 
SUS.CBP  1 1  li  i  ]  i  t<j    to   El  othermic    Chemical    Peaction    "    Svc    list 
enc  1 

TAVl-OR,J   M         Divisioti    of    Safeguards    '«    Inspection    Programs     (Past 
B301O3)         B3/03/2I  Consolidated   Edison   Co      of    Neui   Ynrk.     Inc 

112pp          1S30B    319         SfX    Fiche    30-000,33/03/21,6212060303 

9305270456    Forwards     IE     Insp    tlept    50-303/S3-O6    on    B30222-23   No 
none  ompl  iar>cp    notetf 

DrtNCE,  H   C         Division    Of    Project    t.   Rasidenl,    Programs         S3/O3/2B 
HANCDCK.O   A        Florida   Power    Corp        2pp         18o44    163        34X 
Fiche     SD-302,  B3/03/2H.  a303370.)3fa 


6305020435   Guneric    ILtr    B3-19    to    all     p&wer     reactor    »    tasting     Ucensoes 
re    neuj    procedures     for    providing    public    d^tice    cant* ruing 
ii&uance    af   amends    to   OLi    Svc    list    encj 

EISENHUT,  0   G         Division    of    Licensing          85/05/02  Consolidated 

Edison   Co      of    M»UJ   York,      Inc          50pp          IB1-11     120         ?4X 
FicKe    50-000,  B3/O5/03,  S3030SO-155 


— 6303270466    IE     Insp    Rept    50-302/93-06    on    S30222-23   No    noncamp 1 ianc e 
noted   Major   area    inspected    emergency    preparedness 
eierc 1 ae 

HUFFMAN,  G    N    >     JENKIN9, Q   R         Region    2,     Office    of    Director 
B3/03/2B          tlpp          1B644    163         24X    FicflO    SO-302.  B3/O3/2B,  B3O5a?O436 


B305060365    Mots  f  i  catloJl    at    B30506   meetnij    ui/3t.H   Dinners    Group     in 
Qethosda.MQ    to    discuss     core    barrel     fdilute    at    Ftancho    Soco    & 
Crystal    River    3,  future    plans    for    resolving    protlern!. 
jus t i Flea C i on    fop    continued    operation 

MINER,  S         Operating    Reactors    Drancn    4         83'Q3/02         STOJ-Z,  J 
Operating    Reactors    Branch    4         2fp  10393   OfS         24 < 

Fiche    3O-OOO,  83/03/02,8305060365 

Q305I3QQU?   Notifies    of    prel  imiiiary    plan    CD-    implement    B201-04   amend    to 
ragulation    re    hydi  agen    racOfnblnev    renu  i  remert    scfieduleoj    for 
SpplTia    1"JB5    rpfuellng    outage    Eiteri>al    ret  omb  1  n-er    raujt    be 
saf  ety-gra<te    to    finuro    accident    sory  i  vab  1 1 1  tn 

HESTAFEH.G   K         Florida    Power    Corp          63,05/06         5TOL2,J   F         Operating 
Reactor*    Orancf.    4         2ap          16436    327         34X    Fithe    5O-303.  B3/O5/06. 
0305130002 

830513OO1?   AdvK.es    IJiat    preliminary    oi-fiite    dose    caltulatlon    fnanual 
(rddlolagicat     effluent    Tech    Specs)    ^b^ittsd    on    B30^27 

WE3rAF6R,C   fl         Florida   Pouer    Corp          BT/O3/O6         STOL2.  •}   F         Operating 
Reactors    Branch    4          Ip          18440   O43         2>JX    Fiche    5O-302, 83/OB/06, 
8305130013 

83050VO639   Generic    Ltr  aa-20    to   ail    operating    realtor    Iicenaeei    t. 
holders    of  CPs    re    inteji-ated    scfteaultn'g    far    implementation 
of  plant  mods   Svc    ll$c    enc I 

EISENHUT,  I>   G         Division    of   Licensing          B3/03/O9  Conso  II  da  ted 

Edison   Co       Of    New   Yori.     Inc          !6pp          IB42/    I  S3         24X 
Fiche    3O-OOO.  B3/O5/O9.  a 303O9O659 


0305270132   rormai-ds    IE    In5p    Rept    50-302/B3-OB   on   S3O307-II    No 
none  amp llance    noted 

DANCE, H   C          Division    of    Project    fr   Resident    Programs         S3/01/O6 
MILGUS.U    5         FJorftfa   Pouier    Corp          2p  p          1B63B   231         24^ 
FlchB    50-3O2,  B3/O4/O6.  8303270112 

— 330527O121     IE     Insp    Rep  t     50-3O2/B3-OB    on    830307-11    No    noncamp Uance 
noted1   Major   areas    inspectpri    gaseous    effluents.  IE    info 
notices    &    semiannual    effluent    (t   uaste    disposal    ropt 

KflHLE,  J   II          Rejlon    2,     Office    aF    Director         DrtRR.  K   P         Division    of 
Emorgencij    Preparednest    f.   Materials    Safety         B3/03/23         3pp 
1S638    S36         24)T    Fiche    50-302,33/04/06,0303370112 

{3309270347    Forwards     IE    Insp    Rept    50-303/B3-03    on    B303H-1B   No 
none amp  1 1 a nee    no  tad 

DANCE,  H   C         Division    of   Project    d   Resident    Programs        83/04/06 
WILQUS.W    S         Floiida    Pouier   Corp          Spp  18642    106         2flX 

Ffchs    3O-30H.  63/04/06, 83D327O347 

—  030327O354     IE     Insp    Hep  t    SQ-3D2/03-05    on    B3O3I4-10   No    noncomp 1 iance 
noteiJ   Major    areas    inspected    radiological    environ  man  i  tor  i  ng, 
including    mg t    b   administrative    controls   *    status    review   of 
radiological    environ    monitoring    program 

CUNNINGHAM.A   L    ,     KUZQ, G    B         Region    2,     Office    of    Director 
nWIGDMERV.  0  M         lHviilon    of    Enolneering    &   Radiological    Safety 
ProjTams          S3/O4/O6          Spp          13643    1O6         2^X    Flehe    50-302,  B3/04/06, 
6305270317 
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8303270499   Ac  k    receipt    of    S3O311     Itr     inrnrfliing    HRC    uf    steps    taker    to 
correct    violations    noted     in    IF     Insp    Rcpt    50-3O2/B2-29 
LEWIS,  R    C         Division    at    Project:    '-    Resident    Pi  ograms         83/O4/13 
WILQUS.W   S         Florida    Power    Corp          lp          1B646    Q82         34X 
Flche    SO-302,  B3/O4/ 13.  S305270499 


— 9303270503    Responds     to    NRC    B3O210    Itr    re    violations    noted 
fiept    30-303/82-39   Disagrees    U>/VIQ  lat  1011    re     log    entry     for 
action    statements 

WESTAFER.G    R         Florida    Poiuer    Corp          EI3,  O3/ 1  1          U'RCILLY, 
Region    2,     Office    nf    Director         4pp          1B646   083         24X 
Flche    30-302, 83/04/1 3, B305270499 


--B3Q52702SS    Responds    to    NBC    930111     Iti     '  e    -.101  = 
Rept    50-J02/S2-32   Corrective    actiont    mtljer 

on  B20BQ3 

WESTAFCR.G  R  Florida  Power  Cor,i  63'n2'C"j 
Region  2,  Office  of  Director  2pp  1  DM  1  s 
riche  50-302,  B3/04-29.  830527024' 


ins  noted  In  IE  1  nsp 
:  t  -qu£l  i f  led 


0'REILt.Y, J  P 


— 8305270260   Forwards    IE    Insp    Rept    50   3(W/91-32   on    B.MS13-16   (,    notif 
of    violation 

DANCE, H   C         Division    of    Project    '    HesjJont    Pingtums         83/01/11 
HANCOCK,  J   A         Florida    Power    Corp         ?|,p  (864|    213         S4X 

Fiche    50-302,83/04/29,8305270247 


-- B3Q3270509   Forwards     IE    Imp    Rept    50-302/BS-39    on    821154-1217   i    notice 
of    violation 

LEWIS. R    C         Division    of    Project    t,   Resident    Programs         B3/02/10 
HANCOCK,  J   A         Florida    Power    Corp         Spp          18646    OB7         24X 
Flche    SO-302. B3/O4/13, 8309270499 

— B30337O316    Notice    of    violation    from    insp    on    821124-1217 

»      Region    2,     Office    of    Director         83/02/16         2Pp          18646   089         24X 
Fiche    90-302.  33/04/13,8305270499 

— S30327O525    IE    Imp    Rept    30-303/02-39    on    831134-1217   None omp 1 lance 
noted    failure    to    log    entry    !•    eilt    from   Tech    Spec    action 
statement    &    failure    to    maintain    functional     teat    manual 
Initiation    of    reactor    bldg    Isolation    function 

6TETKA,  T    F         Region    2.     Office    of    Director         BRDWNLEE. V   L         Division 
of    Projoct    &   Resident    Programs         B3/O1/31          llpp          IB646   O91         24X 
Ficha    3O-302.  B3/04/13. 8309270499 


B30S270264    Notice    of    violation    froir 
*      Region   Si     Office    of    Director 
Flehe    50-30-',  83/04/29,  8305270L'47 


insp     on    a?l2l3-!6 
63'Ol/li          lp 


-B3Q327O2&9    1C    Insp    R=pt    50   30^/8^-32    on    BS\ 
noted    failure    to    meet    ASME    Coil?    bectinn     : 
performance    qua  !  i f (cat i on    requi rements 
EcaNOMOS.M         Region    2.     Office    of    DllectaT 


3-16   Noncomp 1  lanes 
ue)  Uu  r 


ULAHE, J   J         Division    of 


Emergency    Preparedness    !,   Mateiials    Safety          S3/01'O5         6pp 
J8641    21B         24X   Fiche    50-302,  83/04/29,  EJ303270247 


83O304O02R    IE    Info    Notice    83-26,       Failure    uf    Sdl-ety  Re  1 1  ef    Valve 
Discharge   Line    Vacuum   Hi  eakei  s    '     S"t     li&t     encl 

JORDAN,  E   L         Division    of    Emei  gency   Pi  epare-dttess    >•    Engineering 
Response    (Post    830103)         83/OS/03  Cans-a  11  dated    Edison    Co      of   Mcu 

York,     Inc          IPSpp          1B441     170         24*    FIcRc    -50-000,  &3/O9/03,  B303O4002S 


B303O1O021     IE    Info    Notice    B3-21,     "Dafectivo    Emoigoncij    Use    Respiiator    " 
Svc     Hit    BIIC] 

JORDAN, E   L        Division    of   Emergency    Preparedness    t  engineering 
Response     (Post    B3Q1O3)          Q3/O4/1S  Coiteol  i  dated    Edison   Co      of    Neu 

York.     Inc          126pp          18433    135         H4X    Fichc    50-000,83/04/13,8303040021 


8303040030    IE    Info    Notice    B3-2/,     "Operational     Response    to    Events 
Concerning    Deliberate   Acts   Directed   Against    Plant 
Equipment    "   fcvc    lUt    end 

JORDAN.  C   L         Division    of    Crneigencu,    Preparedness    *•    Engineering 
Response     IPost    B30103)         B3/05/Q4  COTIBO  1  1  dated    Edison    Co      at    New 

York.     Inc          1  12pp          1830228?         ?4*fiche    SO-000,  H3/05/04.  8303O4003O 


8303040023    IE    Info    Notice    83-22,     "OUR    Snf  eti|/Rel  i  ef    Valve    Failures    " 
Svc    list    encl 

JPRDANrE   L         Division    of    Emei  gencu    Preparedness    ti   Engineering 
n«iponie     (Post    830103)          B3/04/S2  Consolidated    Edison   Co      of    Neu 

York,      Inc          llEpp          1B3B3   089         24K    Flche    50-OOO, 83/04/22, 8303O40023 


B303040031     IE    Info   Notice    B3-2O,     "Critsiu     for    Protective   Action 
necommendat ions     for    General    Emergencies     "    Svc     lisl    encl 
JORDAN,  E   L          Division    of    Tmergflncij    Prepai-udness   '.    Engineering 
Response     (Post    B3O103J         B3/05/04  Cnnso  1  i  da  t ed    fcdison    Co      of    Neu 

York,     Inc          119pp          10441    001         24X    Flche    SO-000   33/03/04,8303040031 


B303040025    IE    Info   Notice   83-23,     "Inopeiable    Containment    Atmosphere 
Sensing    Qya    "    Svc    list    encl 

JORDAN,  E   L         Division    of    Emergency    Pi  opal  edness    *•   engineering 
Response     (Past    B.301O3)          B3/04/23  Consolidated    Edison   Co      of    New 

York.     Inc          H9pp          1Q3B1    291          24X    Flche    30-000, 83/04/23, 830304OO29 


6303040033    IE    Info   Notice    93-2?,     "F-uel     Binding     Ciused    by    Fuel    ftai.  k 
Deformation    "   Hvc    list    encl 

JORDAN.  E    L         Division    of    Emergency    Prepai  cdness    *,    Engineering 
Response     (Post    B301O3)         83/05/06  Consol I  dated    Edisnn    CD      of    New 

York-     Inc          lISop          18S33   248         24<rithp     30-000,83/03/06,8303040033 


8305090384    Forwards    Ft*    notice    oraiiting    relief    f  i  am   ASME   Code    Section    XI 
requirements, per    utll    B30221    &   0314    requests 

STOLZ.J   r         Operating    Reactors    Branch    4         S3/O4/27         WILOUg,  U   S 
Florida    Pomer    Corp          2pp          1B367    35O         24X    Flcho    30-302,83/04/27, 
83050903S4 


B303040034    IE    Info   Notice   B3-3Q,     "Misapp 1 1<  at  i  un    at    Generic    Emergency 
Operating    Protodures    (EDP)    Guidelines     '    Svc     list    encl 
JORDAN,  E   L         Division    of    Emergency    PrepJi  edncs 5    ''    Engineering 
Response     IPost    B30103)         B3/05/ 1 1  CuriiQlidated    Edison   Co      of    Neui 

York,     Inc          lllpp          18324003         24'Fitht>     50-000, 83/05/ 1 1,  £3303040034 


— B3030903B9   Notice    of    granting    relief    from    A&ME    Code    Section    XI 
rsqulremonts    re    noille    vessel    Inservice    insp 
STOLZ.J  F        Operating   Reactors    Branch    4        B3/04/27        2pp 
18367   392         24X    Fiche    90-302,  83/Q4/27.  SJO3O9OS84 

8303040026    1C    Info    Notice    83-24,     "Loose    Pal1  fa     in    Secondary    Side    of 
Bteam  Oanorabora    at   PWRs    "    Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency    Prepai  edness    ti  Engineering 
RBiponie    IPost    830103)          B3/04/S8  Consolidated    Edison   Co      of    New 

York,     Inc          I13pp          183B2   O4/         E4X    Ficho    30-OOO. B3/04/B8,  S30304O026 

B303040027    IE    Info   Notice   B3-35,     "Standby    Oas    Treatment   Sys   Heater   High 
Temp    Trip    Setpolnt   Adjustment    "    Svc    list    encl 
JORDAN,  E  L        Division    of   Emergency   Propai  edness   tr   Englncerlna 
Response     (Post    83O1O31          S3/04/S8  Consolidated    Edison   Co      of    Neiu 

York,     Inc,        H8pp          183S2    163         SflX    Flche    50-000.  B3/O4/aa,  8303O4O027 

830SH70247  Ac k    receipt    of   830209  t  040S    Itrs    Informing    NRC    of    steps 
takon    to    correct    violations    noted    In    IE    Insp   Rept 
30-302/82-32 

DANCEjH  C        Division   of   Project    6   Resident   Programs        83/04/29 
HILGUS.W  S        Florida   Pouor   Corp         ip         1C64I    31O        34X 
Flehe    SO-303. B3/04/39.  S305270247 

— 8303370333  Responds    to   NRC   B301 1 1    Itr    re    violations   noted    in    IE    Insp 
Rept    50-302/B2-32   Corrective   actions   (uolder    nual i fl cation 
rtcordfi    reviewed    &  uielder    qualification    status    tracking 
program   being    developed 

WE8TAFER.O   R         Florida    Power    Corp         S3/04/OS         Q'REILLY.J   p 
Region    2,     Office    of    Director         2pp          18641    SH         24X 
Flche    90-302, S3/04/2?,  0305270247 


8303040040    IE    Info    Notice   S3   31.     "Frror     1 1>    AI^LflPE   Computer    Program    " 
five     list    encl 

JORDAN, C   L         Division    of    Emergency    Pi  BRtii  e  due  S  .,   t/    Ltifl  inoer  Ing 
Response    (Post    830103)         B3/O3/1V  C  onsoUdateif    bclison    Co      of   Neu 

York,     Inc         114pp          IB697    009         24<    Hch(     3O-000,  B1/05/  !•?,  B303040Q1O 

B3053702BO   Ack    receipt    of    B304?9    Itr    infoinnug    WRC    nf    steps    taken    to 
correct   violations    noted    In    IE    Insp    Rept    50-302/BJ-04 
LEWIS. n   C         Division    of    Project    '<   Resident    Programs         03/05/20 
WILOUS.W   S         Plorlda    Power    Corp          lp          tQ(*4S    O3F1         24* 
Ficlie    50-302.03/03/20,6303270260 

--B30327031S    Informs    that    utll    response    to    NffC    830323    Iti     re    violations 
noted     in    1C    Insp    Kept    30-302/B3-04   will     be    submitted    on 
830439  Atfdl    revlous   will    determine    if   ainorfnal    fj   emergency 
procedural    revleu  accomplished   f,   documented 

WESTAFER.O   R         Florida    Pouier    Corp         B3/O4/25        O'REILLV,  J   P 
Region    2,     Office    of    Director         lp          18642   O3?        24X 
Flche    50-302.  83/03/20,  B30S270280 

--B30S270319   Responds    to   NRC    830323    Itr    re    violations    notnif    In    IE    Hi9p 
Rept    50-3Q2/B3-04    Corrective    actions    plant    operating    OA 
manual, abnormal    &   emergency    pracedui cs.  rs viewed    &  procedure 
revieui    listing    In    TDP-203   to   be    revised    bu.    830601 
WEBTAFER.e   R         Florida   Pouier    Coi  p         83/O4/2?        0  'HEILLY,  J   P 
Region    ?,     Office    of    Director         2pp          18642   OtO         24X 
Fiche    30-303, 93/05/20,  B30S270HBO 

B30337O209   Forwards    IF   Safeguards    Insp    Repr     50-302/83-12   on    S30902-0ci 
No   noncomp 1 iance    noted 

DANCE, H   C         Division    of   Project   !.   Resident    Programs         03/03/25 
WILGUS.U  S       Florida  Power   Corp        2pp         IBA17    311        24X 
Flcha    30-302.83/03/23,8305270209 
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--930527021?    IE    Safeguards    IniP    Rapt     50-30^/63-12    on   B3O3O2-06   No 
noncomp  1  lance    noted    flajor    areas     inspected    site    orientation, 
levieui    of    security    plan    !•    security    01  g  an  i  jo  1  1  on-rag  t    Details 
Withheld     fref     10CFR73    21) 

MOORE.  D    E    ,     URiC:  0         Region    2,     Uffire    of    Director         MCGUIRE.  D    R 
Piviaion    of    Emergency    Preparedness    '•    Moterjals.    Safety         83/05/2-1 
2pp  lBi.37   314         24X    Fiche    90-3O2,  B3/05/25.  B1Q5270SQ1? 


H303C4Q04i    IE     Info   Notice    03-33-      "Non  rep  re 
Contaminated    Oil     "    Svc     list    end 
JORDAN,  E   L         Division    of   Emergency    Prep 

Response     (Post    B30103)          S3/O5/26  Consolidated    Edison    Co       of    Neu 

York.     Inc          Hipp          18617   OO7         24*    Fich*    5O-QOG,  B3/O5/26.  8303040046 


5  en  tat  I  ve    Sampling    of 
edness    S,    Engineering 


63Q526O3O'?    Interim    deficiency     vept    re    core    aupport    structure    bolting 
Initially    reported    on    330419   Evaluation    of    corrective    action 
in    progress    Neit    rept    will     be    sent    by    931101 

COOK:  J   W         Consumers    Poiuer    Co         83/03/19         KEPPLER,  J   G         Region    3, 
Office    of    Director         3pp  1B635   300         SIX   Fiche    30-OOO,  83/03/19. 

630336030? 

— 9305360313    Updated    deficiency    rapt    re    core    barrel    bolting    ultrasonic 
test    Indications   Quits    visually    inspected   Hairline    crack    at 
shank    to    head    junction    indicated   Repair    plane    dependent    on 
results    of    lou/ar    core    barrel    insp 

TAYLOR, J    H         UaBcock    6    Wilcoi    Co         83/0-1/92         DEYGUNO, R    C 
Director's    Office,     Office    of    Inspection   and    Enforcement        3pp 
1B623   210         24X    Ficrte     3O-000,  S3/03/19.  B30326030? 


H      Periodic    operating     reports    6    rrlati 


r  espond  etice 


63-03130043   Forwards    jnc-nthly    operating     rept     for    Apr     19B3 

WESTAFEfi.C    R         Florida    Pouer    Corp         83/O5/09         DE.YOUMG,  R   C 
Dtrettoi's   DfficE.    Office    of    Inspection   and    Enforcement         lp 
1Q437    026         24X   Fjcfie    3O-3O2,  B3/05/09.  B305!  3OO43 


—  B305130047    Monthly    operating    rejit    fur    Apr     1983 

B05ART,  D   ,     CULVER,  H   H         Florida    Power    Corp          B3/09/O2         4pp 
[B437   027         24X   Fiche    5Q-30S,  B3/O5/09.  B305130O43 


S      Reportable    occurrencns 


S   *•    related    correspondence 

83Q5230S73   Forwards    engineering    eva  1  uat  i  cm    tept,     "Clacks    fc    Leaks     In 
Small    Diameter    Piping    " 

BROWN.E    J         Reactor    Operations    Analysis    Brancfi          63/04/1*? 
SE/PRITpK   V        Rffactor    Operations    Analuels    Drench         lp         IBS41    342 
24X    FitftF    30-000,63/0-4/19.8305230373 

—  B303230A19    "Cvacks    t    Leaks     in    Small     Diameter    pinino."    Btigineermo 

evaluation    rept    Small     pipe     leaki    associated    u/unant  i  clpated 

vibration   problems    require    add  1    supports    or    rerouting    of 

p  1  pi  119 

BROWNE    J         fie  set  or    Operations    Analysis    Branch         03/04/19         9pp 

1B341    343         3HX   Flihe    50-000.  83/0"1/l<?,  83O5P30573 

B303050016    Forwards    LER    93-O16/OIT-0 

WESTAFEB.G   R         Florida    Power    Corp         £33/04/27         O'REILLV.J   P         Region 
2.     Offlc-e    of    Dlrsctor          lp          18339    O39         24X    Flcrtc-    5O-3OS.  B3/04/27, 
S305050014. 

—B305030023   LER    63-019/01T-0   on    B304  13,  pre  1  i  minaru    repti    received     from 
B&M    Intficatlng     that    91     of     I  2O   upper    cm  e    barrel     bolt* 
u  I  trasDn  i  tal  lij    tested    mag    be    defective    Cause    unknaun 
I  civest  ijation    underuaij   Supplemental    rept    will    be  written 
BUFE,  J   L         F]orlils    Pouier    Corp          B3/Oi1/?7  Region    S-     Office    of 

Dlr-ector         2pp          1B339   OtO         SIX    Fiche    30-302,93/04/27,3305030014. 

93031I03BO   Foruarijs    tER   83-017/0-1  F-0    CetalJed    event    anal«iis    enc  I 

HEWRV.P   C         Florida    Power    Corp          B3/QV03         D'BEIULV.J    P         Rec-Lor    3, 
Office    of    Director         2p$          laiOi.   223         24X    Fiche    30-302.93/03/03. 
B3OS1103BO 

—  63031  1O390    LER   S3-017/O1  T-O   on    930418,  dur  1  ng     surface    !<    visual    NDE 

o-f    reactor    head   &    interns  1  5<  1  1  fti  ng    devices    revealed    several 

indications    on    tripod,  turnbuc  »  le    &    latchlilock    Caused    by 

Improper   jnfg     Indication!    repaired 

HU-QHES,  P   fi         Florida    Power    Corp         BJ/O3/OD  H&gion     1,     Office    of 

Director          lp          !Bfl06   235         24X   Fiche    3O-3Q2.  83/05/O3.  83051  1  C-3SO 


8305130179   Forwards    LER    E3-019/O3L-0 

WESTAFEH,  G    B         Florida   Pfiuer    Corfl          B3/O3/Oi         O'REILLY.  J   P        Region 
2i     Office    of    nirector          lp          1B440   QB3         EJ4X    Ficlie    30-302.  B3/QS/O&, 
9305130179 

--B30S1301BB   LER   S3-OW/Q3L-0.   an   63O-IO6,  b  reaHer     in    engineered    iafsonards 
(ES)    motor    control    ctP   3B1    ahor  ted.  render  Ing    ES    bus    3D 
f4EO-volt>    I  associated    equipment    in-operable    Cautod    dy 
personnel    not   properly    aligning    breaker    connectors 

HUGHES,  P   G        Florida   Power   Corp        SD/OS/OA  Region,  2.    Office-   of 

Director          lp          JB440   083         24*    Fiche    50-302,63/05/06,0303130179 

B3051703*!1}1   Forwards    LER    B3-O2Q/03L-0 

HESTAFEH.O   R         Florida    Power    Corp          B3/O3/09         O'REILL'T,  J   P         Region 
3.     Office    of    Director          lp          18471    2?1          ?4X   Fiche    SO-3O2.  B3/03/07. 
8303  1  70379 


DOCKET   SO-304    ZtON    NUCLEAR    POWER    STATION,     UNIT   2 

F      Security     medlcali     emeraenc^    &    fire    protection    plans 

S3Q3100122  Forward*    pos t-ei  urc  i  se    evaluation    for    B1O739    eierc i»fl, final 
rept    of    reeiercise   on    St 1O07   k   final    exercise   rept    of    830118 
eiorciioNo    significant    deFlc  1  enc  IBS    cited 

«RIMM,R   U         Federal    Emergency    Management    Agencg         B3/04/OB 
JORDAN.  E  L        Division    of    Emargency   Prsparedneas   tt  Englneerinj 
Hespon«e    (Po-st    S301O3)  Spp          18373   04S         .MX   Fiche    30-395,03/04/08, 

0303100122 

— B303IGOI36   "Zlon  Nuclear    Generating   Station  Small-Scale    Joint   Emergent!; 
Eierclsa.  B3011B.  "    final    n?pt 

•     Federal    Emergency    Management   Agency        93/O3/04        71pp 
1B373   090         24X    Flch*    30-373,  83/04/QB,  B309IOO122 


-9303100131    "Zlon   Nuclear    Pouier   Station 
<BmaLl-Scale>    B110O7.  "    final    rept 
•     Federal    Emergency    rtanagemsnt   Agency        B2/O4/30 
1B373    121          24X    Fiche    3O-293,  B3/01/OB.  B30510O123 


lerc  iss, UI/Kenaiha    County 
3Hpp 


— 3303100136  "Post-Eierciia  Eva  luatlon,  Eiei  t  ise  of  State  t-  Local 
Radiologies]  Emergency  Response  Plans  for  IL  &  W!  (Near  Zlon 
Nuclear  Power  Station)  " 

»      Federal    Emergency    Management   Agency         SI/07/29         44pp 
1B375    153         S4X    FichB    30-295,  B3/Q4/OB,  B30910O132 

B3-0303007ii  Releases    public    version    of    rev    to    emergency    plan 
Imp  lament  ing    procedure 

FELTON.JM        Division    of    Rules   and   Records        83/04/22  Document 

Management    Branch          lp  10326    103         24X    Flihe    50-29S, B3/04/22. 

B  30303  0076 

— gao30300B4  Fo-riuards    public    version    of   (lev   5    to   Emergency    Plan 
Implementing    Procedure    EPIP    fl40-li     "Emergency    Communications 
Syt  tt   Operattonal    Teats    " 

PLIKL,0       Commonu/ealth    EUi5on   Co        83/04/06        DENTON.  H  R        NRC   -  No 
Detailed   Affiliation    Oiven         lp         19326    1O4        24X 
Fiche    30-395.  B3/04/2H,  B303030076 

— B305030091    Public    ver-sion     of    Rev   S    to    Emergency    Plan     Implementing 
Procedure    EPIP   440-1 1     "Emergency    Communications   Sys    >• 
Operational    Tetts    "    Ppoccdure   Change   Request    A-as-Dl    encl 
NYKIftKjJW         CommontJtalth     Edison    Co         B3/O3/SS         5pp          19324>    109 
24X   Flch*    30-293,83/04/22-,  B30S030076 

B3050301O4   Releases    public    version   of   rev    to    e/norgency    plan 
Imp  lemon  ting    procedure 

FELTON,  J   M         Division    of    Rules    and    Records         93/04/22  Document 

Management    Branch          lp  1S3O9   334         24X    Fiche    50-293. 83/01/22, 

8305030 104 

"-8303030114  Forwards  public  version  of  Rev  11  to  Emergency  Plan 
Implementing  Procedure  EPIP  330-1,  "Activation  of  Generating 
Station  Emergency  Plan  Station  Oroup  " 

PLIML.G        CoBirnonujealtli    Erfinon    Co         93/04/06         DENTON,  H   R         NRC    -   No 
Detailed   Affiliation    Given         lp         19309  339        24X 
Fiche    50-293.33/04/32.8305030104 

--B3O3030117  Public    version    of    Rev    11    to  Emergency   Plan    Implementing 
Pfoledure  EPIP   320-li     "Activation   of   Generating    Station 
Emergency  Plan   Station    Oroup    "    Procedure   Cfiange   Request 
A-33-8a   encl 

NYKIRK,  J   W         Commonwealth    Edison    Ca         83/03/25         7pp          18309    336 
24X   Fiche    30-299,93/04/33,6303030104 


— B303170402  LfcR    B3-030/03L-0    on    03040-9,  d  i  sc  owered    that    lurvoillance 
interval    tor    fire    detection    instruraanta t ion    in   emergency 
duel    generator  It  control    rooms    etceeileit    by   &  months    Caused 
by    procedural    inadequacy   Procedure    BP-411    will    be    revised 
SUFE.J  L        Florida  Power   Corp        B3/05/0^  Region  2,    Office    of 

Director         2pj>          IBfl7l     322         21K    FUfie    30-30J.  83/05/0-?.  8305170399 


B305060673   Releases    public    version   at    rav    to    emergency    plan 
imp lemen t Ing    procedure 

FELTON, J    H         Division    of    Rules    and    Records         S3/O4/23  Document 

Management   Branch         lp          1S3S7  326        24X   Fiche    50-395,83/04/33, 
B309060673 
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— B3Q3060679    Forwards    public     version    of    Rev    5    to    Emergency    Plan 
Implementing    Procedure    EPIP    530-i>,     "Environ    Emergency    Kit    fc 
Emergency    Operations    Facility    (lad  i  ol  og  i  ca  1    EqiJ  i  pment    " 
Procedure    chanje    request    end 

PLIML.G         Commonwealth    Edison    Co         EJ3/O3/Q9         DENTON,  H   R         NRC    -    Ho 
Detailed    Affiliation    Given         3pp          10357    337         24X 
Fiche    50-293, 83/04/25. S30SO6O673 

— 8303060606    Public    version    of    Rev    3    to    Emergency    Plan    Implementing 
Procedure    EPIP    35O-2.     "Environ    Emergency    Kit    'j    Emergency 
Operations    Facility    Radiological    Equipment    ' 

*      Commonwealth    Edison    Co         83/03/08         5pp          18357    33O         34 X 
Ficha    9O-393,  83/01/35.  B303060&73 


--B3031BO702   Ikvijed    order    moitif-jin}    compl?tioi     dates    tar    NUREO-0737. 
Items    II    a    2.     'Plant    Shielding     '      J  I    II    3,     '  Post-Ac,  idsnt 
Sampling"    t<    1 1    F    1    2,     "Accident    Monitoiing     Instrumentation." 
per    GeneriL    Ltrs    92-05   '-   fi?-lO 

EISENKU1.D   G         Division    of    Licensing         HV04/2G  C  ammonuea  I  th 

Canon   CO         9pp          1B305    1B3         34*    Mthe    bO-J95,  B3/OH  'SB.  S3051B069J 

8303040317    Rpspunds     to    NF1C    request     foi     o.Ul     infi)    re    TM1    action    plan 
items    Mat!     supports    util    position     that    miiiaaf  ety-relatinl 
equipment    Falls    outride    scope    oF    Fianklm   Mr-search    Ctr 
review   Justification    not    nocfcisar-j 

LENTINE.T    0         Coiimonuealtn    Eaison    Co         QJ/Oi/0?         PEN70N,  H    R         Office 
of    Nuclear    Reactor    Regulation,     Dirprtui          2pf>          IB323   289         2fl< 
Fiche    30-275,83/03/02.0303040317 


830S06041O   Forwards     IE    Safeguards     Insp    fiepts    50-295/S3-0&   (. 
SO- 304/03-07    on    B3O315   £    notice    of    violation    Notice    of 
violation    withheld     (rcf    1OCFH73    21) 
KEPPLER.  J    Q         Region    3,     Office    of    Director         B3/OS.O3         O'CONNOR.  -J   J 

Commonwealth    Edison    Co         3pp          18343    23V         24X    Fiche    5O-295, 
B3/OS/03, 8303060410 

—9303060413    IE    Safeguards     Insp    Repts    SO-293/83-06   b    30-304/83-07    on 
830319   Noneomp 1  lance    noted    unaulhor 1 jed    entry    into 
protectHd    S   vital    ares   &   failure    to    i-ept    safeguards    event 
DftalU    withheld     (ref    10CFR73    21) 

BELANOER. J   L         Region   3,     OFfico    of    Director         83/04/29         Ip 
1B343   24H         34X    Fiche    30-293, S3/O3/03.  S3030604 10 

83031 10O34   Generic    Ltr    83-21    to    all    licensees    of    operating    reactors, 
applicants    For   OLs    b   holders    of    CPs    re    clarification    of 
access    to    control    procedui  es    foi     law   enforcement    visits 
Svc    list    end 

EI8ENHUT,  D  0        Division   of   Licensing        SJ/O9/11  Consolidated 

Edison    Co       of    Neui    York,     Inc          16pp          1B34O   09S         24X 
Ficha    30-000, 83/03/11,0305110034 

830924024A   Advises    that    requirements    af    NUREG-0737,  I  torn    III    A    2    I, 
"Emirgency    Preparedness, Upgrade   Emergency    Plans    to  Maet 
App    E    to    10CFH50, "     satisfied 

VAROA.S    A         Operating    Reactors    Branch     I          83/05/16         FARRAJ1, 0   L 
ComraonuiBfllth    Cdlson    Co         3pp          18393    303         24X    Fiche    50-293,  93/O3/ 16, 
8309340246 


8303110141    Ack    recoipt    of    Q303IS    1  tr(  providing    Basis    fnr    not    pacing 
addt    fee    for   3011O7    application    re     assuiance    of    redundancv 
in    DHR    capability    Fees     include    cost     of    ptoh     itaff    hour! 

M1ULER.WO         1  icense    Foe   Management    Biancn         B3/03/'03         LENTINE.FC 
Cnmmonuieal  th    Edison    Co         3pp          1O421     J47         24*    F-ichfr    30-295.  B3/05/O3, 
Q3031  1O144 

B3O309O639   Generic    Lti     B3-20    tn    all     operating    isacior    licensees    I, 
holders    of    CPs    re    integrated    scheduling     1^1     imp  J  ementation 
of    plant   modi    Svc     list    encl 

EISENHUT,  1)   G         Division    of    Liceiiung          UJ/i)b/09  Consolidated 

Edison   Ca       of   Nau   Vort,     Inc          I6pp  19^27    1  S3        24X 

Fiche    SO-000,  B3/O5/01?,  8305090^59 

B303170218   Forwards    response    to   83D2U8    (•   O317    rtquests    for    adUl 
info    re   NURCQ-O737,  I  terns    II    f    1    4.     "Containment  Pressure 
Monitor,"    II    F    1    5,     "Containment    Uater    level    Motiltoi"    '/ 
1  1    F    I    6.     "Containment    Hydrogen    Monitor     " 

LENTINE.F    0         Commonmea  I  tft    Edison    Co          BJ/05/13         DEfJTON,  H   ft         Office 
of   Nuclear   Reactor    Regulation.    Director        Bpp        18166  332        24X 
Fiche    50-395.  B3/03/13,  B30317021B 


B305240SO6   Forwards    fee    for    Amend 
respec  lively 

LENTINE.F   0         Commoniiiea  I  tft    Edison    Co 
License    Fee   Management    Branch         2p|r 
Fiche    30-293,  B3/O3/  18.  B303240506 


I     6P    tu    Licenses    DPR-39    b   UPR-4O, 


B3'03/18 
103/1    2i<l 


[llLlER.W   D 


D     Adviiorij    Committae    on   Reactor    Saf oguat  ds    reports    &   correspondence 

B303160246  Comments    an   BSMRP   risk    analysis   Risks    from   seismic    events 
should   be    analyzed    separately    from    internal    events   u/results 
treated    independently    Only    upper    limits    need    be    estimated    to 
determine    IP    risks    acceptable 

DAVIS.P    R         Affiliation    Unknown         DAVIb. P    R         ACRS   -    Advisory 
Commltteo    an   Reaetor   Safeguards        B3/04/16        OKRENT, D        ACRS  - 
Advisory    Committee    on   Reactor    Safoguai  ds         Ip         16472  001        24X 
Fich*    SO-293, 93/04/16,0303160246 

P      Dpiratlng    license    stage    documents    t-    correspondence 

B303300001    Forwards    Amends    B2   1.    72    to    Licenses    DPR-39   t.   DPR-4B. 
respectively    &   notice    of    issuance   &   availability    Amends 
delate   nnnradiolog  leal    water    quality-related    requirements 
VARGAiS   A         Operating    Reactors    Branch     1          B3/O3/11         FARRAR, D   L 
Commonuealtli    Edison  Co        3pp         17731    292        S4X  Fiche    30-299,  B3/03/  1 1 . 
S30330QQ01 


B303240473   Provides    addl     info    re    proliab  )  1 1  •.  tic     safety     Etud  ij,  iJ  Iscus  sed 
during    930 331    NF1C    site    visit    Formal     dorumrnl    verification    of 
fan   operablllty    not    previously    reqirired    Procedures    i  ovlsed 
to    include    Oppraoi  1  i ty    of    fan    coolers 

LENTINE.F    0         Commoniuea  1  th    Edison    Co          B"i/0a/19         DLNfflN.  H   R         Office 
of    Nuclear    Reactor    Regulation-     Diracttii          Ip          18S41   339         24X 
Fiche    30-29&.a3/03/19,03Q5240473 

S30S2S007/   Forwards    Rev   5    to    "Lnviron    Qualification    of    felettiical 
Equipment    Important    to    Safety    Covered    bt;    lOtFfiSO   49    for 
Zton   Units    1    »<    2    " 

LENTINE.r   G        Conwionuiealth    Cdlion    C&          03-Ob,  19         DEHTON.  H   H         Office 
of   Nuclear    Reactor    Regulation,     Directcii          4pp         183Si9   042         24X 
Fiche    30-393.  03/03/19,  B3Q335Q07  ; 

— B3092SOOB4   Rev    3    to    "Environ    Qualification   of    Flectrlcal    Equipment 
Important    to   Safety   Covered    by    10CFH3O  4"?    For    Zlon   Units 
I    t.   2    " 

»      Sargent   !.   Lundyi     Inc         S3/O5/PQ          "''tpp          IB3B*>   046         BIX 
Flehe    90-395,83/05/19,0303230077 


— 8303300003   Amends    82    E,    72    to    LiCBnses    DPB-39    t    DPfl-48,  respec  lively, 
delitlng    nonrad  i  o  log  1  ca  1    uiater    Duality-related    requirements 
VAROA.S   A        nporatlng   Reactors    Branch    1         83/O3/1I         61pp 
17791    293         24X    Fiche    50-293.83/03/11,3303300001 

—8303300003   Notice    Of     issuance    ft    availability    of    Amends    B2   «.   75    to 
Llcinsffs    DPR-39  b   PPR-4B, respectively 

VAROA.S   A        Dperatlnfl    Reactors    Branch    1        B3/03/11        2pp 
17731    336         34X    Fiche    90-293. B3/O3/ II .  B303300001 

8304B700S3   Agr-ees    w/830311    Itr    demonstrating    that   Tech   Spec*    indicate 
conditions    under    which    protection   sys    channels    ma"    be 
bypaftad    during    cooldoun  Review    closed 

VAROA.S  A        Operating    Reactors    Branch    1         B3/O4/12        FARRAR.  D  L 
Commonwealth    Edison    Co        2PP         10294    130        S4X   Fiche    30-393,03/04/12. 
B304Z70093 

B3Q31B0691    Forwards    revised    order    modifying    completion   dates    foi' 
NUfiEG-0737,  Items    II    D   Z<     "Plant   Shielding,"    II    D  3,     "Post 
Accident   Sampling"    fc    1 1    F    1    2,     "Accident   Monitoring 
Instrumentation    " 

VAHOAiS  A        Operating    Reactors    Branch    1         83/04/30        FARRAR.  D  L 
Commonwealth    Edison    Co        2pp         1B303    IB1         24X   FUhe    SO-293.  B3/04/E0, 
8303190691 


B3033100B6   Notification    of    830614   meetir.ij    uutil     in    Be  thesda.  MB    to 
discuss    util    DCRDR    program    plan 
GILBERT,  R   A        Operating    Reactors    Branch    1        H3/OS/S6        CRUTCHrlELD,  D 

Operating    Reactors    Branch    3         2pp  186!!a   06'J         ?4X 

Fiche    30-000. B3/03/2&,  B30S3100D6 


Q       Inspection    reports,     IE    Bulletins    (<    c  urrespondence 


0ai20<ii0389    IE    Info   Notice    83-14,     "Daua  t  ei  ofl    Spent     Ion    Exchange   ftesln 
Suscep  tib  1 1  ity    to  Exothermic   Chemical    (Junction   "   favt    list 
enc  1 

TAYLOR, J  M        Division    af   Bafeguaiit*    t.    1  iispet  i,  un   Programs    (Post 
030103)         83/O3/2I  Consolidated    Ctftscn   Co      of    Noui   Yort.      Inc 

112pp          10308   319         ff4X    Fiche    50-OOQ,  93/03/31 , aS120603B3 

0303040021     IE    Info   Notice    B3-21,     "DeFet  ti  v*    Fmergentij    Use   Respirator    " 
Bvc    lilt    encl 

JQRDAW.E   L         Division    of    Emergency    Prepfli  edncss    t   Frugineerlng 
Response    (Post  B301O3)        03/04/13  Consolidated   Edison  Co      of    New 

YorK,     Inc          126pp          18433    135         24X    Fiche    50-000,03/04/15.0303040021 

0305100262  Forwards    It    Insp   Repts    50-295/03-02  t,  50-304/83-OS    on 
830118-0304   1'  notice   of   violation 

SHAFER.W   D         Region    3.     Office    of    D-irpctOi         B3>Q4/?Q         REED,  C 
Commonuieallh    bdison    Co         2pp          10372    2<IS         ^4X   Fiche    30-299,83/01/20. 
8303100262 
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--B3OS100271     IE    Insp    Repts     50-295/B3-02   '     3O-304/S3-O2    on    930116-0304 
Noncomp  1  lance    noted     failure     to    notify    NBC     of    unplanned 
ra 1 ea£e    uhlle    purging    &    draining    routine-    sample 

WATERS. J    R    ,     HARTMflNN.P    L    ,     DUNrtWAnF    !t         Region    3      Office    of 
Director         33/04/30          13pp          LB3'>£    215         24X    Fiche    50-2.93.  B3/O4/2O, 
8305100242 

8303040023    IE    Info   Notice    83-22,     "QWfl    Saf  e  t  if  /Re  I  lef    Valve    failures    " 
Svc     1  lie    enc 1 

jaRD^fi,F   L         Divl-sion    of    Emergency    Pr^par&dnas s    (.   Engineering 
Response    IP-nEt    B3O1031          93/04/33  Consolidated    Edison    Co      of    Neu 

Yor*,     Inc          112pp          1B3B3    OB"?         24*    Ftche    SO-OQO:  83/04/22.  B303Q4OO23 

83030-10025    IE    Info   Notice    B3-23,        Inoperable    Con ta inraent    Atmosphere 
Ssnsing    Sijs    "    Svc     list    enc  1 

JORDAN, E   L         Division    of    Emergency    Preparedness    (.    Engineering 
Respance     (Post    B30103>         33/04/25  CcnsaL Ida t Bd    tdison    Co      of    Neu 

Vort.     inc          llVpp          18331     291          24X    Fiche    SO  -QUO.  3J/04/23.  B303040025 


BJO517033/    Forwards    IE    Insp    Rept*     5O-29&/9J-O7   6    50-304/33-Oi    on 
630J11.  14-17..22-23   t,    O4O7    tc   notices    of    violation    V 
d  rviat Ion 

PAPERIELLQ.C    J         Reoion    3.     Office    of    Oirector          B3/04/37         BEtD.  C 
CommonoiPilth    Edison    Co         2pp          1S4&5   274         24X    Fiche    50-295- B3/O4/27, 
830S17D337 


B303040O31     IE    Info   Notice    B3-2B,     "Criteria    for    Protective    Action 
Recommendations    for   General    Emergencies    "   Svc    list    end 
JORDrtN-E    L        Division    of    Emergency   Prepar  edness   'r  Engineering 
Response     (Post    830103)          03/05/04  Consolidated    Edison    Co       of    Neu 

Vopt.      Inc          ll^pp          1B441    OO1         34X   Fiche    SO-000,  03/03/04,  B3Q3040031 

3303040033    IE    Info   Notice    63-29,     "Fuel    Binding    Caused    bij    Fuel    Rack 
Deformation    "   Svc    list    encl 

JORDAN.  E  L        Division    of    Emergency    Preparedness   'x  Engineering 
Response     (Past    830103)          83/O5/06  Consolidated    Editor)    Co       or    Neu 

Von.,      Inc          113fip          183S3   218         24X    Fiche    30-000. B3/05/06.  B303040D33 

8303040034    IE    Info  Notice   63-30,     "Mi  aapp  1  icatl  on    of   Generic    Emergency 
Operating    Procedures    <EOP)    fluidelmes    "    Sjc    list    encl 
JORDAN i  E    L         Division    of    Emergency    Preparedness    ,V   Engineering 
Response     (Past    B30103)         83/09/11  Canaolidated    Edison    Co       of    MPUJ 

York,      (tic          lllpp          1SS34    003         24X    Fiche    3O-OOO- B3/OS/1 1 .  6303O40034 

9303200391    Forwards   result*    of    investigation   on    Dr-B2   source   i 
significance    In    containment*!  per   B3021(b   committal 
Invastigatlon    result    Pf    IE    Insp    Repta    50-295/03-30   t, 
50~304/B3-27 

LENTINE. F   0         Commonweal fch    Edison    Co         B3/03/I7         K6PPLER. J   fl 
Rejlon    3.     Office    of    Director         4pp          19516   247         24X 
Fiche    50-393,63/09/17.  B3OS20035I 


-0309170^44   notice    of    violation    from     msp    an    530311,14-17,33-23   &    04O7 
PflPERtEL(-O,C    J         Region    3      Office    of    Director         83/O4/27         2pp 
iJ         S4X   Ficfifr    90-29S,  S3/O4/27,  83O31  70337 


-13&S17034B    NatifB    of    deviation    fror 
*       Region   3.     Office    OF    Director 
Flch.    50-295.83/01/37,9303170337 


(nap     on    B3O3  1  1  ,  14-17,  22-23 
B3/04/27          lp          L84A5   27B 


D4O7 

34X 


-830&17O^33    IE    Imp    Repts    30-395/83-07    fc    SO-304/83-Oi    on    630311.14-17, 
22-23   C,   O4-07   None  osip  1  iance    noted    c  ontflfnina  1 1  on    surveys    of 
transfer    canal   workers    exhibiting    nasal    contamination   not 
documented    Fuel    pool     samples    not    analijied 

LOVENIMLE,  P   C    .     MILLER,  D   E    ,     6HEGER,  L    H         Reoian    2.     Office    of 
Director         B3/04/25          llpp          LQ469    371         3<1X    Flc^B    50-StS,  B3/04/27. 
B305I7O337 


030304OO36    IE    Info   Notice    B3-34,      "Loose    Parts     in    Secondary    Side    of 
Steam   Generators    at    PWRs    "    Sve     list    en£ 1 

JORDAN,  E  L        Division    of    Emergency   Preparedness    «.  Engineering 
Rit-sponie     (Post    83O1O3)          B3/04/^JB  Consolidated    Edison    Co      of    Neu 

York.      [lie          115pp          13332    047         H4X    Fieh,'    50-OOO,  83/-04/26.  B3O3040026 


"Error     in    ADLPIPE    Computer    Program 
Eng  inear  1  rig 


B303040O4O    IE    Info   Notice    33-31, 
Svc    1  tit    enc  1 

JORDAN.  E   L        Division    of    Eraergenci)    Preparedneaa 
Kaiponse     (Post    830103)          B3/05/17  Consolidated    EdlsDti    Co       of    Neu 

rorfc,      Inc          114pp          13697   009         24X   Fiche    30-000,  B3/03/  19,  8303040010 


B3O3310D?E>  Forwards   responses    to   violation   &   deviation    noted    in    IE    Imp 
Repti    SO-293/B3-07    t-    SO-304/83-06   on   B30311-0417    Corrective 
actions    personnel    uihole    bodif    count    initiated    to    document 
1  ntarnal    c  on  lamination 

FARRAR,  D  L        Commonuiea  1  th    Edison  Co        83/03/23        KEPPLER,  J  Q        Region 
3.    Off  lea    of    Director        4pp         1B6S8  074        24X   Fiche    50-293,83/03/33, 
6305310095 

8303040Q46    IE    Info   Notice    83-33.     "Nonrepresentatl  ve    Samplino    of 
Contaminated    ait    "    Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency    Preparedness    t<   Engineering 
Responie     (Post    B30I03)         B3/O5/36  Consolidated    Edison    Co       of    Neiii 

York,      Inc          IHpp          18*47    00?         24X    Ftche    50-OOO,  93/O3/26,  0303O4004fi 

R       Periodic    -operating    reports    d    related    correspondence 


6303040027    IE    InFe   Notice    63-25.     "Standby    Ga  i    Treatment    Sija    Heater    High 
Temp   Tr  i  [i    Setpoint   Adjustment    "    Svc    lint    encl 

JORDAN.  E    t          Division    off    Emcrg-encY    Prepaiedness    t-   Engineerins 
Responae     (Post    33O1O3)          B3/Q1/3B  Conso-t  Ida  ted    Ediion    Co      of    Neu 

York.     Int          Jlflpp          1B382    16S         24X    Fiehe    50-000,  B3/04/2B.  6303040037 

B309OZ023?    EN-83-QPB   OP    330503,  not  i  ce    of    violation    t,    proposed 
imposition    of    civil    penalty     in    amount    Of    *[O,OOO    to    be 
iscirad   Mction   b-a&td    on    Failure    to    control    access    Into 
protected    d   vita]    areas   &  unauthorized    entry 

ROSANO,  R         Director'^    Office,     Office    of    Inspection    aod    Enforcement 
B3/O4/SB         lp          I9S77    277         24X    Fiche    90-2'95.  B3/O4/3B.  8303030233 

8303040029    IE    Info    Hfltice    B3-2i.,     "Fai  lui  e    of    Saf  e  ty/Flel  IB  f   Valve 
Discharge    Line   Vacuum    Drefll-ers    "    Svc     list    end 

JORDAN,  F   L         Division    o  F    emei-gancij    Preparedness    it    Engineering 
Response     (Post    8301031          83/O3/03  Consol  i  datad    Ed  nan    Cc       of    Neu 

Yort,      Inc          I22pp          18441     17O         34>    Fiche    50-000.  83/05/03.  B3O304002B 


&305OA0410   Forwards     IE    Safeguards    lisp    Ei«pts    HO-S9S/B3-06    fc 
3D-3O4/B3-07    on    &30315    fc   notice    of    violation    Notice    Of 
violation  withheld    tref    IOCFJI73  21) 
KEPPLEH.J    G         Region    3.     Office    of    Director         33/05/O3         O'CONNOR.  J    J 

Commonuieaieh    Edison   Co         3pp          18343   S3?         2«X    FlchB    30-293. 
B3/O5/03.  B305060410 

--3305060418    IE   Safeguards    !nsp    Repti    SO-295/83-Ofi   6    50-3O4/33-O7   on 
83O315  Noiicomp  llance    noted    unautflorl  jea    entri)    into 
protected    t<  vital    are*   k    failure    to   rept    safBauarba    event 
Details  uUhheld    (ref    10CFR73  SI) 

BELANCERjJ   L    .     MADEDA,  T   J    .     CREED.  J   R         Region    3.     Office    of 
Director         B3/04/27          lp          13313   £42         24X   Fiche    30-295.83/03/03, 
S30  30604  1C 

B3Q304003O    IE    Inro   Notice    83-27,     'Operatton.il    Response    to   Evunts 
Concerning    Deliberate   Acts    Directed   Against    Plant 
Equipment    "    Svc    IMt    enc] 

JORDAN,  E  L        Division   of   emergenci|   Preparedness    fc  Engineering 
Bespnnie     IPoSt    330103)         83/03/04  Consolidated    Eatsan    Co       of    MBU 

Yarl.     Inc          llfipp          I83Q2    3B3         24X    Fiche    50-000.  B3/OS/O4,  B303040030- 


B30S120013   ForDarda    monthly    operating    repts    for    Apr  19B3 

CRAEBEER,  K   L        Commonwealth   Ediaon   Co        B3/O3/09  Director's 

Office,     Office   of    Inspection    and   Enforcement        lp  1B423  OSS        24 X 
Fiche.  30-2<J5,  B3/05/O9,  B3Q312OOI3 


0303120016    Monthly    operating    repts    for    Apr    1903 
AUSTIN. G        Commonwealth    Edison  Co        B3/05/09 
24X   Fiche    50-293,83/03/09,8303120013 


S      Heportable    occurrences,     LERs    I,    related    correspondence 


8303030440   Forwards    LER   B3-OQ9/O3L-Q 

ORAESSER.K   L         Commonwealth    Edison    Co         83/04/25         KEPPLER, J   G 
Region  3.     Office    of    Director         lp         1B306  263        24X 
Fiche    30-304,03/04/35,8303030440 


— 9303030446    LEH    G3-OO9/O3L-O   on    B3O324. f al 1 «d    fuel     letdown    monitor 
2KTPRB7    found    out    of    tolerance    low  Caused    by    electronic 
instrument    drift  Radiation    monitor    Tecalibr   &   relumed    to 
we 

WILLIAMS.  V  B        Commonwealth    Edison   Co        83/04/99  Region  3. 

Office    of   Director          lp          183Qi    266         24X    Ficha    50-304,83/04/33, 
B309O3D44O 


B30513019&   Forwards    LED   33-O10/O3L-0 

ORAEBSEd.H    L         Commonwealth    Edison   Co         S3/05/IO         KEPPLER.  J   0 
Region    3.     DFfice    Of    Director          lp          1B439   353         24X 
Fiche    3O-304,  83/05/10,6303130196 


— 8305130211     LER    03-OIO/03L-0    on    03O41 1 , during    Purge    O-B3-2B3    of 
containment,  radiation    monitors    2RT-PR23,  2HT-PB26   4    1RT-PR26 
taken   out    of    svc    for   malnt    to   callbr    instrument   Caused    by 
operator    error    Operator    reinitrue ted    in   procedures 
LINDSAY,  F    J         Commonwealth    Edison    Co         B3/05/10  Region    3, 

Office    of    Director          lp          18439   3S4         24*   Fiche    30-304,  B3/05/ 10, 
33031 30 1  "76 
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B3QS240214    LER    S3-O11/03L-O    on    B30412,  iuh  1 1  e    puiaing    containment    dui  ing 
refueling    outage, recorder    trace    foi     2HT-PR23   Jid    not    return 
to    normal     Following    source    check    Caused    by    sticking    at    print 
head    due    to    oildation    on    si ide -uire    IJ/83031  !     ]  tr 

JAKUBAITIS,  T    C    ,     GRAESBER.K   L         Commonwealth    Edison    Co         93/05/11 
KEPPLER.  J   0         Region    3,     Office    of    Directs          ^pp          18S4G   025         24* 
Fiche    50-304,03/05/11,5303240214 


genoi  atoi     2A    stear 

Caused    by 
r    i pea  1 1 br    I 


8303310160  LER  03-Q12/03L-0  on  830426,  steam 
transmitter  2PT-316  found  out  of  tolerance 
instrument  drift  on  transmitter  Transmittt 
returned  to  svc  W/B30525  Itr 

CANTWELL.P    F    ,     GRAESSER, K   L         CommonmiM  1  th    Edison    Co         S3/05/23 
KEPPLER.  J   0         Region    3,     Office    of    Ellrcctor         2pp          IB631    22S         24X 
Fiche    30-301.03/03/23,5305310160 


-   83L'51IOUi5   bat-aty    e    aluation    ^uppoi  1 1  r- j 
*      Offue    of    nuclear   Reactn     Rfjulati 
1B420   334         21*    Fiche    50-305,  83'04  '> 


••-8305110050   Notice    ot    issudnCL    '     dv 
DPR-43 

VARGA.  S   ft         Operating    Reactor    U 
13420   3JH         24X    FichP    SO-3O3,  8J/ 


Q30504066'    F-oruards    request    foi      =ioJI     iNfu 
cha  1  lenges 

VARGA, S  A  Operating  Reactors  Branch  1 
Wisconsin  Public  Service  Cot p  3pp  It 
Fiche  50-,103,  83/05/02,  9305040-667 


License    DPR-A3 
63/04/27         4pp 


FJ3051IOQ5G 


I          83/04-39 
•".30^1  IOQM 


49    to   L 1  cell 


2pp 


POW'-SV    f  si  lures   t. 


G  ISSUER,  C    N 


DOCKET    90-303   KEWAUNEE    NUCLEAR    POWER    PLANT 

F      Security,     medical,     emergency    tr    fire    protection    plans 


830304000/   Releases    public    version   of    rev    to    emergency    plan 

FELTONiJ   M         Division    of    Rules    and    Record!         83/04/25  Document 

Management    Branch          lp          16331    008         34V    Fiche    30-305,63/01/33, 
6303040007 


— B303040Q09  Forwards    public    version    of    Rev    1    to   emergency   plan 
OIESLER,C    W         Wisconsin    Public    Service    Corp         83/04/14 
DENTONiH   R         Office    of    Nuclear    Reactor    Regulation,     Director 
13331    007         24X   Fiche    30-303,83/04/23,8305040007 


— B303040014  Public  version  of  Rev  1  to  emergency  plan 
*  Wisconsin  Public  Service  Carp  H3/O4/Oi  23Bpp 
24X  Fiche  50-303.  B3/04/23,  B305040007 


B303110034   Generic    Ltr    B3-21    to   all    licensees    of    operating    rcacton 
applicant!    for   OLs    tt   holders    of    CPs    re    clarification    of 
access    to    control    procedures    for    law   enforcement   visits. 
Svc    list    end 

EISENHUT,  D   Q         Division    of    Licensing         03/03/11  Consolidated 

Edison    Co      of    NeD    Vork,     Inc          16pp          1B94O   093         ^4X 
Fiche    30-000,  B3/03/1 1. Q3031 1O034 


P     Oparating    license    stage    documents   t,    c  orrespundonci 


,t5    to    NUREG-O737. 
IIP     13, 
Containment 


B3031B057-3  Forma'd=  SFR  suppor  1  1  ny  licsn.s,.  resp 
Items  II  F  1  4,  'Containment  Pressure  fionilcr. 
"Containment  Hatl"  Lo  el  Monitor."  '  1  1  F  1  6, 
Hydrogen  Monitor  " 

VAROA.B   A        Operating    Reactoi  i    Branch    1          83/05/02         iHESLER,C    U 
Wisconsin   Pufl  1  i  c    Service    Corp         2pP         1KSOS   30B         ?4X 
Fiche    30-303.33/03/02,9303180373 


to 


— B30518050Q   Safelif    evaluation     iuppoitinj    liLtnsce    if 

NUREG-0737,  Items    II    F    1    4,      "Containment    Pressure   floni  tor,  " 
II    F    1    5.     "Containment    Water    Level    Munl'ur,"    •,     1 1    F    1    6. 
"Containment   Hydrogen  Monitor    " 

*      Office    of   Nuclear   Reactor    Regulation       Director         63/05/07 
1S303   310        24X    Flche    SO-'JO5.  63/05/0^',  B3< 


B30510Q102   Advises    that    defective    un.lei     ultafle    trip    device    delivered 
Franklin  Research    Ctr   Device    probably    failed   during 
preoperit  lonal     test  ing.  poss  I  b  1  y    due    tu    button)    tripping    pin 
occas  1  or,al  ly    sticking    in    domnu.ard    positiun 

GIESLER.C    W        Wisconsin   Public    Ser^ue    Coi  p         83/O5/06         VARGA,  S    A 
Operating    Reactors    Branch    1          2pp         I  EH,''    252        21X 
Fiche    50-30D,  [ 


B3O3100114   Foriuarils    review   of    piistlri 
operabillty    No   mode    required    Revise 
Auilllary    Sys,  "    will    be    consistent 
submitted    at.    pai  C    OF    Am  e  nil    55 
G1ESLCR.C    W        Wisconsin   Public    Service 
Operating    Reactors    Branch    1          *>pp         IB-! 
Fiche    30-305,  D3/05/06,  B30blOO)  14 


4pei-    le    lon 
no'ti«n   3    3 
NlrfirG~0432    '. 


cooling     sye 


"FSF   V 
wi  1  1     be 


83/03/0(3         VARGft   5   A 


B3OS23072B  Forwards    Hating    of    regu  lator  y  - 1  nduced    major   plant  mods   I 
coits    Site    of    nuclear    staff    nearly    doubled    slnvc    TMI 
accident    Total    aipendlturoE    for    IE   Bulletins    79-Ql, 71-03  & 
79-14  mods    provided 

GIESLEfl.C    W         Wisconsin    Public    Soivice    Corp         83/03/25 

TOUftTGLLOTTe,  J         Regulatory    Reform   Tasl    Force         ipp          IB342   S63         34X 
Flthe    SO-303,  63/03/35, 0303230726 


830311000J   Foiuards    evaluation    uf    lo*i    (r    ili5-.haige    bacl     pi  essure    on 
pump    operabillty    ro   NUfiEG-07^/,  1  te,n    II    t     1     1    '    B3^131     SEH, 
per     IE   Bulletin   £0-04   Operatiility    o(    auilliary    f^eduiater 
pumps    after   eitendcd   operaticin    at   itnoul    f  I  ou  addressed 
GIESLER.C    H        Wisconsin   Public    Service    (..up         83/O'J/Oi.         VARGA,  S   A 
Operating    Reactors    nr9nch    1          9pp         1S408   JBO        24X 
Flchfl    50-305,  83/05/06,  0305110(103 


3303230720  Forwards    list   of    utila    responding    to   r 
figures    on   bacKf  i  tt  ing 

TOURTELLOTTG,  J         Regulatory    Reform   Task    Force 
PALLADINO,N   J         Commissioners         2pp          18542    373 
Flehe    30-000,83/04/11,0305230720 


quests    For    cost 
B3/04/11 


0303040090   Advises     lhat    Rev    I     to    XN-NF-79-49-IP )    classified 
proprietary. per    830322    Itr 

VAROA.9   A         Operating    Reactors    Urancli    I         B3/04/22         O1ESLER,  C    W 
Wisconsin    Public    Service    Corp         2pp          1B32B   240         24X 
Flche    90-303,  83/04/22, B30304OQ70 

9305030600  Application    for   Amend    34    to   License    DPR-43, revl sing    limiting 
conditions    Far    operation, survel 1  lance    requirements    & 
admlnlitratlve    controls 

OIESLER.C    H         Wisconsin    Public    Service    Corp         63/O4/29         OENTON, H   R 
Office    of   Nuclear   Reactor   Regulation.    Director        3pp         18303    IBS 
34X    Fiche    30-303, 83/04/39, B30303O60O 

— 8303030602  Proposed    Tech    Specs    revising    limiting    conditions    far 
operation,  survei  1  lance   peo.u  1  rements   t-   adinlnl  Ktrat  ive 
control* 

»      Wisconsin   Public    Service   Corp        B3/04/29        35pp        10303    IB' 
34*   Fiche    30-303, B3/04/S9, 8305030600 

B30SI10030  Forwards    Amend    49    to   License    DPil-43.  safety    evaluation   fc 
nottc*    of    issuance    Et   availability   Amend    changes    Tech    Specs 
re   RGB    leakage, condensato    storage    tank    supply   &  auilltary 
feiduater    pump    testing 

SROTENHUIBiM         Operating    Reactors    Blanch    I         83/04/29        OIEBLER,  C   W 
Wisconsin  Public    Service  Corp        2pp         JH420  324        24X 
Flch«.  30-305,  B3/04/H9,  83031 1OOSO 

-- B303110052   Amend    4<?   to   License    DPR-43,  chang  Ing    Tech    Specs   re  RCS 
leakage. condensate    storage    tank    supply    t   auilliaru    feeduatei 
pump    testing 

VARQAiS   A         Operating    Reactors    Dianch     1         83/04  '2<?         0pp 
1S4SO    326         24X    Ficha    30-3O3. B3/O4/29,  B3031 10030 


B30509O659   GcneiMC    Ltr    B3-20    to    all    opeiatjN.)    reactor    licensees    '• 
holders    01    CPs    re    Integrated     bchcdu)  trnj    fijT     imp  lementa  1 1  on 
of    plant    mods    Svc     list    end 

EISENHUT.DG         Division    of    licensing         Qj/05'09  Canso  1  Ida  tea 

Edison   UO      of   Neb]    York,     Inc          I^PP         ItlfcJ '     133         £f't 
Fiche    SU-000,  B3/03/09,  830SO?O639 

6303170130   Forujros    addl     info    requested    in    tSJO'lO?    Ill     is    PQRV/SV 
falluraa    '•    challenges    Furtfter     ref    should    t>e    maJa     to   82Oii25 
response    to   NUflEG-0737,  1  tarn    II     0    1 

OIESLER.C    W        Wisconsin   Public    Service   (.01  p         B'i/03/13         VARGA,  S   rt 
Operating    Reactors    llranch     I          3pp         U)4i>6    r'r/l         ^4X 
Ficho    30-303,83/03/13,030517011)0 


B303330300   Application    for   Amend    4?    to   lie 

condensate    stoiage    tank    supply    &   auiiluiy     fasdiuatf 
testing 

OIESLER.C   H       Washington  Public   Pdwer   ij'ipplij  System 
OROTENHUIS.M        NBC    -   No   Detailed    Atfiliatlon   Given 
34X    Flche    30-303,  H3/03/  13,  B3OS230100 


DPH-43   re    RCS    leakage, 
ediuatei     pump 


81/O3/13 
fp          1B339 


—  -830323030Q  Proposed    changes    to    Teen  Spt'cs    'e  i»CS    1  eakag  e.  conden  jatc 
storage    tank    supply    '>  aunli.iry    teeduatei     fiurap    tfitJng 
»      Washington   Public    Pouter    SuppliJ    System         Q3/OS/13         6pp 
18339    139        24X   Fiche    50-305,  83/03/13,  8303230300 

630527000'?   Discusses    000410    Iti     re    USB    uf    l,ei  m   opcia*le     in    Tacli    fcppcs 
Which   mdy   not   address   multiple    outages   Ttrh    Spites   will    be 
amended    to    incorporate   &TS    instruction*.   Proposed    a.Tend    mill 
be    submitted  u>|thln  30  days 

OIE6LER,C    W        Wisconsin   Pub  1  if     Service   Corp         83/03/24         VAROA,  S    A 
Operating    React  ore    Rranch     1          3pp         186'IB   350        3*1X 
Flche    30-305,83/09/24.8305270009 
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Inspection    reports       IE    Bulleti 


B2130603911;    1C     IrvFo    Notice    83-14.     "  Deua  te-red    Spent     Jon    Eichanfle   Resi 


Svc 


Suscep  tid  i  ]  i  t4     to   eiotherjriic    Che 

enc  ) 

TAVLOR,  j   M         Division    of    Safeguards    '.     Inspection    Programs     (Post 

B3Q1O3!          B3/Q3/2]  Co-nso  1  1  Ja  t  efl    Edison    CD       of    Neu    Yorl,     Hit 

H2pp          1B30B    319         ?4X    Fictie    50-000,03/03/21    82lMfiO3B5 

B30523072a    Forwards    listing     OF    refl  u  later  y  -i  nd  ureS    tea  for    plant    mods    !i 
co-its    SIIB    oF    nuclear    staff    nearly     douQled     since    TMJ 
accident    Total     crpendituros    for     IE    Bulletins    77-01.79-03    5. 
79-14   modi    provided 

ClESt-EFbC    W         tJi*con-sln    Public    &ervict    Carp          B3/O3/25 

TOJRTEL1  DTTE.  j         Regulatory    ffeform    Tssl    Force         ipp          18542363         24X 
Ficfin    HI)  -203.  B3/  03/25.  9305230729 

EJ305020341?   Far-wards     IE     insp    Rept    50-JOS/93-OI     on    B30  1-03-0302   6   notice 
of    v  1  nlat  I  on 

HOReuIUS.C    E         Division    of    Project    *s   Kesirfent    Programs         83/04/11 
GIESUEH.C    W         Wisconsin    Puhliu    Service    Carp          2p  R          18277    091          24X 
Fune    5O-J05.  B3/04/I1.B303O20349 

--93DS0203S2    Notice    qf    violation    Prom    insp     on    63O103-0303 

STR-EETEf  .  J    F         Division    of    Project    ',    Resident    Programs         83/O4/11 
3pp          1S277    053         24X    Fiche    5Q-305,  EIJ/O4  /  1  1,  B3Q3O20349 


#305030314  Forwards   addl    info    in    response    to    IE   Bulletin   BO-Ii    re 
seismic   qualification   of  masonry    uid  1 1  s   W/23  aperture    cards 
Aperture   cards    are   available    in   PDR 

GrESL£R,C    U         Wisconsin   Public    Service    Corp         83/04/39         VARQA, S    A 
Operating   Reactors    Branch    1          12pp          1B306   234         SIX 
Fiche    50-3-05,  B3/O4/29, S305030314 


B3030301O6   roruards    results    of     19B3.    steam    generator    eddy    current    S> 
fiber    optics    visual    exams,  per    Tech   Spec    4    2   b    3   a    Summary 
of    return    Co    power    SER    enc 1    Facility    placed    in    C2    category, 
requiring   neit    map    ulthin   24   months 

GiesUER.C   W         Wisconsin   Pudlic    Service    Corp         B3/05/O2         VARGA. S   A 
Operating    Reactors    Branch    1          13pp          1B342    154         34X 
Fithe    30-305.03/05/02,8303030106 

0303O4002B    IE    ItiFo   Wotlce    83-26,     "Failure    of    Saf  oty/Re  1  i  ef    Valve 
Discharge   Line    Vacuum   Breakers    "    Svc     list    enc 1 

JORDAN,  E   L         Division    of    Emergency    Preparedness    V    Engineering 
Response    (Post    8301O3)         B3/03/O3  Consolidated    Edison    Co       of    Neui 

York,     Inc          122pp          19441     170         24X    Fiche    30-000,63/03/03,8303040030 

5303040030    IE    Info    Notice    83-27,     "Operations!    Rosponae    to    Events 
Concerning    Deliberate   Acts    Directed    Against   Plant 
Equipment    "    Svc    list    encl 

JORDrtN.  E   L         Division    of   Emergency    Prepai  ednesa    '-    Engineering 
flesponii>    (Post    63O103)         63/OS/04  Consolidated    Ed  la  on    Co       of    NeuJ 

Vort,     Ir>c          U2pp          18382   28S         24X    Fichf    SO-OOO,  B3/03/04!  B303O4O030 


—  330SOPO356    IE    Insp    Rept    50-305/83-01     an    E530  I03-O302   None  omp  1  lane* 
noted     fiom   9r0122-S7,  temporary    cfidngea    mai!«    to    (laint 
ProCEcture    511-1846'?'   u/o    re-/ieu    or    approval 

NELEDM,  R   L     ,     JACK1W,  I    N         Hoyion    S.     Office    of    Director         83/O1/O7 
Spp          10277    056         34X    Flchfi    SO-305.  83/04/ I  1 , B3OS02O349 


0303040031    IE    Info  Notice   83-38,     "Criteria    for   Protective   Action 
Recommendations    far   General    Emergencies    "    Svc    list    unc 1 
JORDAN,  t    L         Division    of    Emergency    Preparedness    >,    Engineering 
Response     (Post    0301O3!         03/O3/04  Consolidated    Edison    Co      of    Neu 

Vork,     Ific         119pp          18141    001         SIX    Fiche    30-000,  B3/05/04;  8303040031 


83Q304O021     I£    Info   Notice    83-31,     "Defertiv,?    Emergencv    Use    flespnatar     ' 
Svc    Hit    encl 

JORDAN, E    L         Division    of    Emergency    Prepai"edne*5    'j    Engineering 
REipon^e     (Post    &301O3)          S3/U4/15  CQIIBO  1 1  rfated    Edison    Co      c-f    Neu 

Vot-ic.     Itic          126PP          18435    !5S         24  *    Fich"    SO-000,  93/04/1  S,  B303O4002! 


8305100087    Confirms    830624   meeting     in    Glen    Ellyn, IL    to    discuss    SALP    for 


WORELIUS.C    E         Division    of    Project    ti   Resident    ProgramB         83/03/04 
OIESLER,  C    H         Wisconsin   POh 1 1 c    Service    Corp          Ip          1Q377    223         34X 
Plche    30-305,  B3/03/0'),B303iOOOB7 


S30SO*OCl7    Tpiscusaes    re-aulcs    of    review    01    relief    requests    Relief 
granted    in    part    from    req.ulre>iients    of    Kectioii    XI     oF   ASME   Code 
or    o-ther    requirements   as    appropriate 

VrtRffA.  S   /i         Operating    Reactois    Bra/icN     ]          83/04/ !9         SIESLER.C    W 
Wi'sconain    PubLie    Service    Corp         3pp          IB3?S    317         24 1C 
Fltle    30-305,93/04/19.8303040117 


8303040033    IE    Info   Notice    83-29,     "Fuel    Ri rifling    Caused    by    Fuel    Rack 
Deformation    "   Svc    list   encl 

JORDAN.  E  L        Division    of   Emergency    Preparedness    (,  Engineering 
Response     (Post    030103)         83/05/06  Consolidated    Edison    Co       of    NBUI 

York,     Inc.          HSpp          18323   S4B         24X   Fiche    3O-OOQ.  B3/03/O6, 83030-10033 


— 8303040*22    Safety    evaluation    supporting    requests     for    relief     from 
iTiservlcfl     Insp    re^ulrementi    of    Seition    XI    of   ASME    Cotfe    for 
Class    1.2    !.    3   eoinponenti 

#      Office    of   Nuclear    Rsdctur    Regulation.     DirecCcn  83/O4/19         fpp 

120         24*    F»cne    5O-309,  8J/04/  19,  83O50-JO  1 1  ' 


B3052?04Bi    Forwards     IE    Insp    Rept    50-305/83-03   on    8303(4-18,35,31    S.    0^07 
*  notico    of    violation 

HIND,  J   A         Region   3,     Office    of    Director         B3/Q9/O6         QIESLER.  C    W 
Wisconsin   Public    Service    Corp         2p  p          186-14    Oil         24X 
FUne    30-303,83/03/06,  B305270486 


— 3303040125  tlocite  of  granting  relief  (lorn  rtSME  CoJe  l 
VARflA.S  <!>  Uperatmo  Reartors  Uranch  1  B3/04/19 
18329  !2-?  24X  Fiche  50 -3O3.  fi3'O'1  /  1 V,  £3090401 1  7 


-B305270493   Notice    of    violation    from    tnsp    On    B30314-1B 

HINO'J    A         Region   3,     Office    of    Director         83/05/03         Ip 
IB644    013         21X    Fiche    50-305,93/03/06,8303270486 


B30504OSI9   FdTiaards    IE    Insp    Rept    50-305/63-05    on   B30314    !•    15   No 
nancomp ] i ante    noted 

LIT1LE,U   5         Region   3,     Office    of    DireLtoi          S3'04/;'0         G I ESLEH.  C    V 
Wisconsin    Public    Service    Corp         2pp  18321    29fe         3*X 

Fiche    30-305-03/04/20,  83050405163 

—83030403^3    IE    Insp    Rept    50-3O-3/B3-O?    on    H30314    >*    15    Ho    noncompl  i  ant  e 
nabed   rfdjor   ar^as    Inspected    ticertsae   action    ic    It. 
Bulletin    BO-Il.     "Masonry   Wall    Design    " 

ffQRTOrj,  J   F    .     WILLIAMS, C    C         Region    3      (Iffice    of    Director 
B3/Q4/1S         Spp          1B331    25S         24X    Flfne    50-3O5,  83/04/30. 830504031:6 


S30304002?    IE    Info    Hattc*    83-22,     "BNR    SafEtJ| /Hal  i  ef    Valve-   Failures     " 
Svc    list    and 

jOTDAfJ.C  L  Division  of  Emergency 
Response  ipobl  B301O3)  33/04/22 
York,  lilt  USaf  10363  OSS'  24 


repai  eanss*    '/    Engineering 

Coriiol  idotcO    Edison   Co       of    Hew 
Fiche    SO-000.  93/0-1/22,  B3O3040033 


B30304002'i    IE    Info  Notice  B3-3J,     "Inoafatile   Containment   Atmosphere 
Sensing   Si|£    "   S^c    list   encl 

JDRDAM,E   L         Division    of    Fmergejiccf    Pi  eoarfcHnei*    6    Engineering 
Response    IPost    B30103I         S3/O4/S5  -ConSDl  i  aated    Edison    Co       of    New 

yorK.     Inc          1  Ifff          1S3B1    271         ^4j£    Fiche-    SO-O^O.  B3/(i<t/23'  8303040025 

83030400?6    IE    Info   Notite    83-24.     "Loots    Pai  fcs     In    Secondary    Side    of 
Steam  ffe-nera  tc-rs   at   PWfls    "    Bvt    li-st    gnc  I 

JflRDANiE   L         Division    of   Emerjency    Prepai  e-dnes  s    V   Engineering 
Rasponte    (Post    8J01031          83/04'28  Cohso  1  Jdated    Cilisoti   Co       of    Neti 

fort.     lr.c          115pp          10382047         24X    Ficli^    50-DOO,  83  'O4/3B,  S30304O02A 

830304002T    IE    Info-   Notice    83-25,     "Standby    Gal    Treatment    Sys    Heater    High 

r«mp    Trip    Setpoint   Adjustment    "    Svc    list    oriel 

JORDAN,  t"   L         division    of    Emeiscr.cg    Pi  epai  fcdfiess    '-   Engineering 

flp*pon«e     tf'ost    630103!         B3/O4/58  CGiisotlda  ted    Edison    Co       of    Ne^ 

voi-fc,     Inc          JlDflp         183B2    165         24X    Fichp    50-000,83/04/38.6303040027 


—  830527050-2    IE    Tnsp    Rept    30-305/83-O3    on    630314-19,25-31    &   0407 
Nonconp  1  lance    noted    failure    to   meet    steam   generator    bloudaiun 
analysis    aena-i  tivi  ty    requirement    of    Tech    Spec    Table 
4    ll-l    !•    failure    to    collect    environ    precipitation    sample 
NrCHCILSONiN   A    ,     RQSAK.  S    ,     SCHUMACHEH,  M   C         Region    3,     Office    of 
Director         H3/OS/04          lOpp          1S644    Oil         24X    Ficha    50-303,83/05/06, 
83O32"'O4B6 

S3O3040034    IE    Info    Notice    B3-30,     "Misapplication    of    Generic    Emergency 
Operating    Procedures    (EOF)    Guidelines    "    Svc     list    encl 
JDRDAfJ,  C  L        Division    of  Emergency    Preparedness   tr  Engineering 
Response    <Post   B301O3)         83/05/11  Consolidated    Edison    Co       of    Neu 

York,     \nc          1 14pp          I8S24    003         34X    Fiche    50-GOO.  83/03/1 1 ,  8303040034 

S3Q51B03&!    Responds    to   830411    notice    of    violation   &   proposed    imposition 
of    civil     penalty     re    capped    containment    pressure    sensing 
lines  NF!C    conclusions   &  actions    inappr  opi  late   violation 
isolated     Hvpnt   &    does    not    merit    civil    penalty 

ZIEMER.P    D         Wisconsin    Public    Service    Col p         83/O3/1!          DEVOUNG.R    C 
Director'!   Office,    Office   of    Inspection   and   Enforcement        31pp 
18490   0^9         24X    Fiche    50-305,83/05/11,8303180361 

E30524Q104   Forwaida    clarifications    ><    corrections    to    inservice    in«p 
program   safety    evaluation    dtd    630419   Status    of    relief 
retuest?   noted 

VARCA.3   A         Operating    Reactors    Branch     1         83/OS/16         OIESLER, C    W 
Wisconsin    Public    Service    Corp         3pp          18593    36O         24X 
Fiche    30-303,  B3/O3/ 16,  8303240104 

SaO304004(l    IE    Info    Wofcice    83-31,     "Error    in    ADLP1PE   Computer    Program    " 
Svc    I ist    enc] 

tlORDM't  E  L        Division   of   Emergency   Pteparedness   t-  Engineering 
Response    -{Potst   S301O3)         B3/05/l<7  Conaol  idated    Edison    Co       of    New 

York,      liic          llflpp          13i?7   009         24X    Hcne    50-000,83/05/19,8303040040 
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8303040O46    IE    Info    Notice    83-33       '  Nonreji  t-i'sen  tati  ,e    Sonpling    of 
Contaminated    Oil     "    Svc     list    enrl 

JORDAN.  E    L         Division    of    Emergency    Pr»|>ai  edness    l    Engineering 
Response     (Post    B3O103)          B3/05/26  Consol i dated    tdison    Co      of   Neu 

York,      Inc          114pp          186fl7    O07         24X    Fictie    50-000,83/05/36,3303040046 


UJ0527C19U   LbH    t.J-C-1?    H31-0     DM    uru-lcv    L    (,r  ,  i  nmen  t     vent,    activity 
monitor     in-l'li     d  i  si  Cvori'd     out    g  r    5    t    iaij->pJ    t-g     inadequacy     in 
administrative    '     piiusoural    ,  ,,ritro  It   fn?nm  I  i  >ig    uptiations 
iuspendizj    per    Tech    Specs    f-21    rstui  nuj     tt     - -c.    W83052Q    Itr 
DCFiNHUFT.S   L    ,     1HURGERSCN,  „    G    ,     GltQUh     .     U          Ulsconsin    Public 
Service   t-orp         BJ/O5/20         KCPI LEP,   )   G         ttcyiaH    3      Ofuce    of    Dircctoi 
3pp          166"!'    167         24K    Firde    L-0-jO'\P.     ~>",   'i>   6J!JiJ27-0 1  r;B 


H303310164  Submits  results  for  Fii5 
measurements  program  for  liquid  uj 
chare  oa  1  1  J<  2 

RICHMOND,J   S         Washington    Public 
ROZAK,S         Reflion    3,     Office    of    Oir 
Fiche    30-303, 33/04/30, 830331O164 


fi     19B"3    confirmatory 
up  ID    It   NRC    spiked 


Supply    bystem         B3/04/3O 
2pp          18652   28S         24X 


ator    eady    current    >i 


8305030106   Forward)    results    of    1983    steam 
fiber    optics    visual    eiams,  per    Tech    Spec 

of    return    to    power    SER    enc  1    Facility    placed    in   C2   catego 
requiring    neit     inap    within    24    months 

CIEBLEF1,C    U         Wisconsin   Public    Service    Corp         83/O5/Q2 
Operating    Reactors    Dranch     1          ]3pp          18342    191         P1X 
Flche    30-303,  B3/OS/02, B3O50501O6 


B303130230  Fortuards   monthly    operating    rept    for  Apr    19B3 

OIE8LER,C    W         Wisconsin    Public    Service    Corp  B3/05/10              Director 

Bfficei     Office    of    Inspection    and    Enforcement  lp          18439   214         24X 
Ficha    50-303,83/03/10,8303130250 


— 9303i30S31    Monthly    operating    rept    for   Apr    1983 

RUITEfl.O   H         Wisconsin   Public    Sewice    Corp         S3/O3/Q2 
IB439   213         24X    Flche    30-3O3, S3/05/ 10, B3O313OP50 


5pP 


B303310134  Foruards  annual  environ  rud 1 oac t lui ty  monitoring  repts  for 
1982  N/o  encl 

MCDONNELL.  U  J    Wisconsin.  State  of    NHC-OS-BO-273    B3/03/S3 
KEPPLER.J  Q    Region  3,  Office  of  Diroctoi    lp    18639  14O    34X 
Fich«  30-000,  83/03/23,  B30531013'! 


B  Reportable  occurrences,  LERs 


elated  correspondence 

B303230373  Poruards  engineering  evaluation  rept,  "Cracks  &  LeaKs  in 
Smalt  Diameter  Piping  " 

BROWNi  E  J    Reactor  Operations  Analysis  firanch    33/04/19 
8EYFRIT,  K  v   Floactor  Operations  Analijiit  Bi-anch    lp    1834)  34? 
24X  Fiche  90-000,  P3/04/ I1?,  B303230373 

— 8309230619  "Cracks  !<  Leaks  in  Small  Diamnter  Piping,"  engineering 
•valuation  repl  Small  pipe  leaks  associated  w/unant it  1 pated 
vibration  problems  renuli'e  addl  sup(,oi  ts  or  rerouting  of 
piping 

GROWN.  C  J   Reactor  Operations  Analysis  [iiaimh   83/04/17   Vpp 
10341  343    24X  Flche  30-OOO, S3/O4/19.  BJO3230573 

S30BI003B9  Forwards  updated  LER  B3-005/03X-1 

OIESLER.C  W    Wisconsin  Public  Service  Corp    83/05/03    KEPPLER.J  0 

Region  3.  Office  of  Director    lp    1B377  326    24X 
FiehB  30-305. H3/03/03.B30310O3B9 

--8303100397  Updated  l-FU  S3-005/03X-1  on  SJ0216.  dur  ing  sur  eillanco  tost 
on  dlesol  generator  IP, svc  mater  outlat  Cv  (SU-301D!  f 
diiiel  oil  cooler  Failed  t<i  open  fully  uihen  diesel  sta 
Caused  by  erosion  of  ball, causing  sliding  vslvp  repla 
BEONHOFT,  B  t.  ,  THQROERSEN,  J  G    Wisconsin  Public  Servi 


03/03/03     Region  3.  Office  of  Director 
Fich«  30-303,83/03/03.8303100389 


18377  327    24X 


8303170267  Forwards  updated  LER  03-030/01 X-3 

OIESLER.C  W    Wisconsin  Public  Service  Corp    B3/05/06 

Riglon  3-  Office  of  Director    IP    IS463  OSO   24X 
Fiche  30-303,  B3/05/O6i B305170S6/ 


KEPPLER, J   G 


~ B303170P71    Updated    LER   SP-030/01X-?   on    HPlOOli  fensing    lines    on    sn 
•afety-related    containment    pressure    transmitters    found 
capped    off    Inside    containment   Caused    IMJ    personnel    error 
during   maint   Caps    removed 

3CHROCK.C   A        Wisconsin  Public    Service    Corp        83/05/06  Region 

3,    Office   of    Director        40pp         1846D  OH1        24X 
Fich*    30-305,83/09/06,8303170267 

8303170323  Foruards    description    of    equipment    failure   of    seismic 
monitoring    siiSi  detected    on   83040B   Tiai.sverse   motion    sensor 
on    ono   of    throe    triailal    Bccoleromotei s    failed   Sensor 
providts    no   alarm   or    conti ol    function   Sys   mill    be    upgraded 
OIEBLER.C    H        Wisconsin   Public    Service  Corp        B3/03/06        KEPPl-CR,  J  G 

R»Slon  3.    OfPice    of   DirettOT        2pp         ia46<3    189        21X 
Fieh*    SO-309,  83/03/06, 8309170323 


B30303021-1    fitlpaseE    public 
imp  1  omen  t  ing    procedures 
FELTQN,  J   (i         Division    of 
Kanage-nent    Uranch         lp 
8303030214 


pla 


aJ/0-4/t!2  Doctiment 

ichu    SO-2H2,  83/OU/a?. 


--B305O30P31    loruaros    public     -tision    u  r    i  c 
Implementing    pi  iiceum  es  .  i  nt  1  i-d  i  n,    Pr  u. 
classification    of    emergi-nt  1  1  s,  FS-5    it     vm«i  yt  ni  y 
&   F3-V    if    emergencij    evatitaimn 

WrtRD.E    C         flortnern    Status    Touti     1.1,         tij/O.J/OU 
of    DiiSLtor          lp         IQ^IO     Hi         £f,\    I-  1,  tits    30-HBS. 
6303030514 


einc-rgency     plan 
s    F3-2    re 
t  ni  y    notification 


Reg  ion    3.    Office 


mtfifj-Tiiy    flan     impteme 
ie     classification    of 
i  3t.icii    f     F3-9    re 


— 83Q9030;:26  Public  veision  of  i  i 
proceduies.  int.li,> ding  PritceJuie 
emergencies  F3-'j  IB  cmeiseiii-y  i 
BniErgencij  evacudcion 

SCHULlKEiD   n         Northern    &t.  I  Pi    Pciuei    '.  n 
18310    157         ?4<    Fiche    3O-3H-'   03/Ot 'J«'.  43  1ol 


830317063/    Furuardt    eiemptiun    ^^cm    IUCI  H'jO.  hup    H,  Bub  sact  i  on    III    G    a    T 
aeparation,  f  11  e    tarrier    •     suppress  i  oti    i  PI(IM  i  encnt  s    where 
both    trains    nf    ifdundatit    -ale    ihutaoiuii    i_i.,npor,eiits     Incated 
uiithin    same    fire    area,  per    820630   ''    IQJ  •    lequests 

CLARK,  R   A        Opeiating    ReaLtora    nraiich    -i         81/P5''O4          MUSOLF.  0   [1 
Northern    Stales   Power    Co         4(ip         1B4H1    0-V         i>4X 
Fiche    50-202,83/05/04,  030'!  1  ''U65'' 


B3O5I7O66&   Lump  t  Jon    from    luLrflW. 

separdtipn,  lire    bari'ici     '•    ^uppicsaijn 
both    tijins    of    redundant     4dfc    (hutdui 
uithln    SS^E    (\VB    avaa 
EISENItUT.  D   C,         Division    of   licensing 
Pouior    CD         7pp          1B4Q1    076         ?4X    F  I  c 


I!    ^uosection    111    G    2   r 
n    it-'qinrrrtsents    inhere 
in    (onipanenls     located 


3ti/O5/G'l  Northern   State* 

5u-£B,J,  33/05/04.  B3051  7QAS7 


B3051706BJ   Safety    evaluation    IP    eiL'flipci  ons     from    lOCFBSOprtpp    R,&octio"i 
191   G  2  requirement    foi    maint   of   one    uJin    of    equipment 
necesi.ai  y    foi     safe    shutfloiJi  •  iu/0    (-IIP    djiiiage    EiamptionB 
stioulil    be    denied     in    Four    ai  eas    '•    ginnted     1  n    five1    areas 
*      Office   of    Nuclear    Reac  '  or    Rngjlation.     Diroctin  82/10/2' 

^Ipp          IQ4B1    083         ?4K   Fichp    HO"?Q2.  £ 


B305110034   Generic    L  ti     B3-2I     l,i    ill     Iircti,i?e3    n  I     operating    reactoii- 
applicants    for    01.  t    '     holders    tf    CPi    it    1  1  at  I  f  i  ,-  jt  i  c-n    of 
accass    to    control    procedures    toi     I  au  vnt  iiri  ement    visit* 
Svc    list    enr  1 

EISENHU1,D   G         Division    of    1   n.«i,»ii<]         Uj,  03,  1  1  Conio  I  idated 

Edison   Co      of    NBLI    Vorl,     Inc          Itpp         IH5-H*    O93         T4  x 
Flche    30-000,  B3/uS'  11,83051  ICKJ'fl 


rur^ards    Rev    1     tu    (-tUH  116-07213,      'Nf«-     lii^idont    Response    Plan. 
In    response    to   Q304S9    Itr    renuesting    updated     Itr    of 
agreement   W/o   snc  1 

HINDcJ   A         Division    of    Radiological    t    M.itenai-s    Safety    Programs 
B3/03/13         LAflSONi  C    E        Narthnrn   'Halps    rower    Co         Spp          18SOO   2£!5 
24X    Fiche    30-000,  B3/OS/  13,  U30'i[trQJ43 

B303200023   Notifies    that    NUIiC*-O73/.  1  1  e,n    111    AS].     "Lmersency 
Preparedness,  Upgrade   En.ErijenL  i,    Plai,?    to   APP    E,   (OCFRHO,  " 
completed    Item  closed 

CLARK,  R   A         Operating    Reactor*    Branch     )         E13/P3/  1  3         MUHCLF.  0    fl 
Northern  States   Poiuer   Co        3pu         I&3-1L    11'         S=l/ 
Fiche    30-2B2:B3-05/I3,  B3052OOQJ3 

B305230333   Foruardi    clarifying     info    in    fuppOi  t    OF    fillOTl  1     exemption 
renucsts    for    10CFR30   48,  App    H    re   Five   Areas    39,31,73   }.     7A 
rfUSQLF.rj       Jjorchern  Stales   Pouiei-   Co        B.]/03/16  Office    of  Nuclear 

Reactor    Resulation,     Director         62flp         ia*3b    3?9         24X 
Flche    30-SBa,  63/03/16,  83032305^3 

8303240389  Advises    that   date    FOP   neif    aiinuj)    emoi  gene  ij   p  rsparedneas 
eiercise   revised    to   B40313,  per   830138   telcon 
PAPERIELLQ.C   J         Region   3,     Office    of    Director          83/05/19 
LARSDIJ,  C   E        Northern  States    Power   Co        lp         1SS7S   069        P-4X 
Fiche   30-282-83/05/19,8303240389 
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P      Operating     license    stage    -do-cL 


e spond  ence 


930318042?   FoTwards    response    to    B3.02OB    Itr    re    backfilling    costs    of 
two   -nuclear    ptnuer    plants    All    t-hree    units    have    combin»d 
capability    of     1,337    MWE    (summer)     net 

HACLEY.C    D         Northern    States    Fouer    Co         B3/O3/13         TQLIRTEi-LOTIE,  J 
Renulatoru.    Reform   Tank    Force         6pp          10-J41    041          24* 
FicfiB    30-000.33/03/13.830318012:9 

3303230720  Forwards    list    of    utlls    responding    to    requests    far-    cost 
figures    on    backfittlng 

TOURTELLOTTE,  J        Rejulatory    Reform    Task    Force         B3/O4/11 
PALLADIHQ.W    J        Commissioner*         2pfl          1B3*2   272         34* 
Fiche    50-000,  B3/04/1I.  B30323O72O 

6305QSO320   Forwards    Hev   8    to    "ASME   Code    Section    X[     Inservice     Insp    t 
Testing   Program  &    Info   Required    fur    MRC   Review   of   Requests 
far    Relief    from   ASME   Code    Section    XI    Reqirl  regents.  "    per 
7SQ201    submittal 

MUSat-F,  D         Northern    States    Power    Co         B3/03/19  Office    of   Nuclear 

Reactor   Regulation,     Director         2pp          18377    146         24X 
Fiche    50-203.53/04/19.8305020320 

--8305020329   Hev   B    to    "ASrtE   Code    Section    Xt     Inservic*     Ensp    5.    Testing 
Program   f<    Info   Required    for    NRC   Review    of   Requests    far 
Relief     from   AGUE   Code    Section    XI    Requirements    " 

*      Northern    States    Power    Co         B3/O4/39         21pf>          IB277    1  4B         2flX 
Fiche    3O-2S2hB3/04/l'?,  Q3O502O320 


Advises    that    action    required    fiij    930202   Amends    Al     L    53    to 
Licenses    DPR-42   6    DPR-6O.  resp  ec  tive  li|    St   Generic    Ltr    B3-O7 
completed,  baeed    on    utiJ     actively    n^jotialing    WDQE    i€ 
diipata!    of    high    level    waste    or    spent   nuclear    fuel 
CLARK.R   A         Operating    Reactors    Branch    3         B3/O4/21          MU5-OLF.  D   M 
Northern   States   Fouer    Co         2pp          1B354    311          34X 
Fiche    30-292,  B3/O4/aii  B3&506OO13 


8303040021     IE    Inro    Notice    B3-2I.     "Defectivu    Em 
Svc    lut    encl 

JORDAN,  ET   L         Division    of    Emergency    Prepdredness 
Response     (Post    B30103)         S3/O4/15  Consolida 

York,     Itic          !2&pp          18433    133         24X    F 


rgency    USB    Respirator 
Engineering 


Edison    Co       of    Neu 
SO-OOO,  S3/O4/13,  S303040031 


8305020320   Foruards    Rov   8    to    "ASME   Code    Section    XI     Inservice     Insp    4 
Testing    Program   t    Info    Required    for    NRC    Review    of    Requests 
for    Relief    From  ASME  Code   Section   XI    Requirements."    per 
7B02D1    submit tal 

MUSDLF,  D         Northern    States    Puuer    Co         S3/O4/19  Office    of    Nuclear 

Reactor   Regulation,    Director        2pp        1B277    146        24X 
Fiche    3G-2B2,  83/04/ 19, B30S02032O 

—  B303020339   Rev    B    to    "rtSilE   Code    Section    XI     Inservlce     Insp    &    Testing 
Program   !,    Info    Required    for    NRC    Review    of    Requests    for 
Relief    from  ASME   Code   Section    XI    Requirements    " 

i      Northern   States    POUJOP    Co         B3/04/19         21pp          1B277    14B         24X 
Fiehe    3Q-2B2.  83/04/19,  B303O2032Q 

S303040023    IE    Info   Notice   B3 -22.     "BUR   Safety/Relief    Valve   Failures    " 
Svc     list    enc  1 

JORDAN. E    L         Division    of    Emergency    Preparedness    t-    Engineering 
Response     (Poet    B30103)         83/04/22  Consolidated    Edison    CD       of    Neu 

York,     Inc         1 12pp          I83B3   089         24X    Fiche    50-OOO, B3/O4/22, B303040023 

H30304002S    IE    Info   Notice   83-23,     "Inoperable   Containment   Atmosphere 
Sensing    Sys    "   Svc    list   encl 

JORDAN,  L  L        Division   of   Emergency   Preparedness   i  Engineering 
Response    (Post    830103)         B3/O4/23  Consolidated    Edison    Co       of    Neu 

Vork,     Inc          ll<?pp          1B3B1    291         24X    Fiche    5O-000,  B3/O4/23,  8303040023 


S3O3040026    IE    Info    Notice    B3-24.     "Loose    Parts     in    Secondary,    Side    of 
Steam  Qenerators   at  PWfti    "   Svc    list    end 

JORDAN,  E   L        Division   of   Emergency   Preparedness   '/   Engineering 
Response     (Past    930103)         B3/04/28  Consolidated    Edison    Co       of    NBUi 

York-     Inc         ilSpp          1B3B2   047         24XFLche    50-OOO,  B3/O4/2B, 8303040026 


9305040108   Advises    that    requirements    o-F    NUREG-0737.  TH1    Action   Plan 
Items    El    T    1     4,  H    F    I    5    i    tl    F     16   met    &    items    resolved 
Criteria   requiting    equipment    to   be    environmental  li)    qualified 
mill    tie    reviewed    uniTar    enviion    qualification    program 
CLARK,  H   A         Operating    De  at  tart    Branch    3         S3/O4/21         MUSOLF.  D   M 
Northern   States    Power    Co         9pp          IE354    2*9         H4K 
Ficoe    31-2B3.  63/04/21,  Q30504010a 

B30S060[>23   F-oruidrds    safety     evaluation    It    technical    evaluation    reot    for 
environ   qujl  i  ficat  i  on    of    saf  etij-ra  lated    electrical 
equipment    Justification    Far    continued    operation   &    schedule 
for    proposed    corrective    action    requested    bij    330530 
CLfiflK,  a    A         Operating    R-eactors    Branch    3         B3/O4/23         MUBDLF.  D   M 
Northern   States   Paiaee   Co        3op         I&354.322        24X 
Flthe    50-2B3,  G3/04/2S.  0309060033 

—  G303060036  SaFetij    avaloation    re    envnon    qualification    oF    safety-related 
electric    equipment   Major    qu-at  i  -f  i  tat  ion    deficiencies 
Identified    in  Trantlin  Research    Ctr    technical    evaluation 
rept    Tables    1-1,  4-2.  4-3   S,    4-4   mus  e    6  B    rose  1  ved 

•>       Office    of   Wiiclear    Fteactor    Regulat  lain     Director         B3/04/2S         7pp 
1835-1    J?5         24X   Fichff    50-^92.  B3/O4/2&.  B3O3O60023 

830502045^   Gtnevit    Ltr    63-t9    to    Jll     pouer    ipactor    V    testing     licensees 

re    npjj  procedurES    fof    providing    public    notice    concerning 

iuuance    nf   amendt.    to    OUs    Svc    list    enc  1 

EISENHUT,  D   G         Division    of    licensing         93/OS/02  Consolidated 

Edison   Co       of   Neu   Vork.     Inc          SOpp  18441     120         24X 

FUhB    30-OOQ,B3/O3/02.  B303O20455 


Fork'srdi   response    to   MRC    330425    Itr    tratisjni  tting    safitu, 
evaluation    for    environ    qualification    of    aaf  e  tij-re  la  ted 
electrlfal     equipment    Rote-nounl     1  1  33   Series    A    transmitters 
Should    be    recUtsi/ied    as    Categori/    II    C    equipment    items 
HWSOLF.D         Northern    States    Pourer    Co         83/03/03  Office    of   Nuclear 

Reactor    UcgoUtion.     Director         29pp          1  B433    124         24X 
Fiche    30~2 


B30-5O90&35    Generic    Ltr    a3~SO    to    all     operaling    reactor     licensees   !. 
ho-kders    QF   CPs    re     integrated    scheduling     for     implementation 
of    plant    inod  s    Svc    list    enc  1 

EJSEHHU1.D   G         Divitian    of    Licansing         93/O5/09  ConsJ)  I  Idat&d 

Eii  i  4  on    Co      oF    Mam   York.     Inc          l&pp          IBfr27    JS3         24  X 
Tiche    30-COO.aj/03/O9.  S303O?06S9 


Inspection  report*.     IE  Bulletins    i   correspondence 


B3120603B5    IE    Info   Notice    B3-]<1,     "DeuatBred   Spent    Ion    E<cftange   Reain 
3uac«pt  i  bi]  t  tij    to   Eio  thermic    Chemical    Rfactlan    "    Svc     list 
enc] 

TAYLOR,  J  M        r-ivision   of  Safeguards    5    Inspection  Programs    (Post 
B3Q1O3)         B3/Q3/2!  Consolkdated    EiJisan   Co       of   Neu   York.      Inc 

lE2pp          1930S   3f3         34t   Fiche    50-000,  S3  'O3/21 ,  B2I2OA03B5 


8303040027    IE    Info    Notice    B3-25,     "Standby    Gas    Treatment    Sui    Heater    High 
Temp   Trip   Setpo-int    Adjustment    "    Svc    list    encl 

JORDAN,  E    L         Division    oF    Emergency    Preparedness    &    Engineering 
Response    (Post    B30103)         B3/O4/2B  Consolidated    Edison    Co       of    Neu 

Vork.     [nc         119pp          18382    165         24X    Ftche    30-000,83/04/20,8303040027 

33030-10020    IE    info   Notice   B3-26,     "Failure    of   Safety/Relief    ValvH 
Discharge   Line    Vacuum   Breakers    "    Svc    list    encl 

JORDAN,  E   L         Division    of    Emergency    Preparedness    S,    Engineering 
Response     (Past    Q30103)         B3/05/O3  Consolidated    Edison    Co       oF    Neu 

York,     Inc         122pp          1B44I     170         24K    Fiche    50-000. 83/03/O3, B3O3040O2B 

B303040030    IE    Info    Notice    S3-27,     "Operational    Response    to    Events 
Concerning   Deliberate  Acts    Directed   Against   Plant 
Equipment    "    Svc     list    end 

JORDAN,  E  L        Division   of   Emergency   Preparedness   >i   Engineering 
Response     (Post    B301D3)         B3/OS/O4  Consolidated    Edison    Co       of    Neu 

York,     Inc          112pp          1B382   2B2         24X    Fiche    50-OOO, B3/O3/O4, B303040030 

B303040031    IE    Info   Notice   63-20,     "Criteria    for    Protective   Action 
Recommendations     tor    General    Emergencies    "    Svc     list    encl 
JORDAN,  E  L        Division   of   Emergency   Preparedness    &   Engineering 
Response     IPont    830103)         B3/OS/04  Consolidated    Edison   Co       Of    New 

York,     Inc          119pp          1B441    001         24X    Fiche    30-000,  83/05/04, B30304OO31 

BJ 0304 0033    IE    Info    Notice    83-39,     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation    "   Svc    list   encl 

JORDAN,  E  L        Division   of   Emergency   PrapaTBdness   t  Engineering 
Response    (Post    B30103)         B3/O5/06  Consolidated    Edison    Co       Of    Nau 

Vork.     Inc          I13pp          13323   248         24X    Flihe    5O-OOO,  B3/O3/06,  S3O3040033 

B305240029   Forward!     IE    Insp    Jtepts    90-202/83-06   «•    50-3O6/03-03    on 
330216-0331    No    noncomp 1 iance    noted 

EHAFER,  W    D         Region    3,     Office    of    Director         83/05/06         LARSON,  C    E 
Northern    States    Pouier    Co         3pp          18549   093         24X 
Fiche    50-262,83/05/06.8305340029 

— 8305240061     IE    Insp    Repts    50-282/83-06   i    50-306/B3-O3    on    B30216-0331    No 
noncomp 1  lance    noted   Major    areas    Inspected    plant    operational 
safety.matnt,  survell  lance,  revieiu   of    operating    events.  LEfis. 
Fire    penetration    seals    tt    IE   bulletins 

FEIEFIADEND,  C    D    ,     WILL IdMS,  D   L    ,     JACKIU.I    N         Raglan    3.     OFFlo    oF 
Director         B3/03/03         ISpp          IB949   097         24X    Fiche    SO-S83,  63/03/06. 
B303240029 

B303Q40034    IE    InPa  Notice  93-30,     "Misapplication   of   Generic    Emergencij 
Operating   Procedures    1EOP)    Guidelines    "   Svc    list    encl 
JOROAN.  E   L        Division   of   Emergency   Preparedness   t/  Engineering 
iResponae    (Post    830103)        83/05/11  Consolidated    Edison   Co      of   Neu 

Vork,     Enc          U4pp          18324   003         24X    Fiche    30-000,83/05/11,8303040034 
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8303040040  IE  Info  Notice  B3-31,  "Error  in  ADLPIPC  Computer  Program  " 
SVE  list  end 

JORDAN.  E  L    Division  of  Emergency  Prepai  edneas  ''  Engineering 
Response  {Post  030103)    83/03/19      Consolidated  Edison  Co   of  Neu) 
York.  Inc    114pp    1B697  O09    24X  Ficfie  50-000,  83/O3/  19,  B303040040 


0303040046  IE  Info  Notice  93-33,  "Nanrepresental:  i  ve  Sampling  of 
Contaminated  oil  "  Svc  list  enc  1 

JORDAN,  E  L    Division  of  Emergency  Preparedness  >,  Engineering 
Response  (Post,  030103)    B3/O5/S6      Consolidated  Edison  Co   of  Neu 
Yorl,  Inc    114pp    1B647  007    24*  Flche  30-OOO,  B3/O3/26.  9303040046 


R   Periodic  operating  reports  !<  related  tt 


B30StfiOO36  FDruiarda  monthly  operating  repti  for  Apr  19B3 

MUSOLF, D    Northern  States  Power  Co    S3/O3/11  Office  of  Resource 

Management.  Director    lp    19431  O3£    ?4X  Fiche  SO-282,  B3/OS/1 1. 
G3091&O03& 


— 8309160076  Monthly  operating  repts  for  Apr  19B3 

DUQSTAD,  D    Northern  States  Power  Co    83/03/04 
24X  Flchfl  30-282.83/05/11.0309160036 


8pp 


8      Reportable    occurrences.     LERs    fi    related    correspondence 

8309340133   LER    S3-009/03L-0    on    B304 Id,  sp 1 ke    occurred     In    RCS   activity    up 
to    3    Sti    uCl/gm    dose    equivalent     1-131    Caused    by    washout    of 
fii»ion    products    from    fuol    pin    defects    following    leactor 
shutdown   &   RCS    cooldown   d   depreaaurl  lat ion   W/83OS16    Itr 
HUNSTAD,  A    ft    .     MUSOLf.D         Northern    States    Pouer    Co         8J/O3/li 
Region    3,     Office    of    Director         7pp          18549   OO9         24X 
Flche    SO-306.B3/03/16.8305340I53 


DOCKET    30-30-7   MAINE    YANKEE   ATOMIC    POWER    PLANT 

F      Security,     medical,     emergency   %    fire    protection    plans 

B3D3120421    Ack    receipt    of    FEMA    830421     Itr    !•    "Flndl    E-ercise    Rept    - 
Joint   State   &  Local    Radiological    Emergency    Response 
Elercise    "    Emergency    preparedness    does    not    provide 
re«*onable    assurance    that    protective   measures    will    be    taken 
ALLAN,  J   M         (legion     1.     Office    of    Director         B3/03/04         RANDAZZA.J   D 
Maine   Yankee   Atomic    Power   Co        Spp         16433    133        H4X 
Fiche    50-309,  83/03/O4,  830312.0421 

— B303130426   Forward!    "Final    Exercise    Kept    -    Joint    State    1   Local 
Radiological    Emergency    Response   E«erclae    for    Maine    Yankee 
Atomic    Pouier   Plant."    conducted    on   85121 1 

MCLQUQHL1N,  D        Federal    Emergency    Management    Agency        83/04/51 
D1RCKS.  W  J        Office    of    the    Executive   Director    for   Operations         lp 
18433    135         24X    Flche    30-309,  B3/O3/04,  B3D3I20421 


-830323014=    Rev    4    to    Proceduip    FQP    2-70- J.     "Steam   Generator    Tuoe 
Rupture    " 

*      Mane     r'anlee    Atomic    Pquer    Co         81/03/17         7pp          19331     308         34X 
Fiche    50-J09,  33/05/17,  83032301^7 


-8305330146   Rev    14    to   Procedure    EPP   S-/0-''.     "Steam   Line    Break     " 

»      Maine    Yankee    Atomic    Pomei     Co         B3/C5    17         App          1BS31    315         H4X 
Fiche    50-309,  63/03/17,6305530127 


-830533O131    Rev    7 
»      Maine   Ynnket 


2    '0-5.     "Emergency    Dor 
Co         BJ, 05/17         *?pp 


itton    " 
1SS31    331 


Flche    50-309,  B3/O3/17,  6305230137 


-S30523O154  Rev  II  to  Procedure  FOP  2-70-6.  "L 
»  Maine  Yankee  Atomic  Power  CD  03/03/17 
Flche  50-309, B3/OS/17,  B3O5230127 


si   of   FeedwatcT    " 
Spp          18331    330 


-8303330157    Rev    5    to    Procedure   EOf   P-70-7.     "Total    Lois    of    Forced    Reactor 
Coolant   frl Dm/Natural    Circulation    " 

»      Maine    Yankee   Atomic    Poiuer    Co         a3/o5/17         4pp          IBS3I    333         B4X 
Flche    50"309.  83/03/17,  3303^30127 

-8303230162  Rev  8  to  Procedure  EOP  3-70-Bi  "Emergency  Loop  Shutdown  " 
«  Maine  Yankee  Atomic  Powei  Co  83/OS/l/  3pp  18531  339  24X 
Flche  50-309,83/03/17,8305230127 

-B303230167   Rev   7    to   Procedure    EOP    2- 7O-?,     "Loss    of   Offsite    Pouei     " 
«      Maine   YanUe   Atomic    Conner   Co        B3/05/I7        I4pp        1B931    342        24X 
Flche    30-309.  B3/03/17,  B3O3330127 

-83052301'5   Rev   B    to    Procedure   EOP   2-70-10-     "Control    Hoort    Evaluation    " 
«      Maine    Yankee   Atomic    Power    Co         8TO1/17         &pp          1B931    356         21X 
Flche    50-309,83/05/17.  8305330127 


-S3053301S1    "Maine   Yankee   ProLBUdre   Writing   Guidelines    " 

»      Maine    Yankee    Atomic    Pouer    Co         33/09/17         22pp         16331    361 
Flche    50-309,33/05/17,8305330127 


0      Adjudicator^    correspondence 


8303030565   Forwards    State    of    Mr.     first    i,ot    ef    interrogatories   a    reHitest 
for    production    of    documents    CeitlFlcate   of  Svc    encl 

STERN, P        Maine,    State    of        83/04/29  Docketing   It  Services    Dranch 

2pp         1B306   001         24X    FiLhc    50-309, B3/O4/29, S30S030563 

— B30903Q567   First    set   of    intei r ogatorl ei    d    requests    for   produKtion    of 
documents   Certificate    of   Svc    end 

AHRENS.P    ,     STERN,  P         Maine,     State    of         Q3/04/21?  Office     of    the 

Eiecutive    Legal    Director         85pp          1Q306   003         S4X 
Fiche    50-309,83/04/27,8305030369 


— B303130427    "Final    EiercisJ?   Rept    -   Joint   State   fr  Local    Radiological 
Emergency    Response   Eierclse    For   Maine   Yankee   Atomic    Pouer 
Plant    " 

«      Federal    Emergency   Managemnnt   Aoeney        B3/O3/31        83pp 
1B133    156         34X    Flche    30-3O9, B3/03/04,  8303120421 

B303110034  Oeneric    Ltr    03-Sl    to   all    llconaues    of    operating    reactors, 
applicants    for   QLs    t   holders    of    CPs    re    clarification    of 
access    to    control    procedures    For    laiu    enforcement   visits 
Svc    lilt    one  1 

EI8ENHUT.D  0        Division    of   Licensing        83/03/11  Consolidated 

Edison   Co      pf    New  York,     (nc         lipp         18340   095        S4X 
FtchB    90-000.83/05/11,8305110034 

S305B00341    Forwards    description    of    chanje    to  tamper    indication  J- 

reviled    security    plan   pages   Ends   withheld  (ref    10CFR73  21) 

OARRITY,  J  H        Maine    Yankee   Atomic    Power   Co  83/03/17             Office    of 

Nuclnar   Reactor    Regulation,     Director         2PP  18316   230         24X 
Fich*    30-309, B3/03/ 17, S30S200341 

B30S2301S7  Forwards    emergency    operating    procedures    generation   package, 
per   HUREO-0737.Suppl    1    (Qaneric    Ltr   82-33)    "Requirements    for 
Emirgencu,    necpanse   Capability    " 

OARRITY,  J  H        Malna   Yankee   Atomic    Power   Co        S3/03/17        CLARK,  R   A 
Operating    Reactors    Branch    3        Spp         IS531    263        24X 
FichB    30-307,  B3/03/17.B30SS30127 


— B303330I37  Rev   3    to   Procedure    EOP   2-70-1,     "Safety    Injection    " 
*      Maine    YankOB    Atomic    Pniuer    Co         B3/O3/17         5pp          10D31    294 
Fiche    30-309.83/03/17,8305230137 


24X 


8303040533  Response   opposing    Sensible  Halm    Pouer  930436  renewed   BSOBS7 
motinn    for    more    complete   ><    specific    disclosure    bt;    applicant 
&    for    stay   flntlon    Is    not  motion    to   compel    &    Is    founded    upon 
erroneous   assumption  Certificate   of   Svc    encl 

D10NAM, T   0    ,     OAD.H    K         Maine    Yankee    Atomic    Power    Co         DIQNAM.  T   0 
Ropes  t>  Gray        B3/04/29  Atomic   Safety    and   Licensing    Board   Panel 

6pp          18331    233         24X   Flche    30-309,83/04/29.8305040533 

830516009?  Reply    opposing   applicant    dnsuer    opposing   Sensible  Maine 
Power   830437   reneued   motion    for   morn    complete  &   specific 
disclosure    by   applicant   Applicant   ansuei    misleading 
Certificate   of   Svc    end 

MILLER, D   S         Sensible    Maine    Power         MJLLtfi.I)   S         Miller, D   S 
83/03/11  Atomic    Safety   and   Licensing    IJoard   Panel        4pp 

1B433   019         24X   Fiche    30-309, B3/09/ 1 1 , B303160099 

B3032O006Q    Informs    that  830403  methodology    submittal    re    radiation 
environ    for   equipment   qualification    Inside    containment 
acceptable, per    NUREQ-OSB3   Suomlttal    also    provides    ref    for 
radiation    levels    outside   containment 

CLARH.fi    A         Operating   Reactors    Branch    3        S3/O3/13        OARHITY',  J   H 
Maine   Yankee  Atomic   Power   Co        Spp         18310    128        24X 
Flehe    SO-301?.  83/05/13,8305200068 

B305190255  Motion    to   compel    answers    to    interrogatories   &  production    of 
documents   !i  request    for    leave    to    file   motion  Hearing    cannot 
be    conducted   on   basis    of   assei tlons, supoos i t t ons, 
similarities   or   generalities   Certificate   of   Svc    and 
MILLER,!)   S         Sensible    Main*    Power         MILLER. D   S         Miller,  D   S 
83/09/14  Atomic    Safety    and   Licensing    Board   Panel        31pp 

18301    262         24X   Fiche    30-309, B3/05/14 . B309 190235 


— 8303230110  Rev    IS    to   Procedure    EOP ' 2-70-2,     "LOCA" 
»      Maine    Yankee   Atomic   Pouer   Co        83/03/17        9pp 
Fiche    30-309,83/03/17,3303330137 


18331  297    34X 


8303170392  Response  opposing  Sensible  Maine  Pouer  B3051 1  motion  for 
complete  t-  specific  disclosure  by,util  ti  motion  for  stay  of 
proceedings  Extreme  relief  sought  before  motion  to  compel 
discovery  filed  W/Certif icate  of  Svc 

QODDARD,  R  J    Hearing  Branch  3    B3/O3/16      Atomic  Safety  and 
Licensing  Board  Panel    7pp    1B468  033   34X  Fiche  50-3O9,  B3XOS/16, 
9303170552 
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B30524Q493    First    -set    of     interrogatories    ft    requests     fcr    product  i  an    of 
documents    Certificate    of    Svc     end 

MILLER, D    B         Sensible    Maine    Power         MILLER    D    S         rniter,D   S 
63/05/17  Office    of    the    Eietutive    Legal    Director          23pp 

1BS73   229         24X    Fiche    50-30-?,  83/O3/ 17,  63O324O493 


330324048:5   MotLi 


eitensnon    of    discovery    period    until    83090*   Ut i 1 


conduct    of    ukllful     nonfl i sc Insure    necessitate! 

Certificate    of    Svc    one! 

MILLER,  D    S         Sensible    Maine    Power         83/15/16 

Licensing    BosrO    Panel          4pp          18372   313         24X 

8303240403 


i  tension 


Atomic    Safety    and 
:hfl    SO-3O?.  B3/05/18, 


B3Q50i0042   Foriuaros    safety    evaluation    supporting    continued    operation 
y/Dre-sser    safety    value    ring    settings    mhitfi    do    not    allow 
discharge    full    rated    floa  Summary    of    specific    info    also 
end 

CLARK, R  A        Operating    Reactors    Branch    3        83/04/25        OARRIIV, J  H 
Maine    Yankee    Atomic    Power    Co         2pp          18334    334         24X 
Flche    50-309.  B3/04/S5,  B305060042 

—330306004?  Safety    evaluation   supporting    continued    operation    bu    PWRs 
u/Drasssr    safety   valves   luhich    do   not    allow  discharge    full 
rated    Haul 

•      Office    of    Nuclear    Reactor    Regulation,     Director         B3/O4/1B 
lOpp         1B334   336         24X   Flche    3O-307,  83/04/29,  B303060042 


93O324O3B6   Forwards     second     set    c-f     inten  099  tar  i  e  s    i   request*    far 
production    of    documents     to    NRC    Certificate    of    Svc     eicl 

AHRENS,  P    ,     STERN, P         tlalne.     State    of         B3/O3/19  Atomic    Safety    and 

Licensing    Board    Panel          3ipp          1SS71    07O         24X    Ficne    3O-3O9,  B3/03/I9, 
B30324Q386 


H      Oenaral    correap Dndenci 


63Q331033B   Responds     to    constituent    830419    ! trs    re    Commission    action    on 
utll     performance    during    921211     emergency    qrepa redness 
eierc 1 ae 

OIRCK3,  H    J         Office    of    the   Eiecutlve    Director     fc->-    Operations 
03/03/20         COHEN. U   S         Senate          3pp          lB4i,2   S4i         24X 
Ftche    30-309,83/03/20.6303310333 

--B3Q531O239  fietjueitj    response    to    ec\c  1    constituent    )tn    re    utll    failure 
to    pass    FCMA   emergency    preparedness     te-st 

COHEM.W   E         Senate         83/04/19         HAMMERER.  C    C         Office    of 
Congressional    Affairs         Spp          SB663   25O         24X    Ftche    50-3G9, 
83/03/20,  83033 1O23B 


I      Financial    inforraatu 


6303200314    Forwards    Securities    S-    Ercnange    Coir.missio.it   Form    lO-Oi 
Quarterly   Financial    Kept    for   Jan-Mar    19B3 

HQWE.R    S         Maine    Yankee    Atomic    POWBT    Co         83/03/13  N3C    -    NO 

Detailed    Affiliation   Given          15pp          1S317    023         ?4X 
Flche    5O-307, B3/05/13,  B3Q32OQ3I4 

B3OS20037B   Forwards     19B1    i    B2   annual    financial     inf-o    Filed    u/Bacurit  i  es 
(.   Eichange    Commisa  i  on.  per     10CFR30   71    b 

OARRIT^.J   H         Halne    Vanlee    fltomic    Poiuer    Co         83/03/17         CLARK,  R   A 
Operating    Reactors    Branch    3          lO3pp          18314     143         24X 
FUhe    30-309,83/05/17. B3O5E00376 

P      Operating    license    stage    documents    6    correspondence 

8303340024=   Discusses    review    of    B2O408.  0401 .  1  IO3   fc   B302I4    tubmlttaU    on 
VAEC-ia'PtP.     "ENQR  t-irait   Hetfiodology   f,    Application    to  ME 
Yankee   Plant    "    Critical    heat    flui    correlation   acceptable    for 
application   to    facility    reload   u/l4i]4    fuel    assemblies 
•CLARK,  It    ft         Operatino    Reactors    Branch    3         63/63/09         GAflfllTV,  J   H 
Maine    Yankee    Atomic    Power    Co         2pp          174.90   27"?         24K 
FlchB    30-30?.  83/03/0?.  B303340024 

— &3Q32WOS1  Safa-ty    evaluation    supporilno    application    to   reload    ui/14»14 
fuel    assemblies   !>   mln    I    20    DNDR    limit 

*      Office    of    fjuclear   Reactor    Regulatipn,     Director         83/03/09         7pp 
17690   301         241C   Flche    50-309.  e3/O3/O?.  B30334OO2A 

— -H301060137    "ReviBui   of    VAEC-1P96P     •   DNQfi    limit    Method  a  logi)    fc   Application 
to   Maine    Yankee    Plant    " 

HEBBOMiS  M        Qabtelle   Memorial    Institute,     PaclFJC    Northufrtt 
LaboratorL)         FArE-B2-114         82/13/31  NRC    -   No    Detailed 

Affiliation   Clwen         7pp          17690    30B         24X   Flche    30-309,  B3/03/09, 
3303340036 

9305030600   Forwards    revised     i  nitruraen  tat  lori   t,   control    concerns    b 
positions    on    feeduater    trip    syi   fleeting    to   diicuss   concerns 
ulithin    45   day*    requested 

CLABK,  R    A         Operating    Reactors    Branch    3         83/04/20         UARRITY.J   M 
Maine   Yankee  Atomic   Powar  Co        7pp         1Q2B4    213        21X 
Fiche    3O-309.  B3/04/3O.  B3O3020fiOO 


6305050320   Foruianli    "Mama    Yanlee   Cyc  1 
Spec    3   9    1    3 

CWRRETY.  J   H       Maine    Yankee  Atomic   Power   Co 
Region    I,    flfPica    of   Director         Ip         1333S 
Fiche    BO-3O9,  B3/O4/23,  B305O5022-0 


7    Startup    Test   Kept.  "    per    Tech 

0.3/04/23         ALLAN,  J   M 
•1         24X 


S   "Main*    Yank«*    Cucle    7  Startup    Ttit   Ropt 
*      Maine    Vanle*   Atomic    Poieer    Co        S3/04/23        llpp 
Fiche    50-309.  B3/04/33,  0303050S3O 


830503O49!    Foruards    responie     to    B21210   Generic    Ltr    82-23    re     Inadequate 
core    cooling     instrumentation    sys, Inc lud ing    reactor    coolant 
inventory     BIJE    descript  1  oni  conf  ormance    summary    to   NUREG-O737i 
Item    II    F    3    ti    proposed     Implementation    schedule 
RANDAZWrJ  B        Maine   Yankee   Atomic   Power    Co        B3/04/2*? 
EISEMHUT.DG         Division    of    Licensing         34pp          1B293    KB         24X 
Fiche    30-309- B3/O4/29,  B3O3O30491 

— B30303049A  Rev    1O   to  Emeroencg    Operating   Procedure    EOP   3-70-0, 
"Em&rgeticii    Bhutdoiun   From   Power    " 

»      Maine    Yankee   Atomic    Poiuer    Co         B3/O4/29         2Bpp          1829S    132         24X 
Flche   50-309, B3/O4/29,  B3O5O30491 

B303020455  Oenoric   Ltr  63-19    to   all    poiuer   reactor   &    testing    licensees 
re  n*u  procedures    for    providing    public    notice    concerning 
Issuance   of    amends    to   OLi   Svc    ll«t    end 

EISENHUT,D  0        Division    of    Licensing        33/03/02  Consolidated 

Edison,  Co      of    Neu  York,     Inc        SOpp         1B441    120        24X 
Fiche    30-000,83/05/02,8303020435 

B303160201   ReapondE    to   utll    B21007   proposed    Toch    Spec    chanflo*    re    purge 
&   vent    sgs   Proposed    leak    test    Interval    unacceptable   Sil- 
month    test    Interval    for    passive   valves,  u/testlng    after    each 
use  fc   3-month    interval    for    active   valves    recommended 
CLARK. S   A         Operating    Rleactors    Branch    3         B3/03/02         GARRITY.J   H 
Maine    Yankee    Atomic    Power    Co         Spp          18471    339         24X 
Flche    30-309,03/05/02,8303160201 

030S090A3?  Generic    Ltr  83-20    to   all    operating    reactor    licensees    b 
holders   of   CPa    re    integrated    scheduling    for    implementation 
of   plant  mode    Bvc    list    encl 

EIBENKUT.D   B         Division    of    Licensing         83/03/O9  Consolidated 

Edison    Co      aP    Neu   York.      Inc          1&PP          1B627    133         24X 
FiChB    30-000,  83/03/09,  930509063° 

B3Q513O07B  Rtttponds    to   request    For   addl    info   re   TNI    Item    II    E  4  3  6, 
"Containment   Ventilation   SUB   8-Inch   Globe   Valve    "    Analyses 
to  demonstrate   valve   qualification   continuing 

OARRITY.J  H        Maine   Yankee    Atomic    Pouer   Co        Q3/03/O9        CLARK,  ft   A 
Operating    Reactors   Branch    3        2pp         18436  33?        24X 
Fiche    SO-309,  83/03/09,  B303130070 

B309170612  Requests   addt     info   re   B30218   proposed    Ci;cle   7    »upp  Umanlarg 
channel    to   Tech    Specs    allowing    operation   y/YAEC-1    critical 
heat    flui    correlation 

CLARK, fl   A         Operating    Reactors    Branch    3         B3/03/O9         CARRITY.J   H 
Maine    Yankee    Atomic   Pouiar   Co        2pn         1B497  020        SIX 
Ficho    30-309,03/05/09,0303170612 

B3051300S4   Aclc    receipt    of    031103    Itr    re    intention    to    complete    Phase    II 
of    control    of    heavg    loads    issue    (NUREO-O612)    Final     technical 
evaluation  rept    !•  NRC    safety    evaluation    to    ensure    no 
outstanding    deficiencies   remain   requested 

GARfllTY.J   H         Maine    Yankee    Atomic    Poiuor    Co         S3/03/1O         CLARK.  R    A 
Operating    Reactors   Branch   3        2pp         1B437  031        24X 
Flche    30-309,83/03/10,9303130054 

B303130128  Respnnils    to    1OCFRSO  34 ( f >    Info    request    re   resolution    of   Trll 
Action    Item    1 1    K  3  3,     "Automatic    Trip    of   Reactor   Coolant 
Pomps i "    (Generic   Ltr  B3-10A)    Plant-specific    study    applies 
RELAP3YA   code, par    B30B19   &    8301 H    Itrs 

FRIZZtE.C    D         Maine    Yankee    Atomic    Pouier    Co         S3/O3/IO         EIBENHUT.  D   0 
Dlviilon    of   Licensing         4pp         10437    191        24X   Flche    50-309, B3/03/10, 
8303120128 

B30523O3B1   Denies    request    for    aiemption    from  requirements    of    App    J    to 
perfOTin  TIJP&    c    bests  u/alr    OP    nitrogen   as   medium   for    certain 
containment   valves   Oasis    for   conclusion   contained    In    encl 
safety    evaluation  Si    technical    evaluation   rapt 
EISENKUT.D  O        Division    of    Licensing        83/O3/11        QAHRITY.J  H        Maim 


Yankee   Atomic    POIUBT 
8303230331 


Co 


Sop 


IB377    024         24X    Fiche    3O-309, S3/OS/I 1, 


16338,063         24X 


— 6305230399  Safety    evaluation   re   App   J   revieu   concerning    containment 
testing    program  Proposed    revs    to   Tech    Spec    4   4    unacceptable 
*      Division    of   Licencing          B3/03/11         3pp          18577   O27         24X 
Fiihfl    50-309.33/05/11,  B3052303BI 
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— 0306300177    "Containment    Leakage    Hate    Testing     IA-04),"     technical 
evaluation    rept 

DELGAIZO.T    J         Franklin    Institute/Franklin    Research    Center 
NHC-03-79-11H         TER-C5257-2B         82/06/20         HUANG, V   S         NRC    -    Wo 
Detailed    Affiliation    Given         36pp          1B3/7   Q30         24X 
Flche    30-309,  83/05/11. 83O52303S1 


B303040023    IE    Into   Notice    33-23,     '"JWR    5a  Fifty  ,-Hel  i  ef    valve    Failures     " 
Svc     list    end 

JORDAN' E   u         Division    of    Emergency    Preparedness    i>   Engineering 
Response    (Post    530103)         63/01/22  Consolidated    Ed i 5  on    Co       of    Us  a 

York,     Inc          112pp          163Q3   OB9         241    Flcfie    30-000.03/04/22,8303040023 


B303230371    Advises    that    addl    Info    required    to    satisfy    current 
requirements    re    operational    OA   program   Telcon    on   B30S10 
addressed    general    suhjs    to    be    discussed    Specific     questions 
to    be    provided     1    uik    prior    to    B3O525   meeting     in    Augusta.  HE 
MARTIN. T    T         Division    of    Engineering    t.    Technical    Programs         83/05/11 
RANDAZZA.J   D         Maine    Yankee    Atomic    Power    Co         2pp          1Q337   317         24X 
Flche    30-309,93/03/11,3303230371 

0303190308   Submits    justification    for    continued    operation    for    listed 
items    not    addressed    in    previous    environ   qualification   of 
electrical     equl pment    subml ttal s.  including    equip me nt 
qualification    pending   mud 

GARRITY.J   H         Maine    Yankee    Atomic    Power    Co         B3/05/12         CLARK,  R    A 
Operating    Reactors    Branch    3         3pp          185O1    O74         24X 
Fichfl'  30-309,  83/05/12.8305190308 

8303200469  Foruardt    "Reactor   Containment    Bldg    Integrated   Leak    Rate 
Teit,02O929-lO01r  "     Including    Tijpe    A    tests    performed    during 
Cycle   6/7  refueling    outage   i   Type   B   ft  C    tost*    performed 
»inee    Ust   Type   A    test 

OARRITY.J   H         Maine    Yankee    Atomic    Power    Co         03/O3/16         CLARK, R    A 
Operating    Reactors    Branch    3        lp         18316    120        24X 
Flche    30-309,  83/05/16,8303200469 

— B3QS2Q0473    "Reactor    Containment    Dldg     Integrated    Leak    Hate    Test,B20929' 
1001     " 

OIOOEV, C   A        Maine    Yankee   Atomic    Power   Co        83/03/16        77pp 
18316    121          24X    Fiche    30-307, B3/03/ 1  A,  8303200469 

8309230303  Forwards    update    to    BO  11 06    Itr    re    shielding    design    summary 
per    TMI    Item    II    D   a  Update    contains    details    of    results 
of    shielding    review  No    supplemental    SER    required    from  NRC   as 
result   of   relocation   fc   future   mods 

GARRITY,  J  H        Maine   Yankee   Atomic    Poucr   Co        03/03/18        CLARK, R   A 
Operating    Reactors    Branch    3         Bpp          10338    233         34X 
Fichi    30-309,  B3/03/18,B303S303B3 

B303240S70   Proposes   alternative    to   NRC   320903  request    to   upgrade 
auxiliary    feoduater    ays    automatic    Initiation    logic    channel 
tilting    per    TMI    Item    II    E    1    2  Monthly    test    of    bistable* 
actuation    setpolnts    recommended 

QARRITY.J  H        Malna    Yankee   Atomic    Poucr   CD        B3/03/18        CLARK, R   A 
Operating    Reactors    Branch    3        2pp         19340   21O        24X 
Fiche    30-309, B3/03/1B,  B30SS40270 

0303240266  Forwards    updated    list    re    currant    status    of    electrical 
equipment    Important    to    safety   within    scope    of    IOCFR30   49 
Nonqualified    equipment    scheduled    to    be    qualified    or   replaced 
by    end    of   next    refueling    outage 

OARRITY.J  H        Maine   Yankee   Atomic    Pouer   Co        03/03/20        CLARK,  R   A 
Operating    Reactors    Branch    3        6pp         10349   29B        24X 
Ficne    SO- 309, B3/Q3/EO, 0303240266 


8303040023    IE    Info   Notice    83-33,     "Inope 
Sensing    Sijs    "    Bvc     list    encl 
JORDAN,  C   L         Division    of    emergency    Pr 
Response     (Post    830103)         &3/04/35 
Vork,     Inc          1  19pp          1Q3B1    29!         34X    F 


able    Containment    Atmosphere 

pja  redness    I,   Engineering 
Consol  1  dated    Edistm   Cn       of   New 
IC'IP    50-000,  B3/04/33.  9303010025 


830302O3B6   Ac  k    receipt    of    030412    Itr    informing    NRC    of    step"    taken    to 
correct   violations    noted    in    IE    Itisp    Rept     50-309/62-17 

MARTIN,  T    T         Division    of    Engineering    (.    Technical    Programs         B3/04/26 
RANDAZZA.J    B         Maine    Yankee    Atomic    Power    Ca         2pp          18276   244         24X 
Fiche    90-309,  B3/04/26,  8303020386 

—8303020393   Responds    to   NRC    830323    Itr    re    violations    noted     In    IF    Insp 
Rept    5O-309/B2-17   Corrective    actions    pEisonnel    responsible 
for    shipping    radioactive   matl    reminded     that    all    required 
inspi    mufit    be    documented    Procedure    9    1     15   revised 

OARRITY.J   H         Maine    Yankee   Atomic    Poiuei"    CD         83/04/12         ALLAN,  J   M 
Region    1.     Office    of    Director         4pp          1827*   246         34X 
Flche    30-309,  B3/04/26,  83030203B6 

a3OSl!03i4    Forwards    IE    Insp    Rept    50-309/83-04    conducted    aij    State    of    SC 
on  831217  No    noncomp  1  lance   noted,  however    State    of  SC 
identified    violation   u/DOT   regulations 

MARTIN,  T   T        Division   of   Engineering    &    Technical   Programs        83/04/27 
RANDAZZA,  J   D         Maine    Yankee    Atomic    Poiuer    Co         2pp          1B393    IQi         S4X 
Fiche    30-309,83/04/27,0303110314 

—8303110330    IE    Insp    Rept    30-3O9/B3-04    conducted    by    State    of    SC    on 
821217  No   noncnrap  1  lance    noted   Majnr    areas    Inspected    rev  leu 
of    shipping    papers    placarding    &   marking    State    of   SC 
identified    violation   re   DDT   regulations 

CLEKONS.P    ,     SHANflAKY.M         Region    1,     Office    of    Director         03/04/17 
4pp         1B393    IBB         24X   Fiche    30-309,83/04/27.8303110314 

8303040026    IE    Info    Notice    B3-24,     "Loose    Parts    In   Socondary    Sida    of 
Steam  Generators   at  PMRs    "   Svc    list    end 

JORDAN,  E  L        Division    of   Emergency   Preparedness    V  Enjlneerlno, 
Response    (Post   830103)         B3/O4/28  Con«oltdatad    Edison   Co      of    Neu 

York,     inc          I15pp         1830H   047         24X    TicNe     30-000,83/04/28,8303040036 

B303010027    IE    Info    Notice    83-35,     "Standby    Gas    Treatment   Sy  »    Heater    High 
Temp    Trip    Bctpoint   Adjustment    "  Bvc    llsE    encl 

JORDAN,  E   L         Division    of    Emergency    Preparedness    t,   Engineering 
Response    {Post   830103)         83/04/5S  Consolidated    Edison   Co       of    New 

York,     Inc          Ii8pp          18382    163        24X   Fichu?    SD-OOO,  63/04/33,  B30304€O27 

830304002Q    IE    Info  Notice  83-36.     "Failure    of    Safety/Relief   Valve 
Discharge   Line   Vacuum   Breakers    "   Svc    list    end 
JORDAN,  E  L        Division   of   emergency   Preparedness    l>  Engineering- 
Response    IPoat   0301O3)        83/05/03  Consolidated   Edison  Co      of    Neu 

York,     Inc          122pp          1B441     170        24X    Fiehe    50-OOC-,  B3/O3/03.  B3030HO02B 


Inspection   reports,     IE   Bulletins   ti    correspondence 


8212060385    IE    Info    Notice    03-14,     "Deiuatered    Spent    Ion  Eichonge   Resin 
Suicaptl b 1 1 i ty    to   Exothermic    Chemical    Reaction    "    Svc    list 
encl 

TAYLORiJ  M        Division    of   Safeguards   <<    Inspection  Programs    (Post 
830103)         03/03/21  Consolidated    Edison   Co      of   Ncu   York.     Inc 

112pp          18308   319         24X    Fiche    3O-000, S3/03/2I , 8312060333 

8303040021    IE    Info   Notice    S3-21,     "Defective   Emergency   Use   Respirator    " 
Bvc    lltt    encl 

JORDAM'E  L        Division   nf    Emergency   Preparedness    i.   Engineering 
Response    (Post   83O103)         83/O4/13  Consolidated    Edison   Co      of  Neu 

York'      Inc          126pp          1B433,  133         S4X    Flche    50-000,83/04/13,8303040021 

S303030330    Foruiards    IE    Imp    Rept    30-309/03-05    on    030406-07    &    notice 
of    violation 

STARUSTECKIiR        Division   of   Project    &  Resident    Programs        83/04/19 
RANDAZZA.J  D        Maine    Yankee    Atomic   Power  Co        Epp         18297    103        21X 
Ftche    30-309,83/04/19,8303030350 

— 8305030353    IE    Insp    Rept    30-3O9/B3-03   on   830406-07   Noncomp 1 ianCH    noted 
inadequate    control    of    safety-related    malnt    of    HPSI    suaiys 
it    failure    to   maintain    two    operable    safety    injection    trains 
per    Tech    Specs 

KELLY,  E   hi        Region    li    Office    of   Director        GALLO,  R        Division   of 
Projuet    &  Resident   Programs        83/04/13        3pp         18397    104,       24X 
Ficha   30-309,83/04/19,8303030330 


8303040030    IE    Info    Notice    03-27,     "Operational    Response    to    Events 
Concerning   Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency    Prepai  edness   i.  Engineering 
Response    (Post   S30103)         B3/09/Oi1  Consolidated    Edison    Co      of    Mew 

York,     Inc          113pp         1B382   282        24X    Fiche    50-000, 83/03/04,  B30301O030 

0303040031    IE    Info  Notice  83-28,     "Criteria    For   Protective  Action 
Recommendations    for   General    Emergencies    "    Svc    list   encl 
JORDAN,  E  L        Division    of   Emergency   Prepar  edneas    t-  Engineering 
Response    (Post   030103)        03/03/04  Consc  1  idated   Edison  Co      of    Meu 

York,     inc          119pp          18441    001         24X    Flcfte    50-000.83/05/04.8303040031 

0303040033    IE    Info  Notice  03-39,     "Fuel    Bindin-g   Cauted    by   Fuel    Rack 
Deformation    "    Svc    list    encl 

JORDAN.  E  L        Division   of   Emergency    Preparedness    b  Engineering 
Response     (Post    830103)         83/05/06  CorisoMdflfcetf    Edison    Co       of    Meu 

York,     Inc          HSpp          1B3B3   248         24\    Ficlie     50-000,  B3/O3/06,  B30304O033 

8303040034    IE    Info   Notice   H3-30,     "Misapplication   of   Generic   Emergency 
Operating    Procedures    (EOP)    Guidelines    "    Svc    list    enct 
JBRDAN,  E  L        Division    of   Emergency   Preparedness  li  Engineering 
Response    (Post   030103)        83/03/11  Consolidated   Edison  Co      of    Neu 

Yorl.     Inc          114pp         18324   003         24X   FiEh»    50-000,  03/O5/1 1,  B303040034 

B305350310  Foruards    IE    Insp   Rept   50-307/93-03   on  830301-11    t.  notice 
of    violation 

MAHTIN.T  T        Division    of  Engineering   J.    Technical    Programs        B3/O5/I1 
RANDAZZA.J  D        Maine   Yankee   Atomic    Power    Co        2pp        183^2    1OS        24X 
Flche    30-309,83/03/11,8305230310 


—8303230312  Notice    of   violation    from   inap    on   9303-01-11 

*      Region    1,     Office    Of    Director         B3/O3/11         3pp          IB392    1O7 
Fiche    50-309,B3/05/llr8305250310 
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--B3Q535Q314     IE    Jnsp    Hept    30-309/33-02    on    B30301-1I     None  omp  I  lance    noted 
failure    to    complete    all     design    activities    before    declaration 
of    sy-4    opfrrabi  1  1  fcy 

EAPEN.P    K    .     MEYER,  0    .     NrtPUDA.G         Region     I,     Offite    of    Director 
93/04/27         3-?pp          IBS92    US         24X    Fiche    30-3O9,  93/O5/  U,  B305BS93IO 


83OS19O07'5    EN-B3-O34    on   930520.  no  tice    of    violation    (•    proposed 
Imposition    OF    civil     penalty    in    amount    of    I4O,OQQ    to    be 
Issued  Actton   baiitf    on  violation    re    operating    reactor    tafone 
train   of   HPSI    incapable    of   automat  Ka  1  lu    starting 

.BARBER.  C    ,     AXELffAD-J         Director's    Office.     Office    of     Inspection    and 
Enforcement         B3/05/I7          Ip          1B3O2    Qi>9         24X    Flche    50-309,83/08/17, 
0305190079 

8305230339    Suppii    response    to    B30334     Iti     *-    conplete*    response    to    IE 
Bulletin   53-O4,      "Failure    of    Un.jr  vol  tag  »    Trip    Function    of 
Reactor    Trip    Bnakers    "    Description    of    reactor     crip    breaker 
Incidents    not   previously    reported    enc  1 

GARFUTV'J   »         Maine    Yankee    Atomic    Punier    CD         B3/CJ/1B         ALLAN,  J   H 
Region    It    Office    of    Director         3-pp          19585    271          24X 
FiehB    30-309.83/03/13,8305250429 

B303040040    IE    Info   Notice   B3-31,      "Error     in    ADLPIPE   -Computer    Pro-o.ram    " 
Svc    list   end 

JORDAN,  E   t         Division    of    Emergency    Preparedness    &    Engineering 
Response    JPost    B3OlO3f         B3/O3/19  Conso  1  idaterf    Ed  lion    Co       of    NBU 

Y-orJi,     Inc          Il4pp          16697    009         34*    Fichu    SO-ODD.  83/O5/I  ?,  B3O3Q40Q4Q 

9305270434   Discusses    !£    map    on   330406-07    t,    forwards    notice    of 
violation  ti   proposed    imposition    of    civil    penalty 

ALLAN.  J   M         Director's    Office,     Office    of     Inspection    and    Enforcement 
B3/OS/2Q        flANDAZZArfJ    B         Maine    Yankee    Atomic    Pouisr    Co         4pp 
106=12    335         S4X   Ficne    3O-307.  FJ3/05/2O.  B3O3370434 

—  8303370*43   Notice    of    violation   t,    proposed    imposition    of    civil     penalty 
in   dno-unt    of    f40r000   Nonconpl  lane  B    noted    one    of    two    HPSI 
su&sys    inoperable    for    29   days   b   other    HPSI    lubsijs    Inopsratle 
for    7    h    dupinj    29-da(t    period 

ALLAN,  J   M         Region     1.     Office    of    Director         63/05/20         3pp. 
1B643    ?39         24X   Flcde    30-307,  B3/09/SO.  830527043^ 

8303O4004i    IE    Info    Notice    B3-33,     "Nunrepr  8  tenta  t  1  ve    Sampling     of 
Contaminated    Oil    "    Svc    list    encl 

JORDAM,  E   L        Division   of    Emerg  ancij    Prepare<dness    V  £ngine«ring 
Respons*    (Po-it   B301033          B3/O3/2fi  Cnnsol  1  datad    Edison    Co       gf    N>u 

York,     Inc          Hipp          ia647    007         3-1X    Flctie    SO-OQQ,  93/O3/26,  B30304QQ46 


B3O5060494    Foruiardi    updated    LEU    B3-012/01T-1 

OARRITV.J    H         Maine    Yankee    Atomic    PDUIBT    Co         S3/04/38 
Ftaglon    1.     Office    of    Director         Ip          1B348    101          24X 
Fiche     30-309.  83/04/28,8305060191 


ALLAN.  J   (1 


—3305060303    Updated    LER    83-012/01T-1     on    B3O406.  drain    valvei    opened     to 
replace    seal    mater   supply    filter    FL-34B   Valves    opened    again 
g   days    Uter    to   replace    head    gasket   Caused    by    Insufficient 
Identl  *  I  catl  c-n   of   valves    In    plant    dramlngs 

WHItNEV.h   A         Maine    Vankee    Atomic    Power    Co         83/O4/28  Region     t, 

Office    of    Director         3pp          1B34B    1O2         24X    Fiche    30-309.  B3/04/2B, 


ALLAN.  J   M 


B3O5110425   Forwards   LEH   S3-010/03L-0 

OARRITV,  J  H        Maine   Vankee   Atomic   Pouer    Co        03/03/O3 
Region    1,    Office    of  Director        Ip         18405  092        2flX 
Fiche    50-3O7.  B3/05/03,  83031 1012S 


— 8305110433   LGR   e3-010/03L-0    on    930407, nonnuall f led    RCS    loop    2 
redicance     temp    detector     (DTD)     Input    Co    subcooling    margin 
monitor    fa L led , caus ing    erroneous   monitor   readings    Cause 
unknoiun   RTD    leads    disconnected    fr   replaced 

MORRISON, Q    M         Mains    Yankee   Atomic    Power    Co         83/05/O3  Region 

I,     Office    of    Director         Bpp          1S4O5   O93         24X    Flche    30-307, 
33/03/03,  G3091  10425 


B3Q316006S   Forwards    LER    B3-011/03L-0 

OARBIIYjJ   H         Maine    Yankee    Atomic    Pomer    Co         83/03/O3 
Realon    1.     Office    of   Director        Ip         1B431    001         24X 
Fiche    30-309,83/03/03,8305160063 


ALLAN,  J   M 


--S30S1600B2   LEft   B3-011/03L-0    on    B30401,  reac  tor    protection    sgs    symmetric 
offset    channel    0    found   u/ value    less   negative    than    other 
three    channels    Caused    by    failed    Bell    t>  Houelt    multiplier, 
divider    module    Spare   module    Installed    d   channel    callbr 
TAYLOR,  J  M        Maine   Yankee   Atomic   Poiuer   Co        83/03/03  Region    1. 

Office    of   Director         3pp          1B451    003         24X    Flche    SO-309, 83/05/03, 
B303160G(tS 

8309200467   RO   an    83040B   l<    15,  f  luctuat  ions    observed     in    raal     timi 
eomputar-caleulated   containment   weight   of   air   fc   containment 
weight   of    air    monitoring    sij>   Probably    cauied    by 
reclrcula t ion    fan   failure 

OARRITV.J    H         Majne    Yankee    Atomic    Power    CO         83/O3/03         ALLAN,  J   M 
Region    I,     Office    of   Director        2pp         18316    118        SIX 
Flche    50-309,83/03/03,0305200467 


8303310067  Providei    results    of    revaluation    of   design    adequacy    of    two 
naconru    ualls    per     I£    Bulletin    80-11     identified     in   B21O21 
Itr    Botfi   ualls    located    in   spent    fuel    bldg,one    adjacent    to 
ventilation    penthouse    &    other    south    af    pool 

CA8RITV.  0    H         (-Ulne    Yankee    Atomic    Pauier    Co         B3/05/2£>         CLARK,  ft    A 
Operating    Reactors    Branch    3         «pp          18fi33    174         34X 
Flcho    30-307,63/03/26,0303310-047 


6305200529  Forwards   evaluation    summary    rept   Ei  resolution    of 
LER-B2-OJ7/03L-0    dtd   B21115  re    shock    suppressor    bushing 
failures  Lab    analysis   revealed    Torrlngton   ball    bushings   flifg 
from    brittle   AISI    5160   steel    Drushing    replaced 

8ARHITY,  J   H         Maine    Yankee   Atomic    Power    Co         B3/05/O9         ALLAN,  J   H 
Realon    1,    Office    of   Director        3pp         (B51A  027        34X 
Fiche    3O-309,  B3/O5/0?,  8303200329 


S      Repartable     accuTrance'S'     LERs    ti   related    torre*pondenc  e 

8309230973   Foruard-i    engineanng     evaluation    ropt,     "Cracls    t,    Leafcs     i  n 
Small    Diameter   Piping    " 

BROWM,  E   0         Reactor   Operations    rtnalyiis    Branch         83/04/19 
SEYFRIT.K    V         Reactor    Operations    Analysis    Branch          Ip          18341     34S 
S4X    Flche    5O-OOO.B3/O1/ 19x0305230373 

— B3O3230&19    "CraeVi    (.   Leaks    in   Small    Diameter   Pipino."    engineering 
evaluation    rept    Small    pipe    leak*    associated    iii/unjnt  ic  1  paled 
vibration    problems    Feqiflre    adifl    supports    or    rerouting    of 
p  iplng 

BROWN. E   J         Reactor    Operations    Analysis    ffraneh         83/04/1?         9pp 
1&341    343         24X    Fled*    50-000,93/04/19,8303330373 


B305O60539   Forward*    LSR    B3-O09/03L-0 

GARRITY.J   H         Maine    Yankee   Atomic    Power    Co         83/04/33 
Region    I.     Office    of   Director          Ip          19318   327         24X 
FiehB    30-3091,  B3/O4/25.  B30306O53B 


ALLAN,  J   M 


— B3O506Q540    LER   83-OO9/O3L-0   on    B30105, spare    HP3I    pump    failed    to    start 
during   monthly  ECCS   surveillance   resulting    in   degraded    mod* 
rendition    per   Tech   Spec    3  6  D   Caused    inj    j^ound    racked    up    In 
pump    breaker   tublcle   on    B30307 

NELBOH.fi    H         rtaine    Yankee    Atomic    Power    Co         S3/O4/25  Region     1, 

Qfflcs    of    Director         3pp          1S34B   326         24X    Fiche    50-309,33/04/23. 
830306053 H 

9303110344   LGR    B3-014/03L-0    c-n   830435.  duT  Inj    5  teady-sta  tB    full    pouer 
opera tioniSectlon  307  of    115   kV    incominj    line    became 
unavailable    Caused    b^     lightning    during     electric    strcm   uhich 
struct    &  damaged  one    phase    of    line   Line    repaired 

WOOD.E   C         Maine    Vankee   Atomic    Power   CD         B3/04/26  Region     1, 

Office    of   Director         2pp          1B406    134         21X   Fiehe    SO-3O9,  H3/O4/26, 
Q3O311034-1 


0305230473  Forwards  LER  B3-013/03L-0 

OARRIT/-J  H        Maine   Yankee   Atomic    Pomer   Co        83/03/10 
Region    1.     Office     qf    Director          Ip          1B537    142         24X 
Flche    30-309,83/03/10,8303230473 


—8303330483   LER    83-013/03L-0    on   B3041 1, d iesel    fire    pump    failed    to 
develop    sufficient   discharge    pressure    during    fire 
suppression   water    sys    test   Caused    by    level    float    sulltch    (< 
checi    valve    failures   Valve   replaced    &    switch    cleaned 
LAFLAMME,S    J         Maine    Yankee    Atomic    Power    Co         83/03/1O  Region 

1,     Office    of    Director         2pp          1B337    143         24X    Fiche    30-309, 
83/03/10,  0305230472 


8303200360   Forwards    LER    B3-013/03L-0 

OARRfTY.J   H         Maine    Yankee    Atq/nic    Power    Co         B3/O3/12 
Region    1,     Office     of    Director         Ip          18518    144         34X 
Flch*    30-309,93/03/12,8305200360 


ALLAN,  J   M 


— 8303200374    LER    B3-013/03L-0    on    B304 14, dur ing    maint    on    svc    uater    pump 
P-39A.pump   P-29C   spuriously    tripped   Cause   unknown   Pump 
restarted    d    tested    satisfactorily 

MCSRATH.R        Maine   Yankee   Atomic   Power    Co        83/03/1H  Region    1. 

Office    of    Director         2pp          1B3LB    143         Z4X   Flche    30-309,63/03/12. 


DOCKET    50-311    SALEM   NUCLEAR   GENERATING   STATION,     UNIT   3 
F      Socuritu,     medical,    emergency   t-    fire    protection    plans 

8309130307   Release*    public  version    of   revised    emergency    plan 

FELTOM, J  M        Division   of  Rules   and    Records        83/O3/OH  Document 

Management    Branch         Ip  18456  335        24X  Fiche    50-278,83/03/02, 
B303 130307 
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-B30313030B    Forwards    public    veision    of    Rev   2    to 
form   encl 

«      Jersey    Central    Power    5.    Light    Co         B3/O4/04 
Operating    Reactors    Branch    1          lp          1B436    336 
Flche    30-272, B3/Q5/02,  B3O313O307 


emergency  plan  Receipt 


VARGA. 5 
24  X 


-8305130309   Public    version    of    Rev    S    to    emergency    plan 

BUROE,  C  A  ,  MIDUHA.H  J  Jersey  Central  Poiuer  *.  Light  CD 
83/04/O4  IBBpp  18456  337  SAX  Flche  30-272,83/03/02, 
B309130307 


—83031 10156   PSE-010B.     "Maint    Procedures    " 

»     Public   Service   Electric   t  Gas   Co      of   Neu  Jersey        83/04/27 
l,317pp         1B399    101         24X    Flche    30-273.83/04,27,8305110134 

B3Q5020455   Generic    Lbr   53-19    to    all    pouer    i  &at lot    >>    testing     licensees 
re    neu   procedures    For    providing    public    notice    concerning 
Issuance   of   amends    CD  QLs   5vc    list   end 

EISENHUT, D   Q        Division    of    Licensing         33/135/03  Consolidated 

Edison   Co      of   New   Vork,     Inc         50pp         1S441     120        24 X 
FichB    50-000,83/05/02,  83O5O20453 


8309110034   Oeneric   Ltr   B3-21    to   all    licensees    of    operating    reactors, 
applicants    Far   OLs   &   holders    of   CPs    re   clarification   of 
access    to   control    procedures    for    lau   enforcement   visits 
Svc    lilt   encl 

EISENHUT, D   O         Division    of    Licencing         B3/03/11  Consolidated 

Edison    Co       ot    Neu    York,      Inc          E&pp          1B340   O99         21 X 
Flcha    30-OOO,  B3/O3/11, 8305110034 


83O509043/    Application    to    amend    Licenses    DPR-7O   !•   DPR-75, revi i ing 
safety    Tech    Specs    by    raising    trip    setpoint    &    allowable    value 
of    steam   generator    uater    level    loui-lou   reactor    trip    In 
Table    2   2-1 

LIDEN,E   A        Public    Service    Electric    d   Gas    Co       of    Neiii   Jersey 
83/03/04        VAflOA.S   A        Operating    Reactors    Branch    1         Spp         18360  232 
24X    Flchn    90-272, 83/08/04,  8303090437 


B303270043    At  k    receipt    of    B3O5OS    Itr    Informing    NRC    of    steps    taken    to 
correct   violations   noted    in    IE   Insp   Rapts   30-272/33-08  d 
30-311/B3-07   Request    to    further   mitigate   violation   re 
security   access    control    denied 

8TARQSTECKI,R  Division  of  Project  i  Resident  Programs  83/O3/23 
UDERITZ.R  A  Public  Service  Electric  (.  Gas  Co  af  Neu  Jersey  Spp 
1B63B  343  24X  FichB  30-272, S3/09/23. B3O3270043 

— 8303270093   Responds    to    NRC    B304O3    Itr    re    violations    noted    In    IE    Imp 
Ripti    50-372/B3-OB   &    3O-31 1 /B3-07   Corrective    actions    k 
request   for   reduction    in   severity    level    of   violation   encl 
Enels   withheld    (ref    1QCFR73  21) 

UDER1TZ.R   A        Public   Service   Electric   t,  Oas   Co      of  New  Jersey 
B3/03/03  Fteolnn    1,     Office    of    Director         3pp          1B63B   347         SIX 

Fiehi    30-278,83/03/23.8305270043 


0     Adjudlcat.org    correspondence 


8303170493  Order    attending    time   until    830327   for   Commission   to   act    to 
review  Director's   Decision   DD-83-6 

CHILK.B  J        Office   of   the   Betratary    of    the   Commission        83/03/13 
Commissioners          lp          1B470   024         24X    Flche    30-273.83/03/13, 
B3031 70493 


— B303090-139   Proposed    changes    to    safety    Tech    Specs,  rais inj    trip    setpotnt 
It  allowable  value   of    steam   generator   water    level    low-low 
reactor    trip    in    Table    2   2-1 

*      Public    Service    Electric    ti   Oas   Co      of    How   Jersey         83/03/04 
4pp         1H360   254         34X   Flche    30-272,83/05/04,8303090437 

5305170013   Forwards    Amend    19    to    License    DPR-75,  safety    evaluation    i 
notice   of    issuance   t>  availability   Amend    remove  a   cycle 
dependent    values    of    Fiy    as    function    of    core    height   b 
provider   values   bi;   means   of   peaking   factor    limit   rept 
FISCHER,  D        Operating    Reactors    Branch    1          B3/03/Q3        UDERITZ.R    A 
public   Service   Electric   k  Oas   Co     of   Neu   Jersey        3pp        18494    133 
24X    Flche    30-31 1. 63/03/03,  B303170OI3 

— 3305170019  Amend    19   to  License   DPR-73,  removi  nq   cycle   dependent   values 
of   Fiy   as    function   of   core   height   &   provide*  values   by  mean a 
of   peaking    factor    limit   rept 

VAROA'S   A        Operating    Reactors    Branch    1          33/03/05        9pp 
18491    15B        24X   FichB    30-311,83/09/03,8303170013 

— B303170033   Safety    evaluation    supporting    Amend    19    to  Licenie   DPR-75 
B      Office   of  Nuclear  Reactor  Regulation,    Director       S3/O3/03       2pp 
1B494    147        SIX    Fiche    30-311,83/03/03,0303170013 


B30931000B  Order    extending    time   until   830601    for   Commission   to   act    to 
revitiu  Director's   Decision   DD-B3-6 

CHILK, 8  J        Office   of   the  Secretary    of   the   Commission        B3/O5/37 
Comml»«toners          lp          1B633   330         B4X    Flche    30-272,83/03/27. 
B303310008 


I      Financial    Information 


8303200067   Forwards   Annual   Financial   Repts    for    1985 

FRVLINOifi        Public    Service   Electric    b  Gas   Co      of   Neu  Jersey 
B3/03/17  Office    of   Nuclear   Reactor   Regulation.    Director 

18316    19B         H4X    FlehB    30-000, B3/OS/ 17, B303200067 


J      Insurance   b   Indemnity    Information 


8303160137   Foruardi   EndorsementB   38  <•   43   to   NELIA   Policy   NF-230  l<  MAELU 
Policy   MF-9Q, respect  Ively 

OOLDEN.M   P         Marsh    t,   McLennan.     Inc         B3/O3/03         6ALTZMAN,  J 
Ai»i»t4flt   Director    for   State   t,  Licensee   Relations        3pp        1B443  089 
24X    Fiche    30-272. B3/03/02, B3O5160I 37 

P     Operating    license   stage   documents   !<   correspondence 

8303030013  Forward*   response    to   Generic   Ltr   82-28   re    Inadequate   core 
cooling    Instrumentation   *ys    (Thfl    Action    Item   II   F   2) 
Uiitlnghouce   reactor   vtssal    level    Instrumentation   su,s. 
daicrlbed    In   601231, B1O206   &   1207   sgomi ttalsi ut 1 1 1  led 
LIDEN.E  A        Public   Service   Electric   *•  Oas   Co      of  Neiu  Jerleu 
B3/04/22        VARQA, 8   A       Operating   Reactors   Branch    1        27pp 
19339   028         34X    Flche    30-273, B3/O4/22. B303030013 

8303020166   Clarifies    830422   response    Co   NRC    B30420    Itr,  Item   2.  1 1    D 
1OCFR30   341f),re   Uesttnghouie    treatment   of   undervol tage   trip 
attachment   delivered    disassembled 

UDERITZ.R   A        Public   Service   Electric   &  Oas   Co      of   New  Jersey 
83/04/37         EISENHUT, D   0         Division    of    Licensing         Spp         18278    192 
24X  Fiche   30-273, 83/04/27, S3O3020186 

B303110134   Forwards    supplementary   response    to   820223  6-month   response 
to   Oen«rlc   Ltr   81-07, NUREG-0612,     "Control    of   Heavu   Loads." 
to   confirm   &   clarify    Itims   discussed    in   820804   telcon 
LIDENrE  A        Public    Service   Electric   h  Qas   Co      of   Neu  Jersey 
83/04/37        VARQA.S  A        Operating   Reactors   Branch    1        8op        18399  007 
24 X  Fiche   30-272. 83/04/87. B30S110134 


— 0303170O3B  Notice    of    Issuance    I,    availability    of    Amend    19   to 
License    DPR-75 

VAROA, 8  A       Operating   Reactors   Branch    1         83/OS/O5       Spp 
1B494    169        24X   Flche    50-311.83/03/05,0305170013 


B303170079   forwards    Amends    33   (.   21    to   Licensee    DPR-70  tt   DPR-75. 
respective ly.  safety    evaluation  !•  notice   nf    issuance   t, 
availability   Amends   raise   trip    letanint   lc   allouable   value 
of   staam   generator   water    level    loiu-lou  reactc-r   trip 
FISCHER, D        Operating    Reactors    Branch    1          83/03/O5        UDERITZ.R    A 
Public   Service   Electric   <<  Gas   Co     of   Neu/   Jersey        3pp        1B493  211 
24X    Flcne    30-272, 83/05/03.  8305170079 

— 0303170084    Amends    33   h   21    to   License    DPR-7O   i   DPR-75,  respectively, 
raising    trip   setpolnt  &   allowable   value    of    steam  generator 
water    level    low-low  reactor   trip 

VARGA, 5  A       Operating   Reactors   Branch    1         Q3/05/O3       8pp 
18495  214         24X   Flche    50-272,  B3/03/O3,  93031  70079 

— 93031700S/  Safety   evaluation   supporting   Amend*   33  !.  21    to   Licenses 
DPR-70   t,   DPR-73.rB«pectively 

*  Office   of   Nuclear  Reactor  Regulation-,    Director       B3/O3/03       2pp 
1B193   S22        2-lX   Fiche    30-372.  83/03/03,  H3Ogi70079 

— B305170Q90  Notice   of    issuance   1.  availability    of  Amends    93   J.  21    to 
Licenses   DPR-70  &  DPR-75i  reapec  tivelij 

VARGA.S  A       Operatlna   Reactors   Branch    I         83/03/05       Spp 
18493   224         24X   Ftche    30-373,83/05/05,0303170079 

830317011;  Forwards   Amends   32  t.  20   to  Licenses    DPR-70  I.  DPR-73, 
respectively,  safety   evaluation   &•  notice   op    Issuance   tt 
availability   Amends   change   partial   potuer    multiplier   from  0  2 
to   0  3 

FISCHER,  D  Operating  Reactors  Branch  I  83/03/03  UDERITZ.f)  A 
public  Service  Electric  (c  Gas  Co  of  Nem  Jonei  3pp  1B496  001 
24X  Fiche  BO-272, B3/O3/03, B3031701 17 

— S303170119   Amends    32   &   20    to   Licenses    DPR -7O    i  DPH-73,  respectively, 
changing   partial   power   multiplier   from   O   3    to  0  3 
vAROA,  SA        Operating    Reactors    Branch    1          B3/05/O5         13pp 
1B496   004        34X    Fiche    30-272.83/03/03.6305170117 

— S303170134  Safety    evaluation   supporting   Amends   52   '/  20   to   Licenses 
DPR-70   &   DPR-73, respectively 

*  Office    of   Nuclear   Reactor    Regulation.     Director         B3/O3/OS        2pp 
1B496   017        24X   Flchs    50-372, 83/05/03,  B305I701 1  7 
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--8303I70I29    Notice    of    asiuance    >'    availability    of    Amends     52   In    20    to 
Licenses    DPR-7O    fc    DPR-75,  resp  ec  1 1  vely 

VARGAi  S    ft         Operating    Reactors    Ci anch     1          83/05/03         2pp 
017         24X    Fiche    30-372,  S3/Q5/03. 830317O1 L7 


B3O3040Q2fo    IE    Info   Notice    83-54,     "Loose    Parts     in    Secondary    Side    of 
Steam  Generators   at    PWRa    "   Svc    Hat    encl 

JOflDANiE  L         Division    of   Emergency   Preparedness   *•   Engineering 
Response     (Post   83O1O3)          83/Q4/S8  Consolidated    Ed  1  sun   Co       of    tltui 

Vai-lj     Inc  U5pp          16383047         34X    Fiche    50-OOO, 83/Q4/2B, 830304Q03& 


B305110007    Foruards    add  1     (as    required     For    B3L007    amend    application 
LfOEfJ,  E   A         Put  lit    Service    Electric    (•    Gas    Co       a  I1    Neiu    Jerieij 
B3/O3/06         MILLER.  W   Q         License   Fee    Management    Branch          3p  p 
25fl         24X    Fiche    50-31 1 .  B3/05/Di>,  83O31 100O7 


B305&906S1?    Generic    Ltr    S3-2O    to    all     operating    reactor     licensees    !i 
fielders    of    CPs    re-    integrated     scheduling     For     implementation 
of    plant    mods    Svc     list    encl 

EISENHUT,  D   G         Division    of    Licensing          83/05/07  Consolidated 

Editor   Ca      of    tteu   Vor  k ,      Inc          16pp          18427    153         24K 
Flche    30-OOO,B3/O5/O'J,a3a30vC-ii59 


8303010027    IE    Info   No  tic*    83-25.     "Standby    Gas    Treatment    Sys    Heater    High 
Temp    Trip    Selpoint   Adjustment    "    Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency    Preparedness   &   Engineering 
Response     (Post   8301D3)          93/04/28  Consolidated    Edison   Co       of    Haul 

York,     Inc  UBpp          1B3S2    165         24X   Fiche    5O-OOO,  83/04/2B,  8303040027 

8303040028    IE    Info   Notice.    B3-36,     "Failure    oF    SaFety /Rel i ef    Valve 
Discharge    Line  Vacuum    Breakers    "   3vc    list    encl 
JORDAN.  E  L         Division    op   Emergency    Preparedness   &   Engineering 
Response     (Post   8301O3)          83/03/03  Consolidated    Ellison    Co       of    Neu 

York,     Inc  I23pp          1B44!     170         24X    FichB    30-000,  83/O3/03.  8303O40028 


830517O32B    Forward*    schedule    for    qua  1  i  t  ita  t  Ion    or    replacement    of 
unnual if led    equipment    for   Categories    1    S,  J]   A,  II    C    t    IV 
Identjf ted     in   5ER    on    environ    qualification    of    safety-related 
.electrical     equipment 

LIDEH.E    A         Public    Service    Electric    It   Gas    Co       of    Neu    Jersey 
B3/05/O9         VARQA,  S    A         Operating    Reactors    Branch     1          16pp 
18465    133         2-4*    Ficne    30-372.83/05/09.8305170328 


B303040030    IE    Info   Notice    93-27,     "Operational    Response     to    Events 
Concerning    Deliberate    Acts   Directed   Against    Plant 
Equipment    "    Svc    list    encl 

JQRDAN-E   L        Division    of   Emergency   Preparedness    &  Engineering 
Response     (Past   B301031          B3/05/O4  Consolidated    Edison   Co       of    N*u 

YoM,,     Inc          I13pp          18303   282         24X    Tithe    50-000, 83/05/04,  B303O4OO30 


B305230504    Forwards    affidavit    !.    fee 
amend    Licenses    DFR-7Q   !.    DPR-7S 
4. 1  DEN,  E   A         Public    Service    Eleitrlc    &    Oa 
B3/05/11          VAR&A,  S   A         DpeTatinj    Reactor 
24X    FUhe    3O-272,  B3/03/ 1 1 ,  83O3230S04 


evieu    uf   B3O3O4    application     to 
Jerseg 


o       of    Ni 
ranch     1 


3pp 


18537    17O 


8303040031     IE    Info   Notice    83-2B,     "Criteria    for    Protective    Action 
flecommenda tioni    for    General    Emergencies    "    Svc    list    encl 
JORDAN, E   L         Division    of   Emergency    Preparedness   &  Engineering 
Response     [Post    B301O3)          83/O3/04  Consolidated    Edison    Co       o*    New 

¥or»,      [nc  I19pp          1B441    001          34X   Flche    30-000,  B3/O3/04,  B303D4O031 


8303230C94   Advise-s    of    r-ev    to    Cycle    2  reload    analysis    t,   effect    on   reload 
safeti;    evaluation   ft    approved    amends    to    Tech    Specs    Rev    due 
to    fuel    grid    strap    damage    during    Feb    re-Fueling   Revised 
design   evaluated    by    Uai t  Ingrtou^e    per   UCAP-I?373 
LIDEN.E   A         Public    Servile    Electric    !.    Oas    Co       of    New   Jer»eu. 
G3/O3/1&         VfiUfiA, S   A         Operating    React  or  a    Branch     1          3p p          18339    177 
24X   Fichu    50-311. 83/05/1-6, 8303230094 

B3O5310331     Btqueitt    disesstnen-t    oil    Opel-ability    oF    10-inch    presiure/ 
vacuum   relief    valvai    used    for    purge   or    vent    oF   c oitainments 
to    d ejnariatra te     that    valves    Mill     operate    in    event    of    PDA  — 
LOCA    Info   requested    within    15   4ai|i 

VAROA,3A         Operating    Reactors    Branch     I          Q3/05/11?         UDERITZi  H    A 
Public    Service    Electric    A    OSE    Co.      of    [Jew   Jersey         7pp          IB6A2   2b  I 
24K   Flch*    50-272.83/05/1'?. B305^I033J 


IE    Dullstins   t    correspondence 


B303010033    IE    Info  Notice    B3-29,     "Fuel    Binding   Caused    by    Fuel    Rack 
OeFormation    "   Svc    list    end 

JORDANrE   L        Division    of   Emergency   Preparedness   Si  Engineering 
Response    (Post  B301O3I         83/05/Ob  Consolidated    Edison   Co      of    Nau 

Vorli.     Inc  llSpp          1B323   24B         34X    Ficho    30-000,63/03/06,6303010033 

9305190163   Forwards     IE     Insp    ftepts    50-272/B3-I4    fc    SO-311/B3-11    on 
B30321-2S   J,    notice    oF     violation 

MARTIN, T  r  Division  of  Engineering  &  Technical  Programs  B3/O3/06 
UDEFtIt2,R  A  Public  Service  Electric  r,  Gai  Co  of  Neu  Jersey  3pp 
IB 302  SAO  24X  Flche  SO-272.  B3/O5/06,  B305170163 

— B3051'J0174    IE    Insp    Repts    50-372/83-14   t,    50-311/B3-11     on    830321-23 
Noncomp 1  lance   noted    Failure    to   adhere    to   radiation 
protection   procedures    &   Failure    to   use    suitable   measurements 
of    airborne    radioac tlvi  ty, per    1OCFRSO    103(4)13) 

MIMITZ.R   L    ,    SHANBAKY..M        Region    1>    DFFice    of    Director        B3/O5/06 
I3pp          18302   243         24X   Fiche    30-272,  B3/OS/O6,  8303190163 


9312040385    IE    Info    Notice    93-14,     "DBuaterefl    Spent    Ion   Enchange    Re-sin 
Susceptibility    to   Erothermic    Chemical    Reaction    "    Svc    list 
enc  1 

TAVLORi J   M         Division    oF    Safeguards    &    Inspection    Program*     (Past 
8301O3J        B3/O3/21  Ci>n»ol  1  dated    Edison   Co      of    New   forli     Inc 

I12SP          1830Q   319         24X    Fiche    50-000,83/03/21.8212060395 

9303040021     3E    Info    Nntiee    93-21,     "Defective    Emsrsancy    Use    Respirator    " 
Svc    Hit    >nc  1 

JDRDAM.E    L          Division    of   Emergency    Prepateines*    tt   EnginBerinj 
Response    IPoit    B301O3)         03/O4/15  ConsaHdated    Edison    Co       of    Neu 

VOTli,     Inc          ISipp          19433    135         B4X    Fiche    50-OOO,  B3/04/15i  8303040021 

B3O3040033    IE   Info   Notite    83-25.     "DUR    Safety/Rel 1 e F    Valve   Failures    " 
Svc    list    encl 

JDHDAN.E  L        Division   oF  Emeroancy   Prepatednes-i    fc  Engineering 
Rflsponse     IPost    830SO31         93/01/22  Consol  Ida  t»d    EiJla-on    Co       of    WBIU 

York,     Inc          lS2pp  18333   OB?         24X    Fiche    50-GOO,  B3/04/22. 630304OQ23 

8303040025    IE    InFo    Notite    83-H3,     "Inoperable   Containment    Atmosphere 
Sensing   S^s    "   Svc    Hit    encj 

JORDAN. E   L        Division    aF  Eraerjeniy    Preparedness   >t  Engmeerln} 
Response    (Post    B3Q103)         83/04/23  Coniol IdJtefl   EUlson    Co       of    Neu 

York.     Inc          ll?pp          19391    291          2-4X    Flche    50-000. 83/04/23.  B3O3O40O25 

B3O5O20238    Ack    receipt    oF   8304O7    Itr     informing    NRC    of    steps     taken    to 
correct    violation   noted    In    IE    Insji    Repts    3O-272/33-09   t 
30-31 1/SJ-QB 

HAHTINiT   T         Division    of    Engineering    &    Technical    Programs         93/04/36 
UDEBITZ.H   A         Public    Bervicp   Elettrlc    fc    Gas    Co      of    Neu   Jersey          Ip 
1B277    263         Sfllf   Pi--».=    in-rm    r*~,Jn.  ,3tll  S3050B0238 


tion  noted    m    IE    Insp 
ns 

ns  i  v« 
iBnbs 

Neu  Jerteij 
Technical 


63031^0035  Foruards    response    to  NRC   830325    Itr    re    violations    noted     in 
IE    Insp    Rapts    30-272/BH-33   i    50-311/03-31    on    820403-1016 
Corrective    actions    operational    test   group    established    to 
verify    testing   requirements   Civil    penalty    fee    and 
UDEfllTZ.n    A        Public    Service   Electric   *•  Oas   Co      of   New  Jeraay 
B3/O5/09        DEVOUMO.R    C         Director's   OFFice,    Office    of    Inspection    and 
Enforcement         7pp          181S1    027         24X   Fiehe    30-272,  83/O3/O9, 83031  iOOB3 

63030400:34    IE    Info  Notice    83-30,     "Misapplication    oF    Oenoric    Emerg»ncij 
Operating    Procedures     CHOP)    Guidelines    "    Svc    list    encl 
JORDAN,  C   U        Division    OF   Emergency   Preparedness   %   Engineering 
Response     (Post    B301O3I          83/O5/11  Consolidated    Edison    Co       of    New 

Vort,     Inc          I14pp          1 0524   O03         34X   Flche    30-000, 83/03/1 1,  B303O1OO34 

B303040040    IE    Info  Notice    83-31,     "Error    in   ADLPIPE  Computer   Program    " 
Svc    I ist    encl 

JORDAN, E   L        Division    of   Emergency   Preparedness    t   Engineering 
Response    (Post  8301O3>         S3/OS/19  Consolidated    Edison  Ca      o-f    Ntu 

YOTt.     Inc  114pp  1B697    009         24X    Fiche    SO-000.  B3/O1/ 19.  B303O4O040 

6303E40283   Ac  k    receipt    of    030433    Itr    informing   NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp   Repts    5O-272/B3-1 1    Si 
30-3I1/B3-1O 

MARTIN. 7  T  Division  of  Engineering  fr  Technical  Programs  93/03/19 
UDERITI.R  A  Public  Service  Electric  %  Gas  Ca  of  Neu  Jersey  2pp 
1B34B  107  24X  Fiche  50-27B,  93/03/11?,  B303240283 

— 6303240391    Responds     to    NRC    B30323    Itr    re    violations    ndted    in    IE     Intp 
Kepts    50-H72/83-11    '*    50-311/B3-10  Corrective    actions    all 
badges    improperly    Itsued    destrayed    Individual    rosponslble    no 
longer    In    security    mgt    position 

UDERITZ.R    A        Public    Service   Electric   &  Oas    Co      oF    Neu  Jer>«ei* 
83/04/23  Region     1,     OFfice    of    Director          Ip          1B548    IO9         SAX 

Fiche    30-272,83/05/19,8303240293 

B30327QQ43   Acfc    receipt    of    830505    Itr    informing    NHC    oF    steps    taken     to 
correct    violation*    noted    in    IE    Insp   Repts    30-273/83-08  b 
30-311/B3-O7  Request    to   further   mitigate   violation   re 
security   access    control    denied 

STARdSTECKI.H  DiviBiOII  Of  Project  i  Resident  Programs  83/O3/23, 
UDERITI.R  A  Public  Service  Electric  1  Gas  Co  of  Neu  Jersey  Spp 
13638343  24X  FichB  30-272, 83/03/23,  B30327O043 
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— 0303270053   Responds    to    NRC    B304O5    Itr    re    violations    noted     In     IE    Insp 
Repts    50-272/83-00   &    30-311/83-07    Corrective    actions    !. 
request    for    reduction     in    severity     level     af    violation    encl 
Ends    withheld     (ref    10CFR73   3D 

UDERITZ.fi    A         Public    Service    Electric    >j    Gas    Co       of    Neu    Jersey 
03/03/03  Region    1,     Office    of    Director         3pp          18638    347         24X 

Fiche    30-272.  03/03/23. B30327O043 


830327016-1    Ack    receipt    of    B3OSQ9    Itr    forwarding    payment    of    propi 
civil    penalty    Response    to    notice    of    violation   fc   proposed 
Imposition    of    civil    penalty    ui  1 1    bo    evaluated    t,    corrective 
actions    eiamlned    during    future    insp 
AXELRAD,  J   A         Enforcement    Staff         83/09/25         UDERITZ.R    A         Pub 


Service    Electric    &    Oar,    Co      of    Nou 
Flcha    50-373133/03/23,0303270164 


Jersey 


10638   064         24 X 


8303040046    IE    Info    Notice    03-33,     "Noni epresentat ive    Sampling    of 
Contaminated    Oil    "    Svc    list    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness    &   Engineering 
Response     (Past    830103)         83/05/26  Consolidated    Edison    Co      of    New 

Vork.     Inc          Hipp          18647    007         24X    Fiche    50-OOO,  83/03/26,  0303040046 

R      Periodic    operating    reports    L   related    correspondence 

830517O143  Forwards    monthly    operating    rept    for    Apr    1983 

ZUPKO.J   M         Public    Service    Electric    t.    Gas    Co       of    NOLI   Jersey 
83/03/10  Director's    Office.    Office    of    Inspection   and    Enforcement 

Ip          10466   372         24X    Fiihe    3O-31 1 , 03/05/10.  8303170142 

— 0303170147   Monthly    operating    rept    for    Apr    1983 

MILLER, L  K        Public    Service    Electric    &   Gas    Co      of   Neia  Jersey 
83/03/10          llpp          18466   273         SIX    Fiche    30-311,03/05/10,0305170145 

S     Reportable    occurrences,    LERs    fc   related    correspondence 

8304180491    Forwards   LER   03-003/03L-O   Detailed    event    analysis    and 
MIDURArH   J        Public    Service   Electric    (•   Oas   Co      of   Neui  Jersey 
03/04/06        HAYNES.R   C        Region    1,    Office    at    Director        3pp 
17976   353        34X   Fichu    50-311,63/04/06,0304180491 

— 8304180313  LER   83-OO2/03L-0   on    030314,  d  i'scovered    preasurlier   code 
safety    valves    2PR3. 2PR4   &   2PR5,  tested    by    Wulo    Labi    during 
030224-831  1  if  ted    belou   2,483    pilg    plus/minus     I'/    pressure 
range   lc    displayed    heavy    audible   &  visual    seat    leakage 
DICKEYiF        Public    Service   Electric    &   Gas   Co      of   New  Jersey 
83/04/06  Region    1,     Office    of    Director          (p          17996   336         24X 

Flch"    50-311,03/04/06,  8304100491 


B3030&04BO   Foruard?    LEW    B3-01 1/03L-O    Detailed    event    analysis    and 
ZUPKD,  J   M         Public    Service   Electric     *.    Gas    Co      of    New   -Jersey 
B3/O4/29         ALLAN,  J        Region    1.     Office    of    Ditector         3pp          1B3-43    131 
24X    Fiche    50-31  1.83/04/29,8303060460 


S3G-4O1 ,  di< 
i     c  ond  1 1 1  or 


— 6305060489   LER    83-011 /03L-O 
of    control    roam    emergency 

being    erroneously    stated 
FRAHM,  R         Public    Service    Elettriw     '--    Gas    fi 
03/04/27  Region    1,    Office    of    Director 

Fiche    50-31 1.  83/04/29,  O30506OflBO 


ered     that 

SLJS    uos 


ispd 


iianthly     test  i  n.g 
•iting 


8305090244    Responds    to   83O329   memo    re    mgt    t    technical    issues    of    ATWS 
events    Issues    to    be    addiessed    in    NWfEO-lOOO,      "Qeneric 
Implications    of    ATUS   Events    at    Salem    Nuclear    Fouler    Plant     " 
RHR    capability    dddressei)     In    Unresolved    Safaty    Issue   A-43 
DENTONiH   Fi         Office    of    Nuclear    Raac  tor   Regulation,     Director 
03/04/39         6PLER, E   P         Epler,     E    P          Qpp          18381    094         24X 
Fiche    30-272,  83/04/3J.  8303090S44 

— 830309025'i   /lequesta    coiiiments    re     need     for    effective    leadership     in    light 
of    ATW&    event,  fa  i  lure    of   RHtt    ays    tc    tmall     break    mitigation   {• 
failure    of    institutions    to    employ     best    available    technology 
EPLER, C   P         Epler,     E   P         93/03/37"          PALLA&INO.N    J        Coirini  ssi  oner  s 
EHERSQLE.J   C         ACRS    -   Advieorij    Committee    on   Reactor    Safeguai-ds 
CULLER.  F   L         Electric    Power    Research    Institute          lOpp          1S3SI    091 
24X    Fiche    50-272,03/04/29.8305090511 

0305170064    Responds    to    830412   petition    t.   0413    amand ,  request  ing    that 
NRC    order    PSCtG    to    show    cause   uiJi  y     facility    restart    should 
not    be    restrained    Petition    denied     based    on    encl    Director's 
Decision 

DENTOW,  H   ft         Office    of    Nuclear    Realtor   Royul^tion,     Director 
03/04/29         RODRIGUEZ,  J   H        Mem   Jersoi;,     5tate    of         3pp          1B494    1Q4 
24X    FlchE    50-272,  63/04/29.  030^17C-06-1 

— B303170085   Director's    Decision   l)&   83-tti  denying    Public    Advocate     of    WJ 
B30412    petition    d   0410   amend    requesting    tasuance<    of    order 
to    shoui   cause    uhij     facility    should     not    bo    restrained    front 
restart    until    listed    action*    take" 

DENTON,HR        Office    of   Nuclear    Reactor   Regulation,    Director 
03/O4/29         Qpp         10494    187         24K    Flche    3O-272,  03/04/29,  B3031  70061 


-s5f-3i  I    of    facilities    Licensee 
jurv  e  1 1  lance     testing    programs 


— 0303170095  Safety  evaluation  re 
acceptably  revised  &  eipanded 
to  address  reactor  trip  issue 

«      Office    of    Nuclear   Reactor    Rtg-ula  t  ion.     Director         83/04/23 
49pp          18494    195         24X    Fiche    5O-273,  B3/01/S9.  B3O317OO64 


0303110371    Forward i    cupplemental    LER    Q3-OB3/O3X-1    Detailed    event 
analysis    encl 

ZUPKO,  J  M        Public    Service   Electric    &  Cas    Co      of   Neu  Jersey 
83/04/36         ALLAN,  J         Region    1.     Office    of    Director         3f>[>          1B393    191 
B4X   Fiche    30-311,83/04/26,8303110371 


— 8309170110  Notice   of    Issuance    of    Director's    Cecislon  DD  83-6  denying 
Public    Advocate    or    NJ   830412   petition   (,   O41B   amend 
requesting    Issuance   of    order    to    shcui  cause   uihy    facility 
shoulil    not    bo   restrained    from   restart 

CASE.E  G        Office    of  Nuclear   Keactor  Regulation.     Director 
S3/04/29         2pp         10494    336         34X    Fiche    30-272,83/04/^9.8305170061 


— -0303110374    Supplemental    LER    82-083/03X-1    on    83O8I2, during    routine 

surveil lance. control    room   operator    received    low   svc  mater 

flow    Indication    on    containment    fan   coll    unit    (CFCU)  25 
Caused    by    oysters    or    lilt    restricting    CFCU   f  1  oui 

FfiAHM.R    >     ZUPKD,  J  M        Public    Service   Electric    &  Gas  Co      of  New 
J«r*ty        S3/04/2O             Roolan    1,    Office    of    Director         Ip 
18393    1S4         S4X    Fiche    DO-31 1, B3/O4/26. 03031 10271 

8309040630   Notifies    of    CROR    Meeting    36    an    830429    to    discuss     Findings 
of   Salem  Generic    Implications    Task   force 

BTELLO.V        Committee    to   Review  Generic    Requirements        83/04/27 
EISENHUT.D  O        Office    of   Nuclear   Roactor    Regulation,    Director 
JORDAN, F   L        Director's   Office,    Office    of    Inspection   and   Enforcement 

CUNNINGHAM, R   E        Office    of    Nuclear   Material    Safetu   b 
Siftguards. Director         2pp          18336   306         S4X    Fiche    30-272,03/04/27, 
8303040630 

8303040262  Forwards    summary    listing    short-   t,    long-term  actions   t> 
complttion    Bchodulus    re    830522  &  35  reactor    trip    breaker 
•ventt   Corrective   action    program  will    also   be   applied    to 
Unit  S   currently    scheduled    to   return    to   svc    in   Jung    1983 
UDERITZ.R   A        Public    Service   Electric    i  Oas   Co      of   New  Jersey 
83/04/28         E1SENHUT,D   0         Division    of    Licensing          llpp          18323   249 
24X   Fiehe    30-373, 83/04/2Br 0303040262 


0305170674    GENERIC    IMPLICATIONS   C1F    ATW&    EVrntS    AT    THE   SALEM    NUCLEAR 
POWER   PLANT  Generic    Implications 

•»      Office    of   Nuclear   Reactor   Regulation,    Director        NUREG-1000    VOI 
03/04/30         149pp         Available    at    NRC          «6    30          1B1B1     101         24X 
Tlche    90-272,83/04/30,8303170671 

8303170232    Informs    Commission    of    findings    of   Salem  ATMS    generic 
Implications    task    force   re   oveiall    (no  t    capability    k 
performance   t>   reactor    trip    ays   reliability 

D1RCKS.U  J        Office    of    the   Eieiutive    Director    foi     Operations 
9ECY-83-I5B         83/05/02         159pp          IBQ7&    184         24X 
Ftche    30-272.83/05/02.0303170232 

B303100O04   PNS-I-83-011    on    030304,  secur  I  ty    officer    rOk.eive'd    bomb 
threat   on    Inside    plant    telephone    line    from  male   caller 
Search    initiated   No   bomb    found   Call    considered    hoa* 

MCKEOWN.    GODY.    JOYNER      Region    1,     Office   of    Director        83/03/04         lp 
18377   251         24X    Fiche    30-272,  B3/O5/O1 ,  B3O3100004 

830S160118  Forwards   LER  83-01 5/03L-0    Detailed    event    jnalusia    encl 
ZUPKO.  J  M        Public   Service   Electric    ti    Oas   Co      of  Naio  Jersey 
03/03/03         ALLAN, J        Region    1,     Office     of    Director         3pp  10430     136 

24X    Fiche    30-311, 83/03/03,83031601  Ifl 


8309160096  Forward*   LER   03-012/O3L-0  Detailed    event   analysis    encl 
ZUPKO,  J  M        Public    Gervice   Electric    &   Gas   Co      of   New  Jersey 
83/04/28        ALLAN, J        Region    1,     Office    of    Director        3pp         IQ4S2  O13 
H4X   Flch«    30-311,83/04/28,8305160096 

— 8303160102   LER   83-012/03L-0. on    B3040&, 10-ton  Cardo*    sv»    pilot   valva 
found    In    closed    position   d  all    low   pressure    sys    declared 
Inopirabli    Caused    by    Inadequacies    In    STJE    recharging 
operation    on   830304   Procedures    revised 

FRAHM.R        Public    Service   Electric    fc  ftas    Co      of   NBLJ  Jersey 
83/04/27  Region    li     Office    of    Director          lp          10432   018         24.X 

FlCh»    50-311,83/04/20,8303160096 


— 0305160123   LEU    83-OI3/03L-0   an   83O4O7, durino    routine    shutdown    for 
refueling,  testing    results    of    four    mechanical    snuboers 
revealed    that   devices    did    not    meet    Tech   3poc    requirements 
Cause    not    stated   Snubbers    returned     to  manufacturer 
FRAHM.R        Public   Service   Electric    &    Gaa   Co      of   Neu  Jersey 
83/03/04  Region    1,     Office    o*     Rlroctor          lp          16450    129         24* 

Fiche    50-311.83/03/05,0305160118 
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B305130431    PrJS-f-B3-0  13    on    930502   Louer    Allouays    C  pee  t,  IJJ,  p  o  1  ice    dept 
informed    licensee    at    p  Janned,  psacefu  1     demonstration     Co 
protest    facility    restart    scheduled     tor    B3Q30B   No    press 
release    planned 

MCKEDUN'L    ,     GODV,  A    T    ,     JOYNER . J         Region     I.     Office    of    Director 
03/03/04,         Ip          IB431     131          3Af    Fiche    30-273,  B3/OS/Q6,  B3Q51 20434 

B305160Q32   Forwards    LER   S3-01 3/O3L-0    Detailed1    event    analysis    end 
ZUPKQ,  J   M       Public    Service    Electric    I,    Qas    Co      of   Neu   Jersey 
S.3/O3/-Q6-        ALLAN,  J         Segion    1,     !JF*]ca    of    Director          3pp          !Bfl33    023 
24X    Flche    30-311,  B3/QS/0.6.  9303160032 


nrjCKET    30-313   RANCHO   SECO   MUCLEAH    GENERATING    STATION 
F      Security,    medical,     emergency    !•    fire    piotection    plans 

6305160195   Addl    response    to   FO!A  request    for    all    documents    dtd    820101 
detailing    or    referring    to   SALP    for    facility    Forwards 
document*    listed    in   App   A  Further    search    for    documents    In 
progress 

FELTONiJ   M         Division     of   Rules    and    Records         B3/O3/31         CLARK.  R   A 
San    Francisco    Examiner         3pp          19-162    191          24X    Flche    30-312.  B3/03/3I, 


—  9305160057   LEIi    B3-OI3/03L-0    on    930409,  ilur  i  nff    routine    shutdown-  1  ube    oil 

temp    increases   observed    on   charging    pump    33  Caused    bi/ 

restricted     svc    water    flow    to    pump    due    to    abater     shells    & 

ml  ac  e  1  laneuus   molluski    Shells    removed 

FfiAHM,  R        Public    Service    Electric    &    Sas   Co      of    flew  Jersey 

B3/O3'D4  Region    1-     Offite    of    Director          Ip          IB433   O28         24X 

Flche     50-311,  B3/03/06.  B3O5160052 

0303170347    Forwards   LER-   S3-OO6/Q4L--0   Detailed    event    analysts    encl 
ZUFKQ,  J    M        Publ.lt    Service    Electric    t    Sas    Co       of    New   Jersey 
93/O3/Oi         ALL  AM,  J         Region     I,     Off  leu    of    Director         4pp          JB4i6   OS2 
24X   FUhe    50-311,  B3/05/06,  B305J7O367 

—  S3D517O37O   LER    B3-OU&/04L-O    on   B3Q408.  d  stressed    icnittlvltu    ot    Channel 

2R4IC    plant    vent   noble   gai   monitor    rendered    waste    gas 
dJsthargB     line    automatic     isolation    -feature    Inoperable    Caused 
bg    leakage   on   monitor    sample    lines   '•<    Internal    connection! 
FRAHMj  R         Public    Service    Electric    !,    Gas    Co      of    Neu   Jeney 
B3/O3/-04  Region    1,     Office    of    Director          Ep          184*6    OB6         34X 

Fi  ch  c     50-31  1  ,  83/O5/06,  B3O51  703,67 

B3051B083-0    Foruardi    B3O30S)   order    confirming    commitment     to    imp  lernc-nt 
li/ar    maiTitain    items    -specified    in    B3D428    1  tr   re    reactor 
trip    breaker    f-allurei 

E1SEWHI>T,D   G         Divlslor.    of    Licensing         £3/03/06         ODERITZ.R   A 
Public    Servlca    Electric    i   Oas    CD       of    New   Jersei/         3pp          1  9506    OD1 
34*   Fiche    30-373.  H3/O3/06,  a3O31BOS30 


—3305160204    Forwards   SALP    evaluation    of    IAEA    safeguards    licensing 
activities    for    fac.fi  i  tij 

GrSSON,J         Standardiiatlon    &•   Special    Projects    Branch         BS/1O/IH 
MrNEH,S         Operating    Reactors    Branch    4         2pp          1B462    194         24X 
Flche    5O-31 


—  B3051B0936   Order    confirming     licensee-    coiinnttmBnti    to 
maintain    Items    specified    ln    B30iil28    Itr    re   reactor 
breaker    failures,effectLve    i  mined  late  lij 
ElSENtHDr,D   G         Division    of   -Licensing         83/OS/06 
Electric    b   Qas    Ct>      o-f    New   Jorseij          4pp          1Q90&   O04 
Flctie    50-272,  B3/05/06.  8305180830 


implement    t/or 


Public    Servic 
24X 


B305S0033/    Foruards    LEH    03-O14/03L-0    Detailed    event    analtfuis    encl 
ZUPKO.J   M         Puhllc    Service    Electric    t.   Gas    Co       of    Meu    Jersey 
S3/03/I1          ALLAN.J         Hegic-n    i.     Office    of    nlrector         3pp          1B3J4    S53 
24X    Flclie    50-311.  B3/03/1I,  3305200537 

--3303300516   LEfl    B3-014/03L-0    on    330413    t,     IB.  operating     loads    on    SA   4-l 
d    4iO-volt    vital    buses    trippea   Caused    bg    spurious    operation 
of    -tafeguardti    equipment    control     s.ja    RHR    pump    21    reitarte-d 
Contract  mrltten    fo-r    further    inves  t  i  ga  1  1  o-n 

FRAIIM.  ft         Public    Service    Electric    *•    Qa?    Co      of    New   Jaraey 
83/05/11  Region     fir     Office    of    Director          Ip          1Q314    25&         24  X 

FUhe    50-311,  93/05/11-9305200537 

6305330301     LER   83-016/041--O    on   HSOUiB   J    22.  imall    amounts    of    loui    level 
liquid    raduaitE    released    to    ut  1  1-coiitrol  1  ed    area    From   waste 
•monitoring    tank    21    Caused    by    leakage    from    liquid    waste    lys 
components    valve    1LU13    Flange     tightened    H/S30518    1  tr 
FRAHH.B    .     ZUPKu.J   M         Puolic    Service    Electric    t   Gas    CD       of    New 
•Jersey          03/05/11         ALLAN,  J         Region     I,     Office    of    Director          9pp 
1B5BB    2?1         ZAf   Fiche    90-311,83/03/11,9303210501 


T      Hearing    transcrip-t-s    on  non-antitrust    matters 


B3QSQ3Q521?    Unofficial    transcript    of    Commission    B30426    publii 
re    pDSiiOle   vnt»    on    restart     in   Hashing  ton, DC    Pp    1-1O7 
*      Coflimisitoner*         B3/04/2&         J27pp          1B3S4-075         24X 
Fiehe    SO-272. B3/04/2&,  0303030329 


met  ting 


G3O51700S?    Ti-sn-stnpt    of  Coflimi  ssion   830512   mettlnj    in  Mash  ington- DC    to 
discuss    evaluation   of    implications    af  Sdlem   event    (Pjrt    1) 
Pp     1 -7B   Supporting    documentation    encl 
*      Commisiloners        83/03/13        81 pp         10493  32i        34 X 
Fichu    30-273,83/05/12.9303170099 


B30523013O    Transcript    of    Cowmlsiton   S303IB    publit    meeting    in 
Ha  in  ing  ton.  DC   re    evaluation    of    implication!    of    fac£lltu 
evtnt    (Part    I)   Pp    1-B3   Supporting   docuBientatior    encl 
«       Commissioners         83/0'5/l8         97pp          16377    1 10         34X 
Flchs    30-372.  83/05/19,  B3O5S30130 


—  B303I60S2H   Forujards    BALP    evaluation    input,  per    Sternberg    B21014    menio 
1-nfo   consists    of    safeguards    licensing    portion 
MCCORKLE,  O   W        Pouer    Reactor   Safeguards    Licensing    Branch 
B2/11/G4         NORDERHAUO.L         Region    9.     Office    of    Director         3p  p 
18462   235          24X    Fiche    3O-312,  B3/03/31  ,  8303160193 

6305100099    Requests    status    of    NRC    revleu    of    Rev    4    to    security    training 
!.   qualifications    plan   Response   dtd   031O13    fully    responsive 
to   Region    V  requirements!  per   NRC   82)103  request 

HAMM-DMD.H  J  Sacramento  Municipal  Utilitu  District  83/03/O-fl 
3TOLZ.JF  Dp-eratlng  Raactors  Branch  4  Ip  1B377  2S4  24X 
Fiche  30-312.93/03/04.5305100099 

93O3110D34   Generic    Ltr   B3-31    to   all    licensees    of    operating    reacton, 
applicants    for    QLs    &   holders    of   CPs   re   clarification    of 
acceii    to    control    procedures    for    laui   enforcement    visits 
Sfc    lilt    encl 

EI8ENNUT.0   G         Division    of    Licensing         33/03/11  Consolidated 

Edison   Co       of    Neu    Vort,     Inc          16pp          18S4O   093         24X 
Flch«    30-OOO,83/O3/11,  B30311O034 

B3O5340314    Forwards     IE    Safeguards    lns(j    Rept    SO-312/B3-13    on    B3Q8O3-OB 
No    noncomp  1  lance    noted     Rept    withheld     Iref    10CFR73    21) 
NORDERHAUO,L   R          Raglan    S.     Office    of    Director         B3/05/1B 
RODRIGUEZ,  R    J         Sacramento    Municipal    Utility    District         Hpp 
1B34B    193         24X    Fiche    90-312,  93/03/1B.  S30324O314 


0      Adjudica torg    correspondence 


B303130O99   Forwards    licensee   B30428   Itr    re    emergency    feedyater 
instrumentation    &    control    (EPIC)    sijs    ii   upgraded    auriliarg 
feadwater    sus.  NUREO-O737,  Itens    1 1    E    1    2  fr    1 1    K  2    10  Ltr 
provides    neiu    info    on   mod    completion   schedule   W/svc    list 
BAXTER,  T  A        Shaw,     Pittman,    Potts   &   Trouhrldge        BAXTER,  T  A 
Sacramento    Municipal    Utility    District        83/O3/11         R05ENTHAL.  A   S    , 
DUCKrJ   H.     KOHL.C    N        Atomic    Safety    and   Licensing    Appeal    Panel         3pp 
1B437   233         24X    Flche    50-312. B3/05/1 1 , B30S130099 

P      Operating    license    stage   documents   &   correspondence 

930523Q3B3  Forwards   backfit    cost    info    in   response    to    B3030B    Itr    Tiuo 
3,300    tW   standby    rflesel    generators,  d  iesel    generator    bltjji 
auxiliary    bldg    add! tionr associated    electrical    equipment   & 
neui   computer    siji    added    per   NUREO-0737 

MATTIKOE.J   J        Sacramento,Muiiicipal    Utility    District        63/03/16 
TOUflTELLOTTE. J         Regulatory    Reform    Task    Force         4pp          IB341    31S         24X 
FicJie,  30-312,  Q3/O3/  ii.  S3Q3B305S3 

B30323O72D  Foruards    list    of    utlls    responding    to    requests    for    cost 
figures    on    b^ctfitting 

TOURTELLOTTe, J         Rogulatoru    Reform   Task    Force         83/O4/11 
PALLADINO.N   J         Commissioners         2pp          1B342   272         21X 
Ftch*    30-OOQ..  B3/O4/11,S30533072O 

B3O50604I?   Application    for    proposed    Amend    73    to    License    DPR-34i  c hang  Ing 
title*    for    pos-itions   within  mgt    structure 

RODRIGUEZ, R   J         Sacramento  Municipal    Utility    District        83/04/19 
EtSENHUT,  D    G          Division    of    Licensing          Ip          1B343    273         24 X 
Fiche    30-312.  93/O4/ 19. B305060419 

— 8303060421    Proposed    Tech    Specs    for    Amend    93    to    License    DPfi-34.  eh«H] Inj 
titles    for    positions    (ulthtn  mgt    structure 

•       Sacramento    Municipal    Utility    District         B3/04/19         Spp 
1B343   374          24X    Fiche    30-312, B3/04/19,  83OS06O419 

83030203-93  Huti  fie-a    that    IAEA   representatives    plan    to    visit    facility 
on  330303   (<  O6    to    avt    cameras   !.  audit   records 

BTOLZ.J  F        Oparating    Reactors    Branch    4        B3/04/21         RODRIGUEZ, H    J, 
Sacramento    Municipal    Utility    District         2pp          1B2B4    227         24 X 
Fiche    30-3-12.S3/04/2I.B305030S92 
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8303020393   Confirms    930303    submittal     date    for    proposed     solution    to 
three    remaining    open    items    on    NHC    review    of    upgraded 
auiillary     feeduater    sys    per    NUREG-O737,  [  tern    II    E    1     1 
Contractor    requested    to    provide    cost,    estimate    foi     study 
RDDRIGUEZ.fi    J         Sacramento    Municipal    Utility    District         B3/O4/27 
STOLZ,  J   F         Operating    Reactors    Branch    1          Ip          1B276   313         24X 
Fiche    30-312.83/04/27,8303020383 


B3O309055"J  Requests  remittance  of  fee  dun  tot-  rc^i; 
ayplicalion  re  implementation  at  NUREG-Q737  item? 
justification  for  imposition  of  foes  in  response 


i>F    F)3O217    amend 
pi  ovid  1  ng 
B30401 


MILLER,  U   0         license    Fee    Management    Blanch         33/05/02 
RODRIGUEZ,  (i    J         Sacramento    MUiilcipal    Utility    District          Ip 
18367   360         24X    Fiche    50-312,  B3/Ob/02.  S3(D5O'?035:3 


8303030304    Forwards    response    to    831115    request     for    addl     info    re 
NUREG-O737,  Items     1 1    E    1    2   &    1 1    K    2    10   Schedule    for 
Installation    of    auilliary    feeduiater    sy,s    confirmed    U/ 1 1 
overaiie    drawings   Aperture    card?    are   available    In   PDR 
RODRIGUEZ, R    J         Sacramento    Municipal    Utility    District         83/04 /SB 
STOLE. J   F         Operating    Reactors    Branch    4         3pp          18203   329         34X 
Fiche    30-312,03/04/38,8303020384 


830510034-1    Submits     info    re    NURtG-073/.  H»m    II    E    1     i,      'Auxiliary 
Feediuatei     Bys    Upgrade   Hevlew,  "    per    83040""    request    Info 
resolves    protection    of    sys    fiam    Internal    missiles    I    affdl 

RODRIGUEZ,  R    J         Sacramento    Municipal    Utility    Dlstm-t          B3/OS/02 
STGLZ.J   F         Operating    Reactors    Branch    4         2pp          183'8    331          24X 
Fiche    50-312,83/05/02,5305100344 


— 8303020392   Rev    3    to    "Au<iliary    Feeiiwater    Sys    S^s    Description    " 

*       Babcocl    t.    Wilcoi    Co         BWNP-200Q4    (6-76)    R3         B3/04/04         34pp 
10283   332         24X    Fiche    30-312.83/04/30,8303020384 

B30S020413   Forwards    results    of    analysis    of    station    electrical 
distribution    sya    voltdgei   &   comparison   of    test   '"   analytical 
results    Differences    between    test    voltagai.    &    analytically 
derived   voltages   within   3V    value 

RODRIGUEZ, R   J        Sacramento   Municipal    Utility    District        83/04 /KB 
STOLZ.JF         Operating    Reactors    Branch    4         7pp          18373    117         24*. 
Flchi    30-312,03/04/28,8303020413 

8305030377   Hoard    No  t  i  f  i  cat  inn   BN-B3-21C    forwards    generic    evaluation    for 

B&U   designed    plants    Designs   maintain  DHR    by    natural 

circulation    through    steam   generators  under    transient   t, 
accident    conditions 

EISENHUT.D  0        Division    of   Licensing  83/04/28            Atomic    Safety    and 

Licensing    Appeal    Panel         2pp          1B303  33S         B4X    Fiche    50-312,33/04/28, 
8303030377 

— B3030303B7  Forwards    generic    evaluation    for    all    J}bM   designed    plants    to 
maintain    DHR    by    natural    circulation   Design   acceptable 
MATTBON.R   J        Division    of   Systems    Integration    (past    B11OOS) 
THOMPEON.H   L         Division    of    Human   Factors    Safety         B3/04/IB 
EISENHUT, D   O         Division    of    Licensing          13pp          10303   338         24X 
FiChf    30-312.  B3/04/2B.B30503O377 

83031 101B6   REVIEW   OF    THE   RANCHO    SECO   NUCLEAR    GENERATING   STATION    UNIT 
NO       1    AUXILIARY   FEEDWATER   SYSTEM   RELIADILITY   ANALYSIS   Docket 
No      30-312    (Sacramento   Municipal    Utility    District) 
ILDEROiD    ,     VOUNQBUODD.R    ,     PAPAZQGUQU, I    A         Broofchaven   National 
Laboratory         FIN   A-3393         NUREO/CR-3013         03/O4/3.0  Division    of 

BaFity    Technolagij        4?pp        AvallaDle   at   HRC        t4   73        18416  2<b&        34X 
FUhB    30-312,  83/01/30,  83O31 10126 

B30502O453  Oeneric    Ltr   03-19    to   all    pniuer    reactor   4    testing    licensees 
re   new  procedures    for   providing    public    notice    concerning 
issuance    of    emends    to  DLs   Svc    list    encl 

EI8ENHUT.D  Q        Division    of    Lleansing        83/05/02  Consolidated 

Edison   Co       of    NBUI    York,     Inc          50pp          IBIfll     120         R4X 
Ficha    30-000.  B3/03/02, 8303020435 

B303060363  Notification    of    030306  meeting    lu/QkW  Dujnors    Croup    in 
Deth*ida>HD   to    discuss    core    barrel    failure   at   Rancho  Seco   & 
Crystal    River    3.  future    plans    for    resolving    problem  (, 
ju« t* ( Uation    for    continued    opeiatlon 

MINERi B        Operating    Reactors    Branch    4        B3/05/02        STOLZ,  J 
Operating    Reactors    Branch    4        2pp         18353  092        SIX 
Flch*    30-000. B3/OS/02, 830S060363 

030S060415  Foriuards    resolution    of    open    items    re   NUHEG-0737.  1  tern    II    u    3, 
"Post-Accident   Sampling    8y*.  "    per    830215   evaluation  & 
330314    tele  on   No    significant    radiation    effects    anticipated 
LATHAH.M  K        Sacramento   Municipal    Utility    District        83/03/02 
STOLZ.  J   F         Operating    Reactors    Branch    1         2pp          18343   279         34X 
Flch»    30-313.03/03/08,8303060415 

B3030604S9   Forwards    response    to    830403.06   (.   07    Itrs    &   830417    teUoil 
ria.u»tlng    addl    info    on    spent    fuel    pool    eipansion 
LATHAM. H  K        Sacramento   Municipal    Utility    District        B3/03/02 
BTDUEiJ   F         Operating    Reactors    Branch    4         lApp          IS343   243         2-1 X 
Ficht    30-312.03/03/02,8303060429 

B30306063B  Requests    remittance    of    fee    for    030123  application   re 
oroaniiatlonal    changes   within    13  daiji    of   iBtuipk   of    \tr 
DIOOS.R  M        License   Fee   Management    Dranch        83/03/02        HOUR IOUE Z . R    J 

Sacramento   Municipal    Utility    District         Ip         18339  200        24X 
Fiche    30-312,03/05/02,8303060630 

B305060643  Advises    that   Clasa    III    fee   appropriate    for    each    listed 
application    filed   di/NRfi    for    review  Request    of   B30331    for 
enemption    from   order. confirming    commitment    to    implement 
NUREO-0737.  not    exempt    from   fees 

MILLER.  W  0,       License   Fee   Management   Branch        Q3/O3/02 
RODRIGUEZ. R   J        Bacramento  Municipal    Utility    District        2pp 
lB33B.3iS         24X    Ficne    30-312, 83/05/02, B303Oi064S 


8305040323   Doard    Notification   83-(J37    foiiuards    differing     prof     op  i 
re    sys    in  t  erat  1 1  on    (•    safety    t  laasi  f  ication     Info    relates    to 
Board    Notifications    03-17   t-   83-44    re    Umesalved    Safety     IssifB 
A- 17 

EISENHUT,  n  G  Division  of  Licensing  83/03/04  PrtLLADZNO.N 
Commissioners  2^pp  18337  139  24X  Tithe  50-OOO,  B3/03/04, 
B3O3040323 


8305100239   Forwards    response    to    question*    I  a  i  sed    dui  ing    H3O4S2    tolcon 
re    utll    plans    concerning    NUREG-0737i  1  tern    II    r    lr 
"Containment     Instrumentation   Upgrades    "    Dedicated    recorder 
for    hydrogen    concentration   mill    be    provided 

RODRIGUEZ.  R   J        Sacramento    Municipal    Utility    District         S3/O3/O6 
BTOLZ,  J   F         Operating    Reactors    Branch     1         3p(i          18374     129         SIX 
Fiche    30-31S,  B3/03/O6,  B303100229 

S305100296   Advises    that    utll    reviewed    all     items     In    Categories     r    D,  11    f 
Si    IV    of    technical    evaluation    lept    to    \onfy     that    adequate 
justifications    for    continued    operation    of     safety-related 
electrical    equipment    eilst 

ROOflIGUCZ,n    J         Sacramento    Municipal    Utility    District         03/03/06 
STOLZ.JF         Operating    Reactors    Brancli    4         2pp          13371     247          2<1X 
Fiche    30-312,03/03/06,8303100296 


8303100338   Foriuaidt)    responses    to   830419    question!,    re   8301O6    submitt 
of    proposed    mod    for    reactor    ca^itij    arnulni      beai     plate 
storage    Three    primary    fission    product    boundaries    designed     to 
withstand    concurrent    LOCA   •'    seismic     loads 

RODRIGUEZ,  ft   J        Sacramento    Municipal    Utility    District         S3/05/O6 
0TOLZ.J   T         Operating    Reactor*    Branch    4         2pp          I  B37B    327         24X 
Fiche    90-312,  BJ/05/06,  8305100.^9 


Generic    Ltr    83-20    to    all    oppfating    leactdr    liccns&es    &• 
holder*   of   CPs    re    integrated    scheduling    Fnr    implementation 
qf    plant   mods    Svc     list    encl 

EISENHUT, D   G         Division    of   Licensing         B3/O3/09  Consolidated 

Edison   Co      of    New   York,     Inc          16pp          IBiI'7    133         24X 
Fiche    90-000,  83/05/09,  B305090639 


8305310171    Provides    supplemental    Info   re    proposed   Amend    8b    \o    License 
DPR-34,per    MRC   H30419   verbal    lequest    plethod    of    calculating 
losses    In    tendons   &  reduction    off    lejdckinj    force    of 
da tonilonsd    tendons   discussed 

RODRIGUT7,R  J  Sacramento  Municipal  Utility  District  83/03/11 
MINOR, S  NRC  -  No  Detailed  AffillaliOti  Qiven  27pp  ISASH  319 
34X  FIChe  50-312.  83/O5/J 1 ,  83O3310I 71 


Inspection   reports,     IE   Bulletins    V    coi  rospiindencc 

dtd    B201O1     or    after     detailing 


8303160192   FOIA   request    for    all    document 
or    referring    to  SALP   for    facility 

CLARK.R         San   Francisco   Eiaminer         B3/02/?2         F6LTON.  J    M          Oivislon 
of    Hules    and    Records         Ip         16462    19O        IMX    f-icho    90-312,03/02/22. 
B303160192 

B21206030!i    IE    Info   Notlre  03-14,     "Dcuatered    Spent    Ion  Enhange    Hesln 
Susceptibility    to   Eiothurmic    chemical    Renttlon    "    Svc     list 
enc  1 

TAYLOR.  JM        Division    of   Safeguards    ',    Inspection   Hrogi  ams    (Post 
030103)         83/03/21  Consolidated    Edison    Co      of    New    York,      Inc 

Il2pp          1B30Q   319         24*   Tiche    50-000,  S3/03/21;  821  PO603B3 

8303160355  Partial    response    to   FOIA  request    for   all    documents    dtd 
B20101    or   after    detailing    or   referring    to   SALP   for    facility 
FELTDN.J   M         Division    Pf    Rules    and    Records         03/03/24          CLARK,  R         Bar. 
Francisco    Eiaminer         2pp          18473241         24X    Ficho    50-313-33/03/24, 
B30316055& 

— B21113006B  Discusses   performance    e/aluation    of  SAl P   for    facility    LCD* 
contained   adequate    info    enabling    knouJledgeanle    reader*    to 
understand    evantsi  however,  LEft  01-39   failed    to   adequatel  i| 
inform  reader   of    event 

SEYFRIT,K  V       Reactor  Operations   Analysis    Branch        B2/1I/05 
BTERNIlEnGi  D  M        Division   of   Resident,  Reac  tnr   Project    l>  Eno inoer  1  ng 
Programs          Ip          18473003         24X    f  Iche    50-3U',B3/O3/21. 0303160255 
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— 8303160271    NntifUdtlon    of    S30103   nest  ing    u/utll     in    Sacramento.  Crt    to 
dlituss    BALP    for    Jul     1931    -    Sept     199S   Meeting    agenda    end 
*      Region    S.     Office    Of    Director         82/12/05  Region    5,     Office    of 

Director         3pp          IB473    <HB         24X   Fiche    50-352,  B3/03/24.  B3051 60235 

330316019'i   Addl    i-esponie    to    FQIA  request    For    all     documents    dtd    630101 

detailing    or    referrlnj    to    SALP  for    facility    Forwards 
documents    listed    in   App   A  Further    search    foi     rfocuments    in 
prosrelB 

FELTOfl,  J   M         Division    of   Rules  and    Records         33/03/31          CLARK,  R    A 

San   Francisco    Eiaminer         Sfp  15462    111          24X   Ficft*    50-312,  63/03/31 , 
3305  \fa01 93 


5305030-183   Forwards    calculations    showing    that   iua  1 1    enclosing    nuclear 
svc    station    transforms!*    can  withstand    1O1    mph    wind    I/ 
associated   uind    generated   miss i let,  per    IE  Bulletin   BO- 1 1 
Shield    structure   will    be    Installed   by   830901 

RODRIGUEZ. R    J       Sacramento   Municipal    Utility    District        03/04/28 
gTCLZ,  J   F        Operating   Reactors    Branch    4        fipp         1BS82  J37        SIX 
FlcNe    30-312.83/04/28.8305030483 

B303040038    IE    Info   Notice    63-26.     "Failure    of    Safety/Relief   Valve 
Discharge    Line   Vacuum   Dreafcars    "    Svc     list    encl 

JDRDAW,  E    L         Division    of    Emergency    Preparedness    i-   Engineering 
Response     (Post    830103)          83/O5/03  Consolidated    Edison    Co      of    Nuki 

Vor*,      Ine  122pp          16441     170         24X   Fiche    30-000,83/09/03,8303040028 


--9311030171    Provides    results    of    rejctot    operator    li   senior    reactor 
operat&r    Eiami    administered    Jul     1981-Snpfc    1933,  as    input    to 
SALP   rs-pt  All    operators   passed    ciams 

BECKWAH.DH         Opera  tor   Lie ensing    Branch         S2/10/19         MINER. S 
Sacramento   Municipal    Utility    District          13pp          l B462    211          24X 
Fichi    30-312,33/03/31.8305140195 


9303040030    IE    Info  Notice    83-S7.     "Operational    Response    to   Events 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Bvc    list    end 

JORDAN. E   L        Division   of    Emergency   Preparedness    &  Engineering 
Response     (Post    830103)          83/03/O4  Consolidated    Edlaon    Co      of    N«u 

York.      Int          112pp          1S3BS   282         24X   Fiche    30-000.03/03/04.8303040030 


--B21HB030!    Forwards   NRR    input     For    util    SALP. for    B21QL4    memo 

MINER. S         Operating    Reactors    Branch    4         82/U/16         STEfrNBERG,  D   M 
Region    3.     Office    of   Director         7pp          1S463    22i         21 X 
Fiche    30-3U.83/03/31.B303I6Q193 


— 8303160^00   Notifies     that    BALP    board    scheduled     to   meet    821133 
Evaluation    period    remains    Jul     1981    -    Sept     1 782 
ENOELHEN.lt   H        Region    S,     Office    of    Director         82/10/04 
DEHTOfliH  fl        office   of    nuclear    Reactor   Regulation.    Director 
DAVIS.  J  0        Qttite-   of   huclear    Haterial    Safety  6 
Safeguard  a.  Director         WICWELSOM,  C         Director's    Office          If 
18162    193         34X   Fiche    30-312.83/03/31,8303160195 


B303040031    IE    Info  Notice    83-26.     "Criteria    for   Protective    Action 
Re  c  onwnernlati  Ons    Far   General    Emergencies    "    3vc     list    encl 
JGRBAN.C  L         Division    of    Emergency   Preparedness    I/  Engineering 
Response    (Post  83O1O3)         83/05/04  Consolidated    Edison   CD      of   Neu 

York,     Inc  U9pp          18441    001         24X   Fiche    5O-OOQ.  83/O3/04,  030304,0031 

8303010033    EE    Info   Notice    S3-39,     "Fuel    Binding    Caused    by    Fuel    flac* 
Def  o-ruiat  Ian    "    Bvc    list    encl 

JORDAN, E    L        Division    of    Emergency   Preparedness    t>  Enoineerino 
Relpanse     (Post   830103)          83/03/O6  Consolidated    Edison    Co       of    Neu 

Vork.      Inc  USpp          1BS23   240         24X    Fiche    50-000,83/03/06,8303010033 


-830Sltoa01    Fpi-uiards    SALP    evaluation    of     IAEA    safeguards     licensing 
activities    for    facllftij 

GIBSON.  J        Standard!  ution    &   Special    Projects    Branch         82/10/18 
MINER, S         Operating    Reactors    Branch    fl         2pp          18162    194         24X 
FUhe    30-313,83/03/31.8305160193 

-B3Q3I6O2I3  Foruarda   draft  NRR   SALP    input    re    licensing    activities    far 
Jul     |99!    -   Eept    1982   Comments    remivau    bi,    821113    mil  !    be 
considered    in    final    rept 

MINER, S        Operating    Re4ctor<    Branch    4         £2/11/10         E1SENHUT, D   D 
Division    of   Licensing         MAT  T  SOW,  R         Otvlsic-fi    of    Systems     Inteji-at  I  on 
(post  ailOOS)        VOLLKER.F)        Division    of   Englnearing         ISpjp 
IS462    194        24K    Fiche    30-312,33/03/31.8303160195 

-8305160216   Forward*    BALP    for   Jul     19B1    -   Sept    1983   O/erall     performance 
of    llcense-d    activities    acceptable   Prnf    6   responsive 
attitude    in   dealings  u/NRC   6    in   dag-to-daij    conduct    of 
fafety-Telated   actlvitlEi   noteuorthy 

STERNBERG.D   M        flegion    5,     Office    of    Director         B2/I2/1S 
EHQELKEtJ.R    H        Region    S.     Office    at    Director         2pp          18442   233         SIX 
Fiche    BO-313,  B3/03/31,  6305I6O195 


83051O0381     Informs    that    3   months    needed    to    assess     impact    upon    pump 
operabllitu.   tt   potential    For   aunltaru.    feeduater    pump 
cavitaticn.  in    retponie    to    IE  Bui  latin   SO-O4  Ma  it    rept    will 
be    provided   by    831104 

RODRIGUEZ. H  J        Sacramento  Municipal    Utility    District        83/03/06 
5TQLZ,  J   F         Operating    Reactors    Branch    4         2pp          18378   214         24 X 
Fiche    30-313,83/05/06,8303100381 

83O323O456  Forward »    supplemental    info    to   930324    response    to    IE  Bulletin 
H3- 04    re    control    rod    drive    breaker    failures    Commitment    to 
in-pl«ce    funtional    test    of    breakers    prior    Co    startup    act 
Summary    of    ma Int   history    and 

RODRIGUEZ.  R  J.       Sacraminto  Municipal    Utility    District        83/05/07 
rtARTIN.J   B         Region    3,     Office    of   Director          167PP          18330    Oil          24X 
Fiche    SO-312,  83/OS/09jB3O3230436 

8303040034     IE    Info   Notice    83-30,     "Misapplication    of    Generic    Emergency 
Operating    Procedural    <EOP)    Guidelines    "   Svc    list    encl 
JORDAN.  E  L        Division    of    Emergency   Preparedness    J,  Engineering 
Responio    (Post   S3O103}        G3/05/1I  Consolidated    Edison   CD      of    Neu 

York-     Inc         Hipp         18324*003        24X  Fiche    50-000,  B3/O5/ 1 1 ,  B303O40034 


— 8305160322   Forwards    SALP    evaluation    input, per    Stern&ur)    SSlOlfl    memo 
Info   consists   of   lafegciardt.    llonslng    portion 
MCCQHKLE.G  w       Pouier   Reactor-  Safaauardi    Licensing   Branch 
02/11/04         NORDERHAUO,  L-         Region    3,     Office    of    Direc  tor         3pp 
1B443   23S         24X   Flchs    90-313,  B3/O3/31,  B3O5160193 


Q3032403H    Forwards    IE  Safeguards    Insp   fiept   50-312/B3-13   on   S30S03-05 
No    noncompl Jance    noted    Rept    withheld     (ref     IOCFR73    31  I 
NOHOERHrtUG.L    R         ROgion    5,     Office    of    Director         83/OS/ia 
RODRIGUEZ, R   J        Sacramento  Municipal    Utility    District        Spp 
1B548    193         24X   Fiche    30-312,63/03/18,8303240314 


E303040021     IE    Info   Notice    83-21,     "DefBCtiv*    Emergency    Use    Respirator     " 
Svc    Hit   enc] 

JORDAN, E  L        nivl»ion    of   Emergency   Preparedness   A   Engineering 
Reiponje     IPost    83O1031         B3/D4/I5  Conio  1 1  dat-ed    Edison    CD       of    New 

VorV,     Inc          ISApp         3B435    133         24X    Fiche    50-000,83/04/15,8303040021 


8303040040    IE    Info   Notice   83-31,     "Error    in   ADLPIPE   Computer    Program    ll 
Svc    1  lit    encl 

JORDAN,  E  L         Division    of    Emergency   Preparedness    (•  Engineering 
Raiponse     {Post    83O1O3)          83/09/19  Consolidated    Ediion    Co      of    NCLJ 

York,      Ins  114pp          18697    009         24X    Fichfl    30-000,  B3/O5/19,  83030400^0 


030304002J    IE    Info    Notice    83-2H,     "BUR   S-af  otij/Be  1 1  ei    valve   Failures    " 
Svc    list    encl 

JORDAN, E   L         Division    of    Energincij    Preparednet*    t   Enjlneerlng 
Rgsponst    (Post   8301931         83/04/72  Consolidated    Etfison    Co      of   Heu 

Yort.     Inc          HSpp          183DS   089         24X   Fiche    50-000, 83/04/22.  8303040033 

8303040023    IE    Info  Notice  BJ-as,     " InopErao I s   Containment    Atmosphere 
3«nsitig   HJJS    "  Svc    list    «n() 

JOR&ANrE  L        Division   o*   Emergency    Pfeparedneis    ti  Engineering 
•      Response    (Post   S30H>3)         83/O4/23  Coriml  Idated    Edison    Co       of    Neu 

Vort,     Int          119PP          IS381    291         24X   Fiche    30-00*.  83/04/23, 8303010023 

H303040026    IE    Info  Notice  83-24,     "Loosr  Pai  ts    in  Secondary    Bills    of 
StejiTV  Oenerators   at  PHRs    •'  Svc    list    encl 

JOflDAH.E  L        Divtsion    if  Gmerjency  Prepaicdness  a   Endina  a-ring 
HesponiE    CPost    03O103)         03/O4/2S  Consolidated    Edlsnn.   Co       of    New 

York.     Itic          H3pp         1S3B3   04V         34X   fiche    3O-OOO,B3/04/Sa,  B303O40026 

8J03040027    IE   Info   Notlc*    93-25.     "Standby    Gas    Treatment  Sys    Heater   High 
Temp   Trip  Setpoint  Adjustment    "    Svc    list   oncl 

JQFJDAN.E   I-         Division    of    Enargency   Pre^ai  ednes  K    ft   Engineering 
Response    IPost  8301033        83/oq/S9  Consolidated    Edison    Co      of   New 

York,     Inc         HBpp         (8362    16B         24X   Fiche    SO-ODD,  B3/04/28.  B3030400S7 


B3OS37OOSO  Requests    extension    to   831013    to   provide    schedule    for 
accomplishing    proposed    action*    to    close   outstanding    issue    re 
IE   Bulletin    79 -01 13     Items    Exemptions    from    10CFR50   47   tt   Rev   2 
to  Reg    Oiii-de    1    97 

RODRIGUEZ, R    J        Sacramento   Municipal    Utility    District        83/03/20 
STOLZ-J   F         Operating    Heattor*    Branch    4         2pp          18638    891          24X 
Ficrto,  50-31  a,  B3/03/BO.  8305270080 

9303040046    IE    Info  Notice   83-33,     "Nonrapresentatlve   Samplino    of 
Contaminated    Oil    "    five    list    encl 

JORDAN. £   L        Division    of   Emergency   Preparedness    ft   Engineering 
Ritpons*    {Post    830103)        63/03/36  Consolidated   Edison   Co      of    Neu 

Vorfc.     Inc         8      Northeast  Utilities   Service   Co        Il4pp         1B&47  007 
24X   FlchB    30-000.83/05/26.8303040046 

R      Periodic    operating    report*   &  related    corraapondenca 

9303240384    Monthly    operating    rept    for   Apr    1983   W/B30313    Itr 

COLOMBO, R    .     OUBRE.R.P         Sacramento   Municipal    Utility    District 
B3/04/30  Director's   dffiee.    Office   of    Inspection   and   Enforcoffient 

t>ff          1B349    371         24X    FJche    50-312,83/04/30,8303310326 
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Reportaole    occurrences,     LERs    (,    related 


i espondence 


8303160233   Partial    response    to    FOIA    request    for    all    document 5    dtd 
B301Q1    or    after    detailing    or    i eforrlng     to    SnLP    for     facility 
FELTDN.J   M         Division    of    Rules    and    Records         B3/O3/JM         CLARK,  R 
Francisco    Eiaminer         2pp          1B472   241         24*    Fiche    30-312,33/03/24, 


--8305360:!!!  Deficiency  iept  rt 
upper  oarvel  bolting  of  rea 
on  S3032B  fiesul  ts  of  intern 
if  1  1  1  be  f  oruarded 

TAYLOR,  J  H  BaococV  (•  Wilco.  Co  83/04/1! 
Director's  Office,  Offlcs  of  Inspection  olid 
IB625  205  24X  Flche  50-000,  B3/O5/  !•?,  a30W 


ns&ii  1  1      test    abnormal     indications     ill 
internals    Initially    reported 
lt     ni  =  p    iliscuss-ed    AJdl     info 


DEYOUNS.  K    C 
forcement          5pp 


— 8211100023   Provides    engineering    evaluation    of    B10807    turbine/reactor 
trip   Cvent    review  agrees    w/ 1 1 c ensea   Event    nad    little    effect 
on    plant    safety    Automatic    functions    occurred    substantially 
at    eipected    given    (oneurrent    operator    actions 
PELLET,  J   L         Reactor    Operations    rtnalijsii    Branch         82/10/26 
SEYFRIT.K    V         Reactor    Operations    Analysis    Branch         4pp         IB472   390 
24X    Fiehe    5O-3I2, 83/03/24,  830S16Q233 


— 8305260313   Updated    deficiency    rept    IE    t  c  i  t    barrrl    bolting 
test    indications    Bolts    visually     Inspected    Haul  me     cratk 
shank    to    lieail    junction    indicated    Repdii     plans     dependent 
results    of    louer    core    barrel     map 
TAYLOH,  J   H         Babcock    !•   Wilcoi     Co         d3/OH^SS         JJEYOUNS.?) 

1B623   210         24X    FichS    30-000,  B3/O5/  11   H3052603C1? 


of    BIQ807    tuvbine/r 
detailed    &   complete 


— 0211110643    Discusses    licensee    repo 
Proposed    LER    rule    mould    require 
•vent    rept   W/o    enc 1 

ORNSTEIN.H   L         Reactor    Operations    Analysis    Branch 
8EVFRIT.K    V         Reactor    Operations    Analysis    Branch 
24*   Flehe    30-312,03/03/34.8309160233 


32/11/01 
3pp         18173   006 


B305270115   PNS-V-B3-Q07    on    B30D20,  uih  1 1  e-    performing     security    duties, 
upon    approaching    truck    being    of  f  1  oad  ed,  se  t  un  ty    officer 
observed     individual     throwing    article     tntu    cab     Investigation 
revealed    cocaine    in    small    glass    contains)    Police    notified 
SCHAEFER.  D   W   ,     NOBDERHAUO,  L   R         Region    5,     Office    of    Director 
B3/03/23         Ip          18638    163         24X    Fiehe    SO-31P.  83/03/23,  83O327Q1 15 


B30B030B87   Forwards   LER  83-O13/03L-0   Detailed    event    analysis    submitted 
RODRIGUEZ, R    J         Sacramento    Municipal    Utility    District         B3/04/12 
MARTIN, J   B         Region    3,     Office    of    Director         3pp          18300   03B         24X 
Fled*    50-312. 83/04/12,8303030207 


DOCKET   30-313   ARKANSAS   NUCLEAR   ONE,     UNIT    1 

F      Security,     medical,     emergency    tr    fire     protection    plans 


--B30503Q2<JO   LER    B3-013/03L-0    on    B3031B, reac tor    bldg    purge    discharge 
fan   A-S36   carbon    adsorber    filter    bank    !•   aui  1 1  lary/spent 
fuel    bldg    filter    lyi    A-S2<11)    found    belocu   lech    Spec    for 
Iodide   removal    Charcoal    will    be    replaced    by    830601 
COLOMBO,  R    W         Sacramento    Municipal    Utility    District         B3/04/13 
Region    3,     Office    of    Director          lp          18300   060         2 -IX 
Fich!    30-31S. 83/04/12. B3050302S7 

B3030305S1    Forwards    LER   83-014/01T-0    Detailed    evenb    analysis    submitted 
RODRIGUEZ, f!    J         Sacramento   Municipal    Utility    District         93/04/19 
MART1N.J    B         Region    3.     Office    of    Dlrsctoi          2pp          18303   334         SAX 
Flche    30-312,33/04/19,8303030331 


B303200326  Forwards    list    of    emeigeneu,    response   open    item;    far  lunich 
no  written   response   required   Qpt'n    Items    it-suiting    from 
recent    emergency    eiercise   mill    bo    reflected    in   Future    rept 
MARSHALL, J   R         Arkansas    Power   ^    Light    Cu         B3/01 /OB         COLLINS. .»   T 
Region    4,     Office    of    Director         2pp  !E>31A    30B         54X 

Fiehe    30-313,  B3/04/OS.  0305200326 


8304270424   Releases    public    version    c-F    rt.iseJ     emergenccj    plan 
Implementing    procedures 

FELTON, J   n         Biviaion    of   Rules    and    Records         83/O4/22  Docun 

Management    Branch          lp         16244    027         ,J4i    Fiehe    50-313. 83/04/2?. 
8304270424 


— B30S030561    LER    83-014/01T-0    on    B30406i reac tor    bldg    purge    inlet    b 
vlves    failed    local    leak    rate    surveillance    test   Caused    by 
damaged    seats    for   valves   SfV- 5330-1    d  SFV-33i03  t.   seatu    for 
valves    BFV-33604    lc   SFV-53504    needing    adjustment 

COLOMQOiR    W         Sacramento    Municipal    Utility    District         83/04/19 
Raglan    3.     Office    of   Diroctor         lp         18303  336        six 
Flche    30-312,83/04/19,0309030331 


"8304270426   Forwards    public    version    of    luviscd    emergency    plan 
Imp  lamenting    procedurej,includin.g   Piocedurei    1.2?.   6   re 
assignment    of    personnel     to    emergency     irsponse    organi ja tlon. 
notifications   !•   emeigency    respont>e    c  ti  t ,  i  eipec  Civelg 
MARSHALL. J   R         Arkansas    Pouier    f,    Light    Co         83/01/05         COLLINS,  ,J    T 
Region    4,     Office    of    Director          lp          18?'H   023         24X 
Fiehe    30-313,83/Oil/22,  93C-1 270424 


9305130163   RD   B3-016    on    G30331 ,  1 1  stcd    siiubbers    failed    acceptance 
crltsrlaiper    Surveillance    Test   3P   SOI    1OB   Bnubbera   rouorked 
Burv*i 1 lancB    Inap    2O1    IDA  will    be    performed    prior    to   coming 
out    of    cold    shutdown 

RODRIGUEZ, R   J        Sacramento   Municipal    Utility    District        93/04/28 
MARTIN.J    D         Region    3,     Office    of    Director         3pp          1B437   337         24X 
FUh«    30-313.  B3/O4/2Bi  B30313O163 

B303130B19  ForuardB   LER   83-017/03U-0  Detailed    event    analysis    submitted 
RODRIGUEZ, R    J         Sacramento    Municipal    Utility    District         33/04/28 
MARTIN.J  B        Region   3.    Office    of    Director        2pp         1843?  320        24X 
Fiehe    30-312, B3/OA/8B, 8303 1302 19 

— 8303130231    LER   83-Q17/Q3L-0   on   830331 i  test) ng    of    reactor    coolant    pump 
power    relags    revaaiad    five    devices    unacceptable   Cause   of 
failure    unknown   Relays    sent    to   manufacturer    for    repair 
Addl    info   mill    be    provided 

COUOMQO.R    H         Sacramento    Municipal    Utility    District         63/04/28 
Raglan    5.    Office    of   Director         lp         1S439  32?        24X 
Fichu    50-312, 03/04/2B,  B305130219 

B3O3130103  RO  B3-01    on   B30408, f ol lowing   rag t    safety    review  committee 
Fire   Protection   Audit   27i determined    reactor    coolant    pump 
ftr»    detectors    not    tested    per   Tech   Spec    requirements   Caused 
by   misapplication   of   Tech   Spec    provision 

RODRIGUEZ, R  J  Sacramento  Municipal  Utility  District  Q3/04/2? 
MARTIN.J  B  Region  3,  Office  of  Director  2pp  1B436  012,  24X 
Fich*  30-313,83/01/29.8303130105 

B305130160  RO   B3-02   on   330326,  motor    driven    fire   pump    P-440 
admlnlitratlvely    taken   out    of    svc    due    to    necessity    to    dvaln 
coolina    tower    circulating   water    basin    during    outage   Recovery 
procedure    established 

LATHAM.W  K        Sacramento   Municipal    Utility    District        B3/O3/02 
MARTIN-J  B        Region    3i    Office    of   Director         lp         1B438    116        24X 
Fiehe;  30-312,  83/03/03.8305130160 

8303260309    Interim   deficiency    rapt    re   ci.ro    support    structure   bolting 
Initially    reported    on   B30419  Evaluation    of    corrective    action 
in    progress,  Ne»t    rept   will    be    sent   inj   831101 

CDDK,  J  W        Consumers   Power   Co        83/05/1*?        KEPPLER,  J  0        Region  3. 
OfftC*    of    Director,        3pp          186S5   BOO         24X    Flche    50-ODO,  B3/03/19, 
8303260309 


-B3C"1370112/  Putllc    version    of   revised 
pvocsdui  as,  inc  lud  ing   Procedures    1.2 
personnel     to    emergency    tesponEe    organi  i 
emepgency    response   ctrs,  respectively 
*      ArVanaat   Pouier    t,   Light    Co         Bl/03/07 
Ficha    30-313,  B3/04/22.  B304270124 


iisncy    plan    imp  I  ement  inj 

6    re   asitgnment    of 

id  t  ion,  noti  fl  cat  i  ons    i 


B6pp 


B303060571   Releases    public    version    at    revised    emergency    plan 
Implementing   procedures 

FELTQN.J   H         Division    of    Rules    and    Record*         33/04/23  Docun 

ManagBmEnt    Blanch          lp          1B359    19O         ;>flX   Fiehe    3-0-313,83/04/23, 
8303060373 


— B303060M3   Foriuards    public    version    o*     icviaed    Eiiiergancy    Plan 
Implementing   Procedures    1901!   06    ro    i  ad  10  I  09  ic.a  1    p  1  inne 
tracking   ti  dose    Integration  >t    19O4    06   ie    protactlva   action 
recommendations 

"      Arkansas   PQUIOF    (.   Light    Co         63/04/11  NRC    -   No    Detailed 

Affiliation   Given         lp          1H331?     m          34X    Hche    50-313.03/04/25, 
9303060373 

— B303060571    Public    version   of    revised    Fmeigenci;  Plan    Imp  1  ement  ino 
Proeeiluros    1904   O6   re   radiological    plume    tracking   (•   dose 
integiatlon   (/    1904   07  re    protective    action   i  ec  ommendot  1  ons 
LEVINE,J   M        Arkansas    Power   it   Light    Co         33/04/14         Bpp 
19339    192         24X   Fiehe    30-313,  83/04/25.  B30306QS-75 

8303110193  Forwards   Amends   7S  *•   41    to   Licenses   DPR-31    t<   MPF-6, 
respectively   &  notice   of    Issuanca    %   evat  lnJi  1 1 1  ty    Amends 
change   Tech   Bpecs    to   require   auifit    of    omtT-g  entij    programs    & 
security    plan   at    frequency    of    at    least    once    per    IS  months 
CLARK.fi   A        Operating    Reactors    Branch    J         63/04/39         GRIFFM,  J 
Arkansas    Poupr    &   Light   Co         4pp  1B431    262         24  X 

Ftche    30-313,  B3/04/29,  B3031 1O113 

— 93031101V9  Amend!   78  !.   44    to  Licenses    UPIi-51    '/  NPF-fa,  resp  ac  ti  ve  L-j , 
changing    Tech   Specs    to  require-    annual    audits    of    emergency 
programs   !<  security   plan 

CLARK, R   A        Operating   Reactors    Branirt    3        83/04/29        9pp 
1B434    266        24X    Fiehe    30-313,  83/04/21?.  B3O31IOI  93 
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--B3Q5IKV05   Notice    of     issuance    '•    availability    of    Amends    7B   &   44    to 
Licenses    DPR-51    >,    NPF-t,  respectively 

CLARK, H    A         Operating    Realtors    Diancti    3         03/04/29         5pp 
1B434   273         SA\    Ficte    50-313,  Bl/Ort/ri-?-  8305!  IO193 


--8303240497    "Structural    Evaluation    of   AH   Muclear   One-Unit    1    Spent   Fuel 
Storage    Facility     for    Consolidated    Fuel    Storage     " 
STURKEV,  J   J    .     BALLARD,  T   A         Structural    Dynamics    Research    Corp 
APL-Ol-014         B3/Q1/I3         74pp          17678    110         24X 
Flcne    50-313,  B3/Q3/22,  B3032404BO 


6305160280   Releases    public    version    nf    rpvi-ied    IILK  I  ear    contingency    pla 
procedures 

FELTON,  J   M         Division    of    Rules    ana    Records         83/O5/Q2  Document 

Management    Branch          lp          1B462    331         24X    Fiche    SO-313, B3/O5/Q3. 
B3031602BB 


— 9303240495    "Structural    Evaluation    OF    Arkansas    Nuclear    One-Unit    3    Spent 
Fuel    Storage    Facility    for    Consolidated    Fuel    Storage    " 
STt/FTHCVi  J   J    ,     DrtLLARD.  T   A         Structural    Dynamics    Research    Corp 
APL-02-013         B2/1I/24         73pp          1767S    Ifl         24X 
Fithe    30-313,  83/O3/22,  B3032404BO 


— H3O5liO?50   Forwards    public    version    of    ro'.ised   Nuclear   Contingency    Plan 
Procedures,    i ,  3.  3,  5,  6,  7,  O,  9,  12.  13,   14    !     13    U/o    enc  I 

MARSHALL,  J    R         Arkansas    Power    b    Light:    Co         B3/G4/D5         CDLLIMS,J    T 
Region   4.     Office    of    Directoi  lp          1 B46£    333         24X 

Fich»    50-313,63/05/02.6305160293 


S305230720   Forwards     list    of    utlls    responding    to    requests    for    cost 
figure'    on    backfietlng 

T  OUR  TELL  DT  TE,  J         Regulatory    Reform    Task    Force         83/0*1/11 
PALLADUiQ.  N    J    ,     GILINBKY.v    ,     AHEARNE,  J   F         Comml  as  ( oiiera         2pp 
16342   373         24X    Fiche    50-000,83/04/11.8305230730 


B3031 10034   Generic    Ltr    63-21     to    all     li 
applicants     for    OLs    i    holders    of    CPs    T 


iec's    of    operating    reactors. 
:  !ar  i  f [cation    of 


Svc    list    end 

E!5ENhuT,D  G  Division  of  Licensing  Bj/05/11 
Erf  i  son  Co  of  tteu  Vo-rk,  Inc  |6pp  1B34Q  O95 
flche  3&-ODO.fl3/C,5/ll,B3Q31l0034 


Conso ] Ida  ted 


6305090147   Forusrds    Amend    77    to    License    DPR-5) ,  safety    evaluation   !< 
notice    of    issuance    t,   availability    Amend    revises    language    for 
Tech   Spec    re    inservicfi    insp    requirements    for   Class    1,3  tt  3 
components 

HIDLZ.J   F         Operating    Reactors    Branch    4         83/04/10         GRIFFIN, J   H 
Arkansas   Pouer    d    Light    Co         4pp          IS367   566         24X 
Fiehe    30-313,  B3/04/1B, B30309O1 47 


8305170677    Faruravdi    eiemption    from   Section     11J    L    I    of    App    Ii     to    10CPR50 
re  inurements    to    achieve    cold     snwtJJnun    uitlnin    73    h    w/o    use    of 
offaits    pauer 

SrOLZ, J    F         OoErating    Reactors    BrancB    4         B3/O9/1I          GRIFFIN, J    M 
Arkansas    Pouei     4    Light    Co         3pp          I B496   321          24X 
FicfiB    50-313.  33/05/11. S30517O&77 


— B3OS090194   Amend    77    to   License    DPR-31. revis ing    language    of    Teih    Specs 
re    inservlte    Insp    requirements    for    Class    1 ,  2  i  3   component* 
to   conform   ui/codes   !<  3td    Rule    10CFR30   53a 
STDLZ^JF        Operating   Reactors    Branch    4        B3/04/1B        7pp 
18367   270         S4X   Fiche    5O-313, B3/04/1B.  B3O509O147 


— -B305I70&65   E'lemption    from   Section     !I!    I      1     to    App    H    to     (OCFRSO 
rgquireitients     to    achieve-    cold     shutdown    uiibliin    72    h    u/o    use   of 
off-site    puuer 

E1SENHEJT.D    G         Division    of    lieentinj         B3/O5/11  Ai-ka-nsas    Pouer 

t   Light    Co         5pp          1S496   324         24*    Fiche    5O-31 3, 83/Q3/1 I. 
6305170677 

S3051S016I     Informs    tnat    NUflEQ-0737. Item    III    A    2    1.     "Emergency 
prepare-rfneas.  Upgrade    Emerjencij    Plans     to    App    E.  HOCFRgo,  " 
cocrpl  e  t  e- 

5TOLZ.J   F         Operating    Reactors    Branch    4-         CLARW.B    A         Cpprating 
Reactors    Qranth    3         S3/05/ 1 1         CftlFFIM,  J   M         Arkan&as   Power   t.    Light 
Co         3pp          1BSO-2   34B         24X    Ficfie    50-3  I  a,  S3/Ob/U  ,  3305180161 


II      Oenaral    correspondenc  a 


830324O13-9    Aduis«s     that    c  orr  e  spondsrice    a  1 1  Irl  b  utlon    to   Region    IV   uill 
be    modified    to    original     plus     thr«e    coplps.per    Q    Johnson 
request 

MARSHALL,  J   R         Arkansas    Pouer-    i,    Light    Co         B3/01/22         SEIDLE.W   C 
Region   4,     Office    of    Director          ]p          1B34B    334         24X 
Fichp    30-313,  B3/ 01/22,8305240 139 


— S305070160   Safety    evaluation    supporting    Amend    77    to    License    DPR-51 
«     Office    of   Nuclear   Reactor    Regulation,     Director        83/O4/IB 
lOpp          1B367    277          24X   Fiche    30-313, 83/04/10. B305090147 

— B209200'375    "AS   Nuclear   One    Unit    1    Inservice    Insp    Program,"    tachnlca 
e^valuat  ion    rept 

*      Science    Applications,      Inc         NHC-O3-82-096         SAI-1B6-O2B-39 
32/0^/17  NRC    -    ND    Detailed    Affiliation    Owen          16pp 

18367    387         34X    Fiche    SO-313. 93/04/ia, B30S090147 

— B305090179  Notice    at    issuance   t>   availability    of  Amend    77    to    License 
DPR-31 

ETOLZ.  J  F        Operatlnfl   Reactors   Branch    4        S3/O4/18        Spp 
1B367    304          24X    Fiche    SO-313. 93/04/10, B30307O147 

B-3Q320094]    Foryards    revised    schedule    for    completion   oF    licensing 
procedures    upgrade,  per   regulatory    response   1    commitment 
control    program  Delay    due    to   continuing    support    requiremsnts 
For   Unit    1    outage   Upgrade    to   off   completed    fiy   B30527 

MARSHALL.  J   R          Arkansas    Pouer    fc   Light    Co         83/04/23         COLLINS, J   T 
flegion    4.     Office    of    Director         Hpp          1B514    264         24X 
Fiche   30-313.83/04/23,6303200541 


J       Insurance    t.    indemnity     information 


8305090421    Foruiardt    NEUIA    t-   MAELLP   Certificates    of     Insurance    to    coc 
U/10CFH5O    54m   Submittali    from    S3O331    t   Q432   mi s i nterprated 
to    comply    U/IOCFH140   (.     140    1 5a 

MARSHALL..)  R  Arkansas  Power  '.  Light  Co  B3/O&/O3  STOL2,J  F 
Operating  ReactDis  Branch  4  COLLIMSiJ  T  Region  4,  Office  of 
Director  DINIT2, 1  NflC  -  Wo  Detailed  Affiliation  Given  6pp 
10363  06S  24X  Fiche  30-313.83/03/03,8305090421 


B305390363   Foruards    MELIA   b   MftCHJ    secotiJai  LJ     financial    protection 
Certlficaies     of    Insurance    4B   A    60, r sspetl I vely. for    CVB3, 
per     10CFR140    131al 

MARSHALL. J    R         Arkansas    Powar    h    Ligfrt    Co         B3/03/ 1 1         DIMITZ,  I 
Antitrust    t    Economic    analysis    Branch     (Utility    Finance)          4!pp 
LQ300    933         2*X   Ficha    3O-313.  B3/05/  I  1 ,  8305  (fO3f,3 


P      Operating     license    s-tage    documents    *j    f  at  reipondenc  e 


ply 


B303110625   Foruariii    corrected    Pages    B   t.    13    to    safety    evaluation 
supporting   Amends    76    J.    43    to    Licenses    DPR-91    tt   tJPF-6. 
respec  t  i  vely 

STDLZ.JF         Operating    Reactors    Branch    4         CLARK.  H    A         Operating 
Reactors    "ranch    3         S3/04/27         €RIFF1N.J   M         Arkansas    Poiuer    *•   Light 
Co         2pp          1B417   357         24X    Fiche    SO-313,  83/04/27.  B3O31 10633 

— S305I10436  Corrected   Pages    S  t    15    to    safety    evaluation    supporting 
Amends    7d   &    43    to    Licenses    DPR-31    !•   NPF-6,  respec  t  i  vely 
»      Office   of    Nuclear    Reactor   Regulation,     Director        B3/04/27        Spp 
19417    339         34X    Fiche    50-313.93/04/27,8303110623 

8303O5Q123   Ack    receipt    of    B30427    Itr    u/c  ori'ec  tlons    to    safety    evaluation 
for    proposed    spent    fuel    pool    storage    eioanslon   Statement    13 
Corrected    to    indicate    divers   mill    not    be    permitted    to 
eicaei)    I    rem  ujiola    oody,per    830129   discussion   w/O  Vissing 
MARSHALL,  J   R         Arkansas    Pourer    !i    Light    Co         S3/04/2S         STOLZ.  J   F 
Operating    Reactors    Branch   4        CLARK. R    A        Operating    Reactors    Branch 
3          lp          163*1    317          24X    Fiche    50-313,93/04/28,8303030133 


B30523036-4  Forwards   coat    info   associate/I    u/oac  k  f  i  tting    nuclear   units, 
per    JL   HaiildeTi    B30324    commitment 
MARSHALL,  J   R         Arkansas    Pouifrr    1   Lloht    Co         B3/03/11         TGURTELLOTTE,  J 

Regulatory    Reform   Task    Force          Ilpp          1954&   234         2tK 
Fiche    5O-313,  B3/O3/ II , B305S3O364 

B3032404SO   Forwards    "Structural    Evaluation    Of   AR    MiicUdr    One-Unit     1    t- 
Unit   3   Spent   Fuel   Storaaa  Facility    for   Consolidated  Fuel 
Storage    " 

MARSHALL. J   H         Arkansas    Power    b   Light    Co         03/O3/22        3TOLZ, J  F 
Operating   Reactor*   Branch   4        CLARK. R   rt        Operating   Reactors    Branch 
3         lp          17670    109         24X   Fune    30-313.33/03/33.6303240430 


8303050216  rtdvise^    that    responses    to    Items   2  &  3    In   NRC   030322    Itr   re 
emergency    feeduater    sijs   will    be    submitted    by   930330.  per 
discussion  ui/5   Vtising    Reaponse    tn    Item    1    or    schedule    for 
response-   will    also   be    provided 

MARSHALL,  J   H         Arkanias   Power    t,    Light   Co         83/O4/2B         STOLZ,  J   R 
Operating    Reactors    Branch    4          lp          1833S    1O5         24X 
Fiche    50-313,  83/04/Sa,  B30S03021i 

8305O1?044O   Forwards    response    to   B30329    request    for    addl     Info    re 
justifications    for   continued    operation    for   Category    I    B. 
11    A   k   IV   Items   Previous   response   reviewed    fur    necessary 
chang-es    per  Franklin    Research   Ctr    evaluation 

MARSHALL,  J  R        Arkansas  Power   &   Light   Co        83/O4/2S        6TOLZ, J  F 
Operating    Reactors   Branch   4         ISBpp         18363    122        24X 
Fiche    30-313,a3/O4/2S, 8303090440 


DOCKETED  ITEMS 
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B303I10193   Forwards    Amends    70    t,    44    to    Licenses    DPR-31    !•   NPF-6, 
respectively    d    notice    of    issuance    t    availability    Amends 
change    TecH    Spets     to    require    audit    of    emergency    programs    f. 
security    plan    at    frequency    af    at     least    once    per     12   months 
CLARK, R    A         Operating    Reactors    Dranch    3         83/O4/29         GRIFFIN, 
Arkansas    Power    *.    Light    Co         4pp          18434    2o9         34X 
Fiche    30-313,  B3/O4/29, B3O51 10193 


a-J05,"300l9   Foiiuards    Amend    BD    to    License    r'PH-51 
notice    of    Issuance    (/   availability   Amends    T  ev 
re    surveillance    requirements    of    post    tcMsioned    p 
concrete    containment    tendons    W/o    enrls 
VI&SING.G   S         Operating    Reactors    Hrancri     I         BTO 
Arkansas    Pouer    7,   Light   Co         Ip          IBStt    "363         SIX 
Ficha    50-313,  B3/03/O9,  630923001*? 


f s tij    ifva  1  uatioii  & 

Terh    Specs 
pi  es  t  res-sod 

GRIFFIN,  J   M 


— Q3O911011??   Amends    78   V    44    to    Licenses    DPR-51    r,    NPF-6,  respec  tl  vely, 
changing    Tech    Speea    to    require    annual    audits    of    emergency 
programs   &    security    plan 

CLARK, R    A         Operating    Reactors    Branch    3         83/O4/2f         9pp 
10134   266         24X    Fiche    90-313,03/04/39.3303110193 


— B3091102O5    Notiue    of     Issuance    &    availability    of    Amends    70   b   44    Co 
Licenses    DPR-91    (-    NPF-6,  rospec  1 1  vo  I  « 

CLARK, R    A         Operating    Reactors    Branch    3         SJ/Q4/P9         2pp 
18434    375         24X    Fiche    90-313, 83/04/29,  83091 10193 


tes  t ing     1  icensees 
erning 


8303020493  Generic  Ltr  63-19  to  all  power  reactor 
re  neiu  procedures  for  providing  public  notice  t. 
issuance  of  amends  to  OLi  Svc  list  encl 

EI6ENHUT.  0   0         Division    of    Licensing         B3/05/02  Consolidated 

Ediion   Co       OF    New    York,     Int         SOpp          1644 1     120         24X 
Fiche    30-000,63/03/03,0305030433 

6303060369   Notification    of    B30306   meeting    u/BfcW   Dwnors    Group    In 
Betfiesda,  MD    to    discuss    care    barrel     Failure    at   Kane ho    Seen   & 
Crystal    River   3,  future    plans    For    resolving    problem  & 
justification    for    continued    operation 

MINER, S        Operating    Realtors    Branch    4        03/OS/O2        STOLX.  J 
Operating    Reactors    Branch    4         2pp          183S3   092         24X 
Ficha    30-000.  33/03/02, 8303060363 

0309130904    Forwards    Amends    79    (<    46    to    Licenses    DPfl-51    i>   NPF-6, 
respec tlve lyi safety    evaluation   t   notice    of    Issuance   & 
availability    Amends    revise   Tech    Space    to   require 
verification   of    look    testing    of    purge    valves 

CLARK,  R  A        Operating    Reactors    Branch    3        STQLZ,  J  F        Operating 
Reactors    Dranch    4         B3/03/O3         QRIFFIN;J         Arkansas    Power    &    Light    Co 
3pp          10443    141          24X    Flche    50-313,03/03/03.8303120904 

—8309120906   Amends    79   (.  4e.   to   Licenses    OPIt-51    k  NPF-6,  respac  t  ive  ly. 
revising    Tech    Specs    to    require   verification   of    leak    rate 
testing    of   purge    valves 

3TOLZ,J  F        Operating    Reactors    Qrancli    4        CLARK.  R   A        Operating 
RBflCtors    Branch    3         83/03/03         7pp          18443    144         24X 
Fiche    SO-313,  83/03/03,  8309120904 

— G303120303   Safety    evaluation    supporting    Amends    71?   t<    46    to    Llcenies 
DPR-31    t   NPF-A,  respectively 

*      Office    af    Nuclear    Reactor    Regula tlun,     Diroetor         S3/03/03         3pp 
18443    133         24X    Fiche    50-313,03/03/03,8303120304 

—  9305120912   Malice    af    Issuance   t,   availability    af   Amends    79  &   4£>   to 
Licenses    DPR-S1    t   NPF-6, respoc ti vcly 

TRAMMELL.C    M         Operating    Reactors    Branch    3         B3/03/O3         2pp 
10443    156         34X    Fiche    50-313,  B3/OS/O3, B30913O304 


9303090659  Generic  Ltr  63-20  tc,  all  operoling  reac 
holders  af  CPs  le  integrated  scheduling  f  01  imp] 
of  plant  mods  Svc  list  encl 

EISENHU'.I)   G         Division    of    Licensing         03/05/09 
Edison    Co      of    rJeui    Vork.     Inc          l&fip          1LJ6,V    1  S3 
Flche    50-000,83/03/09,0305090659 


Conioli  dated 


S3O51BOB47   Notifies    of    uiiaccop  tab  1  1  1  14    at    dflai)    of    proposed    Teen    Specs 
re    snufaber    surveillance    in    order    to    include   l\NSl    Std,flNSl/ 
ASME   OM1-190S.     "Eiani   f,   Performance    Tsstiiig    of    Nuclear    Poui-er 
Plant    Dynamics    Restraints     (Snubbers!     "    Std    not    aJ  opt  erf 
8TOUZ,J   F         Operating    Reactors    Bran.fi    4         CLARK,  R   A         Operating 
Reactors    Branch   3         B3/05/C9         GRIFFIN,  J   M        Arkansas    Poiirer    J.   Light 
Co         2pp          10506   034         24X   Hche    30-313,  83/05/07,  03051BOB49 

B30317O622   Forwards    list    of    currant    unrequited     issues     for    radiological 
effluent   Teth    Specs   remaining    as    result    nf  B30622-2'! 
meoClngs    Final    submittal    requested    nil  thin    .10    days 
CLARK,  R   A        Operating    Reactors    Dranch    3         STOLZ,  J   F-          Op  era  bi  119 
Reactors    Branch    4         93/O5/10         OHIFFIfl,  J   hi        Arkansas    Power    Z   I   loht 
Co         7pp         IB497   001         24X    Fiche    30-31  3,  83/03/10,  H3O3170622 


830923012B   Forwards    SFH    supporting    licensaf    tomoliance 

Item    II    11    2   2,     "(ieqiilrBd    Plar,t    Hods,"    I,    design    revleiu    of 

plant    shielding    requirements    for  access    t»   vital    areas 

CLARK,  R   A         Operating    Reactors    Branch    3         STOUZ.  -J   P         OppraUnj 

Reactors    Branch    4         03/Ob/ll         GRITFIN.  J   II        Arkansas    Power    «    Liaht 

Co         2pe          1B546   349         24X    Fichc    50-T13,  93/03/H.  (U052JO138 

—  0303230145   Safety    evaluation    supporting     licensee    compliance 
u/NUReG-O737,  Hem   II    B  2,     "Design  flevii>m   nf    Plant  Shielding 
Access    to  Vital    Areas    " 

*      Office    of    Nuclear    Reactor    fleouUtion,     Director         a3/OS/Jl         2pp 
10346   351         24X    Fiche    90-313,  Q3/03-  1  1  , 


8303240399    Discussei    030315    commi  tment    t,i    (,>ovide    results     of    B&W 
supplemental    FCC3   calculations    addressing    Impact    ut    cladding 
models    presented    in  NUREO-0630.     "Results   of   Bounding 
Analysis    "    Revised    NUnEO-0630    being    prepared    bi[    UtU 
MARSHALL,  J   R         Arkansas    Pouei     !     Light    Co         03/O5/18         STOL2.  J   F 
Operating   Reactors    Branch   4        2pp         1H571    042        24* 
Flche    30-313,03/03/10,8303240399 

0303270063   Forwards    list    of    electrical    equipment     im|iorfcant     to    safety    (, 
schedule    for    qualification    piovlsions    or    i  ep  lacement    af 
remaining    equ  1  pment,  per     10CFK30    49   Ag  I  ng-rfll  =  ted    mairit/ 
surveillance  requirements   ulll    tre   udtires^rd    by    fJRC   deadline 
MARBHALL,  J   R         Arkansas    Pouier    t-   Light   Co         B3/O5/20         BTOLZ,  J    I- 
Operatlng    Reactors    Branch    4        CL/iRK,  R  A        Operating   Reactors    llianch 
3         27pp          1B63B   S32         24X    Fiche    50-313,  H  1/OS/SO,  0a03?70O63 


8303070333  Formartfs    responses    to   NRC    B30406    laquoat    for    add  1    Info   re 
use    of   RADCAL    gamma    thermameter    (fiGT)    for    inadequate    core 
cooling    instrumentation   ROT    consists    of    sheathed 
trurmocouplBBi  heater    rod,  core    tufie    I    jacket    tube 

MARSHALL,  J  R        Arkansas   Power   lit  Light   Co        63/05/01        EISENHUT.D  0 
Division    of    Licensing         BpP          1B363   341          24X    Fiche    9O-313, S3/03/04, 
B303090333 

B30S100331    Correct*    statement    In   830330    i esflonse    to   NRC    questions    re 
precautions    taken    to   mlnimlie    personnel    oxposui e    to 
radiation    during    spent    fuel    storage    eipanslon   Self-reading 
dosimeters    will    be   iuorn    outside    diving    aulls.not    Inside 
MARSHALL,  J,  R         Arkansas    Power    t/   Light    Co         83/O5/04         STDLZ,  J   T 
Operating    Reactors    Dranch    4        CLARK. R   A        Operating    Reactors    Bianch 
3         Ip          18379   03H         24X    Ficha    9O-3I3. S3/O3/O4, 0303100331 

8303180694   Forwards   SER   resolving    Multi-Plant   Action    Item  D-O4, 
"Reactor    Vessel    Overpressure    Protection, "    as    part    of    low 
tamp    overpressure   mitigating    sys   review  Review   of    electrical 
instrumentation   &   control    aspects    continuing 

STOLZ.J  F        Operating   Reactors    Branch    4        83/03/05        GRIFFIN.J  M 
Arfcanms    Power    «•    Lioht    Co         2pp          10305    192         24X 
Flch»    30-313,  P3/03/05,  B303IB0694 

—3303180743   Safety    evaluation   resolvino    Multi-Plant   Action    Item  B-O4, 
"Reactor    Vessel    Qverpressure   Protection    " 

»     Office    of   Nuclear   Reactor   Regulation,    Director        83/03/05 
lOpp          1B305    194         24X    Fiche    90-313,  B3/O3/03,  B303I80694 


Q      Inspection   reports,     1C   Bulletins   'i   cor 


6S120603B5    1C    Info   Notice    B3-14.     "Deuateiod    SpenU    Ion   Fictiarge    fiesin 
Susceptibility    to  Eiothermlc    Cheinicjl   Reaction    "   tvc    li>t 
encl 

TAVLQR,J   tl         Division    of    Safeguards    t.    Intpoction   Proqrama     (Post 
030103)         03/03/21  Consolidated    Edison    Co      of   Now    York,     tuc 

liapp          1B300   319        24X    Flche    50-000,  0J/03/P1,  a2IM603E9 

6304190143   Foruards    IE    Insp    RepH    50-31-1/R1-OT   >,    50-3p9/B3-03    on 
B3O2OI-2B   !i    notice    of    violation 

SEIDLErW   C         Region    4,     Office    of    UirrLLur         03/03/30         CHlFFtN.J   M 
Arkansas    Power    '.   Light   Co         gpp          1/9B3   ,726        24( 
Fiche    30-313.  B3/03/30,  B304150143 

—9304190147   Notice    of    violation    from    ir.sp    on    830201-23 

«      Region    4,     Office    of    Director         (TJ/OI/JQ        3pf         f"}&3    333         24X 
Fiche    50-313,63/03/30,8304130143 

—  -B304130154    IE    Insp    Repts    30-313/BJ-03   t    SCj   J6B/B3-03   on   B3D201-2B 
Noncomp  1  lance    noted    failure    to   adhere    ta   renui  remcnl  s    cf 
refueling    shuffle    procedure,  use    of    unajipraveiJ     info    sources 
It   required   verification   signatures    missing 

CALLAN.L   J   ,     CUMMINS,  J   E    ,     JQHNSQNi  W   0         Region   4,     Office    Of 
Director         83/O3/24         lOpp          I79H3   231         24X   Fiche    30-313,03/03/30, 
83041  SOI  43 


S305I0034Q  Forwards    IE    Insp   Repts    SO-313'flJ-04  t,   50~36 
830314-18  t<   notice   of  violation 

SEIDLE.W   C         Region    4,     Ofrico    of    Dlrectoi          83/04/1  4 
Arkansas   Pouier  !t  Light   Co        2pp         1B379  019        Sf> 
Fiche    90-313,  B3/Ofl/14,  B305100340 


GRIFFIN,  J   (1 
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—  B3O510O353   Notice    of    violation     fyo.i 
•       Region    4.     Office     of    Director 
Fiche    S0-"3I3.  63/04/14,8303100348 


ir.sp    on    H303I4-1B 
fli'QI/14         2pp          16379 


— B3091OO3il     IE     Ins?    Repts    5Q-313/83-O4    '.    5O-36B/83-04    on    B30314-1B 
Noncomp  1  lance    noted     fallurt    to    ccinduct    design    change    revieui 
b<y     af f s i to    engineering-    graup-    &    f  a  I  lin  t*     to     f  at  louj    procedure 
rg    foins    used     In    clcseout    of    design    change    paclages 
JAUOOH,  J    P    ,     MURPHYjd   E    .     JOHN5ON,  W   E         Region    4,     Office    of 
Director         B3/O4/12         tOpp          19379   023         24*    Firhe    50-31  3,  as/OS/ I  4. 
330310O349 


—8303020^-15   Foruardi     IE     Insp    Hepts    30-313    B3-06   t    50-368 /H3--06    on 
S3Q3DI-31    *.   notice    of    violation  Notice    of   violation 
withheld    <ref    IDCFflS    770) 
EEIDLE.W   C         Region     4.     Office    of    Director         83/04/18         GRIFFIN,  J   M 

Arkansas    Power    !.   Light    Co          2pp          1BPB4    032         24X 
Fiche    30-313,  B3/04/28.  83050>2O436 

B30304002S    IE    Info    Notice-    S3-3A,      "Failure    of    Saf  ety/Re  1  I  eP    Valve 
Discharge    Line    Vacuum    Breakers     "    Svc     list    enc  I 

JQRDAMi  E   L         Division    c-f    Emergency    Preparedness    4   Engineering 
Response    (Post    830103)  E3/O5/O3  Consolidated    Edison    Co       of    Ufa 

Yort.     Inc          132pp          18441     17O          24X    Fiche    50-000,83/03/03,8303040039 


6303040021     IE    Info    Hotit*    93-2 1  p     "Dehc-ctive    Emergency    Use    fleapirator     " 
3vc    1 l*t    enc  1 

JORDAN,  E    L         Division    of    Emergency    Preparedness    t,   engineering 
ftflspflniB    (post    B3O1Q3)         83/C4/I3  Consa  1  i-dated    Ecison    Co      of    Now 

fork,      [nc          I36pp          1B439    193         34*    Fiche    50-OOC-,  B3/O4/IS.  B303040031 

B3O50'3014/   Forwards    Amend    77    to   License    CPfi-51.  3d  t-ety    evaluation    ^ 
•notice    of    issuance    te    ava  1 1  abi  1  i  ty    Amend    I  evise-s     language    -for 
Tech   Spec    re    inservice    Insp    requirements    -for    Cl-ais    l>2   d   3 
components 

STOLZ.J   F         Operating    Reactors    Branch    4         63/04/19         GfllFFIN.J   M 
Arkansas    Power    t.    Light   Co         flpp          18367    2t4         24* 
Fiche    50-313.  83/04/19,  B303D?O1«J7 


83030'100'30    IE     Info    Notice    B3-27.      "Operational    Response    to    Events 
Concerning    deliberate    Acts    Directed    Against   Plant 
Equipment    "    Svc     list    enc  1 

JORDAN, E  L        Division    of   Emergency    Prepai edness   t   Engineering 
Response    (Post    B30I03*          S3/O5/O4  Consolidated    Edison    Co      of    N*m 

/ark,     Idc          112pp.          1 B30S    333          34X    Fiche    3O-000,  B3/O3/O4,  8303O40030 

B3Q3Q4QQ31     IE    Info    Notice    B3-3B-      "Criteria    for    Protective    Action 
Kecomm«ntldt Jens    for   General    Emergencies    ''   Svc    list    encl 
JDnDANiF  L        Division    of    Emergency   Preparedness    &   Engineering 
Response     (Post    830103*  B3/05/O4  Consolidated    Edison    Co      of    N«u 

Vork,     Inc          ]  I9pp  13-141     00!  24X   Fiche    SO-QOO,  B3/03/04,  B30304OO31 


-S3030'?01S-4    n™end    77    to   License    DPB-31 ,  tfvt  s  i  ng     language    oF    Tech    Spete 
re    inservice     insp    requii  fluents     far    Class     1.2   ?i   3    component! 
to    conform   u/todes    !r   Std    Rule     10CFR50    33a 

STOLZ,  J    F         Operating    Reactors    Branch    4         B3/04/1B         7pi> 
1B367   270         34*   FichB    3O-313,  83/O4/ IB, B305090I47 


B303040033    IE    Info    Notice    B3-3f,      "Fuel    Binding    Caused    by    Fuel    Racl 
Deformation    "   Svc     tlit    encl 

JORDAN,  E   L         Division    of    Emergency    Preparedness    &    Engineering 
Reiponce    (Post    B30IO3)          B3/O5/06  Consolidated    Edison    Co       of    flaw 

Vork,     [nc          113pp  16323    24B          24X    FIcho    50-OOO.  B3/03/Oi,  830304OO33 


Snfetij     evaluation    supporting    Amend     77    to    License    DPR-51 
*      Office    of   Nuclear    Raactor    Regn-lat  ion..     Director         83/O4/IB 
Hipp          19367   277         3AX    Flcfie    50-313.  B3/Ofl/  1£.  B305070147 


-820^200375    "AR  Nuclear   One   Unit    1    Inservice    Intp    Program, 
evaluation   pept 

*       Science   Applications,      Inc         NRC-TO-BS-O'Ja         SA1-  IBb- 
B2/O9/17  NRC    -   ND    Detailerf    Affiliation    Oiven         l&pp 

183A7    <2B7         J4K   Fiche    50-313p  B3/04  /  18.  B^ 


—  B30SOSO171?   Notice    *>*     issuance    '•    availability    of    Amend    77    to    License 
DPR-31 

S10L2.J   F         Operating    Reactors    BiancN    1         B3/04/1B         2pp 
18367    304         34X   Flcne    30-3l3j  S3/04/ I  a,  B305090I47 

8303Q4Q02J    IE    Info    Notice    63-22.     "I1W»    Safety/Relief    Vafve    Failures    " 
Svc    I  is t    enc 1 

JQfJDANiL    L         Division    of    Emergency    Preparedness    &    Engineering 
Response     (Post    B301O3)          B3/O4/23  Coi.so  1  i  Sated    Edison    Co      of    Neot 

Yort,     tnc          112iip          13383039         SIX    Flch?    SO-000.  BJ/04/Ea,  S303040O23 


6303040025    IE    Info    Notice    33-53-     "I  nopei  aB  1  e    Containment    Atmosplnre 
Sensing   S^E    "   Svc    Hst    encl 

JOB  DAW  i  F    L          Division    of   Emergency    Prepdi  ednesi    *j   Engineering 
Response     (Pest    B3QIQ3I          B3/O4/35  Cans al id ated    Edison    Co      of    New 

Vor»,      Inc          H^PP          18331    391          24X    Fuhe    50-OOO,  83/0*/2S,  6303040025 


B3O3130443   Ac k     receipt    of    S3O40A     1  tr    Informing    NRC    of    steps    talon    to 
correct    violations     notetf     in    IE     Insp    Repts    90-313/B2-36    tt 
50-368/92-37 

SeiDLE.M   C         Region    4r     Office     of    Director         B3/03/O6         OR  IFF  IN,  J   M 
Arkansas    Power    &   Light    Co          3pp          18431    O7S         24 X 
Fiche    30-313,  83/OS/Oi,  B30313014.3 

— B3031204S1    Responds     to    MRC    830309    Itr    re    violations    noted     in    IE    Imp 
Repti    30-313/B2-36   &    30- 3eB/82~37   Corrective    actions    Form 
1609  fllOA  re   calculation    of    rna>    permissible    concentration 
revised!    to    require    health    phyaics    supervisor    signature 
MARSHALL,  J   fi         Ar*anfias    Power    ft   Light    CP         83/04/06         SEIDLE.  W    C 
Region    4,     Office    of    Director          4pp          18-131    074         24X 
Fiche    50-313. B3/O5/O6,  03O3120443 

8305330337    Forwards     JE    Insp    Repts     5O-313/B3-07    t,    SO-36B/93-07    on 
330418-32   No    noncompl  1  anc  e    note<( 

SeiDLE.W    C         Region    4,     Office    of    Director         03/03/06         QRIFFIN.J    M 
Arfcantas    Power  t-  Light    Co         2pp         18S3B   296        34 X 
Fiche    50-313!  03/03/06,  8303330337 

-~S3QS230346   IE    Insp    Repts    9Q-31 3/83-07  &    50-3oB/03"07   on    B3041B-22    No 
noncomp  llance    not»d   Major   areas    Inspected    test   (•   eiperi/nent 
ti   procurement    programs    fc    rec  eip  ti  storage   t   handling    of 
equipment   !<  matin    prograni 

JAUDONi  J   P    ,     JOHNSON,  W    D         Re-glon    4.     Office    of    Director         B3/05/O3 
ipp          1BS3B   258         24X    Fiche     3O-313,  B3/05/O6.  B3O3230337 


S303030325   At k     rseeipt    of    B30324    Itr     informirg    NRC    of    Steps    taken    to 
corract    violatlonE    noted     Ln     IE    fnsp    Runt-;    50-313/83-01    t 
50-363/93-01 

BEIDLEi  W   C         Region    4,     Office    of    Directoi          B3/v4/27         OfJIFFIN.J    M 
Arkansas    Power    (,   tloht    Co         If          IB297   044         ^4X 
Fiche    50-313.  83'04/27,  83O503032S 

— 8303O3O331    nesponds     to    NRC    63Q21/    Itr    IB    -iolatlons    noted     in     IE    Jnsp 
Rapts    30-313/83-O1    J,    SO-3tB/B3-01    Corrective    attions    revlB«d 
proctduie    incorporating    thre*    sample    rpqiri  i  ement  t    into    Step 
7   2    A    (.   provided    proper    training    for    apelicaolE    personnel 
HARBHALL.J   R         Arkansas    Pomer   i    Ligfit    Co         33/03/24         SEIDtE.W   C 
Realon    4.     Office    of    Director         3pp          IB317    O4S         34X 
Flchf    30-313,83/O4/27.B30SO3D323 

9303040026    IE    Info    Notice   B3-24,     "Loose    PsrtE     In    Secondary    Side    of 
Steam   Genera  tors,    at    PWRs    "    Svc     lltt    eric  I 

JOROANi  E   L        Division    of  Emergency    Prepai  ednes  s    >j  Engineering1 
Ftiipon«e     fPoet    330103)         B3/04/2B  CflrnotliJated    Edison   Co       of    Neu 

Vort,     Jnc          I13pp          19382047         2-JX    Fiche    30-000.63/04/28.8303040026 


3303040034    IE    Info   Notice    83-30,     "Misapplication    of   Generic    Emergency 
Operating    Procedure e    <EOPJ    Guidelines    "    Svt    list    encl 
JORDAMiE  L        Division   of   Emeigimcv   Preparedness   >j  Engineering 
Response    (Post   830103)         83/09/11  Consolidated    Edison   Co      of   Neu 

York,     Inc          H4pp  18334.003          24X   Fiche    30-OOO.  83/09/1 1 ,  B303O4OO34 

S3Q517Q3SI    Discusses v impl  nations    of    indications    on   upper    cor»   barrel 
bolt*    discovered    during    ultrasonic    eiams    Replacement    of 
s»veu  affected    bolts    not    nutessarij   Restart    of    facility    may 
proceed   ui*o   untfu*   risk    to    public 

MAJ1SHAU.,  J   R         Arkansas    Pouier    &    Light    Co         B3/03/1 1          STDLZ,  J   F 
Operating    Reactors    BVanch    4         lop          18467    033         24X 
Flehe    30-313,  63/03/1 1,8309170351 

030330031 3   Ack    receipt    of    630137     Itr    informing    NRC    of    steps    taken    to 
correct;   violations    noted    in    IE    Insp    Flepts    90-313/83-05   & 
SO-36B/B3-02 

aeiDLE.W   C         Heoion    4,     Office    of    Director         93/O3/13         GHIFFIN.J   M 
Arkansas    Pouier    &    Light    Co          2pp  1BS17    OSi         24X 

Fiche    30-313,  B3/O5/I3,  B309HO0313 


B303O40027     IE    3nfo    Notice    B3-25.     "Standby    GHs    Treatment    Sys    Heater    High 
Tamp    tF3f    Selpoint   AiJjut  tment    "    Svc     list    enct 

JORDAMiE  <_        Dlvitlon    of   Enisrgenrij    Preparedness    (    Englneerirg 
Rospanie    (Post  B30103)        83/04/26  Consolidated    Ed  i  ion   Co      of   New 

York,     \nt          UBpp          1B3B?    165         24X    Fiche    3O-000.  a3/O4/3B,  830-3040027 


Rept    50-31ft/  B3-06    on    B3030I-31    &   notice    of 


8305O2043A   Forwards     IE 
violation 

KELLY.J   A         Region    4,     Office    of    Director         S3/O4/2B  Reglor)    4, 

Office    of    director         lp          19384    03|          24K   Fiche    50-313.  B3/Ort/2B, 
8309O20436 


— 8309200319  Responds    to   NRC    830325    Itr   re   violations    noted    lr>    IE    Insp 
R*pts    30-3I3/B3-OS    !i    3O-3i8/B3-O3   Corrective    actions 
adminlstrativa    controls    1  dip  lemanted    to    provide    adequate 
procedural    controls    re    saf etij-Telated    equipment 

MARSHALL.  J  R        Arkansas    Pouier    &    Light   Co        83/04/27        SEIDLE,  M  C 
Region    4,     Office    of    Director          4pp          16517    03B         24X 
Fiche    50-313,  B3/&3/I3.  B3O520O3I 3 


DOCKETED  ITEMS 


161 


B3Q3230014  Support*    ra«tart    of   faci lity, baled   an   830311    Itr    r»   re*ult» 
of    Imp    of    ISO  uppar   con   barral    bolt*   ti   lubcequent 
•valuation   of   uppar    cor*   barrel    bait    lnui    Reipontibi litg 
far   lnui   tran*f«rrad   to  NRR 

BTOLZiJ  F        Operating    Reactor*    Branch   4        83/09/13        CAVANAUOH,  M 
Artania*   Powar   1<  Light   Co        lp         19342  231        24X 
Fleha.  90-313,  83/03/13,  9308230014. 


8303240260  NPDES   noncompl lanes   notification    on   830413.  routine-   analgiii 
ravaaled    average  all   &  jrea*»    concentration    of  29  mg/1    k 
pollutant    laid    af  27  9   Ib    ptr   <fav  Cauiad    toy    bearing    failure 
on    turblnt   Bearing    repaired   W/830426    Itr 

OR  IFF  IN-  J  ,    MARSHALL.  J  R        Arkaniai   Pouar   &  Light  Co       83/04/20 
COLLIN8-J  T       Rag  Ion  4,    Office    of   Director         HHITTINOTOM,  D, 
Environmental   Protection  Agancg        3pp         18639  074        B4X 
Flehe    30-313, B3/04/aOi  8303260260 


B303040O40    IE    Info   Notice   93-31,     "Error    In  ADLPIPE  Computer   Program." 
8vc   lift   and 

JORDAN i  E  L.       Division   of   Emergency    Praparadn***   ti   Engineering 
ftaiponia    (Poit   830103).       83/09/19.  Coniol idated   Editon-Co      of   Niu 

York.     Inc         114pp         18697  009,       SAX  Flcha    30-000,83/03/19,83030*0040 


8303030389   Forward!   LER    83-009/03L-0 

MARSHALL,  J  R  Arkania*  Power  *•  Light  Co  B3/04/S3.. 
Rifllon  4,  Of  tint  of  Director  lp  183Q6  239  84X 
Fl  eh  «•  30-313,  83/04/23,  8303030385 


8EIDLE,  U,  C, 


83032*0049  Ac*    receipt    of   830302    Itr    Informing   NRC   of    itipi    taken    to 
cornet  violation!   noted   in   IE   Imp   Rsptt   30-313/83-03  h 
90-348/83-03  Addl    Info   rt   ord*r/iaqu«nca   &   temporary 
placement    of   fuel    a*iamblla*   rt<tueited 

BEIDLE.W  C        Region   4,    Office   of   Director        03/09/1?        OR  IFF IN,  J  H 
Arkania.*  power  *  Light  Co       2pp        18549  123       24X 
Fittia-  90-313,  83/03/17.  8303240049 


—8309030390  LER  83-009/03L-0   on   G30403,  during    hot   ihutdoun  after 
rifutllng    outage, dlieovtrad    that   nonquatiflid    diaphragm  uat 
uiad    to   ripalr   pr**iurt    twitch  P8-7SO3    in    itandbu    hgdragin 
purgi    iyi  Qujllfltd    pruiurt   luitch   abtatnid   t   ln«t«ll«d 
ROOEfia.P        Arkaniai   Pouir  t  Light  Co         83/04/33  R«glon   4, 

Off  led    of  Dinctor        2pp        18304  260        24X    Flcha  5D-313i  83/04 /£9, 
B3030303B5 


—6309240094  R.ipondt   to  NRG  830330  Itr  ri  vlalatlont  notid   In   IE  Imp 
Raptf   30-313/33-03  I.  30-348/63-03  Corr»ctlv»   actloni- 
Proctdur*    1000. 3e>     "Control    of   Hltcollanooui    Info  Sourciii " 
rivKwad  w/par«onnal   by   dipt  h«adi   to   utabllih   conpllanci. 
HARBHALLiJ.  R.      Arkantai  Powir  d  Light  Co       83/03/02       BEIDLE,  W.  C, 
Region  4,    Off  lea   of  Dir.ctor,      6pp        1BB49- 127       24X 
Plthf  M'313,  83/03/19.  8303240049 

83033(0194  Act   racalpt   of  930512   Itr   Informing  NRC  of   tt.pi   taken   to 
correct  violation*  notad   In   IE   Imp   Rapti   3O-313/83-04  t> 
90-349/83-04, 

BEIDLEiH.C.       Rtjlon   4,    Offlca   of   Dirtctor        83/03/29.       ORIFFINiJ.H 
Ar,kan»*  Powar  I,  Light  Co        lp.       18638.153       24 X 
Fletii!  90-313.  B3/O9/25, 8305310194. 

— 8309310199  Raipond*    to   NRC  830414    Itr   ra   vlolattom   noted    In    IE   Imp 
R*pti   90-313/83-04  *   30-348/93-04.  Cornet iv*    aetloni:R*v   3 
to  OA  topical   rapti raflt ctlng   df*lgn  activity   ehangatiulll 
ba  lubMittad   for   approval   by   B30410 

rWtSHALL.J  R        Arhama*  Powar   «.  Light   Co,       83/09/12        HEIDLE,  U,  C, 
Riglon  4-    Offlc*  of   Dlractor.      3pp        18638,133       24 X 
FUha   30-313,83/03/23.3303310194 

B3O304004i   IE   Info  Notlca  83-33,    "Nonrapra*»ntatlva  Sampling   of 
Contanlnattd  all    "   8vc    lilt   anct. 

JORDAN, E.L.      Dlvltion   of  Emargancu  Praparidnvff  t>  Englnaarlng 
flaipom*   (Poit  8301O3),      83/05/C4  Comolldatad  Editon  Co     of  N*u 

rort>     Inc.       8     Northaatt   Utllltlai    Barvlca   Co         IMpp         18447:007. 
34X  Fltha:  50-000,  83/03/26,  8303040046, 

R.    Parlodlc   oparatlng   raportt  I  ralatad   eorrnpondt nca 

B3090404B3  Forward*    lait    intaka    Implngamint   dat/  for   Mar    1983  ETS 
4.1,2  1(2)   reporting   raqulrtmant   dalated.ptr  Amandt  72  l>  40 
cantainad   In  830311    Itr. 

KARBHALL.J.R        Arkania*   Poyar  *  Light   Co.       83/04/89        8TOLZ.J.F. 
daarating  Raactor*  Branch   4.      lp.       18322:131.      24X 
FtChai  90-313,  83/04/29,  8305040433. 


9303040432  Forward*  LER  S3-003/O3L-0 

MARSHALL,  J  R  Arkan***  Power  ti  Light  Co,  03/04/23 
Raglan  4,  Offlc*  of  Dtr*ctor.  lp  18348  O&B  24X 
FlchB  30-313,83/04/33,83090*0492 


— 8303060484  LER  83-003/03L-0' on  830329, motori    for   ivc   uatar  pumpi    P-4B 
ti  p-4C   obkervad    to  hav*   uppar   oil    r**arvolr   piping   altarad 
Caund    by    Initallatlon  of   oil    drain   to    factlitat*    draining 
oil    from  upper    all    raurvolr 

RDOER8.P        Arkamai  Power   (,  Light  Co        83/O4/29  Riafon   4, 

Office    of  Director        lp        18348  0&9        24  X    Flcha.  30-313,  93/04/29, 
B3030&04S2 

8303200490  HP  DEB  noncompH*nci   notification:  on    830413,  (anplt    from 
Outfall   003,  ollg   uatir    taparator,  rvvialad    avarag*   all   fc 
gr««te   concintratlon   of  23  mg/1   It  pollutant    load   at    E7  9 
Ib*   per   day.Cau**d   bij   titarlng    failure   on    Unit    1    turbine 
MARBHALL.J  R        Artan*a»  Pouar   b  Light  Co         B3/04/26        COLLINfl-J.T 
Region  4,    Office   of   Director        3pp        18314  036       24X 
Flcha: 90-313,  83/04/26,  8309200490 


8303120414   Forward!   LER  B3-010/03L-0 

MARSHALL, J  R.  Arkania*  Power  &  Light  Co  83/03/02 
Region  4,  Dfdc«  of  Director  lp,  18434  099  24X 
Flcha  30-313,83/09/02,8309120414 


BEIDLE.W  C, 


—8303120418  LER  03-010/03L-0   on   830403-  outboard    bearing   tan?    for   itcam 
drlvan   •mBrgincy    feeduittr   pump  P-74   eiceeded    limit*  Cauiad 
bv    Improperlij    *at   balanca   drum  clearance   during  matnt 
Balance  drum  clearance*  nut, 

ROOERS.P        Arkania*   Pouir  <c  Light  Co        83/03/02  Raglan   4, 

Office   of  Director.       lp        18434:094        24X  Ficha,  30-313, 83/O9/02j 
8303120414, 


DOCKET  90-313  DONALD  C.    COOK  NUCLEAR  POHEH   PLANT.    UNIT    1 
F     Security-    medical,    amaro*ncy  &  fire  protection  plan* 


— 8309040499  Intaka  impingement  data  for  Mar  1983, 
*  Arkamai  Power  fc  Light  Co  83/04/21  llpp 
Ft eh a- 90-313,  83/O4/29, 8303040433 


18322:  133.       24X 


8309170270  Rav  4  to  PMP  2080  EPP,  008,    "Initiating  Manning   of  Emirjencg 
Raipoma  Facllltlat   i.  Calling   Off-Dutg   Plant   Perionnal    " 
»      Indiana   t  Michigan  Electric   Co        83/O4/I9,        13pp         18463' 147.       34X 
Ft eha- 30-31 5, B3/04/ 19,8305170270 


B,    Bap or tab  la  occurrence*,    LER*  fc  ralatad   corrtipondence 

9309200449  Forward*   NPDE8  nonconplianca   rapt, par   Permit   AF 0001 392 
hWtSHALL,  J,  R.       Arkan* a.   Power   «.  Light  Co.       83/04/04.       COLLINS,  J.  T. 
Hag  ion  4,    Off  lea    of    Dirtctor.       lp         18916:109.       24  X 
Fich*!  90-313.  B3/04/04.  8303200449. 

— 8309900491   NPDES  noncompllance  rapt: on  830323, dlieovarad   oil  h  grta** 
eohctntrattone    from  Outfall    OO3   aicaadad   Permit  AR000139S 
llMlti.Cauiad   by   itartup  activltlei   on  Unit   l.Rav  of 
oaaratlng   procadurai   balng   conaldarad   to  prevent  recurrence, 
CAVANAIMH.H,      ArUmai  Power  1.  Light  Co,      83/03/30.      WHITTINCTON,  D. 

R«Blon  4.    Office   of  Dlractor       2pp.      IBSl&iltO.      24X 
rich*:  90-313. 83/04/04,  9308200443. 

6309230973  Forward*   enjlneering   evaluation  rapt,    "Crack*  fc  Laak*   In 
Sata.ll  Dlaaiatar  Piping.  " 

BROHNiE-J.      Reactor  Operation*  Analgeit   Branch,      83/04/19. 
aSYFRIT.K.  V       Reactor  Operation*  Analgii*  Branch,      lp.      18941-342 
34X  Fieha.  90-000,  83/04/19,  8309230973 

—8300230419  "Crack*  *  Laak*   in  Small   Diameter  piping."   anginaaring 
•Valuation  rapt. Small   pipe   leak*  aeioeiated  w/unanticlpatad 
vibration  probtam*   renuire  addl   tupport*   or  r«r outing   of 
piping. 

BRDMN.E,  d,      Reactor  Operation*  Analijiii  Branch.      B3/O4/19.      9pp. 
18941:343.       S4X  Flcha' 90-000,  83/04/19,  8309230373, 


—8309170274  Replacement   pag«i,  to  PMP  2081.  EPP.  OS7,     "Unit  Vant   Emirgmcij 
Releata   Ratg   Determination    " 

*  Indiana   b  Michigan  Electric   Co        83/O4/29.      7pp.       18443:100. 
24X   Flcha, BO-319, 83/04/19, 8303170870 

8303040299  Relaaia*    public   vtrtlon  of    t*mpor*rlj    chang*    to  rev  to  App    B, 
hotp   aniitanc*   plan 

FELTON.J,  M,       Dlvlilon   of  Rulei   and  Record's         83/04/29,  Documtnt 

Managamant   Branch        lp         18326  347       24 X    Flcha    30-313,83/04/23, 
8309040299, 

—8303040269  Forward*    public   virclon  of   Temporary,   Change    1    to  Rav  4    to 
App    B,  hoip   attlitanca   plan. 

*  Indiana  &  Michigan  Electric   Co.      83/O4/13,       ORIMC8,B,       NRC  -  No 
Detailed  Affiliation  Oiven.       lp        1B32A'  34B.       24X 

Flcha:  90-31S,  83/04/29,  8303040299 

— 8309040268  Public  veriion  of  Tamporary  Chang*    1   to  Rav  4  to  App  B, 
hoip   aiiiiVanci   plan 

*  Indiana   t<  Michigan  Electric   Co.      83/O4/13.       4pp.       18326:349 
24X  Fich  I'  90-319,  83/04/83,  8309040299, 
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B30312O10B  Forward*    fee    PB    review   at   alternate    safe    shutdown   capability 
per     10CFR170   S3   I    830331    application 

ALEXICH.d   P         American   Electric    Pouer   Service    Corp         83/O3/04> 
DENTON.HR         Office    at    iNirclear    Reactor   Regulation.     Director 
DIOO3.R   H         NltC   -    Ho    Detail  id    Affiliation    Given         2pp          18423   043 
24X    Flche    50-313.  B3/O3/O6, 830312Q10B 

8305240303  Forwards    IE    Imp    Repti    3O-315/B3-04   S.   30-314/63-03   on 
830213-0331    ti   notice   of    violation 

BHAFGR.H  D         Region    3,     Office    of    Director         83/05/04         DOLAN,  J   E 
Ami- lean  Eltetrie   Power  Birvlte    Corp        DQLAN,  J  E         Indian*  b  Michigan 
Electric    Co         2pp          18349    t2&         E4X   Flche..  5O-313,  B3/03/06,  8303240302 


—8309040332  Notice    of    lnuanca   6  availability    af    Amend*    72  It    94    to 
Liceniei   DPR-98  b  DPR-74i  respectively, 

VAROA.a  A       Operating  Reactor*    Branch    1        S3/04/B9.       2pp. 
1B326  331        24X  Flche   30-313,83/04/33,8303040334 

8303030237  Responds   to  821209   Itr   requesting   comments   on   Bclen-ca 
Applications,  Inc    draft   final    rapt,     "Value-Impact    Analyii* 
of  Recommendation   re  Steam  Qenerator    Tube    Degradations    fc 
Rupture  Events"    (Generic   Ltr   82-32) 

MERINO.  F!  F       American  Electric    Power  Service   Corp        B3/Q4/S6. 
DENTON.H  Ft       Office    of  Nuclear    Reactor   Regulation,     Director.        7pp, 
1B300  03?       24X  Flche    80-313,83/04/26,8303030237 


--B30SS40309    IE    Insp    Reptt    SQ-315/83-04  (.  5D-3I6/S3-03  on   B30213-0331 
Honcoaipliance   noted    failure    to    complete    Tech   Spec 
mrvelllance  &   to    establish    fire  watch    In    timely    manner 
SUANSON,E.n    ,    DUBRY.N  E    ,    BDVD,  D  C       Region  3.    Office    of  Director 
83/05/Oi         llpp          18348    13O         24X   FUhe    50-313,83/03/04,8308240302 

B303110O34  Generic   Ltr   83-21    to   all    licensee*    of    operating    reacton. 
applicants    tar   OLs  &   holders   of    CP*  re   clarification   of 
acctsi    to   control    procedure  »    for    lau  enforcement   vlilti 
Svc    Hit  encl 

EISENHUT.D   o         Division    of    Licanilng         63/O3/I1  Consolidated 

Ediion  Co      of   Neu  Yorl,     Int         16pp        1B34D  093        24X 
Flche:  SO-000.  S3/03/  1  1  ,  8303110034 

B3031B0743    Informs    tfiat    NUREC-0737j  I  tern    III    A   2    1,     "Eaergencv 
Preparedneia.Upjrad*   Emergencij   Plani    to  App   E.  1OCFH3O,  - 
completed    Item   cloied 

»     Operating   Rtacton    Branch    £        83/03/13        DOLAN.  0        Indiana   & 
Michigan   Electric    Co         2pp,        18304   045        24X   Fl  che;  90-313,  B3/03/I3j 
8303190743 

6305200438  Forward*   FEMA    evaluation    of  prompt   notlf  Icjtton    sui   propoied 
for  Marren  Dunn    State    Park    Propoied   sgi    adequate    to   uarn 
100K   of   surrounding    population  Syi   uilll    b»    examined   by 
NRC    durlnj   nent    imersency   priparednen    Insp 

HIMD.J  A        Dlvliion    of    Radlol  oglca  1   &  Materials    Bafetu   Programs 
B3/03/80        BDUTHMOOD.R    J        Michigan,    8tat»   of.       !p         18313,001        24X 
Flche    30-31  3,  83/O5/SO,  S30320043B 

—8305200465  Rsaponds    to    921213    1  tf   re   potential    inadtquAClei  op   public 
notification    iiji    at   Harren  Dunes   State  Park    in    event    of 
nuclear    emergency    Based   on    info   provided,  proposed    iiji    would 
be    adequate    to    warn   surrounding    popuUtic-n 

AKDERSONi  J  T        Federal    EmerflBncy   Manajejnent  Agency        83/04/O1 
KEPPLER.J  O        Region  3,    Office    of  Dlrtelor        3ff         18513  002       24X 
Fiche    30-313rB3/OS/2O,a30S20O43B 

J     Iniurance    Ic   indemnity    Information 

B303140026   Foruaros    Endiorsuntnt    37    to   NEUA   Pollcu    HF-Z06   !.   EnDO.ri>ment 
46    to    MAELU   Policy    MF-79 

BUCKLES,  J         Marsh    fr   McLennan.     Inc         B3/04/2B         SAl-TZMANj  J         Anlitant 
Director   for    State    it  Llceniee  Relations        3pp         13432  394        24X 
FICh*    30-315,  83/04/2B,  B305160024 

P     Operating    llcanit    stage    docuncnti   t  cgrreipc-ndance 

6303230369  Forbrards    "flept   on    DC   Cool:   Nuclear   Pouer  Plant  Bactflttlng   & 
fteBulatoru    Impact  Costs.'    provldtno.    cost  analuaii,  per  B3020B 
rectueit 

WHITE.M   S         American    Electric    Power   Co    ,     Inc         B3/O3>/30 
TOURTELLOTTE-  J        Regulatory    R.forn   Ti<k   Forte         7pp          1B344   3B4        24X 
F£en*    30-313,  83/03/30,  9303S3C-3fiB 

83032307SO  Foruard.    list   of    utll*    responding    to    reiu.st*    far    cost 
flgura*    on   tictflttlnj 

TOUHTELLOTTEj  J         Reaulatoru    Rafom   Talk   Poro         83/04/11 
PALLADIMD,  N   J        Comni  »»  loner*         5pp         18543-272         S-4.X 
Fiche  >  30-OOO.  D3/O4/1  1  ,  S30523072O 

8305040334   Forward*    Amend!    72    1=   34    to   Llcen»ei    DPR-3B   i,   &PR-74, 
r>ipectlv*lu.i,ifetu    ivatuatlan   t,  notice  of    lnvance  & 
avallablllts-Amend.   rtvf**   Tech   Spscs   for    mugen    eontint    in 
uaite    decay    tanlrs   I.  correct    B302O7  Amends   69  &  31 

ViJ?2UIDI!l2.LK.    °'"**i?9.R"e*OP*   Br"Cft    '         W««S.       DOLAN.J 
Indiana    t<  Hlchljan  Eltttric   Co        2pp        183S6  31O        stv 

PIche:  3X1-313.  63/04/23,8303040334 

--9303C.4C.363  ta.nfj  72  I,   M    to  Lic.n.e,  DPR-5B   S,  DPfl-74,  re.p.ctlv.lu, 
revising    Teeh   Spreci    for   oiVgen   content    in   ua.te    ifBcau    t«nki 
t.  correcting  830207  Amenoli  69  (<   31  V 

^SMi       Opir*tlnfl    R.*ctort    Branch    1        B3/O4/23        14p» 
1B324   312        24X   Flch.    30-313.  63/04/23,  B30304O334 


830904064?  Requests    revieu  of   reiponiei    to   SER    for    environ 
qualification   equipment    Itemi    for   which    justification    for 
continued   operation   not   previously    submitted, 

VARGA.  S  A       Operating   Reactor*    Branch    1        B3/O4/27,       DQLAN,  J 
Indiana  k  Michigan  Electric    Co        3pp         10336:273        24X 
Flche.  30-31  3,  B3/04/27,  B303040649 

B303030S19  Advliei    that    separate    Iodine   partlculate    *«mpllng    «gi 
Installed   Si  temporaru   mods    performed    on   vent   monitoring    ty*i 
per  NRC  83O314  order   re  NUREO-O737,  Item    II,  F,  1,  Attachment    B. 
Unit    1    lus   operational.  Unit   2   syi   ulll    be   completed    ihortHj 
ALEXICH,H  P        American  Electric    Pouer   Service    Corp         83/04/H9 
DENTON.HR       Office   of  Nuclear    Realtor   Regulation,     DIrtctor         Sfp 
182?3>326       24X  Flche    80-313,83/04/29,6303030319 

B30S020433  Generic   Ltr  B3-19   to   all    pouior   reactor   *.    testing    lic»ni«»» 
re   neu  procedural    for   providing    public    notice    concerning 
li«uance   of  amends    to  OLs,  Svc    ll*t   encl, 

E16ENHUT.D  o       Division  of  Licensing       83/O3/O8  Coniol  ld<  ttd 

Edison  Co.    of  New  York,    Inc       30pp.      18441    12O       24X 

Fl  eh  e>  30-000.  B3/OS/02,  G303020433. 

B303170711   Requests    ref   for   <isumptloni   t.  methodology    umed    In 
estimating   poit-accldent   radiation   environs    to    complete 
environ   equipment    qualification    revieu.  DUcuimlon   of    »ourt« 
terms  k  containment   type  should   be   Included 

VARQArS  A       Operating    Reactors    Branch    1        B3/O9/02.       DOLAH,  0. 
Indiana  d  Michtnan   Electric    Co        2pp        1B476.2S6        S4X 
Flehe   30-31B,  63/03/02,8303170711 

9308000339  Requests    submlttal    of   CU«i    I    t,    III    fee*    for    Blllll    t, 

B30228  applications    for   amend    to   Licenses    DPR  -30   &   DPR-74 

re   Tech   Spec    changes    to   reflect   revised    surveillance 

requirements   for    safety-related    inubbsn 

DIOOB,  R  H       License   Fee  Management!   Branch.       B3/O3/04         DOLAH,  J. 

Indiana  t>  Michigan   Electric    Co         Ip,       18367,819        24X 

Flche.  30-313,  83/03/04,8303090339 

8303170076  Forwards   Amends  73  (.  S3   to  Llcenaes    DPR-SS  t   DPR-74, 
respectively,  safety    evaluation   &  notice    of    Issuance   & 
avallabtlitu.Amends    permits    storage   of   HtiUnghoui.    13x13 
optlmlied   fuel   atiemblles  u/U  enrlchmsnt   to  4X  U-B33. 
HloaiNTON.D  L        Operating  Reactors    Branch    1        B3/O3/0*.       DDLAN,  J. 
Indiana  &  Michigan  Electric   Co       2pp       18493-166       24X 
Flche,  30-313,  Q3/OS/04,  B303  170076 

—  83031700BO  Amends   73  &  53   to   LIcensei   DPR-SB  I,   BPR-74,  pe»p«e  tive  lu. 
permlttina    storage   of  Meittnghouse    19*13   optlnlaed    fuel 
assemblies  u/U  enrichment   up    to   4X  U-233 

™S2'BA       Operating   Reactors   Branch    1        83/03/04         9pp. 
1B493   169.      24X  Flche-  30-313.  B3/03/04,  830317007& 


53    to  Llc.n.e. 


0Bfi       ™*JJ    tv*lu*tlt"1    ««PP"tlng   Amends    73   & 
DPR-88   i>   DPR-74,  reipeetively 

*,nyi.tiC.™°f  Nuel«p  R«*ctor   Ragulatton,    Director 
18493   178,      24X   Flche-  80-313,  B3/03/04,  B303170076 


6303170112  Notice    of    Isiuance   i,   avallabilltu    of   Amends    73  h   33    to 
Licenies   DPR-SB  *  DPR-74,  respectively 

^™'?rti       Operating   Reactors    Branch    t        83/08/04.       Bop 
1B493   IBS       24X  Flche:  30-313,  83/03/04,  B3O3I7O07i 


pR-t  npB;:1  thit  ::*ion  ^^^  •«  *"«-•  w  *  49  to  n 

ha»^Bn  ^:74"1"f«ti«l«  «•  Oenerlc  Ltr  S3-07  con.pl.te, 
based  on  utll  negotiating  u/DDE  re  dlspoial  of  high  level 
waste  or  spent  nuclear  fuel 

t^?i'a  £  M,D£!r'tin?  R"ctorB  •'••neh  '      aa/os/04.     DOLAN,  J. 

Inalana  t<  Michigan   Electric   Co        2pp        18903  07«b        S4X 
Ftche;  30-313,  83/03/04,  B3031B0336  ""«="«.       Z4X 

8308090439  Generic    Ltr   83-20   to   all    operating    reactor    licence. 

™'" 


« 

30-313,83/04/33,  830SD40334 


*•  Lic-n"( 

83/04/23         3pp 


Flehe;  30-000,  83/03/09,  6303090639 
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8308160121    Application    to   amend    Licenses    DPR-38  &   DPR-74,  adding    Tech 
Spae    Section    4   O    3    to    Incorporate    Inservlte     insp    !.    testing 
requirements    of   ASME  Code   Section   XI    Class    III    fee    for   Unit 
1   fc  Class    I    fee    for    Unit   2   and 

HERINO.fi   F        Indiana   4  Michigan    Electric    Co        83/03/10        DENTDN, H  fl 
Office    of   Nuclear   Reactor   Regulation,     Director        4pp         18448   103 
24X  Fiche    30-313,  83/03/10,  83OS1601S1 

— 830Sli0126  Proposed    Tech    Spec    Section   4   O   3,  incorporat ing    inservice 
Insp   fc    testing    requiremants    of   ASME  code   section   XI 
*      Indiana    t,  Michigan   Electric    Co        83/03 /io        35pp         18448   109 
24X  Fiche    SO-313,  83/03/10, 8303160121 

B3091H083B  Advlais    that    info   provided    in   821113  (.    1214    Itrs   re   TMI 
Items    II    F    1    1    &    II    F    1    2   on    particulato    monitors    resolved 
concerns    Info   acceptable 

VAROA.S  A        Operating   Reactors    Branch    1         83/03/10        DQLAN, J 
Indiana   b  Michigan   Electric    Co        2pp         18306   O13        24X 
Fiche    30-313,83/03/10,  B3031B083B 

B303160104  Application    for   amend    to   License    DPR-3S,  proposing   Tech   Spec 
changes    to    alloui  Cycle   B  operation   w/Westinghouse    13x13 
optimiied    Fuel    assemblies   Approval    requested    by   S3Q701    Class 
III    fie    transmitted    bu    utll    B302O7    I tr 

HUNTER,R   8        Indiana   &  Michigan   Electric    Co        83/OS/ll         DENTON,  H  R 
Office   of   Nuclear    Reactor   Regulation,    Director        3pp         18431    080 
24X   Fiehe    30-313,  B3/03/1 1, B30316OI04 

— 8303160108  Proposed    Tech    Spec    changes    to   allow  Cycle   8  operation   u/ 
ties  ting  house    ISils   optimiied    fuel    assemblies   Supporting 
documentation    encl 

»      Indiana    t,   Michigan    Electric    Co         83/03/11          2Q3pp          18431    083 
S4X  Fiehe    30-313,83/03/11,0303160104 

a3O32a02BI    Respond*    to   NRC    final    rule    10CFR30   49   re    electric 
•equipment    environ    qualification   Right    to    amend   response 
reserved    until    meeting    lu/NRC    scheduled    to    resolve    environ 
qualification    deficiencies 

HERINO.R.   F         Indiana    &  Michigan   Electric    Co        83/03/20        DENTON.  H  R 
O'flce   of   Nuclear   Reactor   Regulation,     Director         16pp         18623  320 
H4X  Fiche    30-315,83/03/20,8303260281 

3303310080  Discusses    plant-specific    evaluation    of    relief   h    safetg 
valves   fc   related    discharge    piping    analysis    per   8207O9    Itr 
Teledyne   analysis    revealed    that    discharge    piping    sgs    ulll    be 
overloaded    f   supports    stressed    beuond    allowable    limits 
HUNTER.fi   B         Indiana    B.  Michigan   Electric    Co        B3/OS/27        DENTON,  H  R 
Office   of   Nuclear   Reactor   Regulation-     Director        3pp         (BiSB  063 
24X  Fiehe    30-313,  83/05/37, 8303310088 


830304O025    IE    Info    Notice    83-33,      'Inoperable    Containment   Atmosphere 
Sensing   Sijs    "   Svc    list    encl 
JORDAN,  E    L         Division    OF    Emergency    P 
Response     (Post   330103)         Q3/O4/23 
York,      Inc          U9pp          19381    291         SIX 


paredness    &   Engineering 
Consolidated   Edison    Co      of   Neu 
che     50-OOO,  B3/O4/23,  83Q-3040025 


B303040026    IE    Info    Notice    B3-24,     "Loose   Parts     in    Secondary    3idB    nf 
Steam   Generators   at   PWRs    "   Sue    list    and 

JORDAN,  E   L        Division    of  Emergency   Preparedness   f,  Engineering 
Response     (Post   83O1O3)         83/04/28  Conao  1  i  dated    Ediaon    Co       of   Neui 

Yort.     Inc          USpp          1B383   047         24X   Fiche    5O-OOO,  83/04/2B,  B30304002i 

0303040027    IE    Info    Notice    B3-25,     "Standby    Gas     Treatment    3g»    Heater   Hi(h 
Temp    Trip    Setpoint  Adjustment    "    Svc    list    encl 

JORDAN,  E   L         Division    of    Ernei  gencu    preparedness    t,   Engineering 
Response    (Post   330103)         03/04/23  Consolidated    Edison   Co       of   Neu 

York,     Inc          1  IBpp          1B382    16S         24x   Ficfie    3O-000,  B3/0-)/2B,  B303040Q27 

830304002S    IE    Info  Notice   03-26,     "Failure   of   Sa  f  etu/Rel  lef   Valve 
Discharge   Llna  Vacuum  Brealera    "   Svc    list    encl 

JORDAN,  E   L         Division    of    Emergency    Preparedness   &   Engineering 
Response     (Pont   6301031         B3/O3/03  Consul!  da  ted   Edison   Co       Of   Mem 

York,     Inc          122pp          18441     170         21XFlehe    3O-000,  B3/03/03,  8303040038 

8303040030  IE    Info  Notice   83-27,     "Operational    Response    to  Events 
Concerning    Deliberate   Acts    Directed   Again«t    Plant 
Equiprtent    "   Svc    list   encl 

JORDAN,  E   L         Division    of    Emergency    Prepai  adneES    &   Engineering 
Response    {post    B30103)         B3/OS/04  Consolidated    Edison   Co       of   Neui 

York,     Inc         H2pp         1B302  282        2<u  Fiche    50-000,83/09/01,8303040030 

8303040031  IE    Info  Notice   83-29.     "CriUna    for    Protective  Action 
RecommBncfatlans    for   General    Emergencies    "    Svc    list    enc  1 
JORDAM,  E  L        Division    of   Emergency   Preparudnoss   t.  Engineering 
Response     iPost    030103)         83/09/04  Consolidated    Cdtjon   Co       of   New 
Vori,     Inc          llfpp         18441    001         24X   Fiche    30-000,63/03/04,3303040031 

B303040033    IE    Info   Notice   83-29,     "Fuel    Binding     Caused    bi)    Fuel    Raci 
Deformation    "    Bvc    list    encl 

JORDAN,  E  L        Division    of   Emerjencg   Preparedne  ss   t,  Enginaoring 
Response    (Post    B3O103)         B3/05/06  Consolidated    Edison    Co       of    Neu 

York,     Int          II3pp          10323   24B         24X   FichP    50-OOO,  83/03/06,  9303040033 

S303240302   Forwards    IE    Insp    Repts    5Q-31&/83-04    t,    30-316/83-03    on 
B3O215-0331    !,   notice    of    violation 

SHAFER.W   0         Region   3,     Office    of    Director         03/O5/06         DDLAN,  J    E 
American   ElBctric    Power   Service   Corp        DOLANi  J  E        Ind  Una    (<  Michigan 
Electric    Co         2pp         10348    126         24X   Fiche    30-313,63/03/06,8303240302 


Q      Inspection   reports,     IE  Bulletins    &   correspondence 

B303200294   Forwards    order    imposing    civil    monetary    penalties    transmitted 
to    licensee    on   821014, for    transmlttal    to   Dfc    of  FR    for 
publication   W/o    encl. 

AXELRAD,J  A        Director's    Office,    Office    of    Inspection   and 
Enforcement        B3/1O/I3  Docketing   &  Services    Branch         !p 

1S316   271          24X    Fiche    30-313,  82/10/13, B3032OO294 

B2J2060383    IE    Info   Notice   83-J4,     "Deuatered    Spent    lon  E»change  Resin 
Buiceptibilitij    to   Exothermic    Chemical    Reaction    "   Svc    Hit 
•ticl 

TAYLOR,  J  M,       Division    of   Safeguards    t-    Inspection   Program*    (Post 
B30I03)        83/03/21  Consolidated   Edison    Co      of   Neu   York,     Inc 

U2pP         1B308   319,        24X   Fiche    SO-000,  83/O3/21,  021206O383 

0303040021    IE    Info   Notice   B3-21,     "Defective   Emergencg    Use   Respirator    " 
Bvc    lilt   «ncl, 

JORDAN, E  L        Division    of   Emergencu   Prepat-sdnesB   *  Engineering 
Response    (Pott    830103)         83/04/13  Consolidated   CdUon   Co      of   New 

YoTk,     Inc         126pp         18433    133        B4X   Fiche    30-000,83/04/19,8303040021 

B3O3020347  Forwards    IE    Insp    Repts    30-313/63-01    &    30-316/83-01    on 
B301I7-21    tt  0217,  No    noncompl lance    notod 

NORELIUS'C   E,       Division    of   Project    &  Resident   Programs        83/04/13 
DOLANrJ  E,       American   Electric    Power   Service    Corp        DDLAN,  J  E 
Indiana  fc  Michigan   Electric   Co        2pp         18274   094        34X 
Fiehe.  30-31 3,  83/04/13,  0303020347 

-- B3Q3020348    IE    Insp    Repts    SO-31S/03-01    &   3O-316/S3-Q1    on   630117-21    ti 
OE17  No    noncompliancB    notdd   Major   areas    Inspected    QA/QC 
organization   tt  program  mark    controls,  design    controls   & 
control    of    contractor    activities 

DUBRV.N   ,    HELLER,  J   ,    HOLZMER,  M        Region   3,    Office    of    Director 
83/04/14         Hpp.       18274   096        SIX  Fi  che.  50-313,  83/04/13-  8303020347 

9303040023    IE    Info  Notice   93-22,     "BUR    Saf etu/Rel ief   valve   Failures    " 
Svc    list   encl, 

JORPANiE  L        Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post   830103).       83/04/22  Consolidated    Edison   Co      of  Neu 

York-     Inc.       112pp.        183B3-089        S4X   Fiche    90-000,83/04/28,8303040023 


— 8303240306   Notice    of   violation    From    insp    on   830213-0331 
SHAFER-U   D        Region    3,     Offico    of    Director-          03/O3/O6 
IB34B    12B         24X    Fiche    5O-313,  63/O3/06,  B30324O30S 


— B303240309    IE    In*P    RsptS    30-313/83-04    t-   50-314/83-03   on   830213-0331 
Noncomp 1 l Jnce   noted    failure    to    complete    Tech    Spec 
surveillance  «.   to   establish    fire   match    in    timely   manner 
SHAN3CN,  G   R    ,     DUBRY.N   E    ,     uQYD,  D   C         Region    3,     Office    of   Director 
83/09/06         llpp          18348    130         24X   Ficfte    SO-315, 83/03/06,  B303240302 

830517040S  Confirms   arrangements    for   830622  mooting    In  Olen  Ellyn, IL 
to    discuss   9ALP   for    facilities 

NORELIUS.C   E        Olviiion   of  Project   (-  RtslJent    Programs        B3/03/01? 
DOLAN,J  E        American  Electric   Poiuer   Service    Corp        DOLAN,  J  E 
Indian'   &   Michigan    Electric    Co         lp         1B470    Ota         24X 
Fiche    30-319,B3/03/09,S303170483 

B305I70303  Forwards   addendum   consisting    of   conf irmatory   measurements 
program   data   sheet    for    IE    Insp    Rspts    30-313/83-21    !< 
90-3 16/82-21    Info  closes    out   open    I tems    10   comparison    limits 
of   Sr-?0  sample    taJen   during   821113-19    insp 
PAPERIELLO.C  J       Region   3.    Office    of   Director         83/03/09        DDLAN,  J  E 

American  Electric    Pouier   Service   Corp        DDt.AW,  J  E        Indiana   & 
Michigan  Electric    Co        3pp         18470  Oil        24X    Fiche   50-313,83/05/09, 
0303170303 

9303160121    Application   to   amend   Licenses   DPR-SB    l<   DPR-74,  adding    Tech 
Spec   Section  4  O  3   to    incorporata    inservice    insp   t   tasting 
requirements    of   A3ME  Code   section   XI   Class    III    fee    for    Unit 
1    It  Class    I    foe    for   Unit   2  encl 

HER  ING,  n  F        Indiana   &  Michigan   Electric   Co         83/03/10        DENTON,  H  R 
Office    of  Nuclear  Reactor  Regulation,    Director         4pp         1Q44B   103 
24X  Fiche    50-313, B3/OS/10, 8303160131 

— 3303160126  Proposed   Tech   Spec  Section   403,  Incorporating    imorvlce 
insp    fc   testing   requirements   of   ASME  Code   Section   XI 
n      Indiana  &  Michigan   Electric   Co        83/03/1O        32pp         18448    10? 
S4X   Fiche    30-319,  B3/OS/10,  8305160121 
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B303Q4QO34     IE    Info   Notice    B3-3O,     "Miaaflp  I  tea  U  on    of    generic    Emergency 
Operating    Procedures    (EOF)    Guide  I  Lnei    "   Svt    list    end 
JORDAN. C  L        Division   of  emergency   Preparedness   l<   Engineering 
Respond    (Post    930103)         83/03/11  Consolidated    Ed  I  tan  Co      at   Neu 

York,      Inc  Hipp          13321    003         24X    Fiche    3Q-OOO.  83/03/1 1,  B3O3040034 


—  B3Q3Q2Q13I    UER    B3-025/Q1T-O  on   B30409.  eah  le   vault   Jlalon    sot    failed    to 
meet    design    concentrations   &   declared    Inoperable    Cause 
unknown   Review   of    ta«t    data   S<   sys    review  continuing 
JACDUES.P         Indiana   &   Michigan  Electric    Go        83/04/19  Region   3, 

Office    of    Director         lp         1B2B4  063        24X   Fichs' 50-313,  83/04/19. 
B30S020141 


63OS24007B    Ach    receipt    of    B304S9    Itr    inmrming    HRC    of    *teps    taken    to 
correct    violations   noted    In    IE    In*p   Refit*    80-313/63-02  & 
SO-316/03-OS 

SHAFER.W    0         Region   3,     Office    of    Director         B3/Q5/17         BOLAH. J    E 
American   Electric   Power   Service  Co-rp,       DOLAN,  J.  E        Indiana    &  Michigan 
Electric    Co          lp          1S54.B   328         24X   FlcJie    3O-3I  9,  83/09/17-  930324007B 


B30923O373  Foruiard  t    engineering    evaluation   rept.     "Cracks    ti  Leaks    in 
Small    Diameter   Piping    " 

BROWN.  E  J        Reactor    Operations   Analysis   Branch        B3/04/19 
SEVFRIT.K   v.       Reactor    Operations   Analysis   Branch         ip         18341    342 
24*   Fiche    30-000,  83/04/19, B303230373 


— a305240DBi  Responds    to   NHC  830329    Itr    re    violations    noted    In    IE    In*p 
Rlpts    SO-3I3/B3-02   fc    80-316/83-03   Corrective    actianl-ltr 
reamplias  iiing    need    to    Insure    tB<ting   D/approved    procedure* 
sent    to    all    chemical    section   personnel 

HUNTER.  R   S        Indiana    It  HleJiigan  Electric    Co        83/04/38 
KEPPLeR.J   0         Region    3,     Office    ef    Director         2pp          18346    329         24 X 
Fiche    50-313,63/05/17,3305240070 

8303040040    IE    InFo   Notice    33-31,     "Err-or    in   ADLPIPE    Computer   Program    " 
Svc     1 1  »t    enc 1 

JORDrtN. E  L        Division   of    Emergency   Preparedness    &.  Engineering 
Response    (Post   B301O3I         83/OS/19  Consolidated   Edison   Co      of   Weu 

Yuri,     Inc          Hipp          [8697    00?         34 X   Fiche    30-000,93/05/19,8303040040 

B30J04004J,    IE    Info  Notice  03-33,     "Nonrepreaentativ*   Sampling    of 
Cdntaeninated    Oil    "    5-vc    list   «nc  1 

Nj  E  L        Division   of   Em«rB0>icij   Preparednea*   4   Enginairlns 
sB     (Post    S30103>         B3/03/2f>  Consolidated    Edison    Co.     of    NiU 

Inc          1  Upp          1H647   007         Z1X    FUna    50-000. 83/OS/S6,  B303040046 


— 8303230619   "Cracks    &  Leal*    in    Small    Diameter  Piping,"    enainetrinfl 
evaluation    rept    Small    pipe    leaks    assoclatid   u/unantlcipated 
vibration   problems    raqutre   add!    supports    or    rerouting    of 
piping 

BROWN, E  J        Reactor    Operations   Analysis   Branch        B3/04/19.       9po 
13341    343         24X    Fich  a- 30-000),  B3/04/19,  B30323O373. 

830S02D44O   RO   on    B3042O.  ua<tv   gas    holdup    sya    exceeded    oxygen  b  hydrogen 
limits    Cause    not    stated    Proposed    Tech   Spec    changes 
increasing    omjgtn    concentration    limit   will    be    reviewed    by 
B30422  FuUouup    rept   will    be    submitted   ulthin    14    days. 
BMITH.W  0         Indiana    S.  Michigan   Electric   Co        B3/04/20.       KEPPLER,  J.  0 
Begun  3,    Offlc.    of    DiTBCtor         lp         18283  091        24X 
Fiche    30-313,83/04/20,8303020440 

B3O3020299   Forwards    UER    B3-O27/03L-0 

SMITH,  W  Q         Indiana    i.  Michigan    Electric   Co        83/04/32        KEPPLER,  J  0. 
Segion    3,    Dfflca    of    Bir.ctor         lp         18377    112        24 X 
Fiche    90-313,33/04/22,3303020299 


R      Periodic:    operating   reports    £>  related    correspondence- 

830S(J?03t3   Advi>«i    of    lulmttUl    of    "Annual    Environ  Operating    Flap  t    11BS" 
undfi-    separate    cover 

HSfllNOjR    F        Indiana  A   Michigan   Electric    Co.       33/05/03        DEN  TON,  H  Ft 
Office    of    Nuclear   Reactor  Regulation,    Director         lp         1B363  360.       24  X 
Ficfie    30-313.63/05/031  B303090363 


Formard*    "DC   Cook   Nuclear    Plant  Units    1    t,  S  Annual    Environ 
Operating   Wept.l9S2   " 

HER  I  HO,  R  F        Indiana  >,  Michigan   Electric    Co        83/O5/03        DEN  TON  •  H   R 
OH  it  it   at   Nuclear   Reactor  Regulation,    Director         lp         18453  300,       34  X 
Flchg    30'319,83/03/O3.S30S!600S4 

8303140063    "DC  Conk    Nuclear   Plant   Units    1    it  3  Annual   Environ    Operating 
Rept,  IvBH  " 

•      Indiana    t  Michigan  Electric   Co        *      Anvriart  Electric   Pouer   Co    i 
Inc         93/05/03         335pp          16453301          24X    Flehe    S0-313r  S3/03/03, 
8305160054 


S      Raportable    occurrences,    LERs  &   related    coires pondtnce 


B3O3SB0124  Foruards   updated    LER   fla-103/tHX-I 

SMITHjH   0        Indiana    b  Michigan  Electric   Co        83/03/17 
Region   3.    apfic*   at    Director         lp         17701,  332        24X 
Ftehe:  SO-315,  93/03/17,8303250126 


KEPPUER,  J.  0 


— 8303380136  Updated   LER   B2-10I/OU-1    on    821 123, during    surveillance    ttlt, 
motor    operated   valve  HMO-733   to   uiast    turaina    driven 
auiillary    feed   pump    uiauld    not    open  Cautttd    by    valve   &  exhaust 
fan    for    turbine   driven   auxiliary    feed    pomp    room  malPunc t Ion 
PALMER,  R   A        Indiana   t>  Michigan   Electric   Co        B3/03/17  Region 

3,    Office   of    Director        2p         177Oi  353        24*   Fiche    30-313,83/03/17, 
9303260134 

B303130097   Forward*  LER   83-024/Q3L-0 

SMITH,  H  C        Indiana  fr   (llchlaan  Electric   Co        83/04/13        KEPPLER<J  <3 
Region  3.    Office    of   Director        lp         IB437   284        24 X 
FUha    30-3i3.B3/04/13Ja303iao097 

— B30M30101    LER  B3-024/O3L-0  on   83031 7, dur ins    normal    operation,  Fire    Door 
517    frotTr  contractor    accei*    control    to  auilllarv    bldg    would 
not   close    prop*rlij   C^uied   t<i    attended   dead    bolt    lock 
preventing   doors    from   closing    Dead    bolt   removeij 

JACQUES;  P   H        Indiana    It  Michigan  EUccric    Co        83/04/18  Region 

3,    Office    of  Director-       lp         IB437  SS5        S4K  Fiche   SQ-31S,  S3/O4/1 5, 
B303130097 


— B3O302O312  LER   83-O27/O3L-O*  on   830111,  AD    dlesel    engine    removed    from 
svc    to    repair   minor    fuel    oil    leak    an    front   bank 
injector    pump    S    Gasket    replaced    on   pressure    gcreu  Engine 
returned    to    svc    on    330112 

ROBINSON,  D         Indiana    &   Michigan   Electric    Co        S3/04/22.  Region 

3,    Office    of    Director,        Spp         1B277    113        24X  Fiche- 30-319, 
B3/Q4/SZ,  S303OSO299 


830S02O317    Forwards    LER    83»O2i/03L-0 

SMITH,  W  0         Indiana   fc   Mich  loan   Electric    Co        83/04/22. 
Region  3.     Ol-fica    of   Director         IP         1B277    173        24X 

Fiche    3O-313,  BS/04/aSj H3OOD20317 


KEPPLER,  J.  O, 


— a3030'20321    LER    B3-OS6/O3L-0    on   830324,  during    OA  audit    on   Pr1I-227cXr  hole 
found    In    fir?    barrier-    penetration    seal    F-6107  Causa    unknown. 
Seal    repaired 

ROBINSON,  D         Indiana    «.   Michigan   Electric    Co        83/04/22.  Region 

3,    Office   of    Director         lp         18277-174        S4X  Fiche;  30-3i5, 83/04/32, 
B303O20317 

83050S04QO  Foruiards    LERs    B3~02B/03L-0,  B3-029/03L-0  k  S3-030/03L-0 

SMITH,  U  0         Indiana    1-  Michigan    Electric    Co        B3/04/29        KEPPLEH.  J   O 
Raglon    3,    Office    of    Director         lp         18343  2B6.       24X 
Ficha    30-313,  B3/04/29,  B3OSO&04OO 

--^303060406    LER    B3-O2B/O3L-O    on    03O331, after    completion    of    surveillance 
test    on    lolld    state    protection   syi    train   A  &  revlau   bg    inalnt 
luperviBDr,  *ys    declared    Inoperable    to    troubleshoot    possible 
problem  u/safatg    Injection    reset    time    delay 

PALMER, R  A         IneUJna    b  Michigan   Electric    Co.       83/04/29.  Region 

3,    Offle*    of    DIrettor.       2pp         1B343  2B7.       24X  Fiche    30-313, 
83/04/29,  S 3030 60400 

— 8303060411    LER   B3-OE9/O3L-O    on   830403,  control    room  Access   Fire   Ddor    41S 
would    not   oparatB    properly    Caused    by    extension   rod    being 
pulled    IQOSV    from   door    fraflie    shoe   Shoe    set    scrauis    replaced 
tt   eitansibn    rod    re'lnsta.llad 

ROBINSON,  D.        Indiana   &    Michigan  Electric    Co        B3/04/29  Region 

3.    Office    of    Director.        lp         18343. 2B9        24X  FichU' SO-31S- B3/04/39i 
6305060400 

— 9303060414    LER    83-O30/O3L-0    on    B304Q2,  while    on    tour,  security    guard 
dlicovBred    DlesaL    Room    AB    cardoi    sys    Isolated   u/nc    one    In 
room  Caused    bi/    personnel    error   Operator    Instructed    on    proper 
procadurvB    far    etlting    carbon    dlatide    protected    area*. 
KRAU3E.D   F,        Indiana    t  Michigan   Electric   Co        83/04/27  Region 

3.    Office   oi    Director.        Ip.       IB343.290        24X   Flehe:  80-313,  B3/04/29j 
B303OS040O 


B30302O141    Forwards   LER  B3-OB3/01T-0 

3MITK.H  0        Indiana    t.  Michljan   Electric    Co        B3/04/I9 
Region  3,    Office   of    Director         If,       1B2B4  064        24X 
Fiche,  50-3 IS,  83/04/19,  8308030141. 


KEPPLER,  J  D. 


a30M20396   Forwards:    LER    B3-O31/03L-0. 

SfllTH,  W,  0         Indian*   &  Michigan  Electric    Co        83/03/04. 
Ranlon   3'    Office    of    Director.       lp         18431    027,       24X 
Ftehe- 50-313,  83/03/04,8303120396 


KEPPLER,  J.  0. 
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B3O-t07,  uh  i  Is  attempting  to  i 
rsonnel  dirlock  would  not  opi 
ing  out  of  adjustment  Cable 


—  3303120399   LEU    83-031 /03L~0    on    B3O-107,  uh  1 1  e    attempting     to    ent    upper 
conta! nment    outer    door    of 
Caused    by     inter  lock    cable 
rep  lac  ed 

CARTEAUX,P          Indiana    t.    Michigan    Elettric    Cn         B3/03/O4  Region 

3,     Office    of    Director          Ip          18431    O2S         SIX    ficlie    30-315,63/05/04. 
8303120376 


B30527010/   LER    B3-037/O1 T-0   on    S3Q4I6,   I?-h    grab    sampling    requirement 
of    Tech    Spcts    not    mot    Caused     by     individual    attempting     to 
rppair    hydrogen   monitor    unable    to    ubtain    sampling    at 
required     time    U/EJ30319    Itr 

PALMER, H    A         SMITH. W   C         Indiana    I    rii^hiaaii    tlsitnc    Co         93/O5/19 
KEPPLER    J   H         Region    3.     Office    of    Director         3pp  18639   341         24X 

Flche    30-315,83/05/19,3305270107 


8305170441    Forwards    LER    83-O32/03L-O 

SMITH, W0          Indiana    &    Michigan    Elettiic    Co         93/05/06 
Region   3.     Office    of    Director          Ip          18471    328         24X 
FiChe    30-313.83/09/06,8305170441 


KEPPLER,  J   G 


— 8303170444    LER    83-032/Q3L-0    on    B304O7, dur i ng    normal     operation, OA    insp 
of    containment    revealed    several     items    of     loose    debris    (• 
inadequately    restrained     items     Items    removed    or    properly 
secured 

CARTEAUX.P          Indiana    t.    Michigan    Electric    Co         83/09/06  Region 

3,     Office    of    Director          Ip          18471    321         24X    Fiche    30-313,83/03/06, 
8303170441 


8305270444    LEfl    33-038/03L-0   on    63O421 ,  during    normal     operat  ion,  des  ign 
discrepancy     in    wiring    discovered     m     IOUJBI     containment 
airborne    monitor    Train    A    Caused    by    voltage    dips     in    Airing 
Wiring    corrpctsd    V   monitor    returned    to    avc    W/B3Q520    Itr 
PALMER. R    A    .     SMITH.  W   0         Indiana    ',   Michigan   Fleclnc    Co         93/09/20 
KGPPLER,  J   G         Region    3,     Office    of    Director         3pp  1B642   242         24X 

Plche    50-315, S3/03/20, 8303270404 


DOCKET    30-316   DONALD   C      COOK   MUCLCAR   PGWFR    PLANT,     UNIT   2 
F      Security,     medical,     emergency    '•    Site    protection    plans 


9303130176   Forwards    LER    93-033/Q3L-Q 

SMITHiW   Q         Indiana    t.   Michigan    Electric    Co         93/03/09 
Region   3.     Office    of    Director          Ip          18439    360         34X 
Fiche    30-313. 83/03/O9, B30SI30I 78 


KEPPLER. J   Q 


6305170370   (lev    4    to   PMP   20BD   EPP    OO9.     "Initiating    Manning    of    Emergency 
Response    Facilities    &   Calling    Off-Duty    Plant    Psrionn.el     " 
«       Indiana    J.   Michigan   Electrn    Co         83/04/19         13pp          1B463    167         24X 
Fiche    50-315,93/04/19,8305170270 


—  8303130191    LER   S3-Q33/Q31.-0   on   830409.  dur  ing    normal    operation,  following 
•daily   routine    particulate    filter    change    on    lower    containment 
airborne   muni  tor,  train   Q   ERS-14OO   failed    to   operate 
Cause   unknown   Flush    channel    cleared 

PALMER,  R    A          Indiana    t-   Michigan    Electric    Co         83/OS/09  Region 

3,    Office    of    Director         2pp          18439    361          24X    Flche    3O-3IS, 
B3/03/09.  8303130178 

6303130206  RO   on   830506,  di  scovered    that    chemical    vol    control    sys 
holdup    tanJis    not    sampled    in    12   h    time    period    required    when 
automatic    gas    analyier    inoperable   Sample    performed    approi 
4-3  h    late 

SWITH.W  0        Indiana   t,   Michigan   Electric    Co        83/O3/09        KEPPLER.  J  G 
Region  3,     Office    of    Director         Ip         1B439  337        24X 
Flch»    S0~313i  83/03/09,8305130206 

830324032?  LER   B3-034/03L-0   on    930413.  Pyralarm   detector    alarmed    fc    found 
unplugged,  rendering    Fire    Zone    4    detectors    inoperable   Caused 
by    failure    to    plug    in    alarm  after    conduit    installation 
Pyralarm   reinstalled    &    syu    verified    operable    U/S30913    Itr 
PIEHL.H   H    i     SMITH,  W   0          Indiana    (.   Michigan   Electric    Co         B3/OS/13 
HEPPLER.J   O         Region    3,     Office    uf    Director         2pp          18349   386         24X 
Ftch*    30-313,83/03/13,8303340329 

S30324Q33Q  LER   B3-039/O3L-0   on   Q301  14.  de  I  uge   valvca    for    Instrument 
room  purga    oihauit    1-HV-CIPX-l    ic   control    room   cleanup    sys 
1-HV-ACRF-l    uiould    not    open    upon    actuation    signal    Caused    by 
fjllun    of    time    delay    circuit    boarile    M/030513    Itr 

PALHERiR.A  ,  SM1TH-W  O  Indiana  &  Michigan  Electric  Co  83/03/13 
KEPPLER,  J  0  Region  3,  Office  of  Director  3pp  18374  083  S4X 
Fiche  30-313,83/03/13.8305240330 

B303240345   LER    B3-036/03L-O    on    830418,  eight    charcoal     filter    fill    hole 
invar*    on    IH-HV-AFX    spent    fuel    storage    pool    eihausl 
ventilation    SIJH    found    loose   Caused    by    lack    of    procedure 
ip»cifying    correct   matl    New   procedure    iDrltten   H/Q3O316    Itr 
ROBINSON.D   ,    8MITH-W  G         Indiana   fr   Michigan   Electric    Co        83/O3/16 
HEPPLER.J   0         Ragion    3,     Offico    of    Director         2pp          1S972   361         24K 
Flehe    SO-31  3.  83/O3/16.  8303240343 


KEPPLEfi,  J  0 


3303240362   Forward*    revised    LCRi    82-I10/03X-1    (.   B 

BMITHiH  0        Indiana   It   Michigan   Electric    Co        83/03/16 
Riglon   3,    Office    of   Director         Ip         18374    003        24X 
Fich«    30-313,83/03/16,8303240363 


—  8303240370  Revtted.    LER   B2-110/03X-1    on   S31230.uhile    performing    Ue 
eondansor    tour,  intBrmed  late    dec!    door    discovered    froien 
shut  Cause    of   moisture    untnoum    Ice   removed    Doors    operable 
No   further   ppobloms    observed 

CAMPiM  J         Indiana   *   Michigan   Electric    Co        83/03/16  Region   3, 

Office    of    Director          Ip          18374    004         24X    Fiche    30-313,83/03/16. 
B  303240365 

--B3QM4Q374   Revised    LER   B2-11I/03X-1    on    B5t  109,  dur  ing    normal    operation, 
auilliary    cable    vault    eipnrienced    Inadvertent    carbon   dioilde 
discharge   Caused    by    isolation    of    main    carbon    dlotlde    tank 
V4lv>    isolating    tank    closed    &   main    Isolation    reopened 
KflAUBE.  D  F        Indiana    t,  Michigan  Electric    CD        B3/03/I6  Region 

3,    Office    of    DlrBctor        3pp         18374   003        24X   Fiche    30-313, 
B3/03/16,  8305240362 


—0303170374  Replacement   pages,  to   PMP   ?O01    FPP   02/,     "Wm  t   Vent   Emergency 
Release   Hate   Determination    " 

»       Indiana    f.   Michigan   Electric    Co         BJ/O1/39         7pp          18463    ISO 
24X    Flche    50-313, 93/04/19. B305170270 

830SQ40339   Releases   public    version    of    temjif.rflry    change    to   rev   to   App   H, 
hosp    assistance   plan 

FELTON,  J   M         Division    of    Rules    and    Records         B3/01/J5  Document 

Management    Branch         Ip          1B326   347         P4X    Flche    50-315,83/04/23, 
g3030402S<? 


--9303040P63   Forwards    public    ver 
App    H.hosp    aaslitance    plan 
*      Indiana  it  Michigan   Electric    Co 
Detailed    Affiliation   Given         Ip 
Fiche    50-313,83/04/23,3303040259 


of    Temporary   Change    1     to   Rev    4    tc 


83/04/13 
18326   348 


GRIMES,  D 
HrtX 


NHC    -   No 


—  8303040P69   Public    version    of    Temporal  if    Change    1     to    Rev    4    to   App    B, 
hasp    assistance   plan 

*       Indiana    L   Michigan   Electric    Co         E3/04/13         flpp          IB3S6    349 
24X    Fiche    30-315,  B3/04/2S, 


B30312010B   Forwards    foe    re    vevieu   of    alternate    safe     shutdown    capability 
per    10CFR170   22   !,   830331    application 

ALEXICH.M   P         American    Electric    Poiuer    Service    Corp          93/05/06 
DENTdN.H   R         Office    of    Nuclear     Reactor    Regulation,     Director 
DIGOSiR   H         NRG    -   No    Detailed    Affiliation    Given         2pp          1B423    043 
24X  Fiche    30  313,  83/05/06,  9305120COB 

8309240303   Forwards    IE    Insp    Repts    9O-  31  S/HJ-04   *•    50-J1A/93-03   on 
830213-0331    I<    notice    of    violation 

BHAFER.M   D         Region    3,     Office    of    Diie^toi          B3/OS/O6         nOLAN,  J   E 
American   Electric    Power   Service   Corp        rpp         1  B54B    !26        24X 
Fiche    30-315,83/03/06,8303240302 

—  8303340306    Notice    of    violation    from    insp    on    H3031S-O331 

SHAFEH,U    D         Region   3.     Office    of    Director         83/O9/O4         Hop 
18348    128         24X    Fithe    30-315,83/03/06.8303240302 

—9303240309    IE    Insp    Repts    30-313/03-04    t,    "iO-3  16/63-03    on   830213-0331 
Noncompllanca    noted    failure    to   complete    lech   Spet 
surveillance    d   to   establish    fire    watch    in    timely    manner 
BWANSON,  E   R         Region    3,     Office    of    Dirertor         63/03/06         llpp 
18348    130         24X    Flche    30-319,  83/O3/06,  830324O3Q2 

B3031I0034  Genanc   Ltr  83-31    to   all    licensees    ot    opeiatlng    reactors, 
applicants    for    OLs    \.  holders    of    CPs    re    c  lar  I  f  I  cati  on    of 
access    to    contiol    procedures    for    l^ui    6nforcement    visits 
Svc    list    enc  1 

EISENHUT,  D   0         Division    of    Licensing         03/O5/1  1  Consolidated 

Edison    Co       of    New   Yorl1,     Inc          lApp          1634O   095        21X 
FiEhe    30-000,83/03/11,8303110034 

B303180743    Informs    that    NUREO  -0737.  I  torn    III    A   2    I,     "Emergency 
Prspareilneas.  Upgrade  Emergency    Plans    Id    App   E,  IOCFR30," 
completed    Item   closed 

»      Operating   Reactors   Branch    1        83/05/13        DOLAN,  J         Indiana    t. 
Michigan   Electric    Co         2pp          18306    O43         24X   Ficne     50-31S.  B3/O3/I3, 
8303180743 


83O5270087  Updated    LEU   8I-041/03X-1    on   810902, elec tr i cal    ground    traced 
to    B    train    heaters    from   boron    injection    tank    Caused    by 
burnetf-up    neater    element   b   associated    poiuer   cable  Heater    tt 
power   cable   replaced    W/830319    Itr 

MIINEfi-D  G  ,  8MITH.W  0  Indiana  fc  Michigan  Electric  Co  83/03/19 
KEPPLER.J  0  Region  3.  Office  of  Director  3pp  18638  183  24X 
Flch«  30-313- 83/03/19.  83052700S7 
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B3053Q0453    forudrds    FO1A    evaluation    of    prompt    no  1 1 1  Lcat  i  an    ays    propoaec 
•for    Man  en   Dunes    State   Park    Proposed    sys    adequate    to   warn 
IO-OX    af     surrounding    population    Si/s    tuiil     he    etanined    bij 
NRC    during    neat    emergency    pr  epa redness     in-sp 

HIND.  J   r*         Division    of    Radiological    ',    Materials    Safety    Programs 
63/O5/2Q         SaUTHWGDD.  R    J         (1iuhigan-     State    of          Ip          1B513   QOl          24X 
Fifhe    30-315,  B3/Q3/2O.  B30520Q43B 


9.305170711    Requests     ref    For    assumptions    t    methodology    uaad     in 
estimating    post-accident    radiation   environs    to    complete 
environ   equipment    qualification    review  Discussion    of    source 
term*   &  containment    type    should    be    included 

WRGA/SA        Operating   Reactors   Branch    I         83/03/O2        DOLAN,  J 
Indiana   &    Michigan    Electric    Co         2pp          1B496    336         24X 
Flche    3Q-315,B3/05/O2,8305170711 


— B3052QO465    Responds    to    H21213    Itr    r  =    potential     inadequacies    of    public 
notification    sys.    at    Warren    Dunes    State    Park     tn    event    of 
nuclear    emergency    Baled    on    info    provi  dffri,  proposed    sys    (Jauld 
tie    adequate    to    warn    surrounding    population 

ANDERSON, J   T         Federal    Emergency    Management    Agency          B3/04/O I 
HEPPLER.J    G         Region    3,     OFfica    of    Director         3pp          18313   OOP         S4X 
Fiche    50-315,  B3/05/20, S3052Q043B 


J      Insurance   1    indemnity    infornatlon 


E3O5160026    Forusrds    Endorsement    57    to    NELIA    Policy    NF-2OS.    J.    Endorsement 
4<b    to    MAELU   Policy    MT-79 

EJCKLES    J         Harsh    &    McLennan:      Inc          fl3/04/2S         EALTIMAW,  J         Assistant 
Director     for    State    £    Licensee    Relations          3pp          13452   336         24X 
FicKe    50-315,  G3/04/2S.  B30SI60024 


P      Operating     license    4tage    documents    tt    f  orreip  ondence 


B30523O34B    Foriuardi    "Flept    on    DC    Cook    Nuclear    Power    Plant    Back  Fi  tting    6 
Regulatory     Impact    Costs,  "    providing    cost    ana  1  r/sia  ,  p  er    830306 
request 

WHITE,  W   S         American    Electric    Pouer    Co    ,      tnc         B3/Q3/-3O 
TOUflTELLCTTE,  J         Regulatory    Reform   laal    Force          7pp          18544   354         24* 
Fiche    30-315,  B3/O3/3O.  B30323O3&B 

9305230730   Forwards     lilt    of    utili    responding     to    requests     Per    cost 
figures    on    back*  L  t  fclng 

TOURTEULOTTE,  J         Regulatory    Reform    T.isk    Force         03/04/11 
PALLADfNO   N   J         Commissioners          2pp          1B542   372         24X 
Fiche    5Q-Q6Q.  33/04/11,  8303330720 

B30501O354    Foriuards    Amends    72   R    54     to    Ulcenies    DPR-3B   &   CPH-74, 
respec  1  1  velij.,  sa  f  etij    evaluation    b    notice    oF    issuance  it 
ava  t  labi  1  L  tu   Amends    revise    Tech    Spec:    for    cujgen    content    in 
uiaite    decay    tanlcs    &    correct    83O207    rtrtends    69   t    51 

UlGOfHTON.  D   t.         Operating    Reactors    Branch     1          B3/O4i'2S         DOLAN.  J 
Indiana    !.  Michijan   Electric    Co        3pp         lB32d    310        34X 
Flche    30-313.  B3/04/23,  B30S040334 


830MB0314   Requests    addl    info    re   Mercord    pressure    siui  tch,  inc  luding 
detail!    of     functional    verification    during     testing     Info 
requested    lulthln    45    daijs     of    receipt    of    Itr 

VAHQA.  S   A          Dperatinj    Reactors    Branch     1          B3/03/O2         DOLAN,  J 
Indiana    t   rlicnl^an    Electric     Co         2pp          18505   334         S4X 
Ficfie    50-31A,  B3/O5/O2.  83O3ieOB14 

B3030903S9   Request*     submittal     of    Class     I    !.    Ill     feea     for    S1M11     t< 
B3Q333   app  lic»tior,s    for    amend     to    Licenses    DPR-3S   (<    DPR-74 
re    Tecfi   Spec    changes    to   reflect    revised    surveillance 
requirements    for    safety  -related    snubbers 

D1QGS,  R  M        (.lean-so   Fee  Managemflnt   Branch        83/05/04        DOLAN.  J 
Indiana    i.    Michigan    Electric     Cc-         Ip          1B367   219         24X 
Ftch*    30-313,  B3/03/04.B30S09O339 

B30517O076   rar-iuai-d's    Amend*    73    t.    33    to    Licensee    DPR-3B    (.    DPR-74. 
rejpec  ti  veliji  safety    evaluation   tf  notice    of    issuance   & 
availability    Amends    permits    storage   of    Wostinghnuse    15il3 
optimliei)    fuel    atsemblies    w/U    enrlchraHnt    to    451   U-233 
WlGeiNTONi  D    L          Operating     Reactors    Branch     1         83/03/04         DOLAN,  J 
Indiana    t.    Michigan    Electric     Co         2pp          1B493    166         24X 
Fiche    3O-31S,  B3/-03/04,  S3031  7O076 

—  3303170060   Amend*     73   *   35    to    Licenses    DPR-5S   *    DPR-74,  respec  tl  ve  1  1|. 
permitting    storage    c-f   Westinghouse    19U5   optimiied    fuel 
assemnlies    u/U    enrichment    op     to    4X    U-235 
VARflfl.S   A        Operating   Reactors    Branch    1        B3/03/04        9pp 
13499    169         2flX   Flche   30-315,83/03/04,8309170076 


—  H3051701O9    Safety    evaluation     supporting    Amends    73   & 
DPR-9B  ti    DPR-  74,  respectively 

*      Office    of    Muc  1  ear    Reactor    Regulation,    Director 
I847S    17B          34X    Fiche    SO-31  3,  93/03/O4,  B303I70076 


35    to    License* 
S3/03/04         Spp 


—  a3Q317<J112   Notice    of    issuance    &    aval  lab  1  1  1  tu_    of    Amends    73  t   35    to 
Licenses    DPH-sg  &    DPR-74,  reso  BC  ti  velij 

VAROA,  S  A        Operating   Reactors    Branch    I        B3/O5/04        Spp 
13493    193         24X    Flche    SO-31S.  B3/O3/O4.  8303170076 


--8305040363   Amends    72    !<    54    to   Licensee    DPS-SB    *,   DPR-74,  resp  actl  vo  ly. 
rovtilng    Tech    Specs     for    oujgen    content     in    waste    decay    tanks 
&    correcting    S3Q2O7    A/rends    69   t    3[ 

VARGA.S    A         OperatiJi}    Reactors    Drancfi     1          H3/04/25         l&pp- 
31E         3tJ{    Flehf    90-31  5,  83/O4/23,  S3OSOi)O334 


—  8303040"J7-1    Safety     evaluation    supporting    Amands    72   4    5*    to    Licenses 
BPR-38   *    DPR-74,  resp*c  tively 

•      Office    of   Nuclear    Reactor    Segu  1  at  ion,     Director         33/04/23         3pp 
1B326   323         24*    Flche    3D-31  &,  B3/04/^5.  B30SO4O334 


--B3Q5O403B3   Notice    of    issuance    *    availability    of    Amendu    72   &    34    to 
Licenses    DPR-3B   i    DPR-74,  respective  1 Y 

VAflGA    S   «         Operating    Reactors    Dranth    1          B3/04/23         2pp 
1B326    331          34X    Flche    50-315.  B3/04/S5,  B305040354 


B305030S57    RBSponrfs    to    B21B09    Ur    requesting    comments    on    Science 
flppllcat  Ions,  ln(    draft    Final    rept,     "VJ  1  ife-Irapact    Analysis 
oF    Recotnmendat  lo-n    re    Steam    Generator    lube    Degradations    6 
Rupture    Events"    (Generic   Ltr    82-33) 

HERIMOift    F         American    Electric    Pouer    Service    Corp         03/04/96 
BENTGN.H   R         Office    oF    Nuclear    Reactor    Fle-gula  tl  on.     Director 
IB300   037         24X    Fic^B    5O-31  5.  83/04/36,  B303O3O237 


7j>P 


930304O641?    Kequeitl    revieu   of    responses    to    S£R     Fat-    environ 
qualification   equipment    items    for   which    justification    for 
continued    operation   not    previously     submitted 

VARGA.  S   A         Operating    Re-actors    Branch     I          B3/04/27         DOLAN.  -J 
Indiana   *•    Michigan    Electric    Co         3pp          1633d   272         34* 
Pictie    3O-313,  83/04/37.  B303O4044? 


B30503OSI9   Advises    that    separate     itrdin*    pailiculate    samp!  ing    B<J 
installed    !i    temporari;    mods    performed    on    vent    monitoring    sifSi. 
per   NflC    030314   order    re   NUFtEO-0737.  Ite/i    fl    F    1  ,  Attac  hment    2 
Unit     1    iys    operational    Unit    2    sijs    will    be    completed    shortlu 
ftLEX!CH:M  P        American  Electric   Power   Service    Corp        83/04/29 
DENTON.HR        Office    c-f   Nuclear   Reactor    Regulation,     Director 
18293   326         £4X    Ficfie    50-319,63/04/29.0303030919 


2pp 


B3050204S5   Generic    Ltr    B3-19  to   all    power    reactor    J-    testing    llceniaes 
re   nciu   p  rocertures.    (or    providing    public    notice    conternlng 
issuance    of   JmendB    to    QLs   Svc    list    end 

EISENHUT,DG         Division    of    Licensing         S3/G3/02  Consolidated 

Edison   Co       of   rjeu    Yon,,     rnc         50pp          [B441     120         24X 
Fiche    50-000,B3/-05/Oa,fl309020455 


83051B0536   Advises    that    action    required    by    Amends   67   «,    49    to  Licenses 
DPR-3B  ft    DPR-74.Te9£iect;lV(Mij    *.   Oeneric    Ltr    B3-O7   complete, 
based    on    utiJ    nBgotlating    u/DQE    re    disposal    of    high    level 
uaste    or    ipent    nuclear    fuet 

VARGA,  S   A         Opuratino    Reactors     Branch     1          83/O5/04         DOLAN,  J 
Indiana    t   Michigan    Electric     Co          2pp          1S303   076         24X 
FiChe    30-315,  83/O9/O4.  B3051B0536 

B30S090639  Generic    Ltr   B3-2O    to    all    operating    reactor    licensees   & 
ftoldera    of   CPs    re    Integrated    scheduling    for    implementation 
of    plant   nods    Svc     list    end 

EISENHUT,  D   Q          Division    of    Licensing         B3/05/O9  Consolidated 

Edison    Co       ap    New    York.     Inc  l&pp          1B627    193         24X 

Fiche    30-GOQ.  S3/03/O9,  B305090637 

B30S16O121    Application    to    amonrf    Licenses    DPR-SB  t-   DPR-74,  add  ing    Tach 
S0«c    Section    4   O    3    to    incorporate    Inservicc    insp    &    testing 
requirements    of   ASME   Cade   Section    XI    Class    III    fee    for    Unit 
1    t>    Class    I     fee     for    Unit    2    one! 

HEFUNS,R    T          Indiana    {.   Michigan    Electric    Co         B3/03/10         DENTQN.  H   S 
Office    of    Nuclear    Heactor   Regulation,     Director        4pp         1B44S    105. 
24X    Fiche    30-315.  B3/O5/10.  S3O3160121 

—  03D31AOI26  Propnaed    Tech    Bpet    Section    4    0   S,  Incorporating    inisrvlce 
insj    ti    tD&tina    renuJramen  ts    of    ftSHE  Code   Section    XT 
*       Indiana    t.   JlitAiaaai    Electric    Co         B3/O3/1O         32pp          18448    1O9 
24X    FtchP    50-313,33/03/10.3303160121 

B3051BOB38  Advise*    that    info    provided    in   821113  I,    1214    Itrs    re   TMI 
Items    II    F    l    i    g,    n    F    1    2   on    particulate   monitors    resolved 
concerns    Info    acceptable 

VARffA.E    A         Operating    Reactors     Branch     1          83/03/10         DOLAN,  J 
Indiana    !<   Michigan    Electric     CD          Spp          1B306   013         H4X 
FicJie    30-313,  B3/O3/1O,  83051BOS3a 

83052(40281     Responds     fco    NRC     Final     rule    10CFR5O   49    re    electric 
equipment    environ    (qualification    Right    to    amend1   response 
reserved    until    meeting    u/NRC    scheduled    to    resolve    environ 
qualification    deficiencies 

HER  I  NO,  R    F          Indiana    %    Michigan    Electric    Co         B3/O3/30         DENTON.  H    R 
Office    of    Nuclear    Reactor   Regulation,    Director         16pp         18655  32  O 
a-lX    Flcie     50-313,  B  3/O5  /SO, 
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8303310088   OlEtusses    plant-specific    evaluation    of    relief    A    safety 
valves    fc    related    discharge    piping    analysis    per    820709    1 tr 
Toledyne    analysis    revealed     that    discharge    piping    sys    mill    tie 
overloaded    f<    supports    stressed    beyond    allowable     limits 
HUNTER, R    3         Indiana    t,   Michigan    Electric    Co          63/05/27          EENTON, H    R 
Office    OF    Nuclear    Reactor    Regulation.     Director         2op  ISiBa    OfaS 

SIX   Flche    30-315,  B3/O5/27.  B3O53100B5 


0       Inspection    reports.      IE    Bulletins    fc    correspondence 


930521030^    Forwards     IE-     Insp    Rents     30-Jl  b/8  J-O1    '•    SU-JIA/O3-OS    on 
830313-0331     *.    notice    af    violation 

SHAFER.W    1>          Region    3,     Office     of    Dnectoi  a3'OS/06         DGLAN, J   C 

American    Electric     Power    ServiLfi    Cgrp          DUl.rtN. J    E  Indiana    fc   Michigan 

Electric    CD          2PC  13516     126          24X    Fietie     5O-3L1.  B3/O9/O6.  030331O3O3 

--B30524030C    Notice     of    violation     from    insp     on    BJ02] 3-033 1 

SHAFEH    II    D          Region    3,     Office    of    Director          03/OS/Ob          2p  |i 
19S18    !2B         ?4X    Ficht    50-31S,  £33/03/06,  E)3052<1030;2 


B305200294    Forwards    order     imposing    civil    monetary    penalties     transmitted 
to    licensee   on   B31O14, for    transmi tlal    to   Ofc    of    FR    for 
publication  W/o   encl 

AXEURAD,  J   A         Director's    Office,     Office    of    Inspection    and 
Enforcement         B2/10/13  Docketing    t.    Services    Qianch  lp 

IBSlfi   271          24X    Fiche    30-31  3,  B2/ 1O/1  3,  03032002^4 


— 0303240305     IE     Insp    Repts    5O-3 I 5/B3-04    !•    30-316/83-03    on    830213-0331 
Noncompl  lance    noted     failure     to    complete     Toch    5|iec 
surveillance    (.    to    establish     Fire   indlcli    i  n    tljnelij    manner 
SWANBON.E    R     ,     DUBJJV.  N    C    .     DDVD,DC          Region    3,     Office     of    Director 
B3/OS/06          llpp  1834B    130          Z4XFjcHe     3O-31 5,  B3/O5 'O6.  [1303340301 


8212060363    IE    Info   Notice   03-14.     "Deuate. ed    Spent     Ion    Eichange    Resin 
Susceptibility    tn   Eiotherroic    Chemical    Reactinn    "    Bvc    list 
•  ncl 

TAVLOR.J   M         Division    of    Safeguards    S-    Inipection    Programi     (Post 
B30103)         B3/03/21  Consolidated    Edison    Co       of   Now   York,      Inc 

HSpp         1830B   319         24X   Fiche    30-000-83/03/31.8212060383 


QJen    El  lijn.  IL 


0305170435   Confirm*    arrangements     for    QJO62J    moetu 
to    dlicuss    BALP    for    Facilities- 
NOFtEl.rU5,C    e          Division    of    Project    l<   Roaident    Programs          O3/OSJ/O*/ 
DDL  AN,  J   E         Amen  can    Electric    POIUOI     Service    Corp          DDLAN.  J   C 
Indiana   !<    rlicnigan    Electric    CD  Ip          10470    OfcEJ         £!4X 

Fiche     30-313,  83/05/09,  9303170485 


8303040031     IE    Info    Notice    B3-31,     "Defective    Emergency    Use    Respirator    " 
8vc    list    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness   t,   Engineering 
Retponie    (Post    B30103J         83/04/13  Consolidated    Ediion    Co       of    New 

York,     Inc          126pp          10433    133         24X    Fiche    SO-OOO,  B3/04/I3,  33030100S I 

9303030347   Forwards    1C    Imp    Repts    5Q-31S/B3-O1    t,    50-316/B3-O1     nn 
830117-31    li  0217   No   noncomp  1  lance    noted 

NDRELIUS.C    E         Division    of    Project    6    Resident    Programs          B3/O4/15 
DOLAN.J  E        American  Electric    Power    Sarvica   Corp        DOLAN,  J    E 
Indiana    fc   Michigan    Electric    Co         2pp          18274    O94         24X 
Fichi    30-313, B3/O4/IS, S303030347 

— B30S02031B    IE    Insp    Repts    90-31S/B3-01    t,    30-31*/B3-Ol    on    030117-21    ti 
0217  No   noncompl iance   noted    Major    areas    inspected    QA/QC 
organiiation  4  program  mork    controlsi  design    controls    t, 
control    of   contractor    activities 

DUBRV.N    .     HELLER, J   .     HOLZMEfJ,  M         Region    3,     Office    of    Director 
93/04/14         llpp          1B274    096         24X    Fiche    30-315, B3/04/ 1  5,  B305020347 


"BUR   Safety/Relief   Valve    Failures 


6303040083    IE    Info  Notice    03-3£ 
Svc    Hit    encl 

JORDAN, E  L        Division    of   Emergency   Preparedness   t>  Engineering 
Response    (Post   030103)        83/04/22  Consolidated    Edison    Co      of   Neui 

York,     Inc          USpp          183B3   009         24X    Fiche    30-OOQ,  03/O4/22.  B303O40033 

B3030400S3    IE    Info    Notice    03-23,     "Inoperable    Containment    Atmosphere 
Banilng    Sys    "   Svc    list    snc 1 

JORDAN, E   L         Division    of    Emergency    Prepaiedneas    5<   Engineering 
Rtiponse    (Post   B3OI03)        83/04/33  Conaol 1  da  ted    Edison    Co      of    New 

York,     Inc          USpp          18381    291         24X    Fiche    50-000,  B3/04/23,  8303040023 

B303040026    IE    Info  Notice    03-24,     "Loose   Parts    In    Secondary    Side    of 
Staam  Oenerators   at   PWRs    "    Svc    list    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness    J,   Engineering 
fivsponie     (Post    8301O3)          Q3/04/3S  Consolidated    Edison    Co       of    Neui 

Yuri,     Ine          H5pp          1B392   047         24X    Fiche    50-000,  B3/04/2B,  B303040026 

8303040027    IE    Info   Notice   83-35,     "Standby   Gas    Treatment   Sy«    Heater    High. 
Tamp   Trip   Setpoint    Adjustment    "    Svc    list    encl 

JORDAN.E   L         Division    Of    Emergency    Preparedness    (,    Eng  ineer  ino 
R*»pon*i    (Post   030103)         03/04/20  Consolidated   Edison    Co      of    New 

Yorli     Inc          llBpp          1B3B2    165         24X    fiche    30-000, 83/04/28,  B30304OO27 

8303040038   IE    Info   Notice   83-36.     "Failure    of   Safety/Relief    Valve 
Discharge   Line   Vacuum  Breakers    "    Svc    list    encl 
JORDAN. E  L        Division    of   Emergency    Preparedness    t.   Engineering 
FUtponse    (Po.t   B301O3)         B3/05/03  Consolidated   Edison    Co      of    Mem 

York,     Inc          123pp          10441     170         24X   Fiche    5Q-QOO,  B3/03/O3,  8303040028 

9303040030   IE    Info   Notice   B3-37,     "Operational    Response    to    Events 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "   Svc    list    encl 

JORDAN, E  L        Division    of   Emergency   Preparedness    &  Engineering 
R.tponi.    (Post   830103)         B3/03/04  Consolidated    Edison   Co      of    Mew 

Vorfc,     Inc          113pp          1B382    203         24X   Fiche    30-OOO,  B3/OS/04,  B303O40Q3Q 


0305170303  Foruards    addendum   consisting    of    con  f  n'ma  tory    mea  •  ui  emeu  tt 
prooram    data    sheet    for     [E    Insp    Repta    SQ-IIS/BS-S  I     (, 
SO-3  16/02-21     Info    closes    out    open    items    IP    comparison    limits 
of    Sr-TO   aaraple    taken    dur  inu    831113-1?    imp 
PAPGRIELLO.C    J         Region    3,     Office    nf    nirectoi  Bl/OS/09          1)01  AW.  O    C 

American   Electric    Potuar   Service    Ctit-p         BOLAW,  J   E         Indiana    t, 
Michigan  Electric    Co         3pp         IR470  Oil         a-ix    fiche    30-313,  H3/09/OV, 
8303170503 

E3O516O121    Application     to    amend     licensot    UPFI  -3H    (.    DPR  -74,  adi)  I  ng     Tuch 
Spec    Section    t    0   9     to     incorporate     inservicw     in^p    f,    tost  inn 
requirements    of    ASME   Coae    Section    XI   Class     111     fee    far    Unit 
1    fc   Class    I     fun    for    Unit   2   encl 

HERING.R   F  Indiana    f,    Mlclilgan    Electric    Co          03/03/10          nrNTOH,  M   II 

Office    of    Nuclear    Reactor    Icegulatinn,     Director         Ipp         lUlflO    105 
24X    Fiche    3O-313,83/O3/10j  O3O31&OIJ1 

—  B30316O126    Proposed     Tech    Spot    Section    *    O    'J,  1  nc  orparat  i  ng     imorvice 
Insp    ',    testing    requirements    of    rtSME   Cade    BBC  t  i  on    XI 
*       Indiana   t,    Mlcliioan   Electric    Co        03/03/1O        3,ipp         10^110    107 
24X    Fiche     DO-315,  Q3/O3/10,  O3O31A0121 

D303040034    IE     [nfo   Notice    03-30.      "M»sapp  Hcatioii    of    Gonarlc     rmorn.iKU 
Operating   Procedures     (CdPl    Quidollnet    "    Svc     Hit    encl 
JORDftN.E   L          Division    of    emergency    Propai  oduoas    t,    t  ng  in«e  r  tnn 
Rusponse    (Post    030IO3)         03/O9/lt  fdnso  I  Ida  t«d    Ediaon   Co      of    Mew 

York,      ITIC          114pp  1  QS  24    00  J)         34*    Fi  e  he    aO-000,  03/03/  1  1  ,  03  03040  031 

R305240Q76   Ac  k     receipt     of    B30AW    1  tr    inforniinu    NRC    of    stepi     Lull  on     Lo 
correct    violations    noted     in     If.     Inop    Ronli    «O-3]  3/OJ-O2   «, 
30-31  CJ/I33-OP 

SilAFER.tJ   D          [legion.    3,     Office     of    Director          HJ/C3/17         GOLAN,  J    E 
American   Electric    Pouot     Service    Corp        UHLAN,  J  r         Indiana    ft    Mtclnaah 
Electric    Co  lp          JB31H   32B          24X   ficho    00-TI3.  03/OS/17.  a3OS;.M007B 

--H3032^0006   riesponds    to    NJJC   SSQ'JSf    It.    r  „    violations    noted    In    1C    Inao 
Repts    UO-3I3/B3-OH    t-    30-316/03-0?   Coi'TftfUve    action*    llr 
ree^nphaaiiing    need    to    insure    testing    lu/approvcil    nroceduroB 
•ent    to   aJ  1    chemical     section    peruonnol 

HUNTER.  n    B          Indiana    *    Michigan    Electric    Co          O3/04/2U 
KEPFLKO,  J    0         Region    3,     Offlco     of    Director          So  &          10918    3S'f         2-lX 
Fiche    30-315,  B3/OS/  17.8303210078 

B303040040    IE     UFo    Notice    B3-31.      "Error     Ln    AfiLPlPE    Computer    Pronram    " 
avc     lite    one  1  v 

JORDAN,  E  I         Division    of    Finer  s  a  tic  ij    I'repa.  edno  »»   ',   engineering 
Response    (Pa.t    830103)          B3/09/19  Con.al  Id.t.d    Edison    Co       of    NBu, 

York,      Inc          l|4pp          1D697    OOf         H4X    Flchp    30-OOO.  (J3X03/19,  O.'JOrJOIOO'tO 


-S  "-^.^^n,.,,...^,^.    ,ampllno     of 

JORDAN,  El          Division    op   tmergoncy    Propai  ui)no«  *   t,    Eng  1  no  or  i  no 
Responje    (P«t    B30KM)          03/O5/26  Coniolld.t.d    Edison    Co°     of    Neu, 

York,     Inc         Hipp         19617  O07         24X   Flc  he    50-000,  83/03/26.  03030,1  00  -It 

R      Periodic    operating    reports    &    mlaled    cor  ro«pand«iii:a 


8303040031    IE    Info   Notice   B3-SB,     "Critei-ia    for   Protective    Action 
Recommendations    for    Oeneral    Emergencies    "    Svc    list    encl 
JORDAN,E  L        Division    of   Emergency    Preparedness    t.  Engineering 
Rxponie    (Po.t    B30103)          93/05/04  Consolidated    Edison    Co       of    Neu) 

rort.     Inc          H9pp          1B441    001         24X    Fiche    50-000,83/09/04,5303040031 


««»n 
Office    of   Nuclear  Reactor   Regulation.    D-ircccor 

Fiche    50-315,03/03/03.8303090363 


DCNTEW.I4 
103^3   360 


8303040033   IE    Info   Notice    83-39,     "Fuel    Binding   Caused    bu    Fuel    Rack 
Deformation    "    Bvc    list    encl 

JDRDANiE  L        Division    of   Emergency   Preparedness    (,  Engineering 
Aefponu    (Post    B301O3)          B3/03/06  ConBolldatsd    Edison   Co       of    Neu 

Yort,     Inc          113pp          1B323    218         S4X    Fiche    30-OOO,  B3/03/Oi,  B30304O033 


HERJNO.ri   F         Indiana    V  Michigan    ETIectric    Co         83/03/03        DENTON,  tl  (I 

2'  "uel"p   B"*e*"    "»»wl-ttun,    Director         lp 
iche    SO~3la,B3/03/03,  83051^0034 
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DOCKETED  ITEMS 


—  83031A0062    "DC   Cook    Nuclear    Plant    Units    1     '-    2   Annual    Environ    Operating 
Rapt.  113S    " 

•       Indiana    t   Mlifiigan   Electrir    Co         fr      American    Electric    Pouter    Co    i 
ine         83/05/03         335pf          18133    301          24*   Fichu    50-313.63/05/03. 
3303 ftOO 31 


S      BeportaOle    occurrences,     LEFti    t    related    correspondence 


8305130166    Forward*    LER    B3-Q35/O3L-O 

SMITH.  H    C          Ireland    fr    Michigan    Electric    Co 
Region   3,     Office    of    Director          Ip          1B439    113 
Fiche    3O-3li.  63/04/13. 


KEPPLEfi,  J   0 


— B305130I74    LER   B3-03S/03L-O   on    S3Q312,  dur  i  ng    surveillance    tvtting     on 
main    turbine    Stop    va  Iv&s.  rese  t    function     Far    prottmjtij     switch 
on    itop    valve  C    failed    to   operate    Trip    function   made 
inoperable    For   replacement    on   S30319  Caus»   unlno-ujn 

PALMER, R   A         Indiana    t    Michigan    Electric    Co         B3/O4/15  Region 

3.    Office    of   Olractor         Ip         1  B43B    114        SAX  Fiche    50-316,  B3/04/ 1  5, 
B303I3OI66 


B30SQ20072   Forwards    LER    B3-036/01T-0 

SMTTH-W  Q        Indiana   *   Michigan   Electric    Co        83/01/19 
Region  3,    Office   of   .Director        Ip         IBS79  353        24X 
Fichfl    30-316. 93/O4/ IT,  B303020Q72 


KEPPLER,  J   0 


— 9305020078   LER    B3-Q36/O1T-0    on    B301 14. cab  1 e    vault    halan    ays    declared 
InojieraolB   after    falling    to   meet    design    c  onc-entrat  1  ons.   uh  1 1  e 
performing    nonroutire    test    Cause    not   d-stermined    Revleu  of 
tiit   data  &   to  it  trig    continuing 

•JACQUEGjF          3rd  I  ana    I    Michigan    Electric    Co         B3/Q4/1V  Region    3, 

DffUe    of    DiE-ettor          1  p          182/9   234         24X    Ftche    SQ-31&,  B3/04/11?. 
330 9020072 

8305020440   RO    on   830420.  uiai  te    ga-i    holdup    S-Ji    etceed«d    orygen    b    hydrogen 
limits    Cause    not    s ta ted. Proposed    Tech    Spec    changes 
Increasing    oiijoen   concentration    limit  ulll    be    revteusif   by 

030422   rtMlcuup    rapt    will    tie    submitted   within    (4    days 

fiMITHrW   0         Indiana    (,   Michigan   Electric    Co         S3/O4/20         HEPPLEf?,  J   Q 

Region   3.     Office    of    Director          Ip          19363   091         34X 

FiChe'  30-315,  B3/O4/2O,  B3O3020440 


B305020141    Foruiardi    LER*    93-O37/03L-0    t.   S3-O3a/03L~0 
BMITM.W  G         Indiana   t>  Michigan  Electric    Co        B3/04/23 
Region   3.     Office    at    Director         Ip          1B2B4   OiB         24X 
Fiche    30-3f6.  83/04/23.8305080161 


HEPPLEH,  J  O 


— B3Q3020I71    LER    03-037/O3L-0   or.    B30323,Flre    Da0p    3Bi>    found    unlatched 
during    normal    o  jurat  ion   Caused    bg    i  nauPf  t  c  1  ant   closer 
mechanlam    force    Door   closer   itiechanlsm  adjusted 

ROBINSON,  O         Indiana    &    Michigan   Electric    CD         B3/04/S2  Region 

3.    Office    OF    Director          Ip          ia3B4   OiV         34X   Fichff    30-316,83/04/22, 
B303O30161 

— B30502017?   LER    83-03B/03L-Q   on   B30405. four    loolc    test    position*     tested 
uniati  ifac  turity   during    solid-state    protection    sij-s    (train   Al 
lurveillance    test   CainsiJ    tn/    failed    universal    card    A-304 
Logic    card    replaced    Sijs    operaailitij   verified 

PALMER.R   A          Indiana    8.   Michigan   Electric    Co         93/04/32  Region 

3.     Office    of   Director          Ip          18284    07O         34*    Fiche    50-316, 93/0 4 /3S, 
S3O90201&1 


0305020192   Foruiardi    L6R    B3-O39/01 T-0 

9MITH,W   G          Indiana   *   Michigan    Electric    Co         83/04/22 
Region   3,     Office    Of    Director          Ip          1B277   236         24X 
Fiche    50-J16,83/04/22,B3G5Q30I92 


KEPPUER,  J   0 


LEH   B3-039/OU-0  on  030400.  potential    for    violation   ftCS    temp 
average    u*ed    in  UUQ  anali/sl=    discoverod   during    proposed 
Tech    Spec    rBvleu  Atfmlni  sti-at  lue    temp    avarafle    limit    of    57S  F 
imp-Died 

PALMER, R   A         Indiana    S<   Michigan    Flactnc    Co         03/O4/22  Region 

3,     Dffics    of   Director         Spp         16277   267         24X    Flche    90-314, 
H3/04/22,  B305020192 


B3031S03I8   Foruurd*   LEfi    B3-040/03L-0 

SKITH.U  Q        Indiana  !<  Michigan   Electric    CD        93/0-5/04 
R-iglpn   3,     Office    of    Director          Ip          10431    081         24X 
Flche    30-316,  B3/O5/O4, 6303120313 


KEPPtEH.J   O 


-- -8303120324    LER    B3-040/03L-O   on    &30422.CCW   m»5 1   HX    outlet    to 
diUceUantoos    ivi    valves    faijad    to   operate    within    instrvice 
Jtiip-    CISI)    time    limits. Causeil    t>i    infrequent    1SI    testing 
)SI    testinj    frefluency    Incraaatd    from    nuarterl^    to   monthlv 
ROBINSDN.D        IndUna   &  Michigan  Elettrii.    Co        B3/O5/O4  Region 

3.     Office    tf    Director         Ip          1B431    082         S4X    Piche    50-31A,  B3/O5/04, 
B3OJ1203J8 


S303170446   Forwards    LER    B3-OH/03L-0 

SMtTHjW  8        Indiana  &  Michigan    Elactrlc   Co        B3/O3/06 
Region   3.     OFflcs    of   Director          Ip          13469   313         24X 
Fiche-50-31A,B3/OS/06,  B303170446 


— 3303170451     LER  B3-041/O3L-O   on    830407.  during    normal     operation.  OA    Imp 
of    containment    revealed    several    items    of    loose    debri*   & 

inadequa tel y  restrained    items    Items    removed    or    properly 
secured 

CARTEAUXjP  Indiana    &    Michigan    Electric    Co         83/03/06  Roglon 

3,     Office    of  Director  Ip          1B469   314         24X    Flche    30-316,33/05/06. 

B30317Q44ifb. 

B30513O30&   HO    on    8305O6.  d  1  icovereiJ    that    chemical    vol    control    iys 
holdup    tanls    not    sampled    in    12   h    time    period    required    when 
automatic    gas    andlijier    inoperable    Sample    performed    appro* 
4-5    h    late 

SMITH.  W    Q          Indiana    S,    Michigan    Electric    Co         03/03/O9         KEPPLER,  J    0 
Refllor.   3,     Office    of    Dlr-actor          Ip          IB439   337         S4X 
FicJie    30-319.  83/03/09,  S305130206 

H303K40145   LER    S3-042/O3L-O    on    B304S7.  check    valve    N8-2i2(CCH    seal     uiat*r 
to  HZ  sampling    pumps)     found     leaking    Caused    by    dirt    buildup 
on   valve    i ta ting    suffices    Valve    Internals    cleaned    Seating 
turfaces    ehetlad   U/Q30317    1 tr 

R00IHSON.D  ,  SMITH.M  0  Indiana  &  Michigan  Electric  Co  B3/03./17. 
KEPPLER, J  6  Region  3,  Office  of  Director  2pp  18349  007  34X 
FlChe  30-31&.  03/OS/17,B30S240143 


B30S270223   Forwards    LEfts    83-043/O3L-0   (.   G3-044/03L-0 
SMITH.  U    G          Indiana    t.    Michigan    Electric    Co         83/05/20 
Region   3.     Office    of    Director          Ip          18637   236         24X 
Fiche    3O-3I6,  83/03/2O,  B3O3S70223 


KEPPLER, J   U 


KEPPLER.O    0 


--B30327O227  LER   83-043/O3L-0    on    B304H3,  revl  eu   of    train   A  i.  B    louier 
containment    airborne    rnonl torai ERS-2300  &   2400, reveal ed 
incorrect   uirlng    p«r    approved    physical    prints   Monitors 
removed    Prom    avc   b    corrections   made 

PALMER. R    A          IntUana    &   Michigan   Elactrlc    Co         83/03/20  Raglcn 

3,    Office   of    Director         Ip         1B637-234        24X   Flche    30-316,  B3/OS/BOI 
B30 52703 23 

— 8303270230   LER    33-044/O3L-01    on    030421,20   psig    difference    between 
prenurlier    pre*iur«    channels    existed    Caused    by    pressure 
tranimltters    for   NPP-13H    &    133   drifting    Transmitter! 
tatlifactarilij    calibr 

pflLHEft,R   A         Indiana    k  Michigan   Electric    Co        83/03/20  Region 

3.     Office    of    Director  1J>          18637   233         24X   Flchf    30-316,  B3/03/SO. 

B305270223 

8305310179  LER    B3-045/03L-O    on    B30424.  upper    containment    normal    rang* 
area   &    louJtr    containment    airborne   monitor    channels    declared 
inoperable    due    to    bad    data    In   channel    parameter    files    Caused 
bu    unverified    tnrmlnal    printouts    M/B30324    Itr 

PALMER,  R  A  ,  SMITH.W  Q  Indiana  !/  Michigan  Electric  Co  83/03/24 
KEPiPLER.J  O  Region  3,  Office  of  Director  3pp  IB632  2B2  24X 
Flche  30-316,03/03/24,8303310179 


DOCKET    30-317   CALVERT  CLIFFS  NUCLEAR  POWER   PLANT,    UNIT    1 
F,     Security,     mgttlcal,    emergency    %    fire   protection   plans 

B30S0301VS    Forward*    IE    I  nip    Ftepts     30-317/B3-07    t.    30-318/B3-07   on 
S3Q313-O4IB   No    noncomp 1  lane »    notod 

STAflOSTEC«I,  R  Division  of  Project  (.  Resident  Programs  B3/04/19 
LUNDVALL.A  E  Qaltlmore  O*S  &  Electric  CD  2pp  1B300  243  S4X 
Fiche  3O-317, 03/04/19.  S303O3O19B 

— 8303030208    IE     Insp    Repti    30-317/03-07    U    30-318/83-07    on    B30313-O41S   Nfl 
noncampl lance    noted    Major    areas    inspected    control    room, 
accessible    plant    structu res. plant    ope ration, radiation 
protec  tion,  physical    i»cu;rlty    Si    fire    protection 

ARCHITZEL.R    E    ,     TRIMBLE.  D    C    ,     MCCABG,  E   C         Division    of    Project    & 
Resident   Programs        83/O4/1B        32pp         18300  243        24 X 
Ficha     aO-317rB3/04/I'7J  S3O303019B 

5303060077    Forwards    sumption    raquest    for    relief    from   requirement    for 
ini  tal  la  t  ton    of    filed/automatic    fire    suppression    sys    in 
control    room    complex   &    Intake-    struc ture.  per    83O304   r*quest 
CLARK.R   A         Operating    Reactors    Branch    3         83/04/31         LUNDVAl.L,A   E 
Rochester    Gag    (k   Electric    Corp         3pp         1B33?  264        24X 
Fichu    30-317.  03/04/S1,  B30306OO77 

— B305O600B4   Enemptlon   from    requirements    for    installation    of    fined/ 
automatic    fire    lupprei* inn    <ys    in    control    room  complex    tr 
Intake    structure 

EISEMHUT.D  o         Division    of   Licensing        83/O4/31  Baltimore   Gas   & 

Electric    Co.        3pp          1S339    267         24X   Fiche    30-317, B3/04/21, 
B303060077 

B303O60627   Releases    public    vei-sion    of    rev   to   emergency    plan 
imp  lamenting    pre-cerfure 

FELTONj J  H,       Division    of    Rules    and   Records        B3/04/23.  Document 

Mar.ageme.nt    Branch         Ip.        18399   2OI         S4Jt  Fiche    30-317,83/04/33, 
9309060627 
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— 0303060631    Forwards    public    version    of    Rev    9, Change    2    to    Emergency    Plan 
Implementing    Procedure    ERPIP    4    4    '    re    post-accident    sampling 
apparatus    !•    RBV    8,Change    1     to    ERPIP    4    &    3    re    guide    for 
selection    of    respirators 

«      Baltimore    Gas    &    Electric    Co         B3/04/Q7  NRt    -    No    Detailed 

Affiliation    Given          lp          183S?   203         24X    Fiche    30-317, B3/04/B3, 
8303060637 


8303060396   SuBmits    improvement    program    to    deciea-se    personnel    error/ 
action-related    events    Two    types    of    personnel    atuareneis 
programs    initiated    Training    stsff    increased    '•    instructor 
ma t 1 s    upgraded 

MERMAN, J   A         Baltimore    Gas    t.    Electiic    Co         83/O4/27         CLARK,  R   A 
Operating    Reactors    Blanch    3         3pp          18343    I ?4         24X 
Fiche    50-317-  83/O4/27.  B30506O396 


— 9309060633  Public  version  of  Ft 
Implement  ing  Procedure  EfiPIP 
apparatus  &  Rev  a, Change  1  t 
selection  °f  respirators 

RUSSELL, J    B         Baltimore    Gas    tt    Electric    Co         83/O3'30 
18339   203         24X    Fiche    3O-317, B3/Q4/25, B3Q3060627 


1    ?.  Change    2    to    Emergency    Plan 
4   7   re   post-accident    sampling 
ERPIP    4    9    3    re    guide    fnr 

6pp 


O30506040?   Application    for    ament     to    Licenses    UPD-SJ   t,    DPR-69.  Chang  ing 
Tech    Spec    to    clarify    wording    oF    sui ve 1 1 1  ante    requirements 

LUNDVALL,  A   E         Baltimore    Gas    &    Electric    Co         32/04/37         CLARK, R    A 
Operating    Roactors    Drancti    3         DpP         1S343   £9!         24X 
Fiche    50-317.  83/04/??p  B30SO604O2 


B3QS110034   Generic    Utr    83-21    to   all     licensees    of    operating    reactor! 
applicants    for    DLs    t>   holders    of    CPs    re    clarification    of 
access    to    control    procedures    for     laia    enforc  eroorit    visits 
Svc    lilt    end 

EI6ENHUT,  D   Q         Division    of    Licensing          83/03/11  Consolidated 

Edison   Co       of    New    York,     Inc          16pp          1854O   O93         24X 
Fiche    3O-OOQ,  B3/03/1I.  B3Q3110034 


J      Insurance    t<    Indemnity    Information 


3303260302   Forwards    Endorsement    S3    to    NELIA    Policy    NF-216   I, 
Endorsement    42    to    MAELU   Pal  icy    MF-76 

CAMMIE.Q   D         Baltimore    Gas    &   Electric    Co         B3/O3/H3         DINITZ,  I 
Assistant    Director    for    State    &    Licensee    Relations         3pp          18423    163 
24X  Fiche    30-317,  B3/09/23,  83Q326O3O2 

P     Operating    license    stage    document!    &   correspondence 

6303240249  FDJA  request    for    three    categories    of    documents    re   Reactor 
Safety    Study    Methodology    Application    Program 
(NUREO/CR-1639,  Vols     1-4)    It    Interim    Reliability    Evaluation 
Program    (NUREQ/CR-2S1 5, 2787  &  2302) 

SHOLLY.S  C        Union    of    Concerned    Scientists        83/03/11         FELTGN,  J  M 
Division    oF   Rules    and    Records         lp         18593    17B        24X 
Fiche    30-000,  B3/03/11,  B30524Q249 

D3Q9240234   Partial    response    to   FQIA   request    For    three    categories    of 
documents   re   Reactor   Safety    Study    Methodology    Application   L 
interim  Reliability    Evaluation   Program   rcpts    Forwards 
App   A  documents    Search    for    addl    documents    in   progress 
FELTON.J  M        Division    of  Rules    and    Records        B3/03/31         SHOLLY,  3  C 
Union    Of    Concerned    Scientists         2pp          18S?3    179         24X 
Fiche    90-000,  83/03/31,0303210231 

— H3QS240269  Forwards    comment!   &   corrections    to   IteactDr    Safety   Study 
Methodology    Applications   Program    (RSSMAf)    analysis    If   rapt 
1*    to    be    published,  c lear    statement    of    program  assumptions   & 
limitations    should    be    Included 

TIERNAM.J  A        Baltimore   Gas   5,   Electric    Co        03/03/OS        BUflDlCK,  0  II 
Office    of   Nuclear   Regulatory    Research,     Director        3Spp 
18393   833         34X    Fiche    30-000,  Q3/O3/31. B30S2402S1 

E3303040783  Forwards    Amends    B2  (.   6S    to   Licenses    DPR-53  fr    DPR-A9, 
respectively,  safety    evaluation   t>  notice    of    issuance   & 
availability    Amends    revise    Tech    Specs    to    increase    sleam 
generator   rain   pressuriiat ion  'temp 

JAFFE.D  H        Operating    Reactors    Branch   3        03/01/21        LUNDVALL,  A  E 
Baltimore   Oaa   I>  Electric    Co        2pp         1B327   204        24X 
FUhl    30-317,  83/04/31,  83030407B3 

— 8305040/BO  Amends   33  &    63   to  Licenses    DPR-&3  't   DPfl-69i  respect  ively, 
Increasing    steam   generator   min   pressurl lat ion    temp, 
correcting    typographical    error    d    limiting    overtime    for 
personnel    involved    in    safety-related    activities 
CLARK. R    A         Operating    Reactors    Branch    3         B3/O1/2I          34pp 
18327  E06        24X   Fiche    30-317,83/04/21.8303040783 

— 8303040793   Safety    evaluation    supporting    Amends    B2  &   63    to   Licenses 
DPR-33   b    DPR~69,  respectively 

«     Office    of   Nuclear   Reactor   Itegula  tl  oti,     Director        83/04/31        3pp 
18337   240,        24X    Fiche    30-317j  B3/04/21,  0303040783 

— B303040793  Notice    of    issuance    fc   availability    of   Amends    BS  t,  63    to 
Licenses   DPH-33  i   DPR-69,  respect  I vel  y 

CLARK,  R   A        Operating    Reactors    Branch    3        B3/O4/5I         2pp 
18387   243         24X    Fiche    30-317,83/04/21,8305040763 

8303060045  Forwards   SER    »upportlnfl    "til    responses    to   NUREO-0737, I  terns 
II  F    1    1,     "Containment   Pressure    Monitor,"    II    F    I    3, 
"Containment   Hater   Level    Monitor"   fc    II    F    1    6,     "Containment 
Hydrogen   Monitor    "    Items-    resolved 

CLARK.R  A        Operating    Reactors   Branch   3        83/04/21         UUNDVALL,  A  E 
Baltimore  Oas   &   Electric    Co        9pp         18354   29?        24X 
FichB   30-317, 83/04/21, H303OtO045 


— 8303060105   Proposed    Tech    Spec    changes,  c  lar  J  fij  ing    wording    of 
surveillance    requirements     for    sealed    sluices    each    time 

»      Baltimore    Cas    !<   Electric    Co         B3/OU/27         7pp         18343    296 
Fiche    50-317,83/04/27,8309060402 


8309020435  Gene 
re  neu  procec 
Issuance  of  ; 
EISGNHUT,  D  G 


'it    Ltr    B3-19    to    all    power    mac  tor    '.    testing     lic 
Jros    for    proviillnj    publli     notice    concerning 
nends    to   OLs    Svc     list    end 

Division    of    Licensing         Ba/OVOa  Consol  I  da 


Edison    Co       of   Neu   York,     Inc          5Opp 
Fiche    SO-000.  83/03/02,  B3030S04S3 


13411     ISO         24X 


B30S1BO76Q   Advises    that    action    required    bi;    Amend    61     to    License    DPfl-69   i> 
Amend    BO   to  License   DPH-S3   complete    since   utll    negotiating 
in/DDE   re   disposal    of    high    level    waste    or    spent   nuclear    fuel 
JAFFE,  D   H         Operating    Reactors    Branch    3         S3/03/04         LUNBvrtLL,  A   E 
Baltimore    Gas    t   Electric    Co         2pp         1E?30&   035         21X 
Fiche    30-317,83/05/04,9305180768 

8303170246   Forwards    Amends    83    !.   66    to    Licenses    DPR-33   t,    DPH-69, 
pespec  tl  vel  y,  saf  etij    evaluation    &   notice    of    Issuance   & 
availability    Amends    revise    Tech    Spec    requirements    for 
equipment    hatch   !•    safety-related    air    filter    sys 

JAFFE,  0   H         Operating    Heactora    Urancft    3         83/03/05        LUNBvflLL,  A   E 
Baltimore    Gas    &   Electric    Co         3pp         134//   Oil         =.'4X 
Fiche    30-317r83/OS/05,  6305170246 

—8303170239   Amends    83   fc   66    to    Licenses    DPfl-53   t,    DPR-69,  respec  1  1  vel  y. 
revising    Tech    Spec    surveillance    requ  i  r  emetits    for    equipment 
hatch    ti   safety-related   air    f  1  Her    sys 

CLARK.  R    A         Operating    Reactors    Branch    3         83/03/O3         64pp 
1B477    014         21X   Fllhe    50-3  17,  E3/03/03,  B30&170246 

—  3305170266   Safety    evaluation    supporting    Amends    O3   A   bb    to    Licenses 

DPR-33   t,   DPR-49,  i-espec  tl  ve  lij 

*  Office   of   Nuclear  Reactor  Regulation,    Director        83/03/03        7pp 
18477    07B         24X   Fiche    30-317-  93/03/C3.  EO0517O246 

—  B303I70P73   Notice    of     Issuance    ',    availability    of    Amends    B3   E>   6b    to 

Licenses    DPR-33   ',    DPR-69.  respect  Ivel« 

TRAHMELL.C   M         Operating    Oeaclors    Branch    3         B3/O3/O3        2pp 

1B477   OQ5         24X   Ficho    30-317,  B3/03/03.  U30S170246 

B30318OS3.'i   Forwards    Amends    SI    J,   67    to   License*    DPR-33   (.    DPR-69, 
respectively,  saf  ety    evaluation   &   notice    of    issuance  & 
availability   Amends    allow  periodic    testing    of    control 
element    assemblies  u/inoporable    reed    switch    stack    &v<> 
JAFFE,  D   H         Operating    Reactors    Branch    3         B3/05/05        UUNDVALL,  A   E 
Baltimoie    Ga«    t,   Electric    Co         3pp         1BS05   090         24X 
Flche    30-317,83/03/05,9303180336 

—  B3091B0579  Amenifi   84  6  i7    to    Licenses   DPR-93   t,   DPR-61?,  reipcc  ti  vely. 

alloying    periodic    testing    of    control    element   assemblies 
ui/lnoperab  le   reed    switch    stack    sys 

CLARK,  R   A         Operating    Reactors    Branch    3         83/O5/05         17pp 
16503   093         24X   Fiche    50-317.  B3/03/03,  3303180536 

—  B308180607   Safety    evaluation    supporting   Amends   B4  &  67   to   Licenses 

DPR-S3  V   DPR-69.  respectively 

*  Office    of   Nuclear   Reactor   rJegulation,     pirector        83/03/03-        4pp 
18303    111         24X    Fiche    50-317,  B3/O5/05.  B3031BO356 


—  3303160614  Notice   of    Hsuance  t-    availability    of   Amends    81  b  67 
Licenses   DPR-33  !.   DPR-69,  respac  tivel  y 

TRAMMCLL.C   «         Operating    Reactors    Branch    3         B3/03/03        2pp 
(8503    119         24X   Flche    50-317,03/03/03,3309180336 


830S090639  Generic   Ltr   B3-20   to   all    operating    reactor    licensees    t. 
holders    of   CPs    re    Integrated    scheduling    for    implementation 
of    plant   mods   Svc    list   enc] 

E16ENHUT.DG        Division   of   Licensing        83/OS/09  Consolidated 

Edison   Co      of    Neu   York,     Inc          l&pp         IS627    [53         24X 
Flche    30-000,83/05/09,  B30309O639 
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93031^0273   Responds     to   830335    ItT    re    current    qualification    status    !. 
plant    for    completion    of    environ    nullification    of    * ' ' 
laf-etij-rcUted    electrical     equipment    Eitension,    to    B5043O    far 
completion   requested    for   Unit    i 

LUNDVALL,  A.E         Baltimore    Oai    6   Elettnc    Co         B3/OS/1O         CLARK.  R    A 
Opcr^tlD]    Reactors    Branch    3         4pp          1B501     ]07         24X 
Flehfl    30-317,  B3/03/IO,  S30919G393 

B3052Q007B   Forwards    request    for    adiJl     info    le    330304    submtttal    on 
main    (team   line    nrea  t    analysis   Operation    justified    ponding 
eofpletlan  o-f    revised    aoalijsis 

CLARK, R    A        Operating    Reactors    Branch    3         B3/05/1O         LUNEVALL,  A    E 
Baltimore    Gas    1   Electric    Co         3pp          1054!    03B         24X 
Fiche    SO-3J7.93/05/10,  830S20007B 

B30 5360 294   forwards    response    to    B304O5    draft    tacMilcal    evaluation    Tipt 
rs    control    of   heavij    loads   Phase    I    revieu  complete    Util 
petition   accepted    per    B303IS    telcan 

ASH.J?   E         Baltimore    Oat    ti   Electric    Co         83/05/24         EISENHUT.U   S 
Division   of   Licensing        3p.p         13625    lil         3  4  IE   Fiche   50-31  7,  B3/Q9/H4, 
8309360294 


9305570039   Forwards    Riarketf-up    proposed    Tech    Sftc    3/4    6    t 
containment    tendon   surveillance 

PftTTEflSON,  M   0         Baltimore    Da s    6    Electric    Co         B3/O3/24 
Operating    Reactors    Brancfi    3         3pp          IB639   3IO         24X 
Fiche    3.0-317.33/05/24,8303270039 


Q      Itisp»ction  r  -sports,     IE  Bulletins    d  correspondence 

BE  13060385    IE    Info    Notice    83-1-1,     "Centered    Spent     fon   Eichange    Resin 
Suictptid  U  i  tij    to  Eintherroic    Chemical    Reaction    "    Svc    list 
one  1 

TAYLOR.  J  rt        Division  -of  Safeguard!    *•    In-spscelon   Program*    (Post 
8301031        B3/03/21  Consolidated    Edison    Co      of   Neu  York.     Inc 

llZpp          18300   3lV         211    Fiche    30-000,83/03/31:  82I2.Q603BS 

030304002  t     IE    Info   Notice    £3-21,     "Defective    Emergency    Use    Respirator    " 
Svc    lilt    encl 

JORDAN.  E   L         Division    of   fmergencu    Preparedness    8-    Engineering 
Reipcnii-    (Pott    B301O3I          S3/O4/15  Consolidated    Edison    CD       of    Neu 

fort.     In,c          126pp          19433    133         34X    Fiche    SO-OOO,  83/04/15i  63O304O031 


Foruarifs    IE    Insp    fiepts    30-317/33-07   *    50-31B/B3-07    on 
830319-0412   No    noncomp  1  t  anc  e    noted 

SrOFJOSTECHr-n  Dtvlsion  of  Project  &  Restdert  Proorami  83/04/19 
LUNDVflLL.A  E  Baltimore  Oas  1.  Electric  Co  2pp  IS30Q  243  04K 
Ficha  50-317,  03y(J4/l'9Ja305D3&]9a 

—9303030308    IE    Imp    Repts    30-317/83-07   t-    30-313/93-07   on    930313-0-112   No 
noncomp  1  lance    noted    Major    areas     irtipectad    con  t  ml    room. 
•icceisllile    plant    it  rue  turei.  plant    aperat  ion,  radiation 
protect  i-oni  phyi  leal    security    &    firs   protaction 

flflcwrTreL.R  E  ,   TRIMBLE,  D  c  .   HCCABE.,  E  c      Division  of  project  * 

Reiiifent  Programs         G3/04/1B        S3pp         1S300  24  J        24  X 
FlcJ.1    50-317.03/04/19,8303030190 

8303040033    IE    Info   Notice    B3-SB,     "DWR   Sa  (-aty/R&l  IB*    ValvE   Failures     " 
Bvt    Hit    cncl 

JOSDAN.E   L         Division    of    Emargency    Prepdrednea^    6   Engineering 
Rtfponie    CPnst    B301O3)          B3/O4/2S  ConsoJ  i  dated    EiTlson    Co       of    fjeu 

York,      Inc          HSpp          1B3B3   O39         34  >!   Fiche    50-QQQ,  B3/O*/22,  B303040023 

B303040025    IE    Info    Notice   83-23.     ll  Inoperao  I  e    Containment    Atmosphere 
Senilng   Sg  i    "   Svc    Hat    end 

JOBOAWiE  i.        Division    of   Emergency    Preparedness    '•  Gngine-ering 
Rvipomie     (Post   8301O3)         83/-04/25  Conol  Ic54  1  eU   Editon    Co       of    NEHJ 

Vork,     Inc          ll^pp          IB3B1    S91         24  X    Fiche    50-000.  03/04/23,  83Q304OQ23 

83030203^0   AcS    receipt    of    830330    I  tr     Informing    NF1C    of    steps    taken    to 
correct  violations    not£<)    in    IE    Imp    fleets    SO-317/S3-01    t 
30-313/83-01 
BELLAMV.R   H         Region    1,     Office    o-f    Director         93/04/36         LUMDWUL,  A    E 

Baltimore    Cas   &  Slue  trie    Co         Ip         1B277  063        21  X 
F(ch»    30-317,  83/04/36,  0305030340 

—  9305020314   ReiponiiB    to  NfiC   830303   Itr   re    violations    noted    in    IE    Inap 
fltptt   5O-317/83-01    i.   50-JIB/B3-01    Corrective    actions    changes 
made    to  flatflatlon   Safeti/   Pfocedures   2-306  6   3-303    For   ma  i 
air    flaw  6   protection   fac  tor-,  respectively 
UJNOVALL.A   E         Baltimore   Git    J.   Elftclrl*    Co         83/03/30         MARTIN.  T    T 

Division   of    Engineering   i  Technical   Programs        2pp         IB377  06A 
S4X   Fiche    50-317,83/04/26^6303020340 

030511027A   Forward!     IE    Imp    Repts    5O-317/93-09   fc   90-31Q/B3-O9    on 
B30406~OQ  No  nonconpl  jance   noted 
HARTIN.T   T        Division   of   Enoineerino    h    Technical   Prfforami        83/04/27 

LIWDVAUL.  A   E         Baltimore   Gas   J,    Electric    Co         2»p          1B373    337         24K 
F  it  he.  30-317,  83/04/87,  8203H027A 


--S30S11O;?"'     EC    Insp    flepts    5O-317/83   OV    V    So-  3ia/Q3-OV    on    83040&-O8   No 
noni-innpliance    noted    Ma  j  ur    ^t  eas     i  n& pitted    erwiion    monitoring 
prcgraJii     for    operations,  including    mgt    k-0ntrols,[>ro9reim    for    QC 
of    ^nal^tical    measurement^     *„     implemeritition    of    piogram 
JANG.  J    C     ,     PASCIAK.W    J         Region     I,     tin-ice    of    Director         83/04/26 
•Ipp          1H3V3   339         SIX    Ficne!    30- jl  7,  !9J/O4,  a?,  83051  10276 

8303040020     IE     InfH    Notice    83-24,      "Loose    Pail;     in    Secondary    Sid*     of 
Steam   Generators    at   PWRs    "    &vc     list    entl 

JOfir/AM^E   L        Division    of   Emergency    Frep.ii  edness    t-    Engineering 
REsponae     (fust    0301O3)          B3/O4/SS  Consolidated    Edison    Co       of   Neu 

Vork,      1m-  115pp         18302017          2rtJ    Ficre    5O-OOO,  B3/04/28,  B3O3010026 

B3-0304O037     IE    Info   Notice-    B3-25,      "StanQBy    Gn,    Ti  eatment    Sy  s    Heater    Hijh 
Tsmp     Trifi     Setpoint   Atl  j  irstme-nt     "    Svc     list    encl 

JORDAN,  E   L          Division    of    Emergency    Prepai  ednea  s    V    Engineering 
Response     iPost    B30103)          83/O4/2B  Connol  i  da  teit    Edison    Co       of   Neu 

York,      Inc  llapp          1B392    lt.3          24X    Fiche    iO-OOQ,  B3/04/2H,  83O3O10027 


S3O3040O28    IE     Info   Notice    33-26,      "Failure    ot-    Sat  etij/Re  1  1  e  f    Valve 
Discharge    Line    Vacuum   Breakers     "    S'.c     list    encl 

JCUOAN.  t    L          Division    of    Emergency    Preparedness    *•    Engineering 
Response     fPost    930103)          B3/03/03  Ciitieo  1  i  dated    Edison    Co       of    M»u 

Vorl:,      IJH  132pp         10441     17O          24»    FicHe    3O-OOO-  S3/O3/03,  B303O4O02a 

B303040030    IE     Info   Notice    63-27.      "Operational    Response     to    Events 
Concerning     Deliberate    Acts    Directed    Against    Plant 
Equipment     "    Svc     tist    enc  1 

JORDAN,  T    L          Division    of    Emergency    Prepai  edness    '•    Enginoeiing 
Response     IPost    B301O3)          B3/O5/04  COIIEO!  i  datad    Edison    Co       OF    NBU 

VorSi,      Inc  J  13pp         1B383   202          24V    Fiche    50-000,83/03/04,8303040030 

E30304003!     IE    Info   Notice    93-28,      "Criteria    for    Protective    Action 
Recomnenda  t  ions    for   General    Kmergenc  les     ''    Eve     list    encl 
JORDAN.  C   t.          Division    OF    rmergency    Preparedness    '     Engineering 
Reapon^p    <Pust   Q30103)          B3/O5/04  Conaolidated    Edison    Co       of    Neu 

York.      Inc  ll^pp          IB441    OO1  34X    Fiche    3O-OOO:  83/05/O4,  B303O40O3J 


830506041^   Submits    description     u  t     analij5es    of    main    steam    line    break 
Inside    containment    per     IE   Bulletin    80-  O4    resulting     in 
830430    LEP    Foeduater    sij-5    mo  as    being     initiated    Continued 
op  srat  I  on    justified 

LUNDVAU-.A   E         Oaltimore    Gas     '-    tlertric    Co         B3/O5/04         CLARK,  R    A 
Operating    Reactors    DrdncJi    3          Spp          1B313   ^f.5         2'1X 
FUfie    30-317,33/05/04.8305060412 


B30304003J     IE    ]nfo   Notice    B3-2 
Beformat ion    "    Svc    list    entl 
JORDAN,  B   L          DlVKlon    of    Ema 
Response     (Post    8301O3)          03/O&/Oii  Consal  Ida  tad    Edison   Co       of    Nei, 

Vorfc,      Inc          HSpp          1BS23    31B          24X    Fiche    5O-OOO.  e3/O3/Oi.  8303O40033 


"fuel    Binding   Caused    Oy    Fuel    Rack 
Prepai edness    &    Engineering 


B3Q3Q40034    IE    Infn    Notice    83-3O,      "Ml  sapp  1 1 1  «ti  on    of    Generic    Emei'gericij 
Operating   Frefedures    (EOPl    Guidelines    "    Bvc    list    encl 
JORDAN.  E   L          Division    oF    Emergertcy    Preparndneas    >j   Engineering 
fiesponse    iPose    B30103)         83/OS/ll  Consolidated    Cdison   Co      of    Neu 

York,      rnc  1  llpp          10524    O03          S4<    Mche    50-000, 03/O9/ 1 1 , S303O4O034 

S3O5200&20   Forward  E    info    in    responst"    to    remaining    open     issues    in     l£ 
Sulletlr,    SO-O4    re   main    staam    line    broafc     niside    containment. 
«upp  1  efiiPiiting    S30504    1  tr     Installation    oF    main    feeduater    sys 
trip    scheduled     for    completion     by     331117 

LUNDVALL ,  A    E         Oaltimore    Oas    i-    Electric    Co         63/O5/17         CLARK,  R    A 
Operating    Reactors   Branch    3        3p  p         1632O  Qh3        24 X 
Flehe    30-317,  93/05/17,  8303200620 

— 3305200626    Discusses    analyses     of     pntenlidl    conseo.uences    of    main    ateam 
line    break     inside    containment    ui/fai  Jed-open   main    feeduater 
regulatirtg    valve   ti   provides    jus  t  if  iration    for    continued 
nperation, per     IE   Bulletin    8O-01    ReJateK     info    enc 1 

LUNDVALL.A   E         Baltimore    Gas    *<    Electric    Co         B3/O5/17         CLARK.  H    rt 
OperatinB    Reactors    Branch    3          3Opp          18520    065         24X 
Fiche    30-317.03/05/17.8305200630 

a3O3O40Q4O    IE    Jnfo   Notice    03-31,      "Error     in    ADLPIPE    Computer    Program    " 
Svc     lilt    enc 1 

JORDAN.  E"   L         Division    of    Emeigency    PrepareJness    !i    Engineering 
Response     (Post    S30103)          B3/03/19  Consolidated    Edison    Co      Of    Neu 

Vork,     Inc  114pp          1B697    009          24X    Fiche    50-000,  93/O5/19,  B3030-)OO4O 

B303O40016    IE    Info   Notice    83-33,      "Nonrepresentat ive    Sampling    of 
Con-tamlna ted    Oil    "    Sue    list   encl 

JORDAN,  E   L          Division    of    Emergency    Prepar odnesa    &    Engineering 
Response     (Post    830103)         93/03/?6  Consol idsted    Edison    Co      Of    Neu 

Ygrfrj     Inc  Hipp          18647    O07          H4'    Fiche    SO-OOO,  83/O3/36, 83030400*6 
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fi      Periodic     expiating    reports    I    t elated    COT  respondents 

63052006111     Fi&rujards    meteoro  1 09  lea  1    dj*a    for     semiannual     effluent    repts 
for     1933 

LUNDVALL,  A    E         Baltimore    Gas    ',    Electric    Co         83/O3/04         ALLAN.  J   PI 
Region    IP     Office    of    Director         lp          1S&19    173         24X 
FtEne    50-317,83/03/01,5305200631 


"Cal 


t    Cliffs    Nuclea 


--930330061-4 

Jan-Jime    1903 

*       Baltimora    Gas    t,    Electric    Co 

Flcrta    50-31"',  83/05/04,  8305200631 


— B3O5200650    "Lalvert    Clifrs   Nuclear 
Jul-Doc     19B2 

*       Baltimore    Gas    !<   Electric    CD 
Ficne    50-317,  B3/O5/04. B30530Qo3l 


Pouier    Plant,  Meteorological    Data." 
63/05/04         66pp          18319    174        24X 


Power    Plant,  Meteorological    Data,  " 
93/09/04         6Bpp          18519    241         34X 


B 30330 096 1    Forwards    monthly    operating    repts     for    Apr     1983 

LQTITD,E   rl         Daltimore    Gas    '.   Electric    CO         83/05/13  Director's 

Office,     Office    of    Inspection    and    Enfoi cement          lp         LB514    13B        24X 
rfche    50-317,03/03/13,8305200561] 


--B305200584    Honthli)    operating    repts    for   Apr    1903 

LQTimE         Baltimore    Gas    '-    Electric    CO         83/03/19         I0pp 
16314    127         24X    Fiche    5O-317. S3/OS/13, 8303300364 


B305Q60330   PNQ-1-B3-O44    on   B309Q3,  ef  re  c  t    af    continued    fBHduater     flou 
due    to    failed   open    feeduater    regulating    valve    incorporated 
per    atfdl    questions    re    licensee    response    to    IE   Bulletin 
60-04,     "Analysis    of    PWFI    Main    Steam    Lino    Break  " 

ARCHITZEL,     MCCflBE      Region    1,     Office    of    Director         B3/OS/O3          lp 
1B347   392         21X   Fiche    90-317,93/09/03,5303060330 


B30506Q412   Suomits    description    af    .analyses     of    main    steam    line    break 
inside    containment   per     IE  Bulletin    BQ-O4    resulting    In 
S3O430   LER    Feeduiatar    sys    mods    being     initiated    Continued 
operation    justified 

LUNDVALL.A    E         Baltimore    Gds    i    Electric    Co         83/03/04         CLARK.  R    A 
Operating    Reactors    Branch    3        Bpp          I B343    365         24X 
FUhe    30-317,  33/03/04,  8303060412 


8309190397   Foriuards   LED   S3-093/04X-0 

RUSSELL,L    a         aaltimors    Gas    ft   electric    Co         B3/Q3/OS 
Region    1,     Office    of    Director          lp          13301     111         24X 
FIcMB    50-317. 83/05/03, 0303190297 


— B30319Q290    LER    B3-02S/O4X-0   an    BH1 1 13,  h  loner    than   normal    radioactive 
Ag-llOm    levels    found     in    oyster    samples    Caused    by    natural 
tendency    of   oysters    to    bl oconcentra te    environ    silver   All 
releases    in  CYB2-B3  within   allowable    ETS    limits 

BROBSr.G   E        Baltimore    Oas   t   Electric    Co        83/03/05  neg-lon    I. 

Office    of    Director          lp         19301    112         24X    Fiche    50-317,  B3V03/OS, 
8303190207 


fieportable    occurrences,     LERs    V    related    correspondence 

B30504072/   Advises    of     intention    to    address    AEOD/E3Q4,     "Investigation    of 
Back  flow   Protection    in    Common    Equipment    "'   Floor    Drain    Sy* 
to  Prevent    flooding    of   Vital    Equipment    in   Safety-Related 
Compartments,  "    by    using    NRR   Ofc    Ltr    40 

DENTON.H   R         OfMce    of    Nuclear    Reactor    Regulation.     Director 
83/04/13         HCLTEMETS,  C    J         Director's    Office          lp          1832B   096        24X 
Fiche    SO   317,83/04/12,8303040727 

3303230573   Forwards    engineering    evaluation    rapt,     "Cracks    &   Leaks    in 
Small    Diameter    Piping    " 

HRPWJJ,  £    J         fioactor    Operations    Analysis    Dranch         B3/O4/19 
SEVFfflT-K    V         Reactor    Operations    Analysis    flrapch          lp          1B541    342 
34/1.    Fiche    30   OOO,  B3/O1/19,  8303230573 

—  a30323Q<b!9    "Cracks    (.    Leaks    in    Small    Diameter    Piping,"     engineering 
evaluation   rent   Small    pipe    leaks    associated    u/unant ic ipated 
vibration    problems    require   arfdl    aupports    or    rerouting    of 
pip  ing 

BROWN* E   J        Reactor    Operations    Analysis    Branch        S3/Q4/1?        9pp 
18341    3>3         34X    Fiche    5t> -000,  83/O4/ 19,  B303230573 

13O502O30'*  Nonioutine    radiological    environ    operating    rept   Dirrins   First 
Qu-artcr    1™B3,  sampl  ing    af   gamma-emitting    i  adlonuc  1  i  des 
Indicated    presonco    of   AM- i  10m  u/higtier    than   permitted 
t oncentra t inn 

Fl/HRMAW'  C    R         Bdltimore   Gas    !•   Electric    Co         83/04/21  Region    1, 

Office    af    Dn  ector         2pp          IB?81    264         24X   Fiche    30-317,  B3/04/31, 
B305020509 


0303230510   Forwards   LER   83-019/OIT-O 

RUSSELL,  L  B        Public    Service   Electric    ',   Oas   Co      af  Haul  Jersey 
83/O3/05        rtLLAfi,  J   M         ftealon    1,     Office    of    Director          lp          !B33ci   313 
H1X   Fiche    30-317,  03/03/05,3305230310 

— 0305230313   LER   B3-019/0 1 T-0    an   B30426,  PORV   ERv— 104   opened    uh i 1 E    railing 
RC3  pressure   Caused    by    failure    of    control    room    operator    to 
monitor   RCS  pressure    carefully    Short    circuit   caufBd    lo*s    af 
control    power    to  ERV-40S  during    troubleshooting 

WENDERLICH.  R  L        Daltlinnr*    Sas    t,  Electric    Co        B3/09/03  Region 

1.     Office    of    Director.        2pp          13336    31i         &4X   Fichu    30-317- 
83/05/03,  D30323031O 


0303330335   Forwards    LGR    B3-OIB/03L-0 

RUSSELL.L   0         Baltimore    ffas    !.   Electric    Co         03/03/03 
Reoion    1,    Office    of    Director        lp         10337   331        24X 
Fiche    5O-317,  B3/03/OS,  B3C-52305S3 


— 0303330360  LER  B3-01B/03L-O  on  830i10B,  dur  i  ng  main  t,  emergency    diesel 
generator    failed    to    itart   Probadlg    caused    by    inadvertent 
admission    of  air    Into    fuel    oil    sys    during    matnt 
Investigation    continuing 

JUNGE,  M   ft    .     PAVIS,  0   3         Daltimore    Gas    &    Electric    Co         Q3/O9/C-5 
fEaglon    I,     Office    of    Director         2pp          IB 537   333         24X 
FUhe    50-317.B3/03/03,  B30S230033 


DOCKET    30-318   CALVERT   CLIFFS   NUCLEAR   POWER   PLANT,     UNIT   3 
F      Security,    medical,    emergency   Si    fire   protection   plan: 


G031 1039-"1   forwards    LGR    03-O16/03L-O 

RUSSELL., 1.    Q         Baltimore    Gas    ',   Electrn.    Co         83/04/27 
Region    1,     DfHce    of    Directnr          IP          1H406    127         24X 
Fiche     30-317,83/04/27,0303110352 


ALL  AM.  J   H 


030SC-3019S   Foruardi     IE    Insp    Rop  ts    SO-317/B3-07   !.   30-318/83-07    on 
B30-3I3-0412   No    noncomp  1  ( ance   noted 

BTAROSTtCKI,  It  Division  of  Project  t  Resident  Program*  83/O4/17 
LUNDVALL.A  E  Baltimore  Oa*  fc  Electric  Co  2pp  183OO  S43  24X 
FlChe  50-317,B3/04/l?.a30503019B 


-B3O511O36T   LCH    B3-016/03L    0    on    03O32B, dur ing    transfer    of    resin    from 
mi  stfl  I  Idneous   waste    ion   eichanger    to    solid   uiaste,hole 
do-velopeif    in    sight    gldss    for    resin    transfer    lino   Caused    by 
attempt    to   open    resiri   clog   Piping   mods    developed 
JUtJGE.H   A    .     UNKLE,  T    J         Baltimore    Oas    5.   Electric    Co         83/04/87 
Region     1.     Office    of    Director         Sup          IS4O6    I2B         24X 
Fiche    50    317.83/04/27,8303110332 

30S27QO72   HO    30-317/83-19    on   830424- uh I  I e    raising    RC8   pressure    to    400 
pSig.FCIRV   EFtV    404    Inadvertently    opened    Valve    Immed  lately 
isolated    bij    shutting    upstream  valvo   Complete   description   of 
event    rf    rqrrective    actions   mill    be    submitted 

BUSSELL,!     B         Baltimore    Gas    (,   Electric    Co         83/O4/S7         ALLAN,  J   M 
Region     1,     Office    of    Director         2pp          1B618   303         24X 
Ficofr    50-317, BJ/04/27, 8303370072 

30327Ot01   RO  M-21    confirms    operation    cti-  S30430  verbal    notification 
of    error    in    assumption    used    for   main   Gleam    line   break    (MSLB) 
accident    analysis   Roanalysis   performed    at  MSLB    event 
assuming    failure    of   main    feed    regulating   valve 

IHJSSELL.t    D         Ualtlmore    Gas    d   Electric    Co         B3/05/03         ALLAN,  J   M 
fleglon    1,     OFfite    of    Director          lp          10646    102         21* 
Tlcha    30-3I/, 83/03/02,8303270603 


—  B30303020a    IE    Insp   Itepts    30-317/63-07    t.    30-316/33-07   on    B3031S-0'J12   No 
noncomp 1  lance    noted   Major    areas    inspected    control    room, 
Accessible   plant   i-truc  lures,  plant    oporat  i  on.  radlat  Jon 
prntec t ion, physical    security   &   fire    protection 

ARCHIT7EL.R    E         Division    of    Project    I*.   Resident    Programs         03/O4/IB 
3Bpp          13300   213         24X    Fiche    30-317,  93/O4/19. Q30503O1 9B 

83O30iOQ77  Forwards    eiemption   renifest    for    relief    from  requirement    for 
installation    of    f  i  ied/aiftoma  tic    fire-   suppression    ays    In 
control    room  complei    &    intake    structure,  per    830304   request 
CUARKiR    A         Operating    Reactors    Branch    3         B3/O4/21         LUNDVALL,  A   E 
Roche»ter   Gas    t,  Electric    Corp        3pp         133Sf   2f>4        24X 
Fiche    30-317.  B3/04/21,  83O306.0077 

— 0303060094    (viemption    from    requirements     for     Installation    of    filed/ 
automatic    fire    suppression    sy,s    in    control    room   complei    &• 
intake    structure 

EISENHUT.D   Q        Division    of    Licensing        33/04/21  Baltimore   Gat    ti 

Electric    Co         3pp          18339    267         24X    Fiche    50-317,93/04/31, 
B303060077 

S3O3Q60637   Releases    public    version    of    rov    to    emorgency   plan 
Imp  toman  ting    procedure 

FELTDN.J   M         Division    of    Rules   and    Records         33/04/35  Document 

Management    Branch          lp          18339   2O1          H4  X    Fiche    SO-317, 
B30SO40627 
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— 8303060631    Forwards    public    version    of    He<s   9, Change    2    Co   Emergency    Plan 
Implementing   .Procedure    EflFIP    4    4    7   re    post-arc  IK  en  t    sampling 
apparatus   &  Rev  B. Change    1    lo   ERPTP   4    9   3   re    guide    for 
selection   of    re-splrators 

«       Baltimore    Gas    &   Electric     Co         83/04/O7  NFiC    -    Mo    Detailed 

Affiliation   Olv&n          lp          18339   2Q2         24K   FlcJre    50-31  7.  B3/O4/25, 


B305O6031?*  Submits  i  mpr ovement  prog 
ac  1 1  on-re  1  atcQ  events  Truo  types  o 
programs  initiated  Training  staff 


f    p«rs 


rmal 
ased    ' 


per  sonnel     error/ 
-  B  n  e  s  s 
itr  uc  tor 


TIERMAM,  J    A         Baltimore-    Oas    t.    Elect,  re    Co         U3.01/2'7         CL.4RK. 
Operating    Reactors     Branch     3         3pp          1B3<13     1/4          2<JX 
Flche    30-317.83/04/27, 030306039C 


— 9309060639   Public    veriinn   of   Rev  9, Change    2    to   Emergency   Plan 
Implementing   Procedure   ERP1P    4   4   7    re    post-accident    sampling 
apparatus    t>   Rev    3,  Clranje    I     to-   ERPIP    4    5    3   re    guide    for 
selection   of   respirators 

RUSSELL.  J   B         Baltimore   Gas    &   Electric    Go         03/03/30         6p p 
1B339   203         2tX   Fiche    50-317.  B3/04/23.  B3O306Q427 


Q303Q60402   Application    for    a 
Tech    Spec     to    clarify    wording 
for    sealed     smites    each     time 
UUNDVALl  .  A    E          Baltimore    Gas 
Operating    Heactors    Branch    3 


Fiche    5CI-3I7,  S3/O-1/27,  830906Q102 


nd     to    Liontis    DPR  -53   '•    DPR-67,  Chang  in 
of    surveillance    rpa  ui  i  emonts 
eac  tor     startup    occurs    fee    end 
>•    Electric    Co         B2/O4/27         CLAW,  0    A 
3pf>          18343    391          24* 


83Q31J0034  Centric   Ctr  83-21    to   all    licensees    at   operating    reactors, 
applicants    for  DLs   &  holders    of    CPs   re    clarification   of 
•ccesi    to   control    procedures    For    laui    enforcement    visits 
Svc    lilt   encl 

EIBENWT,  D  G        Division   of   Licensing        33/03/11  Consolidated 

Edllon   CO      of    Hew   York.     Ire          16pp          1854O   099         SIX 
Flehe    30-000,63/03/11,  830511003-1 


J      Insurance   &    indemnity    Information 


B30326O303    Forward  1    Endorsement    S3    to-   NELIA   Policy    NP-2I6   S. 
EmJcrsument  42    to  HAELU  Politg    MF-76 

OAfiniE.Q    0         Baltimore    Bas   i    Electric    Co         B3/-03/S3         DINITZ,  I 
Aflistant   Director    For   State    tt  Licensee   Relations        3jip         I  B&25    163 
24X    FIc^e    10-317.33/05/23.8303360302 


P      Op«r»tins    licenis    tta-ge    docume<nti   4    con 


— BSOSObOIDS   Proposed    Tech    Spec    chanqea,  c Idr i f y  Utg    wording    of 
surveillance    requ  IremenCE     for     sealed    sources    each     time 
react  it*    startup     occurs 

•       Baltimore    Oas    S.    Electric    To         B3/04/37         7pp          18343   294 
Ficfie    50-31  f.  83/04/37,  8305060402 


testing    1 icensuei 
ern Ing 


630302O45S    Generic    Ltr    B3-19    to   all    gouief    reacti 

tasr/ance    af   arnends    to    OLa    Svc    Hat    encl 

E1SENHUT.  &    G          Divisio-n    of    Licensing         S3/03/O2  Consolidated 

Edison   Co       of    WBLI    York,      Inc          30pp          1S441     ISO         24X 

Flche    30-000.63/03/02.3305020453 

S303lB07fa9   Advises    that    action    retain  pa    bi    Amend    41     to    License    DPR-69 
Amend    SO    ta   License    DPR -53    complete    since    utll    negotiating 
u/DOE    re    disposal     OF    high     level    waste    ur    spent    nuclear     fuel 
JAFFE.UH         Operating    Roactore    Branch    3         83/03/04         LUNDVM.L. A    E 
Jlaltlmoi-o    Gas   A    Electric    Co        2pp         laSOi  033        SIX 
Fiche    50-317. 83/03/04, B3O51S076B 


B30524QH49  FOIA  requitt    for    three    catejoriei    of   documents    re  Reactor 
Baf*t(/  Study   Methodoloijij   Applfcatloir  Pro  gram 
CNUREff/CR-li59,  Voli    1-4)    !.    Inter  1m  fie  1  iabl  1 1  trj   Evaluation 
Prooram    (NUflE8/CR-5S13ra7B7  &  E&02J 

SHOLLY.S  C        Union    of  Concerned    Scientists        33/03/1 [        FELTOW.  J  M 
Division   at    RuUi   and   Retards         lp         13393    178        24 X 
Fleh*    30-000.83/03/11,8305240249 


B3O917O24J.   Foruai'di    Amends    83    !.   66    to    Licsrisas    DPR-S3   It    DPR-i>7. 
respec  t  i  veJ  y,  sa  f  ffty    evaluation   'j   notice    of    issuance   '< 
availability    Amanda     revise    Ti-ch    Spec    requirements     for 
equipment    hated     it    safety-related    a  1  r     filter    *ijs 

Jj*FFE,  &   H         Operating    ffeactops    Branch    J         83/05/05         LUNDWLL.fl    E 
Djltlmore    Gas    !,    Eloctrlc     Co         3pp          1EJ477    Oil          SIX 
Fiche    SO- 317,  B3/O3/O3.  B30S170246 


B3  0524  02  54  Partial    rmpon)«    to  FOIA  rcquntt    for    three    categories    of 
4oc.uffl*.nts   re   Reactor    Elafetu,    Study    Metrio<fal0g<j    Application    b 
Interim  R^llablliti;   Evaluatlirn  Program  re-pt*   Forwards 
Aft  A  documerts    Saartfi    For    addl    dockifflents    in  jragreii 
FELTON.J  M        Division    of  Rules    and    Records        B3/Q3V3I         SHOLLV.  B   C 
Union   of    Concarnad   Sclantiitg        2pp         1B59J   179        Z4X 
Flche    50-000,63/03/31,6303340^3^ 

—  83  U-5H4  03  ta  Forwards    comments    t>   carrectlons    to  Reactor   Safely    Btudrj 
Htthodology  Appllcatiani   Prog-ram    [RSStW)    anali/sis    If    rept 
li    to    be   puol  Khedi  cl  *ar    statement    of    program  assumptions    {, 
limitations    should    be    (ncludad 

TIERN/lM.J  A        Baltimore  Oas    *•  Electric   Co        B2/03/Q5        BURIUCK.G  H 
Offlc«    of  Nuclear   Riojlatoj-y    Research,    Olrettor        33jip 
165*3   233         S4X    Fich*    30-000.  B3/03/3E,  B3032402S4 

B30S040783  Forwards    AinEnif*   82  f,  £5   to   Ulcans*i    DPR-S3  S.  BPR-bl, 
Piipectively.  lafstg    evaluation  t  notice   of    lisuance  d 
•vallabllltg    Amend  1    revlts    Tech    9pec4    to    lucraase    steam 
9*n«rator   loin   prenurl  i*tlon    temp 

JAFFEi  D   H         Operating    R*actor*    Dranefr    3         93/04/21         LUNDVALL-^rt    E 
Baltimore   GJI    (,   EllctrlC    Co.        2pf>          18327   804         2-H 
Flehe    30-317,  93/04/?!  ,  S30304Q7B3 

--S3030407B9  Amend*   B2  fc  63    to    Llcflnief   DPR-S3  *   DPR-.69,  respective  1  1|. 
Increasing    iteam  gtnaratar   mln  jireisur  i  rat  Ion    temp. 
correction    tr/fograph  i  cal    error   t   limiting    overtime    for 
personnel    involved    (n   laf  et^-r«la  ted    activities 
CLflRHiH  fi        Op-eratiaj  Reactor*    Branch   3        B3/04/21        34pj 
IH3B7    206         24X   FJeh*    3O-317,  93/O4/21,  B30S040793 


~8305170?59    Amends    03    t    tie.    ID    Licenses    DPB-53   &    DPR-69,  reapec  1  1  vo  1  1). 
revising    Tech    Spec     surveillance    requirements     for    equipment 
ha:tcfi    !.    safptij-rclatsd    air     filter    s1J6 

CLARK.fi    A         Operating    Reactors    Branch    3         83/05/05         64pp 
10177   O14          24X    Fiche    30-3  1  7,  S9/O5/Q&P  FJ3O51  70S46 


SefotiJ     evaluation    supporting    Amends    63    t.    i>6    to   Llcensoi 
CPR-53  *-   DPR-69,  respectivalrj 

*      Office    OF    Nuclear    Reattor    Regulation,     Director         Q3/O5/O5         7pp 
O7S          24X    Fiche     SQ-317,  63/05/03.  S30517O24i 


—  0303170^73    Notice    of    issuance    >,  aval  lob  1  1  1  ty    of   Amends    83  d  6i.    to 
Licenses    DPR-33    Er    DPR-69,  r  espec  1  1  ve  1  ij 

TRAMMGLL,  C    M          Operating    Reactors    Branch    3         S3/O3/O5         2PP 
18477   095         .24X    Piche    SO-3  17,  B3/05/05,  830517O246 

8305190336   Forruards    Amends    B4    1   67    to    Licenses    OPR-53    f    DPfl-69. 
rB'Spec  ti  vel  ij.  sa  Pety    evaluation   'j   notice    of    issuance   '< 
a  val  lab-i  1  1  ty    Amend  -3    allow   periodic    testing    af    cuntrol 
element   asse>mbliee    u/inoperab  1  e   read    switch    stack    sijs 
JAFFE.D   H         Operatino    Reattovs    Brancn    3         83/O3/05         LUNDVALL-  ft   k 
Oalttmc-ra    Oas    !.    Electric     Co          3pp          19303   O9O         24X 
Fiche    3O-317,  B3/O3/O3f  B3051BO956 


e  ly. 


B3051flO379    Atnenda    84    !•    67     to    Licenses    DPH-33   t>    DPfi-69.  respec 
alloiiiing    periodic     testing     cf    conti  c.1     elenmnt    assemblies 
w/lnoperab  le    read    switch    itack    sija 

CLflftK.ff    A          Operating    Reactors    Hrancli    3         83/03/05          17pp 
18305    093          24X    Fiche     30-317.03/03/05.8305180336 


B3050407?3   9afgtv    evaluation    n/ppoi-tlnj    Affleni) 

DPR-33  i,  DPR-69,respietlv»lrj 

*      Dfflc*   at  Nuclear    Rtactor   Regulatlonj    Director 

1S327    240        34X   FicJre    30-31  7,  53/04/21.  8303040783 


6   63    to   License* 


3pp 


93031Q06O7    SaFetrj     evaluation    supporting    Amends    Bfl    t,    67    to    Licenses 
DPR-53   t-   "PR-49.  respettivelrj 

«      Office    of    Nuelsar    Reactor   Regulationp    Directur        B3/O3/O3        4PP 
18303    111          SAX.    Fiche     50-317.  83/03  '03,8305100536 


—  83DSO40795  Notice    of    lnuance   &   availability    of   Amends   B2  4  65    to 
License*    DPR-33  !•  OPfi-6?.  reipec  fciv«li| 

CLARK.R   A        Operating   flaactan    Branch    3        33/04/?!        2pp 
lfl3E7   243         24X    Fl  Che,  30-317,  B3/Q4/81, 


9308040045  Forwards  8ER   supporting    uttl    response)    to   MUREO-0737,  Items 
II.  F    1    4.     "Containment  Pr**iuc»  Monitor,"    II    F    I    3. 
"ConUtnment   Hater  teval   (lon.1  tor"   *    |I   F    1    6,     "Containment 
Hydros*"  Monitor   "    Item*   reiolved 

CLARK.  B   A        Ofieratlng    Heactori    Branch    3         83/04/31         LUNDVALL,  A   E 
Baltimore   Oai    b  Electric   Co        ?pp         10334   299        24X 
Fleh»    9Q-3J7j  63/04/21,8303060043 


S30S1BOA14    Notice    of    issuance   t   availability    of   Amend*    84   t.  67    fco 
Ulcanses    DPR--33    t    VfK-A9.  re-spec  tivelrj 

TRAMMELL.  C    M         Operating    Rc-actors    Branch    3         63/O3/05         SpP 
18503     119         SIX    FlcftC     50-31  7,  B3/O5/03,  B3051B0336 


O&neric    Ltr    S3-2O   to    all    opeiafcing    reactor    licensees    t- 
holders    of    CP-s    re    Integrated    scheduling    foi     implementation 
of   plaint   madfi    Svc     list    encl 

E1BENHUT.C    O          Division    of    Ulcensir.g         83/OS/09  Consolldatpfl 

Edlsan.  Co      of    New  Yort.     Inc         16pp         18637    153        24X 
Fiche    30-000.83/05/09,8305090659 
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3309I9029J  Responds  to  830325  Itr  re  current  R 
plans  for  completion  of  envn  oil  qualificatio 
jafetij-i  elated  electrical  equipment  ETi  tensio 
completion  requested  for  Unit  I 

LUNDVAV.L,  «   E         Baltimore    (las    *,    Elertrtc    Co         83/O5/1O 
Operating    Reactors    Branch    3         4pp          16501     lO"1         24X 
Fiche    90-317   83 '05/ J  0,  83051 W293 


850430    for 


CLARK,  R    A 


— 8305UO277     IE     Inap    Roots    3-0-31  7/B3-0?    t    90-J1B/03-O7   On    830406-00   No 
noncomp 1 i anc«    note'd    Major    areas    inspected     environ    monitoring 
program    for    opera  t  tana,  me  luid  1  ng    mgt    control  s  i  program    for    QC 
of    analytical    measurements    t,    Implementation    of    program 
JANS,  J   C    .     PrtSCl^K,W    J         Region    i,     Qfrico    of    Director          B3/04/24, 
4pp  15393    239         24X    Flche    50-317,83/01/37,0303110576 


5303200078    Forujjrds    request     F0i     aodl 
main    jtoam    lint-    bi  eat    analysis    Dpei 
completion    "f    revised    analysis 
CLARK, R    A         Operating    Reactors    Brjri 
Baltimore    Gas    t.    Electric    Co         3pp 
Fithe    90-317,  S3/03/10,  83032000*8 


info    re    830TO4    submiUal 
ition    justified    pending 


h    3         83/O5/10 
1B54I     038         21X 


LUNDVALU  A 


B30536O2?4    Forwards    response     to    8JO-J05    diai-l    technical    evaloation    re'pt 
re    control     of    heavy     loads    Phase    I    reviem    complete    Util 
position    accepted    per    83051S    telcon 

HSH,R   E         B.-iltimore    Oas    (•    Electric    To         B3/03'24         EISENHUT.  0   G 
Division    of    Licensing         2pp          18631)    16!          £4X    Flche    50-317,83/03/24, 
B3QS260394 

S30537002';    F&ruardE    marked-up    proposed    Terli    spec    3/4   6    1    6    re 
containment    tendon    curve i t lance 

PATTERSON. M   D         Baltimore    QaB    5-    Electric    Co         83/05/24         JAFFE,  D   H 
Operating    Reactors    Branch    3         3pp          !Sfi38   310         24X 
Fiche    50-317,83/03/24,8305270029 


IE   Bulletins    >J    coi i espondunci 


Bai2060385    IE    InFo    Notice    01-14,     "Deuatered    Spent     Ion    E. change   Resin 
Suiceptibl 1 i tv    to    Exothermic    Chemital    Keaction    "    Sue     list 
end 

TAYLOR,   )   H         Division    of    Safeguards    t    Inspection   Programs     IPost 
8301031        83/03/gl  Consolidated    Edison   Co      of   New  York.     Inc 

112pp          18JOB   319         24X    Fiche    50-000.  f!3/O3/L'l .  Bi']20603B5 

5303040021     IE    Info    Notice    81-21,     "Detective    Emevoflnci;    Use    Fleapiiator    " 
Svc    1 1 i t    enr 1 

Division    of    Emergency    Preparedness    ft   Fngineering 
Bast    B3OI03)          H3/04/IS  Consolidated    Edigort   Co      of    New 

18433    155         24*    Fithc    90-000,83/04/19.8303010021 


JORDAN,!!   L 
Response    <F( 
Vork,     Inc          l?6pp 


&30503019B   roruards    IE    Insp    Repti    50-31 7/8.1-0'   &    50-31B/Q3-07    on 
830313-0412  No   noncomp  1  iarice    noted 

STARQSTbCKl.FI  Division  of  Pioject  V  Hesident  Programs  S3/O4/I<? 
LUHDVALL.A  E  Baltimore  Gas  •  CloctHc  Co  2pp  1830O  243  24K 
Fiche  30-317.83/04/19,8305030198 

— 9305030300    1C    Inap    Repts    90-317/83-07   '     30-318/63-07    on    830315-0412   No 
noncomp 1  lance    noted    Majer    areas    inspected    control    i oom, 
Accessible    plant    strut tur en, plant    operation, radiation 
protect  ion. physical    security    V    fire    protection 

ARCHITZEL.fi    G    ,     TRIMBLE, I)   C    ,     HCl.AHt.  E    C         Division    of    Project    !, 
Hesident    Programs         B3/Q4/1B         22pp          IS300   24b         21X 
Picho    50-317,83/04/19,8305030198 

B3O3040023    IE    Info    Notice    83-23,     "I!WR    Snf ety/Rel  1  ef    Valve    Failures    " 
Sue     list    entl 

JORDAN,  L    L         Division    of    t'mergency    Frepai  edriess    ft    Engineering 
Response    (Poet    830103)         B3/O4/22  Consol i dated    Ediaan   Co      of    New 

York.     Inc          112pp          18383   089         24X    Ficne    50-000,53/01/22,83030111023 

930304002']    It    Info    Notice    B3-33,     "Inoperable    Containment   Atmosphere 
EBhilng    Sqs    "    Svc     Hat    encl 

JORDAN,  L"  L        Division    of    Emergency   Propai  ednesa    li  Engineering 
Reiponge    <Pns,t    B30103)          B3/Q4/23  Cniisolldated    Edison    Co       of    New 

Yopk.     Inc          l'9pp          10381    291          24X    Flche    50-000. B3/O4/35.  6303040OS5 

0303030340   Ack    receipt    of    8303JO    1 ti      infonmno   NRC    of    steps    taken    to 
correct   violations    noted    in    IE    Imp    Repts    50-317/83-01    & 
SO-3IS/B3-01 
DELUAMV.R    H         Region    1.     Office    of    Director         83/04/36         LUNDVALL, A   C 

Baltimore    Ges    (,   ElecHlc    Co          Ip          IBS'7    065         24X 
FlCho    30-317,03/04/26.8303020340 

— 9305020344   Responds    to   NHC   B30303   Itr    io    violations    noted    in    IE    !nsp 
Rapti   50-31V/83-01    d    30-31B/S3-OI    Coirective    actions    changes 
made    to   Radiation    Safety   Procedures    2-30&  '    2-303    for   mai 
air    flow  t   protection    Cac  tor,  respoe  1 1  ve  I  if 
LUNDVAIL.A   E         Baltimore    Gas    &    Electric.    Cu         B3/03/30         MARTIN.T   T 

Division    Of    Engineering    &    Technical    Pi ograms         Spp          1S277   066 
24X   Fiche    30-31 7.  83/O4/26, 8303020340 

H3Q3110276   Foruiards     IE    Inso    Repts    30-31 //El.1-09   *,    SO-31B/83-Q9    on 
8304O6'OS  No    noncomp 1  lance   noted 
MARTIN, T    T        Division    of   Fngineenno    *.   Teehnical    Programs        83/04/37 

UJNOVALt.A   E         BaltimorK    Gas    &    bleetric    Co         3pp          18393   237         24X 
Fiche    50-317.  03/04/37.  B3031 10376 


8303O40O2&    IE     InFo    Notice    83-24,      "Loose    I'ai  ta     in    Beconlarg    Sidd    af 
Steam    Qenorators    at:    PWRs     "    Svc     list    enc] 

JORDAN,  E  L         Division    at    Emorgenry   pro-par  ednes  s   *    Ensirioerlng 
Response     (Post    B3O1O3)          S3/O4/2B  Consolidated    Ed  i  tan    Co       of    N»u 

Vork,      Inc  119pp  IS3B2    047         SAX   Fithe    30-000.03/04/20.83030110026 

B'30304O027    IE     Infa    Notice    63-25,      "Standby    Gas    Ti-eatraont    Sys    Heater    Hiflh 
Temp    Trip    Se-tpoint    AdjuBtment    "    Svc    list    encl 

JORDAN.  E   L         Division    of    Emergenrg   Prepai  etfnaa  i    (k   Cr.3  moor  ing 
Respo-nae     (Post    B301O3)          B3/O4/38  Conso  1  Ida  tad    £dlgon    Co       of    Neu 

Vori,      Inc  llBpp  1Q3B-2     1A5         34X    FIchD    30-000,83/04/33,8303040027 


3303040028    IE    Info    Notice    03-26,      "^ailura     of    Sa  f  e  ty  /fie  I  I  af    Valve 
Ducharge    Lino    Vacuum    Brealers    "    Svc     li-st    she  1 

JORDAN.  E    L          Divi»iDJi    of    Emergenci;    Preparadne  sa    t.   Eriq  i  neer  I  ng 
RB*Bon»o     (Post    830!03t  B3/03/03  Conso]  i  Jated    Edljon    Co       of    Hfru 

York,      Hie  132pp  18441     170         34XFlcfiC     30-000,  O3/03/03j  0303040020 


9303040030    IE    Info   Notice    83-27-     "Operational    Responso    to   Eventi 
Concerning    Deliberate    Acts    Directed   Against   plant 
Equipment    "    Svc     Hit    encl 

JORDAN.E    L          Division    oF    GmiH'o.  ency    Preparodrieis    6   rtifl  ine»rlnj 
RBSponsa    (Post    B301O3I         B3/OSJQl\  Consolidated    EdJaon   Co      of    New 

York-     IPC          HBpp         18332   SB2        SIX   richp    30-000,03/09/04,8303040030 

930304003)     IE     InCo    Notice    93-38,      "CritsrU    for     ProtactlVe.    Action 
Racommemlatl  ona    for    General    £morgonclos    "    Svi    list    oncl 
JORDAN,  E    L         Division    of    Emergencij    Proparadnosa   A  Eng  Ineev  I  no 
Response     (Po^t    830103)          83/03/Ofl  ConfiQ  1  i  rfated    Cdiion    Co       af    Mffu 

VorK     fnc          ll?pp  19411     OOi          24X   Flche     50-000.  93/05/04,  830304003! 

8303060412   Submits    (laser  1  n  t  i  on    o  F    analyses    of   main    stoam    Una    break 
inside    containment    par    IE    Hull  at  in    BO-01    resulting    In 
B30430    LER    Fceduiater    sym    mods    being     initiated    Continued 
operat  ion    just  i  fled 

UJNDVALL.rt   E         Baltimore    Oaa    t,    Eloctrlc    CD         03/03/04        CLrtSK,n    A 
OparatlnB    Renctorrs    Branch    31        Opp         10343    2&.0         sfly 
Fiche    30-317,  S3/-03/04.B3050604ia 

B303040033    IE    Info    Notice    H3-2"?,     "Fuel    Dinding    Cauaod    by   Fual    Rack 
De-formation    "    Svc     list    *ncl 

JORDAN.E    L         Division    of    Emergoncij    ProparBc(ne,3    fc   Gnolneflrlnfl 
Reiponse     (Post   B3D103>         83/oa/Ofa  Consoli  tffl  t  ttf    Cdl.on    Co      of    MB^I 

York,     fnc         I13pp         1B52334B        ?4X    Fi  ch  e    SO-ODO,  B3/€3/Oi!,,  B303040033 

830304D034    IE    InFo   Wotico   33-ao,     "M  J  sapp  1  U  *tton    of    (Jenerlc    EflBrgBncu 
Operating    Prtucedtirea    (COP)    Guidelines    "   Eve    list    encl 
JQRDAN.E   L        Division    OF    Emer-gency    PreparndnBi  *    t.   Grio  i  naar  i  ng 
Response     (Poat    830103)         B3/OS/M  Canial  Idatod    E^iian   Co      or    Nsui 

York,     Inc          I14pp          1BS24    OO3         24^    Flche    9O-QOO,  B3/D3/  1  1,  0303040O34 

B303500620   For^an  tfs    Info    In    rB9pon»H    to   remaining    open    inuii    In    IE 
Bulletin    BO-oi    ra    main    (.team    line    break    Inside    containment, 
supplementing    030304    Hr    r»a  ta  1  1  at  1  on   of   main    feeKuateT    »u« 
trip    scheduloiJ    for    complotlon    by    931H7 

LUNDVALL.A    C          Daltlmore    Oa  ,    J,   Elactric    Co          03/03/1/         CLflRK,  H    (\ 
Oneratlng    Reactoro    nraiieh    3         3jip         1S920  Ots         SIX 
Flche    30-317,  B3/03/17,  Q303200620 


of 


i  n 


83ossOOfi2S   Diacusftin    anali/aet    at    potential    consoqucnci 

line    braak     inald"e    containment    taffa  I  led-opon    main    fB»dui*t«r 

regulating    valva    t    provide*    jui tif i cation    for    tontlnueri 

operation, par    IE   Bulletin    BO-O4    Holated    (nfo    ent I 

LUNDVALU.rt   E         Daltimore    QJJ  a    &   Electric    Co        B3/O9/1?        CLAHK,  R    A 

Operating    ReactorB    Dfanch    3         30-ap          10520   ObS          SIX 

Flche    50-317,33/03/17,8303200620 

B303040040    I^Jnf.,    Noble*    03-31.     "Error    In  ADI.PIPC   Compute   Program    - 

JQRDAN.C    L.        Division    of    Eme rgenc.,   Preparedness    >s   Cn(ii«aarln9 
R.spon.e     (P«fc    6301031          83/03/19^  Consolidated    Ctfi.oB    Co       of    H.w 

V«rk,     Inc  Hipp  IB*-? 7    OO9         B4X    rich.    »-000.  03/<KJ/?7.  M03O«o3o 


8303040046     IB    Info    Notice    03-33,      "Nonr  .present^!  Ve    Sa^lin 
CQntamlnatod  Oil    "    Sve    IU(    encl  f' 

JQRDAN,E  L  Oivision  of  Cmoigenti,  Prepaisdness  ft  Englne« 
»*pont.  (Post  eaotos,  B3/OS/»*  con.olidlt.d  E  u'n 
Vork,  Inc  1|4PP  18&47  OO7  SO  Fiche  30-000. 


of 


174 


DOCKETED  ITEMS 


R      Periodic    operating    report*   &   related 


0303200631    Foryard»   meteorological    data    for    lemlannuak    effluent   r»pt» 
for    1932. 

LWDVALLuA  E        fliltimore   Oai    1*  Electric    Co        93/05/04        ALLAN.  J  M 
Region   1.    Office   of  Director        lp        18319  173       34  X 
Fiehe   30-317,  83/03/04,  930320063I 


— 0303190352   LER   B3-023/O3L-O   on   030403,  control    power    fu«e   for   win  Vint 
RMB   panel     (1C2HF)    blew   due    to    ihort    circuit   Cauted    by   ihart 
mhen    control    circuit    reljg    auiiliarg    contacts    junpered. 
Else trlclans    cautlone-d    Miring    properly    labeled 

JUNOE.rt  A.,     BASSO.L  F.        Baltimore  Oat   »  Electric    Co        83/09/09, 
fleflton   1,     Office   of  Director         lp         1B900.  024.       24X 
Fleh«    90-319,  83/08/08.03031903-18 


— 8303200644    "Calvert   Cliff*   Nuclear    Power    Planti Mateorologi c*I    Data.  " 

Jan-June    1783 

*      Baltimore   Oat    J.   Electric    (To        93/03/04,       £Bpp         10319.174.      24X 

Flcn*    30-317,  8 3 /O 9/0 4.  6303200^31 


8303230532  Forward*   LER  03-OS2/03L-O 

RUBBELL,  L  II         a* J  timer.   Cam   ft   Electric    CD        B3/09/O9 
Rtglon   1,    Office   of  Director        lp        18336  327       24X 
ftctte    SO-3 1B,B3/O3/09,  8303830322 


ALLAN. 


83052003*4   Forward*   monthly    operating    r»pt«    for   Apr    11B3 

LOriTa.E  M        Baltimore  Out    k  EUctrU    Co        53/03/13  Dlrector'i 

Off  lea.    Office    a-f    Inflection   and    Enforcement         lp.       10314.188        24* 
Flche   30-31 7.  83./O5/J3,  8303200364, 

— 8309200384   Nontfily    tjpunbing    repti    for   Apr    I*?S3 

LOflTOfE         Baltimore    0*1    &   Electric    Co         B3/O3/13.        lOpp 
10314   189,       24X  Fiche    90-317,83/09/13,830330-0364 

8      Report able    occurrence*!    LERs   4    p»lat»d    correipondente 


— 03Q923032B   LER    93-022 /03L-O   on   B3041 1,  dur Ing    lurvaillance   lattlnj, 
•uilllary    feeduiater  actuating    tyi    channel    ZF   letpotnt    for 
fteam   gent  rat  or    delta    pranure    found    out-of>-*pec    Canted   t>u 
E/I    isolator    output   drifting    low    Imlatar   replaced 
PrERINOEH.P,  A   .     BASSO.  L   F        Baltimore   Oai    t.  Electric   Co.      83/09/09 

Region   1,    Office  of   Director,      lp        18336.328       24 X 
Flche    30-3 19,  B3/03/OS,  S303230322. 


DOCKET    90-320  THREE   MILE   ISt-AND  NUCLEAR   STATION,    UNIT  2 
F      Security,    medical*    enirg*ncg    t   fire   protection   plani 


B30S040727  Advltn    of    Intention    to    address   AEODVE304,     "Inv»«tlg»tlDn   of 
Bactflow   Protection    In   Connn&n   E^fpminc   K  Floor   Drain  Byt 
to  Prevent   Flooding    tif    Vlt*l    Equipment    in  Safety-Related 
Camjtartflmntf,  "  by   uiing   NRK  Ofe   Ltr   40. 

DENTOM.H  R.       Office    of    Nuclear   Rtactor    RrjuUtlon.    Director 
83/O4/12        HELTEMiEB,  C   -J        Director'*   Office.       lp         18320,098,       24X 
Flche    30-317, 83/04/1S.B303040727 

83030303B3   ForwaMJi   LER  B3-013/03L-O 

RH3SELL.J.  8        Baltimore   Oat   &  Electric   Co        83/Q4/18        ALLAN,  J  H 
Region   1,    Office    of    Director         lp         IB30B: 1?B        24X 
Fit h»rSO-31B,a3/O4/je.  8303030303 


83O5040973  Rtleaiei    public    vertion    of   rev   to    emergency    prepiridntti 


M        DlviiJon    of    Rule*   and  Recordi.       B3/04/23  Document 

Managemtnt  Branch         lp.       18331.242        24X  Flche-  90-320i  83/04/23^ 

8303O1037S, 

—  83030403BO  Public    veriion    of    Rev  4   to  Emergtnctf   Preparedne**   Procedure 
1034  Sj     "Callout    of    antiCo    &  Dffilte    Dut«  Rofter   Pertonnl.  " 
BEAVER,  J  R.  ,     BARTON,  J  J.       General   Public   UtilltKi    -  CPU  Bervlci 
Corp,       63/04/-I1         14pp,        18391.244,       24X  FleHe   50-320.83/04/29, 

S303040373. 


--B3030-303BB  LER  B3-013/O3L-0   on  asOtfSl,  Invjl  I  d    In-sore   det»clcr    linear 
heat   rate    alarm    revnaled    Incorrjit   alarm   *etpolrti    antertd 
on   830307   Cauied    tty    improper   aljrn   aetpdlnt    foritif    Setpninti 
eorre-ctud    t>   formi    clarified 

PIERIHOER, P    A  ,    BOWMAN, H  E.       Baltimore    Oan   k   Electric   Cfl 
83/04/18,  Region    Ij     Offlte    of    Director         tp         1S308    199        Z4X 

Flch»    90-31B,B3/04/18,83O30303B3 

B30SO203O9   Wonroutlne   radiological    environ   operatinfl    rept   During    Pint 
Quarter     1983.  templing    of    glotma-emt  Ctlrtg    radlonticl  Ide* 
Indicated    presence    of    AM- 11 Om  u/htgner    than    permitted 
concentration 

FUHRMAN, 0  R        Saltlnor*   Oai    t.  Electric    Co        83/O4/21  Region    1, 

Dfflet   of    Director-        2pp         192B1    864,       S4X  FIchB.  80-317, 93/04/21. 
8303020309 


6303140091   LEff  B3-OI9/03L-0   hi  I    been    c*nc»leil 

RUSSE1.L.1-S        BaltlmoT*   Oa*  li  Electric    Co        B3/-O4/2S 
Region   I,    Office  of  Director        lp        1043O  336.      24 X 
Flche    30-318, B3/04/22,  SSOSlfiOOBl 


ALLAN,  J   H 


B3Q5040:Hfe  Forwtrdt    evaluation  rvpt    on    lois    of    oaltuster    flou  to    ivc 
Mi  tar   HKt   Removal    of    locktif   op*n    nomafetij-reH  ted  HX 
dltchargB   valvn   recommendid 

CINTULA-  r  C.      Reactor  Opiratloni   Analg*fi  Branch.      B3/O4/23 
SEVFRIT-K  V        Reactor   Operation*    Anal^il.   Branch         lp.       18327  O1S 
24X  Flcfit    90-3ia,B3/04/a3ja30904O14A 

—  B30»O4013I>   "Lou    of   Bait   Hater  Flou    to   Svc   Uater   HXi,  "    eveEuatlan 
rept 

CINTULA.T  C.       Olrector'l   Office        83/C4/S9        7pp.       1B327'  016        S4X 
F  1  che-  BO-310,  a3/04/SJ,  B303040146 


930506OS30  PNO-I-S3-O44   on    B3030-3,  •*  f  «ct   of    continued    ftedu*t«r    flow 
due    to    failed    open    feedvater  regulating   valve    Incorporated 
per   adfl    simitlont    re    llcenie*   reipcnie    to    IE  Bulletin 
80-04,     "Analgite   of    PHS  Main  St»«m  Line    Break    ..     " 
ARCH1TIEL,    MCCABE      Region    I,    Office    of   Director.       83/05/03.       lp 
1B347.E9S        E4X  Flch*    90-317-  83/09/03,  830904.03^0. 


0309-030377  R»l»a-f»»    public  v*r<lon    of   rev    to    emergency    plan 
Imp lemtntiria    procedure. 

FELTDN,  J  M        Dlvtiion   of  Rule*    and   Recordi        83/04/23  Docueiint 

rfanigemtnt  Branch        lp.  16332:143       24 X  Flchei  3O-3SO,  03/04/39, 
B3O30S0377 

— 8309050391   Public    veriion    of    H*v    1    to  Efflergenc<j   Plan    Implementing 
Procedure    1O54.  B9.     "Activtion   of   Technical    Support   Ctr.  " 
STANCE, 8  J        Qenera)    Public    Utilities   -   OPU  Service   Corp 
B3/03/17        9pp         1B39Z.164         S4X  Flchft    90-3BO,  83/04/29,  B30305O377. 

630310O143  Bubml t«    ttatut    of    offilt*    emergency    preparedneti    li«ua«    re 
FEHA  region*!    verification*    through   830304  ti  data    received 
through   030331    concerning    icnedule    for   completion    of    li*uei 
•  t   facllltli*. 

KftlMMj  R   W.      Federal    Emergency    Management   Agency,       83/04/26 
JORPAN,  E  L.      Dlvlilan  of  Ediergencij  Prepar*dnei«  b  Englneiring 
Reipotii*    <Po»t   830103)        9pp,        1B37S-001        24X  Flch*' 9O-SB?,  B3/04/S4, 
83O91OO143. 

93030 AOOSZ   Inform!    of    addl    mod    to    ichedule    for    fire   detection 
capability    in    chemical    clear)  Ing    bldg.  Scheduled   completion 
date   extended    bo    B30719. 

KANOA,  8  K        General    Public    f/tllltle*   -  OPU  Service   Corp        B3/04/29 
8NYDEH,  B    J.       TMI    Program  Of  t  i  ce         lp         18343.  03O        24X 
Flehf  30-320,  63/04/39,  B303OSOO82 

8303110034  Oensric    Ltr    83-21    to    all    licinieei    of    operating    re«(tor», 
applicant*    for    OL*    (.   holderm    of   CPi    re   clarification    of 
acceii    to    control    procedure*    for    lau   enforcement   vlilt* 
Bvc   Hit   encl. 

EIBENHUr,  D.  O,       Otvlilon    of    Lie. mine        83/09/11.  Coniolidited 

Eiflian    Co      of   New  York,     Inc.        l&pp         !B940'099,       24X 
Flch*    £0-OOO,83/u>3/ll,S30911OO34 

B3052OOS63  Forward!    clarification   of   iecuritij    pi  am  per   NRC   931  lib 
reqtrot  Clarification  withheld    (ref  10CFR2.790) 

KAMffA,B.K        Oenvral    Public  Utilitlee  -  OPU  Birviet   Corp        B3/09/1*. 
flNYJ>ER.B    J        TMI    Proflram  Office         lp.       10914:249.       24X 
Fieh«   3O-3BO,  93/03/16, B3032OOS63 


B3030A0412  Submit*   description   of    enalgie*   of  main    "team    line   brea* 
inilde    cant*lnmant   per-    IE   Bulletin   00-04   resulting    in 
830430  LER  Fetdwater   »««  nodi  being   Initiated   Continued 
operation   justified. 

LUNDVALL,A  E       Daltimope  Oa»   t<  El«ctrlc   Co       B3/O3/04.      CLARK.R   A, 
Operating  R»acton  Branch  3.      8pp.       18343.849       3«X 

Flchl:  30-317.  83/09/04j  S309040412. 


830S1W340  Foruiard*   LER   B3-OE3/03L-0. 

RU9&EUL,L   B,       Baltimore   Oai   &   Electric   Co.       03/09/03 
Region   1.    Office    of   Director,       lp,        10900-023        24 X 

PUht    30-31B.83/09/03,8349t9034a 


ALLAN,  0.  H 


tr.     Ad judlca toi-y    corretpondenca    < 

B304O4047O  Order    extending    titn»    until    B304S0   for   Connlxlon   to  act    to 
r>Vleu  ALAB-701    Conninloner    Ahe'rne   dlitentlng   vl*ui    encl 
CHILK'B.  J.      Office    of   th*  Secretary   of   the  Comnleelon.      03/03/31. 
COAniitlonen         3pp         17607:049.       24 X  Fiche. 90-000,  83/03/31, 
03040404 7O 

8309040094   Dl«cu*i«*    itatu»   of    B4.H-OPU   Uuiult    document   revliu.Nixt 
T«ft    lra«ctad  utthln  S  ukl. 

DIRCKB,M  J.      Office   of   the  Executive  Director   for  Operation!. 
03/04/20>        PALLADINO.N  ,     OILINSKV-V   ,    AHEARNE.  J.       Comnrinloneri, 
app.       1B33A;323.       S4X   Flcht:  SO-2B9,  03/04/20,  B309040034. 
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— B303O40068  Staff   requirements   memo   re   830330   briefing    on    investigation 
b   pottible    enforcement   action    IE   requested    to    submit 
Investigation   r»«ulti   batid    on   review  of   all    documents    for 
n*w   info  within  3  uk* 

CHILK'B  J        Offlc*    of    the   Secretary    of    the   Commiiiion        93/04/03 
DIRCKfliW  J        Office    of    the   Executive   Director    for    Operation! 
KAVEB.B    B         NRC    -   No    Detailed    Affiliation    Oiven         CUMHINOB,  J   J 
Office    Of    Inspector    Ic   Auditor,        2pp          18336    327         24 X 
FLch*    30-289,  83/04/2O,  B309040094 

8305230700  Requeits    cooperation    In    Informing   NRC    of    outstanding    safety 
concern*   r*    facilities    Prompt    notification   m    allegation*    of 
•afetu    concern*   requaitad 

PLAINEiH  H       Office    of    the   Oeneral    Couniel        83/04/20        DEVINE,  T 
Oovern«*nt  Accountability  Project       2pp        IB942  323       24 X 
Fieht;  80-209,83/04/30,8303230700 

B3O94UOS30  Order  extending   time   until   830313   for  Commission   to  act   to 
review  ALAB-7O1 

HQYte.J  C        Office    of    the   Secretary    of    the   Commission        83/09/09 
COMaUlloner*        lp         18343;  176        24X   Flche,  30-000, 03/03/03, 
830SOAQ290 


--830927Q027   "Rept   on  Mental   Health    Effects    of   TMI    Accident    " 

BROMET,  E   J         Pittsburoh,     Unlv      at.        83/O2/SB  NRC    -   No   Detailed 

Affiliation    Olven         79pp         10634   OQ2         24X   Flche    30-320,83/03/08, 
3309270022 

—9309270033   "Piycholooical    Stress    Among    TMI   Area  Reildent*   t  Mediation 
of   Reiponf*    by  Support   ti  Coping    " 

BAUMiA    ,     8CHAEFFER.M   A   ,     COLUNS.  D    L         Uniformed    Services    Univ      of 
the   Health   Sciences        NRC-03-92-la5        B3/03/08  NBC  -  No 

Detailed    Affiliation   Qlven         34pp  18634   088        24 X 

Fiche   90-320, B3/03/OB,  8309370023 

— 8303270040  Forwards    final    rept,     "Reanalysls    of   TMI    Telephone  Survey 
Data    " 

HQUTB, P  8  Pennsylvania  State  Unlv  NRC-03-B2-133  83/03/OI 
REOAN,W  NRC  -  No  Detailed  Affiliation  Olven  lp  18634  122 
SIX  Flchl  30-3BO, 83/03/08,  B309370OS2 

— B309270046   "Reanaly*!*    of   TMI    Telephone   Survey    Data,"    final   rept 
HOUT8.P   S   .    MILLER, R   H  ,    LINDELL.M        Penn»«lvanla  State  Unlv 
03/02/2B  NRC  -  No  Detailed   Affiliation  Olven        123j>p 

1B634    123         24X   Flche    30-320,  B3/O3/08, 83O937002E 


0309130060  Response    opposing    intervenor   motion    for    recunatlon.  Motion 
doas   not   spiciflcally    discuss    reaions    uhy    prior   activities 
nag   constitute  conflict  of   Intareit 

PM.LADINO.N  J        Ca*mlsilon*ri        B3/09/11         2pp         1B436  22B,       84 X 
f  Icht:  30-000,  B3/09/1 1.  8308130060. 

0309130041   Order   axttnding    tine   until    B 30 920    for   Cammisiion    to   act    tc 
review  petition   for  revleu  of  ALAB-701 

CHILK,  8  J        Office    of    th»   gecratary    of    the   Commlnlon        B3/03/12 
CoMllflonen         lp         18437  033,       24  X  Flche,  80-000, 83/03/12, 
63031 3XXM.1. 

B30»240aii  Advlies    that   830353    Itr   re4ueiting    immediate    halt   to   all 
work   at   THI-1    &  2, u/e«eeption    of   maint    necessary    for 
•  afetijj  will   receive   consideration   as    reo_uett    for   action 
under   1OCFR2. 206  PR   nottci   encl 

DENTON<H,R        Office    of   Nuclear   Reactor    Regulation!    Director 
B3 /OS/17.       KINO,  R        Three   Mile    Island   Public    Interest   Reiource 
Cent.r.       2pp.       1BB73  306        24X   Flche    90-289, 83/09/17, 8309240216 


-830S27004B  Draft   "Restarting    TM1-I. Social   fc  Psychological    Impact*    on 
Communities    " 

SORENSEN,  J  ,    BODERBTROM,  J.      Oak    Ricfge   National   Laboratory, 
BdLIN.R.       Hi  14  Mexico   State  Unlv        83/03/08  NRC  -  No  Detailed 

Affiliation  Olven        207pp        10434   240       24X  Flche   90-320,33/03/08, 
8303270023 


B30BB00101   FOIA   request    for   name    of    manufacturor    of   fuel    rods   uied    at 
facility 

WH1TED-P   J        Affiliation  Unknown        B3/O3/23        FELTON,  J  M       DIvl*ion 
of   Rula»   and   Record*        lp        iB941    COS        S4X  Fiihe   30-320,83/03/23, 
B309200101 

B3092000B7  Responds    to  FOIA  request    for    name   of   manufacturer   of    fuel 
rodi   used   at    facility   Fuel    rod*   mfg    by    B&U 

FELTON.J  M        Division   of  Rules   and    Records        83/03/31        WHITED,T>  J 
Affiliation  UlUnoun        lp         1BS41   OO1         24X  Flche   90-329,83/03/31, 
8309200087 


—9305240280  Notice    of   request    for    action   under    10CFR2  206   re    immediate 
halt    to   work    «t   TNI-1    &  2 

WNTQN.H  R        Office    of   Nuclear   Roactor   Regulation,    Director 
83/09/17.       lp,       18313' 309,       24X   Flche    30-289,  B3/O9/17.  B309240216 


B30923D720  Forwards    Hit   of   utlli   responding    to  requests    for   co»t 
figures    on    backflttlng 

TOUHTELLOTTE,  J       Regulatory   Rsform    Task    Force        B3/04/11 
PALLADINO,N  J        Commlif loners        2pp         1B942  272       S4X 
Fichl    30-000,03/04/11,8303230720 


0309SOO9AO  Order    extending    time    until    830927   for    Comminlon    to   act    to 
ravtiw    intervenor   821227   petition    for    review   of   ALAB-701 
CHILK.  B.  J        Office    of    the   Secretary    of    th*   Commission        B3/09/19. 
CotMlsiloners        lp.       1B914   383        24X  Fiche    90-000.83/09/1?. 
B304ZOO360. 


8309020330  Pre*entf  NRC   revleu  of   tc  recommendation!   on  util    B30131 
revised    ichedule   tt   cost    Info  re   recovery 

DIRCKEpU,  J  Office  of  the  Executive  Director  for  Operation* 
8ECY-83-140  B3/04/10  33pp  1B284-261  24X  Fiehe  30-320, 
83/04/13, 8309020330 


Bd03!24033&  Affidavit   of  RE  Rogan   confirming   util   commitment   to  activate 
•••rgencv   operations   facility   &  itaff   facility  u/emergincv 
tupport    director   within    1    h    of    site   area    or    general 
tMergency   notification   or   declaration 

RCXMNiR   E.       Ointral    Public   Utilities   -   OPU  Service   Corp        83/03/20. 
4pp.       I8976-OB7        24X  Fiche    90-000.83/03/20,8303240336 

9305250376  Confirms   T  Polndcxter    !<  HN  MUcove   830927    teleon    committing 
to   dl-scuii   outttandlng   contention!, 

HILCOVE,  M.  N.       Hearing   Branch   2.       83/09/23        JOHN8RUD,  J  H 
Environmental  Coalition   on  Nuclear   Pauer        lp,       10383' 349       24X 
FI  Che):  90-320.  83/09/23,  8309290376 

6303310017  Memorandum  h   order    to    hold    decision    in   ALAB-701    In  abayance 
until    Conmlttion   complete*    cevieni  of   U  mill    tailings    pill 
requirement*  h  of  rulemaklng*   to   conform  Comml*slon 
requirements   to  EPA  stds  Separate  J  Ahearn*   statement   ancl 
CHILK, 3.  d.       Office    of    the   Secretary    of    the    Coiflmliilon        B3/09/27. 
14pp.        18693.311.        24X    Fiche.  30-000.  03/03/27-  B30331 0017. 


H.    General   correspondence 


8309040686  Requests   response*   re   relief    from   surveillance    requirement! 
of    equipment  which    mould   reiult    in    eicesilve   eipoiire   Tech 
Gpec    change   requests,  scheduling    for    recovering    affected    sys 
h  rev    to   recovery   plan   requested 

BARRETT.  L.  H,       TMI   Program  Office        B3/04/27        KANSA.  B  H        General 
public    Utilities   -  OPU  Service  Corp         3pp         18336  327        24X 
Fl  Che.  BO-320,  83/04/27,8303040686 

8303020493  Oenerlc   Ltr  B3-19   to  all    pouiar    reactar  b   testing    licensees 
re    neu  procedure*    for    provldlnu    public   notice   concerning 
Issuance    of   amend*    to  OLs  Svc    Hit    end 

EISENHUT,  D  0        Division    of   Licensing        B3/03/02  Con*olld*ttd 

Edison   Co.     of  Ntui  York,     Inc        SOpp         18441    120       24X 
Flche    30-000i 83/09/02,  0309080433 

8309120033  Foruirdi  Training  Procedure    &210-ADK-2604  01, Rev   1-00, 
"Control    of  Exam*    for  Unit*    1   I.  2,  "    b    Procedure 
6210-ADM-2610  02, Rev   1-00,     "Operator    Training    Instructor 
Indactrinatlon/Quallf Icatlon  Training    Program   " 

HUK1LL.H.D       Oeneral   Public   Utllttl**   -  OPU  Service  Corp,      83/09/06, 
8TQLZ,U  F.       Operating   Reactor*   Branch    4        lp        13123  233       2<tX 
Flch*'  30-289, 83/03/06,  8303120033 


B309120019  rtaquettf    that   LP  King,  lite    operation*    director, be   deleted 
from   future   correspondence  ft  <JJ  Chuastyk, manager,  plant 
opvrfltlon*   be  added   to   distribution   li*t 

KAMM.B.K.      OaneraJ   Public   Utllltie*   -  OPU  Service   Corp.      B3/03/06 
BNYDCR,B,J.      TMI   Program  Offlca        lp.       18428.232       24X 
Fiehe.;  8O-32O,  B3/ 09/06,  8305120019. 

p.    Operating   license   ttaga   documtnts  b  correipondencc 

8309370022  Forward*   "Rept   on  Mental   Health  Effect*   of  TMI  Accident   " 
•ROHCT'E.  <J.      Pittsburgh,    Univ     of,      83/03/08,      SHANKKAN>  S.  P.      Site 
An*ly»f«   Branch,       tp.      18634  001       24 X  Flch*- 30-320,  83/03/08. 
0303970022. 


— 830SI20064  Rev    1-00   to  Training   Procedure   6210-ADM-2604   01,     "Control    of 
Exam*    for  Units    1   h  2.  " 

*      Central    Public   UtlHtie*  -  OPU   Service   Corp.      83/04/26        7pp 
18428-  234,       24X  Fiche:  30-28?.  B3/O3/O6,  8309120033 

0303190238  Foruards  Amend   21    to  License    DPR-73, saf«t«    evaluation  b 
notice   of    issuance   t  availability,  Amend    consists   of    changes 
to   radiological    environ   monitoring    program  requirement*    In 
T«ch   Specs. 

BNVOERiB   J        TMI   Program  Office        S3/O3/06.       KANOA,  B  K.       Otnsrfll 
Public    Utllltie*   -  OPU  Service   Carp,       3pp         18903-001        24X 
Flche' 30-320,  83/03/06,8309180238, 
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DOCKETED  ITEMS 


— S3O31SO24S  Anind  21  to  License  DPR-73. consist  ing  of  changes  ta 
radiological  environ  monitoring  program  requirements  In  Tec-h 
8ptcs. 

BNYDERiB   J        TrtI    Program  Office        B3/03/04        34pji         16303  004 
rich*   50-320,83/03/06,8303180238 


24X 


S30304QOS1    IE   Info    Notice   83-2 lj     "Defective    Emergency    Use   Respirator    " 
Bvc    list   Bficl 

JORDAHi E  L.      Division    of  Emergency   Preparedness    *>   Eng ineerlnu 
Response    (Pott    630103)         03/04/1 5  Consolidated    Edison   Co      of   N*u 

Vorb,     Inc         ISftpp          18435    133         24X   FICho    30-OOQ,  83/O4/13,  B3O3Q4QOai 


—8305190249   Safety    evaluation    supporting   Amend    21    to    License   DPR -73 
•      Office    of  Nuclear  Aeactor   Regulation,     Director        B3/05/06 
10pp.       16503; 039,       24X  Flche   30-330, 83/O3/OA, B3031B023B, 

—8305190233  Mot  it.    af    issuance    (>  availability    of  Amend    SI    to  License 
DPR -73 

BNYDEFt,  H.  J        TMI    Program  Office        B3/O3/O&,       3pp.       13303  048        S4X 
Fteh*    50-3ZO,  83/03/06,  93091BQ23B 

B309090499  Otnerlc   Ltr    B3-20   to   all    optrating    reactor    licensees   & 
holders    of  CPi    re    integrated   ithedul  ln,g    for    Implementation 
of   plant  nod*    9vc    lilt   encl 

E1BENHUT,  D  0.       DI vitlon   of   Licensing.       83/05/09,  Consolidated 

Edisan   CD      of   Mew  York.     Inc         lApp         1B627    133        24X 
Ft  Che:  3O-OOO,  83/09/0?,  B309090639 

B3O&17Q433   Provides    itatus   of    activities    re  mule* up   t,   purification 
d«nlneraltier    retln    lampling    &   characterisation  Remits    ulll 
be    available   ty    end   of  May.  Delay    thauld    not    adversely    inpact 
co  Mil  t»  int   of  1*11-1963  resin  removal    techniques   anessmerit 
KA*»A,8.K        Cineral   Public   UtilitUi   -   QPU  S»rvlc«   Corp        83/03/1S 
BiWRETT,  L   H        TMI   Program  Olflcf.       3pp.       10449  303        24X 
Fichi'  3O-32O,  B3/Q3/1B,  5309170439. 

8303170449  Rtipondt    to  83O4E7    1 tr   T*   quiitlan*    on  ALARA   ixctptlon    ta 
Tieh   Sp»e    i-urvi  t  llariEi,  Sivcrnl   turvtll  Uncss   pcrformvdi 
H/*iCBptlor>   of   until    portion    in    high    relation  trtai 
KANOA.  B  K       Otn«r*t  PubHc  Utllltii*  -  &PU  Servlcs  Corp.      B3/03/13 
BMRETTrL  H        TMI    ProgTim  Office       7pp         1B4A?  306.       24X 
Fleh*-  W-3SO,  &3/OS/13.  8303170449 


9303030131    Forward*    IE    Imp   Rept    SO-320/B3-04    on   830237-0403  No 
none  amp  1  lance    notvd 

STrtHDSTECKI.R        DlvUion   of   Project  &  Bcsldent   Programs 
KAN0A,  B   K        denarii   Public    Utllltlei   -  OPU  Service   Corp        2pp 
1S3OO   H74         24X   Flche    30-320,03/04/19,0303030131 

—  330S030I64    IE    Insp    R*p  t    30-320/03-04    on    B3Q327-Q4O3   No    notitomp  1  ianc  t 
notvd   Major  -areas    inspicted    licensee    action   on    previous    (dtp 
f  intf  ln[»,  rout  tne    plant    operations,  LEfla-  health    phyilcs 
revieuii  reactor    bldg    intrie*    t,   radioactive   matl    shipment* 
WIEBE,  J  ,    OARRi  K    ,     MOSLAK,  T        Region    li     Office    of    Director 
H3/04/19         6pp          19300276,        SIX    Flche    90-320,83/04/19,3303030131 

8303040023  IE    Info   Notio    B3-22.     "BUR   Saf  efcy/Rel  laf    Valve   Failures    " 
Svc    Hit   and. 

JORDANrE  L        Division    of    Emergency   Preparedness   &  Engineering 
Ruiponie    (Poit    B30103K        B3/04/22  Consalidatad    Edlion    Co       of    Neu 

Y»rk.      Inc         llSpp          1B3B3   OS9         24X   Flche    30-000.  S3/O4/SS,  B30304OOB3 


8303040023   IE    Info    Motic»    93-23,     "Inoperable   Containment   Atmosphere 
B«tiiing    Sg*.  "   Svc    list    end 

J01DAN.E  L        Division-    of    Emergency   Preparedness   t,  Engineering 
R«spon«o    (Post    B3O103)         B3/O4/H5  Consolidated    Edison  Co      of    Niw 

York,     Inc        119pp         1B3S1    291        24X   Fiche    30-000,83/04/25,8303040025 

B30304003A    IE    Info   Notice    B3-24,     "Loose   Parts    In  Secondary   Side    of 
at*  Jim  Oenerators    at  PHRi.  »   Svc    list   encl 

JORDAN,  E   L        Division    of    Emergency    Preparedness   d  Engineering 
n*jpon*s    (Post    S3O103)         83/04/20  Consolidated    Edison  Co      of   N»u 

Vork,      Inc         113pp.        163B2   047         24X    Flcho    30-000,  83/04/28,  83&304DI&26 


B3O320O073  Forward*    lilt   >af   application   dat»»r Fiei    paldifeis 
•ppllcabli  ti   f»   defevrBtlnatton    for    each   application. 
HILLER.U  O        Office    of  Adnlnlltratlon,       B3/O3/17        ARMOLD.RC 
Oeniral   Public   Utilities    -  OPU  Service   Corf        3pp         18340.131         24X 
FIch«    9Q-3OO,  83/09/17,  B3OS20O073 


8303040027    IE    Info    Notice    B3-83,     "Standby    Oas    Treatment    Syi   Heater   HlgN 
Tomp    Trip   Betpoint    AdjuHment    "   Svc    list    and 

JORDAN,  E  L        Division    of    Emergency    Preparedness   %  Engineering 
Response    (Post   83O103).       B3/O4/23  Cnnsalldated    Edison  Co      of  N«ui 

Vork.     Ine         ll&pp          1S3B3    163         E4X   Flche    30-QOO,  B3/O4/2Br 3303040027 


B3O523O2S5  Foruardt   R«v  0  to    "8£R    for  Dadlatlan  Character  1 i*tlon   Under 
Ftactor  V>ti*l   Head,  " 

KAMOAiD.K        Oineral    Public    Utllttlai    -  QPU   Bervlct  Corp         B3/09/I? 
BAflRETT.t-.H        TMI   Progra*  Office         If         18393:324        H4X 
Flchi-  30-320,  83/08/191  6303350235 


S3O304OO2B    IE    Info    Notice    83-26,     "Failure    of   Baf sty/Re  1 1 ef   Valve 
Biieharge  Line   Vacuum  Croakers    "    Svc    list    encl 
JORDAN, E  L        Division    of    Emergency   Preparedness   &   Engineering 
Rieponi*    (Post  B301031         83/03/03  Consolidated   EdUon   Co,     of   Neu 

Yorlt.      Inc         122pp          18441    170         24K   Fiche    30-OOO,  83/OS/03,  H30304002B 


— 83O32502&3  Rev  0   to    "HER    far   Radiation   Charactei-1 latlon   Under  Reactor 
Ye»tel    Hiad.  " 

»      Cenical   Pirtlle    Utlliti*i  -   OPU  Service    Corp-       83/OS/I7.      27pp 
IH392.327         24X   Fie  he: 5O-33O,  B3/O3/ 19, B30323O233 

6305310050  For-yardi   Rev  0   to    "GER    for   Radiation   Character liation   Under 
Reactor  Veise]    Head    (Polar  Crane  Mat  Available), "    far 
review  *   ipprovil.  Actlvft^    scheduled    to    begin   mid-June 
1983 

KAN0A,8.K        Oeneral   Public  Utllitit*   -  OPU  Sflrvlc*    Carp        83/03/23. 
BARflETT.L.H        TMI  Prosi-ai  Of Mc«.       lp.       1B639.076        24X 
Flcht-   M-32O,e3yO5/23j  83033 1O03B, 


8303040030    IE    Info    Notice   B3-37,     "Oparational    Response    to   Event* 
Concerning   Deliberate    Aits   Directed   Against   Plant 
EqMlpmsnt    "   Svc    list   encl 

JOftDANjiE  L        Division    at    Emergency   Proparedness   &  Englneerlnu 
Re«ponse    (Post  S30103>         83/03/04  (fonsol  Idated   Edison   Co      of    Meu 

York,      ITJC         liapp          18392   SBS         34X   Fiche    30-000, 83/03/O4- B3O3040030 

S303040031     IE   Info    Notice   B3-SB,     "Criteria    for   Protective   Action 
Reec-mmendationi    for   Oeneral    Emergenclss    "    Svc    list    oncl 
JDRDANiE   L        Division    of    Emergency    Preparedness   h  Enjlneerlng 
Reiaonse    (Povt  8301O3)          B3/05/04  Consolidated    Edison   Co      of    Nau 

Yorkr     Itle         119pp          IB441    001          SAX   Fiche    30-000,  B3/03/04i  B3O3040031 


--B3033L0103   Rev  0    to    "BER    for    Radiation  Charac terl tat  1  an  Under  Reactor 
v«seel   Head    (Polar  Crane   Not   Available)," 

*      Oeneral   Puellc   Utllltlet    -  QPV  Service   Corp         B3/O3/17        S7pp. 
16633.077,       B4X   Ftche:  30-380,  83/05/33)  8308310038, 

6305310119  For-wardi    reiponiee    to   NHC   S30131    coiflminfcs   on   Rev  3    to 
fl«ner*l    project   deiign    criteria. Pesponiei    ulll    be 
incorporated    Into  Rev  4,  If  acceptable 

KANflAi  B  K       Oeneril   Public  UtllUl*i   -  OPU  Service  Corp        83/03/S5. 
OMYOERiB.  d.       TMI   PrograM  OPflce         4pp         10630:037        B4K 
Flche;  M-320,  B3/05/K3,  8305310118 


8303040033  IE   Info   Notice    B3-29.     "Fuel    Binding   Caused    by    Fuel    Rac* 
Deformation,"   avc    list    encl 

JORDAM,  E,  L        Division    of    Emergency   Preparedness   f.  Engineering 
Response    (Poit  S3O103)         83/05/O6  Consolidatod    Edison  Co      oF    Meu 

York.     Inc         I15pp  1B523:24B         24X    Flche,  30-000,83/03/06,83030400-33 

8303040034  IE   Info    Notice    83-30,     "Misapplication    of    Generic   Emergencif 
Operating   Procedures    (EOP)    Ouidellnes    "    Svc    list   encl 

JORDAKiE  L        Dlvi»lJ>n   of   Emergency   Preparedness   &  Engineering 
Response    <Poct  B301O3).       83/O3/11  Consolidated    Edison   Co,     of   Neu 

Yorkr     Inc         114pP          1B324   003        24X  Fiche   30-OOO,  B3/03/1 1,  B3O3040034 


0309310196  FoTW*rdi   addenduM   to   underhead   eliaracterii«tlon  0ER   re   core 
tnpop,r*pNu.  Docuaint   demenstrates   that   proposed  acoustic 
survey    of   core   can    be   accomplished   w/o    unnu*    rlet    b   should 
be  considered   addendum  to   previously    submitted  BEfls 
KANOA,  8   K.       «en*ral    Public    Utilities   -  OPU  Servlet   Corp.       83/03/36 
BARRETT,  L  H.       TMI   Frogrw»  Office.       Bpp,       IBA33.03A.       S4J{ 
Fiehe-  3O-320, &3/03/36,  830B310136 

Q,     Insp»<tlon  rep-ar-ts,    IE  Bulletin*   fc  corresponiience 

8318040388    IE   Info  Notice  83-14,     "Deuetered   Spent    Ion   Exchanae  Reetn 
8u»ceptlHllty   to  Eicthernlc  Chemical   Reaction   "  Svc    Hit 
enet, 

TXYLORj 0.  M.  Division  of  Bafegucrds  fc  Inspactlon  Programs  (Post 
830103).  83/03/21.  Con*ol  {dated  Edison  Co.  of  Ntw  Vork,  Inc 
It2pp  -  18308:319  34X  Fled*' 30-000,  83/O3/2I- 


8303040040    IE   Info    Notice    83-31-     "Error    in   ADL.PIPE  Computer   Program,  " 
Svc    list    end 

JORDAN. E.L        Division    of    Emergency   Preparedness   &   Engineering 
Reiponi*    (Post  S301O3).       83/03/19  Consolidated   Edison  Co      at   N*w 

York,     Inc         114pP          lB6-?7,  00?.       24X   Fichf  30-000.  B3/O3/19,  S3O3040040 

83030+0046    IE   Info    Notice    83-33,     "Nonrepre*entative   Sampling    of 
Contaminated   Oil.  "    Svc     list   end 

JQSDANtE    L        Division   of    Emergency   Preparedness  ti  Engineering 
Reipnnse    CPost   830)103)         83/03/26  Consolidated   Edison  Co.     of   New 

YoTt<     Inc         Il4pp          1B647.007        24X  Fich«    30-000, 83/03/26, 83O304004A, 
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R      Periodic    operating    reports   &  related    correspondence 

B 30 304 01 43  Forwards   TMI    Program  Qfc    weekly    status    rept    for   ufk    of 
B304IO-16 

BARftETT.L   H         TMI    Program   Office         83/O4/18         DENTQN,  H   R         Office    of 
Nuclear    Reactor   Regulation,    Director        SNVuER, B   J        TMI   Program 
Offlc*         lOpp         18327   001         24X   Fiche    30-320,83/04/18,8303040163 

8303040170  Forwards    TMI   Program  Ofc   ueoHy    status    rept    for   uJc    of 
8304 1 7-S3 

BARRETT. L   H         TMI    Program   Office         B3/O4/23         DENTON,  H   R         Office    of 
Nuclear    Reactor    Regulation,     Director         SNYDER,  0    J         TMI    Program 
Off  Iff         7pp          19327   023         24X    Flche    30-320,03/04/23,8303040170 

8303020210  Forwards    "TMI    Aquatic    Study, Month  1 g   Rapt    far   Mar    19B3    " 
RES8LER.W  c        General    Public    Utilities    -  QPU  Service   Corp        83/04/28 

HICKEY,  C         NRC    -   No    Detailed    Affiliation   Given         Ip          1B27B    167 
SAX   Fiche    30-287,83/04/28.  8303020210 


B3Q32303B3   "Quarterly    Dote    Assessment  Rept, First   Quarter    1983   • 

KANQA.B  K       General    Public    Utilitie*  -  GPU  Service  Corp        B3/OS/1B 
ALLAN.J  M       Region    1,    Office   of   Director        Spp         1B3B9  342        H4X 
Flche    30-320, 83/03/1 8.  G3OS230303 

8303240348  Periodic   groundiuater  monitoring    program   rept    for  Mar    1982 
Apr    1983 

KANOA.B  K        General    Public    Utllltiei   -  OPU  Service  Corp.      83/O3/I9 
BARRETT,  U   H        TMI   Program    Office         3Bpp         18374    017        34X 
Flche    90-320,83/03/19,8303240348 

8      Reportable   occurrence;*.     LERs   k  related    correspondence 

0305030327   Forwards   LER    B3-O10/01L-0 

KANGA.H   H        General   Public    Utilities   -  GPU  Service  Corp        83/04/20 
ALLAN.J  M        Region    1.     Office    of   Director        ip        18293  323        24 X 
Flch»    30-330.83/04/80,8303030327 


— B3030S0213   "TMI    Aquatic    Study, Monthly   Rapt    for   Mar    1783   " 

NARDrtCCI.Q  A        Ichthyologlcal    Associates,     Inc        83/04/26        21pp 
1B278    168         24X    Flche    3O-289,  B3/O4/28,  S309020210 

B3Q303Q4&2  Forwards   recovery    iijs   description   t>    technical    evaluation 
rept    annual    updates    for  auxiliary    hldg    emergency    liquid 
cleanup    ays    (EPICOR    II),4olid    vadwaatij    staging    modules   & 
•ubme-rged   dBmlneraliier    sus,  per   B202O4    Itr 

KAN«A,B  K       General    Public    Utilities    -  OPU  Service   Corp        S3/04/2S 
BNYDER, B   J        TMI   Program  Office        2pp         1B293  228        24X 
Flch»>  30-320,33/04/23,8303030462 


--8303030333   LER   B3-010/O1L-0   on   83O322,  in-core    thei-mocotip  le   H-3    began    to 
eihlblt   erratic    behavior    Cause   unknown  To  date,  no  adverse 
trend    In   overall    carf    thermocouple   sys   behavior   apparent 
CHAPLIN,  9  D       Oeneral    Public  UtilltUi   -  OPU  Service   Corp. 
83/04/20  Rug  ion    1,     Office   of   Director        Sff        13293  324        S4X 

Flche    90-320,  B3/04/HO,  83OB030327 

B305110370  Forwards  LEU   B3-011/01U-0 

KANOA.B  K        Oeneral   Public    Utilities   -  GPU  Service   Cera        B3/O4/23. 
AULAN,J  M       Hegiitn   i,     Office   af   Director        Ip        18406, 27B        24X 
Flche   80-320,63/04/23,  B3031 10370 


— B309030170   "Recovery   Program  3ys    Description, Ao« i 1 iary    Hldg   Emergency 
Liquid   Clean-up    8y*    (EPICOR    II)    " 

H      Qeneral    Public    Utilities   -  GPU  Service   Corp        83/03/31        52pp, 
IBS93   S3Q.        24X   FUne    80-320,  B3/04/2B,  B30S030fl&2 

— 8303030 4 7B   "TMI-Unit   3  Sys    Description    of  Submerged    Demlneral ! lation 
BIJI    ISDS)    " 

*      General   Public   Utilities   -  OPU  Service   Carp        83/03/31        204 pp 
18273   SBS         H4X   Flche    S0-320r 83/04/28,  B30303O468 

-~G 305030 484  Rev   1    to    "TMI-Unit   s  Recovery   Program, Solid    Uaite   Staging 
Facility   Sij*    Description    " 

»      Oeneral    Public    UtllitleB   -  GPU  Service   Corp        83/04/2S        21pp 
13274     126        H4X   FUhe    30-320, 83/04/2B, 8303030463 

8303O&0438  Foruards    "Annual    Environ   Operating   Rept,  19B2,  "    "ECQlogIca.1 
BtuiFg    of    Suvciuehanna   River  Near    TMI"    &    "Hydraulic   Survey    " 
HUKILL.H  D       General    Public    Utilities    -  GPU  Service   Corp        83/04/21? 

Region    1,    Office    of   Director         Ip         18347,038        24 X 
Fleho   30-289,03/04/29,8303060438 


— B3030fi04&0   "Annual    Environ  Operating    Rept,  1982   " 

*      Oeneral    Public    Utilities    -  OPU  Service   Corp        82/12/31 
18349  060        H4X  Flche'  30-207,  B3/04/29,  830906043S 


IBpp 


--B30311037B  LER  83-011 /OtL-0.  on  330323,  verified    tfcat  3  h    r«ttd    fire 
damper   not    installed    In    fire   uiall    separating    fuel    handling 
bldg    from  reactor   bids    annului  area  Caused   by.  AE  error 
during    const   of   plant   Hourly    fireuatch   potted. 
CHAPLIN.  S  D       Oeneral    Public   Utllltla*  -  OPU  Service   Corp 
83/04/23  Region    1.     Office   of   Director        Spp         18406  274,       E4X 

Fich*    50-320,83/04/23,8303110370 

8309110321   Forwards  LER    B3-01B/03L-0 

KANOA.B  K        Oeneral   Public    Utilitiei   -  OPU  Service    Corp,       B3/O4/28 
ALLAN,  J  M       Region    1,     Officd  of  Director        Ip        18406  071        24X 
Flehe   30-320,  83/04/aBj  B303-U0321 

—8303110326  LER  B3-012/O3L-0   on   830337,  f ol lowing    Inadvertent    discharge 
of   one    tone   of  air    in- tat*    tunnel    Halon  sys,  preieure  of    Halon 
bottle  EI-4C   dlscovired    to   be   belou  allouieble    limit  Caused 
by    personnel    error*    Battle  represauriied 
HELLB,  R        Oeneral   Public    Utilities   -  GPU  Service   Core.       83/04/28, 

Region    1.    Office   of    Director        3pp        1B406.073        24X 
Flche   30-330,83/04/28,0303110321 

8309310001   Forwards   updated   LERi 

KANOA,  B  K       Oeneral  Public   Utilities  -  OPU  Service  Corp       83/09/19 
ALLAN,  J  M       Region    Ii    Office    of  Director        2pp        18633  (MO        24X 
Flehe' 30-320,  83/09/17,  8303310001 


-83039604i64    "Hydraulic   Survey,"   annual    rept 

»      General   Public   Utilities    -   OPU  Service   Corp        82/06/03, 
18349.078        24X  Flche    30-287,83/04/29,8303060438 


13pp 


--9.30SO604A.9   "Ecological    Study    of   Susquehanna   River   Near   TMI,"    annual 
rapt    For    1982 

NARDACCI.G  A        Ichthuological    Alloclatei,     Inc        83/04/30,       433pp 
18349'  091.       24X  FichB    90-287.83/04/27,8309060438 

6303060649  Forwards    "TMI    Nuclear   Station   Radiological    Environ 
Monitoring   Rept,  1982    "   H/o    ancl 
HUKILL.H  D       General    Public   Utllltle*    -  OPU  Service   Corp        83/04/29 

Region    1,    Office    of   Director        Ip         18348  290,       24X 
Fich».  50-2S9,  83/04/29,  8303060647 


Forward*   TMI    Program  Ofc    weekly    statu*   rept    for  wk    of 
830484-30 

BARRETT'  I-  H        TMI    Proaram  Office        83/03/02        DENTON,  H  H        Office   of 
Nuclear   Roector  Regulation,    Director        SNYDER,  B   J,       TMI   Program 
Office         Spp.        18397'34B         24X   Flche    90-320,83/09/02,8303060668 

5309240603    Forwards   TMI    Program  Ofc   weekly    status    r*pt   for  uk    of 
B30901-07 

BARRETTiUH        TMI   Program  Office,       B3/03/09        DENTON.  H  R        Office   of 
Nuclear  Keactor  Regulation,    Director,       8NVDER.  B.  J        TMI    Program 
Office       7pp.       18393'  167.       24X  Flche,  90-320,  83/OS/09i  8303240603 

9303240361    Forwards   TMI    Program  Ofc    weekly    statu*    rep*    for   wk    of 
830308-14, 

BAFHETT.L    H       TMI    Program  Office        83/09/16        DENTONrH  R.       Office   of 
Nuclear  Rtactor   Regulation,    Director        SNYDERi  B   J        TMI    Program 
Office        9pp        18973  32S,       24X  Flche,  90-320,  83/09/16,  8303240961, 


—8303310004  Updated  LER   8O-O01/79X-1    on  800126,60  amp  molded   cat* 
circuit   breaker    for    generator  auxiliaries    found    trippud. 
Caused    by   defective    Internal    connection  on  A  phait   Braaker 
replaced 

CHAPLIN,  B,D       Central    public   Utilitiei   -  GPU  Service  Corp 
83/09/17  Region    1.     Office   of   Director        2pp         1B693'062.       S4X 

Flche   30-320, 83/03/19, S3Q53JOQ01 


-8309310007  Updated   LER   80-OOS/01X-1- on  800218,  emergtncy    dleiel 
generator  D   out   of   svc    for   annual    malnt,  violating   Tech   Spec* 
requiring   both   emergency    dletel    generators    to  be    operable 
Caused   by    change    In   Tech    Specs, 

CHAPLIN,  B  D       General    public   Utilities  -  OPU  Service  Corp, 
33/03/1?  Region    1,     Office   of   Director        2pp.       18433-064. 

Flche   90-320i  83/03/1  9,  B3O33I0001 


-8303310010  Updated   LER    BO-007/01X-1    on  800222,  exhaust  fan   AH-E8C 
removed    from  svc    for    maintr violating    Interim  Recovery    Taeh 
Spec*  Caused   by    Inability    to   reitore   unit    to  opiraole    itatm 
uiithin  action   period,  fan    repaired 

CHAPLIN,8  D       Oeneral   Public  Utilities  -  OPU  Service  Corp 
83/03/19.  Region    1,     Office   of   Director        2pp.       1B6»3'066,       24X 

Fich*    90-320,83/03/1V,83O3310001 

-8303310014  Updated   LER    BO-012/QDC-1 ,  on  800413,  eih»utt   flow  of    fuel 
handling    bldg  HVAC   iv«    fell   beloui  recovery   operation   plan 
requirement   Caused   by    althar   ii|s    Imbalance   or    flaw  rat* 
requiring  riv  Fan  liniup    altered 

CHAPLIN,  B  D       Oeneral    Public   Utilities   -  OPU  Service  Corp. 
83/03/19.  Region   li     Office    of  Director.      2pp         18693: 06B,       24X 

Flche   90-320,83/09/17,8309310001. 
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-830S3100S9   Updated   LEfi    60-049/01X-1    on   801027,  discovered    that   valve 
LTB-V171    ASME  Code    stamped    by    unauthorl ted    valve    supply 
houta   Caused    b-y    unauthori  i  at    use    of   ABME  uv   cade    it  amp 
by    Worth    American   Safe-ty    Valve    Industries,  Inc 
CHAPLIN.fi   D        General    Public    Utilities    -  GPU  Service    Carp 
B3/O3/19  Region     I,     Office-    Of    Director         3pf.          1S633   07O         S4X 

Flche    30-330,  03/03/19. B30331QOOI 


-B3033100B7    updated    UER    91-O32/03X-1    on   81 1 103,  uh  i  1  a    raviou/ino    operating 
rec ords, d iflcovered    that   exhaust    floiu   fell    belou   Tech    Specs 
m In    on   B 11028   Caused    bv    lou  auxiliary    oldg    supplij    flow  rate 
&   problems   tu/design   &    operation    of    supply    damper 
CHAPLCN.S    D         Oeneral     Public    Utilities    -    GPU   Service    Corp 
03/03/19  Region    1,    Office    of   Director        3pp         18633   101         24 X 

Fiche   90-320,83/05/19.8303310001 


-6303310024  Updated    UER  SO -054/0 3X-1    on  SOI  1 17,  emerjjencig    Jiesel 
generator   DF-X-1R    failed    to    (tart   Caused    by    net    maintaining 
tffesel    at    high    enough    ifiutdouin   ambient    temp    due    to   heater 
Failure-  Heater   6    contactor    replaced 

CHAPLIN,9   D         General    Public    Utilities    -   GPU   Service    Corp 
93/03/19  Region    1,     Office    of    Director         3pp          1S6S3   073 

Fiche    90-320,33/05/19,  83O531OO01 


-6303310091    Updated    LER   81-03-1/01 X-!    on   01 1301,  in-core    thermocouple   F-13 
Inoperable    Caused    hi;    polaritg    of    thermocouple    being 
reversed   Procedures    revised    to    prevent    future    occurrence 
CHAPL1N.5  D        General    Public    Utilities    -   GPU  Service    Corp 
83/05719  Region    1,     Office    of   Director        3pp         1S693   104        24 X 

Fiche    90-320,03/05/19,8303310001 


-3305310030  Updated   LER   BO-059/O3X-1    on    BQ1 137,  emergency    diesel 
generator   DF-X-1B    failed    to    start    Caused    by    failure    to 
maintain    tfiesel    at   high    enough    shutdown   ambient    temp    due    to 
heater    failure    Heater    i   contactor    replaced 
CHAPUN.S   D        Oeneral    Public    Utilities    -  GPU  Service    Corp 
83/03/17.  Region    1,    Office    of    Dime  tar        Sup         18693  076        £4X 

Fiche   90-320,93/03/19,9393310001 

-B30331Q03A  Uptfated    LER  B0-036/O1X-1    on   B01212,  tore    floor    tank    level 
Instrumentation  A    inoperable    Cause    unknown   Tech    Spec 
3  3  3  6   revlied    to    delete   core    floor    tank    level    indlcatori 
from   spec* 

CHAPLINiS  D        General    Public   Utilities   -  GPU  Service   Corp 
03/05/17  Region    1,     Office    of    Director.        3pp          1B6S3   O7f         SIX 

Flche    3.0-320,93/03/19,8303310001 


-Q30S31009A   Updated    LER    B1-033/03X-!    on   B11201,ulnd    direction  monitorlnj 
instrument    inoperable    Caused    by    ice    formation    on    instrument 
Instrument    deice-d    &    permanent    meat  her    station    neater     jacket 
installed 

CHAPLIN. S   D        General    Public    Utilities    -   GPU  Service    Corp 
B3/O3/19  Region    1,     Office    of   Director        3pp         1B633   107        SIX 

Flche    30-320,B3/09/I9,  8303310001 

-6309310101    Updated    1.EH   S1-036/03X-1    nn   311214, wind    direction  monltorlTia 
instrument    Inoperable   Caused    by    ice    formation    on    instrument 
Instrument    deiifrd    it    permanent   weather    station   heater    jacket 
Installed    an    Instrument 

CHflPLJN.B   &        General    Public    Utilities    -   GPU  Service    Corp, 
03/03/19  Reflion    I,     Office    of   Director        2pp         18633    107        S4K 

fiche    30-320,93703/19.8303310001 


— B3093I0041    Updated   LER  SO-097/-03X-1    on   901217.  atr    irttaie    tunnel 
chlorine    monitor   declared    Inoperable    due    to    failure 
to    respond   upon   eiposura    to    chlorine    vapors    Caused    by   dirty 
prate  Probe   cleaned    It  returned    to    *vc 

CHAPLIN.S  D        flcneral    Public    Utilities    -  GPU  Service   Corj 
83/03/99  Fleglon    I.    Office   of    Director        2|>p         18633  OBS 

Fiche   50-320,83/05/19.3303310001 


--B303310107   Updated     LER    B1-038/O3X-1    on   B11228,uind    direction   (.    mlnif 
speed   monitoring    i  ITS  ti-ument«    Inoperable   Caused    by    ice 
formation    on    instruments    Instruments    heat    traced    as 
temporary   measure 

CHAPLIN, S   D        General    Puhlie    Utilities    -   GPU  Service   Corp 
83/03/19  Region    I,     Office    of    Director        2pp         18633    111        34X 

Fieho    BO-330.  83/09/19, B30S31Q001 


-8303310047  Updated    LER  81-004SO3X-1    an  8102O4.  eitiargencv    dlesel 
generator   DF-X-1B    failed    to   start  Caused    by    ]uu  diesel 
ambiint    temp   Pump    motor    repaired    on   310303 
CHAPLIN,  a  D        General    Public    Utilities   -   GPU  Service  -Corp 
33/03/19  Region    I,     Office    of    Director         Hpp          19633   084         H4X 

FUhe    50-32O.83/03/19rB303310001 


— 3303310114    Updated    LER   83-034/01 X-l    on   821021 , once-through    steam 
generator    A   level    Indication    failed   Caused    by    separated 
electrical    connector,  fa  lied    power    supply    &    Inadequate 
procedure    Valv-es    opanetf    b    level    Indicators    repaired 
CHAPLIW.S   D        General    Pu&llc    Utilities    -  GPU  Service    Corp 
83/03/19  flefllon     1,     Office    of    Director         2pp          18633    113         24X 

Flche    30-330,  83/03/19,6303310001 


-B3GS3 10036  Updated   LER    B1-008/03X-1    on    910-1 16,  dlese  1    Driven    fire   pump 
failed    to    (tart   Caused   by    failed    battery   Diesel    switched    to 
B    banh- Preventive   rnaint    procedure   urlttan    to   replace    fire 
ivc    di-egel    Eutterie*    rt  &  B    every    3   yrs 

CHAPLIN.a  D        Oeneral    Public   Utilities    -  GPU  Service  Corp 
S3/O3/17  Region    I,    Office    of    Director        2pp         13&S3   087        2 IX 

Fiche,  30-320.  63/03/1"?,  8303310001 


T      Hearing    transcripts    on    non-antitrust   matters 


B30S0400B6   Transcript    of    830433    briefing    in   Wash inflton,  DC    re   TH1-3 
cleanup   Pp    1-9B 

#      C  (rmmi  *  s  i  on*  r  i          83/O4/22          1 24p  p          18338    242         24X 
FUJie    30--32O.  63/01/22,8303040056 


-S30S3100&I    Updated    LER    91-010/O1X-1    on   B10420.  shift   fe   daU-J    check 
logsheat    not    consistent  a/recovery    Teed    Specs    in    that   seven 
Instruments   received    tfallu,    rather    than    per    shift    checks 
Caused    bij    errors    In   procedure    lofl-shaet  Procedure   revised 
SWARTZWELDER,R        Gener-el    Public   Util£6I«*    -  CPU  Service   Corp 
83/03/19  Region    1<    Office    of   Director        3pf         JB493,  OB?        24  X 

Flche    SO-320,  83/05/19.  B3033IOO01 

-830531004.6  Updated   LER  81-013/03X-1    on   810422,  emBi-oeney    illeicl 
generator  A    fajled    to   develop    output    voltage   Caused    &<j 
corrosion  &    pitting    of   relay    contact*    Relay    replaced 
Surveillance    Procedure    4A03-R1    revised 

CHAPLIN.S  D,       General    Puolic   Utilities    -   OPW  Service  Corp 
63/08/19  Region    1,     Office    of    Director.        3pp          18633    09H         34X 

F 1  Che.  30-320.  B3/03/1 9,8303310001 

-8303310072   Updated   LER    81-020/03X-1    on  810930, fuel    handling    blrfg 
vvntllatian   »-ji    tnoperabte    due    to    high    pressure 
differential    t    low  ethauit    flow  rate, Cdused   by    eicefslve 
losdlng    of    prefllter*    S-   firtt   bant    HEPA    filters 
CHAPLIN.S   D        General    Public    Utilities    -   OPU  Service    Corp.. 
63/05/1-?  Region    1.    Office    of   Director        3pp,       Iflo33  095       24X 

Flche    30-320,  B3/03/19,  B3QS3I000I 

-S30331O076  Updated    LEH  ai-022/O3K-l. on   810909, channel    calior    of  gas 
partltioner    performed   past    scheifuled    expiration    date   Caused 
by   hnavg  manpower    load*    in   conducting    Unit    1    hot    functional 
t««ts    Instrument   callbr 

SWARTZWELDER.H        General   Public    Utilieiao   -   OPU  Servlc*   Corp 
83/03/1?  Region    li    Office   of    Director        Spp,        1B633   097        24X 

Flehe    SO-320,  B3/OB/J?,  8305310001. 

-B3053I0080  Update*   LER    S1-023/03X-1 '  on  81091 1.  control    61dc.    charcoal 
filters    lab    tested    to   acceptance    criteria    at   137.   rather    than 
9<?X,  «    required    C*ute4    by   mlilnterpretatlon   of   Reg    Guide 
1.32,  Hew    Flitters    In«t«lled. 

SHARTZWELDERrR.       Q»ner*l    Public    UtllltKi    -  QPU   Service   Corp 
B3/O3/19.  Region    1.    Office    of   Director.       Epp         18633  099        H4X 

Fithe    30-3BO,  B3/O5/19i  G30S310001 


B3Q3120313  Furiuarils    transcripts,  including    t  orrec  tiona,  re    Investigation 
by  EH   Stler    of    allegations    bu    CPU  &  Gecfitel 

HANOrt, B    K         Qeneral     Public    Utilities    -   OPU   Service    Corp         S3/03/06 
JfARnETT,  L    H         TMI    Prograni   Office          Ip          1B433    241          S4X 
Fiche    30-320,  B3/05/0&,  0303120312 

— 8305120317   Testimony    of   JC   Auger    re    investigation    of   allegations    by 
OPU  i  HecJitel    Pp    1-13 

AUGSfi,  J  C        Oeneral    Puillc    Utilities   -  OPU  Service   Corp        83/O3/31 
ISfff          36433   242          SIX    Fiche    30-320, 93/03/06, S303I203I3 

— 9305130323   Testimony    of   JJ  Chuastyt    re    Investigation    of    allegations    by 
GPU   i    flechtel    Pp     l-li 

CHWASTVK,  J   j        D»neral    Public    Utilities    -  flPU  Service    Corp 
B3/03/31  IBpp  IB433    237          24X   Flche    50-320, 83/05/06, B305I20312 

—  930S12032&   Testimony    of    R   ffumrao   re    investigation    of   a t legations   bg 
QPU   t,   D«chtel    Pp     1-12 

QUMMn.  R        Oeneral    Public    Utilitie*   -  OPU  Service   Corp         B3/04/O6 
I4pp         1B433   273.       SIX   Fi  che:  30-320,  B3/O3/06r  B30S120312 

— 8309120330    Testimony    of    EJ   Kitler   re    Investloatlon    of   allegations    by 
OPU  A  Bethte]    Pp    I  ~7 

KITLEfl,  E,  J         fleehtet     Corp          83/04/06         9pp          18433   239         34X 
Flehe    30-320,  B3/03/0&J 83O3IHO313 

— B3091S0335  Testimony    of    OA   Kundar    re    investigation    of   alleflallotis    bij 
OPU  &    Oeehtel    Pp    1-13. 

KUWDER,  S  A        Oeneral    Public    Utilities   -  QPU   Service   Corp 
83/04/13         18pp.        1B433   S9B         24X  Fichu    30-320,83/03/06,0305120312 

--8305130338   Testimony    of    UJ   Marshall    re    investigation   of   allegation*    by 
OPU  4,  Dechtel    Pp    1-14 

MARSHALL,  U  J        General    Public    Utilities    -  GPU  Service   Corp 
S3/04/06         lApp          IB-433   316         24X   Fiche    50-320,  B3/OS/O6,  S3031B031H. 


DOCKETED  ITEMS 


179 


-S30512034!     Testimony    °e    ^ 
CPU    '-    Dethtel    Pp     1-14 
PERRV    J   J-         General    Publi 
I6pp  1B433   333         24K    C 


vestigation    of    allegations    by 


UHlitie-,     -    GPU    Service    Corp         83/04/06 
chE-    5O-3PO,  S3   O-)/O£>r  BJQ51.J0313 


-83051203-14     Testimony    of    RF    Rydn 
i,   Hecl.cel    Pp     1-4 
RYAN,  R    F         DatcDc!1    !>    WllcQi    CiJ 
FlthB    30-330,  83/05/Ofa,  830512O3 


-9305120J47    Testimony    of    LC    RugerK    i 
GPU    *•    Bechtel    Pp     1-8 
ROGERS.  L    C         Bat  toe  I    i    Ullcoi    CD 
Fir  he     SO -320,  83/03/O6,  B3051?03l2 


investigation    Df    allegations    by    GPU 
83 -O1 -06         ipp          10433346         24X 

le     i  iwi-s  t  i  gat  i  on    of    allegations    bg 
B3'0\    01          9pp          18433   334         24X 


— B30323Q'I46   Provides    Commission    response    to    Commi  351  oner    Gilinsliy 
B3OW*    Itr    disagreeing    Li/Corflmi  as  ion   majority     decision    to 
block    Geneial    Counsel    review    of    BiW/GPU    trial    record    In 
TMI-1    restart    proceeding    Commission    actions     justified 
PAL(.ADIND,N   j         Commissioners         S3/04/19         UDrtLL,  M   K         Hous 
Rnp    ,     interior    &    Insular    Affairs         4pp          1B342   060         34X 
Fiche    50-289,83/04/28,9305230433 


of 


— 6305230453   Disagrees    in/Commission   majority    vleuis    In   Chairman  Palladlno 
B30419    Itr    juatlfying    Commission    decision     to    block    General 
Counsel     revleu    of    Bf,u/GPU    trial    record    in    TMI-I    restart 
proceeding 

ASSEL8TINC, J   K         Commissioners         03/04/35         UDrtLL,  M   K         House    of 
Rep    ,     Interior    i.    Insular   Affairs         3pp          10543   064         24X 
Flche    30-209,93/04/20,0305230435 


Testimony    of    BG    Smith    re     invest I ga t i on    of    allegations    by 
OPU   4    Reili  lei    Pp     1-5 

SMITH. H    G         General    Public    l/UUtie*     -    GPU   Service    Corp         S3/O4/06 
7pp          IB4-33   363         24X    Fichc    50-320,83/03/06,3305130313 


-8303120355    Testimony    of    JA    Smith    re     in 
GPU   S.    IfecHteJ    Pp     1-13 

SrirTH'J    A         Gilbert/Commonwealth    Cos 
24X    Ficfie    90-32O,  03/03/06.  83O312031 


vesligatmn    of    allegations    by 
83/03/91  17pp          IS434   007 


Operator   Eominat  i 


B305130O55    forwards    Training    Procedure    621Q-ADM-2604   01, Rev    1-00, 
"Control    of    Eiams    for    Units    1    t   2,  "    t.   Procedure 
62IO-ADM-26IO   02, Rev    i-00,     "Operator    Training    Instructor 
Indoctrinatiun/Qual if ication    Training    Program    " 

HUKILL,H    D         General    Public    Utilities    -    GPU    Service    Corp         B3/OS/OA 
3TOLZ.J   F         Uperatlng    Reactors    Drancli    4          Ip          18428    233         24X 
Fiche    SO-3B9, 83/03/06,8305130033 


— 0309120357    Testimony    of    HP    Hart  en    re     irwpst igatian    of    allegations    by 
GPU   t    ne-chtel    Pp     1-1O 

WARREN,  R    H         General    Public    Utilities    -    <5PU    Service    Corp 
83/03^31          IPpp          10434    O24         24'    Fiche    9Q-3PO, S3/03/O6, S3031H0312 


— Q3O51S0064    Rev    1-00    to    Training    Procedure    6aiO-ADM-2A04   Ol,      "ContrO'l     of 
Eiams    for    Uni  ts     1    L   2    " 

*      General    Puotlc    Utilities    -   GPU   Service    Corp         B3/O4/3i         7pp 
194as   234         24X    Fiche    30-209,  B3/OU/O6,  8305 120095 


9305230199    Forwards    marl<ed-up    eicerpt    f i  on   NF)C    teottmony    from    Uifall 
S3O426    fiearing    on    f  ac  i  1  1  ty,  cons  I  s  1 1  ng    of    Pages    A9-B1    Memo 
dtd    B3O3O6    !,    original     eicerpt    also    cue! 

DENTON.H    R         Office    of    Nuclear    fleatlor    Regulation,     Director 
53/03/17         HrtriMCRER.C         Office    of    Congi  L"i9  i  ona  1    Affairs         2Opp 
19377    249         94X    Fiche    SQ-3PO,  B3/03/  17,  S-3052301S7 

— 83OS230199    Forwards     transcript    of    Commi ss i onera    statement    before    House 
Subcorfimi t  lee    on    Energy    L   Fnviron    B30426    hearing     in 
Hash  in? ton, DC    Transcript    should    be    edit  yd    &    returned    by 
93O3IS 

HAMMERER. C         Office    of    Congressional     Affairs         S3/03/O6 
PAULrtDIND.N    ,     GILlNSKVxV    ,     AHEARWr. J    F         Commissioners          Ip 
18577    371          ^4X    Flche    30-3PO,  B3/Ob/l 7, 8303^30189 

—  830333Q2Q9    Transcript    of    Commi ss I onoi  s     statement    al    House    Subcommittee 
on    Energy    J,    Environ    O30426    hearing     in    Wrfsh  I  ng  ton,  DC    Pp 
63-S6 

PALLrtDINO.  N    ,     GILINSKV,  V    ,     rtHEARNr,  J   f-          Cornmt  as  i  oners         83/04/36 
IBpp          1B577    272         24X    Fichu    50-3PQ,  B3/05/ 1 7, 83O52301B9 


CnrreapoMfnnct 


83050-10138  f~  or  mar  d  s  pi  oposfl<l  Chauman  testimony  before  Udall 
Suoconml t t ea  S304O6  hearing  re  developments  since  Apr  19H2 
at  TKI.  responding  to  items  in  Congressmaii  Uilall  330413  Itr 
W/o  proposed  testimony 

DENTON, H   R         Office    of    Nuclear    Reactor    Regulation.     Director 
83/04/30          BIRCKS, W   J         Office    at    the    E.ocutlve    Director    for 
Onerationa          ?pp          1S327    Oil          24X    Fiche    50-2B9, 83/04/20. B3O5040I3B 


DOCKET   30-321    EDWIN    I       HrtTCH   fJUCLEAFi    PLANT,     UNIT    1 

F      Security,    medlcali     emersency   >,    fire   protection    plans 

0303030695   Releases    public    version    of    revised    emergency    plan 
implementing    procedures 

FELTQN.  J   M         Division    of   Rules    and    Records         93/04/29  Document 

Management    Uranch          Ip          19309    141         24X   Fiche    50-321 ,  93/04/23, 
S30903O68S 

— B3090306B7   Forwards    public    version    of    revised     emergency    plan 
implamonting    procedures,  inc 1 ud  ing    Procedures    HNP-4734    re 
general     emergency    -   Savannah    Hlver    Operations    Ofc    t 
HNP-43P7   re   alert    -    security    force 

NIX.H   C         (Jcorgia    Power   Co         B3/04/07  Office    of    Nuclear   Reactor 

Regulation,     Director          Ip          1B309    142         24X    Fithe    30-321,33/04/35, 
Q30S0306B3 

— B30303069O  Public    version   of   revised    emergency    plan    imp lemen ting 
procedures,  including   Procedures   HNP-4734    re    general 
emergency    -    Savannah    River    Operations    t,   HNP-4327   re 
alert   -    security    force 

ROGERS, W   H    ,     NIX,H        Georgia   pouar    Co         B3/O4/O4         SOpp 
18309    H3         24X   Flche    50-321,  83/04/23,  S303030fia5 

83030406-18  neleases    public  version   of    rcvlaed    pages    to    emergency    plan 

FELTONiJ   M         Division    of  Holes    and    Records         S3/04/23  Document 

Management    Branch          Ip  18336   3/5         24X   Fichu    3O-3B1,  B3/04/B5, 
B30504064B 


—  93050-40145    Enumerates     items    to    be    atfdreEaed    by    Commission    at 
Sutcommit  lee    on   Energy    t   Environ   S30426   oversight    hearing    on 
major    de  SB  lopments    at    TNI    since    last    hearing    in   Apr    19B2 
UDrtLL,  M   H        House    of   Hep    ,     Interior    '.    Insular    Affairs        B3/04/13 
PALL  AD  I  Nil,  N         Commissioners         2pp          1B327    O13         H4X 
Flchs    5O-PFW,  B3/04/30,  8303040  13B 

8303230135   Fnriuards    response    to    (lueation    HP    In    030223    Itr    re    NRC 
i-evleu    nf    D&U/QPU    trial     record 

PALLABINO.N    J         Commi  s  s  I  onero         H3/04/2S         UDflLL,  M   K         House    of   Rep 
Inte-rior    *'    Insular   rtffaira        2pp         1B54;1   031         24X 
Fiche    SfJ-Zfl1?,  83/04/39,  B305330433 

--8305230440    Informs    of    dissenting    opinion    re    roirimtnsion   majority 
decision    Mocking.   General    Counsel    review   of    HtW/GPU   trial 
PBCord    In    TMJ-1    restart    proceeding    Decision   mill    hamper 
flblllty    of    Individual    Coraml  ss  i  oner  a    to    obtain    needed    info 
HILINSKY.V         Commissioners         B3/04/07         SIMPSON,  A    K         Senate, 
ETivtronment    !,   Puolic    Works         3pp          1BS42   O53         24X 
Flche    5D-2H9,  83/04/?fl-  B303230435 


Hesponds    to   Chairman   Palladino   930309   request    for   vfeus 
on    logalitij    of  Commission    decision    directing    Executive 
Director    Par   Operat  i  ons,  ratfter    than   OFc    of    General    Counael. 
to    rovi  HU   CliW/GPU   trial    record   Actions    supported 
PLrtlMfe.H    H    E         Office    of    the    Qenera!    Counsel          B3/O3/S3 
Prtt.LADINO.NJ    ,     0!LINSKV,V    ,     AHEARNE-  J         Commi  BS  i  oners          3pp 
(S542   035         £4X    Flche    50-387,83/04/28,8305230439 


— B305040654  Foiiuarda    public    version   of    revised    Pages  C-3  Si  P-J    to 
emergency    p Ian 

OLLINGER.W   H         Georgia   Pouer    Co         S3/03/31  NRC    -   No   Detailed 

Affiliation    Given         lp         1B336   276         24X   Flcde    30-331,83/04/25, 
83030406-10 

— -8303040639  Public    version   of   revised   Pages   C-3  t  P-l    to   emergency    plan 
»      Goorgla    Poiuor    Co         B3/O2/2B         Ppp         18336   377         34X 
Flche    50-321,83/04/39,8305040648 

8309060469  Clarifies    requests    for    exemptions    from    10CFR5O  4B  fc  App   R 
requirements    In   response    to  NRC    request    at  S30330   meetinc. 
Rev    tn    BH07OI    response    to    be    submitted    by    830530 

QUCWAiL    T         Georgia    Power    Co         B3/04/2B         STOLZ.J   F         Operating 
Reactors    Branch    4         llpp          1S331     179         34X   Fiche    SO-321. 83/Ofl/HB, 
B30S060469 

B303HO034  Senoric   Lcr   83-21    to   all    licensees    of    operating    reactors, 
applicants    FDr   DLs   tt  holders    of   CPo    re   clarification   of 
access    to   control    procedures    for    lau   enforcement   visits 
Svc     1 iat    encl 

E1SENHUT,  D  G        Division    of  Licensing        89/03/11  Consol i dated 

Edison   Co      of   Neui   York,     Inc          I6pp          IB340   O93         E?4X 
Flche    30-000.  83/05/11, S3O511OO34 
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6309230 93O    Submits     info    on    compliance-    m/Hranch    Technical    Position 
7   5-1    re    qua! ifica tlon    of    fire    protection    engineers 
dual  If (cat  ion   requ i reraents   raet    through   maint    of    staff    at 
affiliated    svc    company.  Southern   Co    Svcsylnc 

OUCMrt.L  T  Heorcla  Power  Co  B3/05/I1?  STOLZ,  J  F  Operating 
R«actor«  Branch  1  Ip  183BB  229  S4X  Finite  90-321,83/03/19. 
8303230330 


S305O6067I    Forwards    EOS.8  83O404    I  tr    transmitting    list    of   NfiC    commanti 
on    unresolved     items     Prom   proposed    radiological     effluent 
Tech    Specs    Earlier    scheduled    date    far    final    submittal 
TBILISI  ted 

STOLZ.J1  F         Operating    Reactors    Branch    1         83/04/23         BECKHrtM,  J   T 
Oeo-rgia    PQueT-    Co         Hpp          18390   OO1         24X    Fiche    50-321,83/04/33, 
S30SQ6O671 


H      Oen«ral    correspondent 


B3Q3O3Q24-1    Henuesta   changes    In   correspondence    routines    due    to    recent 
mgt   change* 

CUCUA.L    T         Oeopsla    Power    Co         83/04728         UENTONi  H   R         QtUte    of 
Nuclear    Reactor   Regulation,     Director         Ip         18300  046        24X 
Fie  (IB    30-QQ0,  B3/Oa/2a.  0303G3Q34I 


J      Insurance   b   Indemnity    Information 


93050*0202   Forwards    Endorsement    78    to   NELIft   Policig    NF-215   &   Endorsement 
63    to    MAELU   Pol  icy    MF-7B 

DUCK,  J   R         Marsh    It   McLertnanj     Tnc          83/04/2B         SALTZMAW,  J        Assistant 
Dlrictor     far-    State    &   Licensee    Relations         3pp          18324   OSS         H4JC 
Flehe    30-321,33/04/28,63:05040203 

B  303200370   Forwards    Endorsement    77    to    MELIA    Policy    NF-215   &   Endorsement 
6fl    to    MAELU   Polleij    MF-7fl 

DUCK,  J   R         rtapsh    &    McLennan.     Itic         a3/O3/!6         BAUTZMAV,  J        Assistant 
Director    for    State    &  Licensee    Relations        3np         18516   336        24X 
Flehe    5Q-3Sl.S3/03/li,S3O520027O 

B303230Q27  Forwards   Endorsement   HO   to    NHUIA   Policy    NF-215   &  Endorsement 
A  4    to    rlAELU   Pol  Icy    MF-7S 

DUCK.J    FT         Mapsn    L   McLennan,      Jnc          83/03/14         BALTZMAfW        Assistant 
Director    Far    State   4   Licensee   Relation*        3pp         1&339    160        SIX 
Fiche    30-321,83/03/16,8303230027 


—  9304220337   Forwards    list    of    major   radiological    effluent   Tecft    Spec    item 

from    licensee    proposal     that    uiera    not    resolved    at    Atlanta 
meeting   Differences    betueen   Unit    1    &  Unit   2   proposals    are 
minor   Commttment    date    for    neit   submlttdl    not    Identified 
SERRANO,  hi          EGK>,     Inc         83/04/04         UILLIS.C    A         NRC    -No    Detailed 
Affiliation    Qiven         3pp         1H3SS  O03        34X   Fjche    90-321.  63/04/22, 
B3Q3060671 

H3050i-0051    Ft>r-Darda    Rev    1    to    "Design    Rapt    for    Rec  ircu  latlon   By*    i.   RHR 
Siji    We-  Id    Overlap    Repairs    (.   Flaw   Evaluation    at    El    Hatch 
Nuclear   Pouier    Plant,  Unit    1    " 

OUCWA.L  T  fleorgia  Power  Co  B3/04/3S  STDLZ,  J  F  Operating 
Reactors  Branch  4  2pp  1B343  22&  24X  Fiche  SO-321,  B3/01/SB. 
83030A0051 

—  83O50AO035  Rev    1    to    "Design   Rept    for    Rec  irculation    Sga    i,  RKR   Sys   UtU 

Overlai;  Repairs    &   Flaw  Evaluation    at   El    Hatch    Nuclear   Pouter- 

Plant,  Unit    I    " 

CHAfiNLEV.J    E    ,     RICCARDELLA,  P         NUTECH   Engineers      Inc         OPC-04-101 

RO1          B3/Q3/O4.         lOOpp          18343   SS3         24X    Ficne    SO-321,  03/O4/2B. 

S3030A0001 

930302-0435  Generic    Ltr    93-19    to   ii  1  1    patuer    reactor    S>    testing    lic*nae>i 
re    new  procedure*    for    providing    public    notice   concerning 
Issuance    af   amends    to    OLs    Svc    list    encl 

EIBEMHUT.D  O         Division    of  Licenslno        B3/03/02  Consolida  ted 

Edlion    Cu      OF    Nlui    Yor*.     Inc          90pp          1S141     120         24X 
Firhe    30-000,  B3/OS/024  930SOS04S3 


P      Operating    license    stage    documents   &   correspondence 

8304120037   Forward!    revised    order    confirming    licensee    commitments    on 
pos  t-TMI-related    il  SBUBI,  correcting    Info    re    implementation 
schedule     for    Item    (I    U    3.     "Post-Accident    Sampling    " 
BTDLI,  JF         Operating    (Teactors    Dranch    4          63/03/30         BECKHAM,  J    T 
SeoTgia    Poulep    Co         flpp          17957   320         24X    FIche    30-32!  ,  a3/03/3Oj 
830-1120037 

—  3304120012   Order    rfvialnj    schedule    for    submittal    of    Info    re    Item 

II    B    3,     "Po*t-rtccitJent    Sampling,"     From    83O101     to    B3O701 
PURPLE,  R    A        Division    of  Licensing         B3/03/3Q  Oesrgla   Pouer   Cn 

lOpp          i7?37   324          24X   Fithe    30-331;  B3/O3/30.  a304  120037 

B30304O7&9   Forward!    lafetij    avaluation    it    technical     (Valuation    rfrpt    re- 
TMI    Items    I   A   3   1    A    "Upgrading    of   Reactor   Operator   &  Ssntor 
Reactor    PpcTaeor   Training"   S<    II    3   4    "Tralnlno.    tor    Mltlgatlns 
Core    Damage    "    Ppograms    satisfy    NUREC-0737  reiioireifiBnts 
STOLZ,^   F         Operating    Reactors    Branch    1         B  3/04/50         BECKHAM.  J    T 
Oeorgla    Power    Co         3pn          IB327    30O         24X    Ficha    3O-33I,  S3/04/2O, 
S3030407&'? 

—  8207030459    "Improveraetiits    in   Trainirig    &  flequa  1  1  f  Icatl  on   Programi    as 

RfHuJre*    by    TMI    Action    Item*    I    A  2    1    !•    II    G    4,  •'    technical 

•valuation    ript 

*       SUflnce    Applications.     Inc         SAl-JBft-029-34         B2/O7/O1  NRC    - 

Mo    Detailed   Affiliation    Given          Upp          18337    303         24X 

Fiche    3G-321-83/04/20,  03030-10769 

B30503063fl    Apptication    tn    amend    Licenses    EPR-57    fc   MPF-3,  psvislng    Tech 
Bpecs    re   TMI   Action  Plan    Items    I    A    I    I    3,  I    A    1    3,  1  1   £    1    1. 
II    E    4    2   3-7,  II    K    3   3.  II    K   3    13,  1  1    K.   3   SS.  II    K    3    IS, 
II    K    3    19-  II    K    3   37,  II    H   3   45    i>    II    F    1-4 

flECKHAM,  J   T         Georgia    Power   Co         83/04/23         STOLI.J   F         Operating 
Reactors    Branch    4         Bpp          IB3O5   2S5         S4X    Ficfie    5O-321  ,  63/04/22, 
&30303O&34 


g3»304030£i   Requests     that    portion    of   B30422    rsspoilse    to    Generic    Ltr 
83-O2    te   uithUrauin    Portion   re    Item    II   F    1,     "Addl    Accident 
Monitoring    Instrumentation."    mill    be    reevaluatud    upon 
receipt   of  NHC    guidance 

OUCWA,L  T  Qeorgld  Pouir  Co  B3/03/O2  STOL3T.  J  F  Operating 
fleactors  Branch  4  tp  1S344  333  S4X  Fiche  30-321,83/05/02. 
8303060306 

B305090439   Oanerlc    Ltr   S3-20   to   all    operating    reactor    licensees   t 
holdert    of  CPs    re    Integrated    scheduling    for    Implementation 
of    plant    mads    Svc    list    encl 

E1SEMHUT,  D  0         Division  of   Licensing        B3/OS/0<5  Consolidated 

Edison    CD      of    Mew    Vorlr,     Inc          lipp          18627    133         24X 
Fiche,  30-000,83/05/09,  8303090639 


8303SO04S3    Commits    to    submit    results    of    plant-unique    calculations 
r«   accep  taoll  1  tu    of   mod1    to    torus    vacuum   breakers    bg    83061S, 
in   response   to    Generic    Ltp   83-08 

OUCHA.L  T  Beoraia  Power  Ca  03/03/16  9TOLZ,  J  F  Operating 
Reactors  Dranih  4  Ip  18319  OBS  21X  Fiche  50-321,83/03/16, 
8303200433 


Inspection  report*,     IE   Bulletins   t>   correspondenci 


8212060395    IE   Info    Notice    Q3-14,     "Deuatored    Spent    Ion   Exchange    Resin 
Susceptibility    tn   Exothermic    Chemical    Reaction    "   Svc    list 
enc  1 

T^VLORiJ  M        Division    of  Safeguards   &    Inspection   Programs    (Past 
B3OIO3)         Q3/O3/B1  Consolidated   Edison   Co      of    Mem   York.    Inc 

I12pp          18309   31<?          34X    Fiche    30-000,  S3/O3/21,  8212060383 

8305370491    Act    receipt    of   830358    1  tr    informing    NfiC    of    steps    taken    to 
correct   violations    noted    in    IE    ln»p    Rept    SO-366/83-02 
DANCE,  M   C         Division    of    Project    !<   Reiident    Programs         83/O4/O7 
KELLY,  R   0         Qeorgla    Poiu»p    Co          Ip          10646   073         34X 
Fiche    SO-366,  B3/O4/07, B30327O491 


— B303O30663   Revised    Tech    Bpecs    TB    TMI    Action    Plan    I  terns     I    A    1     1 
!A13»IIE41,1IEJIS   3-7,  fl    V.    3   3,  1 1    K   3    13,  1 1.  R   3   22, 
II,  K    3    IS.  II    K   3    19,  IJ    «    3   27,  IT    K   3    43   4    II    F    1-4 
»      Georgia    power    Co         B3/04/S2         31pp  1S305   293         24V 

FfChE    30-321,  B3/C"t/22,  8305030634 


—  B3OS2705S3   Forwards     IE     Itisp    Repts    30-931/83-02   !<    30-3&A/S3-OS    on 
321220-630121     (,    notice    of    violation 

DANCE'H   C        Division    of  Project   t.  Resident   Programs        B3/02/2S 
KELLY,  f)    J         Oforgla    Power    Co         Epp          1B646   O7S         24X 
Fitch*    30-366,  B3/04/07,  B303270191 


0308040746    Summapu.    of    B30223-24    meetings    u/Utll     L   E060    in   Atlanta,  OA    re 
proposed    radiological    effluent    Tech    Sp«c« 

RIVEMDARK.Q  U        Operating   Reactors    Ilrancn    1         B3/04/S3        3TOLZ,J  F 
Operating    Reactors   Branch    4         13pp         1B327    17^        24X 
FicN«    30-321. 


— 8305S705SO    IE    Inap    «ept»    SO-321/03-02   t,    30-366/B3-02    on    82122O-B301S1 
Noncompl iance    noted    failure    to  make   24-h    telephone    rept 
within   required    time    limit 

CRLENJAK.R  V    ,     HOLMES-HAY, P        Region   2,    Office   of   Director 
BRDWNLEE,  V,  L         Division   of   Project  ti  Fjesldent   Program*        B3/02/S3 
4pp.        1B446   O7H,        24X    Flcha    5O-366,  S3/04/O7,  B303270491 


3305270570  Requ»its    that    docket   number    in   830332    IE    Imp    Rept 
3O- 336/63-03   bo    changed     to    50-366/B3-03    due    tp 
administrative    error 

DANCE,  H  C        Division    of   Project   4  Resident   Programs        B3/04/08 
KELLY, R    vT         Georgia    Power    Cn          Ip          1B646    113         E4X 
FUh»    30-321,  83/O4/O8,  S303370370 
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B3O3040021     IE    Info    Notice    B3-21,     "Defective    Emergency    Use    Respirator    " 
Svc     Hit    encl 

JORDAN, E   L         Division    of    Emergency    Preparedness    t,   Engineering 
RBtponse    (Post    B3Q103)        53/04/13  Consolidated    Edison  Co      qf  Neu 

Vorfc,     Inc          12App         18433    1SS         24X    Fiche    30-000, 33/OA/t  5.  8303O40O21 

0303Q4OO23    IE    Info    Notice    B3-2S,     "DWR    Safety/Re!  i  ef    Valve   Failures    " 
Bvc    Hit    encl 

JORDAN. E  L        Division   of  emergency    Preparedness    fc  Engineering 
Response    (Post    330103)         33/04/32  Consolidated    Edison   Co      of   Neiu 

Vnrfcr     Inc         llSpp          18363   089         24X    Fiche    50-OOQp 83/04/32- B3Q3O400S3 

3303040029    IE    Info   Notice   B3~33,     "Inoperable    Containment   Atmosphere 
Sansing    Sys    IJ   Svc    list   encl 

OORDANjE  L        Division   of   Emergency    Preparedness    t  Engineering 
Respon-se    (Post    83O103)         B3/04/23  Consolidated    Ediion   Co      of   Nay 

York.      Inc         I  l*7pp          1B361    2"?1         34X    Fichu    30-000i  83/04/23.  B303040Q23 

8305270333  Ack    receipt   of   B304IB    I tr    informing   NRC   of    steps    taken    to 
curract    violations    noted    in    IE    Inap    fiepts    30-32I/B3-O4   b 
30-34.6/63-04 

DANCE, H   C        Division   of  Project    (<  Resident   Programs        B3/04/27 
KELLY. R    J        Georgia    Power    Co         Ip          1B642   O66         24X 
Fithe    30-321.  B3/O4/27,  B30327Q332 

— 8305-270334  Responds    to  URC   £33031 B   1  tr   ra   violations    noted    in    IE    Imp 
R»pt»    30-321/03-04   (.   30-3ifa/B3-04    Corrective    actions 
training   directive    lnued    to   appropriate    personnel    stressing 
prompt    notification    of    unusual    event 

BECKHAM.J   T          Georgia   Power   Co         83/O4/I9         D'REICLY.J   P         Region 
2.     Office    of    Director         2pp          1B642   067         24X    Ftche    30-321i 
63/01/37,  8303270332 

—  B30327Q343   Forwards    IE    Insp    Repts    3Q-321/B3-04    S.    5O-366/S3-O4    on 
830207-11    &   notice    of   violation 

DANCE. H  C        Division   of  Project   t-   Resident  Programs        B3/O3/I0 
KELLY.  R    J         Oeoroia    Pouer    Co         2pp          1B642   Qhf         24X 
Flehe    SO-321,  03/04/27,  B303S70333 

— 9303270381   Motice    of   violation    from    insp    on   830307-11 

i      Region  2.     Office    of   Director        83/03/18        Cf         IB642  071        24 X 
Flche    30-331,  03/04/27,  B303S70332 

--6303270337    IE    Imp    Rept*    50-331/03-04   fc    50-366/83-04    an    B30207-11 
Noticomp  1  lan-c e    noted    failure    to    mafce   proper   notification    to 
NRC    following    liquid   raduia-ata    release    on  821309 

HRAYiJ  R        B&glon  2,    Office   of    Director        ErtRR,  K   P        Division    of 
Emergancu  Pr»paredn*it  t.  Materials   Safety        63/03/1 0        7pp 
18642   O72         84X    Fiche    30-321,  83/04/37,  8305270332 


B3OM60I41    Submits    30-day    response    to   SER   t,    technical    evaluation    rept 
r«    environ   quat i f I  cat  1  on    of   Claei    IE    equipinent    (IE  Bulletin 
79-O1B)    Final    pljini    -far    r»>alvlng    qudltflc»tlon   of    iterni    in 
Categories    I    B,  II    A   t    II    D   will    be    transmitted    by    830520 
GUCWA,  L    T         Qfargla    Power    Co         a3/OS/0(,         BTOLZ,  J    F         Operating 
RnactopB    Branch    4          3?4pp          1B444    O14         34 K    Flche    30-331, 03/OB/OA. 
33031^0144 

S3D3O40034    IE    Info   Notice'    B3-3O,     "Misapplication    of    Qeneric    Emergency 
Operating   Pro-c  t-dure*    (EOF)    OuideJltio*    "    Svc    list    end 
JDRDAM,  E   L        Division    oP   EmergencM    Preparerfne  1 1    fr  fnginieringi 
Reiponae     (Post    B301O3)          83/03/11  Consolidated    Edison    Co       of    Neu 

York,     Inc          114pp          18924    003         24X    Flche     JO-OOO, 83/09/1 1.  B3O3040034 

8305270330    Forwards     IE    Jn»p    Repts     50-321/B3-11     fc    50-346/63-11    on 
S30411-1S  No   noncompliance    noted 

DANCE, H   C        Divition   of    Project    &  fintident    Program*        B3/OS/11 
HELtV,R    J         Georgia    Pouer    Co         Bpp  1B&44    3H3         24 K 

Fiche    30-321,  B3/03/ 1 1,  B30527033O 

—0303270356    IE    Imp    Rapt*    BO-321/S3-11    i    30-366/03-1 1    0(1   8304 11 -IS    Ho 
noniomp 1 ianc e    noted, Major    areas    inspected    llciniet   action 
on    previous    enforcement  matt*r».OiV  pro^gram,  d«s  ign  mods,  test 
&    tip erlme-nts    program   &   procurement   program 

BE4.IBLE.O   A   ,     DEBffAOE,  A   0    ,     UPRIOHT.C    M         Region    S,     Office    oP 
Director        33/03/11         14pp         10M4    335        24X  Fiehe    30-321,  B3/O9/1 1> 
B3032703SO 

8303040040    IE    In*o   Motic*    B3-31,     "Err-or    In    ADLPIPE   Computer    ProflrBUi    " 
Svc    list    ant  1 

JORDAN,  E    L        Divition   o-f    EdiBrgenci|   Preparedneis   &  Engineering 
R>iponie     (POit    B3O1O3)          83/O3/17  Consol  Id'teiT    Ed  lion    Co       of   NtU 

York.     Inc         I14pp         ia6"77  009        24X   Fiche  :  flD-000,  B3/OS/19-  B303040040 

aaO&27013a    Advices    that    updating    insarvics  tn*p    pragram   uilll    be    delaged 
until    Aug    11&3  Commitmeit    to    enairtina    control    roil    drive    scram 

dltcharge    vol    plains    uelds   mill    be   mt t  &  irniffected    bg    dBljy 
in    upd*te    of    iniervite    iutp    progr*m 

0"JGWA,L   T        Georgia    POUIBT    Co.       BJ/OB/l?        STOJ.Z,  J  F        Operating 

Reactors    Branch    -4          Jj>  1B63B   217         24  X  FUht    30-321, 83/03/19, 

8305270129 

6303040046    IE   Info  Notice    B3-33,     "Nonpepreaenta t Ive    Sampling    of 
Contaminated   Oil    "    Svc    Hit    encl 

jOfl-DAN,E   L        Oivlilon    Of    EnargencV    Prepar«ifnB«a   li  Engineerina 
Reiponte    (Post    830103)         93/03/26  Consolidated    Edison   Co      of    NEU 

Vork,     Inc         H4pp         !Sb47   O07        24 X   Flcne    50-000,  B3/05/S6,  B303040046 

R     Periodic    operating    reports    t,    related    corra«pondenc>< 


0303040036    IE    Itlfo   (Jutice  B3-24i     "Loo»e   Parts    in   Sacondary    Side   of 
at«m   OaneratOTi    at   PUR»    "   Bvc    Hit    oncl 

JORDAN,  E  L        plviilon   of   Emergency   Preparedness    &  Engineering 
nefponia    <Post    830103)        B3/04/3B  Consolidated    Edison   Co      of  New 

York.     Inc        llapp         IB3B2  047        24X   Fiche   5O-OOO,  93/04/2B,  B303040026 


B3Q3040037    IE   Info   Notice   03-25,     "Standby   Oas    Treatment   Syi   Heater  High 
Tefflp    Trip   Betpoint   Adjustment    "   Svc    list    encl 
JOHDANj  E  L        Plvlslon   of  Emergency  Preparedness    (<  Engineering 
fle*pont»    <Po«t    93O103)        B3/04/3B  ConsolidatBd    Edison   Co      of  Neiu 

Yorki      tnc         tIBpp          IB3B3    Ii3         24X    Fiche    SO-OOO,  S3/04/28,  B3D3040027 


8303180279   Forwards   montJily   •oparatlns    repts    for   Apr    17B3 

NIX.H  C        Oeorgla   Pouer    Co        B3-/03/06  Director's   Office.    Office 

of    Inspection   and   Enforceratnt         Ip         18490    2B2        24X 
FUJI*    30-321.  B3/03/Q6.  B3031BOS7? 


— 0303190384  Monthly    oper»tlng    renti    for    Apr    I9H3 

nEOWAMI,F   J         Oaorgla    PDURr    Co          B3/09/Q&          12pp 
Fiche    30-331^33/03/06.8305160279 


10490   29S        34X 


S     Raportable  nccurrvncBii     LERs    ti    related    corr'ipondence 


03030*0029    IE   into   Notice   63-24,    "Failure    of   Safety/Relief  Valve 
DUcnarje   Lin*   Vacuum  Breakers    "    Bvc    list    encl 
JQRDAN.e  L        Division   oP   Emergency  Preparedness    t  Engineering 
Re*jon*e    (Post   33O103)        B3/OS/03  Consolidated   Edison   Co.    of  Neu 

York,     Inc         lS2pp          1B441     170         34X    Fiche    3O-000. 83/O3/03, B303040028 


S303230S73   Forward*    •nolneerljic.    evaluation    rept,     "Crack*   fc   L^ats    In 
Small    Diameter  J>ipfng<    " 

DflOWW,  E   J        flea c  tor    Operatlcni   Analyoli    Branch         B3/fl4/19 
BEYFW1T.K  V        Reactor   Operation*    AnalysU   Brancji         Ip         19341-342, 
24X   Flche    30-000,  83/04/ 17, B309230S73 


93O3^4003O    IE   Into   Notice  93-27,     "Operational    Response    to  Events 
Concerning   Deliberate   Acts   Directed    Against    Plant 
Equipment    "  3vc    list   encl 

JDflDAN. E    L,       Divlilon   of  Emergency   Preparedness    d  Engineering 
Relpnnse     (Post    830103)         B3/O3/04  Consolidated    Edison    Co~     Of   Neui 

York-     Inc        H2pp         183B2  2B2        24X    Flche   30-000, 83/03/04,  B303040030 


— B303B30619    "Croc k i    t>   Leaks    in    Small    Diameter    Plplngt"    •nglneevlng 
evaluation   rept   Small    plpi    ledke   associated    u/unantl Cip* t*d 
vibration   problems    require    addl    support*    er    rerouting    of 
piping 

BROWN.  E    J        Reactor    Operation*    Analysis    Branch        03/04/17        9pp 
1B341    343         24X    Fl che'  50-000,  B3/04/ 19, B30323O373 


Q3O3040031    IE   Info    Motice  83-2H,     "Criteria    for   Protective   Action 
Ft-econmenifatloriB    for   General    Emergencies    "   Svc    list   encl 
JDRDANrE  L        Division   of  Emergency   Preparedness   fc  Enoln«*rlng 
Response     (Post    830103)         83/O3/O4  Consolidated    Ediion    Co      of   Nau 

Vorti     Inc         119pp.         1B44I   001        24X   Fiche   30-000^  B3/03/O4,  B303040031 

3303040033    IE   Info    Motice  83-39,     "Fuel    Binding    Causli)    by   Fuel    Rack 
Deformation   "    Bvc    list    encl 

JORDAN,  E   L        Division   of  Emergency  Preparedness   &  Engineering 
Response    (Post   B301O3)        83/OS/06  Consolidated   Edison   Co      of  N»u 

York,      Inc          llSpp          18323   S4S         S4X    Fiche    30-000. 83/03/06.  B303040033 


8309030030   Forward!    LGR    B3-040/03L-0 
NIX, N  C        Oeorgla    Pouer   Co        93/04/21 
Office   of    Director          Ip          18342   Of3. 
B3D3090030 


0'REIi.LYj  J   P         Region    2, 
24X    Fiche    30-321,  B3/04/21, 


— 930S03004O  LER   B3-04O/03L-0  on   B303SS, reac tor    bldj    eihSUlt    vtnt   A 
radiation  monitor   Dl 1-K609A   ai- found    data    unacceptable  & 
monitor    declared    Inoperable    Cau«»d    bg    Inntrkfmenb    drift. 
D11-K6O7A  callbr   &    returned    to    *vt    on  83O323 

TIPPg.B    D        Oeorgl«    Pou*r   Co        03/04/81  Region  3-    Office    of 

Dtrtietor        3pp         IB34B:  O93        S4X  Fl  c  he  ,  30-321.  03/04/31.  8305090030 


8-309D500B3  Forward*    updated    LER    B3-03&/O1X- 1 

NIX.H  C  Oeorgla  Poui«r  Co  63/04/S1  O'REILLY.  J  P.  Region  2, 
Office  of  Director  Ip,  18342  O20  2<1X  Flche  00-321,  03/04/91 1 
B303D300B3 
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—8303030037    Updated    LER    B3-036/Q1 X-l     on    B3Q323, plant    review   board 
dotermlned    lack    of   admlni t t native    control    existed    in 
complying    lu/Prflc  adore    HNP--692I    because    of    mat]     condition    op 
cable    t-raijs   Caused    by    lack    of    specific    instruction! 
T1PPS.S    B         Georgia    Pouer    Co         S3/OO/21  Region    a,     Office    of 

Director          3pp          1B342   021          24X    Flcfie    3O-321 .  93/01/3! .  B3QS03COB3 

&3091 1G24.9   Forwards    LER    B3-Q43/03L-O 

NJX.H  C  Georgia  Power  Co  B3/Q4/26  D 'KEIL1UY,  J  P  Ffegion  a, 
Office  af  Director  Ip  1S3<?3  233  24X  Flche  3O-321 , 93/04/26, 
0303110269 


B305170434    forward*    LER    83-034/O3L-0 

NJX'H  C  Georgia  fouler  Co  B3/03/O3  O'REILLY, J  P  Raolon  2, 
Office  of  Director  Ip  1S467  397  S4X  Flche  30-331,93/03/09, 
B30S1 70434 

— S303170436   LER    B3-Q34/03L-0    on    S30407,  contra  1    room    air    Intake    lialatlon 
valvfl    124J-F011     closed    late    during    Procedure    HNP-1-3973 
Cauiad    by    Faulty    operator   5.    lack    of    damper    shaft 
lubrication    Shafts    lubricated 

TIPPS. S  B        Oeorgia  Pouer   Co        03/03/05  Region    2,    Office    of 

Director         3pp  1B469   298         24X    Fiche    SO-321 .  B3/O3/OS,  830517043+ 


— 9303110272   LER   83-Ofl3/03L-0   on    B3O33I.RHR    svc    water    pump    0   d 1 t    not 
reach    required    Tech    Spec    pressure   Caused    by    air    relea-se 
valve     for     loop    D    failing     to    seat    off    Ruooer    seat    !•    fJo^t 
replaced   &    float   cage   realigned 

TIPPB.S   B         G-eorgia    Pouer    Co         B3/0-t/26  Region   S,     Office    of 

Director-         3pp          18393   323         24X    Fiehe    90-331 ,  B3/04/36,  8309!  10269 

6305110270    Foriuardi    LEP.    93-044/O3L-O 

NlXiH  C  Georgia  Pouer  Co  83/04/26  O'REILLY,  J  P  Region  2, 
Office  of  Director  If  18393  294  24X  Fiche  30-331. 83/04/26, 
B3031IO27O 


8303170442  Forwards    updated   LER   83-036/01X-S 

NIX,H  C  Georgia  Foiuer  Co  B3/03/Q3  D'flEILLV.J  P  Region  5, 
Office  of  Director  Ip  18471  23O  24X  Flche  30-321, 83/O5/QS, 
8303170443 

--B303170445   Updated    LER    B3-036/01X-2    on    830320,32.23    t.   O40S.matl 
condition   of    ca-ble    trays    found    out    of    compliance   uJ/Proe  adurff 
HNP-69S1    cauaad    by    lack    of    administrative    control    d 
nonipeciPlc    procedure    instructions   Procedure    revltad 
SUdNER.H  U         Seorgla    Poyer    Co        03/03/03  Region   2.     Office   of 

Director         6p p  IB471    291         SIX    Flche    3O-321.  B3/05/03,  B3OS1 70442 


—  B30S11O273   LEH    Q3-044/03L-0   on    S3O4O4<uhiU    performing    matl    condition 

inspi  sys    engineer    Found    two    of    four    bolts    not    installed    In 
valve    operator  mount    at    valve    bonnet    on  HMR    loop    A  rain    Flou 
t>upa*«   valve  Replacement    Bolts    installed    !*   torqued 
TIPP9.S  D        Georgia  Power   Co        83/O4/S6  Region   2.    Office    of 

Director         3pp          18393   297         24X    FicKs    50-321.63/04/24,8303110270 

0303110431    Forwards    LER    03-04I/03L-O 

NIX.H  C  Georgia  Powsr  Co  B3/04/26  O'REILLV,J  P  Region  H, 
Office  of  Director  1  &  1B403  CBB  S4X  Flche  3O-331,  B3/04/B6- 
8303!  10-131 

—  6305110434    LER    B3-Ofll/O3L-0    on    B30329,  fo  1  1  owing    Group    5    Isolation, 

outboard    reactor    mater    cle-anjp    1-sotatlort  valvs    Failed    to 

open  Caused   bv    averheated    D-C   drive   motor   an    Vilve    operator 

Drive   motor   replaced 

1IPP3.S   D         Georgia    Power    Co         B3/O1/26  Region   2.     Office    of 

Director         3pp          1S4OS   OB9         24X   Flche    30-321-  S3/O4/2A,  B3031  1O43I 


B305U0404    Forwards  LER    B3-042/03L-0 
Nlt.H   C         Georgia    Pouer    Co         B3/O4/29 
Office    of    Director          Ip          13393   OOB 
6309110404 


D'HEILLV-J-   P         Region    3, 
4X   Fiihe    S0-321>  S3/Ofl/2?. 


—  B3031  10412    LER   B3-04B/03L-O    c-n   B3033O,  1/2    scram    retelvad    Caused    by 
scram   discharge    valve    high    level    RP3    relay    burning    &   failing 
In    tripped    condition   Rilatj    r-opJdtB-d   &    sat  j  s  factor  i  1  1;    tested 
TIFPS.S  Jl        Georgia   Power   Co        83/04/29  Region    3.    Office    of 

Director         3pp          IB39SOO?         S4X    Flche    5O-321,  03/04/29,  B30S1  104O4 

8309130138  PNO-[  I-B3-033  on   03030!  ,  contractor    enplouea    iuffar*d   broken 
arm.  fractureij    pelvia   6   possible    skull    fracture    in    machine 
shop   Occident    Caused    bg    cotton    glove    caught    bu.    valve    item 
pulling    person    into    lath*    u/contamina  ted   valve 

RDOQE.  J   F    .     DAMCE.H    C         Region    2,     Office    of    Dlrsctor         B3/O5/03 
2pp          19437   277         24X   Fichu    30-331,  B3/O5/02,  B3O313013S 

B30S17017B-  gupp  l  (jmantii  1    narrative    jummari;    fco   REV   5   to   HO 
SO  -321  /1  779-021    Updated    data    on    tritium    levels    in 
Sro-undiuater    samples    during   First   Quarter    1983    end    Mo 
radlonuc  1  Ides   above    background    identified 

NIX.H   C         Georgia    Potuer    CD         03/05/02         a'REILLv,J   p         Region   2. 
Office    of    Director         3pp          1346&   321          g4X    Flihe    3O-32t.  93/OS/02, 
B30&17OI70 


9303110289   FortuariU    LER    B3-046/03L-O 
M1X.H   C         Boors  ia    Poiuer    Co         03/OS/O3 
Office    of    Director          Ip          18393   30S 
B3051102B9 


0  'REILLV,  J   P         Region   2. 
34X    Flcho    50-321.93/06/03. 


—  830B110293   LER   83-046/O3L-0   on   03011  1  ,  c  hanne  1    A    bnrus    water    level 
narrow   ranoe   recorder   T4B-R607A,  operated    erractlcally    Caused 
by    dlrtg    control    ampllfle-r   plug    connBccion    Connection 
cleaned   Procedure  ^fJP-1-5372  run    successful  1  1| 

TIPPS.  S  D        QeorgiJ    Power    Co        83/03/03  Region   2,    Office   of 

Director         3pp          16393   307         24X    Ficne    SO-321  ,  83/O5/03.  83OSI  10289 


3305110364  RO   50-366/83-01    on   830123  t,  0314,  Units   2  b    I,  resp  active  ly, 
had    tjiraij/sprltifcler    sys    taken   out   of    svc    for   mods   &   could 
not   ba    restored    to    operable    status   within    14    days    per    Teeh 
Specs    ConHniiou!    Fire   matches   maintained 

NIX.H    C         Georgia    Pouer    Co         83/03/06         O'REILLYrJ   P         Refllon    H, 
Office    Of    Director          3pp          1B406   262         24X    Fiche    30-321 . B3/OS/06i 
83051 lQ3bt 

B30S23056B   Forwards    LER    B3-047/03L-0 

NIX-H  C  Oeorgia  Pouer  Co  03 /OS/09  D'REILLViJ  P  Rigion  2< 
Office  of  Director  Ip  1S337  305  24X  Flehe. 50-321, 83/03/O9, 
B3O333Q56B 

— B303230577    LEW    83-047/03L-0    on    830412,02    recorder    pens    on    primary 
containment    a tmosphera   H202   re«order»    1P33-R601A   t   R601LB 
read    17/.    t,  3    33Ki  respectively    Caused    by    tubing    cap   milling 
ti   open   cample    valve    in  analyier    sample    line   A  Cap    replaced, 
TIPPS,  B    B         Georgia   Pouer    Co         83/09/09  Region    2,     Office    of 

Director        3pp          1B337306        24X  Fiche    30-321,83/05/09.8303230569 

B3Q3270S3-4   Updated    LER    B3-036/01X-3   on   830320.  lack    of   administrative 
control    axil  tad    in    complying   u/cable   &   cable    tray 
inital  latlon   Procedure  HNP-6951    becauee    of    inatl    condition   of 
cable    traijs    Cauggd    by    inadequate    procedures   W/830516    1  tr 
TIPPS.6    B   .     HfX,H    C          Oeorgia    Pomer    Co         B3/03/I6         O'REILLY.J   P 
Region    2,     Office    af    Director         <?pp          18637    1B6         21X 
Fiche    30-321.,  83/03/16,6303270234 

8303310166    LER  S3-043/O3L-0  on   830433,  uh  i  1  e    performing    MSIV  trip    test, 
D  outboard    MSIV    (1821-F02BD)    found    to   close    ! lower    than 
Tech   Gpec    limit    Caused    by   maladjusted   actuator    flow   control 
needle   valve   W/ 33091 6    Itr 

TIPPS,8   B    ,     NIX.H   C          Oeorgia    PouiBr    Co         83/03/16         O'REILLY,  J   P 
Region    2.     Office-    of    Director         4po          18632   333         24X 
Flch«   30-321, a3/OS/I&,B303310166 

B30S31O1BO   Updated    LEfl    B3-04O/03X-1 ,  on    B30323,  reactor    bldg    exnauit    V*nt 
radiation   monitors    I>1  1-H609A  d   D    found    Inoperable   Caused    b(f 
Instrument    drift    &   table    failure    fiotueen   detector   &    trip 
unit   Monitor    calibr    W/B3O316    1 tr 

TIPPB,8    B    .    MIX.H  C         Oeorgia   Power   Co        83/03/16        O'REILLYrJ  P 
Region    3,     Office     of    Director         3pj>          1B639    133         S4X 
Flche    30-321,  83/O3/16.,  B3C*S3101BO 

B30327O625   Part   SI    rept    re    potential    problem  u/3-phase   rectifier 
assembly    In    eiclter    not   connected    in    parallat    which    could 
cauifr   premature    failure    Initially    reported    on   B3Q32O  Utlli 
will    mijj-Burs    vibration 

HfllSUEfi.R    K         Ultton     Industries,  Inc         S3/Q3/20         KEPPLEH,  J   O         Region 
3,    Office    of    Director         3j>p          1B646   212         24X   Fiche    3O-000. 83/05/BO, 
B3052706H9 


DOCKET    50-322   SHDREHAM   NUCLEflR    POWER   STATION 

A      Application/construction    stafie    documents   fr   correspondence 


8309170354   Forward*   LEfl   83-031/U3L-0 

NIX.H  C  Oeorgls  Power  Co  83/OB/03  O'RElt-LY.J  P  fieolon  3, 
Office  of  Director  Ip  1846&  130  24X  Flcfte  50-331,83/05/05, 
S30S170254 

—  8305170262   LER  B3-031/03L-0  on   830409,  d  ID  «  ide   recorder    pen   on    primary 
containment   atmo-iphere    hydrogen   dioxide   recorder    1P33-H601A 
r-aad    ilownacale  4  primary    containment    atmosptiBre    sample    sys 
outlet   pumps    fooniJ   not    running    Caused   ag    con"pon*nt    failure. 
TIPPS,  3   D         Georgia    Pouer   Co         83/03/03  Roolon   2,     Office    at 

Diractor         3pji          13466    131         24X    Fit^e    50-331  ,  63/05/03,  B3O9170234 


8309060144    Reipctnds     to    FO1A   Requests    82-453,82-471    &   82-479   re 
juppreiilon   pool    dgnamlc    loads    Ends    to   Document*   3  &   4   it 
rept    encl    ej/Docu/nent    7   withheld    (ref   FOIA  Exemption   4) 
FeLTON.J  M        Division    of  Rules   and   Records        B3/03/17        HAFNER.B 
Affiliation  Unknown         2pp         10364   261        24X   Fiche    30-322,83/03/17, 
S305Q60144 
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— 8303060153    Submits    schedule    &    program    for    analysing    t-    resolving    effects 
of    LQCA    re    suppression    pool    hydrodynami c     1 oad s, safety 
relief    valve    vent    clearing    t    steam   quenching    phenomena 
Schedule     coordinated    ui/GE    t<    other    utils 

HOFFDRD, A   W         Long    Itland    Lighting    Co         7S/06/O3         STQLZ,  J   F 
Llgnt    Hater    Reactors    Branch    1         4pp          1B364    266         S4X 
Flche    30-322,83/03/17,8305060144 

— 9305060135    Requests    addl     Info    re    suppression    pool     temp     limit    Responses 
to    Questions     1.2,4    &    5   will    be    provided    by    GE    Question    3 
must    be    answered    by    utll 

KNIELrK         Light    Water    Reactors    Branch    2         77/OB/31          NOFFORD.  A   W 
Long     Island    Lighting    Co         2pp          19364    283         21X 
FicnB    30-323,83/03/17.0309060114 

— 3303060164    Responds    to    77O831     1  tr    ref    GE    rept    "170    F   Pool    Temp    Limit 
for    Safety   Relief   Valve   Rama  head    Condensation   Stability," 
in    response    to   Questions    1,2,4  &   3   Submittal    date    for 
ratponie     to   Question    3   uilll    be    provided 

BURKE,  T   J         Long     Island    Lighting    Co         77/09/26         KNIEL,  K         Light 
Water    Reactors    Branch    2         Ip          1Q364    2B7         24X 
Flche    30-332,03/03/17,0303060144 


E      NRC    Safety    Evaluation    Report    (HER),     suppls    !•    correspondence 

B30304QSQB   Forwards    Rev   2    to    "4I60v   Hetal    End    Sultchgaar    -    General 
Maint,"    providing    descrlpt  i  an   of    inservlce    Insp   t,    tasting 
programs    to    assure    seismic     Integrity    of    electrical    & 
mechanical    components    (SER    Issue  a) 

SMITH. J   L         Long    Island    Lighting    Co         83/04/22         DENION,  H   R         Of/ice 
of    Nuclear    Reactor    Regulation,     Director         <fpp          13321    023         SAX 
Flche    30-3S2, B3/04/32,  B30SO4030B 


—8305040314   Rev   2    to    Procedure    32   050   O2, 
General    Maint    " 

ROSE,J   J         Long    Island    Lighting    Co         B3/O1/31 
24X    Fiche    50-322,83/04/22,8305040308 


416OV   Metal    Enc  1    Sul  tchg  e<ar 
p         18322    032 


8305040303   Forwards    monthly    atatus    of    equipment    summary     list    including 
ba lance-of-p lant   b   NESS   Equipment    to   assist    In   revlou   of   SER 
Issue   B   on    dynamic    qua! I f Ication, par   BaillO  t  23   Itrs 

SMITH, J   L         Long     Island    Lighting    Co         83/04/3<J         BENTON,  H   R         Office 
of    Nuclear    Reactor    Regulation.     Director         S2pp         18323   306        24V 
Fichu    30-32S. 83/04/27,  B305040303 


8303140095  Corrects    serial    number    of   830413    Itr    transmitting    Rev  3   to 
Iniervlca    testing    program  Correct    Identifier    should    be 
BNHC-B37, not   8NRC-831?, 

SKITH,  J   L         Long    Island    Lighting    Co         B3/O3/O3         DENTON,  H   R         Office 
of  Nuclear    Reactor   Regulation,    Director        2pp         18430  331        24X 
Fieha    3O-3EH.  B3/03/O3,  830516OO<73 

83-05040323.   Doard   Notification   B3-057   forwards    differing    prof    opinions 
r»   iy«    interaction   Si    safety    classification    Info    relates    to 
Board   Notifications   83-17  6  83-44   re   Unresolved    Safety    Issue 
A-17 

EISENHUT,  D   0        Division   of   Licensing        83/03/04        PALLADIND,  N 
Commliiioners         22pp          1G337    137         21X    Fiche    3O-000, B3/05/01, 


8303160070   Respond*    to   BER    Issue    48.     "High    Energy    Line    "reals    (HEtBI" 
t   B30124   request    to    consider   addl    single    failure  ulthln   sijs 
used    to   mitigate    event   Postulated  worst-case    scenarios 
listed   Occurrence   of    events    unlikely    Issue    closed 

SMITH.J   L         Long    Island    Lighting    Co         B3/05/H         DENTGN,  H   R         Office 
of    Nuclear   Reactor    Regulation.     Director         4pp         18430    116         SIX 
Ficha    30-323, 83/03/1 1, B30316O070 

B3Q5370013  Forwards  monthly    status    list   of    active    safety-related 
equipment    per   SER    Issue   B   re    dynamic    qualification    level 
SMITH, J   L         Long     Island    Lighting    Co         B3/05/23         DENTON.  H   R         Office 
Of    Nuclear    Reactor    Regulation,     Director         32pp         10633   277        2flX 
Flche    30-322,83/03/23.  B305S70013 


6303240342   Fnruiards   minutes    of   830421    meeting    ui/util    &   S&W   re 
c  Ur  Ifica  tion    of    addl    items    in    independent    design    review 
KIMS,  J  P         Teledyne   Engineering    Services        03/05/06        DENTON, H  R 
Office   of    Nuclear   Reactor   Regulation,     Director        3pp         1B371    001 
S4X    Flcne     3O-322,  B3/09/O6,  8303240342 

B303090699    Generic    Ltr   03-SO   to   all    operating    reactor    licensees   ii 
holdar*    of    CPs   ra    Integrated    scheduling    for    implementation 
a*    plant   mods   Svc    list    end 

EI6ENHUT. &  Q        Division    of   Licensing         B3/O3/09  Consolidated 

Edlion    Co       of    Neui    York,     Inc          16pp          18627    133         34X 
FUfi*    30-000,  83/O3/09,  B303O9O639 

B3031904?!    Notification    of    830324   meeting    in/Suffolk    County 
rapn aantatives    In   DethesdaihlD   to   discuss    intension    of    CP 
CARUSQiF)         Licensing    Branch    S        83/09/16        SCHWENCER,  rt        Licensing 
Branch    3         4pp          1B333    139.        21X   FiCfiB    30-322, 83/03/16,  B303190491 

8303S4O447   Pravideg    status    of    implementation   of    SER    recommendations 
l-e  NUREO-0737,  Item    II    K   3    16.     "Feasab  1 1  i  ty    Study    - 
ChallinjBoi    £1  Valv*   Failures    "    Preventive   malnt    program  ulll 
be   avillable    for    site    review    In   2  months 

SMITH, J  L         Long    Island   Lighting   Co        D3/O3/SO        DENTDNr H  R        Office 
of  NucUar    Reactor   Regulation.     Director        3pp         18573  330        24X 
Fieha    30-3SH, B3/03/20,  8303240447 

B303K70001    Fnruards    final    clanaif Ication    of    ICR    3&33-1B  re    pips    support 
drilgn    calculations    from    independent    design    review    Item 
c  1  oiid 

UANDERB.  D  F        Teledyne   Engineering    Services        B3/O3/20        DENTON, H  R 
Office    of   Nuclear   Reactor   Regulation,     Director        6pp         !Hi3B  327 
24X   FichE    00-322,  S3/03/SO,  8305270001 


F      Security,    medical,     emergency   tt    fire   protection    plan: 


B30312037B  Ac k    receipt   of   830421    Itr    Informing    N«C   of    steps    taXen    lo 
correct   violations    noted    in    1C  Emergency   Preparednei s 
Appraisal    Rept    30-322/B2-1B 
MARTIN,  T   T        Division   of   Engineering   4   Technical    Programs        93/03/09 

POLLOCK, M   S         Long     Island    Lighting    Co         Ip          18433   303         2-U 
Flchs    30-322, 03/03/03. B30312037B 

—0303120380  Responds    to  NRC   820930    Itr    re   violations    noted    in    IE 
Emergency   Preparedness   Appraisal    Rept    50-322/S2-SB 
Corrective   actlon-s   permanent   responsibility    for   emergency 
planning    assigned    to   emergency    planning    coordinator 
POLLOCK.M   S         Long    Island    Lighting    Co         83/04/31          MARTIfl.T   T 
Division   of   Engineering   &   Technical   Programs        12pp        16432  304 
24X   Flche    30-322,  83/03/03,  8303130378 

8303110034   Generic    Ltr   83-21    to   all    licensees    of    operating    reactors, 
applicants    for   DLs   &  holders    of   CPt    re    clarification    of 
access    to    control    procedures    for    lau   enforcement   visits 
Svc    list    encl 

EISENHUT,  D  0        Division    of   Licensing        33/05/11  Consolidated 

Edison   Co      qf    New   Vork,     Inc          lipp          1834O   O95         24X 
Flche   50-000,83/03/11,8305110034 

B303240313  Forwards   monthly    status    rept    on    offslte   emergency 
preparedness    for   OL    reviews    for   rtpr    1983 

DIRCKS.W  J        Office    of    the   Executive   Director    for   Operation! 
83/03/13         PALLADIND.N   J         Commissioners         Spp         13S933S3         SIX 
Ficha    30-000,  83/03/13,  B303340B13 


0      Adjudicatory    correspondence 


B309S30373   Foruards   Tetedyna   Enginaarlng    Svcs    Q303O6    Itr    to   HR    Don  ton 
v/aetjchment    re    independent    design   verification    program 
HQSDENICK.  B    M        Hearing    Branch    3        B3/OS/21        DRENNERi  L    i 
CARPENTER.  J    L   ,    MORRISrP   A        Atomic    Safety   and   Licensing    Doard    Panel 
7pp          IB592   093         24X   Fiehe    30-322,03/03/24,8303230373 


B3Q93  10030    Responds    to   830324    Itr    ra    environ   qualification    of   OE 
iultch*i    tTijpe   CR   394O).Llst    of    sultch    locations    t    summary 
of    generic    environ   qualification    testing    encl    Bui  Itch 
failure    uould   not    adver»ely    affect    shutdown    capability 
BHITH,  J  L        Long    Island    Lighting   Co        83/05/23        DENTON,  H  R        Office 
of   Nuclear   Reactor   Regulation.     Director         12pp         18&S3    132        24X 
Flche    30-322,  B3/O5/S3,  030331OOSO 


8303100323  Toruiards   Teledyne   Engineering   Svca   830311    ttr    transmitting 
latest    classification   of    Items    from   independent    design 
revieu   of    fac 1 1 1 ty 

BORDENICK.B    M         Hearing    Branch    3         B3/03/19         ODEfJMEF?,L    , 
CARPENTER,  J  L  .    MORRIfii  P  A        Atomic   Safety   and   Licensing   Hoard    Panel 
4pp         18374    068,        24X   Ficfte    30-322.83/03/18,8303100233 

8305100293  Forwards   Teledyne   engineering   Svcs   830315    Itr    transmitting 
latest   classification   of    Items    from    Independent   design 
revieu  of    facil i ty 

BORDENICK, D   M         Hearing    Branch    3         S3/O3/H1         BRENWER.L    , 
CARPENTER.  J  L   ,    MQRRISiP   A        Atomic    Safety    and   Licensing   Doard    Panel 
4pp          18373   29B         24X   Flcha    50-332,  B3/03/2I,  B3051OOS33 


8309100238  Forwards    resolution   of   Suffolk   County   Contention    I3<d)    re 
util    failure    to    provide    sufficient  QA/QC    personnel    during 
operation    of    facility   Approval    requested 

DDRDENICK,B  M        Hearing    Branch   3        B3/04/01        BRENNER, L   , 
CARPENTER,  J  L   ,    MORRIS, P  A        Atomic    Safety   and   Licensing   Hoard    Panel 
2pp          18373    271         S4X   Fiche    30-323,  B3/O4/01 ,  B3Q51O023B 
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—  830310023?   Resolution    of    Suffolk    Countg    Contention     I3(d>    re    util 
failure    tn   provide    lufficlent   GA/QC   personnel    during 
operation    Util    will    prepare    detailed    projection    of    OA    staff 
requirement*    -for    12-jnanih    period    Cante-tition   ulthdraiun 
BORDENICK.B   M         Hearing    Branch    3         EAR  LEV,  A    F         Long    HI  ana 
Lighting    Co         *      Suffolk    County,     NV         33/03/31  ftVomlc    Safety 

and    Licensing    Board    Panel          6pp          16373   273         24  X 
Flch»    30-322,  03/04/01,8303100338 

B3O3100222  Second    prapoald    opinion,  findings    of    fact  &    conclus  ions    of 
lau   In    farm   of   partial    initial    derision    rr   DL  application 
concerning  O.A/QC   &    environ   qual  if  Icatlon 

BORDENICK,  B   K    .     REPKfl,  D   A         Hearing    Branch    3        #3/04/13  Atonic 

Safety    and   Licensing    Board    Panel         H9pp         18373   144        24  X 
Flche    50-352483/01/15,8303100222 


8303030340    Reply     to   Suffollt    Count  v    &   NflC    proposal   OA/QC   %    envir 
qualification    apinl  oni,  f  Ind  inji    &   conclusions 
»      Long    Island    Liofitlns   Co        •      Hunt-on,  t   Wl  1  Hams        B3/04/2S 
19301    001         24  K   Fie  lit    30-332,  H3/04/25,  0.305030360 


294pp 


B303020390  M»ifiDranifuni  t   order    providing    far    further    filings   an  Suffolk 
County  motion    to    reopen   record    on    Contention    II   ABLE   will 
i-uJ*    an  motion    to  reops-n  ai    part    of    initial    decision    an 
merit!    of  Contention    II 

BRENHER.L         Atomic    5af«t<j    and    Llttnslng    Board    Panel         B3/04/2B         6pp 
13276-31'?         24X   Flchi    5Q-3S3,  83/04/23,  3303020390 

8303030337  Forwards    proposed    stipulation   TV   Suffolk   County   Contention 
I3(a)    on   O.A/OC   opiratlonl   Ut  1  1    &  Suffolk    County    agreed    to 
stipulation   HRC   rivieu    Incomplete    but   no    objections 
anticipated 

CARLEY-A   F         Hunton   Sr   Williams         B3/Q4/23         BRENNER,  L         Atomic    Safety 
and   Licensing   Board   Panel        ipp         18303  S73        24* 
Flen»    50-322.  03/04/23,  Q30303O3  37 

S3031OOI96   Response    in   oppoiltfon    to   Suffolk    Court  (J   830403  motion    to 
compel   applicant    to    file  written,  rept    re    Teledgne 
Engineering.   Svci    desijn  nvieui    of   facility    Interim  mectlngi 
could   r«iult    In    dupllcatlve    effort*   Certlficats   of    Eve    end 
HORDENICK.O  M        Kaaring   Branch   3        B3/O4/E8  Atomic   Eafefj    and 

Licinilng    Bnorrf    Panel         7pp          1B374   304         24X   Fjc^ie'  3O-32S,  83/04/20, 
8303  1001  94 

&30310O39H  Forwamfi    Teledtjne  Enjlneorlns    Sves   630-106    Itr    traniml  ttlng 
luwmiMj   of   83O33&  msetlnj   r*    claiiif  Icat  Ion   of    Item 
rCR    9633-1    cancirnlng    piping    attached    to   Jiorliont'l    baamii 
from    Independent    dt*ign   review  af    facility 

BDRDENICK.D    M         Hgarfng    Branch    3         B3/Q4/3B         UJIEWJER,  L   , 
CARPEKTER.J   L    ,     MORRIS,^   A         Atomic    Bafeti/    and    Llceniing    Board    Panel 
4pp         1S37S   001          atK   FlchB    SO-32S.  £33/04/29,  8305100399 

S3OS010461    Adviiei    that   util    will    terve   alternative  meant    for 
implementing    offilte    ineroency    pl«n   iTurlng    ufc    of    B30316 
Rtlat*tl    corretpondence 

CHRISTKAM.J  N        Hunton  «   Hlllijiifii        ChfRISTMAN.J  N       Lett}    Iflanri 
Lighting    Co         83/04/H9         DRENWER,  L    -     CARPENTER,  J   H   .     MORRIS,?    A 
Atomic  Sftfetu    and  Licensing   Hoard   Panel         IP         IB  323   144        S4X 
F(che-flO-3BB.  83/04/39,  3303040^61 

B  30  50  304  BE  Advliei    of  LI  LCD   agpU<atlan    For   reneual    of 

Hcen»«  31-17432-01   Application    prepared   per   Reg   Guide    10   5 
Certificate   of  Svc    encl 

HOROEMICK-B   H         Mearlnj    Branch    3         B3/03/O3         BRENNER,  L    . 
CrtRPEHrEfi,  J  L   ,    MORH1B.P  A        Atomic   9afuty   and   Lieertilng    floaril    Panel 
4pf          IB274    160         S4X    Flcfie    30-322,  B3/O5/02,  B30S0304BB 


B30305G024    Supplemental     proposed    transci 
Svc    pncl 

EAHLEV.A  F  Lono  laJatid  Lighting  Co 
Williams  B3/Q3/02  5pp  IB34O  O01 
B303030024 


ections   Certificate   of 


EARLEV, A   T         Hunton    fc 
24X   Fiche    30-332-83/03/02. 


—  B305010029   RevliEd    proposed    op inion,  find  ings    of    fact   &  conclusion*  if 
lau    In    form    of    partial     Initial    decision 

EARLEV.  A    F         Long     Island    Lighting    Co         EAFiLEY,  A   F         Hunton    t> 
Williams          B3/05/03          367pp          18340    006         24X    Fiche    SO-322, 
83/03/03,  8303030024 

G3O&040429    Corrections     to    ASLO    B3042O   tlemnranilum   t.    Order    LBP-83-22. 
denying    Bu-fpolk    County    motion    to    terminate   OL    proceeding 
BRENNER. L         Atomic    Safety    ana    Licensing    Board    Panel         83/05/03         3pp 
1B332    126         24X   FiChe     3O-3S2,  B3/03/03,  B305040429 

B3030fi049?   Memorandum   !i    OTtfer    ac  k    Suffolk    County    B303O2   wfthdratual    of 
motion    to   compel    util     to    file   written    rept   re    Teledgne 
Engineering    Svc    design    re-vlem  Motion    for   util    &  NRC    to 
provide    Info    on    review    denied   aa    overly   ft  road 

QRe^NERJL         Atomic    Safeti;    and    Licensing    Ooard    Panel         B3/03/04 
Suffolk    Countu,     My         4pp  1S351    194         24X   Flche    30-322.  B3/O5/04. 

B303O604S-9 

6303060518   Motion    far   «  i  ped  It  iaus   Cai^mission  ruling    on    isiues 
transfer-rod     fromASLAJJ    r*    emergencu    planning    Suffolk    County 
motion    to    terminate   CL   proceeding    is    threshold    Isnoe 
pervading    all    aspects    of    proceeding   H/Cert i f  I  catB    of  Svc 
SROWN.HH        Suffolk    Countg,     NV        QliOWN,  H  H        Kirkpatrict.    Lock-hart, 
Hill,     Christopher    ((Phillips         93/03/04  Commissioners          18pp 

1B331    009         34X    Flche    3O-3S3. B3/O3/04.  B3090iOSlS 

0305100391    Former  ill    updated    Appa    B   d   G    to    util    B3O117    proposed    partial 
initial    decision  Schedule    For   completion   of   plant    continues 
to    Indicate    physical    readiness    to    load    fuel    by    Aug    1933 
REVELEV,  W   T          Hunton    E.    Htlliama         B3/03/04         BRENNER,  L    , 
CARPENTER, J    L    ,     MORRIS- P    A         Atomic    Safety    and    Licensing    Board    Panel 
lOSpp          1837B   O9I          2-4X    Fiche    3O-322.  83/03/04.  B3O3I00391 

B3Q3Q1Q1S9  Forwards    eiBcuted    atipulatlon    re   SuffoU    Countu   Contention 
I3(a)    on    QA/dC    operation    Parties    Intend    to   submit 
addendum   to    stipulation 

DDRQENICK,  C   rt         Hearing     Branch    3         B3/O5/O5         BRENNER,  L        Atomic 
Safety    and   Licensing    Hoard    Panel          Ip          10363   330         24 X 
Flche    3Q-3SS,  83/05/05,  B3O5090129 

— B303>07013'&  Stipulation    resolving   Suffolk   County   Contention    13*a)    r* 
QAY<1C  operations 

EDJiDENICH,  D    M         Hearing     Branch    3         EARLEV,  A   F         Long    Island 
Lighting    CD         DVNNER.A   K        Suffolk   Countu.    NV        83/03/05        5pp 
16363   331          34X    Flche    5O-32S,  B3/03/03.  B30309O129 


a3030<90305  Order    conFlrming    l-iuk    extension   of    schedule    to    file 
contantlons    Following    receipt    of   revised    emergancg    plan 
BRENNEF!,!.        Atomic    Safety    and   Licensing    Board   Panel        B3/09/05 
IB362   012         S4X    Flche     30-332,  03/03/05,  B30309O3O3 


Spp 


B3O31Q0137    Retponie    to   ASLD    B3042B   memorandum   V    order    providing     For 
further    filings    on    Suffolk    County   motion    to   renpen   record    on 
Contention    11    Applicant    response    insufficient    to   address 
full    scope    of    concern   Certificate    of   Svc    encl 
LANPHER.L  C        Suffolk    County,    NV       LANPHER.L  C        Mrkpatrlck , 
Lacfahart,    Hill.     Christopher    !.  Phillips        83/03/03  Atomic    5af«ty 

and  Lice-rising    Board    Panel         17pp        1B374   233        24X 
Fiche    5»~33a,  B3/03/Oi5,B3031OOI37 


83030SOOOI    HotCon    for   rsviied    schedule   r«    conl*ntton4    Tnren-mk    time 
limit    for    iubmi*iion   of    contentions    should   be    deleted 
Partlti    dlncted    to  meet    ultnln   2   uks   of    receipt   of    utll 
rivlii-d   plan    to   agree   on    schedule    for   contention   iiibAiidon 
LANPHEfl.L  C        SuffoEl   County.    NV        LANPHEH,  L  C        Kir  kpatr  ich, 
Loekhart,    Hill,    Chrl*topher  «<  Phillips        33/03/03  Atomic   Safety 

and   Llceniinj    Board  Fanil        759,       13339  0&3        24X 
Flehe    5O-322,B3/03/03iB30303OOOl 


B3051002Si  Protests    eiclution    of   North   Shore   Committee 
h-Mtllij    convene-d    S30S04    conference   call    to   hear    A5LB 
decision    on   -Suffolk    County    S30302   motion    for    rav    of 
•chedula    Certificate    of    Svc    encl 
SHAPIRO,  R         Cammer    &    Shapiro         33/O3/O3         BnENNEH,  L    , 


MQRRIS.P    A 


CARPENTER.  J  H        Atomic    Bafetg   and   Licensing    Board    Panel        3pp 
1B374   05?         S4X    Flche    90-323,83/03/03,0303100236 


—8303030003  Ui trhdrau'a  1    of   B30409   motion    Co    compel    util    to    tl\a  written 
rept    re   Teltifynt   Englneerlns    Svc   desljn    review   During    B30422 
telcJin,  util    !.  NRC    dliclo-s-id  most    info   requeitad    In  motion 
Alternative    r«li«f   requested   C«rtlflcat>    oF   Svc    encl 
DYNNER.A.R.      3u#folt   County    NV        DYNMER,  A  R        Klrfcpa  trick, 
Loekftart,    Hill,    CJirlitophir  &   Phllllpi        B3/03/03  Atomic    Safety 

*nd   Llcenilng    Board   Panel         13pp        1S339  070       £4X 
Fieh<- 50-322,  33/03/02,  83050300-01 

3303030007  Motion    for    Uav*   to  file    new  contention  re    emergency    (iesal 

generators.  ABLB   not   rta,ufrBd  to   balance    la  tens  si    factor* 
Certiflca.t«  a*  Svc    incl 

MILL  EH,  M  B        SuffaU  County.  HV        MILLER, MS        Klrkpa  trie  k.    Loclhart, 

Hill,    Chrlitophii-   4,  Phillips  B3/05/03             Atomic   Safety    and 

LlnMlng    floarii   Panel.        17pp  1B339   001          24X    Ftche    30-32-2,33/03/03, 
B3030S0007 


B305100274    Supports    Suffolk    County    B3QS03    motion    for    schedule    rev 
Limited   resourcut    available    to  County    emphaslies 
ditlrabllltg    of   CauntV    proposal    Interchange    betuieen    parties 
clarify    concorna    &   focus    contentions   uhen    filed, 

3HAPIHD.fi         Caffimer    &   Shapiro         83/09/O3         BRENNER,  L    ,     MaHRlB.P   A    , 
CARPEN7ER.JH        Atomic    SaFetif   and   Licensing  Board   Panel        Ip 
IB37I    241         24X    Fiche    30-3S3r  B3/O3/03,  B303100274 

B30310O3SO  Forwards    B3042I    1  tr    &  attachments    from   Teledyne  En-glneerinfl 
Bvc*    to  NRC  re    indapandant    design   update   program   for 
facility   Certificate    of   Svc    encl 

BORDEMICK,  B    M         Office    of    the    Eiecutlve    Legal    Director         03/03/03 
BRENNER,  L   ,    C AflP ENTER,  J  L    .    MORRIS,  P   A        Atomic    Safety   and  Llcen-llng 
Board    Panel          4pp          16379    03D         24X   Fiche    30-322,03/05/05,9303100380 


DOCKETED  ITEMS 
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0303IOO2O1     Objects    to    ASLAB    e»cluslon    of    Town    of    Southamp ton, NY    from 
830504    conference    call    re    offsite    emergency    planning    Town    of 
Southampton  ul  1 1    hold    comments    on    offsite    emergencij    planning 
unttl    receipt    of   neu   util    plan   Certificate    of   Svc    end 
LATHAM.  S    D         Tuiomey,     Latham    S,    Shea         B3/Q3/O6         BRENNER,  L         Atomic 
Safety    and   Licensing    Board    Panel         6pp         1B374   O29        S4X 
Fiche    30-333.03/05/04,6305100201 

8309100224    Forwards    Teledyne    Engineering    9vcs    03O419    Itr    requesting 
verification    of    receipt    of    controlled    documents    re 
Independent    design    review    of    facility 

BORDENICk.B   M         Hearing    Branch    3         B3/O3/06         BRENNER,  L    , 
CARPENTER, J   L    ,     MORRIS, P    A         Atomic    Safety    and    Licensing    Board    Panel 
4pp          19374    131         24X    Flche    3O-322,  B3/OS/Q6.  B3OS100324 


6303130068  Memorandum  t.  Order  CLI-B3-13   accepting    ASLAB  830426    referral 
of    ABLB    B3O426    order    referring    ASLB    S3Q4EO   order    denying 
Suffolk   County   motion    to    terminate    proceeding   NRC    obliged    to 
consider   util    plan    in   absence   of   state/local    plans 
CHILK.S  J        Office   of    the   Secretary    of    the   Commission        83/03/12 
6pp          IH436.   31B         24X    Flche    30-322,  S3/OS/12,  8303130068 

8309160006  Answer    to   Suffolk    County   B3QS04    motion    for    expeditious 
Commission   ruling    on    issues    transformed    from  ASLAP  Motion 
should    be    denied    B«cept    for    request    Par    briefing    of 
certified    question   Certificate   of  Svc    encl 

CHRIBTMAN.J   N         Long     Island    Lighting     Co         CHRISTMAN.J   N         Hunton    & 
Williams         83/O3/I2  Commissioners  17pp         18456   062         34X 

Flche    30-332.83/03/12,8303160006 


— 3305100323   Forwards    transmittal     forms     indicating    that    NRC    conf  I  rniati  or 
for   receipt   of    controlled    documents    re    independent    design 
review    of    facility    not    yet    received    Verification    of    receipt 
r equested 

HEATING, L    A         Teledyne    Engineering    Services         03/04/19 
DENTQN.H  R        Office    of   Nuclear   Reactor    Regulation,    Director        7pp 
1S374     13B         24X   Flche    30-322,  B3/O3/O6,  8309100224 

8303120297   Forward i   revised    proposed    op inl on, supp 1 emental    proposed 
Findings    of    fact, revised    findings    of    fact   t,   conclusions    of 
lam    in    form  of    partial    initial    decision    on   Suffolk    County/ 
Shore(i«ni  opponents    Coalition    Contention    7B 

LETSCHE.K    J         Kirfcpatrlc k,     Lockhart,     Hill,     Chrl  stopher    t.    Ph  1 1 1  ips 
LETSCHG,  K   J         Suffolk    County.     NY         B3/O3/09         BRENNER,  L    , 
CARPEMTERjJ   1     ,     MORRIS, P    A         Atomic    Safety    and    Licensing    Board    Panel 
3pp          IB430    178         34X    Flche    3O-322,  S3/O3/O9, 8309120297 

— 3303120300  Revised    proposed    op  mi  on,  supp 1 omental    proposed    Findings    of 
fact,  revised    finding*    of    fact    &   conclusions    of    laui    in    form 
of    partial    Initial    decision    on   Suffolk    County/Shoreham 
Opponents  Coalition   Contention    7B   (^/Certificate    of   Svc 
BROWN,  H  H        Suffolk   County,    NY        BROWN- H  H        Klrdpatr  1  cl,    Locfchart. 
Hill.     Christopher   &  Phillips        B3/03/O9        203PP         1B430    1B1        34X 
Flche    5O-323,  93/03/09,  8303120397 


B3091A0131    Order    directing    change    of    eve    on   emergency    planning 
submlss  ions 

LAURENSQN,  J   A         Atomic    Safety    and    Licensing    Board    Panel         S3/O3/1S 
Ip          1844B    141         24X   Flche    3O-3E2,  B3/O3/  12,  8303160131 

B3OS170349  Forwards    revised   NRC   proposed    op inion,  f ind ingi   of   fact   & 
conclusions    of    taui    in    form  of   partial     Initial    decision 
Error    eiiats    In   pagination  Page    3  omitted 

RAWSON.R    J         Hearing    Branch    4         83/O3/16         BRENNER, L    ,     MORHJB,  P   A   , 
CARPENTER,  J  L        Atomic   Safety   and   Licensing    Board    Panel        2pp 
1B46B    121         S4X    Flche    30-323,  83/03/16,  B303I7O343 

8303170963  Revised   proposed    op  inion,  f  Ind  i  ngs   of    fact    b   conclusions    of 
lain    in    form   of    partial    initial    decision    Certificate   of  Bvc 
enc  1 

REPKA,  D  A        Hearing   Branch   3       B3/OS/16         213pp         1S467  O34        34)f 
Fiche    30-322,03/03/16,0303170363 

Q30319020B  Supplemental    paragraphs    to    be    included    in    proposed   opinion 
supplemental    propo-aed    findings   on  Suffolk   County   Contention 
II    re   valve    failures  Certificate   of   Svc    encl 

FLANACAN, D   O         Long    Island    Lighting    Co          FLANAGAN,  D   0        Hunton   b 
Williams         B3/OB/16         fpp          1BS01    330          34X   Fiche    3D-32H.  B3/03/16, 
B303 1 9020B 


9305120329  Forwards    corrected    Page    99    to   Suffolk    County    reviled 
opinion 

LETSCHE,  K,  J        Kit-kpatric  fc,     Lockhart,    Hill,    Chr  1  stopher   fc  Ph  i  1 1  tps 
LCTSCHE.  K.   J         Suffolk    County,     NY         B3/09/09         BRENNER,  L    , 
CARPENTER, J  L    ,    MORRIS, P   A        Atomic    Safety    and    Licensing    Board    Panel 
Ip  1B431    313         SIX    Fiche    30-322.  B3/05/09,  6303120339 


H309190271    Affidavit    of   EJ  Youngling    that    portions   of  Suffolk   County 
proposed    contention   on   dleael    generator's    unsupported    by 
facts,  insubstantial    In   nature    or   remedied    Prof 
qualifications    encl 

YOUNOLINO,e   J         Lortfl    Island    Lighting     Co          83/03/16         34pp 
1B301     113         24X   Fiche    30-333,83/03/14,8303190871 


— 8305120333  Corrected    Page    39    to   Suffolk    County    revised    opinion 
*      BuffoU    County,     NY         03/O3/O1?         Ip          19431    316,         34X 
FUhe     30-322,83/03/09.830912032? 

13303130069   Addendum    to   830903  motion    for    loave    to    file    neiu    contention 
r*    emergency    dlesel    generators    clarifying    Suffolk    County 
views    on    reopening    of   evidentiary    record    Petition    to    reopen 
rocard    not   required    Certificate    of   Svc    encl 

MILLSR.M   S        Suffolk   County,     NY        KILLER,  M  S        Kirkpatrlck,    Lockhart, 
HID,    Christopher   t,  Phillips        FJ3/09/1O  Atomic    Safety    and 

Licensing    Board   Panel         9pp         1B436   246        24X   Fiche    30-322,  Q3/O3/10, 
930S13O06? 

8303130072    Eipresses    indignation   at   ASLB    failure    to    include   author    in 
S3030S   telephone    conference   u/ASLB, utll, Buf f ol k    County    b 
NRC    Sh or eh  am  Opponents    Coalition    f u  1 1-f  ledgBd    participant    in 
proceed1  ing    b   should    be    Included    in    future    discussions 
DDUCHERTY.J  B        Dougherty,     J  li        DOUGHERTY,  J   H        Bhoroham  Opponents 
Coalition        83/O3/1O        BRENNER, L        Atomic    Safety    and    Licensing    Board 
Panel  Ip          18437   032         24X    Flche    30-322, 83/O3/10,  B3O5130O73 

830333O077   Repts    that    filing    of    util    alternate    means    for    implementing 
affslta    emergency    planning    will    be    unavoidably    delayed    until 
uk    of    B30323 

CHRISTMANj  J   N         Hunton    &   Williams         CHRISTt1AN.it   N         Long     Island 
Lighting    Co        B3/03/IO        BRENNER. L    ,    CARPENTER,  J  H   ,    MORRIS, P   A 
Atomic    Safety    and    Licensing    Board   Panel         Ip         18436  263        24X 
FIchS    30-322,83/03/10,8303130077 

8305130090   Designates    WJ  Dircks    as    NRC    representative    an   State    of   NV 
fact    finding    panel    on    facility 

PrtLLAEMNO.N  J        Commissioners        83/03/1O        CUDMO- M  M        Neu  York, 
State    of          Ip          1S437   006         24X    Flche    30-332,83/03/10,9309130090 

— B3Q51302O4   Requests    designation    of   appropriate   NRC    representative    to 
StaU    of   MY    fact    finding    panel    on    facility 

CUOMO.  M   M         N*LJ   York,     State    of         H3/O4/32         PALLADINO,  N   J 
Commissioners         Ip         1B437   007        24X  Fiche    30-322,83/03/10, 
8303130090 

8303130030   Notice    of   ASLB    constitution   JA  Laurenson- cha irman   & 
JR   Kline    &  rla  Livingstom  members, 

COTTER, a    P        Atomic    Safety    and    Licensing    Board   Panel         83/09/11 
Zpp         1B436  210        34X   Fiche    30-3S3- B3/03/1 1 , B3O5130030 


B30919037B  Forwards   motion  oppoainfl   Suffolk    County   motion   to   add    diesel 
genecator    contention  Certificate    of   Svc    encl 

EARLEY.A   F         Hunton    b   Williams         EARLEV,  A   F         Long     Uland    Lighting 
Co         S3/09/16         BRENNER, L    ,     CARPENTER,  J   H    .     MORRIS,  P   A        Atomic 
Safety    and   Licensing   Board   Panel        3pp          18300  234        24X 
Ficha    90-322,83/03/16,8303190378 

--83031903B2  Response    opposing    Suffolk    County   830302   motion    to   add 
emergency    diesel    generator    contention    County    falls    to  meet 
stds    for    reopening   record. for    late-filed    contentions   b 
for   particularl  tif    of   contentions 

EARLEV.A   F        Long    Uland   Lighting    Co         EARLSY,  A  F        Hunton  fc 
Williams        83/03/16  Atomic    Safety    and   Licensing   Board   Panel 

34pp          1B300   237         24X   Flcho    30-322,33^03/16,8303190378 

5303300651    Motion    for    I-day    entenston   until    8305S4   to    file   supplemental 
SC/8DC    73  reply    findings  NRC  B30316   supplemental    finding* 
not    served    on   util    coun«il    until    830317 

EARLEV.A  F        Long    Island   Lighting   Co         93/03/17  Atomic   Safety    and 

Licensing   Board    Panel        3pp         1SS19  3O9         B4X   Flche    30-332.  B3/O9/17. 
8309200631 

B309200390   Response   opposing    Suffolk   County    B30302  motion   for    leave    to 
file    new  contention    re    emergency    dlesel    generators 
Interested    county   must   observe   all    procedural    requirements 
applicable    to    parties  Certificate    of    Svc    encl 

OORDENICK,  B   M    ,     fiEPKAi  0   A         Hearing    Branch    3         83/03/18  Atomic 

Safety   and   Licensing   Board   Panel         14pp          18314  03B        24X 
Flche    30-333,83/09/18,8303300390 

--B303200594   Final    deficiency    rept   r*    failure   of    liquid    carbon   dloilde 
storage    tank/piping   b  affect    on   operabllitg    of   emergency 
diesel    generators. Issue  not   roportabl*    per    10CFR30  33C») 
M1LLIOAN.M   H         Long    Island    Lighting     Co          81/11/12         ORIER.B   H 
Region    1,    Philadelphia,    Office    of    the    Director    (BI/03/01 )        Zpp 
1B314    074         24X   Flch*    90-322,  B3/03/1EJJ  3309200990 

B303240949  Advises    that   County   mill    file    notion    for    leave    to   respond    to 
utll    B3O316  t<  NRC  830318  response    to    SuffoU   County    motion 
to   add    emergency    diesel    generator   contention  Filing    will 
contain    important   neu   info   Related   correspondence 
DYNNER.A  R        Kirkpatrick,    Lockhart,    Hill,     Christopher  (.  Ph  illips 
DYNNERiA  R        Suffolk   County,    NY        03/O3/17        BRENNER,  L  J  , 
CARPENTER, J  L  .    MORRia.P  A        Atomic    Safety   and   Licensing   Board    Panel 
Ip          IH373   SB3         H4X   Fiche    30-322.  83/O3/19,  B30324034B 
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6303240432  Order    granting    uti]    B30517    request    for    a'tenaion    until 
830324    to     File    supplemental    proposed     Findings    on 
Contention    7B 

BHENN.FR,  L         Atomic    Safety    and    Licensing    Hoard    Panel          B3/O5/2O 
Long     Islanfl    Lighting    Co          Ep          1SS75    337         34X   FiChe    30-322, B3/O3/2O, 
B30324Q432 


B 30 5 160366  Responds    to   B30404    Itr   re    offsite    emergency    planning 
Commiision    B3O5I2   order    directed    ASLO    to    consider    an-J     utll 
emergency    plan    submitted 

FITZGERALD,  J   A         Office    of    the    General    Counsel          S3/O5/17         NEVEL.rt 
Sfieitar    Inland, NV         IP          18-196   339         24X    Fiche    50-322.  B3/O5/I7. 


B3QS24O4fiO   Order    porral  tt  ing    Buffa!  fc    County     to    rep  ILJ,  &g    S30531..  to    utll 
S3O316    !t   NRC   S30318    argument*    opposing    County    motion    to 
admit    neu    emergency    iflesel     generator    contention 

BRENNER,  L         Atomic    Safety    a-nd    Licensing    Hoard    Panel         63/03/20 
Suffolk    County,     NV         tpp          19373     160         24X    Flcho    30-392,03/03/20. 
B309S4O4&O 

63Q327O553    Forwards    B20930   Torreq    Pines    rept.vol     II     (program    results), 
Vol    in    (potential    finding    repts)    (.   environ    qualification 
rept     For    Class     IE1    equl  pmen  t,  Vols     1    i-     !l    per    630330    telcon 
W/o    ends 

LANE,  V   M         Atomic    Safety    and    Licensing    Board    Panel          83/03/20 
MCCAFPREY,  Q         Long     Island    Lighting    Co          1  p          1  B663    114         24X 
Ficle    50-3S3,  B3/O3/20.  B30327Q533 

03Q3S3Q3t,7   Forwards    ASLflB    930518   Decision    ALAB-723   re    SuffoU    County/ 
Shoreham   Opponents    Coalition    Contention    70    Areas    addressed 
Include   HRC    obligation   re    unresolved    safety    issues   & 
r-egu  latory   requirements 

RAW&DN.R   J         Hearing    Granch    4          B3/O3/23         BRENNER.  L    .     MGRR1S.P   ft    . 
CARPENTER,  J  L        Atomic    Safety   and   Licensing    Board    Pane]        £6pp 
1O2         SAX   Ftctie    30-332,  S3/O3/23.  B3O923Q3(b7 


9303-390331    Order    approving    "Resolution   of   Suffolk   C-ountu   Contention 
13  (a)    -    QA/QC   -    Operations,"    (it  4    830903   &   riddendun    l.dtil 
330316 

DR£NNER.L  fltomic  Safety  and  Licensing  Board  Panel  B3/O5/24 
Office  of  the  Eiecutlve  Legal  Dlrgctor  2pp  135S5-  359  SAX 
Fithe  30-322.  B3/03/34,  B305S30334 

B3052SO373   Foruards    Teledijne    ETigineenng    Svca    B30506    Itr    to   Htt    Benton 
cu/flttachflient    re    Independent    dsstgn    verification    program 
BORDEN1CK.D    M         Hearing    Branch    3         B3/-QS./24         BBENNER,  L    . 
CARPEl'fTER,  J  U   .    MORRIS.  P    A        rttomc    Safety    and   Licensing   Board   Panel 
7pp          IB392   093         34X   Flche    50-322,03/03/24.0305350373 


B3053LOQ4Q   Vol     3   af    reply     to    proposed    op  iniona.  f  ind  i  ngs    6    concl 
of    Suffolk   Countij   ft   NRG   re    safety    c  lat  s  i  fixation    t   sgs 
intaraction   Certificate    at    Svc    end 

*       Lang     Island    Lighting    Co         x       Hunton    (.    Williams         B3/0-5/2') 
1B694    093         24X    Fiche    30-333,93/03/21,9303310010 


8303310091    Vol     3   at    replj    to    proposed    op  mi  ons  ,  f  i  ndirg*    S,    conclusions 
of   Suffolk    County    fc  NRC    re    safety    classification  6    sys 
interaction 

EflfJLEV,  A   F         Lono     fsland    Ligfct»nfl    Co         EARLEY,  A   F         Hunton    L 
Williams         93/03/2*          127pp          [B633335         21X    Fiche    30-322,83/03/24, 
B3033IOO51 

B30S260271    Sujipls    to    330211    proposed    opinion    J.    fituflngs    of    fact    on 
Suffolk    County   Contention    II    re    passive  rnacftanical    valve 
failures    Suppls    to    lie    vied    only    IF   ASLD   reopens    record 
Certi-f  icaKe   of    Svc    end 

flEPKA.B    A         Hearing     Branch    3         83/05/25         9pp          i  B625   333         24X 
FUhe    30-3aa, 


—  S3D51B0367    Supports    SuffoU    Countg    B3Q223   motion    to    terminal;*   OL 

proceeding    Jf  motion    for    clarification 

MEVEL,  H          Shelter     Island.  NY         B3/04/O4         PALLADINO,  N    J    , 
SILrWSKV,  V    ,     AHEARME.  J         Commissioners         Spp          18466    360         34  X 
Fiche    50-323,  B3/03/17,  B3O5180366 

B30513043O   Responds    to    330406    Itr    re    offsite    emergency    planning 
Commission    S30512  order    directed    ASLD    to    consider    any    ut(( 
eraergencij    pD-an    submitted 

FITZeEHrtLOp  J    A         Office    of    the    General    Counsel          B3/O3/17         fiUMCO,  F 
Sag    Harbor,     HY         lp          1S4Q3    111         S4X    Fiche    3O-322.  03/O5/17. 
3309150430 

—  330318045?    Supports    Suffolk    County    B30223   mptlon    to    terminate   01 

proceeding    &    motion   far    certification 

RUNCO,  F    ,     BRANNEN,  J    ,     KERN,  P         Sag    Harbor,     NV         B3/04/Oi 
PAU-flDlNO.  N    J    ,     OILIN8KY.V    ,     AHEARNE,  J   F         CommisB  i  ontr  s         2pp 
113         24X    Fiche-    30-323.83/05/17,8309190430 


—  B30318046J    Urges    denial    of    util    request    to    extend    CP    expiration  d-)tt 

Suffolk    County    determination    that    evacuation    it    impoiiiHe 
disposes    oF   OL   question 

RUNCO,  F   .     HWrtNNEN,  J  -    VAN  KOV1CS.  J        Sag   Harbor,     NY        83/04/06 
DENTQM,  H  R         Office   of   Nuclear   Reactor   Regulation,     Director        Spp 
1S4B3    117          S4X    Fiche    30-322,  S3/03/17,  B3O31B043O 

93051  90445   KeejjonilE    to    830411    Itr    re    offslte    emergency    planning 
CommHsion   83O313  order    directed   ASUB    to    consider    any    util 
effl-eraency    plan    ouomltted 

FlTZGEflALD.  J   A        Office   of    the   General    counsel         B3/OS/17 
GREENBAUW,  R          East   Hampton,     NY         lp          184B6   062         24X 
Flc'ie    30-322,  B3/03/17,  B3031BO443 

—  9305130449   Support!    Suffolk    County    B30223  motion    to    terminate  OL 

proceeding    4    motion    for    certification  Portion    of    Itr    to 

HR    Dint-on    encl 

OREENBAl/M.  R          Haffipton,     NH         B3/04/1  1          PALLADINO,  N   J    .     OILINSKV,  V, 

AHEAHNE-  J         Commissioners         4pp          13186    063         24X 

Fich»    50-323,03/05/17.8303150443 

0      fntpettion    reports,     IE  Bulletins   t  correspondence 

6212060385    IE    Info    Notice   B3-14,     "Deuiatered    Spent    Ion   Exchange    Resin 
S*j»ceptibl  J  i  tif    to   Giothermic    Chemical    Reaction    "    Sve    li*t 
encl  \ 

TAYLOR,  j  M        Division    of   Safeguards   &    Inspection   Program*    (Post 
8301O3)        03/03/21  Consul  idatsd   Edl»on  Co      of   New  Yorl.     Ine 

ll?pp         1S30B    319         34X   Fiche    50-000,  83/03/21,  83i30f>03B5 

8303040021    rE    Info    Notice   83-21-     "Defective   Emergency    Una    Respirator  ' 
Svc    Hit    encl 

JORDANiE  L        Division    of  Emergency    Preparedness   &   EngineerleiB 
Hetponse    (Post    B30103)        S3/O4/1S  Consol  Idated   Edison  Co.     of  Mv 

Vort,     Inc         ISbpt         1B435    1  S5        H4X   Fiche    30-000,83/04/15,3303040021 


8309370395    Order    approving    tnct    proposed    corrections    to   930403.04.   !.    C-3 
tramcrljts 

BREMNeR.L         fltomic    Safety    and    Licensing    Board    Panel         83/03/23 
Long     Island    Lighting    Co         30pp          19643   333         24X 
FJch*    5O-322,  BJ/O5/S3,  9303370393 

0303E7O363   Order    directing    clarification    by    H3O61O    of    Contention    SC    11, 
passive    mechanical    valve    Failure    !<    IE    nulletln    B3-03, 
"Chock    Valve  Failures    in  Haw   Water    Cooling    Sys    of   Diesel 
QBtveratav-s,    " 

BRENWER,  L         Atamit    Safety    and    Licensing    Board    Panel          83/03/26 
Long     Island    Lighting    Co         9pp          IB643   313         24X    Fiche    30-322. 
33/03/34.,  8  3O  3270  56  3 

B3033100A3  Submission    of   data   re    cracked    engine    block    on    emerg«ncy 
dieiBl    genorator    103    pursuant    to    ALAS-143   6    ALAB-271 
Cartiflcata    of   Svc    Inc! 

DYNNER,AH         SuffoU    Countij,     NV         DYNNER,  A   R         Kir  tpafcl-  i  c  t.     Lochhart, 
Hill.     Chrietopher    &   Phillips         83/03/26         4pp          1B433    179         24X 
Fiche    30-323, B3/05/2A,  8305310063 


B30SOS0109  Responds    to  NRC   request    for   addl    info    on    IE   Bulletin    81-03 
ro    application    of    hypoch lori te    to    control    growth    of 
alaif<mllng    organisms    In    salt    svc   water    syt    NPDES   permit   & 
EPf<   regulations    alloui   discharge    of   chlorine    for   2   h 

POLLOCK.M   S         Lono    IsUniJ    Lighting    Co         B3/O4/21          JORDAN,  E   L         OA 
Orancft         3jp  1B341    339.        24X   Fiche    30-322,83/04/31,0303030109 

0303040053   JE    Into    Notice  83-23,     "BWR  Safety/Relief   Valve   Failures    " 
Svc    list   encl 

JORDAN. E  L        Division   cf  Emergency   Preparedneia   &   Engineering 
R«»pon»B    IPnst    03O103)         S3/O4/32  Consolidated    Edlian    Co       O*   HtU 

York,     Inc         112pp         183B3  089        SAX  Fiche    30-000, 63/04/33, 830304OQ23 

03O50405QB  Foruards    Rov  2  to    "aliOV  Metal    Encl    Switchgear    -   General 
Maint.  "   providing    descMption    of    intervlce    ln*p   &    tasting 
program*    to   assure    seismic    integrity    of    electrical    i 
mechanical    components    (SER    Issue   8) 

SMITH.  J  L         Lang     Island    Lighting    Co         83/04/22         DENTON,,  H   R.        Offict 
Of    Nuclear    Reactor   Regulation.     Director         ?pp          1S321    023         2<tS 
Ftche    30-332,83/04/22,8305040308 


H     General    correspondence 

H3051900S1?  Urges   denial    Of    LILCD   request    for    extension   «f    CP, citing 
lack    of   axleituate    evacuation   plan    for    Suffolk    County 
residents 

PELL,  MR        Snuthold,    NV        33/03/11         DENTDN,  H  R        Office    of  Nuclear 
Reactni-   ReoulatJon,     Director         4pp          18502   O63         34K 
FUhe    3O-32?.  83/05/11,  B30SI90O39 


— B3OS040914    Rev    3    to   Procedure   32  09D  02,     "4160V  Metal    Encl    Buitehgear 
Oe^e^al  Main*    " 

HOSE,J  J        Long    Island  Lighting   Co        B3/OI/3I         6pp         IS32S   032 
S4X   fichu    90-332,  B3/O4/HH,  S303O4030B 
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8303010025    IE    Info    Notice    B3-33,     "Inoperable    Containment    Atmosphere 
Sen-ling   SIJB    "    Svc    list    enc  1 

JORDAN,  £    L         Division    of    Emergency    Preparedness    (/   Engineering 
Reaponie     {Post    8301O3)          B3/04/35  Consolidated    Edison    Co       of    New 

York,      me          119pp          1S3B1    391          24X    Fiche    SQ-OOO,  B3/04/2S,  S30304OO23 

8305040790    Ooard    Notification    B3-033    forward  a    notice    of    violation    t 
propoird    imposition    of    civil    penalty    baaed    upon   applicant 
approving    preoperat lonal    test    results    for    diesel    generator 
test    «van    though    acceptance    criteria    not    satisfied 

NOVAK, T   M         Assistant    Director    for    Licensing          B3/O4/33  Atomic 

Saf«tu    and    Licensing    Board    Panel          4pp          1B327    246         24X 
PlchB    30-333,  B3/04/23,  B30304O7SO 

—  &3Q3O4O7B5   Discusses     IE    insp    on    B2113O-1231    &    forward  3    notice    of 
violation  1  notice   of    proposed    imposition    of    civil    penalty 
ALLrtM-J  M        Director's    Office,    Office    nf    Inspection    and 
Enforcement         83/04/1S         POLLOCK,  M    S         Long     Island    Lighting    Co 
3pp          10327   2SO         24X    Fiche    90-322,  B3/O4/33,  B3O3O4O7SO 

— 83Q3O4Q79Q   Notice    of    violation    It    notice    of    proposed     Imposition    of 
civil    penalty    in   amount    of    I4O,  OOO   Noncnmp llance    noted 
applicant   approved    diesel    generator    preoperationa  1    tests 
retult*    even    though    acceptance    criteria    not    satisfied 
ALLANiJ  II        Director's   Office,    Office    of    Inspection   and 
.Enforcement         83/04/13         3pp          1B327    233         24X 
Ficne    30-332,  B3/O4/23, B3O30407BO 

S3 030 4O 02 A    IE   Info   Notice   83-24,     "Loose    Parts    In   Secondary    Side    of 
Steam  Generators    at   PWRs    "   Svc    list    oncl 

JQRDANiE  L        Division    of   Emergency    Preparedness    !•   Engineering 
Response    (Post   830103)         B3/O4/2B  Consolidated    Edison   Co      of   New 

Vork,      Inc          113pp          18382   047         24X    Fiche    5O-QOOi B3/04/2B, B303040026 

8303040027    IE    Itlfo   Notice   S3-25,     "Standby    Gas    Treatment    Sys    Heater   High 
Temp    Trip    Setpoint   Adjustment    "   Bvc    list    enc 1 

JORDAN. E   L        Division    of    Emergency    Preparedness    &   Engineering 
ReiponiB    (Post   B301Q3)         B3/04/2S  Consolidated    Edtson   Co      of   New 

Vorlu      Inc          llBpp          1B3B3    163         24X    Fiche    SO-DOQ.  B3/O4/2B,  8303040027 

B30304OO2B    IE   Info   Notice   83-26,     "Failure    of    Safety/Relief    Valve 
DEacharge    Line    Vacuum  Breakers    "    Svc    list    enc 1 
JORDAN, E  L        Division    of   Emergency    Preparedness    &   Engineering 
Response     (Post    S3OIO3)          B3/03/O3  Consolidated    Edison    Co       of    Neu 

fort,      Inc          122pp          18441     170         24X    Fiche    50-000. 83/O3/O3, B303Q4Q02S 

B30304003O   IE    Info   Notice   B3-37,     "Operational    Response    to   Events 
CcmcBrning   Deliberate    Acts    Directed    Against   Plant 
Equipment    "   Bvc    list    oncl 

JORDAN, E  L        Division    of    Emergency    Preparedness   &   Engineering 
Rr«poni9    (Post   B30103>         B3/03/04  ConsolldatHd    Edison   Co      of    New 

Vorkf      Inc-        H2pp          IS3BB   282         24X    Fiche    50-OOO. B3/O3/04i B3Q3040030 


9305120301    Act    receipt    of   83O219   S,   03O3     Itrs     informing    NRC    of    steps 
taken    to    correct    violations    noted    in     IE     Insp    Boot 
30-323/83-02 

STARQSTECKI,  R         Division    nf    Project    i.    Resident    Programs         B3/O5/06 
POLLOCK,  M   S         Long    Island    Lighting    Co          2pp          13424    125         24X 
Fiche    30-322,83/03/06,8303120301 

— B30SI2Q306   Responds    to    NRC    B30121     Itr    re    violations    noted     In    IE    Insp 
Rept    50-322/83-OS   Corrective    action    analysis    performed    on 
welds    on    control    rod    drive    piping     supports    to    determine 
any    necessary    rework 

POLLOCK, M  S  Long  Island  Lighting  Co  83/02/19  STAROSTECKI, R 
Division  of  Project  1.  Resident  Programs  I6pp  1B434  127  34X 
Fiche  30-322,83/05/06,8303120301 

—8303120311    Responds    to   NRC    B30121     Itr     re     violations    noted     In    IE    Insp 
Rept    50-322/B3-03   Corrective    actions    Reactor    Controls.  Inc    to 
modifi;    procedures    I/or    drawings    to     ensure    specific    gap 
requirement     included    for    uield    configurations 

POLLOCK, M  B  Long  Island  Lighting  Co  B3/03/O3  STARQSTECKI , R 
Division  nf  Project  d  Resident  Programs  43pp  1B424  143  24X 
Ftche  50-322,03/03/06,8303120301 

S303040034    IE    Info    Notice    B3-3O,     "Misapplication    of    Generic    Emergency 
Operating    Procedures    (EOP)    Guidelines    "    Svc    list    encl 
JORDAN, E    L         Division    of    Emergency    Preparedness    i   Engineering 
Response     (Post    B301O3)         S3/03/I1  Consolidated    Edison    Co      of   Neu 

York.     Inc          114pp          1B534    003         24X   Flchc    50-OOO,  S3/03/1 1,  83O3040O34 

83031B0244  Requests   withdrawal    or    reduction    of    proposed    civil    penalty 
Facts    &   circumstances    re   emergency    diesel    generator    test 
merit   reconsideration   of    severity    level    &    should    be 
classified    as    lesser   violation 

HUSELER,  14  J  Long  Island  Lighting  Co  B3/OS/12  OEYOUNO,  R  C 
Director's  Office.  Office  of  Inspection  and  Enforcement  llpp 
1B4BA  299  24X  Fiche  30-322, B3/O5/ 13,  B3Q31B0344 

— 8303180324   Responds    to   notice   of   violation  &   proposed    imposition    of 
civil    penalty     (EA   B3-20)    Addl    facta     discussed    place 
circumstances   noted    by    IE    Inspector     in    different 
perspec  tive 

MUSELER,  W  J  Long  Island  Lighting  Co  83/03/12  DEYOl/NQ,  R  C 
Director's  Office,  Office  of  Inspection  and  Enforcement  23pp 
IB4S6  310  24X  Fiche  90-322,83/05/12,9303180344 

— B3O51B0331    Responds    to   830224    Itr   re    violations    noted    In    IE    Insp   Rept 
30-322/83-33    on    831130-1231    Corrective    actions    strip    chart 
recorder    designated   as    primary    Instrument    In  veperf ormance 
of    high    load    test 

POLLOCK.M  9  Long  Island  Lighting  Co  B3/O3/16  STAROETECK  I,  R 
Division  of  Project  ti  Resident  Programs  I3pp  18486  333  24X 
Fiche  30-323. 83/O3/12,  83051B0244 


B303Q4003I    IE    Info   Notice   83-28,     "Criteria    for   Protective   Action 
Ricafflfflindations    for   General    Emergencies    "    Svc    list    encl 
JORDAN, E  L        Division    of    Emergency    Preparedness    &  Engineering 
Rttponie     (Post    B3OIO3)          83/O3/O4  Consolidated    Edison    Co       of    Neu 

Yoi-fcr     Inc          119pp          1B441    001          34X    Ficho    30-000,  83/03/O4,  B3D3040031 


8303040040    IE    Info   Notice   83-31,     "Error    In    ADLPIPE  Computer  Program    " 
Sve    list    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness   t-  Engineering 
Response    <Post   830103)        03/03/19  Consolidated   Edison  Co      of  New 

York.      Inc          II4pp          1B697   O09         24X    Fichu     30-000, 83/05/1?,  0303040040 


8303120378   Ack    receipt    of    B30421    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted    In    IE  Emergency   Preparedness 
Appratial    Kept    30-322/83-18 
MARTINET  T        Division    of   Engineering    1   Technical    Programs        S3/03/OS 

POLLOCK, M  B        Long    Island    Lighting    Co         Ip         1B432   303        24X 
FIch>    50-322,  83/03/05,  S30312037B 

— B30M2Q38O   Responds     to    NRC    B2093O    Itr    re    violations    noted    in    IE 
Emergency   Preparedness   Appraisal    Rept    30-322/93-1B 
Cornctlv*   actions' permanent    responaibt  11 ty    for    emergency 
plantiinu    assigned    to    emergency    planning    coordinator 
POLLOCK,  M   B,        Long     Island    Lighting    Co         B3/O4/2I          MARTIN.  T    T 
Division   of  Engineering    <<   Technical    Programs         12pp         1B432  304 
S4X    Flche>  30-322,  83/03/03,  S30S1HQ37B 

3305190031    Forwards    IE    Imp   Kept    30-322/B3-09   on   830413-19  No 
nont amp! lance   noted 

STAR-oaTECKIiR        Division    of   Project   &  Resident  Programs        S3/O3/O3 
POLLGCKrM, B        Long    Island    Lighting    Co        2pp         1BS02  043        24X 
Fleht    50-332,83/03/08,8303190031 

— S30S190Q39    IE    Insp    Rept    50-332/B3-O9   on   B30412-13  No    noncompl iance 
noted   Major    areai    inspected   NUREO-0737    Items, fol louup    on 
previous    Imp    findings    &   review   of    licensee    controls    over 
portable    radio    transmissions    in    plant    areas 

W109INB,  J  T   ,    flALLDiR   M        Region    1,     Office    of    Director        B3/03/03 
I3pp          IB302   043         24X    Fiche    30-332,  B3/O5/O3, B305190031 

S303040033    IE   Info   Notice    B3-29,     "Fuel    Binding    Caused    by    Fuel    Rack 
"•formation    "   Svc    list    end 

JORDAN, E   L        Division   of   Emergency    Preparedness    &  Enginearlng 
fteiponte    (Post   B3OI03).       B3/O3/06  Conic-lidaterf    Edison   Co      of    Neu 

Vorti      Inc          HSpp          18323   K4B         24X    Fiche    30-OOO, B3/O3/06i  8303040033 


8303040046    IE    Info   Notice   S3-33.     "Nonrep resentatl vo   Sampling    of 
Contaminated    Oil    »   Svc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparedness   I,  Engineering 
Response     (Post    830103)         B3/OS/26  Consolidated    Edison    Co      of   Neu 

York,     Inc          114pp         18647   007         24X    Fiche    30-000,83/03/26,0303040046 

R      Periodic    operating   reports    &  related    correspondence 

8303020361    Submits    dally    highlight   On   83042O, ASLB    issued  memorandum  & 
order    denying    Suffolk   County   motion    to    terminate   OL 
proceeding    In    separate   order,  ASI-B  referred    ruling    on 
County   motion    to   ASLAQ    for    interlocutory    review 

CARUSO, R         Licensing    Branch    2         83/04/22          DENTON,  H   R    ,    CASE,  E    0    , 
CARTER, J         Office    of    Nuclear    Reactor    Regulation.     Director         2pp 
18384   243         34X   Fiche    SO-322,  83/04/22,  B303O2O361 

B      Raportable   occurrences,    LERs   Si  related    correspondence 

B3Q3Q3Q274    Interim   deficiency    rept   re   appai  ent    cracling    in   cylinder 
heads    on    emergency    standby    dlesel    generators    Initially 
reported    on   8303OS  Program    to   replace    cylinder   heads   Mill 
prevent  any    potential    Impact    on   engine    operabllity 

MILLIQAN,M  H        Commonwealth    Edison  Co         B3/04/15        ALLEN,  J   M        Region 
1,     Office    of    Director         4pp          18296    19O         24X    Fiche    30-322,83/04/13, 
8303030374 

8303120393    Interim   deficiency    rept   re   misapplication   of    ITE  Oould 
circuit   breakers    In   post-LOCA  hydrogen    recombiners    supplied 
by   Rockwell    Intl    Initially    reported    on    S3032B  Matter    under 
Investigation   Final    rept    by    B30B08  Reported   per  Part   21 
MANNO,  8  F        Niagara  Mohawk   Power   Corp         B3/Q4/26        STAR03TECKI,  R 
Region    1,     Office    of    Director         2pp          IS433    072         24X 
Fiche    30-OOO, B3/04/26, B30312O392 
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• — 8309120404   Part    SI     rept    re    failure    of    post-LOCA    hydrogen    re-combiner 
component    during     IEEE-333    qualification    program   Circuit 
breaker   nut    properly    selected    for    specific    application  Plant 
operators   notified    of    deviation 

EMPEY,  0   C         Flockuiell     Internal  i  ana  1    Corp         93/O3/I 1          CQLLIMS,JT 
Ragion    4,     Office    of    Director          3pp          15433   074         34 X 
Flche    50- OCO, B3/03/26. 830312O392 

830312032B   Final    deficiency    repl   re    failure   of    rocker    arm   assembly 
holddoutn    capscTcu  on    Tranaamerlca   Delaval    imergenc  y    standby 
dleiel    generators    Initially    reported    on  B30330  Capscreia* 
replaced    Changeauts    completed    per    E&DCR    F-494&5 

SMITHrJL  Long  Island  Lighting  Co  B3/O3/0*  ALLAN,  J  M  Region 
1.  Office  of  Director  Ipp  1B431  311  24X  FJche  30-322,  aS/OS/CI, 
0305120323 

0303300949  Corrects    I  tr    1  dent  i  F  Icat  tors   number    •submitted    for    B30304 
final     deficiency    rapt    re    rocker    arm   astBmbly    Jiolddoufi    screw 
SNRC-073    should    «e    SNRC-B03 

BRAND  I.  V   A         Long     Island    Lighting    Co         83/05/12  Rugion    1,     Office 

af    Director          lp          18316   OOB         24X    Ficfie    30-322,  93X05/1  2,  B3O3200349 


T      Hearing    transcript*    on    non-antitrust   matters 


B303Q3Q024    Supp 1  emeu tfll    proposed     transcript    corrections   Certificate   of 
Svc    encl 

EARLEY-A   F         Long    island    Lighting    Co         EflRLEV,  A   F         Hunton    & 
WiUiami         S3/O3/OE,        3pp          18340   001          24X    Flche    50-322,83/03/02, 
8303030024 

— 8305030029   Revised    proposed    op  in i onp  F Indlng s    of    fact    t<    conclusions    of 
lau    in    form  -of    partial    Initial    decision 

EARLEY.A   F         Lang     Inland    Lighting    Co         EARLEV-A   F         Hunton    fc 
Williams         93/03/03         3A7pp          19340   O06         2*X    Flche    90-322. 
83/03/03,  9303050024 

9305160003   Transcript   of    Commission   330313   af *  1 rmation/rf Iscussi on    & 
vote    on   SECY-83-137   concerning    facility   OL    In    Washing  ton.  EC 
Pp    1-4 

*      Commissioners         83/05/12         7pp          183O3    H79         24X 
Flehe    30-32JJ,  03/03/12,  6303180092 

B3Q5270S95  Order   approving    encl    proposed    corrections    to  830403,  O6  &   OB 

transcr 1 pts 

BRENNER! L        Atomic   Safety    and   Licensing   Board   Panel        53/03/23 
Long    HI  and   Lighting    Co.       30pp         BB645  2B3        34 X 
Flche    80-333- 63/O5/S3, 830337OS95 


U     Cc-ngrnss  i  ona  1 /EKecut  1  ve  Corresji  ondenc 


B30404039I    fteBpunJi    to    930321    Itr   re    affsjte    emei-gemy    planning 
Commission    studying    filings    before    A9LB    to    determine    If 
Commission    action    appropriate 

FITZGERALD,  J   A         Office    of    the    General    Counsel          83/O3/3O 
SAMIC«I-J        NBU   Vork,     State    of         If         17B07.2IO        24X 
PlcJie    30-32Hi  83/03/30-  B30404O391 

— 9304040394    Supporti    Suffolk   Caunty    B30S23    rec;ue*t    for   Commission 
dec li ton    on  whether   DL   proceedings    should    be    terminated 
BrtHICHr.J         New    Vork.     State    of         33/03/21         P/LLADIND.N   J    , 
OILINSKY.V  .    AHEARNE.  J        Commtisl oners         lp         1 7B09  211         24 X 
Flen»    30-322, B3/O3/30, 9304010391 

S3O51B02sa  Reipotids    to    B303S9    HP    re    nffslte    »inBrgenc(|    pUnniti^ 
CommiasJan  S305IB   ordor   Jir«ct*d    flSLB    to   consider   any   util 
imerg*ncv    plan    submitted 

FITZOERALO,  J,A         Office    of    the    General    Counsel          S3/O3/17 
BE-HAN.J    L         NIUI   York,     Btate    of.        lp,        1B49Q    037         24X 
F 1  c  n  e-  30-322J  83/O3/ 1  7,  B30S 1 B0238 

—3303160360   Supports    Suffoll    County    Eiecutlve    P    Cohalan    B 3 0333    roqueit 
for   Commission    to   assume    jurisdiction    aver    question   o* 
whither    Ot_   pT&cteiJ ing*    should   is    barmlnsted 

BEHAN.O    L         Keu   Vorli,     Stat»    of         83/O3/H9  Commissioners          lp 

19490   02B         24K   Flche    30-332,  83/O3/17, 93031BO23S 


DOCKET   30-323   DlflBLO   CANVQM   NUCLEAR   PQHER   PLANT,     UNIT   £ 

A      flppl  Icat  inn/corstructlon   sti>-ge   documents    it   corrasponil^nce 

B30333O407    Inform*    that    baclrf  itt  1  n.fl   ma  1 1    will    be    f«ruard«d    as    toon    as 
available,  in    reiponia    to    B30208    Itr 

FUHBU8H,M   H         Pacific    Oai    &   Electric    Co         63/09/23         T  Dl/R  TELL  0  TIE,  J 
Hagulatory   Reform  Task    Force         lp         18343  357        SIX 
FlCn*    30-000, B3/OE/23i  B305Z30407 


B305-230720  Foruiards    lilt    of    utils    responding    to    requests    for    cost 
f-lffurBi    on  bacfcflttlng 

7DURTELLOTTE,  J         Regulstorg    Reform    Task    Force         83/04/11 
PALLADINO,N   J         Comifi  I  sslonera         2pp          1B542   272         24X 
FlchH    SO-OQO.  S3/04/11,  B303S3O720 

B303030191    Board    NotEPi cation    83-31     foruarda     Info    re    OA/flC    al I .fstiont 
at    facilities    Region    V  currently    Investigating    allegations 
EIEENHUT.D   0          Division    of   Licensino         83/04/15         PALLADINO.  J   < 
QILINSKV.V  .     AHEARNE.  J        Coraml  ssioners         lp         1B3O7   390       24X 
Fleha    30-273,  &3/04/13,  6303030191 

— B303O30200  Recommend*    QA/QC    allegations    be    brought    to   attention   of 
ABLB 

CREUSiJ  L         Dlvlilon    of   Resident,  fleac  tor   Project   &  Engineering 
Program*        63/04/13        EISENHLJI,"  Q        Division    of    Licensing         3pp 
1B30?   3S1          24 X    Ficlis    30-275,  B3/04/1  3,  8303030191 

B30303O3B8  Responds    to    83Q3B3  request    for    addl    info    on    inltrumentatlcn 
tys    for  detection    of    Inadequate    core    cooling    (Qenorlc    Ltr 
B3-38I    Installation    completed    &    BIJS   currently    being    tested 
Status   of  conf  ormanee    iu/NUREG-0737,  I  tern    tl    F  2   encl 
SCHUVLER.J  Q        Pacific    Oas   i   Electric    Co        93/04/27        EISENHUT,  D  8 
Dlvlllon    of   Licensing         7pp         18276  3H9        24X  Fiche    30-273,  S3 /O  4 /B7, 
B303D303B8 

B303040923  Hoard    notification   B3-OS7    forward*    differing    prof   o-pinloiu 
r»    sy*    Interaction   &   safety    classification    Info   relatss    to 
Board   Motlfi cations    93-17   &  83-44  re   Unresolved   Safety    Issue 
rt-17 

EISENHUT.D  0  Division  of  Licensing  B3/03/04  PALLADINO,  M 
Cotnmlsiloners  22pp  IB337  137  S4X  Flche  50-000,33/03/04, 
0303040333 

B30312DOSS  Board    Notification   83-55   forwards    info    on   allegation*    T» 
const   QA   at    facilities 

EIGENHUT,  D  0         Division   of   Licensing        B3/03/05        PALLADINO.N  J  . 
OILIMSKV.V,     ^,HErtRNE,J         Commissioners         3pp          1B423    23±>        34 X 
Flcht    SQ-275,  83/03/03.  8303120093 

— Q303I20093  FDrufards    suorn    statsments    of    V  Tennyson   d  Ft   Roam  re 
allegation*    of  matl    violations    of   NRC   QA  regulations   at 
facilities 

VAN    DEKAMP.J        California,    State   of        93/04/12        EISENHUT.D   0 
Divliicn  of    Licenilng        90pp         JB123   239        24X 
Fiehe    50-2751  33/03/05,8309130085 

—  9303120099  Transcript    of  B30323    InCerviey   ui/VH  Tennyson   re  alleged 
deficiencies    In    implementation   of   HP   Foleij    Const   Co   QA 
program 

TENNYSON.V  H        Affiliation   Unknown        83/O3/23        73pp         13423  33? 
24K    Flche   50-373,83/03/05,3305120033 

B305090A99  Oenoric    Ltr    33-20   to   all    operating    reactor    licensees   & 
holders   of  CPs    r*    intvgreted    scheduling    for    implementation 
of    pi  art  mods    Svc    list    encl 

EI6ENHUT,DQ        Dlvijlon    of   Licensing        83/05/07  Conmlidatad 

Erf  lion   Co      of    Main   VoTk,      Inc          Itpp          1B637    133         24X 
Flche    30-000,  B3/O3/09,  B303090i39 

8303040044  Board    Notification   83-66   forward  a    revleui   of   UCAP-10297(P)i 
"Pro-pppeif   Rod    Mathodolagv    f°r   Negative   Flui   Rate    Trip 
Plants    "  Rod    issue    resolved    by    analysis    in   rept   Plants 
beyond    first   cycle   mutt    perform  analysis   Comments    encl 
EIS6NHUT.D   0         Division    of    Licensing         B3/O3/13         PALLAPINO.N    , 
OILINSKY.V,    AHEARNE.J        Commissioners        aipp         18341    O6B       24X 
Flche    30-000,  83/05/13,3303040044 

B309270317  Notifies    of    03O602   meeting   u/util    b    independent    design 
verification   program   group    In   Boston, MA    to    folloiuup    830012 
discussions  re    turbine    frldg, polar    crane   &   au>illary    bldg    & 
redis trltution    o-f   moments   81    forces 

COOPER,  U  E   ,    CRA8IN,  J  Q        Teladyne   Engineering    Services        83/O»/27, 
KANEATrS.G   A   ,      p-ENTOW,  H    fi    ,     MARTIN,  J   D         NRC   -   No    Detailed 
Affiliation  Given         lp         1S&42' 223        24X   Fiche    30-273,83/05/27, 
B3O5E7O317, 

F      Security    medical,     emergency    %   fire   protection   plans 

B303O30IBO  Release*    public    version    of   revised    emergency    plan 
Imp  lemon  ting    procedure* 

PEL TON. J  M        Division    of   Rulas    and   Records,       83/04/SS  Document 

Management    Branch  lp  18310    001         24X    Fiche    50-273, B3/04/22. 

0303030  ISO 

— B30-903Q1BS  Forwards    public    version   of  Rev  0    to   Emergency   Plan 
Implementing    Procedures   EP-RB-12,     "Mid    &   High-flange   Vent 
Monitor""   6  EP   C-3j     "Notification   of   Qff*ite   Organiiatlons,  " 
CRANE.P  A        Pacific    Oat   t,  Electric    Co        83/04/O6        MARTIN,  J  B. 
Region   3,    Office    of   Director        Kpp         1B31O  002        24X 
Flche    50-H73,  03/04/22^8305030180 
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— S3Q3O3O193   Public    version    of    Rev    0    to    Emergency    Plan     Implementing 
Procedures    EP-RH-12,     "Mid    t<   High-Range    Vent    Monitors"    & 
EP    0-3,     "notification    of    Dffsite    Organ i lations     " 

»       Pacific    Qas    &   Electric    Co         B3/04/O6         !9pp          18310   004         24X 
Flcfie    30-275.  a3/O4/22.B3O503QlSO 

8303110034   Generic    Ltr    B3-21     to    all     licensees    of    operating    reactors, 
applicant*    for   QLs    d   holders    of   CPs    re    clarification    of 
acces*    to    control    procedures    for    lau   enforcement    visits 
Svc    list    encl 

ElSENHUTiDO         Division    of    Licensing          03/03/11  Consolidated 

Edison    Co      of    New    York,     Inc          16pp          18340    093         24X 
Flche    90-000,  B3/OS/1 1- 83031 10O34 


H      General    correspondence 


B3031SO622   Responds    to    830338    Itr    re    eight    allegations    by    anonymous 
individual    Pro!  iminarg    evaluation   of   allegations    underway 
Meeting   u/util    planned    in   near    future    to    solicit    evaluation 


EISENHUT.DG 
Flelschaker, 
8305180632 


Division    of    Licensing 
3        Bpp          10303   317 


83/04/21          FLEISCHAKER,  D 
24X    Flche    50-279,83/04/21. 


Q       Inspection    reports,     IE   Bulletins    &    correspondenc 


3303240213  Forwards    monthly    status    rapt    on    offslte    emergency 
preparedness    for    OL   reviews    for   Apr    1983 

DIFCKSrW  J        Office    of    the   Eiecutlve    Director    for   Operations 
B3/03/13         PALLADINO, N   J         Commissioners         3pp          13393332         24X 
FUJie    30-000,  83/03/13,8303240213 


B21206O383    IE    Info    Notice    83-14,     "DeiuatereO    Spent    Ion   Eichange    Resin 
Susceptibility    to  Exothermic    Chemical    Reaction    "    Svc    list 
enc  1 

TAYLOR, J  M        Division   of    Safeguards   (,    Inspection   Programs    (Post 
830103)         B3/O3/21  Cansol  iifa  ted    Edison   Co      of    New   York,      Inc 

112pp          IB308    319        24X   Flche    30-000.  B3/03/S1,  B213O60383 


0     Adjudlcatory    correspondence 


830 5090 4 3B   Advises    that    since    830423    correspondence,  informant    contacted 
Joint    Intervenors    re    allegations    of    Qcchtel/util    misconduct 
Fear    of   reprisals    prevented    informant    from  meeting    or 
calling   NRc 

FLEISCHAKEFt,  D        Fleischaker,     D      S        FLEISCHAKER,  D        Joint 
Int«rv"naVB~Dlablo    Canyon         83/O3/O3         EISENHUT,  D   0         Division    of 
Licensing         3pp          183*2   334         24X    Flche    30-375, B3/O9/O3, B30309043B 

B30311O212  First   request    for    document    production   oy    Governor   Doukmejian 
ti  Joint    Intervenors   Related    correspondence 

aTRUMUASSER,  rt        California,    State    of        REYNOLDS,  J  R        Joint 
Intirvcnors-Dlablo  Canyon        93/03/O6  Pacific    Gas   S<  Electric    Co 

Spp          1B407    100         24X    Flche    SO-275, 63/03/06, 03051 10212 

B305110217  Certi t i e*    svc    of    first    set    of    interrogatories    &    first 
document    production   request    on    listed    parties    on   830306 
STRUMHASBER.M         California,     State    of         B3/03/06         3pp          1B407    093 
24X   Flche    30-275,  83/09/06,  B30S1 10317 

B3O3ttO3fl3  First    set    of    interrogatories    by    Governor    Deukmejtan   &  Joint 
I ntervtnors  Buorn    response    requested    within    14    days   Relatad 
correspondence 

8TRUrlWA38ER,M        California,    State    of        REYNOLDS,  J  R        Joint 
Hitew*nor«-Dlabla    Canyon        B3/03/06  Pacific    Oas    fc   Electric    Co 

2£pp          1B406    330         24*   Flche    30-273,83/03/06,6303110393 

B303I20203   Motion    to    reopen   record    on    const    QA    Issue    to    receive 
significant   new   evidence    of    recently    established 
dtHclftncles    in    const   OA  (•   QC    program  Certificate    of   Svc 
enc  1 

REYNOLDS, J  R        Joint    Intervenors-Dlab 1 o   Canyon        REYNOLDS,  J  R 
Center    for  Laui    In    the   Public    Interest        83/03/10  Atomic    Safety 

and    Licensing   Appeal    Panel        39pp         18427    139        24X 
FlChS    90-273,  83/03/10,  B303120SBS 

8305160137   Advises    that   NRC    cannot    pinpoint   uihen   NRC   responsibilities 
to  Commission    re    independent    design   verification    program 
*uif( leiently    complete    to    permit    discovery    against   NRC   Final 
r*pt*    due   by   830630 

CHANDLER. L  J        Hearing    Branch    2        B3/O5/13        MOORE, T  S   ,    DUCK, J  H  , 
JOHNSON- U  R        Atomic    Safety    and   Licensing    Appeal    Panel         2pp 
1FJ44B    IBS         24X   Flche    30-373,  83/03/13.  B30316O137 

B3032AO1S2  Motion    to   reopen   record    on    const    QA    Info    discovered    on   util 
OA   proeram  dtslgn   &   const    deficiencies    &   on   const    contractor 
OA   frogr*t<i  deficiencies 

KAUFMAN.P  H        California,    Btate   of        B3/03/17  Atomic    Safety    and 

Licensing    Appeal    Panil          3Bpp          18399   054         24X   Flche    50-373. 
83/09/17)  8303260 1 B2 

—  B3D926O1B3  Declaration    of   RD   Hub  bard    re    break  damn    in   const   OA, 
Disci-Ides   events    occurring    since    issuance    of   830326 
supplemental    affidavit    demonstrating    utll    QA/OC    const 
program  noncompl lance   Certificate    of    Bvc    encl 

HUBBARD.R.D,       California.     State    of        83/03/06        SOpp         18399  063 
S4X   Flch*    B0~273i  B3/03/17, B30326O1B2 

83O320O637   Decision  ALAB-73Q. affirming    ASLQ    010717   Partial    Initial 
Otclilon   LBP-B1-21    autnorlilng    fuel    loading   fc    low   power 
tritlnj   Johnson   op Inlon. di ssentlng    In    part. encl 

QHOEMAKER,C  J        Atomic    Safety    and   Licensing    Appeal    panel        B3/03/1G 
64pp         1B319  340        24X   Fiche    50-273,  83/03/18, B303S00637 

B303270A22  Answers    to   Governor   Deukmejlan   ti  Joint    Intervenor*    B3030A 
fll-it    set   of    Interrogatories    !(«>    through    Cf),a(a),(c)    << 
(dl,  <?<*),  (c)    (<    (d),10(a)    t-    (c>    !<    Ilia)    &    <c)    re    independent 
deilgn    vtrlflcation    revleui  Certificate    of   Svc    encl 
CflANE.P   A       Pacific    Oas   &  Electric    Co        83/05/23        DELMMEJ1AN,  0 
C-llifornia,    State    of        HQOpp         18645  001         24  X   Fich*    30-873,  B3/OB/23i 
6303270632 


9303170335   Forwards    IE    Insp    Repts    30-273/83-12   6   3Q-323/B3-09    on 
B30306-0403  No    noncomp  1  lance   noted 

BISHOP,  T   W         Region    3,     Office    of    Director         B3/O4/OB         CRANE.  P    A 
Pacific    Oas    &   Electric    Co         2pp         1B463    133         24X 
FUhe    30-273,83/04/08,6303170333 

—B303170339    IE    Insp   Repts    30-273/83-12    fr    30-323/B3-09   on    830306-0103    No 
noncompl  lance   noted   Major   areas    inspected    surveillance 
test  inj,  maint   b  TMI    taet   action   plan    items 

CARLSON,  J   D    ,     MENDONCA.M   M   .     KIR6CH,  D   F        Region    3,     Office    nf 
Director         B3/04/03         6pp          1B46S    133         24X   Ficfie    30-275-93/04/08. 
S30317O332 

8305060299  Advises    that    top    cover    gaskets    in    13  Namco  EA1QO   limit 
switches    replaced    per  manufacturer   recommendation    in    IE 
Bulletin    79-2B  No    further   action   necessary 

CRANE.P   A         Pacific    Cat    *   Electric    Co         83/04/14         MARTIN,  J   D 
Region    5,     Office    of    Director         Ip          1B344   322        S-U 
Flche    30-333,  83/04/14,  B3O306O299 


3303040031     IE    Info    Notice    B3-21,     "Defe 
Svc    list    enc  1 

JORDAN,  E  L        Division   of   Emergency   Preparedness 
Response    {Post    830103)         S3/O4/13  Consolidated    Edison   Co       of    New 

York  i     Inc          136pp         18433    133        24X   Flche    30-000,63/04/13,830304002! 


tive    Emergency    Use    Respirator 
Engineering 


8303040023    IE    Info   Notice    83-23,     "BWR   Sa  f  oty/Rel  ief    Valve    Failures     " 
Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &   Engineering 
Response    (Post   830103)        83/04/32  Consolidated    Edison  Co      of    New 

York,     Inc          H2pp         183B3   089        24  X   Flche    30-000,  B3/04/32,  B303040023 

B303040023    IE    Info   Notice   B3-23.     "Inoperable  Containment  Atmosphere 
Sensing   Sys    "    Svc    list    encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness  i  Engineering 
Response    (Post    B30I03)        83/04/23  Consolidated    Edison  Co      of    Neui 

York.     Inc          119pp         1S3B1    291         24X    Fiche    50-000,  B3/04/23,  8303040033 

6303040026    IE    Info  Notice   B3-24,     "Loose   Parts    In   Secondary    Bide    of 
Steam  Generators    at   PWfU    "   Svc    list   encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   i  Engineering 
Response    (Post    8301  03  >         B3/04/28  Consolidated    Edison   Co       of    New 

VorK,     Inc          115pp         18333   047         24X   Flche    30-000,  B3/04/2B,  B3O304002A 

B303040027    IE   Info   Notice  S3-35,     "Standby.    Oas   Treatment   Bys   Heater    High 
Temp    Trip    Setpoint  Adjustment    "   Svc    li-st    encl 
JORDAN,  E  L        Division   of   Emergency   Preparedness   &   Englneerln-g 
Response    {Post   830103)        83/04/2B  Consolidated    Edison   Co      at    Neu 

York,     Inc          118pp.        18362    163        34X   Fichc    50-000.  33/04/88,  B3O3040OH7 

8303040028    IE   Info  Notice   83-26,     "Failure    of   Saf  ety/Sel  ief   Valve 
Discharge   Line   Vacuum  Breakers    "  Bvc    list   encl 
JORDAN,  E  L        Division   of   Emergency  Preparedness   t  Engineering 
Response    (Post    B30103)        B3/03/03  Consolidated    Edison  Co      oi    NBU 

York,     Inc          122pp         1B441     170         24X   Flche    30-000,  B3/03/03,  83030-10029 

8303040030  IE    Info   Notice    83-27,     "Operational    Response    to   Events 
Concerning    Deliberate   Acts    Directed   Against  Plant 
Equipment,"    Svc    list   encl 

JORDAN,  E  L        Division   Df   Emergency   Preparedness   b   Engineering 
Response     (Post    B301O3),        B3/03/04  Coniolldated    Edison   Co       at    NBU 

York,     Inc         HSpp         1S3B2  2B2       24X   Flche    SD-OOO,  B3/OS/04,  83O3040O30 

8303040031  IE    Info   Notice   B3-2B,     "Criteria    for  Protective    Action 
Recommendations    for   General    Emergencies    "   BVE    list    encl 
JORDANrE  L        Division   of   Emergency   Preparedness   &   Engineering 
Response    (Post    8301031         B3/03/04  Consolidated    Edison   Co       of    Neui 
York.     Inc         119pp         18441    001         24*   Flche    30-OOO.B3/03/04,  8303040031 
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8303O40Q33    IE     Info   Notice    B3-29,      "Fuel    Binding    Caused    by    Fuel    Rack 
Deforma  t  ion    "   Svc    Hit    end 

JORDAN.  E   U         Division    of    Emergency    Preparedness    i<    Engineering 
Reioonse     (Pn«t    6301031          B3/05/O6  Consolidated    Edison    Co      of    NBu 

York,      Inc          115pp          19323    S4B         34X    Fiche     50-000,93/05/06,8303040033 

9303040034    IE    Info   Notice   63-30,     "Misapplication    of   Generic    Emergency 
Operating   Procedures    (EOF)    Quidellnes    "    Svc    Hat    enc  1 
JORDAN, E   U        Division    of   emergency   Preparedness    t   Engineering 
Response     (Past    B301031         83/03/11  Conso 1 idatefl    Edljon    Co      of    New 

York.     Inc         114pp          IB324    OO3         !>4X    Fiche     3O-OCC-,  63/03/1 1,  8303040034 

0303040040    IE    Infu   Notite    83-31.      ".Error     in    ADLPIPE    Computer    Program     " 
Svc    Kit    end 

JORBAN.E  t.        Division    of  Emergency   Preparedness   t,   Engineering 
Response     (Post   e30>!03>          83/03/1?  Consolidated    Edison    Co      of    Weu 

York,      Inc         H4pp          16697   OG9         K4K    Ficho    50-000,33/03/19,8303040040 


DOCKET   50-324   DRUNSWICH   STEAM   ELECTRIC    PLANT,     UNIT   3 

f      Security,     medical'      emergency    (•    fire    protection    plans 


H303200625   Forwards    Rev    8    to    industrial     security    plan    Changes     do    not 
de-crease    effectiveness    of    plan    or    level     of    security    Encl 
uiith/ieliJ    Iref    IOCFR73    21    t   2   79O! 

HOWE.P   H        Carolina    Power    t,   Light    Co         93/04/20         O'REILLV,  J   P 
Resiori   S,     Office    Of    Director         3pp          1832O   O42         34X 
Flcne    30-334,  B3/O4/2Q,  S30320O623 

03-03300597   Forwards    change    to    provisions    nf    industrial     security     pla-n 
Change  mill    not    deer-Base   effectiveness    of    plan   or    level    of 
security   Encl    withheld    Cref    10CFR73  31} 

HDWe.P   W         Carolina    Power    b   Hgnt    Co         B3/O4/3B         O'REILLY, J    P 
Region    3,     Office    of    Director          Ip          IB314    106         34X 
Fiche    30-334,  fia/Q4/2H,  8303200397 


B30536O2S7   FOruardI     IE    Jnsp    Repts    50-275/83-13    t>    50-333/63-10    on 
330330-0406   !.   23-29   U/o    notice    of    violation 

BISHOP,  T   U         Region    5.     Office    of    Director         83/03/1?         CKANE,  P 
Pacific    Oas   E.  Electric    Co        2pp         IB629    172        24X 
Fiche    50-373,33/03/19,8303260237 


B305100IQO   Forwards     IE    Bafeguards    Insp    Repts    3O-324/83-13   t 
30-32S/S3-13   on    B3041I-13   No    itoncomp  1  lance    noted 

VERRELLI.A         Division    of    Project   t.   Resident    Programs         83/O3/OS 
UTUEV,  E    E         Carolina    Pouer    b   Light    Co         Spp          1S373    O33         24X 
Fiche    30-324,63/03/05,8303100100 


— B305S40262    IE    In»P    Hepti     5O-275/B3-I3   £.    SO-323/B3-1O    on    B30330-O406    t 
23-2?  NoncompliaTice    noted    failure    to   comply    u/proc  edural 
requiromffnts    for    pi-ocenlng    of   nonconformanc  e    repts    b    to 
conduct   uielifer   fflq.ua!  1  f  1  cat  1  on 

CARLfiaN,  J   D    ,     HERMANEEZ.O   H    ,     MENDDNCA.  M   M         Rasioji    5,     Office    op 
Director         B3/O3/19         34pp          I  Bi23     174         34X    Flehn    30-275. 33/05/19, 
8309260337 


— 030510010?    JE   Saf*,gudI.dB     Insp    Repts    30-3S4/B3-13   &    50-323/83-13    on 
830411-13  No    nonconpliance    noted   Major   areas    inspected   audit 
review, securi ty    p Ian, racords, assBssment    aids, alarm    stations 
&    training/qualification   Details    withheld    (ref    10CFR73  21) 
TOG1N.W   J    ,     HftLUiB          Region    2.     Office    Of    Director         MCGLJIHE,  D    R 
Division    of    Emergency    Freparadness    t,   Materials    Safety         B3/O5/04 
Ip          18379   033         24X    FichB    50-334,  B3/OS/OS,  83031O01OO 


0303260270    Forward*    IE    Mst    Meeting    Septa    50-279/83-13   &    SO-323/B3-  1  4 
on    B30407   ft   SALP    rept    for    Jul     1931    -    Oec     1902 

MARTIN,  J   B        Region    3,    Office   of    Director        83/05/23        CRANE,  P  ft 
Pacific    <3i*   &   Electric    Co         2pp          IB636   211          24X 
Fiche    50-273,83/05/33,8305240270 

—  B30326O27S    IE   Mg  t   Meeting    Repti    50-278/33-18    I*    50-333/83-14    on   B3O4Q7 
No    noncojnpl  f  ance   noted   Major   areas    fliscussed    SALP    rept    far 
Jul    1901    -  Dec    1982,  Incluillng    design,  const   &   operation* 
MORRILL,  F  J  .    KIRSCHjD  F        Region    9,    Office    of    Director        B3/O5/EO 
2pp          IBbSh   313         H4JT   Flche    3O-275,  B3/05/23.  B30326Q270 


—83052^0374  Submits    comments    an    draft    SfiLP    rept    For   Jul    1961    -  Dec     1*9  B2 
ditcuised   at    B3O4D7   meatlng    HALF    rept    tui  1  1    be    used    as    guldo 
for    a  "signing   prloritlea   !<  allocdting    Te  sources    to    maintain 
&    Improve  ngt  contrnlti    ti/or    quality    of   uork 

CRANE,  P    fl         Pacific    Oa*    (,   Electric    Co         B3/04/27         MARTIM,  J   B 
Region    3,    Office    of    Director         2ap          1S63&   258         2-5X 
Ftcni    30-273,  B3/05/23.  B30326037O 

8303040046    IE  lnFo  NottcH   B3-33.     "Monrepresen  tati  ve    Sampling    of 
Contaminated   Oil    "   Svc    liit   enc  1 

JORDAN.  E   L        Division    of   Emergency   Preparedness   &   Engineering 
Fttiponse    (Post    B30IO3)         B3f03/S&  Consolidated    Edison   Co      of   Neui 

York,     Inc          1  14pp          13647   O07         S4X   Fiche    SO-OOO.  Q3/03/2A,  B3O3040046 

B     Reportatlp  occurrencei'    LEfli    &  related    correspandence 

83030fi09BO  PNO-V-B3-019    on  830302,  i    5  Hlchter    scale    earthquake    occurred 
appro<    83  miles    from   facility    No    damage    Identified   Strong 
motloni   seismic    recordor    not   actuated    Media    interest 
•  ipic  ted 

KIRSCH,  D   F         Region    3.     Office    of    CiTsetoT          B3/O3/O3          Ip 
183W    057         24X   Fl  che-  30-273,  e3/03/C-3r  B3050603BO 


U     Congrnsional /E»ee utlv*    Correspondence 


B305100124   Supplemant&l    teitimony    of   JO   Keppler    re    OA 
KEPPLER.J   O         Region   3,     dffice    Of    Dirsctor         83/03/23 
1B375    197         24X   Fichs    30-000,  B3/03/23.  B3031-OO124 


ipp 


—8303100141    Rupondi    to  811113    Itr    re    implications    of   recent    se 
dtiign    arrori.   at    facility    Due    Co    tfe^ign    errors. utll    license 
luspinifed    on   81111?   pending    completion   of    Independent 
d»*l(n    revleu  t,  receipt   nf    schedule    for    completing    mods 
PALLAD1NO,  N  J       Cominiss  loners        BK/02/OI         DINOELL,  J  D        Hou 
fttp    ,    energy    !<  Commerce         9pp         13375   230        34X 
Fich«*  30-000,  83/03/23,  63051 00 124 


0305110034   Generic    Ltr    G3-21    to   all    licensees    of    operating    reactors, 
applicants    For   DUs    tt   holders   of   CPs    re    clarification    of 
accpsi    to   control    procedures    for    lain  enforcement    visits 
Svc    list    encl 

EISENHUT,  D  O        Division    of   Licensing        B3/03/11  Consolidated 

Edfson    Co      of    Neu    York,     Inc          16pp          1S54O   093         24X 
Fiche    5Q-OOO,  aS/03/llr  B3O3110O34 

B3032£0134    Informs    that   NU«EO-0737j  I  tern    III    A  2    1    ro    emergency    plan 
upgrade    to  meet    iOCFRSOi App    E  requirements    complete    for 
f ac  llity    Item   c losed 

VASSALI-D,D   B         Operating    Reactors    Branch    2         B3/05/1B         UTL.EV,  E    E 
Carolina   Power   &  Light    Co        3pp         18649  049        24X 
Ficho    30-334,  B3^03/IB,  8303260134 


J      Insurance   t<    indemnity    information 


B3 03 160 135    Forward 6    Endonemun t    48    to    NELIA   Policy    NF-21S 

BARHAM.C    o         Carolina    PoUBr    &   Light    Co         63/03/02         SALTZrWN, 

-  No   Detailed  Affiliation   Oiven       2pp        10446  066       24X 
Ficde    30-324,83/03/02,8305160133 


P      Operating    l»ceti»o    sta^e    documents    &   correspondence 

93O&1B0001    Addl    rasponse    to    FOIA   request    for    seven   categories    of 

documents    re   Broun   &  Root,  Inc   %   South    Texas  project    Foruiardl 

App    B   documents    Documents    also    available    in  PDR   Addl 
documents    undergoing    review 

FELTGN.J   M         Division    of    Rules    and    Records  S3/O3/O9         LINDEWAN.H    H 

Uouenstein,    Neuunan<    Reif,    A^relrad    t>  Toll  6pp         1 B497   219        34 X 
FUhe    30-000,  B3/03/O9,  Q3031800O1 

— BOJ02B057B  Desponds    to    Question    4   of  BO0923  memo   re    Eckhardt   hearing 
Major  Brown   &  Root  Corp    nuclear    const   uork    t-  weld    deflciencij 
status    summarized    Licensee   uiill    complete    visual    insp    d 
comply   vi/correc tive    actions    in   end    AW8  Code 
STELLO.V       Pffics    of    Inspection   t.   Enforcement,    Offite    of    the 
Director         eO/O9/33         flHEflRNE, J   F         Commissioners          3pp 
18497   330         24X   FichB    9O-000,  B3/03/O9,  B3031BO001 

a  30  32302  B3   Foruards    capital     cost    analysis    far    backfltting     eipend  itirros 
reflecting    both    actual    costs   fe   ejtimatof    for   mods    planned    or 
in    progress 

SMTTHj  8   H         Carolina    Pc-iuer    tt   Light    Co         B3/03/22         TDURTELLOTTE,  J 
Regulatory    Reform  Task    Force         13pp         1B343  S77        24X 
Fiche,  30-000,  93/O3/22,  B305230383 


83OSE30720   Forwards    list    of    utlls    responding    to   requests    for 
figures   on    hac'f Itting. 

TOURTELLOTTE, J         Regulatory    Reform   Task    Force         B3/Q4/U 
PALLADINO.N  J        Commissioners        2pp         18542   S72        21X 
Fiche    50-000,  03/04/1  1.S303S30720 
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8303030280    Application    for    amend    to    License    DPR-62    revising    Tech    Spec 
to    ifelete    a    3/    MAPLHGR    reduction    penalty    Sketches    of    clamp 
on    care    spray    sparger. descr 1  bed     in    B2OS20    I tr    encliper    NRC 
request  Class    III    license    fee    Forwarded    on    B21229 
HOWE'P    W         Carolina    Power    !<    Light    Co         B3/04/3B         VASSAl-LO,  D    B 
Operating    Reactors    Branch    2          llpp          183QO   O62         SIX 
Fiche    50-324,83/04/38.8303030288 


B30323017B  Forwards    safety    evaluation   of    utll    suhmittal    re    procedure 
veriftcation   i,    design   mod    per    NUREG-O737,  I  tern    II    K   3   32, 
"Automatic    Switchover    of   RCIC   Suction    "   Hods   acceptable 
YASSALLO,  D    D         Operating    Reactors    Branch    2         B3/03/03        UTLEY,  E   E 
Carolina    Power    !.   Lijht    Co          5pp          18546   396         24X 
Fiehe    30-324,  83/03/03.  0303230179 


—8303030293   Proposed    changes    to    Tech    Specs    deleting    B    3'/.   MAPLHQR 
reducti  on   penal ty 

*       Carolina    Power    Si   Light    Co         B3/04/2B         7pp          1830O   O73         24X 
Fiche    50-324,  83/O4/28,  B303O303BB 


B305030463    Application    far    amend     to    Licenses    DPR-62   (<    DPR'71, 
tupplementing    B206I6    request    for    miscellaneous    Tech    Spec 
revs    originally    scheduled    far    completion    during    B209O1 
refueling    outage   Outage   it  mods    to    be    completed    by    B30624 
HQWE, P    U         Carolina    Power    fc    Light    Co         B3/04/2B         VASSALLO, D    0 
Operating    Reactors    Branch    3         2pp          1B3OS   222         24X 
Fiche    30-324,  B3/O4/3B,  8305030-763 


8303090639   Generic    Ltr   83-2O    to    all    operating    reactor    license**    & 
holders    of    CPs   re    Integrated    scheduling    for    implementation 
of    plant   mods    Svc    list    encl 

GISENHLJT.D   0         Division    of    Licensing         B3/O3/09  Consolidated 

Edison   Co       of    Neu   York,     Inc  16pp          1B427    133         24X 

FiChe    30-000,  B3/03/09,  0303090659 

B30S120Q03   Rasponds    to   83O316    ler    requesting    review   of    RCIC    tgt 
automatic    restart   per   TMI    Action    Item    II    K  3    13  Acceptance 
criteria    identlflad    in    Itr    latisfied 

ZIMMERMAN,  S   R         Carolina   Pomer    &    Light    Co         S3/O3/O9        VASBALLO,  D   B 
Operating    Reactors    Branch    2          Ip          IB 423   076         24 X 
Ficha    30-334,83/03/09,  B3031200O3 


— B3050304B1    Proposed    Tech    Specs    re    safety-related    hydraulic    snubbers, 
post-accident   monitoring    1  ns trumentat ion, gas    analyzer    sys. 
reactor    coolant    leakage    detection    sys    ti   remote    shutdown 
moni  tor  ing    instrumentat Ian 

*  Carolina    Power    &    Light    Co         B3/O4/2B          19pp          1B308   224         24X 
Fiehe    30-334,  83/04/28,  8303030463 

B3O319Q099   Forwards    safety    evaluation    for    TMI    Action    Items    I    A  2    1    4. 
"Upgrading    of   Reactor   Operator   4   Senior    Reactor    Operator 
Training"    !i    II    B    4,     "Training    for   Mitigating    Core    Damage    " 
Training    (c  requal  1  d  cation   program*    acceptable 

VASSALLO,  D   B         Operating    Reactors    Branch    2         83/04/29         UTLEYi E    E 
Carolina  Power    t,  Light   Co        3pp         IB 323    173        SIX 
Fiehe    30-324.83/04/39,  B30319Q099 

5303020455  Generic    Ltr   83-19    to   all    pouiar    reactor   Si    testing    licensees 
re   neu  procedures    for    providing    public    notlco    concerning 
i»auanco   at   amends    to   OLa    Bvc    list    encl 

ErSEWIt/r,  D    0         Division    of    Licensing         83/O9/02  Consolidated 

Edison    Co       Of    Neiu    York,      Inc          SOpp          IS441     120         24X 
Fiehe    SD-000.  B3/03/02,  H305030433 

B303Q703BO  AcK    receipt    of   830131    Itr    requesting    addl    info    re 
NUBEG-O737..  Item    II    K    3    20,     "Qualification    of    ADS    Accumulator 
Sysi    "    Info    requested    from  QE   RoEponBe   will    be    submitted    by 
830630 

ZIMMERMAN, 8   fi         Carolina    Pouior    t    Light    Co         B3/05/03         VASSALLO,  D   D 
Operating    Reactors    Branch    S         Ip          1B363    340         24X 
Ficha    SO-324,  B3/03/03,  6303090380 

6303070436    Confirms    B304I9    responses    to    questions    raised    during    B3041B 
telcan  re    spent    fuel    pool    expansion 

ZIMKERMAN,3  H        Carolina    Power    Si   Light   Co        83/03/05        VAB8ALLO,  D  B 
Operating    Reactors    Branch    2        app         18362   HiS        34X 
FJche    30-324.03/03/03,8303090436 

B30318004O  Foruiards   Amend    80    to   License    DPR-62,  safety    evaluation   & 
notice    of    Issuance   &   availability    Amend    changes    Tech    Specs 
re    limiting    values    of   MAPLHOR   &   abrogates    uniform    reduction 
af  B    W.    In    limiting    MAPLHSIt   values 

MACKAV.S   D        Operating    Raactam    Branch    2        83/03/03        UTLEV, E  E 
Carolina    Power   &   Light    Co         2pp          1B499   H9I          3flX 
Ftche    50-324,83/03/05,8303160040 

--a3051BOC>4B  Amend    80   to   License    DPR-62,  changing    Tech   Specs    re    limiting 
values    of   [1APLHGR   &   abrogating    uniform  reduction    of    9   37.    in 
limiting   MAPLHOR   values 

VA8SA-LLO>D   0         Operating    Reactors    Dranch    2         B3/03/03          lOpp 
13491?    293         34X    Flche    30-324,  B3/03/09,  B3031BO04O 

--B3OSEBOOS7   Safety    evaluation    supporting    Amend    80    to   License    DPR-62 

*  Office    Of   Nuclear    Reactor    Regulation,     Director         83/00/03         2pp 
18499    303         SAX    Flche    90-324,  B3/O5/03.  B30S18OO40 


B3052603B3  Forward i   request    for   addl    info   ro  810123  response   to 
NUREQ-0737,  Item    It    K   3   2B.     "Qua  I i f  Italian    of    Accumulator!    on 
Automatic    Depresiurl latlon   8ya    "    Reply    requested   within  30 
daijfi    of    Itr   receipt 

vA8BALLO,D    D         Operating    Reactors    Branch    2        83/09/11         UTLEV,  B   E 
Carolina    Power    t.   Light    Co         3pp          1B6S9   337         24X 
Flche    50-324,83/03/11,8305260-293 

B303240004    Informs    that    currentlii    scheduled    Unit    1    Startup    date    Is 
830612  Outage   critical    path   S   datji    behind,  but   recovery   plan 
instituted    to  make    up    time   Requests    Tech    Spec    changes   be 
Issued    no    later    than  B30612 

HURFORD.H  J        Carolina   Poiuiir    &   Light   Co        83/OS/17        VASSALLO,  D  B 
Operating   Reactors   Branch   2         Ip         19349  OS1        34X 
Flche    30-324183/03/17,8303240004 

S303240434   Commits    to   submit   remits    of    plant-unique    calculation! 
forming    bases    for   mod   program   on  Mark    I    containment   vacuum 
breakers    iy   830630    In   response    to    Generic   Ltr   Q3-OS 
Calculations   presented    in    listed    documents 

HDW6.P   W         Carolina    Power    t   Light    Co         63/03/19,        vASSALLD,  D   B 
Operating   Reactors    Branch   2        2pp         18371    061        24X 
Flche    30-324,83/03/19,  B305B4CM34 

B303360320  Forwards  NEDO-24382,     "Mark    I   Containment   Program  Plant- 
Unique   Load    Definition,  Brunswick    Steam  Electric   Plant  Units 
1    b   2   "   Attachment   detailing    pressure/temp    calculations   also 
enc  1 

ZIMMERMAN,  8  It        Carolina   Power  t-   Light   Co        B3/O5/24        VASSALLO,  D   B 
Operating   Reactors    Branch   S         Ip         1S6S3  OS9        24X 
FJehe    30-324.93/03/21,8303260330 

— B305S60325   "Mark    I    Containment    Program  Plant-Unique   Load   Definition. 
Brunswick   Steam  Electric   Plant. Units    1    (•   3   " 
#      General    Electric   Co        NEDO-24382  HOI        Bl/10/31        61pp 
I8i23   059         24X   Fiche    30-321,  B3/03/S4,  B30326O330 

0      Inspection   reports,     IE  Bulletins   &   correspondence 

6303270331    Submits   results   of    split    sample    taken    from   floor   drain 
sample    tank    B    for    tritium  (•   radios trontlum,  per    IE    insp   Rants 
30-324/82-09   t,    3Q-323/B2-O9 

DIGTZ-C   R        Carolina   Pouier  5,  Light    Co        83/02/23        O'REILLY.J  P 
Region    S,     Office    Of    Director          lf>          13646    129         24X 
Flehe    30-3E4.  83/03/23,8305270331 

B212Q603B3    IE    Info  Notice   83-14,     "Dematerod   Spent    Ion  Exchange  Retfn 
Susetptlbility    to   Exothermic    Chemical    Reaction    "   Svc    Hit 
encl 

TAVLORiJ  M        Division  of  Safeg-uards   !<    Inspection   Programs    CPost 
830103)        B3/03/21  ConsolldatHd  Edison   Co      of   Neu  York,     Inc 

U2pp          1830B   319         24X   Ficho    30-000,03/03/31,8312060333 


—3303180061    Notice    of    Issuance   t<   availability    of   Amend   80    to   License 
DPR-i2 

VASSALLO,  D  0        Operating    Reactors   Branch    S        83/09/03        2pp 
IB499   303         24X    Fiehe    3O-324, B3/03/O9, B3031B004O 

D3 05 130363  Foruiards    revised    order    establishing    830930   completion   date 
for    Implementing   NUHEO-0737, Items    II    B   3   re    pOBt-aci i dent 
sampling    &    1 1   F    1    1    (<    II    F    1    S   ra   accident   monitoring 
VASSALLO,  D  B        Operating    Reactors    Branch   2        83/03/03        UTLEY,  E  £ 
Carolina   Power   &  Light   Co        2pp         18304   354        S4X 
Fiche    SO-324, 83/03/03. B303180S63 

— B3051BOS66  Revised    order    confirming    licensee    commitments    to    implement 
NUREft-0737i Items    1 1    D   3  re    poat-acc ident    sampling    t    II    F    1    1 
&   II    F    1    3  re   accident    moni tor  ing, by    830930 

PURPLE.R  rt        Division    of    Licensing        83/03/03  Carolina   Power   & 

Light    Co         3pp          18304    336         24X    Flche    30-324,83/05/03,8303180363 


8309370461    Forwards    IE  Enforcement   Conference   ftepts    30-261/83-10, 
30-324/83-13   S,   SO-329/B3-12   on    93Q3B8   No    non«omp  1  lance 

noted 

Q'BEILLV,J   P         Region   S,     Office    of    Director         83/04/11         UTLEY,  E   G 
Carolina  Fouler   &   Light  Co        Sop         1B644    198        3-1X 
Fiche    50-000,  83/04/1 1,8303370141 

— S303370474    IE  Enforcement   Conference   Repts   30-26l/83-10rSO-324/B3"12 
&   30-325/S3-12   on  B3032S  No   noncomp  1  lance   noted    Major  ar»«» 
discussed    shipment    of   radwaste    containing    Free    liquid   & 
inaperablll ty    of   standby    gas    treatment    deluge    sys 
LEWIB.R.C        Division   of   Project    «•   Resident  Programs        83/O4/07 
3pp,       18644    1AO        S4X  Flche    BO-OOO,  B3/04/1 1,  B303370t61 

8303040021    IE    Info   Notice  83-21,     "Defective   Emergency   Use  Re*plrator    " 
Svc    lilt    encl 

JORDAN- E  L        Division   of  £merge>ncij   Preparedness   b  Engineering 
Re«pon»e    fPoat  830103)        03/04/13-  Consolidated   Edison  CD      of   New 

York,     Inc         l26pp         18435   133        34X   Fiche    30-000,83/04/13,6303040021, 


192 


DOCKETED  ITEMS 


B303040033    IE    Info   Notice    93-22,     "BHR    Safety/Relief    Valve    Failures     " 
Sve    lilt    end 

JQRDAH,  E   t-         Division    of    Emergency    Preparedness    !•   Engineering 
Relponie    ifoit  8301031         93/04/32  Consolidated   Edison   Co      of    Nem 

Vark..     InC          112pp          18383    089         24X   Flche    50-OOO,  B3/O4/22,  B3O304QO23 

83O30400-25    IE    Info   Notice   B3-S3.     "Inoperable    Containment    Atmosphere 
Seraiing    Sys    "    Svc    ti>t    «nc 1 

JORDAN, E  U       Division   of   Emergency   Preparedness   &  Enginserinj 
Response    (Poit    S30103>         B3/04/BS  Consul  i  dated    Edison    Co       of    Neu 

York.     Inc          ll?pp          1B3BJ    291          24X   Flehe- 3Q-QOO.,  83/04/25.  8303040033 

B 30 304 002 i   IE    Info   Notice   B3-24,     "Loosa    Parts    In   Secondary    Side    of 
Stum  Generators,   at   FHRs    "    Svc    Hit    end 

JOaOAH.E   L        Division    of   Emergency    Preparedness   &   Engineering 
Response     (Post    330103)         83/O4/2B  Con*ol  i  dated    Edison    Co       of    Heui 

Yorki     Inc         HSpp         JS3B2  O47        24)C  Fiehe   30-000.  B3/04/2B.  B3Q3OflOD26 

8303040087    IE   Info   Hotict    H3-25,     "Standby    Gas   Treatment   Siji    Heater   Hl9h 
T«mp    Trip    Betpoint    Adjustment    "    Svc    list    enc 1 

JOROANr E.  L        Division   -of  Emergency   Preparedne i s    d  Engineering 
Rviponte    (Post  63O1O3)         03/O4/2S  Consolidated   Edison    Co      of   Neu 

Yorlti     Inr          USpp          18382    165-        24X    Fiche    30-OQO,  B3/O4/23, S303040027 

B305270230  Acl    receipt   of   830415    Itr    informing   NRC   of    steps    taten    to 
tor Met   violation*    noted    in    IE    Insp    Repts    50-324/83-07    & 
30-32 3/B3-07 

VERRE4.LI,D  H        DIvlilon    of  Project  &   Resident  Programs        83/04/39 
UTLEYiE  E        Carolina    Power    &  Light  Co         if         18641    187        24X 
Flche    50-384.93/04/29,8305270250 

—3305270256   Bit  ponds     to   NRC    830317    Hr    re    violations    notnf    In    IE    Insp 
Ripts    30-324/83-07    fc    30-323/83-07    Corrective    actions 
procedure   revised    tc  accepted    bv    Q.A   reflecting    actual    testing 
method    b  contractor    per-ionnel    -counseled 

DIETZ.C  R        Carolina  Pouir    1  Light  Co        S3/04/I3        O'REILLY.J  P 
Rrglon   2:    Office   of   Of  rector       2pp        1B641    188       24  X 

Fleha-  50-324.  93/04/39.  B30S27O3SO 

--8303270263    ForuariTs    IE    Imp    flepts    30-324/83-07    S.   30-333/83-07    on 
B30131-0303  &   07-11   t,  notice    of   violation 

VEftRELLI.D  M        Dlvllion   of  Project    &  Recident   Program*         83/03/17 
UTLEY,  E   E        Carolina   Fouer    t>    Light    Co         2pp          IB641     19O         24X 
FlChe,  50-334,63/04/39.3305270230 


--8303100109   IE    Safeguards    Insp    ReptS    SO-324/B3-13   i    SO-3S5/a3-!3   on 
83O4I1-13  rio   noncomp  1  lance    noted    Major   areas    Inspected   audit 
review  setup  i  ty    p  lani  rec  or  da-  assessment    aldsialarffl    stationi 
tc   training/qualification    Details   withheld    frof    1OCFR73  21) 
TOBIN.H    J   .     HALL.  B         Heoion    2,     Office    of    Director         HCGUIRE.  D   R 
Division    of    Emergency    Preparedness    i    Materials    Safety         63/O3/04 
Ip          18373   033         34X    Flche    30-324.83/05/03,8303100100 

B303040033   IE   Info    Notice  83-29,     "Fuel    Binding   Caused    bij    Fual   Hack: 
Deformation    "    Svc    list    em  1 

JORDAN,  E  L        Division   of  Emergency    Preparedness    t   Engineering 
Raiponse    (Poet    B3O1O3)         S3/O9/O6  Conso 1 idfltod    Edison   Co       of   Neu 

York,      Inc          113pp          1B323   248         2AX    Fiche    50-OOO,  93/O5/06,  9303040033 

S309270SBO   Ac*    receipt    of    930310    !.    0433    Itra     informing    NHC    of    ike?* 
tafcen    to   correct    violations    notad    In    IE    Insp   Repts 
30-324/63-43   &    3O-323/BB-45 

LEUIS.R    C         Division    of    Project    6   Resident    Programs         B3/05/06 
UTLEY. E   E         Carolina    Pouer    tc    Light    Co          Ip          !Bi44    223         24X 
FJche- 30-334,  83/03/06,  S305S705BO 

— a3O327058B  Responds    to   NHC    B30207    Itr    re    violations    noted    in    IE    Insp 
Repti    30-324/82-43    fr    50-323/82-43   Corrective    actions 
required    rev   to   O-list   procedure   uil  1 1    not    be    completed 
until    830S37 

DIErZ.C   H         Carolina   Poiuer    d    Light    Co         B3/OS/23         O'REILLY,  J   P 
Region   2.     Office    of    Director          Ip          18644    226         24X 
Fiehe    50-324,  83/03/06,  03O3S7OSSO 

— 8305270599  Clarifies    response    to   Violations    B   5.  C    in    IE    Insp  Repti 
30-324/82-43   *   3O-323/93-43  Program   For    determining    type   of 
alarm   devices   needing    periodic    callbr    ui 1 1    not   be    completed 
by   B30730 

DIET!.  C  B        Carolina   Pouier    &  Light   Co        83/O4/32        O'REILLY.J  P 
Hegilm  2,    Office    of    Director        2pp         18644   227        SAX 
Fiche    50-324.  83/09/Oi,  0305270380 

— B305270ilO  Hesponds    to   violations   noted    in    IE    Insp    Rept    50-334/82-45  t. 
SO-323/B2-43   Corrective   actions    engineering    supervisor   of 
discipline   gioup    responsible    for    performing    revleui  of 
tables    for    inconsistencies     internal    to    procedure 

DIET2.C   R         Consum»rs    Power    Co         83/03/18         0'REILLV,J   P        Region 
S.     Office    of    Director         4pp          18644    229         24X    Flche    30-334, 
83/03/06,  8305270380 


--B30327O2&B  Notice    of   violation    ffam    imp    on   B30131-02O3  &  07-11 

»      Stglon    2,     Office    of    Director         83/O3/17          If-          1B641:1<?2         SIX 
FICht    90-324.  B3/04/K9.B30527Oa5D. 

— 8303370376    IE    losp    R»pta    &0-3B4/B3-07    t<    30-325/63-O7    on    B30131-02O3 
t  07-11    NoTKompl  iance   noCid    failure    to    follotu    inaervice    Imp 
proctdure    for   recording    ingle    beam   data 

COUEY.J   L    -     BLAKEjJ   J         Region    2,     OfflCB    of    Director         B3/03/D4 
8pp          1S641     l?3         84X   FUhtt-30-324,  03/04/27,  B303270230 

S303060&SO   Respond*    to    NflC   B302IB    Itr    transmitting    notice    of   violation 
li  proposed    imposition    of   civil    penal  ti-et .  per    TE    Jnsp   Rept* 
30-384/92-28  fc   90-325/82-28   Relay    test^    completed 
lit  I  *tuc  torlly, 

UTLEV.E.E  Carolina  Pouir  &  LEgrt  Co.  93/03/02  DEVPUWO,  R  C 
Dine  tor' i  Qttitt,  Office  of  Inspection  and  Enforcement  27pp 
1834?  022  24X  Flche:  3O-324,  B3/OS/02,  S3QS060620 

8303040058    IE    Info   MatUe    93-26,     "Failure    of   Safetu/Re 1 i «f   Valve 
Dlic4iarg>   l-lne  Vacuum  Brvafcan    "   Svc    lint    enel 
JORDAN,  E  L.       Division   of   Emergency   Prepare  dries  i    ti  Engineering 
Reiponta    (Pott   8301O3)         B3/OS/D3  Conia.llD.ated   Edison  CD      of    Meu 

York.     Inc          I22pp          104-41     170,        24X    Flche    30-OOO,  83/05/03,  B303040O2B 


— B30327O617  Ack    receipt    of   B3O2D7    Itr    transmitting    IE    Insp   FJepts 
50-324/B2-43    (.    50-335/02-45    Util    continuing    avaluation    of 
Violat  loni)    Response    to    rept    will    bi?    submitted    bij    83O31B 
DIETZ.C   fi         Carolina    Power    (<   Uight    Co         83/03/OS         O'REILLY.J   P 
Region    3,     Office    of    Director          Ip          1B644    233         24X 
Flcho    30-324,  83/03/06,  B3052709BO 

—  B303270621    Forwards    IE    In*p    Repts    30-334/82-43   i<    30-323/82-43   on 
B21113-1215  fc   notice    of   violation 

LEWIS,  R  C        Division    of  Project   t  Resident   Programs        S3/02/07 
UTLEV,  E   E         Carolina    Power    &    Light    Co         2pp          18644    234         24X 
Flehe    30-324,  83/03/06,  B3OSS70SBO 

— B30527G62B  Notice    of   violation    from    Insp    on   831115-1215 

•      Region    2,     Office    of    Director         03/02/07         2pp          [8644    236         24X 
Fiche    30-324,  83/03/O6,  B3O3270S8O 

— B30327063S    IE    Insp    Repts    30-324/32-45   t<    3O-32S/B2-43    on    821113-1313 
NoncompliancB    notefl    failure    to   adequately    review   procedure 
changes, to    establish    callbr    procedures   &    to    follouup    on 
corrective   ac  tlons, 

MVERS,  D   0    ,     GARNER, L   H    ,     BEMIS,  P         Region    2,     Office    of    Director 
B3/03/O2         I0pp          1B644   239         S4X    Fiihe    50-324, 83/OS/06, 8305270380 


B303040O3O   IE    Info   Notfc*   S3-27,     "Operational    Responie    to  Events 
Conearnlng   Deliberate   Act*   Directed   Agaln-it  Plant 
Equlpfflint    "    Svc    list    encl. 

JORDAN'  E  L.       Dlvl-slon   of  Emerfi*ncij   Preparedness    b  Engineering 
Avsponie    (Poit  83010-3)        B3/OS/Q4  Conaolldattd   Ediion  Co      o-f    Neui 

York.     IftC         1I2po.       1B3B2   233.       24X  Flche.  50-000,  33/O3/01,  8303040030 

B303040031    IE    Info  Notice  B3-29.     "Criteria    foT   Proactive    Action 
RecDffiflXnrfatloni    far   Oeneral    Emer-gencies    "   Svc    liit    encl 
JOFJDAN>E,L.       Division    of   Enirgincy    Preparedneis   &   Englneirln? 
Rtipopt*     (Post    B301O3)          83/03/04  Consolidated    EtfitPn    Co.     of    rf»w 

York,     Inc         117pp        13441:001         S4K  Flche    SO-OOQ,  B3/O5/O4.  B30304O031 


B305100100  ForuBPd*    IE  6«f«juartfi    Insp    RepU    30-324/B3-I3  t 
90-323/B3-13   on   930411-19.NO    nonccnp  linnce    n«t»d 

VERR-ELL1.A         Division    Of    Project    &    Reild«nt    Program          83/03/03 
UTLEY,  E.  E         Carolina   Fewer    tc   Light    Co         2pp          1B373    O33         24X 
Fiehe;  90-324.33/05/03,8305100100 


8303270333   Foruardi    IE    Insp    Repts    50-324 /B3- 1 4   !.   SO-325/83-14  on 
S30418-21    Mo   noncomp 1  lance   nated 

VERRELLI.D  M        Division   o-f  Project   &   Resident    Programs        83/05/1O 
UTLEY.  E   E         Carolina    Poiuer    &    Light   Co         2pp          18641     123         24 X 
Fiche    30-324j  83/03/10.  B3O337O333 

— B309270342    IE    Insp    fiepts    30-324/83-14    &    50-323/83-14    on    830418-21    No 
noncomp 1  lance    noted    Major   areas    inspected    Independent    Insp 
•  ffort    &   observation    of    inservice    Insp    lunrt    &  work 
activities 

COLEY,J  L   .    BLAKE, J   J        Region   S.    Office    of    Director        83/03/05 
6pp         1B641     123         B4X   Flche    50-324, B3/OS/1O,  8303S7O333 

B303040034    IE   Info  Notice   B3-3O.,     "Mi iapp  1  icati on   of   Oenenc   EmerjentY 
Operating    Procedures    (EOP)    Guidelines    "    Svc    list    encl 
JORDAN,  E  L        Division    of   Emergencij   Preparedness    J<  Engineering 
Response    (Post   9301O3)         B3/O3-/11  Consolidated   Edison   Co      of  Neu 

York.     Inc          114pp          18324*003         21X   Fiche    3O-000,  83/O3/I  i ,  B30304O034 


S3D3040040    IE   Info   Notice   B3-31.     "Error    In   ADLP1PE   Computer  Program    " 
Svc   list   end 

JORDAN- E  L        Division   of   Emergency   Preparedness   (•  Engineering 
R*lponse    (Post  830103)         B3/O5/19  Consolidated    Edison  Co     of  Mem 

Vorfc.     Inc          114pp          18697    007-        24X   Fiche    30-000,83/03/19,8303040040 
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6303040046    IE    Info  Notice    83-33,     "Noiirepresentatl VB    Sampling    of 
Contaminated   Oi 1    "    Bvc    list    one! 

JORDAN.  E    L         Division    of    Emergency    Preparedness    &   Engineering 
Response    (Post    830103)          83/O3/26  Consolidated    Edison    Co      af    New 

vorli.     tnc          114pp          1B647    O07         34X    Flthe    30-OOQ, S3/03/S6, 8303040046 


R      pal-indie    operating    reports    t    t  elated    correspondenci 


— 83O3030S36   LER    83-002/03L-0   on   S3Q32B,  suppress  1  on    pool    level     Indicator 
2-CAC-LR-2602   showad    level    of   -31    2    inches   while   redundant 
indicators    B-CAC-LI-2601-1    tc  S6O1-3    showed   -28  5   inches 
Caused    by    change    in    trickle    flom    tn   uet  ref    leg 
PASTVA, M  J        Carolina    Power   b  Light    Co        83/04/23  Rtglon  2j 

Office    of   Director        2pp         18308    1?2        24X  Flche   30-334, 03/04 /SB, 
8305030313 


B3Q910O412   Forwards    monthlg    operating    repts    for    Apr    1"?B3 

DlETZ.C    R         Carolina    Power    &   Light    Co         83/O3/03         DEYOUN3,  R    C 
Director's    Office.    Office    of    Inspection   and    Enforcement         lp 
1037B   O&fa         B4X    Flche    30-324,83/05/03,8303100412 


— 830310O417   rlgnthlg    operating    repts    for   Apr    1983 

HARRISON. F         Carolina    Power    b    Light    Co         83/O3/O3         12pp 
IB37B    0&7         24X   Flche    30-324,83/03/03.8303100412 


3     Reportable   occurrences'    LER 5   &  related    correspondence 


B30S030340  Forwards  LEH  S3-O37/03L-0 

DIETZ.C   R        Carolina  Power   &  Light    Co         83/04/22        O'REILLY,  J  P 
Region  2,    Office    of   Director        lp          19303  333        24 X 
Fiche    30-9B4, 83/04/22,  B3O3030S40 

— B30S030S47  LER   B3-037/03L-0   on  83O32S,  RHFt  Div   II    suppression   pool 
cooling    valve   2-E1 1-F024B    could    not    lie   opened    using    either 
valve   motor    operator    or   manual    operator   Caused    bg    loose 


antlrotation   device    setscrew  Setscreu   tightened 
PA8TVA.M  J        Carolina   Power   b  Light    Co        83/04/22 
Office    of    Director         2pp          18303    333 
8303030940 


—  _  ..  __  Region  Si 

S4X   Flche    90-324,83/04/28, 


6303030333   Forwards   LEU   03-O16/03L-0 

DIETZ.C    R          Carolina    Power    &   Light    Co         B3/04/30         O'REILLY.J   P 
Region   B,     Office    of    Director          lp          1B3O4   274         34 X 
Flche    30-3S4.  83/04/20,  B3030303SS 

—8303030361     LER    93-016/03L-Q    on    830333. reactor    bldg    eihaust    ventilation 
high-high   alarm   occurred    concurrent   w/<3roup    6    primary 
containment    isolation    signal    Caused    bg    failure    of    relag    K2 
in    indication   b    trip    unit   D1S-K609A   Relay    replaced 
PASTVA. M   J        Carolina  Power   &  Llflht    Co        83/04/BQ  Region  2, 

Office    of   Director         Spp          18306    293         34X    FUhe    30-334,83/04/20, 
9309030355 


0303030291    Supplemental    reiponse    to   Part    SI    rept   re   postulated   pip* 
crack    in  HPCI.RCIC,  reactor   uater   cleanup    sgs   b  m«In    steam 
line    drains   Required  modi   ulll    be    iiutalled    to   meet 
requirements    of    environ   qualification    program 

DIETIrC   I!        Carolina  Pouvr   tt  Light    Co.       B3/04/26        O'REILLV.J  P 
Heglon  2,    Office    of   Director        lp         1B300  061        24.X 
Flche    SO-324. B3/O4/26.  8303030271 


B3D309D263  Forwards   LER  83-039/03L~0 

DIETZ.C  R        Carolina  Pouar  k  Light    Co         B3/04/2B        O'REILLY.J  P 
Region  2,    Office    of   Director        lp         1B33B  039        H4X 
Flche   30-324,  83/04/SB,  B3O30S0265, 


8303030497  Nonroutine    radiological    environ    event   rept   Results    of   830308 
gamma    analysis    of    bottom   sediment    revealed    high    Co -40 
concentration   Samples    will    be    taken   monthly    for   Oct    1?B2  - 
June    1?S3    tn   determine    if    trends    tan    be    predicted 
OtETZ,  C    R         Carolina    Power    Si   Light    Co         83/04/20         O'REILLV.  J   P 
Region   S.    Office    of   Director        Bpp         18306    183        24X 
Flche    30-324,83/04/2.0,  B30303O4?7 


— a3050302di7   LER   83-03B/03L-0   on  B30401 ,  inoperative  &  rorf   block    »igH*l 
received    from   rod   block    monitors    A   fc   D    upon    selecting 
indicated    control    rod*   Caused    bq    defective   multiplexer    cards 
in  monitors   Cards    replaced   b  monltoi-i    returned    to    svc 
PASTVA,  M   J         Carolina    Power   h   Ulgdt    Co         83/04/2B  Region    2, 

Office    of   Director         lp          18330   O4O         24X    Fiche    SO-3S4,  83/04/28, 
B303030H63 


630303053 »  RO    fire    barrier    limiting    condition!    for    operation    issued 
on  B3O317   tt   20  eiceeded    7-dag    time    frame    to    parmlt 
completion    op  mods    in    control i  d i eie  1    generator    t>  augmented 
offga*    bldgs   Continuous    stationed    fire   (Hatches    maintained 
DIETZ.C    R          Carolina    Power    J.   Light    Co         B3/04/30         O'REIULV.J   P 
Region    S,     Office    of    Director          lp          18306    3t2         34X 
FKtte    30-334,83/04/20,8303030330 

B303030613   Forward*    supplemental    LER  B3-002/03L-1, 

DIETZ.C    R         Carolina    Power    fc   Light  Co         H3/O4/BO         O'REIULV.J   P 
Region   S,     Office    of    Director          lp          18303   343         31 X 
Fiche    30-324,  93/04/BOi  B303O30612 


B3030SOS42   ForuariJs    LER   B3-04B/03L-0 

DIETZ.C  R        Carolina   Pouer   &  Light   Co         B3/04/29        O'REILLY,  J  P 
Region   S.     Office    of    Director         lp          18337   397         24X 
Fiche    30-3B4, 83/04/39,8303030343 

— B303030244  LER  83-042/03L-0   on   B30330,  suppress  ion  pool    level    indicators 
2-CAC-LI-2601.3  b  3-CAC-LI-3343   «houed   upuird    trend    tn    level 
Indication  Caused    by    closed    demlnara  1  tied   uater  root  valve, 
preventing    transmitter*    from   sens-lng    actual    level 
PASTvVWM  -i        Carolina   Power   b  Light    Co        03/04/2?  Region    2, 

Office    of   Director        lp         1S337  39B         24X  Fiche' 30-324,  83/04/39, 
8303030243 


--B305Q3061B  Supplemental    LER    83-002/03L-1    on  B3010E. ind icator 
S"CAC-LR-S602   showed    high    suppression    pool    level    Caused    bg 
incorrect    input    signal    to    Indicator    due    to    change    In    trickle 
Haw   to    wot   ref    leg    af   LR-3602    indicator    transmitter 
PABTVA.rt  J        Carolina   Poiuer    b   Llgnt   Co        83/04/20  Region   B, 

Office    of    Director         3pp          18303   344         24X   Flche    BO-324i 83/04/2O, 
6303030612 

B303030387   Part  31    rept    re    pipe    clamps    for    snubber/struts    oriented    In 
off-ail*    direction    Initially    reported    on    830224   b   by    IE 
[nfo   Notice    83-13  Clamps   will    be    replaced    by    end    of   Fall 
1983    refueling    outage 

DIETZ.C    R          Carolina    Power    b   Light    Co         83/O4/22         O'REILLY, J   P 
Region   2,     Office    of    Director         2pp          1B392'316         24 X 
F(ch*    30-324,33/04/23,8303030387 

8303030411    Forward i    updated    LER   B2-156/03L-1 

DIEHiC    R          Carolina    Power    d   Light    Co          B3/04/S2         O'REILLY.J   P, 
Region    2,     Office    of    Director          lp          1BH93    226         24X 
FUh»    SO-33'4,  S3/04/22.  B303030411 

—  830303041'?   Updated    LER   8S-136/03L-1    on   831024   &   25,  standby    liquid 
control    BUS   piping    heat    tracing    on    lines    betuieen    sgs 
accumulators   S-C41-A003A   b  D   &   common    discharge    tine 
Inoperable    Caused    bg    electrical    failure    Mods    planned 
PASTVA,  M  J        Carolina   Power   b   Light   Co        83/04/22,  Region   2, 

Office    of    Director          lp          18293   227         34X   Flche    30-324. S3/04/32, 
8303030411 

B30S030B12    Forward*    LER    S3-002/03L-0, 

D1ETZ.C,B         Carolina    Power   *  Light   Co        83/04/22        O'REILLY.J  P 
Region   Si     Office    of    Director         lp         18308    191         B4X 
Fictta    30-334,  83/04/22,  B30S030312 


S30313017/  Forwards  LER   B3-044/03L-0 

DIETZ.C   H        Carolina   Power   b  Light    Co         H3/03/04,       O'REILLY.J  P 
Region   5,    Office   of  Director         lp         18440  091        24X 
Fiche    30-384,83/03/04,8303130177 

—8303130184   LER   B3-044/03L-0   on  8304OB   &    09,during   unit   startup    t.  pnuer 
operations' control    rods    02-27(03),  34-O3C04)i34-23(O2)    & 
30-11(03)    had    no    indications    for    identified    positions   Caused 
bg    failed    position   reed    switches.  Reed    switches    replaced 
PASTVA. M  J        Carolina   Power  b  Light   Co        83/03/04  Rogion   2, 

Office    of   Director        lp         1B440  09S         24X  Fiche   30-324,93/05/04, 
8303130177 

8303130167   Forwards    LER    B3-043/03L-0 

DtETZiC  R        Carolina  Power   &  Light   Co         83/05/03        O'REILLY.J  P 
Region   S.    Office    of   Director        lp         1B437  301        24X 
Fiche    30-334, B3/03/03,  B30SI30I67 

— B303130172  LER   B3-043/03L-0   on  8304O3,  routine   channel    check   of    reactor 
level    instrumentation   revealed    reactor    level    Instrument 
2-B2I-LT-N017D-1    Indicating    higher    actual    level    Cauied    by 
leak    on    bgpasi    valve  N017D-1    stem    packing   Packing    adjusted 
PABTVA,  M  J        Carolina  Power   b  Light    Co        83/03/03  Region   a. 

Office    of    Director         lp          18437   302         SAX   Fiche    30-334,93/03/03, 
8303130167. 

B303130170  Forwards   LER  83-O46/03L-0 

DIETZ.C   R        Carolina  pouitr-   b  Light   Co         B3/03/0&        D'REILLV.J  P 
Region   S.    Office    of   Director        lp         1S439'  191        24X 
Flche    30-3S4, B3/03/06,  B303130170 

—B303130176   LER   83-046/03L-0  on  830410,  uil  res    to    terminals    13  fc   14    in 
terminal    bo»    for   MBIV  2-B2I-F030A    found    reversed   Caus» 
undetermined    Mires   retermlnated    to    proper    terminals 
POULK.R  H        Carolina  Pouer   b  Light    Co.       83/03/06  Region  S, 

Office    of   Director        lp         18439'  192         24X  Fiche    30-324- 83/03/0*, 
8303130170 
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83052OQ93B   Forwards     supplemental    LER  B3-033/O3L-1 

DIETZ.C    Ft         Carolina    PDiuar    *    Light  Co         33/Q3/Ot,         O'RElLLYjJ   P 
Region    3.     Office    of    Director          lp          1B3I4    2fiO         2<U 
Ficha    3O-324.  B3/O3/O6j  6303300333 

--93Q5203343   Sup  p  lernenta  1    LER    S3-O33/03L-I     on    830293,  ujh  i  1  e    j>  cr  Forming 
Nigh     steam    line    radiation    channel     calibr    b    functional     test, 
main    iteam    line    instrumsnl    channels    found    out    of   calibr 
Caused1    hij    instrument   drift   Drawers    recalibr 

PCULK.R   M         Carolina    P-ouer    t.    Light    Co         33/05/06  Region    2. 

Office    of    Director         3pp          16514   26!          24*    Fiche    3O-324.  03/03/Ofi, 
B30S2QG33B 


B30S23O72C   Forwards    lint    of    utlls   responding    to    requests    for    Coat 
flflursi    on    backfitting 

TGURTELLOTTE,  J         Regulatory    Reform   Task    Force         83/O4/11 
PALLADINO.N   J         Commiasionevs         2pp          13542   272         S4X 
FlehB    30-000,83/04/11,  H3O3H3072O 


B3OS0304i3  Application    fop    amend    to   Licenses   BPR-ia   f.   DPR-71. 
supplementing    B20616   request    for   ml  see  1  latiflous    Tech    Spec 
revs    originally    scheduled    for   completion    during    820901 
refueling    outage  Outage    h  mods    to    be    completed    by    B306S4 
HOWE,  P   W         Carolina    Power    &    Light    Co         83/04/28         VABSALLO.  D   a 
Operating    Reactors    Branch    S        3pp         10308  22S        24X 
Flche    3O-32-1.  B3/04/2B,  B303O3O463 


DOCKET    50-325   nRLNSWICK    STEAM    ELECTfffC    PLANT,     UNIT    1 
F      Security,    medical.     emergency    &    fire   protection   plans 

S3052QQi25   Forwards    Fiav   6    to    Industrial    security    plan   Changes    do    riot 
decrease    effectiveness    of   plan    or    level    of    security   Eticl 
withheld    fref    1OCFR73   Si    !.   3    770J 

HOWE.P    W         Carolina    Fouler    fr    Light    Co         S3/O4/2O         O'REILLV.J    P 
Region    3.     Office    of    Director          2np          1  B320    Q43         SIX 
FicNe    30-324,  83/04/20,  0305200625 

8305200597    Forwards    change    to    provisions    (Jf     inrfustri.il     security    plan 
Change   uill    riot    decrease   effectiveness    of    plan   or    level    of 
security    End    ulfchhelJ    tref     1OCF(173   21) 

HDWe.P   W         Carolina    Power    l>    Light    Co         93/04/26         D'BEJLLV,J   P 
Region    2,     Office    of    Director          lp          19914    1O6         24X 
Fiche    50-324.03/04/29,3305200397 

Q30S10*>100   Foruerds     IE   Safeguards     Insp    Repts     3O-324/B3-13   t 
30-32S/83-13   on    B3O411-15   No    naneomp Uance    noted 
VERHELLfpA        Division    of    Project   S.  Resident   Programs        B3/Q3/O3 
UTLEV,  E   E         Cai-olJna    Pouier    fi    Lig-nt    Co         2pp          1H373   033         24K 
Flche    30-324,  S3/O5/O5,  S305IOOJOO 

—8305(00109    IE    Safeguards     Imp    Repta    50-334/83-13   t.    50-323/93-13    on 
330411-15  No    nancotfp 1 Jance    noted    Major    areas    Inspected    audit 
TsvJew.  spcuritij    plan;  records,  assessment   a  l-ds.  a]  arm    «  tat  idtis 
6     trajnina/qu^llf l«-ation   BetalU    withheld     (ref    10CFff73    21) 
JaBltl,<U    J         Reolon    3,     Office    of    Director         B3/O3/04          lp 
1B3-75   O33         24X    Fiche    30-324.  B3/O3/O5.  330510OIOO 

6303110034    Qeiier-ic    Ltf    B3-2I     to    all     licensees    of    opera-tin?    reactors, 
applicants    for   OLs    k    holders    of    CPs    re    clarification   of 
accas*    t-n    control    procedupBS    for    law    enforcement    visits 
Svc    Hit    ent  1 

EISENHUT.D   0         Division    of    Licensing          63/05/11  Consolidated 

Edison    Co      of   Hsu  Yuri:.     Inc         l&pp         1S910  O?3        Sty 
Flche    30-000.63/05/11.6303110034 

33032*0134    Informs    that    NUREO-073V,  I  tern    III    A  S    1    re    emergency   plan 
upgrade    to    meet    1OCFR3Q.  flpp    E   requirements    complete    for 
fat i 1 1 ty    I  tern   c  losed 

VASSALLO.D    0         Operating    fieactora    Branch    3         B3/OS/1B         UTLEV,  E   E 
Carolina    Pouer    !-   Light    Co         3pp          I B649   04?         24X 
Ficfie    30-324.  Q3/05/IB.  8303240134 

J      Inturanca   !<    Indemnity    information 

B3031i0135   Foruards   Endorsement   48    to   NEL1A  Policy    NF-318 

QARHAM.C    0         Carolina    Power    d   Light    Co         03/G5/02         SflLTZMAN,J         NRC 
-  Ho    Datailed   Affiliation   Given        2pp         I B446    O66        34X 
FlchB    30-324.  B3/03/02,  3303140135 

P      Operating    license    stage    documents    &   correspondence 


— 3305030461   Proposed    Tech    Spacs    re    safety-related    hydraulic    irwbtierv 
post-atcident  monitoring    instrumentation,  gas    analyier    aiji, 
reactor    coolant    leakage    detection    sys    &   remote    shutdown 
mon 1  tor  Ing    inat rumen  tat  1  on 

*       Carolina    Pouer-    &    Llgnt    Co         83/04/2B         19pp          1B308   2S4         24 X 
Fiche    SU-334,  B3/O4/2S.  3303030463 

B30S19O001?   Forward*    sdfetij    evaluation    for    TMI    Action    Items    I    A   2    1    4j 
"Upgrading    of   Reactor   Operator   J.  Senior    Reactor    Operator 
Training"    !i    !1    n    4,     "Training    for   Mitigating    Core    Damage   " 
Training    t.   requal  If  Icatlon    programs    acceptable 

VASSALLO.  D   D         Operating    Reactors    Branch    S         63/04/29        UTLEV.  E   E 
CarnEln*    Pouer    &   Light    Co          3pp          1S523    173         SIX 
Fiche    50-394*83/04/29,  83091'?0099 

9309020455   Oeneric   Ltr    S3- 11?    to    all    payer    reactor   &    testing    llcB-nie«i 
pe   neui   procedures    for    providing    public    notice    concerning 
i» tug  nee   of  amends    to    OLa    Svc    list    encJ 

EISErlHUT,  D   0        Division   of    Licensing        83/05/02  Con»olli)a  ted 

Edison    Co       Of    New    Yart,     Inc  SOpp          13441     12O         24X 

Fiche    30-ODO,  B3/03/OH,  6303Q2O433 

B303060176  Application    to   amend    License    DPR-71    revising    Tech  Bp«ci    to 
complete    third    refuelling    outage   fc   begin   Cycle    4   operation 
Prupated    changes    revise   control    rod    scram    Insertion    time 
requirements 

HOWE,  P   W         Carolina    Painer     &    Light    Co         83/05/02         VrtSSALUO,  D   B 
Operating    Reactors   Branch    S         2pp         18343  32 B        24 X 
FJcha    50-329,  B3/O3/02!  B30306OI76 

— 0305060180  PropoHBrf    Tech    Spec    changing    control    rod    scram   insertion    tl 
rflq.uirBJHBntB    to   complete    third    refueling    outage    b   begin 
Cyc  1  B    4    operatl on 

H      Carolina    Poiner    &   Light    Co        B3/03/O2        30pp         19345  330        24X 
Flche    30-323.  B3/03/OH,  Q303Oi0176 

8303090330  Ac k   receipt    of   S3O131    1  tr   requesting   addl    info  re 
NL/REO--O737.  Item    II    K    3   ZB,      "Qualification    of   ADS  Accumulator 
BV    "    In-fo   requeoted    from   GE   HeBponse   mill    be    submitted    by 
830630 

ZlfiMEFtMAH.B  R        Carolina   Power    &  Light   Co        83/03/03        VABSALLDr  D  3 
Operating   Reactors   Branctt    S         If        18363  34O        24 X 
Flehe    30-3S4.B3/05/05,  3305090330 

6303090456  Confirms    830419  responses    to   questions   raised    during    B304IB 
telcon   re    »pent    fuel    pool    expansion 

ZIMMERMAN'S   fl         Carolina    PO-ILIBT    &   Light    Co         B3/O3/03         VASSALLDr  D   D 
Operating    Reactors   Branch   3         3pp        \B3hS  2A3        S4X 
Flche    30-324,  33/05/05,8303090496 

830533O17B  Forwarda    safetij    evaluation   of    ulil    submittal    re   procedure 
verification   &    design   rand    per    NUREG-O737.  Item   II    K  3   22. 
"AutamJtU    Switchover-    of   RCIC    suction    "    Mods   acceptable 
VAS3ALLO,  D    B         Operating    Reactors    Branch    3         B3/O3/03         UTLEY.  E   £ 
Carolina    Power    &   Light    Co,         5pp.        1B546    336         24X 
Flehe    30-324,83/03/03.8303230170 


B3091BOOO'    AitiJl    response    to  RDIA   request    for    seven    categories    of 

docuraontg    re    Brown    &  Root,  Inc   ft  South    Teias  project   Forwards 

App    B    documents    Documents    also    avai  table     in  PDR    Atfdl 
rf ocuirien te    undergoing    review 

FELTON.J  M        Division    of   Rules    arnJ   Records  B3/03/09        LrNDEMAN.  H   N 

Lowenstetn,     NPiuinan,     Reis,     Aielrad    d    Toll  6pp          13497   219         SAX 
Fiche    3O-OOO, 03/03/09i  B3O31B0001 


B30S100363   Forwards    Y1003J01A53.     "Supplemental    Reload   Licensing 
But  mitts  I    for  Brunswick    Steam    Electric   Plant. Unit    1> 
Reload    3(W/a   Rec ircula t i on    Pump    Trip)."    Inadvertently 
omitted    from  830302  Tech    Spue    rev  request 

ZIMMERMAN.S   R         Carolina    Pouar    S.   Light    Co         B3/03/O6         VABSAt-LOi  n   B 
Operating    Reactors    Branch    2          lp          IB379    037         24 X 
Ficho   50-333,  as/05/06,.630510036.2 


—  B0103B0373  Responds    to    Question    4    of    B00°23  namo   re    Eclihardt   hearlnfl 
Major    Drumn    £    Root    Corp    nuclear    const    uor*    k    laelti    deficlencu 
itatus    sifrnmari  led   LltenBee   will    complete    visual    imp    t* 
comply    w/corrective   actlon-s    in   end    AWS   Code 

BTeU-O.V        Office   of    Inspection   &    Enporcemen  t,    Office    of    the 
Director         BO/09/39         AHEARNE.  J   F         Commi  BS  loners          5pp 
32B         24!(    Fiche    50-000,  B3/O3/O9,  B3O51BOOO1 


—  B303100370    "Supplemental    Reload    Ltcensing    Submittal    for   Brunswick 
Electric   Plant.  Unit    1,  Reload    3    (H/o  Rec  ircula  t  ion   Pump 
Trip)    " 

ZANARDIrO   j    MILL,  R   T   ,     CHAHNLEY,  J  S        (Jeneral    Electric    Co, 
V1003JO1A33         83/01/31.        SSpp          18379   O60         S4X 
Fiche    3O"3B3,  B3/O3/OSi  S3O510O363 


6309230233  Forwards   capital    cost   analysis    for    oa-cfcFi  t  ting    e  Kpenditures 
reflecting    both   actual    costs.   &   estimates    far    nods    planned    or 
in   progress 

SrUTM.S  H        Carolina   Power   *  Light    Co         B3/O3/32        TOURTELLDTTE,  J 
Regulatory    Reform   Ta*k    Force          13pp  1B343   377         241C 

Fleha    aO-OOO.  8^/03/22.  33O3B30293 


B3O3070639  Oenerlc   Ltr   S3-2O   to    all    operating    reactor    licensees   fc 
holders    of   CPs   re    integrated    scheduling    for    implementation 
of  plant   mods   Svc    list    end 

EISENHUT.  D   0         Division    of    Licensing         83/03/09  Consolidated 

EdUon  Co      of   Neui  York.     Inc          16pp         18637    133        24  X 
FichB    30-000,  83/03/09,  630309O639 
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S303I20OQ3   Responds    to    830316    Itr    requesting 
automatic    restart    per    TMI    Action    Item    II    K 
criteria    Identified    in    Itr    satisfied 
ZIMMEfitfAN,  S   R         Carolina    Pouer    b   Light    Co         S3/O5/09 
Operating    Reactors    Branch    3          IP          18423   O76         24X 
Fiche    30-324.  93/05/09,  9305130003 


evleui    of    HCIC    sys 
!3   Acceptance 


VASSALLO,  D    B 


rts    in    Secondary    Side    Of 


8303040026    IE    Info    Notice    83-34,     "Loose 
Steam   Generators    at    PWRs     "    Bvc     list     er 
JORDAN,  E   L         Division    of    Emergency    Prepaiedneas    t(    Engineering 
Response    (Post    830103)          83/04/28  Consolidated    Edison   CO       of    Neu 

York,     Inc          115pp         19383   O47         24X    Fiche    30-000, B3/04/3Q,  83O304O026 


8303260283   Forwards    request     for    addl     info    re    910133    response    to 
WUHEO~0737. Item    II    K   3    28,     "Qualification    Df    Accumulators    on 
Automatic    Depressuri  zat  1  on    Sys    "    Reply    requested    uithin    30 
dull*    of    Itr   rscsipt 

VASSfll-l-a,D   D         Operating.    Reactors    Branch    3         B3/O5/11         UTLEY,  E   E 
Carolina    Power    i   Light    Co         3pp          1Q629   337         24X 
Fiche    30-334,  B3/O3/11,  S303S60383 

8303240004    Informs    that    currently    scheduled    Unit     1     startup    date    is 
83OilS   Outage    critical    path    8    days    behind, but    recovery    plan 
instituted    to    make    up     time    Requests    Tech    Spec    changes    be 
Isiued   no    later    than   830612 

HURFDRD.W  J        Carolina   Power   &  Light    Co        03/05/17        VASSflLLO,  D  B 
ap*ratlng    Reactors    Branch    3         If          1BS49   O31          24X 
Fiche    50-334.83/03/17.8303240004 

8305240434    Commits    to    submit    results    of    plant-unique    calculations 
forming    bases    for   mod    program   on   Mark    I    containment   vacuum 
breakers    by   830630    In   response    to   Generic    Ltr    83-O8 
Calculations   presented    In    Hated    documents 

HOUEi  P    W         Carolina    Pauier    S,    Light    Co         83/09/19         VASSALLO,  D   D 
Operating    Reactors   Branch    3        3pp         1BS71    061         34X 
Fich«    30-334.83/03/19,8303340434 

B3Q5HA0330   Forwards    NEDO-S4583,     "Mark     I    Containment    Program   Plant- 
Unlnua   Load   Definition. Brunswick    Steam   Electric    Plant   Units 
1    d   2   "   Attachment    detailing    pressure/temp    calculations    also 
end 

ZIMMERMAN, S  R        Carolina   Pouier   &  Light    Co        83/03/24        VASSALLO,  D  B 
Operating   Reactors    Branch    2         Ip         18623  OSS        34X 
Flcne    30-324,  83/03/24,  0303260320 

— B305EA032S   "Mark    1    Containment   Program   Plant-Unique   Load    Definition, 
Brunt wick   Steam  Electric    Plant   Units    1    b   3    " 
•      General    Electric    Co         NEDQ-343B2    R01         81/10/31          61pp 
039         24X    Fiche    30-321,83/03/34,8303260330 


Inspection  reports,     IE   Bulletins    &    correspondence 


B3O527O33I    Submits   results    of    split    sample    taken    from   PI  nor    drain 
lample    tank    0    for    tritium  &   radiostrontium, per    IE    Insp   Repts 
30-3B4-/B2-09   t,    30-325/83-09 

DIETZ.C    ft         Carolina    Pouer    &   Light    Co         B3/02/2S         O'REILLY.J   P 
flexion    2,     Office    of    Director          Ip          18A46    129         24X 
PI  che;  30-324.  B3/02/23,  B3O9270331 


8303040037    IE    Info   Notice    83-23,     "Standby     Gas    Treatment    Sija    Heater    High 
Temp    Trip    Setpoint    Adjustment    "    Svc     list    oncl 

JORDANiE   L         Division    of    Emergency    Pr  oparedness    £>    Engineering 
Response     (Post    830103)          83/04/23  Consolidated    Edison    Co       of    New 

York,     Inc          HBpp         18383    163         24X    Fiche    30-000.83/04/20,0303040027 


receipt    of    B30413    Itr    informing    HRC    of    step 
tions    noted     in    IE    Insp    Repts    50-324/B3-07   !, 


0303370330  Act 
correct  viol 
30-323/83-O7 

VEHRELLI,D   H         Division    of    Project    S.    Resident    Programs 
UTLEY,E   E         Carolina   Power    6   Light    Co  Ip         1B641     187 

Fiche    30-324,83/04/39.8303370350 


83/04/39 
24X 


—8303370236   Responds    to    NRC    830317    Itr     re    violations    noted    in    IE    Inap 
Repts    30-324/83-07   t.    3O-323/83-07   Corrective    actions 
procedure   revised    *•  accepted    by   QA    reflecting   actual    testing 
method    V   contractor    personnel    counseled 

DIETZ.  C    B         Carolina    Pouier    t,   Light    Co         83/04/15         O'REILLY,  J   P 
Region   3,     Office    of    Director         3pp  1B641     138         34X 

Ficne    30-324.  83/04/39,  Q305270230 

—8309370363   Foruiaris    IE    Inap    Repts    SO-334/83-07   i-    3O-325/93-07    on 
S30131-0303   b  O7-I1    fc  notice   of   violation 

VERHELLI.D  M        Division   of  Project    &    Resident   Programs        03/03/17 
UTLEY,  E   E         Carolina    Power    t-   Light    Co          2pp          1S441    19O        24X 
Fiche    30-334,  83/04/2'.  B3O3370250 

—8303270376    IE     Inap    Repta    30-324/B3-Q7    &    30-333/83-07    on   830131-0203 
&  07-11    Noncompl  lance   noted    failure    to    follow    inservlce    Insp 
procedure    for    recording    angle    beam    data 

COLEY,J   L    ,     BLAKE,  J   J         Region    3,     Office    of    Director         83/03/04 
Bpp          IBM!     193        24X   Ficfto    30-324,83/04/29,5303370350 

8303060620   Responds    to   NRC    B302I8    Itr     transmitting    notice    of    violation 
ft    proposed    Imposition    of    civil    penal  tie  B,  per    IE    Insp    Repts 
30-334/32-38    &    30-3^3/82-28   Relay    tests     completed 
satisfac  tori  ly 

UTLEY.E  E  Carolina  Power  !.  Light  Co.  93/03/02  DEVOUNQ,  R  C 
Director's  Office.  Office  of  Inspection  and  Enforcement  37  pp 
18349  032  24X  Fiche  50-334,53/05/03,3303060620 

0303040028    IE    Info    Notice    83-26,     "Failure    of    SaFfltij/Rel  ief    Valve 
Discharge   Line   Vacuum  Breakers    "   Svc     list    encl 

JORDAN,  E   L         Division    of    Emergency    Preparedneis    J.   Engineering 
Response    (Post    B30103)         83/03/03  Consolidated    Edison    Co      Of   New 

York,     Inc          122pp         1B441     170        24X    Fiche    30-000,33/03/03,8303040038 


BSlSOb03B5    IE   Info   Notice   83-14,     "Deuatored    Spent    Ion   Exchange   ftcsin 
guiceptib  111 ty    to  Exothermic    Chemical    Reaction    "    Svc    list 
*nc  1 

TAYLOFI.-J   M        Division    Df   Safeguards    t,    Inspection   Programs    (Post 
8301 O3 )         03/O3/21  Consolidated   Edison    Co,     of    Neu  York,     Inc 

112pp          18308   317         34.X   Fiche    30-000.  83/03/31,  S3130603B3 


8303040030    IE    Info   Notice   B3-3/,     "Opera  tlonal    Response    to  Events 
Concerning    Deliberate  Acts   Directed    Against   Plane 
Equipment    "   Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency    Pro-par  etfnes i    tc  Engineering 
Response     (Post    8301031          B3/O3/04  Consolidated    Edison    Co      of   Neui 

York,     Inc          U2pp         1B3B2    2B2        34X   Fiche    50-000,83/03/04,5303040030 


8303270461    forwards    IE  Enforcement    Conference   Repts    50-261/83-10, 
30-3S4/H3-12   i,    30-333/83-13    on    B3032B   Na    noncompllanco 
nottd 

O'REILLY, J  P        Region   3,    Office    of    Director        83/04/11         UTLEY,  E  E 
Carolina    Pouer    &   Light    Co         2pp          18644    138         24X 
Flch*    50-000,83/04/11,8303270461 


8303040031    IE    Info   Notice   83-28,     "Criteria    for   Protective  Action 
Recommendations    Por   General    Emorgenc le s    "    Svc    lilt    encl 
JORDAN, E  L        Division   of  Emergenrt;   Preparedness   >j  Engineering 
Response    (Post   830103)        33/03/04  Consolidated    Edison   Co      of  Neu 

York,     Inc          11-Jpp          1B441    001         34X   Fiche    30-000, 83/03/04,  8303O40O31 


— 930»270474    IE   Enforcement    Conference    Ropts    30-361/83-10,30-324/03-12 
&    30-3E3/B3-12   on   630328   No   noniomp 1 ianc D    noted    Major   areas 
dli-cussed    shipment   of    rad waste   containing    free    liquid   & 
Inoperab  1 1 1 ty    of    standby    gas    treatment    deluge    sus 
LEWIS.fi    C         Division    of    Project    &   Resident    Program*         83/04/07 
3pp  18644    160         24X    Fiehe    30-000,  B3/O4/1 1 , 8305270461 

9303040021    IE   Info   Notice   B3-21.     "DoPactivB    Emergency    Use   Respirator    " 
Bvc    Hit    encl 

JORDAM,  E  L        Division   of   Emergency   Preparedness   it  Engineering 
RatponsB    (Post   830103)        83/04/13  Consolidated    Edlaon   Co      of  New 

Vork.      Inc          126pp,        18433    133         24X    Fiche    30-OOO, B3/O4/13, B3O3040021 


B303I00100  Forwards    IE   Safeguards    Insp    Repts   30-324/93-13  (, 
30-323/83-13    c-n    B3041I-13    No    noncomp  1  1  ante    noted 
VERRGLLliA        Division   of  Project   It  Resident  Programs        B3/03/03 
UTLEY.E   E         Carolina    Pouier    t.   Light    Co          9pp         18373   033         24X 
Fiche    30-324,  B3/OS/03, 8305100100 

— 8303100109    IE    Safeguards     Insp    Repts    30-334/53-13   i    30-323/83-13   on 
030411-13  No    noncomp 1  lance   noted    Major    areas    Inspected   audit 
review,  secur  I  ty    plan,  records,  assessment    aids, alarm  station* 
&   training/qualification   Detail*   withheld    (ref    10CFR73  31) 
TQUINiW   J   .     HALL.B         Region    3,     Office    of   Director         MCOUIHE,  D   R 
Division   of    Emergency   Preparedness    &    Materials   Safety        83/09/04 
Ip         18375   033         24X   Fiche    30-324,  B3/05/OS,  8303100100 


8303040023    IE   Info   Notice   83-32,     "HWR   Saf ety/Hel i ef   Valve   Failures    " 
3vc    ll*t    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness    t  Engineering 
Ra*ponte    <Post  030103)         63/04/22  Consolidated    Edison   CD,     of   Neu 

Vork,,      Inc          113pp          1S3B3   089         24X    Fiche,  30-000,  B3/O4/23, 8303040023 


B303040033    IE    Info   Notice   83-39,    "Fuel    Binding    Caused    by  Fuel   Hack 
Deformation    "    Svc    list   encl 

JORDAN, E  L        Division   Df   Emergency   Preparndneii   tt  Engineering 
RespOn»e     (Post    B30103)         B3/O3/06  Consolidated    Edison    Co      of   New 

Yorkr     Inc          113pp         18323    245        24X   Fiche    30-000,83/03/06,8303040033 


6303040025    IE    Info   Notice    03-23, 
Sensing    Sya    "   Svc    list    enel 

JORDAN,  E  L        Division   of   Emergency   Preparedness 
Response    (Post   830103)        83/04/39  Consolidated    Edison   Co      of   Neu 

Yor-ki      Inc         119pp          18381    291         S4X    Fiche    3O-OOO,  83/O4/2S,  B303040023 


Inoperable   Containment   Atmosphere 
Engineering 


B305370SQO  Act    receipt    of  830318  &  0422    1  fers    informing   NRC   of   steps 
taken    to    correct   violations    noted    In    IE    Insp   Repts 
30-324/83-43   t,    30-333/82-13 

LEWIB.R   C        Division   of  Project   &  Resident  Programs        83/05/06 
UTLEY.E   E         Carolina   Pauer    &   Light    Co  Ip         18644    333        34X 

Flche    90-324,83/03/06,8305370350 
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-830-93705'BB   Respond!    to    NRC    830207    Itr    re    violations    noted     In     IE    Insp 
Repts    30-324/82-43   1    3O-323/82-45   Corrective    actions 
required    rev    to   Q-list    procedure    uilll    not    be    completed 
until    aao927 

DIETZ.C    R         Carolina    Potier    6   Light    Co         83/O9/23         Q'RElLLYt  J   P 
ffaglcti    a,     Office    of    Director          la          IB644    226         SAX 
Fiche    30-324,33/05/06,  B3052703QO 

-B30327O51?1?  Clarifies   responds    to   Violation    3   *    C    in    IE    Insp   Rfln-ts 
50-324/32-45    U   30-323/82-43   Program    For    determining     type    of 
alarm   devices    needing    periodic    calior   will    not    he    completed 
bv   B20730 

DIETZ.C   a         Carolina    Pouer    !.   Light    Co          B3/04/22         Q'REILLY. -J    P 
Region   2,     Qfflc«    of    Director          2pp          1O644    337         24X 
Fiche    50-324-  S3/03/O6,  B3Q327O3BO 

—8305270610  Heipcndl    to    violations    noted    In    IE    Insp    flept    90-324/B2-43  h 
3O-323/82-43   Corrective    actions    engineering     supervisor    of 
discipline   group    responsible    POT    performing    review  of 
tables    for    inconsistencies    Internal    to    procedure 

DIETZ.C   R         CcnsufliBri    POUJBT    Co         93/O3/18         O'REILLV. J    P         Region 
2,     Office    Of    Director          4pp          13644    SSf         SAX    Fiche    3O-324, 
83/09/06,  9305270380 

—8305270617    Act    receipt    of    8302O7    1  tr     transmit  t  (no     IE    Insp    Repti 
SO-324/B2-43   t,   30-323/92-43   Utll    continuing     evaluation    of 
violations    Response    to    rept   will    be-    submitted    by   830318 
DIETZ.C   R         Carolina    Power   !.    Light    Co         93/O3/OB         O'REILLY,  J   P 
Region   3,     Office    of    Director          tp          18644    233         24X 
Fich«    50-334,83/03/06.8303270590 


3     Reportable   occurrences,    LERs    &   related    correspondence 


8309030497  Nonroutine    radiological    environ    event    rept   Results    of 
gamma    analysis    of    b-ottom   sediment   revolted    nigh    Co~60 
concentration   Samples   will    be    taken   monthly    for   Oct    1782  - 
June    1963   to   determine    If    trends    can   be    predicted 

OIETZ.C   R         Carolina    Power    I,    Light    Co         B3/04/20         O'REILLV,  J   P 
Region    2,     Office    of    Director         2pp          18306    183         24X 
Flche    30-324,  B3/Q4/2Q,  8305030497 

B3030303O5  RD  7-dau,    specified    time    frame    of    four    fire    barrier    llmltin( 
conditions    for    operation   eiceeded,  to    permit   uiort    in 
augmented    offgas    It   control    faldga    for    Installation    of    two 
plant    mods   Fire   matches   will    remain    in    effect 

DIETZ.C    R         Carolina    Fouler    &   Light    Co         B3/O4/20         O'REILLY.J   P 
Region    2,     Office    of    Director          lp          18308    197         24* 
Ffche     30-333,63/04/30,8305030305 

9303030387  Part   31    rept   r*    pipe    clamps    for    snubber/strut*    oriented    In 
off-axis   direction    Initially    reported    on   830224   b   by    IE 
Info  Notice  33-13  Clamp*   will    bo    replaced    by    end    of   Fall 
1933  refueling    outage 

DIETZ.C    R         Carolina    Power    &   Light    Co         83/04/23         D'REILLY.J.P 
Region   2.     Office    of    Director         2pp          18292   316         24X 
Flche    50-324,83/04/22,8305030387 

S30SO30465  Forwards   LER  B3-017/O3L-0 

DIETZ.C   R       Carolina    Power   &   Light  Co        B3/04/23        O'REILLY,  J  P. 
Region   2,    Office    of   Director         Ip         18308  243        24  X 
Fiche    30-325,  03/04/23,  B30S0304i3 


9305870621    Forwards    IE    Insp    Rept*    30-324/B2-45   4    3O-335/S2-45   on 
621119-1215    t,    notice    of    violation 

LEHIB.R  C        Olvl»ion    of   Project    t  Rdsfdent    Prosrams        B3/02/07 
UTLEY,E   E.        Carollnd    Power    &   Llffht    Co         2pp  1B&40.234         24X 

Fiche    50-324,  as/OS/Ofi,  B303270SBO 


—  B305B7063B  Notice   of  violation    fro/n    imp    on   021115-1315 

<      Region   S,    Office    of    Director         B3/O2/O7         Spp          1B644    B36         24X 
Fiche    30-334.83/03/06,8303270580 

—  H30S270635   IE    Intp    Repti    30-324/82-43   &    90-32S/52-43    on    831115-1219 

Noncompllance   notedv  fai  lure    to   adeq.oatfl  1  y   revleu   procedure 
chjngai.tn    eitaollih    ealtbr    procedure*    tt    to    follnwi/p    on 
corrective    actions 

MYERS.  D  Q   ,    QARUER.L  H   .     BEHIS,  P-       Region  3.     Office    of   Director 
33/02/03         lOpp          1B&44    233         34  X    Flche    30-324r  83/OS/O6.  B3032703BO 

B305270333  Forwards    IE   Inxp    ftepts    50-324./83-i4  4    SO-323/83-14    on 
B3041G'?!    No    noncampl  lance    noted 

VEHRELLI.DH         Of  vision    of    Project    &   Ratident    Program*         83/OS/IO 
UTLEY.E   E        Carolina   Power    t,   Light   CD          2pp          18641-123         24X 
Flche    30-324,83/03/10,  8303370333 


— 830503O473  LER   83-017/03L-0   on   83032i-2S  &  0402,  lilted    control    rodl 
no    indications    for    identified    petitions   Caused    by    loose 
prototuplc    inlet    piping    connectors    in    each    rod   attributed    to 
undervessel    work    Plant   mods    scheduled 

PABTVA/M  J       Carolina   Power   &  Light   Co        93/04/23  Region    3, 

Office   of   Director         lp         10308  241        24X  Flche    30-323,03/04/23. 
8303030463 

3303030291    Supplemental    response    to  part    Si    rept   re    postulated   pipe 
crack    In   HPCI,  RCIC,  reactor  water    cleanup    »yi    &  main    (team 
lino   drain!   Required    mod*    will    b*    Installed    to   meet 
requirements   of    environ   o,ual  1  f ication   program 

DIETZ.C    R        Carolina    Pouer  6  Light  Co        83/04/36        a'flEILLY,J  P. 
Region   2,    Office   of   Director         lp         18300  O61        24X 
Fiche   30-324,83/04/26,8305030291 

B3QS0502Q1    RO  revieu   of    fire    protection    sijs    documentation   revelled    17 
sgi    limiting   conditions    for    operation   exceeding    reipective 
time    frames  not   reported    to  NRC   Plant    operations 
instruc tjlons    revised   Ic  special    training    provided 
DIETZ,C   R       Carolina   Power   &   Light   Co        83/04/26        O'REILLY.J   P 
Region    2,     Of fit  a    of    Director         Epp,        1B342    138         24X 
Fiche>  30-325,  B3/O4/26,  B3030502O1 


—  B303S70342   IE    Imp    Repts    50-324/63-14    fc    30-323/B3-14    on    330418-21    Ho 
noncomp  t  lance    noted   Major    area;    inspected    independent    Insp 
iffort    t  observation    of    lnjarvlc*    insp    (uori    &  Diork 
activities 

COLEV,  J  L  ,    BLAKE.  J  J        Region  2.     Office    of    Director        83/O5/05 
6pp         1S641    123         24X    Fiche    30-324,03/05/10,6305370333 


B303D40034    IE   Info  Xutict    83-30,     "Misapplication    of   Generic    Emergency 
Operating   Procedurn    (ECPt    Culdellne-s    "   Svc    list    end 
JQRKAH.E  L        Olviiion  of    Emera  Bncy   Prepar  »ine*s    li  Engineering 
Responsa    (PosC   B3O1O3)         Q3/OA/1  I  Consolidated   Edison   Co      of   Neu 

York,     Tnc         1  14pp          1B3H4    O03         S4X    Fiche    30-OOO,  B3/O3/1  1.  B3O3040O34 

5303040040   IE   Info   Notice   83-31.     "Error    in  ADLP1PE  Computer   Program    " 
Bvc    list    end 

JDRDANi  E  L        Division   of    Emergency    Preparidnan    (t  Engineering 
fteiponie    'Past   B3O103)          83/03/19  Consolidated    Edison   Co       of    Neu 

Yar*.     Inc         114pp          IBS97    009         24X   Fi  che,  3O-OOO,  B3/03/19,  B30304O040 

63O3040044    IE   Info  Notice   B3-33,     "Honr«presetitativ«    Sampling    of 
Contaminated   Oil    "   Svc    list    encl 

JQRDAN.E  L        Division  of   Emernencij    Preparednets   I,   Enginetrins 
Bnpome    (Post    B301031        B3/03/24  Consolidated    Editon  Co      of   New 

YorB,     Inc         H4pp         18617.007        B4X  Fiche    50-OOO.  63/05/26-,  030304004.6 

R      Periodic    operating    report!    tr  related   corr  (tie-on  dene  e 

S30510'04I2  Foruardi    monthly   opirattng    repti    for  Aar    1933 

DIETZ.C  fi        Carollt!*  Power  &  Linht  Co        83/03/05        BEYOUNO,  B   C 
Director's    Office,    Offlc*    of    Inspection   and    Enforcement         lp 
IB378   066         24X   Flctte    50-324,  83/O3/03,  B3031O04J2 


B30S030143  RO  on  B30323,  fire    barrier    limiting    condition    for   operation 
generated    to   permit   accessing    fire   door    in   augmented    offgas 
Bldg    Caused   ay    temporary   routing    of   flush    linns    for    plant 
mod    Mod    uork    completed    on  830411 

DIET2.C-R        Carolina   Pousr   t,  Light  Co        B3/O4/28        O'REILLV,  J  P 
Rejion  8,    Office   of    Director         Ip         18341    104        34X 
Flche    30-323,83/04/38,8309050143 

8305110282   Forward!   LER    S3-014/03L-0 

BIETZ.C    R        Carolina   Pnuer   (.  Light  Co        B3/03/04        O'REILLY.J.P 
Region   3,     Office    of    Director          lp          18373   24B         24X 
Flchc'  50-3S3,  B3/05/04,  83091 10302 

— 8303110304  LER  B3-014/03L-Q   on   830406  &   OB,  during    ongoing    refueling 
control    rods   4A-35,  SS-lt,  14-11,  43-31    &   46-31    had    no 
Indications    for    Identified    positions   Caused    t>u    loose    or 
defective   prototgpic    Inlet   piping    connectors 

PASTVA,  M  J       Carolina   Pouer   t   Light   Co        83/03/04  Region   S, 

Office    of   Director         2pp          18393   249         24X   Flche    30-32S,  B3/03/O4j 
Q3O31102B2 

B30313O10B    RD  on  930404. fire    barrier    limiting    condition*    for   operation 
Initiated    on  penetration   seal    C6-2-301    of   Fire    Door   221 
Caused   1 g    need    to   »llou  ambient    air   circulation   due    to 
inoparab  1 1 1  tij   af   computer   room  air    conditioner 

DIETZ.C  R        Carolina   Pouer   fr  Light   Co        83/03/03        D'REILLV.J  P 
Region  2,     Office    of    Director.       lp         18437  390        24X 
Flch*    30-335,  B3/03/03,  B3031301QB 


— B3031004I7   Month  1(    operating   repti    for    Apr    1983. 

HARRISON. F        Carolina    Power    «<   Light    Co         83/03/03 
1837B   OA7         SflX   Flche-  30-324.  BS/OS/flg,  B3QM004  I  2 
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DOCKET    50-337    aEQUQYAH   NUCLEAR    PLANT,     UNIT    1 

F      Security,    medical,     emergency   &    fire    protection   plans 

6305370313   Forwards    IE    Insp    Repts    5O-327/B3-O3   t    30-328/83-03    on 
63021-1-18  Wo   noncomp  1  iance    no  tod 

VERHELLI,D   M         Division    of    Project    &   Resident    Programs         83/03/23 
PARttlS.  H  0        Tennessee   valley    Authority        2pp         10611    193        24X 
Flche    30-337,03/03/23.0303270313 


P      Operating    license    stage   documents    *. 


8303240349   FDIA    request    for    three    categories    of    documents    re    Reactor 
Safety    Study    Methodology    Application   Program 
(NUREG/CR-1639,  Vols.    !-4)    t.    Interim   Reliability    Evaluation 
Program    (NUREO/CR-3313, 2707    t.    3B02) 

SHOLLY,  S   C         Union    of    Concerned    Scientists         83/03/11         FELTQN, J   M 
Division    of   Rule*   and   Records         IP         10593    178        24X 
Fieha    30-000,83/03/11,0303240249 


— 6305270332    IE    Insp    Repts    50-337/63-03   !,    30-328/83-03    on    B30214-18   No 
noncompliance    noted    Major    areas    Inspected    radiation 
protect! on, shipment    of    radioactive    mat  1,  IE  Bulletin   BO- 10. 
IE  Circular   B2-49  d   health    physics    retraining 

COLLINS, T   R    .     BARR.K   P         Region    2,     Office    of    Director         B3/03/22 
•Tfp.        18641     133         24X    Flche    30-327,  B3/O3/S3i  0303270313 


B30S020455    Generic    Ltr    03-19    to    all    power    reactor    &     testing     licensees 
re   neu   procedures    for    providing    public    notice    concerning 
issuance    of    amends    to   OLs    Svc     list    end 

EISENHUT.D   0         Division    of    Licensing         B3/D3/O2  Consolidated 

Edtton   Co      of   New  rari,     Inc        30pp         10441    ISO        SIX 
Flche    30-000,83/03/03,8303020433 


8303190213    Forwards   Amend*   30  !.    19    to   Licenses    DPR-77   &   DPR-79, 
respect  lv«lij' safety    evaluation   t>  notice    of    Issuance    t 
availability   Amends    revise    license    conditions    to    include 
Ccmmi*»  1  o-n  approved    guard    training    &    qualification    plan 
NDVAK.T..M        Assistant   Director    for   Licensing        B3/OS/04        PARRIS.H  G 

Tannmea   Valley   Authority         3pp         1B3O3  343        24X 
Flch*    30-337,03/03/04,8305180213 


0309110246    Forwards    Amends    2B   !.    17    to   Liconsos    DPR-77    t<   DPR-79, 
respec tive  ly, safety    evaluation   &  notice    of    issuance    fr 
availability    Amends    revise    Toch    Specs    re    upper    head 
Injection    accumulator    water     level    setpoint    i<    tolerances 
ADENBAM,  E   0         Licensing    Branch    4         83/03/03         PARRIS. H   0         Tennessee 
Valley    Authority         3pp          18434   S98         24X   Flche    3O-327,  B3/O3/03, 
0303110246 


-83031B02S4  Amends   30  t    19    to   Licenses    DPR-77  t-   uPH-79,  respect  Ively, 
rivltlng    license    conditions    to    Include    Commission   approved 
guard    training    t>   qualification    plan   &    safeguards    contingency 
plan 

EISENHUTiD   0         Division    of    Licensing          83/09/O4         flpp          18303    348 
K4X   Flch*    30-327,03/09/04,8303180213 

-8303130234   Notice    of    Issuance   &   availability    of    Amends   30  b    19    to 
LIC"ns*i    DPR-77  &   DPR-79,  respectively 

ADENSAM, E,0         Licensing    Branch    4         63/09/04         2pp          10903   392         24X 
Flcht    50-337.83/03/04,8303180213 


-0303110249   Amsnds    20   fr    17    to   Licenses    DPH-77   (.    DPR-79,  respec  tivelu, 
revising    Tech    Specs    re    upper    head    Injection   accumulator 
uiater    level    setpolnt   ti   tolerance 

ADENSAM.e   G         Licensing    Branch    4         B3/03/O3         Spp          IB434   301         24X 
Flche    30-3S7,  83/03/03,0303110246 

-B309110230  Safety    evaluation   supporting   Amends   28   &    17    to   Licenses. 
DPR-77    t   DPR-79.respectIvely 

*      Office   of   Nuclear  Reactor   Regulation,    Director        83/O9/03        3pp 
18434    309         34X   Flche    30-337.83/09/03,8305110246 


— 83O91S024fl   Safety    evaluation    supporting    Amends    30  d    1?   to   Licenses 
DPR-77  &   DPR-79, respectively 

«      Office   of  Nuclear   Reactor   Regulation,     Director        83/03/04        3pp 
1B903   334         24X    Flche    30-327,03/03/04,0309100213 

0303100101    Responds    to   B3D303    telcon   request   re    review    of    proposed 
physical    iBCurlty    plan  Plan    to    be   revised    by    plant 
operation*    revleu   committee   Changes    have    not   reduced    nuclear 
safaty. 

MILLB,U  H        Tannenee   Valley    Authority         03/03/OS        ADENBAM,  E 
Llc«n«lng    Branch    4         lp          18377    114         24X   Fiche    30-327, B3/05/O3, 
930S100IO1, 

3303130041    Withdraws   001231    request    for    Tech    Spec    change    re    number    of 
fira    lit  tec  ton   change   no    longer    necessary 

KAMM^Rib  8        Tennessee   Valley    Authority        83/03/09        ADENSAM, E 
Licensing    Branch    4         lp         18436.262        H4X   Flche    50-327,83/03/09, 
9303130041. 


— B30311Q233  Notice   of    issuance   &  availability    of    Amends    SB  b   17    to 
Licenses    DPR-77   &    DPD-79, respect! vel y 

ADENSAM, E   0         Licensing    Branch    4         83/O3/03         3pp          18434   312         24X 
Flche    30-327,83/03/03,8303110846 

83031B0213  Toryards   Amends   30  t.    19   to   Licenses   DPR-77   A    DPR-79, 
respectively,  safety    evaluation   &  notice    of    issuance   4 
availability   Amends    revise    license    conditions    to    include 
Commission   approved    guard    training    &   qualification    plan 
NOVAK,  T  M        Assistant  Director    for   Licensing        83/03/04        PARRIfi.H  Q 

Tennessee   Valley   Authority        3pp         10303  343        24X 
FIcho    90-327,83/03/04,0309180213 

— 0303100B24  Amends  3O  fr    19   to  Licenses   DPfi-77  t   DPR-79, respec tively , 
revising    license    conditions    to    Include   Commission   approved 
guard    training    d   qualification   plan   t>   safeguards    contingency 
plan 

EIBENHUT,  D  G        Division   of   Licensing        03/09/04         Ipp        18303  346 
24X    Flche    90-327, 83/03/04,  8309180313 


8305110034  Ooneric    Ltr   83-21    to    all    licensees    of    operating    reactors, 
•  Ppllcanti    for   OLs   tc   holders    of   CPs    re    clarification    of 
iccen    to    control    procedurei    far    laui   enforcement   visits 
Svc    lilt    and 

eiSENHUT.D.O        Division    of   Licensing         83/O3/11  Consolidated 

Ed  lion    CD      of   Mu  York,     Inc         16pp         18340  093        24X 
Flchl    30-000103/03/11,0305110034 

B3092&0373   Riquistf   remittance    of    balance    due    for    revieui    of    8S0921 
application   to   amend    Broun*   Ferry    1    Tech    Specs    ru    Cycle    5 
flCPH   v*lu»*  It  820&23  application   r»   physical    security    pUn 
chang*1!    Par  Siquoyah    1    d  £ 

«ILLER,H  O        License   Fee   Management    Branch.       83/03/20        PARRI8.H  O 
Tinntme   Valley   Authority        2pp         1B647   204        24X 
Flch*:  90-000,  83/03/20,  6305260373 

0305310167   For war di    rev   to    utll    830303   response    to   NRC   821112   request 
for   >d<fl    Info   on    fir*    protection    program  Rev   clarifies 
Ifli trumentation    loops, identified    by    fir*    thutdaum    logic 
diagram,**   being   required   for   hat  &  cold   shutdown 
MILLS, L  M        Tennessee   Valley    Authority         03/09/27        ADENSAM, E 
Llctnilng    Branch    4        6pp         1865B  290        B4X  FUhe' 30-337,  03/03/27, 
B3093101A7 


J      Insuran-c*    d    Indemnity    information 


B3030402«   Forwards   EndoriementB    9S  t.  26    to   NELIA  Policy   NF-247   t. 
MAELU  Policy   MF-102,  respec tive ly 

COCXi  J  R        Marsh   «c  McLennan,    Inc       B3/O4/29       9ALTZMAN,  J       Astistant 
Dlrtctor    far  State   t  License*   Relations        3pp         18333  244        24X 
Fleht'  30-327-  83/04/29.  8309040243 


—0303100234   Notice   of    issuance  &  aval  lab  1 1  i  by    of  Amends   30   5.    19    to 
LlCBnses    DPn-77  fc   DPR-79, respec tively 

ADENSAM, E    0         Llceniing    Branch    4         B3/03/O4         Spp          10903   392         24X 
Flche    30-327,83/03/04,8303180213 

— 0303100340  Safety   evaluation    supporting    Amends   30    t<    19   to   License* 
DPR-77   (.    DPR-79,  respectively 

*     Office    of  Nuclear  Reactor   Regulation,    Director        83/05/04        3j>p 
18303   334         24X   Fiche    50-3S7, B3/O3/O4,  8303180B1 3 

B303160362  Forwards   Amends   39   f.    IB   to  Licenses    DPR-77   &   DPR-79p 
respect! vel U, safety    evaluation   6  notice    of    Issuance   & 
availability   Amends    change    Tech   Specs    to   reflect 
Class    IE   bus    installation 

ADENBAM,  G  Q        Licensing    Branch    4        83/03/09        PARJU8.H  O        Tennessee 
Valley    Authority         Hpp          18473   016         24X   Flche    90-337,  B3/03/O3, 
8309160362 

—8303160366   Amends    29   t    IB    to   Licenses    DPR-77   !<   DPR-79,  resp  ec  tively, 
changing    Tech    Specs    to   reflect    Installation   of    second    level 
of   undervoltage    proteeton    for   Class    IE   buses 

ADENSAM,  E,  0         Licensing    Branch    4         B3/O3/03         24pp          18472   010 
24X    Fiche    30-327,03/03/03,8303160362 

— 830316036S  Safety    evaluation    supporting    Amends   29    d    18   to  Licenses 
DPR-77  !.  DPR-79,  respectively 

«      Office    of   Nuclear   Reactor   Regulation,    Director         03/09/09        3pp 
10472   042         24X    Flche    30-337,83/03/03,8309160362 

— 9309160369  Notice   of    issuance   &  availability    of  Amends   39   b    19    to 
Licenses   DPR-77  b   DPR-79,  respectively 

ADEN9AM.E   0         Licensing    Brancn    4         83/03/03         Ipp          18472   043         24X 
Flche    30-327,83/03/05,8305160.362 
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030309065'?  Generic    Ltr   83-2O   to    ail    operating    reactor    licensees   & 
holders    of   CPi    re    integrated    scheduling    for    imp  lamentation 
of    planC    mads    Svc     list    encl 

EISENHUT.D    0         Division    of    Lifonsing          B3/O3/09  Consol  i  dated 

Edison    Co       of    Now    York,     Inc  !6pp          18627     153         34X 

Flclle    30-000,  B3/03/09,  B305090AS9 

830313002-7    Infoi-mt    that    corrected    Page    3/4    6-2Q    Co    Amend    20    to    License 
DF.R-77  mill    tie    reissued   Page    include*    valve    FCV-77-3O    it* 
Tabla   3  6-2  valv*    inadvertent) y    omitted    from   original 
luuance    due    to    clerical    error 

KAMMER.D   S         Tennessee    Valley    Authority          63/03/09         A DEMS AM, E 
Licensing    Branch     4          Ip          1B437   O09         34X    Fiche    30-327,  B3/OS/09, 
B303 130029 

B3OS170M5   Responds     to    B30436    Itr    re    SER    on    envii-on    qua  1 1  f  I  cation    Of 
»afe ty-reia ted    electrical    equip-mont   Review    identified    no 
Item    in   NRC    Category    II    B   requiring    justification    Far 
continued   operation 

MILLS. L   M         Tennessee    Vail  ay    Authority         B3/O3/12         ADENSAM,  E 
Licensing    Branch.    4          ip          1B46A    284         34X    Flche    30-337,83/05/12. 
B30317014S 

8305240394   Forwards    into    re   *nviron   qua  1 1  fS  cs  1 1  on   of    electric    »q.uipment 
Important    bo    safety,  fer-    10CFR50  49lg)    Listing    of   electrical 
equipment    ti    schedule     for    qualification    or    replacement    of 
remaining    equipment   provided 

HAMMER,  D   3         Tennessee    Valley    Authority         83/03/50         ADEHSW, £ 
Licensing    Branch    4          79pp          13374    197         24X    Flche    30-337,33/05/30, 
930524O39-) 


0303040026  IE    Into   Notice    83-34,     "Loose   Parts    in   Secondary    Bid*    of 
Steam  Generators    at   PWR»    "    Svc    Mat    end 

JORDAN,E  L         Division    of    Emergency    Preparedness    &  EngimerinB 
Response    (Poet    Q30103)         B3/04/20  Consolidated   Ed  Hun   Co.     of  N*u 

Vort,     Tnc  113pp          18352   O47         24X    Ficho    30-000,  B3/04/2B,  0303040W6 

0303040027  IE    Info    Notice    03-25,     "gtandbg    Qa*    Treatment  fl««   M»*t»r  Hlf* 
Temp    Trip    Batpoint  Adjustment    "    Svc    list    one! 

JOffDAW,  £    L         DluiBion   op    Emergency   Preparedness    b  Engineering 
Re*pon»»    (Post    0301O3)         B3/04/2B  Consolidated    Edison   Co      of  Htv 

Yorki    Inc          llBpp         18363    163        24X   Fichu   90-000,  S3/04/SB,  e30304D027 

3303C4002S    IE    Info   Notice    03-36-     "Failure    of   Safety/Rel  1»F   Volvi 
Discharge    Line    Vacuum  Breakers    "   Svc    list    end 
JDRDAM.E    L         Blviilnn   of    Emergency   Preparedness    b   Englntering 
Raiponie    (Post    330103)         83/03/03  Consolidated    Edison   Co      of  Hi  a 

york,     Inc         12app         19441     170        24X   Fiche   90-OOO,  B3/05/03, 


B303040030    IE    Info  Notice    33-27,     "Operational    Response    to  Event* 
Concerning    Dull  berate   Acts    Directed   Against   Plant 
Equipment    "    Svc    list    one  I 

JQHDANrE  L         Division   of    Emergency   Preparedness    &   Engineering 
Reiponie    <Post   830103)         S3/05/O4  Consol  idatod   Ediion    Co      ef  lltv 

Yorfc,     Inc          1  12pp         IB3BS.3B3        24X  Fiche    30-OOO,  B3/OS/04,  S30304M30 

9303040031     IE    Info   Notice    B3-SB,     "Criteria    for   Protective  Action 
Recommendations    for   ffeneral    Emergtmcies    "   Bvc    list    encl 
JORDAfJ.E  L         Division    of    Emerflencg    Preparedness   *  Engineering 
Response    (Post    B3O103)         83/O9/O4  Consolidated    Ed  lion  Co      of  Htu 

Vorl.     Inc         119pp         18441    001        24X   Flche    50-000,  B3/OS/04,  0303040031 


0303310053    Application    tor    amend     to    Licenfei    DPR -7?   b    DPf)-79 
requesting    tefflporarij    change    in    Limiting    Condition    For 
Operation   3  S  2    1    a    for    onslte    power    dKtr  I  but  1  on    sys 
if  ILLS.  L    11         Tennessee    Va  1 1  *  i|    Autnorltij         83/O3/23         A3)  ENS  AM.  E   0 
Licensing    Brsnch    4         2pp          C8&33    16A         3tX    Fiche    50-327,93/05/25. 
S305310O53 


8303040033    IE    Info  Notice   B3-29,     "Fuel    Binding    Caused    bu   Fuel    Rack 
Da  format  ton    "    Eve    list   encl 

JORDAN.E  L         Division    of    Emergency   Preparedness    (c  Engineerinj 
Response    (Post    330103)         S3/05/06  Consolidated    Edison    Co      of  Mm 

York,      Inc  lISjip          1S333    S4B         24X   Fiche    30-000;  S3/O3/Ofi,  B303040&3] 


— S303310Q37  Proposed    Tech   Spec    requesting    temporary    channe    In   UJmiting 
Condition   fur    Operation   3   B  2    1    a    for    onsitu    pouir 
d  1  itrit  uti  on   sijs 

»       Tennesiee    Valley    Authority          93/03/33         6pp          19i>53    160         24X 
Ficne    30-3 


0303040034    IE    Info    Notice   93-30,     "Miaapp  1  Icatlan    of    Generic   Em.roniKil 
Operating    Procadurss    (HOP)    Ouldellnas    "   Svc    list    encl 
JORDAN, E  L         Division    of   Emergency   Preparedness    b  Engineering 
Rviponie    (Post    3301 03)         S3/O9/11  Consolidated    Edlion   CD      of  fin 

Vorfc,     Inc  114pp          1BS24    O03         24X   Fiche    SO-000/ 93/03/1 1,  B3030fl0034 


B3f>S310[S?  Advises    that    Tech   Spec    change*   authorized    ttj    Amend    29    to 
License    DPR-77  6  Amend    Ifl    to   License    DPR-71?  ui  1  1    ba 
implemented    upon   eajnpletlon   of    under  voltage    rnod  i,  tchedul  ed 
to    occur    before   Unit    3  refueling    outage 

HILLS.  L   »         Tennessee    Valley    Authority         83/03/26.         APENSAM.  E 
Licensing    Branch   4         Ip         1S63B    131         34X  Flche    30-337-33/03/26, 
B3O33IO1S? 

0      Inspectiar*   reports,     IE  Bulletins    (.   correspond  one* 

B212OiboaB5    IE    Info  Wotice    33-14,     "DHufaKered    Spent    Ion   Eichange   R«sln 
SuscupBlbni  ty    to    Etotntrmic    Chamical   Reaction    "   Svc    list 
incl 

TAVLOR.J  M        Division   of    Safeguards    &    Inspection    Programs    (Past 

830103)         B3/03/21  Consol  1  tfatfld    Edison   Co      of   New   York,     Ine 

1B300    319         24X   Fiche    50-000,83/03/21,8213060333 


9305270313   Forwards    JE    Insp    Repts    50-327/33-03   &   SO-32B/S3-03   on 
B30214-1S   No   n  one  amp  1  lance    noted 

VEflRELLI.D  M        Division   of   Project    &   Resident    Ppograma        B3/O3/33 
PARRIS.HO        Tennessee-   Valley    Authority        3PP         186^1    133        24X 
Fjehe    30-337.  83/03/33,9303870313 

—  93D32703S2    JE    In>p    Repts    30-337/83-03   i    50-336/33-03    on    63081-1-18   No 
noncofflpliance    noted   Major   areas    Inspected   radiation 
protection,  ship  m«nt    of   radioactiv*    matlilE  Bulletin    QO-1O. 
IE   Circular   82-47   S.  Ji  talth    physics    retraining 

COLLINS.T    H    ,     BARR,K   P         Region   2i     PFFlce    of    Director         63/03/23 
9pp          1S641    133         34X    Flche    50-327,83/03/23,8303370313 


G3O3040040    IE   Info   Notice   83-31.     "Error    in   ADUP1PE  Computer   Program  " 
Svc    lilt   encl 

JORDAN, E  L         Division    of   Emergency    Preparedness   i  Engineering 
Response    (Post    330103)        83/03/19  Consolidated    Edison   Co.     of  Miu 

York,     Inc         114pn         IB697. 009        S4X  Fiche    30-000,83/03/19.9303040040 

8303040046   IE    Info    Notice  83-33,     "Nonreprssentatl ve    Sampling    of 
Contaminated    Oil     "    Svc    list    encl 

JOiRDANjE  L         Division    of   Emergency   Preparadness   &   Engineering 
Response    (Post   830103)         B3/03/26  Consul idated    Edison  Co      o*  Nm 

VoTk,     Inc         114pp         IBA47  OO7        24X  Fiche    30-000.  B3/03/24,  B3030-I0044 

B30S31O077  Advises    that   rein»p    of    lou  pressure    turbine    disks    durlnp. 
Cycls    1   refueling    outage   revealed    four    minor    indications 
datorifllried    to    be    assembly    scratches    or    tool   fnarks   !<  not 
crack<    Llcunse    Condition   2   C    (a)    satisfied 

MILLS, L  M        Tennesiee  Vallrg    Authority        83/03/26        ADENSAH.E 
Licentlnfl    Dranchi    4,        Ip          18633    1S2         24X   Fiche    30-327,83/03/26, 
fl 3033 J 0077 

ft     Periodic   operating    reports    &  related    correspondence 


9309240323  MontMu.    operating    reptu    for   Apr    lfB3  W/830313    Itr 
MrtSONrC  C  ,     OUPREE.D        Tennessee   valley    Authority        83/OB/OT 
-   No   D*talle4l    Affiliation   Given        S4pp         18348  040        24X 
F(c4ie    30-337,83/03/09,83032^0323 


S     Reportable    occurrences.     LER*   tt   related    correspondence 


HKC 


B303040031    IE    Info  Notice   83-31,     "Defective   Emergeneu   Use   Respirator    " 
Svc    Hit    encl 

JORDAN^E  L        Dxvlslort   of   Emergency    Preparedness    &   Engineering 
flisponsi    (Post   83010?)         B3/04/IS  Consolidated    Eiflson    Co.     of   Neu 

VoMt,     Inc          12ipp          1B433    135        3AX    Flehe    90-OOO,  B3/04/13,  B303040021 

B303040023    IE   Info   Notice    93-SS,     "BUR    Safety/Relief   Valve   Failures." 
Svc    ICst    encl 

JORDAN.E  L        Division    of    Emerflancy   Pr»pareKne*«    it  Engineei-Jno 
Response    (Post   B30103)        S3/04/S3  Consol I datetf   Edison   Co      of    Neu 

York,     Inc         ilBff         19363  OS9        24X  Fiche   30-000,33/04/22,0303040023 

B3030400'35    IE    InFo  Notice   83-23,     •< Inoperatle   Containment  AtmotpherB 
Sensing    Sgs    "   Svc    list   end 

JORDAN.E  L        Division   of   Efflergency    Prepay edneis   &  Englnierlng 
Responto    (Post  830103)        83/04/23  Consolidated    Etfison    Co      of   New 

Vopt,     Inc          H?pp          103S1    391         2-1H    Flche    30-000.83/04/35.3303040033 


8304190199  Forwards    LED   B3-O43/01T-O 

OREEN,H  J        Tennoises   Valley    Authority        83/04/13        O'REILLYjJ  P 
Reolon    2,    Dfrlce-    of    Director         Ip         1B034   026        34X 
Fiche    50-387,83/04/13.8304170499 

— B3-U4190337  LEH    P3-O43/01T-O    on   B3033(,all    four    133-volt    dc   vital 
t*tt*rg   channels    declared-  Inoperable    due    to    Failure    to 
perform  ueeklij    infp    surveillance  uiithin   rBo,ulred    frequency 

KOOERS.HR.  .     HARDINQ.M  R         Tennessee   Valley   Authority        S3/04V13 

Region  S,     Office   of   Director        2pp         IB034  027        24X 
Plcho    30-327,  B3/O4/i3,H304190499 

B30S030176  Fqruiards    LER   B3-045/03L-0 

OREEN.H  J       Tennestec    Valley    Authority        33/04/26        O'REILLY,  J  P. 
Region   S.    OFFltt    of   Director.        Ip         18300  267        24X 
Flcho    30-327,83/04/26^303030176 
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— B3G3030IB3    LER   83-043/O3L-0   on    630401.06   !,    1O,  steam    generator     1    wide- 
rang*    l«v»l    channel    declared    inoperable   after    falling    I  otu 
Caused    by     faulty    recorder    l-LR-3-43,  probably    due    to 
defective    switches    In    connector  Recorder   replaced 
ROGERS. H    R    ,     HARDINO.M   R         Tennessee    Vail  eg    Authority         03/04/26 

Region    S:     Office    of    Director          Ip          18300    268         24 X 
FlChl    3O-337,  83/04/26,9303030176 


— 9305200432   LEfi    83-Q56/01T-O    On   S305Q3,  upp  er    containment    airlock     inner 
door    discovered    Inoperable    Caused    tij    sheared    stud    &    failed 
cam    follomer    bearing    on    latching    mechanism   Mechanl-sm 
repaired   (.   returned    to   svc 
UUDWIGiHC    ,     HARDINQ.MR         Tennessee    Valley    Authority         B3/05/O3 

Region    S.     Office    of    Director         3pp          18317    1B2         34X 
Fiche    30-327,03/03/13.9303200427 


B30SOao3A7  Forwards   LER   83-048/03L-0 

OREEN.H    J         Tennessee    Valley    Authority         93/O4/26         O'REILLV, J   P 
Region    2.     Office    of    Director          Ip          1B3O3   30O         24X 
Fiche    30-327,83/04/36,3303030369 


0303230330   Forwards    LEU   03-036/01 T-0 

QREEN.H   J         Tennessee    Valley    Authority         03/03/16         O'REILLV,  J   P 
Region   2,     Office    of    Director          Ip          18337    D33         24X 
Ficha    30-327,03/03/16,8303230330 


— 630-5030379   LER   fl3-04fl/03L-0    on    030338.  d  i  acoVBrod     that    on    820711    !. 
aSQlOB.  certain  main    steam   safety   relief   valves    failed    to 
milt   required    s«tpoint    criteria   Caused    by    normal    aging    of 
valve    spring    {.  ambient    temp    variations    Valves    adjusted 
CARVER, A   M    ,     HARD I NO, M   R         Tennessee    Valley    Authority         03/04/26 

Rtplon    S,     Offlct    of    Director         2pp          1S303   301          24X 
Ficha   80-337,93/04/26,0303030369 


—0303230536   UEF!    83-OS6/01T-0    on    030503,  Inner    door    to    upper    containment 
airlock    discovered    Inoperable   Caused    by    ah  oar  ad     stud    on 
latching    mechanism   &    failed     cam    Follower    bearing    allowing 
outer   door    to   open  while    inner   door   not    closerf 
LUDWie,  M   C    ,     HARDING.M   R         Tennessee    Volley    Authority         83/03/16 

Region   2,     Office    of   Director         3pp          10337   O56         24X 
Fiche    30-327,83/03/16,8309230530 


B3080SOi93  Forwards   LER   83-047/03L-0 

CREEW,  H  J        Tennessee   Valley   Authority        83/04/27        O'REILLV,  J  P 
Region    a.     Office   of   Director         Ip         1S33S    131        24X 
Fiche    30-327,83/04/27,8303030193 

—6303050306   LED   83-047/O3U-0  on   930409,  RCS   subcoollng   margin   monitor 
d-iclared    inoperable    due    to    failure    of    plant   computer 
Computer    failure    caused    by   memory    parity    error   Computer 
rvft'rtad    &   monitor    rettored 
HOQEfiS,  H  R    ,     HARD I NO,  M  R        Tennessee    Valley   Authority        93/04/27 

Region   3,     attic*    of  Director         Ip         1B339    133        24 X 
Fiehe    30-327,83/04/57,8303030193 

83-0903O123   Forward t   LER   83-033/03L-0 

GREEK. H  J        Tannes»Be    Valley    Authority        83/04/29        O'REILLY,  JP 
Rtfllon  £,     Ottict   of   Director         Ip         1S341    O37        H4X 
Flchl-    30-327.83/04/29,8303030123 

—  3303030133   LER    B3-033/03L-0   on  B30331,  during    revlam   of   malnt    requests. 
dlicav»red    that    on   830319    steam  ijenorator   blouidoiun    Isolation 
vulv*    I-FG-1-14   would    not    stay    open   &   Surveillance 
Instruction   SI-lii  h   post-maint    stroke    test    not    performed 
CARVER,  A   M   ,     HARDINO.M  R        Tennessee   Valley    Authority        83/O4/2? 

FUjion  B,     Office   of    Director         Ip         10341    03B        24X 
Fllh*   30-327iB3/04/29,  8303030123 


B30S230526   LER    03-035/O3L-0   on    030420,  iuh  i  1  e     In   Mode     1.  turbine    bldg     sufnp 
radiation  monitor   declared    inoperable   dua    to   failure    to   meet 
surveillance    requirement!   Caused    by    debris    from    sump 
blocking    flow  switch   Floui  luieth    cleaned    tl/030519    Itr 
RODOER6.K   Ft    ,     HARD  I  NO,  M   R    ,     SHEEN,  H    J         Tannessme    Valley    Authority 
03/03/18        O'REILLV.J  P        Region  3,     Office    of   Director        2po 
193B3   341         24X   FlChe    30-337,93/03/18,8305230326 

B303230332   LER    03-0&3/03L-0   on    930436 ,  pressurl  iar    POFtV    1 -PCV-6F-340A 
failed    to   open  Caused    by    failed    coll    In   ASCO  solenoid    model 
LB831634   Valve  will    be  repalre-d   at    First    outage    of 
sufficient   duration   W/B30318    1 tr 

HARDINQ.rl   R    ,     LUDUIQ.  H   C    ,    OREEN,  H    J         Tennessee    Valley    Authority 
83/03/18         O'REILLV, J   P         Region   2-,     Office    of    Director          2pp 
1930S   227         24X   Flehe    30-337,83/03/18,8303230532 

B303260307  NPDES  noneompl  iance   notification    on  03O32A    t<   29,  temp    riso 
between   upatream  ambient  monitor   t>    if  a  tun  stream  river    monitor 
eicaeded   3  4  P   limit   Caused    by    lou    pi verF  1  fltiis   Cooling    toujer 
t    increased    riverflous    uaed    to    eliminate    delta    temp    changes 
EL-A3HRY.M   T         Tennessee   Valley    Authority         83/O3/23         MARLAR.  J 
Environmental    Protection  Agency        Spp        LB623  336        34X 
Fiche    30-337,83/03/33,9305360307 


X      Onsite  Storage   of   Loia  Level 


6303HO325   Foruards    LER    B3-034/03L-0 

OREeN.rf  J        r»nnitit*   Valley   Authority        93/09/09        D'REILLV.J  P 
Higlon   Z,     OfMci    of   Director         Ip         19406    160        34X 
Ffeni-  50-327,93/03/03,9309110323 


LER   B3-034/03U-0   on   030406,  uihi  1  e    performing    Special    Test 
BO-S°rEAH~JW3r-a3-3,  contalnmsnt    isolation    valve    l-FCV-1-192 
fulfil    to    opon  Valve   rtpalred    but    failed    again  S   days    later 
Cauiid    bij    ncasilve   uear   Parti    replaced 
LUDUIO.U  C   •     HARDINO,  N  R        Tennessee   Valley    Authority,       83/03/05 

FtvgJon    S.    Office    of   Director,       Ip         10406    161        24X 
Flehe    3-0-327,  B3/05/OS,  8303110323 


0305030679  Requests   remittance   at    add  1    sum    to   complete    payment    of 
B00731    b    1124   amend   applications    to    permit    storage    of    lou 
level    raduaste 

MILLER, W  O        License  Fee  Management    Branch        93/04/23        MILLO.  L  M 
Tennessee   Valley   Authority        Spp        IB307    193        34 X 
Fiehe    30-000,83/04/22,8303030679 


DOCKET   50-328  5EQUOYAH  NUCLEAR   PLANT,     UNIT  2 

F     Security,    medical,     emergency    &    fire    protection    plans 


B3D3IIQ373  Forinavds   LER   83-032/03L-0 

OREEM,  H  -J        T*nneis«e   Valley   Authority        83/03/05        H'REILLV, 
Rtglon   S.     Office    of   Director         Ip         10406   236        24X 
Flehl'  30-327,  03/03/03,8303110373 


9303270313   Forwards    IE    Insp    HeptS    30-327/03-O.3   d   3O-33B/83-03   on 
030214-10  No   noncompl iance   noted 

VERRELLI.D  M        Division   of  Project   &   Resident  Programs         83/03/23 
PARRIS.H   0         Tennessee    Valley    Authority         2pp          1E364I     193         24 X 
Fiche    30-327,03/03/23,0303370313 


—  B30511Q3B2  LER    83-033/03L-0  on   030407, while    running    shortened    interval 
at    Surveillance    Instruction    196.  tuio    of    four    level    suiltchei 
found    out    of    tolerance   Probably    caused    by    instrument    drift 
or    calfbr    techniques   Switches    ealibr 
LUCMIO,  W   C    ,     HAHDINO,M   R,        Tennessee    Valley    Authority         B3/O3/03 

Region   S,     Office    of    Director         Qpp          18406' 237         BIX 
Flch«>  SO-337.  aS/03/03,  03031 10373 


—8303270322    IE    Insp   Repts   30-327/03-O3  Jc  3O-328/93-O3   on    830314-10  No 
noncompl  lance   noted   Major  ar«a.s    Inspected    radiation 
protection,  shipment   of   radioactive    matl,  IE  Bulletin   SO-IO, 
IE  Circular   02-49  l<  health    physics    retraining 

COLLINS,  TO         Region    2,     Office    of    Director         03/03/22         7pp 
10641     133         24X    Fiche    30-337.  S3/03/23,  B3OS270313 


0309200377   Forwards   LER   B3-09S/03L-0 

OREENrH  J        Tennasiee   Valley    Authority        S3/05/12        O'REILLViJ  P 
R#glon  a,    Dfrici   af  Director        Ip        18314   126       24X 

Flcnl, :  50-3B7j  B3/03/1B,  9303200377 

--B3052003B1    LER    BQ-033/03L-0   on   B30413,bank    D  movable    control    assembly 
flielarid    inoperable    due    to    failure    to   move   rods    after 
receiving    rod    control    sys    urgent   alarm  Caused    by    blown 
pfii*»  C    ref   voltage    futi   FU-IO  Fuse   replaced 
ROOEFJ8.H   R    ,    HARDINO.  M  R        Tennltlee   Valley   Authority        33/03/12 

Region  a,     Office    of    Dlrietor        Ip         10314    127        24X 
Flehi-   30-327133/03/12,  B303200377 

Q3Q3200427  Formardt  LEFt  83-03*/01T~0 

flfi^ENpH.J.       Tinm»ie»   Valley    Authority        83/03/13        0'REILLV,J  P 
nielon    3,    Office    of   Director.       Ip         18317    131        24X 
Fichu  30-327,  83/03/13,  B303B00427, 


S3031B0213  forwards   Ainandj   30  t,    19    to   License*   DPR-77   4    DPR-79, 
respectively,  safety    evaluation   tt    notice   oP    Issuance   A 
availability   Amend a   revise    license   conditions    to    include 
Commission   approved    guard    training   (.    qualification   plan 
NOVAK.T  M        Assistant  Director    tar   Licensing        83/03/04        PAfWlB.H   Q 

Tennessee   Valley   Authority        Spp         10303  343       24X 
Fiche    30-327-03/03/04,6305190313 

—8303180324  Amends   30  !<   17   to   Licenses    DPR-77  i   DPft-79,  resp  ecti  vely, 
revising    license    conditions    to    Include   Commission    approved 
guard    training   d   qualification    plan   &   safeguards    contingency 
plan 

E1SENHUT,  D  0        Division   of   Licensing        93/03/04         4;p         1030?  34Q 
24X    Fiche    3O-337,  83/05/04,  93031B0213 

— 8303180234  Notice   of    issuance   &   Availability    of  Amends    30  i    19    to 
Licames   DPR-77  &  DPR-79,  respective Jy 

ADENSAM,  E  fl        Licensing   Branch    4        33/03/04        3p  p         ia903'3SS        24X 
Fiche    30-337,83/03/04,8303180-213 
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—  B303ieO24B  Safety    evaluation    supporting    Amanda   30  t.    If    to  Licenses 
DPH-77  fc  PPR-79, respectively 

*      Office    op  Nuclear   Reactor    Regulation.     Director        63/05/04        3pp 
1S903   334.        SIX    Ficfi*    30-327,  83/09/O4,  B3Q31B0213 

B309-100101    Responds,    to   830309   teleon   request    r»    review   of    propos-id 
phyilcal    security    plan   Plan    to    be   revised    by    ptant 
operation*   review  commit t*»    Cfianjea    have    not    reduced    nuclear 
safety 

MILLS,  L  M        Tennaise*    ValHy    Authority        93/03/O3        ADENSrtM,  E 
Lloniing    Bramcti    4          lp          13377    114         24X    Fiche    50-327,03/05/03, 
8305100101 

9303110034  Generic    Ltr  B3-21    to    all    license**   ot    operating    reactor*, 
applicants    far   OL»   b  holder*    of   CP-t    re    clarification   at 
access    to   control    procedures    pur    law   enforcement   visits 
BVc    list   end 

EISEHHUT,  D   O,        Division    of    Licensing         B3/03/11  Consul  Idd  terf 

Ed  t ion   Co      of   Hsu   York,     Inc.        16pp         16340   095        24JC 
Flch*.  50-000,  63/03/11,0305110034 

B3Q924O372  Rgqueste   remittance    of    balance    ilue    for   review   of   S3Q4S1 
application    to    amend    flrowni    Firry    1    T«eh    Specs    re   Cycle   9 
MtPft   vilutt  ft  87.0623   application    r«    physical    lecurlty    plan 
changes   for  Sequauah    1    b  2. 

MJLLES,  U.O         Llc*n*e   Fte   Han»a«ment    Qranth         B 3/03/20         PARRIS.H   0 
Tennesile    Valley    Authority.        2pp          1B647    284         24X 
Fiche   30-000.03/05/20,0305860372 

B303310167  Forward*    rav    to   utll    3303O3  response    to   NRC   B21112  Tsuuest 
for   add!    Info    on    fir*   protection   program.  Rev  clarifies 
lnitru»»ntat 1  on    loopd  idintlf I  id    by    tlrt    ihutdoun    logic 
dfagrjAiaf   being    r«q,ulrad    for   hot   &    cold    aJiutdoun 
HILLS,  L  H        Ttnnn«ir   Valley   AutSorJtij        83/03/37        A  DENS  Art- E 
LIc»n»ing    Branch   4        &pp         ISSfl?  390        34X  Flehe   SO-3S7.  B3/03/27, 
8^03310167 


—  H3091B0224    Araetiil*    30   t,    19    to    Licenses    DPfi-77   S.    DPR-7*.  respectively* 

reviling    llcpnse    conditions    to    include    Commission   ap-proved 

guard    training   &    qualification   plan   &   safeguard:    cent  ins  incij 

plan 

EI9ENHUT.  0  O        Division   of   Licensing        83/03/01        4pp         18303  3te 

34X   Flche'  90-327,83/05/04,0305180313 

—6303100234   Notice    of    issuance   &   availability    of   Amend!    30   t    1?   to 
Lictniea    DPR-77   fc   DPfi-79,  rospec  tl  VB  Ig 

AD  ENS  A  H,  E  O        Licensing    Branch    4        83/09/04        2pp         18503  092      341 
Ficht    50-337,  B3/03/04,  B3091S0313 

—  03051  BOH4  a   eafatij    evaluation   support  ins    Amende    30  &    19    to    Llcenici 

DPR-77   &    DPR-79.  i-a«ptitlvelij 

*     Office    nf    Nuclear   Reactor   Regulation,    Director        B3/O3/04       3fp 
1B303    334          24X    FlctiB    30-337,  B3/O3/O4,  e3031BOS(3 

B303160362  ForwariJi   Amends    H9  !<    IB    to   Licenies    DPR-77  !.    DPR-7?, 
respoc  tlve  1  yi  safety    evaluation   !>   notice    of    Issuance   & 
availability    Amend*    change   Tech    Specs    to    reflect 
Clan    IE    bus    instillation 

,  E   O        Licensing    Branch   4        33/03/05        PARIilS,  H   0        rrnneiti* 
Authority         Spp          1S472   016         24X    FlChe    30-327,  B3/O3/O5, 


~B3031603iii   rtmatids    E-?  t,    IB    to   UicunsHS    DPR-77  t,  DPR-79,  respeetivil). 
•changing    Toch    Spocs    to    reflect    Installation    of    second    level 
at  undarvol  tag*    prottcton    for   Class    IE   buies 

ADENSAM,  E  0.       Licensing    Branch    4        33/05/O3        24pp         1B47S  01B 
B4X  FieJie    5O-327-  83/OS/O3,  S3031A0362 


—  3303160360    Safetg    evaluation    *upporting   Amends   29   & 
DPR-77  &    DPR-79.r»spactlvelij 

«     Office    of   Nuclear  Rlactar   Regulation,    Director 
10*73  O43         S4X   FlChe    30-337,  83/03/05,  B30316O3&2 


Idiuranc*   b   Indemnity    Information 


3303040843  Forward*    Endorttmint*    33  4   26   to   HEL1A  Policy    NF-Z47   4< 
HAELU  Pollcij    HF-IOZ.  p«sp»ctlvil« 

DUCK.J  B        M*r«h    ft   MeL-ennan,     Inc        63/04/29        SALTrMAN.J        Assistant 
Dirtctor    for   a  tat*    b  (-iciniee   ftelatlani        3pp         16323  S44        24  X 
FI  eh»:  90-387,  B3/O4/39,  B305040243 

P.    Opcr*tli>ir    llttnie    stag*   document*   &  correspondence 
———————  ————-«>--.-.  —  __~...  —  >^>  —  _«-_____^  —  ..,,-.,__«..___,  —  , 

93030400B4  Aeh    r«cs-(pt    of   B30J04   application    for    rev  of    Llcente 
Condition   Z.Ctl-4)    Fa«    tmmptian    rec;ij»iit    denied    Payment    of 
Clan    II    ttt   r«qu«ited 

DIOflHiR  M        License   F«l    Management   Branch        B3/04/26        PARRJ3jH  0 
Tennis***  V»ll«u   AuthoMtg.       If         1B33&.S3Z        24  X 
Ftch*    30-3B8,  B3/01/aS,  B30S040034 


S3O5020455  0«n«rlc   Ltr   B3-1?   ta   alt    power   reactor  ft    letting    licensees 
re    ntu   proeeJur*!    for   provldlns    public    notice   concerning 
Isiuanc*    or   anendi    to  OLi    Svc    Hit    en<l 

EISENHCJT.D  0.       Blvlslan   of   Licinilng        33/03/02  Coniol  idateii 

Edlion  Co      at  Htu  Yorfc,     Jnc        30ji(         JB44I    120        S4J( 
Flche    30-000.  B3/O5/02,  B303020439 

B303110S4A  Foruarrft    Amandl   SS   tr   17    to   Llt.nisi   PPR-77  !,    DPR-7?, 
r*ipictlv*lv>  tafity    evaluation  *.  notice    of    Isiuarici   & 
availability.  Amends    r*viie   T»cH    Spflei   re    upper    hiad 
Injection  a  c  cumuli  tor   uat<r    level    tetoalnt   V   tolerancei 
ADENSAM,E.O        Llc*n*Ing    Branch    1        83/03/03        PARRIS.  H  O        Tennessee 
Vallay    Authority.        3pp.        IB434    39S         34X   FIch«    30'327(  B3/03/03, 
9903  1  1  0246, 

—  B30311O24?  Afliinifi   SB  t    17    t»  Llcen»ei    DPH-77   Si  DPB-79,  r»»pectlv*  ly. 
reviling   T»ch    Specs    r*    upptr   hsad    Injection    accumulator 
water    lev*!    sttpulnt   l<    tolerance. 

AOENBAM,  E  0.       Lle«nsJng   Branch    4        83/03/03        Bpp         1S434    301.       24J( 
Flehe    30-337,83/03/03,  B3051102flb 

—8303110390   Saf.lv    evaluation    supporting   Aflrnds   SB  t   17    to   Llcensai 
DPW-77   tt  DPR-79-,  raip  ee  tlvelg 

»      Office    of  Nuclear    R»»ctor   R»gtilatfonj    Director        H3-/O3/03        3pp 
1B434-30T,       S4X   Flch*    SO-327,  H3/05/03i  B309II024& 


8303110333  Nobfc*   of    lnuince  t,    ivj 

Licenses   DPR-77  *   DPR-77,  retaic  tlvelg, 
ADENSAM'  E.  fl,       Lic«n»lnfl    Branch    4        B3/03/03 
Fleft*.  30-327,  B3/OS/03,  B3&SI  10246- 


of  Am  t  nit   SB   t,    17    to 
3pp         16134  3IS 


B30S19Q213  Foruarili   Am«nd»  30  it   19  to  Lleensei  DPR-77  &  DPR-79, 
r*sp»etlv»ly,s4fst||    evaluation  t,   notice   of    f*su*nce   t, 
•V4ll*bllltu,  Anends    revl»e    Home    conditions    to    Include 
CoiMit**lon    e-ppToved    gu«ril    tr*lntng   4    qualification   plan 
NOVAK,  T  «        Anlstant   Director    for  Licinclnf.       83/05/04.       PARfrre.H  O 

Tenneite*   Valley    Authority        Spp         13303.343        24X 
FI c*e:  30-327,  03/0  V 04 «  B 3031  a 03 13 


Notice-    of    Issuance   i  availability    of   Amends    29  &    13  to 
LUtni*B    DPR-77   !<    DPR-79, respec tively 

ADENSAM,  E    O          Licensing    Branch    4         83/03/03         4pp          1S47S   043        MX 
Flch»    50-327.83/03/05,9303160362 

0303090639  Generic    Ltr    83-20    to   all    operating   reactor    licensees   k 
holders   of    CPt    re    Integrated    scheduling    for    implementation 
of    plant  mods    Svc    list    end 

EISENHUT.D    0         Division    of   Licensing         83/09/09  Consolidated 

Edison  Co      of    N>u   Vort,     Ine         I6pp         IS6B7,  1 53        24X 
Flehe  50-000,  B3/03/O9,  Q303090639 

83051300:29   informs    that    corrected    Page    3/4   6-aO   to   Amend    20    to   L(CEni» 
DPR-77  will    be    reissued   Page    Include*    valve   FCV-77-gO    in 
Table  3  6-2   Valve    Inadvertently    omitted    from  original 
Issuance   due    to    clerical    error 

KAMMEB,D  S         Tennessee  Valley   Authority        83/03/09        A  DENS  AM,  E 
Licensing   Branch    4         lp.       1S437  009        24X  Flehe    50-337,  B3/OS/O9, 
83OM3QOS? 

B3QS17014S  Reaponds.    to   B30426    Itr   re   SER   on    environ   qualification    of 
iaf ety-rela toil    electrical    equipment   Review    identified   no 
Item    in  NRC    Category    II    D   requiring    justification    for 
conti  nued   op  era  t ton 

MILLS,  L  M        Tennet-see    Valley   Authority        83/05/12        ADENSAM,  E 
Ltcanilng    Branch     4          lp          18466   304         24*    Flehe    30-327,83/05/12. 
6303170145 

B303340394  Forwards    info    re    environ   qualification   of    electric    equipment 
Important   to    safety. per    10CFR90   49(g)    Listing    of    electrical 
equipment  k   -schedule    for    qualification   or   replacement   of 
remaining    equipment    provided 

KAWMER.D  S        Tennessee    Valley    Authority        33/03/20        ADEMBflM.  E 
Llc.nslno    Branch    4          79pp          1BS74    197         21X   Fiche    50-327.  93/03 /2O, 
830*240394 

B303310033  Application    for    amend    to   Licenses    DPR-77  *   DPR-79 
requesting    temporary    cnange    In  Limiting    Condition    for 
Operation   3  B   S    I    a    for    onsite   pouer    distribution    sya 
rtrLLS. L  M        Tennessee    Valley   Authority        S3/O3/23        ADENSAM, E  0 
Licensing   Erancji    4         Bfp         1B&S3    166        S4X  Fiche    30-327,83/09/23. 
6308310033 

— B3O3310057  Proposed    Tach    Spec  requeitlng    temporary    change    In   Limiting 
Condition    for   Oper-atlon   3  8  2    1    a    for    onslta    pouer 
distribution   »ijs 

*       Tennenee    ValHy    fluthoriti;         33/03/25         6pp          1B633    168         24X 
Flche   90-SS7,  B3/09/25<B303310O33 

B30S31-Q1S9  Advises    that    Tech    Spec    changes    authorized    by   Amend   29    to 
License  DPR-77    t,  Amend    IB   to   Licenne   DPR-79  uijll    be 
implemented   upon    completion    of    undervol tage   mods, scheduled 
to   occur   before    Unit   2    refueling    outage 

HILLS, L  M        Tennessee   Valley   Authority        83/03/26        ADENS/M,  E 
Licensing  Branch    4.        lp         I965S    151        24X  Flcha    30-327, 33/03/SiS. 
S30331OIS9, 


DOCKETED  ITEMS 


201 


0      Inspection  reports,     IE  Bulletins    fc  correspondence 

&&12Ot03BS    IE   Info   Notice   B3-14,     "Deuiatared    Spent    Ion   Eichange    Resin 
Susceptibility    to    Eiotharmic    Chemical    Reaction    "    Svc     list 

TAVLQR.J   M        Division    of   Safeguards   t.    Inspection   Programs    (Post 
030103)          03/03/21  Consolidated    Edison    Co       of    NBUI    York,     Inc 

Il2pp          1B30Q   319         24X    Fiche    SO-OOO.  S3/O3/21,  S2I206038S 

6303270313    Forward.    IE    Insp    Repts    30-327/B3-O3   t,    3O-328/B3-03    on 
B3O2I4-18   No   noncompliance    noted  „„,„„,„„ 

VERRELLI,D   M         Division    of    Project    t,    Resident    Programs         B3/O3/23 
PAftRIS.H    O         Tennessee    Valley    Authority         2pp          18641     1B3         24X 
Fiche    50-327.83/03/23,8303270313 

—3303270322    IE    Insp    Repts    50-327/83-03    t<    3G-32B/83-Q3    on    830214-16   No 
noncompliance    noted    Major    areas    inspected    radiation 
protection,  shipment    of    radioactive   matt,  IE   Bulletin   80-10, 
IE  Circular   B2-49   t>   health    physics    retraining 

COLLIN9.T   H    .     BARR.K   P         Region    2,     Office    of    Director         B3/03/22 
9|ip          IBA41     1S3         24K   Fiche    30-327,83/03/23,0303270313 


B303040044    IE    Info  Notice  83-33.     "Nonrepre  santative   Sampling    of 
Contaminated    Oil    "    Svc    Hit    encl 

JORDAN,  E  L        Division   of   Emergency  Preparedness  ti  Engineering 
Response    (Post    830103)         83/05/26  Consolidated    Ed  lion   Co      of   Neu 

York.     Inc          114pp         19647007         24XFlehe     30-000,03/05/24,3303040014 


R      Periodic    operating    report*    t,   related    corresponding* 


8305240333   Monthly    operating    reptB    for   Apr     1983   H/B3Q313    Itr 
MASQN,C   C    .    DUPHEE.D       Tennessee   Valley    Authority        B3/03/Q-7 
-    No    Detailed    Affiliation   Qiven         24pp  1B348   O40         24X 

FichB    30-327,63/03/09,8303240323 


8     Reportable    occurrences.    LEfis   !<  related    correspondence 

Q30S230373  Forwards    engineering    evaluation    r»pt.     "Cracks   li  Lejks    In 
Small    Diameter   Piping    " 

BROUN.E  J        Reactor   Operations   Analyst  i    Branch        83/04/19 
8EYFH1T.K   V         Reactor    aperationi    Analysis    Branch         lp         1B341    342 
24X   FichB    30-000,83/04/19.8303230373 


8303040021    IE    Info   Notice   83-21,     "Defective    Emergency   Use    Respirator    " 
Svc    list    encl 

JORDAN.E   L        Division    of   Emergency   Preparedness   &  Engineering 
Rus&onse    (Post  830103)        83/04/13  Consolidated    Edison   Co      of   New 

York.     Inc          126pp          18433133         24X    Fl the    SO-OOD, B3/O4/13, B3O3040O21 

B30304Q033    IE    Info   Notice   83-22,     "BWR   Saf etg/Re  1  i ef   Valve   Failures    " 
Svc    } 1st    encl 

jORDAN,i:   L        Division    of   Emergency   Preparedness   &  Engineering 
Respon*e    (Post   830103)        83/O4/22  Cansol  ( dated    Edison   Co      of   New 

York,     Ire          112pp          I83B3   QS9         24X    Fiche    30-000,83/04/32,83030-10033 

S3Q3C40029    IE    Info  Notice   83-23.     "Inoperable    Containment   Atmosphere 
Sensing    Sna    "   Svc    list    encl 

JORDAN, E    L        Division   of   Emergency    Preparedness    t-   Engineering 
Response    (Post  830103)        83/04/23  Consolidated    Edison   Co      of   Neu 

Yuri,      Inc          119pp          18381    291         24X    FichB    30-000,83/04/23,8303040033 

fl303040Q2i>    IE   Info  Notice   83-24.     "Loose   Parts    in   Secondary    Side    of 
Bteam  Generators    at    PWRs    "    Svc    ll«t    end 

JOROAN.E   L        Division    of   Emergency    Praparednnss   &  Engineering 
Response    (Past   030103)         83/04/88  Consolidated    Edison  Co      of   Neui 

York,     Inc          113pp          18332   047         24X    Fiche    30-000,  B3/04/SB, 8303040026 

6303040037    IE    Info  Notice   B3-35.     "Standby    Oas    Treatmant   Syi   Heater   High 
Temp    Trip    Setpoint   Adjustment    "    Svc    list    encl. 
JORDAN, C    L        Division    of  Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)         B3/O4/2B  Consolidated    Cdlson  Co      of   Neui 

York,     Inc          tiapp          1B3B2    143         24X    Fiche    30-000, B3/04/HB, B303O40O27 

8309040023    JE    Info   Notice   83-26,     "Failure    of    Safety/Relief  Valve 
Discharge    Line  Vacuum   Breakers    "    Svc    list    encl 
JORDAN.  E  L        Division    of   Emergency   Preparedness   &   Engineering 
Response    (Post  830103)        83/O3/03  Consolidated   Edison   Co,     of   Neui 

Yori.      Inc          ISSpp          18441     170         B4X    FichB    30-000,83/03/03,8303010028 

8303040030    IE   Info   Notice   83-27,     "Operational    Response    to   Events 
Ccfltornlng    Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Svc    list    encl 

JOfiDrtW,  E  L        Division    of   Emergency    Preparedness   fc  Englneerino 
Response    (Post   830109)         B3/03/04  Consolidated    Edison   Co      of   Neui 

York,     Ens          1 12pp          1B3S2   282         24X    Fiche    30-000, B3/O3/04, B30304OO30 

B30304003I    IE    Info  Notice   B3-2Bi     "Criteria    for   Protective    Action 
RBtommanrf-ations    for    General    Emergencies    "    Svc    list    encl. 
JORDAN.E   L        Division    of   Emergency    Preparedness   <<  Engineering 
Response     (Post    B301O3)         B3/O3/O4,  Consolidated    Edison   Co       of    New 

York,      Inc          119pp          18441    O01         24X   Fiehe    30-OOO, 83/03/O4, 8303040O31 

B303040033    IE   Info   Notice   83-29,     "Fuel    Binding    Caused    by    Fuel    flack 
Deformation    "   Svc    list    encl 

JORDAN!,  E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post   B3OI03)        63/03/06  Consolidated    Edison  Co,     of   New 

York,     Ine         119pp         18323  24B        24X   FichB    30-000,63/03/06,8303040033 

3303040034    IE    Info  Notice   B3-30.     "Misapplication    of    Generic    Emergency 
OpflrJfclng    Procedures    (EOP)    Guidelines    "   Svc    list    encl 
JORDAN,  E   L        Division    of   Emergency    Preparedness  ti   Engineering 
RdtporUB    (Post   830103)         83/03/11  Consolidated    Edison   Co      of  New 

Yort.     Ine         114pp         1B324  003        24X   Fiche    30-000,  83/03/1 li 8303040034 


— B303230619    "Cracks    b  Leaks    In  Small    DUmetar   Piping."    ingln*irlng 
evaluation   rept   Small    pipe    leaks   associated   u/unJinticlpatid 
vibration   problems   require   add  I    supports    or   rerouting    of 
piping 

BROWN,  E  J       Reactor  Operations   Analysis    D ranch        83/04/19        9pp 
1BS41    343         24X    Fiche    SO-OOO,  B9/O4/19,  B30323O373 

B30303013S  Final    rept    far   Deficiencies   A  4   D   Te   procurement  control 
activities   uhlch    could    lead    to    shipment    of    defective 
equipment   tt   adversely   affect    plant    safety    Initially    reported 
on  B10316 

MILLB.L  M        Tennessee   Valley   Authority         93/04/37       D'REILLY.J  P 
Region   2.    Office   of   Director        3pp        18341    O83        24X 
Fiche    30-000,83/04/27.8305030132 

8300Q3021B   Foruards   LER   83-04A/03L-0 

OREENiH  J        Tennessee   Villey   Authority         93/04/27        D'REILLY.J  P 
Region   S.    Office    of   Director        lp        18333  O92        24X 
Fiche    30-388, B3/Q4/27.  8303030310 

—8303030234   LER   B3-044/03L-0    on   830401, RCB    subcoollng   margin   monitor 
declared    Inoperable   due    to    failure   of    plant   computer 
Computer    failure    caused   bg    attempt    to    run    program   loaded   on 
faulty    disc   Program  reloaded    to   dlffarent    area   of   disc 
ROGERS,  H  R   ,    HARDINQ,  M  R,       Tennessee    Vallay   Authority        83/04/27 

Region  2,    Office    of   Director        lp         18338  093       24X 
Flcha    30-338,83/04/27,8303030218 

8303030211    Toi-uards   LER   83-031/03L-0 

OREEN'H  J        Tennessee   Valley    Authority         03/04/29       O'REILLY,  J  P 
Region  2,    Office    of   Director        lp        1B333-110        24X 
Fiche    30-328,83/04/29,3303030211 

— 8309030217  LER   B3-031/03L-0    on   830401,  safe ty    Injection   sys   baron 
Injection    tant    Inlet    shutoff   valve   E-FCV-63-4O  uould    not 
operate   Caused    by    dirty   motor    starter    contactors   Contactors 
cleaned   !>   icreui  connections    tightened 

CARVER.A  M  ,    HARDINO.M  R        Tennessee    Valley   Authority        83/04/29 
Region   2.    Office    of   Director        lp         1S333   111        24X 
Fiche    30-323.83/04/29,8303030211 

8305110409   Forwards    LER   B3-030/03L-0 

OREEN.H  J        Tennessee  Valleu   Authority,       B3/03/06       O'REILLYiJ  P 
Region    2,     Office    of    Director,        lp         IB39H    OO2        24X 
Fiche    30-328,  83/03/06,8303110409 

— B303110419  LER  83-030/03L-O   on   830413,  contro  1    rod  D-B    failed    to  move 
u/rest   of    bank    upon   demand    &   became   misaligned    by   more 
than    12   steps    Caused   by    Inoperable    lift    coil    due    to    open 
connection   at  vessel    head 
ROGERS,  H  R, ,    HARDINO.M  R        Tennessee   Valley   Authority        B3/09/06 

Region   2,    Office    of   Director        lp         1B392  003       24 X 
FUfie    30-32B,  83/03/06,  B3031 10409 

830S2BO342   LER   B3-040/03L-0    on    830419,  automat  1  c    control    valve 
2-LCV~3-136   in   auxiliary    feedwater    sys    failed    to   open    on 
demand   Caused    by    incorrect    size    of   metering    orifice  Correct 
parts    Installed   M/B3OB19   Itr 

OREEN.H  J   i    ROOERS.H  R   i    WARDING,  M  P.        Tennessee  Valley   Authority 
B3/OS/18        O'REILLY,  J  P        Region  f-    Office    -of   Director        4pp. 
1B3S3   333         24 X   Fiche    DO-328,  B3/OD/1B,  8303230342 


0303040040    IE    Info   Notice    83-31,     "Error    In   ADLPIPE  Computer   Program. " 
3vc    list    «ncl 

JOpDAN, E  L        Division   of  Emergency    Preparedness   i  Engineering 
R«4pon»e     (POtt   830103)         B3/OO/19  Consolidated    E  ill.  on    Co       of    Neu 

Yort.     Inc          114pp          18697   009         24X    Fiche    30-000,  B3/OS/19, 8303040040 


B3032903BO   LER    B3-062/03L-0   on    830421,  three-    of    four    1*V«1    SUitehes     In 
upper   bead    Injection   sys    discovered   out    of    tolerance   On 
8303O9iall    Pour    switches    found    out   of    tolerdnce  Caused   by 
Instrument   drift   Switches   recallbr   U/B3O918    Itr 

LUDWIO.W  C   ,    HAflDINQ.MR        Tennessee   Val  1  »g    Authority.       B3/05/IB, 
O'REILLV,  J  p        Region  2,    Office    of   Director-       2pp        1B3B3  347       2-4X 
Fiche,  30-328, B3/09/1B, B30S23O380 
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B30523O4QG   LEH    B3-O64/03L-0    on    B30420j  *utl  1  iari]    f  eeduister    automatic 
valve   .3-LCV-3-14S    failed    to   close   on    danand    frotf  control 
&osrcf    Caused    by    failure    a(    Dec  I  man   Mode]    0013-2093-0200 
controller    due    to    faulty    voltage   H/83Q31B    Itr 

RDCEF5S.H   fi    ,     HA.RDIWO.  H   R    .     GflEEiN,  H   J         Tennessee    valli«    AutnorilS 
B3/O3/1B         D'fiEILUV-J   P         Region    2,     Office    of    Director         3pp 
IBSB3   335         24X    Flehe    30-320,83/05/19.6305230400 

9303330433   LER    B3-059/03L-0   on    B3Q422,uiMle     in   Mode    l.roif    position 
Indication    For    pod    C-5    in   shutdown    bank   J>  misaligned   *V 
12  -steps   6   declared    inoperable   Causa   unknown  Rod    petition 
indicator    !<    caole    verified    H/B3O319    Itr 

HARDINS.WR    ,     GREEW.H    J         Tennessee    vallov    Autfioritu         93/OS/191 
O'RElLLVrJ   P         Region    2,     Office    of    Director         2pp         1S3SS   207         2flX 
Ftch*    30-328,63/05/19,8303530433 

B3Q5260307   NPDES   noncompl  1  ance    notification   on    B3O3B6    (.   2B.  tfrfflp    rise 
between    upstream   ambient    monitor    &   if  nun  a  Bream   river    monitor 
•iceadad    3  4  f    limit    Cauted    by    low  rlverflou*   Cooling    tower 
&    Increased    Tivertlous    used    to    eliminate   delta    temp    change! 
EC.-ASHRY.fi    T         Tennessee   Vatleij    Authority         83/09/23         MARLrtR,  J 
Environmental    Protection   Agency         Bpp          1B&23    336        24X 
FUhe    30-327.  63/03/23,8303260307 


X      Ona  1  te   Storage    of   Low  Level    Waste 


—  B3Q3170344    Vol    5   of    "Seismic    Margin   Review  Die  ml    Generator  Bill  * 
«EBLEf,  D   A   .    KENNED/,  R  P    -    R1NCA1D.H  H        Structural    H*eh*nict 
Associates          SMA    [3701    03RO03    V03         B3/04/3O          I13pp         ID4&4  £*] 
S<VX   FUne    30-329.  B3/Q4/28,B30S170539 

6305170422   Forward  a    change    specs    for    "Plor   Mil    -   Load   R«t<jclin[ 
Procedure,"    Far   remedial    soils    uork.per    NRC-utJ  1    uior  I 
auth-ot-Iiatlon    procedure 

MILt-Cffj  D   B         Consumers    Power    Co         B3/04/a?         HARRISDN.J   J       Hlitti 
Office    of    Director         2pp          1B169    386         21X    Flche    50-33°.  83/OlyjH 
B30S170HS3 


H3050o04a3  Document*    B30$13   teKon  Util    commitment    to   provldt  td||jtj 
air    ejector    radiation   monitors    deleted    from  FSAR   Chaptiir 
II    3  Potential    retaiatlon    of    tritium    sampling    raqti  iranent 
dl*cu««ion    deferred    pending    effluent    Tech    Spec    review 
CCCKi  J    U         Consumers    Pouer    CD         93/O3/O2         DENTDN.H   It         Qlllll  tt 
Nuclear    Flen-ctor  Regulatiorii     Dlroctor        3pp        ia345,3iO       211 
Fiehe    5O-3S9.  B3/09/O2;  B303O604S3 


B3031704&7    Requests    concurrence    u/proposed    changes    to  appro 
activity    to   perform    load    tost    at   Pier    11H 

(irL(-E«,  D    B         Consumer*    Power    Co         83/03/03        HAH«raON.J  J 
Office    of    Director         2pp          1B470    O7S         S4X    Fichu    90-3 
3305170467 


vail 


fTl|lci  1 


S30S030£i79  Requests    remlttanie    of   addl    sum    to    complete   payment   of 
B0073I    (.    11^4    amend    applicatlani     fa    permit    starve    of    loul 
level    r^duiaste 

MILLER,  W   D         License   Fee    Management    Branch         £33/04/22        WILLS. L    M 
Tenne-asee    Valley    flwchoritj         5pp         18309    J93         24X 
Fiche    50-000,  B3/0-1/22.  S30503Oi79 


8305110140   Accepts   TERA  Corp    as    Independent    third-party    to   fttlttt 
review   of    design  b  canst   verification    program  re   Unit  2 
auxiliary    fe-ediuater    sys 

NOi/AH,T    M        rts*lstant   Dlrectnr    for   Licensing        83/03/03       COW,  J  V 
Consumers    Pouer    Co         7pp          18421    331          24X   Fiche    80-329,  B3/09/G), 
8303EIO140 


DGCKET    50-329   MIDLAND    PLANT.     UNIT    1 

A     rippllcat  ion/construction    stage    documents.  6  correspondence 

9309230720   Forwards     li*t    of    utils    responding     bo   request!    for    cost 
figures    on    bacVfitbin^ 

TOUfiTELLOTTE.  J        ffagulatory   Reform  Task   Force        63/04/11 
PALLrtDrtJD.N   J         Commililoners         Sfp          J8S42    272         24X 
Flche    50-OOO,  Q3/04/tl.  0305230730 

B  30  5060  3  7  9  Wat  i  f  I  cat  i  on   af    contract    eiec  ution^  MuiJ   i    to    "FounUat  Ions    it 
Underpinning   fievleu  ap  Aenedldl    Measures   for   Structures   on 
Fill    for   Midland   Plants    1    It  2    "    Contractor  Qeutechni  cal 
Etig  1  naers,  Inc 

FI.ELDS.J    ft         Division    of    Contracts         NJIC-03-B3-O92        83/04/12 
VOLtHER.R    H         Division    of    Engineering         KAUE,  J         NffC   -    No   Dltafled 
Affiliation   Given          1 p          18333   DS6         S4*    Fiche    50-329,  &3/04/ IS, 
6303060379 

— B30S0603B4    Mod   ^modifying  monthly    business    Itr   reporting    requirements, 
to    "Foundations    b  Underpinning   Revlau  of   leinedlal    Meaiures 
for    Structures    on  Fill    for    Midland    Plants    1    &  E   " 
POULtlS,  S  J        Oeoteelinlcal    Engineers,     Ific        OUSTrtVE.R  P        Division 
o»    Contracts         NKC -03 -32-093         83/04/13         3pp          19353   OB7         24X 
Flctte    30-32?!  B3/04/12,  8303060379 

0304230315  Forwards   revised    affidavits    fc-r    individuals    previously 
employed    bj   fWC   nou   uiorling    on    independent   deiign  ti  const 
vsrl  Flcation   prosram   Clari  f  ica t ion   of    "providing*   safety 
evaluation"   also    submitted 

LEVIN.H   A         TERA   Corp         B3/O4/21         KEPPi.E-ff.J   0         Region    3,     Office    of 
Director          ISpp          18133273-        24X    Flcfie    30-329-63/01/21.8304220315 

&30502O565  ReEpondi    to   63O325    Itr   re    TERA  Corp-  OA  A   englneerlni    plans 
for    i tulepentfent    de-slgn    &   const   verification   program   for 
Facilities  NflC   commenti    on   reporti-ng    requirements    proposed 
tut    TERA  Corp    at   830413   meeting    uill    be   provided 

REHM,  T         Office    of    the    Etecutlve    Director    for-   Operation*         83/04/32 
OOBDE,  B>  P        Government  Accountabl  1  i  ty    Project        3pp         ISBB^  23B,       S4X 
Flche    50-329,03/04/32,8303020363 


8309170377   Requests   authorization    for    remedial    soils   unrfc    to  jnilllL 
flultheada    E1D  &   M10  ft    to    Install,  load    b   excavate   Pteri   BE, 
9W,  J  DE  tt    1  OH 

MTLLEffjD  13         Consumer!    Poiuer   Co        83/03/03        HAflJUSONiJ  J      RIJIEI 
Qffica    at    Director         lp         18469  231        24X  Flehe    90-329.,  B3/03/OJ, 
8303170397 


B30S040323   Board    Notification   83-037    foriuards    diffei-lnj   pro'  oplnls-i 
re    iiji    interaction  &   safety    clasaif  ication    Info   relate!    to 
Board  Notifications    B3-17  i  83-44    re   Unresolved    SaPetu   I«sui 
A-  17 

EIBEWHUT,  D  0  Division  of  Licensing  B3/03/04  PALLADJNO.W 
CommlliionerB  22pp  18337  139  24K  Flche  30-000433/09/04. 
B305  040323 

B309090&59  -D-eneric    Ltr   83-20    to   fill    operating    reactor    1  Ict^t*!!  I 
holders    of    CPs    re    Integrated    scheduling    for    Implementation 
•of   plant   mndB    Svc    Hit    encl 

EISENHUr.  D    0        Division    of  Licensing        &3/05/0?  Coniolld4«F< 

Ediion    Co      af   Meui  York,     Inc         16pp         IB6S7    133        24X 
FUhe;  30-000,  83/OH/09,  8303090639 

83031900^5  Requests   author!  jati  on    to    begin   Remedial    Bait*  Hart 
Artivltie-e    40705O400.  shalloui   probing    for    Phase    II    fc 
202530104.  SWPS-install    f    terminate    cable 

MILLEHiD   H         Consumers   Pouer    Co        B3/09/09        HARR1SOM,  J  J       Bl|if« 
Office    of    Diracto-r         lp         1B302  067        SIX   Fiche   3O-33?,  B3/03/OS, 
3303170063 


S303S003B9  Confirm*    B3031O   telcon   authorliing    minor    toil    MdvjIiM 
from   burleif    pipes    outside   of   valve    pits 

MIULEfl.D  B        Consumers   Pouer   Co        B3/05/1O        HARRISONS  J       Bifid 
Office    of    Director         lp.       1B318    174        24X   Flche   3O-3E9-  B3/03/IO- 
8303300387 

S30517O321    FoTuards    comments    on    review   of    TERA    Independent   dillij"  tt' 
verification    program    from  830413  mooting    Program  scope 
omitted    sys    walk-doun    or    turn-over   &   program    interf*ce» 
MARNFCK,  R   F        Region   3i    Office   of   Director        B3/OS/11        NOVAK,  1  « 
Aniitart    Director    for    Licensing         3pp          1B4&3   239         24X 
Flche    30-329.  B3/O3/11,  8305170321 


8305090331    Advises    that   branch   hit    requested  Div   of  Accounting    (t 
Fmance    to   bill    uti  1    for    review   af  Rev    13   to    Topical   Hep* 
CPC-1A.     "OA  Manual    for   Midland   Nuclear  Plant, Vol    1    " 
MILLER, K  a        License    Fee  Management   Branch        63/04/23        BVRD, H 
Consumers    Power   Co         lp         13367  361        B4(   Fiche    90-329,83/04/23, 
8309090351 

9303170131    Informs    of   r«vleu  completion   for    listed    activities   re 
remedial    soils  wort   Concurrence   requested 

MILLER, D   E         Consumers    Pouer    Co         83/04/28         HARRISQM-J   J         Region   3. 
Offica    of    Director         2pp          1B466   3i3         24X   Fiche    3O-32 9 1 83/04/26. 
B303170131 


B3Q3I902BO  Forwards    "Evaluation    of   Pressurea    in   Lines    of   Oroutln) 
Equipment    -   Crack    Repair   Bora  ted    Water   Storage   Tank 
Found*  t  Ian  ft-  "    In    response    to    unresolved    Item    in   B3OI1B   Itr 
Hi  (Ins    ratios    Far    positive    displacement    pumps   within   ijiics 
MILLER,  D   D         Consumers    Power   Co        B3/O3/12        HARRISON.J  J       R»fll»"  * 
Office    of    Dlr-ector          lp          I8SOI     148         24X   Fiehe    3  0-329,83/03/1  H. 
8309190S80. 


—  B3OS1  90234    "Evaluation    of  Pressures    in   Lines    of   Orouting  Equlpi 
Crac&    Repair    Borated   Water  Storage    Tank    Foundation*    " 
MEISENHGIMERi  J   ,     W  I  EL  AND,  R   H        Consumers   Pouer  Co        83/03/03 
149          24X    Flehe    30-329,03/03/12-8305190280 


811 


B30517053?  Forwards   Vol    9    of    "Seiimle   Maroin  Review  Diesel   Oenfrrator 
Bld9    " 

CDOKiJ   M         Consumtri    Pouer    Co         B3/O4/S'a  DEN  TON,  H   B         Office    of 

Nuclear   Reactor  Regulation/    Director        3pp  1-S4&9  036        24 X 
Fiche    30-339,83/04/23,0305170339 
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B3Q5E40333  Document*   B30312   discussion    re    remedial    soils   work 
•tithoriiation    Three    add  I    aha!  low   holes    on    south    side    of 
dies«l    generator    bldg    constitute    only    minor   change 

MILLER, D   B         Consumers    Pouer    Co         S3/O3/13         HARRISON.  J   J         Region   3, 
Office    of   Director          Ip          1B373   361          S4X    Flche    30-32?, 83/05/13, 
83032*0353 

B3O324O427  Requests   work    author! lat Ion    for    svc    uatar    pump    structure 
underpinning    program  It   replacement    of    BVC    water    pipe   Train 
A 

MILLER. D   B         Consumers    Pouer    Co         83/03/13         HARRISON,  J   J         Region   3. 
Office    Of   Director          Ip          18371    O37         24X    Flche    30-329,83/03/13. 
EK3QSZ40427 


8303040336   Notification    of   830311    meeting    u/util    !,    B&H    In    UBthexfa.MD 
to    discuss    3ER   Open    Item   7    &   Confirmatory     Item   7    re 

HERMAN,  R    W         Licensing    Branch    4         83/04/27         A  DENS  AM,  E   O        Licensing 
Branch    4         6pp         1B326   333         24X   Flche    30-329, 63/04/27,  3303040336 

8303110305   SupplS    explanation    of    820921    commitment:    to    implement 
expanded    cooling    pond    dike    surveillance    program,  inc ludlno, 
visual    insps    of   dike    turf,  to   resolve   NRC    concern   re    dike 
erosion    &    performance    Identified    in   May     I  IBS   HER 

CODK.J   W         Consumers   pouer    Co         S3/03/Q3          DENTON,  H   B         Office    of 
Nuclear    Reactor   Regulation,     Director         6pp          18373   23?         24X 
Flche    50-329, B3/O3/O3,  8305110303 


B3Q331O190  Submits    list    of   acceptable    actlvitios    for    remedial    soils 
wor*    iiuthoriiat Ion 

MILLER,  D   B         Consumers    Power    Co         83/03/13         HARRISON,  J   J         Region    3, 
Office    of   Director          Ip          18631    OOI         24X    Flthe    30-359,  B3/03/13, 
B3O3310190 

B3QSS70037  Forwards    Amend    113    to   application    for    CPs   &  OLs,  cons  i  st  ing 
of  Rev  4B  to  FSAR   containing    site    emergency    plan 

C-QQK,  d   W        Consumer*    Power    Co         83/03/16         DENTON,  H   R         Office    of 
Nuclear  Reactor    Regulation,    Director         Ip         18640  063        21 X 
FichB    30-339,  83/05/16,  8305270037 

— 9303270043  Amend    113    to   application    for    CPs   fc  QLs, consisting    of   Hev  49 
to   FEAR   containing    sits    emergency    plan 

CDOH.J   H         Consumers    Pouer    Co         93/03/16         Ip          18640   064         24X 
Flch»    30-33?.  83/03/16,  B303270037 


S3Q3090394    Comments    on   Open     Item   2   re    turbine    mianles    in    SER   Sections 
1    7  t<  3   3    1    3  Probability    of   unacceptable    damage    to   safety- 
related     ays    &    components    due    to   missiles    acceptably    loiu 
NOVAK,  T   M         Assistant    Director    for    Licensing         B3/03/04         COOK,  J   W 
Consumers    Power    Co         3pp          16367   344          24X    Flche    50-329.03/03/01, 
9303090394 

F     Security,    medical,     emergency   &    fire   protection   plans 

8303110034   Generic    Ltr  83-21    to   all    licensees    of   operating    reactors, 
applicants    for   OLs  &  holders   of   CPfl   re    clarification   of 
access    to    control    procedures    for    law   enforcement   visits 
Svc    lilt    end 

EISENHUT.D  0        Division   of    Licensing        B3/O3/11  Consolidated 

Edison   Co      of    Neu   York,     Inc         16pp          ISS4D   093         24X 
Flche    30-000,83/05/11,8303110034 


B3O3200S33  Forwards   RHV  2    to    engineering    program   plan   &  Rev  3    to 
projBit  QA  plan    re    independent    design  &    const   verification 
program 

LEVINjH        TEfiA   Corp         83/05/18         EISENHUT, D   0         Division    of 
LI  Ctrl  ing        KEPPf-ER.JG        Region   3,    Office    of    Director        COOK,  J  H 
Coniufflen    Power    Co         4pp          18514    3B4         24X   Fiche    30-339,83/03/18, 
8305200533 

— B30SH00367  Rev  2    to    "Engineering    Program  Plan   Project    Instruction 
pf -320 1-009  Midland    Independent    Design  &  Const   Verification 
Program, Pro ject  3201    " 

*  TERA  Corp    83/05/18    13Bpp    18514  SBB    SIX 
FicM  30-329,  83/OS/ia,  8303200533 

— 3305300379  Rev  3   to    "Project   QA  Plan    for   Midland    Independent   Design 
Conit  t  Verification  Program   " 

LEVIN,  H   ft   ,     LEMON,  C    E    ,     BECK,  J   H         TGflA   CoPp         83/03/OH         S64pp 
1S3I3   086         24X   Flche    30-329,83/03/18.8303200333 

&3O32-40137  Forward*   Affidavit    of   3vt    far  Amend    113    to   application    for 
CPi    ti  OLi,  conili ting    of   Rev   48    to  FSAF!  -    Bite    emergency 
plan. 

BUDilKiD  M       Consumers   Power   Co        83/03/19        DENTON,  H  R        Office   of 
Hue  1  ear  Reactor   Regulation,    Director        3pp         1B34B  331        24X 
Fleh»   30-339,83/03/19.8303240137 

B3&3S4O333  Fertuardi   SB   Baranou  t<  J  Chaula    signed    affidavits    re 
potential    conflict    of    Interest    in    performing    third-party 
contt    Implementation    overview 

UILD.P  A       Stone   1  Uebster,     Inc        B3/O3/19        HEPPLen,  J  0        Region   3, 
aPfitt    of   DlrectoJ-         3pp          18348   012         24X    Flche    30-329.83/03/19, 
8303240223 

B305310143  Confirms   830720  meeting    LI/J  Koppler    to   discuss    various 
tuppllen   quality   activities    undertaken    by    Bechtel    In 
support  of   nuclear   project!, per   83Q52O   discussion 

SMITH.C  F       BechUl    Corp        B3/O3/20        WARNICK,  R   F        Region   3.    Office 
af    DlTiCtor         Ip.        18638   073         24X    Flche    30-329,  S3/05/SO.  83O33IO143 

8309270299  Enumerates    neu    Info  matl    b   relevant    to   QM/QL   proceeding, as 
preivnted    btfore    A8LB    on   830427   Licensee    Identified    & 
reported    tuo   cracks    in    svc   oiatep   pump    structure 

MrtHNlCK.R  F        Region   3,    Office   of   Director        B3/03/24        EIEENHUT,  D  0 
DIVlilon    of   LiC«niing         2pp          18641    336         24X    FiehB    30-329,93/03/34, 
B303S70399, 

E      UJ»C   B*fetv  Evaluation  Baport    (SEfit,     suppls   t   correspondence 

B30BOa03-?a  Forward*    "BS.H    177  Fuel    Anemblg    Dinners   Group    Safe-End    Tasli 
Force   Ript   on  Generic    Invaitlgation    of   NPI/Makeup    Nozile 
Conponmt  Cracklngi"    in   response    to   SER   Open    Item  3   on 
crAcklfig    in  RC8  makeup    nonles, 

COOK,  JH       Con»um«r»   Power  Co        83/04/13        DENTON.  H  R        Of  flee    of 
Nuclear  Reactor  Regulation,     Director,       3pp         18273   001        24X 
Fleha-  30-329.  83/04/13,  B30303O398 

— B30302O404   "Dt.U    177  Fuel    Assembly   Qunera   Group    Safe   End    Task   Force   Rept 
on  Generic    Investigation   of   HPI/Makeup    Nonle   Component 
Crocking    " 

*  Bibcock    (,   Mllcot    Co.        77-1141514-00,        83/04/13         61pp 
1BH73  003.       24X  Fieh»-  30-327r  83/04/13'  8303020373 


S303270057  Forwards   Amenii    113   to   application    for  CPs  &  OLE,  consisting 
of    Rev  18   to  FSAR   containing    site   emergency    plan 

COOK.  J   W         Consumers    Power    Co         83/03/16          OENTQH,  H   R         Office    of 
Nuclear    Reactor   Regulation.    Director         Ip         1864O  063       24X 
Ficho    3O-3S9,  83/03/16,8305270037 

— B303S70066   [lev   48   to    F9AR    containing    site    emergency    plan 

«      Consumers    Power    Co         83/03/31         264o p          18640   067         24X 
Fiche    50-329.83/03/16,8305270037 


O     Adjudicatory    correspondence 


8303O4044I    Notice   of   appearance    In   proceeding   Certificate    of  Svc    e-nc  1 
PRPVENZANB, V   P         Consumers    Pouer   Co         B3/O4/28        3pp         18322    128 
24X   Flche    30-329,83/04/28,8303040441 

B30SO40SO9  Reneuied   amended    objections    to    in  t  arroga  t  or  1  DJ   directed    to 
util    on    ZACH    issues   i,  reneuied   motion   for    protective   order 
Certificate   of  Svc    end    Related    correspondence 

PHOVENZANO,  V  P        Consumers    PoiuerCo        83/04/28  Sinclair,    II        7pp 

18321    013         24X   Flche    30-329,83/04/20,830-3040309 

B303040447  Notice   of  ulthdraiual    of  appearance    in   proceeding  Certificate 
of    Sve    end 

DIBHDP.L   L         Sinclair.     M         BIEHnP.L   L         Harmon    !.   Waisi         B3/05/O2 
Ip          1839S   S37         S4X    Flche    50-339,83/03/02,0305040449 

8303100341    Motion    to   require    submission    uf    croas-eiflminati on   plans, 
designation  of    leatf    intervunors   &   estal  1  i  shment    of   time 
limits   on    crOBS-eiaminatlon  at  830601    evidentiary    hearings 
r«    reopened   OA  matters   Certificate    of    Svc    end 

STEPTOE,  P         Consumers   Power    Co         STEPTOE,  P          Iflham,     Lincoln   *.   Deale 
G3/05/04  Atomic    Bafety    and   Licensing    iDoard  Panel        BOpp 

19378   233         24X   Ftche    50-329,  83/03/04.  83Q310034I 

B3Q3100264  Advises   of    svC    of    deposition    subpoenas   on   deponents   M  Cloni 
It  B  Narello  Svc    list    etic  1 

PROCTBR,  8  D        Ishan,    Lincoln   fc  Beale        PFIOCTOS,  S  D       consumers  Power 
Co        83/05/06  Atomic   Bafety   and   LicBnulrtB   Board   Panel        2pp 

lB3?a,296         24X   Fiche    30-339,83/05/06,8303100364 

B3031004I0  Forwards   unsigned    lubpoenas    issued    for  L  Clark,  T  Devine, 
B  Oardi   t.  L  Ha  lib  erg    depositions,  for   signature   Witnesses 
Intend    to    file   motion    to   quash   Svc    list    end 

PRCrCTOR,  8    D,        1 1  ham,     Lincoln   t<   Befllo         83/O9/06         HECHHOEFER,  C 
Atomic   Safety    and   Licensing   Board  Panel          lOpp         1B37B  081,       24X 
Fiche   3D-327i 83/05/06,  B30310041B 

8303130273  nevised   motion    to    require    submission  of   cross-eiamlnatl on 
plans,  designation   of    lead    Intervenors    tt    establishment   of 
time    limits    on    cross-e*aminat!Dn  Measures    essential    to 
timely    development   of   complete   record    M/Certlf Icate   of  Svc 
MILLER, M    I        Contumers   Power  Co        MILLER,  M   J        Isham,    Lincoln  t- 
Diale        B3/C-3/09  Atomic   Safety    and    Licensing    Board   Panel        4BPP 

184S7   2O9         24X   Fichu    90-329,83/03/09,8303120273 
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S3031SO293  Confirm*    930413    telcon    re    disclosure    of    anonymous    Informants 
names    Applicant    counsel    agreed    not    to    disclose    name    if    name 
discovered    In   documents 

WILCOVE,  M   H         Hearing    Branch    2         83/03/10         STAHL,  D          lidafti,     Lincoln 
t.    Deala         3ft          10430    176         21  X   Flche    30-329,  B3/OS/1Q,  S303I20295 

B305240373  Confirms    talcon.  re   continuation    of    deposition    of    L  Clark    t, 
T   Devine.  scheduled     Fat    830316    &    23.  resp-ec  t  ive  1  hp    0    Garde 
deooiitlon    scheduled    for    BSOiOfi  may    be    continued    provided 
reconvened   Gft  hearinss   attended   Related    c  arrespond«nc  e 

PHOCTQR,  S   D         Ithiat,     Lincoln    t    3eale         83/O3/I3         KCCLAIN,  W         Karr    U 
Lyons          lp          JS574    013         SAX   Fiche    50-329,53/05/13.0303240373 

B30519Q233  Forwards    insp    evaluation    forms    filed    far    IE    Insp    flepts 
50~329/S2-li    If    50-330/62-11,  50-329/02-17    t.    3O-330/B2-1  7, 
50-329/83-19    t<    50-33O/B2-19   *-    SO-3S9/B3-03   i,    30-330/33-03 
UILCOVe,  UN         Hearing    Branch    2         B3/Q3/17         BERNAOE1.L         Covernment 
Accauntaoilitv    Project         9pp          18300    2O4         24X   Flche    30-329.  B3/Q3/17, 
6303190-233 

B3Q31902I*,   Motion    for    extension   until    B30524    to    respond    ta    utll    motion 
to    limit    cross-etaminatlon    Counsel    involved    in   830319-2-4 
hearing    ASLD  ha    adequate    time    to-   rule    on  motion    before 
hearings    resume   Certificate    of   Eve    ent  1 

BERNABEI.L         Etamlrl-s,     B,        BERNABE1.L         Government   AccoLfntBb  1  1  1  ty 
Project        B3/03/1B  Atomic    Safetg    and   Licensing    Board    Parti         4pp 

1S3QI    31?         24X    Flche    30-329.  83/03/1B.  83051  9O216 

B3O324032B   Responds    to   63O310    Itr  Areas   -of   d  1  aaoreeniBnt   re    documents 
still    eiist  Conference    call   uiLI    be   scheduled    u/ASLfl    If 
util    ulshe&    Co  pursue   matter 

flnUNNER.J   E         Consumers    Poyer    Co         83/O3/1B         STAMIRIS.B         Stamlris, 
D          lOpp          1B34B    07B         34X   Fiche    50-329.93/05/10.6303240323 

8303240491    Discusses    schedule    for    apj  earanc  es    Deposit  ion    of    5  MarelJo 
will    lie    rescheduled    for   June   Deposition    of   C   Grant    scheduled 
for  830323  Proceedings   will    SB    instituted    to    enforce 
subpoena    served    on    H  Clonl 

PBOCTOH.S  0        Esfiajn,    Lincoln   1   fleale        PROCTOR-  S  D        Cunmmers    Pouier 
Co        83/09/19        BECHOEFER,  C        Atomic    Safety   and    Licensing    Hoard 
Panel        STUCKy,  S  M        Docketing   4   gerviees    Branch        2pp         1S371    2i9 
a*X   Flche    30-339,63/03/19,0303240491 

B3052400S7  Propose*    schedule    for    presenting    testimony   during    330601-10 
h'arlnfls    Proposal    is    joint    proposal    a  f    util    Si  NRC    Rupt    on 
Inveat  1-gatl  on    of  alleged    violation    of    ASLB    order    will    not    be 
available    by  83Q&O1-1O  hearings 

MILCDVE.M   H        Ksaring    Branch    3         83/03/20         DECHHQEFER,  C     , 
COWAN,  F    p    ,     HURBQUR.xJ         Atflniic    Safety    anH    Licensing    Bodrd    Panal 
Zpp          1B349    133         S-1X    Flche    50-329,83/05/30-0303240039 

0303340065   Response-    ta   util    B30509  revised    motian    revising    B30504 
motion  r«    procedural    llmitatic-ns   Commission    dc-ai    not    favor 
singling    out    Issue-   of    d  1  scr*t  1  onnry    referral    of   denied    parts 
of  motion    luring    proceeding   Certificate    of   Bvc    enc  1 
HflJOHT,  N  A        Hearing   Branch   3        B3/09/20  Atomic    Safstif   and 

Licensing    ffnard    Pans]          7pp          lBS4t   033         24X    Ftche    50-3B?,  Q3/O5/20, 


B30324O472  Order   granting    Staoiiris.   motion    For    extension    until    B30524 
to  respond    to    applicant    revised    motion    to    satafiliih    limits 
on   crois-e»amlnat  Ion 

BeCHHOEFER,C        Atomic    Gaf»ty   and    HcEnsinB    Hoard    Panel,       B3/03/2O 
0tamirts,     B          Ip          18349    27B         SIX    FlchB    3Q-3E9,  B3/03/3O.  B305240472 


930326027A   Transm  i  tta!    of   documents    on    end    list    of    sutmlttali 
responilve    to    D    Stamlrls   B30407   document   request    Subnlttali 
designated    publicly    aval  lab  le.  already    tubmi  tted,  pr  ivl  leoed 
under   attg-cllent    prl vilage/proprletarij 

WILCOVE.  M  N  Hearing  Branch  S  83/03/24  D6RNADEI.L  Qovernnert 
Ac«c-untaoilitu  Project  3pp  1S623  143  24X  Fiche  30-329,83/05/34 
8303260276 

B30 327 0606  Order    granting   Stamiria    B30924   discovery    request    for 
documents    re    Implementation    of    quality    improvement    program 
in    toils    area    t,    deni;in.g    addl    discoverij    requests    re   NRC/utll 
Sspt    1982  meeting^  containment    cracks    issue   b  audit   rsptt 
BECHHOEFER. C          Atomic     Safety    and    Licensing    Board    Panel         B3/09/E9 
atamlris.     0          4pp          1S644    340         34X    FJche    3D-329,  S3/03/E9,  830527040^ 

H      Oeneral    eorrespondence 

8303040347  Responds    to   830324    Itr   requesting    independent   plant   judtt  t 
more,    public    meetings    TJiree    Independent   audits    in    progress    or 
planned    for    alte    Soils    compaction    problem  &   technical    &  GA. 
concerns    being    -addressed    by    current   hearings 
E1BENHUT, D   G         Division    of    Licensing         83/04/22         HOMO,  K   $ 
Affiliation    Unknouin  Ip          18391    232,        24X   FlchB    30-329. 83/04/2S, 

830.30403  41> 

&3030403SO   deapondi    to   030323    Itr   requesting    Independent  audit   b 
further  jjublii    meatinga    Three    audits    in    progress    or    planned 
for    cite 

EISENHUT.D   Q         Division    of    Licensing         83/04/22         HAVEHCAMP.H 
Affiliation   Unknown         Ip         10331   233        24X  Flche    30-329,03/04/22. 
B30304O330 

8303170372  Responds    to  830121    Itr   re   reinsp   t,    independent   audits    at 
facilities    Dn   H30SO3,  TERA  Corp    approved    to   perform 
independent   review    of    design   &   const    of   auxiliary    feeduater* 
*yi   SStW  will    perform  ovirvieu 

KEPPLEH.J.O  Region  3,  Office  af  Director  83/OS/13  ROMD, L  R 
Lone,  Tree  Cautisil  2pp  18171  20H  24X  Fiche  30-3S9.  S3/03/13, 
0303170393 

— 9305170394  Request*    assurance    of    independent   agent    to   p«rform 
facllltg    audits, per    NRC   830419  reinsp    order 

ROMO.L  R  Lon»  Tree  Counall  03/04/21  KEPPLER, J  Region  3. 
Office  at  Director  Ip  1B471  204  24X  Fiche  30-339,  B3fOS/Kt, 
8303170392 

H      Utility    Final    Safety    Analysts   Report    (FSAR)    t.  amendi 

B303370O37   Foruard*    Amend    113    to   application    for   CPs    h  OLs,  cons iitlng 
of   Rev  4B    to    FSAR    containing    site    emergency    plan 

COOK,  J   W         Consumers    Power    Co         03/03/16         OENTON,  H   H         Office    Of 
Nuclear   Reactor    Regulation,     Director         Ip         18640  063       24 X 
Ftche    30-339,63/05/14,8303270037 

— •  8303370063   Arnend    J13    to    application    for   CPs   &  OLs,  consisting    of  flev  48 
to    FSAR    containing    site    emergency    plan 

COOK,  JH         Consumer*    POIUBT    Co,        B3/O3/16         Ip          18640   O64         B4X 
Flche    30-329,  83/0'3/lA,  8303270037 

— 8303870066  Rev   49    to   FSAR   containing    site    emergency    plan 

»      Consumers    Pouier    Co         83/O3/31         264pp          1B640   OA7.       ?4X 
Flche    30-329,  B3/03/16, B305270037 


83Q-S2302I&  Teifltopy   reipome    ta  util    revised    motion   Eitensive    hearing 
rBcord    caused    by   const    of    iaPBty-rel.ate4    bldga    on    faulty 
sdll,not    by    Intervenor   actions 

SINCLAIR, M         Sinclair,     M         B3/03/23  Docketing    !.   Services    Branch 

2po          1B59K   334         24X    Flche    30-337,83/03/23,8303210215 

6305-260149  Response    to    util    revised    motion    to    require-   submission    of 
crois-euminat  ion   p  lans,  designation   of    lead    intervenors   & 
tine    limits   on    cross-examination    Util    apparent    lack    of 
concern    for   puilic    safety    justifies   tareful    eiam   of    Issuer 
SINCLAIB.M        SlTicUlr,     M        a3/O3/33  Atomic    Safety   and    Licensing 

Boarrf    Panel         2pp          1B599   BB4         34X    Fiche    30-329,83/03/23,8303360469 

3303270347  Forwards    "Seismtc   Margin  Kevletu,  "   Vo  I  *    I,  V   it  VI   M/o   encl, 
BTEPTOE.P  p        IsKan,    Lincoln   tt  Beale        3TEPTOE,  P  P.       Consumers    Pouier 
Co        33/03/33        BECHHOEFER,  C.,    COHAN,  F  P    .    HARBOUR,  d        Atomic    Safety 
and  Licensing    Board    Panel         2pp         1&646. 1S7        34H 
Fiche    30-329,03/05/23,8305370347 

8303B60166  Response    opposing    util    H305O9  revised   motion    to   renuire 
cr°**-namination    plans, designation   of    lead    intervenors    fc 
time    limit*    on   cross-ciamlnatlon    Due    process    rig^it*    of    fall 
participation    cannot    be    dented  Certificate    oP   Svc    end 
BERNABEl.L        Sfcamirls.,    B        HERNABEr.L        Government    Accountability 
Project        83/03/24  Atomic   Saf.ty    anrf   Licensing    Board   Panel 

IKpp          18399   290         34X   Flcht    30-329,83/03/24,8303360164 


8308240137  Forwards   Affidavit    of   Svc    for   Amend    113    to   application    f" 
CPs   &  OLs,  consist  ing    of    Rev  4B   to  FSAR    -    site   emergency 
plan 

BUDZIK,  O  M        Consumers    Pouer   Co        83/03/19        DENTON,  H  R       Offic*    of 
Nuclear    Reactor   Regulation,    Director        3pp        J8348  331        24X 
Fiche    30-339,  B3/OS/19,  03O3240137 

Q      Inspection   reports,      IE   Bulletins  &   correspondence 

83C-S190003  Final    response    to   FO1A   request    for    documents    re   Zatl    Co  fc/er 
work    performed    bg    lack    in   const    of    facilities   Forwards   App   A 
documenkt  Documents    denoted    uj/astBi-lsfc   availaMe    in   PDR  App 
B,C,D   J.  E   rfDcument*    withheld    <ref   FO1A  Exemption   7) 
FfLTON.J  H        Dlvlsldtl    &f    Rules   and   Records        83/03/11 
PflENDEROAST,  R         Prenderflast,    R   J        17pp         18306  037        24X 
Ficne: 30-000,  B3/O3/ 11, B303I90O03 

— 83-03190049  fleqimts    vendor    insp    of    facilities   having    contract!    u/Eact 
Co   due    to    OA/QC    problems   at  Midland    re    KVAC   activities 
Zaed    Co  c orre spond«ne e    re   LaSalli   %  related    info    *ncl 
FIORELL1,0        Raglon   3i     Chicago,    Reactor   Construction   b  Enginnrinj 
Support   Branch         30/04/21        PDTOPOUS,  U        Region   4,     Dallas,    V*ndor 
lTUp»Ction    Branch          12pp          18306   077         24X   Flehe    30-000,63/03/11, 
33031  "70005 
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--  93031  "7-00  30  Bummarlies  830430  meeting  u/president  of  Zack  Co,  HVAC 
contractor  at  facilities,  re  potential  allegations  Zaet  Co 
planning  to  terminate  several  employees  in  document  control 
sett  Ion 

HAYESi  D  W    Region  3r  Office  of  Director    B2/O3/1S      Region  3, 
Office  of  Director    lp    183O6  OB9    24X  Fiche  SO-OOO,  83/03/11. 
9303190003 

—  9305190088  Rept«  allegation  re  Zact  Co  falsified  documents  concerning 

HVAC  activities  at  facilities  per  NBC  Nightly  Me  us 

broad-cast 

fr      Radio    TV   Reports,      tnc         82/O7/S4  NRC    -   No    Detailed 

Affiliation   Oivin         2pp          183O6    ISA         24X    Flche    3Q-OOO,  83/03/1  1. 

B30S190Q03 

—  6305190097  Bequests    investigation   of   Region    III    inadequate 

invest  igative    oversight   re   GA   breakdown    d    possible    criminal 
ttltlt  ication   at    lack    Co,  HVAC    contractor    at    facilitiei    AT 

Howard   fc   3  Marello   allegations    discussed 

DEVINEiT   i    OARDE,  B        Oovernment   Accountab  1  1  1  ty   Project        92/07/26 

PALLADIMO'N  J        Commi  «s  loners         llpp         1B306    12B        24X 

Flcn*    90-000153/03/11,8309190009 

—  9303190102   Affidavit   of   SL   Marello    re    OC    breakdown   f.   criminal 

falsification   at    Zack    Co,  HVAC    contractor    at    facilities 

rMRELLO,  9   L         Affiliation    Unknown         B2/O7/H6         22pp          18306    139 

S4X   FIchs    90-000,  B3/03/11,B309190003 

—  B30319010B   Affidavit    of   AT  Houiard    re   OC    breakdown  &    criminal 

falsification   at   Zacl    Co,  HVAC    contractor    at    facilitiei 
HOHAf?D,A    T         Affiliation    Unknown         BH/07/26         53pp          1B306    160 
24X    Fiche    30-OOQ.B3/03/11.B309190009 

—  8303190307    Discusses    A  Howard    830903  allegations    ra    Zack    Co   tampering 

u/documenti    concerning   HVAC   activities    at    facilities 

Further    investigation   will    be    Implemented    if    deemed 

appropriate   bij    mgt 

SHAF£f?,W-D        Region  3,    Office    of    Dlroetor        B2/03/11         WARNICK.  R   F 

Region    3,     Office    of    Director         3pp          1B3O7   394         24X 
Flcht,  30-000,83/03/11,8303190003 

—  8309190396   Discusses   8H0624    telcon   w/B   oarde    of    Oovt   Accountability 

Project   re   allegation!    concerning    Zack    Co   QA   program   at 

facilities   Personally    Idintlf  inbls    info    daleted 

HOflELIt/S,  C  E        Division   of   Engineering        B2/07V12  Division    of 

Engineering          lp          18312   323         24X   Flche    SO-OOO,  B3/O3/1  1, 

B303I90003, 

82fSQftO3BS    IE    Info  Notice   03-14,     "Dewateren    Spent    Ion   Exchange   Refln 
Buicepti&ill  ty    to   Eiothermic   Chemical    Reaction    "    Svc    list 
•ncl 

TAYLORfJ  H        Division    of   Safeguards    &    Inspection   Programs    (Post 
330103)        83/03/21  Consolidated    Edison   Co      of   NEW  York,     Inc 

I830B  319,       24X  Flche    30-000,  B3/O3/S1,  B2120603B9 


B3C3040021  IE  Info  Notice  03-21,  "Defective  Emergency  Use  Respirator  " 
five  litt  encl 

JORDAMi  E  t   Dlvitlnn  of  Emvrgencu  PreparedneBS  J<  Engineering 
Rupotiie  <Past  830103)    S3/01/13     Consolidated  Edison  Co   of  Nsui 
York,  Inc    ISfcpp    1B439  133   24  X  Flcha  30-OOO,  B3/04/13,  B303040021 

G303040023  IE  Info  Notice  33-22,  "BUR  Safety/Relief  Valve  Failures  " 
Bvc  Met  end 

JORDAN,  E  L   Divltlon  of  Emergency  Preparedness  ti  Engineering 
Reiponn  (Post  S30103)    B3/OH/SS     Conso  1  idatad  Edison  Co   of  NBU 
YOrfti  Inc    HEpp    183S3  OG9    24X  Flche  30-000,  B3/04/K2,  8303040023 

B3D3040023  IE  Info  Notice  83-23,  "Inoperable  Containmnnt  Atmotphore 
fitntirfl  Syt  "  3vc  list  encl 

•jOHDANiE  L   Division  of  Etnti-geniy  Preparedness  ti  Engineering 
Response  (PD>t  B30103)    B3/04/29      Consolidated  Edlign  Co   of  NBU 
York,  Inc,    119pp    18381,291    24X  Flche  SO-OOO.  B3/04/BO.  8303040023 

6303040006  IE  Info  Notict  03-24,  "Loose  Parts  in  Becandary  Bid*  of 
attain  OinerNtors  at  PWR»  "  Svc  list  ancl 

JORDAN,  £  L   Division  of  Emergency  Preparedness  &  engineering 
Riipon«t  (Pott  830103)    83/04/2B     Consolidated  Edison  Co   of  New 
York,  Inc    HSpp    1B3B2  047   34X  Flche  50-000,  B3/04/2H,  B3030400B6 

B3O3040027  IE  Info  Notice  83-35,  "Standhg  Oai  Treatment  S(J«  Heater  High 
T*"p  Trip  Setpolnt  Adjustmnnt  "  Svc  list  encl, 
JOflOWV-E,  L    Division  of  Emirgencu  Preparedness  h  Engineering 
Retponia  (Post  830103)    S3/04/2S     Consolidated  Edl«on  Co   of  Neu 
York,  Inc    llflpp.   1B302  163   S4X  Flche:  30-000,  B3/04/2B,  B303040027 


S30304002B    IE    Info    Notice    83-26.     "Failure    Of   Saf oty/Rel lef    Valve 
Discharge   Line  Vacuum  Breakers    "   Svc    list    encl 
JORDAN.  E   L        Division   of    Emargencij   Preparedness  %  Engineering 
Response     (Post    S3DI03)         83/05/03  Consolidated    Edison    CD      of   Neu 

York,     Inc          132pp          10441     17O         S4X   Fichu    SO-QOO. B3/09/03,  B303040O2B 

a 3 030-50030    IE    Info  Notice   B3-27,     "Operational    Response    to  Events 
Concerning    Deliberate  Acts   Directed   Against  Plant 
Equipment    "   Svc    lilt    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness  &  Engineering 
ResponiB     (Post   63O103)         B3/09/04  Consolidated    Edison    Co      of   Neu 

Yort,     Itlc          HBpp          18332   2B2         24X   Ficho    90-OOO,  B3/O9/04,  8303040030 

8303040031    IE   Info   Notice   B3-2B,     "Criteria    for    Protactive   Action 
Recommendations    for   General    Emergencies    "   Svc     list   encl 
JORDAN, E   L        Division    of   Emergency   Preparedness  &  Engineering 
Response    (Post  63O103)        B3/05/04  Consolidated   Edlion  Co      of   Neu 

York,     Inc          119pp          1B441    001         24X   Flche    30-OOO, B3/O3/04. 8303040031 

8303040033    IE    Info    Notice   83-29,     "Fuel    Binding    Cauiad    by    Fuel    Rack 
Deformation    "    Svc    list   encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness   i-  Engineering 
Response     (Post    630103)         83/O3/O6  Consolidated    Edlion   Co,     of   Neu 

York,     Inc          HOpp          13523   248         24X   Flche    30-OQOi  83/03/06,  B303040033 

B303I90S99  Foruiartfs    changes    in  MPQP-l,Hev  3  re   QA  eng  ineerlno.  providing 
insp   plan    to  QC   k   removing    requirement    for   revleuing   design 
documents    NRC   approval    of   activity    requested 

MILLER,  D   B         Consumers   Pouer    Co         B3/O3/06         HARRISON,  J   J         Region    3, 
Office    of    Director.       lp        1B301    OB3        24 X  Fiche    30-339,  B3/O9/06, 
B3031 90278 


— 8309190300   Draft   quality    plan    for   underpinning    activities 

»      Consumers    Pouer    Co         MPGP-1    R06   DRFT        B3/09/03         23pp 
18301    084         24X    Flche    30-329, 83/09/06,  0303190398 


B 3 030 40034    IE    Info  Notice   B3-30,     "Misapplication!    af   Generic   Emergency 
Operating    Procedures    (EOP)    Ouldellnei    "   Svc    list   encl 
JORDAN.E  L        Division   of   Emergency   Preparedness   6  Engineering 
Response    (Post   B30I03)        B3/03/11  Consolidated   Edison  Co      of  Neu 

York,     Inc          114pp          1B324   003         S4X   Flchd    30-OOO. B3/O9/1 1 ,  B303040034 

8309130171    AcV    receipt   of  830339    1 cr    informing    NRC   of   steps    taken    to 
correct   violations    noted    In    IE    Insp   Kept*    90-3S9/B3-01    & 
90-330/B3-01 

WAHNICK.R  F  Region  3,  Office  of  Director  83/03/11  COOK,  J  H 
Consumers  Pouer  Co  lp  1B43B  104  24*  Ficlie  90-329,83/03/11, 
B303130171 

— B3031301B2  Responds    to  NHC  830304    ttr   re   violatians   noted    in    IE    Insp 
Repts    90-329/B3-01   t,  90-330/B3-01    Corrective    actions   valve, 
serial    27833,  placed    back    In   Dechtel    stock   D&U  revising   QC 
procedure    for   receiving    t>    insp 

COOK,  J  U       Consumers  Powsr  Co       83/03/29       KEPPLER.J  0       flegion  3, 
Office   of   Director        op|>        1S43B    103        24X  Flche    50-339,  B3/03/1 1, 
B303I30171 

8309200937   Advises    that    investigator    file    for    IE    Investigation  Kept* 
30-329/82-13  4   30-330/62-13   revleuedi  per   ASLB    order   per 
Intervenor    request    for    discovery    In  QA  hearings    Proprietary 
t>   nonproprletary    documents    listed   H/o    stated    and* 
WARNICK.R   F        Region  3,    Office    of   Director        03/03/17        PATON,  M  D 
NRC  -  No   Detailed   Affiliation   Ofven        3pp        1B319  390       24X 
FUhe   30-329,  B3/03/  17,  B303200S37 

8303040040    IE    Info   Notice  83-31,     "Error    In   ADLPIPE  Computer  Program   " 
Svc    Hit    encl, 

JORDAN) E  L        Division    of  Emergency   Preparedness    fr  Engineering 
Response    (Post   B301O3)        83/03/17  Consolidated   Edison  Co      of   Neui 

York,     Inc          114pp          18697   009         24X   Flche    30-OOO, B3/03/19,  B303040040 

B309240006  Aefc    receipt   of   B30306    ttr    informing   NRC   of   steps   taken    to 
correct   violations    noted    In    IE   Insp    Repts   SO-329/B3-03  b 
30-330/B3-03 

WARNICK, R  F  Region  3,  Office  of  Director  83/09/20  COOK, J  M 
Consumers  Power  Co  lp  1B341?  039  24X  Fiche-  30-329,  B3/OS/20, 
S303240006 

— B30324000B   Responds    to   NRC   830407    Itr   re   violations   noted    in    IE    Insp 
Repts    30-329/83-03   &    30-330/83-03   Corrective    actions, MPOAD 
Quality   Action  Request  F-292    issued   B 3030 4    to    review 
Bechtsl    procedures   for   proper    quality    classification 
COOK,  J  U        Consumers   Pouer   Co        B3/09/06        HEPPUER, J  G        Region  3< 
Office    of    Director        llpp         IBS49  040        24X    FUhe    30-389,  S3/03/SO, 
830BB40006, 


B3Q91iaiaa  Foruiards    draft   Nfifi  BALP    input    for   Jul    I9B1    -  Mar    1983, 
bated    an    info   solicited    from    listed    personnel, Comments 
rtctlved    by    830909  urlll    b*    considered    in    final    rept 

MILLER,  M,  (A        Licensing    Branch    4        B3/03/02,       MATTSONrfl        Division   of 
eijittfflf    Intagratlon    (pott   811003),       VOLLMER.fi        Division    of 
en9lfl*»flHB-       JORDAN.E        Division   of    Emergency   Preparedness    k 
Enoldteriflg   Response    (Post   B30103)         7pp         1B421    316        24 X 
Flth*.  3O-3B9,  B3/OS/02,  B30311O1HB 


B303S60310  Ac k    receipt   of  B30310    Itr    informing   NRC   of    steps    taken    to 
correct   violations    noted    in   B30209   notice   of   violation   & 
proposed    Imposition    of    civil    penalties   Revised    response   r> 
craft   &   engineering    personnel    training    requested 
KEPPLER,  J,  0        Region  3,    Office    of   Director        63/03/23        COOK,  J  M 
Consumers   Power  Co        2pp        1B623  S39        24K  Flche> 90-329,  B3/O3/23, 
B303260310, 
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8303270076  Confirms   830624   9ALP   meeting    in    Kid  Und.  MI    Meeting    open   to 
other    IntBrBited    pjrtiei 

HARNICK.lt  F  Region  3.  Office  of  Director  B3/Q3/24  COOK,  J  W 
Consumers  Power  Co  lp.  10633  301  24  X  Ftche  3O-329i  83/O3/24. 
830827007(1 

9303040016    IE    Into    Notice    83-33,     "Nanreprssentati  ve    Sampling     of 
Contaminated   Oil    "   Svc    Hit    vnc  1 

JORDAN'S  L        Division    of  Emergency   Preparedness   &   Engineering 
Response    (Post   030103)          B3/D3/2A  Consolidated    Kditon   Co       of   Neu 

Vort.     Inc          114pp          1B&47   007         24X    Flcfte    30-QOO.  33/03/36,  B3Q3040046 

R      Periodic    operating    report*   &    related    correspondence 

B30-M3037Q    "Active    Mo  if    Pro  jsetsj  Operat  Ing    PWR,  1932    " 

*      CaniUflitri    Power    Co         82/13/3E          4pp          IB376   335         34  X 
Flch«    SO-OOO.S3/12/31,B3C-3230S70 

B303O30111    Forwards    Bechtel.BliW  ft    utll    month  l(j    nonconf  ermance    repts   for 


Mar-    19S3,  per   730323  Memorandum  *•  Order   ALAB-IO6   t  Amend    1 
to    CPi 

CMWt,J  U.  Consumers  Power  Co  93/04/35  OEVOWra,  R  C 
Office.  Office  of  Inspection  and  Enforcement  I,  139pp 
24X  Flche  90-329,  B3/04/E3.  133030301  1  1 


Director's 
18236  OOI 


6303170373  Forward*    "Work    Activity    List    tor-   May    1983,  "    for   remedial 
i3ll   uori    per   NRC-util    uorl    author  1  ration   procedure 
Author  1  ration    of    specific    work    item   requested 

MILLER,  D   B         Consumers.    Fouer    Co         S  3/0  1/26         HARRISON,  J   J        Region   3, 
Office    of    Director.        23pp          1846&-031          24X    Fichu,  50-339,  83/04/26, 
B3O3I70373 

B303O90032   Forwards   addendum    to    "4lit   ALAB-1O6  Quarterly    Rept,  Apr-June 
1983,"   caniiBtlng    of    resumes    of    recently    hired    employe** 
CODK-J  H        Consumers   Power    Co        33/04/39        OEVOUHO,  R  C        Director's 
Office,    Office   of    Inspection    and    Enforcement         lp         I83o4   104        S4X 
Flcll*    3Q-3291,  S3/04/29.  S30309QO32 


B30317Q409   Interim   deficiency    rept    re   accident    temp    effects    on 
containment    level    measurement    Instrument    string    error 
•  i  coeds    allowable    steam   generator    ECC9  control    setpoints 
Bechtel    !•   B&U   refining    ellatlng    calculations 

COOK.  J  W  Consumer!  Power  Co  63/OS/OA  REPPLER,  J  0  Region  J, 
Office  of  Director  2pp  10469  248  24X  Flche  30-329.83/05/04, 
B303170409 

B303J70440   Interim    deficiency    rept    re    Installation    of    BiiU   nonse  limit 
transmitter   mounting    brackets    farming    part    of    RCPD    BraciEtt 
uill    be    replaced    w/seltmlcal  lij    qualified   mounting    brackets 
prior   to    Initial    fuel    load   Neit   rept    expected    by    B30Q31 
COOKiJW         Consumers    Poiuer    Co         03/O3/O6         KEPFJ-ER.JO         Regions, 
Office   of    Director         2pp          10469   301          24X   Fiche    30-329,93/03/06- 
8303170440 

B303170487  Final    deficiency    rept   ro    underrated    460-volt  motor    contra] 
ctr    control    circuit    transformers    supplied    by    Oould-Droiun 
Bovarl    Initially    reported    on   821013  Transformers    to    be 
replaced    &    Installation    supervised    by    Dechtel 

COOK.JM  Consumers  Poiuer  Co  83/09/O6,  KEPPLER,  J  0  Meglon  3, 
Office  of  Director  IHpp  1B470  033  S4X  Fiche  30-329.  B3/09/06, 
8309170459 


Interim   deficiency    rept   re    procured    safety-related 
electrical    Equipment    not    meeting    project    requirements 
Initially   reported    on    B5133Q   Task    force    established    to 
review  purchase    orders    Hsst   rapt    expected    by    030629 

COOK.  J  a  Consumers  Power  Co  B3/O3/I3  KEPPLER,  J  B  FUflion  3, 
Office  of  Director  llpp  10319;  1O8  SIX  Fiche  50-339,  93/03/13. 
S3093006SO 


8303200349    Interim   deficiencij    rept    re    improper    Installation    d«»lg-nal 
Clan    IE   electrical    control    cabinet  /panels    Initially 
reported    on    830211    Drawings   iul  1  1    be    revised   Next    rept  mill 
DB   submitted    by    B30B19   Qechtel    rept    encl 

CQDK-JW  Consumers  Power  Co  83/05/16  KEPPLER,  J,  0  Region  3. 
Office  of  Director  ISpp  18316  235  24X  Fiche  3O-329.  B3/03/lfii 
S303SD0349 


—  9309Q9>0060  Addendum   to    "41it   ALAB-lOfi  Quarter!  ij   Rep  t,  Apr-June    19B3   " 

••      Consumers    Power   Co         83/04/29,        92pp  18364    1O5         SAX 

Flch*    30-329,  83/04/B9.B30S09QQ32 

930331019S  foruiardi    "Mitfland    Independent   Design   fc  Const    Verification 
Program  Monthly    Status    R»pt    I,"    cav«rlne    period    Front 
project    inception:    through   030  SS  7, 

LEV1H.H   A         TERA    Corp         H3/O5/27         HEiPPLER.J   0         Region    3.     Office    of 
Director        EI8ENHUT,  D.  ff        Division   of    Licensing        CDOK.JW 
Con«um*ri    Power   Co         <pp          I9639'047         24X   Flche    30-329J  B3/OS/27, 
8303310198 

—  6303310203   "Midland    Independent   Design  t,    Const    Verification  Program 

Month  I  v   Status   Rapt    1>  "    covering    parted    from  project 
Inception    through    930327, 

TULODIESKI.D    .     LEVINrH   A         TERA   Corp         83/05/37         62pp          18637   050 
Z4X   Flch»    50-329,83/03/27,  B3O531O198 

8     R*portalilB   occurr*nces,    LEHs   &   related    CDrrevpondence 

B305190003  Final    respon-st    to  FOIA   request    for    documents    re    Zacl   Co    it/or 
wor»    performed    by    Zact    In   const    of    facilities    Forwards  t\?p    A 
documente.  Document!    denoted    u/aittriii    available    In   PDF!   App 
fliC.D  t  E  do-cuncntt   uil-thhelif    (ref    FOIA  Exemption   7) 
FELJONtJ   H         Division    Uf    Rules    and    RecoriJ*         83/03/11 
PRENDEROABT,  R        Prend«rg*st.    R    J        17p{)         (HSfli  039        SAX 
Flehe    30-000,a3/03/llr030SI90003 

—  S309190112  Deflcle,ncu   rept    re    errors    fa  discrepancies    contained    In   HVAC 

natl    certlf  Icitlons.   Procurement    documentation    will    be- 
r«we.Ui)ate<Ij  do-cum-int   ft   records    mgt    program  mil    be   developed 
tt  dA/OC    penonnel    will    br   added    Alse<   reportad  le    per  Part   21 
CAUKIN9.D   E.,     EICHSTAEOT.  C   L   ,     DEZUTEL,  C    Z          Zact    Co         Bl/10/23 
1B30A    2IS         HflX   Flehe    30-OOui  83/O3/I  I,  B303190003 


Ninth    Interim   deficiency    rapt    re    Improper    thrust    forca*    userf 
In   high    energy    line    break   antiluils    pipe    uhlp    restraint 
ifeijgn    Initially    reported   on    B009J-9    Design   drjiulngs    for   83 
rettr-iinti    revised    Next    rept   uill    i»    subnitteil    by   B4O33Q 
COOKiJ  M        Coniumtr*   Power   Co        83/O3/06        KEPPLEHrd  O        Reoion    3, 
Office    of   Director        9pn         19445'  345        34X  Flrne    3Q-3Z9,  03/09/06, 
6305174883 

B308170391    Final    daflclencv    rept  re    nonconfornirsg   Class    IE  radiation 
monltorlnj    ty*    eleetranle   modules    mfg    bv   Vic.  tureen,  Inc    tua 
to    oreaJiifouin   of   0)A  proaram    Initially   reported    on  B20917 
Vendor   r*vt»»rf  OA  prcoT*m  rivieued    fc  approved 

COOK.J.H.       Consuner*  Poiuer   Co        S3/03/Oi        KEPPLER,  J  G        Reo.Jon   3< 
Otllct   of   Director        ?pp         13471.211         S4X  Ficfier  30-329.  63/O9/06, 
8305170391. 


6303240010    Interim  deficiency    rept    re   Q-related    equipment   cooled    by 
non-0   HVAC    aye    Initially    reported    on   820625  Revs    to   Drawing i 
7220-J1-3iO(QJ    uill     be    ma  tie    by    630630   Safety-grade    HVAC 
added    to    listed    areas    Matt    rept    by    830813 

CDOK.J  W  Consumerfl  Power  Co  03/O3/17  KEPPLGfi,  J  0  Region  3. 
Offie»  of  Director  lOpp  18349  028  24X  Fiche  50-329, 93/03/17. 
8303240010 

8303260318    Interim  deficiency    rept    re    design    of    embedments    In    concrete 
iii/shear    lugs    located    in    tension    lonei    Interim   embedment 
design   criterion    being    developed    for    use    prior    to    testing 
completion  Nest    rept   expected    by    8311S2 

COOK,  J,  W        Canfjroert    Power    Co         B3/O5/2O         KEPPLER,  J   0        Region    3, 
Office    of    Director         3pp          1B599   317         24X   Fiche    90-329,63/03/20, 
9305260219 

B30S240235  Final    deficiency    rept    re   possible    fraill    Ice    formation    In 
svc   Lrftter    Intake    structure   Rec  Irculation   nf    avc    water 
discharge    floiu   near    trash    rack    evaluated   as    best    option    to 
control    Ice   at    Intake    structure 

COOK.J  W       Consumers   Power    Co        S3/03/2O        KEPPLER,  J  0       Region  3- 
Office    of   Director         7pp          1B399   34O         24X   Flche    30-329,83/05/20. 
8303240233 

9303260324  Final    deficiency    rept   re   auxiliary    feeduater    (AFU)    suction 
piling    design    Initially    reported    an   821214   Design    change 
Is-sued    to    Install    pressure    relief   valve    on    Four   AFW  pump 
suction    lines    between   pump    &    first    Isolation   valve 

CDOK,  J   U        Consumers    Poiuer    Co         B3/03/2O         KEPPLER j  J   G        Region   3, 
Office    Of    Director         6pp,         10623    166         84X   FlCJie    30-329,83/03/20! 
830326O324, 


T      Hearing    tran-scripts    on    non-antitrust   matters 


8303100243  Fc-rusrds   NHC    testimony    addressing   Sinclair   Contention    13  ri 
assessment    of    severe    accidents    to   be    presented    at    03 03 28 
hearing    Testimony    addressing   Sinclair   Contention   4    re    steain 
generator    tube    Integrity    filed    on   830131 
WRIOHT,M  A        Office    of    the    General    Counsel        B3/03/1B 
BECHHOEFGR.C   ,     COWAN,  F  P    ,    HARBOUR,  J        Atomic   Safety    and  Licensing 
Board  Panel.       lp         1S373  337        24X  Flche    30-329.83/03/18,8^03100243 

— 830S100S45  Testimony    of    F  Rouisome   re    Sinclair   Contention    13    on 
assessment   of    severe   accidents. 

ROWSOMEiF        Assistant    Director    for   Technology    Revieu       B3/O3/1B 
13pp,        10373   339         24X   Flche    30-329.  B3/03/1S,  B305100243 

—  B30S100248  Testimony    of    LG  Hulman  fc  JA  Mitchell    re   Sinclair   Contention 
13, 

HULMANjL  6  ,     MltCHELL,  J  A        Accident   Evaluation    Branch        83/03/10 
BOpp         10373:331         24X    Flche   30-329,93/03/10,8305100243 
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8303100174  Supplemental    testimony    of   JO   Happier    re    OA 
KGPPLER,  J   B        Region   3.     Office    of    Director         03/O3/23 
10373    197         S4X   Fiche    30-000,  03/03/23,  S303100124 


6pp 


— 0303100141    Responds    to    QH113    Itr    re    implications    of    recent    seitmlc 
design,   errors    at    facility    Duo    to   design    errors, util    license 
suspended    on   B11119  pendinfl    completion   of    independent 
tfo-ilfin    review  ti  receipt   of    schedule    for    completing    modi 
PALLAD-INO.N   J        Commissioners         02/O2/01         DINOELL, J   D         House    of 
Rep    .    Energy    S.  Commerce        3pp         18373  930        24X 
Flche    30-000,  83/O3/23.S30SI00124 

B303IQQI47   Forwards    supplemental    testimonies    of   JQ  Keppler.RJ  Cook-RN 
Gardner. RQ   Landsman, WD  Shafer  i.  JW  Qilray    re   OA  W/o    encls 

N       Office   of    the   Executive   Legal    Director        33/03/23 

. C    ,     COHAN, F   P    ,     HARBOUR,  J         Atomic    Safety    and    Licensing 
Board    Panel         2pp         10371    217         24X    Fichu    30-329,03/03/23,0303100147 

0305100317  Supplemental    testimony    of   RJ  Cook.RN  Oardner.RB  Landsman  !< 
HO   SnaPer    re   OA 

CQOK.R    J   .     GARDNER, R   N   ,     LANDSMAN,  R    B         Region    3,     Office    Of    Director 
a3/0:r/23         6pp          10374    161         24X   Flche    50-329,83/03/33,8303100217 

S3O310OS&1    Supplemental    testimony    of   JW  Qilray, RB   Landsman   &  WD  Shafer 
re    QA   program   fop    underpinning    activities    of    svc    water   pump 
structure   fc   auxiliary    bldg    Supporting    documentation   and 
OIURAY.J  W        OA  Branch        LANDSMAN,  R    B    ,    SHAFEfl.  W  D        Region   3.    Office 
of    Director        03/03/29        30pp,       1B372  330        S4X   Flche   30-329, 
83/03/29,  0303100241 


8303060379  Notification   of    contract   elocution.  Mod    6   to    "Foundation!    B> 
Underpinning   Review  of   name-dial   Meaiures    for    Structure!  on 
Fill    for   Midland  Plants    I    tt   3   "   Contractor   Gnotechn  i  cal 
Engineers,  Inc 

FIELDS,  J   A         Division    a?    Contrasts         NRC-03-B2-O72         63/04/12 
VOLLMEfi.R  H        Division    of   Engineering        KANE,  J        NRC   -  No    Detailed 
Affiliation  Oiven        lp         1B333  OB6       24X  FUho    30-329,83/04/12, 
B303060379 

— 8303060334  Mod   6imodlfylnj    monthly   business    Itr   reporting    r«quir«m«nti, 
to    "Foundation'   d  Underpinning  Revieuj  of  Remedial    Meaiuro 
tof   Structures    on  Fill    for   Midland   Plants    1    fc   3  " 
POUL03,  SJ        0«a technical    Engineers,     tnc         QUSTAVE,  R  P        Division 
of    Contracts         NRC-03-&2-O93        03/04/12         3pp         19333  OB7        24Jt 
FUhe    90-337.  B3/04/12.  8305060379 

9304220515  Forward »   revised    affidavits    for    Individuals    previously 
•mplouid    by  NRC   now  uorlking    on    independent    daiign  t    conit 
verification  program  Clarification  of    "providing    safety 
evaluation"   also    submitted 

LGVIM,  H  A        TERA  Corp        63/04/31        KEPPLER,  J  0        Region  3,    Office    of 
Dil'ictor         ISpp         IB133-S73         34!(   Fiche    30-321?,  33/04/81.  B304220S1» 

8303020363  Responds    to  030335    Itr    ra  TERA  Corp    QA   (.  angineerlnB   plant 
for    Independent    design  I.   const   verification    program    for 
facilities  NRC    comments    on    reportino   requirements  proposed 
bu    TERA  Corp   at   030413  meeting  mill    be   provided 

REHM.T       Office   of    the   Executive   Director    for    Operations        63/04/22 
OORDErD  P        Government  Accountability  Project        2pp         18284  33 B        24X 
Flche    30-329,  03/04/32-  B30SOSOS6S 


B303O3O437    TronBcript    of   830187   hearing    in   Midland,  MI    Pp    14.  S7S-H,  493 
Supporting    documentation    end 

*      Atomic    Safety   and   Licenslns    Board   Panel        83/04/27        S63pp 
4          24X    Flche    30-929,03/04/27,5303030437 


6303040191    Transcript    of   030428   hearing    in   Midland,  MI    pp    14.493- 
14.730 

*      Atomic    Safety   and  Licensing   Board   Panel        S3/O4/20        260pp 
tB324    037         24X   Fiche    30-329,  B3/04/38,  83O3Q4O191 

8303O3O02a  Transcript   of  S30429  hearing    in  Midland,  MI    Pp    14,731-14,977 
»      Atomic    Safety    and   Licensing   Board   Panel        83/01/29        229pp 
1S342    26S         B4X   Fiche    30-329,  33/04/39,  B3030S002B 


Transcript    uf   B30430   hearing    in   Midland.  Ml    Pp    14,  97B-13,  096 
•      Atomic    Safety   and   Licensing    Board    Panel        03/04/30        I22pp 
I333B    133        24X  FUhe   3O-3S9,  83/04/30,  B30303001  1 


6303090951   Advise*    that   branch    has   requested   Dlv   of  Accounting   t> 
Finance    to   bill    utll    for    revieiu  of  R«v   13   to    Topical   Rspt 
CPC-1A,    "OA  Manual    for  Mldlard  Nuclear  Plant,  Vol    1    " 
MILLER.  W  0       License  Fee    Management  Branch        83/04/25       BVRD,H 
Consumers   Pouer  Co        lp         10367  341        24X  Flth»   90-329.03/04/83. 
B303090331 

S309170131    Informs    of   raviau    completion   for    listed    actiwitlei   r« 
remedial    sails   uork   Concurrence   requested 

MILLEH.D  B        Consumers  Pousr    Co        03/04/30        HARRISQW.  J,  J        Region   3, 
Office    of    Director         3pp  1Q446   S&S        24X   Fichu    30-329, B3/O4/2B, 

8309170131 

8305170339  Forwards   Vol    3  of    "Seismic   Margin  Bevieu'Dies*!  Oenerator 

BUa-" 

COOK.J  W        Consumers  Pouier   Co        63/04/38       DEMTON,  H  R.       Office   of 
Nuclear   Reactor   Regulation,     Director        3pp         1B4A9  036        24X 
Fiche   30-329.83/04/20,8303170339 


0303060199  Transcript   of   830302  hearing    in  Midland, MI    Pp    13,097-13,373 
Supporting    documentation   encl 

*      Atomic    Bafetu   and   Licensing    Board   Panel        03/O3/02        AJ6pp 
1B346    001          24X    Fiche' 3O-3S9,  03/03/O3,  B305060199 


— 8303170344   Vol    3  of    "Seismic    Margin  Revieiu  Diesel    OeMrator    flldg    " 
WESUEViD  A  ,    KENNEDYiR  P    '     H1NCAID.R  H       Structural    Mechinits 
Associates        8MA    13701    03R003  V03       83/04/30         113pp        104A9  O40 
24X  Fich*   30-329,83/04/29,  B30S170339 


03&9IAOO33    Transcript   of  830903   evidantiary    hearing    in   Midland,  Ml    Pp 
15,394-13,  692 

•  Mamie    9afety   and   Licensing    Hoard   panel        B3/03/03        SOOpp 
19493    HA        24X  Fiche   30-329.  83/03/03,  0303160033 

S303il0006   Transcript   of   830304    evidentiary    haarinn    in   Midland,  MI 
Pp     19,693-13,732 

*  Atomic    safety   and   Licensing   Board   Panel        83/03/04        232pp 
[B1Q9   026         H4X   Flche    30-339,  B3/OS/04.  03031  10006 

0303110093  Transcript   of  B3O903   evidentiary    hearing    in   Midland,  MI 
PC-    13,933-14,219 

»      rttomlc    safety    and   Licensing   Board   Panel        83/03/03        SOBpp 
134IO   O07         34X   Flche    30-329,03/03/03,0303110092 


Transcript    of   B3O306   evidentiary    hearing    in  Midland.  Ml    Pp 
16.BBO-1&,  366 

«      Atomic    Safety    and   Licensing    Board   Panel        B3/03/06        ISOpp 
184Q8    13O         24X   Fiefte,  30-329,83/03/06,0303110001 


0303170423  Forwards   chanoe    spec*    for    "Pier  Wll    -   Load  Recyclino 
Procidure,"    for   remedial    soil.*   work- per   NRC-util    iuorl 
author! tat  ion   procedure 

MIULER,D   B         Cqnsumars   Poui*r    Co         83/04/37         HARRISON1.  J   J        R«gioil    3, 
Office   of  Direetar        2pp         181A7  2S6       24X  Fiche    30-329.03/04/29, 
B3031 70432 

0303060403  Documents   B30413    telcon.Util    commitment    to   provide    hogging 
air   ejector   radiation  monitors    deleted    from  F3AR    Chapter 
11    3  Potential    relatation    at    tritium  sampling-    pequlremffnt 
dlscuition   deferred    pending    »FClugnt  T«ch  Spec    review 
CQOK.J  U        Consumers  Pouer   Co        63/03/02       DEN  TON,  H  R.       Office   of 
Nuclear   Reactor   Regulation,    Director        3pp         19343,360        34X 
Fie  ho    50-339.83/03/02,  0303040493 

0303170467  Requests   concurrence    ui/propos«d    changes    to   approved    work 
activity    to   perform   load    test    at  Pier    11W 

MILLER, D   D         Consumers   Power    Co        03/03/02        HAHRIBDN,  -J   J.       Reoion    3j 
Office   of   Director        Spp         1B470  073       24X  Fiefte    DO-329.  83/09/02, 
B30S 170467 


B3Q331O1&3   Transcript   of   030310  proceedings    In   Chicago,  1L  P   2  Subpoena 
rflr»ct*d    to  H  Cionl    encl 

*      Cc-nmiH  si  oners,       03/09/10        6pp,       1B632'339        34X 
Flehe    BO-3H9.  B3/03/JO.  8303310163 


DOCKET    30-330  MIDLAND  PLANT,    UNIT  2 

A     App  I  Icat ion^construction    stage   documents    t<   correspondence 

9305230730  Foruanfs    li»t   of   utils   responding    to   requests    for   cost 
figures    on    backflttlng 

TOURTELLOTTE.  J       Regulatory   Reform  Task   Forie        83/04/11 
PAE.LADIHOrN   J        Commissioners        2pp         1S342  272        24X 
Ficha    SO-000,  33/04/1 1,  B3O3230720 


0303110140  Aecepta   TERA  Corp    ai    independent    thlrd-pai-ty    to   perform 
review  of   design  &   const  verification  program  r*    Unit   3 
auxiliary    feeduater   tyt 

NOVAK.T  M       Assistant   Director    for  Licensing        B3/OS/O3       COOK,J  H 
Consumers  Power  Co,      7pp       "laflSI   331        24X  Flche    30-329.83/03/03, 
B3091 10140 

8303170397  Requests   authorization    far   remiillal    lolls   mark    to   Install 
Bulkheads   E10  !<  M10  b   to    ln*tal  1,  load  t<  ticavate    Pfirs    BE, 
SW,  10E  ti   ION 

MILUER.P  B        Consumers  Pouei-    Co        03/03/03       HARRISON,  J  J       Region    3, 
Office   of  Director        lp,       10467  231        24X  FUna.  30-329.  B3/05/03, 
0303170377 
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B3O304O3S3  Board   Notification   B3-Q57   forwards    differing   prof   opinions 
r»    tyi   interaction   It   safety    c  Last  1 1  ication    Info   relates    to 
floarit   Notifications   B3-17  &   &3-44   rs  Unreiolv*d   Safety    time 
A-17 

elBENHUT.D  0  Division  Of  Licensing  83/03/04  FALLADWH.  N 
COnml*»Ion»ri  ZZff  13337  139  34  X  Fi  cliff  3O-OQO. 83/03/O4, 
8303040323 

B309090A99  Qtnerlc   Ltr   B3-2O   to   all    operating*   reactor   licernen   !• 
holders   of   CPi   re    integrated   -ichadijl  ing    for   imp  1  e-menta  tlon 
of   plent   rtioifi   Svc    Hit   end 

EISENHUT,  D.  0        Division   -of  Licensing        83/03/09  Consolidated 

Cdlton   Co      of   New  York.     Inc         16pp         IB627    1  S3        24X 
Fiehe    30-000^3/03/09,8305090439 

8305170045  Requests   author!  ntlon    to   begin   Remedial    Soils    Work 
Aetlvltln   40705Q4OO.  shallow   probing    far  Phase    II    !. 
2C-2330104,SUPe-initall    Ik   terminate   cab  It 

HILLER.P    B         Consumers    Poimr    Co         B3/O.3/09         HARRISON,  J    J        Region   3, 
attic*   of   Director         Ip         1B5Q2  OA7        24X  Fieha   30-329,03/05/09. 
B30  519006  5 

B303S003S1?  Confirm   330510   telcon   euthoriring   minor   mil    eicavatlon 
tram   burled   ptpt*    autild*   of   valve    pita 

MILLER, D  B.      Coniumers   Power   Co        63/03/10        HARRISON. J  J,      Region  3, 
Onier    at    Director         If          IBS  IB    174         SAX    Fich*    50-3B9, B3/09/10j 
S30320Q3B9 

8305170321    Forward*    comment*   on   review   of   TERA   Independent   design   canst 
verification   program   from   B304I3  meeting   Program   (cope 
omitted    iu,*  walk-down   or    turn-aver  &   program   interface* 
MARNICK.ff  F        Region  3,    Office   of   Director        83/05/1  (        NQVAK,  T  M 
Militant   Director    for   LUeniing        3pp         18463  S3?        34X 
F  i  ehe:  30-339,  63/0 S/ 1 1 ,  B303 1 7032 1 


—  B30S20037S  (lev  3   to   "Project   GA  Plan    t-or   Midland    Independent   DBiijn 
Contt  &  Verification   Program   " 

LEVIN,  H  A    .    LEMON,  C    E   .     DECK,  J   M         TERA    Corp         B3/09/02        2&4pp 
18913  036         24X   Fiche    30-329,  83/OS/  IB,  8303300533 

S30521O137  Foruardi   Affidavit    of   Svc    for   Amend    113   to   application   -For 
CPi   t  OLs,  consiiting   of  Hev   4B   to   F9AR   -   site   emergency 
plan 

BUDZJK.D  M       Consumer*   Power   Co        33/O5/19        DENTDN.  H  R       Office   of 
ttuclf»r  Reactor   RBjulatloni    Director        3pp        1H3-1B  331        24X 
Flche    30-3B9,  83/09/19,  B3O5240137 

9305240223  Forwards   30   Baranou  Si   J  CdatiJla   signed   affidavit]  re 
potential   conflict   of   interest    in   performing    third-party 
eonit    implementation   over  view 

WILD,  P  A       atone   &  Webater.     Inc        83/O3/19        KEPPLER,  J  G       Region  3. 
Office   of   Director         3pp          18549   O13         24X    FHhe    30-329.63/05/19, 
330  3240233 

630931Q143   Conflrmi   a  30720   meeting   u/J  Kepplep    to   discuss   various 
•  upj>llit>s   quality   activities    undertaken   btj   Oechtel    In 
support  of   nuclear   projects.  per   B30320   discussion 

SMITH,  C   F         Bechtel    Corp         Q3/03/30         WAfNICK,  R    F         Reolon   3,     Office 
Of    Director         Ip         1B690  O73         24X   Fiche    30-329,83/09/20,8309310143 

9303270399  Enumerates   nau   Info   matl   *.   relevant    to   OM/DL   proe««dinff,  ai 
pra*OTited    before   ASLD   on   B30427  LicenBoe    identified   i 
reported   tun   cracks    In   ivc   uater   pump    structure 

WARNICK,n    F         Region   3,    Office    Of    Director         83/03/24         EtSENHUT-OO 
IHviiJon   of   Llcenilng        2pp         18641   396        34X  Fithe   90-329.  B3/  OS/  2^, 


E     NfiC   Safety   Evaluation  Report    <SER)>    luppls   I<   correspondence 


B3OSI9028O   Forward*   "Evaluation   of  Prsnurej    In   Lines    of   Or  out ing 
EnuipKtnt    -  Crack   Repair  Boratei)   Water  Storage    Tank 
Foundations.  "    in   ruponie   to   unretalveif    Item    In   830118   Itr 
Mixing   ratloi   for   politlva   ii  i  ip  laeement    pump*   ulthlti    ipeci 
KILLER, D   B         Cnnsumer*    Power    Co         83/O3/12         HARRISDW,  J   J        Reoion   3, 
Office   of  ftireetor        Ij        1B301    MB        21X   Fiche   30-329.  B3/03/12, 
8303 1 90280 


8305020393  Forward s    "DtW   177  Fuel   Aiaerablg   Ouner»   Group   Safe-End    Tail 
Forca   Hi  ft   on   Generic    Investigation   of   HPI/Makeup   Nonle 
Component   Cracking, "    In   rasponee   to   SER   Open   I  tarn  B   on 
cracKng    In  RC8  makeup   nonles 

CDOU, J   W        Consumer*    Pouap    Co         S3/04/13         DENTON.  H   R         Office    of 
MucUar  fisactor   Hejulatlon.    Director        3pp        1S273   001        24X 
Flcihi    30-329.03/04/13.8305020390 


--93091^0284    "Evaluation    of   Pressures    in   Linn   of   Oroutlng    Equipment  - 
Crack   Repair   Berated   Miter   Storage    Tank   Foundations." 
HEI6ENHEIMER,  J  ,    HIELAND,  R   H        Consumer!   Power   Co        63/03/03        Bpp 
JB5O1     149         H4K   Flche    50-3B9,  83/05/13,  B3031902SO 

B303240333   Documtntt   E30S1S   dlicutslon   r>   remedial    it>il»   uork 
authorization   Three   jddl   ihallou   hole*    on   loubh   ildv   of 
dltial   generator   bids    constitute   onlcj   minor   change 

NRLER.D    B         Coniumefl    Pouir   Co         S3/OV13         HARRISON,J   J        Region    3, 
Office   of   Director         Ip         19373  361        S4X  Fiche   SO-339.  B3/03/13, 
8303240333 

B305S40427  Riquests   uiorlf    author  1  not  1  on   for    ivc   uater   pump   itrueture 
iinriarplnning    program  &   repldl-c  unant   of   ivc    water    pipe   Train 

MrLLEH-.D  E-       Consuaer*   Power   Co        63/03/13        HARBISON,  J  J       Reoion  3, 
DffliCt    of   Director          Ip.        18371    O37         SAX    Fichn    50-327. 83/OS/I3. 
6303240437. 

6303310190  Butmit*    list   at   accept*ble   jctivitie*   for   renldlal    soils 
uork  author!  utlon 

KILLER,  D  B        Coniuniiri   Pou«r   Co        B3/OS/13        HflRRtSON.J   J       Region   3, 
Office    of   Director.        Ip          1B63I    OOI         24X   Fl  cha- 5O-329,  B3/09/13, 
B3O9310190 

8309270057   Foruiard*   Amend    113   to   application   for   CP«   !e  01.1,  consl  sting 
of   Rev  48   to   FBAR   contalnini    lite    amargincg   plan 

COOK.  J,  M         Contuaiari   power    Co         03/00/16         BENTON.H   It         Office    of 
Nuclear   Reactor   Regulation.    Director         Ip         16MO  Oi3        S4X 
FleJit    50-329i  83/03/16,  B305S70037 


8309D4O33&  Notification    of    B3O511    meeting,    w/utll    d    EJ.W    In   Bethat  da,  MD 
to   dlicuss   SER   Open   It»m  7   b   Confirmatory    Item   7   re 
natural   circulation  b   reactor   vessel    head   vent 

HERNAM.H  H       Liceniing   Branch   4        83/O4/27        ADENSAM,  E  0       Llctn«inj 
Branch    4        6pp         1B326   333         S4X    Fiche    30-339,83/04/37,8305040336 

8305110305  Suppls    eiplanation   of   820931    corami  tmon  t   to    implement 
eipandrtf   cooling    pond   dike    surveillance   program,  including 
viiual    Inipi   of   dike   turf,  to   reiolve   NRC   concern   re   dike 
eroiion  &  performance   identified    In   May    1982  8ER 

COOKrJ.U        Consumeri   Power    Co         S3/09/O3         DENTON,  H   R         Office    of 
Nuclear  Heactor   Regulation,    Director        6pp         1B393  329       24X 
Fiche    30-329,  03/O9/03,  H3031  10309 

8309090594  Comments   on  Open    Item   2  m    turbine   missilsi    in  SER  SectfDtii 
1    7   b  3   S   1   3   Probability,   of   unacceptable   damage   to   safety- 
related   iyfi  tc   components   due    to   missiles   acceptably    loui 

Assistant   Director    for  Licensing        83/O3/O4       COOK,  J  H 
3pp         18367   344        24X   Fiche   50-32?,  83/03/04, 


NOVAK.  T  M 
Consumers  Pouar   Co 
S30309O394 


F.    Security,    medical,    emergency   6   fire   protection   plans 

83031  10034  Generic   Ltr  83-21    to   all    licensees   of   operating   reactor*, 
applicants    for   OLs   &  holders   of   CPs   re   clarification   of 
access    to   control    procedure!    for    lam   enforcement   visits 
Svc    list   and 

Et&ENKUT'D  0        Division   of   Licensing        83/03/11  consolidated 

£<fi«on    CD      of   Neid    York,     me          16pp         1B340   093         24X 
Flehe-  SQ-OOO.  83/03/1  1.S3091  1OD34 


— B303B700fi3  Amend    113   to   application    for   CP»   b  DL«, eon«I«tinB   of   Rev  48 
to   FSAR   containing   *Ite   emergefjcy    plan 

COOK, J  W.       Coniumeri  Power  Co        B3/03/1A        Ip         1BA40  064        E4X 
Fiehe   80-329,83/03/14,8309270037 

B305BOOS93  Forward*   R»v  S   to   enginearina   prosram   pl»n   &  fi»v  3   to 
project  d A  plan  ra    Initepeiiilrnt   dettgn  i  conit   verification 
program 

LEVIH,H,       TERA  Corp        B3/09/1B       erBENHUT,  D.  O        Division   of 
Licencing.      KEPPLER.o  a       Region  3,    Office  of  Blr«ctor       Caon,  J  H 
Conitiotr*  Pouier   Co        4pp         13314:284        24X  FUho   90-329,83/03/1  Br 
83032003 S3 


330B24O213  Foi-uardi   monthly   status   rept   on   offsite   emergency 
preparedness   for   OL   reviews    for   Apr    1983 

D1RCKS.W  J       Office   of   the   Executive   Director   for   Operation* 
B3/03/13.       PALLADINO,N  J        Comml isloners         3pp          18393   322        24X 
Flche,  SO-000,  B3/05/ 13,  830924OB13 

B303270O37  Foruard*   Amend    113   to   application    for   CPs   &  OLs.  consisting 
of   R»v  A3  to  F9AR    containing    site   emergency   plan 

COOK,  J   W,       Combiners    Pouer    Co         83/O3/16         DENTON.  H   R         Office    of 
Hue] ear   Reactor  Regulation'    Director        IP         1B640  063        24X 
Flche    30-329,83/03/16,8305370037 


— B30S2005A7  R«v  S   to   "Engineering   Program   Plan   Project    Instruction 
PI-3301-OO9  Midland    Independent   De*jgn   lc  Const   Verifteation 
Projram. Project  3201    " 

»      TERA   Corp.      83/03/13        J99pp         1B314   299        24X 
Fi Che:  50-329,  B3/05/IB.a303BOQ333 


— 8305270D&6  Rev   48    to   FBAR   containing   site   emergency   pl*n 

*      Coniumers    Power   Co         83/03/31         264pp          IB640   067         24X 
Flch*    30-329,83/03/16,8303270037 
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B303Q40441    Notice    of    appearance    in    proceeding    Certificate    of   Svc    encl 
PROViENZANO,  V   P         Consumer!    Pouer    Co         03/04/38         3pp          1B322    138 
24X    Ficha    90-329.  83/04/20.  830SO4O44  I 

9309040909   R#neued    amended    objections    to     Interrogatories    directed    to 
utll    on   ZACK   Issues    b   renewed    motion    for    protective    order 
Certificate    of   Svc    Bncl    Related    correspondence 
PFtaveNZANQ,  V   P         Consumers    Power    Co         B3/Q4/2B  Sinclair,     M         7pp 

ia32i;O43.  24X  Fiche  50-329,  83/04/20.  8305040309 

a303O404«49  Notice    of    withdrawal    of    appearance    In    proceeding    Certificate 
of    Svc    encl, 

BISHOP.  L    L         Sinclair,     H         BISHOP,  L    L         Harmon    S.    Weiss         83/03/03 
|p          1B322   337         24X   Flche    30-329,  83/03/03,  B303OflOfl49 

9309100341    Motion    to    require    submission   of    cross-examination;   plans, 
designation   of    lead    Intervenors    t,    establishment    of    time 
limit*    on    cross-examination    at    B30601    evidentiary    hearings 
PI    reopened    QA  matters    Certificate    of    Svc    cnc  1 

BTEPTOE.  P.       Consumir*   Pomer   Co        STEPTOE,  P         le^am,     Lincoln   fc  Deale 
83/03/04  Atomic    Safety    and    Licensing    Board   Panel         SSpp 

IB378   S33        24X  Fiche    30-329,83/03/04,8303100341 

D3O51002&4  A-dVisas    of    svc    of    deposition    subpoenas    on    deponents   M  Cionl 
t>  6   Marello    Svc    Hit    encl 

PROCTORi  B  D        Iiham,    Lincoln   b   Beale        PROCTOR-  B   P        Consumers    Pouior 
Co        83/03/06  Atomic    Safety    and   Licensing    Board   Panel        2pp 

13.373.296         24X   FIchs    50-329,93/03/06,0303100364 

9303-100418  Forward*    unsigned    subpoenas    isau&d    for   L   Clark,  T  Devine, 
B    Oardv    h  L  Hall&erg    deposi  tions,  for    signature   Witnesses 
[nte-nd    to    file  motion    to   quash    Svc    list    encl 

PflOCTOR.B.D         1  1  flam,     Lincoln    &    Beale         B3/03/06         BECHHQ6FER,  C 
Atomic   Safety   and   Licensing    Board   Panel         lOpp         10378  OBI        S4X 
Flche    30-3H9.  83/03/06,  B30310Q4IB 

9305120273  Revised   motion    to   require    submission    of    cro»»-»xaroinatlon 
flint,  designation   of    lead    Intervenors   &   establishment    of 
tin*    limits    on   cross-examination  Measures    essential    to 
tlately    development   of    complete   record   U/Csrtif  Icate    of   Svc 
MILLER,  H    1         Consumer*   Pouer   Co        MILLER,  M  J        Istiam,    Lincoln   b 
Heale        83/03/09  Atomic    Safety    and   Licensing    Board   Panel,       4Bpp 

209        H4X  Flche   30-339,  83/03/09,  8303120273 


B3031SO293   Confirms    B3041B   telcon   re    disclosure    of    anonymous    informant! 
name*   Applicant   counsel    agreed    not    to    disclose    name    if   name 
diccoverad    In    documents. 

HrUCOVE,  M,  N        Hearing    Branch    2        83/03/10        STAHL,  D        Isham,    Lincoln 
(.   Be*l«         Bpp         18430    17&         24X    Fiche    30-3S9,  B3/03/IO,  B30S120293 

930JS4.0373   Confirms    telcon   re    continuation    Qf    deposition   of   L   Clark    d 
T  Devlne,  icheduled    for  B30916   b  S3,  respect  ively    B   Garde 
deposition    acheduled    for   S30&06  may    be    continued    provided 
reconvened    QA   hearings    attended    Related    correipondence 
PJJOOTOR,B    B         Isham,    Lincoln   &   Beale        S3/O3/13        MCCLA1N,W        Karp   b 
Lyons,        lp         1SS74   013        24X   Fiche    SO-329,  03/03/13,  B30S240373 

S309I90223  Forwards    Imp    evaluation    forms    filed    for    IE    Insp   fiept* 
50-32WBS-11    l<   SO-330/B2-11,  30-327/B2-17   t,    30-330/S2-17, 
Jfr-32?/aa-19   &   30-330/82-19   &    30-32-7/B3-O3   J,    30-330/83-03 
HILCQVE,  HN        Hearing    Branch    2        83X03/17        uEnNADEI.L        Government 
Accountability   Project,       Bpp         1Q500  204        24X   Flche    30-329,83/05/17, 
6303190233 


0303240059  Proposes    schedule    for   presenting    testimony    during    B306O1-10 
hearings  Proposal    li    joint    proposal    of   util    h  NRC  Kept   on 
Invasttgatlon   of   alleged    violation   of  ABLB   order   ul 11    not    be 
available    by   830601-10  hearings 

HILCOVE,  M   N        Hearing    Branch    S        B3/03/20         BECHHOEFEB, C    , 
COWAN,  F  P    ,    HARBOUR,  J       Atomic    Safety   and   Licensing    Board   J>«nel 
2pp          1B949    133         24X   Ficfte    30-329,33/03/20,8303240039 

B309240063  Response    to   util    93OS09  revised!   motion   revisins  830304 
motion   re    procedural    limitations   Commission    does   not    favor 
singling   out    issue    of  discretionary    referral    of   denied   parts 
of   motion    during    proceeding   Certificate    of   Svc    encl 
WRIOHT,  N  A        Hearing   Branch    3        83/09/20  Atomic   Safety    and 

Licensing    Boqrd    Panel         7pp          10549   03S         24X   Flche    00-329,03/08/20, 
S309240063 

8303840472  Order    granting   Btami.rU  motion    for    e«teniion   until    S303B4 
to   respond    to   applicant   revised  motion    to    establish    limits 
on    cross-eiamlnatlon 

DECHKOEFER-C        Atomic    Safety    and  Licensing    Board  Panel        &3/O3/3O 
Stamlris,     B         lp          1HS49   270         SAX   Fiche    30-329,  03/03/20,  B303240472 

8303230213  Telecopy   response    to    util    revised   motion   Extensive    hearing 
record    caused    by    const   of    safety-related    oldgs   on   faulty 
toll, not   by    intarvenor  actions 

BINCI_Ain,M        Sinclair,    M        33/09/23  Docketing   k  Services    Branch 

Spp          1S392   394         24X   FUhe    3O-329,  83/09/83,  S3032S02 13 

Q30S2601&9  Response    to   util    revised  motion    to   riqulre    submission   of 
cross-examination   plans,  designation  of    lead    intervenors  It 
time    limits    On   crost-siamlnation  Util    apparent    tack    of 
concern   for   public    safety    justifies    careful    eiam   of    letuas 
SINCLAIR, M        Sinclair,    H        83/05/23  Atomic   Safety   and  Licencing 

Board   Panel        2pp         18599  2B4        24X  Flch»   30-3S9,  S3/03/23,  B303240169- 

H309270S47  Foriuards    "Seismic    Margin  Review,  "   Vol«    I.V  fc   VI  H/o    encl 
STEPTOE.P  P        Isham,    Lincoln   t<  B«ala        BTEPTQE, P  P        Gontumen   Pomer 
Co,       83/09/23        BECHHOEFER,  C    ,    CD  WAN,  F  P    ,    HAftBPUR,  J        Atomic    Safety 
and   Licensing    Board   Panel        Zpp        I8&4&    127       24 X 
Fichi   30-309,03/03/23,8303270347 

8303260166  Response    opposing    util    330509  revised   motion    to  require 
crois-eiamlriiitlon   plans,  designation   of    lead    intervenors  It 
time    limits    on    cross-eominatl  on   Due   Process   rights    of    full 
participation   cannot    be   denied    Certificate   of   Svc    encl 
BERNABEI-L        Stamirli,    B        BERNABE1,  L        Government  Accountability 
Project        B3/OS/24  Atomic   Safety   and   Licenilng    Board  Panel 

12pp          18399   290         24X   Fiche    3O-329- 83/03/24,  B303B601i6 

9303260374  Transmlttal    of  documents    on   encl    Hit   of    tubmlttaU 
responsive    to  g  Stamlrls   83O407  document   request  Qubmlttals 
designated    publicly   availab le, already    submitted,  privileged 
under   atty-client   privilege/proprietary 

MILCOVE.M  N       Hearing   Branch  2       83/03/24       BEfiNABEI-L.      eovernmsrit 
Accountability   Project,      2pp         !Si23   143      '  H4X  Fiche    SO -3 29,  83/03/24, 
8309260S7& 

B30S270606  Order   grantinj  Stamlris   920924   discovery   request   for 
documents   re    Implementation    of    quality    improvement    program 
in    soils    area   &  denying   addl    discovery   requests   re   KRC/utll 
Slpt    198S  meeting*  con tatnment    cracki    Issue    tt  audit   reptt 
BECHHOEFER, C        Atomic    Safety   and   Licenilng    Board   Panel        83/09/53. 
Btamlrls,    D        4pp         18644  248        24X  Flche    50-329,  B3/03/29, 8309370606 


H     Oeneral    correspondence 


3303190216  Motion    for    extension    until    8309S4    to    respond    to    util   motion 
to    llaiit    cros«-e lamination   Counsel    involved    in   830319-24 
hearing    A8LD    has    adequate    time    to   rule    on   motion   before 
h«ar|ngi    resune  Certificate    of   Svc    anc 1 

BEttNABEl.L        Stamirli,     B        BERNABEI.L        Government   Accountability 
Project        S3/03/18  Atomic   Safety    and   Licensing    Board    Panel         4pp 

19301:319         24X   FUhe;  30-329,  BP/09/18,  B309190216 


8309040S49  Responds    to  S30324    Itr    requesting    Independent    plant    audit    !< 
more   public   Meetings   Three    Independent   audits    In   progress   or 
planned    for    site   Soils   compaction   problem  &   technical    4   QA 
concerns    being    addrened  by    current  hearing* 
EISENHUT,D  0        Division  of   Licensing        83 /Q  4/32       RDMO,  K.  B 
Affiliation  Unknown         lp        18391    232        S4X   Fiche    S0-329i  83/04/2S, 
8303040349 


B 30524 0322   Responds    to  830910    Itr   Area*    of    disagreement    re    documents 
still    exist  Conference    call    uill    be    scheduled    u/ASLB    if 
util    ulihis    to    pursue    matter 

SRWHERrJ  £.      Consumers  Power  Co       83/03/18,      STAMIRI6.B       Stamirli, 
0        lOpp         18348  07B        24X   Flche    90-329, 03/09/10,  S303240332 


8303040330  Reioondi    to   930323   Itr    requesting    independent  audit   l> 
further   public    meetings. Three   audits    in   progress   or   planned 
for    slU 

EI9ENHUT,  D  0.       Division  of   Licensing,      83/O4/22        HAVGRCAHP,  M. 
Affiliation  Unknown         lp        18391    293       24X   Flche,  90-329,  83/04/22, 
8303040330 


B3Q5240491    Discusses    schedule    for   appearances   Deposition    of    8  Harellb 
ulll    be  rescheduled    for   June    Deposition    of    C   Grant    scheduled 
for    B3Q3S3.  Proceedings    ulll    be    instituted    to    enforce 
subpoena   lerved   on  M  Clonl 

PfiOCTOR,S,D.        Isham>    Lincoln   &   Beale        PROCTOR,  S  0        Consumers   Power 
Co        03/03/19,       BECHOEFER,  C        Atomic    Safety    and    Licensing    Board 
panel        STUCKY,  8  M,      Docketing   &  Services   Branch       Epp        18371   269. 
21X  Flch*'  30-339,83/09/19,6305240491 


8309170392  Responds    to  830421    Itr    re   relnsp   d    Independent    audits   at 
facllitlei   On   830303, TERA  Corp    approved    to    perform 
Independent   T-evleu   of    design   &   const   of   auxiliary    feeduatert 
ay*   SbM  will    perform  overview 

KEPPLER.J  0  Region  3,  Office  of  Director  83/03/13,  ROMO,  L  B 
Lone  Tree  Counsil  Spp  18471  H02,  24X  Fiche  30-329,03/03/13, 
B3031 70392 
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--B30337O37b   fluueitl    *tiur*nct    of    inaejiendent    ag»nl    tfl    perform 

HOMO. I    R         Lont    Trie   Counsil         93/04/21         KEPPLEH.J        Region   3. 
Omit    of    Dir.ttor         ip         1B471    204        24X   Fithe    90-329,83/05/13. 
8303 1703*2 

*      Utility   Tinal    54f»ly    An*  I  ij  *.is   fiiport    iFSafi)    <c   anena* 

E3QS27OO37   Foruardi    ftjitnd    113    to    application    for    CPt    ii   OLi, consisting 
of    H«rf    49   to   FEAR   Contajning    ute    emergency    plan 

COOK. J   W        ConiurlM    Pojir   Co        33/03/16        DENTQU. H   R        Office    of 
Nuclear   R«actor   Regulation,     Director         Ip         10640   043        24X 
FieU*    30-323.53/05/16, B30S270057 

--330527001,6   F?«*   4B   lo   FSAfi    containing    site    energency    plan 

*      CQni^-flTi   Pou*-   Co        83/05/31         3Mpp         lBi40   067        24X 
Flche    ;a-32?pS3/Oj/li   B30J27QOS7 

B30S24O137   Furuardi   Affidavit    of    S^c    for   rtierid     113    to   application    for 
CPs    !.    ULi    consiiting    of   Rev   43    Co   FEAR   -    site    emergency 
plan 

BUDZIK.D   M        Cttniuners   Poutr    Co        B3/03/19        OENTON.  H   R        Office    of 
Hue  lift    Ructor   Regulation.     Director        3pp         IB3S9   33S         34X 
Fichi    10-3S?,  B3/05/19,  93052*0137 

0       Insptetion   resorts.     IE   Bulletins   t,   corraipondence 

—  -— -  — ---^_-^ — -»«.« ._,..,-.-,, ^_ ^^_____^ — , . — , 

83031900O3   Final    re»pon*>    to   FD1A   request    for    documents    r»    lactt    Co   V/or 
uort    pirformed    by    Itack     in   tonst    of    facilities   Forwards   App    A 
docuaianti  Ooeuujnti   denoted   u/asterist   available    in  PDR  App 
B,C,D  (,  E  docuttents  withheld    (ref  F01A  E.empttQn  71 
FELTOH   J  M        Division    Of   Bulei   and   Becords         63/O3/1I 
PflEMDERQASr.R        Prlnderjait,     R   J         17pp         ISSOi   057        a« 
F"iche    SO-QOO.B3/03/11,  B305190003 

— 030519Q04S  Renuutt   vendor    imp   of   facilities   having   contracts   u/Iacl 
Co    rfue    to   QA/OC    prooleras   at    MidUnii    fi   HVAC   activities 
Jjct    Co   corresponifente   r*   LaSalle   (.   ^elated    Into    encl 
FIOREUL1.C       Region  3,    Chicago,    Reactor  Construction  1  engineering 
Sujifrfl-rt   Srincfi         BO/04/21         POTDPOU3,  U        Region   4.    Dallas,     Vendor 
Inipeetion   Branch         I2pp         19506   077        24X   F1Che    50-000,83/03/11, 
8305)  POOOS 


Summaril*.   020430   fflBtting    u/prealdent   of    Zack   Co,  HVAC 
aor    flt    facilitie*.  re    potential    alUoatlani    ZaeV   Co 
Plant,  tnj    to    terminate    slveral    employes    in    document    Control 
irctlon 

HAVES.OH        B.gion   3.     Office   of   Oirec  tor        as/03/13  Real  On   3, 

*        24]l   FU/le    50-000,83/03/11, 


.!*   al!e?*ti0n  "   Z"Ck   Co   fal"""'   «  =  cuments   cancertitn, 
WflC    activities    at    facilities   per   NBC   Nightly   News  H 

broaocait  *         v 

•      R.dio    TV  R.porti.     Inc         93/O7/24  W(?C   -  Wo   Detallta 

4       2<1(  FleM   SO- 


-S3MIPOOP7  Behest,    inve,t,aat  10n  of 
Vf   °lih 


!:         o' 

fc   S   Maf.llo   alI,9,Uon 


h    lit    inad.,Ua 
"»»«•«"  !•  PO..IH.   »l 

contractor   at    ficilittet 
"»"«« 


9305190100   Affidavit   of    AT   Howard    r.    Oc    br..tdn,,n   t   ,„.     i       , 

isi«i'5'riov»  ;ick  ea'Hwc  »"*-**  '-«u.;:-1 
s^?;?-'1'07736  M»  "»* 


— 8303190307 


SHAFEfl.no        R«9l0n   3,     Qffic,    of   Director 

"'*'  ;s 


UARNICK-fi   F 


KORELIUS.C  E  Dl 
Enj  inlerlnji  Jp 
830S190O05 


B2iSOi03BS   IE   Info   Notice   B3-14.     "DawatBi-eil    Spent    Ion   Eicn-angi    Resin 
BusceptitUlitu    to  Eiofcriermic   Cl.amUal    RaactiDn    "    8vc    ll«t 

encl  .  .         „  .r, 

TAVLOR.J  M       Division   Of  BaFunual1!!*  **    inspection   Prourams    (Pott 
830103)         B3/O3/21  Consolidated   Edison    Co       of   Ne(u    Yarti      IttC 

H2pp        19309  319        24X  Fiche    30-000-  B3/O3/2I,  B21S060383 

3303040021    IE   Info   Notice   83-31,     "Defective    Emergency    Uie    Respirator-    • 
svc   list  encl 

JORDAN. E  L       Division    of   Emergeneg    Preparedness    b   Enfl Inhering 
Response    (Po»t   830103)        B3/O4/19  con*ol i-J«t«d    Ednon   Co       or    New 

Yorl,     Inc        124pp         10433    133        24X   Fiche    30-000, 83/04/13r  630)3040011, 

9303040023   IE   Jnfo  Notice  B3-22,     "BWR  Sat etij/ne  1  lef    Valve    F«Ul»r««," 
Bvc    list   encl 

JORDAN.  E  L        Division   of  Emerg«ncu   Prop  Bred,  no  is   4  ErflinBorinifl 
Response    (Poet  630103)        83/01/22  consolidated    Edison   Co      OF    tttu 

York,    Inc        113pp         18383009        24X  Flche    SO-OOO,  B3/QH/23.  B3O3Q4SHH3 

9303040025   IE   Info   Notice  83-33,     "Inoparable   Containment   AtmPiph»r« 
Sonsing   5<J*    "   Svc    Hit    encl 

JORDAN'S  L        Division   of   Emergencv   Prepar-adniti   t<   Engtnftering 
Response    (Post  Q30103)        B3/01/as  ContolUatud    Ed  lion   Co       at   Ji«w 

Yorl,     Ine        119pp         18301    3?1         24X  Flche;  SO-OOO,  03/04/35,  0303040O23. 

8303010024   IE   Info   Notice   03-24,     "Loaie   pjrtf    in   Secondary    Bttlr    op 
Stiam  Oenaraturi   At  PUR*    "   Svc    list   and 

JORDAN,  E  1-        Division   af   Emergency   Prepjr-ednait   t  Enjinttving 
Re<£onsc    (Post  830103)        B3/O4/S8  Cdniolldated   Edlton    Co.     UP    N*U 

YovV.    Itvc        USpp         18303047        H4X  Fl  Che- 30-000,  63/04/80,  0303040OH6 

Q303040027    IE   Info   Notice  03-2S,     "Standby    Oas    Treatment    Sg«    lla*t>r    High 
Temp   Trip   Betpoint   Adjustment    "    8vc    Hit    emcl 

JORbANiE  L       Division   of  Emergency    Pre/parodneii   t  Enginea-rlng 
Response    (Post   830103)        83/04/20  Conaolidatea   Edison   Co      of    «•« 

York,     Inc        llBpp         10302    16B        S4X  Fiche    30-000,03/04/80^3303040037 

8303110129  Forujrds    draft  NRR   9ALP    input    for   Jol    1?B1    -  Her    19B3i 
based   on    info   solicited    from    llntad    personnel    Comments 
received   by   030303  ulll    be    considered    in    fln«l    rcpt 

HILLERiM  A       Hcetmlng   Branch    4>        B3/03/Oa        MATT80N,  H.       Bivlmlon    a  f 
Systems    Integration    (po.t   B11O03)        VOLLMETIiR        Division    of 
Engineering        JORDAN.  E        Division    of   Emergency   Prepareifn«f,»    fc 
Engineering   Response    (Post   8301031         7pp         1B421    314,       S4X 
Flche   SO-329,83/OS/oS,Q303110I8a 

8303040028   IB   Info  Notice  83-26,     "Failure    of    8af *tu/Reli"f   V«lv« 
Qncharge  Cine  Vacuum  Breakers    "    Svc    list    encl. 
JORDAN.E  L       Division   of  Emergencu    Preparadness   Si  Enolne*rlrfl 
Response   (Post  B30103)       B3/O3/03  Consolldfltsd   Edl.on  Co.     at   HIM 

Yuri.     Int        IBSpp         18441    170        34.X  Fiche,  30-000,  03/oS/03i  B3030*ODSO 


8303040030  IE   In(o  Notice  83-a?,     "Operational   Hespon»    to  Es-«nt* 
Conternlng   DBliberate   Acts    plrBctBd   Aoafrlst  Plant 
Equipment    "   Svc    list    end 

Division   of  Etnorgency    PTeparedne»»   fc  EnoineBring 


JORDAN,  E  L 

Response    (Post  830103)        Q3/03/04,"  Con«Olid*ted    Ediion    Co      of 

loi-t,    int        iiapp        1B3B2  EBB        2AK   Flche   SO-QOO,  03/09/04,  B303O'OO30 


B303Q4003!    IE   Info   Notice   03-28,     "Criteria    for   Prot.ctiv-   Action 
*  ns    for   Oe"«r»l   Emergnncie*    "    Sve    list   »ntl 


ConsnlldaUd   Edl.or,    Cc,      Of    Itau 
24X   Piehe    BO-000,  H3/OS/04-  83030"tGO3l 


,0 
H9pp         1B441   001 


10333'340 


ConsOlId«ted    Edi«on   Co      of    «.- 
Tich.'  50-000,  83/03/Ot.  B303O-1{>O3a 


hanBr  '"  WW-l.ft.v  3  re  QA 
emfvl"!'  requirement  foT  rfvt 
-1  °.f  «**vi*«  request^ 


inB,  pi-Ov(d  lna 


"-"M1"^!!'!?"        M/W/»a  Division    of 

J        S4X  Flche   30-000,83/03/11, 


9303190398          """"          "         ' ^        Z**   Flche  •  30-339- B3/OB/04,, 

"8T'S±:f^  qualit|j   plan   fQ"   ""derpinnmo   «tivl*t.. 


i 

l(4pp 


Flche!  SO-DOQ,  83/OS/U,  B303040034 
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8309130171    Ac  I    receipt    af   030329   Itr    Informing   NRC    of    stops    taken    Co 
torrttt    violation!    noted    In    IE    Imp    Repts    30-339/03-01    fc 
50-330 /B3-O1 

WARNICk,  R  F,  Region  3.  Office  of  Director  93/03/11  COOK,  J  W 
Consumirs  Pouer  Co  lp  1B43B  104  24X  Plena  3O-329, 93/O3/1 1 , 
3305130171 

--B303130192   Responds    So    NRC    8303O4    Itr    re    violations    noted     In    IE    Imp 
Reptl     30-329/83-01    t.    30-330/93-01    Corrective    actions    valve, 
serial    27035, placed    bock    in    Dochtel    stock    BtiW  revising   QC 
procedure    for   receiving    b    Imp 

COOH.J    H         Consumers    Power    Co         93/O3/3.9         KEPPLER, J   0         Region    3. 
OfMc*    of    Director         6pp          1843B    1O9         24*    Flche    30-329,  B3/O3/1 1, 
9305130171 

8303200357    Aifvlse.    that    investigator    file    for    IE    Investigation   fiopts 
50-329/33-13   t   30-330/83-13   reviewed, per    ASLB   order    per 
Intervenor    request    tor    discovery    In   QA   hearings   Proprietary 
tc  nonpropr letary    documents    listed    U/o    stated    ends 
HAfltfrCK,R.F        Region    3.    Office    of    Director        03/05/17        PATON,  W  D 
NRC    -   No    Detailed    Affiliation    Given         3pp          18919    390         24X 
Flchi    30-327,  an/03/17, 8303200397 

B30304O040    IE    Info   Notice   93-31,     "Error    In   ADLPIPE  Computer   Program    " 
Svt    Hit    eiicl 

JORDAN,  E  I.        Division   of  Emergency   Preparedness    (<  Engineering 
R«sponie     <Po*t    B30103)         83/03/19  Consolidated    Edison    Co       of   New 

York.     Itic         Hipp,       1S697  009        S4X   Flche    30-000i  83/03/19,  S303040040 


— B303Q9C060   Addendum    to    "4ifit    ALAB-106   Quarterly    Rep  t,  Apr-Jims     1903    J' 
»      Consumers    Power    Co         B3/O4/29         S2pp          1B364    109         24X 
FichB    30-327,  B3/04/29,  B3O5Q90032 

B30S310I9B  Forwards    "Midland    Independent   Design  J,  Const    Verl  f  lea  t  Jem 
Program  Monthly    Status   Rept    1,"    covering    period    from 
project    Inception    through   S3O327 

LEVIN.  H   A         TERA    Corp         83/03/27         KEPPLEfi,  J   0         Region    3,     Office    of 
Director        EISENHUT,  D  0        Division   af  Licensing        COOK,  J  W 
Consumers    Pniuer    Co         4pp          1B6S9   017         24X    Flche    50-329,  B3/O3/.27. 
830331 01 98 

930331O203    "Midland    Independent    Design  i   Const  Verification    Program 
Monthly   Status    Rapt    1,"   covering   period    from   project 
Inception    through   B30927 

rULQDIESKI.D    ,     LEVIN.  H   A         TERA   Corp         83/03/27         63j>p          1H659OSO 
24X    Ftche    50-329,83/03/37.8309310196 

S      fieportflblc    occurrences.    LERs   &   related    correspondence 

B3031900O3  Final    response    to  FOlfl   renuest    for   documents    re    Zack    Co   fc/or 
uork    performed    by    Zack    In   const    of   facilities   Forwards    App   A 
documents   Documents    denoted    u/asterlst   available    In  PDR  App 
B.C.D  J.  E   documents   mithheld    (ref  FOIA  Eiarantton  71 
FELTON,  J   H         Division    of    Rules    and   Records         03/03/11 
PRENDEROAST.fi        Pi-endergast.     R    J        17pp         18906  099       24X 
Ficho    30-000, B3/03/11. 9303190003 


B30534000JI  AH    receipt    of   B3090&    Itr    informing    NRC   of    steps    taken    to 
correct    violations    noted    In    IE    Insp    Repts    30-329/83-03   & 
50-330/93-03 

HARN1CK.H   F        Refllon   3.    Office    of    Director        83/03/20        COOK.  J  H 
ConlUflliri    Poutr   Co          lp          18349   039         24X    Flche    50-327,03/03/20- 


— 8303190HS  Deflciaricy    rept  re    arrors   !.  discrepancies    contained    in    HVAC 
matl    certifications    Procurement   documentation  mill    be 
revalidated.  document  &  records   mgt   program  uiill    be   developed 
t  QA/QC   personnel    will    be    added  Also   reportable    per  Part   21 
CALKIWS.D   E   ,     EKHSTAEDT.C   L    .     DEZUTEL.  C    Z         Zacfc    Co         81/11VS3 
310pp          18906   213         2flX   Flche    30-000,83/03/11.8303190003 


— 9303240003  Responds    to  NRC   830407    Itr    re    violations    noted    In    IE    Insp 
Rlptl    30-329/93-03  »   30-330/93-03  Corrective    actions    MPOAD 
Quality    Action   Request  F-29H    Issued    830304    to    r*vloy 
Btchtel    procedures    for    proper    quality    classification 
CODKrJ  W        Consumers  Pouar    Co        83/09/06        KEPPUER,  J  Q        Region   3, 
Otflca    of    Director          llpp          19349   040         34X    Fiche    30-329.93/05/20, 


8303170283  Ninth    interim  deficiency   rept   re    improper    thrust   forces    used 
In   high    energy    lino    breal   analysis   pipe   mhip    restraint 
design    Initially    reported   on   S00919  Design   drawings    for   83 
restraints    revised    Next  root    ul H    be    submitted   by   B4Q23Q 
COOK.  J   W         Consumers    Power   Co         B3/Q3/O6         KEPPLER,  J   G         Region    3i 
Office    of    Director         9pp         1B46S   343         24X   Flche    3O-329,  B3/OS/O6. 
83031702Q3 


83O5S60310  Ac*    rseelpt    of   830310    Itr    informing    NRC    of    steps    taken    to 
torrtct  violations    noted    In   B30S08  notice    of    violation   & 
eropottd    imposition   of   civil    penalties    Revised   response    re 
craft   b   tnglnevrlng    personnel    training    requested 

KEPPLERi  J  0  R«B'°n  3.  Office  of  Director  83/03/23  COOK,  J  W 
Con»ujn*r«  Poular  Co  2pp  1B623.S39  24X  Flctie  SO-329,  B3/09/S3, 
B309S&0310 


9305170391    Final    deficiency   rapt    re   nonconf orming   Class    IE  radiation 
monitoring    sys   electronic    modules   mfj    by    Vlctoreen,  Inc    due 
to  breakdown   of  OA    program    Initially   reported   on  B2O917 
Vendor   rovised   QA   program  revieiuad   &  approved 

COOK.J   W         Consumers    Pouier    Co         83/09/06         KEPPLERi  J   0         Region    3, 
Office    of    Director         9pp         1B471    211         24X    Fiche    30-329,03/05/06, 
8303170391 


3303370076  Confirms   B306Z4   9ALP   meeting    in   Midland, MI    Heating    open    to 
otKtr    Interested    parties 

WAHNKK.R,  F  Roglon  3.  Office  of  Director  83/03/24  CODKi J  W 
Comimirs  Pou»r  Co  lp  1B63B  301  24X  Flche  50-329,83/03/21, 
83032700-76 

B3O3QAQOAii    IE    Info  Notice   93-33,     "Nonroprasentat Ive   8ampling    of 
Cant*mlnab*d    Oil    "    Svc    list    encl 

JOBDANiE   L        Division    of   Emergency    Preparednaaa    &  Engineering 
Rtsponie    (Pott    830103)         83/03/26  Consolidated    Edison  Co      of   Neu 

Vork,     Inc          lltpp          1B647   007         24X    Flche    30-000, 83/03/26, B303O4O046 

R      Periodic    operating    reports    &   related    correspondence 

8309230270    "Active-  Mod    Pro jects,  Operat  Ing    PWR.  19B2    " 

»     canitlmer.   Poutr   CD        02/12/31         4pp         18376.332        24X 
Flciht   BO-000,  92/18/31,9303230270 

8209030111    Forward i   Gechtel.B&U  &   utl 1    monthly    nonconf ormance    repts    for 
Mar    19B3,  per   73O323  Memorandum  t,  Order   ALAQ-106   s,  Amend    1 
to  CP» 

COOK.v,  W        CanBumer»   Podier   Co        83/04/29        DEYOUNO.fi   C        Director'* 
OMlCt.    Of  Pice    of    Inspection   and    Enforcement         1,  139pp,       1B286  001 
24X  ftcba    BO-329, 83/04/33-0303030111 

B3O517C373  Foruordt    "Mori;    Activity    List    for   May    1983r  "    for    remedial 
toll  work    per    NRC-utll    tiiork    authorliation   proeedurH 
Aut^iorliatlon    at    specific    mark    Itams    requ«»ted 

MILLERjD  S        Consumers    Power   Co        83/04/B6        HARRISON.  J  J        Region   3, 
Offlc*    Of    Director         23pp.        19466   031.        a4X    Flclie    30-329.83/04/26. 
S3051 703-73 

G3O3090052  Faruirdm   addendum   to    "41>t   ALAB-1O6  Quarterly    Rapt, Apr-June 
19BX"   conelitlng    of   resumes    of   recently    hired    employees 

V       Conium*rs  Pouier  Co       B3/04/S9       DEYOUNO.  R  C       Director's 
!    OFFlce    of    Inspection   and   Enforcement         lp         18364.104,       24 X 
Flc^*;  30-329,03/04/29.  B303090032 


830917040?    Interim   deficiency   rept    re   accident    tamp    effects    on 
containment    level    measurement    Instrument   string    error 
exceeds    allowable    steam   generator   CCCS   control    sotpolnts 
Bechtel    d  B&W  refining    existing    calculations 

CODK.J   W         Consumers   Power    Co         83/09/06         KEPPLER,  J   Q         Region    3, 
Office    of    Director         2pp         13169   24B         34X    Fiche    30-339,83/03/06, 
B3031704O9 

8303170440    Interim   deficiency   rept    re    installation   of   B!.W  nonseUmic 
tran*mltter  mounting    brackets    forming    part   of  BCPH   Brackets 
mill    be   replaced   u/sel smical 1 y    qualified  mounting    brackets 
prior    to    initial    furl    load    Neit    rept    a'pected    by,   B3083I 
CDOK.J   W         Consumers    Power   Co         83/03/06         KEPPUER,  J   0         Region    3, 
Office    of    Director         2pp         1B469   301         34X   Fiche    30-329. 83/03/Ot, 
8305170440 

8303I704B9   Final    deficiency   rept    re    underrated    460-voIt   motor   control 
ctr   control    circuit    transformers    supplied    by   Gould-Drown 
Boverl    Initially    reported   on  S21O13  Transformers    to    be 
replaced    ft    installation    supervised   by   Bechtel 

COOK,J  W  Consumers  Power  Co  S3/09/06  KCPPLER,  J  0  Region  3, 
Office  of  Director  lapp  18470  033  S4X  Fiche  30-329, 83/03/06. 
S3091704S9 

8303200680    Interim  deficiency    rept    re   procured    saf ety-relatod 
electrlca-1    equipment   not  meeting    project  requirements 
Initially    reported    o-n   821830  Task    force    established    to 
review  purchase    orders   Weit   rept    expected    bij  B3Q429 
COOK.J  VI        Consumers   Power   Co        83/05/13        KEPPLER,  J  Q        Region    3, 
Office    of    Director          llpp         1B319    109         24X    Fiche    30-329,83/03/13, 
33032006BO 

8303200349    Interim  deficiency    rept    re    Improper    installation   design    of 
Class    IE    electrical    control    cabinet/panels    Initially 
reported    on   B302M    Drawings   will    be   revised   Ne*t   rept  uill 
be    submitted    by   B30S19  Cechtel    rapt    encl 

CPOK.  J  W  Consumer*  Pouier  Co  03/03/16  KEPPLER,  J  0  Region  3, 
Office  of  Director  12pp  1S516.  333  B4X  Fiche  30-339,03/05/16, 
830S200349. 
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8303240010    Interim   deficiency    rept    re   Q-related    equipment    cooled    b  ij 
non-3  HVAC    sgs    Initially   reported    an   6^0625   Rovs    to   Draulno* 
7220-M-360<«I    uill    be    made   b<j    B3C63D  BJf ety-jrad B   HVAC 
adtfetf    to     listed    areas    Neit    rept    bg    830613 

COOK.J  W  Consumers  Power  Cn  93/OS/I7  KEPPLEJJ,  d  0  Region  3, 
Office  of  Director  lOpp  1S349  02S  24X  Fiche  50-327.83/03/17, 
B303Z40010 

830926O3Q9    Interim   dafielsncg    reft   re    cor»    support    itructure    bolting 
Initially    reportid    on    B30419   evaluation    of    corrective   action 
in    progre-it    Ne»t    rept    will    bi    sent    ty    331101 

COQKi J  W        CaniiMiers   Pouer   Co        83/03/1?        KEPPLERi  J  fl.       Region   3, 
OPfict    of    Director         3pp          ie63S>2CO         24X   Fi cho- 30-000.  B3/03/19. 
B303260309 

— 83OS2&0311    Deficiency    rept   re    ultrasonic    test    aonormal    indications    In 
upper    barrel    bolting    of    reactor    intern-all    Initially    reported 
on    &3O32B   Results    of    Internal    bolt    In'!    discussed    Addl    info 
uill  1    be    forwarded 

TAYLOR,  J  If        Babcock    !.  Hileoi    Co        S3/04/11         DEYCUNO,  R    C 
Dlrector't    Officer     Office   of    Inspection    and   Enforcement        9pp. 
10625   203         24X   FIcM    50-000* 93/O3/I 9.  B30336Q309 

— 830S260313  Updated    deficiency    rapt    re    core    barrel    bolting    ultrasonic 
test    indications   Bolts    visually    Inspected    Hairline    crack    at 
thank    to   head    junction    Indicated    Repair    plant    dependent    on 
remits    of    lower   care   barrel    imp 

TAVLOR.J   H         Bab cock    fcWilcox    Co         83/04/32         DEYQUiVa,  R.  C 
Directoi-'o   Office,    Offict    of    Inspection  and   Enfor«em*nt        3pp 
10623    310         SAX   Fiche. SO-OOO.Ba/OS/l1?.  B30526O3O9 


6303100261    Supplemental    testimony    of   JH  Qilray.RB  Landsman   &   HD  Sfiafar 
rt    OA   program   for    underpinning    activities    of    svc    uater    pump 
structure  I*  auxiliary    bldg    Supporting    documentabian   ene  1 
OILRAY.J  »        OA   Branch        LANDSMAN,  R   D    .     SHAFEfi,  M  D        Rtflion    3>    Orffci 
Of    Director         83/O3/Z9         3Bpp          18373   238         24X   Fiche    90-389. 
93/03/25. 030S100261 

830S030457  Transcript   of   830427   hearing    In   MidlandiMI   Pp    14, 272-H.  493 
Supporting    documentation    »nc 1 , 

*  Atomic   Satat(i   and   Lleenilno   Board   Panel        83/04/27        SbSpf, 
18294    184         24X    Plche    SO-329, 83/04/27. B303030437 

B3030401T1   Transcript    of   93042B   hearing    in   Midland.  MI, Pp    14,495- 
14,730 

*  Atomic   Safety   and    Licinilng    Board   Panel        B3/04/3B        BiOpp 
1G3E4   037         E4X    Fletio    3O-3S9,  B3/04/BB,  83O3040I91 

9300090023  Tr0n«crlpt   of  930-1 E 9   hearing    In   Midland,  MI   Pp    14,731-14.777 

*  Atomic   Safttu   and    Llcenilng    Hoard   Panel        B3/O4/2?        S2?pp 
16342  2*2        24X   Flche   BO-327.  B3/O4/27,  B309050028 

B30503001J    Transcript    of  830430   h*arino    in  Midland.  MI    Pp    14. 97B-15.09* 

*  Atonic   Safety    and   Licensing    Board   Panel.       83/04/30         122pp 
1033B   133        24 K  Fiche    30-329, 83/04/30, B30309001 1 

B3090&019?   Transcript   of   B30S02   hearing    In   Midland, MI    Pp    13.fl97-13.393 
Supporting    documentation    encl 

»     Atonic   Safety    *nd  Licensing    Board   panel.       83/09/O2 
1B346  001        H4JT  FlcM    30-329,  83/03/02,  B3050A0199. 


83092&021B    rnteTim  defictency    reat    re    design    of    enbe<dmEnts    in    concrete 
u/th»ar    luge    loc'ted    In    tendon    ianei.  Interim   Hmbe-dment 
deiign   criterion   being    developed    for    us*   prior    to    testing 
completion  Next    rept    tcpected   by   931 1B2 

COOKiJ  W        Consumers   Power   Co        B3/O3/SO        KEPPLER,*!  0        Hegion   3j 
Off  let    of    Director          9p.p          19399   317         24  X    Fi  Che,  90-3294  83/03/20, 
B3DSS&QSSS 

B30SSA-0239  Final    ijeflclBncy   rept    re    possible    frjaiJ    ice    fornitlon    in 
ivc   inatar    Intake    structure   Ree  irculation    of    ivc   uiater 
rfltcAarge    f 1 oui  near    traih   ruck    evaluated    as    beat   option    to 
control    ic«    at    Intike    structure 

COOH.-J  H        ConsLinir*   Pou*r  Co        B3/O3/50        KEPPLEfl.J   0        Rlolon   3. 
Qffltf    at    Director         7pp          IBS 9?   310         31 X    FUhe    30-399,53/09/21}. 


8303140033  Transcript  of  B305O3  evidentiary   hearing    In  MidlindjNI   Pp 
19,394-13.672, 

*      Atonic    Safety    and   Licensing    Board    Panel        83/03/03.       3OOpp, 
1B4S3   lit        24X   Fiche    90-329, B3/03/03, 0303140033 

B3O31100O&  Tranicrlp-t   of   Q309O4    evidentiary    hearing    In  Midl*ndiHI. 
Pp    13,  673-15,  «B 

«     Atomic   Safety    and   Licensing    Board   panel        83/O3/O4        832pp 
18409   026,       34X    Fiche;  30-327,  B3/O3/04, 830S11000& 

6303110092    Transcript   of  B30SO3   evidentiary    hearing    In  Midland  MI 
Pp    13,  923-16.219 

t>      Atomic   Bafttij    and   Licensing    Board   Panel        B3/03/03        302pp 
1G410  DD7,      24X   Fich*    90-329,  83/03/03,  S3031 10092 


63032fi03?4   Final    defUlenci;    rept   re   auiillary    feeduater    (AFH)    suction 
piping    daalgn    Initially    reported    on   821214    Design   cnanae 
issued    to    dnitall    pressure   relief   valve    an    four    AFM  pump 
sirctlon    llnei    hetueen    pump    tt   firit    isolation   vulve 
COOKrJ   H        Cansumers   Pauier    Co        83/03/20.       KEPPLER,  J  C        Region    3, 
Office    of   Director.       Spp         18623    Ifii        24X   Fiche    30-327,83/09/20, 
6303260334 


T     Hearing    transcript!    on   non-antitrust    matters 


8309110001    Transcript   of  830506   evidentiary    hearing    in   HiJl«rJ,MI   Pp 
16,220-1^,366 

*  Atomic    Safety    and   Licencing    Board   Panel.       83/03/06.       ISQpp 
1S40B   130        B4X   Fichf  30-339.63/03/06,0303110001 

83O931O163  Transcript   of   B3O91O  proceedings   in  Chicago,  IL  P   S.  Biffrpo«ma 
directed    to  H  Cioni    encl 

*  Commlisionars         83/O3/10,       6pp         18632  339.       24 X 
Flchl    90-329.  03/03/10i830S31O163 


B3031Q0243   Forward  *  HRC    testimony    addressing   Sinclair   Contention    13   re 
assessment    of   severe   accidents    to    be    presented    at    830328 
hearing   Testimony    addressing    Sinclair   Contention   4    re   it* urn 
generator    tube    integrity    filed    on   S3O131 
WRICHT.N  A        Dffiea    of    thn  General    Count* I        83/03/18 
BECHHOEFEfl.C    ,     COWAN,  F    P    ,     HARBOUR.  J         Atomic    Slfettj    and    Licensing 
Board    Panel          lp          1B373. 337         24X    Fiche    30-329,83/03/18.8303100243 

— 8303100243   Testimony    of    F  Reuiame    re    Sinclair  Contention    13   on 
asieisirient    of   sever*   accidents 

HDWSPME.F        Anlitant    Dtrectpr    for    Technology    Revleu        B3/03/1B 
I3pp          18373   33B         24X    Flcfie    5O-327,  83/O3/1B,  3303100243. 

—  8303100243  Testimony    of  La  Hulftan   t,  -Jft  Mitchell    re   Sinclair    Contention 
13 

HUt-rUN,  L  0    ,    MITCHELL.  J   A        Accident    Evaluation.  Branch         B3/03/1B 
20pp.       18373  391         24K  Flehe:  30-329.  B3/03/18,  8303100243 

S30S100124    Supplrmintal    teitinanu.    of   JO  Kepplcr   re    OA 

KEPPLER.  J  D        Region   3,    Off  leu   of    Director        83/03/25        6pp. 
1B373   197        24X  Ffche    50-OQQ.  03/03/S3,  8303100124. 

8303100147   Foruarifs   supplemental    tei  tlironics    of    JO  Keppler.RJ  Cook.  RN 
04rdn.0r.RD   Landim<niHD    Shafer    t  JW  flllrjy    r*   OA  W/o    ancls, 
H1LCOVE.H   N        Office    of    the    Eiecutlve   Legal    Director        B3/03/23 
BECHHOEFFen,  C   ,    COHAN,  F  P   ,    WAR B OUR,  J        Atomic    Saf*tu    and   Licensing 
Board   Panel         2pp         IB374  217        24X   Fiche  '  30-3i!9r  B3/03/S3,  8303100147 

8305100217  Supplemental    teitimanv   of   RJ  Coot,RN  fi»rcfnar,RB   Landsman   t, 
HO  Bhafer    re   OA 

COQK,R  J  .     9ARDN£Ft,R  N.  ,    LANDSMAN,  R.  H        Ruglon   9,    Office    of    Director 
83/03/29         6pp          18374,  161.       24X   Fiche- 30-329. 03/O3/23,  B3O5100217 


DOCKET   30-331   BLMNE  ARNOLD  ENERGY  CENTER 

F      Security,    medical,     emergency   ft    fire    protection   plans 

B30909O186-  Forward <   aiemption    Prom  requirements    of  Section    III   0    of 
Apt   R   to    10CFR30   per   B 206 22   requait   re    reactor   bldg    torus 
area   &   lo-uer    mltchgear   room   Remaining    areai    for   which 
axemptians   requavted   will    be    addressed    In    future   action 
VASBALLO.DB        Operating   Reactors    Branch    2        83/04/26        ARNOLD. A 
loai  Electric   Light   &  Poumr  Co,      2pp        18367  236,      24X 

Fiche    90-331,  83/04/26,8303090186 

— 8303090197  E<«mpHon    from   requirements   of   Section    III    0   of   App   R. 
10CFRSO   re  reactor    bldg    torus    area,  north    fc   south    control    rod 
drive  module   jrtas, r»actor    bldg   RHR   valve    rooms, control, 
lauiar    iuitchgeBr>  battery    d    estential    sultchgear   roamt 
ErseNHUT.D  0        Division    of   Llcenilng.       83/04/26  lour*   Electric 

Light  fc  Power  Co        Bpp         18367 '236,       SIX  Fiche    30-331, 83/04/24r 
B30309OJB6 

9305110034   0«nerlc    Ltr   B3-21    to    all    licensees    of    operating    reactors. 
applicants    for  OLx    te  holder!    of   CPi    re    clarification    of 
access    to    control    procedures    for    lau   enforcement  visits 
Svc    list    and 

EISENHUT,  D.  0        Division    of   Licensing.       33/09/11.  Conso  1  itfated 

Edison  Co      of   N.ui  York.     Inc         16pp.       18940.093        24 X 
Flehe:  30-000,83/05/1 1,8303 110034 

B3OS200172   Notifies    of    refund    of   Class    II    license   amend    fte    re  B006t7 
amend    application   Changes, per    10CFRSO   94(p),do   not   decrease 
effectiveness    of    plan   tt   do   not   require   NRR   approval 
MILLER, M  0        License   Fe*  Management   Branch        B3/09/I2        ARNOLD, P. 
lauia   Electric    Light  &  Power   Co,       lp         18340  234.       24X 
Fich*'  30-331,83/09/12,8309200(72 
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9303310176   Forwards    JE    Intp   Rjpt    30-331/B3-OB  on   830411-15  No 
nonconipl  lance    noted 

PAPERiELLO,  C.  J        Region   3,    Office    of   Director        03/05/16        LIU,  L 
Enure  Electric    Light    b  Power   Co        2pp         1B639    11B        24 X 
Flclt*    B0-331j  93/03/16,3303310176 

—8309310151     IE    In»p    Rept    9O-331/B3-08    on    B3Q411-1S   No    noncompllance 
noted. Major    areas    Inspected    actions    taken    in    response    to 
910722    confirmatory   action    Itr   &   emergency    preparedness 
appraisal    imjirovBment   b    training 

PATTERSON,  J   P    ,     SHELL,  M   O    .     AXELSON,  W    L         Region    3,     Office    of 
Director          B3/05/12         15pp          10639    120         24X    Flcht    30-331. 83/03/16, 
9303310176, 

03032403&4    Informs    that      NUREO-0737.It.rn    III    A  2    1,     "Emergency 
Priparedne»e.f  Upgrade  Emergency    Plane    to    App    E,  10CFR50,  " 
conpleted    Item    closed. 

VAS8ALLO.D   B        Operating   Reacton    Branch    2        83/03/1B        LIU.  L        louia 
Electric    Light    ti   Pouiir    Co         3pp          18993   34B         34 X 
Flcht-  90-331,  B3Y03/1B,  8303340364 


P.    Operating    license    stage    documents   &   correspondenci 


— 8303110242   Safety    evaluation    tupporting    Amend   B9   to   License    DPR -49 
*      Office    of  Nuclear   Reactor   Regulation.     Director        33/04/29        5pp 
1B434   327         24X    Flche    30-331 ,  B3/O4/.29,  B3031 10100 

— 8305110243  Notice    of    1  nuance   (,  availability    of   Amend  89   to    License 
DPR-49 

VA8SALLO,  D   B         Operating    Reactor*    Branch    2         B3/04/29         2pp 
1S434   332         24X   Flche    50-331,83/04/29.8305110100 

8305100095    Informs    of    intended    reporting    mechanism    Far   containment    leak 
rate    teitlng    from  Cycle    7  refueling    outage,  per    10CFR30iApp  J 
fc   Tech   Spec    App    A  LER  reporting    requirements    do    not   applg 
Test   results   will    be    lubmltted    in   early    Jo  I    1933 

ROOT,  U   D         Iowa    Electric    Light    &   Pouer    Co         83/09/02        KEPPLER,  J   0 
Region    3.     Office    of    Director         2pp          18377   816         24X 
Flche    30-331,  83/05/02,8303100093 

B303110037  Forwards   Amend   91    to  License    DPR-49,  safety    evaluation  i 
notice    of    iiBuance    b    availability  Amend    modifies    plan    for 
Integrated    scheduling   of  modi 

EI8ENHUT,  D   0         DlvUlon    of    Licenflng         B3/03/03         LIU.  L         loua 
Electric    Light   &  Pou*r   Co        3pp        1B420   340        24X 
Flche    30-331,  63/05/03,8305110037 


6305040095  Fofuard*   Amend    87    to  License   DPR-49  i   notice    of    Usuanct   t> 
jv*il»tlHt(j    Amend    Incorporate!    revi    to    tablet    of    *afety- 
r*lated    tnubberi    to    latlefy    requirement!    of   Mark    I 
containment    long-term  780238   order    for   mod 

VABflALLO.  D.  ff        Oatratlng   Reactor!    Branch    S        83/04/1B        ARNOLD,  D 
low*   Electric:   Light   l>  Pobigr   Co        3pp         18328    173        54X 
Flehi    30-331,83/04/13,  B309040095, 

— 83Q5CHQ10B  Amend   87    to   Llc«ns*    DPR-49, incorporating    revi    to    tablet    of 
•af etg-relatnd    «nubb»ri    to    tatltfu    requirement!    of  Mark    1 
containment    long-tern   780226   order    for   mod    Of    lic«n«o 
VASSALLO.D   B        Operating    Reactor*   Branch    2        B3/04/1B        9pp 
183Sfl    176        24X  Flche- 90-331r B3/04/18, 3303040093 

— B3QSQ40113  Notice    of    Itiuanca    &  availability    of    Amend    87    to   Licence 
OPR-4? 

VAS6ALLO, D  H        Operating    Reactor*    Branch    a        83/O4/16        2pp 
[8328    183.       Z4X  Flch*    90-331, S3/04/1B, B3O3040099 

SMS 140331    Retpondi    to   B30S1&  re qua it    for   Tach    Spec    Intvrpretatlon   re 
Cfl*pon»nt    oparabllitg    uhtn   dleiel    generator    Inoperabli, 
itatlng  NRR  poiltlon 

EIBENHUT.D.  O.       DlvlUlon    of   Llc«n*ing        B3/O4/SO        NOREHUB.C   E 
Dlyttlon   of  Project   <"  Retldent    Programi        2pp,        1B475  049        S4X 
Flch*.  SO-331,  B3/-04/20,  8303160331 

8303110549  Forward t   Amend   83    to   License    DPR-49, iaf etu    evaluation   & 
notice   of    Itcuince   d  availability    Amend    revliat    Tech    Spec* 
to    incorporate    limiting    condition!    for    operation   during    Fuel 
Cucle  7. 

APICELLAiF.  L       Operating  Rvacton  Branch   2       B3/04/29       ARNOLD, D 
Icira   Electric    Light   &  Power    Co        2pp         18413,073        24X 
Ft eli e-  30-351.  8.3/04/39,  8305110949 

— B-30911033&  Amend    BB   to   License    DPR-49,  reviling    Tech    Bpecs    to 
Incorporate    limiting    conditions    for    operation    during    Fuel 
Cycle  7. 

VABaALLOd),  B        Operating    Reactors    Branch    2        83/04/29.       20pp 
1B4I9.073        B4X  Fiche   90-331,63/04/25,0305110349 

— 3309110960  Bafety    evaluation    importing    Amend   BB    to   License    DPR-49 
«     Office    of  NucUar  Reactor   Regulation!    Director,       83/04/23        7pp 
184 13:  0«?S,        S4X    Flche-  9O-331,  B3/04/23,  B3031 10949 

--B3031 1-0364  Notice   of    liiuance    k  availability    of    Amend   S8   to   License 
DPfl-49. 

VAB&ALLOf D.  B.       Operating    Reactor*    Branch    2        B3/04/23        2pp 
JS413    lOH.       24X  Flche.  30-331 ,  83/04/23,  B3091 10349. 

B303180601    Forward*   riqueit    for   addl    Info    re    structural    aspects    of 
Ha-rt    I    containment    long-term  program   plant-unique   analysts 
rept  R«tpanee    rtquefted   within   49   days    of   receipt    of    Itr 
VABBALLfl'O.B.       Optra  ting   Reactors   Branch    2        83/04/28        LIU,  L         louia 
Electric    Light   t   Pouer  Co        4pp         1S9O9  346        84 X 
Flch*.  90-331,  83/04/28,  8303180801. 

8309110100   Forward*   Amend   B9    to   Llc*nn    DPR-49,  safety    evaluation  !• 
notice   of    (nuance   l<  avallabilltu.  Amtnd    revises   Group    I 
containment    isolation    signal,  pressure    aetpolnt   ti    lou-lou 
»tfe   logic 

APICELLA.-F.  L.       Operating    Reactors   Branch    3.       B3/04/29        LIU,  L        Ionia 
EUctrU   Light   t,  Power  Co.      2pp        18434:313       24X 
FIchi:  50-33 1»  B3/O4/29,  83031 10100. 

— B30911D234   Amend    B?    to  License    DPR-49, revising   Group    I    containment 
Itoletlon    sign*!, preisure    letpoint    from  880   p«Ig    to   890  pilg 
b    low-low   let    logic 

VABSALLO,  D.  B.       Operating    Reactor*    Branch    2.       83/G4/27        10pp. 
10434:317,       B4X  Fit  he:  30-331,  83/04/29,8309110100 


—8303110039  Amend   91    to  License    DPR-49,  revi  sing    plan    for    integrated 
scheduling    of   modi 

VA8SALLO,D   B        Operating    Reactors   Branch    2        83/03/03       Epp 
1B420   343         34X   Flche    3O-33I,  B3/03/03,  B3031 10037 

— B3051I0043  Safetu    evaluation   supporting    Amend   91    to  License  DPR-49 
»      Office    of  Nuclear  Reactor   Regulation,     Director        B3/03/03 
I3pp          184HO   343         24X   Flche    90-331,03/09/03,8309110037 

— 3303110049  Notice    of    Issuance   &   availability   of  Amend   91    to  License 
DPR-49 

RODNEY!  V  L        Operating   Reactors  Branch    3        B3/05/03       2pp 
1B4SO   360         34X   Fiche- 30-331,  83/09/03,  S3031 10037 

8303100081    Forward i   Amend   90    to   License   DPR-4-9  &  notice   of    1  nuance  & 
availability    Amend    deletes  requirement!    for    shift    technical 
advisor    to   OB    on   duty    during    refueling    par    TMI   Action    Item 
I   A    1    1 

VABSALLO,  D  0        Operating   Reactors   Branch    3        83/03/03       ARNOLD,  D 
Iowa   Electric   Light    h  Pouer    Co        3pp         1BSQ3  270        24X 
FUhfl    30-331,  B3/03/03,8309iaOOBl 

— 83031B0091    Amend    90    to  License   DPR-49,  de 1 et ing    requirement    for    shift 
technical    advisor    to   tie   on   duty    during    refueling   per  TMI 
Action    Item    I   A    1    1 

VASaALLD,  D  0        Operating   Reactors   Branch    2        B3/09/03        4pp 
IB303   273         24X   Flche.  30-331.  83/O3/03,  83031BQOSI 

— B305100Q93  Notice    of    iciuance   d  availability    of  Amend    70   to  License 
DPR-49 

RODNEY,  V  L        Operating   Reactor*   Branch    2        33/03/03       2pp 
18303   277         24X   F£c4ie,  30-331 ,  83/03/03.  83Q31BOQB1 

8305060060  Application,    to   amend   License   DPR-49,  revising    App   A  Tech 
Specs    re  mat    critical    pouer    ratio   operating    limits    far  3<3  & 
8>BFt/PaxBR    fuel    types    to   allou    Implementation   of    turbine 
control   valve  mod 

ROOT.L  D        loua   Electric   Light  &  power   Co         83/03/04        DENTON.  H  R 
Office   of  Nuclear  Reactor  Regulation.    Director        lp        18349  OSS        24X 
Flche    90-331,83/03/04, 0305060060 

— B303060066  Proposed    App   A  Tech   Specs    revising   iriax    critical    pouer  ratio 
operating    limits    For   B>B  h  BiBR/PBxBR    fuel    types    to   allou 
implementation   of    turbine    control    valve   mod 

»      louia   Electric    Light   &  Pouer   Co        S3/O5/04        2pp        IB349  O33 
24X  Flehe   90-331,83/03/04,8303060060 

— 8303060076  Rev   1    to    "Supplemental   Reload    Licensing   Submlttal    for   Duane 
Arnold   Atomic   Energy  Ctr, Reload   6   " 

MAONER'R   L   .    ZARBIB- H  A   ,    CHARNLEY,  J  9        Oeneral    Electric   Co 
V1003J01A46  fiOl         S3/03/31         HOpp        IH343   033        S4X 
Fiche    50-331,83/03/04,8305060060 

8303 180732  Provides    clarification    of   SER   rs    environ    qualification   of 
safety-related    electrical    equipment.  All    justifications    for 
continued    operation    ehould   be   reviewed    to    ensure    that   all 
unqualified    equipment    covered   Proprietary    guidelines    end 
VASflALLO,  D,  B        Operating   Reactors   Branch    S        B3/OS/O4        LIU, t        loua 
Electric    Light   &  Pouor  Co        3pp         18506   048        24X 
Fiche. 50-331,  83/03/Ot, B3051SO732 

B30S090639  Oenerlc    Ltr    33-20   to   all    operating    reactor    licensees    t> 
holders    of  CPs   re    Integrated    scheduling    far    Implementation 
of  plant  mods  Bvc    Hit  end 

EISENHUT,D.O        Division  of  Licensing        B3/03/09.  Consolidated 

Edison   Co      of   Neu  York,     Inc         16pp        1B627    193        24X 
Flehe'  30-000.  83/03/0"?,  8303090639 
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6303170717   Advises    that    action    required    by   830209  Amend   el    to  License 
DPFi-49   t-   Generic    Ltr    33-07    i:  omp  lets,  b«9  etl    an    uti  ! 
negotiating    ui/DQE   re    dliposal    of    high    level    uaste    or    spent 
nuclear-    fuel 

VASSAtLO,  D    0         Operating    Reactors    Branch    S         33/OS/O9         LIU,  L          loua 
Electric    Light    fc   Power    Co         2p(i          13496    196         24X 
Fiche    10-331,  03/03/09,  8305170719 


030SO30317  Forwards    finalireif    rept    re    follomup    intp    at    facility    durlnj 
uk    of  330410  Areas    included    pott-accident    samp  1  ing. h i gh- 
Pange   containment    monitors,  h igh-rango    effluent   monitors, 
training.  do-SB  assessment   t    in-plant    survey    procedure* 
8TOETZEU,<3  A        Battelle  Memorial    Institute,    Pacific    Northuitt 
Laboratory        B3/O4/21        PATTERSON.  J  P        Region   3,     Office    of    Director 
IBpp          1B297   OS1          SIX   Fiche    30-331,03/04/21,8300030317 


B309ai0167  Forwards   requeit    for    addl    info    re   NUREO-O737,  Item    II    K  3  HB 
on    qua  1  i Pleat  1  an   of    auto-matte    d epres tur  1  latlon    aye 
accumulators   Response   ulthLn  43   days    requested 

vASSALLQ,  D   B        Operating    Reactors    Branch    3        63/05/11        LIU.L         loua 
Electric    Light    (.   Power    Co         3pp          1S64S    117         34X 
FicrtB    50-331,03/03/11.  B3OSatOlA7 

8303230962    Inform-!    that    results    of    p  Ian  t-un  I  HUB    ca  Iculati  oni    forming 
bases    fir    mods    to   vacu-um    breakers    ufll      be    submitted    bu 
83O731rin   response    to   Qeneric  Ltr   93-03  Henulrefl    mo  rim   will 
bo    completed   during   Fall    1S>B4    outage 

RODT.L   D          lobja    Electric    Light    !.    Power    Co         33/03/14         DENTEN,  H   B 
Office   of    Nuclear  Reactor   Regulation,     Director         !p         IS 937, 330        24 X 
FIcn«    3O-33I,  B3/OS/1&,  830SS30362 

B303ai019a  Forward*    lafety    evaluation    re   8WH   Owner*   Group    raeponte    to 
NUREG-0737, Item    II    K  3   43,     "Dec-rea iuri lation   W/Other   Tftan 
Automatic    Depressor 1 latlon   Sys    "   rtctlon    complete 

V ASS AL LCI,  D   B        Operating    Reactors    Branth    2        B3/03/13        LIU.L        loua 
Electrlt    Light   6  Pouior   Co        2pp         !Bi4B   C-B9        34X 
Fiche    30-331.  03/03/10,0303260192 

B3QS-240I2Q   Forwards   MB thddolcujij    used    to    adifr»«*    nonaa f e tyre lated 
«qu£pm*nt    failure*    (IE  Bulletin    77-O1 B) , summary    of    environ 
qualification  Action    rtems    40  6   It    &    response    for   Category 
IV    Items, per    1OCFR90    49   &    S3OS04    r-equeit 

flOOr,  L  D  loua  Electric  Li»ht  &  Power  Co  S3/09/30  DENT  ON,  H  R 
Office  of  NucJejr  Reactor  Aegulatlan.  Director  19pp  1BS4B  349 
SIX  Ficna  SO-331 .  83/03/20.  83033-101  20. 

0      Inspection    roports.     IE   Bulletin*    b   cor rospondant e 

B3D3Q4033?  Advises    that    r*vl»ed    procetfurea    covering    adequate    method 
to    determine    max    per-mln i t> le    concentrat lon-h    from  whole    botfij 
counting    data,  per    IE    I  nip    Rept    30-331 /B2-06  will    be    ifelaij4d 
Hut    to    errors    [fiscoveraiJ    in    computer    library 

DDHr.L   H          loiua    Electric    Light    k   Paver    Co         B2/O6/30         KEPPUER,  J   O 
Region   3,    Office-    of    Director        £pp         1B3S3  SOS        24X 
FlchE    30-331,  B2/Ofi/aO,  8303040389 


83030-40023    IE    InPo  frfotfte  93-22.     "BWR  Safety/Relief    Valve   Failure*    " 
3vt    list    end 

JORDAN,  E  L        Division    of   Emergency    Praparednets   I<  Engineering 
Reiponie    (Pott   030103)        B3/04/22  Consol idattd    Edison   Co      of   Neu 

Vor*.     Inc         H2pP         183B3  089        24X   PlchB    30-000,  S3/O4/S2.  8303040023 

B3Q3Q4Q025    IE    Info  Notice   03-23,     "Inoperable   Containment   Atmotphere' 
Sensing    Byt    "  Svc    lilt    encl 

•JORDAN,  E  L        Division    of   Eme-rgencv   Praparodne**   b   Engineering 
Raipons»     (Post    B301O3)         83/04/23  Consolidated    Edit  on    Co       Of    Neu 

York.     Inc        H9pp         1B3B1    2?J         24X  Fiche.  SO-OOO,  B3/04/2S,  8303040023 

B30S030131    Forwards   addl    re-*ponse    to    IE  Bulletin  82-03,  Rev   1    ra 
Intrrgrdtiular  stress    corroiion    cracking    Response    auppli 
B21301    Itr  Cycle   7   refueling    outage    eiami    revealed    no 
Indication  of  cracking 

fiQDT'L  D        loua   Eloctric   Light  &  Poiuer   Co        83/04/29        KEPPLER-  0-  O 
Region  3-    Ottitu    of   Director         9pp         18300    IBO        24X 
Plche    30-331,83/04/25,  B30S03O131 

B3O51003SO  Rupontfi    to  NRC    Itr    re    violation*    noted    in    IE    Imp   Rrp-t 
M-331/B3-O8  Corrective   actions ,  1  teenslng    personnel 
involved    In   development   of   Tech    Spec    changes    cautioned    re 
necessity    for   care   &  accuracy 

RDOT.L  B        loua    Electric   Uight    &   Pooler   Co        83/04/23        DEYQUNOi  R  C 
Director's   DPflcei    Office    of    Inspection   and   Enforcement        3pp. 
1B37O  0?4        24X  Fiche    SO-331,  83/04/23,  S3O3IO0320 

8303040026    IE   Info   Notice   83-24,     "Loose   Parts    in   Secondary   Side    at 
Steam  Generators    at    PWRi    "   Bvc    list    encl 

JORDAN, E   L        Division    of   Emergency   Preparednes*   k  Engineering 
Response    (Post  B301O3)        83/04/28  Consolidated    Edison  Co      of    Ntui 

Vopk,     Inc         HSpp         183BS  047        24X  Fiche    30-000, B3/O4/Sa,  830304OO26 

B30304O027    IE  Info   Notice   B3-2S.,     "Standby    Oa*    Treatment   9ys   H-eater   High 
Temp    Trip    Betpoint  Adjustment    "   Bvc    list    encl 

JQRDANiE  L        Division   of  Emergency   Preparedness   &  englneerinfl 
ResponiB    (Pott  B30I03)         B3/O4/2B  Consolidated    EdUon   CD      of   K*w 

Vork.     Inc         llSpp         1B3B2    163        24X  Fiche    50-000,83/04/23,8303040027. 


B2I20AQ3B9    IE    Infc-  Notice   B3-I4.     "Deuistered   Spant    Ion   EieUange    fiesin 
Susceptibility    Co   Eiottiermic   Chemical    React!  dn    "    Svc    list 
encl 

TAYLOR,  J  M        Division    of   Safeguard's   &    Inspection  Praurairt*    (Poit 
S301O3J         O3/03/21  ConsqHdated    Edison   Co      of    MBLU  Verk,     Inc 

LI2pp          1830B   3J=-         24X    Fiche    SO-OOO.  B3/03/2t ,  B2120603B9 

Q303010021    IE    Info  Notice    63-31,     "Defective   emergency    Use    Respirator    " 
Svc    list   encl 

JBHDAN,  E  L         Diviiion   of    Emergenci;    Preparedneii    fc  EnalneerinB 
Response    (Post   83O103)         B3/04/I3  Consolidated   Edison   Co      of   Neu 

York.      Inc  12fipp          IB43S    153         K4X    FichB    SO-OOO.  B3/O4./15,  8303040021 


83Q304002B    IE  Info    Notice    B3-ai,     "Failure    of   Saf etg/B»l ief   Valve 
Discharge   Line   vacuum  Dreahet-G.  "   Sve    list    encl 
OQRDANiE  L        Division   of  Emergency   Preparedness   &  Engineering 
Response    tPost   B30103)         B3/05/03  Consolidated   Edison  Co,     of    MBSJ 

Voi-fc,     Inc         122pp         1B441    J70        24X   Fiehe-  SO-OOO,  B3/OS/03,  83030*0038 

B303040030    IE    Info  Notice   S3-27,     "Operational    Response    to   Events 
Concerning    Duliberate  Acts    Directed   Against  Plant 
Eijuipmint    "   Svc    list    encl 

JORDflNiE  L        Division    of   Emergency    Preparedness    &  Engineering 
Rosponse    (Post   83O103)         B3/03/04  Consolidated   Edison  Co      of    M*u 

Vork,     Inc         112pp         1B3B2  2B2        24X   Ficha    30-ODOi  B3/O3/04.  B303040O30 


B3DS&3O338   Toruarda    IE   Insp    flnpt    SO-331/B3-O4    on   83021A-19  &    03I4-1B 
No    rmncomp liance    noted 

LITTLE.U  3        Reg-lon    3,     Office    of    Director        Q3/O4/1B        ARNOLD.  D 
Ionia    EUctt-lc    Light   *    Power   Co         Spp          1BS74    046         24X 
Flchff   30-331,  83/04/ia,S303OS033fl 


B3O304003I    IE   Info   Notice    B3-28,     "Criteria    for   Protective   Action 
Recommendations    for   Oeneral    Emergencies    "   Bvc    list   encl 
JOHDANiE  L        Division   of"   Emergency   Preparedness   &  Engineering 
Response    (Post   B301O3)         B3/O5/04  Consolidated    Edison   Co      of   Neu 

Yortr,     Inc         ll<Jpp         1B441   OO1         24X  Fiche    30-OOO-  B3/OS/04,  B30304OO31. 


— 9303020360    IE    lnip   R«pt    90-331/83-04   on    030216-1-?    t-  031i-18  No 
noncompliance    noted.  Ma  JOT    area,    Inspected    Inservice    Insp 
program  &   proc  *-rfur«!  i  insp    documents  t  i  an  &    reclrculat  ion   sy« 
b    attached    piping    follouup    per    IE   Bulletin    93-03 

KEV.H  J    i     DANIELSON.D  H        Region   3,     Office    of   Director        83/04/18 
lOjip          1B274    O^B         B4K    Fltha    80-331  •  83/04/18,  B30S02033g 

B303100ai5   Forward*    IE    Insfl    R«pt   50-331/83-01    DTI    8301O3-OB25  t.   notice 
of   violation 

SHAFER,W  D.       Ragion  3,     OtfiKe    of  Director        83/04/18        ARNOLD^ D 
Iowa   Electric    LljJit   i.  Pouer   Co        2pp         18374  047        SAX 
Fich«    30-331.  B3/04/1S.  8305100213 


B30B1003i4  Act    receipt    of    B30423    Itr    informing    NRC    of    steps    taken    to 
correct  violation    noted    in    IE    Insp    Rept    30-331/03-02 

STREETEHrJ  p        Region   3.     Office,    of   Director        B3/03/04        LIUi  L         low* 
Electric   Light   b  Power   Co         Ip         18379  OBB        K4X 
Fieft*    90~33I,B3/03/04-B303100364 

— 330S10O372  Reipondt    to   NRC   S30324    Itr   rt   violation   noted    in    IE    Imp 
Rept    30-331/8-3-Oa  Corrective    actions    personnel    cautioned    re 
necessity    for   accuracy    In    development    of   Tech   Spec    change* 
RQOT.L  D         loua   Electric    Light    fc  Pouer   Co        83/04/28        DEYflUNO.  R- 
Director's   Office,    Office    of    Inspection   and    Enforcement        3pp 
18379   089         24X   FJche    50-331.  03/O9/04. B3OS100364 


Notice    of    violation    from   insp    on   330103-0229 
SHAFER.  W  D       Region  3.    Office   o-P  Director       03/04/16 

IB374   04V         24X   FlcftB    30-331,83/04/18,8303100315 


2pp 


-B30510021B    IE    Insp   Rept   30-331/83-01    on    030103-0223  Noncampl  lance 
noted    failure    tp   develop    4   adhere    to    detailed    vestal    Aead 
insulation   removal    procedures   &   to    control    measuring   * 
tilting    muifmant 

CLARDV.L    B   ,    -JORDAN*!!   J  .    WALKER,  R   D        Region  3,    QPFie*    of 
Director        03/04/18        Spp         IH374'031         BflX   Fiche    50-331  ,  B3/O4/1B, 
S303IOOS15 


B3O3O40033    IE    Info  Notice   83-3?.     "Fuel    Binding    Caused    by   Fuel   Rack 
Deformation    "  Bvc    list    end 

JORDAN, £  L        DivUIon    of   Emergency   Preparedness   t  Engineering 
Response    (Fust  930103)         B3/OB/O6  Consolidated   Edt«on   Co      of   Neu 

York,     Int         llSpp         18383  248        S4X  Fiche    30-000,83/05/06.8303040033. 

B3OSI9033J    Forwards    IE    Insp    Rept    BO-331/83-04   on   B30328-31    No 
nancompllance   noted1 

8TRE6TER.J  F.      Region    3,    Office    of   Director,       B3/03/04.       LIU.L         Iou4 
Electric   Light   b  Pouer    Co        2pp         18501:293,       24X 
FlcHe    3O-331. 83/03/06.  830S1902S1 


DOCKETED  ITEMS 


216 


—3308190236    IE    Imp    Rept    SO-331/B3-O6    on    8303S8-31    No    noncomp 1 iante 
noted   Major   areas    Inspected    general    &   nonlicensed 
training   fc    licensed    operator    requal If Ication    training 
BUTPMIN.R    M    .     MAWKINS.F    C         Region    3.     Office    Of    Director 
83/OS/OS         £>pp          1B301    293         24X    Flche    3O-331 , B3/03/O6,  8303190331 

83GSB4Q311    Document!   results    of    visual    imp    of    core    spray    sparger 
during    1993   refueling    outage    per    IE  Bulletin   BO- 13    Imp 
•conducted   iJ/rBmote   actuated    TV   camera   Equipment    resolution 
capability   verified    uilng    one    mil    wire 

ROOT,  L   D          loua    Electric    Light    I<   Power    Co         B3/O3/O9         KEPPLER,  J   Q 
Region  3,    Office    of    Director         lp         18371    373        34X 
Flthl    90-331,  B3/O3/Q9, 8303240311 

93030-40034    IE    Info    Notice   83-30,     "Misapplication    of   Generic    Emergency 
Opirating    Procedures    (GOP)    Ouldellnei    "    Svc    list    encl 
JORDAN.  E  L.       Dlvlilon   of   Emergency    Preparedness    &   Engineering 
Response    (Post  B3O103)        S3/O3/1I  Consolidated    Edison    Co      of   New 

VorL     Inc          114pp          183S4    003         24X    Flche    30-000.  S3/03/1 1, B30304O034 

B303310176  Forward*    IE    Imp   Rept    SO-331/B3-OB    on   630411-15  No 
n DUE on pi  lance   noted 

PAPERIELLO.C    J         Region    3.     Office    of    Director         33/03/1 6         LIU,  L 
taut  Electric    Light  b  Powar   Co        2pp         18639    11B        S4X 
Flche.  30-33.1,83/03/16,  8303310176 

—8303310^81    IE    Imp   Rep*   30-331/B3-OS   on   830411-13   No   noncomp  1  lance 
noted.  Major    areas    inspected    actions    taken    In    reiponso    to 
8109S-a   confirmatory    action    Itr   t<   emergency    preparednnns 
•ppralial    Improvement  fc   training 

PATTERSON.-J  P   ,    8NELL,  W  0   ,    AXELSON,  W  L        Region    3,    ufflce    of 
Director          93/03/12         13pp          1B639    120         24X    Flclie    30-331,83/03/16, 
8303310176 

8303SMQS84   Forwards    IE    Imp   Rept    30-331/83-03   on   B30321-23  No 
noncomf 1  lane*    noted 

PAPERIELLQ.C    J        Region   3i    Office   of   Director        B3/O3/1B        LIU.L 
low*  Electric    Light   l>  Pouer   Co        3pp         1B34B  088        34X 
FJehe.BO-33i.g3/O3/lS,  B303S4O2S4 

— S3O3240272    IE    In»p   Rept    90-331/B3-03   on   830321-23  No   noncomp 1  lance 
noted. Major    areas    Inspected    radiation    protection   program    for 
operation  &    refueling, including    organization   &   staffing, 
•tiff   qualification!, training    &   outage    planning 

HUETER'L   J.  ,    PAUL,  R   A   ,    QREQER,  L  R        Region   3,    Office    of    Director 
03/09/17         I7pp.       18B4B.  090        24X   Flche    30-331,83/05/18,8305240384 

B303Q4Q040    IE   Info    Notice   B3-31,     "Error    in    ADLPIPE  Computer   Program    " 
Svc    (lit    encl. 

JORDftNiE   L        Division   of   Emergency   Preparedness    b  Engineering 
Response    (Post   B30103)         B3/03/19  Consolidated    Edison   Co      of   New 

Vort,     Inc          114pp          18697'009         24X    Fiche    30-OOO, B3/03/I9, B3O3040040 

B3 05:2 40 1 20   Foruardji   methodology    used    to   address    nonsaf ely-related 
*a.uipment    failures    (IE  Bulletin   79-01B),  summary    of    environ 
nullification   Action    Items   40  d   41    &  response    for   Category 
IV    Item. per    10CFR30   49   h   930304    reque*t 

ROOT,  L  D.  Iowa  Electric  Light  &  Pouier  Co  B3/03/20  DENTON,  H  R 
Office  at  Muclear  Reactor  Regulation,  Director  19pp  1834B  349 
24X  Flche  30-331 ,  B3/03/20,  B3032401EO 

8303240315  Canfirni*   8306S1    meeting    between   MJ  Jordan   fc  L   Root    in   Cedar 
HipliTi,  IA   re    BrtLP   Dlicutilon    to    update    regulatory 
Improvement   program  mill    be    held    following    meeting    Outside 
ob*irver«    mast    notify    of    attendance    by    830617 

NORELrUB.C    E,       Division    of   Project   tc  Resident   Programs,       B3/03/23 
LIU, L        loua   Electric    Light   &  Power   Co         lp         1B&26   006        24 X 
F 1 C  hi ' 30-331  •  83/O3/23, 83032i03 1 3 

3303040046    IE   Inf»   Notice   83-33,     "Nonrepresentati ve    Sampling    of 
Cantinlna ttif  Oil    "  Bvc    list   encl 

JORDAN, E  L,       Division    of   Emergency    Preparedness    &   Engineering 
R*»pon*a     (Pa*t    3301 03 K        83/O3/26  ConsolldatBd    Edison    Co       of    New 

Vort,     Inc.        U4pp          1S6471 007         24X    Fiche    30-000, B3/03/26, B30304004i 

R     Periodic    operating    reports   !<   related    correspondence 


S      Reportablo    occuri-sncei.    LERa    k   related    correspondence 

8303230573   Forwards    engineering    evaluation    repti     "Cracta   (<  Leaki    in 
Small    Diameter   Piping    " 

DROWN,  E   J         Realtor    Operations    Analysis    Branch         83/Ofl/l1? 
SEVFRITiK   <J         Reactor    Operations    Analysis    Branch         lp         10341    342 
H4X    Flche    3O-QOO.  Q3/O4/19,  B3O3230S73 

—830523061?    "Cracks    4   Leaks    in    Small    Diameter   Piping,"    engineering 
evaluation   rapt   Small    pipe    leaks    associated   ui/unantlc  ipatud 
vibration   problems   require    addl    supports    or   rerouting    of 
pip  ing 

BROWN,  E   J         Reactor    Operations    Analysis    Branch         B3/O4/19         9pp 
1B341    343         24X   Fiche    30-000,  B3/04/ 19r  B3O3230373 


B30S030394    Fnruards    LER    B3-008/O3L-0 

MINECK.D    L         Inuia    Electric    Light    (.   Power    Co         83/04/33 

Region    3,     Office    of    Director          lp         1B3DA    236         24X 
Fiche    30-33t,B3/04/H3.  B305030394 


«EPPLER,  J   0 


— 8309030396   LER    S3-OOB/03L-0    on   830326,  eight    accessible    hydraulic 
snubbers   visually    inspected    &   deficiencies    noted 
Surveillance   Procedure  STP   -46H002  rBvlaedl    to  address 
mechanical    aspects    In   addition    to    hydraulic   mechanism 
REIMEfiS.Q   A        loua   Electric    Light   t-  Power    Co        B3/04/23  Region 

3,     Office    of    Director         3pp          1B306   237         24X   Flche    30-331, 
83/04/33,  8303030374 

B303060472   RO  uihile    in    cold   shutdown,  u/al  1    rods    Inserted,  reactor   mode 
moved    from  rofuel    position    to    shutdown   position  &  A    logic 
did    not    trip    Caused    by    failure   of  A   lys    shutdown    scram  reset 
Interlock    Unit  maintained    In    cold    shutdown 
MINECK.D    L        loua   Electric   Light   «c  Poiuer    Co        B3/04/26        KEPPLER.  J  O 

Region   3,    Office   of   Director         lp         18331    174        24X 
Flche    30-331,63/04/26,8303060472 

B30S020911    PND-III-B3-032   on  830426. scram    circuitry    failed    to   operate 
properly    when   mode    switch   moved    from   rofuol    position    to 
thutdoum    position  Caused   by    three    loose    ulrifs    In   rectifier 
bridge 

JORDAN,M    ,     SHAFER,U         Region    3,     Office    op    Director         B3/O4/27         lp 
1B2B1    233         S4X    Fiehe    30-331 ,  83/04/27,  83O5O2031 1 

8303040445    PNO-I I I-B3-033    on   83O42B, contract    health    physics    technician 
observed    u/ small    vial    containing    white    powdery    substance 
Preliminary    test    identified    aubstance    as    cocaine    Individual 
denied   access    to    site 

CHRISTOFFER.O   ,    CREED,  J  ,    MILLER,  J       Region    3,    Office    of   Director 
83/04/29         lp          18321    299        21X   Flche    30-33  1 ,  B3/O4/29, B305040443 

8303130094    RO   on  830312,  during    Type  C    local     leak    rate    letting,  tuio 
MaiVs    exceeded   Tech   Specs   Valves   repaired 
MINeCK.D   IL         loua    Electric    Light    ii   Poiuer    Co         B3/OS/06         KEPPLER.  J   D 

Region   3,    Office   of    Director         lp         1B437  201        24K 
Flche    30-331, BS/OS/OAi  B303I30014, 

B30S240221    LER   83-012/O1T-0  on   830423,  full    scram   should    have   been 
received    uhen   mode    siultch   moved    from  refuel     to   shutdoun, 
however, sys   A   did    not    trip   Caused    by    faulty    solder 
connection   on    rectifier  Connections   resoldered   U/830310   Itr 
KIBLER.D   R    ,     MINECK,  D   L         louia    Electric    Light    t,    Pouer   Co        83/03/10 
HEPPLER.J    0         Region    3,     Office    of    Director         4pp         16373   262         24X 
Ficha    30-331, 83/03/10, Q303240321 

8303S40236   LER   B3-010/O3L-0  on   B3041 1,  dur 1 ng    refueling    outage,  one 
snubber    found    Inoperable, one    indeterminan t, one   had   missing 
bushing   &    one   w/buthing    disengaged   Caused    oij    procedure   error 
during    previous   malnt   W/B30311    Itr 
REIMERS.O   A  ,    MI  NECK,  D  L        louia   Electric    Light  !.  Power  Co        83/05/10 

KEPPLER, J   0         Region    3,     Office    of    Director         6pp          1834B   322         24X 
Flche    30-331, B3/03/1Q,  B30324Q336 

8303270440    Forwards    updated    LERs.    B1-OI3/01T-1    6   B1-016/O1T-1 

MINECK.D   L        Iowa   Electric   Light  &  Power    Co        83/03/16       KEPPLER,  J  0 

Region    3.     Office    of    Director          lp         1S642   239         B4X 
Fiche    30-331,  03/03/16, B303270440 


8305160346  Foruardt  monthly   operating   rept   for  Apr   1983 

MINECKiD  L         loua   Electric   Light   &  Pouer    Co        B3/OS/13  Director's 

Office,    Office    of    Inspection  and   Enforcement         lp         184B3  282        S4X 
Flch*'  30-331,  83/03/13,  83031B034i, 


~a3031B03*9  Monthly    operating    rept    for   Apr    1983 

HILLERrW         Iowa   Electric    Light   h  Power   Co        83/03/13 
1S4B3  fiB3        34X   Flche' 30-331,83/03/13,  B3031B0346 


8pp 


—8303270431   Updated   LER  Bl-013/OiT-l    on  81O4SI,  lower    crankshaft    14 
bearing    found    wiped    on    journal    surface    similar    to   problem 
identified    on   dlesel    10-31    Caused   by    high    temp    Hearing 
replaced    b   crankshaft   relapped 

DONNELLY. P   M        loua   Electric    Light   fc  Pouer    Co        B3/03/16  Region 

3,     Office    of    Director         4pp          1B642   233          24X    Flctie    30-331, 
B3/03/16, B303270440 

— B303270460  Updated   LER   S1-016/OIT-1    on  8IO421, loumr    crankshaft    thrust 
bearing    13  d  adjacent   bearing    IS   found    wlpod    on   journal 
surface.  Caused    by    high    temp    Crankshaft    thrust   bearings, 
replaced   t.    crankshaft   relapped 

DONNELLY, P   M        loua   Electric    Light   Si  Pomer    Co        83/03/16  Region 

3.    Office   of   Director        3pp         18642  236        E4X   Fiche    50-331, 
B3/OS/16, 8303270440 


216 


DOCKETED  ITEMS 


8303H7O421?   LER   83--013/OI  T-0    an    B30313.  tun   MsrVi    eiteedBd    Tech    Spec 
acceptance    criteria    Caused    by    uiear   on    valve    »oat»   Valve 
leatl    reniorlied   /Jepor  tat>l  1 1  t<t    of    event    as   LEfl    established 
on    B30303    H/B3O920    Itr 

KIBLER,  D   R    ,     MIfJECK,D    L          Iowa    Elsctric    Light    (,   Pou-ir    Co         93/09/20 
KEPPLEfit,  J   0         Region    3,     Office    Of    Director         2pp          1&A42   2B7         24X 
Flche    30-331,  B3/03/20,  630327042*? 


J     Insurance    It    indemnity    Information 


0303120209  Foi-uiard«    Endorsement   63    to   NELIA  Policy   NF-SO3  &  Endui-nnnt 
93    to    MflELU   Policy    MF-77 

GDLBEN,  M  P         Marih   b   McLennan,     Inc        83/O3/03        BALTZMAN,  J 
Anlttant   Director    for   State   &  Licenses   Relation*        3p  p         18427  3  Ja 
24X   FichB    30-QQO,  B3/OS/03,  S3051S020B 


DOCKET    3Q-332    BAHNHELL    REPROCESSING   PLANT 

0      Inspection    reports,     IE   Bulletins    6   corret  p 


83032702BB  Foruards    IE    Insp    Kept    50-332/B3-O1    on  S30391-Q4    No 
nun  camp  1  lance   noted 

BIOHHrJ  P        Division    of  Ems-rgenti;   Preparedness   &  Material*    Safety 
B3/O3/23        BUCKHAM,  J   A        Allied   General    Nuclear   Services        2pp 
IBfi42   Ot2         34X    Fich*    90-332,  B3/Q3/23.  B30337OaB0 

--0303270304    IE   Imp    R«pt    SO-332/B3-01    on    B3O301-Q4  No    nnncomp  Hance 
noted1  Major   areas    inspected    preoperat  1  onal    testir 
organliatlon    safety    •commit  t*es,  internal    review  b    independent 

ftf-OTt 

CQRYELL.Q   P         Region    2,     Of/ice    Of    Director         HCtiLPIHE.  E   J 
Diviiion   of    Emergency   Preparedness    h  Materials    Safety         B3/03/22, 
4pp          18442    044,        24X   Ftche    50-332,  B3/03/23.  B3QK7Q3B3 


DOCKET    30-333   JAKES   A      FITZPATRICK   NUCLEAR   POWER   PLAMT 
F      Securftij,    medlcalf     «jnergency   &    fire   pTotectlon   plant 

830306O34B  Hoti  I  ie-i    that    tuftral  1  1»  1  *    re   propaied    alterrdte    iaf»    shuttfoun 
Of  it  1  1  Ity.  mnrft    d    »r»mp  tiPni     to   m«i  t   See  tioni     III    &   3iIII    4 
&    HI    L   to    IQCFnSO  App    R,»cttptaijli 

VASBALLaD-B        Op«ratlne    Reacton   Branch   2        B3fQ4f3b        BAYNE.  J  P 
Pouter    Authority    of    the    State    Of   N«u    York.        3pp          18339    213         34X 
Flche.  30-333j  03/04/36, 


—  B30BOo0553  Ei«mptrion   From  provl«IOTm   of  Sections   III   0  2,111  0  J.  Ill  L 

at    10CFR30  App    R   re    alternate    nfe    thutdaun    capability 

EISENHUTi  D  o.       olviilon   of   Licencing         B3/Ot/2fi  Pow»p   Authority 

of    the   State    of   Neiu    Vorl.       3pp         IB3S?  316        24X 

Ficbf    30-333,83/04/26,  8303060348 

—  3303060837  Safety    evaluation    luapert  Ing    util    rtqmst    for    exemption 

from   Section*    1  1  J    O  3  li    III    L   at    IOCFR3-0   App   R    re   aUernnt* 
f>f*    ihutdoun   capability 

t     attict    of  Muclear  Rtictor    Regulation,    Director        fla/Otyst 
12pp.        1B33?   221          24X   Flche    30-333,  B3/04/3&.  B30SOiO34S 

B309  160372   Foruanfi    •nmptlan    from    requlremer  tt    pf    10CFR3O,  App   E   re 
annual    schedule    For   -emergency   pr«p«r*dneia    «<src*s*   Nent 
»trclie   must   be    candirctcd    no    later    thjn    831019 

VAEBALLD.D  B       Dp«r«tinfl  Reactor*   Branch   2       e3/04/2B       BAVME.J  P 
Pouep   Authority    of    the    State    aF  Neim  York        Sff         165-03  2<?B        SAX 
Flch*    30-333,  63/04/23,8303180572 

—  B3031B0977  Eiemption   granting    rellaf    From    requirement!    of    10CFRSO,  App   £ 

re   ichBdult    For    conducting    emergency   pr*p*rndTH»t   etercli« 

Nert    tfircita   muit   be    conducted   no    later    than  £31013 

EIBENHUT.  D.  0        Dlvitlpn    of   Licencing        B3/O4/B8  poiuer   Authorltn 

of   the    State    of  N»u  Yorl        3pp         18303  300        SAX 

Fich*    30-333,  03/04/Sa,S3051B037Z 

B303110034   ftenerlc    Ltr  83-BI    to   all    llcenteen    of    opsratlnfl    reactoM, 
applieanti    for  oLt   &  Jiniden    of  CPt    re    clarification    aF 
4CCIH    to    control    procedure*    For    laui   enforennient   vi»iti 
five    Hit    encl 

E1SENHUT.D  O        DIviilon    of  Llceniing         63/09/11  Contollrfated 

Editon   CO      of  N«nr  York,     Inc.       16pp         1B34-0  093        24X 
FletH    30-OOui  B3/OJ/ll,B3'031I0034 


P      Operating    licen«»    itage    documtnti    *   correspondence 

6305230397    Encourage!    industry    approach    to    formulation   of    bacfcflttln) 
rul«    in    line   Li/Regulatory   Refopm   Task    Force    ef forti  per 
821321    Itr 

DVaOM-J   B         Poiuer    Authority    of    the    State    of    New   Vot-H         B3/Q3/02, 
TOUHTELLOTTE.  J        Regulatory    Reform   T««l(    Force        Spp        10341    339      Hi 
Flcfi*    30-000,  B3/03/OS,  B305230397 

B30S3307SQ  Foruiarult    list    of    utils    responding    to    re.a,u»»ts    for   toil 
figure*    on    backflttlng 

TOURTELLOTTE. J        HiflUlntory    Reform  Task    Force        83/04/11 
PALLftDINO.N  J         Cofflmlnfoners        2pp         18342  B72        24X 
Flihe    30-000, Q3/04/11, B303230730 

830S03013B  Forujrd*  safety  evaluation  Dated  on  revl»u  of  util 
lubnlttali  re  THI  Action  Item  II  B  1,  "RCB  Vtnti  "  Licenite 
venting  capability  acceptable 

VASBALLO.D   B         Operating   ReaCtor»   Branch    2        83/04/18        BAYNE,  J  P 
Power    Authority    of    the   State    OF   New  York        4pp         1B309  833,       34 K 
Fich«; 3O-333,  03/04/10,8303030133 

—8303310050    "Selected   Operating   Reactor    Issue*    Program    II, RCS  Vtnti 
(NUfiEff-0737,  Item    II    B    1),"    final    technical    evaluation   rapt 
HELPjJ  T        GntrBV    Incorporated        HELD,  J  T        Laurence   Livtrnort 
Laboratory,       FIN  A-0230        B14/TER-B-7        B3/03/02        ALBEfiTHALiO 
NRC   -  No   Detailed    Affiliation   Olven        4pp         1B309   S39        24X 
Flche:  SO-333,  e3/O4/10,  8303030133 

a 303030046  Faruurdn    lafetij    evaluation   li    technical    evaluation  rept  r* 
environ    qutllf Icat Ion   oF    safety-related    electrical 
equipment    Util    should   reaffirm    justification    for    continued 
operation    Technical    evaluation   withheld 

VASSAJ-LO,  D.  a        Operating   fleactops   Branch    S        S3/04/19       BAYNEiJ.P 
Power    Authority    of    the   St*tn    of   N«CJ   Yorfc        3pp         10326-114        Z*X 
FUJI*    30-333,  B3/O4/1 9,8309030066 

— 8309030070  Safety    evaluation   re    environ    qualification   of    iaf«t|;-rilil4l 
*lectric    e^ulpniffnt    Four   major   qualification   deFIcianciis 
listed 

*     Office    of    Nuclear   Reactor  Regulation,    Director,       S3/O4/11?.      7pp 
19326    117         B4X    Fiehe    30 - 333 1  83/04/17.  S30 9030066 

S305020209  Forward*    response    to   NRC   830316    1 tr    r«   NUREO-0737i Item 
II  (t  3  13,    "RdC  Automatic   Rsstart.  "  RCIc"  sys   modffied   to 
relocate    signal    For    high    reactor   vassal    water    level    trip 
from  RCIC    turbine    trip   valvi    to    itsim   supply    valve 
BAYNE,  j  p,       Pouer    Authority    of    the   State    of   New   York        B3/O4/2S 
VA9SALLO.D  19         Operating   Reactors   Branch    S        3fp         IBS7B    133,       S4X 
Flche    50-333,  83/04/23,8303020209 

B30504Q424   Foruapdt    apoliiatfon    for    amend    to   Licinse   DPR-39,  rea.i/ritlrg 
approval    of   pr-opoiad    radiological    affluent   Tech   Spec* 
u/fl>e<f    Implejne-nta tlon    date    of   B4070I 

BAYUE.J  P       Pouar   Authority   of   the  State   of  New  York       83/04/S7 
VASBALLO,  D,  0        Operating    Reactors    Branch    2        Bpp         1B3ZI   306        24* 
Fic*e    30-333,  B3/O4/B9,  0303040424 

— 8308040434    Application    for    amend    to  License    DPH-39,  requiitlng   approvil 
of  proposed    radiological    effluent   Tech   Specs    u/flxed 
Implementation    dat»    of    B407O1 

BAYNE.J  P        Power    Authority    of    the   State    of   New  York.       B3/O4/2? 
tp         18321     SOB          24X   Flch*    30-333.  B3/04/B9, 8303040424 


B303BS0197    InForm*    that   NUREO-0737    Item    III    A   2    I    r«    emergency    plan 
upgrade    to  n»(t    10CFR3O  App   £  requirements    coraplets    for 
facility    Item   closed 

VA39AU.O,D  D        Op«r*tlng   Re»elOTl    Branch   2        83/03/1B        JtAYNE,  J  P 
Power  Authority    o*    the  State    of  Niu  Yorli        3oo.       1B5?£>  201         SAX 
Fich*    30-333,  83/03/lfl,  S305230I37. 

8303330373  ForwarKt  ameiKni    exemption    requests    to    NRC   83O202    draft 
»afety   evaluation  of  App    R, d.icrjp t< on   of    proposed  water 
«pra<ji  t.    Itr    From   fire    protection   consultant   provUing    info 
per   830311    request 

BrtYNErJ  P.       Power   Authority    of    the   State   of   New  Yor*.       83/O3/19, 
DENTOM-H  fi.       Offlee    of  Nuclear   fi factor    Regulation'    Director.       13pp 
1B336'843,        B4X   FI  Che' 30-333,  S3/03/19- 0303830373 


— 030304Q43B  proposed    radiological    effluent    Tech    Spec* 

*     Pow»r   Authority    of    the   State    of   New  York        83/04/39,       7*pp 
19321.309,       24X    Flch  e.  3O-333,  B3/04/29,  S303040424 

8303020433  O»n«rle    Ltr    83-19    to   all    power    reactor   &    t«sting    Ilceninti 
rt   new  proeadures    for   providing    public    notice    concerning 
iisuence   t>f   Amends    to    OL«-  Svc    Hit    encl 

EISENHuTfD   Q        Blvlilon    of<  Licensing        83/03/02  Consolidated 

edtton  Co      of   New   York,     Inc         SOpp         18441.120.       24X 
Flche    30-000,  83 /OS/OS,  8303020433 

8305040311    Forward*    r*sponse    to   830202  request    for    addl    info   rt 
NURE8-0737.  Item    1 1    F    1    6r     "Containment   Hydrogen   Monitor," 
info   r*   water    1*V*1    monitor*    to    be   provided    by   830415 
BAYWe.J  P        Pouer    Authority    of    the   Stata    of   New  York        83/03/02, 
VABSALLO,  D  B        Operating  Reactors    &r*nch   S        3pp,       18323-300,       24X 
Flcha   50-333,  83/O3/OS,  8303-040311 
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B3Q9O4O02&  Forward*   NEDQ-23209,  "Analysis    of    Scram   Discharge   Vo  1    Sys 
Piping    Integrity    "  No    further    action    planned    re    equipment 
qeu  1  Ifleat Ion  t>    »ys    design  modi    Identified    in    generic    8ER 
(NUREO-OB03) 

BAYNE,  J   P.       Pouer    Authority    of    the    State    of    Neu    York         S3/O5/Q3 
vAESALLO.D.H         Operating    Reactors    Branch    2         2pp          1B339    313         24X 
Flell*  ,  30-333.  B3/03/Q3,  S3Q3030026 


B30327Q340  Forwards   application   to  amend    License   r/PH-99  t.    "Supplemental 
Reload    Licensing   Submlttal    for   JA  Fltipatrick   Nuclear   Pouier 
Plant, Reload    9   "   Amend    changes    Btd   reload    licensing 
suomlttal    POT    forthcoming    Reload    3/Cycle    &    core 

OAYNE.J   P         Pouer   Authority    of    the   State    of   Neu    York         83/03/23 
VASSALLO, D    B         Operating    Reactors    Branch    3         3pp          1B643   071         24X 
Fiche    50-333.63/03/33,8303270340 


6305200244  Foruards    safety    evaluation    of    util    submittal    re    procedure 
vai-ff  icatlen   t,  design   mod    per   NUREG-O737.  I  torn    II    H  3   S3, 
•Automatic    Sultchover    of   RCIC   Suction    "    Item   resolved 
VABSALLOrD  B        Operating    Reactors    Branch    2        B3/03/05        BAVNE.  J  P 
Pniuer   Authority    of    the    State    of    New  York         5pp         1B310   206        24X 
F  Ic  h  • .  30-333.  83/03/05-  B30320O246 

B3030906-59  Generic    Ltr   63-20    to    all    operating    reactor    licensees    t> 
holderi    of   CPi   re    Integrated    scheduling    for    Implementation 
of   plant   nods   Svc    list    encl 

EISCNHUTiD   0        Division    of    Licensing         83/O3/07  Consolidated 

Edison  Co      of  Neui  York.     Inc         16pp         13657    133        24X 
FIthe    SO-000,  B3/03/07.  B3Q3070697 

B3D92AO2Q?  Forward «   request    for   addl    Info    re   820-101    response    to 
NUfiEB-0737. Item    II    K   3   23,     "Qualification    OF    Accumulators 
on  Automatic   D»pr»ssuriiatton   8ys    "    Reply    requested    uilttiin 
49  days    "t    Itr  racelpt 

VASBALLD,  D   B         Operating    Reactors    Branch    2         B3/O5/I1          BAYNE,  J   P 
Pnuar  Authority   of    tht   State    of   New  York         3pp         1S629   334        24X 
Fiehfl.  9-D-333i  83/03/1 1 ,  3309260207 

93031 60 JOi  Forwards    "Scram    Instrument   Vol    Diverse    instrumentation    for 
JA  FItlj>atric!t  Nuclear   Plant.  "    supporting    request    that 
BO1OO2  it  810109  orders    re    short-term  mods    of    scram   discharge 
vol    »y«    be   emended    or    lifted    bg    B3063Q 

flAYNE.J.  P,       Power   Authority    of    the    State    of   Neu   York        B3/05/1B 
DENTONiH  H        Office   of   Nuclear  Reactor   Regulation,    Director 
DCYOUNC. R        Director's   Office,    Office    of    Inspection    and    Enforcement 
2pp.        IB43O  076         24X    Fiche    30-333,  S3/03/12, B303160106 

— 9305140112   "Scram    Instrument    Vol    Diverse    Instrumentation    for   JA 
Fittpatrick   Nuclear   Plant    " 

*      Pouer    Authority    of    the   State    of   Neu   York        B3/03/31         18pp 
19430.093         24X   Flche    30-333,  B3/03/1B,  8303160106 

030 920 024 S  Forward*   application    to    amend   License   DPR-37, revl iing 
Tich    Spec    Table   3  7-1    re    process    pipeline    penetrating 
prlnary   containment 

flAYNE,  J  P        Pouer   Authority    of    the   State    of   Neu  York         B3/09/13 
VASSALLO,D   B        Operating    Reactors   Branch    3        2pp         1S316   310        34X 
Fl < h • '  30-333i  03/03/13,  6305S00249 

— 8303800268   Application    to   amend    Tech    Spec i, revising    Table    3    7-1    re 
process    pipeline   penetrating    primary    containment 
BAVNE,J  P        Power   Authority    of    the   State    of   Neu   York         B3/03/13 
In         1S3I6  312        S4X  Flehe    30-333,03/03/13,8303200363 

— B30520027S   Propa*ed   Tech    Spec    changes    re    process    piping    penetrating 
pi>  ifliary    <  ontalnment 

»      Power  Authority    of    the    Stats   of   Hew  York        83/05/13        4pp 
18316   313         24X    Flcha1  30-333,  B3/O3/13,  B3032O0363 

B305S4O297   Foruardi    saFetg    evaluation    of    OUR   Owners   Oroup    generic 
response    to  NyfiEO-0737i  Item    II    K  3  43,     "Deprnssuriiat Ion 
U/OtMr   Than  Automatic    Deprnssur I latlon   Sys    "    No   mod    to 
plant    dViigi)  or   operations    required    Action    complete 
vASBALLa,  D.  B        Operating    Reactors    Branch    2        83/03/18        DAYNE,  J  P 
Power   Authority   of    the   Btati   of  Neu  York         2pp         1B629  323        24X 
Flchf    90-333. 83/03/18,  B303260297 

63-0534 0^92  Foruards    filing    fee    par    1OCFR170   33   re    Tech    Spec    change!    to 
piping    penetrating    primary    containment    under    protest    pending 
final    determination   of    legality    of    fee    schedule 

BAVNE.J  P        PouJir   Authority    of    tha    State    of  Neui   York        83/09/19 
VASSALLO,  D  B       Operating   Reactors    Dranch    2,       lp         1BS7S  067        34X 
Fled e; 90-333.  B3/03/19,  8303240478 

8303340442  Foruardi   response    to    I OCR 50  49   re    equipment    qualification 
R««pani*    to    equipment   qualification    technical    evaluation 
rapt    will    fee    submitted    separately    since   request    from 
scheduler    exemption   denied. 

Brt¥N£,J  P        Pouvr  Authority    of    tht   State    of   Neu  York.       63/03/20 
VABSALLO.D,  B        Operating    Reactors    Branch    S        94 pp         1B373-036        24 X 
Ft Ch  e • 90-333r  83/09/20,  8303340440 

63D524O 4A 3-  Forwards   response    to   Onneric    Ltr    B3-OB   re   remits    of   plant" 
unique    c*lculatlons   which    form   either    bases    for    vacuum 
breaker   nodi   or   provide    justification    for    as-built 
acceptability 

DAYNE.  J,  P.       Power   Authority    of    the   State    of   Neui   York        S3/O3/ZO 
VASBALLO,  D  B        Operating    Reactors    Branch    3        2pp.       1B373- 173        SAX 
Fich«    JJO-333,  B3/Ofl/aO,  B303340463 


-8303270392   Application    to    amend    License     DPR-37, chang Ing    itd    reload 
licensing    submittal    for    Forthcoming    Reload    3/Cijcte   6   core 
BAYNE.  J   P         Power    Authority    of    the    Stats    of   Neu   Yorl         B3/OS/25 
lp          1S643   073         24X    Flche    50-333,  B3/O3/23,  B30927034O 

-8305270364  Proposed    Tech    Specs   3    1-1,3    1-2,  4    1-1,4   2-1,  3  4-1.3  4-2, 
3    3-&    to    3    S-10,3   6-1,4    6-1.6    1-1    &   6    2-1    re   Reload    3/Cycle 


*      Pouer   Authority    of    tha    State   of   NBUI    York        B3/O9/33 
1B643   074         S4X   Flche    3O-333,  B3/03/25.  B3O3370340 


3Bpp 


— S30327037Q   Rev   O    tn    "fluppl amental    Reload    Licensing    Submittal     for    JA 
Fltipatrlck   Nuclear  Pouer   Plant, Reload    3    " 

ZARBI8.W   A    ,     WAONER.R   L    ,     CHARNLEY,  J    S          Ooneral    Electric    Co 
Y1003JOIA96   R01         83/03/31         29pp         18*43    103         24X 
Flche    30-333,63/03/29,8303270340 


Inspection   reports,     IE  Bulletins   J.   cotr-espdndencE 


B212060305    IE    Info   Notice   83-14,     "Dauatered    Spent    Ion   Gichange    Resin 
Susceptibility    to  Eiothermlc   Chemical    Reaction    "   Svc    list 
enc  1 

TAYLOR, J  M        Division   of   Safeguards   &    Inspection   Programs    (Post 
Q30103)        83/03/21  Consolidated   Edison    Co      oF   NBU  York,     Inc 

I12pp         18309    319         24X   Flche    30-000,83/03/21,0212060335 

0303040021    IE    Info   Notice   03-31,     "Defective    Emergency    Use  Respirator    " 
Svc    list    encl 

JORDAN,  E  L        Division   of  Emergency  Preparedness   J-  Englneerlna 
ReiponsH     (Post    S3O1O3)         83/04/19  Consolidated    Edison   Co       of   Neu 

York.     Inc          126pp          1B433    133         24X    FUhs    30-000, 03/04/13,  B303040O21 

9303040023    IE    Info   Notice   B3-22,     "BWR   Safety /fie  1  lef   Valve   Failures    " 
Svc    list    encl 

JORDAN, E  L        Division  of  Emergency   Preparedness   1  Engineering 
Response    (Post   630103)        B3/O4/22  Consolidate   Edison  Co      of  Neu 

York,     Inc          113pp          1Q383   089         24X   Ficha    30-000,03/04/22,8303040023 

8303040083    IE    Info   Notice  63-23,     "Inoperable   Containment  Atmosphere 
Sensing    Sy6    "   Svc    lilt   end 

JORDAN,  E   L        Division   of  Emergency  Preparedness   (•  Engineering 
Response     (Post   B3O103)         B3/04/2S  Conao  1  idated    Edison   Co       of   Neu 

York,     Inc          119pp          t83Bl    291         34X   Flche    30-000,  S3/04/29,  B303040D29 

8309110501    Foruiards    IE    Insp   Rent   90-333/83-07   on  830328-31    No 
noncompl lance    noted 

STAROSTECKI.fl        Division   of    Project  t.  Resident  Programs        B3/04/26 
MCNEILL.C  A        Pouer  Authority    of    Che    State    of   Now  York        3pp 
18393   390         24X   Flche    90-333,  S3/04/26,  B30S1 10901 

— B309110900    IE    Imp    Rept    90-333/B3-07    on    330330-31    No    noncompl  lance 
noted   Major   areas    Inspected    licensee   actions    taken    to    comply 
u/rsqulrements    described    In   NUHEO-0737, Item    11    B  2,     "Design 
Revleu  of   Plant   Shielding    " 

BRIQOS.t.   ,     HAVERKAMP.D   ,     EAPEN,  P         Region    1,     Office    Of    Director 
B3/04/22         Bpp          16373   332         34X   Flche     90-333,  S3/O4/26,  83031 IO30I 

8303040026    IE    Info  Notice  83-24,     "Loose   Parts    in  Secondary   Side    of 
Steam  Generators    at   PWfti    "    Svc    list    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103),       B3yo4/2Q  Consolidated   Edison  Co,     of   Neu 

York-     Inc          113pp         183B2   O47         24X    Flche    30-000, B3/04/S8, B3O3040036 

B303040027    IE    Info   Notice   03-35,     "Standby    Oaa    Treatment  Syi   Heater   High 
Temp    Trip    Setpoint  Adjustment    "   Svc    list    encl 
JORDAN, G  L        Division   of   Emergency   Preparedness   t-  Engineering 
Response     (Post    B30103)         83/04/28  Consolidated    Edison   Co       of   Neu 

York,     Inc         llSpp         1B3B2   145        24X  Fiche    SO-000,  B3/04/2B,  B3030400S7 

B303I10369   Foruards    IE    Insp    Rept    3O-333/B3-06    on    830301-31    f.   notice    of 
violation 

STARDSTECKI,  R        Division   op    Project  &  Resident   Programs        S3/04/2B 
MCNEILL,  C  A        Pouxr   Authority    of    the   State    of  Neu  York        2pp 
16406>299         24X    Flche    90-333,93/04/28,3303110369 

—.0303110376  Notice    of   violation    from   Insp    on   830301-31 

*      Region    1,     Office    of    Director         B3/04/8B         2pp         18406   301         24X 
Flehe    90-333, 83/04/20,8303! 10369 
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—  &3O51103?!    JE    Insp    Re-pt    -SO-333/B3-06    on    B303O1-31    Nonco<n[i  1  Unc  e    noted 
fallurs    to    implement   radiation    protection    procedures,  f  ai  lure 
to    Implement    biannuat    procedure    review   &    Failure    ta 
maintain    special    procedure    re    ac    pouiar    fail  urea 

LINVILLE,  J   C    .     DCERFLEINjL    T    <     KISTEfl.H    D         Region     1,    Office    of 
Director         03/O4/13          ISpp  (8406    3Q3         34X    Flehe    50-333.83/04/20. 

8305  11  0369 

S3O304003B    IE    Info    Notlte    B3-2A,     "Failure    of    Sa  t  etij/He  1  i  ef    Valve 
Discharge    Line    Vacuum   Breakers     "    Svc     li-flt    end 
JDRCAN-E  L        Division   of    Emerqencn   Preparedness   &  Engineering" 
Reiponaa    (P-ost  B301O31         B3/O5/O3  Consolidated    Ed  if  on  Co      of    New 

York  i     lie          122HF          16441     I  7Q         24X    Fiche    50-OQO,  83/05/03,  B30304002B 


9303040030    IE    Info   Notice    33-37,     "Operational    Response    to   Event! 
Concerning   Deliberate    Acts    Directed   Against    Plant 
Equipment    "    Svc    list    end 

JORDAN.  E    L         Division    of    Emergency    Preparesfnei  t    &   Engineering 
Reiponse     (Post    630103)          B3/O3/O4  Consolidated    Edison    Co       of    New 

York,     Inc          HSpp          JS3B2   282         S4X   F»ch»    SO-OOO,  B3/05/04.  830304003O 


— 0303130134  ITonthly    operating    rept    for   Apr    19B3 

CDOK.J        Pouer  Authority    of    trie    State    of  Neu  York 
1S437    2.07         E4X    Fiche    SO-333,  B3/OS/Q9,  8303I30132 


B3/OS/U9      eij 


0305270167    "Annual    Summary    of  Plant   Mods,  Changes    (•  Eiperlm-ents    ttr 
19S2    " 

MCNEILLiC  rt  Power  Authority  of  the  State  of  New  Vort  B3/05/I3 
ALLAN,  J  M  Region  I,  Office  of  Director  23pp,  19633  001  S« 
Fiche  30-333,  B3/03/13,a3.092701B1? 

S      floportaolB    occurrences,     LERs   t<   related    correspondence 

8303050341    Forwards   AEQD/E305,     "Inoperable   Motor    Operated   Valve 
Assemblle*    Due    to   Premature   Desrfldatlon    of   Motor*   d/or 
Improper   Limit  Sul tch/Torque   Switch    Adjustment    "   Rept  should 
tie    forwarded    to  NRR,  RES    t,    IE 
BROWN,  E  J    .    ASHE,  F  S         Reactor   Operations   Analysis   Branch         £3/04/11 

SEVFRIT,  K    v        Reactor    Operations    Analysis   Branch        8pp         1B352  051 
24X  Fiche    50-OOO,  83/04/13,8303030341 


a303O-1003!     IE    Info   tfaticB    83-2H,     "Criteria    for    Protective   Action 
Recojnfnendat  i  PJIB    far    Qeneraf    Emergencies    "    Svc    list    enc  1 
JORDAN,  E  L        Division   of    Emergency   preparedness  i>   Engineering 
Response    IPost    B30103J         33/05/04  Consolidated    Ed  is  an   Co       of    Neu 

York,      inc          ll?pp          18441    O01          34  X   Fiche    30-OQO.  83/09/04.  B30304O031 


— 83030S0353    "Inoperabla    Motor   Dperatad    Valve   AssBdibliei  DUB    to 
Dtfl'-adatlon    of    Motors    &/or    Improper   Limit   Switch/Torque 
Suited   Adjustment.,"    jSEOD   engineering    evaluation   rept 
BROWN,  G  vJ   ,     ASHE.  F,  B         Director's   Office        B3/04/13,      7pp 
183S3   053         S4X   Flche     30-000.  B3/04/13,  03030S03fll 


8303040033    IE   Info    Notic?   S3-29.     "Fuel    Binding    Caused    tn/   FtiB-1    Rdck 
Defariratlon   "   BVC    li«t    em  1 

JOIiOAN.E  L        Division    of  Cnergen-cij    Preparedneii   6  Engineering 
Response    (Post  GSQIOSt        83/O3/O6  Consal  1  dated   Edison   CD      of    Meu 

York,      Inc          IlSpji          18323   21B         24X    Fiche    30-OOO.  S3/05/06.  B303040O33 


830304003-1    IE    Info    Notice    93-30.     "Misapplication    of    Oenevic    EmBrgeniiJ 
Operating   Procedure!    (EOF)    Guidelines    "   Svc    list    end 
JORDAN,  E  L        Division    of  Emergency   Preparedness   &   Engineering 
Response    (Post   830103*        63/03/11  Conso]  i  dated    Edison  Co      of  Neu 

York,     Inc         JJ4ap         18524  OO3        24X  Fiche    SQ-OOO,  83/03/1  1,  B303040O34 


0305110359   Forwards    LER    B3-OI6/03L-0 

MCNEILL,  C   A        Power   Authority    of    th»   State   of   New  Yort: 
ALLAM.J  M        Region    I,     Office    of   Diroctflr         Ip         18393,291 
FlchB    30-333,  B3/04/21.  93OS1  10239 


—  B3031JOa64   LER   BS-Olfi/OSL-O   on  830413,  setpoint    of    hiflli-hlgh    trip   lourj 
lis*    coneervative    than    Tech    Spot    limit   Caused    by    InttruiMnt 
drift    Setpoint   adjusted    &   test    frequency    increased    for    trend 
observation 

KEITHjJ)  N        Pouier   Authority    of    the    State    of  New  York        B3/04/21. 
Region    1,     Office   of    Director        Ip,        1B393  292        24  X 
Fiche    SO-333,  B3/04/21.  0305110237 


33Q525Q33B  Notification    of  S30530    significant    licen*ee   meeting   y/irt 
in    Docharian-,  MV    to    pretent    r«sult>    of    SrtLP    repts. 

K1BTFR,  H  B        Region    I,    Office    of    Director        S3/09/17  Region    1> 

Office    of    Director          Sfp          1B&94    334         24X    FicJia    50-000.03/03/17, 
8305230339 


B30S1KHOS  Formard*   LER    B3-O13/03U-0 

MCNEILL,  C  A        Power   Authority    of    the    State    of   Neui  Vorli       B3/04/21 
ALLAH,  JM        Region    1.     Office    of   Director         Ip         10372-016.       24X 
Fiehe    &0-333,  B3/04/3I,B3O»M0409 


S3O30400'10   IE    Info  Notice   B3~3t,     "Error    in   ADLPIPE  -Computer  Program    " 
Svc    lilt    eneJ 

JOftOAN.E   L        Divfaipn    of   Emergency   Preparedness  >j  Engineering 
Response     (Post    B3O103)          B3/OS/1*  Consolidated    Edison   Co       o-f   Neu 

Vork,     ]nc          l]4pp          1B697   OO9         24X   Plche    30-OQD. B3/O5/ 11. B3O3O40O4O 

9303B70392  Atk    retnipt    of    B30SM    Itr    informing    WflC   of    steps    taken    to 
correct   violation*    noted    In    IE    Irtsp    Flept    50-333/B3-J 1 
MAHTfH.  T  T        Division   *f   Engineering    !<   Technical    Programs        B3/05/20, 

MCNEILL,  C   A         Power    Authority    of     thfr    State    of    H*u   Yor*         2pp. 
IB612    133        ?4X  Fiche    90-333- B3/03/2O, 330337Q313 


— 8303110416  LE:R  83-O15/O3L-O   on  030403. while    conducting   Burvelllarti 
Test  F-3T-1D' switch    2A-S12B    found    out    of   normal    position 
in    Te*t   Mode   D  Causad    b-y    Inadequacies    in    Implementation   of 
4>roc*duraJ    controls 

KE1TH.H  N        poiuer  Authority    of    the    State   of   Neiu  Yon       83/O4/51 
H*gton    [,    Office    of    Director        2pp         IB3Q3  017        34X 
Ficha    50-333,  83/O4/2-1.B3O31 10403 

B3051I0400  Forwards   Updated    LER   B3-01&/03L-1 

HCNEILL,  C   A        Power    Authority    of    the   State   of   NecK  Yort       B3/O4/35 
ALLAN.  J  M        Region    1,     Office    of   Director         Ip         18392  012        24X 
FlchB' 30-333,  83/04/23,  63O511O40O 


— B30S27O399  Responds    to  NRC    83O413    Itr    re   violations    noted    in    IE    Infp 
Jlept   SO-333/S3-I1    Corrective   actions    burial    grounrf    jiersonnel 
resedleiT    op  EH    bo*    &   waste    package   &  flandltaij   Procedure 
F-QP-4BH   revised    on   S3033O 

MCME1LL,  C   f,         Pouer    Authority    of    the    State    of    Neiu    Von*         83/03/11 
MARTIN.  T   T        Division   op  Engineering    ft   Technical   Prc-grams        2pp 
16443    IBS        SAX   Fiche    30-333,  03/O5/30.  B303270392 


— B3O31104O3  Updatod   LER   B3-O16/03L-1    on  B30412,  durlnfl    survelllanct 
testing    on    O  max    stllluater    leval    high    radiation   monitor, 
setpolnt   of    high-high    trip    found    below  Tech    Spec    limit 
Caused    by    Instrument    drift   Setpolnt    adjusted 

KEITH.H   N        Power   Autflor  J  ty    of   the   State    of  New  York       83/04/25 
Region     1,     Office    of    Director          Ip          18392013         24X 
Fiche    50-333, 83/04/23,  S3OS1 104OO 


B305S70274   At k    receipt   of  B30401    1 tr    Informing   NRC    of    steps    taken    to 
correct    violations    no  Serf     in    IE    Insp    Rapt    SO-333/S2-S4 
JTeq,ulr>cT   actions    tn    improve1   OA  fraqratn    listed 
MAHTIN, T   T        Oivlslon    of   Engineering    &    Technical    Programs        83/03/23 

MCNEILL.  C   A         Power    Authority    of     the    State    c-f   Neu   Yort:          2pp 
1B&43    131          H4K   FleJie    30-333,33/03/83,3303370271 

— 0309270534  Responds    to    NRC  630128    Itr   r«    violation*    noted    In   IE    Insp 
Repfc    30-333/82-24   Corrective   actions   design    verification 
by    supervisors    In   Design  &  Analysis   Procedure    3   II    t  3    IB 
revised    per    ln*p    rept.  Rev   to    be    completed    01    Apr    11B3 
BAVNE.J  P        Pou*r    Authority    of    tne    3tat*    oF   Neu  York         03/Ofl/OI 
HrtVNEB,R  C        Region    I,    Opflc*    of   Director         ISpp         18i43   133        24X 
FUftff    50-333,  B3/0&/S3.  630327027.1 

6303040046    IE   Info  Notice  33-33,     "Nonrepms.enta  t  i  ve  SampHng    of 
Cpntarainatod  all    "   Sve    List    «ncl- 

JOHBAN.E  L        Division    of  E/nBrgency    Preparedness    i  Engineering 
Response     (Post   B301O3)          93/03/SS  Coflsollrfated    Edison    Co      of    Neu 

York,     Inc         11-Jpp,       1BA47  007,       SIX   Fiche    30-000.83/05/26,0303040046 

R      Periodic    operating    reports   &  related    coprespondonce 


B30313013-2  FoTiuards   monthly    operating   rept    For    Apr    1?B3 
MCNEILti  C   A        Power   Authority   of    tha    Stats    of    Neui    Vort 
D-Ir»ctor'a   Of  flea,    Office    of    Inspection    and   Enforcement 
1B437   SOI.         2-tX    Fiche    30-333,33/08/09,8305130132 


S3/OS/09 
IP 


B303110S1O  Forwards   LEU   B3-O17/03L-0 

MCNEILL,  C   A        Pouer    Authority    of    the   State   of   New  York        63/04/27 
ALLAN.J  M        Raglon    1.    Office:    of  Director         Ip         1S393  361        24X 
Fiche    30-333,03/04/27,8303110310 

— B309110514   LEfl    83-017/O3L-O:  on   B3041fl.Nlne  Mile  Potnt-Soutth  Dsuege- 
II3kV  Lino    5    tripped    ft    locked    out,  removing    one   reserve   power 
supply    from    svc.  Caused    by     line   automatically    Isolating 
when    touer  no-Id    doun    guy    pulled   out   of    ground 
LISENCJ,  R    T        pouier   Authority    of    the   State    of  New  York       B3/O-4/&7 

Region    1,    Office    of    Director        Ip,       183 93  362        S4X 
FlchB-    90-333,  B3/O4/27,  8303110510 


8303230434   Forwards    LER   S3-014/O3L-0 

KCNEILL,  C   A        Power  Authority    of    the   State    of  New  York. 
ALLAN.J  M        Region    1.    Offie*    of   Director         Ip  " 

Fiche    3O-333,  83/03/04,  B3O323043-) 


83/03/O4 

IBS37   342        Z4X 


— 330-9230159  LER    B3-OI4/O3L-O'  on   030404,  during    normal    plant   operation!, 
four    colls    of    B    side    station    battery    found    to   have    through 
wall    cracks    leaking    electrolyte   Caused    by    mishandling   of 
cells    during    original    installation  Cells   replaced 
PETERS, P        Pouier    Authority    of    the   State    of  New  York        B3/03/O4 
Region    1.     Office    of    Director        2pp         1B337  343        24X 
Flcne    30-333,  S3/O3/O4.  B3O3230434 
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E3QSlQ03iO   Atfvlses    that    discrepancy    due    to    Fuel    pool    ual  1 
irreg  ular  i  ties    Si    Pact    that    new    fuel    racks    at    high    end    of 
•llouabli    to  1  crane o    limit    Not    reportablo    per    10CFR21    Safety 
factor    at    tun    precludes    liia  1 1-to-wal  1    interaction 

fiAYNE.J   P         Power    Authority    of    the    State    of    New   York          B3/O3/O6 
VASSALLO.D   B         Operating    Reactors    Branch    3         3pp          18370    216         24X 
Flche    30-333.83/03/06,8303100360 


3d- 334    BEAVER    VALLEY   POWER    STATION,     UNIT    I 
F     Securltgi    medical,     emergency    &    fire    protection    plans 

B30S1 10-034  Generic    Ltr   83-21    to   all    licensees    of    operating    reactors, 
applicants    tor    GLs   !<  holders    of   CP6    re    clarification    of 
access    to    control    procedures    far     law    enforcement    visits 
3ve    lilt    end 

EISENWUr,  D   O         Division    of    Licensing         83/03/11  Consolidated 

Erfison    Co      of    New   York,     Inc          16pp          1B34Q   O9S         34 X 
Fiche- 50-OOO,  B3/03/11,  0303110034 

9305200195  Supports    util    onsita    emergency    preparedness   &    upgraded    plan 
par  NUnee-0737, Item    III    A  2    1,     "Emergency    Preparedness, 
Upgradu    Eratrgtncy   Plans    to   App    E.  10CFR3Q    "    item    complete 
VAROA.S   A        Dporatlng   Reactors    Dranch    1        B3/03/11         CAREY,  J  J 
Dua.u>sne    Light    Co         3pp          18340   222         SAX   Flche    30-334,  B3/OS/1 1, 
B3QS200173 


— B305060614    Proposed    Tech    Specs    re     admi  histrat  1 
distribution    limits 

*      Duquesne    Light    Co         33/04/23          Spp 
Flche    50-334, 83/04/38,3305060604 


controls   k    power 
IB349   017         24X 


B3Q3020435  Generic    Ltr   63-19    to    all    power   reactor   &   testing    licensees 
re    new    procedures    for    providing    public    notice    concerning 
Issuance    at   amends    to   OLs   Svc    list    end 

EISENMUTi  0    G         Division    of   Licensing         B3/05/02  Consolidated 

Edison   Co       of    Neu   York.     Inc          5Opp          18441     120         24X 
Flche    30-000,03/03/02,8305020439 

0303100337    Forwards    Franklin   Research    Ctr    proprietary    equipment    environ 
qualification    worksheets.  In    response    to    83O339    clarification 
of    environ    qualification    SER    Previous    submlttals    justified 
continued    operation    Worksheets    withheld     Iref    1OCFR2   790) 
CAREY,  J   J         Duquesne   Light    Co          B3/O3/O3         VARGA.  S   A         Operating 
Reactors    Branch    1         2pp         1B379     104         24X    Flche    30-334,  S3/O3/02, 
B303100337 

S30311Q360   Forwards    WCAP-10232,  notiprop  r  ietary    version    of   WCAP-10I9&, 
"Socond   Cycle   Performance   of   Beaver    Valley   Unit    1   Fuel    " 
Application    for    withholding    WCAP-lOl  96.  Bubml  tied    on    B30202 
one  1 

CAREY. J   J         DuquBsne    Light    Co          B3/C-3/02         VAROA, B   A         Operating 
Reactors    Branch    1          ip          18392     146         34X    Ficha    50-334,03/03/02, 
83O3HO360 


&30S230426   Responds    to   B30209  &  0422    Itrs    re    changes    to   Revs    4  t<    10   fc 
.correction    of    errors    in   Rev  9    to    safeguards    plan   Changes 
icontLftent   u/lQCFRSO  54<p)    b  acceptable    for    inclusion    into 
lafiguartfs    plan 

ALLAN,  J  H        Region    1,    Office    of   Director        83/03/18        CAREY.  J  J 
Duqutin*    Light    Co         3pp          IS3BS    36S         24X   Flche    30-334,  B3/03/1S, 


—  B3O3I10377   Application    for    nil  thh  old  i  ng    proprietary    WCAP-10196,     "Seco 
Cycle   Performance    of   Beaver   Valley    Unit    I   Fuel,"    per 
10CFR2   790   Affidavit    end 

WIESEMANN.R    A         Westinghouse    Electric    Corp         B3/04/30        VARQA.  3   A 
Operating   Reactors   Branch    1         Spp         1B392    147        24X 
Flche    30-334,83/03/02,9303110360 


P      Gpiratin.)    license    stage    documents   &   correspondence 


Responds    to   B30208   request    for    bactflt    info   Total    of    «2B1 
ml  111  (Hi    spent   on    bacfcfittlng    through    Jul    19B2  Addl    ¥50 
million   required    to    complete    uork    an   NFfC    imposed    backfltf 
ARlHURiJ   H         DuquBlne   Light    Co         B3/O3/09         TOURTELOTTE,  J 
HefluUtary   Refo-rm  Tas*   Force         17pp         18346   243        SIX 
FUhl    &0-334,  S3/03/09,  B3052303S7 

D305C30720  Foruiards    list    of    utils    responding    to   requests    for    cost 
flgur«i    on   backfltbtng 

TOJRTELLOTTE,  J        Resulatory    Reform   Task    Force        B3/O4/11 
PALLADIMD,  N   -J         Commissioners         2pp          1B342    273         24X 
FiehB-  30-000,  63/04/11,3308230720 

B309OE0357  Forusrdi    sup  pi  •mental    response    to   Generic    Ltr   82-3B, 
"Inadequate  Core    Cooling    Instrumentation   Eys"   &•  NUREQ-0737, 
Item    II    F  2  H/one    overslle    draining    Aperture    card    19 
available    in   pm 

CAREY.  J  J  Duquesne  Light  Co  83/04/21  VARCA,  S  A  Operating 
Riacton  Branch  1  22pp  18273  1?8  24X  Flche  50-334,  B3/04/21, 
830SOS0337 

8305040312   Discusses    licensee    action    to    initiate    negotiations   u/DOE  re 
disposal    of   high    level    uaate    or    spent    nuclear    fuel.  per   Amend 
A!    to  Ltienso   DPR-6i  ft  Oinerlc    Ltr   03-07   re   Nuclear    Waste 
Policy   Act    at    1982    (Public    Lau  97-433  ).  Sac  tion   302<b) 
VAfiOA.a  A        Operating    Reactors    Branch    1         B3/04/S3        CAREV,  J  J 
Duqutina    Light    Co         2pp          18336    229         24X    Flche    30-334,  B3/O4/H3, 
9303040312 

63O504O621    Forutards   revis»d    pagas    to   83032B  Amend    6i    to  License    DPR-66 
Incorooi-a  ting    radloactlvi    effluent   Tech    Specs    into    license 
TAH.P    S         Operating    Reactors    Branch    1          03/O4/36         CAREY,  J,  J 
Duqunne    Light    Co         2pp          18336    30B         24  X    Ftche    3O-334,  B3/O4/SA. 
G3C-9Q40621 

—  8305040636   Revised    pagas    to   Amend    66    to   License   DPR-66    Incorporating 

liquid    affluent   monitoring    Instrumentation    into    Tech    Bpacs 

*      Operating   Reactors   Dranch    1        B3/04/S6,       Spp         18336   311        24X 

Flcht    30-334,83/04/26,8303040621 

B3OS060604   Foruard*    rev   to   Tech    Spec   Change    Request    B4,  in    response    to 
O*n«rlc    Llr   B2-16  Rev  required    to   raassign   section   number* 
bo   e  on  form  y/  format    changes    Incorporated    in    Tech    Spec    Amend 
bk 

CAPIEV.  J  J  Duquesni  Light  Co  B3/04/20  VAROA,  S  A  Operating 
Reactors  Branch  1  2pp  18349  014  24X  Flche  30-334,  B3/04/28, 
B3O5060601 

—  0309060609  Rev   to   application    Por   amend    to   Licenaa   DPR-66,  consisting 

of    T*ch    Spec    Change   Request    84,  revising    Tech    Specs    to 
conform   u/change    in    Format    incorporated    by    Amend    66 
CAREY,  J   J.       Duquesne   Light   Co        B3/O4/3B        Ip         1B347  O16        24X 
Flche    30-334(83/04/20,0303060604 


—  B30311039B  Nonproprletary    version    of.     "Second    Cycle  Performance   of 
Beaver  Valley   unit    1   Fuel    " 
PRITCHETT,P   A    ,     KUN1SHI,H   ,     ROBERTS,  E         West  inghouae    Electric    Corp 

WCAP-IOH32         63/03/02        66pp  18392    136         24  X 

Flche    30-334,83/03/02,  B30311O36O 

830BO906S9  Generic    Ltr  83-20   to   all    oporaling    reactor    licensees   !, 
holders    of    CPs    re    Integrated    scheduling    for    Implementation 
of    plant  mods   Svc    list    encl 

EI5ENHUT,  D   Q         Division    of    Licensing         B3/O9/09  Consolidated 

Edison   Co      of  Neu  York,     Ine         16pp         1B627    133        24X 
Flcihe    30-000.  83/03/09,  8303090639 

B3D32G0230   Advises    that    Tech    Specs    from   Amends    47    {<   36   re    auilliary 
fBEdiuater    6ys    surveillance    satisfy    open    item  noted    in   B30702 
SER    on   NURES-0737,  Item    II    E    1    2,      "Auxiliary    Feedwater    Sys 
Automatic    Initiation   d  Flou   Indication    " 

VARQA.  B  A        Operating   Reactors    Oranch    1        S3/OS/16        CAREY,  J  J 
Duquesne    Light    Co         2pp         1B343     132         24X    Ficrte    30-334,63/03/16. 
B305230230 

B3O33104O1    Forwards    response    to    lOCFflSO  49  rulemaklng    re    environ 
qualification   of    electrical    equipment   Uhcn   master    list    of 
equipment    is    coupled   u/recent   r-esponaa    to  SER,  more   complete 
overview    IB    presented 

CAREY,  J  J  Duquesne  Light  Co  B3XOS/19  VAROA,  B  A  Operating 
Reactors  Dranch  1  40PP  1B374  116  24X  Flche  30-334,33/03/19, 
B303240401 


8303350316  Forwards    addl    info   requested    per   830312   telcon   re   ulil 
decision    to    replace    edstlng    control    power    transformers 
tii/encapsulatcd-tube    transformers    per    10CFR30,  App   R 
Implementation    planned   during    third    refueling    outage 
CAREY.J   J         Duquesne    Light    Co         S3/O3/30         VAUOA,  S   A        Operating 
Reactors    Branch     1         Spp         1B3BB    273         24X   Flcho    30-334.83/03/20, 
B303230316 


B3O3270187  Foruiards    "Reload   Safety    Eval  uation,  Heaver   ValUtf   Nuclear 
Plant  Unit    l-Cycle   4    "   Requests    that    change    to   require   S0'4 
of    in-core   moveable    detectpr    thimfclEs    for    full    core    flu»   map 
be    Instituted    for   Cycle   4 

CAREY, J  J  Duquosne  Light  Co  83/Q3/23  VARQA,  S  A  Operating 
Reactors  Branch  1  Spp  1B63B  107  24X  Fiche  50-334.03/03/23, 
9303270187 

— 83O327019O    "Reload    Safety    Eva luat ion, Beaver    Valley    Nuclear   Plant 
Unit    1, Cycle    4    " 

*       DunueaOB   Light    Co         B3/02/2B          19pp          1B63B    109         34 X 
Fiche    30-334,  B3/O3/23, 8303S701B7 

Q      Inspection   reports,     IE  Bulletins    ti   correspondence 

821206O3B3   IE    Info   Notice   93-14,     "Deuatered   Spent    Ion  E. change   Resin 
Susceptibility    to  Exothermic   Cheroical    Reaction    "   Svc    list 
•  nel, 

TAYLOR,  J  M  Divlsinn  of  Safeguards  S.  Inspection  Programs  (Post 
0301O3)  63/03/21  Consolidaead  Edison  Co  of  New  York,  Inc 

112pp         1B30B  319        24X  Flche    50-000.83/03/21,8212060385, 
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B303Q4O021    IE    Info   Notice    B3~3li     "Defective    Emergency    Use   Reipirator    " 
five    Hit    ant  1 

JORDAN.  E  L        Division    at   Emergency    Prepar sines i    &  Engineering 
Response    (Post    B301O3I         B3/04/1S  Consol irfafcud  Edison   CD      of   New 

York,      Inc          126pp          18133    133         24X    Flefie    30-000,63/04/13.8303040021 


0303040034    IE   Info   Notice  83-30,     "Misapplication    of   generic  Em»rgenc|| 
Operating    Procedures    (EOP)    Quid«line«    "    Svc    list    and 
JDRDAN.-E  L        Division   of   Emergency  Preparedness    &  Engineering 
Response    (Post   8301Q3)        83/O3/11  Consolidated    Edison  CD.     at  Hut 

York,     Inc        1 14pp         IB 524   003        34X   Fiche    50-000.03/03/11,8303040034 


B30SOSQI72   Foruerds    IE    Insp    Rapt    50-334/03-07   on    B30301-0104  t   notice 
of    violation 

STAROSTECKlfR        Division   of   Project   A   Resident   Programs         B3/Q4/2O 
CAHEX,  J.  J        Duimesne    Liflht   Co        3pp         10341    O13        S4X 
FUne    30-334.63/04/80,8303030172 

~ B305030173  Notice   of    violation    from    Insp    on    830301-0404 

*      Region    1.     Office    of    Dlnctnr         83/04/2O         Spp          IB341    013         SAX 
Flcha    5O-334.  83/04/2O.  B30303Q172 

—9305030180    IE    Imp    Hept    SQ-334/B3-07   on    B30301-O4O4    None  nmp  1  lance 
noted    failure    to    provide    supplemental    LER    info   fc    failure    to 
us«    approved    procedure    for    refuel infl   preparation 
TROSKOSKI.W   M. ,     THIPP.L   E         Region    1,     Oftlcf    of    Director 
83/0*/lB         20pp          I834I    OI7         S4X    Fiche    30-334,83/04/20,8303030172 

8303O4O023    IE    Info  Notice    S3- 2 2,     "BUR    Safety/Relief   Valve   Failure!    " 
3vc    liit   «ncl 

JORDAN, E  L        Division    of    Emergency   Preparedness    (•  Engineering 
Response    (Po*t   83O103J         B3fOA/S3  Conso-1  1  dated    Edison  CD      of    New 

Vorlc,     Inc          112pp          183B3    089         S4X    Fiche    30-OOO.  B3/O4/32r  B30304ODS3 

eao3<>40025    IE   Infa   Notice  83-33,     "Inoperable    Containment  Atmosphere 
Bentlng   Sys    "   eve    list    en  el 

JORDAN.  E   L        Division    of  ErairgeticY   Pr eparedness   1   Engineering 
Response     (Post    B30IO3)          83/04/29  Consolidated    Edison.   Co      of   New 

York,      Ire          119pp          183B1-E"?!          24X    Fichu    30-000.  B3/04/25,  8303040023 

S30304005&    IE   Info   Notice   Q3-24,     "Louie   Pares    in  Secondary   Side    of 
Steam   fl^neratori    at  PWR»    "   Svc    Hit    enel 

JORDAN.  E  L        Dlvljlnn   of    Emergency    Prepjirednesf    !<  EngJnaering 
Rinpome    (Post   B301O31.       83/04/28  Consolidated  Edison   Co,    of    Mew 

Ynrfc,      Inc          HSpp          18362   O47         24X    FIche    30-000.83/04/28,8303040026 

8303040OB7    IE    Info   Notice   03-23,     "Standby   Ga»   Trsatment   3ifi   Huttr   High 
Temp    Trip   Setpoint  Adjustment    "    Svc    list   enc! 

JORDAN.  E   L        i>ivlsioit   of    EinargcnEu   FT  rparetfnets    &  Engineering 
Reiponse    (Post    830JO3I         83/01/23  Consolidated1   Edison  Co      of  Ueui 

Yort,      Inc          IlBpp          1B3B2    143         34X    Flcha    3O-000,  B3/04/P0, 9303040Q27 


03O520043fi  Act    receipt   of  830423   Hr    Informing    NRC    of    ittpt   taken   to 
•correct  violation*   noted    in    IE    Imp   Rapt    30-334/B2-19 
Violation  withdrawn    per  €30420  verification    that    records 
of   tuo    maint/repalr    activities   retained 
MARTIN,  T  T        Division   of   Englneei-ing    fc   Technical    Programs        B3/OB/I7 

CAREY.  J  J        Duquesne  Light   Co        2pp         18317    119        24X 
FichB-  30-334.83/09/17,8303200436 

—0309200439  Responds    to  NRC   820716  &  830324    Itv*    re   violations    ndt«<l   m 
IE  Inap  Rept   3O-334/BS-19  Raqueated    documentation    locattd 
In   filet   at    time    of    ln«p    Violation   C    should    be   withdrawn. 
CAREY,  J   J         Dunuesne    Light    Co         83/04/23         MARTIN,  T    T,       Division   t.t 
Engineering    t,   Technical    Programs        2pp         10317,  121        24X 
Flch«    30-334,  B3/OS/17,  B303200436 

83093-10404  Forunrds  application  for  rellof  from  iniervtce  in*p 
reqgirsmentB  ft  RHR  NX  nonle  Altarnato  exam  rBqulraniants  to 
be  performed  ones  per  40-manth  ASHE  Code  period 

CAREV,  J  J  Duquesne  Light  Co  83/03/17  VAROAi  8  A  Operating 
Reactors  Branch  1  7pp  1B371  043  24X  Flehe  30-334IB3/OS/17J 
8309340104 

030304004O  IE    Info   Notice   B3-31,     "Error    In   ADLP1PE  Computer  Proflra", " 
Bvc    list   end 

JOROANjiE  L        DlviBion   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B3Of03)        B3/03/1?  Con*ol idated   Edison  Co      of   Nlu 

Vorkr     Inc         114pp         IBi97  009        34X  Fiche;  50-000i  B3/03/19i  B30304M10, 

63030 4004£    IE   Info  Notice  33-33,     "Nonrepresentatl ve    Sampling   of 
Contaminated   Oil    "    Svc    list    encl 

jDRDANt E  L        Division    of   Emergency   Preparedness   ti   Engineering 
Response    (Post    B3O103)        B3/O3/B6  Consolidated    Edison  Co      of  Ntu 

York,     Inc        114pp         1B647  007        H4X  Fiche    30-000,83/09/84,8303-04:0044 

R.     Pariaaic.    operating    reports   t  related    correspondsnce 

B305060261    Forwards   Vol    2   to    "Annual    Environ   Rept,  Radiological.  1"?S3   " 
SIEBER.J   0        Duquesne    Light    Co        83/04/23        WIOOINTONj D       Operating 
Reactor*   Branch    1         Ip        18344    193        24X   Fiche   50-334, 83/04/33., 
S3Q306Q261 


B3051&0337   Fnruiards   Franklin  ResBflrch    Ctr    proprietary    equipment   anviron 
qualification  tuartsheets,  In    response    to   03O329   c Url Flc«tion 
of    environ    qualification   SER    Previous    submlttals    justified 
continued    operation   Worksheets   withheld    fref    1OCFW2  790). 
CrtREV.J  J        DuquBsnft   Lloh*   Co        83/03/02        VAROA. S   A,       Operating 
R«actor»   Branch    1        2pp         18379    104        E4X  Flcha   30-334,83/03/03, 
B30S1O0337 

8303040023    IE    Info   Notice    33-24,     "Failure    of    Safety/Relief   Valve 
Discharge   Line   Vacuum   Breafcnrs    "   Bvc    list    end 
JORDAN.  E  L        Division    of    Emaroencg    Preparedness    *<  Engineering 
Response    IPost    83010-3)         93/03/03  Consol idated   EKiaon  Co      of    HBLJ 

Yor»r     Inc         ISEpp         18441,170        34X  Fiche    30-QO<h  B3/03/03, 830304002B 

B303040030    IE    Info  Notice   83-27,     "dper* 1 1 one.1    Rasponse    to    Events 
Concerning    Deliberate    Act*    Olraeted   Against    Plant 
Enulnment   "  Svc    list   end. 

JDHDANiE   L        Division    of   Emerjanti;    Praparedne&s   fc   Engineering 
Re»pons*     (Post    S3OI03)          B3/O3/04  Consul  Idatett    Edison    Co       of    New 

Yorfc,      Inc          112pp          18382    283         S4X    Fiche    80-QOO. a3/O9/04i 8303040030 

B303040031     IE    Info    Hoclce    83-2B,     "Criteria     for   Prot*ctiV«    Action 
Rec04nnetidiation«    fur  Seneral    Emargenceas    "   Svc    list    encl 
JQRDAN(  e  L        Division   of   Emergencij    Preparadnasi   Si  Enjlna-trlns 
Response    (Post   B30H03)         B3/Oa/04  Consol Jdafcid   £dfson   Co.    of   New 

Yor*j     Inc         H9pp         1B441    001         24X   Fiehe    SO-OOO. 83/03/04, B303040031 


— 8303060369  Vol  B  to  "Annual  Environ  Bepti Radiological,  19B2  " 
*  Duquesne  Light  Co  S3/04/23  126pp  18344  194  24X 
FIcht  50-334.  B3/04/2S,  83030iOH61 

8303110424    Foruard*   Vol    2    to    "1982  Annual    Environ   Rep  t,  Radiological. 
CAflEV,  J  J       Duquesne   Light   Co        83/01/23        HAYNE9,  R   C        Region    1- 
Office   of    Dlt-Bctor         Ip         18392  019        24X   Ficht    30-334. 83/04/25, 
8303110434 

9308030393   Forwards   NPDE9   discharge   monitoring    rept    for   Mar    19B3 

FEITKNECHT,C         Duquelne    Light    Co         B3/04/27         REID,  R    H         Opirttlng 
Reactora    Branch    4        3pp         18303  371        S4X   Fiche   30-334.83/04/27, 
830S030S93 

— B30S030593  NPDE3   discharge   monitoring    rept    for   Mar    19B3 

»      Duquesne  Light    Co-       93/O4/27        13pp         183O3  B73        24X 
Flthe    30-334,  B3/04/27,  B303030393 

S      Repartablt  occurrences,    LERs    d   rilated    correspondence 

8303030311    Forwards    updated   LER   79-023/03X-1 

LACEV.H  9       t>uqu«sn«  Liflht   Co        83/04/13  Region    I/    Offlc»    of 

Director         2pp.        1B297:  137         24*    Fiche    3O-334,  B3/04/13,  B30303031 1 


B303040033    IE    Info  Notice    B3-29,     "Fuel    Binding    Caused    Jitf  Fuel    Rack 
.Deformation    "    Svc    list    encl 

JORDAWjE  1.        Division   of    Emergency   Prepar»dness    h  Enginaarlna 
Response    (Post  a30IO-3>        B3/03/04  Consolidated   Edison   Co      of    New 

Yorfc,      Inc  113pp          1B323    248         34X    Fiche    90-000,83/03/06,8303040033 

B3Q310026B  Formards   Hei tlngfmosu   R«v    t    to  Procedure    fSI-iSfl, 
"Presnrvlco   &    ln«ervlc«    Imp    of   Rtactor    Vetvels    "    Procedure 
matt*    Intent    of   H«j   Oulde    1    190,Rev    1    as    referancfld    in 
Oeniric   Lfcr   B3-I3 

CAREV,  J  J        Duqiresne  LIffht  Co        03/OS/Ofr,       WROA,  B   A        Operating 
Reactors   Branch    1         ip         IB371    liO,       24X   Fiche    30-334, 
830910084B- 


—  8303030314  Updated   LER   79-Oa3/O3X-l    on   7907S4,  dinal    gineritor   output 
breaker    1    failed    to   close    when   control    switch    actuated  1 
alarm    indicated    air    start   motor    1    fsllura    to    start 
generator  Causad    bu    sticking    pinion  Pinion   assembly    cleaned 
DRUOA.fi    J       Duquesne    Light   Co        83/04/11  Region    1<    OffUa    of 

Director         Bpp          10397    139         24X   Fiche    30-334, B3/04/13i 830903O31 1 

8303 HO 427   Pert   31    t   deficiency    rspts   re   misoperation    of   DS-416   r*aetor 
•trip    undarvoltaga   devices,  Initially    reported    on   83042O 
Attachments  uill    be    replaced   ui/devlces   u/uldened    grooves 
to    accommodate   naw   retaining    rings   Mfg    drawings    revised 
RAHE,EP        Uettlnghouie   Electric    Corp        83/04/21        DEYOUNOiR.O. 
Director's    DfFicv,    Office   of    Inspection    and   Enforcement        3pp 
1S4O3.093         24X   Fiche    30-000,  B3/04/H1 ,  B3031 104S7 


—  B30S100273  Rav   1    to  Procedure    181-134, 
of   Reactor  Visiels.    '' 
AD^MOMIS.D,  C,,    LEFeflVRE.D.J   ,     VANO, 
Corp         83/03/16         73pp.        1B37I     161 
S30910024B 


"Preservlca    ti    tniervlce    Imp 


-  A        Me*  t  inghouse   Electric 
24X    FIch*    30-334.83/05/06, 


0303110343  Forwards    updated   LER   B3-OOB/03X-1 

LACEV.  W  3        Duiiuesn*    Light   Co        03/04/23        ALLAN,  J  H        Region   lj 
Qtftct   a?   Director        2pp        18406" ISO        24 X  Flchl    30-334i 83/04/29, 
8303110343 
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— 83031IQ3S3   Updated    LER    B3-OOB/03X-1     on    930210. during     testing    of    turtilni 
driven   auxiliary    feedwator    pump. eiceas ive    pump    overheating 
at    in&Oard    packing    follower    observed    Caused    by    packing 
failure    (outer   two   rings    found    dry)    Pump    repacked 

DRUOA.H,  J        Duquesne    Light    Co         83/04/33  Region     I.     Office    of 

Director         2pp          18406    162         24X    Fiche    30-334,03/04/23.8305110343 


-- 8309370297    IE    Insp    Repts     30-333/93-11    t.    50-3B9/B3-27    on    930407-07   No 
noncomp  1  iance    noted    Major    areas    Inspected     emergency 
preparedness    In    technical    support    ctr 

HUFFMAN,  0   N         Region    B.     Office    of    Director          JENKINS.  0   R         Division 
of    Emergency    Preparedness    t>   Materials    Safety          B3/Q3/O3         4pp 
1S641     181         24X    Flche    &D-333,  B3/09/06,  8303270287 


6305190189  Forward*    updated    LER   82-032/03X-1 

LACer.H   S         Duquesne    Light    CD         S3/O4/23         ALLAN,  J    M         Region    1, 
Office    DC    Director         Bpp          10300   231         24K    Fiche    30-334,  B3/O4/S3, 
S30!H  90109 

— B30S1'?Q309   Updated    LER   B2-032/O3X-1    on   02I10S, while    fire    hydrant   Lias 
6*1  no,    relocated    due    to    Interference   ui/Unit    2   act  ivl  tiesi  leak 
discovered    In   hydrant  Caused    by    lack    of    awareness    t 
Inldequate   reiearch    by   Unit    2   crafts    penonnel 

DRUOA.R   J       Duquesne   Light    Co        B3/04/S3  Region    1.    OffUD    of 

Director         2pp          18300   223         24X   Flche    30-334,83/04/23,9303170183 

8303 I SO 4 02  Forwards   LER   B3-010/99X-0 

LACEYiH  S        Duquesne  Light    Co        83/05/02        ALLAN,  J  M        Region    1. 
Office    Of    Director         2pp          18434    OSS         24X    Flche    3O-334. 83/03/02, 
9305120402 

— B3O91S0411    LER   B3-O10/99X-0   on   830327, d 1 esel    driven    fire    pump    Palled 
cpfT»tlOJla.l    surveillance    tost    due    to    high    coolant   water 
ttnfi    Cau«ed    by    casting    defect    In    cylinder    head    Defective 
cylinder   head   &   electrical    components    replaced 

DRUOArR   J        Duquesne   Light    Co        S3/O3/O2  Region    1.    Office    of 

Director         2ap          1B434   090         24X    Flche    3O-334.  B3/05/02, B30312Q402 

B3051fiOO»B  Forward*   LER   S3-010/99X-0 

LACEV.H  8        Duqueine   Light   Co        83/09/O2        ALLAN,  J  M        Region    1> 
Office    of    Director         2pp          1B433    123         24X    Flche    30-334,83/03/02, 
9303140038 


9309110034    Qnnerlc     Ltr   83-21     IP    all     licensees    of    operating    reactor*, 
applicants    for   OLs    &   holders    of  CPs    re    clarification    of 
access    to    control    procedures    for    law   enforcement    visits 
Svc    list    end 

EIBENHUT.D   &         Division    of    Licensing         83/03/11  Consolidated 

Eitison   Co      of    Neu    York,      Inc          lipp          1BS40   O9&         24X 
Flche    30-000,83/03/11,8305110034 

83O32O0090   Notifies     that    NUREO-O737,  Item    III    A    2     1.     "Emergency 
Preparedness,  Upgrade  Emergency    Plans    to   App    E.  1  OCFR50.,  " 
completed    Item  closed 

CLARK. R    A         Operating    Reactors    Branch    3         B3/O5/11         UHRIQ.R   B 
Florida   Power   d  Light   Co         3p  p        1B341    00]         24X 
Flche    30-335,83/03/11,6303200090 

83092OO346   Foruards    revised    Chapters    3    ti   i.    to    securiti;    plan   Chapter! 
withheld    (ref    10CFK73  21 1 

UHRIO.R   E        Florida   Power    &  Light  Co        03/03/11         O'REILLY.J  P 
Ration  3,    Office    of    Director        Spa         18516  391         24X 
Flche    50-335,83/05^11.8303200346 


J      Insurance   &    Indemnity    information 


83O904019&   Forwards    Endorsements    47   b   37    to   NELIA    Policy   NF-227   & 
MAELU  Pol  leg    HF-S3.  respectively 

DUCK.JR         Marsh    &    McLennan,     Inc         B3/04/2?         BAUTZHAW,  J        Assistant 
Director    for   State    &  Licensee    Relations        lp          1S621    191        24X 
Fiche    30-333,  83/O4/29,  8303O401B6 


— g3O316(MJfi4   LER   B3-010/99X-0   on    830327.  mh  i  le    parforming   tueeHy    diesel 
engfni    driven   fir*   pump    operation    test,  water    level    in 
cooling    »yi    expansion    tank    observed    low   Water    added    b   high 
temp    cauivd   overflou   Caused    by    defective    cylinder    head 
DRUOA.R    J        Dua.u«»ne   Light   Co        83/03/O2  Region    1,     Office    of 

Director         Bpp          18433    129         24X   Flche    30-334, 83/03/O2, B30316OO5B 

B30 3230320   Forui»rds   l-ER   B3-011/03L-0 

LACGV,  W  S,       Duiuisne   Light    Co        83/05/09        ALLAN,  J  M        Region    1, 
Of  Met    of    Director,        2pp          18336    323         24X    Flcho    3O-334,  B3/03/09, 
B3O  5230320 

— 3305230327    LER  83-01 1 /03L-O   on   830409. motor    thermal    overload    relay    for 
containin»nt   sump    to    1A    low   head    safety    Injection   pump 
luctlon    valve    (NOV-8I-B60A)    tripped, disabling    motor    Cause 
unknown.  Event   uri  1 1    be   reevaluated 

•      Ouqutstltt  Light   Co        83/09/0?  Region    1,    Office    of   Director 

3pf>.       16536;  333        24X  Flehe    30-334,03/03/09,8303230920 


SOCKET   30~333i   BT     LUCIE  PLANT.    UNIT    1 

F.     Securltgi     medical,     emergency    &    fire    protection    plans 


8309100192  Forward!    executed    Aironda   S,  9  d    10   to    Indemnity   Agreement 
B-76.  adding   Orlando    Utll    Commission    of   City    op   Orlando,  FL  k 
Florida   Municipal    Power   Agancu,   E<  deleting    Item  3    of 
attachment    to    indemnity   agreement. respective  ly 

UHfllQ.R    E         Florida    Power    t,   Light   Co         83/03/O3         EIBENHUT.D    0 
Division    of   Licensing         4pp          1B374   290         24X    Ftche    30-333. 83/03/OS, 
8303100182 

P      Operating    license    stage   documents   it   correspondence 

8309020602  Forwards    safety    evaluation    for    environ    qualification  of 
safety-related    electrical    equipment   b   proprietary    technical 
evaluation   rept   Justification    for   continued   operation   on 
listed    items    requested   H/o    technical    evaluation    rept 
CLARK, R   A         Operating    Reactors    Branch    3         83/O4/2I         UHRIO.R    E 
Florida   Pouer    t,   Light    Co          3pp          1BS04   204         24X 
FUhe    30-339,  B3/04/21i830SO20d02 

— 9309020603  Safety    evaluation    for    environ    qualification    of   safety- 
related    electrical    equipment   Proprietary   review   guidelines 

•  ncl 

*  Office    oF   Nuclear  Reactor   Regulation,    Director        83/04/21,      Bff 
IB2B4    207         34X    Flche>  30-333,  B3/04/21 ,  B303Oao603 


B30904O9&3  Forwards    fir*    haiard    analyst*  far    facility 

UHRIO.R   E        Florida   Power   &  Light   Co  83/O4/12        EISENHUT, D  0 

IKvillon   of   Lle«n»ing         lp         10320  008  24X   Fiche    30-333,83/04/12, 
6305040543. 

— B3OS040944  Fire    haiard    analysis    for    facility    W/flve    oversiie    draining 
Aperture:    cards    are    available    In   PDR 

»      floride    Power    t   Light    CO         83/04/12         73pp          18320,009         24X 
FUhe:  30-333,  B3/04/1H.  B30B0403i3 

B3O32O04B9  Forwards    safeguards    Info   re    devltal 1 lation    of    certain 
•qulpffltnt    Info  ulthheld    (ref    10CFR73  21) 

UHKIOrA.E,       Florida   Power   6  Light   Co        83/04/22        O'REILLY.J  P 
Rt-olon  2,    Office   o*  Director        lp        1B3I3  O07       24X 

Flche. 90-333,83/04/22,8303200487 

B30EM70M1   Bumnarv   ot  830419-22  meetings   iu/utll   at   site  re   physical 
••eurlty    vital    area   analysis 

NERBEB^V,       Licensing    Branch    3        83/03/03  Licensing    Branch    3 

4pp.        18499:329         24X   Flche    30-333, B3/03/O3, 8309170141 

030 3270267  Forwards    IE    In»p    Repta    BO-33S/B3-11    fc   30-389/83-27   on 
B30407-O9.  No  noncomp  I  ianee   noted. 

DAHCE.H  C        Division    of   Project   &  Resident   Programs.       83/09/OA 
LWfllO.B.  E,       Florida   Power   tt  Light   Co        2pp         18641    179        Z4X 
Ft  Che:  30-333,  63/09/06,  B303270287, 


8303060039  Ack    receipt    of  83O419    1 tr   re    resolution    of    thermal    shield 
problemi    Schedule    far   tubmittal    oF   rcpti    to  meet    commltmBnts 
submitted    in    Itr   &   discussed    at  830423  meeting    confirmed 
CLARK.fi, A        Operating   Reactors    Pranch    3        S3/Q4/Si        UHRIO.R  E 
Florida   Pouer    b   Light   Co         Zpp          IB3S4    333         24X 
Fiche    30-33Bi  B3/04/26,  83050&0039 

B3Q3I1012B  Forward i    safety    evaluation    of    upper    head    voiding    under 
natural    circulation    cooldoikin   conditions   Utll    analyses 
acceptable  Program    should    be   reviewed    to   assure    that   TM1 
Action    Item    I   C    1    addressed    uiithin  60   days    of    Itr    receipt 
CLARK, R  A        Operating    Reactors    Branch   3        83/O4/S&        UHRIO.R  E 
Florida  Power   i  LIflnt    Co        app         1B121    323        H4X 
Fiche    30-339,83/04/26,0309110128 

— 8303110132  Safety    evaluation    re    upper   head   voiding    under   natural 
circulation    coo  Id  own   conditions   Consequences    of    upper    h*ad 
voiding    ace ep table 

•      Office    of  Nuclear   Reactor    Regulation.    Director        33/04/26 
14pp.        18421.327         S4X   Flche    30-333.83/04/26,9303110128 

B30302014B  Forwards    plant    recovery   plan    presented  at    B30425  meating    re 
reactor  venal    internal*  !>    thermal    shield,  In   response    bo 

Item  C   of   830419   Itr, Plan  mill    be  revised    dally  ui/updatei 
provided    upon   availability 

UHRIO.R  E        Florida    Power  &   Light  Co        33/04/27  CLARK,  R  A 

Operating    Reactors    Branch   3        2pp        18234   062  24X 
Flche    90-333.  83/04/27,  B3030aOItB, 
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6305020343  Summarlies    B30435  meeting    u/NRC    re    reactor    vessel    internals 
It    thermal    shield    plant    recovery    program   cant eming 
presiurlied    thermal    shock   Plant   man    safely    operate    w/o 
restriction    from  flressurilod    thermal    slioclr    considerations 
UHRIfl,R   E         Florida    Power   &   Light    Co         E3/04/27         CLARK,  P    A 
Operating    Reactor*    Branch    3          13pp          1B374    O79         24X 
Flche    50-333, B3/Q4/27.B305020343 

B303020319  Forward*    reactor    vessel     internals    £.   thermal    shield    pl-ant 
recovery    program   per   B30419  commitment    to    provirfe    safe-tg 
assessment   of    possible   effects    on    fuel    performance   due    to 
loose    parts  No    fuel    problem*    Indicated    at    facility 
UHBIO.R    E         Florida    Power    b   Light    CD         83/04/27         CLARKE    A 
Operating    Reactors    Branch    3         2pp          1B281    334         24X 
Flche    50-333,  B3/Q4/27, 830302031 9 

8303020455   Generic    L-tr    93- 11?    to  all    power   reactor   &    testing    llcenaee-i 
r«    new  pro-codiires    for    providing    public    notice    concerning 
iajuance    of  amends    to   QLs   Svc    91st    eh-c  1 

E1SENHUT,  D  S        Division   of  Licensing         83/03/03  Consat  Jdateii 

Ed i ion   Co       of   Neu   Vork.      Inc,        SOpp  18441     I2O         24X 

Flch*    30-000, B3/09/OS,  B30S02Q493 


S30S12O320  Summary    of   930423   meeting   u/util    ti  C-E    in   Betfcuda,  KD    r» 
thermal    fhocfc    to    roactor    pressure   vessel    lii/removal    of 
thermal    thlelri    from    facility    Vleiugraphs    end 

SELLS,  D  E        Operating   Reactors    Branch    3        83/03/03  Operating 

Realtors  Brancn    3        17pp         13441    341         24X  Fiche    30-333,  S3/03/O3, 
B30312O330 

B3Q3180347  Responds    to  S3 0423    Itr   re    decision    to   remove    flrnt   r«elor 
vaasel    mail    Irradiation    surveillance    specimen   during    current 
outage. Info  resulting    from    exam  &   evaluation   of    specimen 
requested    for    review  of    thermal    &   shield   analysis 
CLARK.  R  ft        Operating   Reactors    Branch    3        83/03/04        UHRIQ,R   E 
Florida   Pouer    fc  Light  Co        Spp         18904   361        34X 
Fl  che.  30-333.  S3/G3/04,83031BQS67 

8303100103  Forwards    info    justifying    continued    operation   ui/el»etrical 
equipment    In    Item    114   per   830421    Itr   All    other    items    listed 
In   Category    II    fl    of   Franklin   Research    Ctr    technical 
•valuation   rept   replaced   unqualified    transmitters 
UHRIO.R   E        Florida  Power   &  Light   Co        83/03/03        CLARK' R  A 
Operating   Reactors    Branch   3        2pp         18377,249        24X 
Flcfie    30-333,  83/03/03!  9303100103 


030309O17A  Advises    that    lO-gr    pressure-temp    operating    limit*    (P-T>    tor 
plant    recovery    program    reactor    vessel     internals   4    thermal 
shlild    valid    for    upcoming   Cycle   6  P-T    limit*    will    be 
raviaued   &    revised,  if   necessari),  prior    to    exceeding    7    4  EFPY 
UHRIO.R  E        Florida    Payer   &  Light   Co        63/09/03        CLARK, R   A 
Operating    Reactors    Branch    3          Ip          18362    27 (          S4X 
Fleh«    SO-33&,  83/05/03,  B30S090476 

B30310OS3'i   Advises    that    vendor    idfetij    analijsla    t-o    support    tnttal  lation 
of  modi    to   auilllaru    ays, per   utll    830103    Itr    re    main    steam 
line   break   u/ continued    feedyater    addittonjic    eirifer   review 
RiiponiB    to   care   reactivity    question    eipected    tij    B30615 
WHRIO.R   E        Florida    Pouier    fc  Light   Co        83/OS/03        CUARK,  fl   A 
Operating    Reflctors    Branch    3        If,       IB374    137        24X 
Fie  fie    SO-33S.83/03/O3,  83O510023i 

8308110103   Formardi   Amend    37    to  Llennse   LPR-i7.  saf eti(    evaluation   fc 
notice   of    iEEuance  &  aval  lab  1 1 iti;    Amend    provides    far   removal 
af    chlorine    detectors    from  control    room    atr    intakes    W/o 
enc  1 

BELLS, D   E         Operating    fieacton    Branch    3         B3/O9/03         UHRI5, R   E 
Florida   Power    (.   Llfht    Co         Ip          19421    934         24X    Fiche    30-3-33. 
B3/Oa/03,B303II0109 

B303iaOI4i  Forwards    Amend    &S   to    License   DPR-&7,  safety    evaluation   tt 
notice    of    Issuance   ii   aval  lah i  1  i  ty    Amends    change    Tech    Spec* 
to    clarify   &   modffu    surveillance    requirements   &    llmltinfl 
operating    conditions    for    degraded    grid    voltage    protection 
SELLS, D    E         Operating    Reactors    Branch    3         B3/O3/O3         UHRIO.R   E 
Florida    Pouier    &   Light    Co.        3pp          1B433   312         24K 
Fitn,e'50~333j  B3/O3/03,  B30S120146 

— B305120J53  Amend    SB    to   License   DPR-67, revi s ing    Tech   Bpec    survei J lance 
r»quJvement*    fc   limiting    operating    conditions    re    grid    voltage 
.protection    equipment    &   procedures 

Ci.ABK.R   A        Operatln]    Reactors    Branch    3        B3/O3/03         lipp 
13433   313         24X   Fiche    SO-333,  83/O5/03r 830312OI4A 

— S3081H01iO   Safety    evaluation    supporttng    AmenK    3B    to   License   DPR-67, 
»      Offite    of  Nuclear    Reactor   Regulation!     Director        83/O3/03        3pp, 
1B433   3?o         24X   Flehe    30-333.  83/O3/03, 83O31 2O146 


fl30S090i39  fieneric    Ltr    G3-2O    to   all    operating    reactor    licensee*    h 

holder*    of   CPs    re    Integrated    scheduling    for    Implementation 

of    plant  mods    svc    list    end 

EISENHUT,  D  0         Division   of    Licensing        83/03/0?  Consolidated 

Edtinn   Co     of  Neu  Vork,    Inc        16pp        18627   133       24X 

Fiche    30-000,  83/03/09,  S303O90639 

S303130121    Responds    to   Generic    Ltr   S3-10B,     "Resolution    of  TMI   Action 
Plan    Item  II   K   3   3. 'Automatic    Trip    of   Coolant  Pumpi    '"   C~E 
Ouner*    Croup   ha-a    chostn    "trip    tiuo.  leave    tiilo"    strategy    to 
resolve    1C an  Description   of    program  oipected    bg    330701 
UHRIO.R   E       Florida  Pouier  &   Light  Co        83/03/10        EISENHUT.D  0 
Dlvllion  of   Licensing        2pp         1B43B  091         24 X  Flche    50-333,  S3/D9/IO. 
8303130121 

B30B170103  Motification   of   83O5SO  meeting    u/utll    !<  C-E    in  Betheid*,.  MD 
to    dl*cusi    IOOBB   parts  monitoring    sys    Ii    si-core 
instrumentation   Portions    of    meeting   may    be    proprletarg 
BELLB.D   E        Dperafclng    Reactors    Branch    3        B3/03/12        CLARK,  R   A 
Operating   Reactors    Branch    3        Spp        1B493  340        S4X 
Ficfie    50-333,  B3/03/12,  B3O317O103 

0303240399  Notification    of    cancellation   of   830520  minting   u/utll    In 
BetfindajMD   to    discuss    loose    parts   monitoring    su.s   &   ei-core 
Instrumentation 

SELLS.  D  E       Operating    Rvactor*   Branch   3        83/03/13        CLARK.  R   A 
Operating   Reactor*    Branch   3        3pp         18393    163        24X 
Flche    30-333,B3/03/12,83Q3240999 

S3031704&3  Forward*    response    to    requests    far    addl    Info    re  Cuctt    t> 
reload   Performance    of   C-E   fuet    examined    &  Tech    Spec    change 
to   remove  augmentation    factor*    supported 

UHRIO-fi    E        Florida   Poumr  &   Light   Co        B3/03/13        EI8ENHUT,  D  0 
Assistant  Director    for   Licensing         I9pp         18469  339        24 X 
Fiche    30-333,  B3/OS/13,  83O3170463 

B30337017O  Fnruards    "8t   Lucie    1    &   2  d  Turkey   Point   3  &  4  Detailed 
Control    Roam  Design   Reviews    Program  Plan."    fulfilling    830413 
commitment  per   NUREQ-0737, 9uppl    1 

UHRIO.R    E        Florida    Poiuer   tc    Light    Co,        93/03/14         EIBENHUT.D   S. 
Division    of   Licensing          Ip          IBiSS   072         24X    Flche    30-333,83/09/14, 
B303270170 


-B20'?020f)03    "Technical    Evaluation  Rept    on   Proposed    Design  Mo*s   tc  Tech 
Bp«e    Changes    on   Or  Id   Voltage    Degradation    for    St   Lucie 
Nuclear   Pouier   PlantfUnit    1    " 

SELAN.  J.  C        Laurence   Lives-more  Laboratory        FIN  A-0250 
UCID-194HO        S2/0'7/30  DfflCB   of    Nuclear   Reactor   Regulation, 

Director          ilpp.        1B433    339         24X   Fiche    SO-335,  83/03/03,  B3051201 4t 


B30SS30S32   Forward*   CUs-s    III    fee    for   S30309  application   for  amend    to 
Tech    Specs    for   License   DPR-47   re    chlorine    detection    sgs 
UHRIO.R  E        Florida   Power    &  Light   Co        83/03/14        D!GGB,R,M       Licenl* 
Fee  Management    Branch         Ip         18337  09?        24X   Flchs    30-333,83/05/16, 
B303S30333 


-e304Oi047I    Rtv   I, to    "Proposed   Design  ttods   t   T«ch    Spec    Chances   on 
fflrid    Voltage    Degradation, "    technical    evaluation    rent 

BEL AN . J   C         Laurence    Livermors    Laooratory         FIN   A-0230         UCID-19430 
R01.       33/03/33  OEvlslon   of    Licensing         lOpp         18433  34O       E-4X 

Flche    30-339,83/03/03,  83031301-46 


B30SB3O397  Foruarda   Clats    III    amend    fee    for   B30309   requeit   for 
proposed    Tech   Spec    changed   re    chlorine    detection    sys 

UHRIQ,R  E        Florida    Poutr   &  Light   Co        93/03/14        DIQS8, R  H       Llcensf 
Fee  Management    Branch        2pp.        18392  OB2        24X  Fiche    3O-33S,  B3/OS/1A- 
B309S30397 


— B30SI20171    Notice   of    issuance   b  a  vat  lab i 1 Itg    of   Amend    38    to   LlcenGi 
HPR-47- 

TRAMMELL.C  M        Operating   Reactors    Branch   3        B3/O5/O3        Sop 
1B-433   331          StX   Flche    3O-333,  83/03/O3,  B30312-O14A 

B30S1E0499  Summari/    of   83O423  meeting   w/ut|]  t,  C-E    in   Butheida,  MD  re 

sch-edule    for   resolution    of    thermal    shield  damage-   Thermal 
*h:f«ld    ehronnlDglcal    sequence    encl 

8EE.LS,D  E.       Dperitinj   Reactnri    Branch    3  B3/O3/03  Operating 

Reactor*    Branch   3        9pp.       1B443    1A3        24X  Fiche    30-333,  B3/O&/O3, 
S303 12049=?, 


9303240373  Forwards    responses    to   NRC  830118   request    for    Info  re 
accident   monitor  Ing, to    aid    in    past-implementation   review  of 
NURES-0737,  Items    1 1    F    1    4.  1 1    F,  1    3  t,   1 1    F.  1,6 
UHR10,R    E         Florida    Pouer    fc   Light    Co         B3/03/1?         CLARK, R   A 
Operating   React-or-»    Branch    3         17pp         1B373  073        24X 
FiehU    30-333,  B3/O3/19,  B30324O372 

3303230462  Reschedule!  830SBO  meiting    on   plant   recovery    program  -    Icon 
parts   monitor  &    ex-core   detector, for   B30603, u/follouup 
documentation   to    be    provided    by    B30&06 

UHRIOrR   E        Florida    Power   tc  Light   Co        B3/OS/19        CLARK.fi  A 
Operating    Reactor*   Branch    3        2pp         1B3B9  033.       S4X 
Fiche   30-333.  S3/03/19.B303E30462 
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8305330372   Respond*    to  830504   request    far    submittal    date    of    eiam 
rtsultt    for    matt    Irradiation    survel  1  lance    Final     rapt 
tvmnirliing    C-E   test   remits    elpected    in    early    DC  t    1783  Kept 
ulll    bi   submitted    bg    B3I101 

UHRIO,  R   E         Florida    Power    t,    Light    Co         83/O3/2O         CLARK,  R    A 
Op  in  tlnj    Reactors    Branch    3         lp          18992   301          24X 
Flehe    30-333,83/03/20,  B30S29QS72 


-03032709B4    Notice    of    violation    from 
*      Region  2.    Office   of   Director 
Flche    30-339, B3/04/14, 8303270339 


Insp     on    B30134-2B 

83/O3/Q1         2pp          1B647    135         B4X 


Forwards    schedule    for    qualification    or   replacement    of 
equipment    important    to    safety    within    scope    of    1QCFRSO   49 
MSI    documentation    to    demonstate    that    equipment    committed    to 
be    qualified   meets    specific    requirements    forthcoming 
VHRlW.R   E         Florida    Power    b    Light    Co         83/O3/2O         CLARK,  R    A 
Operating    RBflctori    Branch    3         llpp          18385    319         24X 
Fich»    30-333.83/05/20,8303230399 

B30SSS047a  Forwards    "Bt   Lucle    Units    1    &  2   t.   Turkey   Point   Unit*    3   E.   4 
Detailed   Control    Room  Design   Reviews    Program  Plan,"    per 
S30415   commitment   re  Buppl    1    to   NUREQ-0737 

UHRK.R  E        Florida   Pouier   (>  Light   Co        B3/Q9/20        EISENHUT,  D  0 
Olvltlon    of    Licensing          lp          1S9BB   333         24X    Flche    3O-000,  B3/O3/BO, 
B3DS25047H 

—  83032804?!    "at    Lucie   Units    1    (.  K  &  Turkey    Point   Units   3   t,   4   Detailed 

Control    R-oom   Design   Reviews   Program  Plan    " 

»      Florid*    Power    &   Light    Co         B3/04/30         34pp          1B3B8    334         24X 

FlcJn    90-000,63/03/20,8309290472 

8349830481    Forwards    "Equipment   Qualification   Radiation    Dote   Map 
Divilofmtnti  "    In   response    to   830406   request   flept   presents 
anuoip  ti  one   &  methodology    uied    In   creating    dose   maps    & 
tulo   Illustrative   dote   points 

UHRIO.R   E        Florida   Pouiar   fc  Light   Co        B3/O9/20        EISENHUT,  D  G 
Division    op    Licensing,        lp          1B3SB   234         24X   Fichu    30-333,33/03/20, 
8303230491, 

—  B3Q32SQ4B4    "Equipment   Qualification   Radiation   Dose   Map    Development    " 

*     Florida  Power  &  Light  Co       B3/03/20        I&pp        IB  388  239       24  X 

Flche-  30-333,  B3/03/20.  B3032304S1 

9305270168  Forwards   responses    to  atfdl    Info    requested    In    B30421    safety 
•valuation    an    environ    qualification    of    safety-related 
electrical    equipment 

UHRI0.R  E        Florida   Polner   *   Light    Co        83/03/SS        CLARK,  R   A 
Operitinn   Reactors   Branch    3        3pp         18638  036        S4X 
Flchi    80-333,  B3/03/2S.  8303270168 


Iniptctlan    reports,     IE   Bulletin    tt    correspondence 


--030S270594    IE    Imp    Repts    30-339/83-02   It    50-3B7/93-O9    on   930134-28 
Noncampliance    noted    failure    to    fnllou    procedures    required   by 
training    program*    t   failure    of    HcnnseiJ    operators    to   be 
cognizant    of    facility    des  ign,  p-roc  edur  a  s   tt    license   changes 
uELISLE,  0   A    ,     SKINNER,  P    H    ,     UPRIGHT,  C    M         Region    2.     Office    of 
Director         B3/02/24         9pp          18647    137          24X   Flcho    90-333,83/04/14. 
8303270939 

B303040021     IE    Info   Notice    B3-21.     "Defective    Emergency    Use   Respirator    " 
Svc    list    end 

JORDAN,  E  L        Division   of   Emergency   Preparedness  &   Engineering 
Response    (Post   B3O1O3)        83/04/19  Consolidated   Edison  CD      of  Neu 

York,     Inc          126pp          1B433    135         24X    Ficfctf    50-000,  B3/O4/13,  B303040021 

B303040023    IE    Info  Notice   B3-22,     "BWR    Saf a ty/Rel  ief   Valva   Failures    " 
Svc    list    end 

JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineerinu 
Response     (Post    B3O103)         S3/04/32  Consalldated    Edison   Co       of   New 

Vorfc.     Inc          112pp          1B3B3   OB9         24X    Fleh«    3O-000. 83/04/22,  B303040023 

8303040025    IE    Info  Notice  83-23,     "Inoperable   Containment  Atmotphere 
Sensing    9y  s    "    Bvc     list    end 

JORDANi E  L        Division   of  Emergency  Preparedness  &   Engineering 
Response    (Post    B30103)         83/04/23  Consolidated    Edtion   CD       of   Neiu 

Yorlf,     Inc          119pp          183B1    291         24X    Flche    50-000,83/04/23,8303040023 

8305020084   Withdraws   B30405  relief    request    for   performing    inservlce 
insp   Relief   ulll    not    be   required 

UHRIOiR   E         Florida    Pouier    tc    Light    Co         S3/O4/2A        EISENHUT. D   0 
Division    of   Licensing         lp          1B279   27B         24K   Flche    30-333,  B3/O4/B6, 
B3030200B4 

8305270359   Forwards    IE    Insp    Hepts    30-333/33-07   fc    30-389/83-31    on 
B30314-1B  No   noncompl  lance    notetf 

DANCE, H   C         Division    of   Project    ic   P.eslde'nt    Programs         B3/04/26 
UHRIO,R.    E         Florida    Power    &    Light    Co         2pp          1B642    12B         24X 
Flche    30-333,  83/O4/26, B303270399 

— B303270367    IE    Insp    Repts    90-333/93-07   i,    30-3B9/83-21    on   830314-iB   No 
noncompliance    noted   Major    areas    Inspected    local    leak    rate 
testing,  stiubber    testing   &    revieu  of   Unit    1    procedures   re 
refueling    operation* 

WHITENER.H   L    .     MATWI9,  J   ,     -JAPE,  F         Region    2,     Office    of    Director 
83/04/21        6pp         18642   13O        H4X  Flche    30-333,83/04/26,9303270399 


9212040393   IE    Info    Notice   S3-14,     "Denatured    Spent    Ion   Etchanga   Resin 
Sustiptibllity    to   Exothermic    Chemical    Reaction    "    Bvc    list 
end 

TAVLOfliJ  M        Division   of    Safeguards    5.    Inspection   Programs    (Past 
B3Oi03)         B3/03/21  Consolidated   Edison   Co      of   Neui   York,     Inc 

112pp        1B303   317        24X   Flche    30-000, B3/O3/S1 , B2120603SS 

S3O3270361    Forwards    IE    Insp    Repts    50-339/B3-10   &    50-3B9/83-23   on 
B303I6-1B  No    noncompliance    noted 

DANCE. H  C        Division   of   Project    (•   Resident   Programs        83/04/06 
UHRIOiR   E        Florida   Power   &  Light   Co        3pp         18649  321         24X 
Flche   30-333-  B3/O4/06,  8303270361 

— 3303270576    IE    Imp   Repts    30-333/83-10   &    50-3B9/83-25   on   830316-18  No 
noncomn llanee    noted   Major   areas    Impacted   Unit    1    plant    fcours 
during    rapiiellng    outage   &  Unit   8    followup    of    licensee 
actions    on    Inspector    Identified    Items, 

WRAV.  J  R    ,     DARR,  K  P        Region   3,     Office    of    Director        83/04/05 
Bpa        lS<!i19:323        24X  Fiehe    90-333,  B3/O4/06,  8303E70361 , 

03032703S9  Ac le    recaipt    of   830331    Itr    informing    NRC    of    step*    taken    to 
correct   violations   noted    in    IE   Insp    Repta    30-339/B3-02  It 
50-3B9/B3-Q9 

LEWIS,  R  c         Division   of  Project  &   Resident   Programs        B3/04/14 
UHfllO,  R  E        Florida   Power    &  Light   Co         lp         1B647    127        24X 
Flchi   30-338,83/04/11,8303270339 

— 830A270572   Responds    to   NRC    B30301    Itr    re    violations    noted    in    IE    Insp 
Rept  SO-335/B3-02  Corrective   actions, licensed    operator 
qualification    program   reviewed    &   will    be    revised    bv   B30731    It 
inn  date    tracking    sys    astabllshed. 

UHRIO,R.E,       Florida   Power   tt  Light   Co        B3/03/3I.       O'REILLY.J  P 
rtiglon   2,     Office   of   Director,       4pp         18647,  12B        S4X 
Flche    30-333,03/04/14.8309270339 

— 8305S70579  Foruirds    IE   Insp   Rept*    30-333/B3-02  ».   30-3B9/B3-09   on 
830124-2B   Xc   notice   of   violation 

L£HI3,  R   C        Division   of   Projnet   i  Rssldent   Programs        83/03/01 
UHfllC'R.E.       Florida   Power   &  Light   Co        2pp         18647    133        24 Jt 
Fict\»    50-33S,  B3/04/14i  8303270597 


B303040026    IE    Info  Notice   83-21,     "Loose   Parts    in  Secondary  Bide    of 
St»am   Generators    at    PURs    "    Svc     Hat    oncl 

JORDAN, E  L        Division   of  Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)        B3/04/S8  Consolidated   Edison  Co      of  Neu 

York,     Inc         I13pp         ig332>017        24X  Fielie    50-000,03/04/28,8303040026 

B303040027    IE    Info   Notice   03-29,     "Standby    Q.BS    Treatment  Bys   Heater  High 
Temp    Trip    Betpoint   Adjustment    "   Bvc    list    fine] 
JORDAN, E  L        Division   of   Emergency   Preparedness   &  EnBlneerlnj 
Response    (PoBt   B30103J        B3/O4/2B  Consolidated    Edisan  Co      of   Neiu 

York,     Inc          llflpp          18382    Ii3         34X   FIchB     3O-OOO, B3/04/SB, 8303O4O037 

B30S030340  Forwards    three   relief    requosts    From    certain   Tech   9p«c 
4   4    10   I    a   t,    10CFR30   53(g)    inaervlce    !nsp    raqulrements 
Approval    required    during    current    outage 

UHRIO,  R   E         Florida    Power   &    Light    Co         B3/O4/29         EIBENHUT,  D   0 
Division    of   Licensing        9pp         18297    10V        E4X  Flche    90-333,83/01/29. 
B303030340 

B303040028    IE    Info  Notice  83-34,     "Failure    of    Safety/Relief   Valve 
Discharge   Line   Vacuum  Breakers    "    Svc    list    end 
JORDAN.E   L        Division    of  Emergency   Preparednass   i,  Engineering 
Response    (Post   B301O3)        B3/OS/O3  Conaol  1  dated    Edison  Co      of  Neul 

York,     Inc          123pp          1B441    I7O         04X   Fiche    30-000, Q3/OS/03,  B303D4002B 

8303040030    IE   Info   Notice  B3-B7,     "Ppera tional    Response    to   Events 
Concerning    Deliberate    Acts   Directed   Against  Plant 
Equipment    "   Svc    list    anc 1 

JORDAN, E  L        Division    of  Emergency   Preparedness   fc  Engineering 
Response    (Post   B301O3)        83/O5/04  Consolidated   Edison  Co      of  Neur 

York,     Inc          118pp.        1B3B2   2B2         S4X   Flche    50-000, 93/05/04,  B303040030 

B303040031    IE   Info   NoticB   83-23,     "Criteria    for    Protective   Action 
Recommendations    for   General    Emergencies,"    Svc    list    end 
JORDANrE  L        Division    of  Emergency    Preparedness   i  Engineering 
Response    (Pott  B301O3)        B3/O3/04  Consolidated   Edison  Co      of  New 

York,     Inc          M9pp          IB441    001          34X    Fiche     30-000,83/03/04,8303040031 

8303040033    IE    Info   Notice  03-29,     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation    "    Svc    list   end 

JORDAN.E  L        Division    of  Emergency    Preparedness  fc  Engineering 
Response    (Post   B30103)        B3/O3/06  Con*o 1 tdated   Edison  Co      of  Neu 

Yorki     Inc         113pp        18323  248        24X   FJche*  &0-000,  83/09/06,  8303040033 
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3303270387   Forward*    IE    Insp    R(fpts    30-339/B3-I1    t   SO -369/83-27    on 
B30407-09  Ma   noncoiflpl I a-nce    noted 

DANCE, H   C         Civilian    af    Project    2.    Resident    Program*          B3/Q3/O6 
UHRIOrR   E         Florida   Potuer    S,    Light    Co         3pp.        IB64J     179         2« 
Flcni    30-335,63/09/06,0303270237 


B303200430   PND-I1-83-040' on    B30913,  tujo    util    employiai    &    on*    rawt 
fmplou,re   flTTBitid    for    cocaine  4  marijuana    possession  Arrest 
occurrttf    offslte  Employees   not    Involved    In    licensed 
operator   aetlvitie* 

I.AHDSB.K    D    ,     DANCE.H  C        Rioion  S,     Office    of   Director,       03/QS/I7 
Ip         18317     1DO         24X   FiChS    30-333,  B3/03/17.  B303200430 


— 830SE70297    IE    In»p    Rspts    30-335/63-11    S.    BO-3B7/83-27    on    B304O7-09   No 
noncompl  lance   noted   Major   areas    Inspected    eimrjenc  ij 
preparedness    In    technical    support    ctr 

HUFFMAN,  Q   H         Region    8.     Office    of    Director         JENKINS,  S   R         Division 
af   Ennrjincij    Preparedness    Ei  Materials   Safety        83/O5-/O3.       4pp 
18641     181         34X    Flche    30-333. B3/03/OA,  B303870SB7 

8303270329   Forward*    IE    Imp    Ripta     30-333/83-13   b    30-3B9/S3-33    flu 
83O412-13  Ha   noncompl 1 >nce    noted 

DANCE,  H  C        Division    of   ProjBct   &   Reside-nt   Programt         83/03/OA 
UHRIft.R  E        Florida   Power   i  Light   Co        2pp         IBSfll' 131         24X 
Fich«    30-335,83/03/06,0303270329 

--B30S270339   JE    fnsp    Hepti    50-333/B3-I3  t   SO-Sa^/BS-SS    on   83-0412-13  No 
nontomp lian-c e    neted   Major   Areas    intpectad    Inifvic*    (nap 
(Unit    Dicore    barr »l /thermal    shield    damage    <UnI t    1 J<  tualdlno 
S>  NEE    (Unit    II    &   prccervlce    Intp    (Unit    3) 

R   .    DLAKE,  J  J        Region  2.    Office   of  Director        83/03/O2 
18641    J33         S4X   Flche    9D-333.  B3/OS/06, 8303270327 


9309390302  LEW   B3-026/09T-0   on  830913,67   of   264   flergen  Patenon 
clamp*    discovered   oriented    Improperly   Caused    by    vendor 
catalog    interpret*!)    Improperly   Clamps    will    be    replacid 
during    present    outage   W/83Q31B   Itr 

WILLIAMS,  J.W   ,    MCLAUOHLIN,  L        Florida   Pousr   <c  Light  Co. 
O'REILLY,  J    P        Region   8,    Office    of   Director        2pp         10393,134       Ell 
Flche    SO-33H,  83/05/10,  830383D30S 


DOCKET  30-336    MILLSTONE  NUCLEAR  FOUEfl    STATION,    UNIT  8 
F     SBcurltij,     mtdlcjil,    tmBrgeneij    fc    flr«    protection   plen 


B3050400S2  Rele^m  public    veninn   af    ravtted    emirgencg   plan 
Implamsnt 1 ng    procedurei 

FELTON,  J  fl  Civilian  of  Rule*  and  Recardi  33/04/23 
Manadinent  Branch  Ip  10330  063  24X  Flehe' 30-249 
B30JJ040022, 


8303040034    IE   Info    Notice    B3-3Q.     "Ml  tapp  11  cat  i  on   of   generic    Emergencij 
Operating   Procedures    (EflP>    Gul  del  I  nei    "    8vc    Hit   encl 
JORDAN,  E  I-        DivJilan    of   Emeroeniy   PrepjpaiJnsn:   fc  Engineering 
Retponia    JP-oSt    B3O1O3)         83/03-/11  ConsD!  Hated    Etflson    Co      of   New 

Vork,     fnc         I!4pp         18324   OO3        B4X   Ficfte    30-000,  83/03/1  1.  83030-10034. 

03030fl0040   IE   Jnfa  Notice   83-31.     "Error    in  ADLPIPE   Computer   Prodram   " 
Bve    liit    encl 

JORDANiE  L        Division    of  Emtrgency   Preparedness   *  Engineering 
Response    (Po«t  63O103)         B3/O9/19  Cornol  i  d*  tud   Ediaon  Co      af  NIUI 

VoTk,     Inc          114pp          1B697.009         24X   FJ  ch»-  30-000,  83/03/1  ?.  B303O4004O 

B30304004&   IE   Info  Notice   83-33,     "Nonrepres  enta  t  ive   Sampling    of 
Contaminated    Oil    -    Svc    list   encl 

JQRDANiE  L        Division   of   Emergency   Prepar«dnes«    b  Engineering 
finpotii*    (foil    8301031         93/O3/36  ConsoHd*  terf   Ed  1  i  on  Co      of   Heui 

Vorkr     Ijic         H4pp         18647   007        SIX  Fi  ehe,  30-000,  B3/03/26i  83030-10046 

R     Pirlodic    operating    riporti    i>   related    corrflsponiiBnc* 

B    to    "Annual    Nonradlaloslcal    Aquatic 


8303030344    Foruards    Vols    1 
Monitoring   Wtpt,  f}BS    " 
UHRIOrR  £        Florida    Poinir    &  Light  -C 
Wo   Detailed   Affliction  «lven         If 
Fichu   50-333,  S3/04/aa,  6305O3O341 


83/04/38 

I83O7  O01 


(HJLLERj  O  R, 
24X 


—  B305030347  Vol*    I    t,  S   to    "Annual    Wonratf  iological    Aquatic   Monitoring 
B»/Jtf  1983   " 

*      Appllsd   Biolngu.     Inc        AB-44a        B3/O3/31         40ipp-       18307  004. 
24X   Fiefit    90-335,  83/04/28,  9303030341 

fl      Reaortable    occurrt  nc*s,    LER*    &   related    c  orret-ponilcnce 


saoaosoia?  Foruapd*  LEB  83-oai/03L-o 

MILLIrtMS,  J  W  Florida  Pautr  !.  UJgftt  Co  03/O4/8B, 
Rigton  S,  Office  of  Director  Ip  1B341  393  24 X 
Flcne- 30-333.  83/04/88,83030301 87 


0'REIl.LY.J   P, 


— B3O3040034   Forward*    public    version    of    revised    «meroene(/   pl»n 
Irtpltmenting    proetdures,  Includlna   Procedures   EPIP   4214  r« 
Unit   J    reactor    coolant    b    liquid   uaste    post-accident  sanpllng 
k   EPIP    42E2    re    Unit  S  core    damage    estimate 

COUNSIL,  W, O        Northeast   Nuclear   Energy   Co      Csubt      of  Northtmt 
Utilitlei>-       83/04/12        EISENHUTrD  0        Division    of  Llcinffnj       Sft 
18330  O6&         24 X  Flche    30-243.  B3/04/£3,  630S0400Z2 

— B30S040039  Public    version    of   nvlsed    Bmergineu    plan    implfffl«nt In) 
procedures,  including    Procedures   EPIP   4S14   re   Unit    1    reactor 
coolant   &    liquid   Ulaste    pott-accident    sampling    &  EPIP   4SSS   ri 
Unit  S  core    damage   estimate 

*      Northamt    Nuclear   Energy   Co      (subs      of   Northeast  Utllltiiil 
83/03/31         300pp        1S330  068        24X  Flche   30-849, 03/04/83, 
0303040022. 

830311O034   Generic    Ltr   B3-21    to   all    llcenieas    of   operating    rt'ctnrii 
Upallcents    Cor    OL»    b  holders    of  CPs   re    clarification    Ot 
«cc*it    to    control    procedures    for    lau   enforcemtnt   visits 

SVC      1 1 St     BDC 1, 

E1SENHUT,  D  G         Division   at   Licensing         63/03/11  Consolidated 

E<H*on   Co,     af    Niiu  Yard,     Inc         16pp         18340  093        24X 
Flche   30-OOO,  B3/03/11,  9309110034 

S3031BOB93  Autharlie*   refund    for   revleu   of  821230  I.  B3040B  riqutitt 
from  revised    ichijult    for    conducting    emergency    e«ercit« 
MILLER,  HO        Lionn   Ft*   Management   Branch        83/03/11        CDUNSIL.Hfl 
Northeast    Nuclear   Energu   Co      tiubs      of   Northeast   Utilltli*>.        IF 
19306' 030        S4JC  Flehe   30-000,  03/03/1"!,  B303100B33 

0300160022  Advises    that    onsita    d  affilt*    emergency    pr*paredn*i> 
*diquate  &    xnergency   pUns    upgraded    per   NUREG-0737,  1  tin 
III.  A.  a  1    Item    complete 

CRUTCHFIELD,  O         OperatlKB   Reactors   Brancn    3.       83/03/13       COUHSIU-H  B 
Connecticut    YankM   Atomic    Pouiir  Co        COUNSIL,  M  O,       Northvait   MuclH 
Enirgu   Co      (tub*      of   Northeast  Utilities)         4pp         18432,349.       S4H 
FI  chf  30-000,  83/03/13,  B309160038 


1      Financial     Information 


—  B30503O13a  L6R  83-02I/O3L-D   on   830329*  u/rstutl  ing    cavity    filUd    greater 
tAan   23    ft,  two    ihutdaun   cooling    hot    leg    suction   valvas 
closed.  I  inlatlng    flow   to   core   C  ait  t  til    by    shorting    out    of 
fouer    supply    to    control    clrcui  t.  Poiunr    raitnrad 

HALLINO.«   E        Florida    Power   1<  Light  Co        B3/O4/8B  RcDlon    2, 

Office    of   Director         Ip         10341:334        S4X   Flche:  30-333.,  H3/04/aB- 
S3030301S7 

H3031705ar  Deflclmcv    r»pt    r»   potential    significant:    saftfcy    haiarri 
concerning    defect    in    «t*lnle*s    itael    tubing    aratture 
boundary    component    Initially    reported    on  B303O4.  Selic  t»d 
tub*t   returned    to  C-E    tufcei    for   refnsji 

8CHESER.A   E       Combustion  End  Ineer  i  nfl,     Inc         B3/O3/O6        DEVOUHO.R.C 
Dirtetor'i    Ottlte,    Office   of    rnspection    and   Enforcement.       lOpp 
017.       S4X  Flehe-  3Q-333.B3/03/O6rB30317O327. 


0303170244   Forward*  LEH   B3-023/O3L-0 

WILLIAMS,  J.  H.      Florida   Pouer   t   Light    Co        83/03/O9.       Q'REILLV.J  P 
Rtglon   2,    Office   of   Director         Ip,        1B466    124         24X 
Flehe.  9-0-333,83/09/0?,  8305170S44. 

—  B30S170250  UEB  B3-083/03L-0  on  B30419,  31-da^    fire   station   imp    Interval 
exceeded   Causid   by    p<tr*onnel    oversight  F«T»anrvil,    adviicd    of 
Importance  of   performing  requirid   Irtpt, 

BRANNIW.J  P.       florid*  Power  S,  LJgfit   Co        B3/O3/0?.  Region    2. 

Office    of   Dinitor.         Ip,        19466-133,        24X   fl  cht.  30-335-  B3/03/09J 
B30317OS44 


B30B020O93  Fo-riuardm    "Annual    Rtpt    of  Electric   Utili.  Licensees   t.  Othin 
(Cl**t    A  (t   Clas*    fl),  "   FERC   form   1 

BrBHOP.R  W       Northeast  Utilities       03/04/26  Offle*   of  Nuclear 

Reactor   Regulation,     Director         I32pp         1887?   107.       84X 

Flche    30-24S,  03/04/26,  8303020093 

J      Insurance    t,    indemnity    information 

6303120154  Foruirds    Endorsiments   87  t<  78    to  NELIA  Policy   NF-173   It  MAELU 
Policy   MF-72.  r**pect  ively 

aiNISr,J.M        H»r*h   I.  McLennan,     Ine        83/O5/03        SALT2HAN,  J  D. 
An  1»  taut  Oiracfeor    for  State    t,   License*   Relation*        3pp        1B427-  133 
84X   Fichu    30-2-43,  B3/03/03iB303120t36. 


P.    Optratlng    licanfe   tt«gt    docunirnt*   ti  correspondence 

8303230616  Foruairdi    Info    in   responst    to   B3020B   Itr  re<tu**tlng 
cast   data    for    operating    nuclear    units.  Cost    catagorlted 
according   to   NRC    imposed,  TMI    d  non-TMI    bacfcf  1  ts,  util- 
inittatid  b  Aubrid    backfltf 

COUNBIUrWO,       Conneetltut   Yank«e   Atomic    Power   Co        COUNSIL.H.Q1 
Northiait   Nuclear    Energy   Co      (subs      of  Northeast  Utilities). 
COUNSIL.MO.       Northeast  Utilities        83/03/21.       TOUR  TEL  L  OTTE,  J. 
R*gvlatorv  Raform   Task  Force        23pp         18343  038        24X 
Flchi   30-OOOfO3/O3/81,  8303230616 


DOCKETED  ITEMS 


226 


6305330720    Forward!    list    of    Utils    responding     to    requests    fop    cost 
flgur«    on    backflttlng 

TGUftTELLDTTE.  J        Regulator"    Reform    Task    Force         83/O4/11 
PALLADINEI.  M  <J        Commissioners        2pp         1S342  272        24  X 
Flehe    30-000.  B3/04/11!  6305230730 


Advises    that   action   required    bu.    830186  Amends    SB,  81    h  BO    to 
Licen«ei    nnfl-Ei,npR-6i    ft  DPR-63.  respectively   &  Generic    Ltr 
83-O7   comp  1  et»i  based    on    utll    negotiations    u/DOC  re   disposal 
of   nigh    level    uaste    or    *pent    nuclear    fuel 

CLARK.  R  A        Operating   Reactors   Branch   3        03/01/30        COUNBIL,  U  0 
Cannictlcut    Vankee   Atomic    Payer   Co        Epp         18462  333        24X 
FIch«.  30-000,  B3/04/2O,  83031601BB 


8309200081    Forward*    SER    supporting    licensee     790623   <j   91090!    rflquasti 
for   relief    from  ASME  Section    XI    iniervlce    testing 
requirement*,  per    10CFR30  S3(g)    Relief    from  A5ME  Cade 
requirements    eiplrei    on  831229 

CLARK, R   A         Operating    Reactors    Branch    3          33/09/01         COUNBIL!  W   0 
Northeast  Nuclear   Energy   Co      (subs      of    Northeait   Utilities)        4pp 
19341   006        24*  Flche    30-336,  B3/OV04,  3303200091 

— 8309200085  Safetg    evaluation    luppnrting    licensee    request    for   relief 
from  ASME   Section    XI    inssrvlce    testing)    requirements!  per 
1QCFR30    33(g) 

•     Office    of  Nuclear  Reactor   Regulation.     Director        B3/03/Q4 
36pp          16341    O10         24X   Fiche    30-336,  B3/O3/04,  9305200ufll 


£301040039  Forwards   8ER   supporting    rev*    to   radiological    affluent    Tech 
Specs    Tech    Spvcs   acceptable 

Ct.AflK.fl  A  Operating  R*actor*  Branch  3  B3/O4/21  COUNBIL,  W  0 
Northeait  Nuclear  Energy  CD  (subs  of  Northeast  Utilities)  2pp 
1B3A4  320  24X  Fiche  50-336,83/04/21.3309060039 

— 9305OAO062  BEft   supporting   revs    to   radiological    effluent   Tech    Specs 
•      Office   o?  Nuclear   Reactor   Regulation,     Director        B3/04/21        6pp 
1B344    322         SAX   Flche    30-336. B3/04/21 , B30306Q038 

— 9809210333    "Radiological    Effluent   Tech    Spec    Implementation    <A-2). 
Klllstan*   Nuclear   Pouer   Station  Unit   2,"    technical 
•valuation   rept 

FERNANDEZ,  C    ,    PANDEY.  8.  i    CARFAQNO,  P        Franklin    Institute/Franklin 
AeKtrch    C«nter         NRC-03-81-130         TGR-C3S06-99         B2/O9/I7  NRC    - 

Ho   Patall*d   Affiliation  Given       Sfipp        1B364  320       24X 
Flcfta:  80-334,03/04/21,  0303060030, 


— B303SOOOB9  Notice    of   jranting    relief    from   A9ME  Section   XI    insrrvlce 
testing   requirement*- per    10CFB30   39(g) 

TRAMMEUL.C   M        Operating   Reactor*   Branch    3        B3/O9/04       2pp 
1B941    036         34X   Flche    30-336,  B3/O9/04,  B303S0008I 

8309090426  Forwards  Amends   91   1  86   to  License*    DPR-21    &   DPR-63, 
respectively    t,  notice    of    issuance  (•  aval  Ia6  1 1  Ity   Amend! 
change   ownership    interests    In    facilities 

CRUTCHFIELD,  D         Operating    factors    Branch     5         83/09/09        COUNBIL,  M   0 
Northeast   Nuclear    Energy   Co      Isubn      of   Mortheatt   Utilities),      3pp 
18360   236         24X   Flche    30-245,  B3/OB/Q3.  a3O30'?0426 

— 8303090440  Amtnd   Bt>    to  License-   DPR'69,  re f  1  acting   merger   of  Connecticut 
Light   &   Pouter   Co   t  Hartford    Electric   Light    Co  Pages    1   fc  2  of 
Amend    4    to    License   DPR-21    end 

CLARK,  R   A        Operating   Reactors   Branch    3        G3/03/09        4pp 
1B360   246         24X   Flche    30-245,83/03/09,6303090426 


B3D304O447  Provides    info    justifying    continued    operation    In    light   of 
thermal    thitld    concerns,  per   request   made   at   830412  meeting 
Visual    Iniji,  conducted    during    Fall    1990   outage,  uncovered    no 
evidence   of    fehirmal    shield    deterioration 

COUN81L.  W  0        Northeast   Nuclear   Energy    Co      <tubs      of   Northeast 
UtlUtltt)         COUNSIL,  H  0        Northeast   Utilities        93/04/26 
CCAflK,  H   A        Operating   Reactors    Branch    3        3pp         18319-317        24X 
Flehi    3O-336>a3/04/S6,  B30304O147 

B3090300-94    Forwards    comments    on   Oenerlc    Ltr   82-35,     "Potential    Steam 
0»n«Tjtor  Related   RequlremBnti    "    Vendor    Input    should    be 
lough ti  esB»c ially    In   areas    of    steam   generator    tube    Inservlce 
Insp   &   design    considerations 

CCWNBIL.W  0        Conn*ctlcut   Vanbee   Atomic   Pouer   Co        COUNBIL,  U  0 
Martheiait   Nuclear   Energy   Co      (subs      of   Northeast  Utilities) 
COUN3IL,W   0        Northeast  Utilities        83/04/29        EISENHUT,  D8 
Dlvlilon    of  Licensing        6pp         10339  083        24X   Fiche    90-000,93/04/27, 
8303D30Q34 

B30S03Q229  Bubmits    progress    r«pt    re   THI    Itams    II    F    1,  1    h    II    F    1    2  r» 
effluent  monitor   mods   Vendor    schedular   uncertainties 
raiBlved.  Rtmalnlni)   uork    consist*    of    training    operatofsr 
toftwire)   Changes  &  minor   Wiring    change, 

CDUMBIU-M  0        Northeast  Nuclear   Energy   Co      tiubo      of   Northeast 
Utilltl*!).       COUNSIL,  H,  0        Northeast   Utilities        B3/04/S9 
C1UTCHFIELD, D        Operating    Reactors   Branch    5        2pp         18338  062        S4X 
FlcM:SO-243,  83/04/29,  B305030227, 

63030904i09-  Forwards   revs    to    "Corporate    drganliatlon    far   Nuclear 
Incident*  Pr»teduri  Manual,"   per   10CFR90,App  E,  Section  V 
M/o    tncls, 

COUN9ILi W  0        Connecticut   Vankee   Atomic   Power   Co        COUNBIL,  W  0 
Northiatt  Nuclear   Energy   Co      (subs      of   Northeast  Utilities). 
COUN8IL<U  0.       NorthBast   Utilities        83/04/2?        EISENHUT,  D  0 
Pi v^ 1 1  on    of  Licensing        2pp         19362  236        24X   Flche    90-OOO, B3/04/S9, 
63030-70463 


—8309090463  Notice   of    Issuance   4  availability    of  Amends    91    t,  96   to 
License*   DPR-21   b    DPfi-63,  r*sp«ctl vely 

CRUTCHFJELD,D        Operating    Reactors   Branch    5       83/09/03       2pp 
1B360   290         B4X   Flche    30-B43j  93/O9/05,  830509O426 

8305110219  Poruiartfs  Amend   89    to  License    DFH-69.  safety    evaluation  & 
notice   of    issuance   &  availability   Amend    ado's    footnote    to 
Tech   Spec*   alloulng    use   of   temporary    equipment   hatch   door 
LEECH,  P  H        Operating   Reactors    Branch   3        83/09/03       CDUNSIL,W  0 
Northeast   Nuclear  Energy  Co      (subs      of   Northeait  Utilities)        4pp 
1B434   336         24X    Fiche    30-336,  S3/09/O9,  B3031 1G219 

— S303110224  Ame-nd    B3    to  License    DPR-69,  ad d  1  ng    footnote    to  T«eh    Specs 
allowing    use    of    temporary    equipment   hatch    door    to  maintain 
containment    Integrity    during    fuel    movement    or   core 
alterations 

CLARK,  R    A        Operating  Reactors   Branch   3        83/05/03        3pp 
10434   340         24X   Flche    30-336,83/03/03,8303110219 

— 5305110220   Safety    evaluation   supporting   Amend    83  to  License  DPR -6 3 
»      Office   of    Nuclear  Reactor   Regulation.     Director        93/03/09       3pp 
18434  349        24X  Flche   90-33&,  83/09/03,  S3O31 10219 

— 8309110230  Notice    of    issuance   tc   availability    of   Amend   89  to  License 
BPR-63 

TRAMMELL.C   H        Operating   Reactors    Branch    3        83/09/09        2pp 
18434  34B        24X  Ft  ch».  30-3-36,  83/05/03,  83031  10219 

a 30 501 06 59  Oeneric   Ltr   83-20   to  all    operating    reactor    licensees   & 
holders    of   CPa    re    integrated    scheduling    For    implementation 
of  plant  mods   Svc   list   end 

EISENHUT,  D   0        Division    of  Licensing        B3/03/O9  Consolidated 

Edison   Co       OF    Neui   York,     Inc          l£pp          1B627'  133         24X 
Flehe    30-000,  B3yOS/09,  8303090639 


B3.03020499-  Oenerlc   Ltr  83-19    to    all    power   matter   d   testing    licensees 
ri    n*u  pracedures    for    providing    public    notice    concerning 
Isiuano    oP   amends    to   DLs   Svc    list    encl 

EIBENHUT.D  0.       Dlvitlon   of   Llcentino.       83/OS/02  Consolidated 

EifHon   Co,     of   N*ui  Yorfc,     Inc        90pp         19441,120        24X 
Flchi:  90-000.  63/03/02,  830902O439, 

B3031S0341    Forttiju-ds   proprietary   &   nonpropr ietary    rasponses    to   NRC 
620B1?  r*<tu<*it    for   addl    info   re   measurement    uncertainties    ti 
•Shape    Annealing    Factor   Componant    of   Axial    Shape    Indet      ,     " 
PtDprletarij    roiponi*   t  rept   ulthheld    (ref    10CFR2   790) 
CQUNSIUH,  0    .    SEARS,  C  F        Northe*tt  Nuclear   Energy    Co      (sub*      of 
North****   Utilities)        COUNSIL,  M,  O        Northeast   Utilities        93/03/03, 
CLARK.A  A,       Operating    Reactors    Branch    3        16pp         1842?    191        24X 
FictiW,  30-336,83/03/03,  B3091EOB41 

— 8309120292   "Qhap*  Annealing    Factor   Component    of   Axial   Shape    Index 
Une*rt«lntv, " 

*     Combuatlc-n  Engineering.    Ine       CEN-247(N)-NP.      83/03/31       4Spp 
1Q429:  167        S4X  Flcht:  30-336,  83/03/03,  8309190241 


B30323050B  Discuines  8304J3   Itr   re    proposed    reva    to  Tech    Specs   for 
Cycle   6  reload    Current  Tech   Spec    limits    provide   icceptable 
margin   of    *afetu, 

COUNSIL.H  0        Northeast   Nucloar    Eneroy   Co       (subs      of  Northeast 
Utilities)        CQUNSILiM  0       Northeast   Utilities        83/09/16 
CLARK. P,  A       Operating  Raectors   Qrancli  3       4pp        18337  3 Si       24X 
Fiche,  30-336,  83/03/1&,  8303230308 

8303830910  Application    to   amend   Licenses   DPR-61,  DPS-21    t*  DPft-63 
deleting    820630   deadline   date   for    conformant*    LJ/ final    rule 
lOCFflSO  49   removinu   requirement    for   central    equipment 
qualification    file 

COUNSIL.W  a  ,    SEARB,C  F        Northeast  Nuclear    Energy   Co      Clubs      of 
Northeast   l/tllltl**)        COUNSIL.  M  0        Connecticut  Yankee   Atomic    Pouer 
Co.      83/03/19        CLARK.fi   A        Operating   Reactor*    Branch   3 
CRUTCHFIELD,  D.       Operating  Reactors   Branch    3>        3pp        1B3BB  273       24 X 
Flch»:  90-000,  S3/03/1B,  B303B9O31O 

— 8309230318  Proposed   Tech  Spec    change*    deleting    B20630  deadline    for 
environ    qualification   of    electrical    equipment 

*     Northeast   Nuclear   Energy   Co      (subi      of    Northeast  Utllltie*) 
83/03/13        7pp         18388  881        »4X  Flche    50-000-83/03/18,8303330310 
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DOCKETED  ITEMS 


Q      Inspection   reports,     IE  Bulletins    &    correspondence 

3212060385    IE    Info    Notice    B3-I4-     "DBuaterad    Spent     Ion    Exchange    Resin 
Sulcept  i  b  tl  Ity    to   Eiothermlc    Chsmical    Reaction    "    Sve    Hit 
enc  1 

TAYLOR.  -J   M         Division    of    Safeguards    tc    Inspection    Programs     (Post 
H3Q1O3!          33/03/21  Consol  Jdated    Edison    Co       of   Ntu    York.      Inc 

1330B   319         SIX    FIche    50-000,93/03/21,8213060335 


9303040021    IE   Info.  Notice   93-21.     "Defective   Emergency   Use  Rosjilrator    " 
Svc    I  1st    tncl 

JORDAM.E   L        Division    of   Emergency   Preparedness   £   Engineering 
Response    (Post    &30ID3)         B3/04/13  Consolidated    Ed  If  on   CD      of  Neu 

York,      Inc          I26pp  1H433    195         B4X    Flcfie    90-000.  &3/04/1S,  B3O3O40&21 

03030-40033    IE    Info    Notice   63-22,     "BUR   Sa  f  *ty/R»l  IB*    Vatve  Failures    " 
Sue     lltt    sncl 

JORDAN,  E   L         Division    &P    Emergency    Preparedness    &   Engineering, 
Response    (Post   830103)         83/04/22  Consolidated    Edison   Co      of  Neui 

Yor*,     [nc          liapp          1B3B3   OB9         SIX    Fielie    30-000-93/04/22,8303040023 

8303040025    IE    Info    Notice    B3-S3,     "Inoperable    Containment    Atmosphere 
Sensing    By*    "   Svt    list    t-ncl 

JORDAN,  E  L        Di  vlilon   of  EmerBenc'j    Preparedness   &  Engineering 
Response    iPost   930103)          G3/04/23  Consolidated    Edison    Co       of   Neu 

York,     rnc          U9pp          18391    291          SAX   Ficha    30-000,03/04/25,3303040023 

Q3O3040O26   IE    Info   Notice   03-34,     "Loo  is  Parts    In   Secondary   Side    at 
Steam  -oenerfltor*    at    PWRs    "   Svc    list    one  I 

•JORDAN  ,  E  L        Division    of    Emergency    Pf  epave-dness    t*  Engineering 
Response    (Post    S3OI03J          93/04/39  Consolidated    Edison   Co       of   New 

Yorfc.     Inc          HSpp          IB382   047         24X    Fiehe    30-OOQ,  B3/0  4  fZB.  8303040036 

8303040027    IE    Info  Notice   83-25,     "Standby   Gas    Treatment   figi  Heater  Higfi 
Ttinp    Trip    Betpolnt   Ad  jus  tment.  "    Svc    list    end 

JORDAN,  £   L        Division   of   Emergency   Preparedness   %   Engineering 
Response    (Post   93OJ03)        63/O4/SB  Consol  Ida  terf  Ed  In  on  Co      of  New 

York,      Inc          118pp          IB382    li.3         34X   Flchc    50-OOO,  B3/04/2a.  B3O3040027 

B3090£iO424    Respond*    to    930316   requett    for   jilam    for   Cycle   6  reload 
outage   steam   generator    Inap    Tube    defect    acseisment    b 
mupp  Lament  ary    iteair   9«nerator    testing    program   tables    end 
CDUNSIL.  W   O        Northeait   Nuclear   Energy    Cd      (tuba      of    Northeast 
Utilities)        COUNSIL,  U  0        northeast  Utilities        S3/04/29 
CLARK.,  R   A         Operating    Realtors    BTanch    3         9pp          IS343   2B1         24X 
FlchB    30-33i,  B3/04/29,  33030^0424 

6303040029    IE    Info    Notits    B3-2i,     "F^lture    of    Saf  ety/Ral  I  ef  Valve 
Discharge   Line   VJcuum   Brealicrs    "   €vc    Hit    encl 
JDRDAM,  E  L        Division    of  Emergency    Preparedness   b  Engineering 
Rasponie    (Post  B301O3)         B3/O3/O3  Consolidated   Edison  Co      of  New 

fork,     Inc          122pp          1B-441     170         24X    Flche    30-000,83/05/03,3303040026 

3303040030    IE    Info   Notice    93-27,      "Operational    Response    to    Events 
Concerning    Deliberate   Acts   Directed    Against   Plant 
Equipment    "   Svc    list   enti 

JORDAN  .  E  L        Division   of   Emergency   Preparedness    &  Englnoerlnj 
Reiponsr    (Poit  S3D1D3)         S3/OS/04  Con*ol  Ida  ted   Edison  Co      of   New 

Yurk,     lac         H2pp         1B3S2  BBS        34X    Fieha    BO-000,  S3/05/04,  B30304O030 

B30304O031    IE   Info  Notice   63-20.     "Criteria    for    ProtsctJva    Action 
Recommendations    for    Seneral    Emerjencin    "    8vc    Hat    encl 
JOHDAN.E   L        Division   of  Emergsncij    Preparedness  &   Engineering 
Response     (Post    9301O3)         63/03/O4  Conso  1  1  dated    Ediion   Co       of   NfUJ 

Yopl,     Ine          H7pp          1B41J    OOt          24X    FithB    50-000,63/03/04,0303040031 

9303040033    IE    Info    Notice  83-39,     "Fuel    Binding    Caused    by   Fuel    Rack 
Def  ormat  ion   "    Svc    list    encl 

JORDAN,E   L        Division    of   Emergency    Preparedness    !<  Englnearinfl 
Reiponte     (Post    S301O3)          83/03/06  Cunaol  1  dated    Edison   Co.     of    M«ui 

Vork.     Inc         HSpp         13323  8-49        S4X  Flcha    30-000,63/03/06,8303040033 

8303040034    IE   Info   Motlts   B3-30,     "Mi  sapp  1  iiation    of   Oenerlc  Emergencg 
Qp«T»tlng   Proceifuves    (EGPJ    Guidellnas    "   Svc    list    ene  1 
JOfiDAM.E  L        Division    of   Emergency    Prepapedn««i   !.  Engineering 
Response    (Post   B30103)         B3/O5/11  Consolidated   Edison  Co      of    Heu 

York,      Inc          114pp          1BS24   003         24X    Flche    30-000-  B3/03/-E1,  0303040034 

B3032S0439   Foruards     IE    Imp    Rept    SO-336/B3-0?   on    B304I1-14   ND 
nonconpllanc  »   noted 

BTARDSTECHl.ff        BivUloji    of   Project   &  Resident   Proorams        83/03/11 
COUNBILiW  G        Northeast  Muclear    Enerjif   Co      (suot      of   Northeait 
Utilities)         2pp         18388,096        24X  Fiche    S0-33fi,  B3/03/  1  1  ,  8305330439 


9303040040    IE    Info  Notlto   83-31r     "Error    in   ADUPIPE  Computer   Progria   • 
Svc    list    enc 1 

JORDAN.  E   L         Division    of   Emergency   Preparedness    &  Engineering 
netponie    (Post   B301O3)         B3/05/19  Consolidated    Edlion  CD      of  Wm 

York,    Inc          114pp         IB697  009        24X   Fichs    30-000,03/09/19,9303040040 

8305270074    Foruarrfs    interim   response    to    IE  Bulletin   83-03  re 
degradation    of    threaded]    fasteners    in   RCPD  No    linear 
indicitinn*    found    in   steam   generator    manuag    studs   Five 
studi   u/utiacc jjptab le  mechanical    damage    replaced 

CDUNBIL,  U   a   ,     BEARS,  C   F        Northeast   Nuclear  Energy    Co      (sub*      of 
Northeast    Utilities)        CQUNBIL, U  0        Northeast   UtllltUi        83V03/I9 
HURLEY,  T  E         Region    lr    Office    of   Director        3pp         1B638  S83        B4X 
Fiche    30-336.  B3/05/19,  9303270074 

B303040046    IE    Info   Notice    S3-33,     "Nonfepresentati ve   Sampling    of 
ContaminatHd    Dil    "   Svt    list    end 

JORDAN,  E  L         Division   of   Emergency   Preparedness    &  Etifl  ineer  Ing 
Response    {post    8301O3)         83/05/E6  Cansolldatad    Edlion  Co      of  Htu 

Vark,     Inc  114pp          lBf>47   007         24 X    Fichs    30-000,  B3/03/26, 83Q30+OQ+4 


H      Periodic    nparating    reports    &  related!    correspondence 


B309170010  Ftiruards  month  Ig    operating    rept    for   Apr    1983 

MRdCZKA,E   J        Northe-'it   Nuclear   Energy    Co      oubs      of  Northiait 
Utilities)          MWOCZHA,  E,  J         Northeast    Utilities         B3/09/12,  Of  Mil 

of    Resource    Management,     Director         lp         1B466    130        24 X 
Fiche    30-336,  B3/OS/12,  8305170010 


— B30S170OI4    Monthlg    op»rating    r»pt    for   Apr    19H3 

OIBSOfJ,  J  Northeast  Nuclear  Energy  Co  [subs  of  rJorthea-st 
Utilities!  S3/03/11.  3pp  1B4&&  131  24 X  Flch*  50-336, 
83/03/12,  B3O517001-0 


Reportabla    occurrences!     LERs   t<  related    correspondent! 

"Cracl>s  b  Leat*    In 


63-09230373  Forwards   engineering    evaluation    rept, 
Small   Dlaineter    Piping    " 

BROUN, E  J        Reactor   Operations   Analysis    Branch        B3/04/19 
SEVFRIT.  K   V         Reactor   Operation*   Analysts   Branch         lp        18341   343 
S4X   Plche    30-OOO,  83/04/19.  8303230373 

— 8303330619    "Cr.»clfi   b   Leaks    in   Small    Dlametef  Piping,"   engineering 
evaluation   rept   Small    pipe    leaks   associated   u/unantlctpatKf 
vibration    problems    require    addl    supports    or   rerouting    of 
pip  ing 

9RCWN,  E  J         Reactor   Operations   Analysis   Brunch        B3/04/19        ?pf 
1BS41    343          B4X   FlchB'  30-OOO,  B3/04/19.  B303B30373 

B30Sa700B9   LER    B3-01S/O3L-0    on    B30421, control    element    assembly     CCEA>   e3 
dropped    fullv    into   core    Cause   unknown   Coll    programmer  power 
main   t>  backup    supplies    tested   %    found    satisfactory    CEA 
ylthdraun    t,    poujsr  refcurnied    to    100X   H/B303SO    Hr. 

FD9TER,E    R    ,     HROCZKA,  E  J        Northeast   Nuclear   Energy   Co,     (tubs      of 
Northeast   Utilities)        HROCZKA,  E,  J        Northeast   Utilities,      B3/09/20 
MUflUEY.T        Region    1,     Office    of   Director        3pp         1B638   193       24K 
Plche   30-336, B3/03/2O, 6303270009 

B30S270B39    LER    83-O17/O3L-0   an   83041B,  during    routine    power  operation. 
valve  2-SI-61i    taken    out    of    svc    to    perform  maint,  Insp 
•  hauled   cracking    in   operator    casing   Cause    under    investigation 
bi|  Lifflltorq.UB    Repairs    will    ba   made   W/B305EO    Itr 

OEROrN,  J   (1    ,     MROCZKA,  E  J        Northeast    Nuclvar   Energg    Co      (subs,     of 
Northeast    Utilities)         MROCIKA, E  J        Northeast  Utllltfel       83/O9/20 
MURl-Ey,T    E         Reoion    1,    Office    of   Director        2pp         IB637   104        24X 
Ficho    30-336. 33/03/30, B3O3270239 

B30S87O494   LER    B3-016/03L-O   on   B3O421,  steam-dr iven    auxiliary   feeowaUr 
pump    removed    from   svc    for    repacking    Caussd    by    natural    end   of 
life    failure   Pump    repacked,  tested   &   returned    to    ivc    W/330520 
Itr 

HESETAR.J    ,     MROCZKA.E  J        Northeast   Nuclear   Energy    Co      (suos      of 
Mortfleast    Utl-lltles)        MROCZKA,  E,  J        Northeast   Utilities       83/03/20 
WURLEY.T   E        Region    1.    Office    of   Director        Spp         18i4i  339        S4X 
Fiche    S0-33i,  S3/OB/20,  B3O5270434 

B30S37O&29   Part    31    rept    r*    potential    problem  u/3-phase   rectifier 
aiseflvtilu    in    Bucitir    not    connected    in    parallel    which    could 
CJUSB    premature    fallur*    Initially   roported    on   B30S20.Utlls 
ui ill    measure   vibration 

HAIBLER,  R   K,       Li  tton    Indus  trl  es,  Inc        83/O3/20        KEPPLER.  J  9        Rejlor 
3.    Office    of   DtrBttor.      3pp         1B646, 212        84X  Fiche    30-000,93/03/20, 
3303270653 


--030323046S    IE    Insp   Kept    B&-33A/83-09   on  8304U-14   No   none  amp  1 ianc e 
note*   MBJOT    areas    Inspec tedr 1 ii ensoe    actions    ta«en    to    comply 
u/r«q.u(remBr*t«   discussed    in  NURO-0737,  Item    II    D,  S  re    design 
revUu  of  plant   shielding 

LAIARUS.W.J   ,    HAVERKAMP.D   R   ,     EAPEN,  P   K        iRegton    1,     Office    of 
Director         U3/09/09         fipp.        1B5BB   O9B         24X    FlchB    30-33i,  83/OS/ 11, 
830  5 1 304  39- 
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DOCKET   39-336    NORTH   ANNA   POWER    STATION,     UNIT    1 

F     Security*     medical,     emergency   &    fire    protection    plans 

0309030126   Inform*    that   B30202    Itr    provided    changes    to    security    plan, 
not   p«nonn*l    training    &   qualification    programs,  aa    stated 
ST6WART,  W   L         Virginia    Electric    &   Poiuer    Co         B3/O3/24         MCCu'IRE,  D   R 
Division   of   Emergency    Preparedness   i  Materials   Safety         lp 
1B34B   200         34X    Flehe    3O-OOO, B3/03/24.  B303O3O126 

B3QS13Q01O   Forwards    Amends    47    t>    3O    to    Licenses    NPF-4    t   NPF-7, 
rlfpeetively    t,   notlco    nf    issuance    fc   availability    Amends 
rivlie    audit    frequencies    of    station    emergency    &    security 
p  l*ni 

CLARK, R    A         Operating    Reactors    Branch    3         B3/03/O4         STEWART,  W   L 
Virginia    Electric    (.   Pouer    Co         Ipp          18413   305         H4X 
Fichn    S0-33a, Q3/03/04,  B30313001Q 

— B3vS1300l7  Amend!    47   (.  30    to   Licenses    NPF-4   S.   NPF-7,  respectively, 
reviling    audit    Frequencies    of    station    emergency    b    security 
plans   &    implementing    procedures    to    provide    for    review  by 
QA    dipt    at     least    once    per    IS   months 

CLARK,  R    A:         Operating    Reactors    Branch    3         B3/0S/04         lOpp 
13/1*3  309        HrtX   Fiche    30-338,83/03/04,0309130010 

— B3051300E3   Notice    of    issuance    5.   availability    of    Amends   47  h  30   to 
Licenses    NPF-4  &  NPF-7. respec Clvely 

7RAMMEU-. C   M         Operating    Roactors    Branch    3         83/05/04         3pp 
18443   317         24X    Fiche    30-338,  03/05/0-t,  B30513O010 

8303130030  Forwards    revised    submittal    describing    preliminary    plan    for 
emergency    operations    facilities    (EOF)    updating    820403 
reiponia    to    Generic    Ltr   33-33  Local    EOF   uill    be    constructed 
adjacent    or    connected    to    existing    training    facilities 
STEWART,  W   L          Virginia    Electric    t.   Pouier    Co         B3/03/O6         DENTON,  H   R 
Office    of   Nuclear    Reactor    Regulation,     Director         EISENHUT.  D   0 
Division    of    Licensing         13pp         18436  215        24 X   Fiche    30-000,83/03/06, 
9309130038. 

6 3033000? 1    Notifies    that   WREG-O737, Item    III    A   2    1,     "Emergency 
Prepar*dn«ss,  Upgrade   Emergency    Plants    to   App    E. 1OCFRSO, " 
completed    Item   closed 

CLAHK.R.A         Operating    Reactors    Branch    3         83/05/1 0         STEWART,  W   L 
Virginia    Electric    &   Pouer    Co         3pp          18340   353         24X 
Ft  Che.  30-33B,  33/03/10,8303200094 

B3QJ110Q34   Qemric   Ltr   B3-HI    to    all    licensees    of    operating    reactor*, 
applicant*    for-  OLs   &   holders    of   CPs    re    clarification    of 
tctttt    to    control    procedures    far    law   enforcement    visits 
Svc    Hit   mcl 

eiSENHUTjD  O        Division   of    Licensing        83/03/11  Consolidated 

Elf  1 1  on   Co       of    New   York,     Inc          16pp          1B310   093         24X 
Fiehe    SQ-0(JO.B3/03/11,B3Q3110034 


— 0303090149    Safety    evaluation   approving    containment   purg ing /vent  ing 
during    normal    operations   &   override    &    reiet    of   control 
circuitry    In    ventilation/purge    Isolation   1  other   EBF   sys 

*  Office    of    Nilclear   Reactor  Regulation.    Director        83/04/20        6pp 
IB367   O75         24X    Fiche    SO-336,  B3/O4/2Q.  8303090144 

--9308060249    "Override   &   Reset    of    Control    Circuitry    in   Ventl latlon/Purg 
IiQlatlnn    &    DtJier    ESP   Sys     (B-24),  "     technical    evaluation 
rep  t 

SARGENT,!     .     STONE.  J         Franklin    Institute/Franklin    Research    Center 
NRC-03-79-118          TER-C5237-207/20B          B3/OB/04         CALVQ,  J         NRC   -   No 
Detailed    Affiliation   Given        31pp          1  B367  OB!        24X 
Flche    30-33B.  B3/O1/20,  B30S090141 

S3050600I7   Forwards    SGR    re    util    responaei     to   NUREQ-0737,  1  terns    II    F    1    4, 
"Containment   Pressure  Monitor,"    Jl   F    1    3,     "Containment  Hater 
Level    Monitor"    &    I  I    F   I    6,     "Containment    Hydrogen  Monitor    " 
Items    resolved 

CLARK, R   A          Operating    Reactors    Branch    3         B3/04/21         3  TEW  A/1  T,  M   L 
Virginia   Electric    fc    Pouier    Co         Bpp          1B334   314         24X 
Ftche    30-330,  83/04/21,  8309O60017 

B303060Oii5   Advises     that    adequate    justification    provided    for    continued 
operation   iu/"Dreaser    safety    valves   on    primary    side, per  TMI 
Action    Item    11    D    1    Generic    safety    evaluation   !<  plant- 
spec  1  Fl  c    info   one  1 

CLARK,  R    A          Operating   Reactors    Branch    3         B3/04/3S         STEWART,  |g   L 
Virginia  Electric    &    Power   Co        llpp         1B334  346       34 X 
Fiche    30-33B,  B3/O4/a2,  B3030600fi3 

S30S0601O9   Forward!    Amends    46   &   29    to   Licenses   NPF-4   S.   NPF-7, 
respect ivelij,  safety    evaluation  (<  notice    of    issuance   ft 
availability    Amends    revise    partial    pouer    multiplier   fc  delete 
Unit   3   Tech    Spec    A    2   S  2  g    3 

ENOLE,  L    0         Operatins   Reactors    Branch     3         83/O4/22         STEUABT,  W   L 
Virginia   Electric    &   Pouer  Co        lp         193&4   333        24X 
Fiche    30-338,  B3/Q4/22,  B3OS06O109 

— a3030iiOiaO    Amends    46    (,   29    to    Licenses     NPF--4   t,   NPF-7- respectively , 
revising    partial    pouier   multiplier   &    delating   Unit   2  Tech 
Spec     4    2    3    2    g     2 

CLARK.  R   A.        Operating    Reactors   Branch    3        83/04/32        3ipp 
18364    334         24X    Fiche    30-33B,  B3/04/22,  B30SOa0109 

— B30SO&O13&   Safety    evdluatlo-n    supporting    Anisnds    46  !•  St  to  Licenses 
NPF-4    tt  NPF-7,  respectively 

*  Office    of   Nuclear  Reactor   Regulation.    Director        83/04/22        3pp 
1B363   CIS         24X    Fiche    SO-33B,  B3/04/22,  S30S060I09 

— B3O3O6O140   MatlcB    of    Issuance   &  availability    of  Amends   46  t   29   to 
Licenses   WF~4    &   NPF-7,  respectively 

CLARK- R  A        Operating   Reactors   Branch    3        B3/04/22        2pp 
18363    02!          S4X    Fiche    30-33B,  B3/04/32,  B303060109 


0     AJjudicatory    correspondence 


B3O9030393  Pint    request    for    production    of    documents   V    flrlt 
interrogatories   Certificate    of   8vc    encl 

QELKAN,M  R         Virginia   Electric    t<  Potuer    Co        SELHAN,  M  R        Hunton   i< 
Williams          B3/04/B9  Louisa    County,     VA         6pp          1G303   303         24X 

Fiehe>  30-338.83/04/29,8303030333 


0303040173   FoTiuarda    30~da«   re-sponse    to    NRC    B30324  SER    for   environ 
qualification   of    safety-related    electrical    equipment, 
reaffirming    just  1  Fl-caitlon    for    continued    operation   lc 
submitting    Info    far    items    In  NRC  Categories    I    G,  II   A   t   IV 
STEWART.  N   U          Virginia   Electric    d   Pouiar    Co         B3/04/29         DENTON,  H   R 
Office    of  Nuclear    Reactor   Regulation,     Director        CLARK,  R   A 
Operating    Reactors    E  pa  nth    3         3,014pp  19311    001         24X 

Fiche    3D-33B. B3/O4/27,  B30304O173 


8305190219  Response    to   request    for   production   of    documents  Production 
will    bt    pfrmlttod    subj    to    encl    stipulation    of 
con*  IdvntiAl  1  tt]   Certificate    of    Svc    encl 

OELMANrM   R          Virginia    Electric    t.   Pouer    Co         B3/O9/16  Louisa 

Count-y,     VA         Bpp,        IB30B;  1BO         B«VX   Fiche    30-338,03/03/16.8303190219 

9303200649  RaiponiB    to    Interrogatories   &  request    far    document* 
Ctrtlflote    of   Svc    encl    Related    correspondence 
ALBHECHT,  V  S        Louisa   County,     VA        ALQRECHT,  V  8        Qeverldge. 
F'lrbani*   &   Diamond        83/05/16  Office    of    the   Executive   Legal 

Director         IBpp         ISSBi  024        24X  Fiche    3O-33B,  B3/O3/16,  B30320O639 

SM31  90223  Advlnes    that    Info    re    operation    of    licensed    nuclear    reactors 
jvallablr    In    PDR 

JICOURREM.H  J,       Htarlng    Branch    1        B3/03/17        ALBRECHT,  V  8 
Btverideo     Fairbanks    b   Diamond,       tp         18502    143        24X 
Fleh*,:  90-33B,  B3/OS/17,  8303190323 


p      Operating    Hcanse    it>g*   documents    t   correipondence 


SumniBriies    vevieu  of    completed   Oenerlc    Item  B-34   re 
containment   pui*g*   t<   vent   &  TMI    Action   Plan    Item    II    E   1   2 
GER   b   "Ovtrrlde   b  Reset    of   Control    Circuitry    in 
VtntU«tion/Pui>9«    Isolation    d   Other    ESF  sy»    IB-24t,"    encl 
CLARK,  Ft.  A        Operating    Reactors    Branch   3        B3/O4/20        STEWART,  H  L 
Virginia   Electric   &  Pouer  Co        3pp         1B367  072        24X 
F  i  C  h  t  •  30-33B,  83/04/20,  B303O901  44 


B3030404O9   Responds    to    B30324    request    to.    review  proprietary  matl 
contained    in    Fran k  1  in  Research   Ctr    technical    evaluation 
repts   re    environ    qualification   of   safety-related    electrical 
equipment   duo    Item    Identified    as   proprietary 

STEWART,  W   U          Virginia   Electric    t,   Poitior    Co         83/O4/29         DENTON,  H   R 
Office    of  Nuclear    Reactor   Regulation.     Director        CLARK,  R  A 
Operating   Reactors    Branch    3         lp        18323   209       24X 
Flehe    30-330.83/04/29,8303010409 

B303020455    Generic    Ltr    83-19    to    all    power     reactor   i    testing    licensees 
re   neu    procedures    For    providing   public    notice   concerning 
issuance    of    amends    to   OLs   Svc    llsb    encl 

EISENHUT,  D  O        Division   of  Licensing         33/09/02  Consolidated 

Edison   Co      af   Neu    York,     Inc         SOpp        J£H<U    120       24X 
Fiche   SQ~QOOi  83/05/03,8303020433 

830S13Q01Q   Pot-wards    Amtnns    47    l<  30   to  Licenses  NPF-4  fc  NPF-7, 
respectively    &   notice    of    Issuance   &  availability    Amends 
revise  audit    frequencies    of    station   emergency   &   security 
plans 

CLARK,  R    A        Operating    Reactors    Branch    3         33/03/04        STEWART,  W  L 
Virginia    Electric    ft  Pouiev  Co        4pp        1B443  303        H4X 
Fiche    30-338,  B3/O3/04,  B303130010 

— S303130O17  Amends    47   &  30   to    Licenses    NPF-4  t  NPF-7.  respectively, 
revising    audit    frequencies    of    station    emergency   !>  socuriti; 
plans    tt   Implementing   procedures    to   provide    far   review  ay 
QA   dept   at    least    once   par    12  months 

CLARK. R  A         Operating  Reactors   Branch    3,       83/03/04        lOpp 
1B443    30?          24X    Fichu    90-338.83/03/04,3303130010 
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— 8303130023   fJotite    of    issuance    &   availability    of    Amends    47   tc   3D    tn 
Licanies    HPP-4    1   NpF-7,  respec  t  lv«  Iij 

TRAKMELL.  C   M         Optratlnj    Reactors    Branch    3        33/03/04         Spp 
18443    319         34*   F|[he    50-330.83/03/04,8303130010 

B3Q320O709    Faruirds   iVmenas    49    t.   31    to   Licenses   NPF-4   i   NPF-7, 
rupee  tlvely.  safety    ft    technical    evaluations   i   notice    of 
Issuance    t,    aval  lab i j j ty   Aiiends    chanoe   RETS    to    establish    niu 
Uniting    condition!    For   quarterly  Si   annual    releas*   rates 
EKQLE.L    B         Operating    Reactors    Branch   3        B3/05/03        STEWAKT.W   L 
virslni*    Electric   1    Poutr   Co        4pp         19539    199        24* 
Ficfte    30-33B.63/OS/O^  8303300709 


—8303370334    IE    Insp    Rapts    30-33B/S3-07   fc   50-339/83-07   on   Q3022B-Q304 
norjcompllsnce    noted   Major   areas    Inspected    internal    (. 
eiternal    e«posures, *urvegi,  plant    tours, Unit   3   refuellrio, 
outaaD   preparation  !<   offslta    release    records 

WRAV,  J  R   .    BABftiK  P        RBfllon  2.    Office    of    Director        Q3/Q3/SB 
Iff        13646    IS?        24X  Fiche    30-33B.  B3/03/29,  S303B7Q317 

8305870330  Forward*    IE    Insp    Rents    30-338/83-03  fc    SO-339/Q3-OS    on. 
830206-0309  No   tioneompl  lance    noted 

DANCE.H  C        Division   of  Project   t.  Resident  Projrams        83/O4/OI 
STEWAfiT,H  L        Virginia  Electric    t  Power    Co        Spp         18646-146         54 X 
Fiehe   SO-33B.  B3/04/01r 830327Q93O 


—  B3.032Q071O   Amends    46    ti   31    to   Licenses   NPF-4    t   NPF-7.  respectively, 

changing    RETS    to    aitablish    new    limiting    conditions    for 
operation    tar    quarterly    !<    annual    average   release    rat«« 
CLARK,  R    A         Operating    Rtactort    Branch    3        83/03/03        3pp 
13331?    203         2«   Flche    30-33B.  93  /O5/03,  8305200709 

—  8309300717   Sa-fitl    evaluation    supporting    Amends    48   b   31    to   Licenses 

KFF-4   A    NPF-7,  reip^c  t  iv«ly 

«      Office    Of    Hucltar    Ructor   Regulation,     Director        B3/03/03         7pp 
18310    O5I         2*X   Flche    SO-33B,  83/03/03.  8305200709 

—  6305200720   *RETS   Inplinentatlon    (A-21.  "    technical    evaluation  rept 

CASSGLL.A   .     CHEH.B   >     PAKDEV,  S        Franllln    Instl  tuU/Fr*nU  In 
Rnnreh    Center         NRC-03-B1-130        IER-C3306-101/loa        93/03/1B 
COU9£f,.F    .     M1LI-IQ.C         WfiC    -   No   Detalleif   Affiliation   Oiven         3Bpp 
13340   059         SAf   Pleht    30-3  3B,  03/05/03.  B303300709 


—  B30S2OO724    Notice    of     lnyjncr   &   aviiUl 
Licenses    MPF-4   t.  NPF-7.  reipactlvtly 

TfiArtMELL.C   M         ODirating    Reactors    Branch   3        83/03/09 
16540   090         24X   Flcfi*    50-338,  B3/0  5/05,  B303E  0070V 


of    An»Tid«    4B   I,   31    td 
Sff 


— -B30SH70344    IE    Insp   Oepti    30-33S/B3~03  f    30-339/B3-03   on   B3020i-0303 
iJo   noncompllancB    noted  Major   arsfls    fn»(nct«d    outap* 

•  ctlvltlai.  surveillance   t>  malnt   activities.  Identified    ittmti 
LERi  Si  routine    insps 

SHVMLDCK,M  0  Region  S,  Office  of  Dlrtctor  JULIAN, C,  Dlvltlon 
at  Project  &  Risldent  Programs  83/03/31  7pp  1S64A,  148  StX 
Flche  80-338.83/04/01,8303370330 

B303270394  Act   receipt    of   B30317    Itr    informinB    NRC    of    tt*p*    t**«H    to 
correct  violations    noted    in    IE    Insp    Repts    30-33G/93-01    t 
30-339/03-01 

UEUra,n  C        Division   of  Project   fc  Ruldont   ProgT-ms        B3/04/07. 
STEWART, W  L        Virginia   Electric   !<  Pouer    Co         Ip.       tSJ>4S.B6f>        24 X 
Fiehe    50-33B,  B3/04/07,  B303S70394 

— B30S27O407  Responds    to  NRC   B30S04    Itr    ro    violations    noted    in    IE   Jntp 
fiipti   SO-33B/83-01    (.   30-337/03-01    Cori-ective   actions' 

•  qulpmant    failure    trend    anilijid    program  will    be    described, 
imp  lamented    &  controlled    by    administrative    procedure 
STEWART.M  L        Virginia   Electric   t,  Pow»r   Co        S3/03/17 

O'SEILLY.J  P        Region   2,    Office   of   Director,       4pp         1B64B:BAI,       34X 
Tlche  30-338,63/04/07,8303370394 


B  30  SOW  &  59  Generic   Ltr   03-20  to  all    operating   reactor    licensees  & 
holders    of   CPt    re    Intigratid    scheduling    for    iap lementation 
of   pldnt  mod*    Svi    list    encl 

ElSeWHUT.  D   O         Dlviilon    of   Licinsing         S3/03/09  Consolidated 

ttflson    Co       of    Meu    York-     Inc         lopp         18627    153        3W. 
Piche    SO-000.  83/-OS/09,  S303090659 


— S303270416  Confirmi   NRC   approval    to    extend    r*spons»    time    to   notice   of 
violation   contained    in    IE    Insp   Rspts    90-338/83-01    & 
30-339/83-01     to    B30318 

STEWART,  W  L        Vlrainla  Electric   H,  Power   Co        B3/O3/08, 
O'REILUV.J  P        fitgion  a,    Office    of   Director         Ip.        IBMS  S43         jtlX 
Fiehe  60-338r  83/04/07,  B3'03S70394 


B303ao049i91  Forwarits    re»poni»   to  Generic   Ltr   B2-BB.    "Inadequate  Core 
Coallnu    Instrumt-nlat  Ion  Sys.  "   per  830310   Itr  During   upset 
candlt  ions,  alarm   functions   provided    in  conjunction  u/ 
mb cool i «}   nun i tori 

STEWART. M   L         Vlrflinla    Electric    &   Power   Co        B3/03/12        DENT ON.  H   B 
Office    of    Nuclear  Reactor  Regulation,    Director       E1SENHUT.D  0 
Division    of    Liein»inj          19pp         1B313    IBS        24X   Fiehe   50-000, 83/09/1 B, 
B3O3200497 

83052-6O323   Rejpotidi    to    1OCFRSO   49(g»    &   NHC   B303Z4    Itr   re    electrical 
equipment    important    to-    safety  Schidule    for   qualification   or 
rep  (acament   subniet*d    Matter    list   of   equipment   encl 
STEWART,  V   1_         Vii-llnU    EUctrU   «.  Pauer   Co        03/OS/30        DEN  TON,  H   R 
Otfic.*    qf   flucltar  Reactor  Rejufatlon,    Director       CLARK, R  A 
Operating    Realtors   Branch  3        76pp        18626  007       24X 
Fiehe   50-33S,  B3/O3/2O.  8305260323 

B30S370220   Requests    eitetislon   until    630620   fop    completion   of    special 
lifting    rig    analysis   per  NUREC-0412  Eitension   required   due 
to    l»te   r«ceiot    of1  Wtstinjtious*  rept 

STEHAHTnW    L         Virginia    Eleetrli    t   Pouer   Co        63/03/80        DENIONj  H   R 
Office    at    Mucliar    Reactor  Regulation.    Director       CLARK,  R  A 
Operating    Jttactori   Branch   3         Ip         18637   325        24X 
Fieti*    30-339,83/03/80,9305370230 


— B30JJH7Q421    Forwards    IE    Insp   Rapt*    30-33S/83-O1    h    30-339/03-01    on 
830103-07  &  notice    of  violation 

Lewis,  R   C        Division   of   Project   b  Resident   Program*.       B3/O2/0*- 
STEWART.  W  L        VIroinia  Electric    &  Power   Co        2pp         1B64&'26&.       JHX 
Flche    90-330,  B3/04/07i  8303B70394 

•-B30S270430  Notice    of   violation    from    insp    on   830103-07 

»     Region  2,    Office    of   Director        83/03/04,       Sop         18642   260         S4X 
Ftcha   30-330,63/04/07,8303370394 

-S303270442   IE   Intp   Repts   30-33B/S3-01    &  "30-339/83-01    on   830103-07, 
Noncompliance   noted. failure    to  perform   all    audits    required 
by   Tech   Specs    b   to   establish    «ut    to    evaluatt    equipment 


BELrSLE.O  A  ,  JACKSON,  L  H  ,  SKINNER,  P  H 
Director  B3/OI/3i  lOpp,  18648,270, 
S303870394 


RBoIon   8,     Office    of 
24X  Flcht    30-33S,  03/04/OT, 


S3030400S1    IE    Info   NoticB   83-21,     "Defective    Emergency    Use  Ritplrator.  - 

JORWN.E  L        Division   of  Emergency   Preparedn«*s   i  Eno  Inhering 
Response    (Post   830103)        83/04/13  Consolidated    Edison  Co,     of  Hew 

York,     Inc        I26pp         1S433   133,       S4X  FI  chf  ;  30-000,  B3/04/1B,  830304O02I 


Q      Inspection   reports.     IE  Bulletins  &  correspondence 

8303270143  Correctt    B31124  r.ipon.e   to  violation  noted   in   IE   Insp 
Hepts    30-333/82-37   b    30-339/82-37    Item   B    finding    re   RCB 
lf»i*9r   r**>i>vfa  n    violation 
SIEWAST.  U   I.         Virjinla    Electric    &   Pouir   Co        93/02/23        O'BEILLV.J   P 

Ragi»n    2.     Office    of    Dlfector         Bpp         1863B    161         34X 
FIch*    30-339,83/02/23.6305270143 

8212060395    IE    In*o  Notice   es-M,    "D.uat.red  Spent    Ion  E.change  Resin 
e^iclRtibllltv    to  E.otlierslc  Chemical  Reaction,"  Svc   Hit 
and 

TAYLOR.  J  M        Divdlon   at  Safeguards  «,   Inspection  Protrtmt    IPott 
030103)         83/03/21  Consolidated  Edison  Co     of  mS  Vork,    Inc 

112pp         1B30B  319        24K  Fiche.  50-000,83/03/31.9313060305 


Dlvvswnl:'s.;..:.j  t 


8303270838  Forwards    IE   Insp   R*pii    30-33B/B3-09  fc   SO-339/83-0?  on 
830321-30  No   noncofflp 1  lance   noted 

£™C,?B!J  P,  .     DivUlon   «f   Project   t.  Resldant   Programs        83/04/lB. 
aiEWART,H,L        Virginia   Electric    *.  Power   Co        2pp         18637.173        BHK 

Flche   30-338,  83/04/18,  S303270S3B 

--830S270244    IE   Insp   Repts    30-33B/B3-09  fa   50-339/83-09   on   830321-30  Ha 
noncompllance   noted   Major   areas    Inspected    insirvie*    teititio 
pumps   &  valves,  data    evaluation   t  review. corrective   LER 
action  fc  ealinr   of    inservic*    insp    tool 

ECONOM08,N,     BLAKE,  J.  J         Regions,     Office    of    Director,        B3/M/14 
ypp        Iff637   175        24X  Flchs    30-338,  B3/Q4./18.  8303270238, 


cl"0   N°tiC*   S3"=2'     "BkR   9'f>t«/n-H.f    V«lv»   Failures    - 
JORDAN.E  L.       Dtvi.ion   of   Emergence   Preparodn.t.   t,   Engineering 
Response    (Post  B30103).       83/04/aB  Con.olidateri    Edison  Co      of    Niu 

York,     Inc        llgpp         18303-089        »4X  Flche    30-OOO,  03/04/22,0303010023 


SALP  Ba'ra 
«"vltl" 


d   U  l«ii 

concern 


of 


vin  /?9l.Dn  2l    Ofrice    Of   Director        B3/04/22.       8TEHART,  H  I. 

Virginia  Electric    b  Pow«r   Co        2pp.       1B(,46  001         H4X 
FUhe   30-000,83/04/82,8309270313 
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— 8303270337    Forward!    8ALP    ROpts    30-300/93-03,30-281/63-02,50-339/83-03 
&    30-339/B3-03    for    Jul     1981    -    Sept     198S 

LEHIS.R   C         Division    of    Project    &   Resident    Programs         83/02/1O 
STEWART,  U   U         Virginia    Electric    b   Power    Co         2pp          18646   003         24 X 
Fltnei    30-000,83/04/22,0303270513 


830304004O    IE    Info   Notice   83-31,     "Error    in    ADLPIPE   Computer  Program    " 
Svc    1  lit    end 

JORDAN,  E  L        Division  of   Emergency  Proparedness   It  Engineering 
Response    (Post    83O103)         83/03/19  Consolidated    Edison   CD      of   Mfriu 

Vorli,      Inc         114pp          1S697   00?         24X   Flehe    30-000,83/03/19,9303040040 


— 8303270541    SflLP    Rents    30-B80/B3-02.  30-381 /83-Q2,  30-338/83-03    t. 
30-339/03-03    for    Jol     1981    -   Sept    1902 

*       Region    Si     Office    Of    Director         B3/Q2/1O         43pp          13646   003 
Flcti*    50-000,83/04/22.8303270313 


8303040046    IE    Info    Notice    83-33,     "Nonrep re sentative    Sampling    of 
Contaminated   Oil    "    Svc    Hat    enc  1 

JORDAN,  E  L        Division   of   Emergency   Preparedness   d   Engineering 
Response     (Past    8301O3)         H3/Q5/26  Consolidated    Ed  it on   Co      of    Neu 

York-      Inc          114pp          18647    007         S4X   Flche    30-000.83/03/26,0303040046 


930304002-5   [E    Info   Notice   03-23,     "Inoperable   Containment   Atmosphere 
Beniing    0ys    "   Svc    list    »ncl 

JORDAN,  E  L        Divlilon   of   Emergency   Prepay  edness    &  Engineering 
Response     (Post    83O103)          83/04/53  Consolidated    Edison    Co       of    Neu 

Vor*.      Inc          119pp          I83B1    291         24X    Fiche    30-OOO,  03/O4/23, 83O304O023 

B30304ODB6    IE   info   Notice   03-34,     "Loose   Parts    in   Secondary   Side    of 
Steam   Oenerators    at  PWRs    "    Svc    Hit    encl 

JORDAN.  E   L        Dlviiion    of  Emergency   Preparedness   S<   Engineering 
Rnjn>n««    (Pott  B3OIQ3)        03/04/38  Consolidated    Edison   Co      of   Neu 

Yorfc.      Inc          113pp          1B38B   047         24X    Flche    SO-OOOr S3/O4/S0, 8303040026 

8303040027    IE    Info   Notice   83-29,     "Standby    Qas    Treatment   Sys   Heater    High 
Temp    Trip   Setpolnt   Adjustment    "    Svc    list    encl 

JGRDAM.E  L        Division    of   Emergency   Preparedness   J.   Engineering 
finponi*    (Past  830103)        B3/04/2B  Consolidated    Edison   Co      of   Neu 

York.      Inc          llBpp          10302    163         24 X   F( che. 30-OOO, 83/O4/28r 0303040027 


S      Importable   occurrences,    LERs    b  related    correspondence 

8303230430   Forward*    snginnering    evaluation    rept,     "Degradation    of 
Safety-Related   Batteries    Due    to   Cracking    of   Battery   Cell 
Cam    b/aT  Other   Pc-sslble    Aging-Related    Mechanisms    "   Ajlng 
factor-i   nut    considered    In    Implemented    replacement   criteria 
ABHE,  F         Reactor    Operations    Analysis    Branch         83/04/10        SEYFRIT.K   V 

Reactor    Operations   Analysis   Branch        3pp        18349  336       24 X 
Flche    30-000,83/04/18,9303230430 

— 830S23O441    "Degradation  of   Safety-Related    Batteries   Due   to  Cracking    of 
Battery    Cell    Cases    &/nr    Other  Poaslbl-o    Aging-Related 
Mechanisms."    engineering    evaluation    rapt  LERs   re 
saf ety-related   battery    degradation    reviewed 

A8HE,F        Reactor  Operations   Analysis    Branch        83/04/1B       Spp 
18343   398         34X   Flche    3O-QOO, S3/04/1  B. B303230430 


3303040028    IE    Info   Notice   03-26,     "Failure    of   Safety/Relief   Valve 
Discharge   Line   Vacuum  Breakers    "    Svc    Hit    encl 
JORDAN,  £  L        Division    of  Emergency   Preparedness   &   Engineering 
Riiponit    IPost  030103)        83/09/03  Consolidated   Edison   Co      of    Neu 

Vorfcj      Inc         ISSpp         10441,170        24X   Flche    30-000.  B3/O5/O3. 8303040020 

03030 4 OO 30    IE    Info   Notice   03-27,     "Operational    Response    to    Events 
Conevrnlng   D*llbtr*te   Acts   Directed    Against   Plant 
Equipment    "    Eye    list    encl 

JOROANiE   L        Division    of  Emergancy    Preparednesi   d   Engineering 
Responi*    (Po»t   030103)        83/03/04  Consolidated    Ed  it on   Co      of   Neu 

fork,      Inc          112pp          1 8302   282         24X    Fiche    30-000.83/09/04,8303040030 


0303030130  Forwards   LER   B3-O16/03L-Q 

HAflRELL,  E  U        Virginia  Electric   1  Pouier    Co-       03/04/20 

Region   2,    Office    of  Director        Ip        18GOO  270       24X 
Flche     30-33B, 83/04/20,  B30S03013B 


O'HEILLV,  J   P 


— 03OS030I6B   LER    a3-016/03L-O    on    030333,  W/ur  It    at    100K    pouen  stl  f  f  oner 
lupport    not    added    to   bus    svc    water   auxiliary    relay   panel    J 
per    Design   Change   80-S43I    Caused    by   personnel    error 
Stlf-fener    support    added 

HARRELL,  E   U         Virginia    Electric    &   Pouier    CD         83/04/20  Region    2. 

Office    of  Director        3pp         18300  271         H4X  Fiche    HO-G3B,  83/04/20. 
B303O301DB 


3303040031    IE    Info   Notice   03-28,     "Criteria    for   Protective   Action 
flicojninBnifatlDns    for   General    Emergencies    "    Svc    list    encl 
JDHDAHi  E  L        Division   of   Emergency   Preparedness    t>   Engineering 
ire»f>"OntB    (Past   830103)        B3/O3/04  Consolidated    Edlion  Co      of   Naia 

Vort.      Int          119pp          1B441    001,        S4X    FlehB    30-000,83/03/04.8303040031 

B303040O39    IE    Info   Notice   S3-29.     "Fuel    Binding   Caused    bij   fuel    Raci 
Diforaatlon    "   Svc    llet    end 

JORDAN1,  E  L.       Division   of  Emergency    Preparedness   &   Engineering 
Responi*    (Post   030103)        83/03/06  Consolidated    Edison   Co      of  Neu 

York.      Inc          llOpp          19323   248         SIX   Fiche    30-000. B3/03/06. 8303040033 


B303O306U   Forwards   LER  B3-019/03L-0 

HAFIRELL.E   H        Virginia  Electric   &  Pouer    Co        83/04/21 

Region    2,    Office    of   Director        Ip        18306  099       24X 
Fiche,  30-338.  B3/O4/21,  B3Q3O3061I 


O'REILLV,  J   P 


~B30303Oil9  LEU   83-019/03L-0   on   830403.  £nd  Ividual    rod    position 
Indication    for    control    dank    C.  rod   D-1S,  davlated    from  group 
demand    position   Caused   by    Instrument    drift    Instrument 
r teal ibr 

WrtRRELL,  E  H        Virginia  Electric   (<  Pouer    Co        03/O4/21  Region   2. 

Office    of   Director.        Ip          18306   079         24)C   Fiche    30-33B,  03/04/21, 
8309O306 1 1 


B3033704L4   Ack    r«ceipl;    of   830408    Itr    informing   NRC   of    steps    taken    to 
correct    violations    noted    in    IE    Imp    Repts    30-330/88-39  & 
30-339/02-39 

DANCE,  H  C        Division    of   Project   t,  Resident   Programs        83/03/09 
STEWART,  M  L       Virginia  Electric   &  Pouar  Co        Ip        10641   331       24X 

Flch«<  5O-33Qj 83/03/09,  0305270414 

— B30937G42&  Responds    to   NRC   B30311    1 tr   re    violations    noted    In    IE    Imp 
Hipti    30-338/82-39   tt   30-339/B2-39  Corrective   actions 
emergency  procedures    revised    to   reflect    Tach    Spec    303 
rto.ulrencnt-1 

STEWART, H,L,      Virginia  Electric    fc  Pouer    Co        83/O4/O8 
O'REILLY, J  P        Region  2.    Office    of   Director        4pp         19641    335        24 X 
Flch«    50-338.83/03/09,8305270414 

— 8303270437   Forward*    IE    Insp    Repts    30-338/82-39  *.   30-339/82-39   on 
821106-1204  fc  notice    of   violation 

LEWIS, R,C,       Division    of   Project   &  Resident   Programs        03/03/11 
BTEMART.HL         Virginia    Electric    t.   Pouer    Co.        2pp          18641    336         E4X 
FlchB- 30-338,83/03/09,8303270414 

— 9309270433  Notice   of    violation    from    Insp    on   S21106-I206 

*      Region  2,    Office    of   Director        83/03/11         Spp.       10641    330        24 X 
Flche    90-338.83/03/09,8309270414 

— 8309S7O49B   IE    Insp    Repts    30-333/82-39  &   90-339/B3~39   on  321106-1206 
None <Mipl lance   noted    failure    to    nave   E8F  actuation    sys 
operable    b   failure    to   perform   required    surveillance. 
EHWLQCK-  M,  B        Region   2,    Office    of   Director.       JULIAN,  C,  A        Division 
of   Project   (<  Resident   Programs        83/03/08        7pp,        18641,339        24X 
Ftchf.    30-338,83/03/09.8303270414 


8303030106  Forwards   LER   03-000/03L-0 

HARRELL.  E   W       Virginia   Electric    ic  Pouer    Co        83/04/27 

Region    3.    Office    of    Director        Ip        18341-062        34X 
Flche    30-338.83/04/27,8303030186 


O'REILLV,  J   P 


— 830B030191    LER    B3-OOB/03L-0    on    930410,  revl eu   revealed    tKat    procedure 
uiBd    to    restore    boron    Injection    tanfc    concentration 
introduced    potential    unanelijied    Injection    flou  diversions 
Caused    by    oversight   Emirgency    procedures    revised 

HARRELL, E  W        Vlrolnla  Electric   fc  Pouier   Co        83/04/27  Region   2, 

Office    of    Director         3pp          IB341    063          24X   Flche    30-338,83/04/37, 
83090 9O 186 


0303110283    Forwards    UEH    83-OSO/03L-0 

HARRELL.E.W        Virginia  Electric   *  Pouier    Co        B3/03/03 

Region    2.    Office   of   Director         Ip        18393.334        24X 
Flche    30-333.  83/03/OS.  8303110283 


O'REILLY,  J   P 


— 0303110SBB  LER   B3-03O/Q3L-Q'  on   830407.  dur ing    surveillance   testing. 
Inside    containment    reelrculat Ion   »pray    pump    I-R8-P-IB 
tripped   Cause    unknown  Pump    satisfactorily    tested   &  returned 
to.    svc 

HARRELL. E  H        Virginia  Electric    t.  Pouiar    Co        B3/03/03  Region   3. 

Office    of   Director        3pp         18393  339        24  X  Plche    30-338, 83/O3/O3, 
0303110203 


0305170406    Forwards    LER    83-021/03L-O 

HARRELL, E  U        Virginia   Electric    b  Pouer    Co        03/09/10 

Region   a.    Office   of  Director         Ip        18470- I 34        B4X 
Fiche-  30-338,  83/09/10,83031 70406 


u'REIULY.  J  P 


e303040O:J4   IE  Info  Notice  83-30.     "Misapplication   of  Generic   Emergency 
Operating    Procedures    (EOP)    Ouidelines    "    Svc    list    encl 
JOHDANi  E  1-        Division    of  Emergency    Preparedness   &  Engineering 
Rtipon*e    (Post   830103)        83/09/11  Consolidated    Edison    Co      of   N*ui 

Vor-1,     Inc         114pp         18924  003.       24X   Flche.  30-000.  83/09/1 1,  8303040034 
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—  330S17041S   LGR    B3-O3I  /03U-0    On    SJKMIl.Fire    Door    S-71-7    Oetiireen    SVC 

ildg   health    physic*    area   t,    am  1  1  iary    bldj    would    not    iflt 

clo.se   Caused    by    removal    of    recloiurc    device    for   maint    of 

closure    coupling    Reclosure    davit*    reinstalled 

HARRELL.E   U        Virginia    Electric    &    Pouisr   Co        B3/OS/1O  Region  2, 

Office    of    Dir«tt>r         3pp          1947O    123         24X   Fiche    30-333.83/03/10. 

8305170406 

B3Q520Q146    RO   on    S30309.  u/un  i  t    at     100X    p  oueT.  (overs    hydrogen     leak 
di»eov*TBrf    on    hydrosen    inner-cooled    turBine    generator  Unit 
rafflpdoun    ordered    !.   hydrogen    vented1    to    a-tmoiphere    Emergency 
terminated    when    pressura   reached    less    than    10   psig 

HARRELL.E    U         Virginia    Electric    i    Pomes'    Co         B3/O5/IO  Region    2, 

Off  Iff    of    Dlroctor         2pp          IS310   341          24*   Flcfie    3Q-33B,  93/09/IO, 
930321001  46 

830520057$   Forwards   CER   a3-023/03L-0 

HflRRELL.E   H         Virginia    Electric    &   Power    Co         83/05/13         0  'KEILLY,  J   P 

Region    a,     Office    of    01  ret  tor          Ip          18514    13?         24X 
Fiche    30-330.83/05/13,6305200974 

—  B30S3005B3   LER  B3-Q33/&3L-Q    on   8304  12-  r  evleu    of   ASrIE    XI    1WV  program 

Identified    193   valves    not    eiereisffd   &/or    stroke    timed.  Caused 

bij    fragmented    implementation    of    te-stlng    program  Program) 

up-graded 

hWRHELL.E  U        Virginia   Electric   &   Power    Co        33/09/13  Region    S. 

Orifice    of   Director         3pp          18514    14Q         24K    Flthe    30-338,83/03/13. 

B303300S74, 

8303230555   LER  B3-QS3SO3L~Q  on    83O433.  lou    head    safety    injection    pump 
I-BI-P-IS    »uction    flotation    valve    failed    to    open,  Caused    by 
lact    of    lubrication   on    valve    item    to   operator    nut   area  Stem 
luorlrated    &   stroled   W/B3DS1B    1  cr 

HARRELL.E  H        Viroinia   Electric    6  Power   Co        63/05/IS       O'REILLV.J  P 
Region  2.    Office    of  Director         3ff         193&S  27?        34X 


0303200094  Notlf»el   that  NUREO-0737.  It»m   III   A  2  1.     "Emers-eney 
Preparadnessi Upgrade  Emergency   Plants    to   App   E< tOCFRSOr * 
completeil    Item  closed 

CLARK.H  A        Operating    Reactors   Branch   3        83/08/10        STEWAR1MJ.L 
Virginia  Electric   &  Power   Co        3pp         1S340  398        24X 
Flche   SO-33B. B3/03/IO,  S309200094 

8303110034   Ounerlc   !.tr   B3-21    to   all    licensees    of    op«rating    r»*ctan 
applicants    far  OL»   b  holders    of   CP«    ro   clarification   of 
access    to   control    procedures    for    lau   enforcement   vlttts. 
Svc    list    encl 

EIGENHUT,  D  0        Division   of  Licin«lng        S3/09/11  Con*oHditif 

Edison  Co,     of  Htu  York.     Inc         16pp         18540  090        S4X 
Fiche   SO-QOQ.  83/03/11,  B3031I0034 


Ad judicatory   correspondence 


Q303Q3OS33  First   requeiit    for    production    of    documents    ti   flri-t 
Intarrogatoriei   Certificate   of   Bvc    encl 

OELMrtMrH  R        Virgin!*   Electric   &  Power   Co        OELMAN.fi  R        Hunter.  L 
Ulllitmi        B3/04/8?  Louisa   County,    VA        6pp         18303:3  S3        ?*( 

Fiche    30-338.  Q3/04/S9.  8303030S3S 

B305190219   Response    to   request    For   production    of    document*  Producllan 
will   be   permitted    lubj    to    end    itipuldtion   of 
confidentiality,  Certificate    of   Svc    encl 

OELMAN.M  H        Virginia  Electric   fc  Pouief   Co        03/05/16,  Loulti 

Councu,    VA        Bpp        1B30S,  1BO        24  X   Fiche;  H0-33S.  B3/03/lii  8303190319 

B30S2QQ650  Response    to    intarrogatoriei   &   request    For    documenti 
Certificate    of  Bvc    encl.  Related    correspondence 
AL3RECHT-V  S        Louisa   County.    VA        ALBRECHT,  V  a        Bevarlda^ 
Fairbanks    &  Olamond        83/03/16  Office   of    the   Executive   L*fl*l 

Director         ISpp        1S326.0Z4        24  X   Fiche"  BO-33B,  S3/03/1A,  S30H»(10W9 


8305250117   LER   B3-025/03L-0   on    S30429,  urn  I  1  e    Conducting    aorvei  1  lance 
t*it-  cqndltlonlrig    mcnIdlB   TC-MM-lOffrt   to  meteorolog  (  tal    33-ft 
temp    chart    recorder    drifted    1    6   F   Caused    big    instrument 
drift    MoctUlP   recalbr    M/830S1B    J  tr 
HflRflEUL-E   U         Virginia    ETlffctric    &   Power    Cn         83/05/1B         O'REILLV.J 

FJoflJon  S,    Office    of   Director        2pp         IBS93  360        24X 
Ficrte    30-330,  S3/05/  IB,  0305230117 


3303190223  Advlies    that    Info    re    operation    of    licensed    nuclear    r«actan 
available    in   PDH 

MCOURREN.H  J        Hearing    Branch    1.       B3/OS/17.       ALBRECHT,  V  S 
BeveritTge,    Falrb*nlti   !<  Diamond         Ip         1S302.  14K,       24  X 
Fich*   50-33B.  83/05/17.  0303I90B23 

P      Oprrating    license   stage    document*   &   earreipondince 


8305370323  LEU   B3~Q3t>/Q3\,-Q   an    S30426,  ca  1 1  or    check    of   delta   T/TrtVO 
protection    channel     1    revealed    erratic    TAVO    Isad    Jag 
derivative    card    Cause    undetermined    Ctr-d    replaced    &    channel 
callbr  W/BJ0320    Itr 
MARRGLl-.E  W        Virginia   Electric    Sr  Power   Co        B3/QS/3Q        O'REILLy.J  P 

Region    2,     Office    of    Director          3pp          19642   O3£>         24X 
Fiche    SO-33B,  B3/O3/20, 


B305090144  Summariie*   rtvieut   of   completed    Oeneric    Item  B-S4  re 
containment   purge   &  vent  &   TNI   Action   Plan    Item    II,  E,  4  2 
BSfl  &  "Override   &  Reset   at   Control    Circuitry    in 
ventllatton/PuTS«    tstiUtltm  *.  Qthtr   E8F  Sij«    (B-24),"    »nel. 
CLARK,  R  A        Operating   Reactors   Branch   3,       33/04/20,       STEHARTi  M  L 
Virginia  Electric    &  Power   Co        3pp         1S3A7  07B        Z4X 
Fiehe:  90-338,83/04/20,8303090144 


DOCH6T  30-339  NORTH  ANNA  POHEff  STAFION.    WWII  2 

F     Sacirrit-yi    msdital,     emergency    &    fira   protection   plan 

63  03050  I  ?i    tn  Forma    that   S30202    Itr   provided    changes    to    security    plan, 
not   personnel    training   &    qualification   program*,  as    stated 
STEHAfiT.H  U        Virginia  Electric    t.  Pouer   Co        83/03/S4        MCGUJRE,  D  R 
Division    oF  Emergency    Preparedneis    6   Materials    Safety         Ip 
18343200         24X    Ffche    SO-OOOi  B3/O3/2-).  030503OIS6 

8309130010  Forwards    Amend  t   47  fc  30   to  Licenses   NPF-4  *  NPF-7. 
respectively    b  notice    of    Uauance   t    availability   Araentfi 
l-BVlte    audit    frequencies    of   station    emergency    tr   secui-lti; 
plans 

CLrtHK.fl   A        Opsrating:    Reactors    Branch    3        S3/D3/O4        STEWdRTr  W  L 
Virginia    Electric    81    Power    Co         4pp          1B443    SOS         24X 
Flche    30-33B,B3/03/04.B303i300IO 

—  B305130O17   Amend*    47   &    30    to    U-icensos    NPF-4   &    NPF-7,  reip*c  tive  ly, 

r*vlalng    audit    frequencies    of    statJon    emargflicu   &    security 
pjjna    6    Implementing    procedurss    ta   provide    f-or    revleu  iij 
OA    d«pt   at    least    once    pur    J2   montJii 

CLAflK.R   A         Operating    ft»*etors    Branch    3         B3/03/04,        lOpp 
19443  30V        S4X  Flche    30-336^  B3/O3/O4,  B305-130O1O 

—  B3  05  130023  Notice   of    Issuance   &  avallabiHty    op   rtmcnd*   47   i-  30   to 

Licenses    HPF-4  fc  NPF-7rrfi»peetlvelu 

TflAHMGLl..C  M        Operating  Reactor*    Branth    3        83/03/04        2pp 
319         24X    Fiehe    3Q-33S,  83/OS/O'l.  B305130010. 


6309130053  Forwards    revised    submittal    describing    prelimi<i«r«    plan    tor 
tneraencii    operation*    futilities    (EOFJ    updating    S30408 
r»sponso    to  Qtntrlc    Ltr   82-33  LB**I    EOF  will    be    constructed 
adjacent    or   connected    to   existing    training    facilities 
STEHART,W  L        Virginia    Electric    &   Power    Co        B3/OS/06        DEMTOMi  H  R 
DFrlce    of   Nucjiar  Reactor  Reaulatlorn     DirecSor         13pp         18436  HIS 
SAX  Fi^:^e    30-000,  83/05/Oi,  B30513003S 


— 8303090I49  Safety   evaluation  approving   containment  purging/venting 
during    normal    operations    &   override    t  resit    of    control 
Circuitry    in    ventilation/purge    isolation   fc  oth«r  ESF   «y«, 
*     Office    of    Nuclear   Reactor  Rtgulafciom    Director        83/O4/SO        ijip 
1S367   075         24X   Fiche,  SO-333,  03/04./20,  B30S090144 

— SBOB040249   "Override   h  Reset    of   Control    Circuitry    In  Ventilation/Pur)! 
Isolatlnn   &  Other  ESF  Byt    (fl-24). "    technical    evaluation 
repe 

BAR  SENT,  I   .    STONE.  J        Franklin    Institute/Franklin  Rt**arcii   Centir 
NRC-03-79-I1B        TER-C3237-S07/S08,       8Z/OB/04.       CALVD.  -J        NRC   -  No 
Dit»lled  Affiliation  Olven        31pp,       10367- OS 1        Z4X       < 
Flche   30-333.  83/04YZO.  9303090  H4. 

B30S0600I7  Forwards   SBR   re    util    responses    to   NUREO-O737.  Ita*.    II. F    1   <• 
"Containment    Pressure   Monitor*"    II   F    1    5i     "Containment   Wat*r 
Level   Monitor"    6    II   F.  1  d,     "Containment  H<jdrog,en  Monitor    " 
Items   re»olv*d 

CLARK,  R  A        Op  era  tinj,  Reactor*    Branch   3,       83/04/21.       STEWART,  M  L 
Virginia  Electric    6  Power   Co        Bpp        18334:314        24X 
Fiche    90-338,03/04/21,8309060017 

B3030A006S  Advises    that   adequate    justification   provided    for    continued 
operation  u/Dre*i*r    safety   valves    on   primary   sldeiper    Till 
Action    Item   If    D    1    Oenerlc    safety    evaluation  t<  plant- 
specific    info    incl 

CLARK, R.  A        Operating  Reactors   Branch   3        83/04/88.       STEWART,  M  L 
Virginia  Eluctrlc    it  Power   Co         14pp.       1 83 54.  346        34X 
Flche    30-33B,  B3/04/28.  83050iOOA3 

S305060109  Forwards    Aminds   4*  Ic  29   to   Licenses   NPF-4   fc  NPF-7, 
reipectivBly, safety    evaluation   &  notice    of    issuance   & 
availability  Amends    revise    partial    pouer   multiplier   (c   deleta 
Unit   2  Tech    Spec    4.  8  2  2  g   2 

ENOUE.L  B        Operating   Rtactars   Branch   3        93/04/22        BTEWART,  H  L 
Virginia   Electric    Si  Power   Co         Ip,       10364  393.       24X 
fiche    30-338,83/04/22, 8303060109 


DOCKETED  ITEMS 


231 


-B30306OI20   Amends    4i    it   St    to    Licenses    MPF-4    &    NPF-7,  reap  ett  ive  ly. 
reviling    partial    power   multiplier   &    deleting   Unit   3  Tach 
Spec    4   2   2   3.  g    S 

CLARK,  H   A        Operating   Reactor*   Branch    3        B3/04/22        adpp 
10264    334         H-4X    Flcne    30-33B,  93/O4/22, 


--B303O6Q1  36  Safety    evaluation   supporting    Amends   46  t.  29   to  Licenses 
NPF-4   !<   NPF-7,  re-ipectlvely 

•      Office    of   Nucloar   Reactor   Reoulatlon,     Director        93/04/22        3pp 
1B3>>3   O18         Z4X    Flche    30-33B,  B3/04/3S.  B303Q6O1O9 

--6303OAO140   Notice    of    issuance    !<   availability    of    Amends    46   !<   29    tn 
Lie«n.«o«   NPF-4    i    NPF-7.  respectively 

CLARK.fl   A        Opei-atlno   Reactors   Branch   3        83/01/22        Hpp 
19365   021          24X    FichB    S0-33a.  83/O4/22,  S3030i0109 

S3O5040-1O9  Responds    to   830324   request    to   review   proprietary   niatl 
contained    in    Franllln   Research   Ctr    technical    evaluation 
repti   T«    environ    qualification   of   safety-related    electrical 
equipment  One    item    Identified    as   proprietary 

8TEHART,W   1--        Virginia    Electric    !<   Pomer    Co         B3/O4/2-?         DENTON,  H   R 
Office    of  Nuclear   Reactor  Regulation.     Director        CLAHK.  R   A 
Operating   Reactors    Branch  3        Ip         1B333  SO?        S4X 
FicKl    30-33B.  B3/04/S1?,  8303040409 

8303020493  Generic    Ltr   83-17  to    all    power    reactor    b    testing    licensee* 
re    nau   procedure*    far    providing    public    notice    concerning 
Issuance    of    amend*    to   OL»   Bvc    Hit    encl 

EISENHuT.D  O        I>lvi*lon   of  Licensing        03/03/02  Consolidated 

EdUon   Co      of   New   York,     Inc        SOpp         J0441    120        24X 
Fich.e    30-OOO.  B3/03./OS.  B303020433 


B3O312O3Bi>    Submit  a    Btatu«    of    License    Condition    3    C<4)(c)    Facility 
currently    in    second    refueling    outage    Neu   Rosemount 
resistance     temp    detector     <RTO)    Model     174KB    uf]J    be     Installed 
until    redesigned1   RTD   available 

STEWART.  W    L         Virginia   Electric    &   POUBI-    Co         83/OS/O-i         DENTDN,  H 
Office    DP    Nuclear    Reactor    Regulation,     Director         CLARK.  R    A 
Operating    Reactors    Branch    3         2pp          IB432   269         24X 
Ffcfie    30-339,83/03/06,B3031203B(, 

aaoso'7065''    Generic    Ltr    B3-20    to   all    oparatlng    reactor    licen»ees    & 
fioldo-rs    of   €Ps    re    integrated    scheduling    for    Imp  I  emeu  tat  ion 
of    plant    mods   Svc     list    encl 

eiSENHUT,  D   0         Division    of    Licensing          33/09/09  Conso  1  Ida  frofl 

Edison    Co       of    New    Vork.      Ine  i6pp  18627    133         34X 

Flche  30-000,  B3/03/Of, 


B3  05190253    Informs    of    status    of    NUREO-O737.  Item    II    F    1    3   n 
containmont    high-range    Tafliation    monitors   Qualified 
I  n-c  antfl  1  nment    electrical    terminations    u!  1  1    be   made    per 
IE   Bulletin    79-O1B    &    NL/HEQ-03BB    sch«dula 

3TEWAHT.  W   L         Virginia    Electric    &    Pfluer    Co         63/03/12         DENTDN,  H   fi 
Office    Df    Nuclear    Reactor   Regulation,     Director          CLARBi  fi    A, 
Operating    Reactors   Uranch    3         Ip         13301    293        24X 
Ftch»    30-339,  H3/OS/ia,0303lI?O233 

S3O3ZO049'?    Fnruards    reiponie     to    Generic     Ltr    B3-3Bi      "In^tfequa  te    Core 
Cooling    I  natr-umentati  on    Bus*"    per   B3O3IO    Itr    During    Upset 
cand  1  tlons.  e  larm    functions    provided    in   conjunction   u/ 
iudeoolinff    mo-nit  or  3 

STEWART.  W   L          Virolnla    ElectTlc    *   Pourer    Co         33/OS/12         DEMTOM,  H   R 
Office    of    Nuclear   Reactor  Regulation,     Director         IVpp         18513    185 
E4K   Fiche     30-OOO,  B3/O5/13.  H3O32OO499 


9309060263  Application    Cor   amend    to  Licence    NPF-7,  revl  «inff   Tech    Specs 
to    tupport    implementation   of  2   3  F    Tavg    Increase    during 
eur-r»nt   refuallna    outage  Main    steam    line  monoball    support 
nod's    complete 

STEWART,  W   L         Virginia    Electric    !.   Poiuer    Co         B3/OS/O3         DENTOfJ,  H   R 
Office    of   Nuclear    Reactor  Regulation.     Director        CLARK,  R  A 
Operating   Reactors    Branch   3        Ip         18343  032        34X 
Flchn    30-339,33/03/03,8305060283 

3303130010  Forward*   Amonds   47  &   30   to   Licenses   NPF-4  S,  NPF-7. 
respect  Ivelu    b   notice    of    Issuance   Si  availability   Amends 
revile  audit    freituanclii   of    itatlon    emergency    S>    security 
p  Ian* 

CLARK,  U   A        Operatino   Reactors    Branch    3       83/O5/04        STEWART.  H  L 
Virginia  Electric   K.   Pow»r  Co       4pp        1B443  303       24K 

Flch*    SO-33B,  B3/03./Q4.  B30S130O1O 

— 93O31300I7  Amend*    47   b  30   to  Licenses    NPF-4  d  NPF-7,  resp  ect  Ive  Ig, 
reviling    audit    frequencies   of    station   emergency    If   *ecurity 
plans    f«    Imp  lenient  ing    procedures    to   provide    for    rivleu   by 
<3A  dept   at    lea  it    once   per    12  months 

CLARK,  ft  A-       Operating   Reactors  Branch   3        B3/OS/04        lOpp 
19343   309.       24X  Fi  che,  30-338,  B3/03/04.  6309130010 


9305270130    Informs     that    License    Conditions    3   C(I3)(fiKSt    tc   2    C(15)(li> 
44tre    diesel    generator   reliability    satisfied   rtoda    ulll    be 
completed    no    later    tnart    second    refuel  ing    outage 

BTEWART.H    L         VlrBlnla    Electric    i    Poy^r    Co         83/03/19         DENTON.H   R 
Offlie    of    Nuclear    Reactor    Regulaticsn,     Director        CLARK,  fi   fl 
Opurating    Reactor*   Branch    3        2pp         19638   201         24X 
Flcha    30-339,  H3/O5/19.  030S2701iSO 

8303260339   Respond!     to     lOCFFiSO    49(g)    fr   NRC    B3032-4    Itr    re    electrical 
equipment    important    to    lafetij    Schedule    for    qualification   or 
replacement    submitted    Matter    list    of    equipment    encl 
8TEHART.W   L         Virginia  Electric   &   Pouor   Co        83/05/20        DENTON,  H  R 
Office    of    Mu  clear    Reactor    Regulation.     Director        CiLARM,  R  A 
Optrattng    Reactors    Branch    3         76pp  1962  A    QO7         S4X 

Flche    30-33B,  83/03/20,  9303260323 


Requeits    extcnsi-on    until     330630    for    completing    of    ipecial 
lifting    rig    analysis    per   NUREG-0&13  Eiten-alon    required    due 
to    late    receipt   of    Ues  C  Ingh  ou-ta    rapt 

8TEWART.W   L         Virginia    Electric    &   Gainer    Co         S3/OS/3O         DENTON.  H    R 
Offf.ee    at   Nuclear    Reactor   Regulation,     Director        CLAHKj  R    A 
Operating    Reactors    Branch   3         Ip         10637   323        24X 
Fiehe   30-33B.  B3/03/20i  P30S37O220 


—  8303130023  Notle*    of    issuance   Si  availability    of   Amentf*   47  *r  30    to 
License*   NPF-4    &   NPF-7,  respectively 

TRAMME4-L,C   M        Operating   Reactors   Branch    3        B3/OS/04        3pp 
IB443   319.        S4X    Flche    5O-33B.  S3/O3/O4,  3303130010 

B30S200709   Forwards    Amends  4B  &   31    to   Lle«ns«s   NPF-4  &   NPF-7. 
respectl  velij.  laf  etij    b   technical    evaluations   &   notice    of 
l»iu*nc«   b   avallabllltU   Amends    change    RETS    to    establish    new 
limiting    condition*    for    tuartorly   &  annual    reltas*   rate* 
£NOLEiL    0         Operating    Reactors    Branch    3         83/03/03         STEWART.  W   L 
ViTfllnia    ElBCtrlc    &    PolU.r    Co         4pp          1B339    199         H4X 
Fiehe,  90-33B,  B3/OS/OS.  B303S0070? 

— 8303200710  Amends    48  d  31    to  Licenses    NPF-4  fc  NPF-7,  rasp  ect  ive  ly, 
changing   RETS    to    establish   neu   limiting    condition*    far 
operation    for    quarterly   t<   annual    average    release   rates 
CLARK,  R  A        Operating   Reactors   Branch    3        B3/OS/03        3pP- 
18939    203.        H4)C   Fi  Che.  30-333,  B3/OD/03.  B3032O07O9 

— S30S200717   Bafatu    evaluation    supporting    Amends   48  (•  31    to  Licenses 
NPF-4   It  NPF-7.  respectively 

*      Office    of   Nuclear  Reactor  Regulation,    Director        B3/09/03        7pp 
I9S40    031          H4X    Flche,  30-33B.  B3/03/O3.  830320O7tt9, 

— B3O5200730   "RETS    Implementation    (A-H). "    technical    evaluation  rept 
CASBELL.A    .    CHEN,  S   ,    PANOEY,  S        FranHlin    Institute/Franklin 
Research   Center         NRC-03-B1-130        TER-C3306-101/102        B3/03/1S 
COHOEt,F   •    WILLIS,  C        NRC   -  No   Detailed   Affiliation   Oiven        32pp 
183*0   030         34X    Flche    SO-339,  S3/03/03,  B3O320070? 

— 6305200724   Notice    of    Issuance    ti  availabllty    of   Amend*   48  b   31    to 
License!   NPF-4    &   NPF-7,  respectively 

TflAMMELL.C   M,       Operatlnj  Reactor*   Branch    3        83/03/03        ?pp 
Q         24X    Fich*    30-33H,  03/03/03,  B3O3300709 


6305310099  Advises    that    backup    ovircurrent    protection    »y»    for 
containment    electrical    ponetrat  I  ons    installed    during*    second 
refueling    outage   SetEinic    design    verification   program    In 
progre-ss    for    containment   rec  Irculdt  ion    fans 

8TEHART.  W   L          Virginia    Electric    &    Power    Co         B3/O3/24         DENTON,  H    R 
Of  -fie*    of   Nuclear   Reactor   Regulation,     Director        CLARK.  R   A 
Operating    Reactors    Dranrh    3         Ip         1B633    1O4        24X 
Flche    50-339,83/03/24,8303310099 

0      Inspection    reports,     IE   Bulletins    !•    correspondence 

B303270143  Correct*    B2I124   resppnie    to   violation    noted    in    IE   Intp 
Ropts    JJO-338/B2-37    tr  30-339/B2-37    Item   fl    finding    re    RCS 
loatage    removed    as    violation 
STEWART.  W   I-          Virginia    Electric    t<   Payer    CD         B3/O2/23         O'REILLY.  J   P 

Region    S,      Office    of    Dlractar         Kpp  1363B    I  hi          S4K 

Flcft*    30-338,83/03/33.  B30327O143 


IE    Info  Notice    03-14,     "Detiiatered    8pent    ton   Eichange    Renln 
Bu«c«pt  Ibil  1  ty    to   Eiothermic    Chemical    Reaction    "    Bvc    1  i*t 
•ncl 

TAYLOR,  J   M        Division    of    Safeguards    !.    Inspection    Program*    (Poet 
330103)         B3/03/2I  Consolidated    Gallon    Co      of   New  Yorfc,     Inc 

112pp  183O3   319         24  X    Fichu    30-000,  B3/O3/21r  6312060303 

B3O3270317   FoTiuards    IE    Intp   R»pt-s    30-338/83-07  Sc    &0-339/BG-07    on 
330223-0304    Mo    none  amp  1  lane  >    noted 

DANCE,  H   C         Division    of    Project   b  Resident    Programs        B3/O3/29 
STEWART,  M  L         Virginia   El  Be  trie    i,  POUBT    Co        2pp         1B646   133        S4X 
Flche    30-338,  B3/03/29,  B30337031  7 

—  930S&70334     IE     lump    fiepts    50-338/03-O7    t,    30-339/83-07    on    330328-0304    No 
noncomp  1  lance    noted    M-ajor    areas    Inspected    internal    & 
external    exposures,  surveyi.  p  1-ant    tours.  Unit   2    refueling 
outage    preparation  b   offslte   relraie    records. 

HRAV-J   R    j     BARRrK   P        Region   2,     Office    of    Director        B  3/03/23 
<?pp         1BA46    147        24X   Flcho    3O~33a,  B3/03/H1?,  B303S70S17 
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8303270330    Forward*    IE     Insp    Repla     5Q-33B/B3~O3   &    5Q-339/B3-03    on 
B30-2O&-O3O3   No    noncompllante    noted 

DANCE,  H   C         Dlviilon    of    Project    t   RHiHTent    Programs          93/04/Q1 
3T£WART,U    L         Virginia    Electric    t,    Pouer    Co         2pp          IB64&    16fc         24X 
Flche    30-336.  B3/04/OI,  B30927O330 

—0309370514     IE    Imp    R«pti    3O-338/83-OS   *    30-339X33-03    on    830206-0305 
No    noncomplianc  ff    noted   Major   areai    Inspected    outage 
ac  t  Ivi  ties,  survB-i.lldr.ce   &  maCnt    activities.  Identified    Item*, 
LCfii   &   routine    imp* 

SMYMLOCKiM  B  Region  2,  Office  OF  Director  JULIAN,  C  Division 
of  Project  h  Re  ti  dent  Programs  33/03/31  7pp  16646  169  34X 
Flche  30-338,  83/O4/01  .  B305270S3D 

B3Q3270394  Act    receipt    of    B3Q3I7    Itr    informing   NRC    of    ttept    if  ken    to 
correct    violations    noted    In    IE    Insp    ttopts    30-33B/B3-01    & 
S  0-339  /B3-OI 

LEHIS.fi   C        Division    of  Project    &  neaidant    Programs        83/04/07 
STEWART,  W   L         Virginia    Electric    !<   Pouer    Co          Ip          !Bi42.260         34X 
Flche    30-338.63/04/07,8303270394 

—  8305270407  Responds    to  NRC   B3Q204    Itr    re   violations   noted    in    IE    Imp 

R»pts    SO-33B/B3-OJ    Sc   3O-339/B3-QI    Corrective    4ctioni 

equipment    failure    trend    analysl*    program  ulll    be    described, 

Implemented   &   controlled    by    administrative    procedure 

STEWART.W   L         Virginia    Electric    !.   Pnu»r    Co         83YO3/17 

O'REILLY,  J   P         Region    2,     Office    of    Director         4pp          18642   2M          84X 

Fiche.  30-339,  83/04/07,  8303270394 

—  9305S70416  Confirm!    WRC    approval    to    eit«nd    response    tin*    to  no-tlc«   of 

violation    contained    In    fE   Inio    Rapts    3Q--33B/B3-01    ft 

30-339/63-01     to   B30318 

STEUART,tf  L        Virginia   Electric    t,  Pouier    Co.       03/03/08 

O'REILLY.  J   P         Region    2,     Office    of    Director          Ip          16442263         SAX 

FUhe    30-333,  83/04/07.  B309270394 

—  6303270421    For-wardi     IE    Insp    Repts    30-338/83-01    A   90-339/B3-01    on 

B30103-07  &  -notice    of   violation 

LEWIS.  R    C        Dlvlllon    of   Project    t,  Resident    Program        83/02/04 
STEWART.  H  t,        Virginia   Electric    I.   Pousr   CD        2pp         18442  266        34X 
Fiche    30-338.83/04/07.8303370394 

—  830S270430   Notice    o  f    violation    from    Insp    on   830103-07 

*  Region  S,  Office  of  Director  83/02/04  2pp  18642  24  B  24  X 
Flehe  90-338,83/04/07.8309270394 

—  9303270442    IE    Insp    Repti    50-338/B3-OI     Sc    3O-339/B3-01    on   B30103-O7 

Nonc-onpliancr   notid    failuro    to   perform  all    audit!    required 

bij    T«ch   Spec*   !•    to    *itJbli»h    11/1    t-n    evaluate    nuipmtnt 

f  at  lurei 

HELISLE,  Q   A    ,     JACK5DN,L    K   .     SKINNER,  P    H         Seglon   2,     OffKe    of 

Dlrectpp         83/01/24          lOpfl  IS64S    270         34X   Flche    50-338,83/04/07, 

a3032703'?4 


Emergenci|   Use    Hn»plrator 


B303040021    IE    Info   Notic*   03-21,     "BefB 
Svc    1  1st    end 

jDRBAWi  E  L        Divltlon    at  Emerjanfj    Preparedness    d   Engln*erln|i 
R*ipotile     (Post    630103)          B3/O4/19  Consol  i  rfaterf    EdUon    Co      of    rfeiii 

Vorli      Inc          ISfipp          1B433    133         24X    Flcne    3D-OOO,  B3/04/1  5,  B303Q<40Oa[ 

B  303270233  Foruards    IE   Imp    Repti    50-338/83-09  t  30-339/03-09  on 
8303S1-3O  No    nontofflpIlancB   noted 

DANCE,  H  C        Division    of   Project    &  Resident    Programs        83/04/18 
STEWART,  H  L        Virginia   Electric    h  PounBr   Co        2pp         18637-173        K4X 
Flche    00-338,  B3/O4/18,  8303270239 

—  B30S270244    IE     Imp    Rapts    30-338/83-09    fc    30-337/B3-09    on    S30321-30   No 
noncomp  tiance    noted   Major    areai    tnijiected    Inxr-vlce    testing 
aump«   &  valvifidata    evaluation    it  ravl  eui>  ca-rrec  1  1  v>   LER 
let  Ion    b   caliAr   of    Iniervlce    Inip    tno-l 

eCQNDHCg,  N   ,     BLAKE.  J   J         Region    S.     Pfrlc*    Of    DirlCtor         83/04/14, 
9pf>         19i37    173        24)T  Ftttit   30-330,83/04/19,6305270239 


—8303270341    SflLP    Rapts    30-280/83-02,  SO-201  /S3-02,  SO-338/B3-03    t, 
30-339/83-03    for    Jul     1981    -   Sept    1982 

*      fleglnn   3,     Office    of   Director        B3/O2/10        49pp         ISAfi,  OC-3       a4K 
FicJie   30-000.  83/04/B3,  B30S270S13 

8303040025    IE    Info   Notice   83-23,     "Inoperable   Containment   Atmoip-h-Bce 
Sensing  Sga    "   Svc    lilt    encl 

JOB DAN i E  L        Division    of   Emergency   Preparedness   &  Engineering 
Rotponte    (Past   630103)        83/D4/2B  Consolidated    Ediion   Co,     of  Htu 

York,     Inc         119pp         1B3Q1    291        24  X  Flche    30-000,  83/04/29,  B303CMW29 

63O304&034    IE   Info   Notice   83-24,     "Loose   Parti    In   Secondary   Side    of 
3 team   Generators    at  PUfts    "   Svc    list    encl 

JDRDAM, E  L        Division    of   Emergenci;   Preparedneis    d  Engineering 
Ruponie     (Post    8301O3)         B3/O4/HB  Contol Idated    Edison    Co       of   Hiu 

Vorki     Inc          llSpp          1B382   O47         24X   Flch*    3O-OOO,  03/04/88,  Q303Q4002& 

B303040027   IE    Info   No-tic*   B3-23,     "Standby   Oas    Treatment   8vs   Heater  Hlfh 
Temp    Trip    Setpoint    Adjustment    "    Sue    1  Ut    enel 
JORDAN, E  L        Division   of   Emergency   Preparedness    Si   Engineering 
Response    CPoit   8301O3)        B3/O4/2B  Consolidated    Ediion   Co      of  Ml  if 

Vork.     Inc,       llBpp         1S3B2    169        24X  Flche    90-OOO,  B3/04/SB,  B3030400S7, 

S303040028   IE   Info   Notice,   83-36,     "Failure    of    Saf flt«/Rel  1  of  Valv* 
Discharge   Line   Vacuum  Breakers    "   Svc    lilt    end 
JOB  DAN  i  E  I-        Division   of  Emergency   Preparedness   &  Engineering 
Response    (Post   830103)         83/03/03  Consol  idated    Edi«an  Co      at  N»u 

Vorli,     Inc         lS2po         18441    170        24X   Flche    30-000,  B3/09/03,  B303O100B8 

8303040030    IE   Info   Notic*   83-27,     "Operational    Responso    to   Event* 
Concerning    Deliberate   Aits   Directed    Agaln*t   Plant 
Equipment    "   Svc    list    encl 

JORDANjE  L        Division    of   Emergency   Preparedness   t,   Engineering 
Reiponie    (Post   B301O3)        83/03/04  Consolidated   Ed  it  on  Co      of  Hif 

Vork,     Inc        ItEpp         18302,283        24X  Flche.  30-OOO,  B3/OS/04,  B303O40030 

6.30304003!    IE    Info   Notice    B3-S8,     "Criteria    for  Protective   Action 
Recommendation*    for  -General    Emergencies    "    Svc    list    encl, 
JORDAN,  E  L        Division   oif  Emergency   Preparedness   &  Engineering 
Response    (Post   B3O1P3)        83/03/04  Coniol idated   Edison  Co      of  N«u 

Yarlf,     Inc          I19pp          IB441    001         24X    Flche    30-OOO,  B3/03/04,  B 3 0304 0031 

B303040033   IE   Info   Notice    S3-29,     "Fuel    Binding    Caused    by   fuel    flacfc 
Deformation    "   Svc    list    incl 

JORDAN, E  L        Division   of   Emergency   Preparedness   %  Engineering 
Rflpome    (Poet    830103)        33/03/04,  Consolidated   Ediion  Co      of    Neu 

York,     Inc        H3pp         1BS23   248        S4X  Fiche    30-000,  S3/03/06i  B303O4O033 

^3091(20047  Advise*    that    intervlce    imp    of    low  pressure    turbine,  rtqulnil 
by    license   conditi oni  revealed    cracks    in    discs    at    governor  tt 
generator    end    Por    lout  pressure    turbine    1    &   8,  Low   pressure 
tui-iln*    rotors    replaced    Investigation   underlay 

STEMART.WL        Virginia   Electric    (.  Pouer   Co        83/03/06        DENTOM,  H  R 
Office    of  Nucl*ar   Reactor   Regulation,    Director        CLARK, R,  A 
Operating  Reactors    Branch    3        Bpp         18423  O33        34X 
Ficfte    SO-339,  S3/03/Oi, B30S 120047 

8303270414   Act    receipt   of  830400    Itr    Informing    NRC   of    step*    taien    to 
correct   violation*    noted    In    IE    Insp   Repti    30-330/82-39  t, 
30-339/B2-3? 

DAWCEiH  C        Division   of  Project   &  Resident  Program*        83/03/09 
STEWART.  H  L        Virginia   Electric    t,  Pouer   Co         Ip         19441' 331        24X 
Fiehe    SO-33B, 83/03/09,  B30927O4I4 

— 8303270426  Responds    to  NRC   830311    Itr    re   violations   noted    in    IE    In»p 
Repti    -&Q-33B/B2-39  fc   30-339/B2-39  Corrective   action*' 
emergency   procedures    revised    to   reflect    Tech    Spec    3,  0  3 
requirements 

STEMART.HL        Virginia    Electric    Si  Power   Co        B3/04/08 
O'REILLY.J  P        Region  2,    Office    of   Director        4pp         1B64T332,       S4X 
Fich*    30-338,  83/03/O9i  S3032704 14 


9303040023    IE    Info   Notice    03-22,     "BUR   Sa  fe  tij/Be  1  ief    Valve  Failure*    " 
Bvt    lint   «ncl 

JOROAN.E  L        Dlvliion   of  Emergency    Preparedness   &   Enjin«*rlnu 
Ratponse    (Pest  B3O103).       G3/04/S2  Contol Idated   £dlson    Co.    of   N«u 

Yorlj     rnc          U2pp.        183B3   OB9         H4X    Flche    30-OOO,  83/04/22, 0303040023 


-8303270437   Foruards     IE    !n«p    fiept*    BO-338/82-39   t,    30-339/82-39    o-n 
SSllOi-laOt  tc   notice    of    violation 

LEWIS,  R   c        Division    of   Project   &  Resident   Programs.       83/03/11 
STEMART.ML        Vlroinla   Electric   &  Pouer   Co        2pp         1864(r336        24X 
Fiche    50-338,83/03/09,8303270414 


B3 032705 13  AdvUas    that   SALP  Qoard    atienmeTiC    revl«uied    h    Issvence    of 
rept   approved    Nucle»r    activities    conducted    u/proper   concern 
for   nuclear    safety 
O'REILLV,  J   P         Region    3,     Offlet    o-P   Director         83/04/22         STEWART,  H   L 

Virginia    Electric   fc   Power   Co        3ft,        1B£>4£   001.       24X 
Ficha   30-000. 83/04/SS.  B3Q3270313 

— 8303270927  Forwards    SALP  Rept*    30-?SO/B3-03.  SO-SBl /B3-02, 50-338/B3-03 
&    50-339/B3-03    for    Jul     19B1    -   Sept    1982 

LEWIS, R   C        Division    of  Project   A   Redtfent   Progren*        flS/OZ/IO 
STEWART,  H  L        Virginia    Electric    Jt  Pomr    CO        2pp.       18644' 003        S4X 
Flche    SO-OQO, 83/04/SS,  830S27O313 


-930927044B  Notice    of   violation    from    Insp    on   82110i~12O6 

*      Region   3.     Office    of    Director         83/03/tl,        2pp          1B641    338.        E4X 
Fiche    30-339,83/09/09,8303270414 

-B303B704S5    IE    Imp    Reptt    50-33B/B2-39   ti    90-339/82-39    On   821106-lSOfc 
NoncDnpll«nce   notad:  failure    to    have   ESF  actuation   sijs 
operable   t,  failure    to   perform   required    surveillance 
SHVULOCK'N  B        Region  3,    Office    of   Director        JULIAN,  C   A       Division 
of  Project  B.  R«»lrf»nt  Programs,       03/03/OB        7pp         10641    339        24X 
FUhe    »0-33B,  83/05/09,  B3032704 14 
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B303Q4O034    IE   Info   Notice   B3-30,     "HI »app I i cation    of    Generic    Emergency 
Operating    Procedures    (EOP)    Guidelines    "    Svc    list    nncl 
iJDRDANiE  L        Dlvliion    of   Emergency    Preparedness   &   Engineering 
Aaiponse    (Post  B30103)        83/03/11  Consolidated    Edison   Co      of   New 

VorS-      Inc          114pp          18324    003         24X    Fichu    3O-QQO,  S3/OS/1 1. B303O40Q34 

B3O304OO*0    IE    Info   Notice   83-31,     "Error    in   ADLPIPE  Computer   Program    " 
Svc    1 1st    tncl 

JGRDANiE  L        Division    of   Emergency    Preparedness   &   Engineering 
Response    (Post  830103)        83/05/19  Consolidated   Edison   Co      of  New 

Vorki     In*          114pp          1B697   009         H4X    Flche    SO-000. S3/OS/11?, 8303040040 

B3030<1004fi    IE   Info   Notice   83-33,     "Nonrepresentatl VB    Sampling    of 
Contaminated   Oil    "    Svc    Hit    encl 

JORDAN,  E  L        Division    of    Emergency    Preparedness    (<  Engineering 
Response     (Pout   930103)          B3/O9/26  Consolidated    Edison    Co      of    New 

Yorlli      Inc          114pp          1B647   007         24X   FlChB    90-000,83/03/26,0303040046 

S     Reportable    occurrence*,    LERs   &   related    correspondence 


— B309IOQO29   LER   83-02B/03L-0    on   B3040S,  HrnergBncy    dlesel    generator   2J 
tripped    on   high    crankcase    pressure   after    emergency    start 
signal,  Initiated    from  ECCB   ac  tuat  ton.  reset  Cause    unknown 
Generator    started   &   teited    satl  if  ac  tor  i  lij    Switch   callbr 
HARR£LL,E   W        Virginia   Elactric    t,  Power    Co        S3/04/2?  Region  2. 

Office    of     Director         2pp  1S377    149         24X   Fiche    30-339.  S3/04/29. 

B305 100023 


8305100239   Forwards    LER   83-030/03L-0 

HARRELL, E   M         Virginia    Electric    t   Power    Co  B3/O4/29 

Region    2,     Office    at    Director         Ip          19371  333         34 X 
Fiche    30-339,  B3/04/S9,  830S1O0399 


O'REILLY.  J   P 


— B3031OO265    LER    B3-030/03L-O    nn   030406.  pressure    In    nitrogen    supply    tank 
B    for    pre&surlier    PDRV   PCV-2433C    dropped    teloui   min    to 
consider    PQHV   opera&le    Cauisd    by    leak    In    pressurlier    PQRV 
nitrogen    supply    sys   Mod    scheduled    during    currant   outage 
HARFiELL,E    H        Virginia   Electric   !.  Power    Co        83/04/29  Region  2, 

Office    oP    Director         2pp  1B371    336         H4X   Fiche    30-339,83/04/29, 

8305 100299 


B3D303D279  Forwards   LEH   B3-023/03L-0 

HARRELL, E   H        Virginia   Electric    t  Pouer   Co        B3/04/20 

Region   2,     Office    of    Director          Ip          1B300   OSi,         24X 
Flcha:  30-339i  83/04/20,  8303030379 


O'REILLY,  J   P 


8303110330   Forwards    LER    B3-033/03L-0 

HARRELL.E   »         Virginia   Electric    &   Pauer    Ca         83/05/05 

Region    S,     Office    Of   Director         Ip          10404,    162         E4X 
FUhe    SO-337,  83/03/03,  83031  10330 


O'HEILLY,  J   P 


— B303O30283    LER  83-025/03L-0, on   B30331 ,  u/unlt    in   Mode    listlim   generator 
B    water    livil    chtnnel    1    high-high    turbine    trlp/f eedioater 
lialatlon    setpolnt    discovered    greater    than    Tech    Spec    limit 
Ciirstd    by    malfunctioning    comparator    card   Card    replaced 
HARRELL^E.W       Virginia   Electric    l>  Potuar   CP        83/04/20  Region   2. 

0»*lC«    Of    Director          Ip          1B300   037         24X    Flche    30-339,83/04/20. 
8309430279 


— 830311O336   LER   B3-023/03L-O    on  830414. RHH    f  1  oui   temporarily    lost  when 
one    of    tun    In->eriei   RHR    suction   valves    doted   Caused   bg 
open    Input    breaker   Breaker    rec losed,  vital    bus    restored,  RHR 
suction   valve   reopened   &    flow  restored 

HARRELL.E    M        Virginia   Electric    &  Power    Co        83/05/03  Region  3, 

Office    pf    Director         2pp          18406    169         24X    Flche    BO-339, 93/O3/05, 
B3031 10330 


8305030357  Forwards  LER   B3-026/03L-0 

HARRELL, E  H        Virginia   Electric    &  Power   Co        83/04/20 

Rtgion    Z,     Office    of    Director          Ip          1B291    340         24X 
Fteht:  30-339, 83/04/20,  8303030337 


O'REILLY,  J  P 


8GOS1104S3   FaruardV    LER   83-031/03L-0 

HARRELL.E   U         Virginia   Electric    i   Power    Co         83/03/03 

Region    2,     Office    of    Director         Ip         1B4OS   034         24X 
Fiche    30-339,03/03/03.8309110133 


O'REILLY,  J   P 


~S3OBO303ii4    LER   83-086/03L-0    on    830402,  Fire    Door*    B71-18   i   871-16 
between   SH  li  2J   emergencg    diesel    generator    rooms   &    turbine 
bidg    uuulri   not    latch    Caused    by    door    strikes    jammed    open   b 
bant    Latchet    disassembled!  cleaned,  reassembled    &    tented 
HARRELL.E.H,       Virginia   Electric    d  Power    Co        83/04/02  Region   B. 

Office    of    DlrlKtor          Ip          18291    341          24X   Flche    30-339,  B3/04/20, 
83OS0303S7 


— B303U04&3   LEH    83-031/03L-0    on    B30403.  tu/unl  t  in   Mode    3,  pouer    lost    to 
RHR    Bubsyitem  A   when  2H  4,  160-volt    emergency    bus 

deenergiied   CaUied    by    failure    of    fu»es    for  2H   emergency    bus 
undarvoltage    test   circuit    Fuses   replaced 

HARHELL.E,  W         Virginia    Electric    tt   Pouer    Co  B3/09/09              Region   3: 

Office    of    Director         3pp          1B403   093         24X  Fiche    30-339.03/05/09, 
8305 1 104 33 


B303O30A33   Forwards    LER    B3-Oa7/03L-0 

HARRELL.E  M        Virginia    Electric    1.  Power   Co        83/04/21 

Region   2,     Office    of    Dlractar         Ip         10303  346        24X 
Fleh»    50-339.83/04/21,8309030633 


O'REILLV,  J   P 


B309200279  Forwards    LER  B3-032/03L-0 

HARRELL,  E,W        Virginia  Electric   t,  Pouer   Co        83/09/11 
Region   2,    Office   of  Director       Ip        18316  260       24X 
Flche    30-339. B3/05/1 1,  B309200279 


O'REILLV,  J  P 


—  B309O3.0640  LER  83-027/03L-0   on   830402, main    steam    tafety    valve   pressure 
li-tpoints    for   valves   BV-M3-201C,  202C,  203A  ti  C,  204A   (.  20 3 A 
found    low  Caused    by    setpalnt    drift   Setpoints    adjusted 
HASRELL.  E,  W        Virginia   Electric    !.  Power    Co        83/04/21  Realon   2, 

Office    of   Director        2pp         18303  347        24X  Flche    30-339. 83/04/31, 
S3O3030633 


B30SOSOS10   Foruiards   LER   83-089/03L-0 

HARRELt.e  W        Vlrflinla.   Electric    t,   Power   Co        B3/04/27 

Rtglan  S,     Office    of    Director,        Ip         18338    106        34X 
FIcht:  50-339.  B3/04/27i  8305030210 


O'REILLV.J   P 


— 3309090219   LER  83-029/03L-0   on   830402,  during    Mode   4,  automatic    actuation 
of    ECCS    occurred    Caused    by    maint    personnel    standing    on 
conduit    resulting    In    loss    of    lo-lo    pressurlicr    preisure 
•ifttv    Injection    block, Malnt    personnel    relnstructed 
HARRELL, E  M        Virginia   Electric   fc  Pousr   Co        83/04/K7  Region   2, 

Office    of   Director        3pp         18338    107        24X   Fiche    90-339,83/04/27, 
3309030210 


0305090271    Forwards    updated    LER   82-067/03X-1 

HARflELLiE.W        Virginia   Electric    tc  Power   Co        83/04/27 

Region   S,     ufflc*    oP   Director         Ip         18337.136        24X 
Fiehf!  80-339,  83/04/27,  B303030271 


O'REILLY,  J   P 


--S303EQ02S4  LER  83-032/03L-0.  on   830412.  dur  1  ng   Mode    9,vlsual    Imp    of 
hydraulic     inufiber   2-UQCB-HSS-3B   revoalerf    damaged   reservoir 
w/o    fluid    Caused    by   personnel    working    In   area  Snub  bur 
rep  1 aced 

HARRELL. E   U        Virginia  Electric   b  Pouer    Co        B3/09/11  Region   3, 

Office    of    Director         2pp          18316   341         34X    Flche    30-339,03/05/11, 
B3052OOS79 

S3032503B4   LER    B3-036/03L-0   on    830429,  while    in   Mode   6, losi   of   vital    bus 
2-1    resulted    In    loss   of   RHR    flow   for    loss    than    1    mlnuts  when 
one    of    two   RHR   auction  valves    In    series    clos«d   Caused    by 
personnel    shorting    test    lead    Bus   restored    U/8303IB    Itr 
HARRELL, E   M         Virginia   Electric    &   Power    Co         83/05/18        O'REILLY,  J   P 

Region    2,     Office    Of    Director         4pp          18992   O76         E1X 
Flche    3O-339, B3/09/I8, B30325O3B4 

B303270335   LEH    83-Q33/03L-0   on    830483   &   24,96     lockout   relay   Wiring 
omission    detected    while    testing    bus  2H  charging   high    head 
safety    Injection   pump    breaker*   Caused    by    Incorrect   wiring 
Miring    properly    Installed   W/B30320   Itr 
HARRELL,  E  H        Virginia  Electric   *c  Power   Co        83/05/SO       O'REILLY.J  P 

Region   2,    Office    of   Director        4pp         18644    339        24 X 
Flche    50-339j  83/05/20,  8303270333 


— B3O3Q30274   Updated    LEH   B2-0&7/03X-1    on   821017,  steam  generator   C   narrow 
i-jngt    channel    2    Indicated    high    Caused    by    failure    oP 
trantmt  tfc»r   amplifier    card   Card    replaced    Si    loop    recallbr, 
HARRELL,  E  V.       Virginia   Electric   h  Pouer    Co        83/04/27.  Region   2, 

Offle*    of   Director        2pp         18337    137,       24X   Fiehe    30-339,83/04/27, 
B3O3030271, 


B30510OO33  Forwards   LER   83-028/03L.-0 

HARRELL.  E   M        Virginia   Electric    &  Power   Co        83/04/2?, 

fl«}ion   S,     OFfica    of    Director,       Ip         18377    14B        24X 
Flch.*:  90-339.  B3/04/29,  8309100023 


O'REILLY,  J  P 


DOCKET   30-341    ENRICO  FERMI   ATOMIC   POWER  PLANT,     UNIT  2 

A     Application/construction   stage   documents    tt   correspondence 

8303020370  Responds    to  NRC  830316    Itr   requesting    schedule    for 
addressing    unqualified    electrical    components    In    safetv 
related    sys    Iisu*   ulll    be   addressed    in   environ   qualification 
update   by  B3O7OI 

TAUBER,H        Detroit    EUUon  Co        B3/04/29        YdUNGBLOQD,  B  J       Licensing 
Branch     1          Ip          18376   342         24X   Flche    30-341, 83/04/23, 83030S0370 


234 


DOCKETED  ITEMS 


9309030171    Forwards    "Independent    Deilgn    Verification  Program.  Final 
Rept."   vols    1,2    t,    3  Rept    nresonts    results   fc    conclusions    of 
review  conducted    per-    83:336    Independent    Heilon    verification 
program   pian 

FERO.D   A         Cijgna    Energij    Service*          B3/O4/39         YOUNQBLOEJD,  D   J 
Licensing    Branch     1          COLBERT,  W   F         Detroit    EdSson    Co          1  p 
06O         2«    Fiche    50-341,93/011/59,9303030471 


~-  a30flG3Q17B    "Independent    Design   Verification  .Program.  Ftna  1    Hept,"   Vols 
1.2    &   3 

FERQ,  D   rt         Cygna    Energy    Services          TR~B3O21-[    HOO         83/O4/27 
B7Bpp  leas?   06!          34X    Fithe    30-341,93/04/29,8305030171 


9303030004  FoTiuards    Paoas    2  20-2  33    inadvertently    omitted    from 
"Independent    Design    Verification   Program   Final    Rept    " 
FERS.D   A         Cygna    Energy    Services         B3/03/O3         YDLJNOBLODD.  D   J 
Licensing    Branch    1         lp         18339   316        34X    Flche   50-341,83/09/03, 
B3030SQQ04 

— 8305030010  Pages    3  2O-2  32    Inadverten tig    omitted    from    "Independent 
Design    Verification   Program  Final    Rept    " 

»      Cygna   Energy   Services         TR-B302I~1    ROO  ERR        B3/05/03        I2pp 
1B33B    317         24X    Flche    BO-Sfll,  93/OS/O3,  B3O3O30004 

B30510O119   Foruijrds    summary    of    pos  t-aee  I  dent    sampling   analytical 
pr-ocodures    par   920707    Itr    Info    describes    typo    of    analyilsr 
equipment,  sul  tab  1  Hty,  range    J,  analytical   method 

TrtUBER.H        Detroit   Edison  Co        B3/O9/O3        YOUNODLOOD-B   J        Licensing 
Branch    1          2pp          19374    361          24X    FICha    SO-34 1 , S3/03/03,  B3031001 19 


6305110620   Notification    of    830512   meeting    u/util     in    Betheida,  MO    to 
ditcuis    fire    protection    of    safety-related    cables    including 
adequacy    of   3-h    fire    blankets    fire    stops    &   heat    conduction 
LYNCH,  M  D        Licensing   Branch    1        03/03/06        YOUNQBLQDD.  B  J 
Licensing    Branch    1         3pp         IB416  360        24X   Fiche    30-341, 83/05/06, 
83091 10630 

8303350219  Notification   of    postponement    of    B30512  meeting  u/uti.1    In 
B*thBBda,HD    to    discuss    fire    protection    of    safety-related 
cables   Meeting    to    be    rescheduled 

LYNCHi  H  D        Licensing    Branch    1         03/03/10        YOUNOBLDODr B  J 
Licensing    Branch     1          3pp          18376   339         24X   Fiche    30-341, 83/U5/10, 
9305230219 

B-303110034  Oenerlc    Ltr    83-31    to   all    licensees    of    operating   reactors, 
applicants    for    DLi    &    holders    of   CPs    re    clarification   of 
access    to    control    procedures    for    laui  enforcement   visits 
Svc    1  tst   e-nel 

EISEWHUT.D   0         Division   of   Licensing        83/03/11  Consolidate 

Edison    Co       Of    Heu    York.     Inc          l&pp          1034O   O93         34X 
Ft  che  '  30-000.  83/O5/1 1 ,  83031 10034 

B3-03340S13  Foriuards    jnonthly    status    rept    on    offilte    emergency 
preparedness    for    OL   revleu*    for    Apr    1983 

D1RCKS,W  J        Office    of    the    Eiecutive   Director    for   Operations 
B3/03./13         PALLADINO,  N   J         Commissioners          9pp          18393   333         S4X 
Fichu    30-OOO,  B3/03/13«  8303240213 


Q      Inspection    reports,     IE  Qulletlni   tt   correspondence 


83030-10323  Hoard  Notification   83-O57    forwards    differing    prof  opinions 
re    4ijs    IntBi-acllon    b   safety    classification    Info    relates    to 
Board    Notifications    83-17   &   B3-44    re   Unresolved    Safety    Inue 
A-17 

EIBENKUI.  D  O  Division  of  Licensing  a3/05/0")  PrtLLADIWO,  N 
Commissioners  22pp  I  B337  139  24X  Flche  30-000,93/03/04, 
9305040323 

83031S0231     Motif  Icatlc-n    of    930313   meeting    <ir/Ut«  1     In    Dufie&da-MD    to 
discuss    oensral    procedure*    follonied    li  <l   NHC    In   responding    to 
pending    Section   3  306   petition 

LYMCH^K    D         Licensing    Oraiich    1          83/03/06         VaUKODLDDtt.  B   J. 
Licensing    Branch    1          3pp          1B135   263         SIX    Flche    30-341  .  B3/OS/O6, 
0303  120,331 

0303O7O63-?    ffenerlc    Llr    B3-20    to    all     operating    reactnr    lic»n«eei    t, 
holderi   of    CPs    rv    Integrated    scnedulltig    for    Implementation 
of    plant  mods   Svc    H-»t    end 

E1SENHUT.D    0         Division    of    Licensing          B3/O5/09  Consolidated 

Edltan    Co       of    N«u   York,      Inc          16pp  1S627    193         ^4X 

Ficfie    30-000.  £33/05/0^  8305tJ9Oi3<? 

B303SSO207   Notification    of   CoselQ*d    Forecast   Panel    830607-07    site- 
visit    to   estimate    const    completion    date    Agenda    end 
LVNCK.  «   D         Licensing    Brancft     I         63/03/12         VflUNODLOOD,  B   J 
Licensing    OrancH    1         6pp         1S59S  392        SIX   Fiche    30-341r  83/03/12, 
B30SSSOSQ7 

B3033303S2  Summarlns    B31E07   coTiference    call    re   torrent    plan    for 
conducting    induction    heating    ttross    improvement    (IHS!) 
proyram    on    appropriate   uelds    In   rec  1  rcula  1  1  on    igs 

TAUBER.H        Detroit  £dlson    Co        93/03/19        VCUNOBLDOD.  B    J        Licensing 
Branch     1          2pp          18537   O7O         24K   Ficfle    50-341.  S3/03/Jfl,  830323033S 

F     Securitiji    medical,     emergency    &    Fire    protection    plans 


9213060389    IE    Info    Notice   S3-14,     "Deuatered    Spent    Ion   Exchange    Resin 
Susceptibility    to    Exathermlc    Chemical    Reaction    "    Svc    lltt 
•ncl 

TAYLOR'  <J  M        Division    of  Safeguards   ti    Inspection  Programs    (Post 
03O103I        B3/03/E1  Consolidated   Edison  Co      of   Neui  Vort,     Inc 

112pp         IB30B    31?         24X  Fiche-  SO-OOO,  03/03/21,  821BOi03S9 

B3-OS030364  Foru/arda    IE   Safeguards    Insp    Rept    30-341/83-03  on 
gaoioi-oasa  &    notice    of   violation 

NORELIUS,C   E        Division   of    Project   &  Resident  Programs        83/04/11 
WELLS,  0  A        Detroit   EdUon   Co        3pp         1B277  093        24X 
Flche    30-341,83/04/11,8303020264 


—  S  305020274   Notice    of    violation    from    ln«p    on   B30101-O22B 
NOHELIUS,  C   E         Division   of   Project   &  Resident   Program 
3pp          19S77    O77          SIX   Flche    30-341  .  B3/O4/1  1.  B303020264 


—  83090203B5    IE   Safeguards    Imp    Rapt   50-341/S3-03   an   830101-0238 
Honcdmp  1  iancd    noted    failure    to    follow  reactor   vessel    floui 
procedurei    &    inadequate    review   of   procedure    change*    & 
Identification    &    control    measures 

LITTLE,  B   H    .     BYRON.  P    M    i     WESCOTT,  H   M         Region    3,     Office    of 
Director         B3/O4/O4          13pp          1BS77    097         34X   Fiehe    30-341,93/04/11, 
8309020364, 

83030-10021    IE    Info   Notice  83-2  li     "Defective   Emergency    Use  Respirator  " 
Svc    list    and. 

JORDAN,  E   L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Poet    9301O3)         83/04/13  Consolidated   Edison  Co      of  hleu 

York,     Inc         I2£pp  18433    199         24X    Fiche    30-OOO,  83/O4/I3,  03030*0021 

6303040023    IE    Jnfo    Notice   83-32,     "DWF1   Sof  eti|/Rs  1  ief   Valve  Fjlilui-ei    " 
BVc    lilt    enc  1 

JORDAN,  E  L        Division    of   Emergency    Preparedness    b  Engineering 
Response    (Post   B3O1Q3)         83/04/23  Consolidated   Edison  Co      of   HtV 

Yurk,     Inc         llSpp-          1B3Q3  OB9        24X   Fiche    5O-000,  B3/04/3B.  G3030400J3 


6305020264    Faruards    IE    Safeguards     Insp  Rept    30-341/33-09    on 
B3O1Q1-022B   t,    notice    of    violation 

NDRELIUS.C    E        Division   of   Project   *  fiesident   Programs        93/04/lt 

WELLS-  D   A         Detroit    Edison    Co         Bj>  p  13377   093         24  X 
Flche    50-341-83/04/11,8305020364 

—  H30302Q274    Notice   of   violation    from    insp    an   830101-0238 

NORELIUS.C    E         DWHIan    of    Project    t-    Resident    programs         83/04/11 
3fp          16277    O?7         SAX   Flche    30-3*  1  ,  S3/O4/IIj  3303020364 

—9303030285    IE  Safeguards    Inup    Rept    50-341/83-09    an  S30101-023S 
Noncompl  lane*    noted.  fal  lure    to    follow  reactor    vessel    Plow 
procedures    ii    inadequate-   revleu  of    procedure    changei    & 
Identification  t,    contro-1    mejiiurei 

LITTLE,  B   H  ,     BVflON,  P.  M    ,    WESCuTT.H  M        Reaton  3,     Office   of 
Dir*ctor        33/04/04         13pp         16277   099        Z4X   Flche    SO-341,  B3/04/I  I  , 
8303020864 

53030-50490  Forward*  Michigan  Emergencg   Preparedness    Act  PICLA  30  401; 
J=EMA  830450  memo   per    A8LAP   030301    renuBst    nn    emargency 
prvpareilness    Issue.  .rtlchioan   Stat«    Polic»  63040B    Itr   8. 
Monroe    Count«   Dfc   of   Civil    Pfepa  redness    830318    Itr 
LANDORrtFi  L   C,       L«Ho«uf,    LaroB,    Lelby    8.  MacRae,       LANDGRAF.  L,  C        Detroit 

Editor  GO      B3/09/03,     eiLpeniN.e  F  ,   WDDBE.T  3  ,   OOTCHY.B  L      Atomic 

Safety    and   Licvnalng    Appeal    Panel         46pp         18362  27?        24Y 
Fie  he   30-3^1.  63/03/05,  830309O1BO. 


0303040025    IE    Info    Notice    83-23,     "Inoperable   Containment  Atmosphere 
Seniinj   Sgi    "    Svc     Hit    enc  1 

JOflD-ANiE   L        Division-    of  emergency   Preparedness   &  Engineering 
Response    (Post    S3O1O3)         B3/04/33  Consolidated    Edison  Co      of  N«u 

Yort,     Inc          119pp  IB3SI    291         24X   Flche    30-000,  B3/O4/29,  B3030400S9 

0303170294   Forwards    IE    In«p   Rapt    50-3fll/B3-Ofl   on  B30214-0317  Ir  notice 
of   violation, 

8PESSARD«R  L         DlviBion    of  Engineering        03/04/37        WELLS,  D  A 
Detroit    Edison    Co          2f>p          18466    107         24*    Fiehe    3O-341,  B3/04/27, 
8303170394 

—  8303170398  Notice    of    violation    from    insp    on   830214-0317 

SPESBARD,R   L         Division   of    Engineering        83/04/37        3pp. 
18446    109         24X    Flche     BO-341,  B3/04/27r  B305170294 

—  B303I70304    IE    Jnsp    flopt    SO-341/B3-04    on    B302I4-0317   Nonconpliane  t 

noted    failure    to    identlfil   &   segregate    nonconf  ormlng    caoles, 

adanuatelij    control    temporary    mod    In    test    procedure  (• 

properly    control    *t    tag    lifted    leads 

REIrWJN-F  M   .    HEYES,  L    A        Region   3,    Office,    of   Director       83/04/37 

9pp          1846i-IlS          24X    Fichs    50-341,  S3/O4/27,  8309170394 
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B303040Q26   IE    InFa   Notice   03-24.     "Loose   Parts    in   Secondary    Side    of 
Stun  Oenerators    at   PWRs    "   Svc    list    encl 

JOflDAW,E  L        D(vl»ion    of   Emergency   Preparedness   &  Engineering 
Rllponiv    (Pnit    B301Q3)         B3/04/3B  Consolidated    Edison   CD       of    Neui 

York-     Inc          MSpp          1B3S2   047         24X    Ficbe    3Q-000,  S3/O4/2B,  8303040036 

B30304O027    IE    Info    Notice    83-35,     "Standby    Gas    Treatment    Sys    Heater    High 
T*np    Trip   aetpalnt   Adjustment    "    Svc    list    encl 
JOROAN.E  L        Division    of   Emergency   Preparedness    ti   Engineering 
R*lponi«     (Post    830103)         B3/O4/20  Consolidated    Edison    Co       Of    New 

York,     Inc          JIBpp          1B3B2    163         24X    Flche    30-000,  B3/04/2B,  8303040027 

B30304O028    IE   Info   Notice   83-26,     "Failure    uf   9af etg/Ho 1 1 ef   valve 
Ditcharge    Line    Vacuum  Breakers    "    Svc    list    encl 
JORDAN. E   L        Division   of   Emergency   Preparedness   &  Engineering 
RMponio     (Pott    830103)         B3/O3/03  Consolidated    Edison    Co       of    New 

Verb.     Ire          122pp          18441     17O         24X    Ficne    5O-OOQ, 83/OS/O3, 830304O02B 


S      Reporfcablc    occurrences.    LERs    4    related   correspondence 


0303030476     Interim   deficiency    rept    re    Fisher   Control     valve    actuators 
not   moating    seismic    requirements    Initially    reported    on 
801231    Neui    actuators    ordered    Engineering    specs     For    Clan    3 
valves   revised    for    future    purchases 

WELLS,  D    A          Detroit    Edison    Co         93/04/19        KEPPLER, J   0         Region    3. 
Office    of    Director         2pp          1B30B    194         24X   Fictia    3O-341,  B3/D4/1S. 
8303030476 


0303030583    Final     deficienci)    r-ept    re    defective   Agaitat    rolayj 
Initially     reported    on   B202Q3   One    relay    mfg    by    Amerace    Corp 
shipped    to    facility   Relay    removed    an  S21Q01    I,   returned    to 
manufacturer    for    Insp   fe  possible   re-placement 

HELLB,  D  A  Detroit  Edison  Co  B3/04/13  KEPPLER.J  0  Region  3, 
Office  of  Director  Epp  19306092  2flXFIctie  30-341,83/04/15, 
B30503Q5SS 


93030*0030    IE    Info   Notice   03-27,     "Operational    Response    to   Events 
Concerning    Delioarate   Acts   Directed    Against   Plant 
Equipment    "    Svc    litt    encl 

JORDAN, E  u        Division   of   Emergency   Preparedness   !<   Engineerina 
Rilpc-nie    (Post   830103)        B3/OS/04  Consolidated   Edison  Co      of   Neu 

York,     Inc          112pp.          183BB   282         2flX    Flche    3O-000, 83/OS/04, 830304OO30 

&303040031    IE    Info    Notice  83-23,     "Criteria    for   Protective    Action 
H»co»neniljtion«    for   &eneral    Emergencies    "   Svc    list   encl 
JORDAN, E  L,       Division   of   Emeroencu.    Preparedness   d  Engineering 
R»lpon»»     (Post    B301O3)         B3/03/O4  Consolidated    Edison   Co      of    New 

VDT(.     tnc          H-?pp          1B441    001         S4X    Fiche    30-000,83/03/04,8303040031 

0301100303  Aek    receipt    of  830331    1  tr    informing   NRC    of    steps    taken    to 
cornet   violation!    noted    in    IE    Insp    Rept   3O-341/82-14 
SFFaSARQ,  R  L        Division   of   Engineering        B3/03/04        WELLS,  D  A 
Detroit  Edison   Co         lp         1B3BI    OiB        24X   Fiche    90-311,03/03/04, 
9305100365 

--B303100393  Amends    B302B2  response    to   NRC   821BO3   Itr    re    violations    noted 
In    IE    In»p   fi«pt    30-341/B2-14  Corrective   actions   QC   mg t   will 
follow  Daniel    Site   Administrative   Procedure   AP-VI1-02   re 
deviation   disposition   request 

HELLS, &  A        Detroit   Edison  Co        83/03/31        LITTLE,  W  3        Region   3, 
Office    of  Diractor        llpp         183B1    019        24X   Flche    30-341,83/03/04! 
8303100388 

-- S3031OQ3*39  Reapnnds    to   NRC  Q212O3    Itr   re   violations   noted    in    IE    Insp 
He  ft   30-341/B2-14  Corrective    actions    Deviation   Disposition 
Requiit    (DDR)     1737   revised    to   require    originator    quality 
reiriieHT    to   provide    copy    of   void    DDR 

HELLS,  D   A        Detroit   Edison   Co        B3/02/22        LITTLE.W  S        Region   3, 
Office    of   Director        lOpp         1B3B1    030        24X    Flche    30-341,83/03/04, 
030B10O3SB 

B303040O33    IE   Info    Notice  83-2?,     "Fuel    Binding    Caused    by   Fuel    Rack 
Deformation    "    Svc     list    end 

JORDANiE  L        Division   of   Emergency   Preparedness   t,  Engineering 
Rtiponi*    IPatt    830103)        S3/03/O&  Consolidated    Edison   Co      of   Neui 

yorki      Inc          113pp          IBS23   24B         24X   FichB    30-000-33/03/06,8303040033 

B30304O034    IE    Info    Wotic*   03-30,     "Misapplication    of   Generic    Emergency 
Operating   Procedures    tEOP)    Ouldelines    "   Svc    list    encl 
JOrtOAH,  E  L        Division   of  Emvrgency    Preparedness   b   Engineering 
Rufcnss    <f'nit   83O103)        33/09/11  Consolidated   Edison   Co      of   Neu 

Varlri     Inc         114pp         18324   003        24X  Fiche    30-OOQi  83/03/1 1,  8303040034 


B3Q9030S9&    Interim  deficiency    rept   re    calibr   of   Rosamount   Model    31O  DU 
trip    units     Initially    reported    on    B20730   Potentiometers 
replaced    in/components   containing    gold    contacts    tc-    prevent 
oiidatlon    nf    trip    letpolnt 

WELLSiD    A         Detroit    Edison    Co         83/04/13        KEPPLER,  J   0         Region    3, 
Office    of    Director         2pp          IB303   212         24X   Fithe     50-341,83/04/15, 
0303030576 

B305030361?    Interim  deflcienci;    rept   re    potential    Palluro   of    ITE  4,160- 
volt    circuit   breakers   due    to   cracks    in   puffer   piston   shafts 
Initially    reported   an   B30321    One    failure    observed    at    linkage 
connecting    pin    on   shaft 

WELLS, R    A          Detroit    Edison   CD         B3/O4/18        KEPPLER, J   0         Region    3, 
Office    of    Director         lp         18306   216         24X    Flche    30-341 ,  B3/04/1H, 
8303030349 

B3030S0085    Deficiency    rept   re    questionable    qual  1  fica tl nn   of   certain   LK 
Cornstock    QC    personnel    Initially    reported    on  83031J 
Certification    files    updated    to    reflect   prior  uic-rk 
experience    Const   not   adversely    affected 

WELLS, D   A          Detroit    Edison   Co         03/O4/20        KEPPLER, J   0         Region    3, 
Office    of    Director         2pp         1B27B   24B        24X   Flche    3O-341,  H3/O4/30, 
830S0200B5 

B30512039S    Interim   deficiency    rept   re   miEapp  1  Icat  1  on    of    ITE  fiould 
circuit   bT^akers    In   poet~LOCA  hydrogen   recombtners    -supplied 
by   Rockwell     Intl    Initially   reported    on  B30329  Hatter    under 
Investiga  t  ion  Final    rept    by    a  30  BOB  Reported    per    Part    SI 
MANNO,B   F          Niagara   Hohauk    Pouier    Corp         B3/04/2A          STflROSTGCKI,  R 
Region    1.     Office    nf    Director         2pp          10433   072         21X 
Flche    BO-OOO,  03/04/26,  6303120392 

— 0303120'tO'l    Part    21    rept   re    failure   of   post-LOCfl    hydrogen    recomblner 
component    during    I EEC- 323   qualification   program   Circuit 
breaker    not    properly    selected    for    specific   application  Plant 
operator's    notified    of    deviation 

EMPEV.D   C         Roclwell    Internationa!    Corp        B3/03/11        CQLLINS.J  T 
Region    1.     Office    of    Director         3pp          15433   O74          24X 
Flche    30-OOO,  83/04/26- 030&120392 

8305100013    Interim   deficiency    rept   re    loose   nuts    on    driju/ell    &  iteam 
tunnel    beams    of    structural    steel    sliding    connection   92 
Initially    reported   on   830328   Deviation   Disposition    Request 
MP-11006    Initiated    on    B30406 

WELLS. D  A         Detroit   Edison  Co        83/04/23        KEPPLER,  J  0       Region   3, 
Office    of    Director         lp         19377    133         24X   Fiche    30-341,83/04/58, 
B303100015 


6303040040    IE    Info   Notice  83-31,     "Error    in   ADLPIPE  Computer   Program    " 
eve    list  end 

JORDAN,  E  L        Division   of   Emergency    Preparedness    t>  Engineering 
Ruponi*    (Pott   S3O103).       Q3/03/19  Consolidated   Edison   Co      of   Neui 

York.     Inc         I14pp         1B697  009        24X  Flcha    30-000,83/03/19,8303040040 

9301170361    Forwards    IE    Insp   Rept    50-341/B3-OB    on   830411-13  No 
none  cm)}  1  1  ance    noted 

PitfERIELLO,C.  J,        Region   3,     Office    of    Director         03/05/23,        WELLS,  D   A, 
Detroit    Edison  Co        2pp         10642  016        24  X   Fiche    30-341,83/03/23, 


--S309270S70    IE    Imp    Rept    SO-341/B3-00   on   B30411-13  No   noncomp  1  lance 
notitf   Major    ar««i    inspected    prcoperatlonal    radiological 
environ   monitoring    program,  including   mgt    controli  program 
inplifflintatlon   !<   rtsults   ti  QC 

CESTMANN,  M  J    ,     ftOZAK,  S,  ,    SCHUMACHER,  M        Reg  ion  3,    Office    of 
Director,       B3/03/S5        7pp         10642,018        24X  FIcho    30-341,83/03/23, 
8305370261 

630304OO-4A    IE    Info   Notice  83-33,     "Nonrepresentati  va   Sampling    of 
ContBffl  ITU  tad   Qll    "    Svc    list    encl 

JORDAN,  E  L.       Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   93O1O3)        B3/OS/S6  Consolidated    Edison   Co      of   Neu 

Yorti     tnc         114pp         10647  007        24X  Flche    50-000,83/03/26,8303040046 


0303100110   Final    Deficiency   Rupt   73  re    reactor   mode    sultch    failure 
Initially    reported    on  020701    Switch    handle   replaced 
Documentation    for   replacement    sultch    handle   acceptable 
WELLS,  D   A         Detroit   Edison   Co         03/04/29        KEPPLER,  J    0        Region    3, 
Office    of     Director         lp          10373   031         34X   Fiche    30-341.  B3/O4/E9, 
83031001  IB 


0309100134  Final    Deficiency   Rept   33  re    overpressur  i  lat  Inn   of   standby 
liquid   control    «ys   pump    Q    Initially   reported    on    B21206 
Caused    by    disconnected    terminal    uire    on   relay   No    ayj    damage 
•xiiti    item   not    reportable   per    IOCFR50   35(s> 

HELLS, D   A          Detroit    Edison   Co         B3/05/03         KEPPLER. J   G         Region   3, 
Office    of    Director         2pp         1B374   219         34X   Fiche    30-341,  B3/03/05* 
3303100134 

8303170207  final    deficiency    rept    I  Item   Bl )    re   arc    strikes  on   primary 

containment    pipe    penetration    bellouis    Initially    reported  on 

B21123  AnalijEls    of   bellows   repair   revealed    fatigue    test  mat 
ASME  requirements    Item  not   repnrtable   per    10CFR50   S3le) 

HELLS,  D  f,         Detroit   EdHon  Co        03/03/06        KEPPLER,  J    0,  Region  3, 
Office    of    Director         2pp         1B466   320         24X   Flche    30-341,83/05/06, 
0303170307 
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B3QS17033S    Interim    doficlency    rept    (Item    tit    ve    GE   error    In  RHU    HX 
Plow    calculations     Initially    reported    on    330405   GE    performed 
evaluation    of    Plow    deficiency    {.    concluded    tower    baffle 
plate*    of    HXa    required    mod    &    rguioTk 

WELLS,  D   A         Detroit    Edison    Co          B3/O3/06         HEPPLER,  J   0         Region    3, 
Office    of    Director          Spp          1644,7    336         34X    Fittie    30-351.83/03/06. 
B30317O333 

0303370425  Part   31    rept    re    potential    problem   u/S-pha'a  e    rectifier 
OSiimb  lif    in    Bfciter    not    connected     in    parallel    uhlch    could 
cauie    premature    failure     Initially    reported    on    B3032Q    Utlli 
ultl   measure   vltn-atlon 

HAISLEH.RK         Litton    Inif  ustr  i  ei,  Inc          S3/O5/3Q         KEPPLER. J   S         Region 
3,     Office    of    Director         3jjp          1844A    213         2flX    Ftche    30-000,  B3/O3VSO. 
63032704.35 


T     Hearing    transcripts    on   -non-antitrust  matters 


—  0303060669  Amend   SO   to   License   NPF-1 ,  add  ing    License   Condition   S  C  ItQl 
(per    10CFH75   8)    re    Imp  1 emantatl on    of    IAEA   safeguards  «t 
facility    In    response    to    B30323    Itr 

CLARK, R   A         Operating    Realtors    Brancti    3         83/04/27        7pp 
1B337   339         £4X    Fiche    SO-344,  03/01/27.  B305O6O666 

— B305Di50670   Notice    of    issuance    &   availability    of    Amend    BO    to    Licinit 
NPF-1 

CLARK, R  A        Operating   Reactors    Branch    3        B3/04/27       Sfp 
18337   346         SIX   Flche    50-344,  B3/O4/27- 8303060666 

8309020433   Generl-c   Ltr   83-19   to   all    pnuier    reactor   5<    tasting    licensee) 
re   neui  procedur  ei    for   providing    public    notice    concerning 
Issuance    Of    amends    to   DLs    Svc    list    end 

EJ8ENHUT,  D   0         Division    of    Licensing          83/03/02  Consolidated 

Edison   Co      of    Neui   York,     Inc          BOpp          13441    12O         24 X 
Flche    30-000,33/03/02,  8305020435 


B3030601B8    Transcript     of    33-0504    oral    argument    In    Bethesda,MD   Pp     1-76 
*      Atomic    Safety    anil    Llcen'  ing    Appeal    Pan-el         B3/O5/04         78 pp 
1H343    112         34X    Flche    50-341 .  B3/O3/04, S303O6OJ83 


DOCKET   50-344    TROJAN   NUCLEAR    PLANT 

F     S-ecuritv,    medicalr     emergency    &    fire    protection    plans 

B305040417   Requests    eiemptlon    Prom    fire    protection   requirements    of 
Section    til    G   2    c-f    App    R    to     10CFR30    per     IOCFR3D    13   re 
49-ft    elevation    of    fuel    &  4uxilia.ru.    blag   Proposed    nodi 
provide    adequate     level     of    protection 

WITHERS.  D    D        Portland    General    Electric    Co        B3/04/S7        CLARK,  R  A 
Operating    Reactors    Branch   3        5pp         16322    121         SIX 
FlchB    30-344,  63/04/27,83030-10417 

B305O6066&  Forward  5    Amend    BO    to   License   NPF-1    i    notlcir   of    Issuance   & 
availability   Amend    adds    License   Condition   3  C    CIO)    re 
Implementation   of    IAEA    taPeguarda    at    facility 

CLARK,  «   A         Operating    Reactori    Branch    3         93/O4/27         WITHERS.])    D 
Portland   General    Electric   Co        4pp         1B357  335        24X 
Ficfte    SO-344,  B3/04/27,  B3030&066& 

—  &3050606i{?  Amend    BO    to    License    NPF-I,  adding    License  -Condition  2  C    <10> 
(per    10CFR75  B3    re    (nip  lenient  at  tun    of    IAEA    safeguards    at 
facility    in    response    to  8303  23    Itr 

CLARK,  »  A        dperatlno    Reactor*    Sranch   3        s3/04/a?        7pp 
1B337    33?         24X    Flche    30-344,  83/04/37. 


3303040670   Notice    of     issuanc 
NPF-1 

CLARK,  R   A         Operating    Reactors    Branch    3         B3/04/27 
1B337    346         34X    Fiche    30-344.83/04/27,3303040666 


ova  i  labi  1  i  tu.    of    Amend    BO    to   License 
2pp 


8305110034    Generic    Ltr    B3-Z1    to   all    llce-nsee-s    of    operating    reactors, 
applicants    for    QLs   &    holders    of    CPs    re-   clarification   of 
acces«    to    control    procedures    for    lay    enforcement    visits 
Bve    list    end 

EISENHUT.  D  Q        Division   oF    Licensing.       B3/O5/11  Consolidated 

Edison  Co      of  Neui  Vorki     Inc         lip  p.         13310  093        24  X 
Ficbt    30-OOO,B3/OS/11,  B303I10034 

830SS00030  Notifies    chat    NURE  0-0737,  Ham    III    A    2   1,     "Emergency 
Preparedness,  UpjraiJe   Emergency   Plans    to   App   Ei  lOCFJfSOi  " 
completed    Item  closed 

CLARK.  R   A         Operating    Reactors    Branch    3         B3/Q9/1Z         WITHERS,  B    D 
Portland   Deneral    Electric   Co        3pp         IG54O    120        S4X 
Flcht    30-344,  H3/0&/1S.  B3O3200030. 

P,    Operating    Ucenip    stage    documents    &t   correspartdence 

B305S305B1    Forward*    lists    of  NRC    Lnlblated    t<  THl-relatBd    backflt    Ibemt, 
in   response    to  B3020B    Itr   Bactftttino    costs    rtaulting    from 
utils  oun   needs   also   provided. 

HITHERa-  B   D        Purtlanii   General    Electric    Co        83/03/24 

TOURreU-QTTE.J        Regulatory   R«  f  arm    Talk   Force         4pp         1B541   314         24X 
Flche   30-34fl,  83/03/24,  B30S230S81 

9305230730  Forwards    lilt   of    utils    respandins    to   requests    for    co»t 
figures    on    backfilling 

TOUKTELLOTTE,  J         ReeuUtOrv   Reform    Talk    Force          83/04/11 
PALLADIND.N  J        Comfnl  ssl  oners         Hpp         IBS4?  272        24X 
FIch*    30-000,83/04/11.6303230720 

B3E)SOfi0666   Foruardi   Amend    BO    to   Llcanse    NPF-1    J.   no  tic*    of    tavuanc*    ti 
availability   Amend    adds   License   Condition   2   C    (10)    re 
Implimintatlon   of    IAEA   lifeguard*    at    facility 

CLARK,  R   A        Operating    Reactor*    Branch   3        S3/Q4/27        WITHERS,  B   D 
Portland    General    Electric    Co,       4pp         19337  333        24X 
FUfte    30-344.  B3/04/S7,  B3050i,0ii6 


8309060600  Forward 8   application    For    amend    to   License   NPF-1    to    alloy 
continued    use    of    fuel    assemblies   modified   u/stalnless    ite*l 
rods    &  partial    grids  Certificate    of   Svc    for   License  Change 
Appl  i  cat  ion  *JO  end 

WITHERS.  D    D,        Portland    General    Electric    Co         B3/O3/OS        CLAHKi  R   A 
Operating    Reactors    Branch    3        lp         1B348  338        24X 
FUhB    30-344,  83/OS/OE,  B3Q3060600 

— B30306060A  Application    for   amend    to   License   NPF-1    to   allow  contlnuid 
use    of    fuel    assemblies    modified   u/italnless    steel    rods  h 
partial    grids 

WnHERS.B   D        Portland    General    Electric    Co        83/03/02       9pp- 
1B34H   33B         24 X   Flche,  BO-344,  B3/03/O2,  830SO60600 

B3 03 090 63?  Generic    Ltr  83-2O    to   all    operating    reactor    licini»f»    t 
holders   of   CPs    re    integrated    scheduling    for    Implementation 
of   plant   mods   Svc    list    end 

EISENKUr,  D   0         Division    of    Licensing          83/OB/O7  Consolld*t*d 

Edison    Co      Of   Neu   York,     Inc          16pp          1B627' 133         24 X 
Flche    30-000-  83/03/09.  S30S090639 

6305130240  Advisee    that   Cycle    VI    core    physics    data    values  tt   plot 
requested    by    Tech    Bpec    &  <?    1    10  cannot    be    submitted    an 
schedule   due    to    design    delay    in   design   of   core   Approval   of 
delayed   submlttal    requested 

WITHERS,"    D         Portland    General    Electric    Co         B3/03/Q9        MARTlNiJB 
Region    3,     Office    of    Director         2pp          IB439    193         24X 
FlChe; 30-344,  B3/O5/09.  B305130240 

8309S00013  Advises    that   hydrogen   vent    valve   replacement    scheduled:    fo.r 
1933   refueling    outage    postponed    until    19B4   refueling    outage 
or   next  permissible    date    per    operating    schedule   Delay    caused 
bg    late  valve    delivery    from  mfg 

WITHERS, B   0        Portland   Qeneral    Electric    Co        83/03/13       CLARK.  R   A 
Operating    Reactors   Branch    3         lp         1B319  OB3        24X 
Flche    S0-344i  83/03/13,  B303200013 

8305360-275  Forwards    lists    identifying    saf sty-related    electric    eq.ulp0*nt 
lUbj    to   environ    qualification, per    10CFR9D  49(g)    Hydrogen 
vent   valves  mill    not   be   replaced   u/fully    qualified    valves 
until    19B4   refueling    outage 

WITHERS."    0         Portland    Oenaral    Electric    Co         B3/O3/20        CLARK. 8   A 
Operating    Reactors   Branch    3        Zlpp         18623  313        24X 
Flche    30-344,  B3/O3/20i  B30326O273 

B303B701B2  Forwards   License    Change   Application   92  requesting    amend   to 
License  NPF-1    Amend    revises    manipulator    crane   operabillty 
load    testing    requirements 

WITHERS,B   D         Portland    General    Electric    Co         B3/O3/24         CLARKtfl    A 
Operating  Reactors    Branch    3         lp         16i37  352        SAX 
Fiche    SO-344,  B3/O3/S4.  B305370102 

— B30337O1B6  Llcensa   Change    Application    92   revising    manipulator    crane 
operabllltu    load    testing    requirements 

WITHERS,  B    D         Portland    General    Electric    Co         B3/O3/24        3PP 
19637   333         24X   Flcht    30-344, B3/03/B4, B303270182 

— B3038701B8   Proposed    Tech   Specs    revising    manipulator   crane   op»rnbllltlil 
load    testing    requirements 

*      Portland    Oenera-1    Electric    Co        83/03/24        2pp         1B637  33&        S4X 
Flche    30-344,83/09/24.8303870182 

B 30 32 7030 5  Forwards    License   Change   Application   91    far   amend    to 
License   NPF-1,  revising    MBIV  fc   pressurized    code    safety   valve 
surveillance   requirements 

WITHER9.D  O        Portland    General    Electric    Co        S3/09/24        CLAftK- R  A 
Operating   Reactors   Branch   3         lp         18641.202        24 X 
Flcht    30-344.  83/03/24,  830S270203 

— B3OS270BI1    License   Change   Application   91    for  amend    to  License   NPF-li 
revising    Ma IV  fc    pressurized    code    safety    valve    surveillance 
requirements 

HITHERS.B  D        Portland   Ganeral   Electric    Co        83/03/24       4pP 
16641:203        24X   Flche    30-344,83/03/24,8303270209 
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—  0303-370282   Proposed    Tech    Spec    revising    MSIV  b   praaaurlied    code 
**fettj    valve    surveillance    requirements 

*      Portland  Central    Electric    Co        83/03/24        3pp         1B641    207        34  X 
flcbt    30-344,03/03/24,  B305E70203 

Q      Inspection  reports,     IE   Bulletins    b   correspondence 

9aia0603B3   IE   Info  Notice   83-14.     "Deu/atered    Spent    Ion   Exchange   Resin 
Buiceptlo  11  Ity    to   Exothermic   Chemical    Reaction    "    Svc    Hit 
•  nc  1 

TAVLOR.  J  W        Dlvlilon    of   Safeguards    t.    Inspection   Programs    (Po»t 
B3iJlO3>        83/03/S1  Consol  Idated    Edison   Co      of    Neui  York,     Inc 

183-08'3I9         24X    Fiche    30-OOO,  B3/W3/21.  8213060383 


Q3O31705i2   Forwards    IE    Imp    Rapt    30-344/93-08    on    83Q323-2S   No 
nancampllance   nottd 

eOOK<H,£        Region   S,    Office    of   Oirsctor        83/04/OB        WITHERS.D 
Portland  general   Electric   Co       2pp        1B468   144       24X 
FJcA*.  M-344.  63/04/OB,  B30317036S 


B3O304Q034    IE    Info   Notice  B3-30,     "Misapplication   of    Gen-eric    Emergency 
Operating    Procedure*    (HOP)    Guidelines    "    6vc    list    end 
JORDAN,  E    L        Division    of   Emergency    Preparedness    it   Engineering 
Respan«a    (Post   930103)         B3/O3/11  Consolidated    Edison  Co      of   New 

Vork,     Inc          114pp  1SS24   003         24X   Flche    30-000,  B3/O5/1 1,  B303040034 

B30304004Q     IE    Info   Notice   83-31,     "Error     in    ADLPIPE   Computer   Program    " 
Bvc    Hit    encl 

JORDAN.  E  L        Division    of  Einergonei)    Preparedness   !<  Engineering 
Response     (Post    B3Q1O3)          83/03/19  Consolidated    Edison   Co       of    Neia 

Vork,     tut  114pp  IGblJ   009         S4X   FlchO    30-000,63/03/19,8303040040 

030304004i    IE    Info  Notl-ce  83-33,     "Nonrep  rosenbatl  ve   Sampling   of 
Contaminated    Oil    "    Svc    list    end 

JO R DAN i  E  i.        Division    of  Emergency    Preparedness   &  Engineering 
Response     (Pnat    B3O1O3)          83/Q3/2&  Consolidated    Allison   Co       Of    Nau 

York,     Inc          H4pp  18647   007         34X   FichB    30-OOO,  B3/OS/S6,  83Q3040046 

S     Rep'Qrtable    occurrences-,    LERs   &   related    correspondence 


--B3O51703&7    IE   Imp   Rept    90-344/83-08   on  830322-33  No   noncomp  1  lance 
not*d   HBjor  areas    inspected   radiation    protection    programi 
Including    proceduroii  iiirveyti  genera  1    emp  loifee    training, 
pelting   &   labeling    ti   external    b    Internal    eipaoure    control 
CJLLIS,M    ,     HENeLAWaKI.F   A    ,     BOOK,  H   E         Region    3.     Dfflct    of 
Director        B3/04/07        llpp         1B46B    14B        34X   Flche    30-944,83/04/00. 
B3051709&8 


IE   Info  Notice   93~21,     "Defective    Emergency    Doe   Respirator    " 
Hit   encl 

L        Division   of   Emergency    Preparedneas    !<   EngIne»rlnB 
Re«ponit    (Post  830103)         83/04/13.  Consolidated    Edison    Co      of  Neui 

Yorfcj     Inc         126pp        18433    133        2<4X   Fichu    30-000,83/04/19,8303040051 


Bvc 


8305 130224   Forward!    irpdated   LER  &3-001/01X-1    DB tailed    event  anali^lls 
encl 

WITHERS,  B    H         Portland    Oinersl    Electric     Co         33/04/22         MARTIN,  J   0 
Rvglon    3,     Office    of    Director        3pp         18439  323        31 X 
Fiche    30-344,83/04/22.8303130224 

— B30S130232  Updated    LER    83-001/01 X~I    on    830106, as-bui  1 1    tontfltiani    in 
miionrij    ualls    differed    from   conditions    In   previous    seismic 
response    analgse-s    Cause   not    stated   Further    investigations 
In    progrens 

BUSHNELL.T  E        Portland   Oenerll    Electric   CD        83/04/21  Region 

3,     Office    of    Director          Ip          1843?   336         2flX   Flcha     3(5-344,83/04/22, 
0303130024 


6303040023    IE    Info  Nottc*    B3-2B-     "BWR   Safety/Relief    Valv«    Failures    " 
Bvc    Jlit    tncl 

JOflDANiE  L        Division    of   Emergency   Preparedness    b  Engineering 
Rilponi*    (Pott   B30103)         B3/04/22  Consolidated    Edison   Co      of  Neui 

Vor-t.     Inc          112pp          1B3B3   OB9         24X    Flche    30-000,83/01/22,8303040023 

B3Q304QQ33    IE    Info  Notice   93-23,     "Inoperable    Containment   Atmosphere 
Sm*lnj  Sg»    "  Svc   lift   *ncl 

JORDAN  i  E  L        Division   of    Emergancg   preparedness   It  Engineering 
Hi  f  punt*     (Post   &30103)         83/04/23  Consolidated    Editon    Co       of   Neui 

Va-rfcr     Inc.       ll^pp        18381    291        34X   Flche    30-000,83/04/23.8303040029 

B303-O4D02&    IE    Info  Notice   B3-24,     "Lno»e   Parts    In   Secondary    Side    of 
St**nt  0«ner*tori   *t   PURs    "    Svc    list    incl 

JOftOAH.E  L-       Division   of    Emergsncy   Preparedness   *  Englnaeritig 
R«tponi»    (Past  830103)        83/04/28  Consolidated   Edison   Co      of  Neui 

VOr*.     Int.        113pp         18382   047         34X   Fiche    3O-000, B3/04/2B, H303040036 


830S13O143    Forwards   LER    B3-003/03L-0    Detailed    event    analysis    me  1 
YUNDT.C    P          Portland    Oeneral    Electric    Co         S3/04/27          MARTIN.  J    B 
Region   5,     Office    of    Director        3pp         1B43B   127        24X 
Ficha    BO-344i  B3/04/B7,  8303130143 

— B3031301S2   LER   83-OD3/03L-0    on    B30329.  p lant    did    not    have    emergency 
poijtr    -source    to   boric    acid    transfer    pump    used    in    Flo-upath 
from  boric    acid    storage    tank    during    core   alteration*    Caused 
by    personnel    error    Procedure   ulll    be    cldrlflad 

BAIR.O   O        Portland    Oeneral    Electric    CD        B3/04/27  Region    5. 

Office     of    Director          Ip         1B43B    130         SAf.    Fiche    3O-34fl,  83/O4/27. 
Q303I3O143 


DOCKET    50-34&   DAvIS-BESSE    NUCLEAR    POWER   STATION,     UNIT    ( 
F      Security,     medical,     emergency   b    fire    protection   plans 


3303040027    IE    Info  Notice   B3-2S,     "Standby    Oas   Treatment   Sys   Heater   High 
T*mp    Trip   Betpolnt   Adjustment    "    Svc    lilt    encl 

JOfl&ANiE  L        Division   of   Emergency    preparadnesa   &  Engineering 
Rtiponie    <Poit  S30103).       83/04/28  Consolidated    Edison   Co      of  Neu 

Yc-rfci      rnc          HSpp          13303    163         24 X    Flche    30-000,  83/04/29.  B303040027 

BK3O4O028   IE    Info  Notice   83-S6.     "Failure    of    Saf nty/Rel ief   Valve 
Dlvcharg*  Line  Vacvum  Breakers    "   Svc    Hat    anct 
JDRJJANi  E  L        Division   of   Emergency    Preparedness    Si  Engineering 
Ritjionsi    (Post  830103),       B3/OS/03  Consolidated    Edison   Co,     of   New 

York.      Inc          ISSpp.        IB441     170         24X    Flche    30-000. 83/03/03- B30304002B 

8303040*30   IE    Info  Notice   B3-27.     "Operational    Response    to   Events 
Concerning    Deliberate   Act*   Directed   Against    Plant 
Equipment   "   BVC   lUt   met, 

iJOHDAMtE   L        Division   of   Emergency    PrnparednosB    &  Engineering 
Risponsi    (Pott  830103)         93/09/O4  Consolidated    Edison  Co      of   Neu 

Ynrki      Inc          llSpp          18302:292         24 X    Flche    3O-000. 83/03/O4. 830304OO30 


B303100011    Foruards    final    rept    of    ENUL   participants    at    830413-14 
emergency    preparedness    exercise    Areas    tovered    Include 
technical    support    ctr.  control    room,  operations   support    ctr   ti 
offslte   monitoring    teams 

MARTIN,  J   B    .    THOMAS,  W  V        Battalia    Memorial    Institute.     Pacific 
Northuest    Laboratory         B3/04/B2,       PLOSKI.!        Region    3,     Office    of 
Director          S4pp          18377     137         S4X    Flche    3O-346,  S3/04/22.  B3031OOOI 1 

B30310OOBO  Forwards    IE    Insp   Rept    50-346/83-03  on  830315-18  No 
noncump 1  lance    noted    Notices    of    deficiencies  &  deviations 
encl. 

PAPEHIELLO.C   J        Region    3.    Office    of  Director        83/04/SS 
CROUSE.fi    P          Toledo    Edis-on   Co         2pp,        18377   23O        24X 
Flche    30- 34A.B3/04/22-  B3031000BO 

—8303100092   Notice   of    deflclancifli    From    inap    on  B30315-1B 

*      Region    3,     Office    Of    Director,        83/04/22        3po          1S377   232         2' 
Fiche    SQ-346,  B3/04/22,  B30S100080 


B3O304{X)31    IE    Info  Notice   83-38.     "Criteria    for   Protective   Action 
fUconi»iHd«tinn«    for  Oenerjil    Emergencies    "   Svc    list    encl 
•MftDAHiE,  L        Division   of   Emergency    Preparedness    &   Engineering 
R«»pansi    (poit  830103).       33/03/04  Consol idated , Edison  Co      of   Neui 

York'     Inc         ll?pp        18441.  O01         24X  Fiche    SO-000.  83/O3/04.  8303040031, 

B303O40O33    IE    Info   Notice   83-29,     "Fuel    Binding   Caused    by   Fuel    Rack 
Difor«*tion    "   Svc    list    encl. 

JORDANiE.  L        Division   of   Emergency    Preparednets   k  Engineering 
Ritponie    (Poit  S30103)         33/03/06,  Consolidated    Edison   Co      of   Neu 

yard'     Itic.        llSpp          1B383   248         24X    Fiche    50-000.  B3/OS/06,  B303040033 

93C-9I301&4  Reiponds    to    1C  Bulletin   83-03   re   check    valve    failures    in 
nw    water    coaling    sys    of    dlasel    generators    No    check    valvtt 
loc«t*d  In   »us, Sus   consists   of   cloned   coaling    loop    for   each 
unlt'Mhlch    li   cooltd    by    svc    uater    »g*. 

»nHKKB,B    0        Portland    Oeneral    Electric    Co        83/05/09        HARTIN.  J   B 
Htgfan    3,    Office    of   Director        Epp         IB437  299        34X 
Fie  h"J 30-344, Q3/03/09,  B3091301&4 


-- .B303100084   Notice   of    deviation    from    insp    gn  S30313-1B 

•      Region    3.     Office    of    Director          83/O4/23         Spp          18377   333         H4X 
Fiche    80-346,  83/04/22,  6308100080 

— BSOSIOOO'JO    IE    Insp   Rept    SO-346/B3-O3   on   B303I3-1B  No    noncompl  iance 
not»d, Major   areas    inapacted    folloiiiup    insp    of    items 
identified    during    -emergency   prflparedne^s    implementation 
appraisal     on    8302OB-I9. 

PLOBKIjT  J,  ,    AXELBON.  W  L        Region   3,    Office   of   Director        83/O4/SO 
12pp         10377   237-       H4X  Fiehe    SO-346,  FJ3/O4/33i  83031000BO 

B303060395  R  if  lease*    public    version    of    temporary   mod    roqusst   to 
amergvncu,    plan    Implementing    procedure 

FELTON,  J,  M        Division    of   Rules   and    Records        83/04/23  Document 

Management    Branch         ij>,        18339    IBS        24X   Flche    30-344.  B3/04/23j 
030906039S 
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— a30304Ot01    Forwards    pufllie    version    of    Temporary,    Mod    Request    T-71Q4 
to    Emergency   Plan    Imp  1  sniEnt  i  ng   Procedure  El    1300  O7- 
"technical    Support    Ctr    Activation     "    Receipt    form    encl 
»      Toledo    Edison    Co         B3/04/11  NRC    -   No   .Detailed    Affiliation 

0|v«n         lp          IB3S9    ISA         24X    Fiche    30-3*6,  B3/O4/25.  B305O60595 

— 83Q30i060B   Public    version    oF    Temporary    Hod    Request    T-7104     t»   Eflier0uncy 
Plan    ImplBraBntinj    Procedure    El     130O   07,      "Technical    Support 
Ctr  Activation    "    Rev   37    to    inde.    encl 

mjflDEL.H    ,     FAHtS,  J   A    ,     MLJHRAY,  T   D         Toledo    Edlac-n    Co         83/04/03 
3(1(1          10359    187         24X    Fiche    3O-346,  83/O4/2S,  H30S06O399 

93030*0693  Releases    public    version    oF    rev    to    emergency    plan 
Implementing    procedure 

FELTON, J   M         Civilian    of    Ruin    and    Records          63/04/33  Document 

Management    Branch          lp          10333    I  Si         3-tX    Ficne    9O-346,  93/04/23, 

8303060692 


J      Insurance    ti    indemnity    information 

B30BU0105    Forwards    Endorsement    44    t'o    NELIA  Policy   NF-236  & 
Endnrtement    34    to    MAELU  Policy   MF-92 

GOLDEN.  M  P        Marsh    6  McLennan.     Inc         83/03/OS        SALT2MAN,  J 
A*«iitant    Director    for    State   &  Licensee   Relations        3pp         13431   0!3 
SAX   Flcne    3O-344.  83/03/02,  B30516O1OS 


P.     Operating    lice-nse    stage    documents    &   correspondence 


9303230716   Responds    to   830200  request    for    backfltttng    etpendl turn, 
Actual    cast    at    DL    date    uas   *3B3  million   Projected   addl 
future   cost    For    HftC    imposed   modi    conservatively    estimated    at 
fZA,  900,  000 

CRDuBE,R    P         Toledo   Edison   Co        83/02/1B        TOURTELLQTTE,  J 
Regulatory   Reform   Task    Force         lOpp         18943  274        24 X 
Flthe    30-34^83/02/18,3303930716 


— 8303060699  Forward!    public    version   of    Hev    5    to   Emergency   Plan 
ImpltJiiirntJng    Proceifure    El     130O   OS,     "Emergency    Plan 
Activation    " 

»      Toledo    Edison    CD         B3/O3/31  NRC    -    Ho    Detailed   Affiliation 

fllv*n         3pp          1S35B-    IS?         24X    Flche    3D-346,  B3/04/23.  03Q9O60693 


8303230720  Forwards    list    of    utils    responding    to    reque»ts   for    co«t 
figure*   on    oackfittlng 

TOUHTELLOTTE. O        Regulatory   Reform  Task   Force        83/04/1 1 
PAU.ADIND.N  J.       Commissioners        2pp         IB34B  272        24X 
Flche    30-OOO.  B3/O4/II-B30D23O720 


—  B30S06O703  Public    version   of    Ruv   5    to   Emergency  PJan    ImplffmentinD 
ProeeduTB    El    13OO  Ot<     "emergency    Plan   Activation    "    Rev 
26    to    In  dei    enc  1 

MUKRAY.T   D    ,     QEVER.D    R    ,     BKIDEN.D   W         Toledo    Edison    Co         B3/03/2B 
40pp          18359    I6O         24X    FiiJie    3O-S46.  B3/04/23.  B303060fl92 

930503033?  Acl    receipt    of  £21306   proposed    changes    to    industrial 
security    plan   Chanflfr   0   acceptable   Comments    on  CJiange   A,  which 
dtcrsasfls    aeciuritg    plan    Bf  f  BC  t  i  vene-ss,  enc  1    EncJ-s    withheld 
(rrf    10CFH73   21) 

6TOLZ.  J   F         Dperatjna    Reactors    Dranch    4         83/04/26         CROUSE.  B    P 
Joltio    Edison    Co          lp          18306    3O6         34X   Fichu-    30-346,  B3/04/3A, 
930303038? 

83051  JOO34   Generic    Ltr   63-31    to    all    licensees    of    operating    reactors. 
applicants    for   OLs    *<   holtfers    of   CPi    re    clarification    of 
access    to    control    procedures    fur    Jau   enforcement    uiilts 
Eve    Hit   encl 

ElSENHuT.D   Q         Division    of    Licensing         83/O3/II  Coniol  i  dated 

Edlian  Co      of    Mew   York,     Inc         l<bpp         las^O   095        34X 
FiCfie    30-000.63/03/11,  0303110034 

B30327060S   Forward  9    IE     In»p    Rept    30-346/H3-O7    an    B304IB-I3   No 

violations    or    deviations    Identified   Woalrnesiei   ui/emefgencij 
elerclte    Identified    cuhlch   will    r«o.ulrc    corrective   action 
PAPEfilELLO,  C    J         fraglon    3r     Office    oF    Director         B3/O9/12 
CROUSE,  R    P         Toledo    Ed  i  ion    Co         3pp          I  &644    232         24  If 
F(ch«    50-34i,B3/03/12,B30527060S 

—8309370614    JE    Insp    Rept    90-34^/83-07   on   B30412-I3  WeaknB»5B5    Identified 
in    draft    eierclse    scenario 

PLOSKI.T   J    ,     PHIILLrPS.M   P    ,     ffLDERSEM,  M   B         Refllon    3,     Office    of 
Director        83/05/12         Upp         1B644    353        24X  Flctte    90-346,33/05/12. 
8303270603 

a303K4O251    Adviiei     that    App    B    to     industrial:    seeuritu    plan,  tranmi  tted 
in  Ajnend    96   tg   License    NPF-3,  contains    no   proprietary    Info 
GROUSE,  R   P        ToltcTo   E-d  1  *on   Co        83/OS/13        BTDLI,  J  P        Operating 
Heactora    Branch    4          Jp          10549    306         24X    Flcfte    50-34i,  B3/03/13, 
3305240591 


Per  wards    application    far    amend    to   License   NPF-3.  ref  lee  ting 
change    In   audit    Frequency,    of    -security    t-   em&rgencif   plans 
ta    IK  monCh-s 

CRDUBE.JI    P         Toledo    EOfiion   Co         B3/O3/19         STOL7,  J   F         Opurattng 
fisactors    Branch    4          lp          18399*332         24X   Fiche    30-34&,83/03/19, 
8303260241 

—  B3O526O245  Application    for    amend    to  License   WPF-3   reflecting    change    in 

audit    frequency    of    security   &   c^ergencij    plans    to    12  months 
CROUBE.  R    P         Toledo    Edison    Co         83/03/19         3pp          1B379.333         S4X 
Fich«    30-346,63/03/19,030926024! 

—  B30BSC.0248  rtarled-up    proposed    Tech    Spec    changes    reflecting    change    in 

audit    freq.Jenei;    of    security   &    emergency    plans    to    12   months 
»      Toledo    Edison    Co         B3/OS/19          lp          1SS99   336         S4X 
FIchi    30-346.  03/05/19,  63053(1034! 


8303040305  Responds    to   NKC   B30323    Itr    re    saf etu-relat«d   •lictriia] 
equipment    Justification    for   continued    operation    exists   for 
all    equipment    uMch    may    not    be    qualified   Response    submitted 
B3O310  contalni    no    changes    or    proprietary    Info 

CnOUSE,(l  F*  Toledo  Edison  Co  B3/04/29  BTOLZ,  J  F,  Operating 
Reactors  Br-aneh  4  SBpp  JH323  260  B4X  Fiche  30-346,  B 3/04 /B9, 
9309040303 

S30S170462  Dl  acus*«s    roeults    of   analysis    performed    to   de til-mint 
proDafi 1 1 1 ty    of    postulated    tornado    generated   missile 
contacting    gratings    covering    ventilation    openings 
pTQf*l) i  11  ty    acceptably    small    Condition   not   RO 

CROU3E,  fl  P         Toledo    Edison   Co        B3/04/29        KEPPLER.  J  Q       Region  3. 
Office  of   Director.       2pp         1B47O    136        SAX  Fiche    30-346,63/04/29. 
8309170463 

B30302043B  Oenerlc   Ltr    B3-19    to   all    pouer    reactor   &    testing   lictnttil 
re    neu  pro-cedures    for    providing    puDllc    notice    concerning 
lisuance   of    amend*    to   DLs   5vc    list    encl 

EISENHUr,  0    O          Division    of    Licensing         B3/OS/02  Consol  ldatt<3 

Ediion  Co      of    New    York.     Inc         SOpp         18441    120        24X 
FI  che, 30-00O,  B3/03/OS, 83030S0439 

03O304047?  Application    to   amend   License   NPF-3   revising   APP  A  to    Tith 
Spec   Tablss    4   3-6   &    4   3-10   re    extension    of    surveillance 
interval    for    steam    generator   outlet    pressure 
ill*  trumentat  ion 

CfiOUSE.R  P  Toledo  Gdiion  Co  83/OS/O2  STDLZ,  J  F  Opfratlnjp 
Reactors  Branch  4  3pp  18322  137  24X  Flche  30-346,63/03/02, 
8303040473, 

—  33O30404BO  Proposed    changes    to   App   A   to   Tech   Bpees    revUlna   Tabln 
4.  3-6  Ji  4,  3-1 0  r«    extension   of    surveillance    Interval    for 
steam  generator    outlet   pressure    instrumentation 

*  Toledo    Edison    CD         S3/03/02         4pp          1B392    139         24X 
Flche    30-346,  S3/O3/O2, B30304O472 

B3O3040491    Forwards   application    for    amend    to  License   NPF-3  revising 
Tech   Spec   Sfctlon   4    B    1.2,  Tables   4   3-11    Ei  3  6-3  ve 
surveillance    requirements    for   automatic    load    sequencer  & 
monthly    testing    of   auxiliary    feeduater    sys    logic 
CRQUSG.R   P         Toledo    Edison   Co        03/03/02        8TOLZ,  J  F       Operating 
Reactors    Branch    4         Jp         1S322    149        S4X  Fiche    30-346,83/03/03. 
8303040491 

— S303040497  Application    for   amend    to   License   NPF-3   r«vlsinj  Tetli    Spic 
S*cCIon   4   8    1    2, Tables   4   3-11    &  3  6-2   re    surveillance 
requirements    for    automatic    load    sequencer   &  monthly    testing 
of    auilllaru,    feeduater    sys    logic 

CRDyBE.R  P,        Toledo    Edison   Co        B3/05/02,       3pp         18322  146        24X 
FIcAe   50-344,  83/03/OS, 8303O40491 

— 0303040503  Proposed    changes    to   Tech   Spec    revising    Section  4  8    1-2' 
Tabl*s   4   3-11    &  3   6-2   re    surveillance    requirements    for 
automatic    load    sequencer   &  monthly    tectlng    of   auxiliary 
fe>eduatcr    fifi    logic, 

*  TDlado   Erflson   Co-         83/O3/03         Bpp          1B3B2.  149         2« 
FlchB   30-346,  03/03/Oa, B305040491 


8305360303  Respond!    to    NRC  830432    Itr   re    deflclencjss    notetf    In    IE 
Emergency    PrejiareilnBEi   AppraUal    fispt    SO-34.6/B3-O3 
Corrective   act  ions. procedures    raviaad, traininj    conducted 
&    sample    lines    shieldirf  a/lead   oriel:*   &    laad    blanket* 
CROU9E.R    P        TuUrfo   Edison  Co        83/03/20        KEPPLER. J  fi        Region    3, 
Office   of   Director        7pp        10639  344        24X   Flche    3 0 -34 6 , 93VO 3 /SO, 
8303260303 


B3030A03&3  Hollflcation    of   S30306  meeting    u/BtiW  Dinner*   Oroup    in 
B«thesd"a,(1D   to    discuss    core   barrel    failure   at   Raneho  Seen  tc 
Crv*tal   River   3,  future    plans    for   resolving    problem!, 
justification    for    continued    operation 

MINERrS       Operating    Reactor*    Branch    4        83/08/02        STOLZ.J 
Operating   Reactors   Branch    4,        Bpp         19363   O92         2*X 
Fich*.  90-000,  B3/OB/02f  8303060365 
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B3Q3060399   Forwards    response    to    B209S3    Itr    re    open    Items    in    NUREG-0612. 
"Control    af   Heavy    Loads    at    Nuclear    Pouer    Plants     "    Dynamic 
load    effects.  inservice    Insp    &   eiam   frequency    reviewed   Phase 
I!    reiults    expected   bg    830601 

CRQU3E.R   P        Toledo  Edison   Co        B3/03/O2        STOLZ.  J  F        Operating 
Reactors    Branch    4         7pp          18343    167         24X    Fichu    50-346,83/03/02. 


B30>51  7066<?  Forwards   Amend    90    to   License   NPF-3,  safety    evaluation   b 
notice  -of   Issuance  6   aval  labill  ti|   Anlend    modifies    Tech   Spec 
title   to    incorporate    revised    trip    setpoints    for    borated 
uaGir   storage    tank 

OE  AOAZIO,  A  U       Operating   Reactors    Branch    1        03/O3/Q3        CROUSE.R  P 
Toledo   EdUan   Co         3pp          1S496   329         24X    Fichu    30-346,  83/05/03, 
030317006? 

—  8303170673   Amend    33   to  License   HPF-3r  revi«  Ing    trip    setpointa    for 
toreted   water   storage    tank    &  bus    feeder    breaker    trip    delay 
8TOLZ,  JF        Operating   Reactors   Branch    4        S3/03/05        9pp 
1B496   333         SAX   Fiehe    3O-346,  B3/OS/OS.  8303170669 


B303200592   Advises    that    due    to    difficulties   bi/rev.  1  ic  ense  amend    request 
re    DHff    capability     redundancy    tultl    bo    submitted     bij    B3O615 
CROUSE.R    P          Toledo    Edison    Co          B3/03/13        9TOLZ,  J   F         Operation 
Reactors     Branch    4          Ip  1SS14     120        24X    Fictie    3O-346.  B3/03/ 13, 

9303200392 

8303340351    Forwards    response     to    630411    request    for    addl     info   re 
deletion    of    survo  1 1  ]  anc  e    requirements    for  auilliary 
leedmater    pump    tur&lne    speed    switches   Water    level    in    steam 
generator    controlled    at    33    inches 

CROUSE-ft  P  Toledo  Edison  Co  83/05/17  STOLZ.  J  F  Operating 
Realtors  Branch  4  4pp  1B574  075  24X  Flche  50-34A.  B3/03/I7, 
630S24D331 

B30326Qa41    Forwards    application    for  amend    to  Lice-rise    NPF-3,  ref  1  actl  ng 
change     In    audit    Frequency     of     security    &   emergency     plans 
to    12  months 

CROUSE'R    P          TolBdp    Edison    Co          B3/OS/19        STDL2,  O    F         Operating 
Reactors    Branch    4          Ij.          1S3?9   332        SIX   Flche     30-346,83/03/19, 
0303260241 


— B3031704>7B  Safety,    evaluation    supporting   Amend    3B    to   License   NPF-3 

*      Office   of  Nuclear  Reactor  Regulation,    Director        83/Q3/O3        3pp 
1849&. 341         24X   Flche    30-346,  83/O3/03, S303170669 


— B30S2iD243  ^ppl  1  nation    for    amend    ta   License   NPF-3   reflecting    change    in 
audit    frequancij    of    security    b   BmergBncy    plans    Va    12  months 
CROUSE.R   P          Toledo    Edison    Co         B3/OS/19        Op  p  16379   333         24X 

Fich*    30-346,  S3/OS/19,B3032A0341 


— B309170692  Notice    of    Issuance   &  availability    of   Amend    SB    to  License 
NPF-3 

STCLZ.J  F        Operating   Reactors   Branch    4        B3/03/OS        2pp 
1B496   314         B4X   Fleh«    30-346,  S3/OS/O5,  830S17O669 


— 0303260248   Marked-lip    proposed    Tech  Spec    changes    reflecting   change    In 
audit    frequency    e-P    security    &    emergency    plans    to    12  months 
«      Toledo    Edison    CD         B3/O5/19         Ip         18379    336         S4X 
Flche    50-31A,  83/03/19,6303-260341 


03O519010E  Faruiardt   Amend    37   to  License   NPF-3.  safety    evaluation  & 
notice  at    inuance  ti  availability   Amend    modifies    specs    to 
provide  4ddl    protection    to   mlnlmlie    potential    for    tou   temp 
avarpi*«iiupB   transients 

8TGLZ.J  F.       Operating   Rtactors   Brancrt    4        B3/O3/03        GROUSE,  H  P 
Tc-Kdo  Edison  Co        4pp         1B303  300        24X   Fiehe    90-346,83/05/03, 

83091  aoioa, 


B303240433   Foriiiards    info   re    environ   qualification    of    electrical 
equipment    Important    to    safety, per    10CFR30  49  List    of 
activities    to   resolve    technical    evaluation  rept    open    items 
end   Namca    limit    switches    sc-heduled    for    replacement    listed 
CROUSE,R    P          Toledo    Edison    Co          33/03/20        STOLI,  J    F         Operating 
Reactors     Branch    4          29pp          1S373    006        24X   Flche    30-346.  B3/0&/HO. 
8303240-123 


->- 83O91B0114  Amend    37   to   License   NPF-3.  mod  i  f  y  Ing    specs    to   provide   add] 
protection    to  mlnlmlie   potential    for    lou   temp    overpressure 
transient! 

ElOLtiJ  F,       Operating   Reactors   Branch    4        B3/03/03        lOpp 
18903  304.       24X  Flche    30-346,  93/03/03, B30S1B0102 

— 63Q3180139  Bafetv    evaluation    supporting   Amend    37   to   License   NPF-3 

*      Q/tie*   of  Nuclear   Reactor   Regulation,    Director        83/05/05        4pp 
1S903  314        24X   Flche   BO-346,  83/O3/03,  FJ30518010H 


Q      Inspection   reports,     IE   Bulletins   t  correspondence 


&21SD603B5    IE    Info   Notice   B3-I4j     "Deuiatered   Spent    Ion    Exchange   Re« 
Husceptl  b  i  I  i  ty    to    Eiotftermlc    Oiemlcal   Reaction    "    Svt    list 
encl 

TAVLOR,  J   11        Division    of  Safeguards   &   Inspection    Programs    (Post 
S30103)         B3/03/21  Consolidated  Edison  Co      of   Nmj   Vort,     Inc 

llSpp         1B30B    3!9          34X   Ficfte    3O-OOO,  83/03/21,  B212D4O3e3 


—  B3031B01B7  Notice   of    Issuance   i  availability    of  Amend    37    to  License 
NPF-3 

STQt-I,J  F,       Operating   Reactors   Branch    4        83/03/09        2pp 
EO903  313.       24X  Flche    30-346,  83/03/03,  B3031B0102 

6303110333  Forward*   response    to    open    Item   on   safe    load    paths    contained 
In   HfiC    820723   technical    evaluation   rept    of    utll    8202O1 
•uanittal   r«   control   of  heavy   loads   (NUREO-0612) 
CfitXJSEi  R  P.       Toledo   Edison   Co        83/03/06        BTOLZ,  J  F        Operating 
Heaetori   Drench   4        llpp         18406  201        24X   Flche   3Q-346r 83/03/06, 
83091 1O3B3 


B303040021     IE   Info  Notite    B3-SI,     "Defective   Emergency    Uie   Respirator    " 
Svc    Hit    encl 

JORDAN,  E  L         Oiviiion    of   Emergencij   Preparedness   &    Engineering 
Response     (PoBt    33O1O3)          B3/04/IS  Consolidated    Edison   Co      of    Haul 

York,     Inc  13*(ip  1B433    155         24X   Flche    SO-OOO.  63/O4/ 13, 3303040021 

B3030400H3    IE    Info    Notice   83-22,     "DWR  Bafety/Rel  i  af   Valve    Failures    " 
Svc    1 1st    encl 

JORDAWi  E    L        Division    of   Emergenty    Preparedness    &   Engineering 
Response    fPost    83Q103>         93/0 4 /aa  Congalldated    Edison  CD      of  Hem 

York,     Inc  llSpp  1B3B3    08-7         24X   FlchB    50-000,83/01/22,0303010023 


S3-051I0437  Foruards    "Bounding    Analytical    Assessment    of  NUREO-0630   on 
LDCA  fc  Operating    HJ/FT  Limits."    per  830403    Itr 

CROUBE,  R,  P        Toledo  Edison  Co.       S3/03/06        6TOLZ,  J  F        Operatlna 
Reactor*    Drench   4        If         1S404   380        34X  Flche    30-346, 83/03/06i 
8303110437 


83OS1000BO    Foruarrf-s     IE    Insp    Hep  t     50-346/83-03   on    B3O31S-lfl    No 
noncompl  lance    noted    Notices    of    deficiencies  ii  de-vJation* 
•ncl 

PAPEHIELLO,  C   J         Region   3.     Office    of    Director         83/04/22 
GROUSE, R    P          Toledo    Edison    Co          2p  p         [0377   S30         SIX 
FichB    30-346,  03/04/32,,  S3031000SO 


3309110443   "Bounding   Analytical    Assessment    of   NUREQ-0630  on   LOCA  (• 
Operating   kU/FT  Limits   " 

*      Bab  cock    &   gilcoi    Co         77-1143162-00         S3/03/06         EBpp 
18404   321,       S4X  Fiehe   30-346,  83/03/06,  B3031 10437 


—  8303100082    Notice    of    deficiencies    from   Insp    on 

•      Region,   3.     Office    of   Director        B3/04/32       3pp 
Fiene    3O-346,  63/04/22,  H3O3IOOOBO 


1B377  332        24X 


Otnerlc   Ltr  03-20   to   all    operating    reactor    licensees   i 
holder*   of    CPi   re    integrated    scheduling    for    implementation 
at    plant  nod*,  Svc    list   encl 

EI8ENHUT,D  0        Division   of   Licensing        83/03/09  Consolidated 

EdUon  Co.     itf  Ntuj  York>     Inc         16pp.       10627   133        S4X 
Ft,  cht    5O-000,  B3/03/09,  B30309O639. 


Respond*    to  830429    Itr    re   proposed    changes    to   Tech    Specs 
3   O  3  *   4.0.3  Check    in   payment    of    fee    transmitted 

CRCH/Se-R   p.       Toltdo   Ediion   Co        03/05/09,       MILLER,  U  D        Llcen*e   Fee 
H«nag*ntnt  Branch.       Ip         18437-101        24X  Flche    30-34o,B3/OS/09, 
S303  130032 

S;)O3IB0411    Provides    status   rept    on    Implementation    of    Integrated    livinn 

•  chidul*  program.  per  830412   Itr   Internal   tastr   force  & 

•  tandlng    coifirnl  tteetr  charged   u/varlous    living    schedule 

•  ctlvltleticriated    ti   utlllied 

CROUa£-iR.P,  Toledo  Edison  Co  83/03/10  STOLZ,  J.  F  Operating 
"•acton  Branch  4.  6pp.  1B48S  396  24  X  piths  30-346,  83/03/10, 
9303160411 


— B3031000Bt    Notice    of    deviation    from    inap   on  830315-1B 

I      Reoion    3,     Office,    of    Director        83/04/9S       3pp          19377  335        24X 
Flche    30-346,  03/04/3H..  BSQSIOOOSO 

—  B303100090    IE    Irsp    Rept    SO-34i/B3-O3  on   830315-10   Mo    noncnmpl  lance 
noted  Major    areas    inspected    follouup    insp    of    Items 
Identified    during    emergency    preparedness    Imp  lamentation 
appraisal    on   8 3020 B- 19, 

PLOSKI,  T    J    ,     AXELBGN.W    L         fiBglon   3.     Office    of    Director         B3/04/2O 
12pp         18377   237         24X   Fiehe    3O-346,  83/O4/32,  B3C-3IOOOBO 

B3O3040023    IE    Info  Notice    B3-23j     "Inoperable  Containment   Atmosphere 
Sensing   S-j  s    "    Svt    tlst    encl 

JORDANiE  L         Division    of   Emsrflfrncij    Preparedness   J.  Engineering 
Responie    (Post    030103)         B3/Q4/25  Consolidated   Edison   Co      of   Mem 

York,     Inc  117PP          18381    991          24  X    Fit  ho    50-000,  83/04^23,  B303040035 
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B3031703Q3    Forwards     IE    In*p    Rept    30-346/63-0-1    t*n    830301-04   &    09-11    & 
notice    of   violation 

8TREETER.J   F         Region   3,     Office    of    Director          B3/04/27         CROUBE.R    P. 
Toledo    Edison   Co         2pp          18466   O15         24X    FichB    30-316, 83/04/27, 
8305170303 


9303200309   Ac  k    receipt    of    S3O11B   &   OEO3    Itrs    informing    NRC    of    steps 
taken   to   correct   violations   noted    In    IE    Imp    Rapt 
SO-346/BS-2S 

SPEBSARD.fi  L  Division  of  Engineering  83/03/17  CRDU8E.  B  P 
Toledo  Edison  CD  Ip  IB3I6  O73  24X  Flche  30-316.83/09/17. 
8309200309 


--B305170308  Notice  of  violation  from  imp  on  B3O301-04  &  09-11 
STREETER.JF  Region  3.  Office  of  Director-  B3/O4/27  Ip 
lB4i.fi  0 17  24*  Flche  30-346,  B3/G4/B7.  8303170303 


— 930917031S    IE    Insp    Rept    50-346/B3-O4    on    83OG01-O4   S.   O9-11    Nonccmpl iancl 
noted   tiulverl   not   prepared    I>   ei-ami   not    given    to   tuio 
individuals  not    attending    -required    radiological    control 
r»q,ualif  i  cation    training 

EUTPHIN.B    N   ,    HAWKINS, F   C         Region    3,     Dffica    of   Director 
83/04/27         6pp          18466   O1B         24X    FltJie    5O-346.  B3/04/87,  8303170303 

9303040036    IE    Info  Notice    03-54,     "Loose   Parts    In  Secondary   Side    of 
Steam  Generators   at  PURi    "   Svc    list    end 

JORDAN,  E  L        Division   of  Emergency    Preparedness   &  Engineering 
Reijonse     (Post   83Q103).        33/04/20  Coniot  1  dated    Edison    Co-       of   NBU 

Vori,     Inc          M5pp         1B3B2   047         24X    Fithe    50-000, 83/04/HB.  S3O304002& 

8303040027    IE    Info  Notice   93-29.     "Standby    fiat    Treatment   Syl    H-eater  High 
Temp    Trip   Sttppint   Adjuitment    "   Svc    list    enc 1 

JORDAN, E  L        Division   of    Emergency    Preparedness   t  Engineering 
Response     IP  nit   830103).        83/04/28  Consolidated    Edison    Co       of   Neu 

Vorl,      Inc          HSpp          16393    163         24 K    Fiche    50-000,  B3/O4/28,  B303040027 


— 83032003  H   Responds    to   NRC   821231    Itr    re   violations    not  nil    In    IE    ET.II 

Rept   SO -34 6/83-2 5  Advises    that    response   Mill    be    submitted 

by   830301    Delay   due    to   number    of    organizations    involved    In 

preparation    of   response 

CHOtJSe.R   F         Toledo   Edison    Co         B3/01/1B         NORELIUS.C   E          DlvUion 

of  Engineering        Ip         18516  076        24X   Flche    30-346.  B3/OS/17. 

8303200507 

—8309200930   Responds    ta    NRC    S21221     Itr    re    violations    not  id    In    IE   Jfil» 
Rept   90-346/62-23  Reload    pattern   did    not    entail    unrevleuBd 
safety   questions    for    reason    stated 

GROUSE, H    P         Toledo    Edison    Co         83/O2/03         NORELIUS.C   E         Division 
of   Engineering        2pp         1BS14  077        24 X  Flche    30-346.83/09/97. 
B3QS200509 

—8303200927  Responds    to   NRC    B21221    Itr    re    violations    noted    In    IE  Inii 
Rept  3Q-346/BH-E3  Corrective   actions    cross-shuffle 
appropriately    considered    tt  proper    safety    evaluation 
performed   Retraction    of   notice   of    violation   requested 
GROUSE,  R   P        Toledo   Edison   Co        83/04/13        NORELIUS.C  E        Division 
of   Engineering         Ip         1B316  079        34X   Ftche    30-346,83/03/17. 
9303200309 


8303060919  Far-ward*    revised    "Inservlce    Imp   pump,   &  Va  Ive   Program." 
reflecting    rpsultt    discussed    at   830329  meeting 

CRDUSEiR  F  Toledo  Edison  Co  B3/04/E9  STOLZ.J  F  Operating 
Reactors  Branch  4  2pp  18391  113  24X  Fiche  50-346.83/04/89. 
B303  0-603  It 


— B30SQ&O323    "Intel-vice    Imp    Pump    !<   Valve    ProOT-afll    " 

*       Toledo    Edison    Co         83/04/29         23pp          1B331     115 
Fieh«    30-346,  B3/04/29.  B3050A0311? 


6303040028    IE    Info   Notice   £3-26,      "Failure    of    Saf  e  fcij/Re  1 1  of    Valve 
Dlsclurge   Line  Vacuum  Breakers    "   Bvc    list    enc  1 
JORDAHiE  L        Division   of   Emergency    Preparedne* s    k  Engineerinfl 
Raiponlt    (Post   B30103K        B3/O3/O3  Consolidated   Edlion    Co       of   Nsui 

York.     Inc          ISEpp          IB441     17O         SAX    Ficne    30-000.83/05/03,3303040088 

B30304O030    IE    Info   Notice   83-27,     "Operational    Response    to   Evmts 
Concerning   Deliberate   Acts    Directed    Aoalnit   Plant 
equipmtnt    "   Svi    lilt    enc 1 

JdRDAN.E  L        Division   at    Emergency    Preparedness    d  Engineering 
Sasponsf    (Post  Q30103I         &3/O3/O4  Consot  idated  Edison   Co      of  Neti 

Vorfc,     Inc          112pp          18382    2B2         24X    Fiche    50-000.  B3/O3/04, 83030-4003O 

fl3O3010031    IE    Info  Notice   B3-2B.     "Criteria    for   PTOtsctlve  Action 
ffecommendatifln!    *DT   Oeneral    Emirgencles-    "    Svc    lltt   urcl 
JORDAN, E  L        Division   of  Emergency   Preparedness    t  Engineering 
Fesponn     IPost   B30103H         83/OS/O4  Con^olidjited   Edi*nn   Co       of   NetJ 

Y»i-k.     Inc          119jp          13441    001          24X    Fl  cho:  90-000.  B3/03/04.  8303O40031. 


3303240067  Act    receipt    of   B3042?    Itr    informing   NRC    of    steps    t»fcin  to 
correct  violations   noted    In    IE    Insp    Rept    30-34&/B3-01 
Responslbill tiei    to   promptly    determine, evaluate    &  rept 
cjum   of   malfunctions    of    safety-related    eituipment   stressed 
SHAFErt.M  D        Region   3.    Office   of   Director        83/03/17       CHOUSE.  R  P 
Toledo  Edison  Co        Ip         10349  062        24X  Fiche,  30-346,  83/03/17. 
S303840067 

--B309240073  Responds    tn  NRC   B3030B    Itr    ra   violations    noted    In    IE  Iril 
Rept  30-346/B3-01    Corrective   actions    ttatualng    of    facility 
change   requests    initiated    to   assure    that    draulngs    reflect 
il-bullt   condition  Raduasta    panel    drawing    stick    updated 
GROUSE,  R  P        Toledo  Edison  Co        B3/04/29        NOREUUS.C.E        Division 
of  Engineering        ISpp         1894?  063        24X  Fiche    30-346, 83/O9-/17. 
B309340067 


B303200330  Acfc    receipt   nf   B30429   Itr   Concurs   in/decision   to  eitind 
completion   of    first    10-ijr    inservlce    imp    interval    to   end 
of   scheduled   Spring    1989  refueling    outage 

SPESSARD.R  L  Division  of  Engln»aring  B3/09/1B  C  ROUSE.  II  P 
Toledo  Edison  CD  Ip  1B31&  318  24 X  Fiche  30-346.83/03/18, 
8309200330 


—8303200337    Informs    of    intention   to    ontend    completion   of   flrit    SO-v 
Inservlce    ln«p    Interval    to    end    of    scheduled    Spring    19B9 
refueling    outage    to  coincide   u/other    planned    outages 
CRQUBE,  R   P        Toledo   Edlton  Co        83/04/29        KEPPLER,  J  0       fliclon  3, 
Office   of   Dirtctor         Ip         18316   219        H4X  Fiche-  90-346,  B3/CO/18. 
B303E00330 


B3O5100OI?6  Confirms    B3O627  ni-BtirB    in  Olen  Ellyn.  IL   to    discuss    SALP 
KORELItJS.C   E        Division  of   Project   &  ftestdsnfc   Program*        83/05/04 
CROUSE.R    P         Toledo   Edlton    Co          Ip          18377    274         24X 
Fleha    30-346, B3/O3/04.  B3031OO096 

8303040033  IE   Info   Notice  83-29,     "Fuel    Binding    Caused   by    Fuel    Rac* 
Deformation   "   Svc    list    end 

JORDAN. £   L        Division   ot  Emergency   Preparedness   ft  Engineering 
Response     (Post   B30103I          B3/03/OA  Consolidated   Edlion   Co       of   Neu 

York.      Inc          115pp          18323.24B         SIX   Ftche    3O-000,  B3/O5/06,  B303O40033 

8303040034  IE   InfD   Notice   B3-30,     "Misapplication   of  Oeneric  Emergency 
Operating    Procedures    (EOP)    fiuldellnes    "    Bvc    list   encl 

JORDAN, £   L        Division,   of  Emergent!)    Preparidne*s   *  Engineering 
Reioonte    (Post  8301031.       63/03/11  Conso 1 1 tfatetf  Edison  Co,     of  Neu 

York.      Inc          H4pp          1B524   O03         24X   Fiche    3O-OOO.  B3/03/1 1,  B3O3040031 

B30S270605   Forwards    IE   Insp  fltpt   50-346/B3-07  on    830412-13  No 
violations   or   deviations    Identified    Uealtneases    u/energencu 
etercise    identified  which   ulu    require    corrective  action 
PAPERIEH.O.C   J        Rtglon   3,    Office    of   Director         83/03/12 
CRQUSE.R    P         Tolrdo   Ed  I  ion    Co         3pp          16644-253 
Fl  Che.  30-346,  83/03/18,  B303S7OiD3 


24  X 


— 9303S70614    IE    In.p    Rept    SO-346/S3-07    on   830412-LS   Uealiness.i     Identified 
In   draft    eiereUe   scenario. 

PLOSKI.T   J   ,    PHILLIPS.M   P.,     OLOERBeN.M    S         Region   3.     Office    of 

S5S-        M*    Flch«    50-3 


B303040040   IE    Info  Notice    B3-31.     "Error    In   ADLPIPE   Computer  Proaran 
Svc    list   enel 

JORDAN,  E  L        Division   of    Emergency   Preparedness   t<   Engineering 
Response    (Post    B3O103)          B3/03/19  Consolidated    Edifon   Co.     of   N 

Vork,    Inc        I14pp        18697   009        24X   Flche    30-000.  B3/05/17. 


8303260303  Responds    to  NRC   030423    Itr   re    deficiencies   noted    in    IE 
Emergency   Preparedness   Appraisal    Rapt    30-346/B3-03 
Corrective   actions    procedures    revised.  training    conducted 
J.  sample    lines    shielded    u/lead    bricks    li    lead    blankets 
CROUSEiR  P        Toledo  Edison   Co        83/03/20        KEPPLER,  J  0       Region  3. 
Office   of    Director         7pp          18623   344         24X    FichB    3O-346,  B3/OS/20, 
3303260303 


8303040046    IE    Info   Notice   83-33,     "Nonreprasentative   Sampling   Of 
Contaminated   Oil    "   Svc    list    end 

JORDANrE  L        Division   of   Emergency   Preparedness    b  Engineering 
Response    (Post   830103)        83/09/26  Consolidated    Edison  Co,     of  M» 

York.     Inc         114pp         18647   OO7         24X    Fiche    3O-000,  B3/09/26,  S3030-I004& 

R     Periodic    operating    reports    &   related    correspondence 

8303190149  Forwards    "Effluent   &  Waste    Disposal    Semiannual  Rept,  Solid 
Uiste   lc   Irradiated   Fuel    Shipments,  Jul-Dec    17BO    " 

MURRAY,!  D        Toledo  Edison   Co        83/03/11        KEPPLER.  J  0       Region  3, 
Office   of   Director        Ip         1B302  071        24X   Fiehe    30-346.  93/09/1  1> 
8303190149 

—8309190154    "Effluent   &  Maite    Disposal    Semiannual    Rept,  Solid   U**t*  fc 
Irradiated   Fuel   Shipments.  Jul-Dec    19BO    " 
*      Toledo    Edlion   Co         B3/09/11         2pp          13302,072         24  X 
Fiche,  30-346,  83/03/11,8303190149 
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8     RiportabJ*    occurrences,    LERs   &   related    correspondence 

93OS130093  Forwards   revised   LEfl   83-012/01 X-2 

MURRAY.  T   0         Tflledo   Edison   Co        83/OS/O3        KEPPLER,  J  0        Reolon   3. 
Office    of    Director         lp          18437    193         24X   Flche    30-346,83/03/03, 
83091 30093 


B30331OO3B   LER    B3-019/03L-0   oil    B30421.  steam   !<    feBluiater    rupture    control 
lyj   Channel    3   tripped   Caused    by    failed   +13-volt   dc    power 
supply. On  83O427,  Channel    3    tripped   Poiuer    supply    returned    to 
vendor    Failed    supplies    replaced    H/83032O    Itr 

YARCER.K   ,    STOTZ.J   .    MURRAY,  T   D        Toledo  Edison  Co        83/03/20 
KEPPI-ERj  J   0         Region    3.     Office    of   Director         4pp         1B633    131         24X 
FIcha    30-346,  B3/09/20,B3Q93  10033 


--9309130099   Revised    LER    83-012/O1X-2    on    830303,  operat  Ing    practice    of 
requiring    an«    ECC9   room  cooler    to    be    valved    Into    svc    in    each 
ECCB   raom    leu    conservative    than   updated   FSAR   aisumptioni 
Cauied    by    lack    of    procedural    control    FBAR    revleuied 
RICHTEB,  L          Toledo    EdUon    Co         83/O3/O3  Region    3,     Office    of 

Director          3pp          10437    196         24X    Fiche    30-346.83/09/09.8309130093 

B3031301W    Forwards    revised    LERs    B2-O20/G3X-2, 8I-032/03X-1    i 
81-039/01 x~l.  Provioui   LER    forms    ihould    be   replaced    & 
respective    supplemflntal    Info    sheets    retained 

MURRAY, T   D        Toledo   Edison   Co        83/O3/O9        KEPPLER,  J  0        Region   3, 
QHlca   of    Director         lp         1843?  34B        24X  Fiche    30-346,  83/09/09, 
9305130190 

— B30IH30179   Revised    LER   B2-020/03X-2   on   9204O9, Ion    of    120  volt 
alternating    currant   Dlitrlbution  Panel    Y2    etparlenced    while 
In   Mode    &  Safety    feature    actuation    signal    Channel    a 
actuated    Cauitrd    bg    blown   YV2    Inverter    fuse   Fuse   replaced 
MATHENY,  ft,  C    ,     STOTZ.J        Toledo   Ediion    Co        83/O3/09  Region  3, 

Office    of    Director        lp         18439  349        24X   Fiche   30-346,03/03/09, 
830  31 30 1<?O 

— B303 130301    Revised   LER  B1-032/O3X-1    on   8106O4, relay    statu«    lamp    303A 
did    not    change    uhen   trip    itgnal    applied, rendering    trip 
output    to    AF   399    from  steam  &    feaduiater    rupture    control    ays 
Channel    2    Inoperable. Cauied    by    failed    relay    driver    card 
TRAUTMAN.P  J,        Toledo   Ediion   Co        B3/03/O3  Region   3,    Office   of 

Director.        lp.        18437   330         24X   FlchU    30-346, 93/OS/09i 030S13O190 

—0309130203  Fteviied   LER   01-09B/OIX-1    on  B11001,ver«    HttlB   air    flow 
thrn-ugh    chlorine    detector*    AE939BA  &  H    obierved   On   811009, 
detector*   declared    Inoperable   Cauied    by    dvilgn    error 
Detector    d it  charge   routed    bach    to    ventilation    duct 
IBLEY,  T        Tolado   Ediion   Co,       83/03/O9  Region   3,    Office    of 

Director,         lp,         lfl-13?   331          24X    Fichu    30-346i  83/03/09,  B303130190 

03031701*8  Formerdi.    revlced    LER   83-OOa/03X-l, 

rtUBHAV.T  D        Tolado  Ediion  Co        S3/O3/09.       KEPPLER,  J  0        Region   3, 
Office    of    Otractar          lp.        18466.299         24X   Fiche    90-346,  B3/09/09, 
8305170162 

— B309I70171    RBViiad   LER   B3-002/03X-1    on  830113, RGB   doee   equivalent    1-131 
•  loaded    Tfch    Spec    limit    of    1.0  uCl/gm   Caused    by    leakage    of 
flitlon    product*    through    fuel    cladding    1-131   monitored    until 
lavtl    dropped 

RICHTERfL          Toledo    Edison   Co         B3/03/03,  Region    3i     Office    of 

Director         Bpp         1B466  300        24X  Fiche    30-346,83/03/09,0309170162 

B3O5 170201   FoTUtardi    LER   03-01&/03L-0 

HURRAY,!  D.       Toledo   Ed  lion   Co        83/03/09        KEPPLER,  J  0        Region   3, 
Oft  let    of   Director         lp,       1B466  331         24X   Flche    90-346,03/09/09, 
B3091 70201 


DOCKET    SO-3-iB    JOSEPH   M      PARLEY   NUCLEAR   PLftWT,     UNIT    1 
F      Security,    medical,     emergency    i   fire    protection   plans 

a30S06Obli>   Role-asBG    public    version   of   revised    avc    bldg    telephone 
direct  or  ij 

FELTON.J    M          Division    Of   Rules    and    Record*         B3/04/2i  Documont 

Management    Branch         lp         1B339    114         24 X   Fichu    9O-34S..  B3/04/2f>i 
B3030-&0&16 

— 83090&O621    roruards    public    venion   of   reviled    svc    bldg    telephone 
directory    to    be    filed   a/Administrative   Procedure 
FNP-0-E1P-B 

HUOSPETH,  J    Q         Alabama   Pouier    Co         83/O4/05  Office    of   Nuclear 

Htsctar   Regulation,    Director        2pp         10399   117       24X 
Flcho    30-343.83/04/26,8303060616 

— 03030606S6  Public    version    of   revised    svc    bldg    telephone    directory 
*      Alabama    Power    Co         83/03/17        66pp          1B3S9    119         24X 
Flche    30-318,  B3/04/2&,  B303060616 

B309110034   Oenerlc    Ltr  83-21    to   all    licensees    D'    operating    reactor*, 
applicants    for  OLi   &   holders    af  CPi    re    clarification    of 
access    to   control    procedures    for    lay   enforcement   vilits 
8vc    Hit    end, 

EIBENHUf,  D  0        Division  of  Licensing        83/09/11  Consolidated 

Ediion    Co      of    Neu  York,     Inc         16pp        18340  O93        SIX 
Fiche    30-000,83/03/11,8303110034 

B303Z40191    Foruardi   Rev  i   to    security   plan  Rev  establishes    upper    limit 
of    120    days    on    interim  clearance,  per   Varga  830103    1  tr    Rev 
withheld    (mF    lOCFRS  790) 

CLAYTON,  F  L         Alabama  power    Co        B3/O9/12       O'REILLY- J  P        R«gion    2, 
Office)    Of    Diractor         lp         10948   031         SIX   Flche    30-349,83/09/12, 
0303240191 

0305230233   For  mar  da    response    to   B30204   SEfis  tt  WRC  83041?    Itr   re    environ 
qualification    of    safety-related    electrical    equipment   Utll 
plani    to    address    remaining    outstanding    action    items 
Includad 

CLAYTON.  F    L        Alabama  Power  Co        83/03/20        VflROA,  S  A        Office   of 
Nuclear   Reactor  Regulation,    Director        11B  p        18696   231        24X 
Fiche    30-348,83/03/20,8303280283 

0309290391    Responds    to   NRC   request    to   evaluate   adding   RCS    cold    leg 
t«np    indication  J<    aource   range    neutron  monitor    to   hot 
thutdaun    paneli    per    10CFR30,  rtpp   R   Addition   of  PCS 
appropriate  mad   Source   range    neutron   monitor    too   costly 
CLAYTON,  F    L          Alabama    Pouer    Co         03/03/20         VARGA.  3   A         Office    flf 


Nuclear   Reactor   Regulation,    Director 
Fiche    30-348.  B3/Q3/2D,  B3032S0391 


Spp         1B5B9.337.        S4X 


— B30317O203  LER    53-016/03I.-0   on   B30407,  datermlned    that   amplifier    of 
•  tartirp    lavvt    tranimitter   LT-BP7A3    for    steam   generator    1-3 
f«llaif.Cau*frd   bu   component   failure  within  amplifier 
Amplifier  replaced 

WRQEftfK        Tolado   Edison   Co.       B3/09/03  Region   3,    Office    of 

Director          3pp  IB466,3SB         24X   Flch*    30-346,03/09/09,0309170201 

8305S40211?  LER   S3-017/03L-0- on    B3041I,  spent    fuel    pool    OFP!    level 
verification    iurvBill«nce    test   ordered    later    than   Tech    Bpic 
requirement  CauiBd    bu    ptrsonnel    error   SPP    level    verified 
Hejio    an    ichedulat    planned   M/B30307    Itr 

rMHRAYrT.D'         Toledo   Ediion    Co         83/03/09         KEPPLER,  J   0         Region    3, 
Office   of   Director        3pp.       18B4B  019        34X  Flche    30-346,  B3/03/09, 
830524021? 

B309240341   LER   B3-O1B/03L-0,  on   030417,  saf tty    features   actuation    lys 
*ft»nn»l    4   radiation  monitor   RE3007    found    reading    below 
normal    Causrd    by    tiqulpment    failure   Detector    replaced    & 
fafleiT   dttBctor    lant    to  vendor    for   repair   W/830316    Itr 
ISLEY,  T   ,    MURRAY,  T  D.       Toledo   Edison   Co        83/03/16        KEPPLER,  J.  O 
Region  3,     Office    at   Director        Spp         18371    396        24 X 
Fi eft  a ;  50-346,  B3/OS/ 16, B30924034 1 . 


I      Financial    Information 


B303S404B1    Forward!    Annual    Financial    Rept    1992  tt  related    financial    info 
to    iatl»fv    retroipectlvc   premium  guarantee   required    under 
Price-Andersen    Ae t 

BOHOEM,  T  J  Alabama  Power  Co  03/09/20  SALTZMAN,  J  Antitrust  t, 
Economic-  analu«li  Branch  (Utility  Finance)  16pp  IB572  113  21 X 
FIthe  30-343,  B3/03/20,  8309240181 


1S372    129         34X 


— B3092404B4   Annual    Financial   Rapt    19B2 

FARLEY,  J  M        Alabama  power    Co        B3/O3/O4        40pp 
Flehe    30-34B,  83/03/20,  B3052404B1 


J      ln«ur«nca    t>    Indemnity    information 


83090401QO   Foriuards    Endorsements    92  &  43   to  NELIA  Policy    NF-23B   t 
MAELU  Policy   MF-93,  respectively 

DUCK-J.  R         Harfh   &  McLennan,     Inc.       B3/04/SS       SALTZMAM,  J        Aniitant 
Director    for   State   ti  Licensee   Relation*        3pp,       10324    034        24X 
Fieh«    30-348,83/04/28,8309040130 


B303S40a?3  Revised    LER   B3-016/03X-1 .  on   B30407, amplifier    of    startup 
lavit    transmitter    LT-8P7A3   for    iteam   gtnerator    1-2    failed 
Caused    by    component    failure   within  amplifier.  Amp  I  If ler 
rapt-iced  H/G30S17    Itr, 

YMOER'K  ,     HURRAY,  T  0        Toledo   Edison   Co        83/03/17        KEPPLER,  J,  0 
R*glon   3,    Office    of   Director        2pp.       10623  318        24X 
i 8309260293 


P      Operating    llcinie    stage   document*  !<  correspondence 

B309Q90016    Forward*    Amend   31    to    License  NPF-2, safety    evaluation   b 
notice    of    lisuancn    ti  availability   Amend   allows    increase    in 
storage    capacity   of    ipent    fuel    pool    from  673   to    1,407 
itoraga    location! 

REEVES,  E.  A        Operating   Reactors   Branch    1        83/04/13        CLAYTON,  F,  L 
Alabama   Power    CO        2pp        18369  2B9       24X  Flche   30-346,83/04/13, 
830909O01&, 
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-63Q3O9OO19   Amend    31     to    License    NPF-2,  rev  islno.     Tech    Specs     to     increase 
storage    capacity    of    spent    fuel    pool    From  675   to    1.407 
storage    locations 

iS   A         Operating    Reactors    Branch     1          83/04/iS         4pp, 
29O         24K    Flche    5O-349, B3/O4/13, B303O7O016 


-B30309C033   Safety    evaluation    supporting    Amend    31     to   Llcon-st   NPF~2 
*      Office    of    Nuclear    Reactor    Regulation.     Director         Q3/04/13 
13pp          1934"?   394         24X    Flche    SO-343.  03/04/15,  BSQSO^OQIS 

-8303090027   E1A    supporting    Amend    31     to    License    NPF-2 

ir      Office    pf   Nuclear   Reactor    Regulation,    Director        B3/O-4/13 
llpp          IB369    309         29X   Fiche     30-340, 33/04/13. 83O3090O16 


Q      Inspection    reports.     IE  Bulletins    &    correspondence 


B2120A03B5    IE    Info   Notice   83-14,     "Deuatered    Spent    Ion  Etching*    Fttlln 
Bust (fptib  1 11  tg    to  EnotliDrmic    Chemical    Reaction    "   Svc    list 
end 

TAYLOR,  J  H        Division   of   Safeguards   &    Inspection    Pragrami    CPost 
8301O3)         33/O3/21  Consolidated    Edison   Co      of   Neu  Vorl,     Inc 

112pp          1630B    319        S4X   Flche    30-000,33/03/21,0212060365 

830S2703SB  Forwards    IE    Insp   Rapt*    50-349/03-10  &   30-364/63-08   on 
B30214-Q305    Ha    noncomp liance    noted 

VEHRELLIiD    hi         Division   of   Project   &  Resident    Programs        8J/O3/30 
MCDONALD.  R    J>          Alabama    Pouer    CO         Spp          1B643    0<?6         34X 
Fiche    50-34B,  03/03/3Q,  8303270398 


— 3305090032  Notice    of    issuance   &    availability    of   Amend    3i     50  License 
NPF-3 

VAHIJA.S    A         Operating    Reactors    Branch     1          B3/04/15         2pp 
18369   3SO         SAX   Flche    SO-S^S,  B3/O4/1  9,  B3O307O01i6 

6303020436  Advises    of    active   negotiation    u/DDE    on   agreement    For 
dlspotal    of    spent    nuclear    fuel    &/or   high    level    raddiaste    par 
Generic   Ltr    33-07   Comment*    on    draft    std    disposal    contract    & 
proposed    disposal    rulemaking    encl 

CLAYTON, F   L         Alabama   Pouur    Co         B3/04/23         VrtRQrt.fi    A         Office    of 
Nuclear   Reactor    Regulation,     Director          12pp          I32S2    347         24X 
Flch*    50-348,53/04/25,3303020436 

3309020493  Generic   Ltr   83-19    to    all    power    reactor    &    testing    licensees 
Tt  (leu   procedures    for   providing    public    notice   concerning 
i nuance   oF  amendi    to  OLj    Svc    list    encl 

EISENHUr,  D  0        Division    of    Licensing        83/03/05  Consolidated 

Edison    Co       Of    Nffbi   York,      Int          30pp          1B44I     ISO         24X 
Ffch«    30-000.  83/03/02,  33050204S& 

8303100712   Forwards    safety    evaluation    re    requests    for   relief    from  A5ME 
Code    Section   XI    iniervice    testing    requirements    Some-   relief 
granted   &    lame   altornate    testing    authorized, 

VflROAi  B   A         DpeTStlriB    Reaitflrs    Branch     1          B3/O3/OB         CUAVTON.F   L 
Alabama    Pduer    CD         4pp          IB304    17a         B4X    FicJiff    30-349, 03/O3/OB-, 
B30S13071S 


— B30S270370    IE    Insp    Repts    30-340/83-10    8.    30-364/03-08   On   930216-0305  Mj 
noncomp 1 iance    noted   Major    areai    inspected   monthly   malnt   & 
turvi  1 1  lance,  operational    aafetyi  Independent    irup    effort, 
^•fueling    •&    IE  Bulletin   B2-O<t   folluuup 

DffADFORD,  H    H    ,     BULAND,  W   H         Region    2,     Office    of    Dlrnctor 
CANTHELL,  f.  6         Division    of   Project    &   Resident    Programs         63/03/39 
Spa          13&42    09B         S4X    Fiche    90-34B, B3/03/30- B3033703SB 

9303040031    IE    Info   Notice   03-81.     "Defective   Emei-flenc«   Use  R«tpir*tor   • 
Bvc    lilt    encl 

JORDAN, G  L         Division    of   Eraerooncg    Preparedness   Ii   Engineering 
Responie    (Past    B30103)        33/04/13  Consol  1  dated   Edison   CO.     of  N«u 

Yor*.      Inc  l^ipp         18439    133         S4X    Fichu    90-OOO.  83/04/19,  B3030400ZI 

B303040033    IE    Info  Notice   83-32,     "BUR   Safety/Relief   Valve  Failures    * 
Svc    list    end 

JORDAH.E  L         Division    of  Emergency   Preparedness    &  Engineering 
Rtlponie    (Post    9301 03 J        93/04/23  Consolidated   Edison   Co      of  Nlu 

York.     Inc         HHpp        18363  089        24 X  Flche    9O-OOO,  B3/04/2S,  B3O3040033 

a3030400HS    IE    Info    Notice   83-23,     "Inoperable   Containment  AtmospFian 
Senain-a   Sys    "    Bvc    list   encl 

JORDANjE  L         Division    of   Emergencg    Preparodneis   fc  EnglneertnB 
Flesponie    (Pnst   630 103  J         B3/01/25  Coniol  tdatdd   Edison  Co      at  Ma 

Yorlr,      Inc  119pp         13301    271         SIX    FichB    30-OQO/  B3/04/BS.  B^030^002^ 


-3305180721    Safety    evaluation    re    requests    Par    relief    from  ASME  Code 
Section   XI    inscrvlce    testing    requirements   Relief   fram 
exercising    renulrementt    for    ivc    uator    check    valves    denied 
per    IE  Bulletin   63-03 

"     Office   of  Nuclear   Reactor    Regulation,     Director        83/05/02 
Mpp          L8304    17&         24X    Flche    30-343,83/03/02,8305160-712 

-S303IB072S   Supplementary    safety    evaluation    aP    inservice    testing 
program 

*      NRC    -  No    fir tailed    Affiliation  Given        B3/O5/02         13pp 
18304    3B7         ?4X    Flche    30-348, 4J3/Q3/O2,  8309180712 


0303040026    IE    Info   Notice   83-34-     "Loose   Parts    In   Secondary  Siriff    of 
Steam  Generators    at   PWHi    "    Svc    list    gncl 

JORPAN, £   U        Division    op  Emergency   Preparednns    &   Engineering) 
Response    (Post    830I03J         83/O4/B8  Con»ol idated    Ediion   Co.     of   Miu 

York,     Inc          119pp          18382   047         24X    Flche    30-000,93/04/20,8303040024 

3303040027    IE    Info    Notice   B3-a3,     "Stand bg    Oai   Traatinent   6U>  H««t*r    High 
Temp    Trip   Setoolnt   Adjustment    "   Svc    list    encl 
JQHDAMi  E  L        Division    of   Emergency   Preparndnesv   It  Engineering 
fl»tpoTH«    IPoit    S301O3)         B3/04/28  Consolidated   Edison  Co      at  Hilt 

York.      Inc  IlBpp         1B303    163         24X    Fiche    30-OOO,  83/04/88, 3303O400SJ 


--B303180731    Notice   of    grunting    of    relief    to    utll    from  AEKE  8e<tlon    XI 
iniervicfr    testing    requirements 

VAROA>B   A        Operating   Reactors    Branch    1        B3/OS/02        Hpp 
16304   300         24X    FlchS    30-343,33/03/02.8303130712 

8303110303  Application    far   amend    to    OLs    reviling    Tech    Spec*    3/4   923, 
3/4   B   2  4   ft   3/4  B   2   3    to    increase    confidence   of    battery 
operablfcltv    &   provide    time    to    correct    bdtcerv    condition* 
CLAYTOM,F   L         Alaoama    Power    Co         S3/O5/031         VAHflA,  S   A         Office    c-F 
Nuclear   Reactor  Regulation!     Director         Spp         19373   J?a        HflX 
fiehi    50-34B.  83/03/03,9303110303 

—0305110311    Proposed    changes    to    Tech    Spec*    3/4   8    2   3,3/4    B   2    4   & 
3/4,  B  2  3    increasing    confidence    of    osttertj    oparabillt^    & 
providing    time    to    correct   certain    battery    conditions    u/o 
undue    plant    shutdown 

*      Alabama    Power    Co         83/OS/O3          19pp          19393   303         24X 
Ftcne    SO-34B,  B3/OS/03.  33091 1O3OS 


B30304O07B    IE    Info    Notice   83-26,.   "Failure    of   Saf aty/Rel It f  Vulva 
Discharge   Line    Vacuum  Breakers    "    Svc    list    encl 
JORDAN, E  L,       Division   of   Emergency    Preparedness   &  Engineering 
Response    CPoit   8301O3)         B3/O3/O3  Consolidated    Edlion   Co      of   ffiw 

York.      Inc  122PP          18441     170         24XFUhe    30-000,  B3/03/03,  H303O4OOafl 

03O3040030    IE    Info    Notice   B3-27,     "Opsrational    Response    to  Evenbi 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Eve     list   incl 

JORDAN. E   L         Division   of   Emergency   Preparedness   &  Engineering 
Reiponio    [Pont   030103)         B3/O3/04  Consolidated   Edison  Co      of   Niu 

York,     Inc          H2pp         1S303  2B2        24X  Flche    30-000.  B3/O5/04,  B303040O30 

8303040031    IE    Info   -Notice   83-2B,     "Criteria    for  Protective  Attion 
Ftftcommandatlanx    for  General    Emergencies    "   Svc    list    encl, 
JORDAN, E  L         Division   of   Emergency    Preparednesa    b  Engineering 
Responie    (Poet    33O103)        B3/05/04  Consolidated    Edison  Co      of    Nru 

Yorki     Inc         119PP         1S441    001         24X   Flche   30-OOO,  S3/OS/04i  8303040031 


B30S09QAS9   Oeneric    Ltr    B3-EO    to   all    operating    reactor    licensee?    b 
holder*    of  CP*    rs    inte-flrated    scheduling    for    Implemflntatinn 
of    plant    node   Eve    list   encl 

EISENHUT.  D  O        Division   of  Licensing        B3/03/09  Con*-o  1  Ida  ted 

Edison  Co      of  N«w  York.     Inc         14pp         1HS27    133        SAX 
Fleae    30-OOO.  B3/05/O7,  030SOf  0-639 

B303240440  Advfsei    that    operator    training    program  procedures    ra    natural 
circulation    cooldouin    <C«nerlc    Utr   Bl-21),  based    on 
Uesttnghouse    Owners   Oroup    guldel inei, ul]l    be    incorporated    Ay 
B30il5  Training   mill    be    completed    by    33031? 

CLAVTON.F  L        Alabama   power   Co        B3/03/10        vAROAi  S  A        Office    of 
Nuclear   R«ector  Regulation,    DirBCtor        2pp         ias73    131         24^ 
FlchB   30-346.  B3/OS/18,  S30&240440. 


8303040033    IE    Info   Notice  83-29,     "Fuel    Binding   Caused    by   Futl    Rjict 
D»For(nation    "    Sv*c    list    encl 

JOHDAH.  E  L         Division   of  Emergency   Preparedness   *  Engineering 
Response    {post    930103)        83/O3/06  Consolidated   Edison  Co      of   Miu 

Vork,     Ittc         llSpp         10323  S48        24X   Fiche    30-000,83/03/06,93030400-33 

03091600^4  Discusses   actions    taken    to    identifu   fc  resolve   potential 
DS-41&   reactor    trip    breaker    problems    per    IE  Bulletin  33-01 
Schedule, tuJt Inal  i  led    implementation    dates,  to    be    submitted   bu 
83-0331.  Emera ency    operating    procedures    encl 

CLAYTON,  F  L         Alabama   Power   Co        B3/03/1O        VAROA.  S  A        Offies-    of 
Nuclear    Reactor    Regulation,    Director        7pp         18430  206       24 K 
Flehe    30-34B,  83/O3/1O,  830D160O94 

—  63031iOJOO  HBV   &    to   Emergency    Operating    Procedure   FNP-l-EOP-3  0. 
"Rtjctor   Trip    " 

«      Alabama   Pawar   Co        63/03/0?        6pp         18490  213,       34 X 
Flche    30-348,83/03/10,8303160094 
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—  B3Q3U0107   Rev    fe   to   Emergency   Operating    Procedure   TNP-l-EOP-15   0. 
"Anticipated    Transient*   W/o   Trip    <ATWT>    " 
*       Alabama    Power    Co         B3/O3/1Q         3pp          1B43O   219         24X 
FlChB    30-348.83/05/10,6303160094 

B3Q3Q40034    IE    Info   Notice    B3-30,     "Misapp 1 icat Ion    of    Generic    Emergency 
Operating    Procedures    (EOF)    Guidelines    "    Svc    list    encl 
JORDANrE  L         Civilian   of    Emergency   Preparedness    &  Engineerinn 
R**nc.nse    (Post    8301O3)         B3/03/11  Consolidated    EdUan   Co      of   New 

York.      Inc          t!4pp          1B924    OO3         B4X    Ftche    50-000.  B3/O5/1 1 ,  8303040034 

63 030-4 0010    IE    Info   Notice    83-31  •     "Error    in    ADLPIPE  Computer   Program    " 
Bvc    lilt    encl 

JDRDANfE.-L        Dlviilon    of   Emergency    Preparedness    t,  Engineering 
fin-oonse     (Past    830103)          83/03/19  Consolidated    Edison    Co       of   Neu 

York.      Ine          114pp          18A97   009         34X    FichE    90-OOQ, B3/09/19, B30304QQ4O 

8303040046    IE    Info   Notice   S3-33,     "Nonrepresentati ve    Sampling    of 
Contaminated    oil    "   Svc    list    encl 

JORDAN,  E  L         Dlviiion    of   Emergoncg    Preparedness    &  Engineering 
R«»pc-ntB    IPo«t    830103)          83/O3/36  Conaol  idatod    Edison    Co       of    Neu 

Yorki     Inc         114pp        18647  007        24X   Flche    30-000,83/05/26,8303040046 

R      Periodic    operating    reports    b   related    correspondence 

B3-Q320D30&  Forward*   monthly    operating    rept    for    Apr    1983 

CLAYTQN.F   L         Alabama   Pow«r    Co        83/03/12  Office    of   Resource 

Management,     Director         lp         10316   274        H4X   Flche    50-318,03/03/12, 
S3O3H00306. 


—83032.30530   LER    93-O17/03L-0    on    830413,  presaur  i  zor    pressure    fell    belou 
Tech    Spat    limit*    during    performance    of   FNP-1  -STP-2O1    ID 
Cat/sad    by    personnel    failure    to   verify    instrumental  1  on 
channel    selector    auitchaa    prior    to    initiating    test 

HA1H8TON.  H    0         Alabama    Power    Co         B3/03/13  Region   2,     Office    of 

Dlroctor         2pp  IB337   O01         24X   Fiche    50-34B,  B3/05/13,  B309230540 

830329O353    LER    B3-017/03L-0    on    2304  17,  spec  i  f  ic     gravity    of    train   A    tVC 


water    battery    bank    cells   34 

undetermined    Cells    replaced 

W/S3O317     Itr 

HA1RSTON,U   G    ,     CLAYTON,  F   L 

2,     Office    of    Director         2pp 

0303230353 


43   less    than    1     190   Cause 
battery    bank    returned    to    svc 


Alabama   Pomer  Co         83/05/17  Region 

10992   OBO         24*    Fiche    50-348,83/05/17. 


8303230301    LER    B3-030/Q3L-0    on    830430,  over  temp     Delta    temp 
instrumentation    loop    0    associated    U/TI422C    declared 
Inoperable    due    to    reading    out    of    tolerance   u/uther    channel* 
Caused    by    drift    of    summing   amplified    card    H/33053O   Itr 
HAIR8TON,  W   G    .     CLAYTON,  F   L         Alabama    Pouer    Co          63/05/20  Region 

2,     Office    of    Director         Spp          18388   203         24X    Fiche    5Q-34B,  B3/03/30, 
B30S23Q581 

S3O931QE01    Comments    on    adequacy    of    current    facility   DB-416  reactor    trip 
breakers    Breaker    configuration  modified    based    on    dimensional 
alionment   tt   eitensive    testing    Safe    operation    not    adversely 
impacted    by    breaker* 

CLAYTON,  F  L        Alabama  POUJET  Co        83/05/36        VAROA,  S  A       Office    of 
Nuclear    Reactor    Regulation,    Director        2pp         fB63B   197        24X 
Fichs    SO-34B,  03/03/2^!  B30531O201 


— S3O5B003S7  Monthly    operating    reft    for   Apr    19B3 

HAIRSTON.  W-  O        Alabama    Pouer    Co        83/03/02,       Spp 
FlChe-30-34B,  B3/03/1B,  B303200306 


18316    273         24X 


DOCKET   30-332  LIMERICK   GENERATING  STATION!    UNIT    1 

A     Appl  IcatiDn/conBtruetion    stage    documents   >i    correspondence 


S3O32OO379  Forward  I   monthly    status    of    licensing    items,  requiring    NRC 
approval.  Irfsnttfied    In   B301 13   Itr 

CLAYroN.F   L.        Alabama   Pow«r   Co        83/03/13        VAROA, B  A        Office    of 
Hucltir  Reactor   Regulation'    Director        6pp         1SS14    114        24X 
F 1  e h •  •  5Q-34B,  83/03/13,  8303E00379 

B      Rtportabl*    occurrences,    LERs   tt  related    correspondence 

B3O311Q4S7   Part    21    S.  deficiency    rept*    re   tniaopBrat ion   of    D8-416  reactor 
trip    undervol tafln   devices    Initially    reported    on    03042O 
Att*chmsrtt   mill    bi    replaced   in/devices    uf/wl  dened    grooves 
to    accommodate    new  retaining    rings   Hfg    draulngs    revised 
KAHE.E   P.        W«ltlnghou«»    Electric    Corp         B3/04/21          DEYQUNQ,  R   C 
Director's    Office,    Office    of    Inspection   and    Enforcement        Spp 
1B4O3    099         24X    Flch«    3O-000, B3/04/21 ,  83031 10127 

B3Q5O3OI4B   Forward  1    LERs    B3-012/03L-0    tt   83-015/03L-0 

CLAYTON,  F  L.        AU6*m*  Power   Co        S3/04/27        O'REILLY.JP        Regions. 
Office    of    Director         lp          1B341    333         24X    Fiche    SO-348,  H3/04/27, 
83O3O30MS 

— 83O3-QS0194   LER    B3-013/03L-0   on  B3Q33B,  instrumentation    channel 
a*io)ctat*d    w/iteam  generator    1C    flow    transmitter   FT- 497 
declared    Inoparabl*    due    to    erroneous    high    indication   Caused 
bg    obstruction   of    lou   pressure    sensing    line    Line    cleared 
HAIHSTOM,  W,  O        Alabama    Pouer   Co        83/04/27  Region    3,    Office    of 

Director          lp         1B341    336        24X  Flche    30-340, S3/Q4/37.  B30303014B 

— 8309030158    LEft    B3-012/03L-0   on   030402,  overtemp-del  ta    temp    loop    2 
Channel    II    declared    inoperable   uhen    blstables    42SC1-2 
tripped    Caused    by    pouier    supply    failure    of    comparator    card 
Card   replaced    &   loop    callbr 

HAIftaTOM.  W-O        Alnb*m«   Pauier   Co        83/04/27  Region   2,    Office   of 

Director  lp          18341    397         24X    Flche    3O-348, 03/04/37, 830S03014B 

9303030195   Forward!    LED    83-014/03L-0 

CLAYTON*  F   L         Alabama   Pourer   Co        83/04/29  Region   3,    Office   of 

Director.        lp  18336.  149         24 X   Flche-  30-348,  B3/04/S7,  8309030193 

— B303030203  LER    B3-014/03L-0.  on  030330,  during    survelllanca    test    of   main 
feeduettr    pump    turbine    lAr RC8   Tavg    decreased    belou   341    F, 
Cauied    by    overfeeding    of    stiam   generators    due    to    eicesslva 
l*ak    past   main    faeduiater   pump    discharge   valva 

HAIHBTOH-W   O,       Alabama   Pouer   Co.       83/04/29  Region    Si     Office    of 

Director,         lp          IB33B. 130         24X   Fiche    3O-318,  B3/04/29,  B3O3O3019S 

fl305Sf30340  Foruairds   LEfis   B3-01B/03L-0  8.  S3-019/03L-0 

CLAYTONiF   L.        Alabama  Pouer   Co        B3/03/13  Region  2,    Office    of 

Director.        lp  18337   O79.        24X   Fiehe- 50-348, 03/03/13, 8303B30340 

— B309&30344  LER    B3-018/03L-0.  on   B30413.RCB    temp    average    fell    beloui  Teih 
Spec    1  imit.  Cauced    by    excessive    leakby    on    1A  main    feeduater 
regulating    bypass   valve   Stroke    on    1A   main    feedurater 
reigulating    bypass    velve   adjusted   It  verified 

IWIR9TON,  H    0        Alabama   Pouar   Co        03/03/13  Region   2,    Office    of 

Director.        lp.       1BS37-OSO,       24X  Fiche    3O-34B,  B3/03/13, 8303230940 


B30306OB07    RosponiiB     to    concerns    eipreaned    in   Encl     1     to    NF1C    630012    Itr 
ra    dynamic    nilal  i  fJ  cation   of    safety-related    equipment    for 
seismic    !c   hydrodynamic    loads    Qualification  program  revi  mill 
be    completed    by    Fourth   Quarter    19B3 

KEMPGR.J   S         Philadelphia    Electric    Co         03/03/31         8CHWENCER,A 
Licenfiina    Branch    2          7pp          1S331     147         24X   Fiche    30-333,63/03/31. 
83090^0307 

8303040537  Forwards    request    for   addl    info   needed    For    re'Vieu  of 
auxiliary    EIJE    iaiges 

SCHHENCER.A         Licensing    Branch    2         03/04/22          HAUER,  E   O 
Philadelphia    Electric   Co        4pp        1B331    SS7        SIX 
Flche     50-392,83/04/22,3303040927 

B30S060529  Formards    "Environ   ABBessment   Rapt  i.    Find  ing*,  Point   Pleasant 
Uatlf    Supply    Project,"   per   NRC   request 

UESTONi  R    T         Pennsylvania,     Commonweal  th    of,  B3/O4/26        LEHRi  J   C 

Environmental    h   Hudrologlc    Engineering    "ranch          lp         10347  309        S4X 
Flehe    30-332,  83/04/26,  830306032?" 

— 830906O536    "Environ   rtssesament  flept   It  Findl  ngs.  Point    Pleasant   Uater 
Supp  Iij    Project    " 

MIDDENDORFiVJ  D    ,     WESTON,  R   T  .    DUNCAN,  P   S        Pennsy  I  vaniai 
Commonuealth    of,  08/08/31          118pp          1B347    310         24X 

Flche    30-352,83/04/26,  6303060329 

8303020335  RBHponil*    tn    B20405  request    for   add  1     info   re    control    rod 
drive    »ys    hydrodynamic    loads    Loads   caused    fa  if    operation   of 
scram    valves    incorporated    into   sys    support    design 
KEHPER.J   S         Philadelphia    Electric    Co         03/O4/29         SCHWENCER,  A 
Licensing    Branch    S         3pp          1B277    139         24X    Flche    30-392,83/04/59, 
8303O20333 

8303030299  Forwards    application   for    Amend    40    to   OL  app  1  icationi  revising 
FSAR    It   design   assessment    rept 

HHADLeY.E  J        Philadelphia   Electric   Co        S3/O4/29        DENTON,  H  K 
Offite    of  Nuclear    Reactor    Regulation,    Director         3pp         1B297   147 
24X   Fiche    30-332,83/04/29,8303030299 

— B303030307   AnpllcaSion    for   Araend   4B   to  QL  app  1 1  cation,  revising   F8AR    t< 
design  assessmtnt    rept    Certificate    of   9vc    encl 

BAUER.E   S    ,     QRADLEY.E   J         Philadelphia    Electric    CD         63/04/29 
7pp  18597    ISO          24X   Flche    30-333,  B3/04/39,  830S030299 

0303060437  Forwards    draft  responses    to  NURCO-0737. Items    1C    1,1   C   61 
1    D    1,  1    D  S,  1    G    I    &    III, A   1    2  Responses   ulll    be    incorporated 
into    FBAR    by    June     19B3. 

BRADLEYjE  J        Philadelphia   Electric   Co        83/03/04        SCHWENCER.  A 
Licensing    Branch    S        9pp         18331    160        24X    Flche    30-333,03/03/04, 
8303060437 

030910027S  Forwards   Rev  0   to    "Study    Calculation    for   E-Eys  Clamp    on 
Clbous.  " 

KEMPER.J  S        Philadelphia   Electric    Co        83/O5/O4        PURPLE,  H  A 
Division    of    Licensing         app          IB37O    173         24X    Fiche    50-392,  B3/OS/O4, 
9305100279 
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— 8303100281    Rev  0    to    "Study    Calculation    For    E-Syj    Clamp    on  Elbows    "    One 
oversiie    drawing     ene 1    Aperture    card     available     in   PDR 
MU.C    K.    ,     HIMNO,  A    V   ,     KHLAFftLLAH, M    2          Bechtal    Corp          SR    BO31-SSIO 
HOO         B3/04/SB          76pp          1B370     177         24K    Fiche    50-332.83/03/04, 
B3D910O273 


B303230133  Forwards   Amend    90   to  CL   app  1  Icati  on,  substi  tu  Una    rivEsH 
version   of    physical    security    plan   Rev   withheld    (ref 
IOCFB2   790) 

BRADLEY,  E  J        Philadelphia   Electric    Co        83/03/20        DENTDN. M  H 
Office   of   Nuclear   Reactor   Regulation.     Director        3pp         18334  065 
HflX   Flch*    30-332,  S3/03/20.  B30S230133 


6309110079   Summary    of    B30332-34    meetings    u/ut il , Boc htel     fc   OE    in    San 
Jo-sa.CA  re    applicant   reiponsE    to   NHC   request!    tor   add!     Info 
re    mechanical    engineering    review 

MARTINi ft   £         Licensing    Branch    3         B3/05/03  Licensing    Branch    3 

I&pp          1841?    337         34X    Fiche    30-33?.  B3/03/Q3, B3031 10O7"? 


— 3301230135  Amend   SO   to   OL   app  1  Icatlon,  substituting    ravised   Verdun, 
of   physical    security    plan   U/Certi f icate    of   avc 

KEUPER,  J  S        Philadelphia    Electric    Co        B3/OS/2O        7pp         1S9S4,0£8 
34X   Fiche    30-332,83/09/20,8303230133 


830519001?   Notification    of    830517    &     18   meeting!    u/util     In    Bethesda.MD 
to    dl*tuss    resolution    of    remaining    outstanding    la-sues 

MARTIN,  K    E         Licencing    Droncti    3         B3/Q3/O6         SCHWENCER.  A        Licensing 
Branch    3         4pj          1B&23    CO?         24  X    Flche    3O-3S2,  83/05/04.  B303190OJ  2 

B30a090ftS9   Generic    Ltr   83-2Q   to   all    operating    reactor    licensee*    b 
holders    of   CPi    re    integrated    scheduling    for    implementation 
of    plant    made    Svc    list    and 

EISENHUT.D  Q        Division    of    Licen»lng         B3/03/09  Consolidated 

Edison  Co      of  Nea  York.     Ire         Ifrpp         18627    133        34 X 
Fie  he;  30-000,83/05/09,  B303O>7O&39 

83Q3130O8A    Notification    of    830311     meeting    u/ucll     in    Bethasda,  MD    to 
discuss   requirements    fur   resolution   of    geotffchnieal    issues 
Identified    in  NRC    930311    Itr 

MARTIN.R    E         Litenilrj    Branch    3         B3/O5/O9         SCHUENCER,  A         Licencing 
Branch    3         4pp          18437    175         24X    Fiehe    3O-352,  B3/OS/01?,  B30313OOBA 

8305120320  Fofuardi    draft    proposed    changes    in    response   to    B304O7 
dilcgtiiona    re    Itemi     1,  3a,  3b.  4,  7,  fl.  10-13.  13-16   t<    IB   Draft 
change*   uil  1 1    ae    IncorporateiJ    into    FSAR    rev    scheduled    for 
June    19B3  4.    into   dtiign    asiassment    rept 

BRADLEY! E  J        Philadelphia   Electric    Co        33/03/10       SCKUENCER.A 
Licensing   Branch   2         ISSpp         1B431    170        24X   Fiche   50-332, 83/03/10. 
H305 120320 

B3O320017O  Notification   of    cancellation    of    B3O31 1    meeting    u/utll    In 
flrtheitfa.  WD    to    dlacuts    Tequlremsnta    for    re-solutloti   of 
giatichnlcal    Issues 

tIARTIN.R    E         Licensing    Branch    3         B3/03/IO         SCHWENCER,  fl         Licensing 
flr*ncft    S        4pp         IB54O  235        24X   Ficha    5O-332,  &3/O5/10.  B3O5B00170 


63052 703 7S  Forwards   revised    draft    change    to   Hydrologic    b  0»o tf ctinlctl 
Engineering    Branch    open    item  re   FSAFt   Section   9   S   6   4   2   2 
Change  ulll    lie    formally    Incorporated    Into   FBAR   rev    in    Jun* 
19S3 

BRADLEV.E  J        Philadelphia    Electric    Co        83/03/33        SCHWENCERi  A, 
Licensing    Branch    S         3pp          1S&A4   296         24X    Fiche    30-392,63/03/39. 
0303270373 

C      Utility   Environmental    Report    (ER),    amend*   &   correspondence 

B3 05 160001    Rev   12   to    environ    rept   -  OL    stagt   One    oversiie    drawing,  incl 
Aperture   card    available    In   FDR 

*     Philadelphia   Electric    Co        03/04/30        72pp         1B448.O30        S4K 
Fiche    30-338,  83/04/30,  B303I&0001 

B303190339  Forwards  Affidavit    of   Bvc    re    distribution   of   Rtv    19   tc  FSAR 
&  Rev   la  to   environ   rept, per   DO  Eisenhut   B10706    Itr 
DRADLEV.E  J        Philadelphia   Electric    Co        03/03/13        DENTOM,  H  R 
Office   of  Nuclear  Reactor   Regulation.    Director         3pp         1B3DO-027. 
B4X   Fiche    30-33S.  B3/03/13,  B303190339 

E      NRC   Safety   Evaluation   Report    (EER).     suppls   &  correspondence 

B30S0203S5  Foruiards    draft    responses    to   Quegtlont    440  3.440  4,440  3  b 
440  38  Rciponses   alio   address    Item    1    of    draft   BER   Series 
440  Reactor  Sg*    Branch,     "ODVN  Analuils    of   Pressurl ration 
Transients"   &   Item  3   of   850716    Itr   re   SER  Section   4  4 
BRADLEV.E  J        Philadelphia   Electric    Co        83/04/27        SCHHENCER.A 
Licensing   Branch    2        13pp         18277  080        24X  Fiche    30-335. 83/C4/S7. 
B3030S0235 


B305 170187   ForuiardK   draft    responses   &  FSAR    page    changes   re 
ins trum-tntatlnn   t.  Control    Sy«   Srartch   Requests    for   Addl    Info 
491    3,421    6,421    7,421     1  fi.  421     30    b    421     3O    In    NRC    820633    Itr 
M/sevtn    oversiie    Jraulngs   Aperture    card's    in   PDR 
BRADLEY.E  J        Philadelphia    Electric    Co        03/03/12        SCHHENCEH.A 
Licensing    Branch    a         ISOpp         1B4&3  017        34X    Fiche   30-352*83/03/12, 
B3051 70187 


8303020434  Forwards    draft   responses    to   fiuactor  Sui    Branch    draft  GEH  Tt 
THI    Itemi    II    K  3    13,  It   K  3    IS,  II    K,  3    Ifi,  II   K  3    IS,  II   K   3  £li 
II    K   3  82,  II    K   3   24,  U    K    3,23.  II,  K   3   30,  II    K   3   31    t, 
II   K  3  43  Response   ulll    be    incorporated    into   FSAR   revi 
BRADLSY.E  J        Philadelphia   Electric    CD        83/04/27        SCHWENCER.A 
Licensing   Branch    2        I3pp         I62B3  287        SAX  Fl  ch*' 30-332,  B3/04/B7. 
B3090204S4 


83091B0343  Foruiards    draft    responses    It  FSAR    pag*    changei    in    response 
to  Mechanical   Engineering   Branch    830411    request    for   atfdl 
Info    M   non-straight  main    ste*m    Una   &    Independent    design 
verification,  ppogram 

HRADLEV.E  J        Phila,delphla   Electric    Co        B3/03/13.       SCHWENCER,  A 
Licensing    Branch    2        4Sflp         10483    171        24X  Fiche    30-332,83/03/13. 
8305 18 0343 


0303170333  Forward*    draft  responses    to   Reactor   Sijs    Branch    draft   SER, 
Item*   4  t  3  re    TMI   Action    Items    II   K    1    3   (,    II    K    1    10 
Responses  ulll    be    formally    incorporated    into  FSAR   rev 
scheduled    for   June    1983 

BRADLEY,  E  J,       Philadelphia   Electric    Co        83/03/11        ECHHEHCEtt.fi 
Licensing    Branch    S        Apt         1B466-342        24X  Fiehe    30-332-  B3/03/1 1, 
B30S17032S 


83051B04O2  Forwards    draft    change    to   FSAH  Section   9  2  o,  4  2  2   re    tprau. 
pond    natural    evaporation    per   83042O    telcnn   Chang*    to  be 
formally    Incorporated1    Into    FSAR    rov    scheduled    for   June    1983 
BRADLEY.  E   J         Philadelphia    Electric    Co         63/03/13         BCHUENCER.  A 
Licensing    Dranch    B.        3pp.        18486    O09,        24X    Fiche    30-33?,  B3/03/13. 


830318041'?   Forwards   draft    r«vt    to   revponiai    to    Questions  430,48,430   72. 
430  73  &   430    114  rt   <fle*al    jenerator    au-itHary    tus    Chang** 
ulll    be    forma  Mi;    Incorporated    into  FSAR    rev    scheduled   for 


BRflDLEV.e  J  Philadelphia  Electric  Co 
Lieenslno  Branch  S  21pp.  13483  332, 
8303180-119 


B3/O5/13        SCHUFNCEft.  A 
U4X   Flch«    SO-3SB.  93/03/13. 


8303160432  For-wardi    draft    responses    to    Radiological    Aisesament  Branch 
request    for   addl    into  &    draft   FSAR    change    re»ultlns    from 
830428   telcon  Li/HRC   Schedule    for    formally    Incorporat  ins 
changes    Into    future    FSAR   rev*    noted 

BRADLEY.EJ        Ph  I  ladelBfl  la  El«ctrli    Co        SS/oa^li        SCHHENCER.A 
Llceniinfl   Branch   3        33pp         16434    tS&        24X    FIch  B-  30-332,  83/OS/16. 
3305190432 

E303S3049t  Forwards   draft   r«vs    to  OA  Branch   Questions    260.  1    through 
260  B3   t,  relited   FSAS   changes   p«r   830329  meeting    Info  ulll 
ke    Incorporatrd    Into  FSAR    in    June    1993 

BRADLEV.E  j        Phllarfllphla    Electric    Cn        S3/O3/I9        BCHHENCER.A 
Licenilna    Branch   2        313pp-       £8333  33B        24X   Fiche    90-3JIB,  03/05/19, 
S30323Q476 


0303180389  ForuiardR    draft   FSAR    page   changes    r*   open    Itemi    for  Chenleil 
T«chnology   Section   draft   SER    re   reactor    coolant   & 
suppression   pool    t   secondary    containment   atmoiptiere    Chang** 
to    be    Incorporated    Into   R»v  20    to  FSAR    in   Mau    1983 
BHABUEY.E.J        Philadelphia    Electric    Co        B3/03/13        SCHWENCER,  rt 
Licensing    Branch   3        JOpp         184B6  347        24X   Ffche    30-332.83/03/13, 
B3031803B9, 

8303180431   Fortuard*    draft   responses    to   BER    open    Item*    re    draft    fire 
protection   section,  per   830419    Itr  Final    responses   4  relattd 
page   changes   ulll    be    submitted    subsequent    to   830318  (c   19 
meetings 

URADLEYiE   J         Philadelphia    Electric    Co         83/O3/I3         SCHMENCEfl.A 
Licensing    Branch    2        67pp         1S4B&  201         S4X  Flehe    30-332,83/05/13, 
8303180431 

B.303EBD414  Foruardf    Peach    Bottom  procedures    supplementing    utll    B303U 
response   tn    Item  3   of  Radiological    Assessment   Branch    draft 
BER   Similar  or    improved   procedures   ulll    be    develop«d    for 
Llmtrlcl 

BRAOLEY.E  J       Philadelphia   Electric   Ca        83/03/16        8CHHENCER.A 
Licensing    Branch    2         2pp          1B4B2'007         24X   Fiche.  30-OOO,  B3/03/14, 
0303180414 

— B3031S0426  Procedure   HPO/CO-3,     "Airborne   Activity    Survey    Technlqu«i,' 
including    techniques    for   constant   air   monitors, portable 
fixed    filter    sampler*   *   charcoal    cartridges 

»      Philadelphia   Electric   Co        B3/03/Ii        13pp         18482,  OO9.       24X 
Fiehe    30-000,  B3/03/I6,  B3051B0414 
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-S3Q3tB0431     Procedure    HPO/CD-63 
Ba-mpler    " 

»      Philadelphia   Electric   Co        03/03/16 
Fiche    30-000,83/03/16.8303180414 


Field    Use    of    Lou    Vol    Portable    Air 
2pp          1B4B2   O24         24 X 


-6303180138    Procedure   HPA-630,     "Caller    of   Ventilation   Sy»   Radiation 
Monttart    " 

*       Philadelphia    Electric    Co         03/03/16         Bpp          1B4S2   O26         24X 
Fleh»    3O-000, 03/03/16, B303180414 


0     Adjudicator^    correspondence 


B305020441    Anouer    opposing    Llmericl    Ecolony   Action, F  Romano    tt   H  Lewis 
further    part  icularl  latlon    of    cand  Itl  anal  ly   admitted 
contentions    Neither    specificity    nor    bases    provided    for 
content! ono    Certificate   of   Svc    end 

WETTERHAHN,  M    J         Philadelphia    Electric    Co         WETTERHAHN,  M   J         Conner 
Wetterhahn         S3/O4/27  Atomic    Safety    and   Licensing    Board    Panel 

4Bpp          1B2B3    092         24X   Fiche    30-332,83/04/27,8303020441 


— 03031.80443    Procedure   HPA-77,     "Determination    of   Mai    Permissible 
Concentration  Hours    " 

e      Philadelphia   Electric    Co        83/03/16        3pp         18482  O34        24X 
Ficha    30-000,  B3/O3/16,B3O3180414 

B303KDQ615  Forwards   FSAR    page    c hang  so    (•  draft    responses    prepared    per 

Procedure*)    b  Test   Revieui  Branch    draft  SER    open    Items 

Relpnnsee    h  FSAR    page    changei    will    be  formally    incorporated 
into    FSAR    rev   scheduled    for    June    19B3 

ERADLEViE   J        Philadelphia   Electric   Co        83/05/18        8CHWGNCER,  A 

Licencing    Branch    a         26pp          10320093  24X    Flche    30-332,  B3/03/ IB, 
B3Q32Q06I5 

G30531O009  Forwards   draft   response!    to    personnel    qualification   SER 
Iterni    1-3 1     mgt    technology    Items    1    t<   2   &    draft    rev    to   FBAR 
Section    13   3  a   I    7  re    performance   reviau   program   Changes 
uill    be    Incorporated    Into   June    1933  FSAR    rev 

BRADLEY.  E.  J         Philadelphia    Electric    Co         83/03/23         SCHWENCER, A 
Licensing    Branch    2         20pp          18633   343         H4X    FiChG    30-332,03/05/25, 
83O5310009 


8305040470  NED    info   contention   ra    Inadequate   utll    mgt  Repeated 
carelessness.malfunctionlng    safety -related    equipment    6 
utll    response   adversely    reflect    on  mgt    capability 
ROMANO,  F   R          Air    and    Wat  HI-    Pollution    Patrol         03/04/27 
Commissioners          Ip          18322    236          24X    Fiche    50-332, 83/04/37. 
B303040170 


8303020495   Notice    of    ASLAB    reconat 1  tut i on    CM   Kah  1,  chairman   &    OJ    Edlec    t. 
RL  Ootehy.  members 

TOMPK1N8.  0    A         Atomic    Safety    and     Licensing    Appeal    Panel         83/04/23 
Ip          18273    066         B4X    Ftihe    30-332,83/04/28,8303020403 

8305030563  Forwards    joint  r»pt»    on    status    of   emergency    planning    reviews 
8i   schedule    re   onslte    it  offsite    emergency    planning 
conten felons* status    of   discovery    fc    suggested    items    for 
diecuision    at   B30309   prehearina    conference 

WETTERHAHN,  H    J        Conner   b    Uetterhahn        UETTERHAHN,  M  J       Philadelphia 
Electric    Co         03/04/29         BRENNER.  L    ,     MQRRI3,P   A    ,     COLE,  R   F         Atomic 
Safety    and    Licensing    Board    Panel         7pp         13306    IIS        24X 
Flche-  3O-393j  33/04/29,  B303O30963 


8303310043  Forwardi    draft   responses    to   Core   Performance   Branch    draft 
BER    Items    1    through    4   8.  6    through    11    FSAR   Chapters    4.3,6  t. 
13    uill    be    revised    to    Incorporate    latest   approved    rev*    to 
OESTAR    II     In    June    19B3 

BRADLEV-E  J        Philadelphia   Electric    Co        83/05/29        SCHWENCER,  A 
Litenilng     Branch    2         16pp          18633   2BS         24 X    Flche    30-332,63/03/23, 
8303310043 


8303030330  Memorandum  &  order  ALAB-7S6,  reversing   ABLE  G30427   Decision 
LQP-B3-23   It   remanding   D»l-Auaro   S303OB   request   for 
late-filed    Contention  V-2&    to    ASLB    for    disposition   on 
merits 
SHOEMAKER, C    J        Atomic    Safety    and    Ltcemlng  Appeal   Panel        83/OH/O2 

Atomic    SaFety    anil   Licensing    Hoard   Panel        7pp         13304   14D        24X 
Fiche    30-332,  B3/05/02,  030&O303.30 


F,    8*  curl  tig  i     madlcal,     emergency    &   fire    protection   plans 

9304290013  Foruiards    draft    fire    protection    section    of   SER   based    on 
revleu   of    utll    830139   submittal    of    fire    protection    program 
through   Amend    43  of    OL   application    Thirty-four    open    Items 
requlr*   resolution. 

gCHWEtNCER.C,         Licensing    Branch    2         83/04/19.        BAUER,  E   O 
Philadelphia    Electric    Co         31pp          19266   O33         24X 
Ftehe:  3O-332, 03/04/19,  G304290013 

B30S11OO72  Notification    of   830313-19  meet  ing  I    u/util    in   Dethesda.MD   to 
diicus*    Fire    protection    issues 

MARTIN,  H   E        Licensing    Branch   2.       83/09/03        SCHWENCER,  A        Licensing 
Branch    2         3pp          1B419   36O         24X    Flche    3D-332, 83/05/03,  B30B1 10072 

B303I10O34  Oeneric   Ltr    B3-21    to    all    licensees    ot    operating    reactors, 
applicant*    for  OLs    &   holders    of   CPs    re    clarification    of 
•ccess    to    control    procedures    for    lau   enforcement   visits 
Bvc    Hit   end 

EfSEWHUT,  D  9        Division    ot   Licensing        83/03/11.  Consolidated 

Edison   Co      of   Netu  York,     Inc         l&pp         18340  093        24X 
Fl  ch*  :  30-000,  B3/03/1 1,  83051 10034 

B30-31&0431    FoTUardi    draft   response*    bo   SER    open    Items    re    draft    fire 
protection    section,  per   830419    Itr   Final    responses    tt  related 
page    changes    uill    be    submitted    subsequent    to   B3031B   &    17 
nvet lugs 

BRftDLEV.E   J        Philadelphia   Electric    Co        83/03/13        SCHWENCER, A 
Licensing    Branch    2         67pp          1848i   2OI         24X   Ficli*    30-332,83/03/13, 
0309160431. 


830306047B  Providos   update   of    status   of    conditionally   admitted    non-PRA 
contentions 

WETTER  KAHN,  H  J        Conner   Si    Metterhahn        WETTEHHAHN,  M  J       Philadelphia 
Electric    Co         93/03/03        BRENNER,  L    ,     COLE,  R   F   ,     COLE,  Fl   F         Atomic 
Safety    and    Licensing    Board    Panel         7pp         18340  530        24 X 
Flche    30-332.83/03/03,8303060478 

B303060339  Response    to    Limerick    Ecology   Action/Air    !.  Water  Pollution 
Patrol    spec    of    conditionally   admitted    contentions 
Contentions    1-8,1-13   &   1-3O  admissible   PRA  contentions 
should    be    denied   Certificate    of    Svc    encl 

HODOOON, A  P        Hearing   Branch   2         83/03/04  Atomic    Safety    and 

Licensing    Board    Panel        23pp         18344   083        24X  Fiche    30-352,83/03/01, 
B30304O33? 

0303090478  Advises    of   change    of    address   Svc    list   should    be   amended 
accord Ingly 

ELLIOTT, C   M        Brose   &  Posuiistillo        83/O3/06  NRC    -  No   Detailed 

Affiliation    Given         Ip         18360    235         24X    Flche    30-332,  B3/03/O6, 
830309O178 

B30312027B  Foruards    ttatui    rept    on    draft   emergency    plan   preparation 
AUiTY        Pennsylvania,    Commanuieal  th   of,         B3/03/O9        BRENNER,  L    . 
COLE,  R    F   >     MORRIS,?   A        Atomic    Safety   and    Licensing   Board    Panel         Ip 
1B427    237          24X    FlChB    30-352,  83/O3/O9,  B3QS12027B 

— 930S12O2BO   Status   rept   re    preparation    of    draft   emergency   plans 
Certificate    of   Svc    encl 

AU<  T-  V        Penn»y  Ivania,    CommoniUBal  th    of,         83/03/0?        4pp 
18427'  238         24X   Flche    3O-332,  S3/OS/O9,  8303120278 


1309340213  FoT-uards   monthly    status    rept    on   offilte    emergency 
priparednett.    for   OL   revieus    far   Apr    1983 

DIHCKSiH  J.       Office    of    the   Executive   Director    for   Operations, 
83/03/13        iPALLADlND,  N.  J,       Commissioners         Spp         18393' 322        24X 
Flche:  SO-OOO,  83/03/13,  0305240213 


0303120296)  Faruards   J]    Ruttenberg    notice   of   appearance   &  AJ  Nogee 
notice    of   ml thdraual    of   appearance  Certificate    of   Svc    encl 
RUTTEN8ERG,  J    I         Keystone    Alliance         B3/03/0?         OfiENNER.L    . 
MORRIS,  P   A    ,     COLE.R  F       Atomic    Safety   and    Licensing   Board    Panel 
3p p          18430    171         24 X   Flehe    30-332,03/09/09,8303120276 


6303230133  Fnruard*   Amend    30   to   OL  application, substituting    revised 
vecelon.   of   physical    security    plan   Rev  withheld    (ref 
IOCFR2   790), 

BRADLEY.E  J       Philadelphia  Electric   Co       83/03/20       DEN TON, H  R 
OffUce    of   Nuclear   Reactor    Regulatloni    Director        3pp         I83B4   063. 
24X   Fiche:  90-352, B3/03/20,  B3O3250133 

— 830)9330133   Amend    30   to   DL  app  1  Icafcloni  substt tuting    revised    version 
of    physical    security    plan. H/Cartif Icate    of   Bvc 

KEUPER,  J.  B,      Philadelphia  Electric  Co       83/03/20       7pp        1B304.0&8, 
24X 'Fich  e    30-332, 83/09/20.  B303H30133 


8303140174  Notice    of   appearance    in    proceeding  Certificate   of    Bvc    encl 
HUBH.M.  M        Philadelphia,    PA        S3/O3/09        Spp        1B446  068        B4X 
Flchi    50-352,83/03/09,8303160174 

8303140177  Notice    of   appearance    In    proceeding 

LEWIS,K    8        Philadelphia,     PA.        B3/OS/09        2pp        IB444  O34         B4X 
Fie  he    30-333,83/03/09,8303160177, 

8303170333  Response    to   ASLD    930331    order    advising    that   Commonwealth    of 
PA,Ofc    of   Consumer  Advocate    intend!    to   participate    in 
proceed  Ing 

UERSAN,  D        Pennsylvania,    Commonwealth    of,         B3/03/10        BRENNER,  L 
Atomic    Safety    and  Licensing    Board    Panel         Ip        10467   393        24X 
Fiehe    50-332,83/03/lO,B303170933 
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8303170336    Order    directing    util.NRC    t.    Air    fc    Water    Pollution    Patrol 
jointly     supply    HSLS    la/IE     Insp    Rept    30-333/76-06,  notice    of 
vio  lat  lor  ;  u  t  (  1    response    !>   otfier    documents    re    scope    of    reeiam 
of   uelds    bv    particular    inspector 

BRENNER,  L         Atomic    Safety    ana    Licencing     Bcai-d    Panel          83/03/13 
Philadelphia   Electric    Co         3p  p  1846"?   O2S         24X 

Flche    30-353,83/09/13,3305170339 

8305180136  Memorandum  &    order    confirming    ichedules    established    at 
3303-07-11    special    prehearin-g    conference    NRC    orderac"    to    rept 
on    FEMA    schedule    for    reviewing    pi-ens    6    NRC    schedule    for 
Usuinj    SER,  first    SER    iupp  1,  Pflfl,  CES   &   FES 

BRENNER,  L         Atomic    Safety    and    Licensing    Board    Panel          B3/03/16 
lOpp          1849O    O12         24X   riche    50-33?.  B3/O3/I6,  8303130136 


S3Q324O3I6   First    get    of    in  torroqator  i  e-s    on    pra-ssurl  i  fld     thermal     shock 
contention   Certificate    of    Svc    end    Related    correapondenc  e 
LEU1S,M    I         Leuiis.     M         B3/Q3/19  Office    of     the    Eiecutlve   Legal 

Director          lp          18371     173         S4X    FUhe    SO-332.  83/03/  1?,  830524031  6 


8303160117   RBV    17    to    FSAR 

*     Philadelphia    Eloctric    Co        03/04/30 
Fich«    30-352.83/04/30,8303160117 


626pp          18448    1B7 


8303190339  Forujards   Affidavit    of   Svc    re    distribution    of    Rnv   19   to  FBflfl 
Si  fiev    IS  to   environ    rept,  per   DO  Eisenhut   BlO70o    Itr 
BRADLEY.E  J        Philadelphia   Electric    Co        83/03/13        DSNTOW,  H  R 
Office    of   Nuclear  Reactor    Regulation,     Director         3pp         18300  027 
24X   Flche    30-332,03/03/13,6305190339 


Inspection   reports     IE   Bulletins   &   correspondence 


B2120603B5   IE   Info   Notice   S3- 14,     "Dewatsrad    Spent    Ian  Exchanj*    Ruin 
Susceptibility    to  Eiotharmlc    Chemical    Reaction    "    Svc    lilt 
>ncl 

TAYLOR,  J  H       Division   of   Safeguards   &    Inspection   Program    (Pott 
930103)         63/03/21  Consolidated    Ed  it  oil    Co      of    New    York,     Ine 

112pp          IB30B   319         24 X   Flcho    3O-000,  B3/03/H1,  8312060369 


B303260181    Forwards    IE    Insp    Rept    50-353/76-O(,,  no  t 1  CB    of    violation    6 
utll    reap  onae,  per   ASLQ  G30313   order    re    QA    documents   Co-mmenti 
on    Imp    repls,  notf cei    of   violation   6    interrogatories 
re  Hived    an    83051 B    W^o    Bnc  1 

ROflANOrF   R        Air    and   Water    Pollution   Patrol         83/05/1?        BKENNER,L 
Atomic    Eafetg    and   Uicentin.)    Hoard    Panel          lp          1B399  261         24 X 
Fitha    30-333.  63/OS/19,  a305240!Bl 

83O5E30239   AivLte*    that    FEMA    li    dl^cuislng     tJine    needed    to    revleu 
Parn«i(l  van  la   Emerg«ncq    Mgt   Agencq    emergencij    plan  u/FEMA 
pujlonal    ofc    NRC    schadules    fof    issuance    of   BER, SER    suppl, 
PRrt.DES  &  FES   unchanged 

VOOUER.B    H         Hearing    Dranch    2         B3/05/EO         BRENNER, L    ,     MDRRIS,  P    A    , 
CDLE.  K    F         Atomic    Safatg    and    Licon!ing    Board    Panel          2pp  18539:004 

24X   FlcMe    30-382,83/03/30,8303230239 

930534046?   Fortiardls,  in    resjionse     to    ABLE   S3O313    order    for    OA    document's, 
IE    [nsp    Rept    50-353/76-06    !.   related    documenta 

UETTERHAHN.M   J         Conner    t    UatterhaMi         WETTERHAHN,  M   J         Philadelphia 
Electric    Co         B3/OS/3Q         DRENNER.L    .     MClRRia.P    fl    ,     CDLE,  R.  F         Atomic 
Safety    and    Licensing    Board    Panel         97pp         13572    166        34X 
Flche    =0-352.83/03/20.8305240489 

9303240322  Rsaponso    to   ASLB  63O316    itheduling    urder    Addl    itatement    re 
NRC    u»e    of    PRA   &    rapt    on    NUflEO-0737,  Item    II    K   3    IB    Bnc 1 
Schedules    far   NRC    Issuance    op    documents    discussed    at   second 
special    prehearing    conference   va 1 i rf   W/Cffftl f i cate    of   Svc 
HDDODOH,  A   P         Hearing    Dranch    a         03/03/34         <7pp          1 B623    O19.       H1X 
Ftche    90-332,83/05/2^,8303260332 

— 3303260327  Forwards    evaluation   af    BWH   Oiunors    Croup    oenerlc    respon*e    to 
NUFlEO-0737i  Item    II    K   3    !B,     "Horf    of    Aotomatic 
Depressuri  latlon   S<is    Logic    -   Feasibility    far    fncrea-sed 
DlversiKg    of    Some    Event    Senuence-s    lh   Response    requested 
SCHWEWCER.A        Licensing    Branch    3        E3/0&/23        BAUER, E  C 
PrtJladetpftia    Eleeti"ic    Co        9pp         10b23  03B        24X 
Ftehu    50-352,  33/O5/24,  e3O3H60322 


B303040021    IE   Info   Notice   03-21,     "Defective   Emergency   Uie    RaiplT'tar    ' 
Svc    list   end 

JOROAK, E  L        Division   of   Emergency   PrBparBdnit*   &  Engln*iring 
Reipotlie    IPdst    830103)         B3/O4/13  Consolidated    Erf  i  son    Co,     at   Ntw 

Yorl,     Inc         126pp         IB433    133        24X  Fiche    30-000,  B3/04V13,  B3030400il, 

3303040023    IE    Info    Notice    B3-22,     "BWfl    Saf sty/Rsl ief    Valva    Failures    • 
Svc    list   end 

JORDAW.G  L        Division   of   Emorjencij   Preparadnin   t>  Engi naBTing 
Reapons*    (Post  8301 03 »        03/04/32  Consolidated   Ellison  Co      of  Niu 

Vork,     Ire        H2pp         10383  OB9        24X   FIche    30-000.  B3/04/EB,  B3030400B3 

83030^0023   IE  Info   Notice   S3-23,     "Inoperable   Containment    Atmotphert 
flenilna   S^s    "    Svc    list   oncl 

JORDAMi  E  L        Division   of    Emergency   Preparedness   fc  £nglni*ring 
Response    (Post    S3O1O3)         83/O4/23  Consolidated    Edlion  Co.     of   Nta 

Voi-t,     Inc        119pp.       183B1    291         S4X   Fiche    90-000.  83/04/29.  B30304D029 

930909020'2   Informs    that    changes    to   Rosetnount    trantmi  ttera    ulll    fci 
completed    by    B4O7O1    for   Unit    1    &   prior    to    fuel    load    for 
Unit   2    Info    completes    response    to    IE  Bulletin   BO-lfa 
KEMPER.-J  S        Philadelphia   Electric    Co        83/04/23        HAYNEfl,  R  C 
Region    1,    Office    of   Director        3pp         1S34I    078        H4X 
Ftche    SO-332,  B3/04/23,  8303D3020S 

6303040037   Notification    of    significant    licensee   B30SOS  meeting    In 
Phlladslphia.PA   to    discuss    results    of   SrtLP 

TRIPP.L  E        Region    1,     Office    of   Director        S3/04/H7  Division   ot 

Pro j net   &  Resident    Programs.       lp         1B334  362        S4X 
Fiche    30-33S.  03/04/27,  3303060037 

S3O3040026    IE    Info   Notic*  S3-S4,     "Loose   Parts    In   Becondarg    Sfd*    op 
Steam  Oenarators    at  PWRs    "   Bvc    list    nncl 

JDRDflMi  E  L        Division    of   Emergency    Preparedness   &  Engineering 
Re«pon*»    fPc-st   B30103)         B3/04/EB  Consolidated   Edison-  Co.     of   New 

Yort,     Inc         JlSpp         1B3S2  047        24X   Fiche    30-000,  B3/04/3Q,  9303-0 tODHfi 


— 830414016il    Foruards    taPefj    evaluation    of  mods    proposed    by    DWfi  Ouners 
Croup    TB    NUREO-0737.  Item    II    H    3    IB.     "Mad    af    AD3   Uoo 1 c     " 
Tdia   options   proposed    acceptable    W/o    e-nc  1 
HOUSTON,  R  M        Assl«t»nt    D-iractor-    for    Reactor   Saffftg        83/04 /OJ 


LAI  WAS,  Q   C 
037 


Anistant   Director    for    Sapstij    Assenment 
24X   Flchs    30-332,  B3/OS/24,  S3O326O322 


2pp 


B3033 10013  Supplemetltal    motion    to   r-aopen   A/or    to    admit   neu   Contentions 
V-27   Ir  V-Sfl    re    f  eas  it)  i  1  i  tij    of    providing    uater    to   plant   b« 
•  tartop    CertiPicat*    of    Svc    end 

SUOARHAN.R    J        Del-Aware-  Unlimited.     Inc         SUOAWMAN.n    J        Sujarman. 
K   J         83/03/24  Atomic    Safety    ahd    Licencing     Board    Panel  17pp 

18633    263         34X   Ficrt«    5O-332, 83/03/24, 8305310O13 


H      Oeneral    correspondence 


8303240316   Requests   HW   QuiJ>    t,   K   LRUia    lie    addetf    to    CL    proceeding    svc 
lilt    fur    City    of  Philadelphia   Bvc   wilt    replace    formar 
managing    director, W   ffaode 

DUSH,M  W        Philadelphia,    PA        33/05/19        OfiEN^ER.L   ,    COLE,  H   F  , 
MORRIS.  P    A        Atomic    Safety    and   Licensing    Petard   Panel,       4pp 
JBS4B    197         34X    Flch*    30-352,  S3/05/19,  e303S4(J31& 

K      Utility   Final    Safity    Analysis   Report    <FSAR)    t,    amends 

830131O260  Forward*   Rev    16,   to   FBAR 

BRADLEY,  E   J        Philadelphia   Electric    Co        S3/QJ/2B        DENTON,  H  R, 
Ottltt   of  Nuclear    Reactor   Regulation.     Director.       2ap         16967   246 
34X   Ficha    30-332. &3/01/EB,  B301310B60 


B303040027    IE    Info  hJotlce   B3-S5,     "Stcidbg    fias    Treatment   9y»    Heatir  Hljk 
Temp    Trip   Betpolnt    Adjustment    "    avc    ll*t    end 

JORDAN, E   L        Division    of    Emergency   Preparednais  ti  Engineiar-lnB 
Response    (Post   830103)        83/O4/2S  Consolidated   Edison    Co,     of  Niu 

York,     Inc          HBpp          18382    163         24X    Fiehe    30-000,93/04/28,83030413087 

B3030iH)OS0    IE    Info   Matte*  83-26,     "Failure    of   Saf ety/Rilief    Valve 
Discharge   Line   Vacuum   Breakers    "   Svc    list   encl 
JORDAN,  E  L        Division    of   Emergency    Preparedness   &   Engineering 
Response    (Pact  83O103)         B3/OS/O3  Consolidated   Edison  Co      of  W«u 

York.     Inc         122pp         18441    17O        24X   Fiche    30-000, 83/03/O3, B3030400S6 

B30304O030    IE   Info  Notice   83-27,     "Operational    Respon**    to   Eventt 
Concerning   Delib-erate   Acts    Directed   Agalnit   Plant 
Equipment    "  Bvc    ll*t   end 

JORDAN, E  L        Division    of  Emergency   Preparedness   &  Engineering 
Response    (Post  B301O3)         B3/O3/04  Consolidated   Edison  Co.     of  Ntu 

Vort,     Inc         112pp         18392   BBS        H4X  Flche   30-OOO,  B3/OS/04r  8303(MOO30 

B 303040031    IE   Info   Notit*   B3-2S,     "Criteria    for   Protective   Action 
Recommendations    for    General    Emergenciei    "   Svc    list    encl. 
JQRDANrG   L        Diviilon   of  Emergency    Preparedness   fc  Englneerlnfl 
Responie    (Post   8301O3)        83/O5/04  Contolidated   Edison    Co      of   Neu 

Vork.     Inc          119pp          1B441    O01          24 X    Flche    30-000,  33/03/04j 8303040031 

0303040033    IE   Info    Notice   83-29.     "Fuel    Binding    Caused    by  Fuel    Rack 
Dnformation   "    Svc    list    encl 

JORDAN, E   L        Division    of  Emergency    Preparednvn   &  Engineering1 
Re-sponse    (Post  B301O3),       83/03/06  Consolidated    Edison   Co      of  W«u 

Yorfcr     Inc         HSpp         18523   248        24X   Flche    50-000,03/08/06,8303040033 


— 8301310274  Rev    16    to  Linnrlek   Generating   Station, Units    1    &   2  FSAR 
*      Philadelphia   Electric    Co        B3/OI/31         442pp,       16967-333        24X 


DOCKETED  ITEMS 


247 


03&3040Q34    [E   Info  Notice  83-30,     "Misapp  1  i  cat  ion   of   Generic   Emergency 
Optr*tlng    Procedures    -(EQP>    Ouidelinns    "    Svc    lint    nncl 
JCflOAHiE   L         Division    of   Emergency   Preparedness    1   EnglneeriHB 
ReipoTitP    (Poet   630103)        83/03/11  Consolidated    Edison  Co      of    Neu 

York-     Iff          11  4  Up          18924   003         24X    Fieho    30-OQD,  B3/03/ 1 1,  830304OO34 


8303060437   Forward's    draft    rBSpnrn&E    to    NUREG-0737,  I  terns    I    C    t,  I    C    i>. 
I     D    1<1    D   2.  I    o     1    t-    III    A    I    3   Responses    ui  J  1     be     incorporated 
Into    FBAR    bij    June    19B3 

3RABUEY, E   J         Philadelphia   Eleetric    Co          B3/OS/04         SCHHENCER,  A 
Licensing    Branch    2         9pp         19331     160         24X    Ficfie    30-332.33/05/04. 
8303060-137 


0303040040    IE    Info   Notice   33-31,     "Error    in    ADLPIPE   Computer   Program    " 
five    Hit    end 

00ft  DAN  i  E  L        Division    of  Emergency  Preparedness   J,  Engineering 
Ruponie     (Post    83O1O3I         83/03/19  Consolidated    Edison    Co       of    Neu 

Yorki      Inc          U4pj>          IB697   009         24X    FlchB    30-000,  B3/O3/19,  S303O4OO4(J 


8305100275   Foruarrfs    Rev  0    to    "Study   Calculation    for    £-Si/s   Clamp    on 
E 1 b oUi    " 

KEMPER.J    S         Philadelphia    Electric    Co,        63/03/O4         PUltPLE,  H   A 
Divi«!on    of   Licensing          2pp          1337O    175         34X    Fiehe    5O-332, 03/OS/Q4, 
B303100275 


Forward*,  in    response    to    AELD   93-0513    order    far    QA    documents, 
JE  Insp    Rept   30-333/7i-06  (•  related    documents 

HETTERHAHW.  M  J        Connor  *  Uetterhahn        HETTERHAHN,  M  J        Phi  1  sde  1  ph  1  a 
Electric    Co         83/O3/2D        BRENNER,  L    .     MDF1RIB.P   A    ,     COLE.R    F          Atonic 
g»f«ty    and   Lieensino    Board   Panel        B7pp         1HS72    1&6        24X 
Fie  ha,  30-392.53/03/20,8303240489 


— 93OS1O03S1     Rev   O    to    "Study    Calculation    for    E-Su,s    Clamp    on   Elbows    "    C 
oversiie    drawing    end    Aperture    card    available    in    PDR 
HU.C    K    ,     HUANQ.A    V    ,     KHLAFALLflH. M    Z          Bechtel    Corp          SR   G031-S3IO 
HOD         63/04/18         7bpp         1337Q    177         34X    Fithe   50-333,93/03/04, 
3303100273 


030304O046    IE    Info   Notice  83-33,     "Nonreprosentative   Sampling    of 
Conti"lnat*d   Oil    "    Svc    list   encl 

JOflDAN,  E  L        Division    of  Emergency  Preparedness    i  Engineerinfl 
Ruponit    (Pott  S3O103)        B3/05/3i  Cotisol  idatad    Ediian  Co      of    Netu 

Vort,      Ine          llflpp  18647   007         H4X    Ficho    3O-000,  B3/OS/26-  83O304O04<I. 


Q303110O77   Summary     of    B 3 0322 -24    meeting*    u/utl 1. flnch tel    &   GE    in    San 
JoierCA  re    applicant    response    to   NftC   requests    for    addl    info 
re    mechanical    engineering   review 

MARTIN, R   E         Licensing    Branch    a         33/03/03  Licensing    Branch    S 

16pp          IB419   337         24X    FUhe    3O-332,  93/O3/O3,  S3O31 1OO71) 


f     H*jring    transcripts    o-n  nan-antitrust   matters 


Transcript    of   330509  prehoaring    conference    in  Ph  1  lad*  Iph  1  a- 
PA  Pp    4,  039-4,  Ifi? 

<     Atonic    Safety   and    Licenilng   Board    Panel        83/03/09        132pp 
S4X   Fichn    30-332,  B3/OS/O9,  B303160033 


034H60173    Transcript    of   £330510  hearing    in    Philadelphia,  PA 
ft    4-  160-4,395 

*     Atonic    8af«t<|    and1   Llcenilng   Board    Panel        83/03/10        538pp 
1S449    180         34X    FlchB    30-352,03/03/10,8309140173 


g3031fiOQl&  Transcript    of    B30S11    prehearing    conference    in 
FMt4<f*lphla,PA    Pp    4,396-4,35? 

*     Atom  If    0itt*ti)    and    Licensing   Board    panel        83/03/11         139pp 
IB433    IfiS         24X    Fiche    SO-33B.  83/03/1 1.  83O3I60016 


8305190012  Notlficatian    of   B30917   &    IB  meetings   u/util    In    Dflthssda.MD 
to    dfscusB    resolution    of   remaining    outstanding    issues 

HARTINiR    E         Licensing    Branch    S         B3/OS/Oi         SCWHENCEH.A         Licensing 
Branch    2         4pp          1BS23    90?        34  X    Fiche    30-393,03/03/06.830319-0012 

630  3  090  SS?  Generic    Lti>  a  3-  20   to   all    operating    reactor    Kcenieei    & 
holders    of   CPs    re    Integrated    scheduling    for    implementation 
of    plant    modi   Svc    31st    encl 

EISENHUr,D   O         Division    Of   Licensing         B3/OS/0?  Consolidated 

Edi,an   Co      of    New  York.     Tnc         IApp         IBS27    153        24X 
Fiche    SO-OOO, 


S305E30036   Notification   of    B30311    meeting    u/uti  I    In    Qetheida  ,  HD    to 
discuss    Toqu  irorasnts    Far    r&iolutinn   of    geoteehnicjl    in  sues 
idBntlfl*il    ITI   SRC   S30311    Itr 

MARTIW,  R    C         Licensing    Branch    S         83/O3/O9         SCHWENCEK.A         Licensing 
Branch    3         4PP  10437    J73        34X    Flcne    5O-332,  B3/05/O9,  B30913002& 


DOCKET   SO-333   LIMERICK    OENERATINS   STATIONi     UNIT   S 

A-     AppJieatlon/coniEruc  tlon  stage    documents    &    correspondence 

S3O5040307  Responds    to    concerns   eipreieed    in  Encl    1    to   NRC   B2OBI2   Itr 
rt  d^nanl-c    qualification   of   safety-related   equipment    far 
llll«(c    b  :hy>drodijn4inic    load*  Oualiflcatlon   program  revs  uill 
bi    co*pl»t»tf    bg   Fourth.   Quarter    I9B3 

KEfVER-J  B        PMKdelphla  Electric   Co        83/03/31        BCHWENCER.A 
Llctnilng    Branch    S        7pp        10351    147        24X  Fichc    30-332,  B3/O3/31  , 
S30WWM7 


Foru»ri!i    raqueit   for  addl    info   needed    for   rsvleu   of 
jiuc  1  1  larg    fiij»    lnuet 

SCHUENCER,  A,       L(c*uslng    Branch    S        03/04/22        DAUER,  £  0 
PAlladtlpMB    Electric    Co         4pp         1B351    227         SIX 
Flcftt    30-332.63/04/22.8303040327 

^30  504  012?   Foruards    "Environ  Assessment    Rept  Gc  Find  ing«>Polnt   Pleasant 
Wjttr   Supply   Prujtet,  "    pur  NRC   request 

WEBTONjft    T        PffTinujlvonia,    Commonueal  th    of,         83/O4/S&        LEKR,  J   C 
Environments!   *   Hydi-aloD*c   EnDineering   Branch         lp         10347  309        2-1X 
Fichl    30-338.  B3/04/KtrE3030603a1? 


"Environ    Agsr*iniint  Rept   t<   Findings,  Point   Pleasant   Mat 
Supply    Project    " 

rUDDENDDHF.  W  D    i     WES  TON,  R  T  ,    DUNCAN,  P   B        Pennevlvanla, 
Co»*onu«nltJi    of,.        52/08/31         HBpp          1B347   310         S4X 
FiC^I    50-333.03/04/26,0305060329 

^03020333   R««ponifi    to    0H0403  request    for  addl    info    re    control    l-od 
tfrlvt  -ly*    hydroiigR«mi  c    loads   Loads   caused    by    operation   of 
tcraa  valv**    Incarporatad    into   sus    support   dosijn 

S        Phlladalphi*  Electric   Co.      83/04/27        SCHWENCER.  A 
g    Branch    2        3pp        1BH77    133        24X  Fichu    DO-932,  03/04/S9, 


Foruardi    application    for  Amend    40    to    DL  appllcatlonr  ravlclng 
3  fa   k   design   a»j«**roBnt   rept 

J.       Phlladalpfilfl  Eleetric   Co        83/04/29        BENTQN.H,  R 
et    of  Nuclear    Reactor  Rtoulitlonr    Director        3pp.       18297    147 
Fiche    30-332,  B3/04/a9i  8303030399 


B303130096  Forwards    draft   responses    to   AtiiiliartJ    Bys    Branch    Questions 
41O  00    -   410    1O1    tnfa    discusses    Rev    14    to    FSAR    re   detection 
of    leakago    through    spant    fuel    pool    [iner    t-    cont  Inuoui 
occupational    eiposifre    during   normal    operations 

BRADLEY, B   J        Philadelphia   Electric    Co        83/03/09        SCHHENCER,  A 
Licensing    Branch    S          12pp         18438    O43         24 X    Fiche    90-353,83/03/09, 
B30 91 30096 

S30312032O  Forwards    draft    proposed    tjiangcs    in    response    to    330407 
discussions    re    ftems    J ,  3ai  3b,  fl,  7,  B.  1Q-J3,  IS-16  fc    E8    Draft 
changes    will    be    incorporated    into  FSAR   rev    scheduled    for 
June    19B3  6    into    design    as-lessnent   rapt 

DRADLEV, E   J         Philadelphia    Electric    Co         D3/OS/10         SCHHENCERiA 
Licensing    Brunch     S          139pp         18431     1 7O         24 X    Fiche    5O-3S2,  B3/09/10, 
8305120330 

0303300170   Notification    of    cancellation    of    B3O511    meeting    u/utll     in 
Deed esda, MD    to   discuss    requirements    for    resolution   of 
geotechnlcal    iss uea 

MftRTIN.R    E         Licensing    branch    2         B3/O3/1O         SCHWENCEff,  rt         Licensing 
Branch    3        4pp         ia»4O  233       24X    Fiche   50-332,83/03/10,8303200170 

B30517O187   Forward 4    draft    rasponse<    £i  FSAR    page    changes    re 
Instrumental  ion    tc  Control    Sgs   Branch    Requaits    for    Arfdl     Info 
421     3,421    Ci,421     7,421     16,421    30   &    421     30    In    NfiC    BSQB3S    Itr 
U/soven   oversize    drauinfli    Aperture    cards    in  PDR 

BRADLEV.E   J        Philadelphia-   Elsctrlc    Co        B3/O5/I2        SCHWENCGR.A 
Licencing    Branch    Z         I30pp        18463  017        SIX  Fiche    90-339,03/03/18. 
B303I70187 

6305100343   Forwards    draft    responses    t  FSAR   page    chanj&s    In   reiponse 
to  Mechanical    Engineering    Branch    830411    req.ue*t    For    addl 
info    T»   iiDn~5trai jht    main    steam    line   %    Independent    design 
verification   program 

BRADLEY. E    J        Philadelphia   Electric    Co        B3/O5/13        SCHHENCER,  A 
Licensing    Branch    2        43pp         1B4B5, 171         34X  Fiche    3O-3S2, B3/03/J3, 


0303130402  Forwards    draft    change    to    FBAR   Section   9  2  A   4   2  2    r*   spray 
pond    natural    evaporation   per   B3Q42O   tel con    Changa    to    be 
formally    incorporated    into   FSAR    rev   iche-duled    far   Juna    1983 
DHADLEYi  E  J        Philadelphia   EUetrlc    Co        S3/OB/13        SCHWENCEJJ- rt 
Llcenllng    Branch    S         3pp          1B486    0-09         S4X    Ftche    30-332.  B3/05/ 1 3, 


'^30-5030307  Application    for  Amend    4S  to  OL  application,  revlslns    FSAR    ft 
dt-ti}n    asieisment    rept  Certificate   of   Svc    encl 
BAUER. E  B    ,    BHADUEV.  E   J       Philadelphia   Electric    Co        83/04/29 
7ff          13597    130.        24X   Fiche    30-332,03/04/29.0303030399 


DOCKETED  ITEMS 


8309190119  Fcruardi    draft    revs    to    responses    to    duaitlans    430  68, 43O    72, 
4 3O    73    E<    43O    114    r&    dleiel    generator    auiillar-y     syi    Changes 
will    b«    Formally    1 ncorp orated    Into    FSAR    rev   scheduled    for 
Jur-a    19B3 

BflAGLEY.E   J        Philadelphia   Electric    CD        33/03/13        5CHWENCER.  A 
Licensing    Branch    2         21  pp          JS4SS    333         24X    Fiche    30-332.33/03/13! 
63031B0419 


8305 100337  Foruard*   draft   FSAFt   page    ehang*s    re    op*n    Itimt   top  CJiti 
Technology   Section   draft   BER  re    reactor    coolant   it 
•oppression  pool    &   secondary    containment   atmospfcer*   Chingn 
to  bo    incorporat«d    into   REV  20   to   FSAR    in   May    1983 
BRADLEY.  E  J       Philadelphia   Electric    Co        03/03/13        BCHHENCE*,* 
Licensing    Branch   2        lOpp         1B406   347        24X  Fiehe    50-392, 
3309 180309 


9303100432   Forwards    draft    rsiponses    to   fiat! iol ogled  1    As»Bi*ment   Branch 
requi»t    -for   add)    Inf-o    tc   draft   FSAR    change*    resulting    from 
630430  telcon  u/f(RC   Schedule    for    formally    incorporating 
change*    into    future   FSAR   revs   noted 

BRADLEV.E   J1         Philadelphia    Electric    Co         63/03/16         SCHWENCER.A 
LlcinUng    Branch    2         99pp          1846*    126         24X   Flche    3O-33S,  83/€3/lfi, 
9305160438 


B305180491   Forward*    draft   responses    to   SER   open    Items    re   drift   Mrl 
protection   section, per   830419   Itr   Final    response*   &    relatid 
fogt    changes   uilll    be    tubmitted    subsequent    to  S3031B  S.    1? 
mutt  ing t 

BRADLEY,  E  J       Philadelphia   Electric    Co        83/09/13        BCHUENCER,  A 
Licensing    Branch    2         67pp          1S4B6    £01          24X   Ficht    90-332163/09/13, 
8303JB0491 


3303230496  Forwards    draft    revs    to   OA   Oranc h    Questions    260   1    through 
2&O   55  &   related   FSAR    chanaei    per   830329  meeting    Info    ulll 
bf    incorporated    Into   FBAK    In    -June    I9B3 

BflADLEY.E  J        Philadelphia   Electric    Co        33/05/19        S5CHWENCER,  rt 
Llc*n«ing    Branch    2         3ISpp          18333   35B         24X    Fiehe    30-332.83/03/19, 


B303190414   Forward i   Peach   Bottom   procedure*    lupplemeniinci   utll  OMJ1* 
ravponie    to    Item   9   of   Radiological    A«iei<ment   Branch    draft 
BER  Similar   or    Improved    procadurei   uill    be   developed    fen- 
Lfmirlclt. 

BRflDLEY.E  J       Philadelphia   EHetrlc   Co        83/OS/1A        SCHWENCER,* 
Llcinilng   Branch    9        Spp         15483  007        24X  Fiehe:  30-QOO,  B3/03/I4, 
Q3D91804J4 


B305E5O133  Faruardi   Amend    SO    to   OL   apf  1 1  catloni  subst  1  tutlntr    rivl  led 
verilon   of    physical    iscuritij    plan    Rev   ulchhelif    (rsf 
10CFR2   790) 

BRADLEV.E   J         Philadelphia    Electric    Cfl         S3/03/2O         DENTOW, H   R 
Of fit*    of  Nuclear   Reactor  Regulation'    Director        3pp         1S3B4  063 
Z4X   Flche    30-332,  93/03/20,6305230133 

— 8309250133  Amend    SO    to  OL   app 1 1  cat  1  an, soo stltutl ng    reviled   v*nlon 
of    pfigsScfll    tecurltu    plan   W/C*rtif icate    of   Bvi 

KEUPER,  J  8        Philadelphia   Electric    Co        33/03/20        7pp         IB 384  068 
24X   Fiehe    SO-352,  B3/03/20,  03032301  33 

8303370373  Foriuardi    revl*ei)    draft    change    to  Hijrfrolog  i  c    &  Ceotecrtnlcal 
Engineering   Branch    open    Itim   r*   FBAR  Section    926422 
Change  will    be    formally    Incorporated    into  FSAR   rev    In   Junv 
1983 

HHADLEY,  E  J        Philadelphia   Electric   Co.       B3/03/23        SCHWEMCER,  A 
LIe«n*Ina    Branch    2         3pp          1B644   3?b         24X   Fltt\t    30-353,03/03/23. 
8303B70373 

C      Utility    Environmental   Rtport    (EH),    amend;    t  corrnpond*ni:» 

B303I60001   J?BU   13   to   environ    rapt    -  01-    itage  Oni    ovenin    drawing    end. 
Aperture    card   available    In   PDR 

»      Pfiilarfelphla   Electric    Co        83/04/30        72pp         18449  030        24X 
Flchi    30-332.83/04/30,8303140001 

ea-05190399  ForuardJ    Affidavit    of   Svi    pe    distribution    of   Rev    19  to   FSAR 
ti  Rev    13   to    rnviron   rept.per    DO  Ejtvnhut    910706   1  tr 
BRADLEV,  E  j        PhlladelpJiia  Elfctric    Co        83/O3/13        J>GNTOM,  H  R 
Office    t>t  Nuclaar    Reactor    Regulation'     Director        flpp         16500  027 
S4K   Ficfi*    SO'333,B3/03/13j  B3D9170337 

E      NR.C   Safety   Evaluation   Report    (BEH),     tuppji    It   correspondent  e 

B304270O13  Forward*   draft    fire   protoctlon    section   a*    SER    bated    on 
r«vi»u  of    utIS    B30I28    submittal    of    fire    protection    program 
throuoh   Amend   IS   at  Di.   application    Thlrtg-four    open    Itemt 
require   reialutioti 

SCHWENCER.A        Lictnilng    flraneh   S        B3/O4/19        BAUER,  E  0 
•Phlladllpfiia    Electric    Co         3!pp          19266-053         SHX 
Flcfi*    SO-33S,  B3/04/I9.B304290013 

B309020233'   Foruard»    draft    rtsfmnm    to    Questions    4-10   3r44O   4,440   S    fc 
440  33  Respotisrs    also   address    item   1    af    draft   SER   Series 
44O  Raactor   Bgi    Branch-     "ODYN  Analysii    of  Prusur i latl on 
Tranilent*"   &    Item  3    of  B2O7I6    itr   re    SER   Section    4   4 
BRAOLEY.E   J        Ph I ladilphla    Electric    Co        S3/04/27        BCHHENCER.rt 
Hcsnilns    Draneh    H.       13pp         £8277  OHO        34X  Flche.  30-332-j  83/04/27. 
9303020239 

8303020434  Forward*    draft    responses    to  Reactor   BJJI    Branch    draft   SER    re 
TMI    Items    It    K  3    13,  II,  K  3   IS,  II   K  3    16.  II    K  S    18,  II   K  3  at  < 
II   K   3  22,11    K  3  24,  II   K   3  S3,  II   H  3  30,11    K  3  31    fc 
II   K.  3,  43  Response   ulll    be    Incorporated    Into  FBAK    revi 
BRADLEV.E  J        Philadelphia  Electric   Co        33/04/37        BCHWENCER, A 
Li<-"n*'n9   Branch   2        I3pp         1B283  SB?        24X   Flche    50-332, 83/04/27, 


8305200*13  Forwards  FSAR   pagi    changes   &   draft   responses   prtparrd  pir 
Pracidurei   b  Test   Revleu  Branch    draft   SER    open    Item*, 
Responses   &  FSAR  page    changes   uilll    be    formally    Incorparattd 
into  FSAR  rev   scheduled    for   June    19S3 

BRADLEY,  EJ       Philadelphia   Electric    Co        03/03/19        aCHMENCEfl-/ 
Llcen*ing   Branch   S        £6pp         1S3HO  093        24X   Fich«    30-332,  B3/05/JB, 
9303200619 

B 3033 10009  Forwards    draft    responses    to   personnel    qualification  BEfl 
Items    1-3,    mgt    technology    Items    1    Si  2  &   draft   rev    to   FEIAft 
Section    13  2  s    I    7  ri    performanca    revlau   program  Chang«« 
ulll    b>    incorporated    Into   June    19S3  FflAR   rev 

BRADLEV,  E   J       Phi  ladvlph  la   Electric    Co        33/09/23.       SCHMENCEfii  A 
Licensing    Branch   2        20pp         1B633  243        24X  Fiehe;  30-392,  63/00/33, 
B3033I0009, 

9309310049  Forwards    draft   re«pon«ei    to   Cor«    Performance   Branch  drift 
BER    Items    1    through    4   &  &    through    11    F9AR   Chapter*   4,3.6  If 
19    ulll    be   revised    to    incorporate    latest   approved    rtvi    to 
OESTAR    I!    In   Juni    19S3, 

BRADLEY,  E  J       Philadelphia    Electric    Co        B3/09/29,       SCHHENCffM 
Licensing    Branch   S,       lApp         18653  203,       S4X  Fichi,  S0-332i83/0)/as. 
8305310043 

P.    Security,    medical,     emergency    tt   fire   protection   plan* 

E<3091t0072  Notification   of  830310-19  meeting!   w/utll     In   BsthtldliHO  U 
dlscusi    fire   protection    issues 

MARTIN,  R  E        Llctnslng    Branch   2        03/O9/09        SCHWENCER,  A,       LtcinUr) 
Branch    2        3pp         18419   3fiO        24X   Fiche,  30-352,  03/08/03.  8303110078 

8305110034  den  eric   Ltr   03-H1    to   all    licensee*    of    operating    rtactarii 
applicants    for  OLs    k   holders    of   CPi    r§    clarification    of 
accasi    to   control    procedures    for    law   enforcement   vl«iti 
Bvc    lilt   encl 

EISENHUT,  D  0        Divlfion    of   Licenilng        83/03/11  Cnn*cilld<t<4 

£<fi»on  Co      of  NBUI  Vprk,     Inc         16pp         18340  093        24X 
Fiehe    30-000,83/03/11,8305110034 

B3091Q045I   Forwards    draft    rsipontet    to    SER    opin    item    re    draft   HTI 
protection    *ectlon,per   83O417    Itr   Final    responses   b   related 
page    change*   uilll    be    submitted    subsequint    to   030318  &    It 
meetings 

BRADLEY,  E  J        Philadelphia   Electric   Co        B3/09/13        BCHWENCER.rt 
Lieenilivg    Branch   2        67pp         18406  201        24X  Flche.  9O-3S2,  83/09/13, 
8309130431 

B3Q323G133   Foruardi   Amend    90    to   OL   app  1  leation.  substi  tutlnj    nvltii 
varslon   of   physical    security    plan   R«v  uithheld    (ref 
lOCFflZ  790) 

BBADLEy.E  J        PhlUdtlphla   Electric    Co,       83/03/20        DEN  TON,  H,  B 
Office    of  Nuclear  Reactor  Regulation.     Director.       3pp.       1B384-049 
24X  Fiehe    30-332i  B3/03/20,  B303230133 

— 8303230133  Amtnd    30   to   Oi.   app  I  Ication,  lub.ti  tutlng    revl»ed   vtnicn 
of    physical    ncurlty    plan   M/C>rtif icate    of   Svc 

KEUPER,  J   9        Philadelphia    Electric    Co.        B3/03/20         7ff         1B9B4  OSa 
34X    Flche    30-333,83/03/20,8303230133 


B30317022B   Forwards    draft   response!    to   Reictor  Stj s    Branch    draft    SEft- 
Ic  tin*   4  fc    s  re    TMI   Action    Items    II    K    I    &  i,   ij.it    1,  JO 
Retponses    uill    bi    formally    Incorporated    into  FSM   rev 
»cJinfu!«tf    for   June    19B3  ^ 

BRADLEV^E.J        Philadelphia   Electric    Co        B3/03/II,       SCHHENCEW.A 

12         24X    Flelie    50-3Jt2i  B3/O3/11, 


0      Adjudlcatory    corre»pon<l«nce 

B303020-441    Answer   opposing    Llmiricli   Ecology    Action,  F  Romano*  !•  H  Ll«li 
furthtr  partlculariiatlon   of   comfltinnatly   admitttd 
contentions  Neither   specificity    nor   bases    provided    for 
contentions  Certificate   of  Svc    encl 

WETTEKHAHN.  M  J        Philadelphia  Electric    Co        WETTER  H  AH  M,  M.  J       ConnH  I 
U>tt*rnahn        83/04/27  Atomic    Safety    and   Licensing    Board   PanlL. 

-t9pp          IB2B3.  092.        24X   Flch*    30-392,  03/O4/27,  B303020441 


DOCKETED  ITEMS 


249 


B3Q3040470   Neu   info   contention  re    inadequate    util    mgt   Repeated 
e.ar"l»iiiiets,  me  If  unction  ing    safety-related    equipment   It 
utll    response   adversely    reflect    on   mgt    capability 
ROMANOiF   fl         Air    and    Hater    Pollution    Patrol          B3/O4/27 
CooifflUltonir*          lp          1B33S    296         S4X    Fiche    50-333, 83/04/27. 
8303040470 


8303190136   Memorandum  t,    order   confirming    schedules    establlihed    at 
£330309-11    special    prehearlng   conference    NRC    ordered    to  rapt 
on    FEMA    schedule     far   reviewing    plant    b    NRC    schedule    For 
issuing    SER, first    BER    supp  1.  PRA,  DEB   (,   FES 

BRENNER,  1_        Atomic    Safety    and   Licenslnfl    Board    PaneJ        83/09/16 
lOpp  18490   O12         24X   Fiche    SO-332,  83/O3/16,  8303180136 


&3O3O2Q4Q3   Notice    of    ASLAB    recent tt tut i on    CM   Koh 1 ,  cha Irmai 
RL   Qotchy,  lumber* 

TOHPKIM5.B  A        Atomic    Safety   and    Licensing    Appeal    Panel 
lp  18273   046         24X   Fiche    30-332,  B3/O4/20.  B303O2O403 


OJ  Edits   t.  0303240316   First    ist    of    interrogator!  as    on   preasurlied    thermal    shol 

contention    Certificate    of   Svc    encl    Related    correspondence 

03/04/38  LEWIS,  M    I          Lewie,     M         S3/O3/1?  Office    of    the   Executive    Legal 

Director          lp  1B371     175         a4XFiche    30-332,83/03/19.8303340316 


6303030363  Forward*    Joint   repts    on    status    of    emergency    planning    reviews 
t,    schedule  re   onsite  &   offsite    emergency    planning 
contention,  statui    of    discovery    &   suggested    items    for 
dliGusiltin  at   830509   prehearing    conference 

HETTERHAHN.M  J        Conner   (.  Wetterhahn        WETTERHAHN,  M  J        Philadelphia 
Electric    Co         03/04/29         BRENNER, L    ,     MORRIS, P    A    ,     COLE,  R    F         Atomic 
SaPrttu    and   Licensing    Board   Panel         7pp         18306    118        SAX 
F 1 C  ft  t :  &0-332,  93/04/29.  8303030363 

3303030930  Memorandum  b   order    ALAB-726,  reversing    A8LB   830427   Decision 
LBP-83-2S  ti  remanding   Del-Auarr  B30308   request    far 
lati>-*ll»d   Contention   V-26    to  A8LB    for    disposition   on 
neri  tt. 
SHOEMAKER, C  J        Atomic    Safety   and    Liciniing    Appeal    Panel        83/03/O2 

Atomic    Safety    and    Licensing   Board    Panel         7pp         16306    14O        24X 
Fi  e  h  •    3O-332,  03/03/02,  8305030350 

0303060478   Provide*    update   of    status    of    condi tlonally   admitted    non-PRA 
contention* 

WETTERHAHWiM  J        Conner   &  Wetterhahn        14ETTERHAHN,  M  J        Philadelphia 
Electric    Co         83/03/03         BRENNEH.L    ,     COUEi  R    F    ,     CDLE,R    F         Atomic 
Safety   and   Lieen»ing    Board    Panel         7pp         10348  230        24X 
Ftctlf    30-332,  03/03/03,0303060470 

SaO30AQ339  Reiponi*    to   Limerick   Ecology    Action/Air   &  Water   Pollution 
Patrol    ipec    of    conditionally   admitted    contentions 
Contention    1-8,1-13  &    1-30   admlislble   PRA   contention* 
should    be    denied   Certificate    of   Bvc    end 

HODODON,  rt   P        MBBring    Branch    2        B3/03/04  Atomic    Safety   and 

Licencing    Board    Panel         S3pp          10344    003         24X    Fiche    50-352,03/05/01. 
B30 3  060339 

B3O3O9047S  Advi*es    of   change    of   address    Svc    list    should    be   amended 
accordingly 

ELLIOTT-C.  H        Broie   (<  Posiul  stl  1  lo        83/03/06  NRC   -  No   Detailed 

Affilietlon   Given         lp          18360   233         24X    Flche    50-33H,  83/O3/O6, 
8303090478 


8303260181    Forwards    IE   Insp   Rept   SO-333/76-06.  not  ice    of   violation    Si 
utll    response,  per    ASLB   030313   order    re   QA   documents   Comments 
on    Incp   rep  ts,  not  icet    of   violation  &    interrogatories 
received    on   03O318   W/o    end 

ROMANO, F    R        Air    and   Water    Pollution  Patrol        33/03/19       BRENNEfl.L 
Atomic    Safety    and    Licensing    Board   Panel         lp         1359?  361         34X 
Flcne     30-333,  83/OS/19,  8303260191 

0303230339  Advil  e»    that   FEMA    ia    discussing    time    needed    to  review 
Pennsylvania   gmeirgancy    Mgt    Agency    emergency    plan  u/FEMA 
rag-tonal    nfc   MIC    scheriulu    For    issuance    of   SER.SER    mppl, 
PRA,  DE8  t<    FEB    unchanged 

vOGLEH.a    H         Hearing    Branch.    2        83/03/2O        BRENNER,  L    ,    MORRI9,  P    A    , 
COLE,  R   F        Atomic    Safety    and   Licensing    Board   Panel        2pp         10331?   O01 
24X    Fiche     30-332,83/03/20,0303230239 

8309240489  Foi-uiardi.  i  n  response    to   ASLB   B3O513  order    for   QA   documents, 
IE    Imp   Rept    3O-333/76-06  &   related    documents 

WETTERHAHN,  M  J         Conner   t  Wettcrhahn,       WETTERHAHN!  M  J       Philadelphia 
Electric    Co         B3/03/SO         BRENNER,  L    ,     MORRIS,  P    A    ,     CCH.E,  H   F         Atomic 
0afety    and    Licensing   Board   Panel        07pp         10973    166        24X 
Flche.    50-333,03/03/20,8303240409 

B30924O322  Re-sponse    to  ABLE  030816   scheduling    ordsr  Addl    statement    re 
NRC     use    of    PRA    t-    pept    on   NUREO-0737,  Item    II    K   3    10   end 
Schedules    for  NRC    issuance    of   documents    discus*ed   at    second 
special    prehearing    conference   valid   W/Cert if icats   of   Svc 
HODODON,  A   P         Hearing    Branch    2        83/03/34         9pp         1B62S   019         S4X 
Flche    30-332,  33/03/34,0303260332 

— 830S26O327   Forwards    evaluation   of   BUR   Ouiners   Group    generic    response    to 
NUREO-0737,  Item    M    K   3    10,     "Mod    of   Automatic 
DepressuriiatiDn    Byi   Logic    -Feasibility    for    Increased 
Diversity-    of    Some    Event   Sequences    "   Response    requested 
BCHHENCER1,  A         Liconting    Branch    2         83/03/23         BAUER, E   0 
Philadelphia    El«ctrlc    Co         9pp         10623    020         34X 
Ficha    30-333,03/03/24,0305260322 


6305120273  Foruards    status    rept   on   draft    emergency    plan   preparation 
AU.T   V        Pennsylvania,    Commonweal  th    of,         03/03/09        BRENNER,  L   , 
COLEjR   F   ,    MORRiBiP   A        Atomic    Safety    and    Licensing    Board    Panel         lp 
IB437    237.        B4X    FI  che,  30-332,  83/03/09,  B309120278 

—  B3O5120230  0tatus    rept   re    preparation    of    draft    emergencg    plans 
Certificate   of   Svc    encl 

AU>  T  Y        Pennsylvania,    Commonwealth    of,         83/03/O9        4pp, 
18427    238         24X   Fiche    SO-332,  B3/O3/09, B30312027B 

D30912OE1?*   Forward  I   JI   Rufctenberg    notice    of   appearance   t,  AJ  Nogee 
notice    of    uilthdraual    of   appearance   Certificate    of   Svc    end 
RUrrENBERO, J    I         Keystone    Alliance         03/O3/09         BRENNER,  L    , 
HDRRIBfP    A   ,    COLE.fi   F        Atomic    Safety    and   Licensing    Board   Panel 
3pp          10430-171         B4X   Fiche    30-332,  03/03/O9,  03O31B0296 


— 8304140161    Forwards    safety    evaluation    of    mods    proposed    by   BWfi   Owners 
flPOUp    re    HlineO-0737,  Item    II    K   3    IB,     "Mod    of    ADS   Lootc    " 
Tuo    options   proposed  acceptable   H/o   end 

HOUSTON,  H    U        Assistant   Director    for  Reactor   Safety        B3/O4/01 
UArMAB.G   C        Assistant   Director    for   Safety   Assessment        3pp 
18639   037         34X    Fiche    30-332,83/03/24,8308260332 

B3033iOOi3  Supplemental   motion    to   reopen  ii/or    to   admit;    new  Contentions 
V-E7    t   V-2B    re    f  e-as  1  b  i  1  Ity    of    providing   water    to    plant   by 
startup    Certificate    of  Svi    encl 

BUOAfiMAN,  R   J        Del-Aware  Unlimited,     Inc        SWOARMAN,  R    J       Sifgarman, 
R   J.       83/03/24  Atomic    Safety   and   Licensing   Doard    Panel         17pp 

10633    2i3          24X    Ftche    3O-332, 03/03/24,  0303310013 


H     General    correspondence 


B3D3160174    Notice   of   appearance    in   proceeding    Certificate    of    Svc    encl 
BUSH,  H  U        Philadelphia,    PA        03/03/09        Spp         10446   060        24X 
F  i  c  h  e  ,  30-332,  83/03/09,  0303 160174 


3305-160177  Notice    of   appearance    in   proceeding 
LEWIS,  K  3        Philadelphia,    PA        83/03/09        2PP 
Flcfce    30-332,  83/OS/09,  8303160177, 


16444    034         24X 


B3O317O533  Response    to   A8LB   030321    order    advising    that   Commonwealth    of 
PAiOte    at    Consumer   Advocate    intends    to    participate    in 
proceeding 

HER 3 AN,  D,       Pennsylvania,    Commoniuealth    of,         83/OS/10        BRENNER,  L 
Afternic   0afety    and   Licensing    Board   Panel         lp         18467  335        24X 
Flche    90-332,03/09/10,0303170333 

B30S17O330  Order   directing    util, NRC   t,  Air   ti  Hater   Pollution  Patrol    to 
jointly    vupply   ASLB   in/IE    Insp   Rept    30-333/76-06,  notice    of 
violet  ion. util    response   t   other    documents   re    scope    of   reetam 
of   ueltf*    fcij    particular    inspector 

BRENNER,  L.       Atomic   Safety    and   Licensing    Board   Panel,       83/03/13 
Philadelphia  Electric    Co        Spp         18469  029        24X 
Fiche:  90-332,83/03/13,0303170330 


030324O31&  Requests    MM   Bush.   &  K  Leuis   be   added    to    DL  procnedlnu    svc 
list    for   City    of   Philadelphia   Svc   ulll    replace    former 
managing    director, U  Oood* 

DUBHrM    W        Philadelphia,     PA        93/03/19        ORENNGH,L  ,    COLE,  R    F  , 
MORRIS, P  A        Atomic    Safety   and  Licensing    Doard   Panel        4pp 
18349     197         34X    FicfiB    3O-333,  83/O3/19,  0303340316 

H     Utility   Final    Safety   Analyils  Report    (FSflR)    t,  amends 

8301310240  FormardB   Bev   Id   to  FSAR 

BRADLEY,  E  J        Ph  1 1  adelpMa   Electric    Co        S3/O1/28        DEMTDN,  H  R 
Office    of   Nuclear   Reactor  Regulation,    Director        2pp        16967  246 
24X   Flefie,  30-352,  83-/Ol/aa,S3Q13t0260 

—8301310374  Rev  16  to  Limerick  Generating  Station,  Units  1  «<  2  FSAFt. 
»  Philadelphia  Electric  Co  B3/01/31  442pp  I&967  333  24X 
Fiche  30-332,83/01/20,8301310260 


8303160117   Rev    19    to   FSAR 

»      Philadelphia   Electric    Co        03/04/30 
Flche,  30-333,  83/O4/30,  B30316O1 17 


626pp         18440    1B7        24X 
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DOCKETED  ITEMS 


830319O339   Faryardi    Affidavit     of    Svc    re    0  istrlbut  i  an    Of   Rev    !•?    to    FSAfi 
i   Riv    12    to    environ   Ts&t.per    DO    Eisenhut    91O7O6     Itr 
QRODLEV.E    J         Philadelphia    Electric    Co         B3/05/ 1 3         DENTQN.  H    Fl 
Office   of    Nuclear   Reactor   Regulation,     Director         3pp         1B300   027 
24*    Fiche    50-332,  83/03/13.0303190339 


83O304Q040    IE    Info   Notice    93-31.     "Error     In    ADLPIPE   Computer    Prujria   * 
Svc    Hit    end 

JORDAN,  £  U        Dlvlnon   op  Emergency   Preparedneis   it  Engineering 
Response     (Post    830103)         B3/03/19  Consolidated   Edison    Co      of   h'u 

York,     tnc         114pp         18697  O09        S4X   Fiehe    30-OOO,  B3/03/19,  B30M4QOW 


0      Inspection  i-eporta.     IE   Bulletin*   &    c  o-rreipondenc  a 

B21206Q383    IE    Info    Notice    33-14.      "Denatured    Spent     Ion    Ei  change    Resin 
Susceptibility    to   EiotNermic    Chemical    Reaction    "    Svt    list 
etic  1 

TAYLOR,  J  II        Division    op   Safeguards   &    inspection    Programs    (Post 
B301O3I          93/03/31  Consolidated    Edison    Co       of    New   Vorki      Inc 

18308   319         24*    Fiche    30-000,  83/03/21,  B21S06O3BS 


B.303040Q21    IE    Info    Notice    B3-21,     "Defective  Emergency    Use   Respirator    " 
Svc     lilt    end 

JORDAM,E  (.        Division    of   Emergency    Preparedness   &   Engineering 
Response    (Post    B30103)         83/01/13  Consolidated    Edison    Co      of   Neu 

York,     Inc          126pp          1B433    135         24X   Flche    5Q-QOD,  B3/O4/13.  B30304D021 

B30304O023    IE    Info    Notice    33-32.     "BWR   Safety/Relief    Valve   Failures    " 
Svc    lift    enc] 

JORDAM.E  L        Division    of    Emergency    Preparedness    Si   Engineering 
RBiponie    (Post    B301O3)          B3/O4/22  Conio  1  1  dated    Edlsnn    Co      Of    HibJ 

Vorij     rnc          1  ISpp          IB3B3   OBf         S4X   Fiche    SO-OQQ.  B3/O4/32.  B3O304OOB3 

B  3030  40  023    IE    Info    Notice    93-23,     "Inopera&le    Containment   Atmosphere 
Sensing    Sya    "    Svt    list    encl 

JOROHM.E  L        Division   of    Emergency    Preparedness.   *    Engineerino 
Response    IFott   S301O31         B3/O4/S5  Consolidated    Edison   Co      of    Hew 

Vork.     Inc         H^PP         1S3H1    S91         24X    Flche   S0-t>00r  a3/O4/2S,  B30304O025 


B30SO30203   InCofma    that    changes    to   Rosemoiint    transmi  t  tars    uill    be 
completed   by    B4O701    Par   Unit    1    It  prior    Co   Fuel    load    For 
Unit   2    Info   campletei    response    to    JE  Bulletin    BO-1A 
KEMPER.J  3        Philadelphia    EUetrlc   Co        B3/O4/33        HAYNES,  R  C 
Region     I,     Office    at    Director          3j>p  19341    078         24  X 

FlchB.  50-332,83/04/25.  B303QSQ20a 


8303240489  Forwards,  in    response    to   A3LD   B30S13  order    for   QA    docu»mti, 
IE   Insp   Rept   30-3S3/76-O6  &  related    documents 

WETTERHAHN,  M  J       Conner   &  Wetterhann        83/03/20        BRENNER,  L        Atailc 
Safety   and   Licensing    Board   Panel         B7pp         IB372    166       24 X 
Fiche    30-332,83/05/20,  B3033404B9 

B303040046    IE    Info  Notice   B3-33,     "Nonrepresentat ive   Sampling    of 
Contaminated   Oil    "   Svc    list;    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness   &  Engineer-Ing 
Response    (Post    8301O3)         B3/00/26  Consolidated   Edison    Co      &f  tin 

York,     Inc         114pp         18647  007        24X    Fiche    30-000,  B3/03/S6.,  B30304M14 

T     Hearing    transcripts    on   non-antitrust   matters 

E303160O35  Transcript    of   830309   prehearlng    conference    in  Philadelphia.. 
PA   Pp    4,  039-4,  167 

*  Atomic    Safety   and    Licensing    Board   Panil        83/03/09,       132pp, 
18436   094         24X   Flche    30-333,83/03/09,8303160033 

B303160I73  Transcript   of   830310  hearing    in   Ph i ladelphia, PA 
Pp    4,  168-4,393 

e     Atomic    Safety   and    Llciniing    Board   Panel        83/05/10       SSBff 
1B443    180         H4X   Fiche    30-332,  B3/O3/ 10, B303 160 173 

B3031A0016   Transcript    of   830311    prehaaring    conference   In 
Philadelphia, PA  Pp    4,396-4,329 

*  Atomic    Safety   and    Licensing    Board   Panel        83/03/11        ISSpp 
1B433    169         24X   Fiche    30-352,  B3/O3/1 1. B303160016 


DOCKET   30-354   HOPE   CREEK   NUCLEAR   STATION,     UNIT    1 

A     Application/construction   stage    documents   b   correspondence 


B3O30&OOS7   Notification    oF    significant    llceni.ee   830302   melting    in 
Philadelphia, PA    to   discufts    results    of    SALP 

TRIPP, L   E         Hegion    1-     Office    Of    Director         S3/04/27  Division    of 

Project  &   Resident   Programs         lp         16334  362        24X 
Fich»    SO-3Sa,  83/04/27,3303060037 

B303D40026    IE   Info    Notice  83-24,     "Loose    Parts    in  Secondary   Side    of 
Steam  Generators    at   PUfts    "    Svc    list    encl 

JORDAN, E  L        Dl viilon    of   Emergency   Preparedness   ft   Engineering 
Rf if  ante     (Post    930103)          83/04/28  Consolidated    Edison    Co       of    New 

York,     Inc          113pp          1B332   O47         24X    Flche    Stt-OOOj S3/04/2B,  S3O3040O26 

B303040037    IE    Info    Notic*   B3-25,     "Btandty    Gat    Treatmsnt    Sys   Heater   Hjoh 
Temp    Trip    Set-point    Adjustment    "    Svc     list    encl 

JORDAN,  E  L        Division   cf    Emergency    Preparedness   &  Engineering 
Response    (Post   S3O103)         83/04/2B  Cc-nso  1  i  [fated    Edison   Co      of   Neu 

Vorl,     Inc          HBpp          1B3&2    165         24X   Fiche    30-000.83/04/23,9303040037 

8303040033  IE    Info   Notice   33-36,     "Failure    of  8af • ty/Re 1 ief  Valvo 
Bischarae  Line    Vacuum  Breakers    "    Svc    list   enel 

JOHDAMi  E  1-        Division    of    Emer  gency    Preparedness   &  Engineering 
Response    IPost    83O1031.        B3/O5/O3  Consul  ida  tefl    Edison    Co       Of   Nebi 

York.     Inc          132pp-        1B441     17O         24  X    Fie  ha    30-000,  B3/03/03,  330304002B 

B3 03 04 00 30    IE    Info   Notice   83-27,     "Operational   ReiporuH    to  Events 
•Concerning    Deliberate   Acts   Directed   Against   Plant 
Eq.utpmint    "   Svt    list    encl 

JORDAN, E:  U        Division   of    Emergencu   Preparedness   t:  Engineerino 
Response     CPos  t    83O103)         S3/03/O4  Consolidated    Edison    CD       of   Haul 

Vork.     Inc          112pp          IB3BS    ZBS         SIX   Fiche    3O-000,  B3/03/04-  B303O4003O 

8303040031    IE   Jnfo   Notice   B3-28,     "Criteria    for    Protective  Action 
Recommendations    for    Oeneral    Emergencies    "  Svc    list    encl 
JOHDANrE   u        Division   of  Emergcncv   Preparedness  &  Engineering 
Response     (Post    8301O3)          B3/03/O4  Caniolldated    Edlion   Co.     of    M*U 

Yorb.     Inc         1 17p-p         1B445.-OO1         24X  Fiche   30-000,  B3/OS/04,  8303O4003f 

B303040033    IE   Info  Notice   63-29,     "Fuel    Binding   Caused    by   Fuel    Rack 
D« format  inn   "  Svc   list   encl 

JOfl-DAN.E.  L        Division    of   Emergency    Preparedness   t  Engineering 
Response    (Post    B30103)        B3/O3/06  Cojisol  iijated   Edison   Co      of  New 

York,     Inc          ilSpp          1B3B3   B48         24X    Fleh*    50-000,  B3/0 3/06,  B3O3O40033 

8303040034  IE   Info   Notice   93-30.     "Misappl ic^tjon    of   Qanerlc  Emerseneii 
Op*rating    Pi-acedui-es    (EOPI    Culdeltnei    "    Svc    Hit    encl. 

JOfiDAN-E  L        Division   of   Emergency  Preparedness   A   Enoineerinc; 
Response    {Post  8301O3)        B3/O3/H  Connolida  ted   Ei(is.on  Co      of  Neu 

YorV,     Inc          114pp          IB324    O03         SflX    Flehe;  30-O004  B3/03/1 1,  8303040034 


8303130096  Forwards   draft    responses    to   Auxiliary    Sys   Drench    Quvitltn 
410  00  -  410    104    Info    discusses   Rev    14    to  FSAR    r*    detection 
of    leakage    through    spent    fuel    pool    liner   &   continuous 
occupatl onal    exposure    during    normal    operations, 

BRADLEV,  E  J       Philadelphia   Electric    Co        03/03/09        SCKWEMCefl,  A 
Licensing   Drench   2        I2pp         18438  043        24X   Fiehe   S0-3331  B3/03/09i 
6303 130076 


0     Ad judiiatorij   correspondence 


a 304 04 0470  Order   attending    time    until    030420   for   Commission    to    act  19 
revleu  ALAD-701    Commissioner   Ahearne    dissenting    vleus  tncl- 
CHILK,S  J        Office   of    thi   Secretary    of    the   Commission       03/00/3 I 
Commissioners        3pp         17807  049        24X   FIcln    30-000,63/03/31. 
H304040470 

0303060330  Order   eitend"ing    time   until   030313   for   Commlision   to  Jict  t! 
review  ALAB-7O1 

HOYLE,  J  C        Office    at    the   Secretary    of    the   Commission       83/00/09 
Commissioners         lp          1B349    196         24X    Flche    30-OOO,  B3/03/09> 
B303060230 

0305130040  Response   opposing    intervenor   motion    for    reeusetior*.  Motion 
does   not    specifically    discuss    reasons    uihy    prior    activities 
may    constitute    conflict    of    interest 

PALCADINO,  N  J       Commlas loners        B3/03/11        2pp         18436'  BBS        B4X 
Fiche    30-000,83/03/11,8303130060 

B30B130061    Order   attending    time    until   830320   for   Commission    to    act  to 
revieu  petition    for   review  of   ALAfl-701 

CHILK,  3  J        Office   of    the   Secretary    of    the   Commltalon       03/03/1 J 
Commissioners        ip         18437  033        S4X   FIclie    30-000, 83/03/lZj 
83031 30061 

B303200360  Order   extending    time    until    B303E7   for   Commission   to    act   t> 
review   intervenor   321287  petition    for    review  of  ALAB-701 
CHILttrS  J        Office    of    tht   Secretary    of    the   Commission       83/09/1?. 
Commissioners         lp          18314' 2B3         24X   Fiche.  30-OOQ. 83/03/1?. 
B30S2005&0, 

B30S310017  Memorandum  V   order    to   hold    decision    in   ALAH-701    In   abtyjnt* 
until   Commission   completes   revieu  of   U  mill    tailings   pile 
requirements   &   of   rulematings    to   conform   Commission 
requirements    to  EPA   stds   Separate   J  Ahearn*    statement  encl. 
CHILKiS  J        Office    of    the   Secretary    of    the   Commission       B3/OS/S7 
Hpp        18633  311        34X   Flche    30-000,  B3/03/27,  8303310017 


DOCKETED  ITEMS 
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I      FJ nancial    information 


8305200067  Forwards   Annual   Financial   Repts    for    1993 

FflVLINO.R        Public   Service   Electric    &   Gas   Co      of   New  Jersey 
B3/03/J7  Office    of    Nuclear    Reactor    Regulation.     Director         lp 

78         24X   Ftche    90-000,83/03/17,8309500067 


0      Inspection   reports,     IE  Bulletins   it   correspondence 


DOCKET    50-335   HOPE   CREEK   NUCLEAR   STATION,    UNIT   2 
0      Ad jud tcatory   correspondence 


3304040470  Order   attending    time   until    830430   for   Commission    to   act   to 
review    ALAQ-701    Commissioner    Ahaarne    dissenting    vieus    sncl 
CHILK. S  J        Office   of   the   Secretary    of   the   Commission       B3/03/31 
Commissioners         3pp         17BO7   O49         34X   Fichc    30-000, S3/03/31 , 
S304O4O470 


9305140083   Forwards    IE    Insp    Rept    90-3S4/B3-05    on    B30301-O417    t,    notice 
at    violation 

STrtRuSTECKI.R  Division  of  Project  &  Resident  Programs  03/03/02 
MARTIN,  T  J  Public  Service  Electric  i.  Gas  Co  of  New  Jersey  2pp 
0O7  S4X  Fiche  90-334,  83/03/02.  03031*0003 


5305060250   Order    eitendlns    time    until    830313    far    Commission    to    act    to 
review    ALAD-701 

HOVLE,  J  C        Office   of    the   Secretary    of    the   Commission       83/05/09 
Commissioners         lp         18349    196         24X    Fiche    SO-000,  83/05/03, 
B30304O230 


--330516008?  Notice   of   violation    from    imp    on   830301-0417 

*      Dlvlllon   of   Project   tt   Resident   Program*        83/05/02        lp 
1S451    009        24 X   Flche    30-334,83/03/03,9303160003 

--B30M60091    IE  Imp  Rept  80-334/83-03  an  830301-0417  Noneomp 1  lance 
noted    failure   of   QC    Insp    to    Identify   HVAC   ductwork    support 
Sl*crepancles 

BATEMAN.H  H   ,    TRIPP.L  E        Region    1'    Office   of   Director        03/04/86 
14pp.        1H43I    010         H4X    Flche    50-354,83/03/02,8305160083 

0305170487   Acfc   receipt   of   830 4 OB   Itr    informing   NRC   of   «teps    taUn   to 
correct   violation*   noted    in    IE   Insp   Rept    3O-334/B3-OZ 
3TAHOSTECKr,fi        Division   of   Project   &   Resident   Programs        83/03/11 
MARTIW.T  -J       Public    Service   Electric   li   Gas   Co      of   Men!  Jersey        lp 
!B4i»,33S         24X   Fiche    50-334.  Q3/03/1 1,  B3031704B7 

--83C-3 1 70490   Responds    to   NRC   830311    Itr   re   violations   noted    in    IE   Insp 
Rtpt   30-354/83-02  Corrective   4Ctlons    concrete    placements    In 
question    covered   w/mol*t?ned   burlap   Curing    period    attended 
addl   4   dagc 

MARTIN, T   O       Public   Service   Electric    &  Oas   Co      of   Netu  Jersey 
B3/O4/QB         HAYNEB.R    C         Region    1,     Office    of    Director         2pp 
1B467   339-       24X   Flehe    30-334,83/05/11,0303170407 


6303130060   Response    opposing    Intervenor    motion    for    refutation   Notion 
does   not   specifically   discuss   reasons   luhij   prior   activities 
may    constitute   conflict   of    Interest 

PALLADIND,  N   J         Comml  is  loners         B3/O3/11         2pp         18436228        24  X 
Fiche    30-000,83/09/11,8303130060 

83O9130061   Order    extending    time   until    B30520   for   Commission   to   act   to 
revteu   petition   for   revlou  of  ALAD-701 

CHILK.  S  J        Office   of   the   Secretory    of    the   Commission       83/03/12 
Commissioners        lp        18437  033        24X  Fiche   90-000,  B3/05/12, 
030313O06! 

8305200960  Order   extending    time   until    B3O527   for   Commission   to   act   to 
review   intervenor  S21227   petition    For   review  of   ALAD-701 
CHILK,  S  J        Office   of    the   Secretary    of   the  Commission       03/09/1? 
Commlifiioners         lp         1Q914    383         24X   Fiche    30-000,03/03/19, 


0305310017  Memorandum  t   order   to   hold    decision   in   ALAB-701    in.  abeyanc 
until    Commission   completes   revieui   of   U  mill    tailings   pile 
requirements   &   of   rulemaklngs    to    conform  Commission 
requirements    to   EPA   stds   Separate   J   Ahearne   statement   end 
CHILK.  S  J        Office   of   the   Secretary    of   the   CommiiBion       B3/03/27 
llpp          106S3   311         24X    Flche    30-000.  B3/O9/27,  B3O9310017 


R.    Ptrlodtc   operating   reports   <<  related    correspondence 

930 32 3 036 7    "Monthly   Status   Completion   Rapt    for   Apr    1983   "   Fuel    load 
tchidultd    for  Jan   1706  Const   progress   appro*   67   B3X 
complete   at   and   of   Apr    1983 

I.ANDRIEU.P   R  H       public   Service   Electric   fc  Oas   Co      of   NBUI   Jersey 
93/09/19        TRIPP.L   E        Region   1,    Office    of   Director         lp         IB383  331 
24X    Flehe    BO-334. B3/O3/I9,  B30335O3B7 

S     Reportable   occurrencei,    LERa   tt   related    correspondence 

6303030439  PNB-1-B3-010   on   830427, Dechtel    safety    representative 
received    telephone   call    that   bomb    located    in   reactor 
ESa-archj   of   reactor   bldg   conducted   u/negattve   results   Police 
notified   Ho   press   release   planned 

MCKEQWN,  L   ,    KUSHNER,  W   ,    JOVNGRi  J        Region    1.    Office   of   Director 
63/0 4 /HB         lp         I0S94    ISO         24X   Flche    30-334,83/04/28,8303030439 

8303060470  Deficiency   rept   re    scribed    lines   on   small    bore    piping 
resulting    In   sharp   discontinuities    Initially   reported   an 
€39124   Repairs   will    Involve   replacing    pipe, blending    out 
icrlfae    line    or   melding   Completion   expected    by   S30930 
MARTIN. T   J        Public   Service   Electric    &  Oas   Co      of   New  Jersey 
63/O4/2S        ALLAN. J  M        Region    1,    Office    of   Director        3pp 
183*8   080         24X   FlehB.  30-334,  S3/04/2S.  0303060470 


S     Reportable    occurrences,    LERs   (,  related   correspondence 


B30S060470  Deficiency   rept   re   scribed    Unas   on   small    bore   piping 
resulting    in   sharp   discontinuities    Initially   reported   on 
830124.  Repairs   uill    Involve   replacing    p ipe, b lend  ing   out 
scribe    line    or   welding   Completion    atpected   by   830930 
MftRTINiT  J        Public   Service   Electric    li  Oas   Co      of  Neu  Jerseii 
B3/04/ZB       ALLAN.J  M       Region   1,    Office   of   Director       3pfl 
1834B    OBO         34X   Flche    30-334,83/04/30,0309060470 

6303110255  Significant   const   deficiency   rept   re   uiolfl   defects    In   Class 
IE  cabinets    Initially   reported   on   830123  Bailey   Controls   Co 
reuiorkad   all   affected   cabinets 

MARTIN,  T  J        Public   Sorvlee   Electric    t  Ofls  Co      of   Neu  Jersey 
B3/O3/O2        ALLAN.J   N        Region    1,     Office    of    Director         2pp 
18393    173         24X    Fiche    30-334,  83/QS/OZi  B3031 10233 

8305120394    Interim  significant   const   deficiency   rept   rfl  mechanical 
shock   arrest   or   brackets   supplied    bij    ITT  Qrinnell   ui/ 
potential    interference   problems    Initlallii   reported   on 
030413  Affected   parts   returned    to    ITT  Orinnell    for   rework 
MARTIN      Public   Service   Electric   (c   Gas   Co      of   Nau  Jersey,      83/03/05 
ALLAN,  J   M         Region    1.    Office    Of    Director         Bpp         18433  079        24X 
Fiche    30-391,83/03/03,  83031203B4 


3303110293  Significant   const   deficiency   rept   re   uield    defects    in  Class 
IE  cab  in* ti.  Initially    reported    on   B30123.  Bailey   Controls   Co 
rcuorfciiif   all   affected    cabinet!, 

MARTINET  J.       Public    Service   Electric   &   Oas   Co      of   Neu   Jersey. 
B3/O9/Q2         ALLAN,  J  M         Region    1.     Office    of    Director         2f>p 
19393.  173.        34X   Fiche    30-394,  83/O3/03,  S3O31 1O233 

6309120384    Interim   significant   comb   deficiency   rept   re   mechanical 
ihock    arr-eit   or   brackets    supplied   by    ITT  Orinnell    u/ 
po-tintlal    Interference   problems    Initially   reported   on 
930413  Affected   parts   returned    to    ITT   Orinnell    for   r«uiork 
KARTIN     F-ublic   Service   Electric   &   Gae   Co      of   Naur  Jersey        83/03/09 
AULAN.J  rt.       Region   1.    Office    of   Director        2pp.       1B433  O79,       34X 
F  f  eh  t;  SO -334.83/03/03,8303120384 


V     dper-ator   Examination! 


B30S31OIB3    InPormi   that    initial    licensing    exam«   uill    be   given    to   28 
lenlor   reactor   operators   b   2O  reactor   operator   candidates 
In  Nov   19BS,  per   Onntric   Ltr   83-01    Instructor   certification 
*i«imi    mchtduled   for   Jul    19B3   for   eight   candidates 
HITTLrR  L.       Public   Service   Electric   &   Gas   Co,     of   Neu  Jerstu 
B3V09/i3        SCHWENCERiA,       Licensing   Branch   2        lp.       18698    ISO        SIX 
FJthe:  30-334,  83/03/13.  8303310183. 


DOCKET    5O-3SB    WILLIAM  H      ZIMMER   NUCLEAR    STATION,     UNIT    1 

A     Application/construction    stage   documents   t   correspondence 

030919016B  Forwards   draft   rev   to   organization    (Criterion   I)    section   of 
FS-AR  Chapter   17   1,    "OA  Program   for   Design  d  Const   Phase    " 
Df'ft   reflects   current   commitments    for   remainder   of   ZPS-1 
Guidance   uiritten   per  SRP.  Rev  S 

BQROMANN.E  A        Cincinnati   Sas   &  Electric   Co        32/10/15 
KEPPLER, J  0   ,    HUNTER,  D       Region  3,    Office   of   Director        16pp 
10802  319         24X   Flche    90-353,82/10/13,8305190168 

S30S1901-90  Responds   to  821228   Itr   requesting   supplemental    info   to 
8211S6    Itr   r-equesting   approval    for   Bechtel    to   conduct 
Independent    revieui  of   plant  mgt   Assassment   program   includes 
tdaues    covered    in  831112  order   to    show  cause 
DICKHONER, W   H        Cincinnati    Oas   1  Electric   Co        83/01/03 
KEPPLER.JO        Region   3,    Office   of    Director        67pp        1B30H' 074       24X 
Fich«-30-33B,  03/01/03,  0305190190 
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630S090542   Partial     respond    to    F01A    request    for     transcript    of 
Cornralimian    meetings    dUeussIng    831113   order   tt    document* 
supporting    NRC   r  ecomm*ndatlans    to    Commission    ro    i  nuance   of 
order    Forwards   Ay  p    B   documents    Ap  p    A   document*    in   PDR 
PEL  TON,  J   M         Division    of    Rules    and    Records          B3/03/17         8AMP.R 
Shatu.     Pittrten.     Potta    «    Troubridge          4pp  IB36S    136         24X 

Flche    SO-39a,a3/O3/17.83O5O';G342 


B 30 30 -4 0323  Board  Notification  83-037   forwards    differing    prof   opinion* 
re    *yi    interaction   &   safety,    classification    Info   relates    to 
Board  Notifications    B3-17  &  B3-44   re    Unresolved    Safety    Itiui 
A-17 

EISENHUT.D  fl-  Division  of  Licensing  03/09/04  PALLAD1NO,N 
ComrfliiiionurE  22pp  18337  [39  24X  Fiche  30-000.33/09/04, 
9309040323 


—  H3Q5090345  Submits    tnt«rlm   rapt    of    Natl    Board    Notification   ASMS  Code 

related    const   at    facility.  per   State    of    DH.Div   of   Bailer 

WCDQNALD.D    G         Ohio.     State    of         B2/03/la         KILAN.D   M         Ohio,     State 
of         76pp          18365    140         24X    Ftch*    30-333,03/03/17*8303070343 

—  B3OS09OS61    Submit*    Nat!    Board    Audit    Interim  Rept   3  re    ASME   Code    related 

con-st    at    fad  11  ty,  per    State    of   OH   Div   of    Do  i  1  »r    Insp    Sept 
covers   activities    from  820BO7-0930 

MCECNALD,  D    J    ,     ALLISON,  C    M    j     SULLIVAN,  M    F         Ohio-     Stats    of 
93/09/30         MILAN.  D   M         Ohio,     State    of          lEJpp          1B3A3    361          E4X 
Flche    30-3SB,  03/03/17.  630S09QS42 

B30S260397   Addl    responie    to  FDIA    request    for    transcripts    of  Cc-inmiislon 
821020,1108  &    12  mooting*    re    issuance    of   821112   sham    cause 
ordar   6    supporting    documentation    Forwards    App    A   documents 
App    S   dotumenti    withheld    (reF   FPIA  Eiemptlnn   S) 

FELTCNiJ    M         Division    of    Rules    and    Retards         83/03/38         SAMP.H   A 
Sham,    Plttmsn,    .Pott*    (.  Troubrldgs        4pp          10647  294        34X 
Fiche    30-33B.B3/03/28,  0305260397 

—  B309260401    Forwards    press   re  1  eas  t,  ultiieis    list   &  J  Keppler    final 

teHIraoiiij    Cor   930914    hearing    on    status    of    NRC   review    of 
const   activities    at    facility 

HAMMERED,  C        Office    of  Congressional    Affairs        B3/09/13 
PALLADINOiW    .     OIUlN3HV,v    ,     flHEARNE,  J         Commi  asloneri          Ip 
39B         24X    Flehe    SO^33B,  83/03/26.  9309240397 


B30319027B  Amend    !47   to  application    for   OL,  cons  1  sting    of  R>v  93    to 
F3AR 

flOHOMANN.e   A         Cincinnati    Oai    &    Electric    Co         83/O3/3I          DENT€M,  H 
Office    oF   Nuclear    Reactor   Regulation,     Director        B?p          1B301    197 
34X   Ficrte    30-33Q,  83/03/31,  B30519027B 


— B309IfOaSl    Riv    93    to    FBAR 

*      Cincinnati    Qas    fc  Electric    Cu 
Fich*    50-3=9,  83/03/31,  a30319ffa7B 


"PP 


830302O432   Qosponds    to    questions    raised    In   NRC   B30404    1  tr    re    contsctt 
u/flechtfil    on    Zimmer    project    List    of    Dechtel    revenues    to    OA 
Technolojlea    etic  1 

NEVLAN-A   J        Torrei;    Pines    Technology        B3/O4/03        DICKHD^ER'MH 
Cincinnati    0as    t,    EJectfle    Co         "Ipp          IEJ2S1     210         24X 
Flche    30-3SB-  fl  J/04/05,  6303020433 

8303030435   Requests    ltr»   &   documents    referenced    In    WRC    tTantcrlpt    i>f 
830338  public   noeting 

MEYLAN.A    J        GA    Technologies,     Inc    /General    Atomic    CO        83/04/13 
DICKHONER.M   H         Ctneinnatl    ffas    &    Electric    Co          Ip          18291    332         S4X 
FUh»    50-35Bj  83/04/13,9303030433 

B30302O367   Foriuardi    advance   copy    of    "Program  Plan    for    Independent 
Rnvleu  of    Zlmmer    Project   Kgt    "    Plan  will    be    discusged    at 
930425  public-   meeting    in  Cincinnati,  OH 

NEVLAM'A   J         Torrej    Pinfl*    Tochnologv         B3/O1/2I          D1CKHONER-H    H 
Cincinnati    Oan    &    Electric    Co         Ip         lB27i  250        24X 
Flche    30-330,83/04/21,8309020367 

—  B>3O3OB036B  OA-C17044,     "Prnaram   Plan    for    Indep  endant    Review  o*    Zimmer 
Project   Mgt    " 

*      Torrey    Pines    Technology          B3/O3/31          39pp          1B271,   291         24X 
Fiche    50-338,  HS/^/Slj  B30302O367 


8309030329  Application    for    Amend    148    to  DL   appl  1  catloni  c  omitting    of 
Rev   94    to    FBAR 

BD-HGMANN,  E  A        Cincinnati    Ga»   t    Electric   Co        B3/O4/S9        OENTOW,  H 
Office    of   Nuclear   Reactor    Regulation,     Director        Spp         1829B  334 
24X   Flcfie    30-358,  B3/04/39,  B30303032B 

8303110118   HEPOHT   OF   THE   EVALUATION   TEAM   ON   THE    QUALITY    OF   CONSTRUCTION 
AT    THE  ZIMMER    NUCLEAR    PDHEfl    STATION 

*      NFIC    -   No  retailed    Affiliation   Oiven        NUflea-O9&9        33/04/30 
39  Iff          184  IB   001          £4X   Flche    50-338.63/04/30,0309110110 

9303120022   Notification    of  830601-03   meetings   u/utll    In  Mnieou.  OH    for 
site    audit    af   <nvlran    qualification   of    saf  e  tij-ralateil 
alec  tr  leal    equipment 

HIWTHER.L    L         Llceniing    Branch     1          B3/09/03         VaUNQHLQDD,  D   J 
Llctrtling    BrancJi    1         4pp        1B443  279        24X  Fit  he.  30-3881  93/03/03, 
83091200B3 


B3O5170330  Responds    to   830107    Itr    requesting    concurrence    in    ptrforaLnf 
addl   uo-rk    activities   not    in   violation    of   821112    shou    cau*e 
ordar  Ic  order    Immediatalg    suspending    const   Lilted   ictivltiii 
net    laf  etg-related   &  maij    be    undertaken 
UARNICK,R   F         Region   3,     Office   of   Director        83/05/06        BCfl£HAHfJ,E  A 

Cincinnati    Oas   &  Electric    Co        Bpp         18469    193        24X 
Flehe   30~3Da,  B3/OS/O6.  B305170S30 


8305170553   Raqucsti    that   uork    activities    not    In   violation   of 
order    tn    ihdui  cause   ti    order    to    Immediately    impend    esientlil 
const    be    allowed    to   continue   Activities    to    be    performed 


SOROMANN.  E    A        Cincinnati    Oa*   tc  Electric   Co 
KEPPLERrJ    O        Jteglon   3,    Office    of   Director 
Fiche.  30-358,  Q3/03/06,  0303170330 


93/01/07 

3pp.       18469.130 


B30509-0639  Oanerlc    Ltr    83-20    to   al)    operating    reactor    llc»niiei  4 
holders    af    CPi   re    Integrated    scheduling    for    Implemintatloit 
of   plant  mods    Svc    list    end 

EIBENHUT,  D   G         Division    of  Licensing        B3/03/09  Conolld*t«d 

Edison  CD      of    Neu   York,     Inc         l6pp         18627    133        BIX 
Fiche    30-000,  83/OS/09,  B30B09O639, 

S3O5130111   Fcrudrdi   Certificate   of   Qvc    for   Llcanse   Amind    148   in   fora  «l 
Rev  94   to  FSAR 

WILLIAMS,  J  Cincinnati  Gas  &  Electric  Co  83/05/09  DEMTONiHR 
Office  of  Nuclear  Reactor  Regulation!  Director  2pp  19438  099 
24X  Fiche  SO-33B,  B3/OS/O9,  B30B1301  1  1 

B3O3170093  Board    Notification   B3-63   forwards   NRC    evaluation    turn 
independent    aasessment    of    installed    safe  t<j-r  elated 
•  quipmtrit  W/o    rept 

NOVAK.  T  H        Division    of    Licensing        83/03/10  Atomic    S*f»t(/  ml 

Licensing    Ajtponl    Panel          7pp          18493    317         H4X    Fiche-  9O-33H.  B3/OVIO. 
8303170093 

—  8305(70093   Fdruards   NRC    evaluation    team    i-ept     (NUREO-0969)    re    Olltitt 
4iardbiare    evaluation    conducted   030124-0304  W/o    ent) 
DlBCKa.W  J         Office    of    the   Eticutlve    Director    for   Operationi 
B3/03/04          PALLAD1NO,  M-     OILIN5KV,  v    >     AHEARNE,  J         ConnlilHintr  t 
Ip         16499-323         H4X   Fiche    30-358,  83/03/10, 


fl30323O630  Requests    rev    of    flA  program   description    in  FHAR   Section   17  1 
to    incorporate    changes    resulting    from   util    response    to 
321112  order    suspending    const   of    lafatg-relatad    equipment 
YOUNOBLDDD,  B    J        Licensing    Branch    1         33/03/11         WILLIAH3,  -J 
Cincinnati    Gas    &  Electric    Co        4pp         18343  02  S        34X 
Ftche    80-330,  83/05/11,9303230630 

9303930633  Forwards    Con  talnment   SijJ   Branch    request    for   addl    info  re 
parforinance    of    uetuel  l-to-dryuel  1    vacuum  breakers    during 
LOCA    pool    smell    phase    for    Mark    II    containments    OL 
application    should    be    amended    by    raf    N£D£-2Zt?B<P> 
VOUHOBLDOD,  Q    J         Licensing    Branch    1          83/03/13         WILLIAMS,  J 
Cincinnati    Oas    E,  Electric    Co        4pp         1B312  339        24X 
Flche    90-353,  B3/03/13,  B3O3230638 

330519O31S  Ack    receipt   of   820030   Itr    re    understanding    of    BO  1324 
immediate   action    Itr   &  associated    stop   (iiork    order    concerning 
Reactor  Controls,  Ire    Work    performance   ulll    be    examined 
fcllouilnj   lifting   of  Commission  B21112  order 

WARNICK.R  F        Region  3,    Office    of   Diroctor        S3/03/16        WILLIAMS,  J 
Cincinnati    Gas    &  Electric    Co        2pp         18301    062        24X 
Flche.9D-33B,  83/O3/16,  B3O3190312 

—  83O3190314   Documents   B2QB18   telcon   re   Stop   Work    Order  83-01.  I»n»tflltt 
action    Itr    Issued    on  BOO  34   atop    Work    Order   90-14   applies 
only   tn   mail,  equipment    &    labor    muppllsd    by   Reactor  Controls, 
Inc    Catalytic,  Inc    role»*ed    to    perform   new  uork 
BOROMANN.E.  A         Cincinnati    Gas    b    Electric    Co         B2/00/30, 
KEPPLGR.J   G.        Region   3,     Office    of    Director         2pp          18301    064,       8« 
Fich*    30-3S0,  S3/O3/16,  B30319031S 

8309SO0494  Requests   addl    Info   re    time    required    to   recertify    ueldiri 
tmplcufti   at   plant    from  Jul-Nov    1982   during    special    uRlder 
qualification    program   Detailed   accounting    of    tlmfl    for   aach 
Individual   uelder    should    be    provided 

KEPPLERiJ  G        Roglon  3,    Office    of    Director        83/03/17        WILLIrthS.O 
Cincinnati   Gas    S,  Electric    Co        3pp         1BS13  Oil         24  X 
Fich»'  30-39B,  B3/O3/17,  B309200434. 
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B3032OQ33B  Confirms  follouup  B3O326  meeting  in  C  Inc  innat  i  ,  DH  to  discuss 
details  of  planned  independent  mot  revl  eu.  inc  1  ud  tng  OA  J< 
quality  verification  program!  Meeting  mill  OB  open  to 
pobl  i  c, 

KEPPLER'J  O    Region  3.  Office  of  Director    33/03/17    NEYLAN,  A  J 
Torr»|f  Pln«i  Technology    2pp    1B313  333    24X  Ficfm  30-330! 

83/03/17- 


G3033eiO33b  Responds  to  030306  request  for  NRC  review  S<  acceptance  of 
reiult»  «•  conclusions  of  quality  confirmation  program,  Ta»fi 
V  (r-aifioflrflphy  )  Review  ti  disposition  of  identified 
noneonf  armlnj  condltloni  will  be  performed  during  neit  in»p 
HAnMICK'R  F    Region  3.  Office  of  Director    S3/O3/23    WILLIAMS,  J 
Cincinnati  Cai  *.  Electric  Co    3pp    18623  044    24X 
F  t  e  h  *  30-33S,  B3/03/E3,  8303360336 

—  83QS2i0337  Forward*  Rev  1  to  "Task  V  Radiographic  confirmation  Rept,  " 

demonstrating  adequacg  of  AM  Kellogg  Co,  rad  tograpn 

technique  for  piping  subaasembly  shop  welds 

WILLIAMS,  «J    Cincinnati  Qas  t-  Electric  Co    B3/O9/O6    KEPPLER,  J  0 

R*glan  "3,  Office  of  Director    2pp    18633  046   34X 
Fled*  B0-3»a,  83/03/23.  B303260336 

—  H3O326093a  R»v  1  to  "Task  V  Radiograph  1  c  Confirmation  Rept  " 

*   Cincinnati  Gas  &  Electric  Co    83/03/24    lOpp    18623  04B    24X 
Flcfit  3O-338,  B3/03/33,  8303360336 

E  NRC  Safetv  Evaluation  Report  (EER),  suppls  fr  correspondence 

B3030904&Q  Forward*  response  to  Suppl  3  of  3ER  <NUREQ-032B>  , 
Section  3  10,  "Seismic  b  Dynamic  Qualification  of  Seismic 
Category  1  Mechanical  It  Electrical  Equipment  " 

FLYHNiJ!  0    Cincinnati  Oas  &  Electric  Co    83/O3/Q3    DENTON.  H 
Qtttcf  of  Nuclear  Reactor  Regulation,  Director    4pp    1B360  323 
B4X  Flche  30-338,83/03/03,8305090486 

F  Security,  medical.  emergency  li  fire  protection  plans 

B3QS1IOO34  Qanerlt  Ltr  83-21  to  all  licensees  of  operating  reactors, 
applicant!  for  OLl  b  holdars  of  CPs  ra  clarification  of 
icoi*  to  control  procedure!  for  law  enforcement  visits 
five  Hit  end 

elSENHUT.D.Q   Division  of  Licensing    63/05/11     Consolidated 
Edl«on  Co  of  Neut  York'  Inc   I6pp   1BS40  073   H1X 
FIch«,30-OOO,  B3/03/11,  B3031  10034 


8309200525   Order    attending     time    until    B3Q527    for    Commas  ion    to    act    to 
revliuJ   Director'!    decision    dtd    B30310 

CHILK.  S   J         Office    of    the    Secretary    of    the    Commission         33/03/17 
Commissioners          ip          1B316    O74         24X    FichB    30-333,83/03/19, 
B303200S3S 

B309360171    Requests    recommendations    on    proceeding    ui/romalnlng    offslte 
emergencg    planning    iisuei    in    light   of    ALAB-727 

FflYE,  J   H         Atomic    Safetg     and    Licensing     Board    panel         83/03/25 
D^RTH, C    rt         Hearing    Branch     1         CONNER,  T   B    ,     WETTERHAHN,  M   J         Conner 
Watterrtahn          Ip          1B399   SB1         34X    Ftcfie    SO-3SS,  83/03/25,  H30S26O171 

33033(0018   Order    extending     time    until    630604    for    Commission    to   act    to 
review   B3Q210  Director's    decision 

CHILK,  S    J         Office    of    the    Secretary    of     the    Commission         B3/OS/37 
Commissioners         Ip          18633     123         24X    Flche    SO-33B,  83/03/37, 
8303310018 


H      General    correspondence 


B3091602O2  Ac  k    receipt   of  B3O413    1  tr   re    selection   of   Torreij  Pines 
Technology    (TPT)    to    conduct  mot   revleu    of    facility    TPT   to 
meet   u/NRC    to    consider    final    revleu  plan 

MENCZER.W   B         Region   3.     Office    of    Director         83/03/02        UE97BROOK,  0 
Cleveland,     OH         2PP          lB4c,a   339         24X    Flche    50-338-83/08/02, 
B303 160202 


J      Insurance    ti    indemnity    Information 


B303370S39  Responds    to  830422:    Its-    re  American   Nuclear    Insurers 
activity    at    Facility  No  ASME  Code   uork     In    process    due    to 
stop    uiort    order   HJ  Kaiser    continuing    to    rosolve   existing 
none  on  forma  nee  s    t<  verification    Of    resolutions 

DODEL.H  F        Hartford    Insurance    Group         83/03/19        HrtRRlSON,  S  F 
National    Board    of   Boiler    d   Pressure   Vessel    Inspectors        2pp 
18646     137         24X   Flche    30-338,  83/05/19- B3O3270339 


K      Utility   Final    Safety   Analysis   Report    (FBAR)    t<  amends 


830517027B   Amend     147    to    application    for    OL. cons ist ing    of   Rev   93    to 
FEAR 

BQRCMANN, E  A  Cincinnati  Qas  &  Electric  Co  83/03/31  DEN TON, 
Office  of  Nuclear  Reactor  Regulation,  Director  2po  18501  137 
H4X  Fiehe  30-338,83/03/31,8303190278 


B3Q31BO43B   Forward*    "Ohio   River   Valley    Wind    Field    Character  1 lation 
Within  MM   Zimjner   Nuclear   Fouer   Station   Emergency   Planning 
Zone."    In    response    to   NRC   Question   322    IB 

WILLIAMS,  J        Cincinnati    Oas   t.  Electric    Co        63/03/13        DENTPN.  H  R 
Offlct   at    Nuclear   Reactor   Regulation,    Director        2pp         1B4B2    163 
24X    Flche    90-338,  63/09/13,  B303IB043B 

— 8309-IB0463   "Ohio   River    Valley    Hind   Field    Character! latl on   Within 
WH   Zimmtr   Nuclear   Pouiir    Station  Emergency    Planning    Zone    " 
»      Bt on*   &  Uebitor   Engineering    Corp         83/04/30        381pp         1B4B2    165 
34K   FI che, 30-338,  83/03/13,  B3031B04SB 

0303240213  Foruards   monthly    status    rept    on    offslte    emeroency 
pr*o«r«t(ini»    for   OL  reviews    for   Apr    19H3 

JHRCKBrW. J        Office    of    the   Eiecutlve   Director    for   Operations 
33/03/13        PALLADINO.N  J.       Commissioners        3pp         18373  3SS        24X 
Fi  «  h  »    30-000.  B3/03/ 1 3,  0303240213, 


0      A-Jju-d teat ory    copreipondence 


—8309190281    Rev   73    to    FSAR 

*      Cincinnati    Oas    !c  Electric    Co        83/O3/3J 
Kiche    30-338,83/03/31,3305190279 


7?pp 


8309030528  Application    for    Amend    14S   to   QL   app 1 ication,  consi  sting    of 
Re-v   94    to  FBAH 

DORGMANN, E  A        Cincinnati    Sas   &  Electric    Co        93/04/3?       DENTON,  H 
Office    of  Nuclear  Reactor    Regulation,    Director        2pp        18392  336 
24X    FichB    3O-3SS, B3/04/29.  830S03032B 


--S30303O533   Rev   94    to    FBAR 

*      Cincinnati    Oas    &  Electric    Co        B3/O4 /3O 
24X    Flche    30-338,  83/04/39,  B30303032B 


238pp         18292   338 


8305130111    FDruardE   Certificate   of  Svc    for    Uiconso  Amend    14B   in    form  of 
Rev   94    to   FSAR 

U!LUAKS,J  Cincinnati  Oas  tt  ElBCtric  Co  B3/O3/09  DENTON,  H  R 
Office  of  Nuclear  Reactor  Regulation,  Director  3pp  18438  087 
24X  Fiche  30-338, B3/O3/07,  8303630111 


B3OS11O270  Clarifies   Contention   3  re    ion    exchange    racln   reactor   coolant 
poll  thing     tjjs,  per    10CFR2.  206 

OILLHANrD.       Affiliation  Unknown        B3/04/28  Office    of   Nuclear 

Rtactor  fi*gulation<     Director        3pp         18393  304        24X 
Flehe;  3O-39B,  B3/04/2B,  03031  10270 

93O904.O43A  Order   extending    time    until    830920   for    Coirnnlttlon    to   act    to 
nvl  eu  Director's    deci*lon 

CHILKiS  J.      Office   of   the  Secretary   of   the  Commission       B3/03/03 
Commi»»ion»i*i        Ip.       10321,309       24  X  Flche   90-338,83/03/02, 
B3O5040436, 

63D9&4O904  Decinlon   ALAB-727,  modifying   ASLB   BEOi21    decision   As 
»odif  led.  decision    is   affirmed   Emergency    r*spon»«    plans    need 
not    hn    final    uhen   DL   application   noticed    for   hearing. 
SHOEMAKERfC    J        Atomic    Safety   and    Licensing    Appeal    Panel.       B3/03/02 
1B31?:236,       S4X   Fiehe    30-338,  B3/O9/02,  B303O40304 


B303I1O33Q  Henorandum  t   order    dlimlnlng    D  Qillman   B30319  t  0408 
•appt.B.1.1   r>    A8LB   denial    of    Intervention-  Content    of   appeal* 
appears    to    constitute    challenge    to  ASLB   application    of 
factor*  governing   late   filed    Intervention  petitions 
BHOGHAKER'C    J.       Atomic    Safety    and   Licensing    Appial    Panel        83/0 
OILLMAN'D-      Affiliation  Unknown.      8pp        18406   13S       24  X 
Fleft--  30-339,  B3/03/10.B3031  10390, 


Q      Inspection   reports,     IE  Uulletins    d   coi-respondence 

B2120603B3    IE    Info   Notice  83-14,     "Deuatered    Spent    Ian  El c hang u  Resin 
Butcep tfbili ty    to  Eiothermic    Chemical    Reaction    "    Svc    list 
end 

TAVLORiJ  H        Divliion   of   Safeguards   &    Inspection   Programs    (Post 
630 103)         83/03/21  Consolidated   Edison   Co      of   Neu  York,     Inc 

112pp          18308   317         24X   Fiche    50-000,  83/03/21, 8212060383 

6305120070  Addl    response    to   FOIA   request    for    IE   Insp   Rept   30-338/81-13 
PorHons   of    documents    listed    on   app   uithheld    (ref  FOIA 
E«»mption   4) 

FELTDN,  J   M         Plvlslon    of    Rules    and    Records         83/03/21         DEvINE'T    , 
fiQBENTHAL      Oovernment  Accountability   Project        3pp         1B443   173        24X 
Fiche    30-3SB, B3/03/H!r830D12O070 

— B30313O074  Forwards    Electrical    Drafting    8td   EDSD-1S6   reviled    on  7910-09, 
Pages    S-43    through    S-48    op  Electrical     Installation  Spec 
H-2173   t   Pages    S   3-29,8    3-30   J.   B   3-69    of    FSAR,  per    request 
re    tray    loading    criteria.  Related    Info    end 

COTTA,R   E         Sargent    t,   Lundy,     inc.        81/02/18         BARRETT,  P         Region   3, 
Chicago,    Office   of    the   Director        36p p         18443    196       84X 
Flche    30-358,93/03/21,8309130070 
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9305340252    Responds     to    B312O7     Itr    re    processing     of    T   rtpplegate    FOIA 
request     For    documents    on     investigation     into    alleged     const 
deficiencies    Alt     NRC    ofc»    will     comply    w/FOIA    request    Request 
Requasts    uill     be    coordinated    u/OPc     of    Gen  era  1    Counsel 

PALLADINO, N   J         Commissioners          B3/O4/14         UOHL1-,  M   K.         Houso    of    Rep    , 
Interior    &    Insular    Affairs          7pp          1B394    131         24X 
Fiche    SQ-33B.B3/O4/14, B3052flO252 

— 83Q324Q25&   Responds     to    83O3Q3    Itr    re    processing    of    I    Applegato    FQIA 
request    Far   documents    on    Investigation    into   alleged    const 
ifef  lti«nc  les   All    FOIA  requests    will    b-e    coordinated   u/Ofc    of 
General    Counsel    Commlss  1  oners    views    e-ncj 

PALLADIA,  N   J         Commissioners         B3/O4/14         SEJJ3BRLING,  J   F         Houte 
of    Rep    ,     Interior    t    Insular  Affairs         12pp         1BS94    139        24K 
Flcfie    30-358.  B3/O4/1  4,  8305210252 

— 3309240263   Discusses    Investigation    of   Applegate   allegations,     "Adequacy 
at     IE    Investigation    SO-33B/BO-0?    at    WH    Ziirmer-    Nuclear    Power 
Station,"    per    Udall    B212O7    Itr     IE    Investigation     found 
unsati afai tory    In   Aufl    19B1    T  Marpster    interview   encl 
CUMMINSS.^f   J         Office    nf    Inspector    !.   Auditor         83/01/05 
QICKW1T,L         Office    of    the    General    Counsel          Bpp          1 8594     133         24X 
Fiche    30-3SB,  B3/04/14.  9303240252 

— 6305240267  Forwards    add!    info    re   NRC    uji thhold 1  no    of   T    Harpstsr 
Interview   u/Qovt    Accountab i 1 i tg    Project    811123   PO1A    request, 
per    Commission    B3O2Q7    Instructions 
CUMMIHQS,  J         Office    of     Inspector    &    Auditor         B3/O2/16         HALSCH.  H   G 

Office    of    the    General     Counsel          6pp          13391    163         24X 
Fiche    5O-35B,  33/04/14. 8305240392 

— B3O5240272   Requtats     info    re    Dfc     of    Inspector    &   Auditor     (QIA)     inquiry 
Into    Zlmmer  matter    Reasons    for    removal    of    documents    from  OIA 
ofcs    questioned   Withholding    of    documents    contributed    to 
delay    in    public    recognition   of    true    status    of   project 
UDALL. M  K        House    of    Rep    ,     Interior    &    Insular   Affairs         83/12/07 
PALLAD1NO,  N   J         Commissioners          ip          1B394     16?         24X 
Fiche    50-33B.  83/Ofl/H,  8305240292 


8303040031     IE    Info   Notice    03-2Q.     "Criteria    for   Protective   Action 
HatommBnEta  tions    for   General    Emergencies    "    Svc    list   end 
JORDAN,  E  L         Division    of   Emergency    Preparedness    &   Englntirlng 
Response    (Past  830103)         B3/03/04  Consolidated   Ed  lion  Co      of  N»u 

York.     Tnc          1  19pp         1B441    OOt        24X   Fiche    3O-000.  83/03/04.  63030*OOJ1 

B303Q40033    IE    Info  Notice   B3-29,     "Fuel    Binding    Caused   by   Put  1   Rick 
Deformation    "    Svc    lilt    enc I 

JORDAN,  E  L         Division   of  Emergency    Preparedness   &  Engineering 
Response    (Post    B301O3)          83/09/06  Consolidated    Ediion   Co      of  JViH 

York.     Inc         113pp         10323  248        24X   Fiche    30-000.  B3/09/04. 8303940033 

8303040034    IE    Info  Notice   03-30,     "Mi  mpp  1  icat  i  on    of   Generic   EmiT^tn:^ 
Operating    Procedures    (EOF)    Ouldelinos    "    Svc    list    encl 
OOWDrtNi£  L         Division   of   Emergencg    Preparedness    &  EnBlnetritij 
Response     CPost    B30IO3)          83/03/11  Consol idatad    Edison   CD      of  Ht» 

York.     Itvc  114pp          1B324    003         24X    FltliB    30-000,  B3/09/11. 8303040034 

930S170447  Ac  k    receipt   of   830420    Itr    Informing   NRC    of   stopi    til  in  tn 
correct    violations   noted    In    IE    Imp   Rapt    30-33B/BB-10 
P,«o.u*st    for    eitenslon    until    B30609    for    response    to 
noncompl  larit  a    granted 

HARN1CK,  R    F          Region    3.     Office    of    Director         B3/O3/13        UILL.IAHS.jr 
Clnclnidti     Oas    b   Electric    Co         2pp          18471    224         SAX 
Fiehe  SO-3SB,  83/03/13,  8303170447 

— B30S170434   Responds    to   NFiC   830329    Itr    re    noncomp  1  iancn   noted    In  IE 
Insp    Rept    5-0-336/82-10   Extension    to    8306 09    for    responding    to 
noncompl  lances    due    to    e> tensiveness    of   rapt    requested 
BDROMANN,E  A        Cincinnati    Gas   &  Electric   Co        83/04/20 
KEPPLEW.J   8        Region    3,    Office   of   Director        2p  p        10471    226       EHK 
Fiche    SO-33S,  B3/03/13,  B303170447 

B303260223  Forwards    IE    Insp    Rept    30-338/82-11    on   830303  t.  Q73b-Q93<i  4, 
notice    of   violation 

WARNICK.RF         Region  3,    Of  f  I  ee   of   Dlrec  tor        83/O3/13       HILLIAHS.J 
Cincinnati    Oaa    k  Electric    Co        2pp         1B&22   OB7        24X 
Fiche    30-338, B3/09/13, B30S260223 


—  3305240375    Requests    <arfdl     inFo    rs>    B212O7    Itr    -geeliiTig    siplanatlon    of 
c  ir  c  unstanf  es    •aurround'ing    compjiance   u/FOIA    request    for 
documents    pertainlno    to    facility    Adequacy    of    Cummings    reply 
quei  tl  one<d 
UDALL,  (1    ,     SlEBERLrNO.J         House    of    Rep     ,      Interior    S    Insular    rtffali-B 

83/O3/03         PALLflDlNO.M         Commiss  1  oner-s         2pp          l8S-?«    17O         SIX 
Fiche    30-353,83/04/14.6303240332 

B303040021    IE    Info   Notice   63-31.     "Defsctive    Emergencij   Use    Respirator    " 
Bvt    list    enc 1 

JOJ1DAN.E   L        Bivision   of  Emergency   Preparedness   !t   Engineering 
Response     (Post    830103*         83/O4/IS  Consolidated    Edison   Co       of    Nets 

Vorfc,      Ire          J2App          1B433    153         24XFicfte    50-OOO,  B3/04/ 1 3,  830-3040021 

B303(HOQ23    IE    Info    Notice    B3-22,      "BUR    Safety/Relief    valve    Failure    " 
Bvt    list    encl 

JORDAN,  G  L        Division    of   Emergency    Preparedness   !i   Engineerlnfl 
Response     (Post    83OI03)          03/04/22  Cc-nan  1  i  (fated    EdiflDn    Co       of    Neu 

Vorii      tnc          112pp          1B393   03 f         S4X    Fiche    30-000.83/04/23,8303040023 


83-03Eo0229   Notice   of   violation    from    Insp    on   B20909  (c  0726-0930 
HARNICK,n    F         Region    3,     Office    of    Director         83/03/13        *Jp 
1B622   089          S4X   Fiche    30-39B.  83/03/13,  B309340223 


8303260231     IE     Insp    Rept    30-338/82-11    on    82O303    &   0726-0930 
Honcortipl  ionce    noted    failure    to   follow   procedure  s.  to   docitnint 
nonconf  ormlng    uilds   on    piping    matl    &    to   provide    adequate 
design    control   measures 

CHnlSTFANBON,  W  ,    GWYNN.  T   P    ,    NIGHTINGALE,  E        Region  3i    Offiei  of 
Director         83/O4/14        27pp         18622  O?3        24X   Fiche   SO-3S8.  83/05/13. 


9303190269   Ach    receipt    of   8S1113    Itr    in    response    to    NRC  821027  requnt 
Far    info    re    allegations    concerning    milder   qualification 
NRC    win    eiamlno  mattors    during    lubsaquent    Imps 
HEPPLER.J  0         Region    3,     Office    of    Director        83/09/16 
Cincinnati    Gas    t,  Electric    Co         Ip         1B301    23B        21  X 
Fiehe    90-338,,  B3/03/IA.  8303190S69 


B303040035    IE    Info    Notice    B3-23,     "Inoperable   Containment   Atmosphere 
Benslnj   SLJS    "    Svt    list    encl 

JORDAN,  E  t.        Division    of    Emergency    Preparedness   f.  Engineering 
Response     (Poifc    8301O3).        B3/04/23  Consolidated    Edison    Co       of    Neu 

VorK.      Inc          1 19pp          18391    291          34X    Ffche    30-000.93/04/33^3303040023 

B30304002i    IE    Info   Nntice    83-2fl,      "Loose   Parts    in    Secondary    Birfs    of 
Steam  Generators    at    PWfis    "   Sve    list    encl 

JOHDftN.E   L         Dlwistc-n    of    Emergency    Preparedness    k   Engineering 
Response     (Post    83Q1O3I          83/O4/2B  Conso 1  Ida tetf    Edison    Co       of    New 

York,     Ir,c  HSjip          18302    O47         24X   Fiche    30-OOO,  B3/O4/28,  B303OflOOafi 

83030*0037    IE    JnFo   Notice   03-25,     "stsmdbu.   Qas    Treatment  SifS   Heater    High 
Tamp    Trip    Setpoint   Adjustment    "    Svc    list    encl, 
JORDAN, E   L        Division    of   Emergency    Preparednass   A   Engireering 
Response     (Post    830103)          B3/O4/2B  Conso 1 Idated    Edison    Co       of    H&ui 

York.     Int          118pp          18382    163         S4X    Fiche    50-000,63/01/28,8303040027 

830304002B    IE   Info   Notice   93-S6,     "Failure    of   Sa f otu/RB 1 ief    Valve 
Discharge    Line   Vacuum   Breakers    "   Sv'c    Hit    encl 
JDH»hN,E  L        Division    of  Emergency    Preparednes )    &  Enijineering 
Retponte    (Po.t  830103)         83/03/03  Connol i la  ted   Ediion    Co      of  Neu 

Vort.     Inc          t2Spfl          1B441    170         24X    Fiche    30-00-0,  B3/03/03,  8303040036 

B303040030    IE   Info    M0ticB    03-27,     "Operational    Response    to   Events 
Concerning    Deliberate   Acts   Directed    Against   Plan-t 
Enulpment    "    Svc    litt   encl 

JORDAN.E  L        Division    Df    Emergency   Preparedneis    It  Engineering 
Respond    <Pnst    830103)          83/05/04  Consolidate    Ed  J  son    Co       of    NBL, 

York.      Inc.        liapp          18382    2BS         24X   Ft  che    30-000,  83/05/04.  8303040030 


--8303190273   Responds    to   B21027    Itr   re   allegations    concerning    wlthholdiM 
of    relevant    documentation    on  uielder*    from  B2O7O7  meeting 
u/NRC   List    of    documents    used   at  8207OB  mg t   meeting   u/HJ 
Kalter    t/or    620709   meeting    provided 
SYLVIA,  D    R         Cincinnati    Oas   i  Electric    Co        82/11/13       KEPPLER.JC 

Region    3,     Office    of   Director        3pp,       18301    239        S4X 
Fiche    50-3S8i  83/OS/16, 8305190269 

8303040040    IE    Info  Notice   83-31.     "Error    in   ADLPIPE  Computer  Proaran  • 
Svc    Hit    eitcl 

JORDrtNiE   L         Dlvliion   of   Emergencij   preparedness   h   Engineerlnir 
Aespania    (Past    330103)         B3/OS/19  Consolidated    Edison  Co     of  Mu 

York.     Inc         114pP        1B697  O09        34X   Fiche   30-000.  B3/09/19, 63030400+0 

8303240001    Ack    receipt    of   830125  b  0223    ltr>    informing   NRC  of   itept 
taken   to    correct   violations    noted    in    IE    Insp   Rept 
30-3SB/B2-O1 

ISARNICK.R   F         Region   3,    Office    of   Director        B3/05/20       WIULIArta,J 
Cincinnati    Gas    t<  Electric    Co         Ip         18549   133        24X 
Fiche    90-338,83/03/20,8303240001 

— 8303240012   Buppls   830804   tt  83O104    ltr>    in   response    to  NRC  0SQA24    Itr  rl 
violations    noted    In    IE-Imp    Rept    30-338/82-01,  Cable   grip 
instillation    Milt    be   verified    for    cable    Installed    on 
vertical    risers 

B-OROMANN.E    A        Cincinnati    Ga»   &  Electric    Co        83/01/35 
KEPPLER,  J    8          Region   3,     Office    of    Director         Ip          1B949   134        21" 
Fiche    30-330,03/03/20.8303240001 


DOCKETED  ITEMS 


255 


— B 30 5 2400 16   Buppls    030125    response    to    violations    noted     in    IE    Insp    Rept 
3Q-330/S2-OI    Design    changes    require    mods     to    as-built 
condition    Const    uork    author! lat ion    request    prepared    Folloiuup 
rept    ulll    be    sent    by    830 506 

aORffMANN,  E   A         Cincinnati    Gas    8.    Electric    Co         S3/O2/23 
HEPPLER.J    0         Region    3,     Office    of    Director          Ip          1B349    137         24X 
Fiche    30-330,03/03/20,8303240001 


03Q520O33£    Interim    deficiency    rapt    ro    seismic    qualification    of     13 
essential    damper    operator    mounting    brackets    Initially 
reported    nn  8O1014   Vendor    approved    American  Warming    & 
Ventilating   Co    design  mods    Neit    rept    by    030910 

WILLIAMS, J         Cincinnati    Oas    V    Electric    Co         33/O5/13         KEPPLER,  J   Q 
Region   3,     Office    of    Director          Spp          1S51*    01?         24X 
FUhe    50-338,  03/03/  13.  B3032O053& 


B.303040046    IE    Info   Notice   63-33,     "Nonrepresentat  1  ve   Sampling    of 
Contaminated   Oil    "    Svc    list    end 

JORDAN.  E  L        Division    of   Emergency    Preparedness    t*  Engineering 
Response    <Past    03O103)          S3/O3/26  Consolidated    Edison    Co       of    Neui 

York,      Inc          114pp          1S647   007         S4X    Fiche    30-OOO, S3/05/26, B30304GO46 

R      Ptrlodlc    operating    report*   &   related    correspgndence 


0305190316   Ack    recaipt    of    B20929    Itr     informing    NRC    of    exception    to 
correction    notice    to    document     dof 1 t 1 enc ins    during    document 
review  a    use    of    generic    nonconf ormance    repts    to    document 
deficiencies    to    comply   u/previous    commitments 

WARWICK, R    F         Region    3,     Office     of    Director         Q3/05/K,         WILLIAMS, J 
Cincinnati    Bat    t,   Electric    Co          2p  p          13301    039         S<)X 
Fiche    50-3 


9303330162   Monthly    status    rept    for    Apr     1983    W/B3Q319    Itr 

*      Reolon   3.    Office    of    Director        DIRCKS.W  J        Office    of    the 
Eitcutfve    Director    for    Operations        B3/O-V/30        P  ALL  AD  I  NO,  N 
COBimtsiione-ri         69pp          18376    O71         24X    Fiche    3O-35S, 03/04/30, 
8309390162 


0303360237   Final    deficiency    rept    re    essential    Instruments    attached    to 
nonessential/nonsel smic    piping    Initially    reported    on    B30430 
Condition    determined    not    reportable    pet"     1OCFHSO    53<el 
WILLIAMS, J         Cincinnati    Ofl s    &    Electric    Co         83/05/19         KEPPLER, J   Q 
Region    3,     Office    of    Director          2p  p          19599    330         24X 
FichB    30-330,03/03/19,0305260237 


B      Importable    occurrences'    LEHs    !.  related    correspondence 


T      HearinB    transcripts    nn   non-antitrust   matters 


Q3.OM2O342    Interim   deficiency    rept   ro   masking    of    radiography    by 
Inadequate    surface    preparation    Initially    reported    on  02O320 
Const    uark   authoriiatlon    request    processed    to    bland    grind   & 
rei-edlograph   uelds   Next    rept    eipected    by    S3QB13 
WILLIAMS,  J        Cincinnati    Qas    S.   Electric    Co        03/04/29        KEPPLER, 
Aeglon   3,    Office    of   Director        2pp         1S432  2*7        24X 
Fleli«    30-336,83/04/29,6303120343 


0305090337   FDIA   request    for    transcript    of    Commission  meetings 
discussing    021113   order   CLI-B2-33  A   documents    supporting 
MRC    recommendation    to  Commission   re    Issuance   of    order 
BAMP.R  A        Shay,    Pittman.    Potts    &   Trout)  r  1  d  ge        03/03/09 
GHIMSLEY,D    H         Division    of    Rule*    and    Records         2pp          18369    134 
Fiche    3Q-35B,  B3/03/09,  8303O7O537 


EJ30312Q41D   Interim   deficiency    rept    ro    Item  M-72   on    lack    of   O.A   program 
for    tire    protection    sy»    Installation   Sargent    &  Lundij 
developing    sampling    program    to   assure    as-designed    sys 
Installed   &    functional    Next    rept    to    be    submitted    by    830001 
HILLJAH3,  J         Cincinnati    Oas    i.    Electric    Co         83/04/29         KEPPLER,  J   0 
Raglan   3.    Office    of    Director        2pp         18434   093        24X 
Fiche;  30-33B,  03/04/29,  030SI2041O 


8305090542  Partial    response    tq    FOIA   request    for    transcript   of 
Commliifon  meetings    discussing    921J12   order   t.  documents 
supporting   NftC   recommendations    to   Commission  re    Issuance  of 
order   Forwards   App    D    documents    App    A  documenti    in  POK 
FELTON.J   M         Division    of   Rules    and    Records         83/03/17         SAMP, I*   A 
Ehau,     Pittman.     Potts    1,    Trouibridge          Ipp  1Q365    136         21X 

Fiche    SO~338,S3/03/17.83030905il3 


Q3D31204S9    Interim   deficiency    rept   re   uroum    Qoverl    125-volt    dc    control 
device    failure   nn   6  9    kV  «.   1    16    W   suitchgear    Initially 
r«port«iJ    on   830202  All    Broun    Boveri    circuit    breakers    ulll 
bv    inipected   &  adjuited    Follouiup    rept    by    03O813 

HTLHAMS,  J         Cincinnati    Oas    !<    Electric    Co         83/04/29         KEPPLER,  J   0 
Region    3,    Office    of    Director        3pp         18431    161         SIX 
Fleh*    30-33B. 03/04/29,  03031H0429 

—  8309120437   "Instructions    for    Inspec  ting,  Ad  justing    Si/or    Replacement 
of   Parts    for  Obtaining    Limit   Quitch    Adjustments    on    Qrouin 
Bovtrl    7   3    IV   Through     13    IV,  SOO   Through    73O   MVAl  5HK350, 3000] 
AH    HKV  Breakers    " 

*      Brown  Bovori    Corp      (subs      Drown    Boveri    b   Co    ,    Ltd    )        B3/04/29 
4pp.        1B43J    166        24X   Fiche    30-338,83/04/29,0303120429 


— 0303090949  Testimony    of   J8   Keppler    before    US  House   of   FJepresentati ve: 
Committee    nn    Interior   &    Insular   Af fairs,  Bubcomml tt ee    on 
Energy   *•  Environ    on    B2061O    re    <JA   problems   !,   related 
activites    at    facility   Pp    1-12 

KEPPLER,  J   O         NHC    -   No   Detailed    Affiliation   Olven         B2/06/IO 
ISpp          1B363    216         24X   FUhe    50-336,83/03/17,0305090342 

0305260397  Addl    response    to  FOIA    request    for    transcripts    of  Commission 
021028,1100   &    12   meetings    re     issuance    of    821112    shoui    cause 
order   fc  supporting    documentation    Forcjards   App   A   documents 
App   G    documents   withheld    (ref    FDIA   Exemption    3) 

FELTQN,  J   M         Division    of   Rules    and    Records         B3/03/2B         SAMP,  R   A 
Bhaw,    Pittman,    Potts    A  Troubr  Idge        4pp         18647  294        24X 
Fiche    30-330,  83/03/20,8303360397 


93QS12Q435    Interim   deficiency    rept    re    failure    of    essential    HVAC    turning 
vane«    (Item  M-46)    Initially    reported    on   830310  Scheduling    t, 
Iflip iBniantatlan   of    test   procedure    clarifying    design   adequacy 
contingent    upon   release    of    NRC   821112   order    to    shoui   cause 
UlLLIAHB,  J         Cincinnati    Oas    d   Electric    Co         S3/04/29         KEPPLER, J   O 
Region   3,     Office    of   Director        2pp         1S431    154        24X 
Flchei    aO-3DB,  03/04/29.  S30512O432 


— B303260403  Testimony    of   JQ  Heppler    (Region    III)    before   BubcommittHe   on 
Energy   &  Environ   of    Committee    on    Interior    fr    Insular   Affairs 
on   B30914   re    quality    conf  irmationi   program    In  Wash  inoton,  DC 
KEPPLER, J   0         Region   2,     Office    of    Director         82/09/11         62pp 
18647   302         24X   Ftcne    30-330,83/03/28,8303560397 


U     Congreasional/Eiecut  ive   Correspondence 


93O512O446    Interim  deficiency    rept    re    Item  M-29   concerning    lack    of   uield 
pTijc&dur*    qualification   t>    Item  M-73   concerning    possibly 
jltererf   us  Id  ing    procedures    Initially    reported    on   811103 
&  a?iai7<respectlv*ly 

WIU-JAME.J         Cincinnati    Oas    E>    Electric    Co         B3/04/29         KEPPLER,  J   O 
Region   3.    OFflce   of   Director        Spp         1B431    O7B        24X 
Fleh«'30-33H, 83/04/39,0303 120446 


B30326O397    Addl    response    to   FOIA    request    for     transcripts    of   Commission 
BS102B,110B  d    12  meetings   ro    Issuance   of    021113  shou   cause 
order   d   supporting    documentation   Forwards   App   A   documents 
App    B   documents   withheld    (ref    FOIA   Exemption   5) 

FELTON.J   M         Division    of   Rules    and    Records          B3/03/2B         SAMP,  R    A 
Shaui     Pittman,     Potti    8c   Troubridje         4pp  1B647   294         S4X 

FUhe    30-33B,  83/03/28,  B30526O397 


3303120407    interim   deficiency    rept   re  inadequate    cable    trai;    hanger 

Insp    (Item  E-20)    Initially    reported  on    B30303   Alternate 

aithod    toT    cable    tray    hanger    relnsp  developed    for 

gjlvanded    cables   Neit    rept   will    be  submitted    by    030620 
WILLIAMS, J         Cincinnati    Oas    &   Electric    Co         83/04/29         KEPPLER, J   Q 

Region   3.    OFFica   of    Director        2pp  18431    055        24X 
Flche    SO-39B,  03/04/29,  B3Q31204S7 


B305240S52   Raspond*    to    981207    Itr    re    processing    of    T    Applegate    FOIA 
request    for   documents    on    invest i gat  Ian    into   alleged    const 
deficiencies   All    NRC    ofcs  uill    comply   u/FQIA  request    Rao.uest 
Requests   will    be    coordinated    uj/Ofc    of   General    Counsel 
PALLADINO.N   J         Commissioners          83/04/14          UOALL,  M   K         House    of    Rep 
Interior   fc    Insular   Affairs         7pp          18594    131        24X 
Fiche    3O-358,  B3/04/14,  B303240232 


630317-0324    Interim   deficiency    rept   ro    Item   0-3   concerning    lack    of    insp 
personnel    qualifications    Review   of    uork    packages    to    identify 
•  nij    [nip   personnel    uhose    qualifications    ti    certifications    not 
rfocumeritBd    continuing    Ne>t    rept    eipected    by    830BOB 

WILLIAMS. J         Cincinnati    Dae    &   Electric    Co         B3/03/06         KEPPLER, J   0 
Region   3.    Office   of   Director        2pp         18467   249        24X 
Flthe-30-33B,  B3/03/06,  0303170324 


— B3O3240S56   Responds    to   B303OH     Itr    r*    processing    of    T    App legate    FDIA 
request    Par    documents    on    investigation    into   alleged    const 
deficiencies    All    FOIA  requests    ulll    be    coordinated    ui/Ofc    of 
General    Counsel    Commissioners    views    end 

PALLADINQ.N   J         Commi  ss  loners          03/04/14         8EI0ERLI  NO.  J  F         House 
of   R*p    ,     Interior   t.    Insular    Affairs         12pp         18394    138        34X 
Fiche    30-350.83/04/14,0305240252 


8303190228  Deficiency    rept    re    Item  M-B4    concerning    spent    fuel    rack 
•  paclne;    Initially    reported    on   830415  OE    evaluation 
drtcrmtneif    condition   not    reportable    par    10CFR5O   33(e> 
UfLLIAMS.J.        Cincinnati    Oas    t    Electric    Co         83/O3/10         KEPPLER, J   0 
Region   3,    Of Pice    of   Director        2pp         18500  200        24X 
Fiche    30-3DB,  B3/O3/10,  030319022B 
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-0303240372  RenuB^t*    info    fa    OPc    of    Inspector    t,   Auditor    (OIA1    inquiry 
Into    Zinuner    matter   Rcaions    For    removal    of    documents    from  OIA 
off*    nuestioned    Hi  thholdinjj    of    documents    contributed    to 
delay    I"   public    recognition    of    trua    status   of   project 
UOALL,  M  K         Houts    Of    Rep    .      Interior    i.    Insular    Affairs         32/12/07 
PAULADrNO.N    J         Commissioner*          Ip  18394    1*9         24X 

Fleft*    50-359,  83/04/14.  B30324D332 

-8303240279  Requests    addl    info    re   321307    Itr    seeking    sip  lanatlori   of 
c irtun! tanees    surrounding    compliance   u/FOIA   request    for 
doeuratnte   pertaining    to    Facility   Adequacy    of    Cummlngs    reply 
questioned 
UDALL.  M  .     BI£DERLINO>J        Home    of   Rep    .     Interior   6    Insular    Affairs 

33/03/03         P  ALL  AD  I  WO,  N         Commissioners         2pj          IB394    170         24X 
FiChB    50-338,  a3/O4/l4,83D33<40?52 


DOCKET    30-36,1    SAN    ONOFRE   NUCLEAR    STATION,     UNIT   2 

F      Seeurltijj    medical,     emergency   &    fire   protection   plan* 

B30306Q6S3  Forwards    Amends    10    fa  6    to   Licenses  NPF-10   k  NPF-15, 
respectively    t  notice    of    Issuance    &  availability   Amends 
mod  if  4    emergency    preparedne*s    licence    conditions    Imposed    bu, 
ASLAB    930304    decision 

KMIGHTON.O  W        Licensing    Branch   3        B3/O4/27        DIETCH.R        Southern 
California    Edison    Co         COTTDN,  0    D    ,     BERNATH,  L         San    Diego    Bas    (. 
Electric    CP         3pp.        13357   314         S4X    FichB    30-361,83/04/27,13303060683 

--B303060694  Amends    18  S.  6    to  Licenses    NPF-10  I.  NPF-13.,  reiper  tivelu, 
modifying    emergency    preparednoss    license'   conditions    impoied 
bu.    AELAB   B3O3Q4    decision 

ErsENHUT.."  O        Division    of   Licensing        33/04/37        4pp         I B337  318 
24X   FichB- 30-361,  B3/04/27.330'90606S3 

— S305Q60703  Notice    of    issuance   &    availability    of  Amend*    IB  ft   6    to 
Licenses   NPF-10  &  WPF-13,  rospec  tlve  1  y 

*      HRC    ~  No   Detailed    Affiliation   Given,       83/04/27        Ip         18337  322 
S4X   Flcti*    30-361,83/04/27.8303060663 


3305190232  Position   re   Commission   8304O3  Memorandum   t,  DrJir   CL1-B3-10 
on    offflte    medical    svei   Util    provided    necessary    level    of 
medical    tvct    for   general    public    Declaration    of   Svc    encl, 
PICOTT.D   R         Southern   California   Edison   Co        83/09/16        9pn 
1B301    264          24 X   Fiche    30-361,  B3/05/li,  0303190232 

8303240323  Order   vitendlng    time   until    830607    for    Commltilor.    to   act  tn 
rnvieui   petition*    for   review   of   ALAB-717 

CHILKi  B  J         Office   of    the   Secretary    of    the   Commission        S3 /OS/ 20 
Commi««lonffr»        Ip         1B371    118        S4X  Fiche    3O-3Alr  B3/Q3/2O., 


H      OoneT-al    c  orrBspondeni:B 


030 SO1? 0024   Addl    response    to   FOIA   request    for    document*   re   821130 
special    ln«p    rapt  Forwards   App   A   documents   Portions    of 
pairumfnts    1    &  2   in  App    B   withheld    (rif   FOIA  E< emptier    6) 
Documents    3    b  4  uithhsld    (r*f   FDIA  Eiemptlan    7) 

FELTON,  J  M         Division   of    Rules    and    Records        83/03/21         OARDE, B 
<3avernment   Accountebilltu    Project        4pp         1B3SI    193        £4X 
Fiche    BO-S06.  B3/03/21,  8303090034 

B30312017B    Advises    that    organ! lational    change    shifted    relpontibllllg 
for   nuclear   matters    from   engineering    dlv    to    pouer    supply 
dlv   JC  Holcantbt   replaces    DD  Cotton   as    representative 
autihorlied    to    sign  NRC    licensing    documents 

HOLCOMBE.J  C        Ban  Diego    Oas   &  Electric    Co        B3/09/0&        E1BENHU1,B  t 
DivUlon    oF   Licensing         Ip.       184K7    136        24X  Flcha    30-804,  03/0) /W, 
B3D312017B 

P      Operating    license    stage    documint>    t>   correspondence 

B30&110179  Foruardi   Amend    16   to  License   NPF-10.  safety    evaluation  Ic 
notice    at    1  issuance  &  availability    Amend    updates   Unit    2 
Tech   BJ!»CB    for   consistency    w/Unlt   3   Teeh   Specs 

KNIGHTON,  0   M        Licensing    Branch   3        B3/04/23        D1ETCH, H        BouthOfl 
California    Edison  Co        COTTON.  0  D   .    BERNATH.  L        B*n    Dlvgo  Oal    tr 
Electric    Co.       4pp        18434   337        24X   Fiche    3O-361, 63/04/88,  S303110E7T 


B30311O034   Generic    Ltr  83-21    to   all    HceniBBS    of    operating    reactori. 
applicant!    tor   OUs   &   holder*    of   CPi   re    clarification,   at 
access    to    control    proceifuraf    for    lay  t>rforcem>nt   vidts 
Svc    Hit   encl 

EIBENHUr,  D  0        Division    of   Licensing        83/03/11  Consul  1  dated 

edlsnn   Co      of    Neu   Vorl.     Inc.       16pp         I834O  O93        24X 
Fiche;30~000i  83/03/11,6^03110034 

83032(5.0242  Forwards    IE  Safeguards    Insp    Repts    30-206/B3-1 1.  SO-361/B3-2O 
t    30-362/83'lB   on   B30423-2?   No    noncompl lance    notfld    Details 
withheld    Cref    1OCFR7321), 
NORDERHAUO.t-  R        Reolon    S,     Offic*   of    Blrector        33/03/12        PAPAV,  L   T 

Soiitn«rn  California   Ediion  Co,       Bpp         IB399  322        B4JC 
Fiche    90-206.63/03/12,0303260242 


— B3O511D19E  Amend    16   to   License  NPF-10, updating    Tech    Bpics    for 
cc-nsistencu    in/Unit   3  Tech    Spies 

KNIfflHTCN,  0    W        Llonfing    Branch    3        03/04/B3        Blpp         13134:361, 
24 X  Flcha    SO-36I,S3/04/2S,8303110179 

— B3Q.311.QlBi  Safety  evaluation  supporting  Amend  16  to  Llcinse  NPF-10 
*  Office  of  Nuclear  Reactor  Regulation.  Director  83/04/29  Ij 
18433  132  24X  Fichtr  30-361,  B3/04/23,  B303U0179 

—  B3D31101BB  Notice  of  issuance  &  availability  of  AmancT  16  to  LEcetm 
NPF-1O 

KNIOHTON.  Q,  W-       Licensing    Branch    3.       83/04/S3        Spp.       IS43S- 1S3 
34 K    Fiche    30-361,  93/04/25,0303110179. 


8303170471    Respond    to   oaneric   Ltr    82-33    (NUfiEO-0737,  Suppl    1J    re 
emergent'!;    response    capability    requirements    progress    In   area* 
of    taFetij    parameter    display    tys<detailed    control    room  dtsign 
revleus   &    eniergtncu    retponsi    facilities    suinrnarlied 
BAS-KIN-H   P        Bouthern   California   Edison    Co.       33/03/13        E I  BEN  HUT,  D   O 

Office   of   Wucle»r   Reactor  Kaguletfon,     Director        ffpp         1B470   077 
SIX    Fiche    SO-361,  S3/OS/I3,  8303170471 


8303060683  Forwards   Amends    IB  tc  6   to   Licenses   NPF-10  &    NPF-I9, 
respectively    &   notice   of    Issuance   &  availability   Amends 
modify    emergency    preparedness    license    conditions    imposed    bg 
ASI.AB  330301    Set  If  ion 

KNIOHTOfJ.Q   M         Licensing    Branch   3        83/04/27        DIETCH.R        Soutlivrn 
California    Edison  Co        COTTON,  0  D   ,     BERNATH- L        Ban  Dleoo  0as    tc 
ElectrK    Co         Spp        1B337  314        24X   Fiche   30-361,  83/04/K7,  B3030606B3 


0      Adgurf Icatori;    correspondence 


8303100199  Dii-c-uise*  M  euro  r  and  urn    tc  Order   CLI-B3-10  re    arranflements 
required   under   ragula't  lont    far   medical    *ve    for    contamlneted- 
Injureif    individuals   No    Further    avldentiari;    hearing   rmuirtif 
•CHANDi-en.L  J        Office    of    tho  Executive   Legal    Director        83/04/23 
BBDWN,  H  F        California,    Univ.     of,       San  Francisco        Ip         18374'  199 
24X   Fiche:  SO-361,  83/04/29,  8303100199, 

B3Q91QOS2O  Advii  ei    that   no    further    evidentiary   hearing   required    to 
determine    compliance  u/Canmlssian   regulatic-ns    re   medical 
•ivcs    far   contaminated    Injured    Individuals    Issue    can   t>* 
resolved1   on    bails   -of    written   submission 
CHANDLER,  L  J.      Hearing*  DivKlon       83/04/23,      NESBITT.H      Affiliation 

Unknown         IB          18373    319.        24X    Fichi    30-361.  33/04/29,  B30310022O 

B303190I93   Propoted    finding*    of    fact   &   conclunoni    of    lau  Occupation 
of   Svc    encl 

PIOOTT.D  R       Southern  California  Edison   Co       PIGOTT.D  R       Orrlch, 
Hti-ringtan  (,  Sutcllf  ft.      B3/03/I4       Spp        IBSOO  001        24X 

Fled*    30-361, 


93031^0212  Motion    to   augment   record    to    Include    various    reviled    county 
omergencv    plans    It    other    documents    re   emergency    planning. 
Decisions   should   reflect   current    info  Declaration  of   Svc 
encl 

PIOOTT,D.R        Southern   Cat  t'ornla  E41son   Co        PIGOTT.D  R,      drrlck, 
Herrlngton    hSuteliffe.       03/05/16  Atonic    Safety   and    Licensing 

Board    Panel        33pp,       18902'  146        84X  FlChl    30-36li  B3/03/I6, 
93O3190S12 


— B30506O694   Amends    IB  Si  A   to   Licenses    NPF-IO  b  NPF-13,  respectively, 
modifying    emergency    preparedness    license    condition!    Ijnpased 
Au    A9LAD    830304   decision 

EISENMUT,  D  O       Division   of  Licensing.      83/04/27       4pp,      13397  3)9 
24X   Fiche    3O-361r  B3/04/27,  B3030606S3, 

—8309060703    Notice    of    iituanc*   &  availability    of   Amentfs    Iff  It  b   to 
License*    NPF-10  &  NPF-13,  respectively. 

*      NRC   -    Ha    Detailed   Affiliation  Oiven        B3/04/27.       Ip        1S397  3» 
24K   FlcJie    BO-361,  63/04/27,  B3030i06B3. 

8303OEO439  QBTieric   Ltr   B3-19    to    all    pouer    reactor   k   testing    licensin 
r*    neu  procedurei    for   providing   public    notice   concerning 
Issuance   of    amend!    to  OLs   8vc    list   encl, 

EISENHOT,  D-  0        Division  of  Licensing.      83/03/02  Cant oJUated 

Edison   Co      of   Neu  York,     Inc         SOpp         18441    120,       24 X 
Flcht-SD-ODO,  03/03/OSi  B303O204S3 

8303040323  Boar-d    Notification '33-03?   forwards    differing    prof  cpinlani 
r«    iiji    interaction   t   safety    classification.  Info   relate*    to 
Board    Notifications   83-17  &   33-44  re   Unresolved    Bafetu    Issue 
A-17 

EIB6NHUT,  D.  0.        Division   of   Licensing        83/08/04.       PALLADINO.N. 
Commi»sloner«.        82pp        18337    139        24X   Fiche.  SO- 000. 33/03/04, 
8303040323, 
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B30S17O229  Forward*   Amend!    17  &  7    to   License*    NPF-1Q  ti   NPF-13. 
respective  1  ifi  iaf «ti/    evaluation   1>  notice    of    Issuance   & 
availability   Amend*   modify    Tech    Spec*    re    radioactive    liquid 
•Fflu»nts   tc  effluent  monitoring    instrumental ion 

KNIOHTQN.O    M         Licensing    Branch    3         83/03/04         DIETCHrR         Southern 
CJillfornia    Ediion  CD        CATION,  0  0   ,    BERNATH,  L        San  Diego   Oat    & 
Electric    CD         3pp          IB476   349         24X   FichB    30-341.83/03/04,8303170229 


B303Q3QO75   Comments    on  Mgt  Analysis   Co   B304O4    visit    to  Region  V  re 
Meant    licensee   regulatory    perf ormancs   b    c  iriufflitaniBs   which 
led    to   proposed    isguance   of    civil    penalties    against   utll 
CREWB,  J    L        Division   of   Res  1  den  t.  Reactor    Pro  j  set  ti  Engineering 
Programs         B3/Q4/13  Division   of   Res i den ti Reactor  Project   i 

Engineering    Program*         Ip         1B300   17B        34  X   Ficha   3O-361,  B3/O4/13j 
83OS030O73 


— 9303170333  Amends    17  fc   9   to   Licenui    NPF-10  &   NPF-1S.  respectively, 
modifying    Tech   Spec*    re   radioactive    liquid    effluents   fa 
effluent   monitoring    instrumentation    to    add    steam   generator 
H  oudoLun    pan    line    as   alternative    release    path 

EISENHUT,  D  0        Dlvillon    of   Licensing        83/O4/H9         lOpp         18476  392 
24X   Flch*'  30-341,03/03/04.  8303170229 


8309170417    Forward*    IE    Imp    R*pts    30-361/83-13   4   50-363/33-13   on 
B3O312-25   tc    notice    of    violation 

flIBHQPrT    U        Region   3.    Office    of   Director         83/04/14        PAPAY,  L  T 
Southern    California  edit  on   Co        2pp         18469  233       24X 
Flche    30-361,  B3/04/14i  B303I7O417 


—  6305170234    Safety    evaluation    supporting    Amends    17  &   3    to   Lltenies 
HPF-10  &  NPF-13,  respectively 

e      Office    at  Nuclear   Reactor    Regulation.     Director        83/04/29        Bpp 
1S476   36ff         24X    Flche    30-361 ,  83/09/04i  0309170229 

— 3303170236  Notice    at    lnuance   h  avallabllltg    of   Amends    17  fc   8    to 
License.  NPF-10  &  NPF-13.  respectively 

KNIOWON.  0   M       Llceniing    Branch    3        B3/04/29        Spp         18477  003 
24X   Flchi"  30-361.  63/03/04,  B303170229 


— 8309170420   Notice    of    violation    from    imp     an    830312-33 
KIRBCH, D  F        Region    S,    Office    of    Director        83/04/14 
18469    233          24X   Fiche    30-361,83/01/11.9303170117 


3pp 


--B3O3170421     IE    Infip    Repts    3O-361/B3-13   fa    3Q-362/83-12   an   930315-23 
Noncomp liance   noted    failure    to   rept   re-actor    trip    breaker 
Inoperabil ity    d   to    implement   vendor    svc    bulletin    info 
STERNBERG,  D   M    ,     K.IRSCH,  D    F    ,     CHAFFEE,  A    E         Region    3,     Office    Of 
Director          S3/O4/13         2Bpp          1B469   258         SAX   Fiche    90-361,  B3/O4/14. 
B30317O417 


8305090699  Oenvrlc    Ltr  83-20   to   all    operating    reactor    licensee*   b 
Aoldtrt   of  CPE   re    Integrated    *cti*dullng    far    implementation 
of    plant  modi   Svc    Hit    encl 

EISENHUTiD  0        Civilian   of   Licencing        83/03/09  Consolidated 

Edlian   Go,     of  Neu  York.     Inc         16pp         18627    133        H4X 
Ffehe:  30-000.,  83/03/0?,  B30909063? 


8303170474    Foruai-di    IE    Imp    Rapt*    SO-361/B3-12    l<    30-362/83-11    on 

930221-O323  Mo  noncomp  1  tance   noted 

BISHOP,  T.  M        Region   3,    Office    of   Director         83/04/14        PAPAY,  L  T 

Southern    California   Ediion   Co        Spp         1B47O:OB6        24X 

Fiche,  30-361,  B3/04/14,  B3031 70474 


3309260122  Commtntt   an  S30106   propoial    to    delete    Integral    te*t    of   core< 
f-rotictian   calculator    functional    capabllltij    from   natural 
circulation    tett  Alternate    demonstration    of    functional 
capability   reiiufited 

NOVAK.  T.d        rtislitant   Director    for   Licensing        B3/03/12        DIETCH,  R 
Sauthern  California  Edison  Co       HOLCOMBE,  J  C       San  Diego  Oas  & 

EltCtriC    Co,        6pp          18649-099         BflX   Fiehe    30-361,  B3/O3/12,  B3O3260I2S 


—8303170480    IE    Imp   Kept*   50-361/83-12  &  30-362/83-1 1    on  830221-0323  No 
noncomp  1  lance   noted    Major    areas    inspected    operational    taflty 

verification,  mo-nthly    lurvvil  lance,  LEFt  review  It   independent 
insp    Effort 

PATE.R.  J   ,     MENDQNCA.M  M   ,     D'DRIEN-J  P  Region  9,    Office   of 

Director.        S3/O4/14         4pp.        1847O   DBS  SflX   Fiehe    30-361,83/04/14, 
S303I7O474. 


6303190036  Responds    to  Oeneric    Ltr   B3-10A   re    rHsolution    of    TMI    Ham 
II   K  3   Oi     "Automatic    Trip    of   Reactor    Coolant   Pump*    "    Utll, 
ai   ainiber    of  C-E  Duners   Group,  hai    chosen    "trip    tuo,  leave 
two'   ftrategu    to  reiolve   item 
BASKrNjK  F        flouthern   California   Edison   Co        83/09/13,       KNIOHTON,  0  U 

Llctn*ing    Branch   3        Zpp         18902.039        B4X   Fiche    90-361,  B3/OS/13, 
3305190028 

B30933Q209  Board   Notification   83-063    transmits   mimos    re    itatu*    of   DHR 
ttudi**    for  C-E  plants,  ur/emphaili    on   need    far   PDRVi    in 
eurr*nt  C-E  d.tijm 

NOVAAfT.H        Aitittant    Director    for   Licencing        83/09/18,  Atomic 

Safety   'n'    Licensing   Board    Panel.       7pp         18627    107        24X 
Flche:  30-000, 83/09/18,  9303230209 

— 830929O22I    Raquests    that   encl    documents    on    status    of    DHR    studies    for 
C-E  planti.u/emphaiis   on  need   for  PORVs    in  current  C-E 
deilgniib*   provided    to   A8LB   fc  ABLAB 

KATTBON.R.J.      Division   of  Systems   Integration   (post  811003) 
83/O4/2B.       EISENHUT.D.O        Divilion    of   Licensing         Ip         18627   113 
24X    Fiehe    SO-OOOi  83/O3/1B,  B30SB30209 

— 83O923O229   Racponds    to  Commission   B30404   request    that    study    of   need    -for 
controlled    depreisuriiation   capability    in   C-E   plants    be 
accileratvd    &   that  ACRS  vleui    b*    solicited    on    li*ui    prior    to 
reporting    back    to   Commi**ion  Study    to    be    concluded   B3063O, 
DIRCKSrW   J.       Office    of    the   Executive    Director    for   Operations 
93/O4/23.       CHILK,  S.  J        Dfflc*    of    the   Secretary    of    the   Commission. 
Ip,         18627.  113,        24X    Flche'  30-000,83/03/18,8309230209 


8303040021     IE    Info    Notice   B3-21,     "DtPsctive    Emergency   Us*  Respirator    " 
Bvc    1  lit    enc  1 

JORDAN,  E    L        Division    of  Emergency    Preparedness   b  Engineering 
Response1    (Post  830103).      B3/O4/13,  Consolidated    Edison  Co      of  Neui 

York,      Inc          126pp          18439    13S         34  X   Flche    50-000,83/04/13,8303040031 

S303170315  Forwards    IE    Insp   Repts    50-361/83-14   b   50-362/83-14   on 
830321-30  *.  notice  of  violation 

8CARANO.  R    A,       Division   of   Radiological    Safety   &  Safeguards  Program 
B3/04/18,       PAPAY,  L  T,       Bouthern   California    Edison  Co        2pp 
IB467.260        24-X  Ftehd    30-361.  B3/O4/18,  B3O.31  7O313 

—  B303170S21    Notice    of  violation    from   imp    OH   B30321-30 

HENEUAWSKI.F  A        Region   3,     Office    of   Director        B3/0-4/1B        2pp 
1B467   262         24X   Flche-  30-361,  83/04/18,  8303170313 

—  83O9170530    IE     Insp    Repts    9O-361/B3-14   &    3O-3&2/83-14   on   B30321-30 

Moneomp  lianee   noted    failure    to   perform   iirrvvys,  Inform 
workers    tt   properly   monitor    liquid    radioactive    effluent 


YUHA3,  O  P  ,  UENSLAUBKI.F  A 
Director  33/04/14  lOpp 
B3091  70S  13 


BOOK,  H  E 
18467  264 


Region   3,    Office   of 
34X   Fiche  90-361,  83/04/1B, 


B303O40O23    IE    Info    Notice   B3-22,     "BUR   S»f  «  ti)/R«l  lif  V*lv*  Failures    " 
five    list    encl 

JORDAN,  E.  L        Division   of  Emargency    Preparednais   t<  Engineering 
Retponte    <Po*b  830103)        83/04/22  Contol  idated   Edison  Co      of  Neui 

York.     Inc,       lISpp         18383,039        24X  Fiche    50-000,  83/04/22,  B303040O23 


B30S24043B  Foruardi    status   of    environ    qualification    of    electrical 
•  qulanent   pep    10CFR30  49(g).All    equipment,  except   auxiliary 
fveduatar   pump    motors, meets   NUREO-09BB   guidelines    for 
Category   II   plant 

BASKINrK,  P.       Southern  California   Edison   Co        83/03/20.       KNIOHTDN,  «,  M, 
Licencing  Branch   3       9pp        18349:286       24X  Fiehe   30-361,83/05/20, 
6309240438. 

O       Inspection    reports,     IE  Bulletins   t  correspondence 

—  ——  —  ——————  —  —  —  — ——  —  —  ^.  — —„-,  —  —  „„  — —«™^^ __  „««««._»* 

62 12040383    IE    Info  Notice   83-14,     "Deuatered    Spent    Ion   Exchange   Resin 
Suicentlbllltu    to  Exothermic    Chemical    Reaction    "    Svc    list 
•nil 

TAYLOftjJ.M,       Division   at   Safeguards   fc    Irnpection  Programs    (Post 
8301O3).       83/03/21  Consolidated   Ediion   Co      of   Neur  York,     Inc 

HSff.       18306,319        24X  Flche    90-000,83/03/21,8212060383 


B303040Q23    IE    Info    Notice  83-23-     "Inoperable    Containment    Atmosphere 
Sensing    B-ys    "    Svc    list   encl 

OORDAMiE  L       Divlilon   of  Emargency   Preparedness  tt  Engineering 
Reipontt    (Po«t  830103)        B3/04/23  Consolidated   Edison  Co      of  Neu 

York,     Inc.       119pp         1 933 1    291        34 X  Fiche    90-000,83/04/33,8303040023 

8305170359   Forurard*    IE    Imp   Repts    30-361/83-18   fc   SO-362/B3-1&  on 
B3O4O4-OB.No    noncompl 1 ance    noted 

BISHOP,  T.  U.       Region   3,    Office    of   Director         83/04/26        PAPAY,  L  T 
Southern   California  Editon   CD        Spp         1B4.A6'  09B        24X 
Flche.  90-361,83/04/26,  B30317O39? 

— B309170361    IE    Insp   Repts    9O-361/B3-1B  k    9C-362/B3-16  on  8304O4-OB  Mo 
noncomp 1  lane •    noted,  Major    areas    inspected: corrective   fa 
prevtntatlve  malnt   programm 

ECKHARDT,  J   H  ,     KIRBCH,  D  F        Region    3,     Office    of   Director 
B3/C-4/22        4pp,       1B466   1OO.       S4X   Fiche- 30-361,  B3/04/26,  S30S170399 


8303040026    IE    Info    Notice  B3-24,     "Loose  Partt    In  Secondary  Bide    of 
Bteam  Operators   at  PMRs,  "   Svc   list  encl 

JORDAMi  E.  L        Division    of  Emergency    Preparedness   h  Engineering 
Reipont-R    (Poet  8301O3),      83/O4/2B,  Coniolldated   Edison  Co      of   Neu 

York,     Inc.       119pp.       133B2  O47        24X  Fleha    3O-000,  B3/04/2B,  B303040O26 
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9303040027    IE    Info    Notice    63-25,     "Standby    Gas    Treatment    Siji    Heater    High 
Temp   Trip    Betpnint   Adjustment    "    Svc    list    encl 

JORDAN. E  L        Division   of   Emergency.    Preparo-dne  I  s.   d  Engineering 
Response     (Past    B3O1O3)         S3/0<1/2B  Cons  at  ulated    EcUson    CD       at   Mem 

York,     Int          llBpa          18393    14>5         SIX    Fiche    50-000,03/04/20,8303040027 

8303090376   Forwards    respansn    to    notice    a*    violation   !•    proposed 
imposition    of    civil     penalties    ftased    on    IE     I^sp 
ReptB    30-361/83-06    tt    30-361/83-03   Qeneric     procuifure    ulli    be 
reviled    by    E3043O    to    detail     key     plant    sus    Payment    encl 
PAPAV,L    T         Southern    California    Edison    Co         B3/OS/O2         DEYOUNG,  R    C 
Director's  Office,     Office    of    Inspection   and    Enforcement        3pp 
IB3&4   OO2         24*    Ficho    30-3&1 .  B3/OS/O2-  B3OSQ9Q278 

B303040028    IE    Info    Notice    B3-26.      "Failure    of    Safety /Re 1 i ef    VaEvB 
Discharge    Line   Vacuum   Breakers    "    Svc     list    encl 
JORDAN. E   1.        Division    of  Emergency   Preparedness    tc  Engineering 
Response     (Poet   B3OIO3)          B3/O3/O3  Conso  1  ida  t  etf    Edi*on   Co       of   Weiu 

Vovk.      Int          ISSff  18441     17O         24X   Fiche     30-OOQ, B3/03/O3. 8303040028 

3303040030    IE   Info   Mo tic  a    83-27,     "Operational    Response    to    Events 
Concerning    Deliberate    Acts   Directed    Against    Plant 
Equipment    "    Svc    Jilt   encl 

JORDAN,  6  i_        Division    of  Emergency    Preparediie'ss   f>   Engineering 
Response     (Post   830103)          83/05/O4  Consolidated    Edison   Co       of    Neu 

York.     Inc          1 12pp          18393   282         34 X    Fiche    SO-OOO* 03/03/04,  9303040030 


B3O3060SOS   Forwards    LEU    83-036/OIT-O 

RAY,  H  B        Southern  California   Edison   Co        B3/O4/08        MAHTIN.J  8 
Realon    3.     Office    at    Director         2pp          18351     143         SIX 
Ficha    50-361, B3/Q4/OB,  B3030605Q3 

— B305060514   LER  B3-036/01T-0  on  830321 , d ischarge    isolation  v«lv«  an 
common    liquid    raduaste    effluent   radiation  monitor  2/3 
RT-7913   discovered    shut   Caused    by    personnel    error   Valve 
left   shut    during    quarterly    channel    functional    test 
RAY.H  a        Southern   California   Edison   Co        B3/04/OB  Region  S, 

Office    of   Director         2pp          1B331     143         24X   Flcha    30-361 ,  B3«M/0a, 
8305060305 

B30S030341    Forward*   AEflD/E3OS,     "Inoperable  Motor   Operated   Valv* 
Assemblies    Due    to  Premature   Degradation   of   Motor!    fc/op 
Improper   Limit    Suite  h/Toro.ue    Switch    Adjustment    "    Rept    should 
be    forwarded    to  NRR,  RES  &    IE 

BROWNiE  J        Reactor   Operations   Analysis    Branch        93/04/13 
SEYFRIT.K    v         Reactor    Operations    Analyaii    Branch          2pp          1B3S2J  091 
24X   FlchE    3O-000,  83/04/13r B30S030341 

— 8303030333   "Inoperable   Motor   Operated    Valve   Assemblies    Due    to  Frinn 
Dogradatlon    of  Motors   &/or    Improper    Limit   Siulteh/Toriiiie 
Suiitch   Adjustment,"    AEOD   engineering    evaluation    rept 
BROWNpE  J        Dirsctop's    Office        B3/04/13        7pp         18352  OS3       S« 
Fichu    30-000,93/04/13,8303030341 


630304003!     t£    Info    Notice    93-2B,      "Criteria     for    Protective    Action 
ftecoramendatl ons    for    General    Emergencies    "   Svc    list    encl 
JQftDANi  E  L        Division    of    Emergency    Preparedness   &  Engineering 
R-esponie    (Post   830103)          B3/03/O4  Consolidated    Edison   Co       of    Neu 

York.     Inc          Il9pp          18441    OOi          24X    Fiche    30-OOO. B3/O3/O4, B303040031 

8303040033    [E    Info   Notice    B3-29.     "Fuel    Binding    Caused'    bu    Fuel    Rack 
Deformation    "    Svc    list    encl 

ijQHDANjE   L        Division   of   Emergency   Preparedness    &  Engineering 
Response    (Poet   8301Q3)         B3/O5/06  Conioli Ha  ted   Etflson  Co      of   Hew 

York,     Jnc          JlSpp          19523    24B         34X   Fiche    50-OOO. B3/O3/O6, B303040033 

B303040034    IE   Info    Notice   83-30,     "Misapplication    of  Generic   Emergency 
Operating    Procedures    (EOF)    Ouldelines    "    Eve    li-st    encl 
JORDAN,  E  i.        Division    of   Emergency   Preparedness    &  Engineering 
Response    {fast  8301D3)         83/05/11  Consolidated   Ed i ion  Co      of    Haas 

York,     Inc          I14pji  18334   OO3         24X    Fichu    3O-QOO, 83/03/1 1, 83D3O40034 

9305240343   Forward*     IE   Safeguards     I  nap    Ftepcs    30-306/83-11,90-361/83-20 
6  30-362/83-18   on    93O423-29  Mo    noncomp 1 ianee    noted    Details 
ultnheU    (rtf    10CFR73  31) 
NORDERHAUGj  (,  R        peg  ion    5,     Office    of   Director         B3/03/12       PAPAY, L  T 

Southern   California    Edison   Co         2pp          18399    322         24X 
Fiche    30-20A,  93/03/lS,830336&243 

83030400-40    I£    Info  Notice    83-31,     "Error    in    ADLPIPE  Computer  Program    " 
Bvc    list    end 

JORDAN, E  L        Division    of    Emergency    Preparedness    6  Engineering 
Rtsponie    (Post    0301 O3 )         B3/03/19  Consolidated   £tfisoTi    Co      of   Mem 

Yo-rt.     Inc          114pp          18697    O09,        24X    Fiche    SO-OOO,  83/05/19, 8303040040 

3303260364   Advises    that    util    B30302  response    to    notice    oF    violation   1 
proposed     Imposition    of    civil    penalties    acceptable    u/one 
etc  apt  ion    re    Interim   mea*ures    for    analysis    of    radioactive 
Iodines 

MARTIN.J    B         Region    5,     Office    of    Director         93/O5/SQ         PAPAV,  L    T 
Southern    California    Edison    Co         2pp          18 ASA   QO1          24 J! 
FUhe,  5O'361iB3/O3/2O,  8303260264 

B30304004A    IE   Info   Notice   83-33,     "Nonrepresentative    Sampling    of 
Contaminated  Oil    "   Svc    list    encl 

JORDANrE  L        Division    nf   Emergency    Preparedness   %   Engineering 
Response     (Post    B3O103)          B3/OS/!36  Consolidated    EdJann    Co      of    Weu 

York,      Ine          114jip          1€647   OO7         24X   Flcha    5O-OOO.  B3/O3/S6,  B30304OO46 

R      Periodic    operating    reports   i    related    corresjip'ndence 

B 304 150372   Monthly    operating    repts    for    Put     1983 

MAVWEATHER.L        Southern   California    Edison    Co        83/03/15         Hpjj 
179B1    339         24X   Fiche' 3O-361,  63/03/1 5.  B3O413O3AB 

B.    Repcrtable    occurrences,     LER*   t,    related    c  orrespondeni  e 


a30303035i  Forusrds   LER   83-oaa/OlT-O   Detailed    event   anal-ysls    subnltlil 
RAY.H  B        Southern  California   Edison   Co        B3/04/1B        MARTIN!  J  B 
Region   3,    Office   of   Director        3pp         18306  21?        24 X 
FlchB    30-361,83/04/18,8303030336 

— B30S030339  LEH   83-OS4./01T-0   on   830404,  containment    isolation  valvi 
2W8S4G   indicated   mid-position    follaulng    both    open  h   cloted 
tlgnals  Caused    by    faulty    magnetic    reed    switch    asaemblu, 
Aisembly    replaced   Valve    declared    operable 

RAVjM  Q        Southern   California   Edison   Co        83/O4/1B  J)*g(on  1 

Office    of    Director        2pp         1B306  222        24X  Fiche    30-361,83/04/18, 
B30S03035&) 

B303230373  Foruards    engineering    evaluation   rept,     "Cracks    &  Ltiti   In 
Small    Diameter   Piping    " 

BROWN,  E  J        Reactor   Operations    Analysis   Branch        Q3/04/19 
8EVFRIT,K  V        Reactor   Operations   Analysis    Branch         Ip         18341    34? 
34X   Fiehe    30-000,63/04/19, B305230373 

--B303230619   "Cracks  t,  Leaks    in   Small    Diameter   Piping-"    enaln««rin) 
evaluation    rept  Small    pipe    leaks    associated    u/unantlclpated 
vibration   problems   require   addl    supports    or    rerouting    at 
piping 

BROHN.E  J        Reactor   Operations   Analysis   Branch         B3/O4/19       ")tt 
18341    343         H4X   Fich»    30-OOO,  B3/Q4/11),  B303230373 

8303030340  RO  high    steam   generator    differential    pressure    trip   function 
aperatitlity    requirements    eiceedud    for   Modes    1,2  Si   3 
SBtpoints   mill    be    corrected    before    reentry    Into   Mode   3  tt 
mill    be  reports!!    in  LER    by    830303 

RAY.H   B        Southern   California    Edison    Co         83/04/22         MARTIN,  J   D, 
Region    9,    Office   of   Director        2pp         IB291    361         24 X 
Fiehe    30-361,33/04/22,8303030360 

B305020IB3   PND-V-B3~01B    on    830421, utll    received     Itr    from   C-E    Inforffllnj 
at   error    In    equivalent   voltages    corresponding    to    setpolnts 
associated   u/ateam  generator    high    delta    pressure    trip 
function  Corrective   action    being    developed 
BISHOP,?  W        Region   3,    Office   nf   Director        B3/04/S3        Ip 
18277   293         24X   Fiche    30-361,83/04/23,8303020183 

8305060447  RQ  B 3-033  on   030426,  motor    operated    valves   2HV8130,  BHVB192  I 
2NVB133  could    not   be   opened    during    testing    in   preparation    to 
proceed   to  Mode   3  operation    Investigation    continuing1 
Follouup    rept    to    be    submitted    by    S3O312 

RAYiM   B         Southern   California    Edison    Co         89/04/37         MARTIN,J   fl 
Region    3,    Office   of   Director        2pp         1B331    190        24X 
Fiehe    30-361,83/04/27,  0303060467 

9305190790  Forwards   SEfi    on   reactor    trip    breakers   Licensee    proposed 
actions    provide    acceptable    basis    for   restart   b   operation 
EISENHUT.D   0         Division    of    Licensing         83/09/02         D1ETCH.  R         South*rn 
California   Edlion  Co        COTTON,  0   D   ,    BERNATH-t,        San   Dleoo   Oat   t 
Electric    Co         3pp          18903   001         24X   Fiehe    30-361 ,  B3/OB/02,  B3031B07D0 


0303030432   RO   3O-36I/B2-174' on   830329,  review    a-t    nonconf  ormane*    repts 
revealed    lets    than    conservative    limiting    conditions    for 
operation   Caused    bu    failure    to   verify    undervol tage    trip 
mtchaniam   operability    folJaulng   82O710   maint 

RAY,H.B         Southern   California    EKUon   Co         B3/O3/3O         ENOELKEN,  R    H 
Rej£on    3,     Office   of  Director        3pp         18306   H74        H4X 
Fiche    30-361.63/03/30,8303030432 


— B303180804  8EF1    lifting    restrictions    on    eiceeding    power   documented   in 
confirmation   of  action    Itrs    dtd   830311    (.  0429  baaed    on 
corrective   actions   re   reactor    trip    breaker    failure. 
*      Office   oP   Nuclear   Reactor  Regulation,    Director        83/04/30 
3Bpp         18303   004         24X    Fiche    30-361,  83/OS/OH,  B3031B0790 


8309160011   Forwards  LGR  83-035/03L-0 

RAY,H  B  Southern  California  Edison  Co  83/03/03, 
Region  B,  Office  of  Director  Ip  18436  083  ZtX 
Fiche  30-361,83/03/03,8303160011 
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— 3305160014    LEft    83-035/03L-0    on    B304O5,  pin    hole     leaks    discovered     In   mini 
flou  line    for   auiiliary    feedwater    pump    P141, downstream   from 
flow  orifice    FO-4711    P141    delcared    inoperable   Caused    bij 
eavttatlan  downstream   of    flou   orlfica   Pipe    section    replaced 
SAV.H   0         Southern    California    Edison    Co         S3/O5/OS  Region    3, 

Office    flf    Director          Ip          18436   OB4         24X    Fiche    30-361,83/03/03, 
B305160O11 


B303UQQ34    Generic    Ltr    83-31     to   all     licensees    of    operating    reactors, 
applicants    for    OLs    &    holders    of   CPs    re     clarification    of 
access    to    control    procedures    for    1  au   enforcement   visits 
Svc    list    end 

EISENHUT.D   B         Division    of    Licensing          B3/05/I1  Consolidated 

Edison    Co      of   New   fork,     Inc          16pp          IB34G-   073         24X 
Flche    30-OOO, B3/03/I  1.B3031IO034 


B3Q316OO33   Forward*    LERs    B3-O37/O1T-Q    for    Units    1    &   S 

RAV.H  B        Southern   California   Ediaon   Co        63/03/03        MARTIN, J   Q 
Region    S.     Office    of    Director         2pp          18431    047         SIX 
Ftche    S0-3fcl.  63/03/05,  0303160033 

— B3-Q31&0069   LER   83-037/01T-0   on   830421, high    steam   generator    differential 
pritsure    tetpolnt    used    in   PP9   emergency    feeduater    sys    logic 
circuitry    resulted    In   actual    trip    setpoint    of   300   psid, 
higher    than  assumed    in   FSAR    Caused    by    conversion    error 
RAVrH  B.       Southern  California    Edison   Co        B3/03/05  Region    3, 

Office    of    Director         Bpp          18431    049         24X    Fiche    3O-361,  83/O3/O3, 
B3O91&G035 

— BdO31E>0101    LER   B3-037/01T-Q   on   S30421,hlgh    steam   generator    differential 
pressure    setpoint   used    In  PPS   emergency    feedwater    ays    logic 
circuitry    resulted    in   actual    trip    setpolnt   300  psld    higher 
than    assumed    in   FSAR  Caused    by    voltage    conversion    error 
RAVrH  B        Southern  California   Edison   Co        B3/O5/03  Region    3, 

Office   of    Director        Zpp         18431    O31         2-JX   Fiche    50-361,  B3/03/O5, 
0305160033 

B303270321   HO   33-040   on  830426,  uh 1 le    filling    safety    Injection    tank 
T-007,  valves   2HV9334  *  MU-099    inadvertently    left    open 
Procedure  ED23-3-2   7   revised    to    Include    positive    steps    to 
close    valv*s,  Follouup    rept   will    be    submitted    by    B30323 
RAY.H   B        Southern   California   Edison   Co        B3/03/09        MARTIN, J  B 
Riglon    3,    Office    of   Director        3pp         18641    164        24X 
Flch*    30-361, 83/05/09,8303270321 

B305270243  LER  B3-03B/03L-0  on  830426,  shutdown  coaling  sijs  HX 
(•alatlan  valves  2HVB150, 3S  S>  33  could  not  be  remotely 

openitf  from  control  room  Mode  3  restraint  Imposed  Caused  by 
lncorr*ct  sequence  torque  setting  W/830312  itr 

RAYrH   It        Southern   California    Edison   Co.       83/OS/12        MARTIN.  J  B 

Raglon    3.     Office   of   Director        4pp         1B637    137        24X 

Fiche    50-361,33/03/12,8305270243 

9303 170 27 a  Confirms   no    safety-related    applications    of    integral 
und*rvoltag»    trip    devices    eilit    other    than    In   reactor    trip 
iwl tchgearr in   response    to   NRC    request    for    info    re   830413 
rt*etor    trip    breaker   rept 
EASKIN,  K   P         Southern    California    Edison    Co         B3/03/13         KNIflHTDM.Q   W 

Lic«niinsi    Branch    3         Ip          18463,336,        24X    Ftcha    3O-361 . 03/OS/13. 
B3D317027B 

B3O3E7O40B  LER   93-039/03L-0   on   830419, d leso 1    aenerator    starting    time 
erca«ded    surveillance    requirement   Caused    by    relay    K-8   not 
rtmtt    Relay   manually    cycled    U/B30319    Itr 

FlftV.H    B        aouthtrn   California   Edison   Co        B3/03/19        MARTIN,  J  B 
HejlQTi    3,    Office    of   Director        flpp         18642   317        34X 
Flcho- 30-361j  B3/03/19, 0303270408 

B30327Q131    LER   83-042/03L-0   on   830423,  during    oper-ab  i  1  Ity    testing, 
mirjDTicg    chiller  E-333    (train   B)    stalled    Caused    by    valve 
clo»ad    on    surge    line    due    to    low   compressor    suction   pressure 
Velv*    optrved- W/B30320    Itr 

RAY,H   B        aouthern   California   Edison   Co        03/03/20        MARTIN, J  B 
Heglon   3,    Offlc*   of  Director       4pp        1B63B  210       24X 

Flcht    SO-36I, 03/03/20.  B303270131 


B303260242   Forwards    IE    Safeguards    Inap    Repts    50-206/83-1 1 ,  30-361 /B3-2O 
l<    30-3^,2/83-18   on    830423-39   No    noncomp  1  lance    noted    Details 
ulthheld     (ref    10CFR7321) 
NORDERHAUO.L    R         Region    3,     Office    of    Director         B3/03/12        PAPAY,  L   T 

Southern    California    Edison    Co         2pp          183??   322         34 X 
FUhe    3O-206,  B3/03/1S.  B30336O242 

B30317O471     Responds    to    Generic    Ltr    82-33    I NUflEG-0737,  Supp  1     1)    re 
emergency    response    capability    requirements    Progress    in  areai 
of    safety    parameter    display    syo,  tfe  tai  1  ed    control    room   design 
reviews    &    emergency    response    facilities    summarized 
DABKIN.K   P         Southern   California    Edison    Co         B3/05/13        EIBENHUT.D   0 

Office    of   Nuclear   Reactor   Regulation,     Director        Spp        10470  077 
24X    Fiche    30-361,83/03/13,6305170471 


O      Ad jud lea t Dry    correspondence 


B30310011?1?  Discusses   Memorandum  &  Order  CLI-S3-1Q   re   arrangements 
requlr-ed    under   regulations    for   medical    svc    for   contaminated- 
Injured    Individuals    No    further    evidentiary    hearing    required 
CHANDLER, L  J        Offlca   of   the   Executive   Legal    Director        83/04/23 
BRDWN.  R    F         California,     Unlv      of,       Ban    Francisco         Ip         18374    197 
24X   Fiche    30-361,  B3/04/B3,  B3O31OO199 

B30510022-0  Advlxei    that   no    further   evidentiary    hearing   required    to 
determine    compliance   w/Conimi  asion  regulations    re  medical 
BVCS    for    contaminated    injured    individuals    Issue   can   be 
resolvod    on    basil    of   written    submission 

CHANDLER,!,  J        Hearings   Division        B3/O4/25        NEBuITT.U       Affiliation 
Unknown          Ip          18373    319         24X    Flche    3O-361,  B3/01/23,  B303100B20 

8305190193   Proposed    findings    of    fact   &   conclusions    of    lau  Declaration 
of   Svc    encl 

PIOOTT.D   R        Southern  California   Edison    CD        PIQDTT.D  R        Orrlcfc, 
Herrinoton  fr   SuteliFfe        83/OS/I6        3pp         1B300  001        24X 
Flche  '3G-361. 83/03/1 6, B303I90193 

8303190212   Motion    to   augment    record    to    Include   various    revised    county 
emergency    plan*   &  other   documents    re   emergency    planning 
Decision    should   reflect   current    Info  Declaration   of   Svc 
encl 

PIOOTT,  D   R        Southern  California   Edison   Co        PIQDTT.D  R        Orricfc, 
Herrtnaton  &    Sutcliffe        33/05/16  Atomic    Safety   and   Licensing 

Board    Panel          33pp          1BS02    146         24X   Ficha    50-361,83/03/16, 
B3O319O212 

B303190232   Position   re    Commission  830403  Memorandum  l>  Order  CLI-83-10 
on    offsitu  medical    svci   Util    provided    necessary    level    of 
medical    SVCB    for    general    public   Declaration   of   Svc    encl 
PIGQTT.D    R         Southern   California    Edison    Co         B3/O3/16         7pp 
IS30I    3B4         24X    Flch*    30-361,83/03/16,8303190232 

B303240322   Order   extending    time    until    B306O7    for   Commission    to    act    to 
review   petitions    for    revieui   of   ftLAB-717 

CHILK.S   J        Office    of    the  Secretary   of    the    Commission        B3/OS/30 
Commissioners          Ip          18371     118         24X   Flcha    30-361,83/03/20, 
83O9240S22 


DOCKET    3O-3i2   BAM   ONOFRE   NUCLEAR    STATION,     UNIT    3 

F.     Stcurltvi    medical,     emergency    &    fire    protection    plans 

&3O3060&B3  Forwards   Amends    18  h   6    to   Licenses   NPF-10   t.  NPF-13, 
reepictivtly    fc    notice    of    istuance   i  availability    Amends 
modify    *miroancy   preparedness    license    conditions    Imposed    by 
rtSLAJ    B30304    decision 

KNIOHTONjfl  H  Licensing  Branch  3  83/04/27  DIETCH.fi  Southern 
CattfornU  Edison  Co  3pp  1B337  314  34X  Fiche  30-361, 83/04/27, 
8303060*83 

— B3090&Q&94    Amend*    IB  &  &   to   Licenses   NPF-10  t.  NPF-13.  respec tive ly, 
modifying    Bm-ergency    preparedness    license    conditions    Imposed 
by    A9LAB    B30304   decision. 

EIBENHUT,D  0        Division    of   Licensing        83/O4/27        4pp         18337  318 
24X    Fieh»    30-361,  B3/04/H7,  83090606B3 


H      Oaneral    correipondence 


B30309OO24    Add  1    response    to   FOIA   request     For    documents    re   821130 
special    insp    rept   Foruards   App    A   document*    Portions   of 
Documents    1    &   2    In  App   D   withheld    Cref   FDIA  Exemption   6), 
Documents    3  (,    4   withheld    (ref   FOIA   Exemption   7) 
FELTON,J  M        Division    of  Rules   and   Records        B3/03/21        QAHDE,  D 
Government   Accountability   Project        4pp         IB3BI    !3B        24X 
Fiche-  3O-a06. S3/03/S 1 , 8303Q90024 

83031E017B   Advise*    that    organ! lational    change    shifted    reipontib i 1 Ity 
for   nuclear  matters    from  engineering    dlv    to  power    supply 
div  JC    Hoi  combo    replaces  OD  Cotton   as    representative 
authorised    to    sign   NRC    licensing    documents 

HDLCOMBEiJ   C.        San    Diego   Oas    (.   Electric    Co         B3/O3/06         EIBENHUT,  B   0 
Division    of    Licensing         Ip          19427    15&         SIX   Flche    30-306,  B3/OS/06, 
B3O312017B 


-3303060703   Notice    of    Istuance   It   availability    of   Amends    IB 
Licenses    NPF-10  tc  NPF-13,  reipective  ly. 

*      NRG  -   No  Detailed    Affiliation  Oiven        B3/04/37         Ip 
24X   Fieha    3O-361, B3/04/B7,  83030606B3 
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P      Operating    license    itage    rf 


lr   correspondent  e 


6303060683   Forwards    AmindS     13    E.    I,    to    Licanies    MPF-1O   &    NFF-13, 
respectively   &   notice    of    Issuance   b   aval  1  att  i  1  (  tij  Amends 
aodify    emergency    preparedness    license    condition*    ImpojetJ   by 
ASLA8  830304   decision 

KNICHTONrO-   W         Llceniing    Branch    3         03/O4/27         DIETCH,  R        Southern 
Calif  ami*    Etfi*0n    Co         COTTON,  O    D    .     BERNATM.  L         San    Diego   0*1    & 
Electric    Co         3pp          18337    314          24  X   Fiche    90-361.83/04/27,9303060463 

—  8303O6Q694   Amend*    19  &  6   to    Licenses   NPF-10  i.  NPF-13.  raspse  tl  ve  1  y, 
mod  1  fyirj    emergency    preparedn*is    license    condition*    imposed 
till    ASLAB    S3  030  4    decl*£on 

EIEENHUTj  D   0         Division    of    Licensing          B3/04/S7         4pp          19337    3IB 
24X    Fiche    90-361-  83/04/27,  8308060683 


—  B3Q3QA07O3  Notice    of    iisuafice    &   availability    of  rtjnan 
Llceni.es  NPF-IO  V  WPF-I3»  reipec  t  Ivelu 
*      NflC    -   No    Detailed    Affiliation    OWen          B3/04/27 
E4X   FEehe    90-341,03/04/37,  93OSQ60493 


Ip 


—  830S33Q231    Request*    that    encl    document*    on   status   of   UHR   stutfln  f&f 

C-E  pJants,  w/emphasis    on   need    for   PORVs    in    current   C-E 
dtiigns.be    provided    to   ABLE   b  ASLA8 

MATT80N.fi-  J        Dlviilon   of   System*    Integration    (post   811003) 
83/04/28         EISENHUT.D  0        Dlviiion    of   Licensing         Ip         1B437  113 
K4X   Fiche     30-000,03/03/18,8303230209 

—  3305350228  Respond*    to   Commission   830404  raquest    that    (tudg   at  mil  , 

controlled    dBpre**urliation    capability    in  C-E  plants    t»  ll" 

accelerated    &  that   ACR8  vieui*    be    lolicited    on    Issue    prior   to 
reporting    back    to  Commission   Study    to   be    concluded   830630 
DIRCKB,  H  J,       Office   of    the   Executive   Director    for   Operation* 
83/04/29        CHILK.S   J        Office    of    the   Secretary    of    the    Comniliion 
Ip.       19637.113         S4X   Fiche    30-OOO.  83/OB/18,  8303830209 


B30S-2404S9  Foruard*   status    of    environ    qualification   of    electrical 
equlpmtnt   pur    10CFR90  49(gt    All    equipment,  except    auiltiari/ 
f«»du«t«r   pump    motDrii  meet*  NUREO-O388  guideline*    for 
Category    II    plant 
HA3K1N.K.  P         Southern  California   Edi»on   Co        83/03/Su        KM1  OHTONi  0  if 

Liceniint   Branch   3        Spp         18349  SB6,        24  X  Fich*.  30-361.  83/03/20, 
0309840493 


B305&Z0433-  Oeneric   Ltr    B3-1?   to    all    pouer    reactor  Si   teitlng    license*! 
r*    nau   pracedurea    for   providing    public    notice    concerning 
lifiiancB    of   antfidi    to  OLi    Svc    Hit    encl 

EISENHUT,  D   0         BlvUlon    vf    LUinaing          83/03/02  Con«oHd*tntf 

Ediion    Co      of    Nau   Yort,      Inc         SOpp          18441     120         24X 
Fie  he- 30-000,  B3/03/OB.  830  30304*5 

0303040383   Board   Notification    83-O37- foruards    differing    prof  opinions 
r*    iv1    Interaction   &    iaf*tg    claulf Ic-atlon    Info    relates    to 
Board    Notification*    B3-I7   &    83-44    re    Unresolved    Sdfetu     Ismf 
A-17 

EISENHUT.D  0  Dtvltlan  at  i-icuniing,  B3/O9/04  PALLADINO.M 
Commlliionn-*  S2pp,  18337  139  24X  FIco»  30-000,83/03/041 
93030 103B3 

8305170229  Forwards    Amend*    19  &   7    to   Licenses    NPF-10  fc  NPF-13, 
ropec  t( velijj  *af  etij    sv*luatior>   &  notice    at    I  nuance    tt 
availability.  Amend*    modify   Tech    Spec*    r*    radioactive    liquid 
ifFluenti   &   effluent  monitoring    Instrumentation 

KNIOHTON,  d  W        Llctnilng    Branch    3,       B3/O»/04        DIETCH,  R,       Southern 
California   Ed  i  ion  Co        CATION.  0  D   ,    UERNATH.  L        San    Diego  Oil    t, 
ElictrJc    Co        3pp         IB474   349        S4X    FUhe    30-3&1 , 63/03/04, 0303170339 

"8303170233  Amend*    17   Si   5    to   Llc»nse*    htPF-la  1  WPF-13,  rospecti vely, 
n-odlfying   Tech    Speci   re    radioactive    liquid    effluent*    & 
•ffluent    monitoring    Ini trumenbatlon    to   add    stsam  qentrator 
bloudoun    pan    ilnt    a(   alternative   releaie   path 

EISENHUT,  D   Q         Division    of    Licensing          B3/O4/2?         lOpp          1B47A   352 
24K   Fi«he    50-361, 83/03/04,  B3O3170229 

—8305170234   Sufatij    evaluation    supporting    Amend*    17   &   3    to   Llcenie* 
NPF-10  tt   NPF-19,  respectively 

*      Office    of  Nuclear   Raactor  Regulatlonr     Director        83/04/29        Bpp 
1S476   3i?         24X    Fiche    30-341,  B3/O3/04,  8309170229 

—9303170236  Hofcle*    of    Kiuance    fc  availability    of   Amtnds    17  t,  5   to 
Licvniaa   NPF-IO  it  MPF-1 9,  respect  Ivalv 

KMIOHraH.O.  M        Licencing    Branch    3        83/04/29        Eff         19477   008 
24 X    Fiche    9O-361,,  B3/OS/O4.  B303170329 

8305 0906 39   Oineric   Ltr    63-20   to   all    operating    reactor    llcan*«ei    b 
holder*    tt   CPt    re    Integrated    scheduling    for    implementation 
of    plant    mods   Svc    lilt    end 

EI8EHHUT,  D  0        Blvi»lon   of   Licensing        83/O3/O9  Conso  1  Iditttf 

Editon  Co      of  N«u  Vork,     Inc         Itpp-       18627    133        H4X 
Flchi    30-000,  83/03/09,8303090439 

B3092A0122  Comment*    on    830 lOi    proposal    to   delete    Integral    tait   of    cor* 
protection    calculator    functional    capability    from   natur»l 
circulation   test   Alternate    d*mon»trat Ion    of    functional 
cipabllitij    requaited. 

NOVAK,  T  N        AiHitant    Birector    tar    Licmstng,        83/03/1?        DIETCH,  H 
Southern   CaliForjiia   Ed  i  ton  Co        HOLCOMBE,  J  C        San,  Diego   Oai  S> 
EUetTle    Co         6pp          18449   O3?         K4K   FJch»' 50-3A1, S3/03/ IS, B303S6O1S2 

830319002B  Reipandi    to  Generic    Ltr   83-10A   re    r*tolejttan    of    TMI    Item 
II   K  3,3.     "Automatic   Trip    of  ««act«r  Coolant    Pumps    "  Utll, 
4«   memlier   of   C-E  Owners  Oroupj  has    chosen    "trip    tuioj  leave 
two"    strategy    to   resolve    Item 

BASKiNjK.P       Southern  California  Edison  Co.      83/03/13       KMI8HTON,  0   W 
LIcen*Ina   Branch   3        Spp         IBflOS.039        S4X  Fiche   30-3Ali  B3/09/13. 
B3D3190O28 

e30S?30209   Board    Notification    B3-Q63   transmitc   memoi    re    statui   of    DHfl 
ttudle*    for   C-e   plant*,  w/enphasii    on    nead    for   POWs    In 
current  C-E  designs, 

NOVAK,  T  M        Aislttant    Director    for   Lieinsinj        B3/05/18  Atomic 

Safety    and    Llcen*ing   BoarH  Panel         7pp         IBta?    107        24X 
Fiehe    30-OOO,  83/O3/1B,  B30SS30K09 


O      Inipectlon    reports,     IE  Bulletin*   &   corrnpondenc* 

8212O40383    IE    Info  Notice   83-14,     "Deuiatared   Spent    Ion  Exchange  Ruin 
Sutcf ptlhilitij    to  Eiothermlc   Chemical    Reaction."   8vc    list 
«nel- 

TAVLOH,  J  M        DIvi.Ion    of   Safeguards   *.    Inspection   ProBT*»i    (Po*t 
S30103)        B3/O3/21  Consolidated   Edison   Co      of  Neu  Vorki     Inc 

IISpp        18308    319        24X  riche   30-000,  83/03/21,  82 120 6030 S 

8303030073   Connnents   on  Hgt   Analyii*   Co  030404  visit    to  Region  V  T* 
recant   llcensse    regulatory    performance   &   circumstances   which 
led    to  proposed    isiuance    of   civil    penalties   against   util 
CREWS, J  L        Division   of   Resident, Reactor   Project   &  Engineering 
Program*.        93/04/13  DIvI*ion    of   Resident, Reactor  Projtct  Ic 

Engineering    Pi-ogram*         ip         18300   178        24X  Fiche.  30-361, 93/04/13. 
8303030079 

B30317O417  Forward*    IE   Jn*p   Rapt*    30-361/83-13  It   30-362/93-13  otl 
830313-29  t>  notice   of    violation 

BISHOP, T  M        Region   9-    Office    of   Director        83/04/14.       PAPAV.L  T 
Southern   California   Edison   Co        2pp         18469  233        S4X 
Ficho   30-361,83/04/14,8303170417. 

-- B30»170421    IE     Imp   ftepti    30-361/83-13   *    30-342/83-12   on    B30312-23 

Noncomp 1 iance    noted' failure    to   rept   reactor    trip    breaker 
inoperablll ty   &   to    Implement   vendor    ivc    bulletin    Info, 
BTERNBERC,  D    M   ,    KIRBCH,  D.  F  ,    CHAFFEE,  A  E        Region   3,    Offlc*    »f 
Dlractor        83/04/13        33 ff         18449,288        S4X  Flehe   30-301^3/04/14^ 
8303170417. 

S3O5170474  Forward!    IE    Insp   Repts    90-361/83-12  Si   30-362/83-11    on 
B 3022 1-032 5  No    noncomp 1  lane*   noted 

81BMDP.T  U        Region   S,     Office   of   Director        83/04/14        PAPAY.I-   T. 
Bouth«rn  California  Edison  Co       Spp        18470  086       24X 

Fiche    90-361,03/04/14,8303170474 

—5303170460   IE    Insp   Rept*    30-361/63-12  *.   30-362/83-11    on   830321-03=!  W 
nonconpl tancc    noted,  Major   area*    impacted    oparational    lafetV 
verification*  monthly    lurvBlllance,  LER    revlau  t,    Independent 
ifl*P    effort 

PATErR  J  ,    MENDONCA,r1  M   ,    O'BRIEN,  J  P.       Region   3r    Office   o» 
Director        O3/04/14        4pp         1847O  088        24X  Fiche.  90-341, 83/04/14, 
S303170474 

B3O3040031    IE    Info   Notice   83-21,     "Defective   Emergency   Uie   Rtiplrator  • 
Bvt    list   *ncl 

JQn&AH.E  L,       Olviilon   of   Emergency   Preparidness    ti  Englnatrtng 
Response    (Post    B30103f         83/04/13  Coniol (dated   Edison   Co      of  Hi* 

Yort,     Inc         ta&pp        I043S    133        24X   Fiche    30-000, 83/04/13,  &30304002! 

S30517031S  Forward*    IE    Insp   Rept*    30-341/83-14   t.   30-342/93-14    on 
930321-30  *  notice   of   violation, 

SCMAHOiR   A.       Division    of   Radiological   Safetg    «•  Safeguards  Progr«« 
83/04/tB       PAPAViL  T.      Southern  California  Edison  Co       Zpp 

19467    360         24X    Fiche    50-361, 83/O4/IB,  B3O9170319 


-B3D917052I    No  tic"    of   violation    from    Itlip    on   830321-30 

WENSLAUSKIiF    A        Region   9,    Office    of   Director,       83/04/19. 
IB4A7   26S         24K   Fich»    30-361,63/04/18,8303170313 


Zft 


-8303I7O530    IE     Insp    Rept*    30-361/83-14   &    30-368/83-14    on    030331-30' 
.Moncompllanc*    noted    failure    to    perform   «urveg«,  inform 
vorkar*   &  properly  monitor    liquid    radioactive    affluent 
Teleaie 

YUHAB.fl.P   ,     WEN8LAH9KI,F  A   ,    BOOK,  H,  E,       Region   3,    Offi<*   of 
Director        93/04/14         lOpp         18467   264        24X  Flehe' 30-36ir  B3/04/1B. 
8303170913 
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B3Q3Q4Q023    IE   Info  Notice   83-23-     "BUR   Baf  sty/Re  1  i  ef   Valve   Failures    " 
3vt     Hit    end 

JORDAN.  E  L        Division    of   Emergency   Preparedness    &  Engineering 
Response    (Pott   630103)        83/01/22  Consolidated   Edison   Co      of   New 

York,      Int          112pp          183B3   OB9         24X    Fiche    3O-OOO.  B3/O4/22,  B303O40023 

B303O4O033    IE   Info   Notice   B3-23,     "Inoperable   Containment   Atmosphere 
Banting  Bys   "  Svc    Hit   and 

JORDAN.  E  L        Division   of   Emergency   Preparedness    &  Engineering 
R«tpon*l    (Foit    B3O1O3)         B3/04/23  Consolidated    Edison    Co       of    N«u 

Yc-T-i.      Ire          11*?PP          1B3S1    2?1          24X    Fiche    30-000,83/04/23,8303040023 


93G3I7O33?  Foruiirds    IE    Insp    Repts    90-36I/B3-1B   t,  30-3A2/B3-16   on 
B3Q4Q4~Ofi.  No   noncomp  1  lance   noted 
BISHOP.  T   H         Raglan    9,     Office    of    Director         83/04/26         PAPAY,  L    T 

Southern  Cillfornis  Ed  lion  Co       Bpp        18466  O9B       34X 

Ftene    30-361,53/04/26,0305170359 

--fl3031703il     IE    Imp    Rept*    30-361/B3-18    t<    30-368/B3-I6    on    S30404-OB   No 
nancampl  lance    nottd.  Major   areas    Inspected    corrective   & 
preventative   nalnt   program*. 

ECKHARDT.J  H  .    KIRSCH,  0  F        Region    3.    Qfflea   of   Director 
83/04/22         4pp,        1B466'  100         S4X   Flche    30-361,83/04/26,9303170339 

Q303O-(OO26    IE   Into  Notice   63-24.     "Loose    Parts    in  Secondary    Sid*    of 
Bt4*»  Oeneraton   at   PWRs    "    Svc    Hit    eticl 

JQflDANiE.L,       Division    of   Emergency   Preparedness    t,  Engineering 
Raiponie    <Po»t   630103)        83/04/28  Consolidated   Edison   Co      of   Neu 

York,      Inc.        USpp          1B3B2   047         S4XFUhe    50-000,83/04/28,8303040026 


S      Reportable   occurrences.    LERs    Si   related    correspondence 

0303060448    Foruiards    revised    LEU    B3-OOS/01  X~l 

RAY.H  B        Southern   California    Editon  Co         03/03/31        EN3ELKEN.R  H 
Region    S,     Office    of    Director          2pp          18343    139         24X 
Flche    30-362,  B3/O3/31,  B30306044B 

— B30S0604SO   Revised    LER   G3-003/01X-I    on    B3O222, observed    loose    tnubberi 
b    hangers   associated  w/tuto    sampling   valves    (3HV50B  &  3HV317) 
of   RCS    Caused    by    removal    for   ma Int    per  Formed    on  associated 
components   Snubbers    reconnected 

RAYiH    D        Southern   California   Edison   Co        B3/03/31  Region   S, 

Office     of    Director         3pp          IB343    137          24X   Fiche    30-36B,  83/03/31. 
B30BOA044B 

83O503036O  HD   high    steam   ggnerator   differential    pressure    trip    function 
operabilitg    requirements    eicaeded    for  Modes    1.2  h  3 
Bttpolntt   uill    be   corrected    before   reentry    into   Mode  3  & 
mill    be    reported     in   LER    bv    330503 

flAY. H   B          Southern   California    Edison    Co          B3/04/22         MARTIN,  J    B 
Region    &,    Office    of   Director        Spp         1B271    361        S4X 
Flche    3O-3il,  B3/04/22,B30503O360, 

B30B0201B3   PND-V-S3-01B   on  B3O4El.util    received    Itr    from  C-E    Informlnfl 
of    orror    in    equivalent   volt-ages   corre»pomfing    *o    setpoints 
•sioclated  u/steam   generator    high    delta    pressure    trip 
function    Corrective   action    being   develop  ad 

BISHOP, T    W         ReBlon    S.     Office    of    Director         83/04/23         Ip 
1B277   B93         S4X   Ficha    50-361,  S3/04/ES,  B3O50SOIB3 


K303O40O27    IE    Info  Notice   83-33,     "Standby    Gas    Treatment  By  a   Heater   High 
Tinp    Trip    Sfrtpoint   Adjuitmtnt    "    Svc    list    end 

JORDAN.  E-L.       Divition   of   Emergency   Preparedne**   >.  Enolneerlng 
Ruponie    (Post   630103)        63/04/28  Consolidated    Edison   Co      of   Hen 

York.     Int.       llSpp         1B3BS    163        24X   Flche    30-000,83/04/28,8303040027 


83O31BQ790    Foruards   SER    on   reactor    trip    braaters   Licensee   proposed 
actloni    provide    acceptable    bails    for    restart  &   operation 
EISENHUT, D  0        Division  of   Licensing        H3/OS/03        DIETCH,  R        Southern 
California    Edison    Co         CDTTDN,  0   D   .     DERKATH,  L         San    Diego   Oas    t 
Electric     Co         3pp          18SOS   001         S4X    FicJiB    30-361.  83/OS/02i  B303180790 


SM3040O2B   IE    Info  Notico   03-36.     "Failure    of   Saf ety/Rolief   Valve 
Dltch-arge   Ling    Vacuum  Breakers    "    Svc    list    encl 
•JDHDANi  E  L        Division    of   Emergency    Preparedness    &  Engineering 
B*lponi*    <Poit    B30103)        83/03/03  Consolidated   Edison  Co      of   N*ui 

Yorl<     Inc.       ISBpp         18441    17O        24 X   Flche    30-000, 83/03/O3, 830304002B 


— B30S1BOBO4  8ER    lifting    restrictions    on    eiceedlng    pouer   documented    In 
confirmation   of   action    Itrs    rftd  830311    t   0427   based   an 
corrective   actions    re   reactor    trip    breaker    failure 
»      Office   of   Nuclear  Reactor  Rsgulatlon.    Director        B3/04/3O 
SSpp  18309   004         24X   Flctie    30-3A1,  83/05/08.  B3051B0790 


8303040030  IE    Info   Notice   93-27.     "Operational    Reiponie    to   Events 
Cont*i-n.lng   .Deliberate  Acts    Directed   Against   Plant 
Eqvlpnant. "    Bvc    list    encl 

JORDAN,  E  L.       Division   of   Emergency   Praparedness   &  Engineering 
Rmpontl    (Post    B30103)        83/03/04  Consolidated   Edison  Co      of   Neu 

YOT*,     Inc         llHpp         10382  883        24X   Flche    30-000,83/03/04,8303040030 

8303040031  IE    Info  Notice  83-2B,     "Criteria    for    Protective   Action 
R«c«m«.andatloni    for   Oeneral    Emergencies    "    Svc    list    encl 
JORDAHi  E,  L.       Division    of   Emergency   Preparedness    h  Enginetrlng 
R«tpon»    (Pott   630103)        83/09/04  Consolidated   Edison  Co      of   Neu 
Vorlj     Inc.       119pp         18441001         24K   Ficha, 30-000, B3/03/04. B3Q3040031 


B303140047    Forward!   LER    B3-03S/O3L-0 

RAY.  H   B          Southern   California    Edlion    Co         83/03/03         MARTIN- J    Q 
Region   S.    Office    of   Director         Bpp         18433  020        SIX 
Fiche    30-362.83/03/03,  B3031AO047 

— 8305160031   LER   83-033/03L-0    on  830404,  fire    spray    sys    spuriously 
actuated   Fire    detectors    Inoperable   Causo    unknown 
Compensatory   measures   remained    In    place   until    fire   spray    sys 
return e-ti    to    svc    on   830416. 

RAY.H   B        Southern   California   Edison  Co        B3/05/03  Reolon    3, 

Office    of   Director          Ip          1B493   023         24X    Fiche    30-362,03/03/03, 
8309160047 


8303040033   IE    Info  Notice  83-3?,     "Fuel    Binding    Caused    by   Fuel    Rack 
Oifornatlon. "   Svc    list    encl 

.JORDANi  E,  L.       Division    of   Emergency   Preparedness    h  Engineering 
Rllponte    (Post    B30103)         83/O3/06  Consolidated    Edison   Co       of    Nam 

York.     Inc.       119pp.       18923  240        24X  Flche    30-000, B3/03/06r B3D3040033 

B3Q3O4QC-34    IE    Info  Notice  83-30,     "Misapplication    of   Gen  or  it    Emergency 
Dp«T*blng    Procedure!    (EOF)    Guidelines    "    Svc    list    encl 
.JORDAN- E,  L.       Division    of  Emergency    Preparedness    &  Engineering 
fltsponi*    (Pott   630103)        B3/09/11  Consolidated   Ediion  Co      of   Neui 

YoTki      Inc.        114pp          189S4   003         24X    FiChB    50-000, B3/09/1 1 , B303040034 

BMSBi0242  Foru«rds    IE  8afigu«rd»    Insp    Repbs    30-206/B3-1 t, 90-361/83-20 
li    3O-3i2/S3-i8   on   830429-2?  No   noncompl  lance    notad    Details 
withheld    <Tfrf   1OCFR73  SI). 

NORDERHAUO-L  R.       Region   9,    Office   of    Director        83/03/12        PAPAY, L  T 
South*™  C>lif«rnl«  Edl»on  CD       2pp        18997.322,      24X 

Fl  t  *  *  -  30-204,  83/03/12,  B30926O242, 

B3O304OO40    IE    tnfo   Notice   83-31,     "Error    In   ADLPIPE  Computer   Program    " 
Svc     1  lit   and 

JORDAN.  E  L.       Division   of   Emergency   Preparedness    &  Engineering 
RRiponie   <Fntt  830103)       83/03/1?  Consolidated  Edison  Co     of  Niu 

York,     Ine         114pp.       1B697'O09.       24K  Flche    30-000,83/03/19,8303040040 


830S160HO    Foruiards  LER    B3-033/O3L-0 

RAY.H  B.       Southern   California    Edison   Co         83/03/03        MARTINi  J   D 
Region    9.    Office    of    Director        2pp         1B430   093        24X 
Flche    90-362,83/03/03,8303160110 

--8303160113  LER   B3-033/03L-0    on  B30331,fire    spray    sus    that   proteett 
control    bldg    cable   riser    elevator    30    ft    spuriously 
activated   Cause   unidentified   Corrective   action   re    proper 
resetting    technique    to   be    provided    to    personnel 
RAY.H   Q        Southern   California   Edison    Co        B3/09/03  Region   3, 

Office    of   Director         tp         1B4DO  099        24X   Flcho   30-362,03/03/03. 
S3031iO110 

03Q91&012O    Foruiards   LER    B3-036/O3L-0 

flAY<H  fl        Southern  California    Edison   Co         83/03/03        MftRTIN,  J  B 
Region    a,    Office    of  Director        2pp         1B440    143        24X 
Flche    3O-36B,  83/09/03,  0309160130 

—  B30316Q123   LER    83-036/03L-O    on    B3030B   t.    O401,  early    Oiarning    fire 
detectors    In    lones    41    tt  A,  respsct iveltf.  founrf    Inoperable 
Cdust    unknown.  Detector    Inoperabllity    under   evaluation 
fiAY.H    8        Southern  California  Edison    Co        63/03/03  Region   9. 

Office     of    Director          Ip          1B44B    143         H4X    Flche    90-362,83/03/03, 
8303160120 


8303O400'46    IE    Info  Notice   83-33.     "Nonrepresentatlve   Sampling    of 
Contaminated    Oil    "    Svc    list    encl. 

JOflDANi  E  L.       Division   of   Emergency   Preparedness   &  Engineering 
Responie    <Po*t   830103),       B3/O9/K6  Consolidated    Edison   Co.     of   Neu 

Yd**,      Inc.        H4pp          18A47-007         24X    FlchB. 30-000,83/03/26,8303040046. 

R      Periodic   operating    report*   &   related    correspondence 

8304130372  Monthly    operating    repts    for   Feb    17B3. 

HAYUEATHER. L        Southern  California   Edison   Co        83/03/13.       llpp 
179B1    339        34X   Fichl, 90-361, 83/03/13, 8304130368 


B3091&0099   Forwards   LER«   B3-037/01T-0    for    Units    1    t*  2 

RAY.H  B         Southern  California    Edison   Co         B3/05/OS,       MARTIN,J  fl, 
Region    S,     Office    of    Director         2pp          19431    047         24X 
FlcJie    3O-361i  B3/09/09j  B309160093 

— B309160101   LER   83-037/01T-O  on   B304Bl.hlgh    steam  oenerator   differential 
pressure    setpolnt    u«ed    In    PPS  emergency    feeduater    sys    logic 
circuitry    resulted    in  actual    trip    setpoint  300   psid    higher 
than   assumed    in   FBAR  Caused    by   voltage    conversion   error 
RAY.H   B       Southern  California  Edison   Co       83/O3/09  Region  9, 

Office    of    Director         Spp  18431    031          24X   FUhe    30-361.  B3/O9/03. 

B30316O093 
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DOCKETED  ITEMS 


B30517O379  Confirms    no    safety-related    applications   of    Integral 
untfarvc  1  tsfje    trip    de-vicei    eiist    otfter    than    in    reactor    trip 
iwl  tchgear,  in    response    to    NRC    request    for    info    re    030413 
reactor    trip    breaker    rapt 
BrtSKIN.K    P         Soutnurn    California    Edison    Co         B3/Q3/13        KMIOHTOM.  0   U 

Licensing    Branch    3         Ip          IB463   39A         24*   Flclie    30-361,63/05/13, 
B303170279 

3305270137   LER    93-O36/03L-0    on    S30420.  p  o  *s  i  b  1  e    problems    In    source     inap, 
mfg    ti   con  flgurat  1  on    control    of    reactor    Crip    circuit    breaker 
supplier    identified    In  QA   audit    Caused    ay    Inadequate 
supplier   OA   program    For    nub  con  tractors    W/B-30320    Itr 
HAY...H   B         Southern    California    Edison    Co         B3/05/20         MrtRTIN^J   B 
Region    3,     Office    of    Director          3pp  18633   Oi7         B4X 

Flche    30-3.62,  B3/03/SO.  B305970137 


DOCKET    30-364    OQSEPH    M      FARLEY    MUCLEflH    PLANT,     UNIT   2 
F      Security,    medical,     emergency    &    Fire    protection    plans 

B303060ilit  Releases    public    version    of    revised    svc    ft  Idg    telephone 
a  i  rectorij 

FELTOr;,  J    n         Division    of    Rules    and    Wacoc-da         S3/Q4/26  Do-cument 

Management    Branch          Ip  1B339    116         24X    Fiche    3Q-34B, 83/01/26. 

8305040616 

— 83OS06062I    Forwards    pub-lie    version   o-f    revlied    svc    Mrfg    telephone 
directory    ta    be-    filurf  WAdmln  i  3  trat  i  ve   Procedure 
FNP-0-EIP-B 

HUESPETH.J   B         Alabama    Power    Co         83/04/0,3  Office    of    Nuclear 

Reactor    Regulation.     Director         2n n          I  B339    117         24X 
Fiens    50-349,  03/04/26,  33030-60416 

—  &303OAQ626  Public    version    of    revised    svc    oldg    telephone   directory 
*      Alabama   Power    Co         63/03/17         A&ftp          EB3S9    119         24X 
Flche    30-348, S3/O4/2i.  S30SO<H)616 

0303110031    Generic    Ltr    33-21    to   all    licensees    of    operating   reactor*, 
applicants    For    OLs    fc   holder*    of    CPs   re    clarification    of 
acceti    to    control    procedures    For    I au    enforcement    visits 
Sve    l£st    encl 

EISENHUr.n   Q        Division   of   Licensing         B3/OS/H  Consolidated 

Edison   Co       of    New    Vork,      Inc          I6pp  16340   O95         SIX 

Fiche    30-000,  B3/03/1  J.,  H3Q31 1  DO34 


P      Operating    license    stage    documents    S,   correspondence 


8303020136    Arivlies    of    active    negotiation   w/DDE  on   asreeni«nt    tar 
disposal    of    spent    nuclear    fuel    !</or    high    level    raduiaste    p«r 
Oeneric    Ltr    B3-07  Cofflrnents    on    draft    std    disposal    contract    i< 
proposed    disposal    rulemallng    en  el 

CLAVTON.  F  L        Alabama    Power   Co        B3/O4/39        VAflOA,  S  A        Off  let  et 
Nuclear   Reactor  Regulation.     Director         12PP         IB2B3  347        24  If 
Fiche    50-34B,B3/04/23-S30S020436 


Foruai-ds    supp  lemftntal    BER    input    re    turbine    valve    ttitlnj 
Intirval    bet  me  en    periodic    turbine    valve    tests    can   b* 
increased    from  weeklg    to   monthly    on    interim   basis,  pending 
establ  lahrne-nt   of   new  probabilistic    turbine   missile    petition 
VARQriiS   A          Operating    Reactors    Branch     1          B3/04/29         CLAYTOH.F  L 
rtlaba«»    Powej-    Co         9pp          1B4B1    O63         34X   Flche    30-344,83/04/29. 
B30517Qi59 


B30302O153   Generic   Ltr   83-1?   to    all    pouer    reactor   &    testing    llcfntiti 
r*    neu   procedures    for    providing    public    notice    concerning 
issuance    of    amends    to   OLs   Svc    list    encl 

GIEENHUT,  D   O        Division    of   Licensing        83/03/02  ConialltfttH 

Edison  Co      of  N-eu  York,     Inc         30pp         1B441    ISO        34X 
Fiene    30-000,  83/03/02.  B3O302O4  S3 

B3Q511O303    Application   for    amend    to    DLfl    revising    Tech    Spec*    3/4  B  S  3 
3/4  9246   3/4   B  3   3    to    Increase    confidence    of    batt*rg 
aperab  11  i  t<j    &   provide    time    to   correct:    battery    condition! 
CLAYTON,  F    L        Alabama   Pou.Br   Co        83/03/03        VAHOA,  9   A        Of  Pitt  of 
Nuclear   Reactor   Regulation^    Director        3pp         19393    178        24  X 
Flche    SO-34B,  B3/03/03,  83031  103O0 

—  B30S11O311    Proposed    changes    to   Tech    Specs   3/4   S  2  3,3/4  B  8   4  I. 
3/4   B   2    9    increasing    confidante    of    battery    opot-ab  1  1  1  tu,   & 
providing    time    to    correct    certain    battery    conditions   u/o 
undue    plant    shutdown 

«     Alabama    Pousr   Co        S3/03/03        19pp         1B393  203        24X 
Fiche    SD--34B,  33/03/03,  S30311030S 

B30S090&39   Generic    Ltr   83-20    to   all    operating   reactor    llcent«i*  b 
holders    op    CPs    re    inteorated    scheduling    for    implementation 
of    plant    mods    Svc    list    encl 

EIEENHUT^O   0         Division    of   Licensing        B3/03/09,  Conio  1  idattd 

Edison   Co      of    Nsui  York,     Inc         lApp         18627   133        Z4K 
Fiche    30-OOO.  a3/O3/09,  B303090i39 


B3O524O191    Foriuards    Rav  6    to    security    plan   Hev    eitabl  i  shes   upper    limit 
of    ISO   days    on    interim  clearance.  per    Varga    B3CH05    Itr    Rev 
uithhflld    (rcf    JOCFR3   790  1 

CLAVTON.  F   L         Alabama    Poi^r    Co         63/03/12         D'REILLVrJ   P         Region    2- 
Office    of    Director          ]p          £83-48   O3J          24X    Fich«    30-34Bi  B3/03/lKi 
B703240171 

8305390285  Foruarrfs    response    to   830204   SERs   *   NRC  930418    Itr    re    environ 
qualification   of    sa  Pe  t(j-re  1  ated    electrical    equipment  Utll 
plans    to    addre-si    remaining    outstanding    action    jtemi 
inc  1  tided 

CLAYTOM.F    L         Alabama    Pouier    Co          B3/05/20         VrtROrt.  S   A         Office    of 
Nuclear  Reactor    Regulation,     Director         11B  p         I8A96  231        24^ 
Ficfte  so-348,  as/oa/ao, 


Office    oP 
34X 


B303S50391    Rttponds    to  NRC    request    to    evaluate    adding   RCS   cold    leg 
temp    indication   b    source    range    neutrnn   monftor    to   hot 
shutdown   pan«ls    per    IOCFR30,Ajip   R  Addition    af   RCS 
appropriate   m-od    Source    v-anje    ne-utron    monitor    too    coattu, 
CLAYTOM:  F   L         Alabama    pDUBr    CD         83/09/2O         VAROA,  S   A 
Nuclear    Reactor   RefliMatloni     Director         Spp         18&85  337 
Flche    30-348.  B3/O3/ZO,  830»2S039l 

t      Financial    informal  Ion 

8305240481    Forwards   Annual    Financial    Rept    1982   l<  related    financial    info 
to    satisfy,    retroipec  1  1  ye    premlura    guarantae    required    und»r 
Price-Andersen  rtct 

BQWOEN,  T  J  Alabama  Power  Co  O3/03/20  SALT2MAN,  J  Antitrust  fc 
Economic  analysis  Branch  (Utility  Finance)  l(,pp  1H37S  113  24X 
Flche  5Q-34B,  83/05/2Q,  B305S4048I 


B30924044O  rtdvl-sei    that    operator    training    program   procedure*    r*  ntiuT 
circulation    cooltfoun    (Generic    Ltr   81-SD.based    on 
Hestingfioua  B    Qunen   Oroup    gui  de  1  ines,  ui  1  1    be    Incorporated   bg 
B3D&13   Training   will    be    completed    by    830319 

CLAVTON,  F   L         Alabama  Power   Co        B3/09/18        VAROA,  S  A        Office  it 
Nuclear    Heac  tor   Regulation,    Director        2pp         13373    131        21X 
Fiche  3t>-34a.  33/03/18,0303310440 

a      Inspection    reports,     IE   Bulletin*    ti    correspondence 

83130&03B5    IE    Info   Notice    B3-14,     "Deuatered    Spent    Ion   ExeJiinjt   Rftln 
BmeBptloility.    to  Enothermlc    Chemical    Reaction    "    Sve    list 
•n*  I 

TAVLOR,  J   M         Division    of   Safeguards    &    Inspection  Proarami    (Po«t 
B30103)         B3/O3/?1  Consolidated    Edison   Co      of   Neu  Ycrti     Inc 

HZpp          1930S    319         24)1    Fiche    30-000,  H3/03/21,  B2I206O3BB 


S3Q527035a   Foruiat-ds    IE    Insp    Repts    50-348/03-10  t,   30-364/83-00   on 
030316-03O3   No    noncompllance   noted 

VERRELLI.D   M         Division   of   Project   &  Resident   Program*        83/03/30 
MCDONALD-  R    P         Alabama   Power   Co        2pp         18642  09  A        24X 
Fiche,  30-349,  B3/03/30,  B3052703SB 

—  H30327037O    IE     Imp    Rupts    30-348/S3-10   tt    30-964/S3-OB   on    B30B16-OIOS 
noncomal  i-ance    noted  Major   areas    inspected   monthly   maint   1 
surveillance,  operational    ssfetiji  IndBpendent    insp    effort, 
refueling    &    IE  Dulletln   82-O4    fotlouup 

BRADFORD,  W    H    ,    RULAND,  W  H        Ruv/ion   2,    Office    of   Director 
CANTft£i-L.F    B         Division    of   Project    b    Resident    Programs         B3/O3/2? 
Bpp          JBi4a   O9B         24X   FI  che,  30-34B,  S3/03/3O,  B303S7035B 


--B30324O4B4  Annual    Financial    Rapt    19S2 

FARLEY,  J  H        Alabama   Pouier   Co        83/03/04        40pp         10372   IE9        24K 
Fiche    50-348,83/05/20.6303340451 

J      Insurance   i,    iatfemnltu    *nf oririat ion 

8303040180   Forward*  EnUor»era«nt5    32   i<   43    to  NELIA  Policu   NF-23S   t, 
MAELU  Policu   MF-93,  rejpeetlve-ly 

LUCK.JR         Har»h    t    McLennan.     Inc         H3/04/2B         SALTJMAN,  J         Assistant 
Director    for  State   !.  Licensee    Relations        3pp         1B324  034        B4X 
Fich*   30-34B,  B3/04/H8.  8305040180, 


0303040021    IE    InFo  Notice   83-21,     "Defective   Emeroency    Use  ffesplrator  • 
Bvc    list    encl 

JDRPAN, e    L         Division    of   Emergency    Preparedness   !<   Engineering 
Response    (Poet    S30I03)         B3/04/13  Conaalidatad   Ed  lion   Co      til  Hn 

Vorl,     Inc         ISipp         18433    159        24X   Flche    3O-000, 83/04/13,  B303O400SI 

03-03040023    IE    ItlPo  ^fotice   83-22r     "BWR   Safety/Relief   Valv*  Fj(lup»«  a 
Svc    liit    encl 

v/DftDAN, E  L         Division   of    Emergency   PreparednBas   &  Engln**rin} 
Bespon»e    (Post    830103)        83/O4/H2  Consolidated   Edison  Co      of  Nif 

Yorbi     Inc         HSpp         18333  OS?        24X   Plche    30-000, 83/04/22.  S303040G23 
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S3G3G4OO25    IE    Info   Notice   03-23,     "Inoperable    Containment    Atmosphere 
Sen-ting    Syi   "   Svc    Hit    end 

JORDAN,  E   L        Civilian   of   Emergency    Preparedness    ft   Engineering 
R»*pans»    (Post   830103)        03/O4/23  Consolidated    Edison   Co      of   N«u 

Yon.,      Inc          U9pp          10381    291          34X    Fiche    50-000, 93/04/33.  B3O3O4OO23 


8303200379   Forwards   monthly    status    of    licensing    1  tema, requiring    NRC 
approval,  identifier     in    830113     Itr 

CLAYTON.  F    L         Alabama    Power     Co         B3/O3/13         VAROA,  S   A         Office    of 
Nuclear   Reactor   Regulation,     Director        6pp         18314    114        24X 
Fiche    50-348,03/03/13,  3303200-579 


0303O4OO26    IE    Info   Notico    83-34.      "Loose    Parts     In    Secondary    Side    of 
St*«nt    Generator)    at    PWRs    "    Svc     list    encl 

JORDAN  i  E  L        Division   of   Emergency    Preparedness   &   Engineering 
Ruponis    (Poit    830103).        83  /O  4/28  Consolidated    Edison    Co       of    Neu 

Yorlj      Inc          liSpp          10302   O47         24  X    Fiche    3O-ODO,  B3/Q4/2B,  B303040026 


630304OO27    IE   Info  Notice  83-25,     "Standby    Oas   Treatment   Sys   Heater   High 
Tircp    Trip    Setno-int    Adjustment    "    Svc    list    encl 

JQflOANi  E   L        Division   of   Emergency    Preparedness   ic  Engineering 
FUtponse    (Pott   830103)        83/O4/E8  Consolidated    Edison   Co      of   Neu 

YOPfc,      Int          llBpj)          1B3B2    163         S4X   Ficho    30-000-03/04/28,8303040027 

&30304O020    IE   Info  Notice   83-26,     "Failure    of   Safety/Relief    Valve 
Dl*chiirpi    Lint   Vacuum  Breakers    "    Bve    list    encl 
JORDAN.  E   L        Division   of   Emergency    Preparedness    Si  Engineering 
Ravponsi    (Pott   83O103)        83/03/03  Consolidated    Edison   Co      of   Neu 

York.     Inc         lS2pg.       1G441    170        34X  Flche    3O-OOO.  83/03/03,  B30304O028 

B3O304OO30    IE   Info  Notice  83-27.     "Operational    Response    to   Events 
Ccncernln»   Deliberate   Acts    Directed    Against   Plant 
Equipment    »  Svc    Hit    encl 

JORDAN.  E   L        Division    of   Emergency    Preparedness   &   Engineering 
Response    (Post   83O103)        83/03/04  Consolidated    Edison   Co      of   Neu 

York.      Inc          U2pp,        183B3   382         B4X    Flche    30-000,03/03/04,0303040030 

8303040031    IE   Info  Notice  B9-3B,     "Criteria    for   Protective   Action 
ReconnitntfatlQn*    far   General    Emergencies    "    8vc    list    encl 
JORDAN.  E   L        Division    of   Emergency    Preparedness   &   Engineering 
Re  »p  on  s  •    (Poit   830103)        83/03/04  Consolidated    Edison   Co      of   Neui 

York.      Inc          Il9pp          18441    001          84X   Flche    30-000,83/03/04,8303040031 

B3Q304O033    IE    Info  Notice   03-29,     "Foil    Binding    Caused    by    Fuel    Rack 
Deformation   "   Bvc    list    encl 

JQRDANiE  L        Division   of   Emergency   Preparedness    t.  Engineering 
fleiponte    (Pott    830103),        83/03/06  Consolidated    Ellison    Co,      of    Nou 

York.     Inc         113pp.        18323   248        24X   Fiche    30-000.03/03/04,8303010033 


3      Reportable    occurrences,     LERs    d    related    correspondence 

8303110427   Part    21    !<   deficiency    repts   re   ml  soperat  ion    of   D6-416   reactor 
trip    undervolfcago    devices    Initially    reported    on    830420 
Attachments   ulll    be    replaced    u/davicei  ui/uldened    grooves 
to   accommodate    neu   retaining    rings   Mfg    drawings   revised 
RAHE.E   P         WEstlnghoUsE    Electric    Corp         B3/O4/21         DEYDUNO.  R   C 
Director '-a    Office,     Office    oP     Inspection    antf    Enforcement         3pp 
18403   093         a-)X    Fiche    50-OOO, S3/04/31 ,  830S1 10427 

8303030380    Forwards    UER    B3-01S/03L-0 

CLAVTON,  F    L         Alabama    Power    Co         83/O4/22  Region    a,     Office    of 

Director          lp          1B3O3    338         24X    Flehe    3O-364, 03/04/32, B305O30S80 

— S303Q303S9   LER    B3-010/03L-0    on   830336,  prossurl  ler    heater    group    3A 
declared    inoperable    uhen    heaters    failed    to   encrglie   Caused 
bij    discharge    breaker   closing    springs   &    out   of   adjustment 
mlcrosuttch    Suiitch    adjusted    ti   breaker    cycled 

HAIRSTOiN.lJ   o        Alabama   Pouinr    Co        03/04/2H  Region  2,    Office    of 

Director          lp          1B303   359         24X   Fiche    30-364,83/04/32,8303030530 

8305100132   Forwards   LER   03-019/O3L-0 

CLAVTONrF   L        Alabama   Power    Co        03/03/03  Region  3,    Office   of 

Director          lp          18374    338         24X    Fiche    30-34,4.83/03/03,0303100132 

—830310013?  LEU   03-O17/O3L-O    on   030404   !•    19,  rod    control    sys    declared 
inoperable    upon   receipt   of    failure   alarjn   on  power    cabinet 
2AC  Follouing    second    occurrence,  phase    control    card   1)2 
rep  lac  ed 

HAIRSTDN,  W   Q         Alabama   Power    Co         83/O3/03  Region   2,     Office    of 

Director         2pp          1H374   339         21X    Fiche     50-364,83/03/03,6305100132 

8305110357    Forwards    LER    03-021/03L-0 

CLAYTON.  F   L         Alabama    Pouer    Co         83/03/03  Region   3.     Office    of 

Director          lp          10373    179         Z4X    Fiche    30-364,83/03/03,8305110237 


53O31&OD94   Dlicussei    actions    taken    to    identify   &   resolve    potential 
DS-41&    reactor    trip    breaker    problems    per    IE 'Bulletin   83-Q1 
Schirfule, u/f inalliad    implementation    dates, to    be    submitted    by 
930531    Effli nancy   operating    procedures    end 

CLAVTDN.F   L        AUbdmd   Power   Co        83/03/1O        VARQA, 3  A        Office    of 
Nuclear   Reactor   R«flulationj     Director        7pp         18430  206        24X 
Flefte    30-348,  B3/03/10, 


— B3031102AO  LER   03-021 /03L-0    on  83041 1 ,  Ins trumantation  channel 
associated    u/refuel ing    mater   storage    tank    water    level 
indicator   LI-4O75A   declared     inoperable    due    to    low 
indication    Cause    not   determined 

HAIRSTON.W   0        Alabama   Pouior   Co        83/09/03  Region  2,    Office    of 

Director          lp          1B373    IBO          34X   Flche    30-364.03/03/03,6305110257 


— 93051tO100  Rev  6   to  Emergency    Operating    Procedure   FNP-1-EOP-B   O, 
"Reac  tor    Trip. " 

»      Alibana  ftouer    Co        03/03/09        6pp         18430  313        SIX 
Flche    SO-34B, 83/03/10,8303160094 

— B3OSI&0107   Hey  6  to   Emergency    Operating    Procedure   FNP-l-EOP-19  0, 
"Anticipated    Transients   W/a    Trip    (ATWT)    " 
«       Alabama    power    Co         S3/O3/IO         3pp          1B43O   219         24X 
rich»-30-348rB3/OS/ 10,  83081 60094 

B30304OO34    IE    Info  Notice   83-30,     "Misapplication    of   Generic    Emergency 
Opera-tins.    Procedures    (EOP)    Guidelines    "    Svc    list    encl 
JORDAN, E  L        Division   of   Emergency    Preparedness   &  Engineering 
ntiponie    (Post   B30103)        83/03/11  Consolidated    Edison   Co      of   Neu 

YttFt,     Inc         H4pn         1BB34  003        S4X   Flche*  30-000,  83/03/1 1,  S303040034 

B303O40O-40    IE   Info  Notice  33-31,     "Error    in    ADLPIPE  Computer   Program," 
Svc    tilt    encl. 

JORDAN, G   L        Division    of  Emergency   Preparedness   ti   Engineering 
Rtlpont*    (Po«t   830103J,       03/03/19  Consolidated    Edison   Co      of   New 

Vorfc.      Inc          H4pp          18697   009         34X   Flche    30-000,  B3/03/19,  83030400-iO 

B30-3CM0046    IE   Info   Notice   B3-33,     "Nonrepresentat i ve   Sampling    of 
Contaminated   Oil    "    Svc    list    encl 

JOHDANfS.L,       Division   of  Emergency   Preparedness   !•  Enolnenring 
n»eponse    (Poit   B30103)        83/03/26  Consolidated    Edison  Co      of    Neu 

fOft,      ITIC          H4pp,        18647   007         24X    Fiche,  30-000,  03/03/2&I  B303040046 

R     Periodic    operating   reports    b   related    correspondence 

B30320O337  Foruardt   monthly    oparating    rept    for   Apr    19B3 

CLAYTON. F. L        Alabama   Pouer    Co,       83/05/12  Division    of   Data 

Automation    t,  Management    Information        2pp         19518,076,       24 X 
Fl  che:  3O-344,  H3/05/18,  B3052003S7 


— Q3Q92OO3&2  Monthly    operating    rept    for   Apr    1983 

HAIRSTON, H  Q,       Alabama   Pouer    Co.       B3/03/Q3        4pp 
Plche    30-364,83/03/13,8303200397 


8303310201    Comments    on    adequacy    of   current    facility   D5-41&   reactor    trip 
breakers    Breaker    configuration  modified    ftaseil   on   dimensional 
alignment    &   extensive    testing    Safe   operation   not   adversely 
Impacted    by    breakers 

CLAYTQN.F   L        Alabama  Pouer    Co        03/03/26        VAROA,  S  A       Office   of 
Nuclaar    Reactor   Regulation,     Director        2pp         1063B    157        24X 
Flche    00-340,  S3/03/26,  B303310201 


DOCKET    30-366   EDWIN    I       HATCH   NUCLEAR   PLANT,     UNIT   2 

F      Security,    medical,     emergency    &    fire    protection   plans 

8303030605    Releases    public   version   of   revised    emergency   plan 
implementing    procedures 

FELTON.J   M        Division  of  Rules   and   Records        83/04/23  Document 

Management   Branch         lp.       JB3O9    111        24 X    Fiche    30-331,83/04/23, 
8305030633 

— 8309030687  Foruards    public    version   of   revised    emergency    plan 
Implementing    procedures,  Including   Procedures  HNP-4734   re 
general    emergency    -  Savannah   River   Operations   Ofc    fc 
HNP-4327   re    alert    -   security    force 

NIX,  H   C        Qaorgia    Power  Co        B3/O4/O7  Office   of   Nuclear   Reactor 

Regulation.     Director         lp  1B309    143         H4X   Flche    30-3B1, 83/O4/23, 

8303030683 

— 0303030690  Public    version   of    revised    emergency    plan    implementing 
procedures,  includ  Ing   Procedures   HNP-4734    re    general 
emergency   -    Savannah   Hiver    Operations    &  HNP-4337   re 
alert    -    security    force 

ROOERB,  W   H    ,     NIX,H         Georgia    Pouer   Co         B3/04/04         BOpp 
IB309    143         24X   Flche    30-321,  B3/Ofl/23,  B3030306H3 

8305040649   Releases    public   version   of   revised    pages    to   emergency    plan 
FELTON,  J  M        Division   of  Rules    and  Records        03/04/25  Document 

Management  Branch        IP       18336  275       34X  Fiche   50-321,83/04/35, 
B303040&40 


1B31S   09B        24X 
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—  8305040654   Forwards    public    version   of    revised   Pages    C-3  &   P-l    to 

emergency    plan 

OLLIHOER.H  H        Olorgl*   Pouer   CQ         B3/O3/31  HRC   -  Ha   Drtalltd 

Affiliation   Qiven         Jp          18336   276         34  X   Fiehe    30-321,  83/04/29, 

8303040648 

—  8303040639  Public    version    of   revised    Pago*   C-3  &  P-l    to   emergency    plan 

*      Georgia    Power    Co         83/OE/20         2pp          18336   377         34* 
Flch>    30-331, 


8305Q60469  Clarifies   request*    for    e  mm?  t  ion  a    from   10CFS30  49  &    App   fl 
requirements    in,  response    to   NKC    requa-st    at    830330  meeting 
H»V    to   820701    response    to    ba    submitted    by    B30S30 

CUCWA.L    T         Deorgla    Pouer    Co         03/O4/2S         STQLZ,  J   F         Operating 
Reactors    flrancfi    4          llpp.        1B331     179         24X    Flche    30-321,93/04/23. 
830904046? 

3305110034  Generic    Ltr   33-21    to   *1  1    licensee*    of   operating   reactnn, 
applicant!    for  OLs    &   holders    of   CPs    r«    clarification   of 
lectn    to    control    jirnctrfurt-i    for    lau   enforcement    vlslti 
Svc    1  lit   end 

EISEMHUT-D,  0        Civilian    of  Licensing        63/03/11  consolidated 

Ed*ion  Co      op  Miu   Vorl,     Inc.       I6pp         18940  073        SIX 
Flche    3Q-OOO,  83/03/1  1,  83031  10034, 

8303230330  Bubal  ta    Info   on    compliance    nr/Branch    Technical    PoUtlon 
9  9-1    rt    qual  1  flcat  ion   of    fire    protection    engineer! 
Qualification    requirement!    met    through    maint    of    staff   at 
affiliated    svc    company,  Southern   Co   Svcs.  Inc 

OUCMA.L  T  Georgia  Power  Co  B3/O5/19  STOLZ,  J  F  Operating 
Reactor!  Branch  4  If.  133BS  2S9  34  X  Flche  90-351.83/03/19, 
B30S230330 


H     flenerai    correspondent* 


9303030434  Application    to   amend   Licenses    DPR-37   t,  NPF-5,  rtvl  ling  Tiifc 
Bpecs    re   TMI    Action   Plan    Items    I   A    1    1    3.  I    A    I    3, II    E  4,  1  r 
II   E   4   B   9-7,  II    K   3   3.  II    K    3    13,  I!    K    3   32,  tl    K    3    JS, 
1J   K  3  19,11   K  3  27,  II    K  3  43  S,   II    F    1-4 

flECKHAK.J  T        O.orgU   Power  Co        93/04/22        STOLZ.J  F        Optr»tinj 
Reactors   Branch   4,       Spp         18305  3B5        24X  Flch»    S0-3*li  B3/04/SS, 
8309030434 

—630 3 03046 3  Reviled    Tech   Specs    re   TMI    Action   Plan    Item*    I    A.  1    1.3, 

I  A    1    3,  II    E   4    1,  II    E   4    3   3-7,  II    K    3   3,  1 1    K    3    13,  II.  K   3   SS, 

II  K  3   15,  II   K  3   19,  II   K  3  87,  II   K  3  43  &   II   F   1-4 

*     Otorgia   Pouer   Co        83/04/32        31pp         1S309   293        24X 
FlchS    30-331, 03/04/22, S30S030434 

8309040745  Sumoiirg    of   330223-24  meeting*   w/utll    t>   E0i>0    In  Atl*ntt,0A  T 
proposed    radiological    effluent    Tech    Bpece 

RIVENBrtRK,  G  W        Oaaratlng    Reactors    Branch    4        83/04/23,      STOLIiJF. 
Operating   Fleactors   Branch    4         19pp         18327    179        24X 
FUhe,  50-321,  83/O4/22,  S30304O748 

B303040671   Foruardi   EO&O  630404    Itr    tranimlttlng    Hit    of  NRC    canainti 
an   unresolved    Itemi    from  propoied   radiological    effluent 
Teed   Spec*   Earlier    scheduled   date    for    final    tubmfttal 
rtnuiittd 

BTOLZ,J,F        Operating    Reactors    Branch    4        33/04/82        BECKMArW  1. 
Oeorgi*  Pouirr   Co        Spp         1S39S  001        24X  Flche    30-321,03/04/22, 
B30S060671 

—0304220237  Forioard*    list    of   major   radiological    ePfluent    Tech,   Splc   It 
from   llonEee   proposal    that  diare    nut   resolved    at   Atlentj 
meeting    Differences    betueen   Unit    1    b  Unit   2  proposal!   are 
minor   Commitment   date    for   nut   lubmlttAl    not    Identlf led. 
BERRAND,W        EOi.0,     Inc        83/04/04        WILL.  I S,  C  A        NflC   -  No   Det»£  lid 
Affiliation   Given        3pp         16398,003        24X  r*lche    SO-3SI. 
8308060671 


330303-0261    Requests    changes    In    corrflipondence    routines    dut    to    recent 
ngt   change! 

OUCHA.L   T         Oeorgta    Power   Co         B3/O4/SB         D£NTaH,H   R         Office    Of 
Nuclear  Reactor  flegulat I  on.     Director         Ip         1&300  04&        24X 
Flche    30-000,  93/04/28,  B3 0303056 1 


S30S020435  Generic   Ltr   83-19    to  all    pouier   reactor   fc    t«*tinfl    llciniei* 
re   neu  procedures    for   providing    public    notice    concerning 
lnuance   of  amands    to   OLs   Svc    list    encl 

EIBENHUT,  D  o       Division   of  Licensing       83/03/02.          CoTiiolidatf  tf 
Edison  Co     of  N*u  York,    Inc       30pp        18441-120       24 X 

Flchl, 30-000.  B3/03/02,  8305020433 


J      Insurance  fc    Indeanltu    Itiformation 


B30 3040202  Forwards   Endorsement   79    to   NELIA  Pollcg    NF-E1S  & 
A3   to  MAELU  Pollen  MF-78 

DUCK,  J  R        Manh    &  McLennan.     Inc         B3/04/28        aALTZHAN.J 
Director    far   State   &  Lioniec   Relation*        3pp,        19324  OSS 
Fled  •' 50-321,  33/04/28,  930304O2Q2 


8309060306  Request*    that    portion    of   8304S2   response    to  Centric    Ltr 
B3-02  be   withdrawn   Portion 'rt    It«m   II   F    1,     "Add!    Accident 
Monitoring    Instrumentation,"   uill    be    reevaluated    upon 
receipt   of  NRC   guidance. 

QUCUAiL  T  Caorgla  Poiuar  Co  83/03/02  STDLZ,  J  F  Operating 
Reactors  Branch  4  Ip  18344  323  34X  Flche  30-321,83/05702, 
8303060306 


8303200270  Forward  i    Endorteneti  t    79    to   NELIA  Policy   NF-2I3   &  Endor«  ement 
A4    to  MAELU  Policy    MF-7S 

DUCKrJ   R         Harsh    (r   McLtnnan,     Inc.        33/OJ/16         SALT2MAN,  <J        Assistant 
Director   for  State    b  Licentee    Relations        3pp         I83J6  256        S4K 
Flche, 30-321,  B3/03/IA,  6503200270 


to   NELJA  Pallcij   HF-213   t  En  dor  lament 


830S23Off27  Forward*   Endcrilment 
(,(,    to   MAELU  Policy  HF-7B 
OUCK.J  R        Marth   &  rlcLannin,     Im         83/03/16        SALTZMAM,  J       Assistant 
Director    for  State   It  Licensee   Relations        3pp.       18539    ISO       24X 
Ft  Che:  30-321,  83/03/1&.  8303-230027 

P.    Operating    license    stags   documents   &    correspondence 

830412O027   Forward*    revised    orifer   eonflrmlns    llceniee    comml  tments    on 
po-i  t-TMI-rs-lated    intlii,  corrftctlng    info    rB    implf rt*n t»t ion 
ichetful*    for    Item    II    B   3,     "Poit-Aceldenl;  Sampllno    " 
STDLZ,  J  F        Operating   Reactors    Branch   4.       83/03/30        BECKHAM.  J  T 
OeoTgta    Pnutr   Co         4pp.        179*7   320         B4JC    Flche    30-331.83/03/30, 
8304120027 

— 8304120042  Of Jar   reviling    schedule    for    submlttal    of    info   re    It*ffl 
II. B  3,     "Fate-Accident    Sampling,"    from  B3O40I    to  830701 
PURPLE,  R  A        Division    of  Licensing        83/03/30  Georgia  Power   Co 

lOjp          17957.324         H4X    Flcfte    30-321,83/03/30,9304120027. 


technical    cvaluatian   rept   re 
tor   Operator   I.  Senior 
-»lnlnj    for    Mitigating 
'37   requirements. 
I        Pl'04/20        BECKHAM- J  T 
>    ao-3?l,  B3/O4/ZO, 


B3030906S9  Oensrlc   Ltr  83-20   to  all    operating   reactor    license*!    fc 
holders   of   CP*   re    Integrated    scheduling    for    implementation 
of   plant  mods   Svt    list   enel. 

EIEENHUT,  DO       Division   of  Licensing.      83/03/09  Gon»olIdati<I 

Edison  CD      of  Neu  York,     Inc         16pp         18627   153        24 X 
Ftehe   30-000,83/05/09,8303090659 

B303160199  Amends   S30330   iubmitt*l    re    ettenslon   of   MALPHOR    llmlti.ECCB 
analyili    results    justify    operation   of    all    facility    fuel 
types  at   exposures  greater   than  30,000  MMd/st 

OUCHA,  L  T  Qeorgia  Pouiar  Co  03/03/10  8TOLZ,J  F  Op.r.tlnj 
Raactors  Branch  4  Spp,  18446:083  24X  Flche,  30-366, 03/05/10. 
8303 I iO 139 

S305200493  Commits    to    tubmlt    results    of    plant-unlqu*    calculations 
re  acceptabil Ity    of  mod    to    toru*    vacuum   breakers    bg    830615. 
In   respuma   to   Oenerlc   Ltr   83-00 

QUCHA.L  T  Qtaryif  Pouef  Co  83/09/16  STOLZi  J  F  Operating 
Reactors  Branch  4,  Ip  18319  083  B4X  Fiche  30-321, 83/05/J A- 
8309200493 

S303B40230  Advises    that    startup    expected    to    occur   between    830607-14 
asfuming   reioiutlon   of    outstanding    licensing    i*«ues.  Unknouni 
ttlll    exist    In    schedule   due    to   existence    of   pipe    flau 
Indications  Draft   rept    on   ueld   repairs    expected    by   B30330, 
OUCHA,l-,T       Oeorgia   Power   Co.       83/05/17.       8TOLI.J  F.      OneT»tlna 
Reactors  Branch   4       Ip        18348-3O7       24X  Ficha- 50-3fi6,83/0&/l9. 
9305240230, 

930926029B  Submits   OE    info  aisurlng    that    erud-tnduced    local    corre-slbn 
fallurlt  ylll    not   occur    during    Cycle   4, In   response    to  NftC 
830319  request 

OUCMA.L  T  Georgia  Pouer  Co  B3/03/20.  STOLZ,  J  P.  £I(*»r«tlnj 
Reactors  Branch  4  Ip,  18626  264.  24 X  Flche  50-366, B 3/0 5/20, 
S309260298 
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a      Intpictlon    reports,     IE  Dullettns   f.   correspondence 

B2120&Q3&3    IE    Info  Notice   83-14.     "Deuatered    Spent    Ion   Exchdng*  R»sin 
Suictpttbllitu.    Co   Eiothermlc    Chemical    Reaction    "   Bvc    list 
nit  1 

TAYtOB.  J  H        Division    of   Safeguards   i    Inspection   Program*    (Post 
Q301O3I        83YO3/2I  Consol  idated   Edison   Co      at   Neu>  York,     Inc 

1B3C-B   319         24X   Fiche    30-000,  83/03/21.  021206O3B3 


8309270471   Ac  k    receipt   of   B3Q32B    Itr    Informing   NRG   of    steps    taken    to 
corroet    violation*   noted    In    IE    Imp   Rept    30-366/03-02 
DA  MCE  i  H  C        Division   of  Project    fr  Resident   Programs        83/OV07 
K£Li-Y,ft  J        Beorgia   Pouer    Co         IP         18646  O72        24X 
Fich«    30-366.,  03/04/07,8303270471 

--P3052703QB  flupondt    to   NRC   830225    1  tr    re   violations    noted    In    IE    Imp 
Rept    30-346/93-02  Corrective    actions    personnel    to    evaluate 
actions    taken   for    both    units    If   event   affects    shared 
ntuipmant    ti   ihlft 

HEAD,  0  F  Georgia  Poiuir  Co  B3/03/EB  O'REILLY,  J  P  Rag  I  On  Z, 
Off  lea  at  Director,  2pp  18646  073  24X  Ficho  3O-36i,  83/04/07, 
B30527O491 

—8305270333  Forward!    IE    Insp   Repts    30-321/83-02   t<   30-366/83-02   on 
821320-830121    fc  notice   af    violation 

DANCE,  H  C        Division    of  Project   tt  Resident  Program*        B3/02/23 
KELLY,  R  J        Georgia   Pouer   Co        2pp         18646  070        24X 
Flch*    30-346,  B3/04/07,  8303270491 

—  B30S27O336  Notice    of   violation    from    Insp    on   021220-930121 

»  Rtglon  Z,  Office  of  Director  93/02/33,  Ip  18641,  O77  24  X 
Flchi:  30-366,  B3/04/07,  6305270191 


— 0305270357    IE    Imp    Repts    SO-321/S3-04   t.    30-346/83-04    on    Q30207-11 
Noncamp 1 iance    noted    failure    tn    make   proper   notification    to 
NRC    following    liquid    radiuaste    release    on   S3 12 09 

WRAY,  J   R         Region    Z,     Office     of    Director         BARB,  K   P          Division    of 
Emeraency    Preparedness   t.  Materials   Safety        B3/O3/1O        7pp 
18642    O72         34X    Flche    30-3E1 ,  S3/04/27,  8303270332 

830304Q02&     IE    Info    Hot  tee   83-24,      "Loose    Parts    In    Secondary   Side    of 
Steam  Generators    at   PURs    "   Svc     list    encl 

JORDAN,  E   L        Division    of  Emergency   Preparedness   d  Engineering 
Response     (Post     B3O103)         83/04/38  Consolidated    Edison    Co      of   Neu 

York,     Ine          113pp          1BGS2   047          24X   Flche    30-000,83/04/28,0303040026 

8303040027    IE    Info   Notice   B3-29,     "Standby    Das    Treatment    8ys  Heater   High 
Temp    Trip    Setpaint   Adjustment    "    Bvc    list    encl 
JORDAN.  E   L        DivlSilon    of  Emergency   Preparedness   &  Engineering 
Response    {Post    83O103)        33/04/36  Consolidated   Edison  Co      of  Now 

York,     Inc          tlBpp          1B3B2    liS          24X   FUhe    30-000,  G3/04/2Bi  6303040027 

B309040711    Notification    of  B304S-9   meeting   u/util    In   Atlanta,  OA  to 
discuss    results    of    ongoing    ultrasonic    inop    of   pipes, 
detail*    of    crack    length   d  depth    determinations,  proposed 
repailn    &    bases    for   repairs 

RIVENBARK.G   W         Operating    Raactors    Branch    4         83/04/2B,        BTQLZ,  J   F 
Operating    Reactors   Branch    4         2pp        18328    109        24X 
Flche    30-346,  83/Q4/2B,B3030<IQ7lt 

B303040020    IE    Info   Notice  B3~3i.     "Failure    of   Safety/Relief  Valve 
Discharge    Line    Vacuum   Breakers    "    Svc    list   end 
JORDAN,  E   L        Division    of  Emergency   Preparedness  1  Engineering 
Rllpgnie     (Post    830103)         B3/OS/O3  Consolidated    Edison   Co      of   Neu 

York,     Inc          IE3pp          1S441    17O          34X   Flche    30-000.  B3/O3/O3.  830304002B 


-- B30S27O330    IE    Insp    ReptB    30-321/83-02  I<   50-366/83-02   on   831220-030121 
Honcompllance   noted    failure    to   make    24 -h    telephone    rept 
uithln   requlrtd    time    limit 

CRLEMJAK.R   V   .    HOLMES-RAY,  P        Region   2i    Office   of   Director 
tftOWM-EE.V  L        Division   of   Project   t<   Resident  Prooram!        B3/O2/23 
4pp  !Bi44   O7B         24X   Flche    80-366,83/04/07.8303270491 

B3Q3270570  Requests    that    docket    number    in   830322    IE    Insp    Rept 
SO-33&/83-03    be   changed    to    SO-366/B3-O9   due    to 
Administrative    error 

DANCE.H  C        Division   of   Project   &  He  i  i<f  en  t   Programs        B3/04/00 
KELLY,  fl   J        Georgia  Pouer   Co         Ip         18646    113        24X 
FUhe.  30-32 1 ,  83/04/08.  B30527O37O 

8303O4DO21    IE    Info  Notice   83-21.     "Defective   Emergency   Use    Respirator    " 
Bvc    1  tit   end 

JORDAN. E  L.       Division   of  Emergency    Preparedness    &   Engineering 
Response    (Post   830103)        83/04/13  Consolidated   Edison   Co      of  New 

York.      Inc          126pp          1B43S    133         21X   Fiche    30-000. 83/O4/13,  B3O3040021, 

B303O4t>033   IE    Info  Notice    83-22.     "BUR   Safety/Relief    Valve   Failures    " 
Bvc    list  and 

JORDAN,  E  L,       Division   of  Emergency   Preparedness   tt   Engineering 
flespons*    IPost   830103)        83/04/22  Consolidated   Edlion   Co      of  Neu 

Yorti     Inc         1 12pp         10303'  089.       24X  Fit  Mr  30-000.  83/04/22,  9303040023 


9303  04  00  3O    IE   Info  Notice   B3-27.     "Operational    Response    to    Events 
Concerning    Deliberate   Acts   Directed   Against   Plant 
Equipment    "   Svc    list    end 

JORDAN,  E   L        Division    of  Emergency   Preparedness   &  Engineering 
Response    (Post    B3O103)        83/05/01  Consolidated   Edison  Co      of   New 

York,     Inc          112pp          1B3B2   282          B4X   Flche    30-000.  03/O3/O4,  B30304Q030 

8303040031    1£    Info   Notice   03-2S,     "Criteria    for  Protective    Action 
Recommendations,    for   General    Emergencies    "   Bvc    list    encl 
JORDAN,  E   L        Division    of  Emergency   Preparadness  b  Engineering 
Resoonse     (Post    0301O3)         B3/O3/O4  Consolidated    Edlsan   Co      of   NDU 

York.     Inc         li^pp         IB441   001         24X  Flche    30-000,83/03/04,8303040031 


8303040033    IE    Info   Notice   83-29.     "Fuol   Binding   Caused   bg    Fuel    (lac* 
Deformation    "    Svc    list   encl 

JORDAN,  E   L        Division    of  Emergency   Preparedness  It  Engineering 
Response-     (Post    8301O3)         S3/O3/O6  Consolidated    Edison   Co      of   Ntui 

York,     Inc          HSpp          18323   24O          24X   Fiche    30-000.83/05/06,0303040033 

8309160144   Submits   30-day    response    to   SER   t   technical    evaluation    rept 
re    environ    qualification  of    Class    IE  equipment    (IE  Bulletin 
79-018)    Final    plans    for  risolvlng   qualification  of    item*    In 
Categories    I    D.  II   A  b    II    B  ulll    be    transmitted    by   830330 
OUCWA.L    T        Georgia   Power  Co         B3/05/06        8TOLZ,  J  F        Operating 
Reactors    Branch    4        374pp         1B444  044        24X   Fiche    50-321,03/03/06, 
0303160144 


830 304 00 E 3   IE    Info  Notice   83-23,     "Inoperable   Containment   Atmosphere 
Sensing    By*    "    Svc    list   encl 

OORDAM.E.Lr       Division    of  Emergency    Praparednexs    &   Engineering 
Reipon*e    (Post   830103)         83/04/83  Convolldated    Edison   Co      of  Neu 

YOT*.     Inc         U7pp         18381    291         24X  Flche    50-000,03/04/23,8303040023 


830304003*    IE    Info   Notice  83-3O,     "Misapplication   of   Generic   Emergency 
Operating    Procedures    <EOP)    Outdo  lines    "    Svc    list   encl 
JOROAN.E   L        Division    of  Emergency   Preparedness   &  Engineering 
Response    (Post    830103)        B3/03/11  Consolidated    Edison  Co      of  Neu 

York,     Inc          114pp          1B324   OO3          24X   FichB    30-OOO,  B3/05/ 1 1, 8303040034 


B30S-27O332  Ac  1    receipt   of   830418    Itr    informing   NRC   of    steps    taken    to 
correct   violations  noted    in   IE   Insp   Rapt*   30-321/83-04  & 

3D-366/93-Q4, 

DANCEiH  C,       Division    of   Project   &  Reildant    Programs        83/04/27 

KELLY,*, J         Oeorgla    Pouer    Co          Ip          16642.O66         24X 

Fich*:  30-321,  83/04/27.  8303270332 


0303270350   Forwards    IE   Insp  Repts    50-321/83-11   &  50-366/83-11    on 
830411-13  No   nonconpl lance   noted 

DANCE.H    C        Division   of  Project    J.  Resident   Programs        93/05/11 
KELLY,  R    J         Oeorgla    Pouer   Co          Spp         18644   323         24X 
Flche    SO-3B1,  83/05/11,  030337O33O 


-B305270336  flupondt    to  NRC   830318    Itr    re   violations    noted    In    IE    Insp 
Raptl    50-321/83-04  &   30-366/83-04  Corrective    actions 
training    directive    iisued    to    appropriate    personnel    stressing 
prompt   notification   of   unusual    event 

BECKMAMrJ.  T.       Oeorgla   Pouer   Co        83/04/18        d'REILLV.J  P        Region 
3*    Office    at    Director.       2pp         18442  047        24 X  Fiche    30-321, 
B3/04/27,  B30S270332. 


--8303270356    IE    Insp    Repts    30-321/83-11    b    30-366/83-11    on    83O411-13   No 
noncompllance    noted   Major    are-as    inspected    licensee  action 
on    previous    enforcement  matter*.  Oft  program,  design  modi,  test 
It    eiperlfnenti    program  &  procuTement   program 

BEUISLE,  O  A   i     DEBBABE.A  0    ,     UPRIGHT,  C   M       Region  2,     Office   of 
Director         83/03/11          14pp  18644   323         24X   Fiche    30-321, 93V03/1 1 , 

830327O3SO 


-830M7&343  Torwardi   IE   Insp   Repts   30-321/03-04  It  50-366/B3-04  on 
B30207-11   Ic  notice   af  violation, 

DANCE, H. C,       Division   of   Project   &  Resident   Programs        83/03/18 
KELLY.  R.  J.       Oeorgl*  Pou*r   Co.       8pp         18642:069        24X 
FI c h e •  50-321 ,  83/04/27.  8309270332. 


0303040040    IE   Info   Notice   03-31,     "Error    in   ftDLPIPE  Computer  Program  " 
Svc    1 1st    encl 

JORDAN. E    L        Division    of   Emergency   Preparedness   h  Engineering 
R*spons*     (Post    8301031         B3/O3/I9  Consolidated    Ed  I » On   Co      of    Neu 

York,     Inc          H4pp          18697   009          S4X   Fiche    30-000,83/03/1^,8303040040 


-630327039 1   Notice   of   violation    from   insp    on   830307-11 

*      Beaton    2,     Office    of   Director.       83/03/18,       Ip         1B642  071.       24X 
Flche:  30- 321,  83/04/27,  9303270332 


8305270128    Advises    that    updating    Inservice    Insp   program  will    be    delayed 
until   Aug    1983   Commitment   to    eiamine   cpntrol   rod    drive    scram 
discharge   vol    piping   uelds  ulll    be  met  &  unaffected    bij    delay 
in  update    of   inservice   imp   program 

OUCHA.L  T  Oeorgla  Pouer  Co  83/03/19  BTOLZ.J  F  Operating 
Reactors  Branch  4  Ip  18638  217  24X  Fiche  30-321,83/03/19, 
0305270 12B 
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030304-0 04 6    IE    Info    Notice   83-33,     "Nonrepresentative    Sampling    of 
Contaminated    Oil     "    Svc     list    entl 

JORDAN,  E  L        Division    of  Emergency   Preparedn.es>   &   Engineering 
Response    IPoat    B301O3)         83/QS/B6  Coneo 1 1  dated    Edison   Co      at    Hem 

Yorfc,      Inc          Hipp          18i"*7   O07         S4K    Flche    SO-OOO,  B3/OS/2O.  B3Q3040046 


LER    B3-007/03L-O   on    B30401.RHR    flou    indicator  2CB?-J!OQ4  it 
remo-te    shutdown    panel    found    to    be    reading    Inaccuratelg. 
rendorlns    instrument    loop    inoperable   Caused    bg    component 
failure    Defective    amplifier    card    replaced 

TIFFS,  S   B        Georgia   Power   Co        83/01/85  Region    2,    Off  let  at 

Director          3pp          I04O4   353         24 X    Fich*    30-366,  83/04/28, B30311|)4i?7 


B30331Q073   S-u&mits     in*o    re-    analyses    (<   repairs    at    lar ge-ilameter 
s-taJnlBsa    iteat    piping    ueld«    per    inservlce    imp    conducted 
during    1?B3   maim/refueling    outage    Identifying    unac e eptable 
uttraionlc    indications    in    rec ircu 1  a tion    L  RHR    sys 

DECKHAH.J    T         Georgia    Fouler    Co         B3/Q3/26         STOLZ.J    F         Operating 
Reactors   Branch    4        9pp         IB63S   343        24*   Flche    50-34.6,83/03/36, 
B30S31OO73 

— 8303310094  Provide"    response    to    IE    Bulletin   B3-02   ra    *tre»*    corrosion 
cracking    In    large-diameter    stainless    steel    vectrculation    syt 
piping    at   BWR    planti 

BECKHAMiJ   T         Georala    Pouar    Co         B3/OS/26         O'REILLV.J   P         Region 
a,     Office    of    Director         39pp          18633    354          24X 
Flcha    50-366, B3/05/afi.B303310073 

— 8303310072  Discusses    possible    unposi t i on   of    augmented    leak    detection 
requirements    for   RCS   due    to   dlicow*r<j    of    unacceptable  pip* 
flaui    indications    in    rec  irculat  ion  &   RHK    ays   Util    commitments 
to    incorporate    NUREQ-0313,  Rev    liSectiem    IV  B    1    a    2 

GECKHftM:J   T         Oeorgia   Power    Co         93/03/25         ST0LZ,  J   F         Operating 
Reactor!    Branch    4         2pp          1  B636    032         24X    Fiefie    30-366,83/03/26, 
6303310073 

— B303310O97   Draft    ftav  A    to    "Design   "*P*    far    w»1[l    "verlay  Repairs   &  Flau 
Evaluation    in   RecireulstJon    i  RHR  Sus,  "    pi-ttliuilnarg    rept 
GUSTrW.H    L         NUTECH   Enalneers.      Int         GPC-07-102   RA   DRFT         83/O5/31 
<71pp         1B636   0»4         S4X    Fl  eh  e.  SO-3S6.  83/03/3t,  B305310073 

R      Periodic    operating    reports   %    ralata-d    correBp  ondenca 


0303130233   Forwards   LER   B3-019/03L-0 

tilX.H  C  Georgia  Power  Co  B3/04/HB  D'REJLLV,  J  P  Ragion  S, 
Pffict  of  Director  ip  1844O  094  34X  Flehe  3  0  -3  A  A,  83/04  /SB, 
B3DS13&233 

— 9305130242  LER   83-019/O3L-0   on   B30127,  during    fire    p-rotictlon   iidUU 
valve    position  t    lube    check   Procedure   HfJP-S-assffj  lube    oil 
room  deluge    iiji    Isolation   valve   SU43-F101    found    loctlif 
closed    CaUE-e   unVnoun  Valve    locked    open 

TIPPSjS   n        Georgia   Pouer   Co        B3/04/2B  Region   2,    Offlet  of 

Dlraetor          3pp          18440   099         24X    Flche    SO-364, 83/04/33.  a^lJ^1^0K3^ 

B303170374    Foruards  LER  S3-037/03L-0 

(JIX.H  C  QBorgia  Pouier  Co  B3/05/03  O'REILLY.  J  P  Region  S, 
Office  of  Director  Ip  18463  270  24X  Flche  S0-366r  B3/QS,TO, 
8303 17027 A 

—  B30917O284    LER   03~OS7/O3L-Q   on   B304SO,  during    perform»ne«   of   fTnttivr 
Htffi-3~3=}53>  primary    containment  F1HR   valves    Pound   leaking    In 
excels    of    Tech   Spec    limit   Cause    under    Investigation 
Corrective    main*    to    be    performed 

TIPPS'B   E         Georgia   Power   Co        B3/03/O9  Region    2,    Offlci  of 

Director         3pp         10463  291        B4X   Flche,  50-366i  B3/O5/OSi  B30S17087A 

B3QS17Q3B9  Forwards   L£R  B3-017/03L-0 

NIX.H  C.  Qflorola  Pouer  Co  83/03/03  O'REIl-LY.  J  P  Region  S, 
Office  of  Director  Ip  1846?  227  24X  Flche  3O-366,  83/03/0  3  p 
B30317O3B9 


6303180379  Forwards   monthly    operating    reots    for  Apr    1933 

N1X.H  C        Georgia    Pouier   Co         B3/OS/06  Director's    Office, 

of    Inspection   and   Enforcement         tp         18490  382        S4X 
Fiche    30-321,  B3/O3/06,  B305IB0279 


— 8309-1BOSB4   Honthly    operating    repta    for   Apr    1963 

REDHANZ.F   J         ffeorflia    Power    Cc         B3/03/OA         ISflp 
Fie  He    50-321,83/09/06.030318027? 


3      Repor table    occurrence*,    LERs.   &    related    correspondence 

B303I10373   Forwards    reviserf    LEU    BS-100/O3X-1 

MIX,H  C  Oeorqla  Power  Co  B3/04/26  D*RE1LLV>0  P  Region  B. 
Office  OF  Director  Ip  I84O6  K26  24X  Fiche  30-366i 83/O4/B6. 
B3031 10373 

— 6305110339   Revised    LER   83~tOO/O3X-t     on    B30B£B,RCIC    iijs    declared 
inoperable    ugon    discoveri)    of    inoperative    aultches    caused    by 
failure    of    switch    component*    due    to    corrosion    d  water 
damage    Switches    reptae«d 

rfPPSjS    B        Oeorgia   Power   Co         93/04/26  flec-ion    2,    Office    of 

Director         3pp  18406:297         24X    Fiche    90-366, 03/O4/36,  B3O31 i037S 

B30512O392    Interim   daflclencij    rept    re   misapplication   of    ITE  Onuld 
circuit    breakert    In   post-LDCA   hv<frag«n   ret ombin-ers    aupplled 
by  Rocfcuiell    Intl    Initially    repoi-teil    on    330323  Matter    under 
Invoi tlgatlon  Final    rept    bij    930809  Reported    per   part   SI 
(IflNNO,  8  F        Niagara    Mohaui*    Power    Carp         B3/O4/26        STrtROSTECKI.  R 
Region    1.     Office    of    Director        Ejip         18433  O72        24K 
Flche    5O-OOO,  B3/O4/26. 8303120393 

— 8303120304   Part   21    rept    re    failure    of    poit-L-DCA  ftydrogen  recombJner 
component    during    IHEE-3S3   qualification    program  Circuit 
breaker   not   properly    selected    for    specific    application  Plant 
operators    notified    nf    devlatCon 

EMPEV.  D   C         RoctiUBll     International    Corp          63/03/11          COLLINS,  JT, 
Region   4,    Office    of   Director        Spp         IH433-074        21X 
Fichu    30-000,83/04/26,8303130372 

B305H0410  Forua-rd»   LER   S3-023/O1T-0 

HIX.H.C  Oeorffla  Power  Co  B3/04/23  O'HEILLV, J  P  Heglon  S. 
Office  of  Director  Ip  1837.2  O04  24X  FIcne  50-366,  B3/04/38. 
8305110410 

—8303110417  LER    93-OS3/O1T-0  on   B304I8, crac k 1  Ike    indication*    noted    on 
recircirlati«n    siji    2031    endcap-tn-mani  Pold    uald    heat    affected 
tone    of    ueld    SB31-SSBM-4   Caus«d    undetermined   Folloiuup    rept 
to   be    submitted   upon   completion    of  repair 

TIPP6.S    B        Oiorgia    Power   Co        83/04/29  Region   2,    Office    of 

Director        3pp         1G373  003        B4X  Fiche   30-366,83/04/38,8303110410 

830S110429  Foruiardi    LER    B3-007/03L-O 

NIX.H-C  QeorgiJ  Pow*r  Cn  B3/04/28  O'REJLLY,  J  P  Region  3i 
QtfiC*  of  Director  Ip  IB404  332  Zlf  Flche  30-3A6,  B3/04/HB, 
3309110129 


— B30S170394   LEH  B3-017/03L-0  on  830406,  during   HNP-2-33S2.  u/unit  in  (ill 
shutdown.  HPCI    pump    discharge   valve    EE41-F006    failed    to    open 
Caused    bij    loom   uire    on    terminal    block    inside   valve 
operator    Wira    tightened    Valve    cycled 

T1PPS,  S    Q         Oeorgia   Power   Co        83/03/05  Region    2,    Office  of 

Director         Spp.       1B467.2HS        H4X   Fiehe    30-366. 83/03/09^  830917030' 

S305170481    Forward*   LER  B3-016/03U-0 

NIX-H  C  Georgia  Poy«r  Co,  B3/03/O3  O'REILLY.J  P  Region  ?, 
Offlc.  of  Director  Ip  18470.  O01  24X  Fiche  30-3&6,  93/05/05, 
B39317O4B1 

— B303170479   LER   S3-016/O3L-0   on   S30403i  MBIV  drain   valve    BB2I-FOI4  ti»l>I< 
not  c  lose.  Caused    by    dirty    torque    suiltch    contacts  Contacts 
d  1  iconnecte-dt  cleaneo1   &   retlghtened    Valve   cycled    properly 
BOMNGR-H   L         Oeorgla  Power   Co        83/03/03  Region   2,    Office  ot 

Director          3pp          18470    002         34X   Fiche    30-366,  B3/O5/03, 830BI70WI, 

6303170302   Forwards    LER   B3-OIB/03L-0 

NIX.  H  C  Oeorgla  Pouer  Co  B3/03/O9  O'REILLY.  J  ?  fi«fflon  2, 
Office  of  Director  ip  18470  018  24X  Flche  30-36S,  B3/03/03, 
B3031703O2 

— 8305170506    LER    83-01B/O3L-0   on   B30406.  uihl  le    performing    quarterly  tttt 
*prai;    pump    operabllltij   Procedure  HNP-K-3201,  core    *pr*y    pump 
mln   flow    bypass    valve   2E31-F013B  uiould    not    clo>» 
automatically   Caused    by    bent    fingers    on    torque    suiltch, 
TIPP8,3  D         Oeorgia   Power   Co        B3/03/O3  Region    2,    Offlcr  of 

Director-       3pp         1S47O  017        B4X  Fiche.  SO-366.  83/03/03,  B305I70SO! 

B30311O364   RD    50-36^/83-01    an   B3Q125  &   0314.  Units   2  t.    li  refpectlvtlv 
had    spraj/sprluk  1  er    »yi    taken    out    of    svc    for  modi   &  co-uld 
not   be   restored    to   operable    atatui   ulthin    14    day*    per    Teefi 
Sp eci. Continuous    fire   watches   maintained 

NIX.H  C         Ofloroia    Power    Co         B3/O3/06         O 'REILLY.  J   P-        Region   2, 
Office    of    Director         Spp          1B406.262         S4X   Fiche    30-321,63/08/06, 
8309110364 

83Q3S30443   Forward*    LER    B3-O19/O1T-0 

NIX.HC  Seorai*  Pouer  Co  S3/03/09  O'REILLY,  JP  Rjjton  8. 
Office  of  Director  Ip  10337  343  24X  Fiche,  30-366.  B3/OS/09, 
8303230463 

— 8303E-3046B  LER    B3-01S/01T-0  pn   S3O427,  during    vltual    enaraj  damaged  f(f« 
supports    Pound    c-n  HPCl    pump    discharge    line   Cause   not 
detarmlnrd    Discharge    pipe   b  pipe    supports    aelng    an»lyied 
Pipe   tup  ports    ulll    be    repaired 

TIFPS.S    n         Oeorgia    Power   Co        B3/03/O7  Region   B.    Office  ft 

Director          3pp          18337-346         B4X   Flche,  30-366, 83/09/09. 6303230463 

8305230496  Forward*   LER   83-O23/03L-0 

N1X.H.C  Oeorgia  pou.r  Co  83/03/09  Q'REILLY.JP  Reflion2i 
Office  of  Director  Ip  18337:143  24X  Fiche  30-364.  B3/03/0?. 
B3032304S6 
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S3O3B30490   LER  83-Q22/03L-0  on   830413,  MSIV   leakage    bleed   valve   2E32- 
FD07    failed   to   close   a*   required   Caused    by   dirty    torque 
•witch    Inildo    valve   operator   2E32-FO07   Torque    switch    cleaned 
fr  v*lv»   stroted   during   malnt 

TIPPS.  S.  t        Georgia   Power   Co        83/05/09  Region  S,    Office   of 

Director         3pp         18337    146         34X    Ftcho    30-366, 83/O3/O9,  B303230486 


»ru«Td*    LER   B3-035/03L-0 
NfX*H  C,       Oeorgia  Power   Co        83/03/09        O'REILLV,  J   P        Region   2. 
Ctflef    of    Director          lp          18S37    179         S4X    Fiche    30-366, 83/O3/09, 
83O3S30495 

— 0303330 4 9B   LER  33-025/031. -0   on   830414.  during    turbina   bldg   area    temp 
functional    t«st  &   callbr, monitor   BU61-ROO2   found    out   of 
CAlibr   C«u««d    b«   sitpolnt   drift   of    five    temp    switches   1 
Inapsrablllty    of   one   lultch   Monitor   replaced 

TIPPS.S.ff        Oeorgia  Pouer   Co        Q3/03/O9  Region   2,    Office    of 

Director,        3pp          18937    180         24X   Fiche    90-366, 83/O9/09, B3O3230493 

6303310124   LEH  83-020/03L-0   on   830423, di scovared   main   bearing    11    on 
upper   cra,nk    ahaft  wiped,  Caused   by    lack    of    lubricating   oil   at 
uppfT   crankshaft   main   bearing    11    Design    change    IDCR-B2-B99) 
completed    to    Improve   oil    supply   W/83O317    Itr 
TIPPSiB    »    i     NIX.H  C         Oeorgia    Pouer    Co         83/OS/17         O'REILLY, J   P 

Region  S,    Office  of  Director       4pp        1B638  078       21X 

Ficht    50-366,83/03/17,8303310124 

830331OSO&   LER   83-030/01T-0   on   830903.  dur 1 ng    performance    of   main   steam 
relief   valve   maint   by   Myle   Lab, 10   steam   relief   valves    found 
unacceptable   Caused    by    setpolnt   drift, pilot    tube    leakage   & 
lonj   delay    tlm*    M/830917   Itr 

TIPPB,  S,  B    ,     NIX,  H  C         Oeorgia    Power    Co         B3/O5/17         O'REILLY.  J   P 
Region   S,    Office    of   Director        4pp         18691    010        S4X 
Flche    3O-366. 83/03/17, B30331O206 


— 9304270436  Forwards   public    version   of   revised    emergency   plan 
Imp  lamenting    procedures, including   Procedures    1,2  tt  6   n 
assignment   of   personnel    to   emergency   response   organi  lation. 
notifications   &   emergency    response   ctrs.  resp ec tl vely 
MARSHALL,  J   R         Arkansas   Power    b   Light    Co         83/04/03        COLLINS,  J   T 
Region    4,     Office    at    Director         lp         18244    028         S4X 
Fiche    50-313,83/04/22,830-4270424 

— 8304270427  Public   version   of   revised    emergency    plan   Implementing 
procedures,  including   Procedures   li  2  &  &   re   assignment   of 
personnel    to    emergency   response   organi  lat 1  on* natiflcatt  on»   & 
emergency   response   ctrs,  respect! vely 

*  Arkansas    Pouer    i    Light    CD         B3/03/07         86pp          16244   027         34X 
FUhe    30-313,83/04/22,8304270434 

B303060573   Releases    public    version    of    revised    omergency    plan 
implementing   procedure* 

FELTPN.J   M        Division    of   Rules    and    Records         83/04/23  Document 

Management    Branch          lp         1B339    190        24X    Fiche    30-313. 03/04/E9. 
0303060573 

— B3030603B3  FOTiuards    public   version   of   revised   Emergency  Plan 
Implementing    Procedures    1904    06   re    radiological    plume 
tracking   b   dose    Integration   &   1904  06  re   protective   action 
recommendat  i  oni 

*  Arkansas    Pouer   &   Light    Co        B3/O4/14  NRG    -  No   Detailed 
Affiliation    Given          lp         19339    191         SIX    Flehe    30-313,83/04/23, 
8303060373 

— B303060391   Public   veriion   of   revised   Emergency   Plan    Implementing 
Procedures   1704   Ob  re   radiological    plume    tracking   d   dote 
Integration    !<   19O4  07  re   protective   action   recommendations 
LEVINE,J  M        Arkansas  PDUJBT   &  Light   Co        33/04/14        6pp 
18339    192         21X    Fiche    SO-313.  83/04/23,  83090&O975 


B30527O123   LER   B3-029/03L-0'  on   B301BB, aaf oty/rel 1 ef   valve   position 
prlourij    Indicator*   aBHl-N301A  &  C    found    to   actuate   at   71    i< 
1O   5  p*lgi  respectively* contrary    to   Tech    Specs   Caused   by 
Htpoint    drift. Indicators  mill    be   replaced   W/B30319   Itr 
TIPP3. S  B    ,    HIX,H  C        Oeorgla   Pouer   Co        63/09/19        O'REILLY. J  P 
Region  2>    OPPlc*    of   Director        4pp         18638  251        24 X 
Flchf  5O-3i6,  83/03/19,  8309370123 


8309110193   Foruards    Amends    78    &    44    to    Licenses    DPR -31    S.   NPF-6, 
respectivaly   fc   notice    of    issiuance   b   availability   Amends 
change   Tech   Specs    to  renulre   audit   of   emergency    programs   b 
security    plan   at    frequency   of   at   least   once    per    13  month* 
CL«IK,R   A        Operating    Reactora    Branch    3         B3/O4/29        GRIFFIN.J 
Arkansas   Pouer   (.  Light   Co        4pp        13434   262        24X 
Fiche    30-313,  83/04/29.  B30311O193 


83O32706S5   Part   21    rept   re   potential    problem  u/3-phase   rectifier 
••••nbly    In    exciter   not   connected    In   parallel   which    could 
caui»   premature    failure    Initially   reported    on   830330  Utlls 
will   m**iurt   vibration 

KAPLER,  R    K,        Litton    Industrl  es.  Inc         33/09/20         KEPPLER,  J   0         Region 
3,     Off  lea    of    Director         3pp          18646    SIS         S4X   Fiehe    30-000,83/09/20, 
8303870633 


JXKKET  30-367   DA1LLY  OENERATINO  STATION 

A     Application/construction   stage   documents   &   correspondence 

Q30316031B   NotUJcation   of   contract  elocution,  Mod    1    to   "Dlv   of 
Engineering    Revleu  Support   on   Ballly   Nuclear   Plant    I    " 
Contr»etor' tit  Davlison 

FI6LD9.J   A        Technical   A»si*tanee  Contracts   Branch        FIN  B-7S05 

93/09/O6        VDLLMER.R.H        Division  of   Engineering        LEAR,  0        NffC   -  No 

Dttclltd    Affiliation   Olven,       lp  1B472-091        Z4X 
Flcht;  80-367-  83/03/06,  B30916031B 

—9303160332  Mod    1 , terminating   contract   &   deopllgatlng    funds, to   "Dlv   of 
Engineering   Review  Support   on   Ballly   Nuclear   Plant    I    " 
DAVlaBDN.X  T.       Derision,    M,  T        OUSTAVE,  R   P        Division   of   Contracts 

FIN   B-7503         83/09/06         2pp          1B472   033         S4X 
Rich*    SO-367. 83/03/06,  B30316O318 


DOCKET  50-348   ARKANSAS  NUCLEAR   ONE,    UNIT  2 

F     3«curitgi    medic*!,    emsrotncij   t   fire   protection   plans 


Forwards    Hit   of   emergency   response   open    Itemi    for   which 
no   written   response   required.  Open   items   resulting   from 
rf-cvnt   •nv«rj*ncg    exercise   will    be   reflected    In   future   rept 
HAASHAU.J  J  R        Arkansas   Pouar   &  Light   Co        B3/04/09        COLLINS,  J  T 
Rtglon  4r    apflce  of  Director       2pp.      18916  30  B       24  X 

FICh*:3O-313,  83/04/OB.B303S00326 

B30427O4S4   ftileaiei   public   version   of   revised    emargency    plan 
Inp  Lenin  ting   procedures. 

FELFDMrJ.H,       Division   of  Rules   and   Records,       B3/04/S2  Document 

(f«n«ff»li«nt    Branch         lp.        18844    OS?         24X    Fichi-  30-313,  83/04/32, 
9.3CM27O4S4 


--8303110199  Amends   7B  &   44   to   Licenses   DPH-91   &  NPF-6,  respec  U  ve  li/' 
changing   Tech   Specs    ta   req.ulve   annual    audits    of    emergenci; 
programs   &   security    plan 

CLARK,  R  A        Operating   Reactors   Branch   3        B3/04/2?       9pp 
18434   266         24 X    Fiche    SO-313.  B3/O4/29,  33031 IO1  93 

— 3303110205  Notice   of    Issuance   &   availability    at   Amends   7B  b  44   to 
Licenses   DPfi-51   &   f4Pf-6i  re-spec  tlve  ly 

CLARK, R  A        Operating   Reactors   Branch   3        53/04/29       2pp 
IB434   273         2 -IX    Fiche    30-313,  83/04/29,  33O31 1O173 

S30S1602SQ  Releases   public   version   of   reviled    nuclear   contingency   plan 
procedures 

FELTQN.J   M        Division    of   Rules    and    Records         03/05/02  Document 

Management    Branch          lp         10462    334         24X    Fiche    3O-313, 83/05/03, 
B3091603BO 

— 8309160290  Forwards    public    version   of   revised    Nuclear   Contingency   Plan 
Procedures    1 ,  2,  3,  3,  6,  7.  B.  f.  IS.  13.  14    b    15   W/o    end 
MARSHALL, <J  R.      Arkansas  Pouer   b  Light   Co        83/04/09       COLLINS,  J  T 
Region   4,    Office    of   Director.       lp        18462   333        S4X 
Fiche    30-313.  83/O3/O2.  B3QM60B8B 

8309110034   Generic   Ltr   G3-21    to   all    licenses*    of   operating   reactors, 
applicants    for   OLs   l<   holders    of   CPs   re   clarification   of 
access    to   control    procedures    for   law  enforcement   visits 
Bvc    list   end 

EIBENHUT,  D   0         Division    of   Licensing         83/03/11  Consul  irfated 

Edison  Co      of   Neui  York..    Inc         16pp         1SS4O  O?3        24 X 
Fiche    30-ODO.S3/03/1I>8303110034 

8305180161    Informs   that   NUREQ-0737, Item   III    A   3    1,     "emergency 
Preparedness.  Upgrade   Emergency   Plans    to  App    E,  10CFR90,  " 
complete 

STOLZ,JF       Operating   Reactors    Branch   4        CLARK,  R   A       Operating 
Reactors    Branch    3         83/03/11          GRIFFIN,  J   M         Arkansas    Pouer   &   Light 
Co         3pp         1B3O2   34 a         24X   Fiche    30-313,83/05/11,8309180161 


H     General    correspondence 


8309340139  Advises    that    correspondence   distribution    to  Region   IV  ui 
be  modified   ta    original   plus    three   coplesiper   B   Johnson 
request 

MARSHALL,  J  R        Arkansas   Poue.r   &  Light   Co         B3/O4/HS       SEIDLE.W  C 
R«gion    4,     Office    Of    Director          lp         1B34B    334         24X 
Fiche    30-313,  83/04/22.8305940139 
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J      Insurance   &    indemnity    Information 


•B303090421    Forwards    NEHA    ii   MAELU   Certificates    of    Insurant*    to    comply 
IU/10CFR5O   34tu    Suorolttal*     from   63O331    &   0432   ml  (interpre  ted 
to    comply    U/JOCFR14Q   !.     14O    JSa 

MARSHrtt-L.  J  R  Arkansas  Pouer  (.  Light  Co  B3/03/Q3  STOLZ,  J  F 
Operating  Reactors  Branch  4  COLLINS,  J  T  Region  A,  Office  of 
Dlr«ctor  DINIT2-  1  NRC  -  No  Detailed  Affiliation  Olven  6pp 
065  SIX  FitJiF  50-31  3.  63/OS/O3,  83QS.Q90421 


B30519O363  Forwards    NELIA  It   MAELU   lecondary    financial    protection 
Certificate*    of    Insurance    40  6  i8,  respect  1  vtlij,  f  or   CYB3, 
per     IOCFFJ140    15(aJ 

MARSHALL,  J   fi         Arkansas    Power    &   Light    Co         &3/03/II         DINITZ,  I 
Antitrust    6  Economic    analysis    Dranch    (Utility    F(nance)         fllpp 
1B900   032         24X    Flche    SO-313,  83/O5/1  1,  8303190363 


P      Operating    license    stage    documents    t*   correspondence 


Forwards    cost    Info   aisoeiatefl   ui/tack  f  1  Ctlng    nuclear   units, 
per    JL  Matilden    830224   comfnl  troertt 
MARSHALL,,/   R         Arkansas    Poiuer    &   LlgAt    Co         B3/O3/H.        TOURTELLOTTE,  J 

Regulatory   Deform  Tad:   Force         llpp         IB  5-46  234        24  X 
Fiche    30~3)3,B3/03/11,  B305S30364 


B3CJ31IO193   Forwards   Amend*   78  ic   44    to   Licenses    DPR-31    &  NPF-fi, 
reipec  tive-li;    tc  notice    of    issuance   &  availability   Amends 
change    Tach   Specs    to   require    audit    of    emergency   programs    h 
security    plan   at    frequency    of   at    least    once    per    IS   monthi 
CLARK, R   A        Operating   Reactors    Branch    3        03/04/29        GRIFFIN.  J 
Arkansas    Pokier   t,  Light   CD        4pp         10434  262        24 X 
Flcha     50-313*83/04/39,0305110193 

--830311Q199   Amend*   7B  *.  44    to   Licenses    DPR-S1    8<  NPF-6,  reipec tlvily, 
changing    Tech   Specs    to   require   annual    audits    of    «oi»rj»ncg 
programs    &  security    plan 

CLARKjR   A        Operating   Reactors    Branch   3        S3/04/29        9pp 
1B434    366         24X   FUhe    50-313,03/04/29,0303110193 

— 330311OEO3   Notlca    of    Issuance   b   availability    of  Anendi    79  fc  44  la 
Licenses    DPR-31    d  NPF~6i  Palpec  ti  vely 

CLARKi R    A        Operating    Reactors   Branch    3        83/04/29        2pp 
18434    373         a4X   Flche    90-313.03/04/89,8303110193 

0309020435  Generic   Ltr   03-19   to   all    pouier    reactor   ti    tritlng    llctniifi 
re  neiii    procedural    far    providing    public    notice    concerning 
issuance    of    amend*    to   OLs   Svc    list    and 

EISENHUT.P   0        Division    of   Licensing        83/05/OH  ContollrfjUJ 

Edlton   Co       of  Neui  York,     Inc         30pp         10441,120        34 X 
Flche    SO-000,  83/03/02,  B303020433 


83O3S404BO  Foruiardi    "Structural    Evaluation    of    AR   Muclear   Qne-tlnlt    1    k 
Unit    S  Spent   Fuel    Storage   Facility    for    Consolidated   Fuel 
Htorase    " 

MARSHAtL,  J  R        Arkansas    Power-   &  Light   -Co        63/03/22        STOLZ.  J  F 
Oparatlng   Reactor*    Branch    4        CLAftK,  R   A        Oteratlng    Raaetors    Branch 
3          Ip          17679    109,        24X    Flche    3O-313. 83/03/22,  B303240430 

— 83Q324Q415    "Structural    Evaluation   of   Avtsnsa*   Nuclear   One-Unit  S  Bpftlt 
Fifal   Storage    Facility    for   Consolidated    FueJ    Storage    " 
BTURKEV,  J  J    ,     SALLAHD.T.A        Structural    Dynamic*   Rusearch    Corp 
AFL-02-013         82/11/24         73pp          17670    191         24K 
Flcha    30-313,  33/03/22,  0303240480 


8303110165   Forward*   Amend    49    to   License  NPF-i,  safety    evaluation  Ic 
notice    of    lEsuance   &  availability    Amend    clarifies   b  modifies 
emergency    dietel    generator    load    block    application    timing 
criter t a 

TOURKSNV. £   0        Operatfnfl   Reactor*   Branch   3        83/05/03        CHIFFm J 
Artani*i   Power   &  Light   Co        3pp         18434  244        24X 
F(ch«    JJO-36B,  03/Og/03i  8303110163 


-B303HO169    Amend   43   to   Licinse   NPF-&, revising    Tech    Specs    for 
dleiol    generator    load    block    application    timing    crlterl* 
CLARK,  F)   A        0-paratlng   Reactors   Branch    3        33/09/03        9pp 
19434    247         S4X   Flche    30-360,  83/03/03,  93031 1OU3 


B3i>  3230730  Foruardi    list    of    uti  Is    responding    to   requests    for   cost 
flgurei    an   Aacfc  f  1  1  tlrig 

TCURTELCOTTE,  J         Rffoulatory    Refor/n    Ta*l    Force         83/O4/I1 
PALLAD1NO.N  J  .     G1LINSKV,  V  ,     AHEAfiNE,J  F        Cc-iwnis  t  lonen         2pp 
18942   572         24  W   FJche    50-000,83/04/11.6309230730 

030S2003SO  forwards    list    of    addl    prncedurea    contralljng    QA   nnaturet   tor 
threaded    Fastener    lubricants    to-  mini  mile    fastener 
susceptibility    to    stress    carrot  Ion    crack  Ing 

MARSHALL.  J    R         Ai-kanias    Pouier    t    Light    Co         B3/O4/3I          BEIDLE,  W,  C 
Reolon   4.     OPFlce    of    Director         3pp          1S514    230         24X 
rich*    30-363,83/04/21,  B305200360 

8303200341    Forward  s    revlied    scheilule    for    completion    of    licensing 
procedures    upgrade,  per    regulatory    response    tc  commitment 
control    program   Delay    dfe    to    continuing    support   req.ul  cements 
for    Unit    1    outage   Upgrade    to    be    completed    bu    830527 

MARSHALL.  J   R         Arkansas    PouieT    b    Light    Co          B3/04/2&         COLLINSi  J   T 
Region   4,     Office    of    Director         2pp          Ifl314,264         24Y 
FichB    30-313,83/04/23,0305200341 

B3O511Q625  Forward*    corrected    Pa[»*   8   S-    13    tn    safety    evaluation 
supportins    Amends    76   b  43    to   Lleanaea    DPR-9£    &   NPF-6, 
raipectlvely 

STQLZ,  J  F        Operatlnfl    Reactors    Branch    4        CUARH,  R  A        Operatldfi 
fltactdrs   Branch    3        63/04/27        GRIFFIN,  J  M        Arkansas    Poiuer    &  Light 
Co         Spp          1H417    337.        S4X   Flcha    30-313,93/04/27,8303110635 


Corrected   Pages   a   t,    IB    to    safetg    evaluation    supporting 
Amende   76  t,   43    to    Licenses    DPR-31    &  NPF-6-  reBpec  tlve  1  g 
*      Office   of   Nuclear  Reactor   Regulation,     Director         B3/04/S7        3pp 
18417   339         24X    Flche    3O-313,  B3/04/K7,  B3031  106S5 

9305030125   Ack    riceipt    of  8  3d  427    1  er   u/correcti  oni    to    safety    evaluation 
for    proposed    ipent    fuel    pool    storage    expansion   Statement    13 
correcteU    to    indicate    dlv'rs   ul  1  1    net    be    permitted    to 
exceed    I    rem  whole   6oifK,per    030428   discussion  u/0  Visslng 
HARBHALL.J  R        Artranss*   Power   !.    Llflht   Co         03/04/28        BTOLZ.  J.  F 
Operating   fli-actor*    Drjnch    4        CLARK,  R    A        Operating   Deactora   Branch 
3        ip         16341   347        24X  Fich  e:  50-313,  83/04/28,  BSOSOSQiaS 

S303020416  Ache    receipt   of  830413   EER  fc    technical    avaluatlon    rept    re 
envipon    quallplcation   of    saf  etu-relateij    eluctrfcal 
•  qirlpnjnt   Category    II   E    items    acceptable 

MARSHALL,  J  R.       Arkansas  Power  4  Liflht   Co         83/04/E1?        CLARK-  fl   A 
OperaUno   Reactors   BrancJi    3        Spp         18273    190        24X 
Fithe.BO-3fi8.B3/04/a9,  B30S0204I6 


—  8303110173    Safety    evaluation    supporting   Amend    49   to   License    HPF-6 

*  Office    of  Nuclear   Reactor   Rigulation,    Director,       B3/03/03      *H 
18434    332        24X  Fiche    50-3iB,  83/03/03,  S3O3I  10163 

—  S30911OI7&   Notice   of    Issuance   k   availability    of   Amend    43   to  Llctnu 

NPF-fr 

TRAMM6LL,  C,  H        Operating   Reactori    Branch   3        83/03/03        2pp 

19434    233        24X  Fiche    30-368,  B3/03/03,  83031  10J  63 

3303120304   Format  di  Amends   79  t,   46    to   Llcanies   DPR-31    t>  NPF-ip 
respectively',  safety    evaluation   &   notice    of    1  nuance   b 
availability    Amends    revise   Tech    Specs    to   require 
verification    of    leak    testing    of   purge   valves 

CLARK,  R    A         Operating   Reactors   Branch    3        8TOLZ,  J,  F.       Operating 
Bcdctors    Branch    4        83/08/03        ORlFFIN,  J        Artanias   Poutr   fc  Lijlit  Cs 
3pp         1B443    141         24X    Flche    30-313,83/03/03,6303120304 

—  B30512050i  Amends   79  fc   46    to   Licenses    DPR-31    &  NPF-6i  rtspae  t(  vely. 

reviling    Tech   Specs    to   require    verification    of    leak    rate 

teiting    at    purge   valvei 

STOLZ,  J   F         Operating   Reactors    Branch    4        CLARK,  R  A.       Operating 

Reactors    Branch   3        03/05/03        9pp         10443    144        24X 

Fiche    SQ-313,  03/03/03,  03031S0304 

—  8305120308    Safety    evaluation    lupporting    Amends   79  b   46    to   Ltctnii* 

OPR-31    fe  NPF-or  respectively 

*  Office    of   Nuclear   Reactor  R*gulation>    Director        B3/0-S/Q3       3fl 
19443    153        24  X  Flche   30-313,83/09/03,0303120304 


—  B3O51H05ta   Nc-tic*   of    tsuuanc"   !<   availability    of   Amend 
Llceniei    DPR-31    Ii  NPF-6r  respec  tl  vely 

TRAMMELL,  C,  N        Operating    Reactors    Branch    3        83/03/03 
18443    136,         24X    Flehe    30-313,  83/03/O3,  0303IS0304 


79  i  4*    t« 
Sop- 


Info   rt 


6309090333   FaruJards    responsei    to   NRC   830406  request    for   addl 
u«a   of  HADCAL    gair»na    thermometer    (ROT)    for    inadequate    core 
cooling    f  nsti-umentation   ROT   consists    of    sheathed 
thirmocoup  !*••  heater   rod,  core    tube    &   jacket    tube 

MARSHALL,  J.  R         Arkansas   Poiiier   &  Light   Co        S3/03/04        EJ6ENHUT.  Df 
DivUlan.   of   Licensing        8pp         10363:341        24X  Flche   3Q-313i  B3/OS/0*J 
B3O3090333. 

63O3  100351    Correct*    statement    in   830328   response    to   NRC    (U«ttion«    n 
precautions    taken    to   minimi  i*   personnel    exposure    to 
radiation    during    spent    Fuel    storage    expansion  Self-reading 
doelmeter«    will    da  morn    outside    diving    «ults>not    Inside 
MARSHALL.  J,  R         Arlran»a»   Pounr   &  Light   Co        03/03/04        aTDLZ.O  F 
Operating    Reactors   Branch   4        CLARK,  R   A,       Operating  Reactori    Branch 
3,        Ip         19379   OSS       24X   FIcle-  30-313,  83/05/04,  8303100331. 
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Q30SIBOO3O  Forward*   Amend    47   to   License   NPF-6,  CIA  &   notice    of    Issuance 
tt  negative    declaration  Amend    deletes    requirement*    for 
niftate    aserlal    surveillance   monitoring    b   bird    Impactlon    event 
•itudlei. 

LVHCHrd.  D         Operating    Reactors    Branch    3         03/03/03         QHIFFIN,  J 
Arkania*   Fouier   fc  Light   Co        4pp         1S497   203        24X 
Flchf9O-3bB,  83/03/03.  B3031B0030 

— B3051SQQ36  Amind   47   to   License   NPF-6,  de  1  et  Ing    Tech    Specs    for    remote 
»rl*l    surveillance   monitoring    fc  bird    impaction    event 
*tudl«s 

CLAAKj  H   A        Operating   Reactors    Branch    3        S3/09/03        7pp 
18497    807         24X   Flehe,  30-36S,  83/03/O3,  S30318003Q 

— 8305180041    EIA    supporting   Amend    47   to   License   NPF-6 

LYNCH.. O  D        Office   of  Nuclear   Reactor   Regulation,     Director 
83/03/03        3pp         18497  214        24 X   Flche    30-360,83/03/03-8303180030 

— 830918004?  Notice   of    issuance   t>  negative    declaration   re   Amend    47    to 
Licence    MPF-A 

TRAMMELLiC.  M.      Operating    Reactors   Branch    3        83/03/O3        Sfp 
184.97   317        S4X   Flche   30-368, B3/03/03,  83031B0030 


0      Inspection   reports,     IE  Bulletins   !.    correspondence 

0213060335    IE    Info  Notice  83-14*     " Deuatered   Spent    Ion  Exchange   Resin 
Susceptibility    to    Eiothermic    Chemical    Reaction    "    Qvc     list 
me  1 

TAYLOR.  J   M        Dlvliion    of   Bafeguards    &    Inspection  Program*    (Post 
B3O103)          83/03/21  Consolidated    Edison   Co      of    New    York.     Inc 

112pp          18308    319         34*   Fichu    SO-OOQ,  83/03/21 ,  B2120aQ3BS 

8304130143    Forwards     IE    Insp    Ropta     30-3(3/83-03   &    SO-3oB/B3-03   on 
8302O1-2B  &  notice    of    violation 

SEIDLE.  a    C         Region    4,     Office    of    Director         83/03/30         GRIFFIN.JM 
Arkansas    Power    d   Light   Co         2op          I  7903   234         24X 
Flche    90-313,63/03/30.8304150143 

— 8304130154    IE    Imp    Repti    30-313/83-03   i.    30-368/93-03    on    830201-23 
Nancompl  lance   noted    failure    to  ad  hare    to   requirement*    of 
refueling    shuffle    proied  ure,  use   of   unapproved    info    sources 
&  required    verification    signatures  missing 

CALLAN,  L   J    ,     CUMMINS, J   E    ,     JOHNSON.  W   D         Region    4,     Office    Of 
Director         B3/03/24         lOpp          17983   231         34X   FUhB    SO-313,  93/03/30, 
8304150143 


6305090659   Ovneric   Ltr   B3-20    to   all    operating    reactor    licensee*   S> 
holder*    of    CPi   re    integrated    scheduling    for    implementation 
of    plant   mod*.  Svc    lift    end. 

EIBENHUT.D.O        Olviilon    of   Licensing        83/03/09  Consolidated 

Edlian  Co      of  Neu  York-     Inc         16pp         1S627    193        24X 
FIch.*    M-000,  B3/09/09,  8303090637 

e301iaOB49   Notifies   of    unacceptani 1 ity    of    delag    of    proposed    T«ch   Specs 
r*    *nubb*r    *urvelllance    in    order    to    Include    AN3I    StdiANSI/ 
ASMS  OM4-19S2,     "Eiam  fc  Performance   Tasting    of   Nuclear   Poiuer 
Flint   D^namlci   Restraint*    (Snubbepa)    "    Bid    not   adopted 
STOLZiJ   F        Operating    Reactor*.    Branch    fl        CLARK.  R   A        Operatlno 
Rtactor*    Branch   3,       63/03/09        GRIFFIN,  J  M        Arkansas   Power   fc  Light 
Co,        2pp.        18506,024,        Z4X   Flehe    30-313,03/03/09,8303180849 

B3051706BE  Foruiards    Hit    of   current    unresolved    Issue*    for    radiological 
•fllucnt   Tech  Bpect   ramalnlng   «»   result   of  630632-31 
Atetlngi    Final    submlttal    requested   uithin   3O   dayi 
CLARK. R. A        Operating   Riaetora    Branch    3        BTOLI, J  F        Operating 
R«ictor«   Branch   4       B3/03/10       ORIFFIN.  J  «       Arkanias   Power  (.  Light 
Co        7pp,        1B4V7  001        24X   Flche    30-313,  B3/03/10, 83031704,22 

B3O323O12B  Farwards   9ER    supporting    licensee    compliance   iu/NUR£Q-0737> 
Item   II    832,     "Required   Plant    Mod*,"   &   design   review   of 
jlant    *hi*ldlng    renuiremenls    for   acces*    to   vital    aria* 
CLAHXrR   A.       Operating    Reactors    Branch   3        STQLZ,  J  F        Operating 
Raactora    Branch   4.       83/09/11.       ORIFFIN,  J,  M        Arkanias    Power   d  Light 
Co,       Bpp,       1B946.349.       24X  Flche    30-313,  B3/05/1 1,  B303230128 

— 830B230145   Safety    evaluation    supporting    licenses   compliance 
u /MURE 0-07374  Item    II.  fl.  2,     "Design  Review   of  Plant   Shielding 
Accei*    to   Vital    Area*    " 

*  aflic*    of   Nuclear   Reactor   Regulation.    Director        83/03/11        2pp 
18346.351.        B4X   Fich*:  30-313,  B3/03/1 1 ,  B3082301HB 

83031fl04i7   Forward*    13  revised    oversiie    drawings   Aperture    card*   are 
available!    in   PDR.  Drawing    transmit tal    list    encl 
BHIVELV,  C        Ark«na*t   Pouior    t  Light   Co        83/03/12  NRC    -  No 

D»taU«d    Affiliation   Olven.       Spp         1B482    129.       24X 
Flchi:  3O -36B.  63/03/12,  B3031S04i7 

B3O5230723   Forwards    "Arkansas   Nuclear    1    Steam  Electric    Station. Unit   a, 
Cvcl*    Thrae   Startup    R*pt, "    summer i ling    precrlt leal. low 
power    It    paw*r   escalation    testing    for    period    ending    B30104 
MARSHALL.  J,  R.       Arkan*a*   Power   fc  Light   Co        B3/03/12        CLARK,  R   A 
Operating   K.acton   Branch    3        lp         1S341    Oft,        24 X 
FlChe:3O-3fiB.  83/03/12,8303230723 

--0303230733    "Arkansa*   Nuclear    1    Btnam  Electric    Station, Unit   S. Cycle 
Thr»»   Btfti-tuo   Rept,  "    for    period    ending    830104 

*  Arkansas;   Pouter   t  Light   Co        WP-0676        B3/03/12        34pp 
IB3411  D?7         24X   Fichl.  30-368,  83/03/12,8303230723 

B3O524036O    Informs    that   responie    to  NUREO-0737-  Item    IJ    E    1    2, 
"Emerg«ncij    Faeduater   8g«   Automatic    Initiation   t>  Flow 
Indication,"    per  830411    request, ui  1 1    be    provided    bij    830614 
Change    dl-icuiMad   u/E  Tourigny 

MARSHALL.  J  R.       Arkan*a*   Power   fc  Light   Co.       83/03/17        CLARK,  R   A 
Operating   Reactor*   Branch    3,       lp         IB 374- 002        24X 
Flche;  M-369,  83/03/17,  B3033403&O 

S3O3270O69   Foruard*    lift    of    electrical    equipment    Important    to    igfetg    h 
nchedula    for    qualification    provisions    or    replacement    of 
remaining    equlpmtnt,  ptr    10CFR30   49.  Aging-related   malnt/ 
•urvelllanca   requirement*   will    b*    addressed    by   NHC   deadline 
HMIBKALLiJ  R.       Arkansa*   Power   t,  Light  Co.       83/03/20        8TOLZ,  J  F. 
ap*r«ting   Reactors    Branch   4        CLARKi H.  A        Operating    Reactors    Branch 
3         27pp.        IB63B   232.        24X   Fiche.  50-313.  B3/O5/2O,  B303270O63 


830310034B   Foruiard*    IE    Insp   Repts    30-313/B3-04  !<  50-363/83-04  on 
830314-15  &  notice    at    violation 

SEIDLE.H   C        Region   4.    Office    of   Director        83/04/14        -frfllFFIN.J  M 
Arkansas    Power   *  Lljht   Co        2pp         18379  019        24X 
Flche    50-313*03/04/14,8309100343 

— 8303100353  Notice    of   violation    from    insp    on  830314-1B 

«      R«aion   1.    Office    of   Dlrettor        03/04/14        2pp         18379  031        24X 
Flche     30-313,33/04/14, 83OS10O348 

— 8303100361     IE    Insp    ReptE    SO-3S3/B3-04    &    30-3iB/a3-04    t>n    B30314-1B 
Honcomp  1  lance   noted    failure    to   conduct   design   change   revieuis 
by    offalte    (engineering    group    t<   Failure    to   follow  procedure 
r>    fo-rms    used    in    closeout    of    design    change    package* 
JAUDOWi  J   P    ,     MURPHV.M   E    ,     JOHNSON, W   D         Region   4.     Office    of 
Director         83/O4/1S         lOpp  1 B379   023         24X   Flche    30-313,33/04/14, 

B30310034B 

8303040021     IE    Info  Notice   B3-S1.     "Defective   Emargencv   Use    Respirator    " 
Svc    list    and 

JORDAN,  E  L        Division    of  Emergency    Preparedness  &  Engineering 
Response    (Post   B301O3)        83/04/13  Consolidated   Edtsun  Co      of  Neu 

York,     Inc          !S6pp          18433    133          24 X    Flche    90-000,83/04/13,8303040051 

8303040023    IE    Info  Notice   83-22,     "DUI   Safety/Re  1 lef   Valvo    Failures    " 
Svc    1 1st    encl 

JORDANi  E   L        Division    of  Emergency    Preparedness  tt  Engineering 
Response     (Post   B301O3)         83/04/25  Consolidated    Edison   Co      of   New 

York,     Inc          112pp          1833309"?          24X    FUhe    30-OQO,  83/OH/22, 8303040023 

8303040023    IE    Info  Notice   83-23.     "Inoperable   Containment    Atmosphere 
Banting    SIJB    "    Svc    Hit   encl 

JORDANi  E   L        Division    of  Emergencg    Preparedness  Ic  Engineering 
Response    (Past   B301O3I        93/04/23  Consolidated   Edtvon  Co      of  Neu 

York,     Ine          119pp          183B1    291          B4X    Fielte    SO-OOOr  B3/O4/2B,  B303040023, 

B309030323  Acfc    receipt    of  330324    Itr    informing   NRC   of   steps    taken    to 
correct   violation*    noted    In    IE    Insp    Repti   50-313/B3-O1    ti 
30-368/aa-Ol 

8EIDLE.W  C        Region  4,    Office    of   Director        B3/04/S7         ffRIFFIN.J  M 
Arkansas    Pouor   &  Light   Co         lp.       1S2?7  044        24X 
Fiehe    30-313.83/04/27.830503032!) 

— 8303030331    Respond*    to   NHC    830H17    Ur    ra   violations   noted    In    IE    Insp 
Repts    SO-313/83-O1    tt   BO-36S/B3-01    Corrective   action!    revllail 
procedure    incorporating    three    sample    requirements    into  Step 
7  2  4   S<   provided    proper    training    For  applicable    personnel 
MARSHALL,  J  R        Arftamas   Power    &  Light   Co        B3/03/24         SEIDLE,  M  C 
Region    4,     CffUe    of    Director         3pp         18297,043         24X 
Flche    30-313,03/04/27.8303030323 

8303040026  IE    Info  Notice  83-24.     "Loose    Parts    In  Secondary    8id»   of 
Steam  Oencrators   at    PMRs    "    Bvc    list    encl 

JORDAN,  E   L        Divii ion    of  Energincy    Preparedness   (<  Engineering 
Response    (Post   830103)        B3/O4/8B  Consolidatid   Edlion  Co      of  Neu 

York,     Inc          113pp          1B382   O47         24X    Fiche    SO-OOO,  B3/O4/2B,  8303040026 

8303040027  IE    Info  Notice   B3-29,     "Standoij    Qas   Treatment    Sys   Heater  High 
Temp   Trip    Setpolnt    Ad juitment.  "    Svc    list   encl 

JORDAN,  E   L        Division    of  Emergency    Preparedness  k  Engineering 
Response    (Post   B3O103)        83/O4/28  Consolidated   Edlmn  Ca      of  Neui 

York,     Inc         UBpp         18382    165        24X  Flche    SO-OOO,  83/04/23, 8303040027 

B30S020436   Foruardf    IE    Imp    Rept    50-313/83-06   on  S3030I-31    &  notice   of 
violation, 

KELLY.J  A        Region    4.    Office    of    Director        B3/04/2B  Heoion  4, 

Offlca    Of    Director          lp          182B4    031          24X   Flchr    30-313,83/04/38, 
8303020436 


270 


DOCKETED  ITEMS 


—  0305030443   Formal-He     IE     Insp    Rept*     30-313X83-06   fc    SO-34.S/B3-O&    on 
83O3O1-31    t.    notice    a*    violation    Notice     of    violation 
withheld     fret    1OCFR2    7901 
5EIDLE,W   C         Region    4,     Office    Of    Director          83/O<1/lB         ORIFFIN.J   M 

Arkansas    Power    &    Light    Co          3ft          165*84    O33         24t 
FUfie    30-313.83/04/28.3303020434 

83D3Q4OO2a    IE    Info    Notice    B3-24.      "Failure    of    Safety/Relief   Valva 
Discharge    Line    Vacuum   Breakers    "    Svc    list    oncl 
JORDAN.  E   L        Division    of    Emargoncy    Preparedness   &  Engineering 
Response     (Post    93O1O3)          83/O5/Q3  Consolidated    Edison    Co       of   Heu 

Yorlf,      Inc          122p.p  !  B41  1     17O         24X    Fiche    30-000,83/03/03,8303040028 

8303040030    IE    Info   Notice   03-27.     "Operational    Response    to  Events 
Concerning    Deliberate    Acts    Directed    Against    Plant 
Equipment    "    Svc     list    »nc  1 

JOHUAM,  E  L        Division   of    Emergency   Preparedness    fc  Engineering 
Response     [Post    63OID3!          B3/O5/O4  Coninl  (dated    Edlaon    Co       of   NBU 

Vork,      Inc          UEop  1B3S2   232         24  X    Flche    5O-QOD,  B3/G5/04,  8303040030 

S3Q304Q031    IE    Info    Notice   93-33,     "Criteria    fop   Protective   Action 
Recommendations    fur    General    Emergencies    "    Svc    list    one  1 
JORDAN,  E   L         Division    of    Emergency    Preparedness    tc   Engineering 
Response     (Post    3301  03  1          B3/O3/O-4  Consolidated    Edison   Co       of   Neu 

fart.,     Inc          119pp          18441    001          24X    Fiche    50-OCO,  B3/O3/04,  3303040031 


B303040033    IE    Info   Notice    03-29,     "Fuel    Dinfllnp    Caused    bu    Fuel    Rac* 
DeJor-matian    "   Svc    list    end 

JORDAN'S.   L         Division    at    En-Brjene  y    Preparedness   &    Engineering 
Respmnie    (Post    B301O3)          B3/O3/OA  Consolidated    Edison   Co       of   New 

York.      Inc          1  13pp          IBS23   2-lfl         B4X    Fichu    5Q-OOO.  63/03/06,  B303040033 

8305120445  Ac  I    receipt    of    8304Oi    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in     IE    In»p    Reptft    SO-313/B2-3A   J. 
30-366/32-37 

BEIDLE.W   C         Rejinn    4r     Office    af    Director          O3/03/0&         GRIFFIN,  J   H 
Arkansas    Power    !.  Light   Cn        2pp          18431    073        24X 
Fielia    30-313.a3/O3/0i,  B3O3130445 


Ack    receipt    of   B303O3   Itr    Informing    NRC    of    step*    taktn  to 
correct   violations   noted    in    IE    Insp   Repts    30-313/B3-03   d 
3O-36B/B3-O3    Addl    info   re    order/snn,uence   &   temporary 
placement    of    fuel    assemblies    requested 

SEJDLE,  H   C          Region    4,     Office    of    Director         B3/OS/19         aRIFFINjJH 
Ark^nias   Power   &  Light   Co        Spp         1B34?    129        24X 
Flche    30-313,  63/09/19.  8303240049 

B305240054    Responds    to   NRC   B30330    Itr    re    violations    not»d    In    IS  Inlf 
Repts    M-3J3/B3-03   t,    SO-36Q/B3-03    Corrective    actions- 
Pmc-edure    1000  36.     "Control    of   Miscellaneous    Info    SoorcBii" 
revlaiueif    w/personne  1    by    ilept    heads    to    establish    tc-mpll*nc* 
MARSKALL.J   H         Arkansas    Power    (,    Light    Co         Q3/03/02         BE  I  OLE,  H  C 
Region    4,     Office    of    Director         6PP          1B949    127         Z4X 
Ficha    50-313,83/03/19,0303310049 


B3033101?4   AcK    receipt    of   830513    Itr    informing    NRC   of    step 
correct   violations    noted    in    IE    Imp    Repts    SO-313/B3-O4  & 
- 


s    taken   «• 


C         Region   4,    Office    of    Director 
Arkansas   Pouier   (<  Light    Co         Ip         1B69B    192 
Flche    30-313,  S3/O9/S3,  B30S310194 


B3/09/23 
24X 


0«IFFIN,JH 


—  B303310199   RBspondu    to   NRC   S30414    Itr   re   violation*    noted    In    IE  Imp 
Repti     SO-313/B3-Ofl   t,    50-36B/83-Q4    Corrective    actions   R»V    5 
to  0>\    topical    rept,  reflecting    design  activity    chongn,  uil  1  1 
be   submlttBd    for   approval    by   Q3Q&10 

MARSHALL,  J  R        Arkansas   Pauor   &  Light   Co        B3/03/12        SEIOLE.I^C 
Region    4,      Office    Of    Director         3pp          18639    133         24X 
Flche     30-313,  B3/03/23,  B305310194 

6303040016    IE     Info   Notice    B3-33,     "NonrepresBntative    Samp  Una    at 
Contaminated    Oil    "    pvc    list    encl 

JDRDANrE  L         Division   of   Emerosncy   Preparedness    fc  Eng  innpinfl 
Response    (Post   S30103)         93/05/36  Consolidated    Edlic-n   Co      of  Vu 

Yor*,    Inc          114pp         18647   007        B4X   Flche    30-000,  03/0372*'  B3O304001i 

Ft.    Periodic    operating   reports   &   related    correspondence 


— 6303120^51    Responds    to  NRC    B30309    Itr    re    violations    noted    In    IE    Imp 
Repts     5O-313/32-3£    &    SO-36B/ea-37    Corrective    actions    Form 
1AO9  OfOA  re    calculation    "P   max    permissiale    concentration 
revised    to   r«qutr«    health    physics    supervl sor    signature 
MARSHALL, J   R         ArKansas    Foyor    If   Light    Co         83/04/06         SE1DLE,  M   C 
Region    4,     Office    of    Director          Ipp          18431    074         24>r 
Fiche    30-313.  B3/03/Oi,  8309130443 


B303200373  Submits    third    monthly    status    rept   re    ragulatori/    reipons* 
&   cQnimitment    control    prograin    Info    consists    of    progress   nude 
in   areas    of    verification   of    implementation   of    commitment* 
since   79O1O1    &    procedure   rev    tracking 
MARSHALL,  J    R         Arkansas    Pouer   &  Light   Co        B3/04/I4 
Region    4,     Office    of    Director         3pp          10514.371         S4X 
FiChB    30-3A3,  83/04/14,8303200373 


8303230337    Forwards     IE     Insp    Repts    50-313/83-&7    &    50-3*8/83-07    on 
B3O418-22  Ho   noncampi lance    noted 

SEIDLEiW   C         Region    4,     Office    of    Director         83/D3/06         ORIFFIN.J   M 
Arkansas    Fout-r    &    Light    Co         2pp          IB33B    S3A         SAX 
Fiche    30-313, B3/03/O6.  8303230337 

— 8303330348    IE    Insp    Repta    50-313/B3-O7   &   30-368/83-07    on    B30418-32  No 
noneoup  1 1  atice   noted    Major    areas    inspected    test   &    eiperiment 
!«  procurement   programs    &   rec eip ti storage   &    handling    of 
equipment    &   matls    program 

JAUDOW,  J   P    ,     JOHNSON,  W   D         Region    4.     Ofl=iCB    of    Director         63/D3/03 
6pp          1B30S   238         34X    Flche    3O-313. B3/05/0&. 8303230337 

B303O40034    IE    InFo   Notice   a3-3O,     "Mi aapp J icaftion    of   Generic   Emergency 
Operating    Procedure i    CEOP )    Guidelines    "    Svc    list   encl 
JDRDAN.E   L        Division    at    Emergency   Preparedness    &  Engineering 
Response    (Post    S301O3)         B3/O3/11  Consolidated   Edison   Co      of   New 

York,      Inc          114pp          18934    003         24X    FtcfiB    30-000,33/09/11,8303040034 

S30S30O313    Ack    receipt    of    B3O437    Itr     inPormlng    NRC    of    seeps    taken     to 
correct   violations    noted    in    IE    Insp   Septs    3O-313/83-02  fi, 
30-368/83-03 

SEIDLE,U    C         Reoion    4,     Q*l>lee    of    Director         83/-03/I3         ORIFFIN,  J   M 
Art^nsas    Pauer    b   Light    Co         Spp,        16517   OS6         24X 
Piche     30-313,83/03/13.  B303H003J3 

— 8309300319    Responds     to    NRC    030329    Itr    re    violations    noted    in    IE     Insp 
Repts    30-313/83-03   &.    50-3&8/S3-02   Corrective    actions 
administrative    controls    imple-monted    to   provide    adequate 
procedural    control*    re    aaf ety-re-lated    squlpirent 

MARSHALL,  J   R         Arkansas    Pouiar    *    Llgnt    Co         83,04/37         SEIDLE.W    C 
Reginn    4.    Office    of    Director         4pp         IB317   O38        24X 
Fiche    50-313.B3/03/I3, B303300313 

S3O3040O'10    IE    Info   Notice    B3-31,     llError    i  r.   ADLPFPE  Computer  Program  " 
Svc    lilt    encl 

JOHDAHr E  L        Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post   6301O35         83/03/19  Consolidated    Ellison  Co      o»    Neu 

Yord,     Inc         Hipp         IB697  009        24JC    Flche    3O-OOO.  63/05/ 19,  B303O40040 


S      Reportaible    occurrences,    LERs   &  related    correspondence 

9305200145  Forwards   MPDES   noncomp 1  lance    rept,  per   Parmlt    AROOOJ392 
MARSHALL,  J   R          Arkansas    Pouar    (,   Light    Co         83/04/04.        COLLINS,  J   T 
Region   4,     Office    of   Director         Ip         1851i    109        34X 
Fiche   30-313,03/04/04,8303200445 

— 8305200431    NPDES  noncomp  1  lance    rept    on   830333,  d i scoverid    ofl    ir  griiir 
concentrations    from  Outfall    003   exceeded    Permit  AROOO1392 
Units    Caused    by    startup    activities    on   Unit    1    Rev   of 
operating    procedures    being    considered    to   prevent   recurrence 
CAVANAUQH.W         Arkansas    Pouer    t,    Light    Co         B3/O3/30         HH1TTINOTON.  D 

Region    4.     Office    of   Director        3pp         18916    110        24X 
Ficha    30-313.  B3/04/Q4,  8309300143 

0305B3O573  Foruards    engineering    evaluation   rept,     "Cracks    k  U»*ks    In 
Small    Diameter    Piping    " 

BRGMN.E   J        Re-actor   Operations    Analysis    Branch,       83/04/19, 
SEYFRIT.K   V         Reactor   Operations   Analysis    Branch         Ip         18341:34! 
24X   Fiche    3O-OOO,  B3/04/19,  B30323O373 

— a30SS30£ii<?    "Cracks   &  Leaks    in   Small    Dlamoter   Piping,"    enuineerirfl 
evaluation    rept  Small    pipe    leaks   associated    u/unantlc 1 pat*d 
vibration    problems    require   addl    supports    or   rerouting   «f 
piping 

BRDWN,  E  J        Reactor   Operations   Analysis    Branch        83/04/19        9pp 
18341    3fl3          34X   Fiche    50-000-83/04/19,8303230373, 

B3O3240340  NPDES    noncon-p  1  iance   notification    on  830113,  routine    analyiLi 
revealed    average    oil   ti    greasl    concentration   of   25  mg/1    & 
pollutant    load    of  27  9    Ib    per    day   Caused    by    bearing    failure 
on    turbine    Bearing    repaired   U/B30426    Itr 

ORIFFINr  J   ,     MARSHALL,  J  R        Arkansas   Poiuar   d  Light   Co         B3/O4/2O 
COLLIN3,  J  T         Region   4.    Office    of   Director        WHITTINOTDN,  D 
Environmental    Protection   Agency        3pp         1B6B9  074        H4X 
Fiche    SO-313, 03/04/20, B303260260 


S3O303O373   Forwards    LER    B3-014/O1T-0 

MARSHALL,  J  R  Arkansas  Pouier  (.  Light  Co  83/04/39 
Reaion  4,  Office  of  Director.  Ip  1B276  309  24X 
Flch*:  90~3£>8,  S3/04/33,  B303020373 
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—  B3D30a037B    LER    83-014/01T-0    on    83041 1 ,  response    times    of    tuio    F1C5 
resistance    temp    detectors    pound    badly    degraded   Caused    by 
degradation  of    couplant    (Never-Sear)    used    In   mating 
resistance    temp    detectors    into    thermouiel  Is 

ROOERSjF         Arkansas    Pouer    *c   Light    Cn         H3/O4/25  Region    4, 

Office    af    Director         2pp          1B276    310         SIX    Ficho    50-368,83/04/23, 
9303020373 

8303300490  NPDES    noncomp 1  lance    notification    on   B3O413, samp le    from 
Outfall   OOS.nlly   uater    separator, revea led    average    oil    f. 
grtin   concentration    of   S3  mg/1    &   pollutant    load    at    27  9 
Ibi    par   day   Caused    by    bearing    failure    on   Unit    1    turbine 
HAKSHALL.J    R         Arkansas    Poiuer    b   Light    Co         B3/O4/26         CuLLINS.J   T 
R»jlon   4.     Office    of    Director         3pp          18314    036         24X 
Flchi   30-313,  83/04/26,8303200490 

83O5260249  Telecopy   LER   B3-030/01T-0   on   03051"?.  fire    uatch    posted    in 
WT-QTIB    location    for    period    exceeding    Tech   Spec    limit    Further 
d*t4ll*  mill    be    provided 

LEVINE.J.H        Arkansas   Pouer   1  Light    Co        83/05/19        COLLINS,  J 
Region   1,     Office    of    Director          lp          18626   323         34 X 
FKhe   30-348,83/03/19,  S30326OS49 


83O320O35A    Forward*    IE    Safeguards     Inap    Repts    SO-369/B3-1B   !< 
50-370/B3-2S    on    S3O41B-22   No    noncamp 1  lane e    nnted 
DANCE, H  -C        Division   of   Project   !.  Resident   Programs        83/03/17 
TUCKER.  M    B         Dute   Poiuer    CD          2pp          19514    266         34X 
FlChe    50-369.  H3/03/17.B305200'356 

—8303200363    IE    Safaguards    Inap     Ropts    SO-36V/B3-1B    !<   SQ-370/B3-23    on 
030419-22   No    noncomp 1  lance    noted    Major    area!    Inspected    site 
ori  enteti  nn.  review  of    security    organ  i  tat  ion   t,   security 
program   audit    Details    withheld     (ref    IOCFH73   21) 

TILUHAN,  A    ,     URVC.  B         Regton    3,     Office    of    Director         MCGU1RE, D   R 
Division    of    Emergency    Preparedness    !.   Materials    Safety         83/05/17 
lp         18314    368         24X    Fiche    50-369,63/03/17,8303200356 

63QS35Q27S    For wards    Rev   7    to    spent    fuel     transportation    plan    Rev 
uithheld     (ref     IOCFR73ai) 

TUCKER, K   0        Duke   Power   Co         B3/O3/18        DENTON,  H  ft        Office   of 
Nuclear    Reactor  Regulation,     Director        lp         18393  362        24X 
p-lthe    30-369,83/03/18.83052302-78 


J      Insurance    !<    indemnity    information 


DOCKET   30-349  WILLIAM  B      MCGUIR6  NUCLEAR    STATION,     UNIT    1 
F,     Becurityi    niBdicalr    emergency    &    fire    protection    plans 

&30304O5S4  Helenas    public   verilnn    of   rev    to    emergency    plan 
loplt-ntnting   procedures 

FELTOMrJ,  M        Division    of  Rules    and    Records        83/04/26  Document 

««n«g«m«nt    Branch         lp         18336    139        24X   FUhe    50-36-9,  83/04 /2i, 
8309040384 

— 93QSQ40397  Fnpuards  public  version  of  revised  emergency  plan 
f AplemBnting  proc eduresi inc lud Ing  Procedures  RP/O/A/3700/01 
T»  notification  of  unusual  event,  RP/O/A/9700/02  re  alert  & 
RP/0/A/S70D/04  re  general  emergency 

Tt/CKER.H  D  Dull*  Power  Co  83/03/01  0ENTDN,  H  H  Office  of 
Nucl*ar  Reactor  Regulation,  Director  ADEN8AM, E  O  Licensing 
Branch  4  2pp  !S33i  140  24X  Fiche  30-369, 03/04/26,  B3030403S4 

— B305040406  Public    version   of    revised    emergency    plan    implementing 
proceif urea,  includlns   Procedures   RP/D/A/3700/01    re 
notification    of    unusual    event,  RP/O /A/ 3700/02   re    alert    t" 
RP /O/A/37OQ-/O4   r«   general    eniBrgency 

QLOVfR.rl  B  Dtihe  Pouar  Co  83/02/24  77pp  18336  142  H1X 
Ficiii  30-349,  B3/04/26,  8303O403B4 

Q3O3O5O13*  Forward*   R«v    13   to    security    plan. Including    Implementation 
of   Unit   2  vital    accei*,safe    shutdown    facility    b    deletion    of 
(nt*rln  vital    areas   Rev  ulthheld    (ref    IOCFR73  21) 
TUCKER, H  a        Duk«   Power   Co        B3/04/26        O'REILLY, J   P        Region   2. 
Office    op   Director         lp,       18342  239        24X   Fiche    30-369,03/04/26, 
B303030133 

B3031&O2B3  Rglejig*   public    version    of    revised    emergency    plan 
Implementing    procedural 

FELTDN.J  M        Division    of   Rules   and   Records        83/05/02  Document 

Minag«m*nt  Branch         lp         18472  079        34X  Fiche    50-369,83/03/03, 
8309160233 


B303B60S61     Forwards    Endnrsaments    33   !-    36    to    MAELU   Policy   MF-61    b 
Endorsement   72    to   NELIA  Polity    NF-iBH   for    Oconee  Nuclear 
Station    &   Endorsements    S3   t.    2O    to   NELIA    Policy    NF-24B   «. 
MAELU  Policy   MF-101, respect! ve ly, for  McQuire 

LAUSON.L    T         Duke    Pouer    Co         E3/05/30         SALTZMAN,  J        Office    of 
Resource    Management.     Director         19pp        10626   130        24X 
Fiche    30-000,  S3/03/SO,  83053602-61 

P      Operating    11-cense    stage   documents   i  corroepondence 

B30330037O   Notification   of   030327  meeting    u/u U 1    in    Betheida.MD    to 
discuss    equipment    qualification 

BIFIKELrR    A         Licensing    Branch    4         83/03/32         ADEN3AM,  E   0         Licensing 
Branch    4         3pp          17734    286         24X    Flcho    SO-3A?,  83/03/22,  830330O37O 

8305030383   Forwards    proprietary    Si  nonpropr  i  etary    versions    of  attachment 
to   83031 4    Itr    re   Tech    Spec    change    to   reduce    measurement 
uncertainty    for   RCB    flom  rate    Proprietary    version   withheld 
fref    10CFR2   79O) 

TUCKER,  H    Q         Duke    Foyer   Co         03/04/96         DENTON,  H   II         Office    of 
Nuclear   Heactor  Regulation,     Director        ADENSAM,  E  0        Licensing    Branch 
4         aBpp          18337    361         24X   Fiche    50-369,  B3/D4/36,  8303050283 

— 93Q9DSOaaB  Application    for  withholding    proprietary    info   re  Mes tinghouse 
reactor    protection    gys/ESF   actuation    sys    Eetpolnt 
methodology     <rflf    1 OCFR3   71Q1 
WIESEMANN,R    A         He  stlnghouse    Electric    Corp         33/04/01         DENTON,  H   fl 

Office   of   Nuclear    Reactor    Regulation,     ftirector        ADEN9AM,  E  G 
Licensing    Branch    4         Bpp          18337   239         SIX    Fiche    50-36^,33/04/26. 
B305Q50S83 

B30S060224    Application    For   amend    to   License    NPF-9  revising   821153 
application   re    reduced   measurement    uncertainty    for  RCS 
flam   rate   Amend    should   also    be    applied    to    Unit   2  Tech   Specs 
uilthheld     (ref    IOCFR2   7-70)   Clas-s    I    amend    fee    end 
TUCKER.  H    D        Duke   Power  Co        83/04/27        DENTON.H  R        Office   of 
Nuclear   Reactor  Regulation.    Director        ADENSAM,  £  Q       Licensing    Branch 
4         3pp          10343   024         34X   Fiche    30-369.  B3/Q4/27,  B30S060324 


-B3051402B5  Foruards    public    version   of   revised    emergency    plan 
Implementing    procedures, including   Procedures    RP/0/A/3700/OI 
re   notification    of   unusual    event,  RP/O/A/3700/03  re   alert   & 
RP/0/A/9700/O3  re    ilfce   area    emergency 

TUCKER,  H  B,  Duke  Pouer  Co  83/02/23  DENTON, H  R  Office  of 
Nuclear  Reactor  Regulation,  Director  ADEN 5 AM. E  0  Licensing 
Branch  4  Spp  18472' 080  24X  Fiche  30-369.  B3/O3/O2, 8303160283 


8303040413    Forward*   addl    jnfo    re   monitoring    ^    testing    program  for    steam 
generators    concerning    preheater   mod    Installation   of  mod    on 
Unit   3  currently    scheduled    to    begin    in  raid-June   Date 
tentative    depending    on  West inghouBe    schedule 

TUCKER, H    D         Duke    Pouer   Co         B3/04/EB         DENTON.H   R         Office    of 
Nuclear   Reactor-  Regulation,    Director        ADENSAM:  E  Q       Licensing    Branch 
4         3pp          !B3t3   S31?         34X   Fiche    30-369,83/04/28,3303060413 


-93Q 31 402-8 &  Public    version   of   revised    emergency    plan    Implementing 
procedures, including    Procedures   RP/0/A/S70O/O1    re 
notification    of   unusual    event, RP/O/A/37OO/O2   re    alert   & 
HP/0/A/370oy03  re    site   area    emergency 

LEONARD,  J  R.  ,    MCCONNELL,  T        Duke   Power   Co        83/03/04         139pp 
10472.092        24X  Fiche-  50-367.  33/03/02,  83O316O2S3 


8305030455   Generic    Ltr    83-19   to    all    pouor   reactor   !•   testing    licensees 
re   new  procedures    for   providing    public    notice   concerning 
Issuance    af   amend*    to  OLs  Svc    list   end 

EISENHUT.  D  Q        Division   of  Licensing        83/O3/03  Consol  i  Hated 

Edison   Co       of    New   Vork,     Inc          30pp         13441     120         24X 
Flehe    30-000,  S3/03/O2,  8303020435 


B30513O193  Ad  visit    of    plan    to    uie    public    address    sys    for    local    fire 
*l*rmt    In   reactor   bldg, Plan   meets    intent    of   NFPA   72D-1773   as 
re-omitted    in   Section   E    Ha)    of    fire    protection   review   plan 
HRC    approval    requested    by   830701 

TUCKER, H  B         Duke   Pouer  Co        B3/OS/06        DENTON.H  R        Office    of 
Nucli-ar  Reactor    Regulation,     Director        ADENSAM.  E  0        Licensing    Branch 
4.         Bpp          1843?' 33B,        24X   Fiche    30-369i  83/08/06,  8303130193 


B3QS10O393   Requests    that    830418    proposed    amend     to    Tech    Specs    to    revise 
sctpolnt    for   upper   head    injection  accumulator   automatic 
isolation    be    changed    to    incorporate    revised    setpoint 
ca  Iculation 

TUCKER,  H    D         Dufce    Poiuer   Co         33/03/04         DENTON,  H   Fl         Office    nf 
Nuclear  Reactor  Regulation,    Director        ADEM9AM, E  0       Licensing    Branch 
4,        2pp          1B377   323         24X   Fiche    30-369,  B3/O3/04,  B3O3 100393 


B3D911OQ34  Oinoric    Ltr   83-21    to   all    licensees    of    operating    reactors, 
•  pp-llcants    For  OLs   h   holders    of   CPt   re    clarification    of 
•cce**    to    control    procedures    for    law   enforcement   visits 
Svc    Hit   *ntl 

•ElBENHUTiD   0,       Division    of   Licensing        83/O3/11  Consolidated 

E-dllon  Co.     op   Nell  York,     Inc         16pp         1B340   093        24X 
Ft C h  e , 30-000,  83/09/1 1 , 830911 0034 


— S305100390  Revised    proposed    Tech   Specs    changing   upper    head    injection 
accumulator    automatic    isolation   setpoint-s    to    incorporate 
revised    setpoint    calculation 

•      Dute    Pouer    Co         B3/O3/O4          lp          18377    323         SIX 
Fiche    30-367,  B3/OK/04,  8309100383, 
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B3051QOQ07  Requests    approval    of    revised    test   method   E<    acceptance 
criteria    for    dynamic    rod    drop    teat    Reply    requested    fi  ij 
03O51I,  scheduled    date    of     test 

TUCKER.H    B          Duke    Pouier    Co          63/05/0-5         DENTON,  H   R         Off  lei    of 
Nuclear    Reactor    Regulation.     Director         ADENSAM,  £   S        Licensing   Branch 
4         2pp          1B377   257         24X    Fichs     5Q~:369,  83/03/03,  33O3100007 

3305100347    Farm-trill    drftjl     justl  fita  clan    supporting    adequacy    nf     test    of 
electrical    load    to    satisfy    License   Condition   2  C    U 
WCAP-S721p     "Setpoint    Study.  Dule    Pomer  ,  Ul  11  iam   B    ricttuire 
Nuclear   Plant.  Units    1    S.  3    "    Rapt    withheld    (ref    1GCFRS  79OJ 
TUCKER,  M    D         Duke    Power    Co          B3/05/Q5         DENTON,  H   K         Office    of 
Wuclear   (ieactor    Regulation.     Director        ADENSAHi  E  <J        Licensing   Branch 
4         2pp          1B37B    329         S4X    Fiche    30-369,  83/05/05.  8309100347 

830516OQ33  Forwards    Amend   21    to   Lit  ante   HPF-f,  safety    evaluation   & 
notice    of    issuance   &   availability    Amend    adds    condition   far 
verifying    acceptability    pf    Model    l>3    steam    generator    mods 
ADENSAM,E   G         Licensing    Branch    4         B3/05/O3         TUCKER,  H   B          Duke   Power 
Co         3pp          1B499    3O7         34X   Fiche    50-369.  83/09/05,  6303180033 

—  Q305180038  Amend    21    to  License    NPF-9,  adding    condition    for    verifglns 

aci  ap  tabi  1  1  ty    of    Model    D2   steam    generator    design  mads 

EIEENHUT.D    o         Division    Of    Licensing          B3/03/03         4pp          IB499   3O<7 

SflX   .Flche    50-367,  B3/OS/Q5.  B3O3IB0033 

—  8303160066  Safety    evaluation    supporting    Amend   21    to   License   NPF-9 

»      Office   of    Nuclear   B*  at  tor    Regulation,     Director        B3/Q5/O3 
13pp          1B49?   313         24X    Fichc    3Q-36?,  B3/O3/Q9j  8305180053 

—  B309IB0072  Notice    of    Issuance   &    availability    of   Amend    SI    to   License 

WPF-7 

ADENSAM.  E   G         Licensing    Branch    4         93/Q5/O5         3pp          \BW!    326         24JC 

Flche    SO-3&?,  B3/QS/03,  S303IB0033 

fl  3050^0659  Generic    Ltr  S3-2O    to   all    operating    reactor    licensees    !i 
holder*    of   CPs    re-    integrated    scheduling    Far    Implementation 
of    plant   morfs   Svc    Hit    end 

efSENWJT.  D    0         Division    of    Llcanslng          93/09/09  Consolidated 

Edison    CD       ftp   Neu   Yori.     Inc.        I6pp          16627     193         S4X 
Flch*    30-000,  B3/03/09.B30S07G639 

0305170733   Responds     to    B303M    renuest     for    relief     from    ASKE   Code    Section 
XI    requir«ment»    re    performing    hydrostatic    testa    after    mods 
by    melding    on    botJi    unlti    aiiSDciateil    u/steam   generator    0 
Approach    accepCable 
NOVAK,  T   M         Ai*l»tant    Director    For    Licensing         B3/03/O9         TUCHER.H    B 

Duke    Pouier    Co         4pp.          13W&    IBb         24X   Flche    3-0-3&9.  63/OS/O9, 
B3  OS  I  707  S3 

—  B3  03  1707  36   SER    supporting    B30311     request     for    relief    from   AS  ME   Code 

Section  XI  requirements  rfl  performing  hydrostatic  tests 
after  mods  by  welding  on  both  units  associated  ui/stcam 
generator  D 

*       Division    of    Licensing          B3/03/0?         3pp          3B4-76    1^0         S4K 
Flche   50-3i9-  B3/05/09.  B305I707S3 

--B305170730   Notice    of    granting    of    relief    Prom  certain   r  equtrcntenti    of 
ABME  Code    Section    XI    Inservlce    tasting    requirements. 

ADENBAM.E   G         1.  lean*  Ing    Branch    4         B3/03/10         Spp  1S49A     193         24X 

Fiche    30-31,9,03/05/09.0303170723 

B30517OS77   ForuariJs    response    to    open    i  tami    Identified    In   Franklin 
Research   Ctr    technical    evaluation   -rept    re    environ 
qual  Iflcaiion   of    electrical    eiutpmaiit 

TUCKER,  H   11         Duke    Power    Co         B3/O5/1I          DEN  TDM,  H   R         Office    of 
Nuelaai-   Reactor   Regulation,     Director        ADENSAKi  E  G        Licensing    Branch 


2?7         24X   Flche 


,  S3/O3/1  1  ,  83051  70377 


830MB0791    Reque»Ei    addl    Class     1     ree    for    S3  03  11     application    for    relief 
from  ASME  Code    Suction   XI    requirements    Requirements 
iftprac  tl  cal 

DIOOS.R    M         Llcinsi    Fee   Kanagemenb    Branch.        B3/O9/1I          TUCKER.  H   B 
Duke    Pouter    Co          lp          t8S03    345         34X   Flche    30-369,83/03/11, 
B3031B0771 

B30S20043B   Forward  a   Rev    1    to    "Offsite   Dosa    Calculation   Manual     " 
TUCKEfi.H    0         DuLe    Power   Co         B3/Q3/17         DeNTOH.H   *         Office    nf 
Nuclear   Reactor    Regulation,     Director         ADENSAM.  E  C        Licencing    Branch 
4          Ip,        18517*134         24X   Fiche    3O-369.  S3/05/I7,  03O530043B 

—  3305300440  Rev    1    to    "Dffsit*    Dose    Calculation    Manual    " 

BIRCH.  M    L    .     MCIMrdSHiM   D    ,     STEUARTi  J   M         Cuke   Power    Co         53/04/15 
Qpp         18517    123        24X   Flche    30-36?,  B3/Q9/17.  B30S200438 

S303S40097    Informs    that   Llcente    Condition   S    C    (ll)g    on   WUREO-0737, 
Item    II   K  3    10,     "Antic  Ipatorij    Rsactfrr    Trip."    satisfied 
Safatu    evalujitlon    »ncl. 

NOVAK,  T  M        Assistant   Director    For   Licensing         83/03/17        TUCKER,  H  B 
Dud.    Power    Co         6pp.          18394     123         24X    Flche    3O-369,  B3/O  J/17, 


B3O3B30267   Approves   util    030303   requested    changes    to    dynamic    rod  trtf 
teit    purpose,  me  thod   1<   acceptance    criteria  Change    alters    tt*t 
to   record    data    on   dynamic    reactor   responiB    to    simultaneous 
drop    of    two    rods    Into    core 
NOVAK,  T   M        Aisiatant    Director    for    Licensing        83/03/17.       TUCKER. H  I 

Duke  Pnmer    Co        3pp         18373  333        24X   Fiche    30-369,83/05/17, 
B303230247 

B30525023J    Clarlfiel    commitment    to   modify    automatic    stvunt    trip    dnlfn 
per  Salem   Tast    Force    generic    study    Implementation    schedule 
for    independent    fusing    scheme    for    breaker   closing    circuit  I    *t 
auiiliary    relays   will    be    submitted 

TUCKER,  H    D         Dute    PQUJur    Co         93/05/20         DEN  TON,  H   R         DffiCI    Df 
Mucltar   Reactor  nugulafcion,    Director        ADEN9AM,  E  0        Licensing   Briiiti 
4         ip          1QS92    361         21X   Fiche    30-369, 83/03/2O,  B3OS2502B1 

B303230387    Informs    of    control    scheme    reevaluation    for    hydrooin 
mitigation    SUE   Switches   alloying   manual    actuation    uilll    b* 
added    during    first    refueling    shutdoun 

TUCKER, H   D        Dute   Power   Co        B3/OS/30        DENTONi  H  It        Dfflc*   «f 
Kucltar   Reactor  Emulation,    Director        ADEN9AM.  E  0        Licensing  firing 
4         lp          18372   073         H4X   Flche    30-369i  B3/O3/HO,  3303230237 

Q30323044?  Advises    that    Info    submitted   S3 0223  t>   0919   r«    environ 
qualification    of    electric    equipment    in   Unit   3  applies 
•  quillV    to  Unit    1 

TUCKER- H    B         Dute   Power    Co         63/05/20         DENTON, H   R         Office    of 
Nuclear   Reactor    Regulation,     Director        ADENSAH.E  Q        C-lceniinn  Brjiei 
4         Ip          1BS8B   093         24X    Fiche    30-3i7.  B3/09/20, 830925044X. 

0      Inspection   reports.     IE  Dulletins    b   correspondence 

9212060383    IE    Info  Notice   83-14,     "Deuatered   Spent    Ion    Eichange   ftnin 
Susceptiollltij    to  Eiotherinlc   Chemical    Reaction,"   SVc    li*t 
e-ncl 

TAYLOR.  J  M        Division   of   Safeguards   b    Inspection  Programs    IPmt 
830103)         83/03/31  Consolidated    Edison  Co      of   N»u  Vor*.     Inc 

HHpp         18308  319        24X   Fiche    30-000,  EJ3/03/21,  B2120AO3S3 

8309270146   Forwards    IE    Insp    Repts    30-369/83-14  t"   30-370/B3-21    on 
03Q3O7-1O  No    noncompl lance    noted 

DANCE,  H  C        Division   of   Project   &  Resident   Programs.       83/03/23 
TUCKER, H   R          Duke   Power    Co         Spp          1B638    173         H4X 
Flche   30-367,03/03/33,8303270146 

— B309270131     IE    Insp    Repts    30-369/83-14    &    90-370/83-21    on   830307-10  JiO 
noncompl iance    noted   Major   areas    Inspected   Unit   S    Initial 
fuel    loading,  preoperational    test   results    review  !•    follouiup 
on  previous,    inspector-identified    items 

THuMAS.M        Region   2,    Office    of   Director        JAPE,  F        Division  of 
Emergency   Preparedness    &  Materials    safety        83/03/24.       4pp 
ia63B    197         24X   Flche    30-369,  83/03/23, B303270146 

8303370154    Forwards    IE    In*p   Rupts    SO-367/B3-13  (.   SO-37O/B3-19   c-n 
S301EO-030B  No   noncompl lance   noted 

OANCE,H  C         Division   of    Project   t.   Resident   Programs         83/03/37 
TUCKER,  H   D         Duke   Power    Co         Spp          1B638   034         24X 
Flch>    90-367,83/03/29,8309870134 

— B30927O160    IE    Insp    Repts    30-369/H3-13   S<    30-370/S3-11?    an   B30120-030J  R> 
noncamp 1  lance   noted    Major   areas    inspected    operation!, 
surveillance    testing,  malnt,  procedure*    review,  TM1    r*qulr«intllt 
verification   &   previous    outstanding    Items 

ORDERS,  W    ,     ROOOE-J         Region    2,     Office    of    Director          IGNATONIE.ri 
Dlvlllon    of    Project   b  Resident   Programs        B3/03/2B        19pp 
18639   036         24X   FUhe    30-367,  B3/O3/S9,  B303270134 

8303270333  Foruarda    IE    Insp    fiepts    SO-367/B3-11    l<  30-370/B3-I4   on 
830216-1 a   &   0301-04  No   noncomp 1 Unce    noted 

DANCE.H  C         Division    of   Project   &  Resident  Programs         83/03/S? 
TUCKEFI.H   13         Dute   Power    Co         2pp          1B643   037         24X 
Fiche    90-3&9, 83/O3/E7,  B3092703BS 

— 8305270-503    IE    Imp   Septs    30-369/83-11    t.   30-370/B3-14   on   B302IA-1B  1 
D30I-O4   No   noncompl lance    noted    Major   areas    Inspected    stein 
generator    modiNDE  &   preservlce    Insp,  observation   of   uiorl    fc 
140 rt  activities 

KLEINSORflE.M   P    ,     BLAKE.J   <J         Region    3-     Office    of    Director 
83/03/33          llpp          1B643   O39         24X    Fiche    30-369,  83/0 3/E 9,  83O3S703B5 

S303S7O327  Ac k    receipt    of   B30323    1 tr    informing    NRC   of    steps    taken  to 
correct   violations    noted    in    IE    Insp    Repts    30-369/B3-03  t, 
SO-370/B3-OB 

JJANCE.H  C         Division   of   Project  b  Resident  Programs        B3/04/O4 
TUCKER, H  D         Duke    Power  Co        lp         1S64H. 324        24 X 
Flche   30-369,83/04/04,8303270327 
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—  B3032703fi6   Responds    to    NHC    030224    Itr    ro    violations    noted     In    If    Insp 

Rgptl    30-369/83-03   &    SO-370/83-OB   Corrective    actions 

procedures   ul  1 1    be   modified    by    B3040I    to   verify    quantity 

of    radioactive    matt    per   App    C    b    IOCFR20  303 

TUCKEP..H    B         Duke    Pouer    Co         B3/O3/23         O'BEILLY,     J   P         Region    2, 

Offiet    of    Director         2pp          1B642   339         24X    Flche    30-369,  B3/O4/04, 

8303270327 

—  B30327O3B2  Forwards:    IE    Iusp    Repts    3O- 369/03-03   i,   3Q-370/B3-OB  on 

830131-0204   &   rot lc«    of   violation 

DANCE,  H  C         Division    at    Project    S,    Resident    Programs         83/02/24 

TUCKER,  H  B        Duke   Pouier   Co        2pp         18642  327        24X 

Flche    50-369,83/04/04.9303270337 

— 830JB704OS  Notice    of   violation    from   insp    on   830131-0304 

*      Region   S.     Office    of    Director         H3/O2/24          Ip          18643   229         34* 
Fictif    .30-369.  B3/O4/04.  0303270337 

— 6303870429    IE    Insp    Rept*    30-369/83-03   !.    SO-37Q/B3-OB    on    S30131-0204 
Noncomp 1 imcfl    noted    trailer    containing    more    than    10    times 
App    C    quantity     of    Co-60   nut    pasted    per     1OCFR20   2O3e 
ALBRIOHT.R  H    ,     COLLINS.  T  R        Region   3,    Office    of    Director 
DARRi  K    P        Civilian    af   Engineering   &  Radiological    Safety   Programs 
B3/O2/22         3pp  1B442   230         24 X    Fiche    30-369, B3/04/Q4, S3O3270327 

B3Q3040021     IE    Info    Notice  83-21,     "Defective   Emergency   Use   Respirator    " 
Svt    lift    end 

JORDAN,  E   L        Dlviiion    of   Emergency   Preparedness   tt  Engineering 
Kciponie    -(Post   630103)        03/04/13  Consolidated    Edison  Co      of  Neui 

Vork.     Xnc          IScVpp          1B433    155         24X    FlchD    30-000,83/04/13,8303040021 

83XH04OO23    IE    Info    Notice   S3-33,     "BHR  Safety/Rel 1 af   Valve   Failure*    " 
Sve    Hit   end 

JOftDAMiE  L        Division   of  Emergency   Prsparedness   b   Engineering 
fluponn    (Poie   83O1O3)        B3/04/22  Consolidated    Edison   Co      of   Neu 

tfe-rk.     Inc          USpp  183B3   OB9         SAX    Fiche  >  50-000,  63/04/22,  8303040023 

6303040025    IE    Infa  Notice   83-33,     "Inoperable   Containment   Atmotphere 
Sinilng   Sgs   "   Svc    tl*t  «ncl 

•JOKDAHiE  L.       Division   of  Emergency   Preparedness   &   Engineering 
Bnpann    (Pott    830LO3)        B3/04/23  Consol  I  dated   EdJaon  Co      of   Haw 

Vorl,     ItiC          119pp.         1S3B1    S9I         E4X    Fichfl    30-000,83/04/33,8303040023 

6303370511    Foruards    IE   Intp   Repts    30-369/B3- 1 3  fc   30-370/83-22   on 
E30404-0a    No   noncompl lance    noted 

DAMCEtH  C        Division   of  Project   &  Resident   Programs        83/04/27 
TUCKER. H  S,       Duke   Poiu»r  Co        2pp         10643  H48        24X 
Fleh*    BO-369.  83/04/27,  B303270311 


B3O3O4O033    IE    Info   NntlcB    53-29,      "Fuei     Binding     Caused    by    Fotl    Rack 
DefO;rmdtiDn    "    Sve    list    B-nc ) 

JORDAN, E   L        Division    of  Emergency   Preparedness   &  Engineering 
Reiponie-     (Post    83O1O3)          B3/03/O6  Consolidated    Edison   Co       of    NEU 

York.      Inc  HSpp  IB323   243          24K    Fiche    SD-000,  83/03/O6,  B303&40033 

83-03040034    IE    into    Notice    B3-3Oi     "Misapplication   of   Generic   Emergencij 
Operating    Procedures    (EOP)    Ou-idellnes    "   Svc    list    end 
JORDAN. C    L        Division   of   Emergency   Preparedness  &  Engineering 
Raijonne     {Po»t    83O1O31          83/O3/ 1 1  Con&ai i dated    Edison   Co       of    NBLD 

Vorfc,     IJic          I14pp  18334   003         24X    Flche     3O-OOO,  S3/05/ 1 1,  B303040034 

6303190443    Dlscumos   NDE   support    to    Ta»k    Order    4-B3,  ulh  Ich    L  Fran* 
requested    CV  Dodd    to    undertake    Meeting    of    eddij-t urrent 
ipetlalists    to    discus*    eisra    of    pro-heat ffr    tube   uesr   dofecti 
ui  1  1    be    scheduled 

FRANK, L         Materials    Engineering    Branch         FIN   0-0773-3        B3/O3/13 
MCCLUNO.R    U         Odk    Ftldge    National    Laboratory          Ip         1B323    16i         24X 
Flche    3O-349, H3/O3/13, B3O519O46S 

B3052O033A    Forward*     IE    Safeouards     Insp    Repts    9O-3i9/83-lB    (. 
80-370/83-35   on   B3O41B-23  No    nancomp Hance    noted 
DANCE, H  C         Division    of   Project    t>  Resident    Programs        S3/OS/I7 
TUCKER,  H    S         Huke    Poiuirr    Co          2pp          IB914    2i-b         24X 
Flche    30-369, 83/05/17, B303BQ0536 

— 8309200S6S     IE    Safeguards     Insp    flepts    SO-369/Q3-1B   t,   5D-37O/B3-35   on 
B3O41B-23  No    noncomp I  lance    noted    Major    areas    Inspected    lite 
oriental  Ion.  revleui   at    stcuriti/    organliatlon   Si  security 
proflram   audit    Dotail*    withheld    CreP    10CFB73  31) 

TILLMAN.A    ,     URVC, Q          Region    2.     Office    af    Director         MCOU1RE.  0   R 
Division    of   Hmsrjency    Prep-aredne-ss    fc  Materials   Safety        B3/OS/17 
Ip  1B314   2iH         SIX    Flch»    5O-369.S3/O3/17,  S305300SS6 

8303O4O04O    IE    Info   Notice    83-31,     "Error    in    ADLPIPE  Computer   Program   " 
Svc    ill t    enc 1 

JORDANiE   L        Division    nf   Emergency    Preparadneii  4  Ensineering 
Response     (Past    930103)          83/05/19  Consolidated   Ed  lion    Co      of    Neu 

Vort.      Inc  114pp          IBA97   O09          34X   Flcfte     30-000,  B3/03/19.  B30304004O 

B303040O4&    IE    Info   Nolle*    83-33,     "Mnnrepresentat Ive  Sampling   of 
Contaminated    Oil    "    Svc    list    encl 

JORDANiE  L,       PI  vision    of    Emergency   Preparedness  fr  Engineering 
Response     (Post    8301O3J          B3/Q3/2&  Consolidated    Edison    Co      of    Neu 

Vorki      Inc  114pp  18447   O07          24X    Flche     30-000,  B3/03/26,  B303Q4<l04fi 

ft      Periodic    operating    raports   &    related    correspondence 


— B3Q327Q521    IE    In«p    Repts    50-369/83-19  fc   50-370/83-22   on  830404-OB  No 
noncojipllanc*    noted   Major    areas    Inspected    startup    programs 
&  -elcnout   of    outf-tand Ing    items 

BURNETT.  P,  T,  i     JAPE,  F       Region   2,    Office    of    Director        B3/04/23 
Aff          18443   S50         24X   Fiche    30-369,83/04/37,8303370511 

93O3£M0026    IE   Info    Notice   B3-Z4,     "Loose  Parts    in   Secondary   Side   of 
Stttn  O»nti-»tori    at    fWtt    "   Svc    list    encl 

•JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Riiponte    IPoit   83-0103)        B3/04/3B  Consolidated    Edlion   Co      of   Neu 

York.     Inc          113pp  1B3BS   047         34X    Flcha    30-000,  B3/04/3B, B303040026 


8309170536   Foruards    mo  nth  I  "j    operating    repts    for    Apr    19S3 

TUCKEft, H   D         Oaks    Pou&r   Go        33/03/13  Director'*   Office,    Office 

of    Inspection   and   Enf crcemant         If         13467   O2B        34X 
Fiche     30-34,9.93/09/13,8303170534 

— S30917054O   Monthly    operating    repts    for    Apr    1"JB3 

REAVIS.  J   f\        Dute   Power   Co         S3/C-5/13        7pp         1B469  039        24X 
Fithe    DO-3A9.B3yO3/13,  B30517O33A 


S      Reportable    occuri-e'nceti     LEHa    &    related    correspondence 


3303040027   JE   Info  Notice   93-23,     "Standby    Oat    Treatment   Sys   Heater   High 
Tinp    Trip   Bitpolnt   Adjustmtnt    "    Bvc    list    encl 
iKWBAM,  E  t.        Division   of  Emergency   Preparedness    &  Engineering 
Response     <Po»t    83OIO3)         B3/O4/2B  ConBOl  i  da  t  »d    Edison   Co       of    Neu 

York,     Inc  113pp.         183B2    165,        24X    Flche    30-000,  83/04/3B,  8303040037 

83O30400SB    IE    Info   Notice  83-26,     "Failure    of   Saf  aty/fiel  J  «f   Valve 
Ol-irhirge    Line    Vacuum  Breakers    "    Bvc    list    and 
•JGHDANiE-  L.       Division   of   Emergency   Preparedness   &  Engineering 
Hi  if  oni*    (Pn*t    B301O3)        B3/OB/03  Consolidated    Edison  Co      of   Neu 

York.     Inc          122pp.         1B44I     170         24X   Flche    30-000,  B3/03/03,  Q303O40038 

B3O3040030    IE   Info  Notice   03-27,     "Operational    Response    to  Events 
Cencernini    Deliberate  Act*   Directed   Against   Plant 
CqulpAtnt    "   Svc    Kit    encl. 

•JQRDWi  E  L        Divliion   of  Emergency   Preparedness   &  Engineering 
R*«ponse    CPast    9301O3)        83/03/04  ConBolidated    Edlion   Co.     of   Neu 

Yorkr     Inc.        llSpp,        IB302,  2B3        24  X  Fiche    30-000,  B3/03/04,  B303040030 


63O3CHOD31     IE   Info   Notice   B3-2B,     "Criteria    for   Protective   Action 
R*coiMiend4itlDn>    for    Oeniral    Emergencle*    "   Svc    lilt    encl 
JOflDAHrE  L        Dlvltion  of  Emergency   Preparedness   It  Engineering 
Aitponn     (Pott  S301D3)        B3/05/04.  Consolidated    Ed  it  on  Co      of   Ntu 

Vort,     Inc  ll?pp  1B441    001.        24  X   Flch*    30-000,  B3/03/04,  B303040031 

S3051O0148  Forward*    revised    info   re    steam  generator    Insp    program 
folloulrig    pT*he«ttr   nod    Installation   Attachment   replaces 
F*9*  a  of   cncl   to   S3O4B8  Itr 

TUCKER.H   B.       But*    Power   Co        B3/03/03        DEN  TON,  H  R        Offlct    of 
Hirclear   Reactor   Regulation,    Director    -    ADEN9AH,  E   0        Licensing    Branch 
4.        2pp         18374:821,       24  X  Flche-  30-369,  B3/OS/03,  83031001  4B 


8305310033  Updated    LER   B3-014/03X-1    on   B30303,  convent  iPnal    uiasta   <uater 
aiji    radiation  monitor    1EMF-3!    channel    found    out   of 
tolerance    Caused    by    cracking    detector    crystal    due    to 
•Kce**ivB    temp    change    Crystal    replaced    U/B3O31B   Itr 

NARDOCI.P.B    ,     TUCKER.H    H         Duke    Pooler    Co         B3/O4/13        O'REILLY.J   P 
Reijion    3,     Office    of    Director         2pp         !Bi33    161        34X 
Fit  tie    5O-349,  B3/04/ 15.  B303310O52 

8305230373  Forward*    englnterlng    evaluation    repti     "Cracks   b  Leaks    In 
Small    Diameter   Piping    " 

BRDUtJ,  E   J        Reactor    Operations    Analysis    Oranch,       83/04/19 
SEVFBITiK   V,       Reactor    Operations    Analysis    Branch        If        1H341   342 
24X    Flehe    30-000,03/04/19.8303230373 

— S30323O617    "Cracks   &•  Lejl*    in    Small    Diameter   Piping,"    engineer ITiff 
evaluation    rep  t   Small    JilpB    leatfr   associatei!    ui/unantlc  Ipated 
vibration    problem*    require    add  1    supports    or    rerouting    of 
pip  Ing. 

BROUN,  E   J        Reactor    Operation*    Analysle    Branch        33/O4/19       ?fp 
IS341    343,        S4X    Fiehe. 50-OOO, 83/04/19, B30323O573 

8303110427    Part    Si    l>  deficiency    rcpti    re    mi  supers tion   of   DB-416  reactor 
trip    under-vol  t«ge    devices.  Inl  t  ial  ly    reported    on.  830420 
Attachment!)   ulll    be    replaced    iv/devlces    u/ujldened   grooves 
to    accommodate    neut  retaining    rings    Mtg    drauifngs   revised 
RAHE.S   P          Westlnghoose    Electric    Corp          B3/04/21         DEYOUNO.  R   C 
Director's    Office,    Off  let    of    Inspection    and    Enforcement        3pp 
184O3    093          S4X    Flche '  30-OOO.  B3/04 /SI .  83031 10427 
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6303030A73   Summary    of    03O419   mooting    iii/ut  1 1  •  Bechte  1    &   We stlnghouse    in 
Beehesda.MD   re    failures    of   uniJervD-1  tafle    trip,    devices 
in   reactor    trip    breakers    Cues tinghQuse    Model    DS-416J 
BIRKEU.R   A         Licensing    Branch    4          83/04/23  tlcefislng    Branch     1 

36pp          1B3Q9    193         B4.X    Flche     SO-369.  B3/O4/23.  33O303QA75 

8309100003   Forwards    LER    a3-Dli,/03L-Q 

TUCKERiH  D  Duke  Pouer  Co  33/04/24  O'HEILLV.J  P  Roglon  2. 
Office  of  Director  lp  19377  213  24X  Flche  30-369.  B3/04/26, 
B30 3 100003 


B30310O327   Clarifies    B30331     incident    involving    problem   u/traln   B 
reactor   trip    breaker  Problem   resulted    in    failure    of    breaker 
to   trip   upon    undervol tags 

TUCKER.H   D         Dufce   Power    Co         B3/03/03         DENTON.H   R         Office    Of 
Nuclear  Reactor   Regulation,    Director         lp         1B37B   321         34X 
Fiche    30-369,03/03/09,0305100327 


0303170353   Forwards    LER    83-OI7/03L-0 
TUCKER,  H  D        Duke   Power"  Co        B3/03/05 
Office   of   Director         lp         1B466    103 
3303170335 


O'REILLY.  J   P         Rsolon   S, 
24X   Flche    30-369,  S3/03/03. 


—93-05100003   LER    B3-Qli/03L-0    an    330327.  hang  er     1MCA-ND-H26O   discovered 
pulled    loos*    From   wall    anchors   &    snubfcers    1MCA-NB-H177   !• 
H317    found    lo.cfced    up    during    sub.BBq.uent    full-stroking    Caused 
by   Liater    hammer    event   resulting    in   void    formation 
NARDGCI.P   C         Duke    Pouer   Co          B3/04/26  Region    3,     Office    of 

Director          lp          1B377    S14         24X    Fiche    50-369,  83/Q4/26.  B303I  OOOQ2 

H3Q5Q40273  Clarifies    info    re   reactor    trip    breakers   reported    in    630328, 
O30I    1   22    Itn  Five    consecutive    failures    to    trip    reactflr 
trip    treakers    via    undervoltage    attachment    considered 
ilnsle    failure 

TUCKER.  H   D         Duk«    Power    Go         33/04/2S         DENTON.  H    R         Office    of 
Nuclear  Reactor  Regulation,    Director         NOVAK.  T   H        MRC    -  No   Detailed 
Affiliation    Given         2pp          1B323    242         24X    Flche    30-36-?,  33/04/aB, 
3303040373 


Submits    atfdl     info    requested    6y    330126-27    teleons    re    problems 
U/D8-41&    breaker    undervoltag  e    devices    Undervol  tage    devices 
replaced   u/new  corrected    devices    !g    Installation    cheeks    to 
verify    Bra  per   alignment    Initiated 

TUCKER.  H    D         Duk«    Power   Co         33/<H/2B         DENTON.  H   R         Office    of 
Nuclear  Reactor  flegulatlon.     Director        ADEN3AM.E  a        Llcen»tno    Branch 
4          lOpp          13343    177         24X   Flche    30-349,  S3/04/28,  83OS060403 

33051003*6  Forwards    radial    peaking    Factor    limit    rept,  In    response    to 
RO   369/B3-H    re    removal    of    burnable    poison    rod    assemblies 
Raq.u  Irernent   to    submit    rept   6O  days    prior    to    effective    date 
of    limits    does   not   apply 

TUCKER.H    B         Duke    Pouer    Co         B3/01/2B         O'REILLY.  J   P          Region    2, 
Office    Of    Director          3pp          1337?    1O1          24X    FieJte    30-369,63/04/23, 
3303100366 

B3031102B)    Forwards    LER    B3-013/03L-0.  Da  tai  1  ed    event    an-aLijiii   ene  1 
TUCKER  ,H    I)         Duke   Pouer    Co          B3/04/2?         O'REILLY.  J   P         Region    3, 
Office    of    Director         4pp         IB393  343        24*    Fiche   S  0-369.  63/04/29. 
B3O31I02B1 


— B30S1703S8  LEU   B3-O17/03L-O   on   B30403. during    draining    of    rBfUellnj 
cavltij    RHF1    <ND)    pumpa    began    to    cavltate    ti  eventuallg    both   HD 
punpi   stopped    Caused    by    level    gauge    Isolation  Cavltv 
refilled   ND   iys    vented    Procadurei   revised 

NARDQCl.P   C        Duke   Pouer   Co        33/09/O3  Region   2.     Office    of 

Director          lp          1B466    106         24X    Flche    30-369.  83/03/O».  B3031 70333 

€303170507   Advises    that   all    info    re   RO   369/33-1B  on   B304O7   an   inubtlt 
operabilitv    unavailable   Complete    rapt   will    be    submitted    by 
83052O 

TUCKER.H  D  Duke  Power  Co  03/03/06  O'REILLY,  J,  P  Region  2, 
Office  of  Director  lp  1B47O  014  24X  Plche  30-367.33/03/04. 
B303 170507 

B30317O649   Ac k    receipt    of   83O428   response    to   NRC   concerns    rt   Tl*ctor 
trip    breakers   Facility    may    be    returned    to    operation   Detailed 
schematic    diagrams. describ ing   approved   reactor    protection 
egt    thunt   modi  requested 

EIBENHUr,  D  O        Division    of   Licensing        33/03/06        TUCKER.H  B        £ult 
Pouer    Co         2pp          18496    244         24X    Flche    30-369. 33/03/06.  B30317O449 

S305130I3B  Provldei    addl    Info    updating    S3042B  &  0303   Urs   re  T»cent 
problems   oj/D3-41i   breaker    undervoltage   devices,  per  NRC 
request  Actions    tc    commitments    provide    sufficient    batli    for 
operation  Utll    Intends    to    proceed    u/itartup    per    schtdul* 
TUCKER.H   B        Duke    Pouier   Co        B3/03/1O        DENTDN.  H  R        Office   Of 
Nuclear  Reactor    Regulation.     Director        ADENEAM,  E  9        Ltceniln-g    Brintb 
H         4pp          1B437    173         SAX   Fiche    30-369. S3/03/1O,  B3OS13013B, 

B303230404   LER  83-019/03L-0   on   330413, representative    fu»l    pool 
ventilation    ays    carbon    filter    sample    analysis    Indicated 
sample   failed    to  meet   methyl    iodide    penetration   criteria 
Sample  analyses    made    to    determine    cause   U/S30S12    Itr 
NARDOCI.P   Q    ,    TUCKER.H   B        Duke   Power   Co        B3/03/12        D'REILLY.  J  P, 
Region  2,     Office   of    Director        Spp         18392  091        24K 
Flctia    SO-369.Q3/03/12.8303S30404 


— 93^31 10263  LER   33-0 1 3/03L-O   on    33031 3. dur t ng    upperhead    Injection    level 
lultch    calltr,  switches    found    out    of    tolerance  Caused    by 
design    deficiency    Rev    to   Tech    Specs    changing    switch    setpoint 
momlt  ted 

HARBOCI.P   B        Duke    Power   Co         B3/04/2<?  Region    2,     Office    of 

Director          ip  18393   S47         24X    Flche    30-369.83/04/29,8300110281 


B30333O717  Forwards    SER   of   otll    actions    in   response    to  DB-41&  f»«et»r 
trip    breaker   failures   Unit   may    be    returned    to    BVC 
NOVAK,  T  M        Assistant   Director    for   Licensing        B3/03/IB        TUCneiMf  B 

Duk»   Pouier    Co        Bop         16343  274        34X   Fiche   30-369.93/03/13, 
B303230717 


8305040229   Forwards    " Invest iga tion   of    Unit    Trips,"    "Unit   Fait 
Recovery,"    "Actions    Required    far   ATMB  Event."    "Realtor 
Trlpr"    tc  evaluation    re   mod    to    provide    automatic    reactor 
trip    breaker    actuat Ion. p»r  NRC    request 

TUCKER.H   E         Dufce    PQUIBT    Co         33/O9/02         DENTON.  H   R         Office    of 
Huctaar    Reactor   Regulation.     Director        A DENS AM.  E  0        Licensing    Branch 
4         3fp,        1B323   517         2+X   Flche    3O-3i94 33/03/02. 0303040239 

—3303040240  PmceiiurB   OP/1/A/A100/O3,     "Unit  Fast   Recoveiry    " 
*       Dufce   Pouer    Co         B3/03/02         9pp          13333    222         24X 
Flcne    50-369.33/03/02,3303040239 

— 8303040246   Procedure    AP/O/A/3500/34,     "Actions   Required    for  ATWS    Event 
FIREBAUGH.L    ,     REEBIOE.W   0         Duke   Pouer    Co         B2/€4/S3         3pp 
13333   231          SAX   Fiche    30~369f 33/O3/02. 3303010239 

— B30SO4Q2&0    Change    0    to    Procedure    AP/1 /A/3300/01.     "Reactor    Trip     " 
REESIDE. B    ,     FIREBMISH.  L         Duie    Pouer    Co         8 2/0 A/ 29         Bpp 
18323   234         34K    Fl che. 30-369. B3/O3/O2i B303040B29 


--B303230719  Safety    evaluation   re    util    actions    taken    In   r«*p»ni*    to 
reactor    trip    breaker    failures   Unit    may    be   returned    to    ivc 
*      Assistant    Director    for   Licensing        83/O3/1B        ISpp         1BS43  ift, 
34X    Flche    50-361?,  B3/03/1B,  B303230717. 

B303S3034?  Submits    list    of    procedures    changed    to   require    Indeptndint 
engineering    analysis    on   reactor    trips   Analysis   Mill    use 
reactor   trip    checklist    to    ensure   appropriate    parameters 
considered   Perf orjnance    engineer    to   document   review 
TUCKER, H  D        Duke    Pouer   Co        S3/O3/20        DENTON.  H  R        Office  of 
Nuclear  Reactor  Regulation.    Director        ADEN9AM.  E  0       Licensing   Grama 
4         2pp          1B58B   224         34X    Fiche    ?0- 369, 83/03/20, B30 3230 349 

B30S31O174   PNO-II-B3-042    On   330321.  emp  loyee    injured   uih  1 1  e    presiurf  lln| 
inf  l*t*li)9)  bladder-1  Ike    pipe    plug   Rupture    of   bladder   cairsed 
emplc<v*e    left    hand    to    hit    adjacent   piping    resulting    In    cuts 
t,  bra  Itn    bones   Hand    decontaminated 

lONrtTONIS,  A   ,    QrBSON-A  F,       Region   2,    Office    of   Director        B3/03/S3 
2pp          18432-297         24X   Fiehe    30-369, B3/03/23,  3305310174 


9303090472   Discusses    630A1S   rept    re   reactor    trip    breakers    (RTff)     for 
facility    RTB    found    u/no    gap    betu»an   undervaltaga    device    trip 
arm  t  breaker    trip    shaft    pin   on   B3Q331    Problem    inadvertently 
omitted    In   B3041B  npt   Proper   gaps    verified 

TUCKER.B   D         Duke    Pouer   Cg         S3/O3/OS         DENTON.H   R         Office    of 
Nuclear   Reactor    Regulation!     Director        ADEMSAM.E  0        Licensing    Bran*h 
4         lp.       1B363   341,       24X  Fiche    SO-369,  B3/O3/O3i B303090472 

B3051100B5  Submits   addl    Info    requeftted    in  830427    teleon    re    failure   of 
DS-416   breaker    undervoltagv   devices   Uestlnghouse 
recommendatlonis    ImplementeiT   Addl    testing   will    be    performed 
&    amend    to   Tech   Spec    will    be   addad. 

TUCKERiH  H        Duke   Powtr  Co        33/03/03        DENTON.H   R,       OfPice   of 
Nuclear    Reactor   Regulation,     Dir«ctor        ADENSAMjE   0        Licensing    Branch 
4         4pp          16393   062         B4X    Fiehe    30-34-9,63/03/03.3303110083 


DOCKET    30-370    HILLIAM   D      MCSUIRE   NUCLEAR    STATION,     UNIT   2 

E      NRC    SAfettj    Evaluation   Report    (SER),     suppls   &   correspondence 

B3031'9O032  Forwards    response    to    outstanding    environ   qualification  It)** 
identified    in   Section    7  3   of   Suppl    b    to   SER   &   technical 
•valuation   rept    Info   supports    full    power    licensing 
TUCKER.H  B        Duke    Pouer   Co        B3/03/12        DENTON.H  R        Office   at 
Nuclear    Reactor   Regulation,    Director        ADENSAM.  E   Q        Licensing   Brimfc 
4         Bpp          13302   O5B         24X    Fiche    30-370. 03/03/12.  B3031 9003S 
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F      Bicurlty,     merit  call     emergency   it    fire    protection    plans 


J      Insurance    !<    indemnity    Information 


B30JQ4Q3S4    Releases    public    version    of    rev    to    emergency    plan 
ImpJtmtntlrjfi    proc  nd  ures 

F  ELTON,  J   n         Dl  vlilon    of    Rulei    and    Records          63/04/36  Document 

K»n*jliaunt    Branch         tp         16336    13?        24  X   Fichu    50-369,  03/04/26, 
33030*0394 

a 

—  93Q3Q4Q597  Forwards  public  version  of  revised  emergency  plan 
lap-  It  nontlng  procedures,  inc  lud  Ing  Procedures  RP/O/A/S7QO/O1 
r«  notification  of  unusual  evont,  RP/0/A/5700/O2  re  alart  t 
RP/Q/A/370O/04  r>  general  emergency 

TUCKEFt.H  E  DtJkO  Power  Co  83/O3/01  DENTQN,  H  P.  Office  of 
Nuclear  .Reactor  Regulation,  Director  ADENSAM,  E  0  Licensing 
Branch  4  3pp  1B336  140  34  X  Flche  30-369,  83/04/26,  B3O30405B4 


Public    version    of   rovisad    emergent  ij    plan    implementing 
procedures,  Including   Procedures    RP/O/A/370O/01    re 
notification   of    unusual    event,  RP/D/A/S700/02   re   alert    It 
RP/0/A/570Q/O4    ro    general    emargency 

QUJVERjM  S  Duke  Power  Co  03/03/24  77pp  18336  142  24X 
Fieh»  SO-a-fa1?.  83/04/26,  B308040584 

B3Q5Q5Q13'5  Forwards    Rev    19   to    security    plan.  Inc  luding    Implementation 
af   Unit   S   vital    access*  safe    shutdown    facility    EC   deletion   of 
[ntcrfn  vital    areas    Rev  withheld    <ref    10CFH73  SI) 
TUCKER,  H   D,       Duke   Power  CD        83/04/26        D'REILLY,  J  P        iieglDn   2, 
Offic*    pf    Director          Ip,        1B342   239         24X    Ft  the    30-369,  B3/O4/26, 
B3O3OSO1  33 

030514O2B3    Release*    public    version    of    revised    emergency    plan 
itipttiftTit-ins    procedure* 

PEL  ION.  J  M        Division   of   Rules    and   Records         B3/05/Q2  Document 

Kanigtnene    Branch         Ip         18472  079        24X   Flche    30-369,83/05/03, 
G3O914Q2B3 

--83Q51-iQ283  Forwards  public  version  of  revised  emergency  plan 
Implementing  procedures.  Including  Procedures  RP/0/A/37QO/01 
T«  notification  of  unusual  event.  RP/D/A/S70Q/Q3  re  alert  tV 
RP/OV  A/  5700/03  re  site  area  emergency 

ItfCKERjH  B  Duke  Power  Co  83/02/23  DENTON.  H  P.  Office  of 
Nucl»*r  Reactor  Regulation!  Director  ADENBAM.E  0  Licensing 
Branch  4  Spa  1B472  OBO  B4X  Fiehe  30-369,  B3/05/Q2,  B3031602B3 

—  6303160266   Public    version    of   revised    emergency    plan    implementing 
procfrdurBBi  includ  Ing    Procedures   HP/OM/37OO/01    re 
notification   of    unusual    event,  RP/0/A/37OO/02   ra    alert   & 
R  P  ./OVA  /  5700  /O3    re    sits   area    emargeney 

LEONARD,  J   R    ,     MCCDNN6LL,  T         Duke    Pdiuer    CD         63/O2/O4          139pp 
16473    OaS         S4X    Flche    30-3A9i  83/03/02,  Q3031605B3 

630J13O112    AdvUss    of    plan    to   use    public    address    >g*    for    local    fire 
alarm    ini   reactor    bldg    Plan   meets    Intent    of   NFPA  72D-1975  as 
toainltted     In    Section  E    Kat    of    flra   protection    revleu   plan 
HtC    approval    rtquntsd   Hii  B307O1 

TUCKEH,  H   B.       Duke    Power   Co        83/O5/06        DENTON,  H  R        Office   of 
Nuclvjr    Reactor   Regulation.     Director        ADENSAMr  E  0        Licensing    Branch 
4          2pp  1B43?:33G         24X    Flche'  50-369,  B3/03/Oi,  S303130192 

Q303110O34   Generic:    Ltr  83-21    to    all    licensees    of    operating    reactors, 
applicants    far  OL«    &  holders    af   CPs    re    clarification    of 
access    to    control    procedure!    For    lain   enforcement   visits 
Svc     Hifc    <encl 

eiSENHUT.D   O        Division    of   Licensing        B3/03/11  Consolidated 

Ed  It  on    Co        af    N»iu   York.     Inc          16pp          1S340    O<73         24X 
FUfte    30-OOO.  B3/03/lliB303110034 


Submits    ichtdule    far    installation    of   RGB    cold    leg    temp 
mo-Hi  tor*    a>    Integral    part    of    standby    shutdown    sgi    Mad    will 
b>»    Implemented    no    latar    than    startup    following    second 
rtPutlfng    outage    Eiemptlon   may    be    needed 

TUCKER,  H    B-       Duke    Fouler   Co        83/05/13        DENTON,  H  R        Office    of 
Nuclear   Redactor    Regulation,    Director        ADENBAM,  E  O        Licensing    Dranch 
4          4pp  18303   017         24X    Fiche    50-37O,  B3/O3/I3.  8303tf  0020 

B3052OO3S4,   Forward*    IE  Safeguards    Insp    Repts    50-369/63-13  i 
SO-  370/B3-H3   on   B3O41B-EB  No   noncompl  iance    noted 
DANCE.  H   C         Division   of  Project   fc  Resident    Programs        83/OS/17 
TUCKER,  K  0         Cut*   Foyer   CD        2pp         18311   266        24X 
F£eht:  3C-3J.9,  B3/OB/17,  8303200336 

—  B30320C-565   IE   Safeguards    Insp    Rapts    30-369/83-1B  &   3Q-370/B3-S5   on 
83O41B-22  No   noncompliancB    noted   Major    areas    inspected    sit* 
arlinttt  lon^rBVl  eui   of    security    organliation   &   security 
program   audit    Details   withheld    (ref    10CFR73  ai  ) 
TILLHAN.  A         Region   S.     Office    of    Director         83/05/17          Ip 
1B314.    S6B         24X    FUhe    BO-369,  B3/O3/  17,  8303200336 

B3QSa50276   Foriuards    Rsv  7    to    spent    fuel    transportation   plan   Rev 
Ufthhtld     tv»t    10CFR73   21) 

TUCKGB.H  0         Duke    Power   Co        B3/05/18,       DENTON,  H  R        Office   of 
Huclear    Raaetor   Ragulation,    Director         Ip         18392   362        24X 
Flche;  3O-369,  B3/03/1B,  B30323027B 


8305260261    Forwards    Endorsements    33   fc    56    to    MftELU   Policy    MF-61    tt 
EndorsemBnt    73    CD    NELIA   Policy    NF-1B2    for    OcDnee    Nuclear 
Station    b    Endorsements    25   &   2O    to   NELIA   Policy    NF-248   & 
MftELU   Policy    MF-1OI, respectively, for    McOulre 

LAWSDNiL   T          Dukfl    Power    Co         83/03/20         SALTZMflN,  J         Office    nf 
Resource   Manage-ment,     Director         19pp         1S626    120        24X 
Fiche    30-000,  B3/05/20.  930326024.1 

P      Operating    license   stdge   documents   d   correspondence 

S303300370   Notification    of    B30329    muottng    u/utll     In    Bethesda.MD   to 
discuss    equipment    qualification 

BIRKEL.H    f<         Licenaing    Branch    4         B3/O3/32         ADENSAM,  E   0         Licensing 
Branch    4          3pp          17734    SQb         H4X    Fiche    5O-369, 63/03/22, B303300370 

9305060224  Application    for   amend    to   License    NPF-9  revising    B21123 
application   re    reduceo    measurement   uncertainty    for   RCS 
flam   rate    Amend    should    also   be    applied    to    Unit   2  Tech    Specs 
withheld    (ref    1OCPR2    790J    Class    1   amend    foe    end 
TUCKER,  H    If         Duke   Power    Co         83<'O4/27         DENTON,  H   fl         Office    of 
Nuclear   R&actor    Regulation,    Director        ADEN9AM,  E  0        Licensing    Branch 
4         3pp          1B343    084         24X    Fiche    30-369,83/04/37,8303060224 

S305040469   Discusses   util    intentions    re    performance   of   requirements 
placed    on    WBHtinghnuso    for   physics    testing    t<    surveillance   of 
hybrid    control    rods   Estimated    critical    positions   will    be 
used    thoughout    Cycle    1 

TUCKER, H    D         Duke    Power   Co         B3/Q4/2B         DENTON, H   fi         Office    of 
Nuclear  Reactor    Regulation,    Director        A  DENS  AM,  E  Q       Licensing    Branch 
4          Bpp          18321    297         24X   Flche)    50-370,  B3/04/3B,  B30S040469 

B303060413   Forwards   addl    info   re    monitoring    b   testing    program   for    steam 
ga-n«rators    concerning    preheater    mod    Installation   of   mod    on 
Unit  2   currently    scheduled    to    begin    in   mid-June   Date 
tentative    Depending    on   Wnstinghouse    schedule 

TUCKER, H    D         Duke   Pnuior    Co         83/O4/2B         DENTON, H   Fl         Office    of 
Nuclear   Reactor    Regulation,    Director        ADENSflM,  E  G        Licensing    Branch 
4          Spp          IB343    239         24X   Flchs     50-369,  a3VQ4/Sa, B303060413 

8303030435  Generic    Ltr    63-19   to   all    pouer    reactor   tt   testing    licensees 
ro    naui   proceduros    for    providing    public    notice    concerning 
itsuancti    of   amends    to  QLs   Svc    list   one  1 

E1BENHUT,  B   0        Division   of   Licensing        B3/09/Q2  Consolidated 

Etfttan   Co        of   Weui    Vori.     tnc          SOpp          18441     120         24X 
Flcfie    30-000,83/08/02,830302-0433 

B303040323    Board    Notification   S3-OS7    forwards    differing    prof    oflinions 
re    tys    interaction   t-    safety    classification    Info    relates    to 
Boal-d    Notifications    B3-17   &    B3-44   re    Unresolved    Safety     Issue 
A- 17 

eiSENHUT.D  o  Division  of  Licensing  93/03/04  PALLADINO,  N 
Commissioners  23pp  18337  139  24X  Flche  30-000,83/03/04, 
B303040323 

83091003B3   Requests    that    B10413   proposed    amend     to    Tech    Bpecu    to    revise 
satpolnt    For   upper   head    injection  accumulator    automatic 
isolation    bo   changed    to    incorporate   revised    sutpoint 
calculation 

TUCKER,  H   B         Duke    Pouier    Co         B3/03/04         BENTQH,  H   R         Office    of 
Nuclear  Reactor    Reoula-tion,    Birector        ADENSAM,  E  Q        Licensing    Branch 
4         Spp          1B377    3B3         B4X   Fiche    30-369,  B3/03/04,  B305iOt>3B3 

— 3305100390   Revised    pro-posed    Tech   Specs    changing    upper   head    Injection 
accumulator   automatic    Isolation   setpointa    to    Incorporate 
revised    aetpoint    calculation 

*  OuSa    Power    Co         33/03/04          Ip          18377   333         24X 
Flche    30-369,  B3/03/O4,  B30510O3B3 

B303O90659    Generic    Ltr    B3-80    to    all    operating    reactor    licensees   & 
dolders   of   CPs    re    Integrated    scheduling    for    (mp 1 ementatl  on 
of    plant   mods   Svc    list    end 

EISENHUT,  D, Q         Division   of  Licensing        B3/03/09  Consolidated 

Edison  Co      of  New  Vork.     Inc         16pp         1B627    133        24X 
Flche    30-OOO,  B3/OS/O9,  B30309O6S9 

B3OS170723   Responds    to   B30311    request    for   relief    from  ABME  Code   Section 
XI    requirements   re   performing    hydrostatic    tests   after  mods 
by   welding    on    both   units   associated    u/steam   generator   D 
Approach    acceptable 
NQVAK.T   M         Assistant    Director     for    Licensing         33/09/09         TUCKER,  H   B 

Dute  Powor  Co  4pp  13496  196  24X  Flche  50-369,03/05/09, 
B3O517O7S3 

— B3051707S6   BED    supporting    B30311    request    for    relief    from  ftSHE   CoBe 
Section    XI    roqulreme-nts   re    performing    hydrostatic    tests 
after   mods   hij    welding    on   both    units   associated   w/steam 
generator   D 

*  Division    of   Licensing        83/05/09        3pp         1B496    190        24X 
Fiche    30-369,  B3/05/09,  8303170723 
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— 830317Q73O   Notice    at    granting    of    relief    Prom    certain    r  eqolreniETiti    of 
ASME   Code    Section    XI     insarvlc e    testing    requirement* 

ADENSAM.e    G         Licensing    Branch    A         B3/Q3/10         Spy  1  B496,    193         24X 

Fiche    3O-3t9i  S3/O9/09.  B303I70723 


B303270134  Forwards    IE    Insp   Repts    50-369/03-13  fc   30-370/03-19  on 
B30120-O30H  No   noncompllance   noted 

DANCE. H  C        Division    of   Project   &  Resident    Program*        83/03/27 
TUCKER,  H  B        Cute  Power   Co        2pp         1S630  034        24 X 
Flche    90-369.03/03/29,8303270154 


Q3O317O277  Forwardi    response    to    ripen    items    identified    In  Franklin 
Research   Ctr    technical    evaluation   repe    r«    environ 
luali  f  1  cat  Ion    of    electrical    equipment 

TUCKER.  H   S         Dult    Power   CD.        83/03/11          DENTQN,  H   R         Office    of 
Nuclear    Reactor  Regulation.     Dir-ecfcor         ADENSAM,  E  0        Li  tint  ing    Branch 
4         2"7pp,          184*3    297         34X   Fich»    30-369,  B3f03/tl.B3Q5l7QS7? 


6303180791    Requests    add  I    ctasi    I    fee    for    B3O3U    application    for    relief 
from  ASME  Code    Section    XI    requlremants    Requirements 
imppae  tical, 

DlffQS,R    M         Licence    Fee    Management    Branch          83/05/11          TUCKER,  H   B 
Duke    Power    Co          Ip          1S505   345         34X    Flche    50-36?.  83/O5/  1  1. 
63051SO791 

030304O044    Board    Notification   B3-66    forwards   revleu    of   WCAP-1O297<P>. 
"Droppped    Hod  Methodology    for    Negative   Flut    Rate    Trip 
Plants    "   Kod    IUUH   resolved    by    analysis    in   rept   Plants 
beyond    first   cycle   mutt   perform  analyst*    Comments    end 
EISENHUT,"  o        Division   of    Licensing         B3/OS/13        PALLADIHO,  N   , 
QILINSKY,  V   ,     AHEAHNE.J         Commissioner*          Slff          16341:068         24X 
Flch*    30-000,83/03/13,8303040044 


--B303370160    IE   Imp    Repts    30-369/83-13  b   30-370/83-19   on  B3012<WKBa 

noncomplianee   noted    Major   areas    Impacted    operations, 
surveillance    teat  Ing,  milnt.  procedure*    revlew.TMI    req.ulr-i»ent 
verification   b  prevloui    outstanding    itsmi 

OHDER3-U   ,     ROQuE.J         Region    2.     Office    of    Director         ISNATONIB,*. 
Division    of  Project   I<  Resident    Programs.       B3/03/2B        19pp 
1B63B   036         H4X   Fiche. 3O-369, B3/O3/29,  B30S270134 

B3Q98703B3   Forward  I    IE    Imp    Rents    90-367/83-11    &   30-370/83-14    on 
630214-18  &  0301-04  No    noncomp 1 land   noted 

DANCE.H  C        Division    of   Project    &  Resident   Programs        B3/03/K 
TUCKER.  H   D         Duke    Power    Co         Spp          19643   037         24 X 
Fiche    30-369.83/03/39,9303870383 

—8303270402    IE    Insp    Rcpt*    30-369/B3-11    fc    30-370/B3-14   on    830214-19  I 
0301-04  No  noneompl lance    noted   Major   areas    inspected    »te*o 
[tntrstor   modiNDE  &   priservice    inip.  obsirvatlan  at  uiorK    fc 
uiort   activities 

KLEINSOROE.  H  P   ,    BLAKE.  J  J        R«gion  2.    Office   of  DIrtttor 
a3/03/EB        lipp         18643  039        24X  Flcha    SO-369,  83/03/87.  B3032765S14 


B303230499  Not!  f  nation    of   B3O60B   meeting   tifat  i  I    in   Bethe*da>HD   to 
dlicusi    rorthcoinlng    appeal    meeting    re    staff    positions    tor 
standby    shutdouri    facility   Proceii   monitoring    inttrujnent* 
4.    mource   range    flui    monltori    to    be    addresied 

SUERMANN.  J   F         dpiratlng   Reactors    Branch    4         83-/OS/li         STDLZ,  J   F 
Operating   Reactors    Branch    4        2pp         1B341    274        24X 
FlChB- 30-000,  B3/D3/1&.830323D499 

B30B20043B  Foruards   Rev    1    to    "Dffiitr    Dote   Calculation  Manual    " 
TUCKER. H   B,        Outs    Pouer    Co         93/O5/17         DENrDNr H    R         Offiti    of 
Nuclear    Reactor  Regulatlim,     Director        ADENSAMj E  O        Licencing    Branch 
4          Ip.        1B317    124         24X    Flche    30-369.  B3/OS/ 17, 5303300438. 

— 8309200440  Rev    1    to    "Offilte    Doie   Calculation    Manual    " 

B1RCH.M    L    ,     KCINTOSH.M   0    ,     B7EHART,  J   M         Duke    Pcuier    Co         83/04/13 
Bjip         JB917    133        24X   Fiche.  30-367,  B3/O3/17,  3303200438 

B3033BOSB1   Clarifies    coinffiitniBnt    to    modlfu    automatic    *hunt    trip    tfealgn 
per   6alem  Task    Force    genarlc    ilurfij    Imp lemente tlon    schedule 
foe    independent    fusing    scheme    for    breaker    elating    circuits   & 
auxiliary    relays    uillj    be    iubnitt*d 

TUCKER. H   B         Dult    Pouier    Co         B3/03/20         DEHTDN^  M   R         Office    of 
Nuclear    Reactor  Regulation,     Director        ADENSAM,  E  0        Llc.niing    Branch 
4          Ip          1B592   361          24K   Flche    30-34,9,  83/O5/2O.  6305230381 

030Sas0267    Inform*    of    control    icnene    reevaluation    for    hydrog,e.n 
mitigation   «u«    Suiltchei    allowing    manual    actuation    uil 1    b» 
*4i*<j    during    first    refueling    shutdown 

TUCKER, H   B         Out*    Pouer    Co         B3/03/2O         DENTON. H   R         OfPic*   of 
Nuclear    Reactor  Regulation,     Director-        ADENBAM, E  &        Licensing    Branch 
4-        Ip.        IB392   O73         24X    Flcfi*    50-349.  B3/O3/2-0, 83O52303B7 

S303230S90   Clarifies    itateninti   made    In  S309tl    4    12    Itrs    re    environ 
qualification   of    electrical    equipment   All    outstanding    items 
mill    be   retolv«d    &  ulll    b-e    consistent  iti/lOCHSO   49Ifi) 
requirement* 

TUCKEB.H  B        Duk*  Power   Co.       B3/O3/2O        DEMIDN, H  R        Office  of 
Nuclear   Reactor   Reguletlon,    Director        ADENSAN, E  O.       Licensing    Brarch 
4         Spp          18392    136         21X   Flcha    30-37O,  S3/O3/2O, 8303330290 


B309270327  Ack    receipt    of   B30325    Itr    Informing    MRC   of   itipi    taken   U 
correct  violations   noted    in    IE    Insp    Repts    3O-369/S3'03  t 
SO-370/B3-OB 

DANCE,  H  C        Division    of  Project   &  Resident  Programs,       83/O4/04 
TUCKER,  H   B         Duke    Power    Co         Ip          1 8642' 224         S4X 
Flche   30-369, S3/04/04,  B303270327 

— B305270366  Respond*    to  NRC  830224    Itr    re   vlolatloni   noted    in   IE  Ints 
Rept*    30-3i9/B3-03   It    30-370/83-08   Corrective    actions 
procedures  will    be   modified    by    B30401    to   verify   quantity 
of   radioactive  matl    per  App    C   It    1DCFR20  203 

TUCKGR-H  D  Duke  Power  Co  83/03/23  O'REILLV,  J  P  ReffUn  2, 
Office  of  Director,  2pp  18642.223  24X  Flche-  3O-3A9<  B3/04/W, 
B30SB70327 

--B3032703B2  Foriuards    IE    Intp'  Repts    30-369/83-05  ti   30-370/H3-OS  an 
B30131-0204  !<  notice    of  violation, 

DANCE, H  C        Dlvltlon    Of   Project   &  Resident    Programs,       S3/02/24 
TUCKER- H  B        Duke   Power   Co        2pp.       IBi42. 227        24X 
Fiche   50-369.  83/04/04,8303370327 

—3303270428    IE    Imp    Repts    50-369/83-03   1    30-37O/83-OB   on    B30I3I-OS44 
Nancompllanci    noted    trailer   containing    more    than    10  tines 
App  C   quantity    of   Co~60  not   potted    per    10CFR20  203e 
ALBftlOHT.R.H  ,    COLLINS,  T  R        Region   2,    Dfflc*   of  Director 
BARR,K  P        Plvlslon    of   Enginverlng    t<  Radiological   Safety    Pragrtu 
B3/02/H3        Spp        1B642  230        84X  Fiehe- 80-369,  B3/04/O4, 8309Z703S7 

8303040021    IE    Info  Notice    83-21.     "Defective  Emergency   Use    Rtiplrit-"  ' 
Svc    Hit   encl 

JORDANiE  L        Division    of   Emergency    Preparedness    &  Engineering 
fteiponie    (Pott  B30103)         33/04/15  Consolidated   Ed  It  on   Co      of  NIB 

Vorlt,    Inc        126pp        19435    133        24X  Flche    30-OOO,  83/04/13.  B30304HHI 

83030400S3    IE    Info  Notice   B3-22,     "BUR   Saf  etg/Rel  l«f  Valve    Fail  urn  • 
Svc    list   encl 

JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   830103)         S3/04/S2  ConlQlidatad  Ed i ion   CD      of  M* 

Yorl,     Ine          1 12pp         18303.08"?         24X   Flche    30-000,  S3 /04/2-2,  030 304 COM 


Q      rnspiction    reports,     IE   Bullttlns    t,   corre*pt>ndencff 

B212Q403B5    IE    Info    Notice    93-14,     "D*wat.red    Sp.nt     Ion    Exchange   Beslo 
Susceptibility    to  Eiotturmic    Chemical    Reaction    "    Svc    list 
anc  1 

TAYLOR.  J  M        Division    of    Saflguarils    &    Inipoction  Program*    (Post 
B3O1O31        83/03/3J.  Consolidated    EdUon  Co      of   Neu  York,     Inc 

112pp         18308  3C 9        24X  Flche    SO-OOO,  B3/»3/al . B212O603B3 

S303270HA   Forward*    IE    Insp    Repti    SO-3&9/B3-14   fc    50-370/83-21    on 
83 03 07-1O  No  nonconpliance    noted 

DAKCE.H  C        Division    af   Project    !.  Resident    Programs        83/O3/23 
TUCKER, H   R         Dute   Potu»r   Co,        Spp          1B&30    193         34X 
Flcht    SO-369- 83/03/23,  B303S7O14ei 

— B303?70iai     IE    Insp.    Reptl    30-369/S3-E4   A    50-370/B3-S1    on    B30307-1O   Wo 
noncompllance   noted   Major    areas    Inspected    Unit   2    initial 
fuel    lo»<Mr»o,pr»operational    test    results   revleu   1   fallouiup 
on    pr«vioir*    inspector-identlf led    Uemi 

THOrtAS.M        Region  a,    Dffic«    of   Director        JAPE, F        Division  of 
Ei»er)»ncy    Preparednesl    d  Materials    Safetu.       83/O3/S4        4De 
IB63B    197         S4X   Ficha    50-369,  B3/03/23.  830527014i. 


8303040025  IE    Info  Natic*    B3-23,     "Inoperable  Containment  AtmotpAtri 
Sensing   Sg«    "    Bvc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparedness   h  Engineering 
Retponse    (Post   B30103).       B3/O4/23  Con*ol  ldat«d   Edison    Co.    ttl  N(* 

Yorki    Inc        119pp        183B1    291        24X  Flche    30-000,  B3/04/25,  030^0^uM^ 

9303270311   Forwards    IE    Intp   Ftflpts    SO-369/S3-19   8.   SO-370/B3-22  on 
830404-08  No   noncompllance   noted 

DANCE.H  C        Division   of  Project   &  Resident  Programs        83/04/27 
TUCKER ,H  B        Duke   Power   CO.       2pp         18643.848        24 X 
FlChe    30-369.  83/04/27,8303870311 

— B305270321    IE    Imp   fi«pts    30-369/83-19  k  30-37O/@3-BS  On  830404-09  Na 
noncompllance   noted    Major   areas    Inspected    startup    program* 
ti  closeout    of   outstanding    Items 

BURNETTrP  T   ,    JAPE,F        Region  S,    Office   of   Director.       B3/04/23 
6pp         18643   2SO        24X    Flchl    30-369, B3/04/27. B303270311 

8303040026  IE    Info  Notice    83-24,     "Loose   Part*    In   Second*rg    Side   of 
Stean  Senerators  at  PHRs, "   3vc    list    encl 

JORDAN,  E  L.       Division   of   Emergency    Preparedness   &  Engineering 
Ratponie    IPost   630103)         B3/04/2B  Consolidated   Edison   Co      of  Km 

York.    Inc         115pp.       1B382.047,       24X  Ftche    50-0 OO.  B 3/04/28,  S30 30 400 Si 
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B3O3O4O027    IE    Info   Notice   83-29.     "Standby    Qas    Treatment   Sys   Heater   High 
Ttap    Trip    Setpolnt   Adjustment    "    Svc    list    end 

JQRDANiE  4,        Division    of   Emergency    Preparedness   &  Engineering 
Reiponta    (Pint    B3Q103)        93/04/28  Consolidated    Edison  CD      at   New 

York,     Inc.       USpp         18392   165        H4X   Flche    50-000,83/04/29-3303040037 


a  3Q  3030673    Summary    Of    B30419    meeting    ui/uti  I ,  Bechtel    &   Westlnghouse    in 
Bethesda.MD  re    failures   of    undervtiltage    trip    devices 
In  reactor    trip    breakers    <Me*  t  Inghouse   Model    DS-416) 
BlfiKEL. R    A         Licensing    Branch     4         83/04/23  Lieenilng    Branch    4 

36pp          1S309    193         S4X   Fiche    50-369,83/01/35,8303030673 


B3O3D40DSB    IE   Info   Notice   83-2&,     "Failure    of   Safety/Relief   Valve 
Discharge   Lin*   Vacuum  Breakers    "    Svc    list    encl 
JORDANiE   L,       Division    of   Emergency    Preparedness    &   Engineering 
Response    1PD«t   6301031        B3/03/03  Consolidated    Edison   Co      of   Neui 

York,     Inc.       12Bjjp         18441    17O        24X   Flche    50-000,83/03/03,8303040028 

B3O304Q03O    IE    Info   Notice   83-27,     "Operational    Response    to   Events 
Concerning    Deliberate  Act*   Directed    Against    Plant 
Equipment."    Bv*    lift    encl 

JORDAN.  E   L        Division   of   Emergency    Preparedness   &  Engineering 
Ratponi*     (Po»t   830103)        83/09/04  Consolidated   Edison   Co      of   N«u 

York,     Inc.        llgpp.        1B3B2. 282         24 X    Fiehe    30-000,03/05/04,8303040030 

&30Q04OO31    IE    Info   Notice  83-28,     "Criteria    for   Protective   Action 
flica»m«n<i*tiom    for   Oeneral    Emergencies    "    3vc    list    encl 
JOflDANiE    L.       Division    of  Emergency    Preparedness    d  Engineering 
fif»pant«     (Poit   S3O103)        B3/03/04  Consolidated   Edison  Co      af   Neu 

York,     Inc.       119pp         18441-001        24X   Fiehe    3O-OOO, 63/05/04, 8303040031 

S3O310OH&  Forward!    revised    info   re    it  earn   generator    in*p    program 
following    preheater   mod    Installation   Attachment    replaces 
P«aa   2  of   rncl    to  8304 HB   itr 

TUCKER,  H   B,        Duke    Power   Co         B3/03/O-J         DENTON.  N    R         Office    of 
Nuclear    Reactor   Regulation,    Director        A DENS AM i E   0        Licensing    Branch 
*          2pp.         1B374    221         24X   Flche    30-369,83/03/09.0303100148. 

B3O3040O33    IE   Info    Notice   83-29,     "Fuel    Dlnding    Caused    by   Fuel    Rack 
Defamation   "  Hvc    list   encl 

JOflDANj  E.  L        Division   of   Emergency   Preparedness    &  Engineering 
Ratponit    (Po«t    8301031,       B3/03/06  Consolidated    Edison  Co      of   Neu 

Vorlr      Inc.        USpp.        18323,243         24X    FlcNB    30-000,83/03/06,0303040033 


8303040273   Clarifies    info   re    reactor    trip    brsaiers   reported    In   93C-22B, 
O301    b  22    ltr&   Five    caniecutive    failures    to    Crip   reactor 
trip    breakers    via    und srvol tag e    attachment    considered 
•Ingle    failure 

TUCKER,  H    D         DuU    Poaitr    Co         83/04/2B         DENTON,  H   R         Of  fie*    of 
Nuclear   Reactor   Regulation,     Dire-ctor        NOVAK,  T  H       NRC    -   No   Detailed 
Affiliation   Given         2pp         18323:242         24X   Fiche    50-369.83/04/28, 
8303040273 

8303030133    InteMm  daflcieticy    rept    re    ITT  Barton   Class    IE   transmitters 
inhibiting    thermal    nonrepeatab i 1 ity    Initially    reported    on 
821210  Since    arrors    ulthln    safetij   analysis    limits, no 
setpolnt    changes   required 

TUCKER, H    B         Duke    Pflbier   Co          B3/04/EB         O'ftEILLV.J   P         Region    2, 
Office    Of    Director         2pp          18341    33B         34X   Fiche    30-370,83/04/23, 
8303090133 

B3Q3060403    Submit*    addl     info    TequBited    by    B304S6-27    tele  on*    fe    problems 
U/D&-41&    breaker   undervoltage    devices   Undervoltage    devices 
replaced    u/neu  corrected    device*    tt    Installation   checks    to 
verify   proper    alignment    Initiated 

TUCKER, H    B        Duke  Power  Co         B3/04/2B        DENTON,  H  R        Office   of 
Nuclear    Reactor  Reoulatiom     Director        ADENSflM,  E  0        Licen»lng   Branch 
4,         lOpp          1B343    177         24X    Flch  e- 50-369i  83/04/2B,  B30506O403 

8303040229    Forujgrds    "  Investioation    of   Unit   Trips,"    "Unit   Fast 
Recovery,  "    "Actions    Roqulred    for   ATWS  Event,"    "Reactor 
Trip,"   tt    evaluation   ro  mod    to   provide  automatic    reactor 
trip    breaker    actuation, per    NBC    request 

TUCKER  ,K   B        Duke   Pouer  CD        93/03/02        DENTON.  H  f)        Office   of 
Nuclear    Reactor   Regulation,     Director        ADENSAM,  E  0        Licenilng   Branch 
4         3pp          18383   219         24 X   Fiche    BO-369.  83/03/02,  B3O30402S9 


B303O40034    IE    Info    Notice   B3-30,     "Misapplication   of   Generic    Emergency 
•0>*ratlne    Protedurei    (EDP)    Guideline*    "    Eve    list    encl 
JOftDANiE    L        Division   of  Emergency   Preparedness   ti  Engineering 
fliipon**     (Post    B3O103>        83/03/11  Coniolldated    Edison   Co      of   Neui 

Vorlt,     Ine         t!4pp.       18324:003        24X   Flehe    30-000,03/03/11.8303040034 

03O32OOS3A    Forwardi    IE  Safeguards    Insp    Repta    BO-369/B3-18   ti 
3O-37O/H3-29   on   B304 18-22,  No   noncompllance   noted 
DAMCEiH   C         Dlvliion   of   Project   fc  Resident   Programs.       83/09/17 
TUCKER.K  B         Cuke   Pouer   Co        2pp         18314   266        »4X 
Flehf  3O-347,  83/03/17,8303200336 

—8303200963    IE   Safeguards    Insp    R«pts    SO-369/B3-1S    t<    30-370/03-23   on 
aaO41B-S2  No    nancompllance    noted   Major    areas    Inspected    stte 
orl«ntatlon> ravieu   of    security    organization   d    aecurlty 
prDD»-*ni   audit. Dvtaili   ufthhstd    (raf    10CFR73  21) 

TILLMAHjA,,     URVC, B        Rlglon   2,    Office    of   Director        MCOU1RE, D  R 
Division    af   Emergency   Preparedneti    &  Materials    Safety        83/03/17 
Ip,        IBS  14; SAB        24X  Flche    30-369- B3/O9/17, 8303200336 


—  8309040340   Pi-ocadure    QP/l/A/ilOO/03,     "Unit    Fflit   Recovery 
tt      Duke   Pouer  Co        83/03/02        9pp         1B323  222        24 X 
FUhe    30-369,  83/03/02,  a3O30q0229 


—  8303040246  Procedure   AP/0/A/350O/34,     "Actions   Required    for   ATWS  Event 
FIREBAUQH.L    ,     R6E3IDE-W   O         Duke    Pouer    Co         82/04/22         3pp 
18323    231          24X    Flehe    80-369i  B3/OS/02,  B30B040339 

— 8303040260  Change   O   to   Procedure   AP/l/A/5300/01,     "Reactor   Trip    " 
REE8IDE,  D    ,     FIREBAUOH.L         Duke   Power   Co         BS/Ofi/29         Bpp 
18323    234          24X    Flche    30-369,93/03/02,8303040229 

B3031301Bi   PNQ-11-B3-Q33   on   B305&1 , inadvertent    safety    Injection 
occurred    Caused    by    spurioui    signal    during    tests   of   steam 
generator   D  Lpui  pouar    DL  received   on  830303  &    initial 
crltleallty    planned    during    mk 

NEJFELT,  0    ,     IONATONI8.A,        Region   2,     Office    of    Director          83/03/02 
Ip          18-440   049         24X    FUhe    9O-370,  83/03/02,  8303I301B6 


B3O304O04O    IE   Info   Notice  83-31,     "Error    in    ADLPIPE  Computer   Program    " 
9vc    ll«t    encl 

JOflDANjE.  L.       Division   of   Emergency    Preparedness    d  Engineerlne 
Al*pon*e     (Post    B3O103»        53/03/19  Consolidated    Edison  Co      of   Heu 

Vorl,     Ine-       114pp.       18497:009,       24X   Flehe    30-QOO,  B3/03/19,  B303040040 

6303040044    IE    Info   Notice   B3-33,     "Nonrepresentatlve   Sampling    of 
Cont««Ifi»teil   Oil."   Bvc    list    encl 

JOflDAWjE.  L,       Dtvliton   of   Emergency   Preparedness    &  Engineering 
Ke«pon*»     (Pu*t    B3O1O3)        B3/03/S6  Consaltdated   Edison   Co,     of   Neu 

Vopt,     Inc.       114pp.       1B647  007        24X   Fiche    50-000,83/03/26.8303040046 

H      Pti-iodlc    operating   report*   h  related,  correspondence 

B303-17OS3&  Forward*   monthly    operating   repts    for   Apr    1983 

TUCKER,  H,  B.       I>ult»   Pouer   Co.       83/03/13  Director's   Office,    Office 

af    tnipictlon   and  Enforcement        Ip,       !B4i9-02B       24X 
F£ch,«:  30-369,03/03/13,8303170336 

— B3O5170540  Monthly   operating   repti   for  Apr    19B3, 

REAVI3.  J.  A.       Dud*   Power   Co        B3/03/13        7pp         184A7  029        24X 
Flehe- 50-3*9,  83/03/13,8303170936 

S,     Raport*bU    occurrences,    LERs   &   related    correspondence 

030S11O437   Part    al    *<  deficiency   repts    re   miioperatlon    of    DS-416  reactor 
trlft    undervoltag*    devices.  Initially    reported    on    830420 
AttaeJiaenti   will    be   replaced   u/devlces   u/uitdened    grooves 
to-   Accommodate    nau  retatnlng    rings   Mfg    drawings    revised 
RAHE,E   P        Hetttnahouie   Electric    Corp         93/04/21,       DEYOUNO.R.  C. 
D-lrejctor'c   Offlo,    Office   of    Inspection   and    Enforcement.       3pp 
18409-  095.       S4X  Flche: 90-000,  83/04/21,  B3O31 10427 


B30309O472    Discusses    G3041B   rept    re   reactor    trip    breaker!    (P.TB)    for 
facility    RTD    found    u/no   gap    betueen    undervoltaga    devlc-e    trip 
•  rm  Si   breaker    trip    shaft   pin    on    830331    Problem   inadvertently 
omitted    In  83O41S   rept, Proper    g-aps    verified 

TUCKER,  H    D         Duke    Pouer   Co          83/03/03         DENTON,  H   R         Office    of 
Nuclear   Reactor  Regulation,     Director        ADEKSAM,  E  0        Licensing   Branch 
4          fp          1B36S   341          24X   FlchB    30-369,  B3/O3/03,  83O3090473 

8303110095   Submits   add)    info    requested    in  830427    telcon    re   failure   of 
D8-41&   breaker   undervaltag ff    devices   Uestlnghou&e 
recommenilatloTis    Implemtnted   A-ddl    testing   will    be   performed 
&  emend    to   Tech   Spec    ulll    be    added 

TUCKER, H    B         Pule    Pouer   Co          83/03/03,        DENTON,  H   R         Office    of 
Nuclear   Reattor  ReouUtlom     Director        ADENSAM,  E  0        Licensing    Branch 
4         4pp          18398   062         24X    Fie  he-  30-369,  B3/03/03,  8303110003 

B30317QS3B   Forwards    LER   S3-QQ4/O3L-0 

TUCKERiH   D         Duke    Pouier  Co        B3/O3/06        O'REILLV.J  P         Region  2, 
Office   of  Director,       Ip        18465  06B       24X  Ftche   30-370,83/09/06, 

8303I702SB 

— 9303170269  LER   83-004 /03L-O  on    B30406,  venti  latlon   unit    condenial.   drain 
tank    released  while    comp.oiita    sampler    inoperable    for    more 
than   3O   d«\n   Caund    by    personnel    error   Tank    red    tagged, 
sampler    installed  ft   operation    procedure   will    be   modified 
NARuDCl.P   B        DuKe    Pouer    Co         83/03/06  Region  2,     Office   of 

Director         Ip         1B463  069        H4X  PiehB    30-370,83/03/06,8303170338 

B309U0242  PNO-I 1-83-036. an   B30308,unlt   achieved   initial   critleallty 
ui/o    Incident    Actual    parameters    In   clone   agreement   u/ 
pradlctBd    condition* 

NEJFELT,O  M   ,     IONATOMI8,  A        Region    2,    Office   of   Director        B3/03/O9. 
Ip          18393    138         S4X    Flehe;  90-370,  03/03/07,  B3031 10268 
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S30513013B  Provides    addl    info    updating    630426    tr  0503    Itra    re   recent 
p  r  o  &  I  ein  s    u/DS-416   breaker    undervoltage    devices. per    WRC 
request    Actions    £<    commitments    provide    sufficient    basis     For 
op-eration  Utii    Intends    to    proceed    iii/startup    per    schedule 
TUCKEfi,H    JJ         Duke    Power    Co         B3/O3/10         0ENTDN, H   R         Office    of 
Nuclear    Reactor    Regulation,     Director         ACENSAWi E    G         Licensing    Branch 
4         4pp          1B437     173         24X    Flcnc    50-369,  S3/O5/ 1O,  B30313CH  SB 


B305II0034   Generic   Ltr   B3-21    to   all    licenses*    of    operatlnj    reactor*, 
applicants    for  DUs   &   holders    of  CPs    re    clarification    of 
access   to    control    procedures    for    lau    enforcement    viiiti 
Svc    Hit    end 

EISENHUr,  D   G        Division   of   Licensing         03/03/11  Coniol Ida  ted 

Ed  Is  an   Co       of    Neil   York,     Inc          16pp          13940   099         24  X 
Fiche   30-000,83/03/11,0303110034 


8305230439  LEff  83-Q05/03L-Q    on    S30413. procedure    review   ruvealed    that 
area    tamp   monitor  ing    surveillance   not    performed    mithin    12  h 
limit    Cau*ed    by   revs    to   Tech    Spoci    Surveillance    interval    not 
recorded   Procedures    revised    W/B30-512    Itr 

NASDOC!,P    D    ,     TUCKER, H    B         Duta    Fouer    Co         93/05/12         O'REILLY.  J   P 
Region    2.     Office    of    Director         2pp          183B5    3B9         34X 
Fiche    30-370,  93/O5/ 12. B303250439 

S3032S0499   LER   63-006 /03L-O  on   B304J3,  uhi  1  e    in    Mode    5,  control    room    wide 
raaiga   reactor    coolant    leap    D  pressure    indicator    found    lau  b 
declared    Inoperable   Caused    by    sir    trapped    In   pressure 
trannnittsr   Transmitter    bled    &    loop    retailor   W/B3QS12    Itr 
NrtRIKKI.F    D    .     TUCKER.  H   B         Puke    Pou«r    Co         83/O3/12         D'fJEILLY,  J   P 
Regi-OH    2.     QPFie*    of    Director         Spa          19396    246         34 X 
Fich«    30-370,  B3/G5/12,  B303250'1'?9 

B3Q52SQ325   Interim    deficiency    ro-pt    re    Tectv   Spe-c    3  A    1    3    concerning 
Opel-ability    of   containment    air    lock    Investigation 
continuing   Complete    rep t    will    be    provided    by    330603 
TUCKERjH   B         Duke    Power    Co         S3/QS/JB         O'REILLY.  J   P         Region    2, 
Office    of    Director          lp          IB5B3   340         SIX   Fiche    50-370,93/03/18, 
B30333D925 

9305290507   Notifies    that    commitment    t-o    limit    operation    of   Unit   2   to 
IBTO    power    phijslcs    testing    aa    result    of   recent    problems 
ti/Da-41A    reactor    trip    ftrealiBrB    net  ui/lasuance    of    safety 
evaluation    for   Unit    1    breakers 

TUCKEff.H  E        Duke    Pouier    Co        Q3/O5/I9        OEMrON.  H  R        PFfiee   of 
Nuclejir  Reactor  Reg-ulation.     Director        rtDEN'SAM>E  0        Licensing    Branch 
4         lp          16399   254         2-U   Plche    SO-37O,  B3/05/I9.  B3O52309O7 


B30913014f  Act    receipt    of   B3Q419    Itr    informlnfl    NRC    of   abjectly**   1 
providing    scsnario   outline    for   030712   e»erciie 

PAPERIELLO,C    J         Region   3,     Office    of    Director         B3/05/1I         REED,  C 
Commonwealth    Edtson  Co         lp         10437    196        24X   Fiche   30-373,  B3/05/11, 
B30S130I49 


—  0305130195  Forwards    list    of   objective*,  scope    of   partie  ipatlon,  nm^ 
outline   d   narrative    summarq    for    emoraencij    eiareise   ichrdultd 
for   830712 

BLACKMOW,  T   O         Commonwealth    Edison    Co         33/04/19         H1HO.J 
Division    of   Emergency   Preparodneas   &  Operational    Support        l!pf 
13437    137         SIX   Fiehe'  50-373,  B3/O5/lli  S305130141? 

8305170433  Ac*    receipt   of   830419    Itr    informino   NRC    of    »tep*    t«k«n   to 
correct  violation*   noted    In    IE  Safeguards    Insp    Rapt 
30-373/83-03 

MILLER.  J  R        Region  3,    Office   of   Director        Q3/O3/I2        flEED,  C 
Commanuealth    Edison  Co         lp         19469   2?0        24X  Fiche   50-373,63/05/12, 
8303  170433 


—8305170455  Responds    to   NRC   B30329   Itr   re   violations    noted    tn    IE 
SaFeouards    Insp   Rept    50-373/03-03  Correctly*    actloni- 
procedures    used   to    test   metal    detectors   &   proposed   change    In 
description    of  metal    detectors   addreised   Details   withheld* 
FARRAR.D  L        Commonwealth    Edison   Co        B3/04/17        KEPPLER,  J  0- 
Reolon  3.    OCfice   of  Director        lp         1S469  891         34X 
Ficfi*    30-373,83/03/13,8303170423 


0     Adjudlcatory    corrcspandence 


BGOS33O549  SubffllCs    Hit    of    procedure!    changed    to    require    independent 
engineering    analysis    on   reactor    Crips   Anatgsi9   uftl    use 
reactor    trip    enecUliBt    to    ensure    appropriate    parameters 
conilifered    Performance    engineer    to    document    rsvlau 
TUCKER.  H  D        Duke  Power   Co        S3/05/20        DENJDH.H  R        Office   of 
Nuclear  Reactor   Regulation.     Director        ADENSAH. E  O        Licensing    Branch 
4         2pP          1B5BB   321         24X   Flche    50-3A?i S3/O5/SO, S303350S4? 


8303200481   Advises    that    time    for    CommUslon   to  revleui    Dlrtctor'i 

Decision  D0-S3-I    expired    Commission    declinad  review   Decision 
became    final    agency    action    on  83O906 

CHILK,8  J        Office    of   the   Secretary    Of    the   Commission        B3/O5/I9 

HAfiTlOAN.N        rillnois.    State    of        ROREM,  B  L  Friends   of    the  Ejirt* 

OOOOL,  E  H        Citizens   Against   Nuclear   Pouier  lp         ia313'014        S4K 
Flchfl    50-373,  03/03/19,  S3052004B1 


DOCKET   50-373  (-A5ALLE  COUNTY  STATION,     UNIT    1 

F      Security,     m«dlcal>     emergency    &    fire    prntection    plans 

B3052400B7   Addl    response    to    FOIA    request     for    draft    insp    evaluation 
repts    It  comment)    qn   J   Happier  BS07lf    Itr    re    special 
safety    Insp    of    Facillti;    during   rray-Jul    1982  Forwards  App    C 
documents 

FELTON.J  M        Division    of   Rules   ai>d    Records         B3/O3/3I         GARDE- B 
Government  Accountabl  1 1 1«    Project         2pp         18313  015        24X 
FIch»    30-373, 83/03/31,8303240087 

— 8-305230 I'll  Recommends    unesorted   access    to   protected    areas    far 
R  LIpJnsKi    k  S  Chan   Rap  if at    sheet    crantml t tfng    evaluation 
of    technical    rept.     "As-je-sgtnent    of    Effects    of   Nicked 
Reinforcing    Steel."    enc 1 

KEPPLEfi.J  fl        Region   3.     Office    of    Director         92/06/14        REED,  C 
Commonwealth    ElUson    Co          7pp          19593   036         24X 
Fiche    30-373.83/03/31,0303240097 

B30303O4O2  Forwards    request    for   addl     info   re    fire    protection    for    safe 
shutdown,  based    on    review   of   Amend    4.2    to   FEAR 
SCHHEWCER,  A        Licensing    Branch   2        B3/Q4/3S        FARRAR. B  L 
Commonwealth    Eddon   Co,       3pp         1B332  046        24X  Fiche    50-373.83/04/28, 
B3030S0402 

830513043B   Forwards     IE    Ir«p    Repts    3O-373/93-S4    !.    50-374/B2-22    on 
821134,2*.  39,  13OI.  14    fc   830414    J.   notice    of    violation 
SPEaSARD.f?   1-         Division    of   Engineering          33/04/23         REEB,  C 
Commonweal tn   Edison   Co        Sfp         10431    107        34*    Fie**   50-373,03/04/28. 
B303IE043a 

— 930312O443   Notice    of    violation    from    Insp    on    631134,24,29,1301^4    * 
830414 

SPESSARD.fi    L,       Division    Of    Enninfferino         fl3/04/20         3pp 
19431     109         SIX    Flcfte- 30-373,  83/04/aa,  6305120433 


P      Operating    license   stage    documents   b   correspondence 

S303190009  Filial    response    to  FDIA  request    for    documents   re    Z«cR    Co  tifaf 
uiork    performed    by    Z«ck    in    const    of    facilities   Forwards  App   A 
document*   Documents    denoted   w/atterlsk    available    in   PDR  App 
B,C,D  &  E  documents   withheld    (ref  FOIA  Elemption    7) 
FEL70N.J  n        Division   of   Rules   and   Records        83/03/11, 
PRENDEROAST.  R        Prenderflast,     R   J.       17pp         1H304'  039        24X 
FiChe    30-000,  83/03/11,8303190009 

— 8  SOBS  50  506  Trip-   rept   of  BEOS  02  audl  t,  reviewing    settmic   b   qua  1  if  ieatlon 
file    for   Jack    Co   equipment, at   Sargent   b   Lundy   Eneinaeri    ofc 
In   Chicago,  IU 

RQSZTOCIY,  Z    R         Equipment    Qualification    Branch.        S2/OS/0* 
SCHNENCER.A        Llceniing    Branch   S        Bpp         1B307  SOI         24X 
Fiche   50-C-OO,  B3/03/1 1,  B30SI900O3 

— 8305190145  Confirms    telcon   w/Tongue    re   Unit    1    juiltchgnar    h«at    removal 
uleldl   Certain   welds    on  Unit    3,  Div   II    swltchgear   heat   renave.1 
sys   may   not   meet   applicable    code    requirements 
HOLYOAK,!)  H        CommanuBalth    gdlion  Co        B2/OB/06  Region  3. 

Office   of  Director        lp         1B307  800        24X  Flche    30-OOQ.  83/03/1 1 1 
B303190003 

— S305190302  Foriuards   Rev  0   to    "Assessment    of  Stitch   Weld  Strength    in 
WAC   Ductwork    Const,  LaBal  le    County    Station    Units     1    J"    2,  "    Of 
rejectable   uetds    have    sufficient    strength    to  meet    design 
requirements   of   HVAC    ductwork   &  need    not   be   repaired, 
POLLOCK.R  H        Sargent  &  Lundy,     Inc        S2/OB/27        SHELTQN.  B.  ft 
Cdttmanuealth   EdUon  Co         lp         1B307  317        34X  Fiche    30-000. 
93/03/ 1 1 .  B303190005 

— &305I90303  Rev  0    to    "Aisitssmunt   of  Stitch   Held   Strength    in    HVAC 
Ductuiork   Const'LaSalle   County   Station   Units    Ida" 
CHO,  F   L   ,    KISISEL,  I    T   ,     MELIGI,  A   V         Saraent    t,   Lundij,     In-c 
CQD-003490   ROD         B2/OB/27         27pp          18307   31B         24X 
Ficfte    SO-000,  B3/03/1I,B30S19000S 


-B305I20-147    IE    In»p    Jleptt    30-373/33-54    «.    50-374/82-22    on    82(124,2(1,29, 
1301.14    t,  B3O414  Noncomp  liance   noted    failure    to   write 
neneonformanc-a   cepts   &    failure    to    comply    oj/10CFR30,  App    B, 
Criterion    II    ra   housekeeping    practices 
RAMSEY,*?    ,     ULIE.J    ,     HASS£,R         Region    3,     Office    of    Director 

19pp          1B431-11S         24X    Fiche    30-373,  S3/04/8B,  B30512043B 


-83O519033S  ForwardB    "LaSalle   Countv   Station    Independent   HVAC   Review, 
Interim  rept  Rept   also    sent    to   JO  Keppler 
KEMPIAK.A  J        C  F      Braun  &  Co        82/O9/13        SHELTON, B   R 
Commonuaoltti   Editor,   Co        lp         1B507  359        24X  FIch*    SQ-QQQi 
B3/03/11,  83031  ?OOO5 
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- B3OS I 9O333   Forward*    TE  Watts    B210I9  Si   39   msmoa    to  CW  Schroedor 
nifonding    to    R   Lantsbury    questions    ra    WAC    ductwork    design 
b    transnlttlng    Rev   0   to   Project    Instruction   PI-LS-42, 
"Rrvl«u    t»f   GC    Documentation    for   LaSalle    Countg    Station    " 
GCHRDEDEft, C  H        Commonwealth    Edison   Co        82/10/27        KEPPLER. J  Q 
Aeglfln    3,    Office    of   Director        9pp         18303  093        24X 
Fteht    50-000, 83/03/11,8305190003, 


B303120980  Forwards    Amend    14   to    License   NPF-1  1.  safety    evaluation  & 
notice    of    issuance    It  availability    Amend    delates   License 
Condition    3    C     (26)    t    Incorporates    licensee    approved 
alternative    to    Hflil/Chem   technical    qualifications 
SCHWENCER. rt         Licensing    Branch    2         03/03/05         FARRAR,  D   L 
Commonwealth    Edison    Co         3pp          10441    319         21X   Ficha    30-373,03/05/05, 
8305120590 


-93QS190357    BflV   0    to    Project    Instruction   PI-LB-42,     "Revieu    of    «C 
Ooeuamtatian    Foi-    LaSalle   County    Station   Units    1    S.  2   " 
*       B*ro«tit    t>   LundU,     Inc         02/10/21         9pp          10300    102         24X 
Flch»:  3O-000.  83/O3/lliB30S190003 


-B3Q5S903A5   Forwards    Vols    1-4   to 
NuelMv    Plant,"    final    rept 
KEMPfrtK./    J         C   F      Brsun    i   Co 
Comnonujffj  1  th    Ediaon   Co         IP 
B3/O3/ 1 1 , 9303 1 90QO3 


'Independent   HVAC   Revi eiu, LaSall e   County 


B3f 10/37 
18308    111 


SHELTON.  0    R 
SIX   Fiche    30-000, 


Ack    raeaipt    of   CF   Broun    final    rept    of    independent    HvAC 
nvleu  -»t    facilities 

FHI-LLIFS.R-W        Region   3-    Office    of    Director        Ba/10/27  tleglon 

3,     Office    o*    Director         lp         1B30B    112        24X   Fiche    30-000,83/03/11, 
B30S-19OOO5 

— B3O3I9O379  Requests    list    of   results    of    detailed    calculations    on    mbai 
d«.m*fl*    for    M7    concrete    elements   affecting    Unit    1    operation 
&    approved    CF   Hraun    proposal    for    independent    HVAC   revieu 
ltt.k    Co.    chro-noltigg    and, 

QdQDlE,  O  S         Illinois,    State    of        93/09/07        KEPPLER, J  0        (legion 
3j     Office    of    Director         3pp          18311    27B         SIX    FlchB    30-000, 
B3/Q3/1 1,6303190008 

— 0303190390  P  Donahue    show  Transcript   08302   re    nuclear    power    safetg 
(nfa   ra    Facilities   tt   Zacfc    Co    encl 

*      Multimedia    Program  Production.     Inc        83/03/11         12Bpp 
lasts    189         B4X    Fiche    30-000,03/03/11,8303190003 

630-4290034    RBD.ua-sts    documented    acceptance    of   General    Motors 
Elactro-iMiot-lve    Div    1EMD)    MI    9644   mod    as    acceptable 
•  I tirti.it tvt    to    dfeiel    generator    prelude    oil    pump    EMU 
cl*rif  Ication    of   prelube   requironientR    ancl 

SCHRDEDER.C  W        Commonwealth    Edison   Co        B3/04/36        8CHWSNCEF!,A 
Hcmilfio    Branch   S        3pp         1B263  274        3^X   FlchB    30-373,  H3/O4/26. 
8304290034 

eaO!>Q301&l    Corflrm*    di*cus«ion   ui/A  Qournla    changing    effective    data    for 
proposed    Tech    Spec    r«    radiation    chemistry    technician 
qualification    requirements    to   930303 

BCHRO£D£RIC  H  Commnnue«lth  Edi.on  Co  B3/O4/27  SCHWENCER, A 
Llcvnilna  Br*nch  a  lp  1B300  269  24X  Fiche  30-373, B3/01/27, 
B3030301&1. 

6303020455   Generic    Ltr   B3-19   to   all    pouier    reactor    !.   testins    licensees 
T*    n*u   pracidurAt    for    providing    public    notice    concerning 
iituinc*    of    smerds    to   OLs    Svc    list    encl 

EISENHUTj  D   O        Divition   of   Licensing        B3/OS/Q2  Consol 1 datsd 

Edl*ttn    Co       of    Neui    York,     Inc          30pp          1S441     ISO         24X 
FUh«    SO-000,  B3/OS/Q2,  B305030433 

B303110O82   Forui*ri!»    "Test   Rept    on  Verification   Testing    of    Separation 
&itu»fln    Clan    IE  t  Non-Class    IE  Powor   Cables    in   RaceuauK    " 
Writt«Ti    tonflrmat ion   of    closure    of   License   Condition 
2  C    fS13    requested 

3CHROEDER.C   14        Commonuai  1  th    Edison   Co        B3/OS/03        SCHWENCER.  A 
Liclltiing    Branch    2        2pp         18397  B39        34X   Ticha    3O-373. 03/05/O3, 
83Q3UQOBS. 


— 830S1209B5    Amend    11    to  License    NPF-l 1 .  del e tlno   License   Condition 
8   C     <3h>     t    changing    Tech    Specs    to    Incorporate    licensee 
approved    alternative    to  Rad/Chem   technical    qualifications 
EISEMHUT. D   0         Division    of    Licensing         B3/O3/03         6pp         1Q441    332 
34X    PichB    30-373.  S3/05/03,  B3031305SO 

— 8305120309    Safety    evaluation    supporting    Amend     14    tn    License    NPF-i 1 

B      Office    of    Nuclear    Reactor    Regulation,     Director         B3/03/05         2pp 
10441    358         24X    Fiche    30-373,03/05/05-0305130580 

-- -8305120393    Notice    of    Issuance    f,    avallabllitg     of    Amend    14    to   License 
HPF- 1 1 

SCHUENCER-A         Licensing    Branch    2         93/05/03         3pp          1B1H1    330         SAX 
Fiche    50-373,83/03/05,8305120980 

0303090699    Generic   Ltr   83-20   to   all    operating    reactor    licensees   & 
holders    of    CPs    re    integrated    scheduling    for    implementation 
of   plant    mods    Svc    list    end 

EISENHUT,  D   0        Division   of   Licensing        03/09/09  Consolidated 

Edison   CD       of    Neui    York,     Inc          16pp,        1B627     153         24X 
Ficha    30-000,53/05/09.8303090639 

0303170477    Confirms   B30512  enforcement    conference    in  Olen   Ellyn.IL 
ui/utll    to    discuss    programmatic    deficiencies    identified    in 
surveillance    testing    program 

NQFieLIUS.  C    E         Division    of    Project    t,    Resident    Progi-ams         63/03/09 
REED.C        Commnnuealth    Edison   Co        lp         10H7O   089        31X 
Fiche    30-373,83/08/09.0305170477 

B3O3200621     Documents    revieu   af    procedures    if    practices    used    in    control 
of    design    &   const    of   Qyron   Station  b   highlights    Important 
findings    Const    nf   Byron  meets    requirements   of   FSAR   t  8ER 
<MJneG-OS76>    Supporting   documantatl on   encl 

REED.C        Commonutalth   Edison    Co        B3/O3/11         DENTON,  H  H        Office   of 
Muclear   Hoactor   Reoulation,    Director        IOpp         1S921    OB5       StX 
FUhi    30-000,  B3/03/1I.  8303200621 

— 3303200637   "Enorgg,  Inc/FargifaQni  Inc    Audit   Rapt    of   Sargent  it  Lundg    for 
Comm  Ed    " 

CUHRAN,  R   N    .     HARRIS.R    J         Energy    Incorporated         FERGUSON,  R   N 
Ferguson,     Inc         B2/07/06         65pp         16321    093        24* 
Fiche    30-000,83/03/11,8309200621 


-B30320Q4.47    "Rept    on    INPO   Sd  1  f-Ini  tlated    Evaluation    for    Byron   &• 
Braldiuood    Nuclear   Station   Const  Projects    " 

*      Commonuealth   Edison  Co         82/11/17        35OPB         10321    160        31X 
Fiche    30-000-,B3/03/ll.B309200i21 


-S305200i>S5   Rept    of    810959-30    audit    to    verify    Sargent    t<   Lundg 
conformance    to   NUREO-03BB   re    environ   qualification   af  Class 
IE   electrical    equipment 

MARCUS.  Q   F         Commonwealth    Eitlson    Co         81/10/06         6pp         IB 522    130 
2^X   FichB    50-000,  63/03/11,9303300621 


-6303SOOA6.5  Rept   Qf   030307-19   audit    to   evaluate   Sargent  t  Lundg   OA 
program   implementation  &  adequacy    of    facility    design 
SUMMER  PI  ELD,  T    .     MARCUS,  0   T         Commonuea  1  th    EdUon   Co         83/03/23 
IBpp  10322    136         24X    Fiche    50-000,83/03/11,0303200621 


— B3OStlOOB9   "Taat    Rept    on  Verification   Testing    of    Separation   Between 
Ct«tf    IE  &   Non-Class    IE  Power    Cable*    in  Haceuags    " 

HA^e^.^r^E,  j  f  JOHNSON.F  ,  RODERTB.W   wgie  Laboratories   4t3ii-3 

S3/O3/SS         181pp         10397   241         34X   Fiche    30-373,03/03/03, 
B3O311QOB? 

63O5HO171    FoMuards    safetg    evaluation    on   drguell    to  uatuell    vacuum 
breaker    valve   modi    to  withstand    suppression    pool    suell    phase 
of  LOCft  rfodl   acceatabla 

BCHUeNCERjA        Licensing    Branch    2        83/05/03        FARRAR, D  L 
Conmonuaalth   Ed  it  on   Co        2pp         18434    236        24X   Fiche    30-373,  B3/03/03. 
9303110171 


-9303300673  Rept    of  8SO&07-1  1    audit    re   Sargent   i  Lundy   OA  pragram 
implementation   !,   evaluation    of   adequacy    nt   mechanical, 
electrical    81   structural    design   of    facilities   Related    Info 
ent  1 

MARCUS.  O   F         Commonwealth    Edison    Co         32/06/17         43 pp         IS 533    174 
E4X   Fiche    80-000, 83/03/11. B303S006ai 

-B3&SSOO&Q1    Rev  3    to    "Interface   Control    Agreement, Westtnghouse   Piping    £1 
Structural    Evaluation  Program   for  Qgron    Station   Unit    1    " 
*      Maatlnghouae   Electric    COTP        H      Commonuea  1  th   Edison  Co        * 
Sal-gent    b   Lundy,     Inc         03/IO/2?         19pp          1Q32S   2S1         24X 
Fiche    30-OOOi83/03/ll.B305B006ai 


— 8305110173  Safety    evaluation    on    drguell    to   uietuell    vacuum    breaker 
Vllv-i   mods    to    Lifthttand    suppresiion   pool    smell    phase    of 
l-QCA   Mods   acciptabl* 

*      KR.C    -  No    Detailed    Affiliation  Given        B3/QB/03        3pp 
230         S4X    Fiche; 30-373.83/03/03,S303I10171 


-83OS2006B3  Rev  C    to   Procedure    304,     "Design  Control    -  Neu  Design, 
Pgron   Station    "   Description   of   Hastlnghouse    design  assurance 
controls    for   Bgron/Brelduioad    encl 

WHITAKER.W    A        Nuclear   Pouer   Services.     Inc        B2/11/23        IBpf 
1B322   241          24X    Fiche    30-000, B3/O3/1 1 ,  B3O3200621 


-B3OS200&S4   Advises    that   Hestinghouse   QA    program   implementation 
described    in   WCAP-B370.  Rev   9A,  satisf  ac  tory 

SEYFRITiK   V        Region  4,    Dallas,    Office    of    the   Director    (81/03/01) 
81/04/30        SLEMDERiR   J        Mestingliouse    Electric    Corp        Bpp 
10383    239         24X    FlchB    80-373,  S3/O3/1 1 ,  B3C-3200S.21 
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— 930S20O6BB   Ofv  0    to    "Aui i  I iaru.    Feuifuater   Su i    Design   Review  Kept    "    Utll 
QA    itatement   re    verification   a*    adequacy    of    design   &   const 
at    Byron   l/ralt    1    encl 

HATTELET>P    L    ,     HEI8TER. J   R    ,     BRrtEOER, C    B         Sargent    &   Lundu,      Inc 
DfiR-AF-OOi-BB    ROO         SO/07/li         B4po          18322    3O3         S4X 
Flcne    3Q-G0Q-  B3/O3/1 1,  fl3O52OOfa21, 

— B303200i-?l    "Design  Evaluation    (Audit)    Kept    of   Sargent    !<  Lunfly    for   Comm 
Et    " 

BI8BEG.D  i  CURRANifi  N  ,  FAHMAW, R  F  Enerju  Incorporatad, 
83/04/04  127pj>  18323  O27  24X  Fiche  30-OOO.  B3/OS/1 1 , 
B303S00621 


— 8303I90Q97   Requests    investigation    of  Region    III    Inadsituate 

inve*  tigative    oversight   re   OA   treat  down  Si   possible    criminal 
falsification  at    Zack    Co.  H  VAC    contractor   at    facilities  AT 
How* I'd    &   S  Mar* Ho   allegation*    discussed 
DEVrrJE,  T        Oov.rnment  Accountabili t«    Project         82/07/26 
PALLAD1NO.  N  J,       Commi  it  loners         llpp         1B306-  ISB        SMX 
Flthe    50-000,83/03/11,0303190003 


-- 8303190IO2   Affidavit   of   SL  Marello   re   OC   breakdown   b  crinlnil 
falsification  at   Zacfc   Co, HVAC    contractor   at    facilities 
MARELLO-S  L        Affiliation  Unt noun        02/07/26        32pp         IBJOi 
24K   Ficno    SO-000,B3/03/11'B303190003 


6303200013  Responds    to   ejtil    830407  request    ta   change   Tech    9p»ci 
allowing    dilution    flau    blawdouri   det  (munition    bu    position   of 
regulating   valve   Request    unacceptable  Flow   rate   estimate 
still    vulnerable    to    uncei-taint  is* 

NOVAK.  T   H         Division    af    licensing.         B3/OS/17         FARRAfl.  D   L 
Commonwealth   Ellison    Co        3pp         IBSaB  3fiO        24X   Flche    30-373,03/03/17, 
Q3O5SD0019 

5309230334  Submits    editorial    rev    to    Specific   Action    10  per   BBISSB 
ruiponie    to    DeneTic   Ltr    SC-04    re   measures    to    mlnlmlie 
ineergranuJflr    strxi   corroilon   craclifng    General    ti    tpecific 
eorrtctlue   action!    dlicuisad   WUREC-0313    compliance    achieved 
SCHRoeDEft,  C  M        Comffionu«iltn    Edtion   Co        83/05/17        LAINAB.  0   C 
Hc«rnlr.(r    Branch    2         4pp          1S537-3I3         24X   Ficfie    30-373,&3/03/17r 
6303230394 

B303240MO  Forward*    Tables  3    9  1   A   3  9-4A   somparlns    NRC    fuel    anembli; 
load    combinations    in    horlJontal    p  I  ane-  vsr  1  1  cal    plane   ft 
design   fts-ils    lo*di   Encl    table-a    ulll    be    Included    in  FSAK 
Amend    63  to    be    subraltt&it    by    Baotao 

aCHRCEDER.C   W        Commonuealth    Edison   Co        S3/O3/19        SCHWENCER.A 
Llcenslno   Branch    2        rtpp         1B34B  343        24X  FIche   50-373,83/03^(9, 
3303840110 

B30327047.5   Ack    receipt    of  630429    Ur    informing   NRC    of   ttep*    taten    to 
correct    vlolatlpn*    noted    in    IE    ln»p   flipts    50-43  4/83-06  & 
50-435/83-03  Actloni   ulll    be    decided    during    pips   uhlp 
r**tr-4lnt    tnargij    abiorblng   matt    teiti. 

BPesStnHO.R  i-        Elvitlon    at   En-gingering.       33/03/24        REED,  C 
Co«monuealt/i    Eflllon   Co         Ip         1B64>1   037        24X   FieJi*    30-000,83/03/84. 
3305270*74 

—  8303270301    Rev    1    to    "Evaluation    of  Three    Legged    Pipe   Uhlp    Restraint 


argent   &   Lundy,     Inc 
34X  Fiehe    50-OOO, 


9    19    1-0   FTO1 

3309370476 


MA.  J  3    .     VANG.  M  S    ,     AMJN,  N 
B2/09/21         47pp         19644  f)9 


B  3033  1  0086  Notification    of   B30A14  flit  et  ins    u/ctll    in   Botnetda.HD    to 
dlicutt   utll    DCRDft   program  plan 
OrLflEUr,  R   rt         Dperatlng    ReatturB    Branch    3         83/03/Si         CHL/rcHFlEC-D,  D 

Operating   Reactors    Branch    9        3pp         1B6SQ  063        24<C 
Fiehe    SO-000,  B3/OS/26.  B3033100B6, 


Q      Impact  ion   repnrtii     IE  Sullatlns 


{orrespandence 


a  305  1  9000  3  Final    rupofiu    to  FOIA   request    for    document*   ri    ZacK    Co   V/or 
uort    performed   by    rock    in   ton  it   of    Facllltlet    Forwird*   App    A 
documanti    Dacumant*    denoted   u/a»t«f£«l    available    in  PDR.  App 
fiiC,D  ft  E  document!    tultJiheld    (ret  FOIA  Eiemptlon   7) 
FELTON.J  M        Olvl*lon    of   Hul*j    and    Record)         63/O3/I1 
PJ?ENDEROAS7.R        PrendHrgait,    R    J         17pp         ISSOi  O39        24X 
e-  30-000,  83/03/1  1,  B30S190OO& 


6303190O49  Aequ<its   vindor    Insp    af    facllltiai    having   contracti   u/Iutt 
Co    due    ta  QA/OC    (i  roll  lama   ^t   Midland    re  HVAC   activitfei 
Zack    Co    carraipandene*   re   LaSalle   &  rvlatirf    Info    encl 
FJOflELLIjO        Riglon   3i    ChicajD,    Rene  tor   Cortitrtic  t  Ion  1,   Engineering 
Support   Branch-       BO/04/21        POTOPDU3,  U        Wiglon    4.    Dallas,    Vendor 
Inspection   Branch         ISpp         19306   077        24X    Fiche    30-OOO,  B3/03/1  1- 
B3031?000S 

830919005-0  Summarliei    B2D430  mettlng    u/preddleii  t    of   2jlcV   Co.  HV/tC 
contractor   at    taclll  tletj  re   potential    al  1  tgatt  ans,  Zact   Co 
planning    ta    tirmlnatv    several    employees    in    document    control 
it  ctlon 

HAYES,  n   a        Region  3.    Office   of    Director        33/03/JS  Raglon  3, 

Office    of   Director,       Ip         18304,039        Z4X  Fi  en  e-  50-000*  B3/03/U. 
H30S  190005 


Rtptt   allegation   re    Zact    Co    falsified    docunints    concerning 
HVAC   activities   at    facilltlei    far   NSC   Nightly    Neus 
broadcast 

*      Radio  TV  fieportti     Ine        82/07/24-  NflC   -  No  Detailed 

Affiliation  Given        2pp         iSSOA    134        SIX  Flch*    SO-000.  B3/O3/J  1, 
63-03190003 


— 3303190109  Affidavit   af  AT  Howard   re  QC  breakdown  (.  criminal 
falsification   at    Zacli    Co,  HvAC    contractor   at    facilities 
HOWAHD.  A   T        Affiliation   Un (mourn        BS/07/ai         33pp         I930t,  liO 
24X    Fl  Che;  30-000,  83/03/11,03081 90003, 

— 8^93190119   Repti    investigation   r*   possible    flauad   aqulpnint   it 
fael  1  i ti*s,  p»r  Eu>uitne«s   Neuis    broadcait 

«•     Radio    TV  Reports,     Inc        82/07/26  NRC   -  Ho   C« tailed 

AffllUtion  Olvon        2pp        1S307    US        B4X  Fich  e- 30-OflOi  83/03/11. 
BJ0319OOO3 

— 9303190124   Offers  assistance  &   coop.rj  t  ion    in    Inves  tla*t  ing    lact  (« 
Scigoext tone    diicuised 

OEVINEiT    .     OAHDE,  B  p        Oovtrnmsnt   Accountability    Project 
92/07/B7.       PALLADJfJO,  N  J        Comffllss  ionirt        2pp         IS307- 167       HI 
Fiehe    3O-OOO,  03/03/11, 8303190009 

— 330319O12S   Foruiards    outline    of    Investigation  rept    ra   2aek    ddctminttti,,, 
concerning    HVAC  activities   Discussion   of  matl    spic    fc 
nechanlcail    proptrtle*    for   galvanited    sheet   iteal    St   stlffener 
hanger   tt    nupport    steel    &  L  DelOeorge    handwrl tton    notei    end 
MOnfLIUS.C   E       Region   3,    Office    of  Director        B2/07/S8. 
KEPPLER,J  9    ,    DAVIS.  A  B   ,    FOBTERi  J        Region   3,     Office    of  Dlrfetlr, 
S3pp         1BS07    1A9        S4X  Fiehe    30-000,  B3/03/1 1,  8303190003 

— B303190491     Informs   of   attv    genaral    of   atatt   of    IL  Inttntion    ta  itUnf 

NffC  820B1J    rtiBitlno   w/utll    t,  Oovt  Accountability  Project   to 

discus*    selection   of    third   party    to    investigate  HVAC 
allegations 

VAN  VRrtNKEN,  J        Illinois,    State    of        BB/OB/09.  K6PPLEH,  J  0 

Region   3.     Office    of   Director        Ip.       1BB07, 209  C4X 
Fiche    SO-OOO,  93/03/11,  B30S190003 

— B3091901A2    Introduction    of   B20B11    public    mteting    to    tfiecusf   utll   plir,i 

re    enplograiPnt    of    th(rri    party    contractor    to    conduct 
Independent    review  of  HVAC   tus   at    facilities. 

*  NRC   -  No   Detailed  Affiliation  Given.      32/08/11        2pp 
1B507  B14         a4X  Fiehe    3O-000,  S3/03/11,  S303I90003, 

—8303190167  Requests    that   all    interested    parties    b*    furnished   propciil 
contract    betuetn    utll    Ic  CF  Braun    for    indepindent 
investigation    af    facilities   &   be   alloued    to   *ubmtt   urlttfn 
camfflints    before  agrnment    finallied 

VAM  VRANKEN,  J.       Illinois,    State    of        S2/OS/1C.       KEPPLER.  0. 9 
Region  3,    Office   af  Director        2oo         18S07'213.       24X 
Fiche   30-000,63/03/11,0309190003 

— 830S190171?   Ra^uoits    th*t   Raalon    III   monitor   CF  Breun   activities    in 
[ndipendent    ravleu  of  HVAC    tu,«   at' facilities   &   th*t  T   Houard 
&  S   Marallo    experience  b    Ifnouledge    be    utllliid    in    r*viiu 
proc»*s  Utll   saoaia  Itr   to  CF  Braun  i<  Co   encl 

HOWARD.A.T        APflltatlon  Untnouti-       8S/Q8/13        KEPPJ-ER.  J.  0.      fiefllen 
3,    Office   t>f  Director       ilpp        16307:216       24X 

Fiche    SO-OaO,B3/03/ll,S3031(?0003 

— 33OS1901B4  Confirms  830812   teleon  ft   tslephon*   call    from  M  Cntrrij 
concerning   Zack    Investigation   tt   clrcumstenctt    lurrotindfng 
terminatian    of    lack    employees 
OAVE9,AB        Riaion  3.    Qfftcfl    of   0  trie  tor        82/OB/1A        FITZOERALD,  J 

Office   of    Investigation        2pp        18307  230        24 X 
Flchi    90-000,83/03/11,  830319000S 

-a30319Olfl9  Notification    of   8200B4  meeting   u/utll    in   Olen   Ell|fi»,  IL  to 
rfitcusi    ttatu*    at    llcinsee    Independent   HVAC   review 

*  ftagion  3,    Office   of  Director       82/08/1B.          Region  3,    Office  of 
Dlr.ctoT-         Ip         16307  231        !MX  Ftcha-  SO-000,  83/03/1 1.  8303190003 

-g303l<?O2B3    Introduction    of   820824   public   meeting    to   dlicirfs   utll 
preliminary   plans   re    independent   review  of  HVAC   tys    at 
fa-cllitle*    Meeting   mill    focus    on   CF  Braun    technical 
or  opoials.  . 

«      NRC    -  No   Detailed  Affiliation  Given        83/OS/24,        Ip         ISS07'Sia 
24X  Flchv.  3O-OOO,  83/03/1 1,83031 900O3 
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-B30319D259   Faruardi   T  Devine   820813    Itr, AT  Houiard    B20B13    Itr    &   SS 
Karelia    BSOatt,    Itr    far   NRR    consideration    In   assessment   of 
utll    prop oi»l    on    third    party    rtviEu  of   MAC    sys    at 
facilities 

BPESSARD.R   L        Division   of   Project   t  Resident   Programs        82/OB/29 
E1BENHUT.  D  9        DlvUion   of   Licensing         Ip         18307   293        SIX 
Fichi    9O-OOO,  B3/O3/11,B303190003 

-SM  3 170292   Advli*i    that   AT  Howard    &  SS  Marello    do    not   object    to 
crlectlon    of   CF    Braun    to    conduct    third    party    Investigation 
of    charge*    against   Zaek   Co,»ubj    to    listed    conditions   Related 
Info   en-el. 

DEVINE.T.       Covernment   Accountability   Project        B2/QB/13 
XEPPLER^J.       Region  3,    Office    of   Director         lipp         1S307  294        24X 
Fleht.    30-000,  B3V03/11,  8303190003 

-S30317D29&   Comment*   on  820311    meeting    u/NRC   b   utll    re   CF  Braun    audit    of 
facilities   CF  Brawn   should    rept    directly    to   NRC    (•   should 
aualt  all    critical   area*   at    facilities 

HARELLQj B  L,      Affiliation  Unknoun       83/03/16       KEPPLER,  J       Region 
3,     Office    &t   Dlroetor        3pp         IB307  313        24X   Ficha    3Q-QOO. 
83/O3/1 1.3303190009. 

-93Q91°O304    Discusses    concern*    on    behalf    of    AT   Honiara"    t,  3  Harelloj  for 
NSC    comtdnratlon    in  review   of   CF  Braun    final    proposal    to 
co-nil  (jet    Independent    review   of   HVAC    sys    at    facili  t  IBI>  per 
320924   meeting. 

DEVIHE.T.       Oovtrnment  Accountability   Project        B2/09/04 
KEPPLERjJ.  O        Region  3,    Office    of   Director        6pp         1B307  343        24X 
Flehe    3O-OOOVB3/O3/11. 8303190003 

-9305190329   R*«pnndi    to   820904    Itr    containing    comments    on   CF  Braun 
proposal    for    independent   verification    of   HVAC    sys    at 
r>clllttefl    Comment    taken    into    consideration    in   NRR   review 
of   proooi»l 

KEPPLER- J  O        Region  3.    Office    of   Director        B2/09/13        DEVINE.  T 
Q&v*rnment   Accountability   Project         Ip         1S307  397        B4X 
FlfiherSO-OOO,  33/03/11.6309190003. 

-SMS  190334   Advleet    that    field    Imp    of   HVAC    iijs    at    facility    completed, 
Including    review   of   Oovt   Accountafallly    Project   allegations 
4jaln.it    lack    Co    No    technical    baili    eiUts    for    further 
re-ltrlc  tlon    at    facility    power    level.  W/related    Info 

KEPiPLER.J  0  Region  3,  Office  of  Director  82/12/03  DEN  TON1,  H  R 
Ottlc»  oF  Nuclear  Reactor  Regulation,  Director.  Itpp  18312  038 
2W  Flche  30-OGQ, 93/03/11.8305190003 

-33O319O3B7   Rev    1    to   "LaSalle   County   Station   Technical    Propoml,  " 
Including    «cope    of   uorkiuork    plan    to   accompllih    Independent 
HVAC    ravletir,  organliatton   chart    t,   reiume*    of    p«r«onn»l 
anlgn»d    to    project.  Llit    of   matl    (pica    for   HVAC    conit    encl 
*      CF      Draun   «c   Co        B3/OB/S3.       34pp.       18912-133        Z4X 
Flche    3O-&OO,  B3/03/11,S3031<?OOOS 

-93OJlHfO3?6    Diicu*l»»   920434    telcon  w/B   Oarde    of   Oovt   Accountability 
Project    re    allegationt    concerning    Zack    Co   QA   program  at 
f*cllltit».  Per»tm«Ilg    IdintiflabU    Info    deleted 

HOR£L.IUB4>C.  E       Dlvliton  of  Engineering       82/O7/12  Division  of 

Engineering.       Ip         10312-323        24X  Flche    50-000,83/03/11, 
B3O917OOO3 


— B3Q3-119O399  Handurltten   notn    re   meeting    u/utll    on   allegation'* 
concerning    Zack    Co   actlvttlv*    at    facllitlei. 
DAVIS.  A.  B.       NRC    -  No   Detailed   Affiliation    Olvin        82/07/16. 
IB312, 335.        24X    Flchf  30-000,  B3/03/1 1,  8305190003 


9pp 


B3l20iO3B5    IE    Info    Notice   B3-14,     "Dewattred   Spent    Ion   Eichangi    Reitn 
9u«c«ptf  bl  11  ttf   to   Etothermle   Chinlcal   Reaction   "   Svc    li*t 
met. 

TAYLORrJ  H         Division   of   Safeguard*   if    Inspection  Program    <Po*t 
930103)         S3/O3/31.  Coniol  idatad   Edison   Co      of    Nuu  York,     Inc 

1B3OB,  31V        24X  Fiche,  30-000,63/03/21,3213040393 


B30M7O3O&  Adrfl    raiponie    to  F01A  raqueit    for    all    recordi    prepared   ab 
Riglon    III.  all    invaitigator*    involved    In    inveitlgatlan    of 
T  Howard    S>    S   Morella   allegationi    ti  all    Internal    record!    re 
problem*    di»cov«r»d   at    facility   Forward  «    App    B    document* 
FELTOW-J  M.       Dlvlclon    of  Rulei    and   Records        B3/03/2B        OARDE,  B 
aevernment    Accountability   Project.       Spp         183B1'216        24X 
FU  h  I'  30-373J  93/O3/2S,  B3  03090306 

--B3O5OT0313    IE    Inv«ltlBatlon  Reptl    30-373/B2-31    t,  50-374/62-13   on 
B2O721-1OD1.  No    nancompllance    noted    Major    areas    Investigated 
•ollauup    on   all»gi«tloni   re   matl    procurement    t  OA 
HftflciaTicin    of    HVAC    *<i%    ln*talled    by    Zach   Co 
L(WK9BURY,  R.D.  j     WESTCOTT,  H.  H.       Region   3.    Office    of   Director 
02/Oa/fA         4pp,        19391:217,       24  X  Flche    30-373,  B3/03/22,  B30  3090306. 


— B304120412     IE    In«p    Rept    50-373/33-07    On   B30S13-0311    No    noncomp  1 1  anc  t 
noted    H*jor    areas    inspected    startup    teat   ri*ult«   *• 
prevlouily    openad    1  tarn* 

MAUftA.  F    A   .     HEYEB.L    A         Region   3,     Office    Of    Director         B3/03/23 
4pp          17933    1S2         SIX    Fiehe    30-373,  B3/O3/B3.  B301150409 

8305S40087   Addl    raiponi*    to  FOIA   request    for   draft    Imp    evaluation 
repts   lc   comments    on   J   Keppler  820719    Itr   re   special    lafety 
Insp    of    facility    during    Hay-Jul    19B2  Forutrd*  App    C 
dacuminti 

FELTON.J   M         Diviilon    of   Rule*    and    Rocords         83/03/31         GARDE,  B 
Oovirnmant    Accountability   Project        2pp        IB393  019       24 X 
Fiche    30-373,83/03/31,9305240097 

— 83Q324009B    Five    draft    *ummarlea    of   affidavits   t-   itatementi.  tfraft 
commenti    on    Pollouup    of   al legatlonsi nlnutes    of  Region 
III    B20329,  04I9-OS03  b  07O6   staff  meetings  6  draft 
Investigation    tchaduln  P?rtonally    Identifiable    info   delated 
•      NRC    -    No    Detailed    Affiliation  Given        83/03/25        3k?f 

1BS93  oia      aix  Ft«h»  50-373,33/03/31,8305240037 

— S303240tS5    Discussea    jcEiana    planned    during   addl    Inip    to    resolve 
concerns    re    adequaci;    of  uortmanship    during    const    of  maionry 
ualli    R    Lipln*ti    «ni«tanco   requeated    to  resolve    li«uei 
starting    uk    of  S20B19 

8PE6SARD.R   L         Division   of    Project   1  Resident   Programs        BS/O8/17 
EISENHUT,  D   0         Divl-slan    of    Lie. rising         2pp         1B573   034         24X 
Flche    SO-373.  33/03/31, 03OB3400B7 

B30304O021    IE   Info  Notice    B3-21,     "Defective  Emergency  Use   Respirator    " 
Svc    tilt    end 

JORDAN, E  L        Division    of  Emergency   Preparednet*   6  Engineering 
Response    (Post    330103)         B3/O4/13  Consolidated   Edison  Co      of   Neu 

York,     Inc         126pp         13433    133        24X   Flche    30-000,83/04/15,6303040021 

B3030400S3    IE    Info   Notice    83-22,     "BUR  Safety/Relief   Valve    Failures    " 
Sve    list    encl 

JORDAN,  E   L.       Division    of  Emrrgenci;  Preparedness   l<  Englnoerins 
Rsipani*    (Post    5301O3),       S3/O4/22  Consolidated   Edison  Co      of    N»w 

York,      Inc          HEpp          1B3B3   OB9         SAX   Flche    50-000,  B3/04/22. 8303040023 

B30304O029    IE    Info   Notice    63-33,     "Inoperable   Containment  Atmoiphere 
Sensing    Sys    "   Bvc    list    encl  \ 

JORDAN.  E  L        Division    of  Emergency   Preparedness   It  Engineering 
Response    (Post    B301O3)         B3/O4/S3  Con(oltd*ted   Edtaon  CD      of   Neu 

York,     Inc         119pp         t333l   371        24X   Fiche   30-OOO,  B3/04/2S,  B303040O23 

9305020094   Confirms   B30S13  enforcement    conference   at  Reslon    III    ofc    Ira 
01  en   EllynilL    to    discuss   programmatic    deficiencies 
identified    In    surveillance    testing    programmer  830414 
telcon 

NORELIUS,  C    E        Division    of   Project  &  Resident  Programs        93/04/33 
REED,  C        Cammonusalth    Edison    Co         Ip         1B278  547        24X 
Flch»    5O-373,  93/04/23, B30502O094 

8303120415    Forwards    IE    Imp   Repts    30-373/83-13  &  50-374/33-03  on 
830131-04S1    No    noncomp 1  lane e    noted 

LITTLEiW   B         Region    3,     OffUe    of    Director         83/04/27         REED,  C 
Commonwealth    Edison    Co          2p  p          18434.080         24X   Flche    SO-373,  B3-/Q4/-27, 
83031 H04 15 

—  B30312042O    IE    Insp    Repts    50-373/83-13   fc    30-374/83-03   on    630131-0431    No 
noncomp  t  lance    noted    Major    areas    inspected   as-built  uialfcdoun 
f*  revl»u>   of   procedures    for    structural    steel    items   &   socket 
uield    cracks    in  main    steam    drain   lines 

KEATINO-D  E  ,  CILIMBERO.R  L  ,  D  AMI  EL  SON.  D  H  Region  3.  Office  of 
Director  B3/04/27,  6pp-  19434  OB2  24X  FlchB-  30-373,  B3/04/27, 
B305120415 

B3O304O026    IE    Info    Notice    B3-B4,     "LoD.B    Parts    In    Secondly    Bida     of 
Steam  Oanerators    at    PWRi    "   Bvc    list    encl 

JORDAN; E   L        Division    of   Emergency   Preparedness   h  Engineering 
Response     fPoit    B301O3K        S3/04/28  Consolidated    Ediion   CD       of    N*M 

York,      Inc  HSpp          133B2   047         24X    FUhe'  30-000, 83/04/30, 8303040026 

8303040027    IE    Info   Notice    33-23,     "SUndby    Oai   Treatment   8y  s  Heater   High 
Temp    Trip    Betpolnt   Atfju^tment    "    Svc    Hat    encl 
JORDAN, E   L        Division    of    Emergency   Preparedness   k  Engineering 
Response    (Past    830103)         83/04/38  Coniol  Ideted   Edison  Co      of   Neui 

York,      Inc  HBpp          1B3B2    1A5         24X    Flche    30-000,  B3/04/28,  B3030>1O027 

83O912Q435   Faruards    IE    Insp   Repts    30-373/83-54  (t  50-374/B2-22   on 
821124. E6.  29,  !SOt>  14    &  930414  &   notice   of   violation 
SPESSARD.R   L       Division   of  Engineering       E33/04/2B       REED,  C 
Commonwealth   Edison    Co         2pp         1B43D107        24X  Flche    30-373, 93/04/HB. 
3303120433 


B3041204O9  Forwards    IE    Insp    Rept    50-373/93-07    on   930213-031 1.  No 
nancmnpl lance   noted 

UTTLE.H.  3.       Region  3,    Office    of   Director.       93/03/23        REED,  C. 
Co«uionu»lth    Ediion   Co,       Spp.       17932.  ISO.       24X   Fie  hi   30-373,93/03/23. 
0304120407. 


—3303120443   Notice    of    violation    from    Insp    on   621124,26,29,1201,11    tt 
830414 

SPESSARD.RL         Divl  I  Ion  of    Eng  Ineer  inn,       B3/04/2B        3pp 
1S431    1O9        24X  Flche    30-373,  B3/04/2B,  830312043B, 


282 


DOCKETED  ITEMS 


— 8303120447    JE    Insp    Hepts    3O-373/82-34    k    30-374/82-22   on    831121.36,27, 
1201,14    b  830414    Wancownl  lance    noted    Failure    to   write 
noncciif  armanc  or    repts    &    Failure    Co    comply  tu/lOCFR&O,  App    81 
Criterion    II    rs   nouseleepinj    practices 

RAIISEVjC    ,     I/LIE, J    ,     HASS6,  R         Region   3,     Office    of    Dime  tor 
63/04/27         19pp          IB431     112         24Jf    Flche    30-373,  S3/04/29,  B30S12O438 

B303I7O398  Forwards    IE    Imp   Wept*    50-373/83-11   i.    50-374/63-Q&  nn 
830307-0408   !<   notice    Of    violation 

STREETER,  J   F        Regfon    3.     Office    of   Director         B3/O4/SB         REED, C 
Commonwealth   Ediaofl   Co        Sff         IS4&9   233        24X  Ffche    30-373,83/04/20, 


-0305170400  Notice    of    violation    from    insp    on  B30307-O40B. 
STHEETER.JF         Region    3,     Office    of    Director         83/O4/2B 
234         S4K    Fiche    3O-373.  B3/04/2H, 83031 7O39B 


8305170403    IE    Insp    Repts    SO-373/S3Jll     i.    30-374/B3-06    on   830307-040S 
Noncompliance   noted    Failure    to    have    adequate    preoperat  ional 
test    procedure    to   determine    end-of-cyele    recirculatlon   pump 
trip    IY*    re-iponse    time 

LANKSDUHY.R   D   .     DUPQNT.  S  0    .    HE  YES,  U   A        fleolon   3,    Otflct    at 
Director         93/04/28.        3pp          1S4A9   235         24X   Fittir    30-373.93/04/20, 


8.303040028    IE   Info   Notice   63-26.     "Failure    oF   Saf  ety/Re  tlef   Valve 
Discharge   Line  Vacuum  Breakers    "   Svc    list    ant  I 
JdRDAN,  E  L        Division    of   Emergency   Prepai-BifnHsi    b  Engineering 
Response    {Post  030103)         83/O3/O3  Consolidated   Edi»on   Co.     of  Heu 

York.     Inc         122pp         IB441    170        24X  Fiche    30-000,03/03/09,9303040029 

8305060542  ficV    receipt   of   8304O4  tt    03    Itr*    informing    NRC   of    steps 
taken    to    correct   violations    noted    In    IE    Insp   Repti 
50-373/82-40   fe   30-P74/82-1O 

BRASSARD,)?  L        Division    of  Engineering         B3/O5/03        HEED,  C. 
Commonwealth   Edison  Co         ip         IS34B   3O6        24X   Ftche    30-373,  93/0  9  /O3, 
8303060=42 

—  0303060334  Responds    to   NRC  B30314    ttr    re    violations    noted    In    JE   Imp 

Repts    30-373/82-40  *   50-374/02-10  Corrective   actions 

meetings  6    discussions    field    b«tu?en  -GA  g*n?ral    mjt   &    dept 

lead   auiltora   Oeneral    oFci    audited 

REED.  C        Commonweal  th   Edison    Co        G3/O4/04        KEPPLEH.Jt?        Region 

3,    Office    of   Director.       17pp         18348  307        24X 

Fl  the-  30-373,83/03/03^303060342 

—  330  SO  60  569  Forwards    re  vised    Page    S    to    response    to   noncompl  lane  e    noted 

In    IE   In«p    Rept*    30-373/S2-40   fc   30-374/82-10,  per   NRC   030211 

Itr 

SCHROEDER.C    H        CommoniUBJl  th    Edison   Co         B3/04/OB         KEPPLEfi,  J    O 

ffegion  3,    OFFicj    nf   Dlcectoi-        2pp         1834B   333        24X 

Flche    90-373,  83/OS/03J830306.034S 

8303040030    IE   Info  Notice   83-27.     "Operational    fivsponie    to    Events 
Coneernino    Oel4J>erat*   Acti    Directed  Against  Plant 
Equipment    "    Bvc    Hit    encl. 

JIJUD^Hi  E  L        Division    oP   Emergency   PreparuJnets    &  Engineering 
Rfrsponia    (Pott   B30103)         83/03/04  Consolidated   Ediion  Co      of   Neul 

Vor-kf     Irtc         HSpp        1B3Q3  B62        24X  Flche.  30-DOO,  B3/D3/04,  B30304O03O 

B30304003J    IE   Info  Notice   S3-3B.     "Criteria    For   Protective    Action 
fi»c  ommendacioni    Far    Oan«r*l    Emergencle*    "    5vc    Hat    vnc  1 
JORDAN,  E  L        Division    of    Emergency    Preparedness   &  Engineering 
fteiponia    (Post  B30103)         iB3/O3/04  Coninl  Ida  t«d   Eitlgon   Co.     of   Weu 

yor*.     Inc.       ll^pp         13441    OOI         Z4X  Fiche,  30-OOO,  83/03/O4,  B303040O31 


0303040033    IE    Info  Notici    83-27,     "Fuel    Bind  in?   Caused    by    Fuel   Flack 
Deformation    "   Svc    Hal;    »ncl. 

.JORDAN)  £   L        Division    at    Emergency    Prepjiredness   &   Engineering 
Reipani«    (Post   830103)         a  3/0  S/  Oft  Causa  1  1  dated    Edison   Co      of    Nlu 

Ynr-tr     Inc          JlSpp,        13323   248.        24X   Fic4ie    30-OOO,  B3/03/Oir  8303040033 


3309240341    Forwards    16    Insp    Hept    50-373/83-14   on   830339-0415  b   notice 
of  vi olal  1  o-n 

NORELIUB.C.E        Division   o*   Project   &   Resident   Program*         B3/05/06 
RCED.C         Commonwealth    Edison   Cn,        2pp          18948   287         34X 
Fiche    30-373,  B3/OS/06,  8303240341 

-8305240244  Notice   of   violation    from    Insp    on   B3093V-04I5 

NOREL1US,  C  £        Division    of  Project   &  Resident   Programs         83/03/06 
2pp.       IBS4B-28?        S4X  Flche ' 30-373,  83/03/06,8303340241 

-8303240247    IE   Insp   Rept   30-373/B3-I4    on   B30329-0413  Noneorap liane e 
noted    Failure    to   have    adequate    surveillance    procedurt-s    & 
failure    t»  perform  required    surveillance    test  uri  thin 
periodic    time    Interval 

LANKSBUHY.R    D   ,     0U.OEMOND.  W   0    ,     VALUER,  R.  D         Region   3,     OffIC*    DP 
Director        83/OS/06.       7pp.       18343291.       34X   Flche    30-373,  B3/03/O6. 
B3OS24O3»,1. 


8303130139   Ack    receipt    of   830504    Itr    informing    NRC    of    itips  talin,  1« 
correct    violations    noted    in    IE   Insp    Rept    30-373/82-47  Based 
on    info    supp lied,  second    Item   of   noncompl  lanee   remains 
violation 

SPESSARD, R   U        fieglon  3,    Office    of  Director        83/O3/10        BEEO.C 
Commonwealth   Edison  Co        Ip         18436   OOI        34  X   FUJie.  30-373,  B3/Q5/I-D, 
3303130139 

—0303130144   ftesponds    to  NRC   B30401    Itr   re   violations    noted   in   IE  IhlJ 
Rept    90-373/82-47  Corrective   actions    instruction/review 
session    DIJ    site    project    const    superintendent    stressed 
importance   of   procedurt    adherence 

FARRARj  D   L        Commonweal  th    Ediion  Co        83/03/04        KEPPLER,  J  0 
Region    3,     Office    of   Director        9pp         1843i'  O02        S4Jf 
FlcftB    5O-373,  B3/O9/JQ.  B303130139 

0303040034    IE   Info  Notice  B3-30,    "Misapplication   of  Generic   Ensrftuci 
Operating    Procedures    (EOP)    Guidelines    "   Svc    list   encl 
JORDAN..  E   L         Division   of  Emergency   Preparedness   fc  Engineering 
Reiponse    (Post   B30I03)         B3/03/11  Consol 1  dated    Edison  C4     if  Nr* 

Vork-     Inc         H4pp,       18324  003        24X  Flche    30-000, 03/03/n.63030'1»34 

S303170423   Aek    receipt    of  830419    Itr    Informing    NRC   of   ttep*   tat«n  Is 

correct    violation*    noted    In    IE   Safeguard*    Insp    Rept 

50-373-/B3-O3 

MILLER, J  R         Region   3,    Office    of  Director        B3/03/I2        REED.C 

Commonuealtn   Edison   Co         Ip         10469  H90        34X  Flehe   30-373, flS/OS/IJ, 

6303170433 

— B30S170425   Responds    to   NRC   830339    Itr    re   violations    noted    In   IE 
Safeguards    Insp   Rept   90-373/83-03  Corrective   actions 
procedure-i    used    to    test  metal    detectors  &   proposed    change    In 
description    of   metal    detectors   addressed   Details    withheld. 
FARRARj  O  L.        Commonweal  th    Edison   Co        83/04/19        HEPPLEft.JC 
Region   3.     Office    of  Director         Ip         18469  391        24X 
Flche    SO-373,S3/03('12,8309I70423 

B303S60327  Forward*    IE    Imp   Repts    50-373/63-13  (<   50-374/83-13  on 
03030?-3!O   t.    notice   of   violation 

BTREETER,  J-P1        Region   3,    Office    of    Director        03/03/lS        KEEO.C 
Commonweal  tn    Edison   Co        2pp         10623    120        S4X   FIch«'  30-373,  SJ/OS/IJ. 
830331,0339 

— B303S6O331    Notice   of    violation    from    insp    on   S30309-30, 

aTRE£T£R,>J  F        Region   3,    Office    of   Director        83/03/12        Ip 
10639    122         24X  Fiche    30-373,83/09/18,8303260329 

--S303260334    IE    Insp    Repts    30-373/83-13  &   30-374/83-13  on  030309-30 
Noncomp liance   noted    failure    to    follow  mod   package 
procedures 

HASSE.R    A    -     CHtHJLES.N   C    ,     FARRELL,  R    E         Region    3,     Office    Of 
Director         83/03/11         16pp         1B&33    123        24X  Fiche    30-373,63/03/1!. 
B3032603H9 

B303240301    At k    receipt    of   B30404  b  B6    Itrs    informing   NRC    of   steps   Cihn 

to  correct    violation*    noted    in    IE    In*p   Rept*    90-373/93-95  fc 

30-378/&2-33  Due    to    improvement   of    Internal    communications, 

smoother    communication   u/resldent    inspector    expected 

NQRELIUS,  C   E         Division   of  Project  &  Resident  Programs        53/03/17 

REED,  C        Coflincinuealth    Edison  Co         Ip         1834S    119        34 X 

FIeh»  30-373.03/03/17.8303240301 

— B3032403OB    Respond*    to   NRC   830323    Itr    re   violations   noted    in    IE   lni# 
Repts   3O-373/S2-33  &   30-374/82-33  Corrective    actions    onsite 
revieu   conducted    on  830316   (.    included    discussion    of    posslbli 
broad    implications    of   noncompliance 

FABBAR,  DL         Commoniueal  th   Edison   Co        33/04/04        KEPPLER,  J  0 
Region   3.     Office    of   Director        Spp         1B548   116        24X 
Flche    90-373,03/03/17.8303240301 

— B30fla4031S   Suppls   response    to  NRC  B30S33   Itr   ri    vlotatloni    noted  In 
IE  Imp    Rept*    BO-373/B2-33  t   30-374/83-33  Corrective 
action*:  (Tept    heads    to    prepare   memo    to    station    superintendent 
summarizing    any   potential    noncomp liance 

FARHAR.D    L         Commonwealth    Edison   Co.       B3/04/36        KEPPLER.J  & 
Region   3,     Office   of   Director        Spp         1S34B    124        24 X 
Flcha   30-373,83/05/17,8309240301 

B303040040   IE    Info    Notice   83-31,     "Error    in   ADLPIPE  Computer   Program  * 
Svo    lift    encl 

JORDAN.E  L         Division    of  Emergency   Preparedness   t  Engineering 
Response    (Post    830103).       B3/09/19  Consolidated   Edison   Ca     of  HIM 

York,     Inc         114pp         18697  009        24X   Flche.  90-000, 83/03/19.  B303040CHD 

B303040046   IE    InPD   Notice    B3-33,     "Nonrepresentati ve   Sampling    of 
Contaminated    Oil    "   Svc    list    encl 

JORMN.E  L         Division   of   Emergency   Preparedness   1  Engineering 
Response    (Past    B3O103)         B3/OS/26  Consolidated   Edison  Co.    of  «'J 

Vori;,     Inc         114pp.       18647  007        24JC  Flche    30-OPO,  83/03/Si,  B30304M4S 
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ft      Periodic    operating    reports   &   related    correspondence 

B30304Q3&5  Forward!    arrata    to   Part   S   of    "Operating   Rapt    of   Radioactive 
Effluents    fop    Jul-Dec    19B2    " 

DIEDERICH.G   J        Commonwealth    Edison   Co        03/04/19        KEPPLER, J   Q 
Region   3,     Of  Ufa    of    Director          Ip          18323    19B         34X 
Flefie    90-373,  B3/04/19,  8305O4O3i3 

— B309O40371    Errata    to   Part   2   of    "Operating    Rept    of   Radioactive    Effluenti 
tor-    Jul-Dec    11BS    " 

»      CommoTiua*lth    Edison    Co         83/04/19         6pp          10323    199         24 X 
Flche    30-373,63/04/19,6303040363 


8303230573    Forwards    engineering    evaluation  rept.     "Cracks    t<  Leaks    in 
Small    Diameter   Piping    " 

BROWN,  E   J        Reacto-r   Operations   flnalgsis    Branch        B3/04/19 
SEVFRIT,  K    V         Reactor    Operations    Analysis    Branch         Ip          1B341    343 
24X    Flche    3Q-OOO.  83/04/19.  B303H30573 


"Cracks    fc  Leaks    in   Small    Diameter   Piping."    engineering 
evaluation    rept    Small    pipe    leaks    associated   u/unantl  ctpated 
vibration   problems   require   addl    supports    or   rerouting   of 
piping 

BROWN.  E    J        Reactor  Operations    Analysis    Branch        93/O4/19        9pp 
18341     343          24X    Fiche    30-QOO,  83/OH/  19,  8303230373 


S3-3311O147  Forwards   monthly    operating  rapt    for   Apr    f9B3 

DtEDERICH.  0   J        Commonwealth    Edison  Co        83/03/09  Office    of 

A>»ourca  Management.    Director         Ip  1B4OS  073        S4X 
Fleha    30-373.  83/03/03,83031 10447 


B3Q3O20QBt,   Forwards    LER   B3-03O/03L-O 

DIEDERICH.O    J,        Commonwealth    Edison    Co         B3/04/31         KEFPLER,  J   0 
Region    3,     Office    OF    Director         Ip  1B279    106         24X 

Flche    3O- 373,83/04/21,8305020086 


— S3O51 10432  Monthly    operating    rept    for   Apr    1983 
LIN. D  L        Commonwealth   Edison   Co        B3/O3/03 
24X   Fleh*    80-373, B3/O3/03, 83031 1O447 


I3pp 


S      Jtepurtabl*    occurrence*,    LERs   &   related    corra*pondence 


— B3O3020O90   LER    03-O30/03L-0    on    B3O324,  local     leak    rate     test    on    CRD 
removal    hatch    double   gasket    teals    incorrectly   performed 
prior    to    startup    Caused   by    personnel    error  Leak   rate    test 
reperPormed    1  new  Procedure   LTS    10Q-S   initiated 
HQUSTONjR   W        Commonwealth   Edison    Co        B3/04/S1  Region   3, 

Dfflca    OF    Director         2pp         1B279    IO7         24X   Flche    30-373.03/04/31, 
B303Q20006 


eaOM90003  Final    response    to   FQIA   request    far    documents    re    Zack    Co  i/or 
uork    performed   by    Zack    In   const    of    facilities    Forward*   App    A 
documents   Document*    denoted    ui/aiterlsk    available    In   PDH  App 
3,C,D   fc  E   documents    ulthheld    (ref   FOIA  Eiemption   7t 
FELTDW,  J  M        Division    of  Rules    and    Records        B3/03/11 
PA£NDERQAST,R        Prendergait,    ft   •J        17pp         1B3O6  039        24 X 
FlcllB.  30-000,  B3/03/11-B303190003 

--8309190084  RO    fire    dampers    supplied    by    American   Warming    fc  Ventilation, 
Inc    declared]    inoperative   Caused    oy    discrepancy    in    fuse    link 
ititflbly    slie   Fuse   assemblies   uill    be    replaced   JV  Ulnkle    Itr 
Tt    ntyi    t*l»c*it   Si  J   Dierbeck    note    end 

HCX-YOAK,  fl  H,       Commonwealth    Edison   Co        B2/07/01        KEPPLER,  J   0 
Region  3.    Office    of   Director        33pp         IB 506  091        34 X 
Fiche    SO-OOO,  B3/03/1 1,  B303190003 

— 830919O115  DtflcUncy    rept    re    errors    (<   discrepancies    contained    in   HVAC 
»»tl    certifications   Procurement    documentation   mill    be 
rival  iitttedi  document   t  records   mg  t   program  ulll    be    developid 
ti   QA/aC   pBTsonnel    will    be   added   Also    reportable    par    Part    21 
CALKINB.D.E        Zach   Co        81/10/23        310pp         18306   219        24 X 
Fieha    50-OOO,B3/03/11, 8303190008 

— B30319O393  Discusses    Zack    Co   Part   El    rept    re    dual    traveler    record    sys 
for    fabrication   of    duct   uiork    &   hangers    at    fae  ill ty,  per 
B2072?   tel-con   ut/L   DelQeorge   ti  C   Reed    AT  Howard   resume    end 
HICLIAhS.C.  C         NRC    -    No    Detailed    Affiliation    Given         B3/O3/11 
i-ANKBBURY.R    D        NRC   -  No   Detailed    Affiliation   Olven        6pp 
Ifi3li!'317         B4X   FiChB    30-000,83/03/11,0303190003 


8303O20109    Foruardi    LER   03-031/03L-O 

DIEDERICH.O   J         Commonwealth    Edison    Co         83/04/21         KEPPLER,  J    0 
Region    3,     Office   of    Director        Ip          18270    Iff        24X 
FlChB    3O~373>B3/04/21.  0303020109 

— 03&303C-111   LER    B3-O31/03L-0  on  8303S4,  Val  idyne   P232   flou   transmitters 
Installed    near    standby    gas    treatment    failed    environ 
qualification    testing   Caused    by    inappropriate    location  near 
high    radiation    levels    Instruments    mill    be    relocated 
MARTINDVICH.rt         Commonwealth    Edison    Co         83/04/21  Region    3, 

Office    of    Director         3pp          10378   2OO         24X   Fiche    30-373,83/04/21. 
B303OHO109 

B30S1 20393    Interim  deficiency    rept    re    misapplication   of    ITE  Gould 
circuit    breakers    in    post-LOCA   hydrogen    recombinera    supplied 
by    Roc  two  11    ttitl    Initially   reportud    on    B3032Q  Matter   under 
investigation   Final    rept   by    030BOB  Reported    per  Part   21 
MANNO,S    F         Niagara    Mohauk   Power    Corp         33/04/26         STAROsrECKI,  R 
Region    1,     Offjco    of    Director         2pp  IB433   073         24X 

Fiche    30-000,  B3/04/26,  8303120392 

—  8305120404  Part   21    rept   re   failure    of    post-LOCA  hydrogen   recombiner 
component    during    IEEE-323  qual i Pica tion   program  Circuit 
breaker    not    properly    selected    for    specific    application  Plant 
operators    notified    of   deviation 

EMPEY-  D    C         Rociuell     International     Corp         B3/03/11         COLLINS,  J   T 
R-egion    4,    Office    of   Director        gpp         10433  074        24X 
Ficfte    SQ-OOOj  83/04/36,0303120392 


B30M2O3S1    Forward*    LER    B3-OS6/03L-0 

D1£DERICH,0  J        Commoniuealth    Edison   Co        83/04/13        KEPPLER,  J   0 
fl»glon   3,    Office    of    Director         Ip         10274    120        24X 
flct\fO-0-373i  83/04/13,  0303020331, 


H3QS060493   Forwards    LER  B3-031 /03L-0 

DIEDERICH,  0   J        Commonuiealth   Edison   Co        93/04/27       KEPPLER,  J  0 
Region   3,     Office   of    Director         Ip         19340  096        24X 
Fiche    30-373i  B3/04/27,  B3030i0493 


— 33O30SO353  LER  B3-03i/03L-0   on   830321,  radwaste    discharge   process 
radiation  monitor    declared    inaperabls.  Caused    b<f    high    filed 
livtl    at    background   radiation    Task    force    formed    to   resolve 
problems   Equipment    design    under    investigation 

ARAMD,J  J        Commonwealth    Edison  Co.       B3/04/13  Region   3,     Office 

of    DJrtcto-r        2pp         18274    121        S4X   Fiche    30-373,83/04/13, 
8309020391. 


—  B303040507  LER    03-O31/03L-0  on   B30331 ,  turbine    stop   valve    limit    switch 
for   reactor1    protection   sya    found    out    of    spec   Caused    by 
improper    alignment    on    initial    installation  Limit    switch 
repotii  t innud    &  new  adjustable   actuating    arm    Installed 
MASTERSON.V    V         Commonwealth    Edison    Co         83/O4/27  Reoion    3, 

Office     of    Director         4pp         1B34B   O97         24X    Fiche    30-373,03/04/27. 
830306O493 


B3QSO2Q2DS   Forward*    LER    B3-027/03L-0 

JD16DERICH.  0.  J,       Commonweal  th    Edl*an   Co        83/04/15        KEPPLER,  J  0 
FUgloit  3,    Office  af   Director        Ip,       1027B   189       E4X 
Fi  Cih  I  •  M-373J  S3/04/ 1 3,  8303030303 


B3030i039B   Foruiards   LER  83-033/03L-O 

DIEDERICH.  0   J         Coramonuealth    Edison    Co         B3/04/20         KEPFLER, 
Region   3,     Office    of    Director        Ip         13343    IfiO       2flx 
Fiche   30-373.  B3/04/30,  9303060390 


—6309020236  LEft  83-027/03L-0   on   B30320,  steam    leak    on   main    turbine 
central    valve    f    stem   seal    leakoff    line    TTDSOAA    1-/2    inch** 
dlicovirtd    Caused    by    overlap    of   ueldmanti    Melds   repaired. 
SPENCER, D,       Commonwealth    Edlton   Co        83/04/13  Region   3,     Off 

ol    DlrtctCT        app         1B278    190        24X   Fiehe, 30-373, B3/O4/1S, 
0303020203 


— B3030604O1    LER   S3-Q33/03L-0.  on  B3040H,  during    hot   shutdoun.  radwaate 
effluent   monitor    declared    inoperable    Caused    by    high    fixed 
level    of   background    radiation   Liquid    radwaste  PRM   inner 
chamber    coated   u/acryllc    resin    to   prevent   radiation    buildup 
ARANDrJ        Commonwealth    Edison   Co         B3/O4/2B  Region  3,    Office    of 

Director         2pp          10343    161         24X    Flche    30-373, 83/04/28,  B30306039B 


83QSO202'1    Foruards  LER  83'OB8/03L~0 

DIEDERICH,Q  O        Commonuealth   Editon   Co        83/04/13        KEPPLER, J 
Raglan    9,    Office    of    Director         Ip         18277.274        24X 
Fictl*:  30-373,  B3/04/15,B3080E024I 


B303170374   Forurards    LER  03-034/03L-O 

DIEDERICH.Q   J,        Commonueal  th    Edison    Co         B3/03/O3         KEPPLER,  J   0 
Region    3,     Office    of    Director         Ip  1B469   SQ0         24X 

Fiche    30-373,  B3/03/O3,  B303170374 


--B3D30202M   LER   83-028/03L-0   on  830320.  steam    leak    discovered    on    offgas 
•  tian.  Jtt   air   ejector    1A   drain    line    to    turbine    bldg 
aquifmtnt   drain*   Caused    by    defective    ueldment    Work   Request 
LS3360  generated    to   repair    ueldment 

SPENCER,  D,       Commonwealth    Edison  Co        03/04/13  Region   3,     Office 

Df    Dirtctor,        2pp          IB277-B73         H4X   Fiche:  30-373.  B3/O4/13, 


—8303170373  LEH    B3-034/03L-0   on  83O40B,  during   LIB-HP-10,  level    indicating 
suitch     1D21-M10OA   as-found    setpolnt    exceeded    Tech   Spec 
value    Caused    by    letpnint   drift   Switch    setpoint    recallbr 
HOUSTON, R   W        Commonuealth   Edison   Co        83/03/03  Region  3, 

Office    of   Director        2pp        10467  209        24X  Fiche   30-373, 03/OS/03, 
8305170374 
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8305120475  Part   31   rept   rt   defect    in   shielded   mul tlconductor   cable 
1  in  tailed    In    HVAC    control    panels    MCC   Pe-uers    personnel 
dttacned   hold    tag i    to    13  HVrtC    control    panels    u/defett 
Evaluation   being    conducted 

HALL, D  P  Jllinoll  power-  CO  83/OS/O4  KEFPLER.J  Q  Raglan  3, 
Office  of  Director  Zpp  1B43I  C49  24X  FIChe  30-000,  H3/O5/O4, 
S3 03 1 SO  479 


B309S404SS   LEH    83-039/O3L-0   on   B3041S,  during    visual    ln*p, mechanics) 
snubberi    found    locked    between   fiot   &   cold    settings   Cauitd 
by   moviraent    in   excess    of    snuhber    travel    rang*    or   defective 
snubber   Snuober   replaced.  W/830917    Itr 

SPENCER,  D  A  ,    DIEDERICH.O  J        Commonwealth    Edison  Co        63/03/17 
KEPPLE'RiJ  0        Region   3.    Office    of   Director        3pp         1B371    030       24JC 
Fiehe    30-373.  B3/03/17,  8303240425 


— B30SS204B4  Part   ai    rept   r»    defect    In    shielded    multi conductor    cable 
Installed    In    HVAC    control    panels   All    impact    pane  It 
Inspected   6  nonconformance    rapt  will    be    Ixeutd    for 
appl teat  la   sites 

FAUCONHEAU,  0        Mart    Contrail    Corp.       83/G4/1S  Director'*    Office. 

Office   of    Inspection    and    Enforcement:        2pp         18431    O51         24X 
Fie  he- 90 -000,63/05/04,  0309120473 


9303270537  HO  an   830933,  scram   occurred    an    low  rede  tor   nutar    level. WC9 
&  ACIC    sy»   auto    initiated    due    to    lain  reactor   water    level 
Caused    by   receiving    rept    of   B    Plom   control    valve    ramping 
open   an   ipurlou*    signal 

DIEDERICH,  G  J        Commonwealth   Edison    Co        83/03/17        KEPfLEB- J  0 
Reoion   3.    Office    of   Director        Ip         1S637    19i        2<4X 
Flcht    30-373,83/03/17,8309370337 


B3fr31703a3  Forward*    UER   83-039/Q3L-0 

BFEOERICH.e   J        CcAinonufal  th    Edison   Co         83/O9/04        KEPPLER.  J  0 
Region   3,    Office    of  Director         Ip         184.6?  313        24V 
Fiche   50-373,83/03/04,8309(70383 

— 3309170389  LER   83-O35/O3(.-0   on    B304Oi.  of t gas    fitfifrQsen   analyzer    1A  not 
ma intai ntng   proper    vacuum  t  jn-alynr    IB    not   wired    properly. 
Caused    by   dirty    fl-ame   arrester    on  analuier   A   Flame    arrettor 
cleaned    Analijier   B    reuilred 

HOUSTON,  ft    H         CoemionUKlth    Ediian   Co         B3/09/0-4  Region    3, 

Office   of  Director.       2pp         lS4fr9  314        24X  Flche    50-373,93/05/04, 
S3O9 170383 


0305370195  UEH   B3-O42/03U-O  on  B304B3- during   M9IV    Ioe*l    iMk    r*tl  tilt. 

Inboard  MBIV  found   eiceeding    alJowable    l*ak    rate    of   23  SCFH 
Ciuied    b\i    lest    than   perfect    testing    of    dilc   «    ieat    turfactt, 
Inbaird   HSIVt,dIics   &   leati    lapped    &  machined   H/ 830 3 20    Itr 
HASTERSON.V  ,    DIEDERICH.O  J        CDmrnoniuea  I  th   Edlion    Co        B3/O3/at» 
KEPPLER'J  Q        Region   3,    Office   of   Director        4pp         1B&37;339       !4X 
Flefri   30-373, B3/03/SO,  B309E70193 


DOCKET    30-374   LASALLE   COUNTY   STATION,     UNIT   S 

A      App J (cati on/con«tructlon    stage   document*   &   correspondence 


830334023?  LEfl   S3-033/O3L-0   on   8303O7,  dur 1 ng    performance    uf  UIB-HP-09, 
head    correction   omitted    Tron   caller    test    prvi»i>re, leaving 
lnitrum«nt    IE2S-N013  out    of    tolerance   Cj  if  serf    b^ 
niiunderstandinn    of    proe»dure»    M/830304    Itr 

TAYLOR, R    ,    DieOERICH-O-  J.       Commonuea  1  th    Edison    Co        93/09/04. 
KEPPUERj J  B        Region    3,    Office    of   Director         4pp         IB34B  311.       SIX 
Fiche- 30-373, B3/03/04, 0303240237 


8309190009  Final    rtiponie    to   FOIA  request    for   documenti    rt    lick  Co 
uart    performed    bij    Z*clc    In    can*t   of    Facilities    Foruardi   App    A 
document!   Document!    denoted    u/aiterlik    available    In   PDR  Aft 
B,C,Q  t,  E  documenti   withheld    trtf   FOIA  Eiemption  7) 
FELTON,J  M        Dlviilon   of   Rules   and   Reeordi        S3/03/11. 
PfiENDEReAST. R        Prenderga»t-    R   J        17pp         1B904  039,       24X 
Flchf   30-000,83/03/11,8305190003 


9305240O07  HO   on   B2071S,  ultraviolet    fire    detector*    taien    out   of    tvc 

Due    to   continued    cnnxt    uori,FIr^    detectors    to    be    out   of    svc 

until    Fall    1?B3    fuel    toad 

DrEDERICH.G   J        Canmonuealth    Eifjion  CD,       03/03/10        KEPPUER,  J  0 

Region    3,     Office    of   Director         Ip         19949  O33        24V 

Flche: 50-373, B3/O3/ 10.  B303S4O007 


-S20823050&  Trip    rept   of  820802  audt  t,  reviewing    i«l*Kilc    &   quill 
fill   for    Zact   Co   equipment,  at   Sargent  !<  Uundy    Cnpjneen    ofe 
in    Chicago,  IL 

RDSZTQCZV, Z   R        Equipment   Qualification   Branch        SB /OS/ 04 
SCHWENCER,  A         Licenilng    Branch    2         Bpp          18907.  SOI,        24X 
Fiche   30-000,  B3/03/11,  83O91?0009 


S3032403IS   LER  Q3-036/03L-0   on   630414, meld inj   Procedure*   WFS    1-5-A   & 
3-9-A  di<cover«d    In    conflict  tii/ASME  Codle.  Re-pairs    to  Main 
ttt*m   drjiin    lint  uelrfc   madr   ui inj    iuij   procedures   Evaluation 
o*    pi-oceduroi    in    proctci   H/8303O4    Itr 

8PEMCGR.D   A   -    EIEDER ICH,  G,  J      Ccmmonuej 1 th   Etftaon    Co        83/O3/1O 
KEPPLER.J   a        Region  3.    Office    of    Director         3pp         I831B  O75         SIX 
Flihe    90-373. 63/03/10, 830334*319 


-B303190145  Confirms    tejcon    uj/Tongue    re   Unit    1    sultchgear   heat    rraovit 
ueldi   Certain  ueldi    on  Unit   2,  Div    II    tultchgear    heat    r««OVji 
t\jt    nay    not  meet   applicable   code   requirements 
HOLVOAK.H  H        Commonwealth    Edlion   Co,       B2/OS/06,  Rejlon   3. 

Office    of  Director        IB         18907  300        34X  Flche-  SO-OOC,  83/OIf/lli 
3309170003 


B30324O334   LEH    83-037/O3L-0   on    830421,  uih  1 1  <•    In    coltf    sfrutdoun.  11  quid 
raduaite    effluent    prot*is   radiation   monitor    declared 
Inoperjible  Caused    bv   not    performing    acceptable    source   cn'ect 
•Hue    to    high    level    of    Internal    contamination   M/B30310    Itr. 
ARAN1W  J  ,    D1EDER1CH,  fl.  J        CoAnanu«»  1th    Ed  i  ion  Co        B3/09/10 
KEPPLEW,  J  Q        Region   3,     Office    ttt   Director        3pp,        (3373:104        24X 
Flch 0:90-373,83/03/1 0,8303240334 


--B303190303  Foriuird*   Rev  0   to    "Asseinnent    of   Stitch   U«ld   Strength   In 
HVAC   Ductwork    Const, LaSalle    County   Station  Units    I  *  3    "    <K 
rejettable   ueldi    have    sufficient    strength    to   meet    design 
requirement*    of  HVAC    ductwork   &  need    not    be   repaired" 
PDLLOCK.R  H        Sargent   1  Lundy,     Inc        B2/00/27        SHELTOW.B  R 
Commonyealth   Ediion   Co         Ip         1B507  317        34X  Flche   30-000, 
B3/O3/11,B303190005 


830B2403S1    L£R  83-040/03L.-0*  on   B30413,  stack   ulde-range    gai   monitor 
mid-range    noble    ga*    recorder    ODIB-R921    produced    unusual 
reading*   Caused    by    electronic    noi«e   Original    pouer    vuppli/ 
raini t«lle>d    In  mid-range   recorder   U/83OM1    Itr 

MASTERSON.V  ,    D1EDERICH,O  J        Commonuealth   E^filon   Co        33/03/1O 
KEPPLefi1,  J.  fl.       Region  3j     Office    of    Director         4|»p         1B349  341         B4X 
Flche    JD-373,B3/03/1O,  830334038! 

8303240035  LED  83-04 1 /O3U-O  on   B30414, »team    leak    In  weld    flttinss    on 
Jn*tru(iient    lln»    1MS79BA-1    inch    discovered    caused    bv 
inii^ff jcient  wild   matt    Weld   ground    out   &   connection! 
reuelded    M/B3O31I    Itr 

WATFORD.P    S  ,     DIEDERrCH,  O.  J        dommonueal  tt\    Edlton  Co        B3/O3/1 1 
XEPPLER,J   a        Region  3,     Office    of    Director        2pp         1B549  092        34X 
Flche    30-373,  03/03/1 1 ,  H3O3340D2S. 

6305240334  NPOES  noncomp I  lance    notification   betuser.    B3041 1-17,  composite 
t*inplt    k  aitalycli    not   performeif   Caused    by   personnel    error 
Personnel    to    be    Initructid    on    proper    setup    of    campotlte 
tanpler    M/B30913    Itr 

DIEDERICH.O  J        commonwealth   Edl»on    Co        S3/03/1H        KEPPUEHrJ  O 
Rejion  3.    Office,   of    Director        3pp.       1B349   33B        B4>[ 
F I che: 30-373. 63/O3/Ifl,  B3O3240334 

B3O9340073   RQ  on   930434,  during    vurve  i  1  lance,  nnnke   ob*e,rv«d    cojuinj    out 
of    rfleiel    fire    pump    GA   valve    eov«r»   Pmnp    shipped    to 
manufacturer   to    determine   cause   of    failure   Htia   d~le»el    pirnip 
ln»t*lled    tr    taut* if 

DIEDERICH.C   J        Ca-mnoniuiBlth   £dfion    Co.       S3/O3/13        KEPPLER.O  0. 
Reglon   3,    Office   of  Director.       Ip.       1B94?  093.       24X 
Ftene- 30-373,83/03/13,8303340073 


— B303170303   R.v  0   to    "Assessment   of   Stitch    Meld   Strength    In  HVrtC 
Ductuiori    Const,  Laflalle    County   Station   Unlti    1    fc   8    " 
CHO,F,L   ,    K1SISEL,  I    T   ,    MEL.I0I-A  V        Sargent   &  Lundu,     Inc 
COD-0034?0   ROO         B3/OB/27         27pp          IB307   31B         24X 
F(eh#    30-000,83/03/11,8303190003 

~ 83O919033S  Foruardi    "LaSalle    County    Station    Independent  HVriC  Revlewi 
interim  rept  Rept   also   sent    to   JO  Keppler 
KEMPIAK,  A  J,       CF      Braun   fc  Co        82/09/lfl        BHELTON,  B  R 
Commonuiealtfi   Ediion   Co         Ip         IS307  339        24X  Flcho    30-000, 
B3/O3/11.S3031 90003 

— B3031903S3  Forwards   TE  Watti    831019  t.   23  menos    to   CH   Behroedep 
responding    to   R   Lanksburu    questions   re   WAG   ductwork    decfgn 
b   tranimltting   Rev  0   to   Project    Instruction  PI-L9-43. 
"Raviau  of  QC   Documentation    for   LaSelle   County   Station." 
HCHROEDEH.C  M        Commonweal th    Edison   Co        82/10/37        KEPPLER,  J  S 
Region  3,    Office   of  Director       9pp        1BSOB  093       S4X 
Fiche    30-000,B3/03/11,B303190003 

-B30S190337  Rev  0   to  Project    Instruction   PI-LS-42,     "Review  of   OC 
Documentation    for   LaBalle    County   Station   Units    112" 
*      Sargent   h  Lundy,     tnc        83/10/21        9pp         IB30B    103        34X 
Fiche    30-000,83/03/11, B303190005 

-a3031903&3  Forward*   Vol»    1-4    to    "Independent   HVAC  Review,  LaSalle    Coip 
Nuclear  Plant,"    final    rept 

KEMPIAK,  A  J       C  F.    Braun   &   Co        B2/IO/27        8HELTON,  B   R 
Commonuiaalth   Ediion  Co        Ip         10308'1U        34X  Fiehe.  30-OOO, 
B3/03/H  1,  0303190005 
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— &M919O3&7  Act    receipt   of   CF   Brauti   final    rept   of   independent   HVAC 
r*v£«ur  at   facllltle* 

PHILLIPS, B  H        Region   3,    Office   at   Director        B3/IO/S7  Region 

3,    Office  of   Dlrtctor        lp         IBSOB   112        24X  Fiche   80-000.  S3/O3/1 1, 
8303190003 

— B303-19O37?  Riqursti   Hit   of   results   of   detailed   calculations   on   rnbar 
dimg*    far  447   concrete   elements   effecting   Unit    1    operation 
ti   approve-d  CF   flt-aun   proposal    for    Independent   HVAC   review 
lie  I   GO    chronology   incl 

QQODIE.J    9         Illinois,    State    of         82/09/O7        KEPPLER.  J   0         Region 
3.    Office   of   Director        9pp         18311   278        24 X  Fichs    30-000, 
B3/03/I1, S305170003 

— B3G519O37O  P   Donahue   shou  Transcript   08303   re   nuclear    power   safety 
Info  ro    facilities  &   Zack   Co   end 

«     Multimedia  Prooram  Production.    Inc        83/03/11         128pp 
1Q9I2.1B9         24X    Flcha    90-000,33/03/11,8303170009 

S304290034  R«qu>i.£>    documented   acoptance   of   General    Motors 
EUctro-Hotlv*   Dlv   <EMD)   III   7644  mad   a*   acceptable 
ilteroatlVB   <tp    dfasel    generator   preluba   oil    pump   HMD 
cliri ' Ication   of   pralubi  requirements   ancl 

SCHROEDEA.  C   H        Commonwealth   EdUon   Co        83/04/24        SCHWENCER,  A 
Littnling    Branch   3        3pp        18863  974        24 X  Fleha   30-373.  S3/04 /26r 
0304290034 

83fl31tOOS2  Far-war  if  *    "Teit  Kept   on   Verification   Testing   of   Separation 
Bttuaen   Clan   IE  &   Non-Clan    IE  Pouir   Cables    In  Raceuau*    " 
Written   ciinf  irnat  Ion   of   cloiure   of   License   Condition 
S  C   <84)    1-Bques.ted, 

SCHftOEDefl.C   H        Commonwealth   Edlsan  Co        03/03/O3        SCHHENCER,  A 
(.Iteming    Branch    S        2pp        1B397  239        24X  Fiche   30-373,03/03/03, 
6305110002. 


830324O11O   Forwards   Tablet  3  9   4    &  3  9-4A  comparing   NRC   fuel   astemalu 
load    comb  illations    in   horiiontal    p  lane,  vert  ical    plane  & 
dffsign   basil    loads    Encl    tables   uill   as    included    in   FSAR 
Amend   63    to   be    t-ubmitted   by   330630 

SCKHOEDEH,  C    W         Coimnanuealth    Edison   Co         B3/09/1T         SCHWENCER,  A 
LleinHng.   Drancn   2        4np        1934S   343       24X  Ftehn    5O-373, 83/05/19, 
8305240110 

B309240111    Confirrai   B3OQ13   telcon   re   schedule   fur    installation   of 
in  » trumen  tat  ion    for   jutomatic    scram   to   shut   doiun 
reactor    In   event   of    low  pressure    scram   In   control    rod   drive 
*g* 

SCHfiOEDER,C    W         Commonuitlth    Edison   Co         83/05/19         SCHWENCEfl,  A 
Licensing    Branch   2        3pp        1SS48  347        24X  Fiche   3O-374, 03/03/1^. 
B305240H1 

B30S37047&  Ack   receipt   of  830439    1  tr   informing   NRC    of    steps   taken   to 
corrHct   violations   noted   In    IE    Tnsp   Rept»   30-434/B3-06  fc 
5O-433/Q3-OS  Action*    ulll    be    decided    during    pipe    whip 
restraint    energy   absorbing   mat!    tests 

8PEB8ARD.  fl    L         Diviilon    of   Engineering         83/03/24         REED,  C 
Commonunalth    Ed  1  ion    Co.        lp         18&44   OB7        24X   Fie  he.  30-OOO.  83/03/34, 
0303270476 

— 8303270501  RBV   1    to    "Evaluation    of  Three   Legged   Pipe   Whip   Restraint 
sy»   " 

Nrt.J  S   .  YANO.M  9   ,    AMIN.M        aarjent  k  Lundy,     Inc        8   13   1-0  HOI 

82/O7/31  47pj)          1B644  099         SIX   Fiche    3O-000, 33/05/34-  3303270476 

03033100-36   Notification    of  030A1 4   meeting   u/util    In   BtthestSa-HD   to 
dlicun  util   DCROR  prograin  plan 

GILBERT,  R    A         Operating    Reector*    Branch    9        B3/O3/E6         CBUTCHF1ELD,  0 

Operating    Reactor*   Branch   3        2pp        1B438  Oi3        24X 
Fietit    30-000,03/03/3*^303310004 


—  3305110039    "T**fe   R»pt   on  Verification   Testing    of   Separation   Between 
Cljti    IE   t  Nan-Clats    IE  Pouer   Cables    In   R*c«u*u«    " 
HA2E1-TINE,  J.  ,    JOHNSON.  F,,    ROBERTS,  W       Wyle   Laboratories        46311-3 
83/63/33.        101pp.       18397:841        S4X  FIch*   30-373,03/03/03, 
830911ODBS 

9309O70699  0»n«r(c    Ltr  83-20  to   all   operating    reactor    licdnsies   * 
haldari   of   CPi   re   Integrated    ich*dullng    for    implementation 
of  plant   nad»  Bvc    list   encl 

ETBEMflJT.  D,  O,       Division   of  Licensing        83/O3/09  Consolidated 

Edlion  Co     of  H*u  York,    Inc       l&pp        IB627  193       24  X 
FUhe.  S0-000»  B3/O3/09,  B30S090i39 


Doeuiienti    reviiu  of   procedures   ii   practices   usad    In   control 
of  d*clgn   IT   conit    of   Byron  Station   &  highlights    Important 
finding!   Canst   of   Byron   meet*   requirements   of   PSAfi   «i   SCR 
<  W-REP-OS7A  )  .  Supporting   documentatlan   encl 

REEO.C,       Co«MonW«alth    Edison    Co         83/03/11         DENTON,  H  R         Office    D-f 
Hi;cla*r  Raactor  R«fltilatlon,    Director        lOpp         1B321   083        24  X 
FJeni,  50-000.  fi3/03/ll,B303200iai 

B3Q5200637   "En«rgvi  Ine/Fargoson,  Inc   Audit   Rept   of   Sargent  tt   Lundv    to 
Caen  Ed    " 

CUflRAN.fl   N   F    HARRIS.R.J       Energy    Incorporated        FERGUSON,  R,  N 
F*rjyton,      Inc,        BS/07/0&        63pp         16521    099         24  X 
FUAf,  30-000,  B3/03/1  1,  030320062J 

B34&20O6&3  fl*pt   of   B30307-15  audit   to   evaluate   Sargent   &  Lundy   QA 
f-rcgriM   iinp-liaientatlon  fc  adequacy    of   facility   design 
SUHHBRFIELJ*.  T.  .    MARCUS,  0  F        Commonwealth   Edi»on   Co        S3/03/H3 
IBa?        1B9S2   13i        24X  Fiche   30-000,83/03/11,0303200631. 


Rapt   of   820607-11   audit   re   Sargent   &  Lundu   QA   program 
)»pl«m«nt»tiKqn   d    tvaluatlon   of   adequacy    of   mechanical, 
*l»etrieal    *<   structural    design   of   facilities   Related    info 
•HE  I. 

HARC^S.  0  F.       CoBrtc-nwealth   Edison  Co        ea/OA/17        4Spp        1B322   174 
Wt  Flcha:  90-000,83/03/11.8303200621 

6305200691    HDe*ign   Evaluation    (Audit)   ft«pt   of   Sargent   tc  Lundu   for   Comm 
Ei,  • 

BIC-BEE.D,  -    CURRAN.lt.  N  ,    FARMAN,  R  F        Energy    Incorporated. 
93/04/04         127pp.        19523.  OH7        24  X  Flche   SO-000,  83/03/11. 


BubMiti    editorial   rev   to   Specific   Action    10  per   021226 
fn»en>e   *o  0»ntrlc  Ltr  St-04  re  m«asuras   to  mlnlmlie 
Int^rgranular    mtrtri   corrosion   cractlng   Oeneral   Ic   specific 
action*    dl*cusi«d   NUREO-0313  compliance   achieved. 
.  H,       CciMionunlth   Edison  Co        83/O3/1?.       LAINAS.O.C, 
l-Je«n«tns   Branch   S        4pp.       18337-313        84  X  Flche-  50-373,  03/09/19, 
0303230564, 


F     Security,    medical,    emergency   &    Fire   protection   plans 

0303240087   Ad d I   response    to  ,£Q!A   request    for   draft    in»p    evaluation 
reptl   &  comments    on   J  Keppler  QEO719   Itr   re   special 
safety    insp    of   facilltu    during   May-Jul    1?BS  Foruards    App   C 
document* 

FELTON,  J  M        Olvl*lon   of   Rules   and   Records        B3/O3/31        OARDE,  E 
Oovernment   Accountability  Project        Spp        16393  O13        24X 
Flche    30-373,83/03/31,0303340087 

— 8303290144   RBtoirmvnds    unesarted   access    to   protected    areas    for 
R   LIplnikl    Ii  S   Chan   Rapifac    sheet    transmitting    evaluation 
of   technical   rapt,     "Aiseiiment    of  Effects   of  Nicks-d 
Reinf orcing   Ste*l,"    encl 

KEPPLER.  J   O.       Region    3.    Officfl    of    Director         B2/Oi/14        REED,  C 
Commonwealth   Edison   Co        7ppl       18393   096       24 X 
Fiche    30-373,83/03/31,  B3032400B7 

0303030402  Forwards    request   for   addl    info   re   fire   protoction    for   iafe 
shutd^un,  based   on   revla-u   of  Amend   AS  to   FSAR 
SCHWENCER.A        LicnnsinS    Branch   S        B3/04/BS       FflHRAR,  O  L 
Commonwealth    Edison    Co          3pp         18332  04&        24  X   Fi  c  ha,  30-373,  B3/04/2Q, 
8303030408 

8303120438  ForLfards    IE   Insp   Rept*   3O-373/B3-34  fc  30-374/03-23  on 
BS11Z4,  86,  27*  1201,  14   t.   830414  &   notice   of  violation 
BPE3SABD,  R   L        Division    of  Engin*»ring        B3/04/28        REED,  C 
Commonuiealth    Edison  Co         2pp        18431,107       24X  Pictiu-  BO-373, 83/04/23, 
0303120430 

—8309120443  Notice    of   violation   Prom   Insp   on  821124,  26,  27,  I201i  14  b 
Q3O414 

SPESBARD.R   L,      Division   of   Englneerlnfl        B3/04/BS        3pp 
18431    109        S4X   FIch»-  3O-973,  B3/O4/28,  B303120433 

— S303120447    IE    Imp    Reptt   30-373/02-34   t<   30-374/03-22    on  BB1 124,  86,  29, 
1201,14  &   B30414.  Noncc-mpliance    noted   failure   to   urlt* 
noncon  f  ormante   r«ptt    t,    Failure    to    comply  uj/lOCFRSO.  App   B, 
Criterion    It   re   liausifcaeplng   practice! 

RAMSEV,C   j     HILLIAMS.C.C        Region   3,    Office   of  Director        03/04/27 
l?pp         1B431.11B         24X    Flche    DO-373,  83/04/23.  SSOSlSOflSH 

8303110034   Generic   Ltr   63-21    tn   all    lic«nseis   of   operating   reactorsr 
applicants    for   OLi   &  holdars   of   CPs    re   clarification    of 
accei*   to   control    proodurei   for    lau  enforcement  visits 
Svc    list    encl 

EISENHUT,D  O.       Division   of  Licensing        83/05/11  Con»olidated 

Edison  Co      of   Neu  York,     Jnc        I6pp         18340  093       24X 
Flche-  30-OOQi  83/03/ 1 1 ,  H3OS1 10034. 

B30913014?   Act    receipt   of   830419   Itr    informing   NRC   of    objectives   d 
providing    scenario    outlina    for   B3O71S  exercise 

PAPERIELLO,  C,  J        Rafllon   3.    Office   of   Plractor.      83/03/11        REED,  C 
Commtmuealth   Edison    CD         lp        18437  >  196        24X   Fich*.    30-373,  83/09/1  Ii 
8303130149 
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9303130139   Forward!     list    of     abjective;,  scope    of-    participation,  scenario 
outline    !i    narrative    Hummarii    for     emergency    eierclse    scheduled 
for    B30712 

HLACKMQN, T    Q         Commonuaa  I  th    Edlsnn    Co          B3/O4/19         HIND,  J 
Division    nf    Emergency    Preparedness     t,   Qpsrational     Support  15pp 

19437    157         B4X    Fiche     30-373. B3/OS/1 1.  S30313O149 


Ad  jut)  i  qatDTij     correspondent i 


3O92004BI    Advises    that    time    for    Commission    to    review   Oil-actor's 
Decision    DD-83-1     eipired    Commission    declined    rovtem   Decision 
became     final     agency    action    on    S3O30i 

CHILk.S   J         Office    of     the    Secretary    of     the    Commission         93/05/19 
HARTIGAW,N          Illinois,     State    OF          RQREM. B    L          Friendi     of     the    Earth 
GOGOL, E   M          Citiiens    Against    Nucle-ar    Pouier  Ip  1S513   O14         S4X 

Fiche    30-373,83/03/19,3305200431 

Inspection    reports.,     IE   Bulletins    fc   correspondence 

305190005  Final    response    to   FOIA   request    SOT    documents    re    Zact    Co    t/or 
work    performed    bij    lack    In    const   of    facilities   Forwards   Ap  p    A 
documents    Documents    denoted    u/asteri s k    available    in    PDF!   App 
B.C.D  Ei  E    documents    withheld    It-ef    FDIA   Eiemptinn   7) 
FELTON.J    H         Division    of    Rules    and    Records          83/03/11 
PREMDEROAST,  fl          Pl-enderoast.     R    J          17pp  13506    O39         24X 

Flcha    50-000,03/03/11,0308110005 


8303190162   Introduction   of    B2O811    public    meeting    to    dUcusi   utll    plant 
re    employment   of    third    party    contractor    to    conduct 
independent   revleuj  of  HVAC    sys   at    facilities 
«      NRC    -  No  Detaileif   Affiliation   Given        83/08/11        2pp 
1B507   314         24X   Fiche    30-OOQ, B3/03/1 1.  8303190005 

B3031901-&7  Request*    that   all    interallied    parties    be    furnished    proposed 
contract   between   utU   (.  CF   Braun    tar    independent 
Investigation    of    facilities    b   be   allowed    to   submit  written 
comments   before  agreement    finallled 

VAN   VRANKEN.J         Illinois.     State    of         02/OB/tS         KEPPLERr  J   0 
Region    3.    Office   of   Director        2pp         18307  213        24X 
Fiche    50-000,03/03/11.8303190003 

B305190179  Requests    that   Region    III    monitor   CF  Braun   activities    in 
independent   review  Qf   HVAC    sys    at    facilities   b   that    T  Howard 
b  S  Marello    experience   h    knowledge    be    utlliied    in   review 
process    Utll   820813   Itr    to    CF   Braun   S-  Co    encl 

HOWARD,  A   T        Affiliation    UnVnoun         B2/OB/13         KEPPLER, J   0         Region 
3,     Office    of    Director          ll|tp          18307   216         24X 
Fiche    30-000,  Q3/O3/1 1,  8303190003 

B3091901B4  Confirms   830012    telcon  re    telephone    call    from  M  Cherrg 
concerning    ZacV    Investigation   (•   circumstances    surrounding 
termination   nf    Zack    employeea 
DAVIS,  fl   B        Region  3,    Office    of   Director        83/08/14        FITZOEfiALDnl 

Office    of    Investigation         2pp          1G307   33O         24 X 
FUhe    50-000,83/03/11,8305190005 


--B3O319Q043   Reo.ue«ti    vendor    Insp    of    facilities    having    contract*  ui/laclt 
Co    due    to   OA/QC    problems    at   Midland    re   HVAC    actlvitle-s 
Zack    Ca    correspondence    r*    LaSalle    t    related    Info    encl 
FIRRELLIhO        Region   3.     Chicago,     Reactor    Construction   &  Engineering 
Support   Branch         80/O1/21         POrOPOUS, U        Region    4,     Dallas;     Vendor 
Inspection    Branch  12pp  1330&    077          21 X    Fiche    30-000,03/03/11, 

B30S19OOOS 


-9303190383   Introduction   of   BHOB24   public    meeting    to   discuss    util 
preliminary    plans   re    independent    review   of   HVAC    sys   «t 
facilities   Hunting   will    focun    on    CF   Braun    technical 
propose  IB 

*      NRC    -  No   Detailed  Affiliation    Given        83/08/24         tp         18507  264. 
B4X   Fiche    SQ-OQQ- 83/O3/1 1,  S3O31700O5 


— B303I9OO30   SummaTiies    SS0430   meeting    u/prosldent    of    Zack    Co, HVAC 
contractor    at    f  ac  1 1  i  t  tes,  ra    potential    allegation!.    2ack    Co 
planning    to    terminate    several    empl o-ijees    in    document    control 
sert 1  on 

HAYES,  D   W         Region    3,     Office    of    Director          82/05/12  Region    3. 

Office    of    Director          Ip          183O&    OS?         24 X   Fiche    30-000,83/03/11. 
8303170003 


-B303190aB9  Forwards   T  Devin*    930813   Itr.AT  Howard    820813    Itr   &  SB 
Marello   920316    Itr    for   NRR    consiilHration    in   assessment    of 
util   proposal    on    third    party    reviey   of    HVAC    sgs   at 
facilities 

SPESSARDFR  L        Division    of    Project   fc  Resident   Program!        82/08/25 
EIBENHUT.D  G        Division    of    Licensing         Ip         1B307  293        24X 
Ficht    30-000,83/03/11,8303190003 


-83051900BS    Repts    allegation    re    Zack    Co    falsifiad    documents    concerning 
HUftC    activities    at    facilitlea    per    NBC    Mightly    Weiua 
broadcast 

•      Radio    TV  Reports,     Inc         82/07/24  NRC    -  No   Detailed 

Affiliation    Given          2pp  IQSOi     194          24X    Fiche     3O-000,  83/O3/ 11, 

8303170005 


-£3303190293  Advises    that   AT  Howard   &  88  Marello    do    not    objtct    to 
selection   of   CF  Draun    to    conduct    third    party    investigation 
of    charges   against    Zack    Co, subj    ta    listed    conditions    Rel«t*d 
info   encl 

DEVINE,  T       Government   Accountability    Project        82/08/13 
KEPPLER.J        Region   3,     Office    of  .Director         16pp          1B507   H94 
Flctie    50-000,  83/O3/11,  B30519OD03 


-B305J90097    Reqtin&t«    inwestigaUon    of    Region    III     inadequate 
investigative    oversight    re   OA   breakdown   !<    possible    criminal 
Falsification    at    Zack    CD,  HVAC    contractor    at    facilities   AT 
Houard    t<    S  Marella    al legat iijna    discu-ssed 
DEVI  HE. T        Government    Account ability    Project         B2/07/2& 
FALLADINQ.  N   J         Commissioner!;  Upp  18SO&    128         31 X 

Fit4i»    30-000, 


Comment*   on  820811    meeting    ui/NHC   b   utll    r*    CF   Braun   audit    of 
facilities  CF  Qraun   should    rapt    directly    to   NRC   &    should 
audit    all    critical    areas    at    facilities 

MARELLO.S  L        Af  f  i  1  lati  on   Unknown        02/08/16        KEPPLER.J        Region 
3,    Office   of   Director        3pp         1B507   313        24X   Fiche    30-000, 
B3/03/li,Q30Sl'?0003  . 


-3305190103    Affidavit    of   SU   Marello    re    QC    or eafcd Dum  *    criminal 
falsification    at    Zac*    Co, HVAC    contractor    at    facilities 
MARELLO.S   L         Affiliation   Unknown         93/07/26        22flp-         18S06   139, 
B4X    Ficne    30-000,83/03/11,8303190009 

-8305190108    Affidavit    of    AT    Howard     re    OC    breakdoiun    *.    criminal 
falsification    at    Zack    C a,  HVAC    contractor    at    facilities 
HO  WARD,  A  T        Affiliation   Unknown        82/07/2i         3Bj  p         18906    lf>O 
24X    FlchK    30-000,  33/03/llj B305190005 

-B305190119  RE(iti    Investigation   re    possible    flawed    Ba.uip<n»nt    at 
fac 111  ties. per   Eyewitness    News    broadcast 

*       Radio    TV    Reports.      Inc          BS/O7/2A  NRC    -   No    Detailed 

Affiliation    Olven         Epp          IB3O7    163         &<*%    Fiche    50-OOO,  83/03/  1 1 , 
S30319O003 

-G305190I23   Foruards    outline    of    investigation    rept    re    Zack    documentation 
concerning    HVAC    activities    Discussion    of   raatl    ipec    t 
mechanical    properties    for    galvanlivd    -ihast    iteel    6   itlffener 
hanger    b   support    steel    &   L  DelGearge    handurlttan   notes    encl 
MORELIUS,  C    E        Region   3,     OFfica    of    Director         82/07/28 
KEPPLER,  J    O    ,     DAVIS. A    D    ,     FOSTER.  J         Raglon    3.     Office    of    Director 
23pp          1B307- 1A9         S4X    Fiche    3Q-DOD,  B3/03/ 1 ir S3O3190QO3 

-G305190131     Informs    of    attij    general    of   State    of    [[_    intention    to    attend 
NRC    820811    meeting   ui/utll    &   Govt    Accountability   Project    to 
dtseusB    selection    of    third    party    to    Investigate   HVAC 
al 1 egati ons 

VAN   VRANKEM,J         Ullnoi*,     State    of         B2/O8/09        KEPPLEft.J   0 
Region  3,    Office    of    Director         Ip          18307    BO9        S4X 
Fiche    50-OOOj  B3/03/U,  B30319OOOS 


-6303190304  Discusses   concerns    on    betialf    of   AT   Howard    !<   S  Martllo,  for 
NRC   consideration    in  review   of   CF  Braun    final    proposal    to 
conduct   independent   revleij   of  HVAC    sy«    at    faell  1  ties,  per 
B20B24    meeting 

DEVINE.T       Government  Accountability    Project        82/09/04 
KEPPLEFhJ  0        Region  3,     Office    of   Dimeter        6pp         18907  343        24X 
Fiche    50-000,83/03/11,8303190005 

-8305190357  Reipondi    to   B 2090 4    Itr    containing    comments    on   CF   Braun 
proposal    for    Independent   verification    of   HVAC    sy»   at 
facilities  Comment   taken    Into   consideration    in   NRR    review 
of   proposal 

KEPPUEfi,J   G         Region    3,     Office    of    Director         83/09/13         DEVINE,  T 
Government  Accountability    Project         Ip,       1B30?   337        24X 
Fiche    50-000,83/03/11,8305190009 

-8305190337  Rev    1    to    "LaSalla   County   Station  Technical    Proposal, " 
Including    scope   of   uor.k,  uiork    plan    to   accomplish    Independent 
HVAC   revleui,  organiiation   chart   Si  resumes    of    personnel 
assigned    to    project  List    of   matl    specs    for   HVAC    const    end. 
*-      C    F      Qraun    E<   Co,        82/03/23         34pp          18312    153         E4X 
Fich*    50-000,83/03/11,6303190003 

-830517Q39b   Discusses   820624    to  Icon   w/B    Garde    of    Oovt    Accountability 
Project  re  allegations    concerning    Zack   Co   QA  program   »t 
facilities  Personally    identifiable    info    deleted 

NORELIUS.C  E        Division   of   Enoineering        B2/07/12  Division   of 

Enjineerlng        Ip        1B&1S   3H3        SIX   Fiche    30-000,  B3/03/1 1. 
8303170003 


-8305190399  Handwritten   notes    re   maatlng   u/utll    on    allegations 
concerning    Zack   Co  activities   at    facilities 
DAVIS, A  B        NRC  -  No   Detailed   Affiliation  Olven        82/07/16 
1851K   335        B4X   FichB    30-000,  83/03/1 1,  B303190003 
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0303120346   Forwards     IE    Imp    Rapt    30-374/93-07    on    030234-33   No 
n one  amp  1 iance   noted 

PAPEfilELLO.C    J         Region    3,     Office    of    Director         03/03/16         REED, C 
CDmmonuiBfllth    Edison    Co         Spp          1B433   061         24X    Fiche    30-374,83/03/16, 
S3OS 120346 


B30S120415    Forwards     IE    Insp    Repts    30-373/B3-13    &    30-374/83-03   on 
930131-0431    No   noncomp 1 iance    noted 

LITTLE, W    S         REgiOn   3.     Office    of    Director          B3/Q4/27         HEED,  C 
Commonwealth    Edison   Co         2op          18434   OBO          24X    Ftche    30-373.63/04/27, 
9303120419 


— B3Q3i20333    IE    I  nap    Rept    50-37 4 / S3 -07    on    830324-23   No    noncomp liance 
noted   Major   areas    Inspected    organl latlon, rad  latlon 
protection    procedures,  faeil  Ities,  instruments    &   equipment   ti 
progress    of    certain    tyt    demonstration*   b    tetts 

MILLER.  0   E    ,     QRECER, L   R,        Region    3,     Office    of    Director         03/03/14 
9op.        18433   066         S4X    Fit ho    30-374,83/03/16,830312034* 

8212060385    IE    Info    Notice   83-14,     "Dewatered    Spent    Ion  Exchange  flesln 
Susceptibility    to  Exothermic    Chemical    Reaction    "   Svc    lilt 
•nel 

TA-YLORiJ  M        Division    of  Safeguards   tt    Inspection  Programs    (Post 
B30103)          03/03/31  Consolidated    Edison    Co       Of    New    York.     Inc 

ItEpp          1B308   319         24X   Fichu    30-OOQ.  83/03/21,  8213060383 


—3305120420    IE    Insp    Repts    SO-373/B3-13   S<    5Q-374/33-O3    on   93O131-04BI    No 
noncompllance   noted    Major  areas    inspected   as-built   mal  kdouin 
&  review  of   procedures    For    structural    steel    item*   fc    socfcet 
weld    cracbE    in  main    steam  drain    lines 

KEATING. D  E  .  CILIMBEfiG.R  L  .  DAN  I  EL  SON,  0  H  Region  3,  Office  of 
Director  03/04/27  6pp  18434  OB2  24X  FlchB  30-373.  83/04/S7, 
B309120413 

030304002*    IE    Info   Notice    83-24.     "Loose    Parts    in    Secondary    Side    of 
8 team  Generators   at   PWRi    "    Svc    list    end 

JDHDAN,E   L        Division   of  Emergency   Preparedness   &  Enaineering 
Response     (Post    83O1O3)         B3/04/HB  Consul  idated    Edison    Co      Of    New 

York,     Inc          113pp          I83B2   O47         24X    Fiche    50-ODQ.  B3/04/28,  B30304O026 


B30907Q306  Addl    response    to   FOIA  request    for   all    records    prepared   at 
Region    III,  al  1    investigators    involved    In    Investigation   of 
T   Kouard   It  B  Karelia   alligations   tt  all    Internal    records    re 
problems    discovered    at    facility    Forward*    App    D   documents, 
FELTON.J  M        Divllion    of   Hula*    and    Records        B3/03/22        OARDE.  B 
Government  Accountability   Project        2pp         1S381    216        34X 
FUfie    90-373, 83/03/22, B3Q3090306 

— 8303090313    IE    Investigation  Repts    3O-373/82-51    &   90-374/02-13   on 
B2Q7S1-10O1    No    noncompllance   noted   Major    area*    investigated 
follouup    on   allegation*    re    matl    proceurement   &  QA 
deficiencies    of   HVAC    syi    Installed    by    Zach   Co 
LANK80URY,  R   0    ,    WE8TCOTT,  H  M        Reflion   3-    Office    of   Director 
92/08/16        4pp         1B301'219        24X  Fiche    30-373,83/03/22,0303090306 

B3O32400B7   Addl    response-    to   FOIA   request    for    draft    imp    evaluation 
rvpt*   It   comments    on    J  Keppler   820717    Itr    re    special    safety 
Imp   of   facility   during  May-Jul    1703  Forwards  App   C 
documents 

FELTON.J  M        Division    of   Rules    and   Record!        33/03/31        OARDE,  B 
O-overnment   Accountability    Project        2pp         18393  01S        24 X 
Flche    30-373,03/03/31,8303340087 

— 0303240078  Five    draft    summaries    of    affidavits   fc   statements,  draft 
comment*    on    follouup    of   allegatlonsimlnutes    of   Region 
III    020329,0417,0303   !c  0706    staff   meetings   &   draft 
Investigation    schedule   Personally    identifiable    info    deleted 
«      NRG   -   No    Detailed    Affiliation   Given        B3/O3/23        36pp 
1B393  018        B4X   Fiche    BO-373,  83/03/31,  8303240007. 

— B3032401E3  Discusses    actions    planned    during    addl    Insp    to  resolve 
concerns    re   adequacy    of   workmanship    during    const    of   masonry 
walls   R  LlpinsH    as*istance    requested    to    resolve    issues 
starting  uk   of   B2001B 

SPESBARD.R   L        Division    of   Project   fc  Resident  Programs        S2/OB/I7 
EISENIHUT,  D  0        Division   of   Licensing        2pp.       IB393'034        24X 
Fieht, 30-373,  B3/03/31 , 8309240097 

B3O30400B1    IE    Info   Notice   83-21,     "Defective   Emergency   Use   Respirator    " 
Svc    list    and, 

JORDAN, E  L       Division   of  Emergency  Preparedness  b  Engineering 
Response    (Post   830(031        B3/O4/1S  Consolidated    Edison   Co      of  Neu 

VorH,     Inc          126pp          1B433.  138         S4X   Flche    30-OOO, 83/04/13,  B3O304002I 

B3O3040023    IE    Info    Notice   93-22,     "BHR   Safety/Relief   Valva    Failures." 
8Vc    list    enel. 

JORDAN, E  1.       Division   of  Emeraencg   Preparedness  fc  Engineering 
Ratponse    (Post   830103)        B3/04/22  Consolidated   Edison  Co      of  Neu 

York,     Inc          U2pp          1B3B3   007         24X    Fiche    30-000,  B3/O4/22, 8303040023 

B303040023    IE    Info   Notice   03-33,     "Inoperable   Containment   Atmosphere 
Sanslng   8y»   "   Sve    list   end, 

JORDAN, E  L,       Divllion    of   Emergency    Preparedness   fc  Engineering 
Response    (Post   B30103).       B3/04/23  Consolidated   Edison   Co      of  Neu 

yorki     Inc         119pp.    ,    1B301    291         Z4X   Fiche    30-000,83/04/33,0303040023 

B3031203A1    Forwards    IE    Insp   Rept    30-374/B3-11    on   030332-25  &  29  fc  30  fc 
notice    of   violation.  „ 

LITTLE.W.8  Region  3,  Office  of  Director  83/04/26  REE°' !=.,„„. 
Commonue.lth  Edl.on  Co  2pp  18431-136.  24X  Flche  90-374,93/04/26, 
B3091&0361 

— 0303120364   Notice    of   violation    from    Imp    on   B3O322-23  t,  B9  t  30 
LITTLE-M.S        Region    3,    Office    of   Director        83/O4/36        IP 
1H43I.13B        24.X  Fiehe.  30-374,  83/04/26,  9303130361. 


8303040027    IE   Info   Notice   83-25,     "Standby    Cas    Treatment   Sys    Heater    High 
Temp   Trip    Betpnlnt  Adjustment    "   Svc    list    end 

JORDAN, E   L        Division    of  Emergency   Preparedness   &   Engineering 
Response     (Post   B301O3)         S3/O4/29  Consolidated    Edison    Co      of    Neui 

York.     Inc          UBpp         183B2    163         34X    Ficha     5O-OOO,  B3/ 04 /S B,  8303040027 

B30512043B    Forwards    IE    Insp    Repta    30-373/B2-S4    B:    SO-374/82-22   an 
021124,26,27,  1201,  14   t   830414   &   notice    of    violation 
SPEOSARD.H   L         Division    of   Engineering          S3/04/2B         REED,  C 
Commonmealth  Edison  Co        2pp         18431    1O7        24X    Fiche    30-373,63/04/26, 
B30312043B 

— 8303120143  Notice   of   violation    from    >nsp    on   BS1 124,  H6i  29,  1201,  14    tc 
930414 

SPESSARD.R  L        Division   of  Engineering         B3/O4/SB        3pp 
1B431     109         24X   Fiche    30-373,  83/04/23,  S30S1SO43B 

— B30SI30447    IE    Imp    Bepts    30-373/02-34    S,    80-374/B2-B2    on   821124,26,29. 
1201,14   t  030414  Nnncompliance   noted    Failure    to    urite 
nonconformanca   repts   Ic   failure    to    comply    ui/ JOCFR30,  App   Bi 
Criterion    II    re    housekeeping    practices 

RAMSEY, C    .     ULIE.J   ,     HABSE,  R         Resion    3,     Office    of    Director 
B3/04/27         ifpp          IB431    112         34XFiche    30-373, 83/O1/2B,  B30512O43S 

B30317039B   Forwards    IE  Insp   Hepts    50-373/B3-U    E.    50-374/93-OA  on 
830307-O40B  S  notice   of  violation 

9TREETER,  J   F        Region   3,     Office    of    Director         83/O4/BB        REED,  C 
Commonwealth   Edison  Co        2pp        18469  S3S        24X    Flche   30-373, B3/04/H8. 
8303 17039B 

— 9303170403    IE    Insp    Repts    30-373/83-11    I,    50-374/B3-06    on   B30307-O408 
Noncomp liance   noted    failure    to   have   adequate    p reoper»tional 
test   procedure    to   determine    end-of-cycle    reclrculatlon   pump 
trip    Eye   response   time 

LANKSDURY,  R    D    i     DUPONT,  S   0   ,     REYES,  L    ft         Region    3.     Office    of 
Director         B3/04/2B         Spp         18469   233         24X    Flche    3O-373, 83/04/HB. 
B30317O378 

B30304002B    IE    Info    Notice    83-26,     "Failure    of    Saf e  ty/Rel isf   Valve 
Discharge    Line   Vacuum  Breakers    "   Svc    Hit    enc  1 
JORDAN, E  L        Division   of   Emergency   Preparedness   4  Engineering 
Response     (Post    83O1O3)         03/OS/O3  Consolidated    Edison    Co      of    Hew 

Yorfci     Inc          123pp         18441    17O        24X   Flche    SO-OOO.  83/03/03,  B30304Q03B 

830306034H   Ack   receipt   of   030404   t  OB    Itrs    informing    NRC  of    step* 
taken    to    correct   violations   noted    in    IE    Insp    Rept 5 
30-373/B2-40   b    30-374/82-10 

BPESSARD,  R  L        Division  of   Engineering         B3XO5/03        REED,  C 
Commonwealth    Edison    Co         Ip          10348   3O&          S4X    Fiche    SO-373i 83/03/03, 
8309060342 

— 8303060S94   Responds    to   NRC    830214    Itr    re    violations    noted     In    IE     Insp 
Repts    90- 373/B2-4O   &   30-374/82-10   Corrective    actions 
meetings  &  discussions   held    betueen  QA    general    mgt   &  dept 
lead   auditors   General    ofcs   audited 
REED.C         Commonwealth    Edison   Co         83/O4/O4          KEPPLER,  J   0         Rejion 

3,    office   of  Director       17pp        18348  3O7        24X 

Fiche    30-373, 83/03/03, 830S06O542 

— 830306056?  Forwards    revised   Page   2   to   response    to    noncomp 1 iance   noted 
In    IE    Insp    Repts    30-373/82-40   &    30-374/S2-1O,  p  er   NRC   B3Q214 
Itr 

SCKROEDER'C   M        Commonwealth   Edison   Co         83/Q4/03        KEPPLER,  J,0 
Region    3.     Office    Of    Director         3pp          1B348    323         24X 
Fiche    50-373,83/03/03,8303060342 


-B30312Q369    IE    Insp    Rept    30-374/83-11    on   830323-23  fc  29  S.  30 
Noncompliance    noted, failure    to    translate   FSAR   requirements 
Into    instructions    t.    procedures    to    establish    separation   of 
cables    belonging    to    different   reactor    protection    »ys. 
NAIDU.K  R.  ,    AHMED,  I.,    WILLIAMS,  C.  C.       Reolon   3,    Office    of   Director 
B3/04/S2        7pp         18431    137.       H4X   Flch.. 30-374, 83/04/26, 8303120361 


B30304003O    IE    Info  Notice  83-27,    "Operational    Response    to  Events 
Concerning   Deliberate  Acts   Directed   Against    Plant 
Equipment   "   Svc    list   enc  1 

JORDAN, £  L        Division    of  Emergency   Preparedness    *•  Engineering 
Response     (Post    8301O3)         83/O3/O4  Consolidated    Edison    Co      of    JJeuj 

York-     Inc         H2pp          183B2   282         24X   Fiche    3O-OOO,  B3/O5/04,  B303040030. 
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B303040Q31     IE    Info    Notice    B3-28-      "Criteria     for    Protective    Action 
Recommends  tiont    for   Oeneral    Eine-rgenc  i  BS    "    Svc    list    enc  1 
JORDAN.  E  L        Division   of    Emerg.  o-ncij    Preparedness    &    Engineering 
Response    (Post    B30103)         83/05/0*1  Consolidated    Ed  it  on    Co      of   Neiu 

York.      Inc          tlfpp          18441     OQ1          24 X    Flche    30-QOO, B3/O5/04.  9303040031 

B 303 04 0033    IE   Info   Notice   6 3-29 j     "Fuel    Bidding    Cauiad    liy    TUB  1    Rack 
Deformation   "    Svc    lilt    enc 1 

JORDAN.  E   L        Divi»ion   of    Emergency    Preparedness   i  Engineering 
Response     (Poit    B3OI-031          83/O9/QS  Consolidated    Edison    Co       of    Neu 

York.     In=          113pp          1B323.   218         24X    Fit  he.  30-000.  B3/03/O6.  H3O304O033 

8303040034    IE   Info  Notice   83-3O,     "Misapplication    of    Generic    Emtrgeney 
Operating    Procedures    (EOP1    Guidelines    "    Svc    list    enc  1 
JORDAN.  E   L        Division  of    Emergency    Preparedness    4    Engineering 
Response     (Post    B30103)          B3/O3/11  Conso 1 i dated    Edison    Co       Of    N>U 

Yort,     Inc         Hipp         1SS24    003        24 X    Fiche    30-000, B3/O5/1 1,  B303040O34 

3303170333  Ac  If   receipt   of   B3D3Q4    Itr    informing    NRC    of    -steps    taken    to 
correct   violations   noted    In    IE    Insp    Hep t    50-374/83-05 
SPESSAHD.fl    U        Division   of    Engineering         93/03/11         REED, C 
Commonwealth  Edison   Co         lp         iaic.3    333        SIX    Flche    50-374,93/03/11, 
830 3 1 70322 

--B303I70331    Bespo-nds    to    NRC    B3O403    Itr    re    violations    noted     In    IE    In»p 
Rep t    30-374/B3-Q3.  Correc  tl  ve    actions    requirement    for    testing 
LPCB   ays    eicess    flow   check    valve    Incorporated    into   nuclear 
boiler   Prenperatlonal    Test    PT-NB-2OI, 

FARRAR.J)    L         Commonweal th    Ed  It on    Co          S3/O5/O4         KEPPLER, J   0 
Region   3,    Office   of  Director        6pp          18443   233        34* 
Flche    50-374,  33/03/11,8303170322 

6305240339    Forwards    IE    Insp    Repts    3O-373/83-15    (<    30-37-1/B3-13    an 
H30309-30    6.   notice    of    violation 

STREETER.J    F        Region   3,     Office    Of    Director          B3/O3/I2         REED, C 
Commonwealth    Edison    Co         2pp          1B623    120         SAX    Fiche    50-373, 03/05/12, 
B30326Q329 


— 8303190112  Deficiency    rept    re    errors    b   discrepancies    contained    In  HUAC 
mat!    certifications    Procurement    documentation   ulll    be 
re  vail  date-d,  document   Si   records   mgt    program  will    be    developed 
fr   QA/QC    personnel   will    bo   added    Also    reportable    per   Part   21 
CALKINS, DE         ZaCkCo         81/1O/23         310pp          1B306213         24X 
Flche    50-000, B3/O3/11, 9305190003 

B303120392    Interim   deficiency    rept    re   mi «app licetion    of    ITE  Oould 
circuit    breakers    In   post-LOCA   hydrogen   reeomblners    supplied 
b-y   Rockwell    tntl    Initially    reported    on   B3032B,  Matter   under 
investigation  Final    rept   by    B30BOB  Reported    per   Part   21 
MANMO,  S   F        Niagara    Hah auk    Pouar    Corp         B3/04/26         3TARDSTECKI- R 
Region    1-     Office    of    Dlrsetor         Spp          1H433   072         24X 
Flchs    30-000,03/04/26,8305120392 

— S30S1S0404  Part   21    rept   re    failure    of    post-LDCA  hydrogen   recomblner 
component   during    IEEE-323   qualification    program  Circuit 
breaker    not    praparlg    selected    for    specific    application   Plant 
operators   notified    of   deviation 

EHPEV,  D   C         Rockwell     International    Corp         83/03/11          COLLINS,  J   T, 
Region    4,    Office    of    Director        Spp         IB 433  074        24X 
Flche    30-000,B3/O4/E6ra303120392 

aaoSlQOOia    Interim  Deficiency   R«pt   S3-01    re    temp    offset    problems 
experienced  u/Rlleij    tamp    syitches    installed    in    leak 
dete-ctlon    sys    Callbr    procedure   modified   &   switches   recallbr 
Final    rept  uill    be    submitted    bij   830601, 

•e      Commonuial th   Edison  Co        83/03/02        KEPPLER,  J  0,       Region  3,    Offlci 
of    Director         lp          IBS 77    132         24X   Flche    30-374,  83/O3/O9, 9303100018 

Q3O3100392   Updated    interim   deficiency    rept   re    offset   &  module   problem 
df  Rlliy    temp    Indlcatlnfl    sultehes    in    leak    detection    »ys 
Callbr   procedure   modified   Final    resolution    of   module    problem 
<hardmr»   mnd )    In    progress   Final    npt    expected    by    S30401 
ECHROEDER.C  W        Conlmonuealth    Edison  Go        83/05/03        KEPPLER,  J  0. 
Region  3.    Office    of  Director         lp         1B379  092        24X 
Flche    30-374, B3/O3/03, B303100332 


—  830S2A0334     IE    Imp    Repts    30-373/B3-1S   t    SO-374/H3-13    on    B3O309-3O 
Noncomp]  lance    noted    failure    to    follow   mud    package 


HASSE.  R    A    ,     CHILES,  N   C    ,     FARAELL.  R    E 
Director.       B3/O3/II         Itpp         186HS    133 
B30326Q329 


Region    3,     Office    of 
24X    Flche,  30-373^  83/03/12* 


8303240007   RQ  on   B20713,  ul traviolet    fire    detectors    taken    out    of    svc 
Due    to  continued    const  uorkiflre    detectors    to    be    out   of    svc 
until   Fall    19B3    fuel    load 

DIEDERICKiQ  J        Commonwealth   Edison   Co        83/03/10        KEPPLER,  J  0 
Region  3,     Office    of   Director         lp         1BS47  038        24 X 
Fiche    30-373,83/03/10,0303240007 


B303240301    Act    receipt    of    B304O4    &    26     1 tn     Informing    NRG    Of     steps    taken 
to   correct    violation*   noted    In    IE    Imp    Repts    30- 373/B2-33  S. 
30-37B/B2-33  Due    to    Improvement    pf    internal    communications, 
smoother    communication   u/retldent    Inipectu-r    expected 
NORELIUS,  C    E        Division    of  Project   *   Resident   Programs.       33/09/17 
REED,C        Commonuealth  Edison   Co         lp         1B54B    115        24X 
Flche    30-373.03/05/17,8305340301 

— 830524XJ3Q8  Besponds    to   NRC   330223   Itr    re    violations    noted    in    IE   Imp 
Hepts    30-373/B2-33  d   3O-374/B2-33  Corrective    act i ons- ons lt« 
review   conducted    on  B3031i   (,    litcluded    di  legs  9  Ion    of   possible 
broa-d    Implication*   of    noncompl  iance 

FARRAR.D   L        Commotiueal  th    EdfS«n   Co          B3/04/04         KEPPLER,  J   O 
Region    3.    Office    of  Director         Bpp         1BS4S    1 IA        S4X 
Fiche    50-373,  83/03/17,  B303-240301 

—8309240313  Buppls    raspottie    to   HRC    B3DS33    Itr    re    violitidni    noted    in 
IE    Imp    RflptB    3-0-373/8B-33    b    30-374/32-33   Corrective 
actions    d*pt    heads    to    prepare   memo    to    station    superintendent 
summar 1 ilng   any    potential    none  amp  I  lance 

FARRAR, D   L         Cnmmonuealth    Edison   Co          B3/O4/8&         KEPPLER,  J   C 
SB 3! on   3.     Office    of  Director        2pp         IB349    124         K4X 
Fiche,  3O-373,  B3/03/17,  B3O32i10301 

B303040040    IE    Info   Notice    93-31,     "Error    In   ADUPIPE    Computer  Proflram    " 
Svc    list    end 

JORDAN, E   L        Division  of    Emergency    Preparedness    tt  Engineering 
Rfipnnsl     (Poit    B3O1O3)          B3/03/19  -Conso 1  Ida  ted    Edison    Co       of    New 

York,     Inc         IMpp         19677   009        24X   Fiehe   30-OOO,  B3/O5/19j  B30304OO4O 

B30304004A    IE    Info  Notic*    93-33,     "Nonreprasentative    Sampling    of 
Contamlnateit  Oil,"    Svc    list    end 

JORDAW.E   L        Dlviiion   of    Eirerjency    Preparedness    «  Enfilneering 
Response    (Post   330103)         B3/O3/S&  Consol i daterf   Edison   Co      of   Neu 

Vort,     Inc          lllpp          IB647    OO7         S4X    Flche    30-OOO,  B3/03/26.  8303040O1i 


DOCKET    30-3BS  MATERFORD  GENERATINO   STATIONr    UNIT  3 

A     Application/construction   it age   document!   &  correspondence 

8305020303   Forward*    comment*    on   C-E  Ouners    Oroup    calculations    re 
dftpratturliatlon   t>   DHR    capability    of    C-E   pUntt   u/o 
pressurlzer  PORVs,  d iscussed    at   B30112  meeting   u/C-E   Dinners 
Oroup    in    Dethesdat  MD 
MOVAK.T  M        Assistant    Director    for   Licens'lno        83/04/19        MAURIN.L  V 

Louisiana  Power   t  Light   Co        4pp.       182B4  333        24X 
FlchB    30-3B2,  B3/04/ 19, B303020302 

B3O302O341    Requasti    intension   of    commitment    re    athropemetric    conctrn 
u/highest   rou  of    meters   on   remote    shutdown   panel    LCP-43   by 
providing    permanent    metal    deck    in    front   pans,!    per    human 
factors   audit    finding* 

HAURINiL   V        Louisiana   Power   t,  Light   Co,       B3/04/23        KNIOHTON,  0 
Licensing    Branch    3        2»p         10377'  113        24X  Fiche'  30-382,  93/04/23, 
S309O2034 1 

S3OS04O323   Board   Not! f leation  S3-O37   foruard*    differing    prof    opinion* 
r*   ig«    int*ractlon    (•   safety    classification    Info   relates    to 
Board   Notifications    83-17  1  83-44   re   Unresolved    Safety    Issue 
A-17 

EISENHUT,  D  0  Division  of  Licensing.  83/03/04.  PALLADINO,  H 
Commis*lanars  22pp  1B337  139  24X  Flehe  30-000,  B3/O3/04, 
B303040323 

B30509O&3?   Generic    Ltr   83-20   to   all    operating    reactor    licensees   h 
holders    of   CP«    re    Integrated    scheduling    for    Implementation 
of   plant    mode   Svc    list    encl 

EISENHUT,  D  0,       Division   of   Licensing.       03/03/09  Consolidated 

Ed  I  ton  Co      of  New   York,     Inc         16pp         18627-133        24X 
Fiche   90-000i  B3/05/O9,  B30309O639. 


S     Beportflble    occoirences,    LERs    fa  related    correspondent* 

B3031<?OOOS  Final   retpanie   to  FD1A  request    for   documents   rn  Jack   Co  &/or 
uork   performed    by    Zacl    in    const    of    facilities    Forwards    App    A 
documents    Documenti    denoted   u/asterisk    available    in  PDFt    App 
BiC.D  &  E   document)    withheld    (ref   FO>IA   Eremptlon    7) 
FELTOH.J   M        Division   of    RuUs    and    ftecorifs-       93/03/11 
PfiENDEROASTi R        Prendergast,    fl    J         I7pp.       IB&Ofi  039        24X 
FUlie- 30 -000,  83/03/11,8303190003 


830513O3431  Foruards   Board   Notification  83-64   re    issuance    of   40-yr   OL 
EISENHUT.DO       Diviilon  of  Licensing       83/03/10,      NOVAK,  T.  M, 
Assistant    Director    for    Licensing.       2pp         18436  S27        S4X 
Fiehe    30-388,83/03/10,8303130343 


— 8303130344  Board   Notification  B3-A4  forward 
4Q-yr  OL 

NOVAK,  T  n        Assistant   Director    for   Licensing,       83/03/10 
Safety    and   Licensing    Board    Panel.       Bpp.       10436  SBB        24X 
Flehe   3O-3B2,  B3/03/10,  8303130343 


util   830319  request   for 
Atomic 
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0303240233  Notification  of  B30323  tlte  viiit  to  conduct  control  room 
Audit  &  dlscuis  revs  to  emergency  operating  procedure! 

WILSON, J  H    Licensing  Branch  3    93/03/1 O    KNIOHTON, 0  W    Licensing 
Branch  3    3pp    13993  297    24X  Flche  30-333,63/03/10,6305310256 

0303180468  Forwards  responses  to  NBC  concerns  railed  at  830219  uieetlnp, 
u/uttl  to  clot*  out  open  Items  r«  emergency  feeduater 
control  ays. per  NUREQ-0787, Bupp 1  1  W/23  overslie  drawings 
Aperture  card*  are  available  In  PDR 

MAUflIN,  L  V  Louisiana  Pouter  Si  Light  Co  83/03/13  KNIOHTON,  O  W 
Licensing  Branch  3  31pp  1B4B3  131  24X  Fiche  30-382,63/03/13. 
830918O468 

8303390209  Board  Notification  83-063  transmits  memos  r*  ttatus  of  DHR 
studle*  For  C-E  plants, ^/emphasis  on  need  for  PORVs  In 
current  C-E  designs. 

NOVAK,  T  H   Assistant  Director  fur  Licensing    03/O9/1S     Atomic 
Bafety  and  Licensing  Board  Panel    7pp    18627  107   SAX 
Fiehe  SO-OOOi  83/03/18.8303330209 

— 0309330231  Request*  that  encl  document*  on  status  of  DHR  studies  for 
C-E  plant*.  ui/emphaili  on  neid  for  PORVo  In  current  C-E 
design*,  be  provided  to  ABLE  &  ASLAB, 

MATTSON.R.J    Division  of  Systems  Integration  <pO»t  811009) 
83/04/28    EIBENHUT.  D  0    Dlvlllon  of  Llciniing    lp    IB627  113. 
24X  Fiehe'  30-000, 83/03/18, 8303330209 

— 030 92 902 H B  Respond*  to  Commiliion  830404  request  that  itudy  of  need  for 
controlled  depreisuriiatlon  capability  in  C-E  plant*  bi 
accelerated  &  that  ACR8  vlaui  be  solicited  on  issue  prior  to 
reporting  back  to  Commission  Study  to  be  concluded  B30630 
DIRCK8,  H  J,   Office  of  the  Executive  D  It-act  or  for  Operations 
83/04/23   CHILK,  8  J,   Office  of  the  Secretary  of  the  Commit  lion 
lp.   18627  113    24X  Ftcha-  30-000,  83/03/18,  8303230209 

6309310074  Forwards  reviled  description  of  MJREO-0737, 1  tern  II  F  S. 
"Inadequate  Cor*  Cooling  Instrumentation!  "  providing 
sufficient  info  to  close  Itim  (c  corresponding  requirement 
in  SER, 

DflUMNOND,  F  J   Louisiana  Power  b  Light  Co   03/03/23   KNIOHTON. 0  W 
Licensing  Branch  3   34pp,   18633  039   24X  Flch«- 50-383,83/09/33, 
8303310094 

E,  NRC  Safety  Evaluation  Report  (SER),  suppls  &  correspondence 

8309310094  Forwards  revised  daecrtption  of  NUREG-0737, Item  II,  F  2, 
"Inadequate  Core  Cooling  Instrumentation,  "  providing 
sufficient  Info  to  close  Itim  &  corresponding  requirement 
in  SER 

DRUMMQND,  F.  J   Louisiana  Pouer  t  Light  Co   83/03/23   KNIOHTON.  0  W 
Licensing  Branch  3.   34pp   18633:039   24X  Flche  90-382,83/09/23, 
B3033 10094 

F,  Security,  medical,  emergency  1<  fir*  protection  plane 

8309110034  Generic  Ltr  83-31  to  all  liceneees  of  operating  reactor*. 
applicants  for  OLs  1  holders  of  CP*  re  clarification  of 
acc**s  to  control  procedures  for  laiu  enforcement  vlsiti 
five  Hit  encl, 

EISEMHUT,  D  a.   Division  of  Licensing   83/03/11.     Consolidated 
Edlion  Co  of  Neu  York,  Inc   16pp.   18340  093   24X 

Flch*: 30-000, 83/09/1 1, 8303110034 

8309240213  Forwards   monthly    statue    rept   on   offilte    emergenc« 
preparedness   for  OL  revleui   for  Apr    1983 

DIRCKS.W.  J        Office    of    the   Executive    Director    for   Operation*, 
83/09/13.       PALLADINO'N  J,       Commls*  loners        3pp         18393  322.       24X 
Ftche-  30-000,  83/05/13,  8303240213, 

6305300283  Forward i    Hit    of   NRC    emergency    preparednest    Insp    team 
personnel    requiring    unescorted    b   unrestricted    access    to 
facility   on  830323-37, Site  orientation   on   issuance   of 
badges,  escort    dutlti    h   emergency    evacuation   requested 
CQLLINS.J.T        Region   4.    Office    of   Director        83/03/16        MMJRIN.L   V 
Louisiana  Pouer  h  Light  Co       2pp.      1B517.OA3       24X 
Ficht:  90-3B2i  83/09/16,  B303200289 


0,    Adjudicator^   corr*ipond«nci 


8309120338  Order  granting  NRC  830419  motion   to   correct  B30208-11 
hearing   transcript, 

WOLFE. a  J.  Atomic  Safety  and  Licensing  Board  Panel  83/05/11 
Office  of  the  Eiecutlve  Legal  Director  lp  18432' 246  24 X 
Fieh»:  90-382.  83/08/11,8309180322. 

8309180429  Advlirt    that    all    siren*   urlthln   emergency    planning    ion*   ulll 
be    tested    b|)    parish    officials    for    rotational    function,  output 
fc  audibility    at   perimeter    of    each    ilren   effective    range   Bvc 
list  encl, 

RIDOWAYi  D.  A        Bhau,    Plttman,    Potts   fc  Troubrldge.       RIDOWAV.D,  A 
Louisiana   Pouer   l>   Light  Co        83/09/16        TURK,  8  E        Hearing   Branin    1 
4pp.       184.83:294        24X   Flehe,  90-382.  83/09/16,  83031BO429 


B303200642  Corrects    itatsmenta    made    at    930419    oral    argument   Neltner 
NIC   nor    PEMA  will    indopindtn tlij    verify   Accuracy    of   siren 
measurements   NRC   method    for    verifying    siren   coverage 
adequacy    delineated 

TURK,  3    E         Hearing    Branch     1          83/O3/IB         EILPERIN.S   F    ,     KOHL, C    H   , 
JOHNBONiWR        Atomic    Safety    and    Licensing   Appeal    Panel         6pf> 
18330    129         24X    Flche    30-333,  B3/OS/  1  8,  B3032D0642 

8303370634   Second    partial    Initial    decision    in   DL   hearing    Reque-nts    that 
NRC   atc«rtain    that   changea   &/or    mod*    to    (ireemergency    public 
info   brochure    implemented 

JORDAN,  U  H  ,    FOREMAN i  H    ,     WOLFE,  8  J        Atomic    Safetij   and    Llcanflng 
Doard    Panel         33/03/36         34pp          19646   2&4         24X    Flche    30-382, 
83/03/Hi. 8303270634 


H      Qeneral    correipandenca 


B3O917029D    Informs    th't    correspondence    signed    by   FJ   DrummoTid.nP 
Barkhurst  b  TF  Oerreti    should    be  accepted    as   valid 
submi ttals 

CAVANAUmw       Louisiana   Pomer    t.   Light  Co        83/03/13        KNIffHTOM,O  U 
Licensing    UrJincb    3          Ip          1B463    3SB         24X    Flche    30-382,  E33-/O3/ 13, 
0303(70290 

0      Inspection  reports,     IE    Bui  Is tint    &    correspondence 

8812060385    IE    Info   Notice    83-14.     "Dicuatered   Spent    ion  Eichange    Ft««ln 
Susceptibility    to   Eiotherrolc    Chemical    Reaction   "   Bvc    list 
enc  1, 

TAYLOR, J  H        Division    of  Safeguard*    t>    Inspection   Programs    (Past 
830103)        83/03/21  Consolidated    Edison  Co     of   Netu  York-     Inc 

I12pp         18308,319        24X    Ficho    30-OOC-,  83/03/Hlr  82120603B9 

8303040021    IE    Info   Notice    83-21,     "Defective   Emergency  Ut>    Respirator    " 
Bvc    list    encl 

JORDAN, E  L        Division    of   Emergency    Priparednan   &  Engineering 
Reiponte    (Post   83O103)         33/04/13  Consolidated   Edison    CD      of    Neui 

York,     Inc         126pp          18433    133         24 S   Fichu    3D-000,  B3/04/  1  S,  83O3O4002I 

8305300190    Informs    that    83031&    order    imposing    civil    penalty    & 
accompanying    Info    should    fre    transmitted    to   ABLB  &  partlei, 
per   Ofc   Ltr   19  procedures 

EI8ENHUT.D   0         Division    of    Licensing         B3/04/19         NOVAK.  T          Aitiitant 
Director    for   Licensing         lp         1B376'  133        24X  Fiche   30-3fl2i  03/04/19, 
8309S00190 

-- -8303200199  Board    Moti  f  icat  i on    63-32  notiPHi    that   order    injtoilng    civil 
penalty    Issued    to   utll    an  B3-0314    resulting    from   breakdown    In 
QA/QC   program 

NOVAK,  T  M        Aislitant    Director    f-or   Licensing        83/04/19.  Atomic 

Safety    and   Licensing    Board    Panel.       4pp         1BS76    134        SOX 
Fiche    90-392,  B3/O4/19,  B3O920O1  90 

3303040023    IE   Info   Notice    B3-22,     "BWR    Safety/Relief   Valve   Failures    " 
Bvc    list   encl 

JORDANiE  L        Division    pP    Emergency   Preparedness  &  Engineering 
Response    (Post  830103)         83/01/52  Consolidated   Edison    Co      aP   New 

York.     Inc         112pp          18393.087         34 X    Flche    SD-ODQ,  83/04/22.  8303040023 

8303040023    IE    Info   Notice    83-33.     "Inoperable   Containment    Atmosphere 
Sentlng    5ys    "   Svc    list    encl 

JORDAN,  E   L        Division    of    Emergency    Preparedness   b   Engineering 
Response     (Post   830103)          83/04/25  Coniol itfated    Edlion    Co.      of    New 

York,     Inc         119pa          18381    291          24X    Fiche'  50-000,  S3/04/2S.  830304OO25 

8303040026    IE   Info    Notice   93-34,     "Loose    Parts    in  Secondary    Side    of 
Bteam  Centra tort    at  PWRi,  "    Eve    I  1st    encl 

JQRDANiE  L        Division    of    Emergency    Praparednais   r,   Engineering 
Response    (Post   830103),       B3/O4/2B  Comolidatml    Ed.lion    Co      of   New 

York,     Inc         113pp          18382047         24X    Fiche    50-000,63/04/23.8303040026 

B303040027    IE   Info    Notice  33-35,     "Standby   Oas   Treatment  Sij»   Heater    High 
Temp    Trip    Betpoitit    Adjuitment    "   Svc    list    encl 

JORDANiE  L        Division    of    Emergen-cy    Preparednesi  &  Englnearing 
Response     (Post    8301O3>          B3/O4/2B  Consol  1  dated    Edison    Co       Of    Neu 

York.     Inc         UBpp         183B2   169        S4X   Ficha    90-000,83/04/28.8303040027 

8303170004   Forutardt    IE    Insp    Rept    5O-3B2/B3-16   on  830323-31.    No 
noncompl lance    noted 

KADBEN.O   L        Region   4,     Office    of    Director        B3/04/29        MAURIN.L    V 
Louisiana   Pouer  t  Light  Co         2pp         18466   242        24X 
Flehe'  30-382,  83/O4/29,  B3O317OOO4 

— B3051700O9   IE   Insp    Rept   50-383/63-16    an  83O32a-31    No   noncooip  HaTice 
noted,  tfajor   areas    Inspected    saf  ety-r-elatad    record  s,  1 1  ta— 
related    design    activities    t>    potential    const    deficiency    re 
emergency    feeduater    turbine-driven    pump 

OBERO,  C    R    ,     CROSSMAN,M    A         Region    4.     Office    of    Director.        B3/O4/33, 
9pp         18466  344.       24X   Flche    SO-302,  B3/O4/29,  B3O3170004 
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9303O4OO2B     IE    Info    Notice    33-26,     "Failure    of    Saf e tij/Re 1 1 ef    Valve 
Discharge    Line    vacuum    Breakers     "    Svc     list    odd 

JORDAN. E    L         Division    of    Emergency    Preparedness    !.    Engineering 
Response    (PoEt   B3O1O3)         83/03/O3  Consolidated    Edison    Co.     nf   Haw 

fort'      Inc          ISSpp          18441     17O         S4X    Fiche     SO-ODD, 33/03/03,  B30304OO2B 

B303040030    IE   Info   Notice    33-27,     "Operational    Response    to   Events 
Concerning   Deliberate    Acts    Directed    Against    Plant 
Equipment    "  Svc    list    encl 

JORDAN. E    L         Division    of    Emergency    Preparedness    &    Engineering 
Response     (Post    B3O1Q3I          83/05/04  Consolidated    Ediaon    Co      of    Neu 

York.     Inc          113pp          1Q382   3B2         24K    Fiche    SO-000-,  33/Q3/O4,  33030400-30 

B3Q3Q4O031     IE   Info   Notice    B3-28,     "Criteria    for    Protective    Action 
Hecommendatinns.    for    Oeneral    Emergencies    "    Svc    list    encl 
JDRDAN.E   L        Division    of    Emergency    preparedness    &   Engineering 
Response     IPost    83O1O3>          B3/O5/O4  Consolidated    Edison    Co       of    NfrW 

Vork.      Inc          H9pp          IB441    OO1          24*    FicM;    30-000,83/03/04,8303040031 

S30S300251    Forwards    IE    Investigation    Rept    50-382/32-0-?    nn   B3O329-O514 
&    notice    of  violation 

HADSEN.G    L         Region    4,     Office    Of    Director          33/O3/O4         MAURIN,  L   V 
Louisiana    Pouer    6   Lioht    Co         2pp  18517    067          24X 

Fiche-50-3Ba,  B3/05/OO,  8305200231 

— 8309200553   Notice    of    violation     Prom    investigation    an    920327-O316 

*      Region  4.     Office    of    Director         33/O3/04         lp         !B517*Oi9        34X 
Flche    30-332,  B3/O3/O4.  8305S00231 

--B305200336    IE    Investigation    Rept    5O-383/8S-09    on    B20339-Q51£ 
Noncorapliance    noted    Individual     in    plant   metrology    lab 
performed   equipment    collar   u/o   being    properly    qualified 
DRISK1LL.DD    ,    JOJHMSDNjE   H        Region    4,     Office    nf   Director 
B3/03/1O         12pp          13317    O70         24X    Flche    30-392,33/03/04.8303200331 

0303040033    IE   Info  Notice    B3-a<J.     "Fuel    Bindinfl    Caused    by    Fuel    Rack 
Deformation   "   Svc    Hat    encl 

JORDAN.  E  L        Division    of   Emergency    Preparedness    &   Engineering 
Response     (Post    B3O1O3)          83/03/06  Consolidated    Edison    CO       of    Neui 

York,     !nc         llSpp         1B323   StB        24X    Fiche    30-000.83/03/06,8303040033 

8303040034    IE   Info   Notice    63-30.     "Misapplication   of    Osnerie    Emergency 
Operating    Procedures    (EQP)    guidelines    "    Svc    lilt    encl 
JDRDAN,G  L        Division    of   Emergency    preparadness    &   Engineering 
Ra Ipojn 8    iPoet   83-0103)         B3/O5/11  Consolidated    Edison   Co      of    Meu 

Vork,      Inc          H4pp          1B324   OO3         24X    Fiche    3O--OOO.  83/03/ 1 1,  83O304O034 

8309200285  Forwards    Ii»t    of   NSC    emergency    preparedness    insp    team 
personnel    requiring    une&cortad    t-    unrestricted    access    to 
facility    on   B3O333-27   Site    orientation    on    issuance    of 
badges, escort   duties   &    emergency    evacuation    requested 
COLLINS.  J   T        Region    4,     Office    of    Director         83/03/16         MAUKIN.L    v 
Louisiana    Power   I    Light    Co         Spp  18317,063         24X 

Flche    30-383,83/03/16.8303200283 

83030400-10    IE    Info   Notice    B3-31 .     "Error    tn   ADLPIPE   Computer    Program    " 
Sue    list    end 

JOHDiftN.E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response     (Post    B301O3)          83/05/19  Consolidated    Edison    Co.     of    Wen' 

Vork,      Inc  114pp          18697    OO7         24X    Flche    30-DOO,  83/05/1-?,  830304DO40 

S30304004A    IE    Info   Notice    83-33,     "NonreprusBntflt i ve    Sampling    of 
Contaminated   Oil    "    Svc    list    encl 

JOWDAN.E    L         Division    of    Emergency    Preparedness    t>   Engineering 
Response     (Post    830103)          83/03/26  Consolidated    Edison    Co       of    New 

York,      Ine          114pp          1BA47   O07         24X    Fiche    5O-OOO, 83/O5/26, 6303040046 

H      Periodic    operating    reports    ft   related    correspondence 

B3O3O30O17   Forward*    nuclear    arganlia tion    staffing    status    rept   as    of 
83O41S  &    status    rept    of    personnel    c nmmi tmant i    contained    In 
S1O4BO    Itr 

MAUHIN.L    v        Louisiana   Power    &  Light   Co         63/O4/BO        WILSOM,  J        NRC    - 
No    Detailnd    Affiliation    Oiven         3pp          1833B    331          21X 
Fiche    30-38B,S3/04/aO,  B3O305-0017 

B      Rsportable    occurrencaaj     LERs    i-   related    correspondence 

830SO&OQOB   Board    Notification   S3— 1O   notiFlaa    of   applicant    coramltment    to 
periodically    survey    industrial    &    transportation   activities 
in    plant    area   to   maintain    awareness    of    significant    product 
chanaesiper   preliminary    -notification    dtd    830322 

NOVAK,  T  H        Assistant   DiTBctor    for    Licensing         B3/O4/B3  Atomic 

Safety   and    Licensing    Hoartf   Panet         4pp         1033-4  293        24X 
Flche    30-302,83/04/22,  0305060008 


8303020411    Final    Significant   Const    Deficiency    64   re    lou    safety 
Injection    tanks, di scharge    flow   rates    during    preoperatlon*! 
testing    C-E  imalyili    performed    per   Nonconf ormance    Rept 
M3-4&36  Flou  rates   acceptable 

MrtURIN,  L   v       Louisiana   Pouer   &   Light   Co        83/04/23        COLLINS,  J,  T, 
Region   4,    Office   of   Director        3pp         IB273  O97        24X 
Flche    5O-3B3, B3/04/B5i 830502041 1 

9305020430   Final    Significant   Const   Deficiency   R«pt   &<?   re    failure   of 

Crosby    Valve  &   Oauge  Co   Statute   Alloy    6B  discs    to   mart 

AGUE  requirements   Solid   Stelllte   6B   valve  dlics  meet    *11 
ASftE  Code   Section   3  requirements 

MAURIN. L    V         Louisiana    Power    fc   Light    Co  83/04/23         COLLINS,  J   T 

Region   4,    Office   of   Director         lp         10281  219        24X 
Flche    SO-383,  B3/04/S5-  B30302O430 

030S020479    First    interim  rept    of    Significant   Const   Deficiency    76   re 
damage    to   prassurlier    heaters    during    precore   hot    functional 
testing    Initially    riportid    on  83D31I    Unacceptable    heaters 
will    be    replaced/reworked   Neit    rept    enpectod    by   830719 
MAURIN.L    V        Louisiana    Power    fc   Light    Co         83/04/23         COLLINS, J   T 
Region    4.     Office    of    Director         2pp          18283   2iS         24X 
Fiche    30-382,83/04/23,  8303020479 

B30S060425   Forward!    rev   to    seismic    qualification   completion    schedule, 
MAURJN.L    v       Louisiana   Pouer   &  Light   Co        83/04/27,       KNIOHTON.  0  H 
Licensing    Branch   3        32pp         10343    193        24X  Fiche    30-382,83/04/27, 
9305060423 

8303060546   Final    Deficiency   Rapt    110   re    damage    to   main    »t«m   piping 
supports    Initially    reported    on   830323  Evaluation    completed 
Condition    determined   not   reportable   Hydraulic    transient 
attributed    to    improper    operation    of    sys 

KAURIN,  L    v,        Louisiana    Pouer    &   Light   Co         83/04/27         COLLINS,  J   T 
Region   4.     Office    of   Director         2pp,        18349' 033         24X 
Fiche    30-382,  03/04/27.  B3050o05fii 

8303060367   First    Interim  Significant   Deficiency   Ript   70   re    insuffUian 
documentation    from   American   Bridge    for    reactor   auxiliary 
&    fuel    handling    bldgs    bolting    &  welding    Nonconf ormince 
repts    issued   Next   rept    by   830630 

htAURlN.L   V        Louisiana   Pouer   b   Light   Co        B3/04/2B,       COLLINS,  J  T 
Region  4,    Office   of   Director        3pp.       1S344    14S        S4X 
Fiche    30-393,83/04/28,8303060367 

B303060SB7   Third    Interim  Significant   Con«t   Deficiency    Rept   S3  re 
possible    failura   of   QE   Type   HFA   relays. Bubml ttal    of    final 
rept    delayed    until    830613   due    to    plant    testing 

MAURIN.L   V        Louisiana  Power   &  Light   Co        B3/04/29        COLUIN9,  J  T 
Region   4,     Office    of    Director.        lp          18349   010         24X 
Fiche    30-302,83/04/29,8303060387 

8303130019  NPDE9  noncompl iance   notification    on   B30317-19. approx 
200,000   gallons    of    condenser    hotuell    water   released    from 
NPDES  outfall   Number   002  Caused    by    necessity    Vo   drain 
secondary    sys   J.   Units    1    &  2  waste    treatment    ponds    full, 
MAURIN,L    V       Louisiana   Power   tc  Light   Co        83/03/06        KNIOHTON,  Q  W 
Ltcinnlng    Branch    3        4pp         1B437    149        24 X   Flche    50-382,93/03/06, 
8303130017 

8303170223   Second    Interim  Const    Deficiency   Rept   72  re   radiation 
monitoring    sys   RM-23   control    modules    Initially    reported    on 
830321   Corrective   action   scheduled    For   completion   by    930613 
Final    rept  will    &e    submitted    by    830630. 

MAURIH.  L    V        Louisiana   Power   t>  Light   Co        83/05/11        COLLINS,  J  T 
Region   4,     Office    of   Director         lp         18466  340        24X 
Fiche    30-332,83/03/11,8303170223 

8305170265   Second    Interim  Significant   Const    Deficiency   Rept   SCO  71    r* 
failure   to    properly    review   condition    Identification   &  uork 
authorization    for   repor tab i 1 i tv    Initially    reported    on 
B30211   Forms   being    rgviewed   Final    rept    expected    by    83OS13 
MAURIW.L  V       Louisiana   Pnuier   &  Light   Co        B3/03/I1         COLLINB.J.T 
Region   4.     Office    of    Director         Spp          18463-018         24X 
Fiche    30-3BH,  83/O3/ 11,33051702*3, 

8303170327   First    Interim  Const   Deficiency    Rept   79  re    unqualified 
components    in   hydrogen   analyzers    Initially    reported    on 
83041S  Field    insp    by   Ebasco    determined    that    pump    bearings 
contained    grease    qualified    for   LQCA   environ 

hlAURIN'L   V        Louisiana   Power   &  Light   Co        83/03/11.       COLLINS.  J  T 
Region    4,     Office    of    Dlrietor  .      4pp          18463    169.        24X 
Fleha    30-382,  83/O3/ 1 1,8305170327, 

S30S170331    Sixth    interim  rept    of   Significant   Cons*   Deficiency   Rept  38 
re    matl    properties    of    tube    track   it  melding    fittings    JC   Mhlte 
fittings    tested    by   Luclous   Pltkins,  Inc    Corrective   action* 
ulll    be   completed   B30630.  Final    rept    by    830720 

MAUHIN,  L   v        Louisiana   Power  &  Light   Co        83/05/11.       COLLINS,  J.  T, 
Region   4,     Office    of    Director         lp         18463  266.       34X 
Flehe    30-382,  B3/O3/1 1,  B30317O3*' 
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0303170454  Third  Interim  Const  Deficiency  Rept  6O  re  turnover 
documentation  t  Inadequate  hanger  weld  problems  Initially 
reported  on  S3O214  Corrective  actions  93X  complete  Final 
rept  ullt  be  submitted  by  830719 

MAUHIN.L  V   Louisiana  Power  *.  Light  Co    B3/O3/11    O'REILLY.J  P 
Region  2.  Office  of  Director   ip   1S47O  067   24 X 

Flch*'  30-392.  83/03/11(8303170434 


— 8303030153  Application  far  proposed  Amend  23  to  License  NPF-14i 
changing  License  Condition  2  C  CEBKgJd)  to  e*tend 
completion  date  for  safety  parameter  display  sys  to  831230, 
ai  part  of  NUREO-0737,  I  tern  III  A  1  8 

CURTIS,  N  W    Pennsylvania  Pouor  tc  Light  Co    B3/04/21?    2pp 
19306  329    H4X  Fiche  30-3B7,  83/04/29,  B30903O144 


B309170492  Second  Interim  Const  Deficiency  Rept  70  re  OE  4BO-volt  trip 
colls  not  dropping  out  after  tripping  Initially  reported  on 
830321  Corrective  action*  scheduled  far  completion  by 
B30601.  Final  rept  will  be  submitted  by  9306X3 

MAURIN.L  V   Louisiana  Power  &  Light  Co   S3/O3/11    COLLINS.  J  T 
Region  4,  Office  of  Director    Ip    18470  004   24X 
Fiche;  30-3B2.  83/03/11,8303170492 

8303170300  9i<th  Interim  Const  Deficiency  Rapt  33  re  chilled  water 
piping  support*  Initially  reported  on  B303O7  Hardware  mods 
complete  Review  of  supporting  documentation  underway  Final 
rept  will  be  submitted  by  B3063O 

MAURIN.L  V.   Louisiana  Power  &  Light  Co   83/O3/11    COLLINS,  J  T 
Region  4,  Office  of  Director    Ip    1B47O  039   24X 
Flche  30-302,  B3/03/11,B303I7030Q 

9309300942  Sixth  Interim  rept  re  Significant  Const  Deficiency  Rept  94 
on  tube  steal  CHT-1&6)  lamination  Corrective  action 
completed  by  replacing  240  ft  of  tube  steel  Installed 
in  saf ety-related  nj»  Final  rept  delayed  until  S3 0633 
DRUrlMOND,  F.  J   Louisiana  Pouer  &  Light  Co   83/03/16   COLLINS,  J  T. 
Region  4,  Office  of  Director    Ip    18313  393   24 X 
Fi  c  h  e . 90-382, B3/03/1 4, 8309200942 

830927O13B  Interim  Significant  Deficiency  Rept  80  re  unsatisfactory 
stroking  at  emergency  feedwator  pump  turbine  steam  shutoff 
valve*  Initially  reported  on  B3O4SO  Vendor  rept  submitted 
on  B30429  d  springs  replaced  Next  rapt  by  830729 

DRUKMOND,  F,  J   Louisiana  Pouer  i,  Light  Co   83/03/20   COLLINS,  J  T 
Region  4,  Office  of  Director   2pp    1B63B  163   S4X 
Flehe  30-302, 03/03/20, B3032701 SB 

B303270147  Stith  Interim  deficiency  rept  re  Incorrect  structural 
calculation*  for  holdup  &  boric  acid  make  up  tank* 
Corrective  action  scheduled  for  completion  by  030331  Final 
rept  ulll  be  delayed  until  830621 

ERUMMOND.F  J   Louisiana  Pouer  &  Light  Co   83/09/20   COLLINS,  J  T 
Region  4,  Office  of  Director    Ip    1B638  160   24 X 
Ftche- 30-3B2, 83/09/20, 8309270147 

B30327Q1V4  Second  interim  Significant  Const  Deficiency  Rept  77  re 
Inadequate  containment  pure*  valve  closure  time  !<  flow 
rate, Hardware  corrective  action  complete  Final  rept  will  be 
submitted  by  830630. 

DRUMMQND,  F  J   Louisiana  Power  t<  Light  Co   83/09/2O   COLLINS,  J,T 
Region  4i  Office  of  Director   Ip.   18437,343   24 X 

Plche  30-382,  83/09/20,  8309270194. 

8303270373  Significant  Conit  Deficiency  Rept  73  re  American 
Bridge  reactor  containment  bldg  structural  steel  welding 
defects. Reln»p  scheduled  Corrective  action  riuork  mill  be 
completed.  Next  rept  will  be  provided  by  830B19, 

DRUKHOND.F  J.   Louisiana  Pouar  b  Light  Co   83/09/20   COLL  I  MB,  J  T 
Region  4,  Office  of  Director    Ip,   18642  336   24X 
Fiche: 30-3B2, 83/03/20, 8303270373 


B30S13031O  Releases  public  version  of  rev  to  emergency  plan 
implementing  procedure 

FELTON, J  M    Division  of  Rules  and  Records    S3/O3/OS      Document 
Manasemont  Branch    Ip    1B4S6  337   24X  Fichu  30-387,  B3/O3/03, 
B303130310 

— 3303130311  Forwards  public  version  of  day  1  to  Emergency  Plan 
Implementing  Procedure  EP-IP-o30i  "Activation  &  Functional 
Operation  of  Emergency  Operations  Fat  1 1 1 ty  &  Transfer  of 
Control  From  Technical  Support  Ctr  " 

»  Pennsylvania  Poiuer  (.  Light  Co    B3/O4/SO   SCHWENCEH,  A   NHC  - 
No  Detailed  Affiliation  Given    Ip    18436  23 B    24X 
Fiche,  50-307,  B3/O3/OS,  B30313D31O 

— 8309130314  Public  version  of  RBV  1  to  Emergency  Plan  Implementing 
Procedure  EP-IP-03O(  "Activation  k  Functional  Operation  of 
Emergency  Operations  Facility  !*  Transfer  a?  Control  From 
Technical  Support  Ctr  " 

#  Pennsylvania  Poui'r  fc  Light  Co.   B3/O4/20   9<bpp    IB436  239 
24X  FUhB  30-387,B3/09/02,a305130310 

8309200091  Forward!  request  for-  addl  info  re  Rev  6  tn  tmergency  plan, 
needed  to  complete  review  Info  requested  by  S30320 
SCHWENCER.A   Licensltlfl  Branch  2   B3/O5/09   CUHTfa.N  W 
Pennsylvania  Power  b  Light  Cu   3pp    18340  3SB    34X 
Fiche  30-307,83/03/09,8303200091 

S309110034  Generic  Ltr  03-21  to  all  licensees  of  operatinj  re/actors, 
applicants  for  OLs  &  holders  of  CP»  re  clarification  at 
aecisi  to  control  procedure*  for  laiv  enforcement  visits 
Svc  list  encl 

EISENHUT.D  0    Division  of  Licensing    B3/O3/11      Cont ol Idated 
Edlion  Co   of  New  York-  Inc    16pp    18940  093.   24 X 
Flche  30-000,83/03/11,9303110034 

K  Utility  Final  Safety  Analysi-s  Report  1FSAR)  &  amendi 

^ 

8303110097   Forwards  application    for  Amend    54    to   QLs    containing  Rev  33 
to   FBAR 

CURT  IB,  N  M        Pennsylvania  Payer   «<  Light  Co        83/O5/O9        SCHHENCEft,  A 
Licensing   Branch   2        6pp         18403    IOO        24X  Fiche    30-3B7,  B3/03/OS, 
B30S110097 

— 83031101O4  Application    for    Amend    94    to  OLs   containing   Rev  33   to 
F6AR 

*  Pennsylvania   Power  &  Light   Co         B3/O3/OS         lj>         1B4O5    107        24X 
Flche    90-387,93/03/03-8303110097 


83031101OS  Rev  33  to  F8AR 

*      Pennsylvania   Powaf    b   Light   Cq          S3/04/30 
24X   Flche    30-307,  B3/03/O3,  83031 1O097 


P      Operating    license   stage    documents   &   correspondence 


DOCKET  30-397  BUSOUEHANNA  BTErtM  ELECTRIC   STATION,    UNIT    1 
f,    Security,    medical*    amergency  &  fire   protection  plans 

B3O909Q289  Releases    public   version   of    temporary    change    to    emergency 
plan   procedure 

FELTON,  J.M        Division    of   Rules    and   Record*        93/04/23  Document 

Management    Branch.       Ip,       1B332' O70        24X  Flche    30-387,83/04/23, 
B30303028S 

— -930303O2B9  Forwards    public   version    of   Temporary   Change   83-373   to 
Emergency    Plan   Procedure   EP-IP-044,     "Emergency   Environ 
Sampling."   Receipt   form  encl 

«      Pennsylvania   Pouer   l<  Light   Co.       83/04/14        SCHWENCER,  A        NRC   - 
No   Detailed   Affiliation   Oivin        3pp         18393:071        24X 
Flchc-  30-387,  S3/04/29,  B30303O2B9 

S3 05030 144  Forwards   application    for    proposed   Amend    23    to   License 
MPF-Mi changing    License   Condition   2. C    (2B)(g)(l)    to    entend 
completion    date    for    safety    parameter    display    sye    to   83123O, 
js  part   of  NUREO-0737,  Item  III.  A.  1.  S   (Oeneric  Ltr  82-33). 
CURTIS.N.M        Pennsylvania   Pouer    i<  Light   Co        83/04/29        BCHWENCER,  A. 
Licensing    Branch    2.       Ip         1B306  3SB        24>t  Flche    90-387,83/04/29, 
0303030144. 


8303300772   Forwards  addl    guidance   re    reporting    off site  radiation   doves 
to   public 

SCHWENCER, A         Licensing    Branch    2         B3/03/S4         CURTIS, N   M 
Pennsylvania   Power   !<  Light    Co        4pp         177AS  244        a4X 
Fiche    30-3B7r 83/03/24,  03033O077S 

33O3040669  Forwards   SER   on   BUR   Owner*    Group    generic    response    to 
NUP.EO-0737,  Item    II    K   3    18,     "Mad    of    Automatic 
Depres »ur iiatlon  6ys    (ADS)    Logic    "   Response   acceptable  u/ 
stipulated    conditions   Response    requested    erped i *nt  1  y 
SCHHENCER.A         Licensing    Branch    2         S3/O1/23         CURTIS, N   U 
Pennsylvania  Power   &  Light    Co        lOpp         18336  33 B        21X 
Flche    30-387, 83/04/29,  B30SO4O669 


8309110160  Foruiards  467  overs.li*  drauilnas,  per  Reg  Guide  1.70 
Draining  transmlttal  list  encl  Aperture  cards  are  available 
in  PDR 

MOLCHANViW  J       Pennsylvania   Power    it   Light    Co        B3/04/23. 
SCHWeNCER.A        LicenilnD   Branch    S        EOpp         19406  318        24 X 
Flche    30-387,83/04/33,8303110160 


S303040B46  Ftequetti   remittance    of   Class    III    fee    for    831110    application 
re   nonconformance  w/NUREO-0737,  I  tern    II    E  4  2  an    containment 
isolation    dependability 

DIOOB.R  M        License   Fee  Management   Branch        83/O4/H7       CURTIS.N.W 
Ptmnsylvanla   Power  !<  Light    Co        Ip,        16331    S30        24 X 
Flche    30-387,  83/04/27,  B303O40346 
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8303020337   Reipondi     to    NBC    B3O303    fc   O33O   questions    re    proposed    SRP 
Amend    17  No    need    ailst*    to    arbitrarily    Increase    in! till 
power    to   account    far    uncertainty    In    power    level    Errata    sheet 
&   tram  lent    lumnurii    of    feeduiater    controller    Failure   and. 
CURTIS,  N  U        Pennsylvania   Pouer   &    Light   Co         83/04/86        SCHHENCER.A 
Licensing    Branch    B         4pp  IB276    314         24X    Ftche    30-337,83/04/28, 

8305080397. 


03Q3SQCH7t3  Approves   licensee  B30223  subwittal   w/dvscriptlon  of 
permanent   nodi    to    I2~lnch    gas    pipeline   ns4r    facility, 
limiting    flow  &   precluding    flammable   ntlitur*   at    facility    air 
InUkcs 

ffCHUENCER.  A        Licensing   Branch   2        B3/03/IO        CURTIS,  N  M 
Pennsylvania   Pou«r    &  Light   CD        2pp         IBS40-232        24X 
Fiehe    30-387.83/03/10,  B3Q32O0176 


B303C-30144   Forward*   application    Far    proposed   Amend    S3   to    License 
NPF-i4,a:hanglnfl    License    Condition    2  C    (ZBKgKlJ    to   eitend 
compl»tion    date    for    safety    parameter    display    sys    to   H31230, 
«i    part    of    MURE8-0737.  lt(m    III    A    1-2    CCeneric    Ltr    93-33) 
CURTIS. M    M         Pennsylvania    Power    fr   Light    Co         83/04/27         SCHWENCEfl.A 
Licaniing    Branch    2          Ip          1830&   33H         S4X    Fitha    90-337,83/04/29. 
8309030144 


0303190883  Advises    that   utll    participating    in   BHR   Ounsrs   Oroup 
Commit  tit    to    address   fait    scram   IISUBS   Due    to   delays 
caused    bv   addl    tettlng.BUR   rapt  uill    not    be   received    in    tin* 
for   response    in   Second   Quarter    1983 

CURTISjfJ  U        Pannsulvania  Power   t  Light  Co        83/03/16        BCHMENCEfti  A. 
Licensing   Branch    2        Ip         18301    147        S4X  Fiehe    30-337,83/09/16, 
83051 902B3 


— B303030133   Application    for    proposed    Amend    23    to   License   KPF-14, 
changing    Licence   Condition   a  C    C38)(g)fll    to    extend1 
completion   date    for    lafety    parameter    display    (.us    to  B31230, 
a*   part   of   WUREfr-0737, Item    III    A    I    S 

CURTIS,  N  W        Pennsylvania    power    b  Light   Co         B3/04/29        Spp 
1B306   339         SAX   Flehe    30-397,83/04/29,8303030144 

B30302Q439  Hen*ric   Ltr   83-19   to    all    power    reactor   &    teitlng    licensees 
re   nau  procedure*    for    providing    public    notice    concerning 
ijiuance    of   Botends    to  QLs    Bvc    list    rncl 

EISENHUT.D  0.       Division   of   Li-censing         O3/O3/02  Consolidated 

Edlion  Co      of    New  York*     Inc         30pp.       18441.12:0        24X 
Flehe   50-000.83/03/02,8303020435 

Q3030406I6  Acfc    completion   of    action   rnqulretF    bg    Amend    7   to   Llcinse 
NPF-14, Paragraph    3   by    initiating    DOE    negotiations 
concerning    disposal    of    hlgJi    level    maito    or    spent    nuclear 
fuel. 

SCHWENCGR.rt         Licensing    Branch    2         83/03/02         CURTIS, N   M 
P(nnsylvanla   Power    k  Light  Co        Epp         18391    223        34 X 
Fiehe.  30-387,  83/03/O2,  B3OB04OAI6 

S3O310QO16   Forwards    propoierf   Aminil   24    to   License   NPF-14,  chang ing   App    A 
Tach    Specs    re    circuit   breaker    location. gaseous    release    type, 
bypass   damper    leakage   &   reactor    vatsel    Itvel 
instrUA(n tat jon 

KENYDN,B    &        Penn*ulv»nla    Power    b  Light   Co        83/03/O4        SCHWEfJCER.A 
Licensing    Branch    2        4pp         1O377    136        24X   Fl<he-30-3B7.  B3/03/04J 
Ainu  i  nftm  A      « 


830S19O39S  Forwards   draining    of   mod    to   resolv*    essential    sve    water 
single    failure    issue  Hod   Allouii    manual    shutoff   valves    in  HHR 
room  h   corrects    loss   of   both   RHR   pumps    in    one    div 

CUfiTIB.N  W        Pinniylvanl*   Power   &  Light   Co        B3/03/16        SCHWENCER.A. 
Licensing   8r«neh   2,       3pp         18300  218        24X  Plcha:  30-387. 83/O9/16. 
B3031 9O293 

8303230341  Advises    that  utll    indorses   BUR  Owner t   Oroup    rept  NEDO-2209. 
"Analysis    of  Scram  Discharge   Vol    Sys  Piping    Int*grlty    " 
Proposed  amend    to  License  NPF-14  uill    be    submitted    to 
reflect  position. 

CURTIB.N  H       Pennsylvania  Power   h  Light  Co        83/O3/19        8CHHENCEB,A, 
Licen«in»  Branch    2,       Spp         18337-333        24X  Flch»    3O-387,  B3/OS/19i 
830323O941 

8303270064  Forwards   equipment    qualification    sunmarv    rept   Buawaru    Info 
submitted  complete   for  Unit   I   but  only   partially  camplft* 
for  Unit  2  N«t  r»v   of  rept   will    contain   complete    Info    for 
Unit  2. 

CURTIS.  N  H  Pennsylvania  Pouer  l>  Light  Co  83/O3/20  BCHWENCERi  A. 
Licensing  Branch  2  766pp,  10633' 093.  24X  Flehe.  SO-3B7,  B3/O9/20, 
8303270064, 

B309310208  Foulards    check    In   payment    of   rsvleu  re   noneonf orManci   w/ 
WJREO-0737.  Item   II   E.  4  2,p«r   830427  request 

CURTIS,  N,H       P(nn«ylv4nla  Power   t>  Light   Co        B3/O3/23        BCHUENCERiA 
Licensing  Branch   S.       Ip.       1863S    133        24X  Flehe   BO-3S7,  83/0 3/83- 

330331 O20B 


03091O0019  Propoitd   Am*nd   H4    ED  Llcenia   IW-14,  chang  Ing   App   A  Te 
Speci  re   circuit    breaker    1  ocat  1  on.  g  j*eou*   relrase    ti/p«, 
bypan   damper    Itakag*    &   reactor    vessel    leva  I 
Instrumentation 

KENYON.0    D,        PennsulvAnla    Power    h   Light    Co         B3/O3/04          Ip 
18377   13O         34X    Fich«    3O-387,  B3/03/O4,  H303100016 

B305100021    Proposed    changes    t-o  App    A   T«ch    Bpeca.  including    Tables 
4   11   S   1    H-1,4   q,4    1    3-1    &   3,3   9-2,  Spec    4-7   3   b    1    &  Section 
8   0 

t     Penntulvania   Power   &   Light    Co         83/03/04         13pp         18377   131 
84*   Flche    30-387,  B3/03/O4, 


B3091003QB  Forwards    "Offsite    Dose    Calculation   Manual,  " 

CURTIS,  N  M        Ponniulvdllla   Power    b  Light  CQ         B3/09/-03        SCHWENCER.A 
LIceniing   Branch    2        Ip          1B370  O04         34X   Flcfi*'  30-337,  B3/OS/03, 
B30510030B 


— 8303100317  "Dpftitt  Dosi  Calculation  Manual  " 
*  Pennsylvania  Power  &  Light  Co  B3A14/27 
24 X  Fiehe  30-3B7.  83/03/03.  B3OS10O30B 


7*pp,       18370:003 


8303110097  Forwards   application    for   Amend    34    to   OL>    containing    fisv   33 
to  FBAFI 

CURTIB,NH        Pennsylvania    Power   B,  Light   Co        B3/03/O3.       SCHWENCES.A 
Licensing   Branch    S        &pp.       18409    100        B4X   FIcne   SO-387.  B3/OS/03, 
8303110097 

—  B303110104   Application    for    Amend    34    to   OLi    containing   Rev  33    to 
FBAR 

»     P»nniytvanla   Paw*r   &  Light    Co        83/O5/03         Ip         1B403    107        24X 
Flch*    30-387,03/03/03,83031100*7 


Q      Inspection  reports.     IE  Bulletins   fc   correspondenca 

8S180603B3   IE   Info  Notice   S3-14.     "Deuatsred   Sp»tit    Ion   Exchange   Resin 
Suicap tablllty    to   Exothermic   Chemical    Reaction    "    Bvc    list 
enc  1 

TAVLORiJ.rf       Division   of   Safeguard*  fc    Inspection   Programs    (Post 
83O103J-       B3/03/21  Coniolidated   Edi*on  Co      of  New  Vopk,     Inc, 

112pp         ia30B'3I9        34X  FlchB-  30-000,  B3/O3/81,  ea»2Oi0389. 

8303040021    IE   Info  Notice   83-21,     "Defective  Emergency    Use   Respirator, " 
Svc    list    incl 

JORDAN,  E  L        Division   Of   Emergtncy   Preparedness   &  Engineering 
Risponse    (Post   83O103)        83/O4/13  Coniolidated   Edison  Co.     of  N»« 

York,     Inc        ISipp         1B433    133        24X  Flehe.  30-000,  B3/04/19i  B30304O021. 

B303040023    IE   Info  No tic*   83-22,     "BUR   Bafety/R*l lef  Valve   Failures    " 
avc    lilt    sncl 

JORDAN,  E  L       Division    of   Emergency   Preparedness   &  Engineering 
Rllpons*    (Post   830103)        83/04/32  Consolidated    Ed  it on  Co      of   M»u 

York,    me        112pp         183B3  089        S4X  Flch*   30-000,83/04/22,8303040023 

8303040023    IE  Info  Notice  83-83,     "Inoperable   Containment  Atnosphsre 
Banslng    Syi    "   Svc    list   encl 

JORDAN,  E  L,       Division    of   Emergency   Preparedness   fc  Engineering 
Response    CPoit  830103)        B3/O4/S3  Contotldated   Edison   Co.     of  N*u 

York,     ITIC        117pp.       18331.291        24X  Fich»,  50-OOO,  S3/04/SS,  8303O40023 

83'0905Q36£    Oranti    utll   830303   preservice    imp    relief   requests.  Encl 
technical    (valuation  will    be    incorporated    into    future    tup pi 
to   SER 

SCHWENCER.A        Licencing   Branch   2        83/04/33        CURTIS,  N  M 
Pennsylvania   Pouter   It  Light  Co        Spp         18332'  026,       24X 
Fichs,  30-307.  83/04/SS,  B3030303i6. 


B30309063?  Generic   Ltr   83-BO    to    all    operating    reactor    license**    & 
holdirs    at   CPs    re    integrated    ich'dullng    For    loipl (mentation 
of  plant  modi   sve    list   »ncl. 

EI3ENHUT,u0.       Division    op   Licensino        83/03/09  Consolidated 

Ediinn  Co     of    N«w  York.     Inc         lipp         lEi27,J93        2*X 
Fleh»-  30-000.  B3/03/0?.  8303090A39 

S3QSI30I14  Forward*    reiponse*    to    questions    re   ultlmat*    heat    sink    te*t 
plan  Calibr    temp    meaiirrlrig    device  uill    be    used    to   measure 
tmp   in  main   stilling   uell    in  pumphouie   Kits  will   be 
B»rfor«e.d  during   Jul   or  Aug    1983, 

CURTIS,  N  U       Penniulvania   Pawar    t  Light   Co         B3/03/10,       SCMWENCERj A 
Licensing   Branch    2.       7pp,        10438  OB2        24X    F(ch(    30-387,83/03/10, 
9303130(14 


— 8303030373  Supplemental   SER.  supporting    presarvice    insp    relief   request 
*      NRC  -  No  Data! lad    Affiliation   Olven        83/04/23,       17pp 
18332'  028.      34X  PUhe   30 -3B7,  B3/O4/ B 3,  8303090366 

8303040026    IE   Info    Notice   B3-24.     "Loose   Parti    In   Secondary   Bid*   Of 
Bt«*m  Denerator*    at   PMRi    "    Bvc    list    end 

JORDAN, E  L.      Dlvi*lon   of  Emergency   Prapandnotft   tc  Engineering 
ReiBon**    (Pott  830103).       B3/04/SS.  Consolidated   Edison   Co,     of   New 

Yarn,     Inc         113pp.       18382-047.       24 X  Flehe,  30-000,  83/04/28. 03Q304OO2A. 
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8303040027  IE  Info  Notice  83-33,  "Standby  Oat  Treatment  Syi  Heater  High 
Tomp  Trip  Betpoint  Adjustment  "  Svc  Hit  enci 

JORDAN.  E  L   Division  of  Emergency  Preparedness  fc  Engineering 
Reiponie  <Pont  830103)    83/04/28     Consolidated  Edison  Co   of  Neu 
Y0f"(i  Inc    HBpp    18382  169    24X  Ficho  30-000,83/04/88.8303040037 

0303110149  Notification  of  B30317  mating  u/utll  anilta  to  discuss 
results  of  SALP 

MCCABE.E  C   Region  1,  Office  of  Director   83/04/29     Region  1, 
Office  of  Director,   lp    1B421  346   24X  Flcha;  30-3B7,  B3/04/29, 
830911014? 

B3O9O60943  Submits  addl  Info  re  IE  Bullatin  B2-Ol,Rev  l.Suppl  1, 
"Alteration!  of  Radlographi  of  Melds  In  Piping 
Bubassenbllei, "  per  B30330  request  Thru  radiograph* 
dlipoilttoned  par  PSI  ultrasonic  ixam. ASME  Cod*  Section  XI 
CURTIS,  N  U,   Penniylvanla  Power  fc  Light  Co   B3/O3/02   ALLAN.  J  M 
Region  1,  Offici  of  Director    3pp    18347  306   34X 
Fiche  90-387,83/09/02,8309060943 

8303040028  IE  Info  Notice  83-26.  "Failure  of  Safety/Relief  Valve 
Discharge  Line  Vacuum  Breaker!  "  Svc  list  entl 

<JOftDAN,E  L   Divlilon  of  Emergency  Preparedness  &  Engineering 
Reiponse  (Pott  830103)    B3/03/03,     Consolidated  Ed  It on  Co   of  Neu 
York,  Ine    122pp.   18441  17O   24X  Fieha  30-000, S3 /O3/03,  B30304 002 B 


— B305030338   LER    B3-031/03L-0    on   B30322.RCIC    turbine    tripped    on 
electrical    ovenpeed    signal   Cauied    by    ilou  operation  of 
governor  valve   F1C1C   quick    testing    frequency    Increased    to 
monthly 

KUCZYN5KI.L  A        Pennsylvania  Pouir    b  Light  Co        83/04/21.  Raglon 

1,     Office    of   Director         Epp         18297    142         24X    Fiche    90-387, 
83/04/21,8309030334 

8303120422  Forwards   updated   LER  B2-001/01X-1 

KEI8ER.H  M       Penniyl vanU  Pounr  &  Light  Co       B3/04/21       ALLAN.  J  rf 

Region    1,     Office    of    Director         lp          18433   23B         24X 
Flcha    90-3B7.  83/04/21,  B3031204B2 

—8309120430  Updated  LER   B2-001/Q1JC-1    on  82O71B,  1  inear    Indications    found 
on   reclrculat Ion   riser  ueld   A-l 1M  Cauied    by    slag    Incluilon 
in  A-11M  ueld  b  partial   cold   Up   on   1/4   Inch   A-l 3  w«ld   Held 
areai   excavated   b  repaired 

TODD.J  T       Penniylvanla  Pouer   b  Light    Co        B3/04/21  Region    lr 

Office    of   Director         Epp          IB 433   E39         34 X   Flche    9O-3B7,  B3/O4/21. 
8303120422. 


8303110241  Forward!  LER  B3-092/O3L-0 

K£ISER.H  H   Panniylvanla  Power  t,  Light  Co   83/O4/22 
Region  1,  Office  of  Director.   lp    18406  340   24 X 
Flcha:90-3B7.  B3/04/2S.  B30911O241 


8303040030  IE  Info  Notice  83-37,  "Oparatlonat  R.ipon.e  to  Evant. 
Concernins  D«llber«tt  Acti  Diractad  Agalnit  Plant 
Equlpnant  "  Svc  Hit  ancl 

JOnDAN'E  L.   DlvUlon  at  Enirgancy  Praparidnai*  d  Engineering 
Reiponie  (Post  B30103)    B3/O3/04     Com olldatad  Edlion  Co,  of  New 
York,  Inc    H2pp.    18382: 2B2.   24X  Flcha-  30-OOO,  83/03/04, 8303040O30 


--8309110247  LER  B3-033/03L-0:  on  830339,  during  lurvoi  ll*nc*  taat.CREDASB 
train  A  tripped  Cautid  by  fan  bilts  coning  off  fan  pulley 
Balti  raplacid  t  baaringi  &  fan  pulley  rtallgnad 

KUCZVNBKIiL  A  Pinnfljlvanla  Power  Si  Light  CD  83/04/22  Raglan 
1,  Office  of  Director  lp.  10406:341  34  X  Fieh»-  30-387,  B3/04/S2, 
8309110241 


8303040031  IE  Info  Notice  83-28,  -Criteria  for  Protactlv*  Action 
fticoMandatloni  for  Central  Enirganclai  "  Svc  Hit  end 
JORDAN.  E  L   Divlilon  of  Emergency  Prtparednen  b  Engintering 
R*fpon*t  (Po«t  830103).   83/09/04     Con*olld*tid  Edlion  Co   of  New 
York.  Ine    119pp.   18441  001    24X  Fichl  90-000,83/09/04,8303040031. 


B30311034B  Forwardi  LER  83-O93/03L-O 

KEISER.H  »   Penn»ijlv4n£a  Pouer  t>  Light  Co.   B3/O4/29 
Raglon  1,  Dfflca  of  Director.   lp.   184O4.349   24X 
Flcha  90-367,83/04/89,6303110348 


ALLAN,  J  M- 


"Fuel    Binding   Cauted   by   Fuel    Rack 


8303040033    IE   Info  Notite  83-29, 
Deformation.-   Svc    Hit   ancl 
JORDAN.E  L        Divltion   of   E*ergencij    Prap«rednan  b  Engineirlng 
ftetponie    (Pott   830103).      B3/O3/0&,  Con.olldated   Edison  Co.     of  Neu 

York,     Inc         119pp.       18323348        24X  FicNe.  90-OOO,  B3/09/O6, 8303040O33. 


—8309110398   LER   S3-033/03L-0    on   B30336   «t   30,  containment    hydrdgeTi    Si 
oxygin  annlyiar  B   declarid    inoporablt    due    to    erratic 
raadlngi    Invaitlgatlon   underway.  Air    ln-l«a<iag«    tu*pict*d 
KUCZVNSKI.L  A        P>nn»vlv»nl*  Pawir   k  Light  Co.       B3/04/23  Region 

1,    Office   of   Director        2pp        18404  330        84X   Fiche    30-387, 
83/04/23,  B3091 10348 


B303040CO4    IE    Info  Notice  83-30,     "Milapp 1 ic*tlon    of   Oinerie   Emergencu 
Operating   Procedural   IEOPJ   Ouidellnei   "  Svc    Hit  *ncl 
JORDAN, E.L.       Divlilon   of   Emergencij   Praparednen   b  Engineering 
Kaiponte    (Poit   B301O3).       83/03/11.  Comolidated   Edlion  Co      of   Neu 

York,     Inc.       114pp.       18924'  003.       H4X  Flche-  30-OOO,  B3/03/11,  8303040034, 


0305110431    Forward i   LER  B3-094/03L-0 

KEI8ER.H  M       Panniljlvania  Power  t.  Light   Co        S3/O4/BB 
Region   1.    Offlc»  of  Director       lp        1B404  396.      24X 
Fleha: 30-387,  B3/04/2S, S3091 10431 


ALLAN.  J,  M. 


B303230371    Forward!    IE    In*p   Hept    30-3B7/B3-IO  on   B30314-I9  No 
naneoMpllance  noted. 
t*ART(N.  T  T.      Dlvition   of  Engineering  &  Technical  hrograwi       83/09/13 

KENYON.  B,D        Penniylvanla  Power  *  Light  Co.       2pp         18988.211        24X 
F(che:  90-3B7,  83/09/13,  8303290971. 

—8309390979   IE   Imp   Rapt    30-387/B3-10  on  830314-19  No   noncompl iance 
noted.  Major  areai   ln*pect*d. open   Itami   from   IE  Imp   Rapt 
30-387/82-36  re   radlographic    documentation  1  NDE. 
KERCH, H       Raglon   1,    Of flea  of  Director.      83/04/20       3pp. 
18988:213        24X  Flche: 90-387.  B3/O9/13,  8303290971 

B303040040    IE   Info   Notice   83-31,     "Error    in  ADLPIPE  Computer   Program   " 
Bvc    Hit    end. 

JOHDANiE, L,       Divliion    of   Emergency    Prap*radnei«   b  Engineirlng 
Reiponie    <Poit  830103).      83/O5/19,  Coniolldoted   Edlion  Co.     of  New 

York,     Ine,       114pp.       18677:  OO9.       24X  Flche •  SO-OOO.  83/09/19,  B303040O40. 

8305270295  Farwirde   reiponie    to   Enforcement   Action  93-36  b   payment   of 
elvtl   penalty,  Suparvlior  of   operation!   conducted   training 
lanloni   U/each    ihlft    to   eniura   *U    ttgniflcant  atpectt    of 
event   understood 

((ENYON.B.D.       Pann»«,lv«ni«   Power   t.  Light   Co.       B3/05/30.       DeYOONO.R   C. 
Director'!   Dfflcei    Office  of   Inspection  and  Enforcement       Bpp. 
18637)141.       24X  Flche:  30-387,  63/03/20.8309270833 

B303040046   IE   Info  Notice  83-33,    "Nonrepreientative  Sampling   of 
Contaminated  Oil.  "  five   Hit   encl. 

JOflDANi  E.  L.      Division  of  Emergency  Praparedniii  b  Engineering 
Reeponse    tPoit  830103).       B3/05/26,  Coniolldatad    Ed  lion  Co.     of   Neui 

York,     Inc,       114pp.       1B647-OO7.       24X  Fiche:  3O-QOO,  B3/03/86, 8303040046. 

8.    Reportable    occurrence!,    LERi   |c  related    comepondance 


—8309110430  LER   B3-094/03L-0  on  B30401,on»    hydraulic    control    unit    Pound 
w/preifura   bilou  allowable    limit. Causid    bg    leaking 
connection!  Procedural    change*    Initltuted    to   recharfli   any 
accumulator  u/low  pniiurc.but  above  alarm  point 
PIEMONTESE.A  P        Pennsylvania  Power  b  Light  Co.       B3/04/3B 
Region    1,    Office   of   Director        lp.       18404  397        E4X 
Flehe   90-387,  B3/04/8B,  B3091 10421 

B309060442  LER  B3-O57/01P-0  confirm  830423   telcon   re    incident 
concerning    bypan    leakage   calculatiani    for    fetduatar 
following    DBA   LOCA 

KEISERiH  M       Penntylvania  Pauer  b  Light  Co        B3/04/29.      ALL  AN  rJ- II 
Region    1,     Offici    of    Director          lp,        1B343    146         24X 
Flche, 90-3B7,  83/04/29,  B30906O442 


B303060992  Foruards  LER   B3-033/03L-0, 

KEISERrH  H       PanniylvanU  Pouer  b  Light  Co,       B3/04/2?. 
Region    1.    Office    of   Director        lp         1B349    OOB        24X 
Flche    90-3B7.  B3/ 04/27,  B30306O392 


ALL  AN.  J.  M 


— B30306099B  LER   03-099/03L-0  on  030105,  while    cal tbr    tcfltu    rtllef    valve 
acoustic   monitoring    «v»(on«   monitor    did    not    Indicate   that 
reipectlve  valve   opin   Faulty    indication    cauied    by    broken    pin 
on  accelerometir   connictor  Connector  replaced. 

KUCZVNEKI,L  A        Pinmvlvanla  Pouer   t<  Light  Co         B3/04/Z9.  Region 

li    Office   of   Director        lp         18349-009.       24X  Fiche   90-387,83/04/29, 
8309060992 

8309160140  Corrected   RO  on   621821,  actual    total    activity    released    uai    14 
uCl    at  concentration   of    1   37E-9  uCl/ml    Initaad    at    4  82  uCI 
•  t   concentration    of  4.  7E-6  uGi/ml    Release    figures    until    b«Jou 
required  reporting   limiti, 

KEI8ER.H  H.      Pennsylvania  Pouer   b   Light  Co.       63/O4/2?.      ALLAN.J.M 
Roglon   1,    Office    of  Director.       lp.       1B44A-  104        24 X 
Flcha. 90-387,  B3/04/2?, 8303160140 


B309030334  Foruardt  LER  83-09 1/03L-0. 

REISER, H.H,       Pennsylvania  Pokier  b  Light   Co,       B3/04/21 
Region    1,    Office   of   Director.       lp.       18297:141.       34X 
Ftchel  90-3B7i  83/04/21,  8309030334. 


ALLAN,  J,  H 


B3091&0132  RO,  on   B30212.ECCB  ac tuated,  raiul ting    In   reactor    scr*ffl    on 
main   turbine   control    valv*    fait   cloitrre  Event   occurred   again 
on  830322  uhin   reactor   « crammed   due    to  main    iteam    line   high 
radiation  Planned   HPCI    Injection*    Initiated    B21S27-B3O4Q4. 
KEIBER.H  M.      Pennsylvania  Pouer  b  Light  Co        83/03/04.      ALLAN,  J-M 
Region    1,    Office    of  Director        2pp         10446.188        34X 
Fl  Che '30-387,  83/03/04, 830916O132 
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0303230471    Forwards    LES    B3-039/Q3L-0 

KEIS£R,H   U         Pennsylvania    Pouier    t   Lijht    CQ         S3/03/04         ALLAN,  J    M 
Region    1,     Office    of    Director          lp          10337    194         24X 
Fiche    30-337.  B3/05/Q4.  B30523O471 


0305110097  Forward*    application    For    Amend    34   Co  GLs    containing    Rav   33 
to    FEAR 

CURTIS, H  H        Pennsylvania    Power  !c  Light   Co        83/03/03        SCMWENCEfl, A 
Licencing    Branch   S.       ipp          104O3    100        24X  Ficne    3O-387.  B3/03/O3, 
B3O3110097, 


--9303230*77    LEO    B3-QS9 /03L-Q    on    B3Q-104,  f o  1  lowing    full    MB1V    isolation, 

test    data    shoued   L>vel    1    acceptance    criteria    for  one    v*lvi 

not    mat    Event    under     Investigation    Up d£ tad    (_£H    to  be 
foTUFtrded    shortly, 

P1EKQNTESE.  A   P         Pennsylvania    Power    &   Light    Co  B3/O3/O4 

Region    1.     Office    of    Director         app          18337    193  34X 
Ficne    30-3B7.  63/03/04.,  3303230471 

6305160124  Forward!   LER    B3-059/03L-Q 

KEfSER.H   W         Pennsylvania    Power    &   Light    CD         63/05/04         ALUAN. J   M 
Region    I.     Office    af    Director          lp          1B44B    103         24* 
Flcho    3Q-3B7, B3/03/06j93031o0124 

— 8303160151    LER  S3-03B/03L-O   on  8304Q9, during    •  •eheduled    surveillance 
testi.  two    reactor   pressure    VBSIB!    uator    level    switches 
found    out    af    to  IB  rant!   Caused    bu    sutpoint    drift   Engineering 
evaluation    re   uie    of    analog    transmitter!    underway 

KUCZYMSKI.L   A         Pennsylvania    Pourer    t.    Light    Co         S3/05/06  (legion 

1.     Office    of   Director          lp          1B44B    134         24X   Fiche    30-387; 83/03/06, 
8303160124 

B3Q9I90319    Interim   deficiency    rapt    re    failure    of  flE    reactor   diode    switch 
to   actuate    reactor    protection    jys    channel    Initially   report  erf 
on    930407   Franklin    Inst    test    &   analysis    rept    on   83O3S2 
switch    failure    end    Final    rent    for    Unit    2  By    B3100I 
CURTIS.N   U        Pennsylvania    Pouer    t  Light    Co        S3/03/06        ALLAN.  J  M 
Region    1.     Office    af    Director         2pp          1B301    O23         34X 
Fithe   3Q-3B7.  63/03/06,  B30319Q319 

--8303190323    "SuiiiiiBhajina   Unit    1    Reactor   Mode   Switch    Failure   Wode-s    !< 
Mechanisms,  "    final    rept 

»      Franklin    Insti tute/Franhl 1 n  Reeearcfl    Center        F-A3BIB-1 
03/04/29        30pp         13301    027        24Xflche    30-397,83/03/06,8303190319 

B303200355   Foriuardi    LER    93-043/03L-0 

J^eiBER.H   M         Pennsylvania    Power    t,    Light    CD         83/03/11          ALLAN,  J   M 
Region    ],     Office    of    Director          Ip          16314    237         24X 
Fiche    50-3B7,93/05/EI,  6303200333 

— B303300SA1    LER    B3-U63/03L-Q    on    B3O411.main    steam    line    drain   valve 
lealagp    eiceeded    Tech    Spec     limit    Cause    not    stated    Seal    ring 
rtpla-cetd  outboard    valve    lapped    &   valves    reassembled 
TODDi  J   T        Pennsij]  vanla    Pouer   &   Light    Co        B3/03/11  Region    ]. 

Office    OF   Director          lp          1S314    23B         K4X    Ftc^ia    50-397, 83/03/1  £, 
6305200555 


— 8305110IO4  Application    for   Amend    34   to   QL*   containing    Ft»v  33    to   FSAH 
•      Pennsylvania  Pouef    fc  Light   Co        B3/03/Q3        lp         10403    1O7         B4X 

FlCh«    30"3a7!  B3/O3/O5.  B3O5110097 

8303O90iH9   Q«n*ric   Ltr   83-2-0    to   all    operating   reactor    llceni»et    b 
holdon    op  CPs    re    integrated    scheduling    for    Implementation 
of    plant    roods    Svc    list    eticl 

EISENHUTrO   a         Civilian    of    Lic«Ti»lng,        B3/O3/09  Con*oli  date-d 

Edlion  Co      of    Neui  Vork.     1  nc         lipp        13627    153       24X 
F6ch«    30-000,  Q3/03/09,  8303O90&3? 

9303130114  Forward*   reiponies    to    question!   re   ultimate    heat   link    t««t 
plan    Calibr   tsmp   meaturlnj    device   uill    be    uied    to   miaiure 
temp    in  main    stilling    well     Jn    pumphoum  *Teit»   mill    be 
performed    tfurlrt]    Jul    or    Aua     19S3 

CURTI3,N  U        Pennstflvflnta    Power    ^  Light   Co        B3/00/1O        SCHWEWEH.  A, 
Llc.rllng    Branch   S        7pp,        IB43B  08S        24X   Fiche   30-3B7< 03/03/1O, 
8303130114 

8309190285  Atfviaec    that    utit    participating    in  BUR   Ounert    Group 
Committee    to   addren    fa*t    scram    issue!   Due    to   delays 
caui«id    by    add!    testing.  OWR    re.pt    ulll    not   be  racelved    in    tin* 
for   reiponBB    in    second    duarter    19B3 

Cl/RTJS.N  W        P«nnsi;lvailia   Poiuil-    fc  Light   Co        03/03/16        SCHHENCERi  A 
Lleeniltig    Branch    S        Iji          IBSO1     147        H4X  Fiche    30-387,93/03/14. 
8303I902BS 

8303B303fll    Advises    thjt    util    endorses   BHR   Owners  Croup   r»pt   NEDO-SHO?, 
"Analyiis    of    Scram  BiseJiaroe    Vol    Sgs   Piping    Integrity    " 
Proposed    amend    to  License    NPF-14  mill    be    lubmitted    to 
reflect    position, 

CURTISjN  M        Pennsylvania   Pamer    b  Light    Co        83/03/19        SCHWEWCER.A 
He*ntinj    Branch    S        Set          1B337  333        SAX  Fiche   30-3B7i  83/OS/19. 
B3Q3230341 

8303270064    Forwards    equipment  qua llti cation   sumraarij   rept    Summaru    Info 

subnieted    complete    far   Unit  1    but   only    partially    complete 

for    Unit   a  N««t    rtv  of    rept  ulll    contain   complete    info    for 
Unit   E 

CURTTS.N   H        p-onniylvanl*    Pouer    t  Light    Co        B3/Q3/30        BCHWENCER.A 

ticeniliifl    Branch    S        766pp  18633, 093        24X  Fiche    30-307, 83/O5/2O, 
3303370064 

F      Securltiji    medical  -     emergency    &    fire   protection    plans 


0303200640   Forward*    LER    B3-060/03L-0 

KEI8ER.M  U        Pennsulvania    Pouer   6  Light   Co        33/03/11 
Region    1,    Office   at    Director         !p         103-20    ISO        24X 
FUne    30-3B7,  83/03/1  l,B30Sa006'10 


9303030283  Releases    public    version    of    temporary   change    to    emergency 
plan    procedure. 

F£LTOW.J  M        Dillon    of   Rules    and  Records        03/04/33  Document 

Management    Uranch,       lp.       13333  070        24X   Fiche   50-387.03/04/29, 
B3O3030SB3 


—  8303200646    LER    B3-060/03L-0   on    3304 1 1  - reac tor    protection    ays    actuation 
caused    Dlv   IJ    of  FtHR    to    Isolate   wli  i  1  E    in    shutdown   cooling 
mode   Caused    bij    const   worker   bumping    breaker    handle    for  41V 
safeguard    LC    X-Fmr   Cauie    unknown   LER    ulll    be    updated 
KUCZYNSK1-L  A        Pennsylvania   Power    tc  Light   CD        B3/OS/1I  Region 

S,    Office    of    Director          lp          IB32O    131          34X    Fiche    50-387,83/03/11, 
8303200&40 


— BSOSOSOHB?   Foruiards    public    version   of   Temporary    Change   B3-373    to 
Emergency    Plan    Procedure    EP-IF-044i     "Emersencij   Environ 
aampllng. "    Receipt   form   encl 

*      Pennsylvania  Power    fc  Light   Co        83/O4/14        SCHWENCER,A        NRC 
No   Detailed    Affiliation   Given        3f>p         18332  071        24 X 
Flcn«    30-337,63/04/23.0305080235 


DOCKET   9-0-3SB    BUSOUEHANNA   STEAM   ELECTRIC    STATION,     UNIT   3 

A     Application/construction    stags    documents   &  correspondenc > 


8303130310  Releases    public    version    of    rev   to   emergency    plan 
Imp  1  em* n tins    procedure 

FELTON'-J  M        Division   of    Rules    and  Records        83/09/03  Document 

Management   BraneJi         lp         1843fi'237        24X   Fiche   3O-3B7, 03/03/03, 
830 3 1303 IO 


B30S0406691  Forwards    SER    on    BHR   Owners   Group    generic    response    to 
NWREQ-0737.  I  tern   II    K  3.  IS,     "Mod   of   Automatic 
Depres-ivriiat  ion  BIJI    (AD5>    Logic    "    Response    acceptable   u/ 
stipulated   E-andit  lama  Response    requeated    expedi«ntlij 
SCHWENCER.A        Licensing    Oranch    B        B3/O4/S5        CURTIS,  WW 
Pennsylvania  Poyer    b  Light  Co         lOpp         18336  330        34X 
Fiche   30-3 


— '3303130311    FOMuarils   public    v&rslon   of   Rev   1    to  Emergency    Plan 
Implementing    Procedure    EP-IP-O30.     "Activation  ft  Functional 
Operation   op   Emergency    Operations   Facility   tt  Transfer    of 
Control    From   Technical    Support    Ctr    " 

*      Pennujlvanla   Potirer    6   LighK    Co        B3/O4/20        BCHWENCER,  A        NIC    - 
No    Detailed    Affiliation    Given          lp          194S£   £38         24X 
Fiche    30-3B7,  B3/03/02,  B30S130310 


H30311O160  ForuarilB  467  oversiie  draylngsiper  Jteg  Oifide  I  70 
Drawing  tranemittal  list  encl  Aperture  cards  are  available 
In  PDH 

MOLCHANY,  (J   J         PVnnsijI  Vania   Power    t   Light    Co         B3/04/23 
ECHWENCER.A        Licensing   Branch    S        SOpp         IBIOi  318        24 X 
Fiche    30-3 07>  83/04/2 3,  B303110160 


— 8303130314    Public    version    of    Rev    1    to  Emergency   Plan    Implement irtfl 
Procedure   EP-IP-030,     "Activation  &   Functional   Operation    of 
Emergency    Operations    Facility    &  Transfar    of  Control   From 
Technical    Support   Ctr    " 

f      Pennsylvania   Pouer   &   Light   Co        B3/04/20       96pp.       19496   237 
34X    Fiche    30-3B7,  03/O3/O2,  8303130310 


£303100426  Notification    af  830523-37  fleeting*   u/utll    in   Luivrne    County- 
PA   -to   454615   status   of    const   6    completion    schedules    Keating 
on  B3032S   open    to  public   Agenda    encl 

PERCH, R         Llcenilng    Branch    S         B 3/05 /OS         SCHWENCGR,  A         Licensing 
Branch    S         lp          1B6S1     194.        24X    FCcfe    30-3&S,  B3/O3/03, 030&100'126 


S309110034   Oeneric    Ltr   03-21    to    all    licensees    of   operating    riaetors, 
applicants    for   OLs   &   holders    of    CPs   re   clarification   of 
accaii    to   control    procedures    for    Iain    enforcement    visit* 
Svc    llsb    encl 

EIBENHUT.D.O        Division    of    Licensing        03/OB/ll  Consol idatod 

Edison  Co      of  Neui  York.     Inc.        l£pp         18340  073.       24X 
Fit  he, 30-000,  03/O3/1I ,  B3031 1O034 
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«.      Utility    Final    Safety   Analysis   Report    (FSAR)    t,  amends 

83051100??  Forwards   application    for  Amend    34    to   OLi    containing   Rev  33 
to  FBAR 

CURT18.N  W        Pennsylvania   Pouier   d  Light   Co        83/05/O3        SCHWENCER.A 
Licensing    Branch    S         opp         184O3    100         24X    Flche    30-3B7, 83/03/05, 
B3031 10097 

— 9303110104  Application   for   Amend    34    to  OLi    containing   Rev  33   to 
FSAH 

«     Pennsylvania  foyer   i,  Light  Co        S3/03/OS        Ip         1B4US   107        24X 
Fieha    30-387,03/03/05,0305110097 


-- 830911QIOB  fiev  33   to   F8AH 

*     Pennsylvania   Power   &  Light  Co        83/04/3O 
24X   Fiehe    SO-3B7, 83/05/03,  8305110097 


323pp          18405    10B 


8303OHQ033    IE    Info   Notice    33-39,      "Fuel     Binding    Caused    by    Fuel    Ract 
Deformation   "   Svc     list    and 

JDRDANiE  L        Division   of  Emergency   Preparedness    &  Engineering 
Response    (PoEt    83O103)         33/05/06  Consolidated    Edison    Co      Of    Neui 

York,     Inc         113pp          19923    248         SIX    Flche    5O-QOO, 83/05/Oij B303O4O033 

0303O40034    IE   Into  Notice  83-30,     "Ml'aa.pplicat  ion   of    Generic    Emergency 
Operating   Procedures    <EOP)    Guide-lines    "    Svc    list    encl 
JORDAN,  E  L        Division    of  Emergency   Preparedness   &  Engineering 
Response    (Post    B3O1O3)         93/03/11  Consolidated    EKlaon    Co      of    Neu 

York,     Inc         114pp          18321    OQ3         24X    Fichu    5C-- QGO,  B3/09/I1,  B303040034 

8303O4O040    IE    Info   Niiticn   83-31,      "Error    in    ADLPIPE    Computer    Program    " 
Svc    Hit   encl 

JDRDAN.E  L        Division    of  Emerflency   Preparedness   &  Enfilneerlng 
Response    (Post    B3O103)        83/O3/19  Conao  1 1  Ha  tetf   Edison    Co      of   Neui 

York,     Inc         114pp          18697    007         24X    FJche    SQ-000,  83/05/19,  03Q3fl400'lO 


Inspection  report*,     IE  Bulletins   &   correspondence 


92  180603  B  5    IE    Info  Notice   83-14,     "Deuatered    Spent    Ion  Exchange   Rtsin 
Susceptibility    to  Eiothermtc    Chemical   Reaction    "   Svc    Hit 
•nel 

TAVLOR,J.M        Division    of   Safeguards   !<   Inspection  Proorami    (Post 
830103)        93/03/21  Consolidated   Edison  Co      of   Neu  York,     Inc 

183QB-319         BIX   Flche    50-000,  83/03/21,  8212060383 


8303040021    IE    Info   Notice  83-21.     "D«fectlvfl    Emergency   U*e   Reipirator    " 
Svc    list   incl, 

JORDAN,  E  L        Division   o(   Emergencg   Preparedness   &  Engineering 
Response    (Post   B30103I        83/04/13  Consolidated   Edison  Co      of  Naui 

York,     Inc          126pp          18433    133         24  X   Fiche    50-000,83/04/15,8303040021 


8303040046   IE  Info  Notice  33-33,     "Nonrepresentative  Sampling    of 
Contaminated   Oil    "    Svc    list    encl 

JORDAN,  E  L        Division   of  Emergency    Preparedness   &  Engineering 
Response    (Post    830103)        83/03/24  Consolldatad   Edison    Co      of  New 

York,     Inc        114pp         18647   007        24X    Flche    3Q-OOO,  83/O3/24.  8303040046 

S     Raportable   aceurrence-Sr    UERa   li    related    corr  eapoudenc  ff 

8305160140  Corrected    RO  on  B21221 ,  actual    total    activity    released    ua*    14 
uCi   at   concentration   of    1    37E-5    uCl/ml    Insfcea-d    of    4   BS  uCl 
at    cnncentratton  of    4   7E-&    uCi/ml    Release    figures    luell    aeloiu 
required   repnrting    limits 

KEISER,H  W        Pennsylvania    Power    b   Llffht    Co         83/04/29         ALLAN. O   M 
Rogion    1,    Office    of    Director         Ip         18446    IO4        24K 
Ftche    30-387.  B3/04y2-7r  S3051A014O 


3303040023    IE    Info  Notice  83-22,     "BUR  Safety/Relief  Valve   Failures    " 
Bvc    list   encl 

JORDAN,  E  ti        Division   of   Emergency   Preparedness   t-  Enginetring 
R**ponf»    (Post  830103)        B3/04/22  Consolidated   Edison  Co,     of   Neu 

York,     Inc          HBpp          18383   087         24X   Flche    30-000,83/04/22,8303040033 

9303040023    IE    Info   Notice  83-23,     "Inoperable   Containment  Atmosphere 
Sensing   8ijt    "   Svc    list   end 

JORDAN, E  L        Division   of   Emergency  Preparedness  &  Engineering 
Response    (post   830103)        83/04/20  Consolidated   Edison   Co.     of   Neu 

York,     Ine          119pp          183B1    271         B4X   Flehe    30-OOO, B3/O4/25,  8303040023 

9303040026    IE   Info   Notice  83-B4,     "Laote   Parts    in   Secondary   81d*    of 
Bte«m  Oenerators    at   PURt    "   Svc    Hit   encl 

JORDAN,  E  L        Division   of  Emergency   Preparedness  tt  Engineering 
Response    (Post   B30103)        83/04/28  Consolidated    Edlion  Co      of  Neu 

York,     Inc,        113pp          1B3S2   047.        24 K   Flche    30-OOOr 83/04/2Bi  B303040026 


Q30911023B  PNO-1-83-O47   on  030304,  contractor    employee    enterod    ropad-off 
arva    for  radlog  raph  1C    eiartis    of    pipe    welds    &    received   approx 
4O   mrem  dose  No    ovsreiposure    identlflod    Industrial 
radiography    suspended    pending    coinpletEon    of    evaluation 
MCCANN,    MCCAIJE       Region    li     Office    of    Director         83/O3/03          if 
18373   290        24X    Fiche    90-3SB,  83/03/03, B3O3I1029S 


DOCKET   30-3B9   ST       LUCIE   PLANT.     UNIT   2 

E     NRC  SaFety  Evaluation   Report    (GER)>     suppls   &    corre-tpondonce 

830E9O20S90   Foruiarils    Suppl    3    to   5ER    W/O    end 

KMIOHTON.Q   W        Llcenslns    Branch    3         63/04/2O         UHRIO.R   E         Florida 
Pouier    ("   Light   Co         2pp         1BS84    230         24X    FUhe    30-3-B9r  B3/04/20, 
B3O3020390 


9303040027    IE    Info  Notice   83-23,     "Standby   Oaa   Treatment   Sys   Heater   High 
Temp    Trip    Sttpolnt  Adjustment    "   Svc    list    encl 
JORDAN, E  L        Division    of   Emergency   Preparedness   d  Ennineering 
Response    (Post   830103)        B3/04/2S  Consolidated   Edison  Co      of   Neu 

York,     Inc,        llSpp          1B3H2. Ii3,        S4X   Fiche    30-OOO, B3/04/2B, 8303040027 

Q3O9110149  HotificAtlan    of   B30S17  meeting    u/utll    onsite    to  discuss 
results    af   BALP 

MCCABE.E  C        Region    1,    Office    of    Director        83/04/29  Region    1, 

Offlci   of   Director        Ip        1S421   346        24X   Flche   50-387,93/04/29, 
6303110149 

B3030&OS43  Submits   addl    Info  re    IE   Bulletin   82-01, Rev    l.Buppl    1, 
"Alterations   of   Radiographs    of   Maids    In  Piping 
8uba.s«lfflblles,  "    per   830330  request   Three    radiographs 
dlsposltloned    per  P3I    ultrasonic    axani,ABnE  Code   Section   XI 
CUHTI8,N  W        Pennsylvania   Pouier   t>  Light   Co        B3/03/02       ALLAN,  J  M 
Region    1.    Office    of   Director        3pp        1834?  306        24X 
Fichi: 30-387, B3/03/02,  B30SO4O343 


F     Security,    medical,     emergency   !*    fire    protection   plans 

B30327028?  Fnruards    IE    Inio    Rept    50-389/B3-17    on   930301-04  No 
noncompllance  noted 

DANCE,  H  C        Division    of  Project   *    Resident    Programs         83/03/39 
UHRIO,R  E       Florida    Power   &   Light    Co        2pp          1B63B   332        24X 
Fiche    30-389,  83/03/2?,  83032702B9 

~33DS270a93    IE    Imp    Kept    50-389/03-17    on   830301-04    No    noncomp  1  lane  e 
noted   Major   areas    Inspected    fir  a    protection 

MILLER. U  H  ,    CONLDM,  T  E        Region   S,     Office    o-f    Director        93/03 /SB 
7pp         18639   3D4         24X   Fiche    30-3B9, B3/03/29, 8303370239 

830327009B  Forwards    IE    Insp    Rept    5O-3B9/B3-30   on  B30329-0402  Mo 
noncompllance   noted. 

DANCE,  H  C        Division    of  Project   &   Resident   Programs        £3/04/1.? 
UHRIOiR  E       Florida    Pouier   &  Light   Co        2pp         i  86£2    133        24X 
Flche.30-3B9,  B3/O4/17,  03 032 70078 


B303040028    IE   Info   Notice   B3-26,     "Failure    of   Safety/Relief  Valve 
Discharge   Line   Vacuum  Breakers    "   Svc    list    encl. 
JORDANrE. L,       Division   of   Emergency   PrepartdnviB   &  Engineering 
Rispon*e    (Post   830103)        83/05/03  Consolidated    Ediion  Co      of   Neui 

York,     Inc,        122pp          18441     170         24X   Fiche    30-000i 83/03/03, 8303040028 


—8303270101     IE    Imp    Rept    3O-3B9/B3-30    on   B3Q329-Q4O2   No    nantomp  1  lance 
noted  Major  areas    Inspected   cable    fire    stops, radiation 
monl tors,  relay    coordination    study  IE   bulletins   &   3A   audits 
HUNT.M.D       Region   a,     Office   of    Director         CONLOW,  T  E        Division    of 
Engineering   &  .Radiological   Safety   Programs        B3/04/1Q         3pp 
18668    127        24X    Flche    50-389^3/04/19.8305270099 


8303040030    IE   Info   Notice   83-27,     "Operational   Response    to  Events 
Concerning    Deliberate   Acts   Directed   Against   Plant 
Equipment,"  Svc    list  encl 

JORDANrE.L        Division    of   Emergency  Preparedne**   &  Engineering 
Response    (Pott   830103)        B3/OS/04  Consolidated   Edison  Co,     of   Neu 

York,     Inc.       112pp         1S3B2-282        24X  Fiche    30-000,83/03/04,8303040030 


B305O30231   Release*    public  venion    of    revised    off  normal    k   imargancij 
operating    procedures 

FELTON,J  M       Division   of  Rules    and    Recordi         83/04/22  Document 

Mcnageaent  Hr»nch         Ip-       1B310   077,        24X   Fiche   50-389,33/04/22, 
B305030231 


B3O3040031    IE   Info   Notice   83-28,     "Criteria    for   Protective  Action 
Ricommtndatlons    for  Central    Emergencies    "   Svc    litt    end, 
JORDAN-E  L,       Division   of   Emergency  Preparadneti   ti  Engineering 
Response    (Post  830103)        83/03/04  Consolidated   Edison   Co      of   Neu 

York,     Ine.       119pp.       18441:001.       24X   Fiche.  50-000, 83/09/04, 8303040031 


— B305030240  Foruards    public    version    of   revised    offnormal    &    emergency 
operating   procedures,  including    Procedures    <?-O12OQ33    re 
pr**surlier  pressure   V   level    &    2-0?6QQ3Q   re    dc    ground  v 

Isolation 

HETHY.C  M       Florida   Poujer   &  Light    Co        B3/04/06  Director's 

Office,    Office    of    Inspection   and   Enforcement,        Ip,        1B310:07B        24X 
Flche    50-389,33/04/22,8303030331 
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DOCKETED  ITEMS 


— 8303Q3O244  Public    version   of    revised    offnorinal    It   emergency    operating 
( rocfldore-B,  ine  lud  infl    Procedures    2-O120O35    re    pre*»uriier 
pressure   t    level    t  B-O960030  re    tfc    ground    Isolation 
»      Florida   Power    t>  Light   Co         B3/01/05         7Qpp         18310   079        24X 
Fiche    50-387,83/04/22,8303030231 


B30S04O196   Forwards   Endorsements   47  (.  37    to  NELIA  Policy   NF-227  & 
MAGLU  Policy    MF-BBi  respectively 

DUCK.  J  R        Marsh   t  McLennan,     Inc        83/04/29        BALTZHAN,  J        Assistant 
Director    for    State   &  Licensee   Relation*         Ip         18621    171.       S4X 

Rich*    30-335,83/01/29,8309040186 


830 32 00 4 BV  Forwards    safeguards    info   re    devlta 1 1 zat Ian    of    certain 
shipment    Info    withheld    Cref    1OCFK73  ail 

UHR10.R  E        Florida    Power   &  Lioht   Co        83/04/22.       Q'REILLV.J  P. 
Region    3,     Office    of    Director          Ip  18513    DO 7         34X 

FieJiB    30-333,83/04/22.  B30&20Q4B9 

S30316O279  Releases   puollc    version    of    revised    emergency    plan 
Imp  lament  ing   procedure  E 

FEL.TONjJ.il        Division    of   Rules    and   Records         83/O3/02  Document 

Hananement    Branch         Ip         16*73. Oil         SIX    Flefta    50-3B9. 83/O3/G3, 
8303140279 

— B3O9I602B2  Forwards    public    version    of    Rev    1    to    Emeroenct)   Plan 
Implement Ing   Procedure    2-0030143,     "Total    Lou    of  AC    Pouir" 
It  Rev    1    to   2-O120037.     -Reactor    Coolant   Gai    V«nt   Sij* 
Off-Normal   Operation.  " 

WETHY,  C  M        Fl  or  iff  a   Pouer   &   Light    Co        83/O4/19  Director's 

Office,    Office   of    Inspection    and    Enforcement         Ip         1B473  013        24) 
Fiche    50-387,83/03/02.8309160279 

— B30316O384   Public    version    of   Rev    1    to   Em»rgancij    Plan    Implement  ing 
Procedure   2-003OI43,     "Total    Lais    of   AC    Foui«r"   &   Rev    1    to 
2-O12Q037,     "R«actor    Coolant  iffas    Vent  Sljs    Off-Normal 
Operation    " 

*      Florida  Pouer   &  Llgnt    Co        83/O4/I4         2Spp         18473   O13        34 K 
Fiche    30-339,83/03/02.  830314O279. 

B303170141    Sujnmjlru    of   B3O419-22  meeting*   u/utfl    at    sit*   r»    physical 
security    vital    aria   analysis 

WEHSEB.V        Llecnslrug    Branch    3        83/03/03  Llcanilna   Branch    3 

App          13495,323         24X    Flehe    30-335,  B3/O3/O3,  B3O517OMI 

B30327OSB7   Forward*    IE    Insp    Repts    3O-333/S3-11    &    30-389/83-27  on 
B30407-07  Na   nonccmp lianc a    noted 

DANCE- H  C        Division    of   Project   &  tiesldenc   Programs        B3/ 05/06 
UHfiI8,R   E        Florida   Power    b  Lioht   Co        2pp.       186-11    179        34X 
Flche    3O-333, B3/03/O6,  B30327O3B7 

-- •  B305270297    IE    Imp    Repts    3O-33S/B3-1I    &    &0-3B7/B3-27  on   830407-09  No 
noncampl  lance    noted    Major    are-as    Inipec  tetf.  energencij 
preparedness    in    technical    support    ctr. 

HUFFMAN.  G.  U        fttglan    2,     Office    at   Dlrettor.       B3/O5/03        4pp 
1B641     tSJ          24X    Fiche    3O-333, B3/O5/O6r 830327Q2B7 


B30S1001B3  Faruards    executed    Amends   8.  <7  &    1O  to    Indemnity   Agreement 
B-76j  adding   Orlando  Otll    Commit.iDn    of   Citij    of   Orlando,  PL  t 
Florid'a  Municipal    Pouer  Agency    &  deleting    Item  3   of 
attachment    to    indemnltv   agreement, retpectlvely 

UKRIfljR  E        Florida  Poutr   8.  Light   Co        83/05/03        EI8ENHUT,  D  0. 
Division   of   Licensing         4pp          10374   290         B4K   Flche    3O-333, 83/03 /OB, 
8303100132 

P     Operating    license    itage   documents   &   correspondence 

8305030016  Foruards   License   NPF-1&  author i i ing    operation   at    3X   power, 
FR  notice,  Amends   B,  9  &    10   to    Indemnity   Agreement   B-76  It 
assessment   of    license    duration 

EISENHUT,  P  0        Division   of   Licensing        93/04/0 A        UHRIO, R,  E        Florida 
Power   &  Light  Co        3pp         1B310'  310        24 X  Fiche'  30-389,  83/04/06, 
B303O3001A 

— B303030017  License  NPF-16i authorizing    operation   at    3X  power 
DENTON,H  B        Office   at   Nuclear  Reactor  Regulation,    Director 
B3/04/06        43pp        18310  293        24X  Flche    30-389, 83/O4/04, 8309030016 


-830303003?  Notice   of    tifuance    of   License  NPF-16 
KNICNTON-Q  U        Licensing    Branch   3        83/04/04 
S4X   Fiche, 30-389, 83/04/04,  0303030016 


3pp.       1B310'340 


B3090£0£9a  Foruardi   Amend    1    to  Llcanie   NPF-16.  safety    evaluation   !> 
notice    of    Issuance    &  availability,  Amend    changes    channel 
functional    test    surveillance   requirement!    for  tilde-range 
logarithmic    nautron    flui   monitor 

KNIOHTON.O.U        Llcenilng   Branch    3        B3/Q4/S2        UHRIO.  R   E        Florid* 
Pouer   &  Llfiht   Co,       2pp         1B393  068        34X  Flche    SO-3B9-  83/04  /2», 


—  B3O306O303  Amend    1    to  Licenie   NPF-lAi  changing    channel    functional    teat 

surveillance   requirements    far   u  lie-range    logarithmic    neutron 
flu*   monitor 

KNI6HTON,  0  W       Licensing    Branch   3        83/04/22.       7pp         18393.  07O, 
24X    Flche    3O-3B9,  83/04/22,  830SOAOS98 

—  B3D306O308   Safetg    evaluation    (upportlng   Amand    1    to  License   NPF-16, 

*     0/PlcB    of    Nuclear   Reactor   Regulation,    Director.       83/04/22.       Ip 
1B393  077        H4X  Flch»-  90-389.  83/04/82.  8303060298 


8305110034    Oen*rlc    Ltr   83-21    to   all     licensee!    of    operating    raactors, 
applicant*    tor-  QLs    tc   holders    of   CPs    re    clarification    of 
access    to   control    procedures    for    laui   enforcement    vliits 
Svc   list   encl 

E1BENHUT,  D,  0        Division    of   Licensing         93/09/1  J.  Consol  i  dated 

Editon  CD      of    Nam  York,     Inc         16pp         1854O-  093.       E4X 
Flih*>  SO-OOO,  SJ/O3/11,B305UOO34. 

83  03  1703  St    tnformi    that    changes    to    security    pUn.pnr    8304O5   fc    06    Itrs 
b  830418-22   lecurttu   meeting    com*(  tments,  tramml  tt»d    on 
830311    Revaluation    of    vital    areas    for    safety  -safe  guards 
interface    performed. 

UHRIO.R  E        Florida   Power   &   Light   Co         83/09/11        EISENWT,  D   D 
Division   of    LicanHnn         Ip         18446-104         S4X  Flche    30-387,  B3/OB/1  1  , 
8305170336 


8309200346   Forwards    revised    Chapters    S 
withheld    Cr"f    10CFFZ7321J 
UHRlOfR    E        Florida   Poutr   &   Light   Co 
Region   S,     Office    of    Director.       Spp 
FUhe    30-333,33/03/11,8303200344 


d    to    tecurltij    plan    Chapters 


B3/O3/11 
IBS1A   231, 


O'REILLY.  J   P 


B3D3240213   Fnrujarji   month  lu    status    rept    on    dffilte    amergency 
preparednesi    for  OL   re.vleu»    -for   Apr    19B3 

DIRCKSiM   J        Office    of    *l\r   Executive    Director    for    Operation*. 
83/03/13         PALLAD1NO.M   J.        Conimis*  I  Oner  s          Spp  IS393    322         24X 

Flehe   30-000.  B3/03/I3,  B303240213 


Insurance    k    indemnity    Information 


B303030016  Foruards   LUensa   NPF-1A   authorliing    operation   at    5X    power, 
FR  notlcei  Ajncnds    8,  9  It    1O   to    Indemnity    Agreement   B-74  (, 
•  iceismenl;    of    lions*    duration 

EIBENHUT,  D   C        DJviiion    of   Liceniing         B3/04/04        UHRTO,  R.  E        Florida 
Power  4  Lioht    Co-       3pp.        IH310  39O        E4X   Fiche    30-39?,  B3/04/O6, 
B3090300  1  6 

8309030379   Forward*  Endorsement    I    to   NELIA  Certificate    N-87  d 
HAELU  Certifltaba   K-89 

DUCK.J.H        Mar»h   &  HcLennan,     Inc,       S3/04/B3        SALTZMAN.J        Atsi«t«nt 
Director    for   State   k  Licensee   Relations         l&pp         18308   ZOO.       24  X 
Flche.  30-3B9.  83/04/33,  8309030379 


— 83030603 12  Notice   of    Issuance   &   availability    of   Amend    1    to   License 
WPF-16 

BUCKLEV,B-      Licensing    Branch    3.       83/04/23        Spp.       18333'  078        84X 
Flche    50-389,  83/04/22,  B30306029B, 

B3030K0493   Oenerfc   Ltr  83-19   to   all    power   reactor  &   testing    licensee* 
re   new  procedures    fur   providing    public    notice    concerning 
Itsuance    of    amends    to  OLi   Svc    lilt   end. 

EIGENHUT, D  O        Division    of  Licensing        83/09/02  Consolidated 

Edison  Co     of  Mew  York.    Inc        3Opp        1B44I.180       S4X 
Fiche   30-000, G3/03/OS,  B3030204S3 

B3030403Z3   Board    Notification  B3-OS7   forwards    differing    prof    opinions 
re   iys    interaction  b   safety    classification    Info   relates    to 
Board   Notifications   83-17  tr  B3-44   re    Unresolved   Safety    Issue 
A-17, 

EISENHUr,  D  O        Division   of  Licensing.       03/05/04        PALLADINO.N, 
Commlsslonei-s        S»pp         18337.  139        24X  Flch*'  90-000, 83/O3/04. 
8303040323 

6303070639    Generic   Ltr  83-20   to  all    operating    reactor    licensees   d 
holders   -af  CPs   re    Integrated    scheduling    for    implementation 
of  plant    modi   Svc    list   end 

EISENHUT.  D  0       Division  of  Licensing       83/03/09  Coniol Irfated 

Cdlson  Co      of  Neui   Vork.     Inc         lipp         18 A3 7   193.       24 X 
Fiche;  30-000-  83/03/09.  8303090699 

8303130118  Advise*    that   mods    to    purge    sys    not   required.  Sufficient 
margin  ex  lit*   to  allow  check   valve   to   perform   intended 
safety    function    Item  closet    out    3X   of   rated    thermal    power 
portion    of  License   Condition  2  C   8 

UHRIO,  R  E.      Florida   Power   U  Light   Co        83/09/10        EISENHUT- D  0 
Division    of  Licensing        2pp.       18438.097,       S4X   Flche'  30-389. 83/05/lQi 
B303130118 

6309270251    Forwards   revised   TSAR   Table1   7.3-9    indicating    affecti    EBF 
actuation!    sy»   devices    have    on   plant   operation   Table   will    be 
incorporated    Into  Amend    14   to   FSAR   scheduled    for   830808, 
UHfilO.B  T        Florida   PoUer   fc  Light   Co        83/03/14.       EIBENHUT.D.  O 
Division   of  Licensing.      3pp.      1B637.14?       B4X  FIchi1 3O-3B?, 83/09/14. 

830927023 1 
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8305230433  Confirm!    that   QE  AK-2   acram  breaturs    used    at   San  Onofre   allo 
In   use   at    facll  1  ty 

UHRIO, R    E         Florid!    Power    t    Light    Co         03/05/20         EISENHUT.  D   Q 
Division   of   Llccnilng         lp         1B3B3   21O        24X   Fiche   30-389,83/09/20, 
8309830439 


B3Q3270447   Forwards    IE    Imp    (lBpt    SO-3B9/B3-19    on    830307-11    No 
noncompl lance   noted 

DANCE, M  C         Division    of    Project    &   Rfrafdunt    Program!        83/O4/04 
UHRIO, R   E        Florida    Power   fc  LlBht    Co         2pp          18642   243        24X 
FichB    30-309,  B3/Q4/Q4,  B30327Q447 


8309230472  Forwards   "St   Lucia   Unlta    1    b   2  t   Turkey   Point   Unit*   3   t*  4 
Detailed   Control   Room  Dealgn   Review*   Program  Pl«n, "   per 
830413   commitment   re   Suppl    1    to   NUREO-0737 

UHRIO,  R   E        Florida   Power   t>  Light   Co        83/03/20        EISENHUT,  D  0 
Division    of    Licensing          lp          19388   333         24 X    Fiche    30-000,83/09/20, 
8309290472 

—8303290491    "St   Lucia   Unit*    1   t.   2  i.  Turkey   Point   Unlti   3  ti  4   Detailed 
Control    Room   Design   Revleui   Program  Plan    " 

*      Florida    Pouer    8.   Light   Co         83/04/3O         34pp          183BB;  334         24X 
Fiche    30-000,83/09/20,8309290472 

8309260381   Requests   remittance   of    tuo   Claas    III    feea    for   review   of 
830482   application   to   amend   License   NPF-16i changing 
requirements    for   primary   lc   aecondary   coolanti   &   requir*men ts 
for   (tilde-range    logarithmic   neutron   flux   monitor 

DIQS8.R  M       License   Fee   Management   Branch        83/09/20       UHRIO.R   F 
Florid*  Pouier   &  Light   Co.       lp         1B647  217        24X   Fiche   3O-3B9. 
B3/09/20,  8309260381 

8309270104  Forwards   summary   of   calculations   performed    to   determine 
flood    level    inside   containment, in  response   to  NRC   request 
for   addl    Info   re   utll   S30910   Itr 

UHRIO.R  E       Florida   Pouer   b  Light   Co        83/09/23       EISENHUT,  D  0 
Division  of  Llconaing       6pp        1863B  244       24X  Fichu  30-387,83/03/23, 
8309270104. 

B303270125  Forward*   reaolution   of    Item   I   C   re   remote   shutdown 
demonstration   prior   to    initial    critlcality. per   Region   II 
request    Item   cloud   Requests   Region    II   be   notified    of 
concurrence  following  review 

UHRIO.R   E.       Florida   Pouer  tt  Light  Co.      83/09/23        EIBENHUT.  D  0 
Division   of  Licensing        3pp         16638' 218        24X  Fiche   30-389,83/03/29, 
B30927O129 


—8309270433   IE    Imp   Rept   90-3B9/83-11?   on   030307-1 1    No  noncompl  iancB 
noted   Major   areas    inspected   plant   h  main*    procedure   revieu, 
evaluation   of    Integrated   hot   functional    teat   retulta   & 
riactor   protection   iyt   tait   result*   evaluation 

TAVLORiP   A       Raglan   2,    Office   of   Director        JAPE, F       Dlvlaion  of 
Engineering   h  Radiological   Safety   Program        63/03/30       ipp 
18642   547        24 X   Flcht    30-339,83/04/04,8309370447 

B30327O9&1    Foruard*    IE    Imp    Repts    30-338/03-10    h    30-3B9/83-S3   on 
830316-13  No  noncomp-1  lance   noted 

DANCE, H  C        Dlviilon   of   Project   t<  Resident   Program       83/O4/06 
UHRIO, R   E        Florida    Pouir   b  Light   Co         2pp          10443  321         24X 
Fiche-  30-333,  83/04/O6,  83O3270361 

—8303270376    IE    Insp    Repti    30-333/B3-10   &    30-339/03-23    on   030316-18   No 
noncompllance  noted  Major  areai   in»pefteri    Unit    1    plant    town 
during   refueling   outage  &  Unit   2   follouup    of    lUeniui 
actloni   on   Inipictor    Identified    Itpme 

MRAV.J  R   ,    BARR.K   P        Region   8,    Office   of    Director       83/04/05 
Bpp         18643  333         34X    Fiche    30-333,  B3/04/Oi,  B30327036I 

B303B70S39  Ach   receipt   of   830331    Itr    Informing    NRC    of   itepi    taken   to 
correct   violations   noted    In    IE   Imp   Aept*    SO- 339/B 3-02  & 
30-389/03-09 

LEWIS, H  C        Division   of   Project   &  Resident   Programs       83/04/14 
UHRIO.fi   E        Florida    Paver    t.  Light    Co          lp  1S647    127        24 X 

Fiche   30-339,  B3/O4/1  4.  8303270939. 

— 8303270577   Foruarda    IE    Jnap    Repta    90-333/83-O2   i.   30-389/83-09   on 
830I24-S8  t.   notice    of   violation 

LEUIB.R  C       Diviilon   of  Project   b  Resident   Programs       83/03/01, 
UHRIO,  R  E       Florida  Pouier  t>  Lloht   Co        S?p         18647   133       24X 
Fiche    30-333,  83/04/14f 8303270939 


B309270193  Forwarda   addl    info   r«    turbine   trip    circuitry   at   facility 
Turbine   manual    trip    initiated    In   control    room   by   depressing 
pushbutton   PB/170   located   on  RTO   board   201 

UHRIO,  R    E         Florida    Power    S.   Light   Co         83/03/23         EISENHUT.D  0 
Dlvlllon   of   Litenilng.       3pp        1B63S,  136       24X   Fiche   30-389,83/03/23, 
B30327O133 


-B3032709V4    IE    Imp    Rcpta    30-339/83-02   i.    SO-3S9/B3-09   on   830124-28 
Noncomp  1  iano   noted   failure   to    folloiu   pracadurei   required   by 
training   prograjna   &   failure   of    licensad    operators   to  be 
cognliant   of   facility   deilgn,  procedurei    It   license;   changei 
BELIBLE.O  A   ,     BKINNER,  P    H   ,    UPR IOHT.  C    M         Region    2,    Office    of 
Director        83/02/24        7pp        18M7   137        24 X  Fiche   90-339,83/04/14, 
B309270339 


B30931O1B4  Forward i    Hat   of   resolved    lie  ens t   conditions    for   Initial 
critlcallty   Post-fuel    load    initial    teit   program   initiated, 
Including    criticallty   lc   low  power   teatlng   deacribid    In 
Chapter    14   to   FSAR 

UHRIO,  R   E        Florida   Power  h  Light  Co        83/O3/26        EIBENHUT,  D.  0. 
Division    of    Licensing         6pp         1B65B    162        24X   Fichd    30-389, 83/03/26, 
B3093101B4 


Q,    Inspection  report*,    IE  Bulletins  b  correspondense 


B2 12060393   IE   Info   Notice   83-14,     "Deuatered   Spent    Ion   Eichange  Retin 
Suiciptlblli ty    to   Exothermic   Chemical   Reaction    "   8vc    Hit 
enc  t 

TAYLOR,  J,M       Dlvlaion  of  Safeguards  lc  Inspection  Program*   (Post 
83OI03)        83/O3/21  Conaoltdated   Edlaon   Co      of  Neu  York,    Inc 

USpp         1830B   319        24X   Fiche'  30-000,  83/03/21,  8218060383 

8309270289  Forwards    IE   Inap   Rapt   30-389/83-17   on   830301-04   No 
noncompllance   noted 

DANCE- H  C        Division   of   Project   h  Resident  Programs        83/03/29 
UHRIB.R   E        Florida   Power   fc  Light   Co        2pp         18638  332        24X 
Fiche. 9O-3B7i 83/03/27, 8303270287 

— 8305270293   IE   Inap   Rept   30-389/83-17   on   830301-04  No   nonconpl lance 
noted   Major   areas    inspected' fir*   protection. 

MILLER.H.H.,    CONLDN,  T.  E        Region   2,    Office   of   Director        83/03/28 
7pp.        18638.394         24 X    Fiche:  90-389,  83/03/27,  83032702B9. 

030327031 O  Forwards    IE   Inap   Rapt   90-389/83-18  on   630300-11   No 
noncompl lance  noted 

DANCEiH,  C.       Division   of   Project   &  Residant  Programs        83/03/30 
UHRIO.R  E,      Florida   Power  It  Light   Co        Spp        18641'167        84X 
Fiehai  30-3B9.  B3/03/3O.  B3OS27031O 

— 8309270319   IE   Intp   Rept   90-387/83-1B   on  8303O8-11   No   noncomp 1  lane* 
noted   Major   artat    inspected1 telsmic   analyala    for   aa-bullt 
safety-related  piping  aya. 

ANO.H  P.I    BLAKE,  J  J       Region  S,    Office  of  Director,      83/03/29 
4pp.       10A41-149        24X  Fiche   30-387, 83/03/30, 8303270310 


B303040021    IE   Info  Notice   B3-2li     "Defective   Emergency   Use  Reaplrator    " 
Bvc    Hat   encl 

JORDAN, E  L       Dlvlaion  op  Emergency   Preparedness   &  Engineering 
Response    (Post   B3O1O3)        83/04/13  Consolidated   Edlaon   Co.    of  Neui 

Yorl,     Inc         lE6pp          JB433    133        24X   Flche- 30-000,  B3/04/13,  B303040021 

8309S70240  Poruardi    IE    Imp   Rept   30-3B9/B3-2-)    an  830321-24  Ho 
noncompllance  noted 

DANCE.H  C        Division   of   Project   &   Reatdvnt   Programs       83/O4/19 
UHRIO,  R   E       Florida   Pouer   (.  Light   Co        2pp         18637    16S       24X 
Fiche,  30-389,  83/04/ ! 9,  B303270240 

— 8309270249    IE    Imp    Rept    30-3B9/83-S4    On    830321-24    No   noncomp  1  lance 
noted  Major  areaa    Inapected   teat   results    For    Integrated   E5F 
tett,RCS   leakage   monitoring   teat  &   plant    tour 

TAYLOR,  P   A       Region  2,    Office   of   Director         JAPErF       Dlvlaion   of 
Project  &  Resident   Programs        83/04/19        3pp         18637   164       24X 
Fiche    30-389,83/04/13,8309270240 

8303270098  Forwards    IE    Insp   Rept   30-3BW83-30    on  630337-0402  No 
noncompl i»nc*  noted 

DANCE.H  C       Division   of   Project   t.   Fleaid»nt   Proflrama       83/04/19 
UHRIO.R   E       Florida   Pouar   lc  Light   Co        2pp         18662   123       24X 
Fiche    30-3B9,  B3/04/19,  B30327009B 

—8309270101    IE   Inap   Rapt    90-3B9/83-30   on    B30329-O402  No  noncompllance 
noted  Major  area*    impacted,  cabin   fire   s  topB.  rail  latlon 
nonitora.  relay   coordination   itudij,  IE   bulletins    fc  OA  audits 
HUNT1M  D       Region   3,    Office   of   Director        CDNLDN,  T,  E,      Dlviilon   of 
Engineering   &  Radiological   Safety   Programs,        83/04/19        3pp 
18662    127        24X    Fiche.  30-387,  83/04/19i  Q3O9270O78 

8303270349  Ac k   receipt    of   B30330   Itr   informing   NRC    o»   steps    taken   to 
correct   violation!   noted    In   IE   Insp   Rept   9D- 389/83-06 
LEMIB.R  C.      Divl»lon   of   Project   t.   Rtaidont   Programs        B3/O4/19 
UHRIO, ft  E       Florida   Pouor   tc  Light   Co         lp         !Bi42   113       24X 
Flehe.  30-387,  B3/04/19,  B305270347 

— 8303S70360  Responds    to   NRC  830301    Itr   re   violation*   noted    In   IE   Imp 
Rtpt   30-3B9/B3-06  Corrective   action*    bolting    r»nts   fruin 
inception   of   const   completion   group    to  B3021B   being 
reviewed   b  civil    const  activity   QA   Intps    rtvleuad 
UHfilO.R  E.      Florida  Power   (.  Light  Co        83/03/30        O'REILLY.J.P 
Region  2,    Office   oF  Director,      4pp         18&42'I14        24 X 
Fleht- 30-389,03/04/19,  8305270347 
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— B30S27O363    Forwards    IE    Insp    Rapt    SO-389/B3-0&    on    330110-27    tc   notice 
of   violation 

LEWIS, R   C         Division    aP   Project   1.  Resident    Programs        83/03/O1 
UHRlflpR    E         Florida    Power    !<   Light    Co         3pp          [  Bfi42    118          24X 
Fichfl    30-36.9,03/04/19.830327034'? 

— B30527O371    Notice    If    violation    from    imp    on    83O1 1O-27 

•      Region    2,     Office    of    Director         B3/O3/O1          3pp.        1B643    130         H4X 
Flchs    30-3B9,  B3/04/19,  8303270349 

— 3303270379    IE    Insp    Rapt    30-3B9/B3-04,   on    B3O11O-27    Noncomp  llance- 
notBtf    Inadequate    procedure    For   accomplishing    final    civil 
structural     turnover    It    failure    to    fal  IDUI    procedures    for     Insp 
o*    structural    steel, 

LENAHAN.J    J    ,     CONLON,  T    E         Region    S,     Office    of    Director         S3/O2/1S 
6pp          1B442    122         24X   Fiche    30-389.63/04/19.8305270349 

8303040023    IE    Info  Notice    S3'22,     "BWR   Ba  t  etv/Re  I  ief    Valve  Failure*    " 
five    lilt   enc 1 

JORDAN i  E  L         Division    of   Emergency   Preparedness    Si   Engineering 
Response    (Poet    83G1Q3)          83/04/2S  Consolidated    Ellison    Co      of    New 

York,      Inc          1 12pp-        IB333   QB9         24*   FUhe    50-OQOi  B3/04/22.  8303040023 

S303040025    IE    Info  Notice    B3-23,     "Inoperable   Containment   Atmosphere 
Bern  in  9   Sijs    "    Svc    Hit    end 

JORDAN, E  L         Division   of   Emergency  Preparedness    fc   Engineering 
Response    (Post   3301031         03/04/25  Consolidated    Edison    Co      of   Neu 

York.      Inc          1  19pp          IQ331391          B4X    Fi  che    30~000>,  B3/Q4/S3,  B303040023 

B3D527O359   Fnriuards     IE    Insp    Repts    SO-33S/33-O7    t,    50-3B9/83-21    on 
B30314-1S  No    npncomplian.ee   noted 

DANCE. H  C         Division    of    Project   l>  Resldant   Program*        B3/04/36 
UHRIO.R    E         Florida    Power    6   Light   Co         2pp          IBA42    12B         24X 
Flche    30-333,33/04/26,8303370339 

— 83032703*7    IE     Inip    Repts    50-335/83-07   *    30-389/63-31    on   B30314-1B   No 
nnncompliance   noted   Major   areas    inspected    local     leak    rats 
testing,  snubber    testing   i  review  of  Unit    1    procedure*    re 
refueling    operations 

UHITENER,  H   L    ,     MA  THIS,  J   ,     JAPE,  F         R*frion    3,     Office    of    Director 
B3/O4/2I          4pp          1964H    130         24X   FUhe    SO- 333,  33/04/26,  B3Q52703S? 

33O304002A    IE    Info   Notice    B3-24,     "Loose   Parts     in    Secondary    Side    of 
Steam   Generator*   at    PHRs    "   Svt    list   enc 1 

JDRDANi  E  L        Division   of    Emergency   Preparedn»«B  &  EnginBDi-ino 
Response    IPoat    33O1O3)          B3/O4/H8  Consolidated    Edison    Co      of    N«W 

Vorl.     Inc          115pp          193S2   047         24X   Ficha    flO-ODO,  B3/04/2B,  S30304003& 

8303040027    IE    Info  Nolite    B3-25.     "Standnij    Oas    Troalment  Hyi    Heater   High 
Temp    Trip   Setpolnt   Adjustment    "    Svt    Hat    enc 1 

JORDAN. E  L        Division    of   Entersencij   Preparedno  sa   A    Engineering 
Responte    (Past    33D1D3)          B3/O4/28  Consolidated    Edison    Co      of    Ntui 

Vort,      Inc          llBpp          19302    160         24X   Flche    3O-DOO,  33/O4/20J  0303040027 

63105370307  Ac  k    receipt    of   B30409    1  tr    informino    NRC    of   steps    taken    to 
correct    violations   noted    in    IE    Insp   R»pt    3O-a-99/B3-13 
LEWIS,  R   C        Division    of   Project   &  Resident   Programs        B3/OJ5/02, 
UHRIG.R   E        Florida   Powar   b  Light  Co        lp         13645   236        24X 
Fiche    3O-3B9.  B3/03/O2,  B3O3270S07 

—3303370330   Re*ponrf»    to    violation!    noted     In    IE     tnsp  Rapt    3O-3B9/S3-13 
Corrective   action*    QC    inspector   givan    verbal    &   written 

reprimand    &   neetf    for    strict    compliance    discussed  at  weekly 
elattrical     In-spectors    meeting 

UHRIOiR   E         Florida    Pouier   i   Light    Co          93/O4/OB         O'REILLY, J   P 

Region   2,     Office    of    Director         Sfp          13643    237  24X 
Flche    30-337.83/03/02,8309870307 

— 8303370329    Forwards    IE    Insp    Rept    SO-3S9/83-13    on    6302O1-O4    *<   nntlee    of 
violation 

LEWIS.  R  C         DiViflon    of   Project   !.  Resident    Drograins        S3/O3/OB 
UHRlff,  R   E         Florida    Power   *•    Light    Co         2pp  19645   339         24X 

Fich*    30-399,83/03/02,6303370507 

— 83O5270335   Notice    of    violation    frum    inap     o-n   S30HO1-04 

*      Raoion    2,     Office    of    Director         83/03/08          Ip          I8i43    H41         H4X 
Flch*    50-389,83/05/02,  B3Q3S7Q307 

— B303270542    IE    Imp    Rept    SO-339/S3-13    on    B30BOI-04    Noncompl lance    noted 
failure    to    follow   procedures    for    insp   of    safety-related 
cables 

HERS  1  WEATHER.  N    ,     SIBBONS,  T   D         Region   S,     Office    of    Director 
CQNLON-T  E        DivUlon    of  Project   &  Resident   Proorams        B3/03/O3 
18645    262         E4X    Fiche    30-389,83/03/02.3303270307 

G    Info   Notice    B3-26i     "Failure    of    Saf e tu/Rslief   Valve 
-ina    Vacuum  Breakers    "   avc    list    enel 

Division    of   Eineroancu,   Preparedness    Si   Engineering 
'oat    B3O103).        B3/D9/03  Cona  D 1  Id  J  ted    Edison    Co,     of    N»UJ 

122pp          18441-170         34X   Fiche    50-OOOi  B3/O3/O3,  03030400B8 


S303040030    IE    Info    Notice    83-27,      "Operational    Response    to    Event* 
Concerning    Deliberate   Acts   Directed    Against   Plant 
Equipment    "   Svc    list    end 

JORDAN, E  U        Divltlon   of   Emergency    Preparedness    b  Engineering 
Response    (Post   830103)         83/03/04  Consolidated    Edison  Co      of  Ntu 

Vorli,     Inc          112pp          183B2   2B2         24K   Flche    30-000,83/03/04,8303040030 

B3030400>31    JE    Info   Notice   83-28,     "Criteria    for  Protective   Action 
Recommendations    for    Sonera!    Emergencies    "   Svc    list    encl 
JORDAN,  E  U        Division   of   Emergency    Preparedness    b  Engineering 
Response    (Post    B30103)         B3/03/O4  Consolidated    Edison  Co      of   Neu 

York,     Inc         119pp         18441    001        24X   Flche    30-000,83/03/04,8303040031 

8303370176   Forwards    IE    In«p    Rept    30-389/B3-2B    on    B30403-08   No 
noncoropllance    noted 

DANCE,  H  C        Division    of   Project   b  Resident   Programs,       B3/03/03 
UHHIO,  R  E        Florida   Pouier   b  Llflht   Co        2pp         1B63B  084        S4X 
FiChB    30-3B9.  83/03/03.  8303270176 

— B3O3270179    IE    Insp    R«pt    30-389/83-2B   on   B304O3-OB  No   noncompl lance 
noted  Major    areas    Inspected    nonconf ormance    control    sys   b 
review   of  at-bullt   drawings 

COLEY.J   L    ,     WRIOHT.R    M    ,     HERDT,  A   R         Region    2,     Office    Of    Director, 
83/0-3/02         3pp          1B63B   026         24X    Flehe    30-389,  83/O3/O3,  S3032701 76 

3303270233  Forwards    IE    Insp   Rept    30-389/83-31    on   B30309-10  t  0402  fc  07 
No    noncompl lance    noted 

DAMCE,  H  C        Division   of   Project   b  Resident  Programs        83/03/09 
UHK18.R  E        Florida   Pouier  &  Light   Co        2pp         iBf.37.SOO        24X 
Flche    50-3B9,  B3/03/03,  8309270232 

— 830)3270236    IE    Insp   Rept    30-3B9/B3-31    on   B303Q9-10  &  0402  b  07.  No 
noncompliance   noted   Major   areas    Inspected    civil    turnover 
program,  p lp ing    analysis   &   cabli    tray    bolting    requirements 
LENAHAN,  J  J  ,    CONLON,  T  E.       Region   2,    Office    of   Director        83/03/03, 
4pp          1H637    202         B4X   Fiche    30-389,83/03/03,8303270232, 

S303O40033   IE    Info   Notice   B3-H9,     "Fuel    Binding    Caused    by   Fuel   flaclc 
Deformation    "    Svc    list    encl 

JORDAN, E  L        Division   of   Emergency    Preparedness   b  Engineering 
Reipons*    (Post   830103)         B3/O3/06  Consolidated    Edit on  Co      of  Neu 

Yom,     Inc          HBpp          183B3   24B         24X   Flehe    30-000,  B3/03/O6,  B303040033 

B30S270287  Forwards    IE    In*p    Repts    30-333/83-11    «.   30-389/03-27   on 
830407-09  No    noncompl lanee   noted 

DANCE, H  C        Division   of   Project   b  Resident   Program*        83/03/06 
UHRIO.Ft  E        Florida   Power   b  Light   Co        Epp         18441    179        24 X 
Fiche    50-333,  83/OS/OA.  8303S70287 

— B30327O297    IE    Insp   Repts    5O-333/83-11    b   30-389/B3-27   on   830407-09  No 
noncompl lance   noted   Major   areas    inspected    emergency 
preparedness    In    technical    support    ctr 

HUFFMAN,  0   N         Region   2,     Office    of    Director         JENKINS,  fl   R         Division 
of   Emergency    Preparedness    b  Materials   Safety      '83/03/03.       4pp. 
18641    181          24X    Flche    30-333,  83/03/06,  B303B702B7 

9305370339  Foruards    IE    Insp   Repts    30-333/83-13  b   SO-3B9/B3-33  on 
830412-19  No   noncompliance    noted 

DANCE.H  C        Division    of   Project   b  Resident  Programs        83/03/06 
UHRIO.R  E        Florida   Power   b  Light   Co        2pp         18641    131.       24X 
Flche    30-333,83/03/06.8303270329 

— B30S27O339    IE    Insp    Repts    30-339/B3-13   &    30-389/83-33    on    830413-15   Ho 
noncompliance    noted   Major    areas    Inspected    iniervice    Insp 
(Unit    I), core    barrel/thermal    shield    damage    <Unlt    l),ueldlng 
&  NDE  (Unit   1)   b  preserviee   insp    (Unit  2) 

CROHLEY.B   R    ,     BLAKE, J  J        Region   2,    Office    of    Director        83/03/02 
9pp          18641     133         24X   Flche    30-333,83/09/06,8303270389 

B3O3040034    IE    Info   Notice   83-30,     "Misapplication    of   Generic    Emergency 
Operating   Procedures    (EOP)    Guideline*    "    Svc    list    encl 
JORDAN,  E  L        Division   of   Emergency    Preparedness    b  Enfllneering 
Response    (Post   B3O1O3)         83/03/11  Consolidated   Edison   Co,     of   Neu 

York,     Tnc         114pp         18924   003        24X   Flche- 50-000, B3/03/1 1, 8303040034 

8303040040   IE    Info  Notice   83-31,     "Error    In   ADLPIPE  Computer  Program   " 
Bvc    list   encl 

JORDAN, E  L        Division   of   Emergency    Preparedness    b  Engineering 
Response    (Post    830103)         83/05/19  Consolidated    Edison  Co      of  Neu 

York.     Inc          U4pp          18697   OO9         24X    Flchf 30-000, B3/03/19, 8303040040 

3303040046   IE    Info   Notice   83-33,     "Nonrepresentatlve    Sampling    of 
Contaminated    Oil    "    Svc    list    encl. 

JORDAN,  E  L        Division    at   Emergency   Preparedness   &  Engineering 
Response    (Post    8301O3)        83/03/24,  Consolidated   Edison  Co.     of  Neu 

York,     Inc          114pp          18647   007         84X   Fl che. 3O-000, 83/03/26, 8303040046 
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R      Periodic    operating    reports    &   related    correspondence 

2    to    "Annual    Nonrad  1  olog  1  ca  I    Aquatic 


6305030341   Forwards    Vols    1 
Monitoring   Rept,  19B2    " 
UHRIO.R    E         Florida    Pouiar    t.   Light    Co 
No    Detailed    Affiliation    (liven          lp 
FIcha    30-333,  83/04/SB,B30S030341 


B3/04/3B 
1B3O7  O01 


MULLER,D  R 
24X 


—  H303O30347  Voli    1    t,   S   to    "Annual    Nonrad  loloa  leal    Aquatic    Monitoring 
Rtpt;,  19BE    " 

*      Applied    Biology,     Inc        AB-442        83/03/31         4O6pp         1B3O7  OO4 
B4X   Fiche    SO-33Si  B3/O4/2B.  8303030341 


S      Reportable   occurrences,    LERi   &   related    correspondence 


B30320Q430   PND-1 1-83-040    on    B3O3 1 3,  two    util    employees    &   one    former 
employee   arrested    far    cocaine   &  marijuana    possession    Arreit 
occurred    offslte   Employees    not    Involved    in    1 icensed 
operator   activities 

LAND1S.K    D    .     DANCE. H   C         Region    2,     Office    at    Director         B3/03/17 
lp          18317    130         24X    Fiche    90-335,03/03/17,9303200430 

B3032SQ416  Clarifies    B3041B    final    deficiency    rapt    re    dia«el    generator 
start   relay    defect    Addl    Indication   provided    to    Indicate    to 
control    room  when   maiior   control    suii  tch,  1  oca  tod    In    dlasal 
generator    bldg,is    In   stop    position 

UHRIO.R   E         Florida   Power    &   Light    Co         83/03/19         O'REILLY.  J    P 
Region    2,     Office    of    Director          lp          1B3B3   3S9         24X 
Fiche    80-389,83/03/19.8303330416 


0309030306  Final    Deficiency    Rept   B3-O09   re    condansate    storage    tank 
damage    Initially    reported    on   630352  Caused    by    condensation 
of    steam   creating    local    vacuum  conditions   DoxibLe    butt  welded 
platti    instal lid, cracks    sealed    &    designs    Improved 
UHRIO.R  E        Florida    Power   i  Light   Co        83/04/21         Q'REILLYiJ  P 
Region   2,    Office    of    Director        4pp         18.296    194        2>4X 
Fiche    30-399.  B3/04/21,  0303030306, 

B30903Q604    Interim   deficiency    rept    r*    UBS t Inghouie    gate   valve 
premature    Indication   of   valve    closure    Initially    reported    on 
B30223,Utll    evaluating    condition   t>   will    submit    final    rept 
bU   B 30304 

UHR1O-R   E         Florida    foyer    b   Light    Co         B3/O4/23         D'REILL¥jJ   P 
Region    8,     Office    of    Director          lp          1B3O3   342         24X 
Flcha    30-3B9, S3/O4/23, B303030604 

630 3100088    Interim   deficiency    ript   re    failure    of    two    saf etsj-related 
Agaetat   relays    to    tlmi    out    properly    &    installation    af 
Incorrect  Agaitat    relay    on    dlesel    generator    Initially 
reported    on   630330    Inveitigation    ongoing 

UHR1Q.R  E        Florida   Pouer   t.  Light  Co        B3/O4/29        D'REILLY.J  P 
Ration  S,    OfPict    of   Director        £pp         1B377  S33        24X 
Fichi    30-3B9,  B3/04/B9, B3031000BB 

B303IO0227  Final    deficiency    rept    re    loss    of    continuity    on   mineral 
1-naulated    cable    assemblies    Initially    reported    on    B 30330 
Tuantu-three    cable   assemblies   u/defeetlve    connectors 
repaired   Deficiencies   not   nportable    per    1OCFR30   33<e) 
UKRIQiR  E        Florida    Poiuir    t"  Light   Co        B3/04/27        C'RETLLY,  J  P 
Raglon   2,     Office    of    Director         2pp          18373   286         34X 
Fiche    SO-3B7, B3/04/H9, B303100227 


S3031OOai9  Forniard*   LER   B3-001/01T-0 

WILLIAMS, J  W,       Florida   Pouer   &  Light   Co         B3/O3/02 
Riolon   2,    Office    of    Director         lp         18371   331         24X 
Fiche'  30-3B9i  B3/03/02,  8303100269 


O'REILLY,  J  P 


— B303I00278  LEfi  B3-001/01T-0  on  830416, during  fuel  movement, both 
amarg«ncij  generators  discovered  out-of-svc  Caused  by 
panonnel  error  in  establishing  out  of  sve  log  Logs  reviewed 
b  periodic  surveillance  procedure  revised 

WALLINQ, Q  E,   Florida  Pouar  Corp    83/03/02     Region  2,  Office  of 
DIrtetor   3pp,   1B371  332   24X  Fiehe  SO-389,  B3/03/OS* B303100269 


S309170191  Foruards  LEfi  B3-003/03L-0 

WILLIAMS, J  H,   Florida  Pouer  &  Light  Co    B3/03/O9 

R*gton  St  Dfflca  of  Director   lp   1B4&6-326   24X 
Flehss  30-389,83/03/09,8303170191 


O'REILLY,  J   P 


DOCKET    30-390   WATTS    BAR   NUCLEAR    PLANT,     UNIT    1 

A      Application/construction   stage   documents    &    correspondent* 

B303030121    Forwards    three    oversiie   flow   diagrams    1 1  lu* trat ino    mods    to 
chemical    feed    lines, in   responca    to  NFIC    request 

MILLB.L   M         Tennessee    Valley    Authority         B3/O4/22          ADENBAM,  E 
Licensing    Branch    4         2pp          1B29B    138         24X   Fiche    3O-39O.  B3/04/S3. 
8303030121 

S3030306O6  Forwards    response    to   Generic   Ltr    B3-IOC    re    program    for 
resolution   of   NuTteQ-0737,  Item    1 1   K  3  3.     "Automatic    Trip 
of   Reactor    Coolant   Pumps    "    Pump    trip    can   be    achieved 
safalij    b    rellablg    by    operator,  when   required 

MILLS.L   M         Tennsisee    Valleg    Authority         S3/Q4/S2         ADENSAM,  E 
Licensing    Branch    4        Bpp         1B303    17S        34X  Fiche    50-390,63/04/22, 
B30S03060A 

B303030041    Forwards    responses    to   321501    request    for    addl    info    ru 
Items    1    bj  1    g,  5  a   t>  3   c    of    Branch    Technical    Position    CSD 
6-4,  Info    include!    opening    supply   &   exhaust    lines    £<    seismic 
design   category    of    debris    screens 

MILLS, L  H        Tennessee   valley    Authority        83/04/24        ADENBAM,  E 
Licensing    Branch    4         4pp         1B30O   332         24X   Fichu    30-39O,  B3/04/36, 
B30S030041 

B303030434  Foruiardi    comments    on  LLL  preliminary    «ua    Interaction    rssultt 

from   diagram  matrii    analgsis    of    safety  injection    sys 

Terminology    used    in   ropt   not   common    to  Industry    tc    should    be 
defined   at    first   ref 

MILLB.L  M        Tennessee   Valley   Authority  B3/04/3i        rtDEMSAM,  E 

Licensing    Branch    4         3pp          10392    131  24X   Fiche    30-390,  B3/O4/Si, 
8303030434 

8303040233    Informs    that    consequences    of    unmitigated    boron    dilution 
event  meats   acceptance   criteria    for   postulated    accidents, 
Control    room  contains   adequate    audible   l<   discrete    Info    to 
determine    boron   dilution   event 

MILLS.L  M        Tenne«sne   Valley   Authority        83/04/29        ADENSAM, E 
Licensing    Branch   4        2pp         18323  347        24X  Fiche    90-390,03/04/29, 
B3OSO40233 

8303090639  Generic   Ltr   B3-20   to   all    operating    reactor    licensee*   t 
holders    of   CPs   re    integrated    scheduling    for    Imp  1  amenta! ion 
of    plant   mods    Bvc    list   encl 

EISENHUT.D  0        Division   of   Licensing        B3/03/09  Consolidate!) 

Edison    Co       of   Neu   York,     Inc          16pp         1B627    1  S3         2-JX 
FUhe    ao-OOO,  83/03/09,  B3050906S9 


— B30S170197  LEH   83-003/03L-0   on   B3041H, following    initial    core    load, low 
pr«i»ure    safety    injection   pump    A    tripped    off    Condition 
resulted    in    lots    of    operation    of    shutdown    cooling    loop    A 
Cauied    by    personnel    error   Technician   reinstructed 
VALDEB'fi  A        Florida   Pouar   &  Light    Co        83/03/09.  Region   3, 

Office    Of   Director          lp          16466    3B7         24X   Fiche. BQ-3B9.  83/O3/09, 
8303170191 


B303S0032S  Torward*    evaluation   results    ra   potential    for    liquefaction 
of    lolls    beneath    essential    raw    cooling    mater    pipelines 
Site-specific    ground   motion   &  modified    seed   4    Idrius    (19B1) 
procedure    discussed   Proposed   830 3 BO  meeting    agenda    encl 
MILLB.L  M        Tennessee   Valley   Authority        S3/O3/17        ADENSAM,  E 
Licensing    Branch    4        3pp         18317  043        24X  Fiche    3O-39O,  B3/OS/ 1 7, 
8303200335 


B30317O310  RO  3H9-B3-003' on   B30H07,  safety    injection    tanli    liolation 
valve*    closed   ut/plant    in   Mode    4   above    276   psla   Cau«ed 
by    personnel    error, Procedural    step    overlooked    during    plant 
heafcup    Valves    Immediately    openad 

WETHV.C.M        Florida   Power   *.  Light   Co        83/05/09.       O'REILLY.J  P 
Region   B,    Office    of   Director         lp         18463' IB7        24X 
FUhe:  30-369.  B3/03/09-  B303170310 

S309SOO181    Final    deficiency    rept   re    premature    Indication    of   valv» 
cloeure    of   Mastlnghouse    gate   valves    Initially    reported    on 
B303S3.  Configuration   represents    normal    design    condition 
Condition   not   reportable   per    10CFR30   33(e) 

UHRIOiR.E        Florida   Power   &  Light   Co.       B3/03/1I         O'REILLY,J  P 
Region  S,    Dfflca    of   Director        3pp         1B319  064        24X 
Fierce:  30-389,  83/03/11,  B3032001BI 


S3032406&0  Notification    of  B30319  meeting   u/util    in   Silver   Spring,  MD    to 
discuss   proposed    application   at   watch    tower    power    block 
concapt 

HENYON-T   J         Licensing    Branch    4         83/03/17         ADENSAM.  E   O         Licensing 
Branch   4        4pp,       1BS93   174        24X  Fiche   30-390,  B3/OS/17,  B30924066O 

B303230624  Recommends   meeting,  wi  th  in   30  days   receipt    of    Unto 
discuss    utll    plans    for    completing    environ    qualification 
program 
NOVAK,  T  M,       Assistant   Director    for   Licensing         B3/OD/1S        PARRIS,  H   0 

Tennessee   valley    Authority        3pp         1B343   035        24X 
Fiche    30-390,83/03/18,6303230624 

8303230423  Responds    to  830401    Itr   re   environ   qualification    of 
safety-related   mechanical    equipment    located    in   harsh    environ 
areas.  Schedule    proposed    by   NRC    for    list    of   mechanical 
equipment    1   month    prior    to    site   audit, cannot    be    supported 
MILLSrL  M        Tennessee   Valley   Authority        03/O3/19        ADENSAM,  E 
Licensing    Branch    4         3pp          18383   263         24X   FichB    8Q-39Q> B3/O3/ 19, 
8303230423 


DOCKETED  ITEMS 


E     NRC   Safety    Evaluation   Repo-rt    (SEH),     suppls   &    correspondence 


Q      Inspection   report*,     IE  Dulletins    t>   correspondonce 


0303O303+3  Forwards    lilt    of   safety-related    electrical    components, 
respective    function*  Jt   summary    of   data    uied    to    eitabllsh 
setpoints    for    balaric»-oP~plant    •q.uipmentj  per    BER    Section 
7131    Info   complete*    action    per-  SER   Cnnf  irmatary    I  tern  21 
HAMMER,  D   S         Tennrnae    Valley    Authority          83/04/23         ADEN8AM,  E 
Operating    Reactors    Branch    4         326jip          1B3O3    OOi          24 S 
Fiche:  3Q~390>  83/04/29,  8303030343 


B30S270133  Suppls   B30117   response    to    notice    of    violation   contained    in 
IE    Imp    Rept*    30-390/02-33   It    3O-391/B2-3S   Corructlve 
actions   any   necessary    revs    to    operating    div    Instruction* 
uil  1 1    b»  ma  do   at    appropriate 

MILL8.L   M         Tenne««flB    Valloy    Authority         83/O3/18         D'REILLY-J   P 
Region    3,     Office    of    Director         2pp          10638   BOB         24 X 
Fiche    30-390,83/03/18,8303370133 


0305130Q20  Forwards   addl    justification    required    by    SER    CNUREB-OB47) 
showing    that    research   4    test    results    in   area    of    hydrogen 
control    capabilities    lndepend»nt    of    containment    spray 
conditions    or    boundary    pressure    retaining    capabilities 
MILLS,  L   M        Tvnnenee  Valley    Authority         B3/09/1Q        A  DENS  AH,  E 
Licensing    Branch    4         4pp          10437,139         SIX    Fiche    30-390,93/09/10. 
8305130020 


9312060305   IE    Info   Notice   83-14,     "Deoiatfired    Spent    Ion  Exchange   Reiln 
Suicept Ibili ty    to   Eiothcrmic    Chemical    Reaction    "    Svc    list 
enc  1 

TAYLOR,  J  M        Division    of    Safeguards    b    Inspection   Programs    (Foot 
03O103)         B3/O3/21  Consul  1  dated    Edison    Co       of    Ned)   York,     Inc 

112pp          1B30B    317         24 X    Fiche    90-000.  03/03/S1 ,  8212060303 


B30B310O39  Forward!    info    re    Echsdul*    for    ateam   generator  modi, per    SER 
(NUREO-O847>    design    changes. 

KILLS, L   M         Tanneisee   Valley    Authority         S3/O3/27         A DEWS A M,  E 
Licensing    Branch    4        2pp        1BAS3   3O7        24X  Fiche    30-370.83/03/27, 
B3033I0039 


S303B70H9O   Forwards     IE    Insp    Repts    30-39O/B3-06   t,    30-391/83-03   an 
B3Ot2a-O322  Ho   noneomp 1  lance   noted 

VERHELLI.D    M         Division    of    Project    %   Resident    Programs         B3/03/23 
PARHIB.H  Q        Tennessee    Valley   Authority        2pp         18643  344        24 X 
Fieh*    3O-390,  B3/O3/H3.  B30S27021?0 


F     Becurftyj     medical,     emergency    li   fire    protection   jilani 

B303O904O9   Forward*    IE   8*f«juard»     Insp    Kept    3O-3?0/B3-ia    on    B3041B-22 
No    noncomp 1 ianct    noted 

VERRELLI,D  Division  of  Project  &  Rasldint  Programs  83/03/06 
PARR  IB, H  0  Tennessee  Valley  Authority  3pp  1&3&3  062  24  X 
F£c*»  30-370,  83/03/06.  B3030-?0409 

— S30S070418    IE   Safeguards     In»p    Re|»tr    00-390/83-12    on    B3041B-S2   Na 
noncomp  1  iance   nottd,  Major   araai    inspected.  >ecurlti^    plan 
requirement*   rn    barrior  betiii«en    facilities   &   proposed 
uatchtouBTS    Detalli   uiGhhdd    fraf    1OCFR73   21) 

MOOR£.  D  E.       Region  2.     Office    of    Director,       MCGUIBE,  D  R        Division! 
of  Emergency   Preparedness   U  Material!    Safety,       S3 /O 3/06        lp 
1S363    064.        24X   Ftche    30-3?0f  B3/03/O6,  8303090409. 

B303110034   Generic   Ltp  B3-21    to    all     licensees    of    operating   roactorsj 
applicant*    far  OLs   b  Holders    of    CPs    r*   clarlPIe*tIon    of 
acc*«s    to    control    pr-ocKfurei    for    law   enforcement    vliit« 
Svc    1  lit    end 

ETSENHUTrD   Q.       Dlviiton    of  Licensing         83/09/11  Con*ol idated 

Edison   Co      of   MILJ  York,     Inc         l&pp         1B340   Q93        2HX 
Fiche  90-OOO,B3/O5/11,Q303HI)034 

B30324OB13  Foi-uardi   monthly    itatos    rep-t    on    offslte    energvncy 
prepiradness    for    OL    revieui    for   Apr    1993 

DIRCKS'H.wi        Offlci    of   the  Executive   Director    for    apcratlont 
B3/03/13,       F-ALLADINQ.N  J        Commlsilo.nBri         Sop         I B593   382        24X 
Flehe    50-000,83/03/13,6305340213 

B30327023B  Ac k    receipt    of    030309    1 tr    informing    HRC    at   step*    taken    to 
correct   violation!    noted    In    IE    Insp    Rapti    30 -390/S2- 20    tc 
30-391/92-20 

VEHREE-LI.D  M        Division   of  Project    tc   Floildant    Programs.       B3/03/19 
PARRIS.  H  D        Tinnetsee  Valley    Authority         lp          18637    199        Z4X 
Ficht: 50-390. 93/05/19, B3O327OBSa 

— -8303270233  Rxpondi    to  NRC  B21H1A    1  tr    re    violations    natud    In    IE    Imp 
Riptt    5O-390/S2-2O  (,  50-391  /BB- 30  Correctly*    actions 
deficient    fire    dampen    replaced    or    determined    to   JIB 
adequate  Tuo   dampers  not   in    compliance 

HAMMER.  D  B.       Tennessee    Valley    Authority.       83/O3/Q9        O'REILLY.  J.  P 
Region    Z.    Offtce    of  Director        Spp         18637    I1A        24X 
FicM    50-390,83/03/19.  B30S270BS8 


— Q3OS270303    IE    Insp    Repts    30-390/83-06   &    30-391/03-03    on    630122-0222   No 
noncomp 1  lane e   noted   Major   areas    inspected    follouup    on 
licensee    identified    items. 1 Icensee   action    on    previous 
enforcement   matters   fc    Independent    insp    effort 

HEATHER  L  V,  T    L    .     SWAN.  M         Region    3-     Office    of    Director.        QUICK,  D 
Division    oF   Project   &  Resident   Programs        B3/03/22        9pp 
1B64S   34&         24X    Fiche    30-390.03/03/23.8309270390 

8305270631   Forwards    IE    Insp   Rspts    30-39O/B3-05  *•    30-391/83-04   on 
03O22S-O304    S,    13-18  No   noncomp  1  lance   noted 

VERRELLI.O  M        Division   of  Project   t  Resldant   Program*.       03/04/11 
PARRIS.H  0        Tennessee   Valley   Authority        2pp         1B64&I344        24X 
Fiche   30-390, 03/04/11, B303270i31 

— 8303270439    IE    Imp    Hopts    5O-390/B3-03   6    30-391/83-04    on    830220-0304   tc 
13-18  No  noneompl lance   noted   Major   areas    inspected    licensee 
action   on    previous    enforcement   mattsrs, Independent    Insp 
efforts,  preset-vice    insp    &    safety-related    itructure* 
COLEY,  J   L.  ,     BLAKE.  J   J         Reoion    2-     Office    of    Director         83/01/06 
12pp         10446-346        24X   Fiche    30-390, B3/04/1 1 , 830327O631 

B3030400B1    IE    Info  Notice   83-21,     "Defective   Emergency    Use   Respirator    " 
Svc    Hit    end 

JORDAN, E  L        Division   of   Emergency    Preparednea>    (t  Engineering 
Response    (Past   830103)         83/04/13  Consolidated    Edison   Co      of  Neu 

York,     Inc         12&pp         10433    133        24X   Fiche    30-000,03/04/13,8303010031 

83O9270S40   Forwards    IE   Insp   Hept    3O-390/83-09   on  B30329-0401    No 
nancamplianci   noted 

VERRGLLr.D  M        Division   of   Project   &  Resident   Programs        B3/04/13 
PARRIS, H  G        Tennei*»a   Vall«y   Authority        2pp         10646  332        24X 
Fiche    30-39O.  83/04/13,  B303S7O340 

— B303270362   IE    Imp    fiept    30-390/83-09   on   830329-0401    No    noncomp 1  lance 
noted  Major   areas    Inspected, preoperational    teat   procedure 
rovleu,  preoperat ional    teat   uitnesilng    tc    Follouup    on 
prevlou*    enforcement   matter 

THOMAS,  M   .     MATHIS.  J   L    ,     JAPE.  F         Region    2,     Office    of    DirBCtor 
B3/04/14         4pp          18646   334         24X    Fiche    30-390,03/04/13.0303270340 


"BUR   Safety/Relief   Valve   Failure* 


B303040033    IE    Info    Notic.    B3-S 
3vc    Hit    end 

JORDANiE  L        Division   of   Emergency   Preparedness   &  Engineering 
RiiponiB    (Post   830103)         83/04/23  Consolidated    Edison   Co      of  Neu 

York,     Inc         112pp         1B303  OB9        24X   Fiche    30-000-03/04/88,8303040023 


3305310107  Forwards    phu*i<='l    security    plan   Plan   ulthhaltf 
(ref     lOCFfl73   21)    Revs   l-eque*tetf    ulthln    40    ijjgs    of    Itr 
ttt»lpt 

ADEWSAM.  E   0        Llcentinj  Branch    4        63/OS/24        PARRIS,  Ft  0        Ttnn*t»*t 
Valley  Authority.       Spp,       18631>OOS.       24  X   Flcha- 50-390,  83/03/24. 
8303310187 


B3O3040025    IE   Info   Notice   03-23,     "Inoperable   Containment   Atmosphere 
Senilng  Sys    "   Svc    list    erul 

ODfiDAN.E  L        Division    of   Emergancy    Preparedness    b  Engineering 
Relponse    (Post   830103)         B3/04/23  Consolidatid    Edison  Co      of  Niu 

Vorlt.     Inc.       119pp         10301    291         SIX   Fiche    30-000.83/04/23,8303040029 


0,    Advisory   Committee   on  Reactor    Safeguards    reports    &   correspondence 

630313O290  Summary    of  BiSth    ACRS  meatlngs    on   B20912-14    in 
Hashingtani DC 

»     ACRB  -  Advltaru    Commttt*i   an    Rtattor    Safeguards,       B3/03/03 
ACRS  -  Advisory   Committee    on  Re*ctoi-   Safaguardi.       329pp.       1843B,  EH 5 
S4X  Flehe'  BO-OOOj  B3/OB/03,  B30S13O390 


9303040026    IE   Info  Notice   83-24,     "Loose  Parts    in   Secondary    Bldi   of 
Bttam  Oenentors    at   PHRs    "    Svc    list    «nel 

JOflDAN.E  L        Division    of   Emergency    Preparedness    &  Engineering 
Rviponse.    <po*t  830103)        03/04/SB  Consolidated    Edison   Co,     of  Neu 

York.     Inc.       113pp,        103B2  O47        H4X  Fiche    50-OOO.  83/04/SB,  B303040026 

0303040027    IE    Info   Notice   03-25,     "Standby    fias    Treatment   Sys   Heater  High 
Temp    Trip    Setpoint    Adjustment    "    Svc    Hit    end 
JORDAN-E  L       Division  of  Emergency   Pr«paredn«*s  &  Enoineerlng 
R«ipon*e   (Pott  830103)       B3/04/2B.          Consolidated  Edlion  Co     of  Neu 
Yorkr     Inc         HSpp         103BS    143        aax  Fiche-  30-OOO,  83/O4/23, 8303040027 


301 


8309270997  Act  receipt  of  830411  Itr  informing  NRC  of  steps  taken  to 
correct  violation!  noted  in  IE  Insp  Repts  3O-39O/82-20  i. 
30-391 /S2-2Q 

VERRELLI.D  M   Division  of  Project  &  Resident  Programs    B3/09/02 
PARRIS.H  O    Tennessee  Valley  Authority    Ip    18646  lit    84X 
Flthe  30-390,83/03/02,0303270537 

— B3O587OS67  Stcond  tupp lementa 1  rssponse  to  NRC  B2121&  Itr  r>  violations 
noted  In  IE  Insp  Repts  9Q-390/82-2O  &  3O-391/B2-SQ 
Corrective  actioni  drawings  ulll  be  reviled  to  reflect  mark 
numbers  of  as-installed  dampers  by  B3Q430 

MILLS,  L  II    Tennessee  Valley  Authority    B3/04/11    O'REILLY,  J  P 
Region  3,  Office  of  Director    Ip    1B646  117   24X 
Flche  3O-390,  B3/O5/02,  B30327O337 

B30304002B  IE  Info  Notice  63-26,  "Failure  of  But ety/Rel  1  of  Valve 
Discharge  Line  Vacuum  Breakers  "  Svc  lilt  end 
JORDAN,  E  L   Division  of  Emergency  Preparedness  &  Engineering 
Response  (Post  B301O3)    83/O3/03     Consolidated  Edison  Co   of  Neu 
York,  Ine    122pp    18441  170    24X  Flche  30-000,83/05/03,8303040023 

B303040030  IE  Info  Notice  83-37,  "Operational  Response  to  Events 
Concerning  Deliberate  Acts  Directed  Against  Plant 
Equipment  "  Svc  list  encl 

JORDAN,  E  L   Division  of  Emergency  Preparedness  ft  Engineering 
Response  (Post  B301O3)    B3/O3/O4      Consolidated  Edison  Co   of  New 
York,  Inc    H2pp    1B382  2Q2    24X  Fie  tin  30-OOO,  B3/OS/04,  B30304003O 

8303040031  IE  Info  Notice  83-28,  "Criteria  for  Protective  Action 
Recommendations  for  General  Emergencit I  "  Svc  list  encl 
JORDAN,  E  L   Division  of  Emergency  Preparedness  fc  Engineering 
Response  (Post  830103)    83/03X04     Consolidated  Edison  Co   of  Neu 
York,  Ine    H9pp    18441  001    24X  Flche  3Q-OOOi 83/09/04, B303040031 

8303040033  IE  Info  Notice  B3-S9,  "Fuel  Binding  Caused  by  Fuel  Rack 
Defamation  "  Bvc  list  encl 

JORDANi  E,  L   Division  of  Emergency  Preparedness  t<  Engineering 
Response  (Post  83O1Q3)    83/03/06     Consolidated  Edison  Co   of  Haul 
York,  Inc,   I13pp    IB323  S4B    24X  Fiche  30-000, 83/OS/06, B303040033 


B3O3040046  IE  Info  Notice  83-33,  "Nonreprosantative  Sampling  of 
Contaminated  Oil  "  Svc  list  encl 

JORDAN,  E  L   Division  of  Emergency  Preparedness  *>  Engineering 
Response  {Poet  630103)    B3/O3/26      Consolidated  Edison  Co   of  Neu 
York,  Inc    114pp    19647  007    24X  Flche  SO-OOQp B3/03/26,  B30304D046 

8   Repartable  occurrences,  LERs  t-  related  correspondence 

83O311O427  Part  21  C,  deficiency  repts  re  mlsoperation  of  DS-416  reactor 
trip  undervoltaga  devices  Initially  reported  on  B30420 
Attachments  ulll  be  replaced  Lj/devices  u/uidened  grooves 
to  accommodate  n*ui  retaining  rings  Mfg  draulngs  revised 
RAHE.E  P    Uestinohouie  Electric  Corp    B3/04/31    DEYOUNO,  R  C 
Director's  Officoi  Office  of  Inspection  and  Enforcement   3pp 
IB4O3  09S    SIX  Tithe  SO-000, B3/Q4/21. B3091 10427 

B30BQ30072  First  interim  deficiency  vept  re  loose  mail  in  steam 
generator  Initially  reported  on  B30323  All  loose  items  fc 
m«tl  determined  detrimental  removed  from  generators  Neit 
rept  eipected  by  B30BOB 

HILL8,L  M    Tennessee  valley  Authority    B3/O4/23    B'REIULYi  J  P 
Region  2,  Office  of  Director    app    18300  349    24)C 
FichB  30-390,83/04/33,  B3OSO30072 


H303O3OOS2  Bncond  interim  deficiency  rept  re  Incorrect  insulation 
weights  used  in  piping  analysis  Initially  reported  on 
B20B23  QA  documents  being  prepared  to  substantiate 
Insulation  data  Ne»t  rept  expected  by  H30931 

HIUL8,L  M   Tennessee  valley  Authority   B3/04/23   O'REILLY, J  P 
Region  S.  Office  Of  Director    2pp    1B397  239    24X 
Fiche  BO-390,  B3/04/23,  B3030300B2 


0305030378  First  interim  deficiency  rept  re  Inaccurate  results  from 
ANCHORS  computer  program  Initially  reported  on  B30327 
Program  being  modified  to  automatically  calculate  direction 
cosines  Next  rept  to  be  submitted  by  B30923 

MILLS, L  M    Tennessee  Valley  Authority    B3/04/36    O'REILLY,  J  P 
Region  2,  Office  of  Director   2pp    1S303  309   H4X 
Fiche  30-390.83/04/26,8309030378 


B30S090409  Foruards  IE  Safeguards  Insp  Rept  90-390/83-12  on  S30418-22 
No  noncompllance  noted 

VERRELLI.D  Dlvlilon  of  Project  &  Resident  Proorams  83/03/06 
PARRISiH  0  Tennessee  Valley  Authority  2pp  1B363  O62  24X 
Flche.  30-390,  B3V03/O6'  B309090409 

—8303090418  IE  Safeguards  Insp  Rept  30-390/83-12  on  B3041B-22  No 
noncompllanc*  noted.  Major  areas  Inspected  security  plan 
requirements  re  barrier  between  facilities  b  proposed 
watchtouers  Details  withheld  (r»f  10CFR73  21) 

KOORE.D  E   Region  2,  Office  of  Director    MCOUIRE,  D  R   Division 
of  Emergency  Preparedness  (c  Materials  Safety    83/05/06    Ip 
IS3i3.  064    24X  Flche.  30-390,83/03/06,  8303090409. 

8309270413  Forwards  IE  Insp  Repts  30-390/03-10  h  30-391/S3-OB  on 
830411-13  No  noncompllance  noted, 

VERRELLI.D  M   Division  of  Project  &  Resident  Proorams    83/03/09. 
PARRIS.H  0.   Tennessee  Valley  Authority.   2pp.   18642.299   24X 
Flche  9O-390, B3/03/09,  B309270413 

--B309270420  IE  Insp  Repts  30-390/B3-1O  t  30-391/B3-OS  on  B30411-19  No 
noncomplianc*  noted  Major  areas  inspected' licensee  action 
on  previous  enforcement  matters, licensee  Identified  items* 
inspector  follouup  items  &  Independent  Insp  effort 

OIBBONS,  T,  D.  ,  CONLDN,  T.  E.   Region  2,  Office  of  Director    83/03/06, 
4pp    IB642. 301    24X  Flche.  30-390,  B3/03/09, B30327O413 

8303040034  IE  Info  Notice  B3-30,  "Misapplication  of  Generic  Emergency 
Operating  Procedures  (EOF)  Guidelines  "  Bvc  list  encl 
JORDAN, E.  L   Division  of  Emergency  Preparedness  t  Engineering 
Respond  CPost  B301O3).   B3/09/11     Consolidated  Edison  Co   of  Neu 
York,  Ine.   114pp.   18924.003   S4X  Flche.  30-000,  B3/09/ II,  B303040034 

8303040040  IE  Info  Notice  83-31,  "Error  In  ADLPIPE  Computer  Prooram  " 
Svc  list  encl. 

JDRDAN.E.L   Division  of  Emergency  Preparedness  &  Englneerlno 
Response  (Post  B30103J,   83/03/19     Consolidated  Edison  Co  of  New 
Yarn,  Inc.   U4pp    IB697  009.   H4X  Fiehe:  90-000, 83/09/19,  S303040Q40. 


B3090300i7  Ninth  interim  deficiency  rept  re  selimlc  qualification  Cor 
chillers/coolers  b  deficient  plplns  of  HVAC  sys  &  improper 
classification  of  ERCU  sys  piping  t.  components  Initially 
reported  an  010324  &  0307, respec ti ve ly  Neit  rept  due  83082? 
MILLB.L  M   Tennessee  Valley  Authority   83/04/27   O'REILLY.J  P 
Region  2,  Office  of  Director   4pp    I834S  062   24X 
Flche  30-390, B3/04/S7, 8303090067 

8303090132  Final  rept  for  Deficiencies  A  li  D  re  procurement  control 
activities  which  could  lead  to  shipment  of  defective 
equipment  b  advorsely  affect  plant  »afety  Initially  reported 
on  810316 

MILLSiL  M   Tennessee  Valley  Authority   B3/04/E7   O'REILLV.J  P, 
Region  S,  Office  of  Director   3pp    18341  OB3   24X 
Fiche  90-000,83/04/27,8303030132 

B303090232  Second  combined  Interim  deficiency  rept  re  alternate 
analysis  piping  program  Significant  breakdown  of  program 
requires  reverif Icatlon  of  alternate  analysis  Full  review 
program  underuay  Nent  rept  eipected  by  830930 

MILLS,  L,  M   Tennessee  Valley  Authority   B3/04/27   O'MEILLY.JP 
Reolon  Si  Office  of  Director    3pp    18337  329    24X 
FUhe  30-390,83/04/37,8303030232 

6303090078  First  Interim  deficiency  rept  re  spacing  tc  clearance  In  high 
pressure  fire  protection  sprinkler  sys  In  auilllary  bldg 
Initially  reported  on  B30331  Evaluation  In  progress  Nut 
rept  will  be  sent  by  830624 

MILLS,  L-M   Tennessee  Valley  Authority   B3/04/28   O'REILLY,  J,  P 
Region  2,  Office  of  Director   2pp    18342,130   34X 
Fiche' 30-390. B3/04/28,  B30909007B 

B3090901BB  First  Interim  deficiency  rept  re  tubellne  malls  supplied 
by  Capital  Pipe  not  mfg  per  QA  program  Initially  reported  on 
B30329  Investigation  of  Involved  carbon  steel  fitting!  & 
flanges  continuing  Next  rept  eipected  by  830706 

MILLS, L  M   Tennessee  valley  Authority   B3/04/2B   O'REILLV.J  P 
Region  2,  Office  of  Director   2pp    18341  076   24X 
Fiche.SO-OOO,  83/04/2H,  B303O30IBB 


B30927022Q  Ack  receipt  of  830309  Itr  informing  NRC  of  steps  taken  to 
correct  violations  noted,  in  IE  Insp  Rept*  30-390/88-20  & 
30-391/82-20 

VERRELLI,D,M,   Division  of  Project  (.  Resident  Programs.   83/03/19. 
PARRIS.H  0.   Tennessee  Valley  Authority   Ip   IBA37. 193,   24X 
Flehe: 30-390, B3/03/19, 6303870228. 


B303050243  Third  Interim  Deficiency  rept  re  high  point  venting  in  ERCM 
tyt  Initially  reported  on  820930  Performance  evaluation 
ongoing. Ne>t  rept  ulll  be  submitted  ay  830729 

MILLS, L  M   Tennessee  Valley  Authority   83/O4/2B   O'REILLY.J  P 
Region  S,  Office  of  Director   ip   1833B  096   24X 
Flche.  30-390,83/04/28,8303030843 


—8303270233  Responds  to  NfiC  821216  Itr  r«  violations  noted  in  IE  Imp 
Repts  90-390/82-20  fc  80-391/82-20.  Correct! v«  actions 
deficient  fire  dampers  replaced  or  determined  to  be 
adequate  Two  dampen  not  in  compliance 

HAMMER,  D.  S   Tennessee  Valley  Authority    B3/O3/09   O'REILLY.d.P 
Region  2,  Office  of  Director    Spp    1B637. 19o.   24X 
Flche, 30-390, B3/O3/ 19. 8303270328 


B309030047  Fourth  Interim  deficiency  rept  re  questionable  patches  of 
plastic  cement  mortar. Initially  reported  on  B80429  Three 
of  30  supports  determined  to  be  in  violation  of  Const  8pec 
0-32, Next  rept  will  be  submitted  by  830B03 

MILLS, L  M   Tennessee  Valley  Authority   83/04/29   O'REILLYiJ  P 
Region  2,  Office  of  Director    tp    18338  330   34 X 
Flehe'  30-390,83/04/29,8309090047. 
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S303II0317   Seventh    interim    deficiency    rept    re    lock    of   documentation    for 
rock    lupported    structures   for    1-inch    dif f erantlal 
settlement. Initially   reported    on  B1O7O7   Design   criteria 
being    prepared   Next   rapt    by    830922 

MILLS,  L   M,        Tennetiee   Valley    Authority         B3/O3/O4        O'REILLY.J   P 
Region    3.     Office    of    Dtl-actor         3pp          18373    IB3         24X 
Fiche    aO-S^O. 93/Q3/04, B3O9I1O317 


9305230433  Finn!    deficiency    ript   re    Inadequate    freeie    protection 
Inltl*llg    reported    on   810413  Piping    to   ERCW   pump    motor 
cooler    redesigned    to    be    *el f-drainlng 

MU-LS,  L    M         Tenniisee    Valley    Authority         83/03/13         O'REILLY,  J   P 
Rigion    2.     Office    of    Director         2pp          18338   212         24X 
Ftche    BO-390,  83/03/18,  0303230433 


B30SUO319   First    interim   rept    re    Deficiencies    1,2  i  3  GA   projram   per 
TVA  Ptraotiil    sve i   Contract  TV-49510A  ui/QIlbert   Ai*oe   Written 
instruction!.   &   procedural   not    provided    to-   contractor    In 
performlnB/dacumenting    piping    analysts  Review  underway 
MILLS,  L  M        Tennessee   Valley   Authority        S3/Q3/O3       O'REILLY.J  P 
Region    2.     Office    of    Director         3pp         18373    161         24X 
Flche    30-000,  B3/09/O9.  B30311O31  9 


6305230447  Second    Interim   deficiency   rept   re   autillery    Instrument   room 
fire   door    failure    Initially    reported    on   921229  Lou«r    fluid 
bolt   not   engaged    In    itrihe    plate   at    floor   Acceptance 
criteria   establlihed    for   max    room   prenurai 

MILLS- L  M        Tennessee    Valley   Authority        83/O3/1B        O'REILLY.J  P. 
Region  S,    Office    of    Director        Zpp         IB 538    194        24X 
Fiche    30-390,83/09/18,8303330447 


B303130133  Supplemental    info   to    final    deficiency   rept  re    inefficient 
documentation    for    protective    devices    Initially   reported    on 
910313  Completion    date    for   corrective    actloni    delayed   until 
930531    One    field    change    request   remains 

MILLS,  L   M         Tanneisee   Valley    Authority         B3/O9/O6        Q'REILLY.J   P 
Region    2,     Offica    of    Director         Ip        18437   379        34X 
Fiehe    3Q-39O.  aa/QS/Oi,  3303130133 


B 30 5230 96-?  Fifth    Interim   deficiency   rept   r*    encesslve   movement   of 
containment   p •nitration   bailout    Initially    reported    on 
SI  1304   Analysis   Problem!    N3-63-7A   «   N3-74-1A   reanalyzed 
Support   modi   required    Next   rept    due    by   830730 

MILLSiL.K        Tenn**se»   Valley   Authority        83/03/18.       Q'REILLY.J.P 
Region    S,     Office    of    Director          Ip          18336   31 B         24 X 
Fiehe    3O-390.  B3/03/1B,  B303S3Q369 


8303130317   Addl    Info    to   final    deficiency    rept  r«  nonconservatlve 
calculation   method    for    general   Const   Spec   0-32   Initially 
reported    on    BSOSSB  Rev    to  Design  Btd    DS-C6    i    will    be    i«tued 
by   B30630 

MILLS,  L  M        Tennenee   Valley   Authority        33/03/04       0'REILLY,J-P 
Region    2,     Office    of   Director         Ip        18440  OS9        24X 
FUhe    90-37O,  B3/03/06,  B3Q3I3Q217 

B3081702BB  Second    interim   deficiency   rept   re    incorrect  use    of  Category 
I  CD    supports    on    pipes    near   water   chiller*    Initially 
reported    on    330117  Scope    of    Investigation    expanded    to 
Include    generic    implications   Neit  rape    expected    bg   B30932 
MILLS,  L  M        Tennessee   Valley    Authority        S3/O3/O9       O'REILLY.J  P 
Region    2,     Office    of   Director        Spp        1B463  071        24X 
Fiche    SO-390,  B3/03/O9.  B3031702BB 

B30317029?  Final    deficiency   rept  re    lack    of    support    for  reactor   bldg 
aitnului    floor    drain    sump    Initially   reported    on  921207  Fipess 
analynd    &  appropriate    oiimic    supports    dxlgned   under 
Enginatrlng    Chang*  Notice  ECU  3234 

MILLS.C   M        Tennessee   Valleg    Authority        83/08/09       O'REILLY.J  P. 
Region  2,    Office    of    Director        2pp,       1B4&3  066        24 X 
Fithe    50-370, B3/03/O7,  B303I70299 

S303EOOB74    Revised    final    deficiency   rept   re    unqualified    control 
equipment    Initially    reported    on   B00922  Control    equipment 
*«l*mic    qualification    test   requirementi   mill    be    revlcued 
MILLS.L   H        Tennessee  Valley    Authority        83/03/11        O'REILLY.J  P. 
Region   S>     Office    of    Director         2pp         1B318   O74         24X 
Fiche.  BO -390,  83/O5/ 1 1,  830320037-1 

83QB2Q0279   Eighth    Interim    deficiency   rapt   rn   retrievable    info   uied    in 
piping    analyile    Initially   reported    on    B10316  Neui  Engineering 
Procedure    BWP-EP   ^3  22  written  Drawings   containing    reviewed 
&    updated    quality    Issued, 

MILLS.L,M        Tenneiiee   Valley    Authority        B3/03/1 1        O'REILLY.J  P. 
Region   2>     Office    of    Director         Ip        10316  Q1B        24K 
Flche    30-390.83/03/11,9303300273 

B305SOO343   Suppl    to    final    deficiency   rept*   ra   Clasi    IE  electrical 

c-omponerts    t-or   ERCM   traveling    screens    Initially    reported    on 

8103IB  Qualified   motor    learch    continues   Correctloni   to    be 

completed    by    33(001 

MILLBiL   M        Tennest«e  Valleg    Authority,      B3/03/1 1        O'REILLY.J  P. 

Region    2.     Office    of    Director          Ip         1B316    332         24X 

Fiche-  30-39O, 33/O3/ i  i, 83OS30O343 

8309230379    Fltml    deficiency   r*pt  re  missing    seismic   design 
if  ocumentatidTi    for   auiillarg    bldg    platform.  Inl  tially   reported 
on   BK0426  Requtreil    draulng   revi    completed.  Field    mods   utll    be 
completed1    by    330801    It  84O2I4    for   Unit*    1   ti  Si  retpectlval  g 
MILLSrL   H        Tenna*iee  Valley    Authority        B3/09/13       O'REILLY.J  P. 
Region    S,     Office    of    Director         Spp         19337   309         24X 
Fi  Che:  30-39O.,  33/O3/1 3,9393330373, 

8305SOO3B7   Second   revised    final    deficiency   rapt   re  attachment    of 
conduit    It  piping    support*    to    cable    tray   supports    Initially 
r«ported    on   820607  Previous    declilon  ra   nonappllcablllty 
Of    10CFR&O   3S(eJ    suitalntd 

MILLS.L    M        Ttnnanee   valley    Authority        B3/OS/16       O'REIt-LYiJ  P. 
Raglan  3,    Office    of    Director.       2pp        18319.034,       24X 
Fiche,  30-390,  B3/03/16,  S3O92003B7 

8305230483   Third    interim  deficiency   rept   re    ineurraet   supports    in 
analysis    of   3-inch    chemical   vol    1<  control    sys    line    Initially 
reported    an   83OSD9  Addl    problems    identified   Field  mod* 
required.  Nut    rept   will    be   submitted    by  830922 

MILLBiU-M        Tannanee  Valleg   Authorltg        B3/OS/17       O'HEILLY.J.P 
Rtgion   3,    Office   of    Director        2pp        1S937   149        24X 
F I  Che- 30-390,  B3/03/ 17,  830SS3O4B2 


8303230421   First    interim   deficiency    rept   re    qualification   of   nonle 
load*    In  reactor    coolant    loop    Inltiallg    reported    on   830421, 
Review  of   analgils    problems    in    progreit.  Neit    rept   fay    B30921. 
HILLBiL  M       Tennessee  Valley   Authority       83/03/19       O'REILLY.J  P. 
Region   2.    Office   of   Director        2pp         18303  263        B4X 
Fiche   3O-390.  B3/O3/I9.  8303230421. 

B3O32S043S  Final    rept   re    deficiencies    In   Ameron    eemnnt   mortar    Unlnj. 
Inltiallg    reported    on   820921    Corrections    to    each    deviation 
listed   Also  importable    per    10CFR21, 

MILLS.L.M        Tennaise*   Valley   Authority        83/09/20        O'REILLY.J  p 
Region  S,    Office    of   Director        &pp         18383  293        24 X 
Fiehe-  3O-390,  83/03/30,  B303230433 

8309310178  Second   interim  deficiency   rept  re   failure  of   curtain-type 
fire   damper*    to    clot*    Initially    reported    on   821023 
Engineering    change  notice    lisued    to   add    negator    closure 
iprlng*   t<  positive   latch** 

MILLS, L  M        Tennenee   Valley   Authority.       B3/O9/23        O'REILLYiJ.P 
Region  3.    Office   of   Director         Ip,       18638-149        24X 
Fiche    30-390,  B3/03/23.  B30331017B 


DOCKET   30-391    WATTS   BAR    NUCLEAR    PLANT-     UNIT   2 

A      Application/construction    ttage    documents   Si  correspondence 

8303030131   Foruard*    three    ovarstie    flow   diagram*    Illustrating   nodi    to 
chemical    faed    lined  in   response    to  NRC   request. 
MIULSiL  M       Tennesiee   Vallay    Authority        B3/O4/22,       ADENBAH.  E 
Llcenslnj  Branch   4       2pp.       1B29B'  138       34K  Flehe' 30-390,83/04/22, 
8303030131. 

8303O30aOi  Forwards    retponsa    to  Oenerlc    Ltr   83-10C   re   program   for 
resolution   of   NUREO-0737.  1  tern   II    K  3.3,     "Automatic    Trip 
of    Reactor  Coolant  Pumps. "   Pump    trip    can    be   achieved 
lafely  t.  reliably   by   operator, uhen  required. 

HILLS, L  M        Tennenee   Valley   Authority        83/04/22        ADEN8AN.E, 
Licensing    Branch    4.,     Bpp         18303:172        24X  Fiche.  90-390.  83/04/23. 
830S030&06 

3309O30041   Foruard*   reeponses    to   821201    requast    for    addl    info  re 
Item*    1,  b,l    g.9  a   b  3   c    of   Branch    Technical    Position  CSB 
6-4   Info   includes   opening   supply  ti  exhaust   lines  fc  *flinic 
design  category    of   debris    screens 

MILLSrL   M        Tennes**e   Valley    Authority        B3/O4/26        ADEN8AM, E. 
Lieen*ing   Branch   4.       4pp         18300,332.       24X  Fiche.  30-390, 83/04/26, 
B303030041 

B303O30434  Forwards   comments    on  LLL    preliminary    sys    interaction  result* 
from  diagram  matrix   analysis    of   safety    injection   sy*. 
Terminology    used    In   rept   not    common    to    industry   &   should    be 
defined    at    first   ref 

MILLS.L  M        Tennessee    Valley   Authority.       B3/ 04/26,       ADENBAM.  E. 
Licensing   Branch    4        3pp         18292:131        24X   Fleht: 30-390, 83/04/36, 
B303030434 

S30S040B33   Inform*    that   consequences    of   unmitigated    boron    dilution 
event  meets   acceptance   criteria    for   postulated    accidents, 
Control    room  contains   adequate    audible   d  diicrete    info    to 
determine    boron   dilution    event 

MILLS, L   K,       Tennessee   Valley   Authority        83/O4/29.       ADENSAMi  E 
Lteen»ing   Branch    4.       2pp         18333  247,       24X  Fiche.  30-390, 83/04/09. 
8303040233 

6303090439  Generic    Ltr   83-20   to   all    operating   reactor    licensees   1 
holder*    of  CPi    re    Integrated    scheduling    for    Implementation 

of   plant   mods  Svc    list   end 

EISENHUT.D.O        Division   of   Llcentlng.       83/09/09  Consolidated 

Edison  Co.     of   Neui  York,     Inc.       l&pp.       1S627   193,       24X 

Fiehe' 30-000,  83/03/09.  8303090639 
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B30S2O0323   Forwards    evaluation   results    re    potential    Far    liquefaction 
of    soils    beneath    essential    raw   coaling    uater    pipelines 
Site-specific    ground    motion   d  modified    seed    «.    Idrlss    (1901) 
procedure    discussed    Proposed    830320  meeting    agenda    and 
MILLS,  L   M          Tennessee    Valley    Authority          B3/OS/17         ADENSAM,  E 
Licensing     Branch    4         3pp          1BSI7    0>43         H4X    Fiche    SO-39Q,  B3/O5/17, 
8303200323 

B3G5240d6O   Notification   of   830319  meeting    u/utll    in   Silver    Spring, MD    to 
dlacucs    proposed    application    of   watch    tower    power    black 
concspt 

KENYQ-N,  T    J         Licensing    Branch    4         B3/O3/17         ADENSAM,  E   0         Licensing 
Branch    4          4pp          1S393    174         24X   Flche    30-39O, B3/O9/17. 83O324Q660 

830-3230624    Recommends   meeting,  ui th in   3O   days    receipt    of    Itr, to 
diicusi    utll    plans    for    completing    environ    q.uol 1 f ication 
program 

NOVAK, T   M        'Assistant    Director    for    Licensing          B3/03/1B         PARRIS.H    O 

Tennaisen    Valley    Authority        3pp         18343:033        24X 
Fiche     30-390,93/03/18,8305230621 

03O333O42S   Roiponds    to  830101    Itr    re    environ    q.ual i Fi cati on    of 
safety-related    mechanical    equipment    located    in    harsh    environ 
arias,  Schedule    proposed    by    NHC    far    list    of   mechanical 
equipment    1    month    prior    to    site   audit. cannot    be    supported 

MIU_BrL   M        Tenn Valley    Authority        83/03/19        ADENSAM.  E 

Licencing     Branch    4,        3pp          1B3S3   263         S4X    Flche    30-390,33/03/19, 
3303230133 

E.     NRC    Safety   Evaluation   Report    (SER),     suppls    &   correspondence 


Inspection    reports,     IE   Bulletins    ft    correspondence 


B30327O133   Suppls    030117    response    to    notice    of    violation    contained     in 
IE    Insp    Repts    5O-39O/B2-33   f,    SO-391/92-33   Corrective 
actions    any    necessary    revs    to    operating    div     instructions 
UI  i  1 1    be    made    as    appropriate 

HILLS, L   M         Tennessee    Valley    Authority         63/03/18         D'REILLY.J    P 
Region    2.     Office    of    Director         2pp          18639    2OB         21X 
Fiche    30-390, 03/03/ IB,  B30327O133 

B21206O3B3    IE    Infa    Notice    B3-14,     "Deuatersd    Spent    Ion    Eichanae    Re-gin 
S-uscep  t  iliil  i  ty    to    Exothermic    Chemical    Reaction    "    Eve     list 
BTIC  1 

TAYLOR,  J   M         Division    of    Safeguards   &    Inspection    Programs     CPoit 
B3O103J         83/03/21  Consolidated    Edison    Cn       of    Neu    York.      Inc 

tlSpp          1B30B   319         21X    Flche    90-000,  B3/03/21 .  8313Q6O385 

B303270290   Forwards     IE    Insp    Reflts    SO-390/B3-Oi   S.    50-3^1/83-03   on 
830122-0222   No    noncomp 1 iance    noted 

VERRELLI.D   M         Division    of    Project   &   Resident    Programs          83/03/23 
PARRIS.H   0         Tennessee    Valley    Authority         2pp          1B643   344          24X 
Flche    30-390.03/03/23,0303270390 

—9305370303    IE    Insp    Ropts    5Q-39Q/B3-O6   *.    30-391/83-0^    on    930132-0323   No 
noncompl ianco    noted    Major    areas    Inspected     followup     on 
licensee    Identified    1  terns,  1  Icenseo   action    on   p-revlaus 
enforcement  matters   S<    independent    insp   effort 

HEATHEOLV,  T   L    ,     SWAN,  H         Region    2,     Office     of    Director          QUICK. D 
Division   of  Project   &  Resident   Programs         B3/O3/22         9pp- 
18643    346         24X   Fiche    30-390,03/03/23,9303270290 


S3O303O313   Foruiords    list    of    safety-related    electrical    components, 
r«iptctiv«    functions   d   summary    of    data    used    to    establish 
*Btpalnt*    for    balance-of-plant    equipment.  per    SER   Section 
7    1.3    1.  Info    completes   action    per    BER   Confirmatory    Item  21 
KAMMER,D   S        Tennessee   Valley    Authority        83^04/33        A  DEMS  AM,  E 
Operating-    Reactors   Branch    4        32ipp         18302  OO1         24X 
F£ch»>  30-390.  B3/04/33,  B303030D43 

H3O3130O20   Formardt   addl    justification    required    by    BER    (NUREO-OB47) 
(.hauling    that    ritearch    ti   test   result!    in   area    of    hydrogen 
control    capabilities    independent   af    containmnnt    iprau 
conditions    or    boundary    pressure    rotalnlng    capabilities 
MILLS.  L   M        Tennessee   Valley    Authority        S3/O3/1O        ADENSAM.  E 
Licencing    Branch    4        4pp         1B437    129        24X   Flche-  30-390,  B3/03/10, 
B303I3O02O 

B3O531OO39   Faruiards    info   re    schedule    for    steam    gentrator   mods,  per   SER 
(NUREO-Oa47)    design    changes 

MILLS.L.M        Tennessee   ValUy    Authority         B3/O5/H7        ADENSAM.  E 
Ltc*n*lna    Branch    4         Zpp          1BA33   307         Z4X    Flche    30-39O,  B3/O3/S7, 
83033  1Q039, 

F.     Secui  Jtg,     medical,    emergency   &    ftre    protection    plans 

83OS11OO34   Generic   Ltr  S3  -21    to   all    llcensBBB    of    operating    reactors, 
applicant*    for   OLs    tt   holder*    af   CPs   re    clarification    of 
ace***    to    control    procedures    for    lau    enforcement   visits 
Svc    1  lit    encl 

EISENHUT,  D-  Q        Division   of   Licensing         03/03/11  Consolidated 

Ed  I*  on   Co      of   Maul  Yorfc.     Itic         lipp         1S54O  093        34X 
Fichc    BO-OOO,B3/03/H,  8303110034 

S3O327OB2B   Ack    reciipb   of   8303O9    Itr    informing    NRC    of    steps,    taken    to 
correct   violations    noted    in    IE    In*p    Repts    30-39O/83-2Q   tt 
30-371/83-20 

VERRELLI.D   M        Division   of  Project   &   Resident   Program!        83/03/19 
PARRIS.H   O        Tennessee   Valley    Authority         ip.       10637'  193.       Z4X 
Flch*'  30-390.  B3/OS/19,  B303H70220 


—8303370233   Responds    to   NRC   BSiaii    Itr    re    violations    noted    in    IE   Insp 
R*pt>    9O-390/S2-20   &    30-391/33-80   Corrective    action* 
deficient    fire    dampen    replaced    or    determined    to    be 
adequate.  Tuo    dampers   not    in   compliance 

HAMMER,  D   8        Tennessee   Valley    Authority        B3/O3/09        0  "REILLY,  J,  P, 
Region   3,    Office  of   Director       2pp.       1B637-196       24X 
Flche    SO-390.  B3/03/19.  B303270228 

63033  t01B7    Foruards    physical    security    plan.  Plan   withheld 
(ref    IDCFR73  21)    Revs   requested    within   40    days    of    Itr 
receipt. 

ADENSAK,  E   8        Licensino   Branch    4        B3/O3/24.       PARRIS.  H.  0        Tennessee 
Vall*u    Authority         Zpp          18631    002         34X    Flche-  30-370.  83/03/24. 
83033101S7 

0,     Adviaory    Committi*    on  Reactor   Safeguards    report!    &   correspondence 

83091302*70  Summary   of  SABth  ACR8  meetings   on  080813-14   In 
Hashing  ton,  DC 

*      ACR8   -   Advisory   Committee    on  Reactor   Safeguards        B3/O3/03 

ACR9   -   Advisory   Committee    on   Reactor    Safeguards.       329pp,        13430:823 

S4X    Fiche:  30-OOO.  03/03/03,  B3O3130290, 


8303270651    Forwards    IE    Insp   Repts    30-390/83-03  &    3O-391/B3-04    on 
83022B-0304   fc    13-18   No    noncompliance    noted 

V£RRELLI,D  M        Division   of  Project   &  Resident   Programs         83/01/11 
PARRIS.H  0        Tennessee   Valley   Authority        2pp         1B&4&  3-14         SIX 
Ficha'  30-390,83/04/11,0309370631 

—8303270639    IE    Insp    Repts    SO-390/03-03   (.    90-391/S3-O4    on    B303aB-030-l    S. 
13-1B  No   noncompliancB  noted   Major   areas    Inspected    licensee 
action   on   previous    enforcement   matters,  independent    Imp 
efforts,  preservice    insp   It   saFety-related    structures 
CBLEY.J   L    ,     BLAKE.J   J        Region    2,     Office    of    Director          B3/O4/06 
I2pp         18616    346         34K   Flche    30-390,83/04/11,0303270651 

8303040021    IE    Info   Notice   03-21,     "Defective  Emergency   USB   Respirator    " 
Svc    list    encl 

JORDAN,  E  L        Division   of  Emergency   Preparedness  &    Engineering 
Response    (Post   030103)        B3/04/13  Cnnso 1 idatud    Edison   Co      of   Neu 

Vork,     Inc          126pp          18433    133         24X   Flche    3O-OOO,  B3/O4/  I  3,  B303040031 

B303040023   IE   Infa   Notice   93-32,     "BWn   Safety/Relief    Valve    Failures    '• 
Svc    Hit   encl 

JORDAN.  E  L        Division   of  Emergency   Preparedness   &   Engineering 
Response    (Post   830103)        03/04/22  Consolidated    Edison   Co      of    Neui 

Yori,     Inc          112pp          1B3B3   OB9         24X   Flche    50-OOO.  83/04/22,  B30304O023 

8303040023   IE   Info  Notice  83-23.     "Inoperable    Containment    Atmosphere- 
Sensing    Sys    "   Bvc    list    encl 

JORDAN.  E  L        Division   of   Emergency   Preparedness   &   Eng Inner  itin 
Response    (Post  S30IO3)        B3/04/23  Consolidated    Edison   Co      of    Neu 

York,     Inc         119pp          1B381    S91         24X   Fiche    50-000.  83/04/23.  B30304O025 

B303040026    IE   Info  Notice  83-21,     "Loose  Parts    in   Secondary    Side    nf 
8teim  Oanorators    at   PWRs    "   Svc    list   encl 

JORDAN.  E  L        Division   of   Emergency   Preparedness   Si   Engineering 
Response    (Post   B30IO3)        83/04/20  Consolidated    Edison    Co      af   New 

York.     Inc         113pp         18382  047        24X  Fiche   3O-OOQ,  B3/04/2B,  B3O30fl002fi 

8303040027    IE   Info   Notice   03-33.     "Standby    Qas    Treatment   Sy»   Huater   High 
T*mp    Trip    Betpolnt   Adjustment    "   Svc    list    encl 

JORDAN, E  L        Division   of  Emergency   Preparedness  !•    Enoineerlng 
Rssponse    (Post    830103)         B3/04/28  Consolidated    Edison    Co       of    NBLJ 

Vork,     Inc         HBpp          18302    163         21 X   Flche    30-000.83/04/38,8303040027 

B305270337  Ack   receipt   of   B30411    Itr    Informing   NRC    of    EtejUi    taken    to 
correct   violations   noted    In    IE    Insp   Repts   30-390/B2-20    ti 
30-391 /B2-SO 

VERRELLI.D  H        Division   of   Project   &  Resident    Programs.       83/05/03 
PARRIS.H  Q        Tennessee  Valley   Authority        Ip.        18A46-  116        34 X 
Flche    30-390,  B3/03/O2.  B3032/0337 

— 9303270567   Second    supplemental    response    to   NRC   3S121&    Itr    re    violation! 
noted   in   IE  in»p   Repts   30-390/B2-20  &   30-391/02-20 
Corrective  actions   drawings   will    be   revised    to    reflect   mark 
numbers    of  as-Installed   dampers    by    03043O. 

M1LLB.L   ti        Tennessee   Valley    Authority         B3/O4/H          O'REILLY.J   P 
Region  2,    Office    of  Director        Ip        18646:117        24X 
Fiche    30-390.93/03/02.8303270337 
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B3030400S9    IE    Info    No tics    83-26.      "Failure    nf   Safety/Relief    Valve 
Discharge    Line   Vacuum   Breakers     "    Svc     list    end 

JQRDANiE   (_         Division    of    Emergency    Preparedness    i<   Engineering 
Response    (Past  830103)        Q3/09/03  Consol idaiod   Edison   Co      of   Neu 

York,      Inc          laSpp         1B441     170         24X   Fiche    30-000. 93/03/03.  830304002B 

H303040Q3Q    IE    Info   Notice    83-27,      "Operational    Response    to   Events 
Concerning    Deliberate   Acts   Directed   Against   Plant 
Equipment    "  Svc    list   enc  1 

JORDAN, E   L         Division    of    Emergency    Preparedness    b   Engineering 
Response    (Post   B30103)          83/05/Q4  Consolidated   Edlion   Co      of   Nau 

Yort,      Inc          HSpp         18382   2B2         24X   Flche    30-000,93/03/04,9303040030 

6303040031    IE   Info  Notice   63-36.     "Criteria    tar  Protective  Action 
Recommendations    for   General    Emergencies    "    Svc    Hit    and 
JORDAN. E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post  830103)         83/05/04  Consolidated   Edison  Co      of  Neiu 

York.      Inc          Uvpp         19441    001          24X   Flche    50-OOO,  83/OS/04,  8303040031 

6303040033    IE   Info  Notice   83-29,     "Fuel    Binding   Caused   by   Fuel   Rack 
Deformation    "   Svc    list    end 

JORDAN. E  L        Division   of    Emergency   Preparedness   fr  Engineering 
Response    <Post   8301031         83/05/06  Consolidated    Edison    Co      of   New 

Yorfc,      Inc          llSpp         1BS23   248         24X   Fiche    50-000,83/03/06,0303040033 

8309270413   Forwards    IE    Insp    HeptS    50-370/83-10   i   50-391/83-08   on 
830411-13  No  noncompl Jance   noted 

VERREULl.D    M        Division    of   Project    d   Resident   Programs         83/03/09 
PARR  IS, H   Q         Tennessee    Vslleu    Authority         2pp         1B648   299         24X 
Flche    50-390,  83/05/09,  83O5270fll3 


8303030093  Second    Interim   deficiency    rept   re    incorrect    insulation 
weights    used    in    piping    analysis    Initially    reported    on 
820825  QA  documents    being    prepared    to    substantiate 
insulation   data   Next   rept    expected    by    930921 

MlLLS,L   M         Tennessee    Valley    Authority         63/04/33         O'REILLY.J   P 
Region  2,    Office   of    Director        3pp         10397  239        24X 
Fithe    30-390,  B3/04/29,  B303O300B2 

8303030379  First    interim   deficiency    rapt    re    inaccurate   results    from 
ANCHORS   computer   program    Initially    reported    on   83Q329 
Program   being   modified    to   automatically    calculate    direction 
cosines   Neit   rept    to    be    submitted    by   S309H3 

MlLLS.L   M         Tennessee    V»ll«y    Authority         83/04/26         O'REILLY.J   P. 
Region   2,     Office    of    Director         2pp          13303    309         2AX 
Fiche    30-390,83/04/26,9303030378 

B3030SOOfi7  Ninth    interim   deficiency    rapt   re    seismic    qualification   for 
chillers/coolers    b   deficient   piping    of    HVAC    sgi   &    Improper 
clarification    of   ERCU   sys    piping   !<   components    Initially 
reported   on  810324  fc   0307i respectively    Next   rapt    ana   B30929. 
MILLSiL  M       Tennetsea   Valley   Authority        B3/04/27        O'REILLYiJ  P 
Region   2,     Office    of    Director         4pp          18343   063         S4X 
Fiche    90-390,83/04/27,8303030067 

9303030133  Final    rept    for    Deficiencies   A   tt  D  re   procurement    control 
activities  which    could    lead    to    shipment   of    defective 
equipment  t<  adversely   affect    plant    safety    Initially    reported 
on   BI0316 

MILLSiL  M        Tennessee   Valley    Authority        83/04/37        O'REILLY.J  P 
Region   2,     Office    of    Director.        3pp          10341    OB3         24 X 
Flche    30-000,  83/04/87,8303030132 


— 83032704EO    IE    Insp    Repti    30-390/B3-1O   S.   50-39i/B3-OB   on   830411-13   No 
noncompllance  noted  Major   areas    Inspected    licensee   action 
on  previous   enforcement  matters, 1 icensae    identified    items* 
Inspector    foltouiup    items  i    independent    Insp    effort 
GIBBONS,  T   D  ,    CQNLONrT  E       Region   2,    Office    of   Director        83/03/06 
4pp         IB643   301         24X    Fiche    30-390,  B3/05/09. B303370413 

8303040034   IE    Info  Notice    B3-30,     "Misapplication   of  Generic   Emergency 
Operating   Procedures    <EOP>   Guidelines    "  Svc    list   encl 
JOHDANi  E  L        Division   of    Emerjency   Preparedness  !<  Engineering 
Response    (Post   S30103)          83/O5/1 1  Consolidated    Edison    Co      of   Neu 

York,     Inc         llflpp        105B4   003        SflX  Flche    50-000.83/03/11,83030-10034 

B303040040   IE    Info  Notice   63-31,     "Error    in  ADLPIPE  Computer   Program   " 
Svc    list    incl 

JOROANrE  L        Division   of   Emergency  Preparedness   fr  Engineering 
Response    (Post   6301O3)         S3/05/19  Consolidated   Eiflson   Co      of    Neu 

Yort,     Inc          114pp         1B697   O09         34K   Ficfte    30-000, S3/03/19.  B303040040 

0305370323   AcJi    receipt    of   B30S09     1  tr    informing    NRC    of    step)    taken    to 
correct  violations   noted    in    IE    Insp   Repts   30-39O/B2-20  fc 
30-39 I/B2-2O 

VERRELLt.D   M       Division   of   Project  fc  Resident  Programs        83/03/19 
PARRIS,H  0        Tennessee   Valley  Authority        Ip         1B637,  193        S4X 
Flche   30-3190,83/05/19,9303270320 

—8303370233  Jiespondi    to  NRC  B21316   Itr   re   violations   noted    in    IE    Insp 
Rept«    5Q-39Q/aa-2Q   (.   30-391/B2-2O   Corrective    actions 
deficient    fire   dampers    replaced    or   determined    to   be 
adequate   Two   dampers   not    In   compliance 

HAMMER, D  S        Tennxsee    Valley    Authority        B3/O3/09       O'REILLYiJ  P 
Region  2.     Office   of   Director        2pp        18637    19&       24 X 
Flche    30-390,  B3/OS/19,  9305270238 

Q303040046   IE    Info  Notice  B3-33,     "Nonrtpresentatlve   Sampling    of 
Contaminated   Oil    "   Bvc    list   enc J 

JORDAN.  E  L        Division   of   Emergapiay   Preparedness   &  Engineering 
Reipon*e    (Post  6301D3)        S3/03/Si  Consolidated   Edison  Co      of  Naui 

Vork,     Inc          114f>i>         18647    O07         24X    Flche    30-000, 93/O3/26,  B303040046 

S     Reports!) le    occurrenceii    LERs  d   related   correspondence 

B30311O427  Part   31   i<  deficiency   repts   re   mtsoperation   of   DS-416  reactor 
trip   un'ervol tage   devices    Initially   reported   an  S304EO 
Attachments   uil)    be   replaced  u/dflvicei   u/uldened   grooves 
to  accommodate   neu  retaining    rings  Mfg    drawings   revised 
RAHE.E.F         Uestlnghous*    Electric    Corp         83/04/21         DEYOUNG,  R    C 
Director's    Office,    Office    of    Inapectlon  and   Enforcement.      5pp 
1940S   093         24X   Flche    30-OQQi  83/O4/21, B3031 10437 

8303030072  Flr»t    Interim  deficiency   rept   re    loose  matl    in  steam 
generator    Initially  reported    on   830333  All    loose    Items  t 
matl    determined   detrimental    removed    from  generators   Next 
rept   expected   b\i  630803 

MI  LIB,  L  II        Tennessee  Valley  Authority!       93/04/23       O'REIULYiJ  P 
Region  2,    DJfFice   of   Director        2pp        19300,349        24X 
Fiche   S0-390f  83/04 /2Si  9303030072 


B303030S33  Second    combined    interim   deficiency    rept   r«    alternate 
analysis    piping    program  Significant    breakdown   of   program 
requires   reverif icatlon    of   alternate   analysis.  Full    review 
program  underway    Next   rept    eipected    by    830930, 

MlLLSiL  M        Tenne**ee   Valley    Authority        B3/04/H7        D'REILLY,  J.  P. 
Region  2,    Office    of    Director        flpp         1B337  329        34.x 
Flche   SO-390,  93/04/27.  93030S023H 

B30S030079  First    interim  deficiency    rept    re    spacing   &   clearance    In   high 
pressure    firs    protection    tprlnltler    sys    In   auxiliary    bldg. 
Initially   reported    on  830331    Evaluation    in    progress   Next 
rept  will    be    lent   by   830424 

MILLS, L  M       Tennessee   Valley    Authority        B3/04/2B.       Q'HEILLYi  J.  P. 
Region  2,    Office    of   Director        2pp         18343    130        S4X 
Fiche   30~390tB3/04/3B,B3030S007B 

B3030901B8  First    interim  deficiency    rept   re    tubillne    matli   supplied 
by   Capital   Pipe   not   mfg    per   SA  program    Initially    reported    on 
830329   Investigation   of    involved    carbon    steel    fittings    & 
flange*    continuing   Next   rapt    eipected    by    B30706, 

MILLB.L  M       Tennessee   Valley    Authority        03/04/29        O'REILLY,  J.  P. 
Region  3,    Office    of   Director        2pp,       18341    076        34X 
Flche    30-000,83/04/38,8303030189 

8305090243   Third    interim  deficiency   rept    ra   high    point   venting    In  EHCU 
sy*.  Initially    reported    on  62O930  Performance    evaluation 
ongoing   Next   rept   will    be    tubmitted    by   830729. 

MILLS, L  M        Tennessee   Valley   Authority        83/04/29        O'REILLY,  J  P 
Region  3,    Office    of    Director         Ip         18338  036        24X 
FiChe    30-390,  83/04/3Bi  8303030243. 

B3O30S0047  Fourth    interim  deficiency    rept   re    questionable   patches   of 
plastic   cement  mortar   Initially   reported   on  B20429  Three 
of   30  supports    determined    to    be    in  violation   of   Const   Spec 
Q-32  Neit   rept  Wl  1 1    ba   submitted    by   830005, 

MILLS,  L.  M,      Tennessee   Valley    Authority,       83/04/29.       O'REILLY,  J  P. 
Region  2,    Office    of   Director.       Ip         1 833 B, 330        34X 
Flche   SO-390,  B3/04/29,  8303030047. 

B30311030S  Final    deficiency    rept   re    Incorrectly   ulred    ERCH    flaw  control 
valves. Initially    reported    on   830403  Event    determined 
Isolated    condition   caused    by    misinterpretation    of    conduit 
drawings   Operator*    rewired   &   personnel    relnitructed 
MILLS,  L  M        Tennessee   Valley   Authority        83/03/O3        O'REILLY,  J.  P. 
Region  2,    Office    of   Director        2pp         18403,046        E4X 
Fiche-  30-391,  B3/03/03,  8303110303 

B3031IO317  Seventh    interim   deficiency    rept   i*e    lack    of    documentation   for 
rock    supported    structures    for    I-ineh    differential 
settlement    Initially    reported    on   B107O7,  Design   criteria 
being    prepared   Next    rept    by   830922 

MILLS, L  M        Tennessee   Valley    Authority        83/09/04.       O'REILLY,  J  P 
Region  2,    Office    of   Director        3pp         18393-183        24X 
Flche' 30-390.  83/03/04,8303110317. 

8303110319  First    Interim  rept    re   Deficiencies    1,2  &  3  QA   program   per 
TVA  Personal    Svci    Contract   TV-49310A  u/Ollbert  Assoe. Written 
Instructions   &  procedures   not   provided    to   contractor    in 
parf ormlng/documentlng    piping    analysis,  Review  underway 
MILLS, L  M       Tennessee   Valley    Authority        83/08/03        O'REILLY-JP 
Region  2,    Office   of  Director.      Spp        lB3f3' 101.      24X 

Fiche    30-000,83/03/03,9303110319. 
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0309130133  Supplemental  info  to  final  deficiency  rept  re  Insufficient 
documentation  for  protective  devices  Initially  reported  on 
810313  Completion  date  far  corrective  actions  delayed  until 
830331  One  field  change  request  remains 

MILLS, L  M    Tennessee  Valley  Authority    B3/O5/O6    O'REILLY.J  P 
Region  3,  Office  of  Director    lp    18437  279    34X 
Filths  30-390,  S3/O3/O6,  830313O133 


8309230969  Fifth  interim  deficiency  rept  re  eicesaive  movement  of 
containment  penetration  bellaua  Initially  reported  on 
811S04  Analysis  Problems  N3-63-7A  t.  M3-74-1A  reanalyied 
Support  mods  required  Neit  rept  due  by  B 3 09 30 

MILLS, L  M    Tennessee  valley  Authority    83/05/13    O'REILLY.JP 
Region  2.  Office  of  Director    lp    18936  318    24 X 
Flche  SO-39O,  B3/09/1B.  8305230569 


B303130S17  Addl  Info  to  final  deficiency  rept  re  nonconservative 
calculation  method  for  general  Const  Spec  G-33  Initially 
reported  on  B2O32B  Rev  to  Design  Btd  DS-C6  1  mill  be  Issued 
bg  830630 

MILLS, L  M    Tennessee  Valley  Authority    03/03/06    O'REILLY.J  P 
Region  3,  Office  of  Director    tp    1B440  OS9    34 X 
Fiche  30-390. 83/03/06,8303130317 


0305250421  First  interim  deficiency  rept  re  qualification  of  rim  lie 
loads  in  reactor  coolant  loop  Initially  reported  on  030421 
Review  of  analysis  problems  in  progress  Neit  rept  by  830921 
HILLS, L  M    Tennessee  Valley  Authority    83/05/19    O'REILLY, JP 
Region  2,  Office  of  Director    2pp    1B5S5  363    24X 
Fiche  50-390,83/05/19,8305290421 


9309170288  Second  interim  deficiency  ropt  re  incorrect  USB  of  Category 
I(L>  supports  on  pipes  near  water  chillers  Initially 
reported  on  830117  Scope  of  Investigation  expanded  to 
Include  generic  implication*  Neit  rept  expected  by  830922 
MILLS,!,  M   Tennessee  Valley  Authority    B3/03/O9   O'REILLY,  J  P 
Region  2,  Office  of  Director    2pp    13163  071    24X 
Fiche  30-390,  B3/O5/09.  S3031702B8 

8303170299  Final  deficiency  ropt  re  lack  of  support  for  reactor  bldg 
annulus  floor  drain  Rump  Initially  reported  on  821207  Pipes 
anelyied  &  appropriate  seismic  supports  designed  under 
Engineering  Change  Notice  ECN  3234 

MILLSiL  H    Tennessee  Valley  Authority    S3/03/O9    O'REILLY.J  P 
(legion  2.  Office  of  Director    Spp    18463  066    24X 
Fiche  30-390,83/09/09,8303170299 


8309290439  Final  rept  TO  deficiencies  In  Ameron  cement  mortar  lining 
Initially  reported  on  820521  Corrections  to  each  deviation 
listed  Also  reportable  per  10CPR21 

MILLS, L  M    Tennessee  Valley  Authority    83/09/20    O'REILLY.J  P 
Region  2,  Office  of  Director    <bpp    18983  293    24X 
Flche  90-390.83/05/20,0309330433 


G3O5310173  Second  Interim  deficiency  rept  re  failure  of  curtain-type 
fire  dampers  to  close  Initially  reported  on  831023 
Engineering  change  notice  issued  to  add  negator  closure 
springs  &  positive  latches 

MILLS,!,  M    Tennessee  Valley  Authority    63/03/33    O'REILLY.J  P 
Region  3,  Office  of  Director    lp    10658  149    24X 
FUhe  3O-390.  83/03/33,8303310172 


S 30 3 200274  Revised  final  deficiency  rapt  re  unqualified  control 
equipment  Initially  reported  on  BOO922  Control  equipment 
seismic  qualification  test  requirements  will  be  reviewed 
MILLSiL  M   Tennessee  Valley  Authority    B3/OS/11    O'REILLYiJ  P 
Region  2,  Office  of  Director    2pp    18318  094    24X 
Flche  30-390,83/09/11,8303200274 

B309200273  Eighth  interim  deficiency  rept  re  retrievable  info  used  In 
piping  analysis  Initially  reported  on  810316  New  Engineering 
Procedure  BHP-EP  43  22  written  Drawings  containing  reviewed 
b  updated  quality  Issued 

HILL8,L  H    Tennessee  Valley  Authority    83/03/11    O'REILLY.J  P 
Region  2,  Office  of  Director    lp    10316  31B   21 X 
Fiehe  30-390,  83/03/11, B30SEOQ273 

8309200343  Buppl  to  final  deficiency  ropt a  re  Class  1C  electrical 
components  for  ERCW  traveling  screen*  Initially  reported  on 
81031B  Qualified  motor  search  continues  Corrections  to  be 
completed  by  831001 

MILLS, L  M   Tennessee  Valley  Authority    B3/09/11    O'REILLY.J  P 
Region  2,  Office  of  Director    lp    18316  232   24X 
Fiehe  30-390,83/09/11,830330034:. 

8303230373  Final  deficiency  rept  re  missing  seismic  design 
documentation  for  auxiliary  bldg  platform  Initially  reported 
on  820426  Required  drawing  revs  completed  Field  mods  ulll  ha 
completed  by  B30801  It  S40214  for  Units  1  h  2,  respsc  tlvel  y 
MILL8,L  M   Tennessee  Valley  Authority    03/03/13   0 'HE  ILLY,  J  P 
Region  2.  Office  at  Director    Bpp    18337  309   34X 
Fiche  30-390,  B3/O3/13,  8303230973, 

0303200387  Second  revised  final  deficiency  rept  re  attachment  of 
conduit  &  piping  supports  to  cable  tray  supports  Initially 
reported  on  820607  Previous  decision  re  nonapp  1  icability 
of  10CFRSO  33<el  sustained 
HILLS.L  M   Tennessee  ValUy  Authority   S3/03/16   O'REILLY.J  P 

Region  S,  Office  of  Director,   2pp    18319  086    24X 
Fiche  30-390.83/03/16,8309300387 

B3032304B2  Third  interim  deficiency  rept  re  incorrect  supports  in 
analysis  of  3-inch  chemical  vol  &  control  ays  line  Initially 
reported  on  830303  Addl  problems  identified  Field  mods 
required,  Next  rept  ulll  b*  submitted  by  830935 

MILL8.L  M   Tennessee  Valley  Authority.   83/03/17   0'REILLY,J  P 
Region  2,  Office  of  Director   2pp,   18937  149   24X 
Fiche, 30-390,  83/O3/17,  83038.30483 

B3Q3230433  Final  deficiency  rept  re  inadequate  freeze  protection 
Initially  reported  on  B10413  Piping  to  ERCW  pump  motor 
cooler  redesigned  to  be  self-draining 

M1LL8.L  M   Tennessee  Valley  Authority    83/09/18   O'REILLY,  J,  P, 
Region  S,  Office  of  Director  ,  2pp   18338  212   24X 

Flehe. 30-390,  B3/O9/18.  8303230433 

B30B230447  Second  interim  deficiency  ropt  re  auxiliary  instrument  room 
fire  door  failure  Initially  reported  on  82I8S9  Lower  flush 
bolt  not  engaged  in  strike  plaba  at  floor  Acceptance 
criteria  established  for  max  room  pressures 

MILLB.L  M   Ttnn*«*Bt  Valley  Authority    Q3/09/18   O'REILLY,  J,P 
Region  S,  Office  of  Director    3pp    18338-194.   24X 
Fiche  90-390,83/03/18.8309230447 


DOCKET  30-393  VIRGIL  C   SUMMER  NUCLEAR  STATION,  UNIT  1 

E  NRC  Safety  Evaluation  Report  (SER),  suppls  k  correspondence 

B309200Q13  Summariies  830310  te Icon,  c lari fy ing  SER  description  of 
f Bediuater  mgd  Isolation  Ingle  Reverse  flush  valves  provided 
lu/Class  IE  Trains  A  &  0  closure  signals 
DIXON.O  W    South  Carolina  Electric  b  Das  Co    83/03/12    DENTON,  H  R 

Office  of  Nuclear  Reactor  Regulation.  Director   2pp    1831i  096 
24X  Flche  50-399,83/05/13,8305200913 

F  Security,  medical,  emergency  ft  fire  protection  plans 

8309030010  Advises  that  position  concerning  nonestabl ishment  of 
backup  emergency  operations  facility  (EOF)  unacceptable 
Plans  to  establish  EOF  by  83O601  must  be  submitted  &  must 
meet  NUREO-0737,  Buppl  1  (Generic  Ltr  82-33)  criteria 
EISENHUT.  D  0   Division  of  Licensing   H3/04/29   DIXON.O  W   South 
Carolina  Electric  &  Gas  Co    3pp    18310  393    24X 
Fieho  90-395,83/04/39,0303030010 

8303090311  Releases  public  version  of  rev  to  emergency  plan 
Impl  B  merit  Ing  procedures 

FELTON,  J  M   Division  of  Rules  and  Records   B3/04/B3     Document 
Management  Branch    lp    1B332  IBS   24X  Fichu  50-395,83/04/29, 
8303090311 

— 0309090317  Forwards  public  version  of  Rev  S  to  Emergency  Plan 
Implementing  Procedure  EPP-002,  "Communication  t, 
Mot  if  Ication"  tt  Change  1  to  Rev  1  of  EPP-oao,  "Emergency 
Personnel  Exposure  Control  " 

DIXON.O  W   South  Carolina  Electric  t>  Oaa  Co   83/03/29 
DENTON, H  R,   Office  of  Nuclear  Reactor  Regulation,  Director   2pp 
1B392  106    24X  Fiche  30-399,83/04/23,8303030311 

— 3303090321  Public  version  of  Rev  3  to  Emergency  Plan  Implementing 
Procedure  EPP-002,  "Communication  S,  Notification"  i  Change  1 
to  Rev  1  of  EPP-020,  "Emergency  Personnel  Exposure  Control  " 
COUNTS,  M  .  BRADHAM.A  S    South  Carolina  Electric  &  Qai  Co 
83/03/13,   40pp    18332  188    24X  Flcho  30-399,  03/04/23,  830503031 1 

B303270436  Forwards  IE  In*p  Rept  30-399/B3-07  on  830314-17  No 
noncompl iance  noted 

VERRELLI,  D  M   Division  of  Project  b  Resident  Programs   83/04/23 
DIXON.O  M    South  Carolina  Electric  %  Gas  Co    2pn    18662  119    24X 
Flehe.'  30-395,  03/04/33.  8305270436 

— 8303270446  IE  Imp  Rept  50-393/83-07  on  830314-17  No  noncomp  liance 

noted  Major  areas  inspected  coordinated  emergency  response 
exercise 

CLINE.W  £  ,  STANSBERRY.M  W   Region  2,  Office  of  Director 

JENKINS,  0  F!  Division  of  Emergency  Preparedness  &  Materials 
Safety    83/04/14.   8pp    18662  117    24X  Flche  90-393,83/04/23. 
8303270436 


8303060130  Forwards  Amend  13  to  License  NPF-12,  safety  evaluation  ti 
notice  of  issuance  b  availability  Amend  changes  Tech  Spec 
to  reflect  addl  fire  protection  equipment  Installed  i. 
actual  location  ti  number  of  fire  detectors. 

ADENSAH.E  G   Licensing  Branch  4   83/04/27   DIXON.O  M   South 
Carolina  Electric  &  Gas  Co   2pp    1B359  310   34X 
Flehe  30-395.  83/04/27,  B30306O130 
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— B30306O282   Amend    15    to    License   NPF-12.  changing    Tech    Spec    to    reflect 
addl     fire    protection    equipment     instal led , actual     location    & 
number    of    Fire    detectors   &    location    of   water   spray   & 
spr  Inkier    ays 

ADENSAM,E    0         LlcenslnB    Branch     4         03/04/37         13pp         18339   312 
2.4X    Fichc    30-393,  03/04/27,  B305O60130 

— 0305060308   Safety    evaluation   supporting    Amend    15   to  License  NPF-12 
•      Office    of   Nuclear   Reactor  Regulation,     Director        B3/Q4/27         2pp 
1B3S9   327         24X    Fiche    30-393,  93/04/87,  S3O9O6O130 

— B3O5O60P95    Notice    of    issuance    &    availability    of    Amend    19    to    License 
NPF-12 

ADENSAMrE    Q         Licensing    Branch    4         B3/O-4/27         3pp         10339   329         24X 
Fiche    30-393,  B3/O4/27, B3O5Q6013O 

8309O70454    Forwards     IE   Safeguards     Insp    Rept    5Q-393/93-13    on    B209Q3- 
830406    Ma    mmcomp  1 1  ante    noted 

O'REILLV,  J   P          Region    3,     Office    of   Director         83/03/06         DIXON.O    14 
Bo-uth    Carolina   Electric    t>   Oas    Co.        Spp  18363   3il         34X 

Fiche:  30-395,  93/03/06.8309090434 

--B3O30904&1     IE   Safeguards    Insp    Rapt    30-395/83-13    on   B209O3-B304Q6.  No. 
noncomoliance    noted    Major   areas    Inspected    licensee 
invalidation   of    p  re  employment    screening    -records   Details 
withheld     trel    10CFR73   21) 

TGBIN.W   J    ,     PERKY. C    ,     LANKFORD,  J        Region    2,     Office   of    Director 
33/03/04          Ip          18362   263         24X    FIChe    50-373,  B3/OS/06.  B30S0704S4 

0303110034    Generic   Ltr  B3-21    to   all    licensees    of   operating   reactorsj 
applicants    fur   OL*    t,  holders   of   CPs    re    clarl  f  lea  tlnn  of 
access    to    control    procedures    For    law  enforcement    visits 
Svc    11  it    and 

EISENHUr,  D  Q        Division    of  Licensing        63/05/11  Consolidated 

Ed  is  on    Co       nf    Neu   York.     Inc          Ifipp          16940   O9S         24X 
Flcha    50-000.83/05/11,0303110034 

0303180373    Requests    exemption    from   Generic    Ltr    82-33   requiring    backup 
emergency    operations   facility    to    be    located    within   10   to  SO 
mile*    of    plant    site    Approval   requested    to    have   backup 
emergency    oper-ation-i    facility   at    corporate    ofc. 
DIXOW.Q  W        South    Carolina   Electric   i  Oas   Co        83/03/16        DENTON,  M  R 

Office    of    Nuclear   Reactor  Regulation.    Director        Spp        13-486  357 
24X   Fiche    5C-395.B3/03/16,B3Q518O373 


P     Operating    license    stage  documents    t   correap ondencs 


S30904001Q    Informs    that    relief    from   preservice    hydrostatic    tests 
required    by    ASHE   Code    Section    IX    justifiable    Alternative 
program    incorporating    NRC    evaluation   uil  1 1    provide   acceptable 
level     of    structural     integrity    EER    &   FR    notice    forwarded 
NOVAK. F   M         Assistant    Director    far    Licensing         83/04/22         DIXON, 
South    Carolina    Electric    &   Oas   Co          Spp          1B331    216        24X 
Fiche    30-373,  B3/O4-/22.  B30S04001O 


— 8309060299   Notice    of    Issuance   tt  availability    of    Amend    13    to  License 
NPF-12 

ADSNBAM.  EG        Licensing    Branch    4        B3/04/27        3pp         IBS 39  339        Z4X 
Fiche    30-393,03/04/27,8303060130 

B3030204S3  Oenaric    Ltr  93-19   to   all    power    reactor    Ii   testing    llctnsett 
re    neoj  procedures    for   providing    public    notice    concerning 
iouancn   of    amends    to  OLs    Svc    list    end 

EISENHUTrD   0        Division    of    Licensing        83/03/02  Consolidated 

Edison  Co      of   Neu   York,     Inc         SOpp         1B44I'1KO        24X 
Fiche  3O-000,  83/03/02,  B303020493 

B303O60619  Discunes    steam   generator   mod    to   OL  Conditions   2  CI14)    & 
2  C(32>    LaoEB    parts   monitoring    program  b  monitoring    of 
fetduatcr    inlet    pressure    osclllationi    c  larif  led,  per   B30413  Si 
O214    Itri.  respectively 
DIXON.O  W        South    Carolina   Electric    &  Oas   Co        83/09/03        DEHTON,  H  H 

Office    of    Nuclear  Reactor   Regulation!    Director        3pp         18348  339. 
24X-   Fiche    30-393,83/03/03,0303060619 

83031 10136  Advises    that   action   required    by    Q30203    on   Amend    9,  Paraar«ph 
3,  to  License  NPF-12  &  Generic    Ltr   83-07   completed',  based    on 
utll    negotiating   ui/DDE   re    disposal    of    high    level    uaste    or 
spent   nirclear    fuel 

ADENSAMi  E   G         Licensing    Branch    4         83/03/03         DIXON, 0   H         South 
Carolina   Electric    b  Gas   Co    •    Sfp         18421    233        54 X 
Flcha    30-393,83/03/03,8303110136 

B3031O0301    In -forma    of   cofflplstion    of    evaluation    of    piping    associated  u/ 
feeduater  mod,  piping    break    b loudoun,  pipe   whip,  jet 
Imp ingemsnt   &  reactive    force*    to   assure   FSAR   commitments 
unc  hanged 
DIXON, 0  W        South    Carolina   Electric    &  Oas   Co,       B3/03/04        D£NTt)N,H  R, 

Office    of   Nuclear   Reactor   Regulation,    Director        2pp         18^71.249 
24X    Fiche    30-393,53/05/04,0303100301 

B3032O0113  Forwards    request    for   addl    Info   on   utll    rept,     "Btiimic 
Confirmatory   Program   for   Equipment   ti   Components    for 
VC   Bummer  Nuclear    Station   -  Feb    1983,"    submitted    In   response 
to    OL   Condition   2    C<83) 

ADENSAM.E  0        Licensing    Branch    4        83/03/04,       DIXON,  0  H        South 
Carolina    Electric:    &  Oas   Co        3pp         1S940  31B        24X 
Fiche    30-395,83/09/04,8303200113 

B3031B0012  Forwards    Amend    16   to   License  NPF-12, safety    evaluation  h 
notice   of    Issuance   &  availability    Amend    permit*    operation    of 
modified    Model    D-3   steam   generators 

ADENBAM,  E  0.       Licenilng    Branch    4        83/03/09        DIXON,  0  W        Bouth 
Carolina   Electric    &  Oai   Co        4pp         18497,138        S4X 
Fiche    30-393,83/09/03,0303180012 

— B305I00D15  Amend    16    to   License   NPF-1H,  permittlno    operation   of   modified 
Model    D-3   steam   generators 

EIBENHUT,  D  O        Division    of   Licensing        83/03/03        9pp,       18497   14S, 
24X  Fiche    30-393,83/03/03,  S3031BO012 


— 830304Q01&  Safety    evaluation   supporting    utll    request   for  relief    from 
preservice    hydrostatic    test   required    bij    AEME  Code   Section 
IX 

«      NRC  -   Mo   Detailed   Af  tl  1  lati  c-n   Given         33/04/22        4pp 
[8331    SIB         H4X    Fiche    30-393, 83/04/23,  B303040O1O 

— 93030400)21    Notice    of   granting   of    relief   from    certain  requirements    of 
ASME   Code    Section    IX    Inservice    (testing)    requirements 

ADENBAM,  E    O         Licensing    Branch    4         B3/O4/22.       Spp         1B331:222         34X 
Fiche    30-393,  B3/04/22,  030304O01O 

0305030014  Requests   remittance   of   Class    III    fees    far  030127  &   OE18 
applications    requesting    relief    from  req,ul vements    of  ASME 
Cotfe   Section    XI    re    hydrostatic    t*«ting    of    feeduater   sys 
01 008, R    »        Llceni*   Fee   Management    Branch         B3/04/26       DIXON,  O  H 
South   Carolina   Electric    Si  Oas  Co         Ip         1B31O:348       24X 
Fiche    30-393,  83/O4/36,  B3O3O300 1 4 

a 30 SOii 01 30   Forwards  Amend    13   Co  License  NPF-12,  safety   evaluation  & 
notice   of    issuance    b  availability    Amend    change!    Tech  Spec 
to   reflect   addl    fire   protection   equipment    installed  b 
actual    location   &  number    nf    fire    detectors 

ADENSAtfj  E  Q        Licensing    Branch    4        83/04/37        DIXON,  0  M        South 
Carolina    Electric  &    Oas   Co        2ap         1B339  31O        24 X 
Fiche- 30-393,  83/04/27,8303060130 

— 8303060283   Amend    15    to   License   NPF-13,  chang ing    Tech  Hpee    to    reflect 
addl    fire    protection    equipment    Instal 1 ed> jc tual    location   b 
ni»ffi&*r    of   fire    detector*  fc   location   of   iuat»r   spray  b 
sprlrik  1  er    tij  i 

ADEMSAM.E  Q        Licensing   Branch    4        03/04/27        ISpp        1839 9  312 
24X  Fiche   50-393,83/04/27,8305060130 

— B305060EBa  Safety    evaluation   supporting    Amend    19    to  License    NPF-12 
t      Office   of    Nuclear   Reactor   RBoulition,    Director        03/04/27        8pp 
18339    337,        34X    Fiche,  30-393,  83/O4/37i  B3O3O60I30 


— 8309180020  Safety    evaluation    supporting    Amend    16   to   Ltc*ns*  NPF-12 
*      Office    of    Nuclear   Reactor   Regulation,    Director        B3/OS/03 
lOpp         184197    147        SIX   Flche    90-399,83/03/03,8303130012 

— 9309100023  Notice    of    ^nuance   &  availability    of   Amend    Ik    to   License 

NPF-ia 

ADEN3AM,  £  0,       Licensing    Branch    4        B3/03/03        3pp         18497   137.      84X 
Fiche    30-393,  B3/O9/03,  83Q31B0012 

B 303 0706 39   Generic   Ltr   83-20    to   all    operating    reactor    llcensiei   & 
holders    of   CPs   re    Integrated    scheduling    for    Implementation 
of   plant   mads, Svc    list    encl 

EISENHUT.DQ        Division   of   Licensing.       33/03/09.  Consolidated 

Edison  Co      of  Neu  York,     Inc         16pp         18627    133        24X 
Fiche   30-000,03/03/09,8303090639 

BGD3180442  Forwards    fees    for   revieus    of    tuo   separata   requests    for 
relief   from  A8ME  Code    Section   XI    requirements 

DIXON.O  U       South    Carolina   Electric   &   Gas   Co        83/05/12        DIBfiS.R  M 
License  Fee   Management   Branch        Bpp         1B486    181        24 X 
Fiche   30-393,83/03/12,8303100442 

B303290492  Foruards    list   of   Class    IE   electric    equipment    Important    to 
safety, per    IOCFR90. 49.  Schedul e    for   environ   qualification   of 
remaining    equipment    encl 
IHXON.O  tf        South   Carolina   Electric   &   Oas   Co        83/09/17        DENTON.H  R 

Office    of  Nuclear    Reactor   Regulation,    Director        SOpp.       19389,303, 
24X   Fiche    30-39S, 83/09/17, 830323O49B 

93.O331OC24   Requests   addl    fee    based    on  Class    III    determination    for 
Amend    16    to  License   NPF-12, permitting    operation   of   modified 
Model    D-3   cteam    generators. 

DIOOS,  R  M        License   F*e  Management  Branch        83/03/24        DIXON,  D.  H 
Bouth   Carolina   Electric   t,  Oas   Co         Ip         1B662  260        24X 
Flche:  30-393,  B3/03/S4,  8309310284, 
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Inspection    report*.     IE   Bulletins    ti   correspondence 


8212O6Q3B5    IE    Info   Notice   03-14,     "Deuatered    Spent    ton  Eichange   Ro*ln 
Buic  eptlb  i  1  1  ty    to   Eiothermlc   Chemical    Reaction    "    Svc    list 
*nc  1 

TAYLOR,  J   M        Division    of  Safeguards   &    Inspection    Program*    (Post 
630103)  83/03/21  Consol  1  dated    Edison    Co       of    Neui   York,      Inc 

1B3OB   319         34X   FlEhe    SO-OOO,  B3/03/21  ,  8312060333 


8305270412    Act    receipt    of   830329    Itr    informing    NRC    of    step*    taken    to 
correct    violations    noted    in    IE    Imp    Rept    30-393/33-01 
LEWIS,  R    C          Region    S,     Office    of    Director         B3/O4/11          DIXQN.O   W 
South    Carolina    Electric    t>  Oas   Co         Ip         1B64S   O01        24  X 
Fich«    3Q-39S,B3/04/11,  8303270413 

--8303870422   Rtsponds    to    NRC    B303Q1     Itr    re    violations    noted     In     IE    Insp 
Rept    SO-  393/03-01    CorrcctlvB    actions    cross-rcf    table    being 
prepared    Identifying    reactor    trip   i   E9F  actuation    ay* 
instrumentation    test    procedure* 

DISOON,  D    H         South    Carolina    Electric    t    Oas    Co          83/03/29 
O'REIULY.J  P.       Region   S,    Office    of   Director         3pp         10642*002        24X 
Ffehe    30-393,  63/04/11,8303270113 

—  B3Q3E7Q433   Forwards    IE    Imp    Rapt    SO-395/B3-01    on   B3O1O3-31    Sc   notice 

of    violation 

LEWIS,  R  C  Division  of  Project  &  Resilient  Programs  S3/O3/O1 
DIKDN.  O  W  South  Carolina  Electric  &  Gas  Co  2pp  1S642  DOS 
24X  Fiche  30-393,  B3/Q4/1  I,  B30S27O4  12 

--830S270443   Notice    of   violation    from    imp    on   S30103-31 

*       Region    3,     Office    of    Director         33/03/01  Ip          1B643   OO7         24X 

Fieht    30-393,83/04/11,  8303370413 

—  B3G327O462    IE    Imp    Rept    30-395/83-01     on    830103-31    Noncomp  1  lance    noted 

failure    to   comply   u/actlon    statement    for   EBF   actuation 
BKQLDS,  J  L        Region   a.    Office    of    Director        BROWNLEE,  V   L        Division 
of    Projvet   &   Resident   Programs        83/O2/18        8pp         1B642  COS        24  X 
Fleh»    30-373,03/04/11,3305270413 


B3032700B3    Forwards    IE    Insp    Rept    30-393/83-11    on    630329-31    N 
noncompl lance    noted 

VERRELLI.D   M         Division    of   PrDject    t>   Resident 
D1XON.W   0         South    Carolina    Electric    t,    Gas   Co 
Flche    30-393, B3/04/20,  H3033700B3 


rcgi-ams         93/04/30 
3pp  IB638    171         24X 


— B3052700B6    IE    Imp    Ropt    50-395/93-11    on    830339-31    No    none  amp  1  lance 
noted    Major    areas     Ins-pected    rad  iochamica  1     instrument    calibr, 
OC    program  &  records    &   capability    tests    for   measurement    of 
radioactive   effluents 

EVAN8.C    D         Region    3,     Office    of    Director         MONTGOMERY,  D         Division 
of    Emergency    Preparedness    li   Materials    Safety          53/04/19         Bpp 
IB63B    173         24X    Fiche    30-399.  B3/04/2O,  B3QS27O083 

B303O40023    IE    Info    Notice-    B3-22,     "BUR    Safety /Re  1  1  ef    Valve    Failures    " 
Bvc    list    one  1 

if  OR  DAN  i  E  L        Division   of   Emergency   Preparedness    &  Engineering 
Response     (Post    B30103)          B3/04/S2  Consolidated    Edison    Cq       of   New 

York,     Inc          112pp          1B3B3   OB9         24X    Flche    30-QOO.  B3/O4/Sa,  3303010023 

B3Q3O4Q025    IE    Info   Notice    83-23,     "Inoperable   Containment  Atmosphere 
Banilng    Sys    "   Svc    list    encl 

JORDAN.  E  L        Division    o-f   Emergency   Preparedness   &  Engineering 
Rmpanm    (Post   S301O3)          B3/01/23  Consol  idatetf    Edison    Co      of   Nem 

Vork,     Inc          119pp          IB3B1    291         24X   Flche    3Q-OCO.  B3/O4/25, B30304002S 

S30327043i   Forwards    IE    Insp    Rept    50-393/83-07    on    630314-17   No 
noncompliancB   noted 

VERRELLI,D  M        Division    of  Project   (,  Residont  Programs        B3/O4/33 
DIXON,  0   U         South    Carolina    Electric    '•    Gas    Co         2pp  18462    US         H4X 

Flehe    SO-393,  33/04/23,  B305270436 

— B303270446   IE  Insp   Rept    5O-393/63-07   on   83O314-17   No   noncomp 1  lance 

noted   Major  areas    inspected    coordinated    emergency    response 
oiercise 

CLIME,  W   E    ,  BTAN9BERRV,W   U         Region    2,     Office    of    Director 

JENKINSiO  R  Division   of   Emergency   Proparndness    t.  Material* 
Safety         83/04/14         Bpp          18663    117         24X   Flche    3O-393,  B3/04/33, 
B303270436 


B3OS27O131    Aek    receipt    of   B30314    Itr    Informing    NRC    of    step*    taken    to 
cari-Bct    violation*    noted    In    IE    Insp    Rept    30-393/83-04 
VEfittELLI.D   M        Division    of   Project    J.  Resident   Programs         83/04/13 
DIXQNi  O   M          South    Carolina    Electric    &   Oas    Co          Ip          1B641    346         34 X 
FlehB.  BO-395,  B3/04/13,  0303270431 


B303040026    IE    Info    Notice    33-24,     "Loose    Parts    In    Secondary    Sid.    of 
Steam  Generators    at   PkRs    "   Svc    list   oncl 

JORDAN, E  L        Division   of  Emergency   Preparedness    d  Engineering 
Ratpume    (Pout  3301O3)        83/04/20  Consolidated    Edlaon   CD      of   Nem 

Vork,     Inc,       115pp        183B2  047        54X  FlchD   50-OOO,  B3/04/2B,  03&3040026 


— B3OS270441    RBipondi    to   NRC    330214   violations    noted    in    1C    Imp 
Rept    3-0-373/83-04  Corrective    actions    containment    equipment 
hatch    ar»»  ul  1 1    be    pasted    ui/rlgld    sign 

DIXON<  d  U        South   Carolina  Electric    i.  Oas   Co         33/03/14 
D'REILLYiJP        Region    Z>     Office    of    Director         Spp         18641    347        34X 
Flch*    90-393, B3/04/13i  8305370431 

— 830327O447   Forur«rd»    IE    Insp    Re.pt    30-393/B3-04    on   83011B-20  b  notice 
of    violation 

DANCE,  H  C  Division  of  Project  &  Resident  Programs  B3/O2/I4 
DIXON.O  M  South  Carolina  Electric  &  Oas  Co  2pp  10641-349 
B«X  Flcho,  30-393i B3/04/13,  B303270431 

— 8309270492   Notice    of   violation    from    imp    on   B3011B-2O 

*      Ftiglnn   2i     Office    of   Director        83/02/14         Ip         13641    331         24X 
Flch«    5O-393, 83/04/13,8303370431 

—  B3O527O43B    IE    Imp    Rept    30-393/83-04    on    330113-20    Noncomp 1  lane*    noted 

failure    to   properly   pott   radiation  area 

PEERYiU   W    ,    BARR, K  P        Hoglon   2,    Office    of    Director        B3/O2/09 

4pp  1H&41    333         24X    Flche    3O-393,  B3/O4/13,  8305370431 

S3Q3Q4Q021     IE    Info   Notice   83-21,     "Defective   Emergoncy    Use   Respirator    " 
Bvc    1  lit    oncl 

JORDAN, E    L         Division    of   Emergency    Preparedness    &   Engineering 
JUipance    (Po«t    830103)         B3/04/13  Consol Idated    Edison    Co      of   Neu 

Yori.     Inc          IB&pp         10433    135        24X   Flche    30-000. 33/04/15. B3030400E1 

B3O3S7O091    Forward t    IE    Insp    Rept    30-399/33-12   on    330322-23   No 
noncompl lance   noted 

VERRELLIjD   M        Division   of  Project   *  Resident   Programs         33/04/13 
DIXDM.  O  M,       South   Carolina   Electric    b   OaB   Co        2pp         1863BMS6,       24X 
Fl  che  .  30-393J  33/04/18,  8303370091 

— 0303270094    IE    Imp    Rept   30-393/83-12   on   B30322-23  No   none omp I  lance 
notfrd  Hi  JOT   artai    Inspected    seismic    analytis    for    as-built 
«af*ty-r»l*ted    piping    syi    (IE  Bulletin   79-14)    fc   T»eh    Bpec 
compliance. 

ANO,W,  P         Region  2,    Office    of   Director        BLAKE,  J  J        DWition    of 
Emargency    Preparedness   L  Haterlals   Safety        83/04/14        3pp. 
186381 JSS        K4X  Flche    30-39B,  B3/04/1B,  B303370O91 


8303040027    IE    Info   Notice    83-33,     "Standby   Oas    Treatment   Sys   Heater   Kigh 
Temp    Trip    Hetpoint   Adjustment    "   Svc    list   encl 
JORDAN,  E  L        Division    of   Emergency   Preparedness    i  Engineering 
Response     (Pant    B30103)          83/04/39  Consolidated    £dlson    Co       of    Neu 

York,     Ine         llSpp         13382   165        24X  Fiche   50-000,83/04/38,  B303040037 

B303040033    IE    Info  Notice   83-26,     "Failure   of   Safety/Relief   Valve 
Discharge    Line   Vacuum  Breakars    "   Svc    list    encl 
JORDAN,  E  L        Division    of   Emergency   Preparedness    t/  Engineering 
Response    (Post   B30103)         B3/O5/O3  Consolidated   Edison   Co      of   Neu 

Vorki     Inc          122pp          1B441     170         24X   Flche    50-000.  33/03/03,  B30304C02B 

8303040030    IE    Info   Notice   83-27,     "Operational    Response    to  Events 
Concerning    Deliberate   Acts   Directed   Against    Plant 
Equipment    "   Svc    list    encl 

JORDAN,  E   L        Division    of   Emergency   Preparedness    (,  Engineering 
Response    (Post  S30103)        B3/03/04  Consolidated   Edison   Co      of   Neu 

York,     Inc          llSpp         1B3B2   283         34X    Fiche    30-000,  B3/OS/04,  B303040030 


B303040031    IE   Info   Notice    B3-3B.     "Criteria    for   Protective  Action 
Recommendation*    fur  Oeneral    Emergencies    "   Svc    list   end 
JORDAN,  E  L        Division    of   Emergency   Preparedness    t  Engineering 
Response    (Post   B30103)         B3/03/04  Consolidated   Edison   Co      of  Neu 

Yorli     Inc          119pp          1B441    001         24X   Flche    5O-OOO,  B3/05/04j  B303040031 

8303270464   Forward*    IE    Insp    Rept    50-395/83-14    on    B-30413-13   No 
noncompl  lance   noted 

VERRELLI.  D  M        Region   S,    Office   of   Director        B3/05/O5        DIXON.O  W 
South    Carolina    ElBCtrlC    b   Oas    Co         2pp          13644    O57          34X 
Fiche    30-393,83/05/03,8303270464 

—  830327047B    IE    Insp   Rept    30-393/33-14   on  830412-13  No    noncompl  lance 
no  tad   Major   areas    inspected    steam  generator   mod,  bield  Ing 
program  It  NDE  program 

KLEINSDRQE,  W  p        Region   2.    Office   of   Director        BLAKE,  J  J 
Division   of  Engineering    b  Radiological    Safety    Programs        B3/05/04 
ISpp         1B644   039         24X    Flche    30-393,33/03/03,6305270464 

B303040033    IE   Info   Notice    B3-29.     "Fuel    Binding   Caused    by    Fuel    Rack 
Deformation    "   Svc    list   enel 

JORDAN,  E  L        Division   of   Emergency   Preparedness    &  Engineering 
Response    (Pott  S3O103)        83/05/06  Consolidated    Edison   Co      of   Nsu 

York,     Inc          I13pp         18323   24B         24X   Flche    5O-OOO,  B3/O5/06,  B30304O033 
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8303090434   Forwards    IE   Safejuard!     Insp    Rept    90-393/B3-13   on    930903- 
330406  No    noncomplianee    noted 

O'REILLYiJ   P         Region   2.     Office    of    Director         83/03/O6         DIXON.O    U 
South   Carolina    Electric    t  Qa*    Co        2pp        18363  361        24 X 
Flche    30-395,  33/03/06,  B30309O454 

— 8303090461     IE   Safeguards    Insp    R«pt    30-393/83-13   on   3 209 03-93 04 06    No 
noncompl lance  noted   Major  areas    Inspected    licensee 
invalidation   of   proemployment    screening    records   Details 
withheld    (rep   10CFR73   21) 

TOBIN.W  J.  ,    PERNV.C   .    LANKFORD,  J       Region   2,    Office   at   Director 
B3/09/Q4         lp         18362    263         24X   Flche    50-393.  B3/05/06,  8303090454 

B3OS27O5I2  Act    receipt   of   930304    Itr    informing   NRC  of    *tep*    taken    to 
correct  violations   noted    in    IE    Insp   Hept   90-393/83-O3 
LEWIS,  R  C        Division   of   Project   1  Resident   Programs        B3/O3/1O 
DJXON-O  VI        South  Carolina  Electric   &  Gas  Co        lp         18646   090        24 X 
Fiche    30-373,  B3/03/10,  B303270313 

— B30SS7O319    Forward!    IE    Insp    Rrpt    SO-39S/B3-O5    on   830301-0304    fc   notice 
of   violation 

LEH1S.R  C  Division  of  Project  t  Resident  Programs  03/04/04 
DIXQN.O  H  South  Carolina  Electric  &  Oas  Co  2pp  16646  051 
24X  Fiche:  30-39S.  B3/03/10.  B3OS27O312 


8303030627  Forwards   LER   B3-03I/03L-0  Detailed    event    analysis   end 
DIXON.O  W        South    Caroline   Electric    t.  0*  s   Co        83/04/22 
O'REILLY.JP        Region   2,    Office    of   Director        3pp         19303.328        24X 
Fiche    30-393.  B3/O4/22,  B30303QAH7 

— B30903Q637  LER  B3-031/03L-0   on    030323,  ECCS  mechanical    uater    chiller 
XHX-OOIB   tripped   Caused    by    intermittently    falling    valve 
control    iwltch    Switch    repaired 

FIELDS,  H  C        South   Carolina   Electric    *   Oai   Co        B3/04/S2,  Region 

2,    Office    of   Director         lp         16303  331         S4X   Fiche    30-393i  93/0  4  /22i 
B3030306S7 

8303030037  Foruiards   LER   B3-033/03L-0  Detailed    event    analysis   tnel 
DIXON.O  H        South    Carolina   Electric    h  Oat   Co        83/04/29 
O'REILLY,  J  P        Region   2,    Office    of   Director        2pp         IB34S  OW,        24X 
Fiche    30-393,83/04/29,9303030037 

— 8303030061    LER    B3-033/03L-0, on    830331 ,  Wh i le     in    Mode    9.  source    range 
detectors  N-31    i.  N-38    lost    for    appro*    S  minutes    Cauved    by 
malnt   personnel    error    in   placing    train*    of    solid    »tate 
protection   sgi    in   wrong    position   Personnel    caut^onod 
FIELDS.H  c       South  Carolina  Electric   &   Oas  Co       83/O4/29,          Region 
2,    Office   of   Director         Ip         1B342  OiB        24X   Ftch«    30-393,  83/04 /29i 
83  030 BOO 97 


-B30927O5B3   Notice   of   violation    from    insp    on   B30201-0304 

»      Region    S,     Office    of   Director         B3/O4/04         2pp          1B64&-093 
Fiche    30-393,83/03/10,8305270312 


8303090233  Forward*   LER   B3-032/Q3L-0,  Detal 1 ed    event   analysis    end. 
DIXON.O  W        Booth    Carolina   Electric    5.  Oai   Co,       03/04/29 
O'REILLY.J  P.       Region   2,    Office    of   Director        2pp         1B33B-037.       24X 

Fiche   90-393,83/04/29.8309030233 


-930SS70532    IE    Insp    Rept    30-395/83-03   on   B30201-0304    Noncnmpl iene » 
noted   failure    to    follow  procedures    for  ua»te   monitor   tank 
ay    not    flushing    discharge    line  b  control    room   fan 
inoperable 

BKOLDS.J   L         Region   2,     Office    of    Director         CANTRELL,  F   B,        Division 
of   Project  Sc  Resident   Programs        83/03/30        lOpp         18446  033        24X 
Fichn   SO-393, 83/03/10,8303270312 


— 8303030239  LER  83-03B/03L-0  on   B30331 ,  de tectlon   Zone   KNN  In  control 
bldg   failed   to  respond   to   simulated   smoke  condition   during 
investigation   of   alarm  Alarm   previou»ly    received    on   B303B9 
Caused    by    ihort    in    smoke    detector  Dectector   r*lnstallad. 
MCKINNEY,  C  J.      South  Carolina  Electric   »•  Oai  Co       B3/Q4/27. 
Region   2,    Office    of    Director,       lp,        1B33B-  099.       24X 
FIChi    30-393,83/04/29,8309090233 


330304O034    IE    Info  Notice    S3-30,     "Misappl Ication   of  Generic    Emtrgincy 
Operating    Proceifurii    (EOF)    guidelines    "   Eve    lilt    tnc  1 
JORDANiE  L        Division  of  Emerjanci)   Preparedness   t  Engineering 
Responie    (Post    B30103).        83/03/11.  Cnniolldated   Edison    Co      of    N«u 

Vurkj     Inc          114pp         18324   003          24X   Flche    30-000,  B3/O3/1 1,  9303040034. 


8303100089  Forwards  LER  B3-034/03L-0  Detailed   avert*  an*ly*i«   tncl. 
DIXON.O  M        South   Carolina   Electric   l<   Oas   Co        83/03/02 
O'REILLY,  J.P.        fUsion    2,     Office    of    Director         2pp          18377:820         24X 
Flche   30-393,  B3/O3/02,  B303I00089. 


9305180465  Forward*  830117  diver*    re.pt   on   svc   uater    intake    itructure 
tc  Gilbert   Commanwealth   Aisocs    engineering    evaluation    of 
dlven    inipiin   response    to  NSC   830324    Itr  Svc   uater    Intake 
•tructure    eesentiillv   stablllied 
DlxaW,  0  M        South  Carolina   Electric   b  Oai  Co        03/05/11        DENTON,  H  R 

Office   OF   Nuclear  Reactor  Regulation,    Director        4pp        184 83  086 
24X   Flche    50-393,  83/03/1 1,  B3OSIB0463 


— B303100D91   LER  83-034/03L-0, on   830409,  mo  tor    junction    boi    cover   on  RHR 
pump   B    found   u/burn«d    area,  Cauied    by    electrical    short    to 
ground  resulting   from  iniulation   failure   Termination  retaptd 
tc  pump    returned    to   operable    status 

MCKINNEY.c  J       South  Carolina  Electric   k  Oai  Co.      83/09/02. 
Region   2,    Office    of   Director         lp         1B377' 22B.       2*X 
Fiche    90-393.83/09/02,  B3091000B9, 


— 9303180466    "Divers  Rept    Svc   Mater    Intake   Tunnel    Insp    " 

EABQN,  T   D-      Eaton  Diving   (.  Marine   Contractors,    Inc        B3/01/17 
Hop        19483  090       24X  Fichu    90-393,  63/05/1 1,  B30S190469 

8309200311   Forwirtfi  Rev  9    bo  Emergency  Operating   Procedure   EOP-5, 
"Recovery    Fran  Reactor  Trip,"    In   response    to    IE  Bulletins 
83-01   fc  83-04  Procedure    revised    to   require   manual    reactor 
trip    upon    automatic    reactor    trip    condition 
DIXQN.  D  H        South  Carolina   Electric   &  Oas  Co        B3/03/I2        DENTON, H  R 

Office,   of   Nuclear  Reactor   Regulation,    Director        Spp        18B16   199 
24X   Flche    30-395,  B3/O3/  12,  830S2O031 1 

— H 30 32003 52  Rev   3  to  Emergence;    Operating   Procedure   EQP-3,     "Recovery 
From  Reactor   Trip    " 

POOtE.J  M       South  Carolina    Electric   (.  Oas   Co        63/04/27         14pp 
19316   3O4         24X   Flche.  30-399i  83/03/12,  8303200311 

9303040040   IE    Info  Notice   83-31,     "Error    in  ftDLPIPE  Computer    Program    " 
Svc    list    encl 

JORDAN, E  L        Division  of  Emergency   Preparedness   Si  Engineering 
R.tponil    (Post    B30103)         83/03/19  ConSOltdatAd    Edison    Co      of    Mew 

York,     Inc         114pp        18697  00?        24X  Fiche   30-000,  83/O9/19,  830304OO40 

8303040046   IE   Info  Notice    S3 -3 3,     "Nonrepresentatlve  Samplina    of 
Cnntamlnatail  Oil    "  Bvc    list    encl 

JORDAN. G  L        Division  of  Emeroa-ncy   Preparedness  &  Engineering 
Reiponie    CPoit   B30103)        83/03/26  Consolidated   Edl*on   Co      of    Mem 

York.     Inc         114pp        18647007         24X  Flcha   90-OOO,  B3/O9/26.  9303040046. 

3.    R«port»bl«   occurrences,    LERi   ti  related  corretponiltnct 

B309H04S7  Part  21   |i  teflciencv    repts   re  mlsoperatlon   at  DS-416  reactor 
trip    undervoltage   devices    Initl*lli|   reported    on  83O4EO 
Attachment!   ulll   bi   replaced    u/devlc*s  w/wid>n«d   groove* 
tc  accammodati  new  retaining   rings  Mfg   draulngs  revised 
RARE,  E  P        Mesttnghouse   Electric   Corp        B3/04/21.      DEYOUNOi  R.  C, 
Director'!   Office,    Office   of    Inspection  and   Enforcement        Spp 
18409:099,       24X  Flcht   90-000,93/04/21.8303110427 


8309110313  Part  21   rept  re   b low-out   panel    in   east  !<  ue*t   penetration 
areai.  Initially  reported   on  830306,  Structural   framing   tyt 
dulgnid   to  protect   flow  transmitter  fc  related   initrument 
tubing, 

BARKER, N,  R        Oilbert/Commonuealth   Co*        83/09/07.       DEYQUNO.R,  C, 
Director'*   Office,    Office    of    Inspection   and   Enforcement        2pp 
18393    196         24X   Fiehe, 90-399,  93/09/0?,  83O91 10313 

830311O322  Pert  21   rept  r»  ring   duct   itlffenir   fallur*    Initially 
reported    on  B30906, Dei tgn    change    to   gllmlnate   airflow- 
induced  vibration  ti  redesign   of  ring   ttiffener   lubmltted 
to  util. 

BARKER,  N  R        Oilbert/Commonwealth    Cot         93/09/09        DEYOUNQ.R.C. 
Director's   Office,    Office    of    Inspection    and   Enforcement,       Bpp. 
18393.177,       24X   Flche'  30-399,  83/09/07.  8309110322, 

8309110399  PNO-II-B3-039' on   B30907, fire    detected    in    circuitry    of    one 
of   three    component   cooling    uater    pumps,  Licensee    declared 
alert  Ceusid    by    faulty    relay. Relay   replaced   tt   pump    rttstore'l 
to   operablllty 

BUTCHER,  R  C  ,    CANTRELL,  F.  S,      Region  2,    Office   of   Director.      83/03/09. 
ip.       18406,199        24X   Flche' 90-399,  93/03/09,  B309110399. 

8309200626  Forwards   LER   83-038/03L-0  Detailed    evint   anailvil*   incl. 
DIXON.O  N,       South    Carolina   Electric    l<  Oas   Co.       83/09/12. 

O'REILLY,  J.P        Region   2,    Office    at    Director.       Spp,       15319:326        24X 
Fiehe   30-393,  83/09/12,  8309B00626. 

— Q309200633  LER  93-03B/03L-Q. on    830419,  pref!url ler    praisur*    tr»nsmltt«T 
IPT-4S7    found    out    of    tolerance   Caused    by    lero   t<   ip«n    shift 
of   ttst  instrument  uted    in   caltbr  of   transmitter.  Tranimltttr 
recalibr 

BOUKN10HT,  R,  J,       South    Carolina   Electric    S.  Oai   Co         B3/03/12, 
Region  2.    Office   of  Director        lp        18319  328.      £4X 
Flchl,  90-399,  83/03/12,  6303200686 

8309300910  Forward*   LER   B3-036/03L-0  Detailed    event    analutlt   end, 
DIXON.O.M       South   Carolina  Electric  t>  Oai   Co       93/09/13. 
O'REILLY,  J.P.       Region   S,    Office    of   Director        3pp.       19913:070.       24  X 
Flche-  30-393,  83/03/13,  B303S00310. 
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— B3032O0313  LER  B3-036/Q3L-Q  on  030414,  dur  ing  performance  of  channel 
cal  i  br,  pressur  1  zer  safety  valve  position  Indication  on 
valvas  failed  to  function  properly  Caused  by  excessive 
current  flow  during  contact  closure  Switch  assBmblii  changed 
MCK1WJEY.C  J    South  Carolina  Electric  S.  Qas  Ca    83/03/13 
Region  2.  Office  of  Director    Ip    18313  081    24X 
Flchi  50-393,  93/05/13,  0303200510 


B3O3100HO  Responds  to  830413  Itr  ra  TMI  Action  Hem  II  K  3  IBi  " 
to  ADS  Si|9  Logic  "  One  of  tiuo  options  12  Or  4)  ulll  be 
Implemented  Choice  bated  on  benefit  to  design  Impact  on 
ichedu ie. aval  lab! 1 1 ty  of  hardware  &  analysis  &  total  cost 
BOUCHeV,G  D    Washington  Public  Power  Supply  System    03/05/04 
SCHWENCER.A    Licensing  Branch  a    Ip    1B375  O32    24X 
Fiche  30-397, B3/O3/04, B3031001 10 


8303230349  LtR  HJ-035/03L-0  on  B3O420, hor i l ontal  fire  barrier  above 
ivc  water  boo»ter  pump  A  found  damaged  Caused  by  maint 
ectlvltie*  (n  immediate  area  of  firo  barrier  Damaged  barrier 
replaced  W/B30520  Itr 

D1XON.O  W  ,  BOUKNIQHT.R  J  South  Carolina  Electric  t,  Gas  Co 
93/03/20  D'REILLY.J  P  Region  2,  Office  of  Director  2pp 
1B39E  102  24X  FUhe  30-395,  S3/O5/HO.  S3O5230349 


DOCKET  30-396  UNIV   OF  VIRGINIA  CAVALIER  REACTOR 

P  Operating  license  stage  documents  &  correspondence 


S303090639  Generic  Ltr  B3-2O  to  all  operating  reactor  licensees  it 
holders  of  CPs  pe  integrated  scheduling  for  Implementation 
of  plant  mods  5vc  list  end 

EI8ENHUT.  D  G    Division  of  Licensing    83/09/09      Consolidated 
Edison  Co   of  New  Vork,  Inc    !6pp    18627  133    S4X 
Fiche  30-OOO,  B3/O3/09,  B303O906S9 

8303170156  Forward t  Qurns  &  Roe  Drawing  H501  defining  jur i*d ictlonal 
boundary  between  NF  &  AI8C  for  supports  W/n  enc 1 
BOUCHEY,  Q  D   Washington  Public  Power  Supply  System   B3/03/11 
BCHWENCER.A    Licensing  Branch  B    Ip    IB466  341    24X 
Fiche  3Q-397.B3/Q3/I1,B30317013& 


B30323034B  Application  for  amend  to  Li  tame  fl-123,  chang ing  Tech  Specs 
to  removi  Item  3  2  b  r*  subcr Itical 1 tu  w/single  rod  Insarted 
b  to  modify  Section  3  1  re  fuel  elements 

BRENIZER.JS   Virginia.  Unlv   of,  Charlottesvl  1  Is,  VA   B3/05/10 
THOMAS,  C.  0   Standardisation  t.  Special  Projects  Dranch    2pp 
1B337  OS3    24X  Fiehe  30-396,  63/03/10, B30323034B 


8303350261  Notification  of  B30606-09  meetings  w/util  S,  LASL 
onslt*  to  discuss  control  room  human  factors  reviews 
MJLUCK.R   Licensing  Branch  2   B3/OS/1B   SCHHENCERj A   Licensing 
Branch  2    3pp    1B39S  33B    24X  Flcho  50-397,  B3/03/ 18, B303330261 

£  NIC  Safety  Evaluation  Report  (SER),  nuppls  fc  correspondence 


DOCKET  30-397  HPPS8  NUCLEAR  PROJECT,  UNIT  B 

A  Application/construction  stage  documents  b  correspondence 

9305130862  Notification  of  830324  meeting  u/util  In  Walnut  Creek. CA 
to  review  program  itatu*  of  enginaerlng.  1 icenslng. const, 
itartupi  q.uali ty  ver  1  f leatlom  Bquipment  qualification 
[environ  li  seismic)  &  emergency  planning 

•  Region  3,  Office  of  Director    03/04/09     Region  3i  Office  of 
Director    2pp    1B439  342    24X  Fiche  30-397, 83/O4/0?. 8303130Si2 

8303030324  Forwards  summary  rivieui  of  actions  taken  to  al»ure  quality 
of  t»f ety-r»l Ated  const  &  to  meet  commitments  made  to 
Camoilitfon  In  B00717  Itr.  per  10CFR30  34(f)  Actions  included 
In  reitart  b  quality  verification  programs 

CARLIBLErC  S   Uaihlngton  Public  Power  Supply  System   83/04/18 
MARTINiJ  D   fleolon  3,  Office  of  Director    20pp    1B297  Ii3   24X 
Fiche  30-397,  B3/O4/1B, B303030324 

6-309040299  Advlti*  that  effective  S3Q41B,  JJ  Stefano  dieignated 
Litenilng  Revleiu  Oroup  II  program  project  manager  Change 
utll  h*lp  expedite  revleuit  on  disposition  of  remaining 
generic  Issuis 

NOVAK, T  H   Assistant  Director  for  Licensing    B3/04/26 
HOtTZBCHER.D  L    Ullnols  Power  Co    2pp    18326  313   24X 
Flcfie:  30-000,  B3/04/26,  B303040287 

B309 190046  Commends  repre«entat 1 ve*  of  DWR/i  utils  participating  In 
Licensing  Review  Oroup  II  for  efforts  In  resolving  Issues 
generic  to  BHR/i  OL  applicants 

EISENHUT.  D  0   Division  of  Lltantlnp    B3/03/OG   EDELHANrM  R 
Cleveland  Electric  Illuminating  Co   2pp    16323-198   24X 
Fichi: 50-000,  83/03/03.  8303190046 

--8309190094  Commends  rtprenntat lve«  of  BHR/6  utlls  participating  In 
Licensing  Review  Oroup  II  for  efforts  in  resolving  Issuis 
ginerlc  to  BWR/6  OL  applicant! 

EIBENHUT.D.O   Dlvition  of  Licensing.   83/03/03,   HALE,  D  P 
Illinois  Power  Co.   Epp    1BB23  300    H1X  Fiche  SO-000, B3/05/O3, 
8305190046 

— 8303190060  Commend*  representative*  of  DWR/6  utll*  participating  In 
Licensing  Review  Oroup  II  for  efforts  In  reiolving  Issue* 
generic  to  BUR/6  OL  applicant* 

ElSENHUT.D.o   Division  of  Llcenilng,   B3/03/03   FERGUSON,  M  R 
Washington  Public  Pouier  Supply  BY  it  urn   2pp   10523.303   24X 

FlChe    SO-000.  83/03/03,8303190046 


B303120460  Requests    Info   re    issue   solution*   accepted   by   NRC   uhlch    have 
&   have   not   been  addressed    in   8ER/5upp lemsntal   SERs    Info 
needed    to   document   evaluation   on   each   Licensing   ROVJDU  Group 
II    generic    Issue 

STEFANO.J   J        Licensing    Branch    1         B3/OS/02        HOLTZSCHER.D  L 
Illinois    Power    Co         2pp         1B443    173        24X    Flehfl    30-OQO, B3/O3/02, 
B30S120460 

— 8303120<170  Requests    Info   re    Issue   solutions   accepted    by   NrtC  which    have 
EC   have   not   been   addressed    In   SER/supplemental   SER*    Info 
needed   to   document   evaluation   on   each   Licenilng  Ravleu  Group 
1 1    gener  ic    1 siue 

STEFANO,  J  J       Licensing   Branch    I        B3/03/02       POWELL, P       Washington 
Public    Power    Supply    Bystem         Ip         18443    174        34X. 
Fiche    30-000,  B3/03/02,  B303120460 

— B309120477  Requests    Info  re    Issue   solutions   accepted    by   NSC  which    have 
b   have   not   been   addressed    in   SER/supp  lementa  1   SERt.    Info 
nefdeil   to   document   evaluation   on   each   Licensing   Review  Oroup 
II    generic    Uiua 

STEFANO,  J  J        Licensing    Branch    1         83/03/02        REEtt,  W  J        Gulf 
8t»t»*   vtllitlB*    Co         Ip         1B443    173         24X   Fiche    50-000,83/03/02, 
0303120460 

— 8309120483  Requests    info   re    issue   solutions   accepted    by   NRC   which    have 
&   have   not   been  addressed    in   BER/supplemental   SEfis    Info 
needed   to   document   evaluation   on   each   Licensing   Review  Group 
II    generic   Issue 

STEFANO,  J  J        Licensing    Branch    1         S3/O3/02        RICHARDSON, J   D 
Mississippi   Pouer   b  Light  Co        Ip        1B443   t76       24X 
Fiche    SO-000, 83/03/02,  B30312Q460 

— 83031 20491   Request*    info   re   issue   solutions   accepted    by   NRC  uhlch    have 
&   have   not   been   addressed    in   EER/tupp laments!   BEtts,  Info 
needed   to   document   evaluation   on   each   Licensing   Revleui  Oroup 
II    generic    Issue 

STEFANO,  J  J,      Licensing   Branch    1        93/05/02       BUZZELLI.E  M 
Cleveland   Electric    Illuminating   Co        Ip        1B443   177       24X 
Fiche   aO-OOO.B3/09/02,B303120460 


0305160041   Foruards   marked-up   F5AR   pages   describing   equipment   for 
tamp  ling   ft  monitoring    process   &   effluent   stream*   during 
postulated    accidents   Submlttal    closes   out   commitment    In 
Section    1132    (Page    11-14)    of    6ER, NUREQ-OB9S 

BOUCHEV.O  D       Washington  Public   Pouier  Supply   System        83/05/10 
BCHWENCEF1.A        Llcen*ing    Branch    2,       2Opp,        1B444   009         S4X 
Flche   30-397,83/03/10,  B30B160041 


-S30919006B  Commtnd*  r«pre*entatlve*  of  BWR/6  utll*  participating    In 
Licensing   Review  Oroup    II    for    effort*    In   revolving    li*ues 
genarlc    to   BWR/6  OL  applicants 

EISENHUT,  D  0        DtvUlon   of   Llcen*ing.       83/03/03,       MCOAUOHY.  J  P. 
Mllll.ilppl   Pouer   &  Light   Co        2pp         1B323- 204        24 X 
Flcht   00-000, 83/03/03, B30319004A 


83052BOOB2  Forwards   Suppl   3   to  SER   (NUREG-OB92)   M/o   end 

8CHWGNCER,  A        Licensing    Branch    2        83/03/19        FERGUSON,  R   L 
Maihlngton  Public   Pouer   Supply   System       2pp        1B976   307       24 X 
Flehe   30-397,  B3/03/19,  B3032BOOS2 


F     Security,    medical,    emergency   &   fire   protection   plane 


8305190077  Commends   representative*   of   BWR/6   utili   participating    In 
Licensing   Review  Oroup    II    for   effort*    In   revolving    laiues 
genirlc    to   BWR/A   OL  applicant*. 

EISENHUT.D  0,  Dlvlllon  of  Licenling.  83/09/03  CAH1LL,  J  Oulf 
8t*til  Utilities  Co,  2pp  18323:206  24X  Flehe'  30-000, 83/03/03, 
8303190046. 


8305130262  Notification   of   B30324  meeting   u/utll    In  Walnut  Creek,  CA 
to   review  program   status   of   engineering,  licensing, const, 
•tartup, quality   verification, equipment   qualification 
(environ   &   seismic)   &   emergency   planning 

«      Region   S,    Office   of   Director        83/04/09  Region   3,    Office    of 

Director         2pp,        18439-242        24X   Fiche    30-397,  B3/04/09,  B30313026S, 
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8309110034   Generic    Ltr  63-21    to    all    licensees    of    operating    reactors, 
jpp.Hc.JntH    for   OLs    tt   holders    of    CPa    re    clarification    of 
4cce«s    to    control    procedures    for    laul    enforcement    vlilt* 
Svc    list    end 

E1SENHUT,  D   0         Division   of   Licensing          83/05/11  Cons  ol  tdated 

Edison    Co      of    Neu    York,     Inc          l*pp          1  B94O   O9S          24X 
Flcha     30-000,83/03/11,8303110034 

8305240213  Forward  1    monthly    status    rept    on    offslte    BinergeTic  g 
prepare  if  ness    For   DL   revieus    far   Apr    1983 

DIRCKSiH   J       Office    of    the  Eiecutlvs    Director    Pat-  Operations 
83/03/13         PALLADINQ.N   J        Commissioners          Spp  18393    323         S4X 

Fiehe    30-000,33/08/13,8309240213 


B 30 3 04002 5    IE    Info   Notice   83-23,     "Inoperable   Containment   Atmosphere 
Sensing   Syn    "    Sve    list    encl 

JQf?DAN,E  L        Division   of   Emergency   Preparedness    &  Engineering 
Response    (Post    830103)         B3/O4/23  Consolidated    Edison    Co      of   Hiu 

York,     Inc         H9p;p         18381    291        E4X  Flche   30-000,03/04/23,0303040083 

B30313024B  Forwards    "HNP-2  Project  Review   of   Completed   Safety-Related 
Uorl,"    fourteenth    progress    rs.pt    for    Jan-Mai-    19S3,p»r    utll 
SO0717  commitments    In  response    to   notice    of    violation   ti  addl 
Info    In  accordance   u/lOCFRSO, 341 f ) 

CARLIBLE.C   S        Washington   Public    Pouer   Supply    System        83/04/26, 
MARTIN,  J  D        Region    9,    Office    of   Director         17pp         18439    193        24X 
Flche    30-397,  83/04/26,  8303130243 


6      Ad jud icatory    corre spondence 


B3O33903B2  Brief   In    opposition    to   Coalition    for  Safe   Pouer    appeal    from 
ABLE   830222  memorandum  b  order    dismissing    920333   petition    to 
Intervene   Petitioner   Pallid    to    partlcu lari i e   t    support 
contentions  Certificate   of  Svc    enc  1 

RfVNOLDSi  M   5         Washington   Public    Puuor    Supply    Extern         REYNOLDS,  N   S 
Debevoim    t  Li  barman        B3/03/35  Atomic    Safety   and   Licensing 

Appeal    Panel         23P(i          17724   O31         24X    Fichu     30-397, B3/O3/23, 
B30329Q382 

8303260174   Adviaes    that    time    far    Commission    to    revieu  ALAB-722  eipired 
Commission   declined    review  Decision  became    final    agency 
action    on    B3O533. 

CHILK.B    J        Office    of    the    Secrotary    of    the    Commission         83/03/25 
Atomic    Safety    and    Licunsing    Board  Panel         tp         13599   272        24X 
Flch«    3O-397,  93/05/33,  B30326OI74 


B30317Q436  Foruard s    IE    In»p    Rept   30-397/83-12   on   S30301-31   No 
noncnmplianee   notrd 

STERNBERO.  D   M         Region    3,     Office    Of    Director.        83/04/26 
CARLISLE,  C  S        Uashington   Public    Pouer   Supply   System        Bop 
1B46-7    177         S4X    Fiche-  30-397,  B3/O4/B6,  B30317O43& 

— B305170439    IE    Insp    Rept    30-377/B3-1H    On   830301-31    No    noncomplianCA 
noted  Major   anas    Inspected    preop era tl anil    test    procedure 
rivliui  LiltnBsi  ing    &   Independent    Insp    effort 

FEILilI   A    ,     TOTM.A   D   .     DODDS,  R    T         Region    3,     Offlct    Of    Dll-Bctnr 
83/04/24        7pp         1B469   179        24X  FUhB    30-397,83/04/26,8303170436 

0303040026    IE   Info    Notice   83-24,     "Loot*   Partr    In   Secondaru   Side   of 
Steam  Generators    at   PWfii.  "    Svc    Hit    encl. 

JORDAN,  E  L        Division   of   Emergency   Preparedness    &  Engineering 
Ratponte    (Post   B30103)        83/04/23  Consolidated   £ol*an  Co      of  Niu 

Vork,     Inc        U3pp         1S3S2  047        24X  Flche    30-000,  B3/04/2S,  B30304002* 


K      Utility    Final    Safety   Analysis    Report    (FSAR)    t   amends 


B305120233   FDrwartfs   Amend  2?   to   FSAR 

BOUCHEY.tf  D        UaihinDton  Public    Pouer   Supply    System  83/03/13 

BCHUENCER.A       -Licensing   Branch    3        3pf         1B4?4   S3b  24 X 
Fiche'  30-397,  B3/03/ 1  5,  B305I2O233 


—8303120336  Amend    39    to  FSAR 

•      Washington   Public    Power   Supply   System         B3/03/31         932pp 
184H4   223         24K    Fjche    30-397,03/03/13,0303120333 


0303040027   IE   Info    Notice   83-25,     "Standby   Oas    Treatment   Gift   Heater  High 
Tamp    Trip    Setpolnt  Adjustment    "   Bvc    list    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness   It  Engineering 
Response    (Post   B30103)        B3/04/38  Consolidated   Edlion  Co,     of  Neu 

York,     Inc        HBpp         1B382    165        24 X   Flche    90-000,83/04/28,8303040027. 

0303040023   IE   Info    Notice   B3-26,     "Failure   of   Saf  (.ty/Rtl  lef   Valvft 
Discharge  Line   Vacuum  Breakers    "   Svc    list   encl, 
JORDAN,  E  L        Division   of   Emergency    Preparedness    &  Enaln*erlng 
Responsa    (Post   030103),       83/03/O3  Consolidated   Edison  Co.     of  Neu 

Vork,     Int         I22pp         18441    170        24X   Flehe    30-000,83/03/03,8303040028, 


d      Inspection  reports,     IE  Bulletins  &  correspondence 

6212060399    IE   Info    Notice  83-14,     "Deuiatereti    Spent    Ion.  Eichange  Resin 
Susceptibility    to    Exothermic    Chemical    Reaction    "    Svc    Hit 
encl 

TAYLOR.J  M       Division    of  Safeguards  li    Inspection   Prajrami    (Post 
#30103*         B3/O3/B1  Consolidated   Edison   Co      of   MB-UI   York,     Inc 

I12pp          1B30B   319         24J(   Flche    50-000,  83/O3/3I,  92I20603BS 

Q303040D21    IE  Info  Notice  83-21,     "Defective   Emergency    Use   Aoplrator    " 
8vc    list    end 

JDffOAN.G   L        Division   of  Emergency   Preparedness    &   Engineering 
Response    CPoit   B301O3)        B3/04/I5  Consolidated   Edlion    Co      of  Neu 

York,      Inc          126pp.        18439    139         24X   Flche    30-QQ0I  83 /O4/ 15,  8303040021 

B303170373    Forwards.     IE    Insp    Rept    30-397/33-10-    on    B3Q301-31    No 
roncompJ lance    noted 

STERNBERO, DM         Region    3,     Office    of    Director          B3/04/1S. 
CARLISt-E,C    S        Washington  Public    Pouer    Supply    Sgitum        2pp 
18469    191          S4X    Flcfte    BO-397,  B3/O4/18.  S3OS17O37S 


3303050139  Forward m   Vol    4    to    "WPP8B  Nuclear   Project   2  Preiervlce    Insp 
Program  Plan,  Summary   Rept, "    documenting    completion   of   appro* 
98X  of  volumetric   b   surface    ei«m*<  repairs  ti  replacements   4 
including   Request    for  Relief   PS I -2-001 

BOUCHEY,  0  D        Wa»hinoton   Public   Pouter   Supply    8y>tem        83/09/03 
SCHWENCER,  A         Licensing    Branch    B         2pp          18341,121,        24 X 
Flche   30-397,  B3/O3/03,  8303030189 

— 8303030164   Vol    4    to    "WPPS8  Nuclear  Proge_ct   S  Preservlee    Intp   Proarai* 
PlaniSummary    Ropt    " 

PORTER,  D  U  ,    MARTIN,  J        Washington   Public   Power   Supply   Bv»tajn 
63/04/37        196pp         18341    123        24 X   Fiche    30-397,83/03/03, 
S303030139 

B 303 04 0030   IE    Info    Notice   83-27,     "Operation*!   Response/    to   Events 
Concerning    Deliberate   Acts   Directed   Against  Plant 
Equipment    "   Svc    list   encl 

JORDAN, E  L        Division   of  Emergency   Preparedness    &  Engineering 
Response    (Post    830103)         83/O3/04  Can«olldattd   Edison  Co,     of  Neu 

York,     Inc         llapp         IB3BZ  ZB3        24 X   Flche    30-000,83/09/04,8303040030, 


— B30S17O3B1     IE    Insp    Rept    30-397/B3-10   on    B303O1-31     No    noncompllanci 
not»d   Major  areas    Inspected    pipe    support    records. const 
quality    revBTif icatlon   aetlvifcioa   6   const    mgt    topic* 
TOTH,A    D    ,     DQDDS'R    T         Region    9.     Ofica    of    Dirortor         B3/04/1S 
14pf          13469    193         BtX   Flche    3O-397-  B3/O4/1B,  SSO317O373. 

6303I7O346  Foruardi    IE    Insp   Rept    SO-397/03-13    on   830404-00  No 
noncoiflpl lance  noted. 

BTERWBERO,DM         Region    3,     Office    Of    Director         33/04/19 
CARLISLE.C    8        Washington  PubJlc    Pouer   Supply    system        Zpp 
1B46S   26B         24X    Flche    30-397,  B3/O«l/19i  8303170346 


B303040031    IE   Info    Notice   83-28,     "Criteria    tor   Protective   Action 
Recommendations    for   Oeneral    Emergencies    "   Svc    list    incl 
JORDAN, E  L        Division   of   Emergency   Prepar«dne»»   It  Engineering 
Response    (Post   B30103).       83/03/04  Consolidated   Edison   Co.     of  Neu 

Vork,     Inc        119pp         18441    001        24X  Flche   30-000,83/03/04.0303040031. 

B3Q3I7033S  Foruardi    IE    Insp   Rept   30-397/83-16   on  830418-22  No 
noneompli ance   noted 

BODK.H  E       Region    5,    Office    of    Director.       63/03/03,       CARLISLEiC.B 
Washington  Public    Pouer  Bupplg   System        2pp         18463,126        24X 

Fiche    30-397,83/03/03,8303170333 


--B30S1T0349    IE  imp    Rept   BO-397/83-13  on   B30flO4-08,  No   noncompllance 
nrttvd   Major  areat    inspected    preoperat lonal    teat    program,  open 
items,  IE    bulletln/cIreuHr   response,  TMI    <NUflEG-O737> 
activities  &    independent    insp 

WILLETT.B,  j  ,   DODDB.R  T     Region  i,   office  of  Director       33/04/19. 

3pp          1B46S   27t>         24X   Flthe:  3O-397,  93/O4/19,  83OS170346 


— 8303170343    IE   Imp   Rept   30-397/83-16   on   830418-22.  No   nonconpl lance 
noted  Major   area*    impacted    raduasta   mgt    sys, including 
revleu  of   praoptration*!    test    program   *•   status    of    gas,  liquid 
ti   solid  waste    treatment    sge    ' 

YUHAS.Q  P   ,    WENSLAWSKI.F  A   ,    BOOK,  H  E        Region    3,    Office    of 
Director        83/09/04        3pp         16443    128        24 X  Flche    30-397, B3/03/09, 
B303I70333 


8303040023    IE    Info  Notice  83-SS,     "BUR  Safety/Relief   Valve   Failures    " 
Svc    l|»t    encl 

JDROANi E  L.       Division    of  Emergency   Preparedness    &   Engineering 
Response    <pait   B301O3)        Q3/04/22  Can-sol  idated    Edison    Co      of  Neu 

York<     Inc.        HBpp,         18303   O89         24X   Flche     30-OOO.  B3/04/2H,  8303040083 


8305260232  Requests    unrestricted    access    for    team  members    to    lite   during 
NF1C    const  Assessment    team   Insp    scheduled    for   830316-27  fc 
0606-16 

BTEflNBERO,  E).  M        Raglan    3,    Of  fie*   of   Director.       B3/O3/03. 
CARLISLE,  C   S        Washington   Public   Payer   Supply    System.       2pp 
18626'  108        24X  Flche   30-397,83/03/05,8303260232 
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— B3Q92AQ359    Lilts    team  member i    &   areas   of   assignment    for   NRC    const 
Assessment    Inip    scheduled     for    83O3I6-27    b   O6QA-16 

HEIBHMAN.fi   F        Reactor   Construction   Branch        B3/C4/2o  Reactor 

Construction   Branch         lp         ISo.26    1 tO        24X   Fiche    50-397,83/05/05, 
83033iD232 


8303230720   Forwards     list    of    utila    responding    to    requests     fi 
figures    on    backflttlng 

TOURTELLOTTE.  J         Regulatory    Reform    Talk    Force         S3./04/11 
PALLADINO.N   J         Commissioners         Spp          10S42    272         24X 
Fiche    30-000.  B3/O4/ 11,6303230720 


B303O4O033    IE    Info  Notice  83-29.     "Fuel    Binding    Caused    bg    Fuel    Rack 
DBfartn.it Ion    "   Svc    Hit    >ncl 

JORDAN, E    L        Division    of  Emergency    Preparedness    t>  Engineering 
Response     (Post   0301O3)        83/03/06  Consolidated    Edison   CD      of   New 

York.      Ine          liSpp          18323   24B         S4X    Fiche    3O-QOO,  83/O3/06,  8303040033 


B3031 70577   Forwards    request    for    design    documents    to    continue   NRC 
review 

KNICHTDN.G   W         Licensing    Branch    3         03/04/21 
Power    I.   Light    Co         3pp          IB496    117         24X   Flcln 
03OSI7O377 


UTLEV,  E    E         Carolina 
30-400,83/04/21, 


8303040034     IE    Info   Notice  83-30,     "Misapplication    of   Generic    Emergency 
Operating    Procedures    (EOF)    Guidelines    "    Sve    list    end 
JORDAN, E   L        Dlvliion    of   Emergency   Preparedness    b  Engineering 
Response     (Post  B301O3J        83/03/11  Consolidated    Edison   Co      of   New 

YOTfc,      Inc  Il4pp          18324    OO3         24X    Fiche    30-OOO, 83/03/1 1. B303O4O034 

B303O4004O    IE    Info   Notice   83-31.     "Error    in   ADLPIPE  Computer   Program    " 

BVC       lilt      end 

JORDAN, E   L-        Division   of   Emergency   Preparedness    ti   Engineering 
R«-»pon«»    <Post   B30103)        B3/09/19  Consolidated    Edison  Co      of   New 

York.      Inc.        114pp          10697009         34X    Flche    50-000, B3/O3/19, 9303040010 

B3.03Q4004&    IE    Info   Notice   33-33.     "Nonrepretcn tat i ve    Sampling    of 
Contaminated    Oil    "    Svc    list    incl 

JORDAN, E   L        Division    of   Emergency   Preparednasi    b  Enginearing 
Response    {Post   8301O3)        B3/O3/26  Consolidated    Edison  Co      of   N«w 

York,      Inc  114pp  1B647   OO7         24X    Flcho    30-OOO. 03/03/26.  B3Q3O40046 

R,     Periodic    operating    report*    b  related    correspondence 


8303090699   Generic    Ltr    03-20    to    all    operating    rflactor     Licensees    !< 
holders    of    CPs    re    integrated    scheduling    for     implementation 
of   plant   mods   Svc    list    encl 

EISENWUT, D   0         Division    of    Licensing         03/OS/O9  Consolidated 

Edison    Co       of    Neu   York.     Inc          16pp          18627    133         24X 
Fiche    30-000, B3/G3/09,  8305O9O639 


8305120467   Forwards    "Conformance    U/Titla    10    oP    CFft    Parts    2O,  HO    8.    100," 
per   811125   request   t,   B2063O  schedule  Requirements   of 
applicable    regulations   met   Addl    verification    provided    b  u, 
independent   NRC   review 

MCDUFFIE.M   A         Carolina   Power    b   Light    Co         83/03/09         DENTON.H   R 
Office    of   Nuclear   Reactor   Regulation,    Director         13pp         18431    033 
24X    Flche    SO-400,  B3/Q3/09,  B3O912O4.S.7 

8303170202  Forwards    changes    to   corporate   Grt   prog,  ram,  c  urrent  ly    provided 
In  Section    1    D  of   PSAH 

HCDUFFIE,  H   A         Carolina    Pouer    t.   Light    CD         D3/03/09         DENTON.  H   R 
Office    of   Nuclear   Reactor   Regulation,    Director         lp.       1B465  329        24X 
Fiche    30-400, 03/03/09. 830317020S 


83O313Q345   Foruards    "VJNP-2  Project   Rev  leu   of    Cample  tad    Baf  e  tij-Relattd 
HoTk, "    fourteenth    progreis    rept    for   Jan -Mar    1983, per    util 
800717   commitments    In    response    to   notice    of   violation   &  addl 
info    In    accordance   w/lOCFRSO   34(f) 

CARLISLE.  C    S        Washington   Public    Poiuer   Supply   System        83/04/Het 
MARTIN. J   D        Region    3.    Office    of    Director         17pp         18439    179        24X 
Fich»    3Q-397.  83/04/26,  830S130H43 


— -8303170203  Changes    to   Section    1    B    10A  program)    of  PSAR 

*      Carolina    Pouier    b    Light    Co         83/03/09         14pp          1S449    330         24X 
Flche    30-400,03/03/09,0303170282 

D      NRC   Draft/Final    Environmental    Statements,     suppls    &   correspondence 


B      RaportatilK   occurrences,    LERs    5.   related    correspondence 

B30SO3O3OO   Part   Z\    rept   re    linear    Indications    IdertifKd    In   8A    1O6 
gradB    plpt    Initially    reported    on    030413   Caused    by   mfg 
procaiB    error   &   ultrasonic    eiam    inadequaclas   All    svamlesi 
pipe    put    on   hold   b  magnetic    particle    examined 
CARLISLE,  C   B       Uashlngton  Public   Power  Supply   Sijitem       03/O4/15 

MARTIW.J    B         Riolon    3,     Office    Of    Dlrtctor          IBpp          1B297   O7O         24X 
Fl c h •;  SO-397,  03/04/1  S,  830S03030O 


0303170149   DRAFT   ENVIRONMENTAL   STATEMENT   RELATED    TO   THE    OPERATION   OF 
SHEARDN   HARRIS   NUCLEAR   POWER   PLANT   UNITS    1    AMD   2    Docket    Noi 
8TN   30-400  And   STN   3O-401    (Carolina   Payer   And    Light   Compang) 
*      Offlco    of  Nuclear   Reactor   Regulation.    Director         NUREO-097S 
B3/04/30         2BOpp          10477   216         34X   Fiche    30-400,  B3/O4/3O, B305170I19 


6303300122  Forwards    DE8  t,  FR    notice   W/o  DES 
KNIOHTON.O  U        Licensing   Branch   3       B3/05/13 
Power    t*   Light   Co         2pp         IB  329   346         24X    Fie  hi 
9305200132 


UT4.EY.E  E       Carolina 

30-100.93/03/12, 


B3D9O3O307   Final    b    Interim  deficiency    repts    re   Class    IE    cables    in 
Seismic    Category    1    raceways   b   standby    gas    treatment    sys 
damper   Next   rapt    by    H30718 

CARLISLE,  C    S        Washington   Public    Pouer   Supply    Sgstem        83/04/19 
MARTIN, J   0        Region    3,    Office    of    Director         llpp         10273  09B        24 X 
Fleh«   150-397,03/04/18,0303030307 

B3Q903Q90Q    Interim   deficiency    repts   re    IE  Circular   81-09,     "Sway   Strut/ 
Snubber    End    Bushings"    b  Anaconda    flexible    conduit    Initially 
reported    on   021202   &   B3O321i  respectively    Quarterly    updates 
ulll    continue    to    be    provided    Next   rept    expected    by    330720 
CARLISLE,  C.  B        Washington  Public    Pounr   Supply    System        03/O4/5O 
MARTINi  J,  H-       Region    3,    Office    of    Director         3pp         1830A   343        24X 
Flche    30-397,  83/04/20,  B303030300 


— S303200123  Notice   of   availability    of    DES 

KNIGHTON, 0  W       Licensing    Branch    3        03/03/13 
B4X  Fiche   30-400,83/03/12,8303200122 


Spp 


B30SS00197   Forwards    draft   EIB   b   FR    notice    W/o    ancl 

KNIOHTON.O  W        Licensing   Branch   3        83/03/12  Dutiel    &  Ksis 

EBERT.P        Affiliation  Unknown        3pp         18376    131        24X 
Flche    30-400,03/03/12,8303200197 


H30320020S  Forwards,  for    comments,  DES  b  notice   of    availability   W/o   encl 
KNIOHTON.O   W         Licensing    Branch    3        83/O3/12         WILSON.  K. 
Environmental    Protection  Agency        2pp         10S4O    213        24 Jf 
Fiche    30-400,03/03/18,0303200303 


B3091301O6    Interim  deficiency    rtpts    on   Condition   H3i    re   NAMCO  EA-1BO 
EA-740    limit    iwltchei   b  Condition   226  re    123-volt    dc    motor 
operator    connected    to   230- volt    dc    poyir    source   Neit    rept 
by   O3O726 

CARLISLE.  C.  S        Washington  Public    Pouer   Supply    System        53/04/26 
MARTIN-  J,  0         Region    3,     Office    of    Director         4pp          10430,093         24X 
Flcht'  3O-397,  83/04/26,  S303130106, 


B303200209  ForuarSl,  f or   review  h   comment,  DEB  Comments    due    iiiithln   45 
days    after   FR   publication  W/o   one  1 

KNIOHTON.O  W       Licensing    Branch    3        03/03/12         WOOD,  J  M        Commerce, 
Dept      of,    Natl      Dceanograph tc    b  Atmospheric   Arfmlniatrat ion        4pp 
10340   211         24X   Flche    30-4OO,  83/03/12,  830S20O2O9 


E      NRC   Safety   Evaluation  Report    <SER),     euppls   &    correapondence 


DOCKET   90-400  SHCARON  HARRIS  NUCLEAR   POUER   PLANT,     UNIT    1 

A      Application/construction   stage    document*   b    corras pandanci 

9305230883    Forwards    capital    co*t    analysis    for    backfittlng    eipendltures 
r«*ltctina    both    actual    costs    &    estimates    for    mods    planned    or 
In    proore«» 

BMITH.B   H        Carolina   Pouer   b   Liflht   Co        B3/03/22        TDURTELLOTTE,  J 
Ragulatori;    Reform   Task    Force         13pp         18343  277        24 X 
Flthf.  SO-000,  B3/03/SH,  B3032302B3, 

B30902O906    Forwards    request    for   addl    Info    re    personnel    training    to   aid 
In   revleu    performed    by   Licensee   tiualif icatlons    Branch. 
KNIGHTQN,  O.W        Licensing   Branch    3        83/04/11         UTLEY, E  E        Carolina 
PoutP   t   Llflht   Co        4pp        1B2B4   323        24X  FiehB    SO-4OO, B3/04/1 1, 

B30S 020306 


B30302D124  Forwards   responses    to    draft   SER   Open    Item*    B  b  9    for 

Meteorological    b  Effluent   Treatment   Branch    Wind    loads  far 
winds    faster    than    117  mph    considered    in    svc    load 
combinations    for    containment    design    (FSAR  Table  3,8    1-2) 

MCDUFFIE,  M,  A        Carolina  Power   b  Light   Co        B3/04/B7  DENTON.H  R 

Office   of   Nuclear   Reactor   Regulation.    Director        4pp.  1B278   331 
24X    Flch«    30-400,83/04/27.8303020124, 

8303230296  Forwards   OA  Branch   &  Hat  Is   Engineering   Branch    requaits    For 
addl    Info   not   addressed    In   Fab    1783  draft   SER    Info 
requested    by   030701 

KNIOHTON,Q   W         Licensing    Branch    3         83/O3/03         UTLEY.  E    E,        Carolina 
Power   b   Light   Co         7pp         18343   272         24X    Flcha    50-400,83/03/03, 
B303230B9A 
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DOCKETED  ITEMS 


9303040353  Forwards   responses    to    draft  SER   Open    Items   34r 33, 10-  42  h  44 
MCDUFFie.M   A        Carolina   Power    l>   Light    Co         B3/05/04         DENTON. H   R 
Office    of   Nut  1  oar    Reactor    Regulation,     Director         9pp          1B34B   293 
24*   Flcho    30-400.  83/03/04,  8305060595 

8303110540   Informs    that    draft   SER    Open    Item  67   re   design    of  normal 
containment   purge   sys    closed   Sys    adequate    Is-sue   af   time    iiji 
allowed    to   operate    to   be   addressed    during    Tech   Spec 
preparation 

MCDUFFIE.M   ft        Carolina   Potuer    &    Light    Co         B3/OS/07         DENTON.  H    R 
Office    of  Nuclear  Reactor   Regulation,     Director        Ip         10406  337        24X 
Fiche    30-400,83/05/09,8303110213 

8303110294   Confirms   B3043B   telcon    closing    out   draft   SER    Open    Items 
S98  fr   29?  per  Generic   Utr   S2-14  Responses    to    other   open 
Items   will    be   submitted    inertly 

HCDUFFIE,  h  A       Carolina  Power   J.  Light   CD        83/09/09       DENTON,  H    R 
Office    of  Nuclear  Reactor   Regulation,    Director        Ip         18393  307        24X 
Flche    BO-400,  83/03/09,  9303110394, 

B30516Q017  Forwards   response    to   draft   SER   Qpen    Item  59  r*    containment 
sys   Reactor    cavity    subcompartment    analysis    conservative 
MCDUFFfEiM  A        Carolina   Power    i.   Light   Co         B3/05/11         DENTON,  H   R 
Office    of  Nuclear  Reactor   Regulation,    Director        3pp         18433    163 
24X   Flche    3Q-400r83/05/ll. 0305160017 

83031  £00 21   Forwards   response    to    draft  SER  Open    Item  294  concerning 
refueling   uater   storage   tank    (RUST)    Tyo  RUST  vent    line*   are 
protected   from  freeiing   liy    redundant  ambient    tensing    heat 
tracing    on   each   vent    line 

HCDUFFIE,  M  A  Carolina  Power  &  Light  Co  83/03/11  DEN  TON,  H  R 
Office  of  Nuclear  Reactor  Regulation,  Director  2pp  18432  347, 
24X  Flche  50-400,33/03/11.6303160021 


F     Security,     medical,     emergencij   fc    fire   protection   plant 


6300110034   Generic   Ltr   S3-H1    to   all    licensee*    of    operating    reaetorii 
applicants    for   OLt   &   holders    of   CPi    re    clarification    of 
accei*    to    control    procedural    for    law   enforcement    visit* 
Svc    Hat    end 

EISENMUT.D  0        Division    of   Licensing,       83/03/11  Coniolldated 

Edlion   Co      of  New  York,     Inc         lipp         1S340   093        24 X 
Ftche    30-000,  83/03/11, B303L10034 


B305B40213  Forward*   monthly    status   rept    on    offslte    emergency 
preparedness    for  OL   reviews    far   Apr    1983 

DIRCKSi  W  J        Office    of    the   Executive    Director    for   Qperatloni 
83/03/13        PALLADINO,  N   J,       Commisiloner*         Spp         1S393  3S2        B4X 
Fieh»    30-OOO,  S3/03/I3,  B303240213 


0     Adjudicatoru    correspondenci 


B303040479  Requests    extension    by    1-uk    of    deadline    r>    briefs   on   propoied 
lecurity    plan    expert!    Time   needed    due    to    large    number   of 
depositions   &    late    scheduling    of    depositions   Related 
correspondence 

CARROWiH        Carolina   Power   &  Light  Co        83/04/2B        KELLEY-  J  L,  , 
BRIGHT,  G  D   ,    CARPENTER,  J  H        Atomic   Qafety    and    Licensing    Board  Panel, 
2pp         1S322    163        24X   Flche   30-400,83/04/28,0303040479 

— B3QS0404BS  Ansmeri    to    general    Interrogator!**   &    interrogator^*   on 
Contentions    22A,  2SB,  73,  80,  S3,  84   b    133,  first    eat   R*Ut*d 
correspondence. 

CrtRROW.H        Carolina   Power   &  Light  Co        B3/04/2B        EDDUEMAN.H 
Eddleman,     W.       63pp         IB322    165        24X  Flch*' 30-400,  83/04/28, 
8303040479 


3303160109   Advises    that   draft    SER   Open    Items    4B  i  74  closed   per   Generic 
Ltr    82-14  NP   anticipatory  reactor    trip    mod   proposed 
MCDUFFIE.M  A       Carolina  Power  8.  Light  Co        B3/03/11        DENTON,  H  H 
Office    of  Nuclear  Reactor  Regulation,    Director        Ip        1Q414  OS?        S4X 
FieJ)«    SO-400,  B3/05/11,B3031AOIO9 


— S3OS040492  Responst    to    riquett    for    praductlBn   of    document!   CertlflcAti 
af  Svc    encl 

CAHROH,  H        Carolina   Power   i<  Light   Co        B3/04/2B        EDDLEMAN,  U 
Eddleman,    M        4pp         1B3S2  2S8        24X  Fiehe' 30-400,  S3/04/2B, 
B303040479 


8303160400  Foruiardi  reaponie    to   draft   SER  Open    Item   191    re    closing    of 
tooling   ejater   surge    tank   vent  valve   upon   radiation  alarm 
annunciation  Vent   valve  automatically   closes   upon  receipt    of 
signal    from  cooling   uater  monitor 

MCDUFFIE,  H  A  Carolina  Power  t.  Light  Co  83/03/16  DENTON,  H  R. 
Office  of  Nuclear  Reactor  Regulation,  Director  Spp  184B&  012 
24X  Fiehe  30-4OOr  83/0-5/16,  B3O51S0400 

8305200442    Advises    that    drift    BER    Open    Item    1SB    closed    per    830399 
telcon   Description   of   neiu  fuel    pool    antlslphon   avca   will    be 
provided    in  respnnie    to  Open    item    130 

MCDIFF1E,M  A        Carolina    Power   &   Light   Co,        83/O3/16         DENTON,  H  R. 
Office    of   Nuclear   Reactor   Regulation,     Director         Ip         IB3J7    123         S4X 
Flche    30-400,B3/OS/li,a303eo044B 

9303200329   Forwards   responses    to  Procedure*  &  Sift  Review  Branch    draft 
HER    on  Open   Items  200,205  &   2O6    re    proposed   method   for 
mia*urlng<   prDcei*~to-a«nsor    response    tims 

MCDUFFir,M  A  Carolina  Pouier  b  Light  Co  B3/03/1H  DENTON,  H.  R 
Office  of  Muclear  Reactor  RejuUttonj  Director  9pp  1B917  046, 
84X  Ftcttt  30-400,  93/O3/1B,  B303SO0329 

B3032003B4   Forwards   response    to  draft   SER   Op*n    Itemi   32  (.  33  re 
Irradiation-strengthened    ZIrcaloij    yield    strengths  & 
predict*!)    cladding   collapse    time    vKceedlng    lifetlitie  of   fuel, 
resp ictl vely 

MCDUFFIE.rt  A  Carolina  Power  &  Light  Co  83/O5/1B  DENTON,  H,  R 
Office  of  Nuclear  Reactor  Regulation,  Director  3pp  1B3IB  l&O 
24X  Flche  50-400,03/09/13.8303300334 

S305S30494   Do  turnout  f   630421    telcon   re    draft  SER  Open   Hems    12,13  l>    16 
concerning    environ  fc  hydrolojle    engineering. per  C»nerlc   Ltr 
8S-14    Items   considered   closed   aa   result    of    info   lubmitted 
in  821104    Itr 

t1CDUFFIE.il  A       Carolina  Pouier   fc  Light  Co        63/03/33       DENTON,  H.  R. 
Office   of   Nuclear  Reactor  Regulation,    Director        Ip,       18383  334        S4X 
Fiche.  30-400,  B3/03/B2,  8305330494 


— 9305040498  Re»ponse    to    first   request    far   admiislon   re   Eddleman 
Contention   S2-B  Certificate    of   Bvc    *ncl 

CARROM.H        Carolina   Power   &  Light   Co        B3/O4/SB  Eddlflnan>    H 

4pp.       18322   232        24X  Fichu   30-400, 83/04/88,  B303040479 

9303060471    Forward*   LI    Loflin   affidavit    to    be    included    in   utll   83042B 
answers    to   U  Eddleman    first   let    of    Interrogatories    on 
Contentions  B2A,  BSB,  78,  80,  S3,  84  &   132  Eve   list   end. 
CARROM.hl        Carolina   Power    &  Light   Co        83/03/02        KELLEV- J  L.  , 
BRIGHT,0  O  ,    CARPENTER,  J  M        Atomic    Safatv   and   Licen*Ing    Board  Panel, 
4pp.       18331    I7S        24X  Flche    30-100,  83/05/02,  B3030A0471. 

B3Q50404B5  Contention*    based    on    otil    lite    tmeroenci;    plan  Certificate   of 
Svc   encl 

EDDLEMAN. W        Eridlaman,    M        83/09/02  Atomic    Safety    and   Licensing 

Board  Panel         4pp         18348    133        24X  Flehei  30-400,  83/O3/02,  S30B0604B9. 

630 50i 0332  Aniuer    to  NRC   830420  motion    to   compel    Conservation  Council 
of  North   Carolina   to   retpond   to   discovery  Council    is   willing 
to   negotiate   Council    unable    to   atituer    all    NRC   discovery 
request*    H/Certif icate    of   Svc    Related    correspondence 
RUNKLE.J        Coniervatioh   Council    of   North    Carolina.        RUNKLE,  J 
Run  He,    J      D        B3/09/O3,       lOpp         18347  293        24  X 
Flche    30-400,  B3/O3/Oa,  B309040332 

830304Q41S  Memorandum  &   order    confirming   withdrawal    of   Citizen*  Against 
Nuclear  Power    as    formal    party 

KCLLEV.J.L        Atomic    Safety    and   Licensing    Board   Pan*I         83/03/03 
Cltlien*   Againat  Nuclear  Power       Ip        18319, 39B       84X 

Flche.  90-400,  B3/03/03,  B30504041S, 

— 8309040421    Advises    of  Cltiien*   Against   Nucltar   Power   uithdrawal    •• 
formal    party 

NEUhWJ,  P   T   ,    NEUMAN.S.E        Citllens    Against  Nucltar   Power. 
83/04/28.       KELLEViJ  L        Atomic   Safety    and   Licensing    Board  Panel 
Ip        18319  399.       S4X  Flche;  90-400,  83/03/03,  8303040412 


0305370083  Foruiardi  respon»es    to   draft    Chemlefll   Engineering   Branch    SER 
Open    It»ms    143  «    I4B  re  TMI    Item    II.  B  3,     "Post-Accident 
Sampling    By«"    Ic  operator    training   requirements    for   post- 
accident    sampling   *y*<  re»pic  tlvel y. 

MUDUFFIF,M  A  Carolina  Pouer  b  Light  Co.  83/03/33  DENTON,  H,  R. 
Office  of  Nuclear  Reactor  Regulation  Director  3pp,  10433' 34 9, 
24X  FlchB  30-400,83/03/83,8303270083. 

B303H60S34    Informs    that    draft  fiadi ologUnl    Aiceiiment   Branch    SER  Dp«n 
Item   169   closed  per  S30510  t»lcon  on  FSAR  Ouestlon  471  21. 
Responses    to  other   open    items    In    draft  SER   expected   shortly 
MCDUF5IE,H  f,       Carolina  Pou*r    tc  Light  Co        03/05/34        DEMTON.H.R. 
Offlcie  of    Nuclear  Reactor  Regulation.!    Director        ip        IBS99  339        C4X 
Fiehe;  9O-400,  B3/03/24i  8309B6O234. 


8309090473  Motion   to   compel    applicant    to   respond    to   Conservation 
Council   of   North    Carolina    Interrogatories   4-1    through    4-5  l< 
4-14    (flnt    set)    re   Contention   4   concerning    cumulative 
effect!   of    transshipments    Certificate    of   Svc    encl, 
RUNKLE, J       Conservation  Council' of  North   Carolina       83/03/03,      6pp. 
10340:329        S4X   Flche    30-400,  B3/03/03.  B303090473. 

8309110149   Affidavit    of   M  Eddleman   certifying    nagotatlons   w/MRC  re 
reiponee   to  NRC   first   let   of   Interrogatories. 

EDDLEMAN,  H        Eddlaman,    M        83/09/06.       Kpp.       19393,342        24 X 
Fiche:  30-400,  83/03/06,  83O31 10143. 
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Q30911O222  Responds    to   NfiC    first    set   af    interrogatories    Related 
c  orrespondenee 

EDDLEMAN.W         Eddleman.     M         83/03/O6  Atomic    Safety     and    Licensing 

Board    Panel          19pp          1B407    076         24X    Fiche    3O-4OO,  B3/O3/O6, 
S3Q911O222 

9303110361    Response    to   applicant    third    set    of    fint   round 
Interrogatories   Certificate    of    Svc    encl    Related 
correspondence 

EDDLEMAN.U         Eddleman.     M         B3/O3/O6  Carolina    Fouler    t>    Llg/ht    Co 

lEpp.         18406   2B7         24X    Fiche    90-4OO,  B3/O3/06,  O3031 10361 

3309I1O366  First    sit    of    interrogatories    fleply    requested    before   B3Q329 
Re l«ted    correspondence 

EDDLEMAN.W        Eddlimati,     W        B3/03/06  Office    of    the    Executive   Legal 

Director          lOpp          IS4O6   269         24X   Fiche    9O-4OO,  B3/O3/O6.  33031 10364 

B30S1202BB  Submission    of   Contention    161    re   DB-4I6    circuit    breakers    for 
mafe    shutdown    defects    &  possible    malfunction    Documents    from 
which    bails    derived    unavailable    until    B30420   Certificate    of 
Svc    encl 

EDDLEMAN.H        Eddleman,     M        83/Q9/07  Atomic    Safoty    and    Licensing 

Board    P*nel         2pp          184B4    120         24X    Fiche    30-40Q, B3/09/07, B3031BQ2E9 

B3O513QQ75  Responds    to   R   Ullfon    interrogatories   Certificate    of    Svc    & 
affidavit    encl    Related    correspondence 

CARROW.H        Carolina   Power   8.  Light   Co        83/03/1O  Hi  lion.    R         19pp 

1H436:B7<7         H4X    Fiche    30-100.  83/O3/1G,  B30313O07S 

S30S13008E3   Response    to   R   Wilson   request    for    production   ot    documents   as 
contained    In    interrogatories    to    applicant    Documents   mill    be 
made  available    at   mutually    agreeable    time    Certificate    of 
Svc    end    Related    correspondence 

C ARROW,  H        Carolina   Power   b  Light   Co        83/05/10        WILSON.fi        Wilson. 
R         4pp         1B437  090        S4X  Fiche    50-40Q, B9/03/1O, B3O3I3008S 

83091 7O47 7   Responses    to    first    set    of    general    interrogatories   & 
Interrogatories    on   Contentloni    41    &  A3  Certificate    of   Svc 
ancl.  Rilated    correspondence 

BAXTER, T   A        Carolina   Power   t  Light   Co,       BAXTER,!  A        Sham,    Plttman. 
Pott*    (.   Troiubridge        83/03/18        EDDLEMAN, M        £ddleman.     W        3e,pp 
184.67    299         24X   Fiche    30-40O,  83/O3/12,  8303170497, 

83(59170490  Response    to    first    set    of    requests    for   production    of 
documents   an  Contentions  41   &  63 

BAXTER,!",  A        Carolina   Power    b  Light   Co        BAXTER,  T  A        Bhau,    Pitt  man, 
pott*  fc  Trowbridga.      83/03/13       EDDLEMAN, w       Eddleman,    w,      3pp 
1B469:31S        24X  FUh«    30-400,83/03/13,8303170430. 

830917O49&   Re»ponse    to   63Q31B    interrosatories   Related    correspondence 
WILSON,  R.       Wllion,    R        B3/C-9/13  Office    of    the   Executive  Leflfll 

DlrsctOf          Bpp          18467:283         24X    Fleho    80-400. 83/09/13- B3OS17O436 


B3O502    ct 
numar  OU5 


itention 
;onf lie t 


D-NEILL. J    H         Car 
PI ttman.     PnttB    & 
Licensing    Board    P 
3303200630 


or    aictenaion    until    S30603    to    re-apond    to   U    Edd  1 
on    utll    sita    emergency    plan    Counsel    has 
obligations    Certificate    of    Svc     end 


lira    Payer    &   Light    Co 


•nwb-r  i  iJgo 
tiel  3pp 


83/03/17 
18320     1S3 


O'NCILU. J   H 

dDic    Safety    and 
Fiche     3O—1OO,  63/03, 


B30324O44t   Urief    re    qua  1 1 F i cat! ona    of    person*    proffered    6u    interval 
as    eiperts    to    evaluate    Facility    security    plan   All    five 
intervenor    witnesses     fal]     to    display     sufficient     etpercise    & 
ihould     be    uiitjidraun    Certificate    of    Sue     one  1 

FLVNNjS   F    .     CARROH,  H         Carolina    Pouet-    &    Lijlit    Co         03/09/17         Sff 
1S374    O91          SAX    Fiche     9O-4OO, B3/O3/1 7,  3303240446 

8309240351    Motion    requesting    J   Mad  iff    be    withdrawn    as     pi-op oied     eipt 
ultnovi    Applicant    deprlvsd    of    right    ID    dopoaa    Mackie 
Boneflt    of    having     conducted     crais-e ^amtnat Ion    not    afforded 
Certificate    af    Svc     encl     Related    correspond  once 
FLYNN.S  F    .    CARROW, H         Car&llna  Pouer    t    Light   Co         03/03/17 
Atomic    Safety    and    Licensing    Board    Panel          3pp  18573    S76         24X 

Fiehe    30-400,  03/03/17,  B-303S40331 

831)3240530   Response    opposing    Conservation    Council    of    North    Carolina 
B3O303  notion    to    compel    applicant    to    respond    to    dlsccveru 
Contention    4    does    not    encompass    cumulative    effect*    of    fuel 
ihlpmont    W/Certlf Icatlon    of    Counsel    (.   certificate    of    Svc, 
DVNEILiJ   H        Carolina   Power    &   Light    Co         O'NEIL, J   H        Shau,     PJttff 
Potti    &    Troubrldg-D         83/O5/13  Ato-mtc    Safotij    arid   LI  eons  ing    Doa 

Panel  12pp  1B37S    HB4          24X    Fiche    3O-40O, E3/OS/ IB, B3O3240530 

K      Utility    Final    9aPet<j    Analysis   Report    (FSAR)    t,   amends 

B303300i74    Forward  1    Amend    h    bo    F9AR    Amend    revlBBi    poiitioTii    re    rep 
guides    In    Section    1    8   &   OA    organl iati&n    6    responslbi 11 tv 
revs    in   Suctioni    13    1    b    17   3,  per  S3O3 1 J    final    rule 
MCDUFFIE.M   A        Carolina    Power    J,  Liflht    Co         83/O3/I3        DEM  TON,  II  (t 
Office    of    Nuclear    Reactor    Regulation,     Director         2pp          IS31V-1I? 
SIX   Flcno     30-400.83/08/13,0303200676 


— 8303200679    Amend    6     to    FSAR 

*      Carolina  fouier    8.    Light   Co        83/03/13 
Fiche     30-400,  93/O3/13,  B30320O67A 


23pp 


B303540417   Foruavdt    revlse-d    distribution    1 1st,  roflec  ting    ch^nnes    In 
tl  t  In,  name    t>  address    of    porions    racelvlnff    copies    of   Ai^end 
6    to  FSAKiper   request 

ZIMMERMAN,  B  R         Carolina    Pouer   !c  Ll^ht    Co        B3/03/2O        EISENHUT, D 
Dlvlilon    of   Llcensino         4pp,        1SS71    032        24X    Fiche    30-100,83/09/3 
83O 3240417 


Q      Intpecttan    report!.     TE   Bulletins   ii   t orra spend &nce 


B-309I704B6   Clarification    &   supplemental  Ion    of    B 3 0303   respon*ei    to 
03O131    interrogatories   (c  request   for   production  of 
Jocument*   Certificate   of  Svc    encl    Related    correspondence 
WIL SDN.fi         Mllson,    R.       83/05/13  Carolina   Power   &  Light   CD        4pp 

18470:0*9        24X  Fiche    90-400,83/03/13.8309170466 


830517 04*?  1    Second    let    of    interrogatories    Related    correspondence, 
WILSON.  R        Hi  lion,    R        83/03/13  Carolina   Pouier    &  Light  Co 

1B470.006.        24X   Flch«' flO-400.  S3/09/13,  8303170191 


»PP- 


B30917092B    Buppl    to   Contention!    130   -    161    re    five    Factor*    for    late 
filing   of  contentloni   Balancing   of   factors   not   required 
ifnci    contentions    based    on   previously    unavailable    info 
Certificate    of   Svc    encl 

EDDLEHAN,  W        Eddlsman.    U        83/09/14  Atomic    Safety    and    Ucintlng 

Board    Panel        3pp         18467392        »4X   Fiehe- 30-400,  83/03/14, 830317032B 

B3O924O5OO    Response    to    first    *et    of    intirrogatoi-iit    on   Joint 
Contention    II, Certificate   ot   Svc    encl. Related 
correspondence 

PAYNe.M   T.       Kudio  Alliance.       PAVNE,  M.  T        EdeUt.ln   t.  P*yn«. 
B3/OJ/I6,          Carolina  Pouer   tc  Light  Co       21pp        18373  208       S4K 
Fieh-i    SO-400,  83/03/16,  33032*0300 

Q 30 3240 907    Flr»t    set   of    interrogatories    on  Contention*    III, IV  t>   v. 
Certificate    of   Svc    encl, Related    correspondence 
PAYNE.MT       Kudiu  Alliance       PAYNE,  M,  T.      EtTeliteln  fc  Payne. 
S3/05/E&.  Carolina   Poutr    b  Light  Co.       19pp.        18971    244.       24X 

FIcha.  30-400.  03/09/16,8303240307. 

030 3 1 90231    Brief    on   qualifications    of  witnesses    proffered    as    expert    In 
security    planning, 10CFR73,  Parti    of    plans   re    expertise    of   BJ 
Tungl«,JF)    Naples,  LW  Stevens    b  ER    Bleacher    should    be    made 
available    to    experts    M/CertlP icate    of   Svc, 

BARTHr  C,  A        Hearing    Branch    1         B3/03/17.       13pp         1B900    107.       24 X 
F 1  c  h  • :  3O--400,  83/09/17,  B3091 7093 1 


B212Q603B8    IE    In*o    Notice   B3-14,     "Osuiatered    Spont    Ion    Exchange    R««ln 
8J*ceptibl llty    to    Eiotherinle    Chemical    Reaction    "    Svc    lilt 
encl 

TAYLOR,  J   M        Divltlon    of    SafeguarKs    *    Inspection   Pro-grans    (Post 
B3O103)         B3/03/B1  Consolidated    Ellison    Co      of    New  York,     Inc. 

llSpp  1330B   319,        B4X    Tlcho    30-0'00.  B3/O3/ai,  8212040333 

S30S27034I    Forwards    IE    Insp    Repta    SO-4OO/83- 1 1    !.    30-4O1/B3-11    on 

B3O30B-11    Ho   noncompl 1 anc I    noted 

VERRELLI.J)    M        Division    of    Project    &  Resident   Program*         93/O3/31 
(JTLEV,  E  E         Carolina    Pouer    b   Light    Co         lp         18641- 3SB        24X 
Fiche    30-400,83/03/31^9303270341 

— B30327031B    IE   Insp    Ropts    50-40O/B3-1 1    &    30-401/B3-H    on   B3030S-11 
noncompl lance    noted   Major    area*    Inspected    strut  tural    design 
activities  t,    TE   Dull*tln    79-03  1<    79-14    folloinup 

LENAHAN.J  J        Region    S,     Office   of    Director         CONLON, T  E,       Divlsl 
of  Engineering    li    Radiological    Safety   Froprama         B3/03/3O.       4pp 
18641     339         24X    Fiche     SO-400, B3/O3/31 , 93O3S7O341 

B303H70346  Foruirds:    IE    Insp    R«pta    SO-400/B3-O9   (,   3O-4O1/B3-O7    on 
B3O314-1H  No   noncomp  nance   noted 

VERRELLli  D.M        Division    of   Project    b    Resident    Programs         B3/O4/03 
UTLEY.E.E         Carolina    Power   fc  Light   Cc-         2pp         1B64S  H76        24X 
FIchB' 30-400,83/04/09,  B30327O346 

— B30S2705&I     IE    Insp    Repti     SO-40O/83-09    &    30-401 /B3-09    on    B303I4-1B   ^ 
noncompl lance    noted    Major    Areas    inspected    structural 
concrete    &    iteel 

HARRIB.J  R    i    CONLON,  T.E,        Region   2,     Office    o.f    Director,       B3/04/0* 
Spf          IB649   376,         24X    FlchB     9O-400,  B3/04/03, 8303370346, 

3303270377    Ack    receipt    of    630331     Itr    informing    HHC    of    step*    taken    to 
correct   violations    noterf    in    IE    Imp    Re-pts    SO-4OO/B3-03   U 
90-401 /B3-O3 

VESRELL1.D   M        Division    of   Project    &    Re*  i  (Tint    Program*,       B3/O4/14 
UTUEY.E   E        Carolina    Power   &    Light   Co          lp          18642    1B7         24X 
Flehe    3O-400j 83/O4/i4,  B303270377 
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—  0303E703B3   Responds    to   NRC    8303O2    1  tr    ro    violation!     noted    in    IE    Insp 

Rept   5O-4QQ/83-O3  Corrective   actions   preservlce    imp 

Procedure  NES-BOAS039  revised    to    include   surface   magnetic 

particle    in*p     for   Weld    1-SH-RV-G1B 

PARSONS.  R   M         Carolina    Pnuier    &    Light   Co         83/O3/31          O'REILLY,  J   P 

Region   2,    Office    at    Director        apt         19642   169        34X 

FUhs    50-400,  63/04/14.  8303270377 

—  B303270391   Forwards    IE   Insp    Roots    30-400/B3-03  fc   30-401/83-03   on. 

S3O124-27  &   nattce    at  violation 

VERREULI.D  H        Division   of  Project   b  Resident    Programs        83/03/02 
UTLEY.E    E         Carolina    Poue-r   !.   Light   Co         2pp          18642    190         24X 
FieJie    3D-40O.  B3/O4/  14,  8305270377 

—  -B303270397  Notice    of   violation   tram    Insp    on  83O124-27 

*      Region   S,     Office    of    Director         B3/O3/O2         in          18442    192         24X 
Fiche    50-40O,  83/04/1  4,  83OS27Q377 

—  S3O3270406    IE    Insp    Repts    50-400/83-03   t,    30-40I/S3-O3    on    H30124-27 

Moncompllance    noted    failure   to    establish   adequate    measures 

to    control    purchased1    ivci 

KLEINSDRQE.W   P    ,     BLAKE,  J   J        Region   2.     Office    oF    Director 

B3/02/2B         llpp          1B64S    193         24*   Flche    50-flOO.  B3/04/1  4i  B303370377 

B303040<121    IE  Info  Notice  83-21.     "Defective  Emergency   Use   flesplrator    " 
Sve    list    end 

JORDAN,  E  L        Division    of  Emergency    Preparedness   (•  Engineering 
Responiu     (Post   83O103J         03/04/13  Consolidated    Edison    Co.     of    Neu 

York.     Inc         lS6pp          18433    133         SAX    Fiche    30-OOO.  83/O4/1  3-,  B303Q4O021 

B303O40023    IE   Info   Notice  83-23,    "BUR   Sat  ety/Rsl  is  f  Valve   Failures    " 
Svc    Jlit    encl 

JORDAN,  E  L        Division    of  Emergency    Preparedness    &  Engineering 
fla-sponse    <Post   839103)         83/04/22  Consolidated    Edison    Co      Of    Neu 

York.     Inc         MBpp          1S393   OBI         H4X    Fiche    30-OOO.  B3/O4/22,  B30304O023 

0303-040085    IE  Info  Hat  iff   83-23.    "Inoperable  Containment   Atmosphere 
Sensing   Sys    "    Svt    list    end 

JORDAN,  B  L        Division    °f   Emergency    Preparedness   It   Engineering 
Response    IPost  830103)        83/04/23  Consolidated    Edison   Co      of    Nau 

York,     Inc         119pp          1B3B1    291         24X    Fiche   30-000,  83/O4/23,,  B30304O023 

H303040O26    IE  Info  Notie*  83-24,    "Loose  Parts    in   Secondary    Side   of 
Steam  Generators    at   PWR*    "   Svc    Hit    end 

JORDAN.  E   L        Division    of  Emergency    Preparedness  &  Engineering 
Response     (Poit    B30103).       B3yO4/B3  Consolidated    Edison    Co      of    Neu 

York.      Inc          ItSpp          19332   047         24X    Fiche    SO-OOO.  83/04/28,  8303040026 

8303040027    IE    Info  Notice   83-23,    "Standby   Oas   Treatment  SUB    Heater   High 
Tamp    Trip    Setpolnt    Adjustment    "   Svc    list    end 

JDROANiE   L       Division    of  Emergencij    Preparedness  *;  Englniorlng 
Response     (Post    B301031.       83/04/20  Consol  itJat*d    Edison    Co.     Of    Neu 

York,     Inc          HBjip          18382    163        24X    Fiche    30-OOOf  B3/O4/SBi  830304O027 


S  30304  002B    IE   Info  Notice  &3-EA,     "Failure    of  Saf  »t<j/fteliflf   Valve 
Discharge    Line   Vacuum  Breakers    "    Svc    list   «ncl 
JORDAN)  E    L       Division    of  Emergency    Preparedness  &  Engineering 
Response    (Post   9301  O3>.       83/03/03  Consolidated   Edison   Co      of   Neu 

Yorki      Ine          122pp          10441     17O        24X    Flche    50-000,83/03/03,8303040028 

H30S270623  Forwards    IE   Insp   Rept*    5O-400/B3-14  i    30-401/83-14   on 
93O4I3-15   No  ttoncompltance   noted. 

VERRELH.O  M        Division   of  Project   &  Resident  Programs.       83/05/03 
UTLEY.E  E        Carolina  Power  t<  Light   Co        Spp         18643    369.       24  X 
Flchf  30-400,  B3/O9/O3,  B303270633 

—  B303E70i32    IE    Imp    R*pti   30-400/83-14  &  30-401/83-14    on   830413-13  No 
noncomj"  1  lanee    noted   Major    areas    inspected    geotvchnlcal 
design   actlvl  tie«<  lakes,  dami   t   t  anali,  qu*l  1  tv    records    b 
safety-related    dam/dlka   operational    Insp   program 

LENAHAN.J  J   ,    CONLON,  T  E        Region   2i    Office   of   Director        83/04/29 
4j>p          18649:271.        84X   Fiche    3O-400,  8  3/03/03  j  930  SS7Q&  S3 

8303040030    IE   Info    Mot  it"   83-27.    "Operational   Riiponse    to   Events 
•Concerning    Deliberate    Acts   Directed   Against  Plant 
Equipment    "   Svc    list   end 

-JOHDAW.  E  L        Division    of  Emergency   Preparedness   k  Engineering 
Response    (Post   830103)         B3/O3/04.  Cuniol  Ida  t*d  Edison    Co      at   Neu 

York,     Inc.       H2pp         1B3B2  2B2       S4X  Fiche   30-000,  B3/O3/04,  8303040030 

B3O3040031     IE   Info    Notice   B3~2a,    "Criteria    for   Protective    Action 
Recomnendationi    for   0»ner*l    Emergencies    "  Svc    list   end 
JORDAN,  E  L        Division    of   Emergency    Preparsdneii    k  Englnee-rlng 
Response    (Post   B301O3)         83/O3/04  Consolidated   Edison    Co.     of   New 

York.     Ine         H9pp         1B44I    001.      24X    Fiche.  30-000,  B3/03/O4*  8303040031 

B3OS2704fl4   Foruards    IE   Intf   fieptl    SO-400/83-13  &   30-401/93-13   on 
830411-19  No  noneompllance   noted 

VERRELLI,D  M        Division  of  Project  *  Resident  Programs        B3/03/04. 
UTLEY<£  E        Carolina  pouer  J.  Light  Co        2pp        1B644-024         E4X 
Flehe'  30-400,  B3/O3/04.  8303270484 


— B30S270492    IE    Insp    Repts    30-400/B3-13    t,    30-401/83-13    on    B3041 1-13,  Ho 
noneompllance    noted    Major   araas    Inspected    containment    steel> 
reactor   vessel    &   safety-related    structures 

YORK,  J   M  ,     LIU,  M  C        Region   2,    Office    of  Director.       BLAKE,  J  J 
Division   of  Engineering    &  Radiological    Safety    Programs        83/03/03. 
6pp         18644   O26         34X    Fiche    SO-400, B3/OS/04, 8309270484 

8303040033  IE    Info  Notice   83r29,     "Full    Binding    Caused    bg   Full   Racl 
Deformation    "    Svc    Hit    and 

JORDAN, E   L        Division    of   Emergency   Preparadnesi   t  Englnatring 
Response    (Post   830103)         83/03/06  Consolidated   Edison  Co      at  N*u 

York,     Inc         113pp         IS 323   248        24X   Fiche    30-000,83/03/06,8303040033 

830327060?   Ack    receipt    of   830426    Itr    informing    NRC    of    tteps    taken    to 
correct  violations    noted    in    IE    Insp   Repts    3O-400/B3-06  & 
30-401/B3-06 

UERRELLI.D  M        Division    of   Project   i.  Resident  Programs        B3/09/10. 
UTLEV.E  E        Carolina   Pouer   (<  Light  Co        Ip         18647    I4i        B4X 
Fiche    SO-400,  B3/03/10i  B303S70609 

—83032701.19  Responds    to   NRC   B304O1    Itr    re   violations   noted    tn    IE    Imp 
Rapt   30-4OO/83-06  Corrective   actions   addl    support*   added    to 
tuo    svc    water    piping    spool    pieces    to    comply    u/procedural 
reg.ulrements,'UP-lO2'  App    A 

PARBON3.R   H        Carolina   Poiuer  fc   Light   Co        B3/04/26        O'REILLY,  J.P. 
Region    2,    Office   of    Director        3pp         IB647    147        24 X 
Fiche    30-400,  83/03/10, 8303270609 

— B303S70620  Foruardi    IE    Insp   Repts    90-4OO/B3-06  t   90-401/B3-06  on 
830130-0220  h   notlc*    of   violation 

VERRELUIiD  M        Division    of   Project  h  Resident   Programs        63/04/01 
UTLEY.C  E        Carolina   Power   b  Light   Co        2pp         1B647-  14?        34X 
Fiche   30-400,83/03/10,8303270609 

— B303270626  Notice    of   violation    from    imp    on   B301SO-0220 

«     Region   2,    Office    of    Director        83/04/01        2pp         18647.131        24X 
Ficht   SO-400,B3/03/JO,8303270609 

--8309S70631     IE    tnsp    Repts    SO-400/B3-06   k    30-4O1/B3-06    on   830120-0230, 

Noncompllance  noted- failure  to  support  piping  per  procedural 

requirements 

MAXWELL- 0  F   Region  2>  Of  flea  of  Director    BEMI8, P.   Division  of 

Project  K  Resident  Programs   83/04/O1    6pp    18647  133   24X 

Fiche  30-400,83/03/10,8309270607 

8303040034  IE  Info  Notice  B3-30,  "Hltapp Ucatlon  of  (Jen eric  Ewergenev 
Operating  Procedures  (EOP)  Guideline*  "  Svc  list  tncl. 

JORDAN, E  L   Division  of  Emergency  Preparedness  fc  Engineering 
Rasponse  (Post  830103)    83/03/11     Consolidated  Edlion  Co.  of  Neu 
York,  Inc.   114pp    18324  003,   S4X  Fiche  30-000,83/03/11,8303040034 

B30S270271  Ack  receipt  of  830303  Itr  informing  NRC  of  steps  tak*n  tu 
correct  Violation*  noted  in  IE  Insp  Repti  90-400/83-12  fc 
30-401/83-12 

VERRELLI.D  M   Division  of  Project  fc  Resident  Programs.   83/09/14. 
UTLEY.E  E   Carolina  Power  t.  Light  Co    Ip    18641.313   24X 
Fiche  30-400,  83/03/14,  8303270271. 

—8309270581  Responds  to  NRC  830404  Itr  re  violation*  noted  in  IE  Intp 
Repts  90-4OO/B3-ia  It  30-401/83-12.  Corrective  action*- 
Procedure  CQC-2  re  nbnconformanet  control  revised  on  B30329 
to  provide  guideline!  for  deficiency  rept  issuance 
PARSONS,  R  M   Carolina  Powar  fc  Light  Co   83/03/03.   O'REILLY,  J  P 
Region  2.  Office  of  Director   2pp.   18641  314   24X 
Flehe-  30-4OO,  S3/03/16,  8309270271 

—8303870292  Foruard*  IE  In*p  Repts  30-400/83-12  &  90-401/83-18  on 
830220-0320  *  notice  Of  Violation 

VERRELLI.D  H   Division  at  Project  t,  Resident  Programs.   93/04/04, 
UTLEV.E.E.   Carolina  Pouer  !<  Light  Co   2pp    18641:314   24X 
Fiche  3O-4OO, 93/09/16,8309270271 

—8309270301  Notice  of  violation  from  (nip  on  B30SSO-0320 

*  Region  2,  Office  of  Director.   83/04/04    Ip    18441:318,   S4X 
Fiche  30-4OO, 83/03/16.  B309270271 

—8303270309  IE  Insp  Repts  90-400/83-12  fc  30-401/83-12  on  830820-0380. 

Noncomplianc*  noted- Deficiency  Di*po*itlon  Rept  1301  not 
evaluated  during  14-day  period 

MAXHELL.O  F   Region  2,  Office  of  Director   BEMIS.P.   Division  of 
Project  fc  Resident  Programs   'B3/O4/04.   7pp    18441'319   84 X 
Fiche.  50-400,  83/03/14,  8303270271. 

8303040040  IE  Info  Notice  03-31,  "Error  in  ADLPIPE  Computer  Program." 
Bvc  list  encl 

JORDAN,  E  L,   Division  of  Emergency  Preparedness  tt  Engineering 
Response  tPoct  830103),   83/03/19     Consolidated  Edison  Co.  of  Neu 
York,  Inc.   IHpp    1B677. 009   24X  Fiche  30-000,83/09/19.6303040040. 
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B3Q3O4OQ4&    IE    Into   Notice   83-33i     "Nonr epresentati ve    Sampling    at 
ContJUnlna  ted   Oil    "    Svc    litt    one! 

JORD/iM,  E    L        DIvl»lon   of  Emergency    Preparedness    !<    Engineering 
Ruppnm     (Post    830103)         33/05/36  Consolidated    Edison    Co       of    New 

Yor*.      Inc  U4pp          IB647   007         34X    Flche    50-000,03/05/26,03030100-16 

R,     Periodic    operating    report*   tt   related    correspondence 

8303020165   Forwards    "Quarterly    Seismic    Monitoring    Rept    for    Jan-Mar 
1983    " 

ZIMMERMAN,  B   R         Carolina   Pouier    t.    Light    Co         83/04/27         DENTON.H   R 
Office    of    Nuclear   Reactor   Regulation.     Director         Ip         1S2S4    06O        24X 
Fiehf     30-400,  B3/04/27,  B303020163 

— a3O30SO17»    "Seismlu    Monitoring    Program  Quarterly    Data   Rept   Jan-Mar 
1903    " 

*       Carolina    Pcuitr    t   Light    Co         83/04/27          Ip          1B2B4    Oil          SIX 
Flch»    30-400103/04/37,0303030163 

Reportable    occurrence*,    LER»   6   related    correspondence 

J3Q428O299    PNB-II-BO-O30   on   Q01 104,  bomb    threat    received    from   unknown 
••male    caller   Conit    ilte   not    gvacuatad    State    of    NC    b    local 
lau    enforcement    agancle*    notified, 

HALL.B   L    .     MCOUIRE,  D        Region   S.     Atlanta,     Office    of    the   Director 
SO/ 11/04  ip          18383   330         24X    Fichs    3O-1OO,  BO/1 1  /O4,  83Q4280299 

3305110427    Part   21    &   deficiency    repts    re   m  1  aoperati on    of    D8-414   reactor 
trip    under voltage    devlcet    Initially    reported    on    B3O42O 
Attachment*   uil  1 1    be    replaced    u/tfevlces   u/uildened    groove* 
to   Accommodate    niiu  retaining    ring*    Hfg    drawings    revised 
RAHE,E  P.       Uestlnghouie   Electric    Corp         03/04/51         DEYQUNO, R   C 
Director'*    Office,    Office    of    Inspsction    and    Enforcement         3pp 
18403,093         B4X   Flche, 30-000,  B3/04/21 , B3031 104271 

305030A01    Final    deficiency   rept   re   (Held    def iclenc ies    In   Clai*    1C 
transfer    paneli    Initially    reported    on   B3O401    Deficiency    not 
r«pDrt*bl»    per    10CFR30   39(e) 

CHIAhWI.N    J        Carolina   Power   &   Light   Co        B3/O4/23        D'REILLYrJ  P 
Region    S.     Office    of    Director          Ip          1B306   OSB          24X 
Flche.  90-4QO.  83/04/23.  0303030601, 


8303130216    Interim   rept    re    deficient    ualds    on    emergency    ivc    water    telf- 
c  lean  Ing     a  trainer*     Initial  li;    rap  or  tod    on    B3O4OB    Evaluation 
of    prsisuro     boundary    uielda     not     (upectsd     td    *  e     completed 
until    June     i9B3   Neit    rept    uitl     be    submitted    hi    830617 
PrtRSDNS,  R    M         Carolina   Poucr    !,    Light     Co          B3/O3/06         Q'REILLVi  J    P 
Region    2,     OPflce    of    Director  Ip  19439   3Sf         24X 

Ftche    30-400, 03/O3/06,  B303130216 

03O313D113   Part   SI    ropt   re    lour   natural     frequency    of    counterbalance 
auaemb  liji  reaul  ting    in   unacceptable    atre«ges    on    bactdraft 
dampar    counterfla 1 ance   arm  Selarnlc    qualification    critoria    not 
fullij   met    Investigation   ii   t«itinfl    underuay 

MILL, T   D         iRuskin    Manufacturing     Co          03/03/10  Director'*    Office, 

Office    of    Inspection    and    Enforcement          7jip  1 B43B   DO!          24X 

Flcho    30-4OO, B3/O3/10,B30SI3O113 

83OS33O442   Final    deficiency    rep  ti  It  em  &7.  ra    oml iiton    of   protective 
toattng    behind    pad    attachment    iniide    containment    doma    llnar 
Initially    r-n ported    on   BII3S3    Work    on    ueepfialei    cotnpletad 
uilng    Keeler    &   Long    6340-8    epoxij     lurfacer 

PARSONS,  R    M         Carolina   Pouar     t>    Llgftt    Co          B3/OS/13         O'liEILLY,  J.  P 
Region   2,     Office    of   Director         Ipp         18333    196        SIX 
Flche    30-4OO.  B3/03X13,  B30333O4-)S 


T      Hearing    transcripts    on  non-ant i trust 


B303SAO077  ForDard*    transcript    of    Tug g le,  Map  1  esr flack ie.  Bleac her 
Steven)    depositions    a*    tipurt-s    of   U  Eddlaraan    on    tvcur  1  t<t>  p  er 
83092O   tele  on   W/o    and 

DriRTH.C   A         Hearlnir    Hrancli    [         03/03/30        EDDLEMAN,  W        Eddlem 
Ip  19349    094         S4X    Flcho    DO-flOO. 83/03/30, 8303340077 


DOCKET    50-4O1     BHErtRDM   HARRIS   NUCLEftR   POWER    PLANT,     UMIT    2 

A     Appl icat lon/conitructlon    stage    documents    &    correspondence 

8303090506  Forumrdi    request    far    addl    Info    TP   oerionnel    training    to    aid 
In   revleu    performed    b<j   Licensee    Qua  1 1  Pica tloni    Branch. 
KNIQHTON,  Q   a        Llcenilng   Branch    3        03/04/11.       UTLEV,  E  E        Carolina 
Power-    d   Light    Co         4pp         16294    3S3         24 X    Flche    SQ-400, 83/01/1 1 , 
B30302030& 


303O30124   Final    deficiency   &  Part    21    ropta    re    pre»ure    boundary    matl 
•upplivd    by    Tube   Line   Corp    falling    to    meat    Tech   Bpeci, 
Item    123    Initially    reported    on   B30330    Item*    r«turned    to 
vend1  or.  New    Pitting*    purchased 

PARSONS. ft   M        Carolina    Poiuer   &  Light    Co         93/O4/2B        O'fiEILLV,  J  P 
Region   S.    Office   of   Director       4pp        18341,343       24 X 

Flefia-  3O-HOO,  B3/O4/S8,  S303090124 

30303-0185    Interim   deflclencu    b  Part   21    rept*    re    ba*e    metal    defect    In 
•pool    plftc*    •upplled    by   Bouthyeit   Fabricating    &  Welding    Co 
Initially    reported    on   83012&  Vendor    directed    t'o    ihoiiJ 
preventive   miaiurit    Final    rept    by    B30SD1 

PARBONB.R   M.       Carolina   Pouir   &  Light   Co         B3/O4/29        Q'REILLV'J  P 
Region    Si     Office    of    Director         4pp          18342   24O,        24X 
Ftehe.  SO-4OO,  B3/04/29,  S303030IB3 

3O3030239   Final    deficiency   t,  Part   21    repta    ra    460-vott    lultchgiar 
de*lgn    defect    In    lecondary    dliconnect*    Initially    reported    on 
B211O2,  Brown-Dover i    complited    change-out    of   all    old    ttyle 
I  tat  io-narij    lecondary    dliconnect* 

PARHDN3. R    M        Carolina   Power   (,  Light   Co        83/04/27        D'REILLV.J  P 
Region   Si    OPflci   of  Director       4pp        1B338  Olt       24X 
Flche    SO-40O,  B3/04/H9, B303030239 

10*130027  Part   21    I.   final    deficlencu    rept*    (Item    106)    ri    Incorrect 
detten    of    490- volt    iiultchgear   on    secondary    disconnect* 
Dliconnecti    in»talled    In    br*aker   cradle   Ljill    b-t    replaced 
PARSONS,  R.  M.       Carolina  Power   t,  Light    Co        B3/Q1/29,       O'REILLY.J  P 
Region    S,    Office    of    Director        4pp         1B137' 125        H4X 
FiChtJ  &O-4OO,  S3/04/B9i  8303130027 

O31L0292   Interim   deficiency    rept    re    conduit    ln*t«lled    in    itructurnl 

cone-rate   not    in   accordance   u/ AC  I -3  IB    Initlallg    reported    on 

330401.  Evaluation    determined    Item  not   reportable    par 

10CFRBO,  SHi*-). 

CHIANOIiN.  J        Carolina   Poiuer   h  Light   CD         B3/OS/03        O'REILLV,  J,  P 

Region  S,    Office   of  Director        Ip.       1B40&  33B       24X 

Fich  •:  90-400,  S3/03/03,B3031 10232 


8303230720  FoTuardi    Hit    of    util*    responding    to    requeits    for    coat 
flgurai    on    backflttlng 

TOURTELLOTTE, J        Regulatory    Reform   Task    Force         33/04/11. 
PALLflDINO,  N   O        Coraml  silonors         2pp         18342   272        24 X 
Fiche    30-OOOj 93/04/11,8303230720 

8303170377  FoTUnrds    request    for    design    document*    to    continue    NHC 
revleu 

KNIOHTON,0   W        Licensing    DrantJi    3        83/04/21         UTLEV.  E  E        Carolina 
Poiuer    &  Light   Co,       3pp         18496    117        21 X    Fiche    30-4QO,  83/04/21. 
9303170377 

B303O90639   Generic   Ltr   83-20    to    all    operating    reactor    tlcenieec    E> 
holder*   of    CPa    re    integrated    acfiaduling.    for    Implementation 
of    plant   mods    Svc    list   encl 

EIBENHUT,  D   Q         Dlvltion    Of    Licensing          33/03/09  Coniol Iriated 

EdliDtl    Co       of    Neu   York,     Inc  16pp          1B627    133         K4X 

Flch*     30-000,  B3/03/O9i  8303090659 

03031204A7  Foruard*    "Conformflnco    W/Titla    1O    of   CFR  Pflrta    80,30   i<    1OO, " 
par   811129    requeit    lc  BS0630    tchedule    Requirements    of 
applicable    regulations   met    Add]    vnrlf 1 ca t Ion    provided    &V 
Indipandont   NRC  revleu 

MCDUFFIE.M  A        Carolina   Pouier    t  Light    CD         B3/03/09        DENTON,  H  R 
Office    of   Nuclear  Reactor   Regulation.     Director         '3pp         18431    OSB 
24X   Flche    30-400, B3/03/09,  B30912O467. 

8303170382  Forward!    change*    to    corporate    QA    programi currentl i|    provided 
in    Section    1    B   of  P8AR 

KCDUFFIE.M   A        Carolina  Power    (.  Light    Co         B3/05/09        DENTON.H   R 
Office    of   Nuclear   Reactor   Regulation.     Director         Ip         1B46S-329        a-JX 
Flche    30-400,  B3/O3/09i  B3031  7OS92 

— B3O317OBB3  Change*    to   Section    1    8    ( OA   program)    uf   PBAFt 

*     Carolina    Payer   &  Light    Co        B3/O3/09         14pp         1B463' 330        24X 
Flehe    30-40O, B3/O3/09,  0303170382 


031300BO   Deflctencg    rept   re   Clan    IE  motor    control    ctri    from   ITT 
Oould    containing    ueld    defect*    Initially    reported    on 
B 304 OB.  Vendor   (valuation   to  be   completed   bU   Jul    1983, 
Ext«n>ion    until    830713  requeited,  Aleo    reported    per   Part   21 
PARSONS.  R.M.       Carolin*   Power   (•  Light   Co,       83/00/06        O'REILLYi  J,  P 
Region  S,    Office   of  Director.       Ip.       1B436  2i4.      24 X 
rlchej  30-4OO,  B3/03/06i  B3031300BO, 


D      NFtC   Draft/Final   Environmental    Statements-     suppli    &   eorreipondcnce 

B303170149  DRAFT    ENVIRONHENTAl-   STATEMENT   RELATED   TO  THE    OPERATION  OF 
&HE-AR8M  HARRIS   NUCLEAR   POWER    PLANT  WITS    1    AND   2.  Docket  Not 
STN  30-400   And    6TN    30-401    (Carotin'    Potutr    And   Light    Company) 
*      Office    of   Nuclear    Reactor    Regulation    Director         NfFl£0-O97E, 
B3/04/30         S20pp          1S477   216          34X    Flcha    30--100. 83/04/30,  B3OS170149. 
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DOCKETED  ITEMS 


B303S00132  Forward*   DES  !,  FR    notict   W/o    QEB 

KMIGHTOM,  S  W        Licen*Ing   Branch   3        B3/03/12         UTLEV,  E   E        Carolina 
Payer    t<   Light    Co         Hpp         I6S2B   344.         24X    Flche     30-400.33/03/12. 
9303200123 

— 8305200123   Notice   of  availability    of    DES 

KNI-QHTQNiQ  H        LUtniin?    Branch    3        83/05/12        2pp         1B32S   343 
B4X    Flcfie    30-4QO,B3/Q3/lS,B309aOO122 

6309200197  Fcru»rd»   draft  EIS  &  FR    nofclca    H/o    tncl 

KNIOHTONiG  H        Llcemlng    Branch   a        33/03/12  Buti*l    t>  Kits 

EBERT,  P        Affiliation   Unknown        3pp          lBS7fi    ISt         S4X 
Fiche    30-400,83/03/12,9303200197 

8303S-00205    Forward*, for   comment*,  DES   i.   notice    of    availability   W/o    end 
KNIuHTON.QW        Ltciniing    Branch   3        B3./OV12        WILSON,  K 
Environmental    Protection   Agency        2pp         1B34O  313        24X 
Fl  che.  30-400,  83/03/12,0303300205 

930330020*)    Foriuardi.  for    review  tc  commentiDES  Comrninti   dim  within  43 
day*   after   FR    publication   U/o    end 

KNIQHTON,  0   H        Liciniing    flr»nch   3        83/03/13        MOOD.  -J   H        Commerce, 
Dept      of,    Natl      Dceanagraphic   &  Atmoipheric    Admlntstr»tlon        4pp 
16540:211         24X   Flche.    30-400,63/05/12,0303200207 

E      MRC   Safety  Evaluation  Report    (SER),     luapli    &   correspondence 


B303200442  Advl*e*    that    draft   SEH   Opttl    Item    129   closed    n»r  830329 
tele  on   Description   of   neu    fuel    pool    antlilphon    ivci   ulll    be 
provided    In   reipon**    to   Open    Item    130 

MCDLJFFIE.M   A        Carolina   Pouor   &   Light   Co        B3/03/I6        DENTON.H  R 
Office   of   Nuclear   R tic  tor   R»gulatlnn,     Director         lp         13917,123       24X 
Flche   80-400.  83/O3/1 6,  B30S200442 

9303200327  Forward*    re»pon»«i    to   Procedure!   &  Sy»    Review  Branch    draft 
BER    on  Open    Item*   EDO,  203  &  E06   re    propo*ed   method    for 
measuring    proce»*-to-»en»or    re*pon»«    tlmi 

MCDUFFIE.M  A  Carolina  Pouer  (.  Light  Co  83/03/18  DENTON.H  R, 
Office  of  Nuciiar  Reactor  Regulation,  Director  9pp  18317.046 
S4K  Flche  30-4OO.  B3/05/1H,  830320032*7 

B30SSOO394  Foruardt   reipanie    to   draft    SER    Open    Item    32  tt  33  re 
Irradlatlon-itrengthf ned    Zlrcaloy    yield    utringths   & 
predicted    cladding    collapie    time    eicecding    lifetime   of    fuel. 
re*j>ectivelg 

HCDUFFIE.H  A  Carolina  Pouer  1<  Light  Co  83/03/IB  DENTON  i  H  R. 
Office  of  Nuclear  Reactor  Regulation!  Director  3pp  18319  140 
24X  Flche  30-400, S3/05/IB,  B30S2003B4 

9303250494  Documenti   B30421    telcon  re    dr«ft   SER   Open    Itimt    13,13  k  It 
eoncernlnu    environ   t   h^dlrciloglc    engineering,  per   Oenerle   Ltr 
B2-14   IteffiB    considered    cloied    ai   result    of    Info    tubmltted 
In    921104    Itr. 

MCDUFFIEiM  A        Carolina   Power   fe  Light   Co        03/03/22,       DENTDN,  H  R. 
Office    of   Nuclear   Reactor    Regulation,     Director         lp.       1BSS3-334,      24X 
Fiche:  30-400,  83/03/22,  B303BSO494 


9303020134   Forward*   responiei    to   draft    5ER   Open    It«»»   S   &  9   for 
Meteorological    t  Effluent   Treatment   Branch    HI  ml    load*    for 
ulndi    faiter    than    117  mph    conildered    In    «vc    load 
combination    For   containment    dtilgn    (FSAH    Table    3  B    I-S) 
KCDUFFIE.M.A        Carol  tna  Power  I.   Lioh  t    Co.       B3/04/27.       DENTON,  H  R 
Off  let    of  Nuclear  Reactor  Regulation,     Director         4pp,        1B27S   231. 
a*»  Flche   30-400,  83/04/H7i  B3O5080124 


9305270023  Forward  I    retponi»i    to    draft   Chemical    EnBlnxrlnB   Branch  SER 
Open    Item*    M3  &    14B   re    TMI    Item    II    B   3,     "Poit-Aec Ident 
Sampling   Sgi"    It   operator    training    requirement*    for    poit- 
acc  Ident    tamp  ling    tyi,  respectively, 

HUDUFFIE.M.A  Carolina  PoMtr  b  Light  Co  83/03/23  DENTON,  H  R, 
Office  qf  Nuciiar  Reactor  Regulation,  Director  3pp.  19633.349, 
24K  Flche  30-400,83/03/23,8303270023 


83O323027&   Foruardi  QA  Branch   i<  hatls   Engineering    Branch    requeiti    far 

4ddl    into  not    addreneif    In  Fab    19B3    drift    BER    Info 
TBttuaited    nij    830701 

KNIOHTON,  Q  W       Llcinsing   Branch  3       83/03/03       UTLEr,  E.  E,      Carolina 
Pouer    !.  Lljht  Co        7pp        19343-892        24X  Flche    30-400,83/03/03, 
83032  3  0296- 


9303260234    Inform*    that    draft   Radiological    Ait**imtnt   Branch   SER  Open 
Itvm    IfrB  cloifd    per  830310    telcon    on   F8AR  Ouettlon   471   81. 
Re«pon*e*    to    other   open    Itemt    In   draft   BER   expected    ihortlij, 
MCDUFPIE.K.A        Carolina   Pou»r   t>  Light   CD        83/09/24        DENTON,  H  R 
Office    of   Nuclear   Reactor    Regulation,     Director         lp.       1839?  337.      S4X 
Fiche    30-400,  93/03/24,  Q3032i0234 


8303060395  ForuArdi   reiponie*    to   draft    SER    Open    Item*   34,33r4&.  4E  b  44 
MCDUFFIE.M.A        Csrolltia   Pnui.r  b  Ltght   CD        83/D3/O4        DENTOM,  H  R 
Qpflc*    of  NucUer  Reactor   Regulitton,     Director        9pp         1S34S'293 
24X  Flctia    30-400,  83/03/0448303060333. 

83Q311O24.8    Infovmi    that   draft   BER   Open    It«m  t7    re    deilgn    of   normal 
containment   purge   »y«    cloud   Syt    *deo.u*te    Issue    of    tlm«   »V» 
4l3ou>d    to    operate    to   be    addreited    during    Tech    Spec 
preparation 

MCDUFFIE.tl  A        Carolina  Pouer  &  Light   Co        B3/03/Q?        DENTON,  H  R 
Office    of   Nucltir  Rtictor   Regulation,     Director,       la         1B40&.339       24 X 
Flchv    30-400-63/03/09, B303ll02ta 

9303110394   Confirm*  8304SB    telcon   clo-tlng    out    draft    SER   Open    Item* 
2TB  (•  Zf}   per  Generic   Ltr   BS-14   R**piini«i    to    other    open 
ftemi   will    be    lubmltted    itiortlg 

MCDUFFIEjM  A        Carolina  Power  fc  Light   Ct>        B3/03/09        DENTQN,  H  R 
Office    of   Nuclear  Reactor   Regulation,     Director         lp         18393  307       E4X 
Flche    30-400,  63/03/09,8303110294. 

B3091&OO17  Forward*   ra»ponit   to   draft    BER    Open    Itan   39   TB   containment 
IV*   Reactor   cavltg    itibcompar tment    analvtli    ct>n**rvafclve 
MCBUFF1E,M  A.       Carolina    PDUBT  b  Ltght   CD        83/09/11.       DENTONiH  R 
OfflcB    of   Nuclear  Reactor  Regulation*    Director,       Sff.       1B453:  Ii3 
H4X    Flche'  30-400,  B3/03/ 11,  B303140O17. 

8303160031    Foruardi    retponte    to   draft   SER   Open    Item  294    conciming 
refueling    uatir    ttorage    titil    1RMST>.  Tua  RWBT   Vent    line*   an 
protBctea    from  frieilng    bg   redundant   amblant    orxttnj    heat 
trielnn    on   each  vent    line 

MCDUFFIE.M  A  Carolina  Payer  fc  Light  Co.  83/03/11.  DENTON,  H,  R 
Office  of  Nuclear  Rue  tor  Regulation,  Director  8pp.  18433.347. 
34X  Fl  eh  »:  90-400.  B3/OS/11,83031AOOB1 

B3431601Q?  Advlie*   th*t   draft   SER   Open    It  •mi    46   &    74  cloitd    ptr  Centric 
Ltr  82-14. No   anticipatory  riactor   trip  mod   prdpoied 
HCDUFFIE.M  A        Cirolini   Pouer  fc   Light   Co.       03/09/11.       DENTON ,  H  R 
Offlc*    of   Nuclear   Reactor  Regulation    Director         lp.        18444:029.       24X 
Fieh*'  30-400",  03/09/11,830316010''? 


F,    Bacurlty,    medical,    emergency  fc   fir*   protection   plane 

8303110034  Generic    Ltr   83-21    to   all    liceniee*    of    operating    reactortj 
applicant*    for  OL*   ti   holder!    of  CPt    re    clarification   of 
accaii    to    control    procedure!    for    lau   enforcement   viilti 
8vc    ll»t   enct 

EISENHUTiD   0        Dlviiion    of   Llcen*lng        93/03/11  Contot Idatid 

Edt»on   Co.     of   Neu  Vork.     Inc         lipp         19940  093        24X 
Fl  che-  30-000,  83/03/1 1 1  83031 10034 


0.    Adjudlcat oru    corretpondence 


9303040479  RBa.ut»tf   »xten»lon   by    1-wk    of    deadline   r»    brief!    on  propotH 
i*curttg    plan   upertt    Time    ncidtd    due    to    large    number   of 
dapoittlon*   Ic    late    ichedultng    Of   dipoiltloni   Related 
corr itnond  enca 

CARROHiH       Carolina  Powtr  h  Light  Co       B3/04/9B       KELLEY.J.L  , 
BRICHT,  0  0   .     CARPENTER.  J.  H        Atomic    Bafatg    and    Llontlng    Boire1  Panel, 
2pf        1B322-  163        24X   Fieht.  30-400,  83/04/28,  8308010479. 

— 8303010483  An»uer!    to    ge/naral    inttrroflatorfei    b    intirrogatorlei  on 
Contentioni   S2A,  SBB,  73,  BO.  83,  84   t<    132,  f  Int    let    Related 
carraipondtnce. 

CARROH, H        Carolina   Power   8,  Light   Co        83/04/2B.       EDDtEMANiH. 
Eddleman.    W        A3pp         18322-163        24X  Flehe.go-400.B3/04/B8, 
B309040479 

— B3O304049H  Reiponi*   to  r«o.ue»t   for   production   of   document*.  CartlMc«tt 
of   Bvc    nncl. 

CARROU.H.       Carolina   Pouer   fc  Light   Co        83/04/28,       EDDLEMAN.  H 
EddUman,    W        4pp         19322,228        H4X   Flche' 30-400,  B3/04/28, 
B30S040479. 

— 830304019B  Reiponie   to   flrit  reo.ue»t   for   admintion  ri  Eddlenan 
Contention  22-D  Certificate  of  Bvc   ancl. 

CARROW.H        Carolina   Power   l<  Light   Co        B3/04/B9.  Eddlvman,    H. 

4pp        18332-  232.       24X    Flehe,  90-400,  B3/04/29,  8303040479. 


6303180400  Forward*   r»iponce   to  draft  SER  Open   lt*m  t?l    re  clctlng  of 
cnollna   uater    *urge    tank   vent   valva    upon   radlntlon  alarm 
annunciation   Vent   v*lvt    automat Icallg    cloin    upon   rflcsipt   of 
*lgn«t    From   cooling   uator  monitor. 

MCDUFFIEiM  ti.  Carolina  Power  h  Light  Co.  93/03/16,  DENTON.H  R 
QffU*  of  Nuclear  Reactor  Regulation.  Director  2pp.  1B1B6. 012. 
34X  Fieht,  50-400,  B3/03/16iB3031B040O 


S303O60471   Foruardi  LI  Loflln  affidavit   to  be   Included   In  utll   B304BO 
•ntueri    to   W  Eddleman    firit    let   of    Interrogator  lei    an 
Contintlon*   22Ai  2RB,  79.  BQi  S3.  84   t.    132.  Svc    Hit    encl 
CrVRROH.H.       Carolina   Power   t,  Light   Co        83/Q3/OH.       KELLEY.J.L., 
BRIOHT.O.O   .    CARPENTER, J  H        Atomic    8»fit-j    and    Llceniing   Board  P«tnl. 
4pp.       1B331.  173.       24K   Fleha.  30-400,  83/03/02,  8309060471. 
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8303060485   Contention*    based    on    util    sits    emergency    plan   Certificate    of 
Bye    and 

E DDL EM AN, W        Eddleman,    H        03/03/02  Atomic    Safety    and    Licensing 

Board    Panil         4pp          1B34B    133         SIX    Flche    9Q-400, B3/O3/02,  B303O604S3 

8303060333   Answer    to  NBC    B30420  mutton    to    compel    Conservation   Council 
at   Worth    Carolina    to   reiponct    to    discovery   Council    is   milling 
to    negotiate   Council    un*bli    to    aniuor    all    NRC    di»caveru 
riqu»sts    W/Certif leate    of   Svc   Related    correspondence 
RUNKLE, J        Conservation   Council    of   North   Carolina.       RUNKLE,  J 
Run  tin-     J      D         83/03/02         lOpp          1B347    293         24X 
Flche;  30-400,  B3/03/02.  8303060532 

B3O904O412   Memorandum  t<   order    confirming    withdrawal    of    Cltliani    Against 
Nuclear    Power    at    formal    party 

KELLEY.  J  L        Atomic    Safety    and    Licensing    Board    Panel         B3/DB/O3 
Citizens    Against   Nuclear   Pouier         lp         1B3W33B        24X 
Flche    3Q-400.  83/03/03,  830304041  S 

— 8303040421    Advil ti    of   Cltliens   Against    Nuclear    Power   withdrawal    at 
formal    partg 

NEWMAN, P   T   .    NEWMAN.  S  E        Citiiene   Aflainst    Nuclear   Power 
B3/O4/28        KELLEY.J  L        Atomic    Safety    and    Licensing    Board   Pnn«l 
lp          18319' 359         24X    Fiche    30-4OO,  S3/03/03, B3Q304O412 

S3030-9047S  Motion   to    compel    applicant    to    respond    to    Conservation 
Council    of   North   Carolina    Interrogatories   4-1    through    4-3  Si 
4-14    (flrit    let)    re   Contention    4   concerning    cumulative 
•ffects    of    transshipments   Certificate    of    Svc    encl 

RUNKLE, J        Coniervatlon  Council    of   North    Carolina        B3/03/O3,       6pp 
18360:227         24X   Fiehe    30-4OO,  83/03/O3. 8303090473 

&303110149   Affidavit    of   H  Eddleman    certifying    neootatlons   W/NHC    re 
reiponte    to  NRC    first    let   of    interrogator  lei 
EDDLEMAH, H        Eddleman.    H        BS/03/Oi        2pp         1B393. 343        24X 
Fich*'  30-400,  B3/03/0&.  83031 10145 


6303170486  Clarification    &    supplementation    of    330303   responses    to 
B30I31    interrogator  1  em    &   request    for    production    of 
documonts   Certificate    of    Svc    encl    Relatsd    correspondence 
WILSON.  R        Wilson,     R         B3/O3/13  Carolina    Power   &   Light    Co        4pp 

10470   069         3flX    Fichs. 30-400,93/03/13,0303170106 

3303 170491    Second    set    of     interrogator  IRE    Related    corrn  ipontfence 

HILBONiR        Hilson.    K         B3/O3/13  Carolina   Pouier   &   Light  Co        2pp 

1B470   006          24X    Flthe     30-4QO,  B3/O3/  13.  83031  704"71 

B3031'?0209  Package    of    levin    ronuests    to   make    limited    appearance 
ttatemtnt    at  OL   hearing! 

OAQE.J   .     Hl/DQARD.K    3    ,     GREENUAUM, R    L         Affiliation    UnKnoun 
B3/O3/13  NRC    -    No    Detailed    Affiliation    Given         7pp          1B30S    10B 

24X    Flche    90-440,83/03/13.930319020? 

B30S17032B  Suppl    to   Contentions    ISO   -    161    re    Plv«    factors    far    late 
filing    of    contention*    Balancing    of    faetori    not    required 
linet    contentions    based    on    previously    unavailabla    Info 
Certificate    of   Svc    encl 

EDDLEMAN.W        Eddleman.     W        B3/O3/I4  Atomic    Bafety    and    Litfln«lng 

Board    Panel          3pp  !B4i7    382         24 X    Flche    30-400,  B3/03/14, B30917032B 

8305240300  Response    to    firit    set    of    intsrroga torlea    on   Joint 
Contention    II    Certificate    of  5vc    encl    Related 
correspondence, 

PAYiNE.M  T        Kudiu   Alliance        PAYNE.  M  T,       Edalsteln   &  Patjne 
83/03/16  Carolina    Pouier    !<   LJBht    Co.        Slpp          1B373   SOB         E4X 

Flche    30-400, Q3/OB/16,  B3OS240SQO 

B303240907  Firit    «et    of    interrogator  1 es    on   Contention!    HI.  IV  &  V 
Certificate    of   Svc    enel, Related    correspondence, 
PAYNE,  H  T        Kudiu   Alliance        PAYNE,  K  T        Edelatcln   «  Payne 
B3/03/16  Carolina    Power    &   Light    Co.        13pp          18371    244         24 X 

Flena    30-400i83/03/16f B303B40307 


B30911O223  Reiponds    to   NRC    firtt    sot    of    Lnterrogatorlei   Related 
corraipondence 

EDDLEMAN. H        Eddliman,    H        B3/03/06  Atomic    Safetu    and   Llcenilng 

Board   Panel         19pp,       1B407  076        24X   Flche    30-400,83/03/06. 
B3O3110222 


B3031*?OS31    Drlef    on    q.ual i  f  [cat ions    of    witness**    proff«r«d    as    export    In 
security    planning.  10CFR73   Part*    of    plans    re    mpartii*    of   BJ 
TuggleiJR   Maples.LM   Btevens    &   ER    Bleacher    should    be    made 
available    to    experts    W/Cert if tcate    of   Svc 

BARTH.C  A        Hearing    Branch    1         63/03/17         13pp         16300    1B7        24 X 
Fiche    30-400,83/03/17,  8303190231 


8303110361    Response    to   applicant    third    set    of    first    round 
Interrogatories   Certificate    of   Svc    end.    Related 
correspondence 

EDDLErlAN.  U        Eddleman,    W        83/03/06.  Carolina   Power   h  Light   Co 

12pf>          194O6   2B7         24X   Flche    30-400,33/03/0618303110361, 

B3D9110366  First    sit    of    Interragatorl es, Rep ly    requested    before   930525 
Related    correipondtnc* 

EDDLEMAN,  M        Eddleman,    M        83/03/06  Office    of    the   Executive   Legal 

Dlr«Ctor          lOpp          1B406-S63         H4X   Flche-  90-400. B3/03/06, 8303110366 

8309120283  Submission   of  Contention   l<bl   r«  D8-41i   circuit   break »r»   for 
elf*    shutdown   defects    ti   passible   malfunction,  Documents    from 
which   basis   derived   unavailable   until   930420  Certificate   of 
Svc    end, 

EDELEHAN, W       Eddleman.    M       B3/03/07  Atomic   Safety   and  Licensing 

Board    Panel.       2pp         18424    120        Z4X    Flche   3O-400, 33/03/07,  B303120ZB8 

BM 9 130073    Responds    to   R   Hilton    Interroaabor IBS   Certificate   of  Bvc    l> 
affidavit   encl  Related   carreipondenc* 

CARROW, H        Carolina   Power   &  Llgnt   Co.       B3/09/1O.  Mllson,    R         l?pp 

1S43&'27"?         24X   Flche    30-400,  B3/03/10.  B309130O7S 


8303200630  Request    for    extinsion    until   83O603    to    respond    to    U  Eddleman 
B30S02  contentions    on    utll    ilta    imargency    plan    Counsel    has 
numerous    conflicting    obligations    Certificate    of   Svc    encl 
O'NEILL,  J  H        Carolina   Poutr    h   Light   Co,       D  'NEILL.  J  H        Bnaiu, 
Pittman,    Potts   &  Trowbrlda*'       83/03/17  Ato-mlc    Safety   and1 

Licensing    Daard   Panel         Sap         18320.133        34 X    Flcnr    SO-40O, 83/09/17, 
B303200630 

8309240446  Brief   re    qualifications    of    persons    proffered   by    intervenors 
as    experts    to   evaluate    facUltij    security    plan    All    five 
Intervenor   ultn*ii«B    fail    to    display    sufficient:    sipartite   & 
should   be   withdrawn    Certificate    of    Svc    encl 

FLYNN.S  F   ,     CARfiOM,  H        Carolina   Pouer  &   Light    Co,       B3/O3/17        29pp 
18374   091          S4X   Fiche    30-400,93/05/17.8303240446 

B30324Q331    Motion  req;uestinf  <J  Hackle    b»   wi  thdrjun  di    proposed    Blpert 
witness,  Appl leant    deprived   of   right    to    depose    Mac  Us 
Benefit   of    having    conducted    cross-examination    not    afforded 
Certificate    of  Bvc    encl,  Related    correspondence 
FLYNN.B  F   ,     CARROMiH        Carolina    Pouier  &   Liflht    Co        B3/03/17 
Atomic    Safety   and    Licensing    Board    Panel         9pp          1B573  276        24X 
Flche   30-400^83/03/17,8303340931, 


B309130OB8    Response    to   R   Hilton   reo.uest    for   production    of    documents   as 
contained    In    Interrogatories    to    applicant   Documents    will    be 
made    available   at  mutually   agreeable)    time   Certificate    of 
Svc    encl    Related    correspondence 

CARRQU.H       Carolina  Poutr  &  Light  Co       83/OB/lO       WILSON,  R       Hilton, 
R.       4pp,        18437.090.       S4X  Fiche    30-400,  B3/OS/10, 83031300B8 


S309240S90  Response    opposing    Conservation    Council    of    North    Carolina 
830303  motion    to    compel    applicant    to   respond    to    discovery 
Contention  4    does    not    encompass    cumulative    effects    of   fual 
thlpmant   H/Certlf lefltion    of    Counsel    &  Certificate    of   Bvc 
D'NEIL,J  H        Carolina    Pouer    fc  Light   Co        O'NEIL.J. H        Bhau.    Pittman, 
Potts   tt  Troubrtdgs         Q3/05/1B  Atomic   Safety    and    Licensing   Board 

Panel         12pp         18973   2B4        24X   Flche    9O-400,  B3/O9/ 19,  B3-09S40390 


8309170497   Responses    to    first   set    of   general    interrogatories    tc 
Interrogatories   on  Contentions  41   b   £3  Certificate)   of  Svc 
•ncl    Related    correspondence 

BAXTER.  T.A        Carolina   Pouer   fc  Light    Co        BAXTER,!   A        Shau,     Pittman, 
Pott*   It    Troubrldge        83/03/12,       EDDLEMAN,  M.       Eddleman.    H        96pp 
18467   a-?3.       24X  Fiehf  30-400.  B3/03/12,  B30317041?? 

83O9170430'  Response    to    first    let   at   requests    for    production   of 
documents    on  Contentions   41    *<  63 

BAXTER,  T  A,       Carolina   Pouer   b  Light    Co.       BAXTER,?   A.       Shiu,    Pittman, 
Pott*   fc    Troubrldge        83/03/13,       EDDLEMANr  M        EddlBmam    M,       Sffr 
!B4i9'313         24X   Flche' 30-40O,  B3/OB/ 13,  8303170490 

B30917O496    Response    to   B3031B    Interrogator  1 es.  Related    correspondence, 
WlLSDHtR.       Milton.    R        83/03/13  Office   of    the    Executive   Ltgal 

Director         3pp         18467:289.       24 X   Fiehe.  50-4QO,  B3/03/13.  830S17043A 


K     Utility   Final   Bafitu    Analysis    Report    (i=BAR>    &    amends 

B303200676  Forunrds    Amend    6    to   FSAR.  Amend    revises    positions    re    r»g 
guides    In   Section    1,  8  It   QA  organ!  latlon   &   rasp  oni  1  b  1 1  i  tg 
rev*    In  Sections    13,  1    h    17  2, par   S3O311    final    rule 
MCDUFFIE.K  A.      Carolina    Pouer   (.  Light  Co        B3/O3/13        DENTON,  H  R 
Office   of   Nuclear   Reactor    Regulation.    Director         2pp         18319-119 
24X    Fiehe    30-400.03/03/13, B303SOOi76 


—8309800679  Amend  &   to   FBAR 

*      Carolina  Pouir    &  Light    Co        83/03/13 
Flche    30-400,83/03/13,8303200674 
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B3O5E4O417   Forwards    reviled    distribution    I isti reflecting    changes    in 
title,  name   t,    address    at    persona    receiving    copies    af   Amend 
*    to    FfTARi  per    request 

ZIMMERMAN.S  H  Carolina  Power  A  Light  Co  83/03/20  EI8ENHUT.  D  0 
Division  of  Licensing  4pp  18971  O52  34X  Fichu  30— «>Q.  S3/OS/2O, 
B303S404I7 


Q      Inspection  reports,     IE   Bulletin*   &    correspondence 


BSiaO603B5    IE    Info    Nntlce    83-14,     "DnuatBred    Spent    Ion   Eichange    Res.in 
9u»g;«p  tibility    to  Eiottiermi  c   Chemical    Reaction    "   Svc    list 
enc  1 

TAYLORrJ   M        Division    af   Safeguards   &    Inspection  Program*    (Post 
B3O1O3I         B3/03/21  Consolidated    Edit  on    Co      af  Neu  York.     Inc 

112pp          1B30B-3I1?         24X    Flche    30-OQO,  83/O3/2I, 8218060383 

S30327O341    Forward t     IE    In*p    Repts    50-400/83-11    S.    5Q-401/B3-1I    on 
B3O3O8-11    No   noncompl lance    noted 

VERRELL1.D  M        Division    of    Project   S.   Resident   Programs        B3/03/31 
UTLEY.E   E        Carolina    Power    «.   Light   Co          ip         18641    33B         24X 
Flch*    30-400,  83/03/31,8303270341 

—  9303270348    IE    Imp    Repts    5Q-400/83-I 1    &    3Q-401/B3-11    on    B3030B-11    No 
noncomp 1  lance    noted    Major    areas    inspected    structural    de*ign 
activities    &    IE   Bulletin    79-02   &   79-14    follouup 

LENAHAN,J   J         Region   S,     Office    of    Director         CONLON,  T   E         Division 
of    Engineering    fc  Pad iolog  leal    Safety    Programs        83/03/30        4pp 
1BA41    399         24 X   Flche    SO-4OO,  B3/03/31.  83OS27O341 

3309270546    Forwards    IE    Insp    Repts    30-400/B3-09   &r   50-401/B3-01?   on 
B30314-1B   No    noncompl i ance    noted 

VERRELLI.D  H        Division   af    Project  J.  Raaident    Programs        B3/04/D9 
UTLEY.E   E        Carolina   Paver    t.   Light   Co          2pp          18643   276         24X 
Fichji    30-400,83/04/03,8303370346 

— 9305S7O53I    IE    Insp   Repts,    30-400/83-09   &    30-401/03-0?    on    B30314-1B   No 
noncampliance    noted    Major    areas    Inapaitffd   structural 
concrete  b   steel 

HARRIS,  J  R    ,    CONLON,  T   E        Region  2,    Office   of  Director        93/04/04 
3pp          IB643   278         24X   Flche    30-400483/04/03,0303370546 

0303270377  flck    receipt   of    830331    Itr    informing   NRC   of   steps   taken    to 
correct   violations  noted    in    IE   Jnsp   Repts    50-4OO/B3-03  St 
30-401/83-03 

VEHREU.I,D  H        Division    of   Project  &  Resident   Programs        83/04/14 
tJTLEY.E  E       Carolina  Power  &  Light  Co         Ip         13642   1B7        34 X 
FiChO    30-400,  B3/04/14.  B3Q3370377 

— 6305270391    Forwards    IE    Insp    Repts    50-40O/B3-03   S.   30-40I/B3-03    on 
930124-37  b   notice   of    violation 

VERRELLI.D  M        Division    of   Project    t.  Resident   Programs        83/03/02 
UTLEY.E   E         Carolina    Pouer    t.   Lioht    Co          Zap          1864S    190         24X 
Flche    30-400,83/04/14,6303270377 

— 8305270406   IE    Imp  Repts    SO-400/B3-03   !*   50-401/83-03   on   030124-27 
Noncompl lane e   noted    failure    to   establish    adequate  measures 
to    control    purchased    ivcs 

KLEINSQRQE.H   P.,     BLAKE,  J    0         Region    2,     Office    of    Director 
93/02/2B         llpp.        1S642    193         24XFlch8    50-4OO,  B3/04/14,  B30327O377 

G3030400S1    IE   Info  Notice    93-S1,    "Defective    Emergency   Use  Respirator    " 
Svc    list    «ncl 

JORDAN. E  L        Division    of   Emergency   Preparedness   &  Engineering 
R«soons«    (Post   3301O3)         S3/O4/13  Coniol idated   Edison  Co      of   Neu 

York,      Inc          126pp.        1G433    193         24  X   pictie    50-OOO,  B3/O4/1 3, 6303040021 

8303040033    IE   Info  Notice    83-33,     "BUR   Bafutg  /Rel  ief  Vtlv*   Failures." 
Svc    liit   end 

JORDANiE  L        Division    of    Emergency   Preparedness   &  Engineering 
Reiponie    (Post   B301O3).        83/O4/32  Cnnsol  idjited    Edlion   Co      Of    Neu 

York,     Inc          1  IHpp.        19363   O89         24X   Flche    50-000,  S3/04/3S,  B303040023 

9303040025    IE   Info   Notice    83-23,    "Inoperable    Containment  Atmosphere 
Sensing    Sy»   "    Svc    list    encl 

JORDANiE  L        Division    af   Emergency  Preparedness   &  Engineering 
R-xponi-e    (Post  B3O1O3)         83/O4/SS  Cons  a-l  Idated  Eiflson  Co      of   Ntui 

Yorfc.     Inc          119ap.        18331    291         S4XFichB    50- OOO,  B3/04/H 3, 0303040023 

B303D4002&    IE  Info   Notice    83-24,     "Loo*«   Part*    in   Secondary    Bide    of 
Steam  Oanerators   at   PWR*    "    Bvc    list   encl 

JOB  DAN,  E  L        Division   of   Emergency   Preparedness  It  Engineering 
Rasponie    {Post  B301O3).       93/04/2B  Cani-alldated  Edison  Co      af   Neu 

York.     Ini         113pp.       18382  O47        24X  Fiche   5O-OOO,  B3/04/29,  B30304002A 

B303-D40037    IE  Info   Notice    33-33,    "Standby    &a>s    Treatment   By*  Heater    High 
Ttjnp    Trip   Setpoint  Adjustment    "    Svc    list    encl 
JCRDAN.E  L        DivisiO'n    of   Emergencg   Preparedness  Si  Enjlneerlng 
Respont*    (Post   B30IO3).        B3/O4/3B  Consol  IdateiJ   EtfUon   Co      of    N*u 

York,      Inc         HBpp          18382    163         24X   Flcha   30-000,  B3/04/2B,  8303040027 


a3D304002B    IE    Info   Notice   B3-3&,     "Failure    of   Safety/Relief   Valve 
Discharge   Line   Vacuum   Draakers    "   Svc    list    encl 
JORDAN, E  L        Division   of   Emergency   Preparedness   &   Engineering 
Response    (Post   830103)        83/03/03  Consolidated    Edison   Co      of  Neu 

Vork.      Inc          122pp          18441     17O         34XFiche    30-000,83/03/03,8303040029, 

03O3S70&33  Forwards    IE    Insp   Rept*    30-400/63-14  (.   30-401/83-14   on 
830413-13  No   nnncomp 1 ianqe   noted 

VERRELLI.D  M        Division    of   Project   b  Resident    Progrann.       83/03/03 
UTLEY,  E   E         Carolina    Pouer    &   Light    CD         2pp          10643' 2i9         24 X 
Fiihe    SO-400,  B3/03/03.  8305270623 

— 9303270b32    IE    Insp    Repts    30-400/83-14    &    30-4O1/B3-14    on    930413-13  Nd 
noncompliance   noted   Major   areas    Inspected' geotechnlcal 
design   activi  ti  es,  lakes,  dam«    Si   canals,  qual  1  ty    records    !< 
safety-related    dam/dike    operational    Insp    program 

LENAHAN.J   J    ,     CONLOM,  T   E         Region    Z.     Office    Of    Director,        B3/04/S9, 
4pp         19643   271         24X    FUhe    30-40O,  83/O3/03,  8303370623 

8303040030  IE    Info   Notice   83-27,     "Operational    Response    to   Events 
Concerning   Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Svc     list    encl 

JORDAN, E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Poet   930103)        83/O3/04  Consolidated   Edison  Co      of  Ntu 

Vark.      Inc         HSpp          183BS    BBS         24 X    Flche    50-000,  83/03/04, 8303040030 

8303040031  IE   Info   Notice   93-38,     "Criteria    far   Protective   Action 
Recommendations    for  Oeniral    Emergencies    "   Bye    list   «ncl 
JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    {Post   930103)        83/05/04  Consolidated   Edison   Co      of  Neu 
York.      Inc          II9pp          18441    001          34X    FichB    30-000,93/03/04,8303040031. 

8303270484  Forwards    IE    Insp    Repts    30-400/03-13  h   30-401/83-13  on 
930411-13  No   nonconpl lance   noted 

VERRELLI.D  M        Division    of   Project   &  Resident    Programs        93/03/04 
UTLEY.E  E        Carolina   Power  t.  Light   Co        2pp         18644  034        S4X 
Flche    30-400,83/03/04-0303370404 

— B303B70492    IE    Imp    Repts    30-400/03-13   S.    30-401/83-13    on    830411-19   No 

noncompliance   noted    Major   areas    Inspected    containment    steel, 
reactor   vessel    Si   saf etg-related    structures 

YQRK,J  »  .    LIU,  W  C        Region   8,    Office   of    Director.       DLAKE.  J  J 
Division   of   Engineering    I>  Radiological   Safety    Programs.        S3 /O 3/03 
6pp          18644   036         24X   Flche    90-400,83/03/04,9303270484 

8303040033   IE   Info  Notice   83-29,     "Fuel    Binding    Caused    by   Fuel   Rack 
Deformation    "    Bvc    list    encl 

JORDAN, E  L        Division    of   Emergency    Preparadneis   t   Engineering 
Response     (Post    8301O3).        B3/03/0&  Consolidated    Edlion   Co,     of   Ntu 

York,      Inc         113pp         18323   248        24X  Fiehe.    30-000, 83/03/06i  8303040033 

830S27O&O?  Act    receipt    of   930426    Itr    informing   NRC    at    steps    taken   to 
correct  violations   noted    in    IE    Insp    RoptB    3Q-4QO/B3-O6  (< 
30-401 /Q3-06 

VERRELLI,D  M        Division   of   Project    &  Resident    Programs        93/09/10 
UTLEY.E  E        Carolina   Pounr   !>  Light   Co,       Ip         18647-146        24X 
Fiche- 30-400,  83/03/10,  B30337O609 

-- S30S87O620   Forwards    IE    Insp    Repts    30-400/63-Oi    b    30-401/83-06   on 

830130-0220  t,  notice    of    violation 

VEFJRELLI.D  M        Division   of    Project   t  Resident   Programs        83/04/01 
UTLEY.E    E         Carolina    Pouir    8.   Light    Co         2pp          16647'  149         24X 
Flche   30-400,83/03/10,8303270609 

—8303870631    IE    Imp    Repts    30-400/B3-06   &    30-401/83-Oi    on    830120-OS20 
Noncampllance   noted    failure    to    support   piping    per    procedural 
requirements 

MAXWELL,  0  F        Region   S,    Office    of   Director        BEMIS, P,       Division  of 
Project   Si  Resident   Program*        83/04/01.       6pp         18647'  133        24X 
Ficha   30-400,  B3/03/10,  B3O327O609 

B303040034   IE   Info  Notice  83-30,    "Misapplication   of  Generic   Emergency 
Operating    Procedures    (EDP)    Guidelines. "    Svc    list    encl 
JORDAN,  E  L        Division    of   Emergency    Preparedness:   &  Engineering 
Response    (Post   830103),       83/03/11  Consolidated    Edison   Co      of  New 

York,     Inc         1 14pp         18334  O03,       24X  Flche-  30-000,  B3/03/1 1.  8303040034 

D3Q3B70271    Act    receipt    of   830303    Itr    informing    NRC    of    ste.pt    taken    to 
correct  violations    noted    in    IE    Insp   Repts    30-4OO/B3-13   tr 
9O-401/83-13 

VERRELLIiD  M,       Division   of   Project   t,  Resident   Programs.       B3/03/16 
UTLEY,  E  E        Carolina   Pouer   Si  Light   Co         Ip         18641-313        B4X 
Fiehe    BO-4OO,  B3/O3/ 16,  8303270371 

--83083-70281   Responds    to   NRC   830404    Itr   re   violations   noted    in    IE   Imp 
Repts   30-400/83-13  tc  30-401/B3-13  Corrective    action* 
Procedure   CQC-2  re    nonconf ormance    control    revised    on   830329 
to    provide    guidelines    For    deficiency    ript    Issuance. 

PARSONS, R    M         Carolina    Pouer   Si   Light    Co         83/03/03         O'REILLY.J  P 
Reolon  Z,    Office   of    Director        2pp.       18641    314        34X 
Flche   30-400,83/03/16,8303370271 
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— B303270292    Faryard»    IE    Imp    Repts    30-400/B3-12    t.    30-401/B3-1B    on 
830230-0320    &    notice    of    violation 

VEHRELLI.D    M         Dlvl»ion    of    Project    &   Resident    Programs          B3/O4/O4 
UTLEY,  E    E          Carolina    Power    *.   Light    Co          2pp          1B641    316         24X 
Flth«    5Q-4OQ,  03/03/16,  0303270271 

— B305a7030S    IE    Imp    Reptt    30-400/83-12    &    SO-4O1/B3-12    on    8302SO-O32O 
Noncompliance   noted    Deficiency    Disposition    Rept    1301    not 
evaluated    during    14-day    period 

MAXWELL, O    F         Region    2.     Office    of    Director          BEMIB, P         Division    of 
Project    &    Resident    Programs         B3/04/04         7pp          1B641    319         B4X 
Fiche    30-4QO.B3/03/16,B303270271 

&3O3O40040    IE    Info   Notice    03-31,     "Error    in    ADLPIPE   Computer    Program   " 
Sve    Hit    enc  1, 

JORDAN. E   L         Division    of  Emergency    Preparedness    S<   Engineering 
R»ipon««    IPoBt   B30103)         B3/Q3/19  Consolidat«d    Ediion    Co      of   New 

Yort.      Inc  114pp          IB697    009         24X    FichB    3O-OOO, B3/Q3/ 17. 8303040040 

B3Q3O4O046    IE    Info   Notice   03-33.     "Nonrepre sentati ve    Sampling    of 
Contaminated    OH    "    Svc    list    end 

JORDAN. E   L         Division    of   Emergency    Preparednen    t,   Engineering 
Rempon*!     IPact    B3O1D3)          03/03/26  Consolidated    Cdiion    Co       of    New 

York.      Inc  114pp          10647    007         H4X    Flche    30-000. B3/03/2i, 8303O40O46 

R,     Periodic    operating    reports   fc  related    correspondence 

B3030201&S   Forward*    "Quarterly    BeUmlc    Monitoring    Rept    for    Jan-Mar 
19B3    " 

ZIMMERMAN.  S   R        Carolina   Pouer   t,  Light   Co        B3/Q4/37        DENTON,  H   H 
Office    of    Nuclear   Reactor   Regulation,    Director         lp         10384   O60        24X 
Fleha    30-400.83/04/27.8303020163 


T      Hearing    transcripts    on   non-antitrust   matter) 


S30324QQ77    Forwards    transcript    of    Tugg  lei  Map  las,  Mac  k  1  s,  Dl  each  er    b 
Btovani    depositions    as    dip  erts    of    U  Cddleman    on    sec  urity.  per 
B3O320    telcon    W/o    end 

BARTH.C    A         hearing    Branch     1         83/03/20         EDDLEMAN,  U         Eddleman,     U 
lp          1B349    094         24X   Ficne    30-flOO,  B3/03/20,  B3Q3240D77 


DOCKET    SO-4Q2   SHEARON   HARRIS   NUCLEAF1    POWER    PLANT.     UNIT    3 

A      Application/construction    stage    documents   &   correspondence 


93O323072O   Forwards    list    of    utils    responding     to    request*     far    ca»t 
figures    on    backfltting 

TOUHTELLOTTE,  J         Regulatory    Refoi-m    Task    Force          33/O4/11 
PALLADINO.N   J         Commissioners         2pp          10S42   272         24X 
FichB    30-000,83/04/11,0303230720 


8      Roportoble    occurrences,    LERs   !.   related    correspandance 


B304BB0299   PNS-I t-BO-030   on   BO1104.  bomb    threat    received     from    unfcnpun 
female    caller   Const    site   not    evacuated    State    of  MC    &    local 
lau   enforcement   agencies   notified 

HALL, a   L        Region   8,    Atlanta,    Office    of    the   Director        BO/1  1/04        lp 
24X    Fiche    SO-400, BO/1 1/04,  8304230299 


DOCKET    90-403   6HEAF1ON   HARRIS   NUCLEAR   POWER   PLANT,     UNIT   1 
S      Reportable    occurrences,    LERs   i   related    corresponde-nee 


— 83D9OSO172    "Seiimie    Monitoring    Program  Quartorly    Data   Kept   Jan-Mar 
19B3    " 

«      Carolina    Power   &  Light   Co        83/04/27        lp         18304  O61         24  X 
Flche    3O-4QO,  03/04/27,  B3030201iS 

B      RiportablB    occurrence*!    LERs    It   related    correspondance 

B3Q12SCJ21?1?    PNS-II-80-030   on  801104. bomb    threat    received    from   unknown 
fe/mal*    caller    Const    site    not    evacuated   Stat*    of    MC    &    local 
lau   nnfarccmemt   agencies    notified 

HALL,  B   L    ,     MCQUIRE,  D        Reoion   3,     Atlanta,    Office    OF    the   Director 
BO/U/O4  lp,        1BH33'330         21X    Flche    30-400,00/11/04,8304800297 

B3qSHO437    Part    21    &   deficiency    repti   re   mlsopBratlon    of   DB-4I6  ructor 
trip  '.ondtr voltage    divlcis    Initial  ly    reported    on    03O4SO 
Attachment!    ulll    bi    replaced   in/devices   ui/iuldaned    grooves 
to    accommodati    neu  retaining    rings   Mfg    drawings    revised 
RAHE.EP          Meetinghouse   Electric    Corp          B3/O4/21          DEYOUNO,R,C 
Director  '•    Office,    Office    of    Inspection    and    Enforcement         3pp 
1B4.04  093         H4X  Flehe    30-000,  B3/04/21.  0303H0427 

8305030601    Final    deficiency    rept    re   ueld    <S  et  ic  ienc  lea    in   Clatl    IE 
tran*«ar    panels    Initially    r*part«d    on   830401,  DeFlclancy    not 
raportafala    par    10CFR30   33te} 

CHIANOIiM  J        Carolina   Pouer   &  Light   Co         03/04/23        O'REILLY.J  P 
Region   2,     Office    of    Dlrictor         lp         IB3O6  088        24 X 
FlcFia    SO-40O.  B3/04/23,  0303030601 

B30S11OSSS    Interim  deficiency   rept   r>    conduit    tnitalLed    in    structural 
conerite    not    In   accordance   ui/ACI-318    Initially    reported    on 
B304O1.  Evaluation  determined   item  not   reportabla   par 
10CFR30   3S<»> 

CH:ANOI,M,  J         Carolina  Power   &  Light   Co        B3/OS/03,       O'REILLY,  J.  P 
Region   Z,     Office    of    Director         lp.       1B4O6  338        24X 
Fi Ch * •  SO-400.  H3/03/03,  B303 1 1 02B2 


B3D4280599  PNS-1 1-90-030   on   B01 104,  bomb    threat    re-celved    from   untnoun 
female   caller   Const    site    not    evacuated   State    of  NC    d    local 
lam   enforcement   agencies   notified 

HALL.B  L        Region   2,    Atlanta,    Office    of    tha   Director        BO/11/O4        lp 
24X    FlchB    SO-400, BO/11/04,  0304330299 


DOCKET    30-407   UNIV      DF   UTAH   RESEARCH   REACTOR 

C      Utility   Environment*  1    Report    (ER),    amends    &  correspondence 

B3031903'19  Application   for   renuwal    of   License   R-126   Including    financial 
Info, revised    Teen    Specs, environ   data    oporator 
requal  If Icatlon   program  b   revised    emergency    plan   Application 
rasubmission   of   S3030B  application  apparently    lost    In    mall 
BROPHV,  J  J        Utah,    Univ      of        03/03/12  Office   of    Nuclear   Reactor 

Regulation,    Director        20pp         1B300  331        24 X   Flche    30-407.  B3/OS/12. 
8303190349 


— 9303190369  Environ   rept 

*      Utah,     Univ      nf         B3/O3/O7         4pp 
Flche    30-407, B3/OS/12,  B30S190349 


I      Financial    Information 


8303190349  Application   for   reneum!    nf  License   R-126    including    financial 
Info, revised   Tech   Specs, environ   data    operator 
rcqualif IcatiDn   program  b   revised    emergency    flan  Application 
risubtnisiton   of   B30300  application   apparently    lost    in    mail 
DRQPHY.J   J         Utah,     Univ      of         B3/O3/I2  Office    of    Nuclear    Reactor 

Regulation.    Director        SOpp         10500321        34X   Fiche    30-4O7, B3/O3/12, 
B303W0349 


P      Operating    license    stage    documents   t<   correspondence 


B3O51300QO   DuMcUncg    rtpt   re   Clan    IE  motor    control    ctrt    from    ITT 
Could    containing    ueld    defect!    Initially    reported    on 
B3040B  Vendor    evaluation    to    be    completed    by    Jul    19S3 
Extension    until    830713  requested   Alao   reported    per    Part   21 
PARSONS,  fl    M         Carolina   Pouer   h  Light   Co        83/03/06        D'REILLY.J   P 
Ri-fllon  a,    oppice   of  Director,       lp.       16436-264       24X 
Fieh  »:  90-4.00,  83/03/Oi,  B3051300SO 

B3O313021i   Int»rlm  r«pt  r»  dnfielent  uieldi    on   amergency   svc   uater   «elf- 
clvinlng    •trainers.  Initially    reported    on   830400   Evaluation 
of    prBiturs*    boundary    uelds    not    expected    to    b*    completed 
until    Juna.    17B3,  Nt>t   rtpt   will    be    submitted    by    B3Q&17 
PARSONS.  H   M        Carolina  Pouiir   t.  Light  Co       B3/03/06       O'REILLV,  J.  P 
Region  2,     Office   of   Director.       lp         1B439  327.       24X 
Flch  *:  3D-4OO,  B3/03/0&,  B309130216 

B303130113  Part   21   ript  r»   loiu  natural    frequency   of   counterbalance 
avsembly.  r**ultlng    In   unacceptable    itrisaes    on   backdraft 
dampar    caurtarbalance   arm  SBlimic    quallf icatlon    crltirla    not 
fully   nrt    Invattlgatlon   b   letting    underuay 

HILL,T.D        Rumkln   Manufacturing    Co        B3/O3/1O.  Director's   Office, 

Office   of   Inspection  and  Enforcement.      7pp        IB43B  001        24X 

Flch*    30-400,83/03/10,6303130113 


3303040660  Advises    that   License   R-126   for    TRIQA   reactor    not    con%idor*d 
*xpirid,ag   reneual    application    iltd   S3030B  apparently    lo»t    In 
malls 

EtaENHUT,  D  0        Division   of  Licensing        B3/03/O3        DROPHV, 0   J        Utah, 
Univ      of         lp          18357   336         24X   Fiche    30-407, 93/OS/O3,  0303060660 

Q303170349  Application    far   renewal    of  License   R-136    including    financial 
info. revised   Toed  Specs, environ   data    operator 
requal if icatlon   program  b   revised    emergency    plan  Application 
resubmlsilnn    nf   030300   application  apparently    lost    in   mail 
HROPHY.J  J        UUh.    Univ,    of        83/03/12  Offlca    of    Muclear    Reactor 

Regulation,    Director,       20 pp         IS 300  331,       24X   Fiche,  30-407,  B3/03/12, 
B303190349 


-B303 190340  Proposed    Tech   Specs   b  bases    for    TRIQA  reactor 
»      Utah,     Univ      Of         83/03/1H        37pp          10300    341          24X 
FlchB    30-407,03/03/12,8303190349 


-8303190369  Environ   ropt 

«      Utah,    Univ      of        03/03/07        4pp 
Fiche    30-407,83/03/12,8303190347 


10901    O13        24X 
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DOCKETED  ITEMS 


— B303I903BQ   Revliod    reactor   operator   rBq.ua!  1  flcat  i  on   program 

SAN&dUIST.OM        Utah,     Unlv       of          03/01/31          4pp          I83O1    019 
Flehe    30-407.83/O3/1E.B303119O349 


V     Operator   Eiflminat ions 


B30519O349  Application   for    re  neural    of   License    R~12i   Including    financial 
Info<  revised   Tech   Spacer environ   data   operator 
THUal  if  icatlon   program  &   i-ovlied    emerge-nqij    plan   Application 
Tetubml salon  of  330303  application   apparently    loit    In   mall 
BRDPHV,  J   J        Utah,     Unlv       Of         83/O3/12  Office    of    Nucltar    Reactor 

Regulation.    Dime  tor        20pp         1B9OO   331         24X   Fl  che.  90-4O7.  B3/OB/12, 
630319O349 

— B30S1903BO  Revised   reactor    operator   requal  i  flcat  Ion   program 

SANBQUIBT.O  M       Utah,    Unlv      of         B3/OI/31         4pp         18301   O19-       BIX 
Ficfce    30-407,83/03/13,  S303I9O349 


DOCKET    3Q-4O9   UA  CRD3SE   BOIL  I  NO    HATER    REACTOR 

F     Security,    medical,    emergency   &    fir«   protection   plains 

B30511Q2")a    Foruiardi   LACBHH    onitte    mBtoorol-ooica.!    data    from   Mar    19-B2   - 
Fefl    19B3 

WE18S.D        Dairy  land   Power   Cooperative        B3/03/02        FAIRQBENT,  J- 
Blvlilon   of   Sifttemi    Integration    (past  B11OQ3)         I3?pp         IB39S  343 
SAf  Flchj    30-409,  B3/03/02.B30S1 1  0299 

B30316003O  Responds   to  B3Q42B    telcan   requenttng    written   confirmation   of 
030419  verbal   agreement   to   Install    Free-standing   metal 
barrier    between  HPSH/fire   protoctlon  dtes*l    driven    pump*    In 
cr  IbhousBr to  act  ai   radiant    ihleltf 

LIMDER.F        Dairyland  Power   Cooperative        63/03/03        CRUTCHFIELD, D 
Operating   Reactor*  Branch    5        2pp         1B453   01B        24X 
Flch»    30-409,  83/05/03,  8303140030 

930511003*   Generic   Ltr   83-21    to    all    llcemeei    of    operating   reactori, 
applicants    For   OLi   t  holders   «f   CPs    re   clarification   of 
acceii.   to    control   procedure*    for    law  enforcement   visit* 
five    lilt   end 

ErSENHUT.  D-  0       Division  of  Ljceniinj        S3/O5/11  Consolidated 

ErfUon   Co      of  New  York,    Inc         16pp.       1B340  O95        24X 
Flchi    50-000,B3/03/11, 8303110034 


J      Iniuranc«   b    indemnitij    Information 


8309230029  Forward*   Endoriement*   30  t,   31    to   NELIA   Policy   NF-217 
DEV1NE,  H  F        Dalrylantf   Power   Cooperative        B3/03/16        DINITZ.  I 
Offlc»    of   Nuclear   Reactor   Regulation,    Director        2pp        10339:197, 
24X   Flche    30-409,  83/05/li,  B3O3B30029 


P.    Operating    licenia    ttage    documenti   &   carreipondenca 


S303040iB2    INTEORATED   PLANT    SAFETY   ASSESSMENT    REPORT, 

EVALUATION   PRQORAM    -   LACROSSE   BDHINO   WATER    REACTOR    Docket 
No,    50-409   (Dairyland   Poutr   Cooperative) 

»      Dlvi»ion   of  Licensing        NUREQ-OB27        B3/04/3O        494pp        19334-  HZ 
34X    Fiehe    50-4O9,  03/04/3O,  B3030406B2 

B3030204S5  Generic   Ltr   B3-19   to   all   power   reactor   1   te»ting   llcitiieei 
re    new  procedure!   for    providing   public   notice    concerning 
lituanei   of   amend*    to   OLi   Svc    Hit    end 

EI£ENHUT,DQ       Dlvliion  of  LicunHno       B3/03/02  Contol  Idatftf 

Ediion   Co      of  Neu  Vartj     tnc        30pp         1B441    120        S4X 
Flche    30-000,83/03/02,6303020433 

8303)00055  Foruiardi   Cl*i«    II    fee   for   B20609  application   to   antnd 
Llcenn    DPR-43.  In    reiponie    to    NRC    830118,0314    &   0412    Itri 
Utl3   maintain!   that    Fee   not   appropriate,  ai   ddicrlbed    In   utll 
830313   Itr 

LIMDER,  F        Dalrgland   Power   Cooperative        H3/00/02        MILLER.H   p 
Llcenie  Fee   Management   Branch.       Ip         18377   119        24X 
FI  ehe-  30-409,  83/03/OS,  0303100023. 

83031H0046  Confirmi   pumping    time/fuel    contumptlon   of   emergincy    iyc 
uater   tuppjij   *ijt   pump*    uiing    flooding   bate*    (Imllar   to 
alternate    cor*   spray    life,  per   Oudleg   830420   telcon   Specific 
caiai   dlicuixed 

LIWDER,F        Dairyland   Power  Cooperative.       B3/O3/02        CRUTCHFIELD,  0 
Operating   Reactori   Branch    9        3pp         18431.024        24  X 
Flchi    90-409,  B3/03/02,  B30S1200io 

830309069?  Generic   Ltr   B3-2O   to  all    operating   reactor    Ilcenteei   & 
holder*   of   CP«   re    Integrated   ichedullng    far    Imp  lamentation 
of   plant   modi   Svc    Hit    encl. 

E1BENHVT,  D   0        Dlvlciotl   of  Licensing.       B3/09/09  ConiolldaUd 

Ediion  Co,     of   N»ui  York,     Inc         16pp         1B627   133        24  X 
FIeh»-  30-000,  S3/OS/09,  B303090iS9 


830^240327  Foruardi   reipon**    to   uni-avolved    Item   Identified   during 
S3092O-34    imp   Reiponie  withhold    Iref   10CFR73   21) 

LIMDER.F        Dalrifland  Power   Cooperative        B3/O3/13        CRUTCHFIELD,  D 
Qperatinj   Reactor)   Branch    9         Ip         13573    172        24X 
Flche    30-4O9,  83/03/13i  8303240327 

0303 17041 A   Notifies   that   omits   t<    ofttitt    »merg>ncg    praoarednen 
adequate   NUREfi-0737,  Item   III    AS    lr     "Emergencij   Preaaredtieiii 
Upgrade   Emergency  Plani   to  Ap-p   E,  IQCFRflO*  "    cnmplete, 
CRUTCHFIELD,  0       Op  era  tin!)   Reactor*   Branch    S        83/03/16        LINDER.  F 
Dalrytand   Po«u*r  Cooperative        3pp.        1B469.23O.       S4X 
Flcfi >.  30-409.83/03/16,  B30317O41 6 

fi3031*?OOI6  R»ipondi   to   82108O    Itr   re    change*    Co    phijijcal    iecurlt<|> 
lafeguardi    contlngencij   b   guard    training    b   qualification 
plan*   Certain  propoied   change*    unacceptablg    Enel    corn-men t« 
withheld    (rat   IOCFR73  21) 

CHUTCHFIELD, D       Operating   Reactori    Branch   S        B3/O3/17        LINDER, F 
DalrijUnd   J>ouer   Cooperative         Ip.       1B30I-330.       S4X 
Fiche,  3O-fl09.  B3/03/17,  S303190016 

B303310149  Foruardt   lilted    chang«»    to.   EPP-2,  In ue   9,     "Ora*ri let  1  on   fc 
Operations    D-urlrg   Energenclei    "    Ack    Of  receipt   requmted.  W/o 
encl, 

LINDER.F        JJairijUnd   Pou*r   Cooperative        S3/OS/23  Region   3, 

Office    of    Director         Ip.        1B&32>  K9&         34X   Fichi    30-40"?,  83/03/23, 
S3033101S? 


Q     Ad jud ieatUTij   correipondence 


8305100114   Dlscuiii*  ASLB  S3O421    initial   dec  IB  ion, d tc [ding    ihou  ctuti 
proceedlnii   re    liquefaction   potential    at   facility. BSE   of 
0   12  g    ailequat*   b  conservative    dBicrlptlon,  Deu«tering   iu> 
need   not    he    initalled   to  preclude    1  iq.utf«c tfon 

CUNHINOHftM,  o  H      Office  of    the  Executive  Legal   Director       S3/*O4/2S, 
DENTON.H  R        office   of   Nuclear   Reactor  Regulatlom    Director 
uEYQUNO.R,       Director'*   Office,    Office   of    Inspection   and   Enforcement. 
3pp         18374:189        24X   Flche    3O-4 09,  B3/04/ 23,  0303100214 


B30323039S  Forward*   reiponte    to   830330   requeit    for   clarlf Icition   o' 
Iteffli    Identified    In   8ER    on    environ   qualification   of 
nf e ty-related   electrical    equipment   Requeit    for   e>t*neion   to 
1984   refueling   outage    ichedule   ropeated   per   830311    Itr 
LIMDERrF        Dalryland   Power   Cooperative.      B3/03/16        CRUTCHFIELD,  D- 
Operatlng   Reactori   Branch   S        4pp,       18338  SfB,       24X 
Flehe-  80-4O9,  83/03/16,  B30323039B 

83092&OOB2  Adviie*   that   facility    de*lgn   acceptable   TMI   Action   Itun 
II  K.3  38,    "Otf»l  If  ication  of  Accumulator*   on  Automatic 
Deprenurliatlon  Bgt    vejve«,  "   remlved   Safety   evaluation 
encl. 

CRUTCHFIELD,  D        Operating   Reactor*   Branch   9        83/05/24       LINDEN, F 
Dalrglend  P-ouer   Cooperative        9pp         IB 399, 302        24X 
Flche   30-4O9,  S3/OS/24,  B309S600B2. 

8309K7O002  Forward*   3ER   accepting    llceniee   action*    In   reiponie   to   TMI 
Action  Plan    Item   II   K  3   23,     "Effect   of   Lou   of   AC   Poutr   on 
Pump    Seali    "   Seal    injection  mill    continue   evan    if   offtitt 
power    Ic-tt 

CRUTCHFIELD,  D        Operating   Reactori   Branch   3        83/09/85        LINDER,  F, 
Dairyland   Power  Cooparatlve.       3pp.       18&33  346        24X 
Flche  30-409.83/03/23,8303370002 

Q      Inipactlon   reporti,     IE   Bulletin!   d   correipondence 

«—••'—'- — ^- -,«—*._««.___  ^,MM_fcfc_ — ._—...._ — . — ^— —«_—____— «—_ 

B21206O3B3   IE    Info  Notice   83-14,    "Deuatered   Spent    Ion  Exchange   Reiln 
auiceptibllitij    to   Eiothermlc   Chemical   Reaction    "   Svc    lilt 
end. 

TAVLORiJ  M,       Dlvltlon   of   Safeguard!   It   In»pectlon   Progreme    (Po»t 
8301O3)        B3/03/21,  Contolldatid   Edifon   Co.     of   Neu  Vork.    Inc 

HSpp          1B3OB   319         24X    FIc he' 30-000,  S3/03/21i  8212060389 

S303040021    IE    Info   Notice   B3-21,    "Defective   Emergency   Ute  Reiplrator,  " 
Bvc    Hit    encl 

JORDANiE  L,       Dlviflon   of   Emergency   Preparednei*   &  Engineering 
Ruponie    (Poet   830103)         83/04/13  Coniolidated   Edlion  Co      of  Niu 

York.    Inc,       I26pp        18433'  133        24X   Flche-  30-000,  B3/04/13,  83O304002I 


8305800432  Foruardi  ASLP  Initial   Deciiion  60-443-01   SC   re    llquaPacti 

potential    at  LACBHR  Util   neither   reituirtd    to  *utmlt  if  stalled 

deilgn   proposal    for, nor  make    operational.  * i t»    deuaterlng 

iyi, 

CRUTCHFIELD.D       Operating  Reactor*  Branch   S.      83/09/t?       LIND/ER.F. 

Dalrulanil   Power   Cooperative,       3pp         18313.023-       24K 

Tithe  30-409,  83/03/19,  B303aO043B 


8303040023   IE    Info   Notice   03-22,    "GHfi   Sefetu/Hel lef   Valve  Failuree,  " 
Svc    Hit  tnc  I, 

JORDAN,  E.  L.       Dtviiion    of   Emergency   Preparednen   fc  Englnairing 
Reiponti    (Poit   B30103)         83/04/22,  ConiolJdated   Ediion  Co.     of  Neu 

Vork,     Inc         112pp,       1B3B3'OB?        24X  Flche-  30-000, 83/04/22. 8303040023 


DOCKETED  STEMS 


321 


B3O3Q40O2S   JE   Info   Notice   S3 -23,     "Inoperable   Containment   Atmosphere 
Beniing   Sift    "   Svc    Hit   end 

•JO HD AN i  E  L,        Division   of   Emergency   Preparedneis   it   Engineering 
Response    (Poit   030103)        03/04/23  Consolidated   Ediion   Co      of   Neu 

York,      Inc  H9pp          1B381    291         24X    Fiche    SO-OOO, B3/O4/29. B303Q4O023 

B3O304O026    IE   Info   Notici   83-24.     "Looie   Parti    in   Secondary   Side   of 
8t»am   O«n*r-atori   at   PWRs    "   Bvc    Hit   end 

OORDANr E  L        Division   of  Emergency   Preparedness    S>   Engineering 
fleiponce     (Pott    B3O103)         B3/04/88  Consolidated    EdlfOn    CD      of    Neu 

York.      Inc          U9pp          1B3BZ   047         24X    Fiche    3O-OOO, B3/O4/2B, 0303040026 

S303040O27    IE   Info   Notice   63-25-     "Stan dbg   Oat   Treatment   Syi   Heater   High 
Temp    Trip    Setpoint   Adjustment    "   Svc    llit   end 

•JORDAN,  E   U        Dlvicion   of   Emergency   Pr  eparedneii   t,   Engineering 
Reiponee     (Po«t    8301O3)         B3/O4/2B  Consolidated    Ediion   Cp       of    Neu 

Yorfc-      Iff          UBpp          18382    169         BIX    Fichu    90-000,93/04/2613303040027 

8303040028    IE   Info   Notice   B3-2&,     "Failure   of   Saf «ty/Rel ief   Valve 
Diichargn    Line   Vacuum   Breakers    "    Svc    liit    me  1 
JORDAN, E. L        Division   of   Emergency   Preparedness    &  Engineering 
Reiponi*     IPoit    830103)         B3/09/03  Consolidated    Edison    Co      of    NeUI 

Yorfcj     Inc         »22pp        1B441    17O        34X   Flche   30-OOO. B3/09/03, B3Q3Q4OQ2B 

B3Q3O40030    IE   Info   Notice   83-27,     "Operational    Reioonse    to   Event* 
Concerning    Deliberate   Acts   Directed   Against   Plant 
Equipment    "   Svc    Hit   end 

JORDAN,  E   L        Division   of   Emergency   Preparedness    S,  Engineering 
R*iponee     (Poit    83O103)         B3/O9/04  Coniol idat*d    Edison    Co.     of    Neui 

York,      Inc          U2pp          183S2    202         B4X    Fichu    3O-OOO, B3/Q3/04,  8303040030 

0303040031    IE   Info   Notice   B3-2B,     "Criteria    for   Protective   Action 
R«ccrtim«n<tations    for   General    Emergencies    "   Svc    tilt   end 
JORDAN,  E,  L        Division   of   Emergency   Preparedness   &   Engineering 
R*iponee    (Poit   830103)        03/03/04  Coniolidatftd   Edison   Co      of   Neiu 

Vork,     In<         M9pp        18441   001        B4X  Fiche   90-009,83/09/04,5303040031 

S3Q313023B    Inform    that   draft    "Regulatory    Improvement   Program, " 
submitted    w/utll   830404   Itr/ responsive    to   NRC    concerns 
Program   implementat ian  will    be   monitored    Info   re   changes    to 
program  milestone!   requested 

KGPPLER,  J   9        Region   3,    Office   of   Director        83/09/09        LINDER,  F   U 
Dalrylamd    Pouier   Cooperative         lp         18437   220        34 X 
Fiche    50-409. B3/OS/09,  B30313Q29B 

— 93.0913O2&7   Foruardi   draft    "Hagulatory    Improvamant   Program   "   Draft 
derived    Prom  meetings   w/Reglon    III    !<   reviewed    by   M  Drach, 
rut  Idler  t    inspector 

TAfLORj  J   M        Dilrulind   Pouier   Cooperative        83/04/04        KEPPLER,  J  0 
Region   3i    Office   of   Director         lp         19439   222        24X 
Flehe,  90-409, 03/05/03,  8303I302SB 

— H3O5 130271    Draft   Procedure   032483JWTr     "Regulatorij    Improvement   program 
«      Dairy  I  and   Power   Cooperative.       B3/04/04         13pp         18437  223        24X 
30-409, B3/03/OS,  B3051302SB 


— 03032i02SB    IE    Imp    Kept    30-409/G3-04    an    B30411-15   No    nont amp  1 1  anc  e 
noted    Major    areas    [nsp«cted    licenced    i    unlicensed    employee 
tra  inlngi 1 icensed   operator   requa 1 1 f i cat i on   training   &   OA 
audits   of    training   program 

SUTPHIN,  R   N    ,     HAWKINS. F   C         Region    3,     Office    of    Director 
93/03/12         7p(i          1S62£>    113        24X   FlchB    SO-4O9,  B3/03/12,  03032t02S6 

3305240337   Forwards   response    to   unresolved    item    Identified    during 
9S0720-24    inap    fletponie    luithhHlfl    (ref    10CFf!?3    21) 

LINDER.F         Dalrqland    Power    Coopgratlve         33/03/13         CDUTCHFIELD.  D 
Operating   Reactors   Branch   5        lp        18973   173        24X 
Fiche    30-409,  B3/03/13,B309340337 

B303040040    IE    Info   Notite    03-31.     "Error    In    ADLP1PE   Computer    Program    " 
Bvc    list   cntl 

JORDAN,  E  L       Division   of   Emergency   Preparedness   Si   Engineering 
Response    (Post    83O103)         83/09/19  Consolidated    Edison    Co       of    Neu 

York,      Inc         114pp         18697   009        24X    Fiche    SO-QOD.  B3/OS/19,  D303040O10 

8303040046    IE    Info    Notlcs    B3-33,     "Nonrepresentatl v«    Ssnipling    of 
Contaminated   Oil    "   Svc    list   end 

JORDAN,  E   L        Division   of   Emurgencij   Preparedness   &   Englneorlng 
Reiponse    (Post    930103)         03/O9/26  Consolidated    Bdlion    Co       af    Neu 

Vorfcr     Inc         114pp         18647   007         24X   FlchB    90-OOO- H3/O9/K6.  B3O3040016 

R      Periodic    operating   report*   ti  related    correipondence 

S30S11029B  Foruards   LACDWR   onsitft   meteorological   data    from  Mar    !9B2   - 
Feb    1993 

WEISS,  D       Dairvl'nif   Pouer   Cooperative        83/09/02        FAIfiDBENT,  J 
Division    of    Byitems    Intagration    (post    B11009)  159pp          1B3«2    343 

24X  Fiche   SO-409, 03/05/O2, 83091 10S9B 

B30S310134  Foruiardi   annual   environ   raflioac t ivitij   monitoring,    ropls    Por 
1902  W/o   encl 

MCDONNELL, L  J        HUconsin,     Stete    Of         NRC-OS-BO-279         B3/QS/S3 
KEPPLER.J  Q        Region    3,     Office    of    Director         lp          1BA39    140         24X 
Fiche    30-000,  S3/O9/23,  8303310134 

B     Reportable   occurrences,    LER*   t>   related   correspond Bnc e 

8309020146  Forwards   LER  83-001 /O3L-0  !.   updated   LER   a2-O20/O3X-l 
Detailed   event   analysis    incl 

LIHDER,F        Dalryland   Pouer   Cooperative        83/04/21        KEPPLER,  J   0 
Raglan   3,    Office   af   Director        3pp        1827S   !?4        24X 
Fiche   30-409,83/04/21,8303020116 

—8303020170  LER    B3-001/03L-O    on    830333,  fol  loul  ng     low    reactor    water 
level    scram, IB  HPC8   pump   observed   not   running.  Caused    bg 
backward    installation   of   current   transformer    in   HPCS   pump 
breaker   ground    fault   trip    device 

GOODMAN,L  8       Dairyland   Power  Cooperative        83/O4/K1  Region   3, 

Office   of  Director        lp        18973   197        24X  Fichu    9D-4O9,  B3/Ofl/ai, 
8303030 H 6 


B3O3040033    IE   Info   Notice   B3-29,     "Fuel    Dindlng    Caused    by   Fuel   RBC* 
Deformation  "  BVC    list  encl 

JORDAN, E,  L.       Dlviilon   of   Emergency   Preparednen   b   Engineering 
Rfttponie    (Post   B30103)        B3/09/OA  Consolidated   Ediion   Co      of   Neu 

Varkr     Inc         U3pp         16923,248        S4X   Piche   90-OOO, B3/03/06, 8303040033 

S30SI30109   Ack   receipt   of   030419   Itr    informing    NRC   of   itep*   taken    to 
correct  violations   noted    in    IE   Imp   Rept   30-409/83-02 
BHAFERiW.  D        Region   3,    Office   of    Director        B3/O3/10,       LINDER,  F   M. 
D»lrul*nd    Power   Cooperative        lp.       1S437   360        34X 
Ftche.  BO-4O9,  83/03/10,8303130109. 

— 9309130112   Reiponds    to  NRC  B3033D   Itr    re   violations   noted    In   IE    Imp 

Rept   30-409/83-02.  Corrective   actions' contract    Issued    to 

NueLiar    Energy   Svcs, Inc    for   ivcs    Including    applicable 

1OCFR3O,  App   B   &  Part   21   reg.uiramenti 

LINDER, F        Dairgland   Pouer   Cooperative        93/04/17        9TREETER,  J.  E 

Rtjlon   3,    Office  of  Director       2pp        19437:361       24 X 

Flcht    30-40?, 83/03/10,  83051 30 1O? 

B3D3O40034    IE   Info   Notice   B3-30,     "Mil ap p 1 icitlon   of   Generic   Em*ro«ncv 
Operating    Procedures    (EOP)    Quidellnai    "   9ve    lilt    encl 
JQRIMNfE  U      Division  of  Emergency  Preparednen   ti  Engineering 
R«*pon«i    CPost   830103)        B3/03/11,  Contolldat.d   Edi«on   Co.    of   Neu 

Vork,      Inc,        114pp.        19 334 '003         E34X    Fichf .  50-OOO,  B3/03/1  li  B303040034 

6303240236   Forward*    IE   Imp   Rept   SO-409/83-04   on   030411-13  No 
noncompl iance  noted 

STREETER.J.F        Region   3,    Office   of   Director.       83/03/12        LINDERrFW 
Dalr^land   Pouier   Cooperative        Zff        18626:111         Q4X 
Flth»-  30-409,  B3/03/12,  8303260E36. 


—8309050182  Updated   LER   BS-020/03X-1   on  021119-20.  on   three    occasions 
vacuum  pump   uhlch   maintains    Uoklnetlc    flaw   rate    to    stack 
activity   monitors   tripped   Caused   by   pump   It   motor 
overheating   Motor   thermal    overload    fuses   upgraded 

QODDMANiL  3       Dalryland   Pouei    Cooperative        83/04/21  Region  3, 

Office    Of    Director         lp         1B378    198         24X   Flcho    30-409,  B3/O4/31, 
8309020146 


T     Hearing    transcripts   on   non-antitruit   matters 


8309100164   Transcript   of   ACRB  LACBWfi  SEP   Subcortimi  t  tee   B30506   hearing    In 
Maihington, DC   Pp    1-166  Supporting   documentation   *ncl 
«      ACRS  -  Advisory   Committee   on   Reactor   Safeguards        83/O3/OA 
2H9pp         18370   263        24X    Fiche    SO-409,  83/05/O6,  B3O51OO144 


DOCKET   90-410  NINE  MILE  POINT  NUCLEAR   3TATION,    UNl  .    2 

rt     AppI Icatlon/conitruct Ion   stage   documents   1  correspondence 

8303090633  Poruiardi   FR   notices   of   receipt   af   OL   application,  not  ice    of 
availability   of   environ   rept,  notice   of   considlerat  Ion   of 
Issuance   of  OL  &  notice   of   opportunity    for   hearing 
BCKUENCER.A       Licensing    Branch   3       83/03/OS        RHODE,  B  K        Niagara 
MohJtuV   Power  Corp        4pp        1B367  307        24X   Fiche    3O-4  lOi  03/OB/O2, 
8303090633 

— 8303090648  Notice   of   receipt   of   application   For   OL,  notice    of 
availability   of   environ   rept,  notice   of   consideration   of 
Issuance   of  OL   h  notice   of   opportunity   for   hearlnj 

3CHWENCER,  A       Lieensinfl   Branch   2       83/03/O2        7pp         18367   311         2' 
Fiehe. 90-410,83/03/03,  0303090633 


322 


DOCKETED  ITEMS 


— 8309090653   Hot  ice    of    opportunity    for    public    participation    in    proposed 
MRC    licensing    application   iy    Niagara    Mohawk    Pooler  Corp, 
et    al:  for  Nln»   Mile   Point    Stall  on. Unit   3 

«       NUC    -    No    Debailed    Affiliation    Given         83/O5/03         4pp 
18367   3!B         24X    Flthe    SO-4! O, B3/O5/O2,  B3O3Q9Q&33 

S309I10315   Application    For   Amend    2    to    OL    application    (filed    in    PDR 
Category    A),  eoni  Istlng    of   Amend    3    t:o   FSAR     (fll-ed    in   PDR 
Category   K.)   &   Suppl    1    to   environ   rept   -  OL    stage    (filed    In 
PDR   Category    C)     Affidavit    of   Svc    end. 

MANOiHN,  C   V         Niagara    (lohauifc    Poiuer    Corp          03-/05/O3        EISENHUT,  D   0 
Division    of   Licensing         6pp          1B394    001          24X    Fiche    30-41O,  83/O3/O3, 
830311031? 

B303180054   Summary    of   B 30 123    meeting    u/utJl.CE   &    AE    In   Bethesd*.  MD    re 
licencing    review    of  CL  applicabion    V  specific    review   Issues 
HAUDHEV-.H  F        Licensing   Branch    a        S3/O3/05  LicEnslng   Branch    2 

13pp          19499   33O         34X    FIche    3O-41O.  83/O5/O3,  B3051H0054, 


830309065?   Generic    Ltr   83-20    t 
holders    of   CPa    re    integrated 
of    plant   mods    Svc    list    end 
EISENHUT,  D    0         Division   of    Licensing 
Edison  Co      of   Neu   Vorfcj     Inc         16pp 
Fiche    30-000,  B3/03/09.  B303090&39 


all    operating    reactor    licensees   it 
chedul Ing    For    implementation 

Cottiol  iriated 


18627    133         24X 


9303S3Q974   Forwards    reptt    In   response    to    FEAR   t,   environ  rapt   -  OL    stage 
acceptance    revinui    questions    par   NRC    request    for    addl     info    to 
330419  suhmittal    re  OL   application  List   of    repts    submitted 
»nt  1 

MAN0AW,  C   V       Niagara   Mohauk    Power   Corp         83/O5/13       E1EENHUT.  D  <J 
Division    aP   Licensing         3pp          1860O    OO1         24  X    Flehe    30-4IOi  B3/C3/I3, 
03Q5230374 

— 9305S305B2  Forwards   addl    info    re   FSAn   &   environ   rept   -  OL   stage    per   NRC 
030-3B?  reque-st    List    of   repts    submitted    encl 

RHODE,  G   K         Niagara    Mohauil:    Power    Corp          B3/04/!?        EISENHUT,  D   G 
Division    of  Licensing        3pp         I860O  004        24 X   Ftche   SO-410, 
B3/O3X13,  Q303230574 


-B309230614   Vol    in    to    "Nine   Mile   Paint   Aquatic   Ecologg    StudlitiPart  4. 
App  VII    Hater   Oual i tg,  If73    " 

*  Quirt,    Lauler   t.  MatiOkg    Engineer*        83/O3/13        291pp 
1B610  013        SIX  FIche    3Q-41O,  S3/O3/13,  S30533O371 

-830523O650  Mol    I    to    "Nina   Mile   Point   Aquatic    Ecolagij   Studies,  Chapter! 
1-lv,  1974    " 

*  Lauler.  Matusfcg    fc  Skelly   Enfiineers        7S/12/3I        333pp 
1B609   043         24X    FIche    50-410,  03/03/13, 830323OS74 

-830523065i>   vo)     II     to    "Nine    Mile    Point    Aquatic    Ecology    StudHl.  (CJii(> ttn 
VII-X),  1974    " 

*  LauiIenHatuiky    &   Skellg    Engineers        73/12/31        2SOpp 
IBilO   30i         24X   FIche    30-410,03/03/13.8303330374 

-8305230461    "Nine   Mile   Point   Aquatic    Ecology    Stud  1 es, 1978.  " 

*  Lawler,  Matusky    &    Bkelly    Engineers         LMSE-76/QQB1!.  19 1-033 
76/03/31          497pp          1B611    2B6         SIX   FIche    SO-410, 83/03/13, 
8303830374 

-830 3 S3 04 ii  Vol    I    to    "Nine   Mile   Point   Aquatic    Ecology    Studle*. I97i    " 

*  LaulerrMatuiku    &   Sfcally    Engineers         77/03/31         4S9pp 
(B&13   001         24X   Fiche    30-410,  B3/O3/13,  S303230S74 

-8303230678   Vol    II    to    "Nine   Mile   Point   Aquatic    Ecology    Studlfl.App    I-1X. 
1776   " 

«      Laulen  Matuskg    &   Bkally   Engineers.       77/O9/31        ASlpp 
1B614    130         24X    Fich«    30-410,83/03/13,8303230374 


-S303230AQO  "Nine  Mile  Point  Aquatic  Ecology  Stud ie*. 1977  " 
*  Teiai  Instruments.  Inc  7B/03/31  S73pp  184Ji  061. 
FIche  30-410,03/09/13,8305230374. 


-B3032306B1    "316(a)    Demonitratlon   Submission, NPDEB   Permit  070  0X2  2 
000633   NV    (0003212)     " 

*      Niagara  Mohauk    Power   Corp        83/03/13         ISOpp         1B61S  216       24X 
Fiche   30-410,  83/03/13.  H303230374 


-B303230385    "3ii,(»>    Demonstration    Bubmi  sslon.  NPOES   Permit    NV   0001O15    ' 
«      Niagara  Moh-auk   Power  Corp        S3/OS/I3        221  p?         1S6OO  007        B4X 
Fiche    30-4IO.  83/05/13,  B305230374 

-a3CI32303'B7    "Evaluation    of  Angeled   Screen   Fish    Divers   Sij*  at  Oiuiego 
Stiam  Station  Unit  6,"    interim  rept 

*  LaulenMacuskij   &    Skellij    Enolneers         LMSE-83/0091i.l91-03B 
62/04/30         H2pp          1BAOO   331          24X    Fiche    50-410,33/03/13.8303230574 

-B305330592    "31ila)    Demonstration  Submiasion   Permit  MY  O030109   " 

*  Pauer    Authority    of    the    State    af    Hem    VorJf          B3/05/I3        2t7pp 
IBfiOO   308         24X    Flche    30-410,  83/05/ 13,  B30333O37JI 

-S303230599    "31tCb)    Demonstration  Submission   Permit   NV  OO20109    " 

*  Power   Authovltij   of    the  State   or   New   Voffc        83/03/13       323pp 
1B6O1     163        V4X    Fiche:  SO-4  10.  83/03/  13.  8303230574 


-B30SS30603  '1Fls^  Tag  R"pt  Summarij  1972-76  " 
STORR.J  F  Storr,  J  F  76/19/31  93pp 
Flche  50-410,33/03/13.8303230374 


IB 602    I3O         24X 


-B309230607   Vol    I    to    "Nine  Mil*   Point    Aquatic    Ecology   Studies,  Summary 
Plankton,  Dentfcos,  Fiiftr  1973    " 

»      Quirk,     Lauler   &  Matuskg    Engineers        74/OS/31        391pp 
IBi02   223         24X    Fiche- 30-410,  B3/OS/13,  8303230374 

-E30323G614   Vo!     II    to    "Nine  Mile    Paint   Aquatic    Ecology   Stud les,  Ft sh 
Implngefflent.yater   Quality,  1973   " 

*      auirk,     Lauiep    t,  Matuskg    Engineers        74/O8/31        26Bpp 
18&04    096         34X    FJchd    30-410,83/03/13,8303230374 

-B303330622   Vol     III     to    "Nine    Mile    Point   Aquatic    Eeoloijij    Studies, Part    1, 
Appi    I-I1I    (a-d)    Methods  1  Mat  Is,  Stat  i  stUal    Procedural, 
Plankton, 1973    " 

»      Quirfc,     Lau/I*r    &  Matuski,   Engineer5        B3/O5/13        BOBpp, 
18603   001         BIX    Flche    30-410.63/05/13.8309230374 


—9303530634    "Intake   Cons  idnratl  on».  NPDES  Permit   070  0X2  S  00632  NV 
(0003313)     " 

»     Niagara   Mohauk   Pouer   Corp        B3/03/13        30pp         1B&19.00A,      34J( 
Flche    30-410,83/03/13.8303230374 

—8303230687    "316(a>    Demonstration   Submission   NPDES   Permit  070  0X2  B 
000633   NV    (0003231 )     " 

*  Niagara  Mohaiul;   Power    Corp        LM8E-7S/0363&191/029,       83/03/13 
132pp         18619   033         24X   Flche- 30-410,  B3/O3/I3,  8303230374 

— B303B30691    "Intake   Conliderationi    NPOES  Permit   07O  0X2  2  000433  NV 
IOOO3S3M    " 

«     Niagara   Mohauh   Power   Corp        83/03/13        SOpp         18619' 203.      34X 
Fiche    30-410.  83/03/13,  B303230374 

— 8303330696    "3)6<A>    Demonstration   Submisilon  NPDES  Permit   NV  0002184," 

*  Niagara  Mohauk   Poiuer   Corp        83/03/13        4&0pp         16619  249       24X 
Flche    30-410,83/09/13,8303230374 

— B303230699   "Intake   Considerations   NPDEB   Permit    NV  0002186    " 

*  Niagara  Motiauifc   Pouer   Corp        83/09/13        149pp         18620  349       24X 
Flche    30-410,63/09/13.8303230374 

— B30S230701    "Studies    to  Alleviate   Potantlal    Fish    Entrapment   at   Unit  & 
Diuego  Steam  Station    " 

*  Stone   «  Mebtter   Englnaerlng    Corp        77/03/31.       32pp         186E1- 138 
24X    Fit  tin    90-410.33/03/13.8303230374 

3303340479  Responds    to   B30417  Generic    Ltr   83-18  requeiting    »ddl    Info 
re   revleiu  of   BUR  Ounert   Oroup    control    room   *urv«U    program 
Info  addressed    In   830414    Itr    to   NBC. 

MAWOAN.C  V        Niagara   rfohauK   Pouer   Corp        83/O3/18        EISENHUT.  D,  0, 
Division   of  Licensing         lp         1Q372  068        24X   Flch*' 30-410, B3/03/1B, 
830S24O49S 


C      Utilitv   Environmental    Report    <ER)>    amends    t<   correspondence, 


- 830 5 2306 E 8  Vol    HI    to   "Nine  Mil"   Point  Aquatic    Ecology   Studies.  Purl   2r 
App    III    (B-p>,  PlanUon,  1973    " 

»      Quirk.    Lauler    t  Matuskij    engineers        93/O5/13        377pp 
164,04    149         34X    Fiche    30-410.83/05/13,8309230374 

-B30S230637  Vol    III    to    "Nine  Mile   Point   Aquatic    Ecology  StudI  ei,  Part   3, 
App*    IV.ViVI    8»ntho*,FIsh.F(ih    Imp ingeinent.  1973   " 
»      Quirk.    LauUr    ti  Matuskg    Engineers        83/O3/13        396pp, 
186.09:006         ?4X   Flche:  30-410.  83/03/13.  S3O3230374. 


B303090633  Foriuardi   FR   notices    of    receipt   of   OL  appl  icatlon,  notice   at 
availability    of    environ   rept.n'otlc*    of   consideration    of 
issuance   of  OL  k  notice    of    opportunity    for    hearing 
SCHWENCER.A        Licensing    Branch    3        83/03/02,       RHODE, O  K        Niapari 
Mohauk   Pouter   Corp        4pp         18367  307        24X   Flche'  30-410,  83/03/03. 
8303090633 

— 830309064B  Notice   of  receipt  of   application   for  OL, notice   o* 
availability    of    environ   rept. notice   of   consideration    of 
issuance    of  OL  &  notice   of    opportunity    far    hearing 
SCHMENCER.A,       Lloniing    Branch    2        83/03/03        7pp         1B367:3M.      2' 
Flch»    30-410,83/03/02,8303090633 


B3D911O313   Forwards    Suppl     I     tn    environ    rapt    -   OL.    stage     (filed     in 
PDR  Category    C) 

MAMQAN,  C    V         Niagara    Mohawk    Power    Corp          B3/03/O3         EISENHUT,  D   Q 
Division    of    Licensing         6pp          18394    001          24X    Flche    30— 11O,  B3/O3/O3, 
S30311O319 


—8303230679    Vol     II     to    "Nine    Mile    Point    Aquatic     Ecology    Stud i ea. App     I-IK. 
1976    " 

*      Lauiler.tlatuskij    &    Skellij    Engineers          77/OV31 
16614    130         P4X    Fiche    30-410,83/05/12,3309230374 


—0303110339   Suppl     I    to    environ    rept    -   QL    stage 

*      Niagara    Mohauk    Pouer    Corp          83/03/31          7<Jpp 
Fiche    3Q-4IO,  B3/03/03,  B3OSU0313 


18394    007         24X 


— B3033306BO    "Nine    Mile     Point    Aquatic    Ecology    Stud  1  OBI  1 977    " 
*       Tmas     Instruments,      Inc  7H/Q5/31          B73pp          18616    061 

FichB    50-41O,83/O3/13.B303a30374 


3305230374    Foruards    repts    In    response    to    F5AH    fc    environ    rept    -   OL    fitagi 
acceptance    review  questions   per    NHC    request    for    addl    info    to 
B30419    submlttal    re   OL   application   List    op    repts    submitted 
enc  1 

MANOAN,C    V         Niagara    Mohauk    Paiuer    Corp          B3/O3/13         EJSENHUT,  D   O 
Division    of   Licensing         3pp          1B&OO   OO1          24X    Flche    30-410.83/03/13, 
8309230374 

— 8303230083    "316(a>    Demonstration    Submission, NPDES  Permit   NV  OQ01013    " 

*  Niagara   Mohauk    Pouer   Corp         B3/03/13        234pp         1B60O  007        24X 
Flch«    30-410, B3/03/13,  8309230374 

—8309230537    "Evaluation    of   Angeled1   Screen    Fish    Divers   Bos    at    Dsueao 
Steam  Station   Unit   6,"    Interim    rept 

•»       Lduler.MatusHy    fc   SkelltJ    Engineers          LMSE-B2/OQ91M91-03B 
62/04/30         B2pp          18600   231          24X    Flcho    30-410,83/05/13,3303330374 

— 8309230892   "3l6(a)    Demonstration    Submission   Permit   NY  OOHO109   " 
••      Pouar   Authority    of    the    State    of   New   York         B3/03/13        217pp. 
1B60O    SOB         24X   Flche    BO-41O,  83/03/13.  B303230374 

— 830323O999    "316(b>    Demonstration    Submission   Permit   NY  0020109    " 

*  PoLier   Authority    of    the   State-    of   Neui   York        83/03/13        323np 
Ifl601     163         24X   Flche    30-41O,  83/O3/I3, 8303230374 

—8309230603   "Fish    Tag    Rept   Summary    1972-76    " 

STQRRjJ   F         Btorr.     J   F         76/12/31          93pp          1B602    13O         24X 
Fieho; 5O-410, B3/OB/13,  B303230374 

—8303230607  Vol    I    to    "Nit,.   Mile    Point   Aquatic    Ecology    Stud  ies,  Summary 
Plankton.  Benthos,  Fish,  1973    " 

»      Quirk,    Lauiler   b  Matusky    Engineers         74/OB/31         S91pp 
1B6OB   2SS         24X    Fiche    90-41O,  B3/O3/13, B3O3230374 

--B303230A14  Vol    II    to    "Nine   Mile    Point    Aquatic    Ecology    Studies, Fl.h 
Imp  tngement,  Hater   Quality,  1973    " 

«      Quirk,    Lauler    t   hfatusky   Engineers         74/OB/31        26Bpp 
18604:096         24K   Flche    90-41O.  B3/O3/13, B303230974 

—3303230622  Vol    in    to    "Nine   Mile    Point   Aquatic    Ecology    Studies, Part    1, 
App*    l-III    <a-df    Methods   S,  Matl *, Statistical    Procedures, 
Plankton, 1973   " 

»      Oulrk,    L»wler   k  Matusky    Engineers        B3/03/13        30Spp 
18603:001         H4X    Ficha    30-410,83/03/13,8303230374 

—  3308230628  Vol    HI    to    "Nine  Mile   Point   Aq.uatic    Ecology    Studies, Part    2, 
App    111     <e-p)    Plankton, 1973    " 

tn,2y*yk'    Laultr   &  Matusky    EnglTieerB         83/03/13        377pp 
IB606    M9        34X  Flche    30-410,83/03/13,9303230374 


— B3093306BI     "316<a>     Demora trat I  on    Subml sal  on,  NPDES    Permit   O70    0X2    2 

000632  NY    (0003212)     " 

*  Niagara    Mohauk    Power    Corp          S3/O3/13          13Opp          1B619   216         H4X 
FichH    30-410,83/03/13.8303230574 

"-6303230684    "Intake    Cons  1 d era 1 1 ons, NPDES    Permit    O7O   0X2    2   O063B    NY 
100O3212)     " 

»      Niagara    Mohaiufc     Paujer    Corp          H3/O5/13         30pp          18619   OO6          34X 
FUne    30-41O,  B3/03/13,  0303330374 

— B3032306B7    "316(a»    JDemonitra tlon    Submission    NPDES   Permit    070    OX3    2 

000633  NY    10003221 )     " 

»      Niagara    Mohauik    Power    Corp.          LMSE-75/O363!cl<!l/029         B3/03/13 
I33pp          1B419   033          24X    Flche     3O-4 1O,  H3/03/ 13.  B303S30974 

— B30323069I     "Intake    Cons i dera tiona    NPDES    Permit   O70   OX2   2   0004,33    NV 
(0003221)    " 

*  Niagaro    Mohaiuk     Pouer    Corp          B3/O3/13         30pp  1B619   SOS         34X 
Fiche    30-410, B3/03/13,  8303230371 

-- -B303230A96    "316IA1    Demonstration   Submission   NPOEB   Permit   NV  OOO21B6 

*  Niagara    Mohauk    Power   Corp         33/03/13        460pp         1BA19  249        a-JX 
Fiche    30-41O,  B3/03/I3,  O3O3230374 

— 8303230699    "Intake    Cons i derations    NPDES    Permit   NY    00021B6    " 

»      Niagara   Mohauk    Pouar   Corp         83/O5/13         149pp         IB6HO  349        34X 
Flche    5O-41O, B3/O3/13,  B305230374 


-8303230701    "Studies    to   Alleviat 
Otiuego  Btcom  station    " 
*      Stone   d  Hebster   Engineering    Corp 
S4X    Fiche    30-41O,  S3/03/13,  8303230374 


Potential    Fish    Entrapment   at   Unit   h 
03/31          33pp         18621     139 


B30926OOB6  Foruiards    Affidavit    at    Svc    Indicating    that   Amend   2    to    FSAR 
&  Suppl    1    to    environ    rept   -    QL    stage,  provided    to    appropriate 
parties    delineated    in    930329    Itr    Distribution    lists    end 
MANOAN.C   V        Niagara    Mohawk    Power   Coi-p         83/-Q3/23        EISENHUr,  D  0 
DlvUion    of   Licensing          Spp  18399    309          24X    Fiehe    30-410.33X03/23! 

83092600B6 

D      NRC    Draft/Final   Environmental    Statements,     suppls    ti   correspondonce 

B303110S96  DlBCusses    draft   E1S   recoiveil    on    B3O415  which    indicated    no 
knoun    historic    aignificant    sites   uil  1 L    be    directly 
afficted    by    plant    operation   Council    must    be    afforded 
opportunity    to   comment    prior    to    granting    license    or    permit 
KLIMA.  D  L        AdvUc-ru    Council    on,   Historic    Preaorv-aticm        B3/O5/O9 
DYKOSKl.L         Siting    Analysis    Dranch          17pp          18393   236         24X 
Flchfl    90-410.B3/09/09,  B3031 1O296 


-8303230637  Vol    111    to    "Nine   Mile    Point   Aquatic    Ecology   Studies, Part   3, 
Ajips    IV.V.VI    Benthos, Fish, Fish    Imp ingement,  1973    " 

•  Outrk.    Lauier   fc  Hatusky    Engineers         B3/O3/13        396po 
18603    006         34X    Fiehe    3O-410,  83/03/13.  B30323O374 

-3303230644  Vol    111   to    "Nine   Mile    Point   Aquatic    Ecology    Studies, Part   4, 
npp    VII, Hater   Quality,  1973    " 

*  Quirk-,    Lauler   (.  M»tusky   Engineers         B3/O3/13        291po 
10*10:013         24X   Flche    80-410.83/03/13.3303230374 


F      Security,    medical,     emergency    t>    flra    protection    plans 

B30303O313   Forwards    revised    moteorn  log  lea  1    data    tape   far    facility 
Physical    specs    of    data    tape    unchanged    From   previous 
submtttal    Tape   uiill    be    included    In    next    FEAR   amend 
W/o    end 

MANOAfJ,  C  V  Niagara  Mohauik  Poiuer  Cnrp  B3/04/29  SCIIWENCER,  A 
Licensing  Branch  2  Ip  1B3OO.331?  H4X  Tlche  3O-410. 83/04/29, 
B303O30313 


8305230490^01    I    to    "Nine   Mile    Point   Aquatic    Ecology    Studies,  Chapters 

•      L»wl*r,Matu»ky    S,  Sk«lly    EnglnBers         73/12/31.       333pp, 
1860^:042        34X   Fiehe    30-410,83/03/13,8303230874, 


Di 
18610-306 


Mil* 


A<lua*lc    EcolQ9W   Studies,  [Chapters 


*tu*k('   *   9kell«   Engineers,       73/12/31        280pp 
S4X  Flch.   30-41O,  B3/03/13,  S3O3230374 


B30311O034   Generic    Ltr    Q3-21    to   all    licensees    of    operating   reactors, 
applicants    for  QLa    &    holders    of   CPa    fe    clariflcatinn    of 
access    to    control    procedures    for    lau    enforcement    visits 
Svc    1  1st    enc 1 

EISENHUT,  D  Q        Division    of   Licensing         83/05/11  Consolidated 

Edlsoti  Co      of  NBU  Yor-li.     Inc.        16pp         1S940   095        SIX 
Flcho    30-000,  B3/O3/I I,  B303I1O034 


0,    Ad judicatorj    correspond ence 


-S30S230661    "Nine   Mile   Point   Aquatic    Ecology    Studies, 1973    " 

"r  ull"     *"  Sk'u      Engineers,       |_MBE-76/0081*191-033 

6         a'X    Fiche    30-410,83/03/13, 


-3308230664  Vol    I    to    "Nine   Mile    Point   Aquatic    Ecology    Studies,  1976    • 
?„,  ,1  wleT-.llatusliy    k  Skelly   Engineers,       77/03/31         489pp 
lS6ta   001        34X   Fich*,  80-410,  83/03/13,  8303230374 


8303090633   Forwards   FR    notices    of    receipt    of   OL  app  1  lea  tion.  n-Qt  ic e    of 
availability    of   environ    rept,notlcn    of    consideration    nf 
issuance    of  OL  &   notice    of    opportunity    for    hearing 
SCHWENCER.A        Licensing    Branch    2        B3/O3/O2        RHODE.  0   K        Niagara 
Mohawk   Power    Corp         4pp          18367    307        24X  Fl che. 30-4 1O, 83/00/02, 
B303090633, 
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— 8305090646  Motice   of    receipt    of   application    for  OL.  notice   of 
availability    of   environ    rept. notice    of    coniidf ratl  on    of 
liluance   of   DL  b  notice    of    opportunity    for    hearing 
SCHUENCEF1.A         Licensing    Branch    2         33/03/02         7pp          18367   311 
Flch.    30-410.  B3/03/OS,  8303090633 


8303040027   IE    Info  Notice    93-29,     "Standby   Oai    Treatment   8g*  Heater   High 
Temp    Trip    Qetpoint   Adjustm«nt    "    Svc    Hit    end 
JORDAN,  E  L        Dlvlilon    of    Emergencg    Preparednen    d  Engineering 
Responie    (Post  B301O3I         83/04/28  Coniol idated    Edlion  Co     of   Niu 

York,     Inc         HBpp         1B392    163        24X   Flche    30-OOQj  83/04/28.  B3Q3040027 


K     Uttlitg   Final    Safety    Analgsii    Report    (FBAR)    & 


B30421023B   Forwards    Amend     t     to    FSAHr  cons  1  sting    of    SfiP    deviation 
itatements.  page   changes  tr    1,470  overs  lie   draining! 
HHHQP.N.C  V       Niagara   Mohawk    Power    Corp         B3/O4/13       EISENHUT.  D   0 
Dlvlilon    of    Licrnilng         Bop          1BO9O   273         24X   Flche    30-410,83/04/13, 
B3Q4210S3B 


--B304210340  Amend    1    to   FSAK  M/1.S1A   overalls    drawings    k   234   ovi 
flgurai  Aperture   card*    •«•*   available    In   FDR 
*      Niagara  Nohaut  Power    Corp        83/04/3O        337 pp        IBO90, 274 
Flche   30-410,63/04/13.8301210236 


B305110313   Forward*   Amend   Z    to    FSAR     (filed     in    PDR   Cate-jorig    K) 
H/21    ovanlie    drawings   Aperture   tints   are    available    In 
PDR 

MANOAN.C  V        Niagara   Mahauk    Power   Corp,       B3/O3/O3       E1SENHUT.D   0 
Dlvlilon    of   Licensing         6pp          18374    001          24 X   Fiche    50-410,83/09/03, 
B303110313 

— B3Q311037S  Amend   2   t-o   FSAR   W/21    overatie    drawing)   Aperture   cards 
are   available    In  PUR 

»      Niagara  Mohauk   Pouier    Corp         83/03/31         136pp        18394  OBS        24X 
Flche   30-410.  83/03/09,8303110319 


8303040023   IE    Info  Notice    93-26,     "Failure    of   Safety/Relief   Valvt 
Discharge   Lin*   Vacuum  Breaker*    "    Svc    Hit    end 
JORDAN, E  L        Dlvlilon    of   Emergency    Preparednen    &  Engineering 
Raiponia     (Poit    830103)          83/09/D3  Coniolldatftd    Edlion   Co      of   tit* 

York,     Inc         IBZpp         IB441    170        34X   Flche    30-000,83/05/03,8303040033, 

B303040030    IE    Info  Notice    83-27,     "Operational    Reiponia    to  Eventi 
Concerning    Deliberate   Act*    Directed   Agalnit   Plant 
Equipment    "   Svc    Hit    encl 

JORDAN, E  L        Dlvliion    of   Emergincg   Pr*p«rednefi   It  Engineering 
Reiponie    (Poit    830103)         83/03/04  Coniolldated    Edltan  Co     of  HIM 

Vorfci     Inc          llZpp          18382   282,        24X   Flchi    30-000,83/09/04,8303040030. 

B303040031    IE   Info  Notice   H3-2S,     "Criteria    for   Protective  Action 
Recommendation!    Cor    Oeneral    Emergenclei    "    8vc    Hit    encl 
JQHDANiE,  L        Plvitlon    of   Emergencg    Preparednen    &  Engineering 
Retponin    (Pott   8301O3)         83/03/04  Coniol Idatad   Edlion   Co      of  Ntu 

Vnrk,     Ine         119pp         18441,001        S4K  Fiche    50-000,83/03/04,8303040031 

B3031&0093  Rupondi    to   requeit    for   «ddl    Info    re    IE  Bulletin  82-01, Rtv 
l,Suppl    1.  Three  ueldi    inaccentble    far    reradiographg 
currently    under    evaluation   Two    addl    ueldi   iii/vnhanced 
radiograph!   found   latlifactorg 

MANMO, B  F        Niagara   Hohauli    Poiuer   Corp        B3/09/04        BTAROSTECKI.fl 
Divlilon    of   Project   b  Reildent    Programi        Spp         18458  013        SIX 
Flche-  30-410,  83/03/04,  8303160093, 


83032&0086  Forward!   Affidavit    of    Svc    indicating    that   Amend  2  to   FSAR 
1  Sup  pi    1    t»  environ   rept    -  OL    tt*g».  provide*    to  appropriate 
partlei   delineated    In   930329    Itr    Distribution    Hits    encl 
KANOAN.C  V       Niagara   Huh  auk    Power   Corp.       B3/OS/S3       EISENHUTrD  O 
Divl»lon   of   Llcenilng        Spp         IBS^f  309        H4X  Fiehe   30-410,83/03/23, 
B3032600B4 


S 303 190331    Foruardt    IE    Imp    Rept    90-410/83-04   on   830314-0413.  No 
none  amp  1  lance   noted 

8TARDBTECKI.R        Dlvltion   of  Project   t,  Reildent   Program        83/03/04 
RHODE,  0,  K        Niagara   Hohauk   Punier   Corp        Spp         1B300'303.       34X 
Flche   30-410,83/03/04,8309190331 


M     Antitrust   correspondence 


83031300SB  Foruardi  addl    info   retiuoited    on   830321    re  antitrust    review 
of   OL  application 

MAMOAN,C  V        Niagara   KohauV    Power   Corp.       83/03/09       REOAN,  H  H        Bite 
Analgils   Branch        Slpp         18437    1O4        24  X   Fiche    30-410,  83/03/O9, 
8303130028 


Q      Inipection  reporti,     IE  Bulletin!    fc   correspondence 


B2  1  2060383   IE    Info  Notice  83-14,     "Deuatered    Spent    Ion  Exchange   Reiln 
Suiceptlbili  tij    to  Eiothermic    Chemical    Reaction    "   Svc    litt 
enc  1 

TAVLOR,J  H       Divlilon    of   Safeguards   b   Inspection  Program    tPait 
B3OL03)        03/03/21  Coniolidatad    Edison   Co      of  New  York,    Inc 

1B30G  319       S4JT  Flche   30-000,  B3/03/3I,  8218060383 


0305230337  Forward!   eipurgated    it-atemtnts    not  prevloutly    mbmitte-d    u/IC 
Invntljatlon  Rept   30-410/B2-07H   re    lmprop«r    use   of  QC 
Inipector   trainees   by   S&U 

BTAR08TECKI.R        Division    of   Project  tt  Reiident   Programi,       83/03/S4 
RHODE,  0  K       Niagara  Kahawk    Pouier   Corp         26pp.       18337:029.      Z4X 
Fiche   30-410,83/03/24,8309230327 


— 8303190334    IE    Imp   Rept    30-410/83-04    on   830314-0413  No  noncomplianct 
noted   Major   areat    Inipected. lafety-related    piping, llceniet 
lurvelllanci.  contractor    audlti,  initrumentat Ion    tubing 
lupporti   t,   itructural   tteel 

BCHULZ,R   D   ,     KIBTER,H,  H,       Region    1,    Oft  lea    of    Director.      B3/05/0? 
11  pp.       18300:307        24K   Flehe'  3O-4 10,  83/O3/O4.  8303190331 

8303040033  IE    Info  Notice   83-29,     "Fuel    Binding    Cauied    bg   Fuel  Rack 
Deformation."   Bvc    Hit    encl. 

JORDAN- E  L        DIviilon   of   Emergency   Preparednen   d  Engineering 
Reiponie    (Pot   830103).       83/03/06.  Consolidated   Editor,  Co,    of  Niu 

Vort>     In<         119pp,       18923  S4B        24X  Fiche,  90-000, 83/09/06,6303040033 

8303040034  IE   Info  Notice  B3-30,    "MliappUcAtlon  of  Qenerlc  Emergencu 
Operating  Procadur«i    <EOP)   Ouldellnii."  Svc   lltt  tncl 

JORDAN, E.L       DIviilon  of  Emergency  Preparednvtt  &  Engineering 
Raiponie    (Poit   830103).       83/03/11.  Con*alldated   Edlion  Co      of  New 

York.     Int         114pp         18924-003        S4X  Fiche, 30-000,83/09/11, B303040034, 

8303040040   IE   Info  Notice  83-31,    "Error   In  ADLPIPE  Computer  Proflrnx.  • 
Svc    Hit    encl 

JORDAN, E  L       Dtvition   of  Emergency  Prvparednen   t,  Engineering 
Reiponie    fPo*t  830103)        83/09/19  Coniolldated   Edlion  Co     of  Nty 

Yorki     Inc,       114pp.       18697.009        24X   Flehe    30-000,83/03/19,8303040040, 


8303040021    IE   Info  Notice   B3-21,     "DeFictlva    Emergencg   Uie    Reipirator   " 
Svc    Hit   encl 

JORDANiE  L        Division   if   Emergency    Preparedne-ii   t  Engineering 
Retponn    (Post    830103).       83/04/13  Consolidated  Edlion  Co      of   New 

York-    Inc        12ipp.       18433:133        Z4X  Flche    50-OOO,  S3/04/ 19,  B3O3040031 


630327O43B  Acfc   receipt   of  830426   Itr   Informing  NRC   of   ita.pi   tatin  to 
correct  vlolatloni  nottd   In   IE   Imp  Rapt   30-410/83-02 
STAHQBTECKI.fl.       Dlviiion    of   Project   li  Resident  Program!        03/05/19 
RHODE,  0  K        Niagara   Mohauk    Pouer    Corp         lp         1B64&1 207.       24 K 
Fiehe '30-4 10, 83/03/19,  3303270433 


B3030-40023    IE   Info  Notice   83-22,     "BUR  Safety/fie  1  i af  Valve    Failure*." 
Svc    Hit   encl 

JORDAN, E  L        D-ivlilon   of  Emergency   Preparedness    t  Engineering 
Reiponie    (Post    B30103).       83/04/22  ConioIIdated   Edlion  Co.     of   Niu 

York,     Inc         l!2pp         1B383    089         B4X   Flche    30-000,83/04/32,8303040023, 

8303040029   IE  Info  Notice    83-23,     "Inopcrabl*    Containment  Atmoiphert 
Senilng  BV»  "  Svc   ll«t   encl 

JORDAN, E  L        Dlvlilon  of   EmergHncv   PMparednen    &  Engineering 
Reiponie    (Post    8301O3).       83/04/23  ConioIIdated   Edlion  Co      of   Neu 

York,    Inc        119p|i        18381    291         24X  Flche:  30-000,93/04/23,8303040083 

8303040036    IE   Info  Notice   33-24,     "Looie   Parti    in  Secondary   Bide    of 
Steam  Oeneraton  at  PMRi    "   Bvc    Hit   end 

JORDANiE  L       Dlvlilon  of  Emergency   Preporaifnaai   b  Engineering 
Reiponie.    {Post    830103).       83/04/2B  Consolidated  Edlion  Co.     of   Neu 

York,    Ine        113pp        1B382'O47        84X  Fiche- 30-000i  83/04/38,8303040036 


--B303270649  Re. pond,    to   NRC   B30328    Itr    r«   vlolationi   notad    In    IE  Imp 
Rent   30-410/83-02  Corrective    action*    correct   proeeii 
planner   u«i    obtained    before    reitartlno   work    t>   foramen   8. 
lUperlntendBnt  retrained 

MANNOiB,  F        Niagara   Mohawk   Pouer   Corp.       83/04/26        BTARQBTECHIiR 
Region    1,    Office    of   Director        3pp         18646,208        24X 
Flcha   SO-410,  83/03/19,  8303270A3B. 

8303040046    IE    Info   Notice   83-33,     "Nonreprenntatlve   Sampling    of 
Contaminated   Oil   "   Bvc    Hit   encl 

JQRD'ANrE.  L       Diviiton  of  Emergency  Praparedntu   fc  Engineering 
Reiponie    (Poit  830103).      83/03/if6,          ConioIIdated   Ediion  Co.    of  H«y 
Vork,     Inc         114pp.       18647' 007        24X   Flchi.  30-000,83/03/26,8303040046 
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R      Periodic    operating    reports   It   related    correspondence 

03O923O974   Forward*    repts    in   response    to   F8AR   i.    environ   rept   -    OL    stage 
acceptance   review   question*    per   NfiC    raquBit    fur    add  1    info    to 
830419   submlttal    re   OL   application  List    of   repti    submitted 
end. 

MANQAN, C    V        Niagara   Mohaul   Power    Corp         83/O3/I3        E18ENHUT. D  Q 
Division    of   Licensing         3pp          1B600   OO1          34X    Fiche    30-410,83/05/13. 
B305B30374 

--8308330367   "Evaluation   of   Angeled    Screen    Fish    Divers   Sus    at   Oswego 
St«am  Station   Unit   4,"    Interim    rapt 
*      Lauler. Matusky    t.  BJiellv    Engineers        LMSE-B2/O0911.171-OSB 

ea/o4/30      Bspp       1B600  231      24X  Ficha  30-410,83/03/13,0303330374 


-9305230603   "Fish    Tag    Rept   Summary    1973-74    " 
STORR.  J    F         Btorr,     J   F         76/1S/31          93pp 
Fiche.  30-410, B3/03/ 13, B303S30374 


1B6Q3     130 


-830  BE  306  O7  Vol    I    to    "Nine   Mile   Point    Aquatic    Ecology    Studies,  Summary 
Plankton,  Benthos,  Fish,  1973    " 

»      Quirk,    Lauler   &  Matu»ky    Engineers         74/00/31         391pp 
1B6O2.  223         24X    Fiche    30-410,83/03/13,9303830574 

-9303230614  Vol    II    to    "Nine   Mile   Point    Aquatic    Ecology   Studies,  Fish 
Impingement,  Hater   Quality,  1973    " 

«      Quirk,    Lauler   &  Matutky   Engineers         74/OB/31         260pp 
IB6O4    O96         24X    Flch».  30-410,  83/03/13,  8303230374 

-930SS30622  Vol    III    to    "Nine   Mile    Point   Aquatic    Ecology   Btudies.Fart    1, 
Apps    I-III    la-dt.  Methods   *  Matl  i,  Statistical    Procedures, 
Plankton,  1973,  " 

•      Quirk.    Lawl»r   h  Matusky    Engineers        83/05/13        30Bop 
Ol        24X   Fiche    90-410,  B3/OS/I3,  S303230974 


-B30Sa306aa  Vol    III    to    "Nina  Mill    Point  Aquatic    Ecology    Studies,  Part   S, 
App    III     <e-p)    Plankton,  1973    " 

*      Quirk,    Lauler   &  M«tu»ky   Engineers         03/09/13         377pp 
1B6O6    147         S4X    Flcht    30-41O,  83/09/13,  8303230374 


— S30312O'l04    Part   21    rept    re    failure    of    poit-LGCA    hydrogen    recombiner 
component    during     IEEE-323   qualification    program   Circuit 
breaker    not    properly    selectod    for    specific    application    Plant 
operators    notified    of    deviation 

EMPEYi 0   C          Rockwell     Internal lana  1    Corp          B3/O3/1I         COLLINS,  -J    T 
Region    4.     Office     of    Director          Spp  1B433   O74          34X 

Fiche    30-000,83/04/36.0303120392 

0303120334    Interim  deficiency    rapt    re    QE    control    rod    drive    sy»    clamps 
Initially    reported     on    B304O3    Clairps    not    AS  ME    qualified    Final 
rept    mill    tie    submitted    bi;   93OB29 

MANNO.  B   F         Niagara    Mohauk    Power    Carp          B3/03/04         BTAROSTECHI,  R 
Division    of    Project    &    Reiiilont    Programs.          3pp  1B432    272         24X 

Fiche     3O-410, 83/05/01,8305120334 

B309290430  Suppls   B2O40S    final    d&Plc 1 erci/    vept    re    Pouer   Strut    spring 
nut»    Corrective    actions    completed    Muta    PronFle-ld   Purchase 
Order     12113   returned     to    vendor    StM   QA    Imp    Plan 
N2OEO61AFAOOB    revised    to    ensure    ut*    of    proper    spring    nut 
MANNO. S   F         Niagara    Mohawk    Pnuar    Corp          B3/03/16         BTAHOSTECK!,  R 
Division    of    Project    &    Resident    Programs  IP  18383   2Bi         24 X 

Fiche    30-410. 83/03/li,  B30323O430 


DOCKET    30-413    BEAvER    VALLEY   POWER    STATION,     UMIT    2 

A      App 1 (cat  1 on/coni tr uctl on    stage    documents    &  correspondence 

030323O780  Foruiardi    Hat    of    utllt    reipondtng    to    request*    far    cost 
figures   on   bacfcfltting 

TOURTELLQTTE.  J        Regulatory    Reform    Task     Force          63/04/11 
PALLADINO,  K   J         Commlsst onars          2p p          1BS42   273         24X 
Ft Ch*: 50-000,  03/04/11,8303330720 

B305230Z&3    Informs    of    NRC    determination    that    probability    of 
unacceptable    damage    due    to    turbine    missile*    acceptably    lou, 
provided    turbine   missile    generation    probability    maintained 
as    specified 

KNIOHTON.  O    W         Licensing    Branch     3         B3/O4/2B         WQOLEVEn.E-   J 
DUO.ue*ne    Light    Co         3pp          1B343    238         24 X    Fiche    30-412,  B3/O4/2B< 
030323024,3 


-03OSS30&37  Vol    III    to    "Nine   Mile    Point   Aq.uatlc    Ecologu   Studlei,Part   3, 
Appl    IV,V,VI    Benthos, FlshiFfth    Impingement,  1973    " 

•  Quirk,    Lauler   d  Matusky    Engineer!         83/03/13        3 9 App 
18603:006        24X   Fiche    30-410, 83/03/13, B303230374 

-83053334.44  Vol    III    to    "Nine   Mile    Point   Aquatic    Ecology   Studies,  Part   4, 
App    VI I 'Water  Quality, 1973    " 

»      Oulrk,    Lander   tc  Matusky    Engineers         B3/03/I3        291pp 
iaaiO'018.       24X   Fiehe, 80-410,  83/03/13,  8303230374 

-8303330630  Vol    I    to    "Nine   Mile   Point    Aquatic    Ecologu   Studies,  Chapters 
I-IV,  1974    " 

•  LauleriMatusku.   &  Skelly   Engineers        79/12/31        333pp 
1B6O7,  042.       BIX  Fleh*'  30-410,  B3/03/13,  B305230374, 

"03O933O6.9.&  Vol    II    to   "Mini  Mile  Point   Aquatic   Ecalogy   Btudleir  (Chapter* 
V1I-X), 1974    " 

•  Lauler.ftatusky    t,   Bkelly   EnglneerB         75/12/31         2BOpp 
1B&1O'  3O6        24 X   Fiche- 90-410,03/03/13,  8309230974 


03O5090659  Generic   Ltr    B3-20    to   all    operating    reactor    llcenieei    b 
holders   of    CPa   re    Integrated    scheduling    For    implementation 
of   plant  (node    Svc    list    encl 

EIBENHUT,  D   G        Division    of    Licencing         83/03/O9  Consolidated 

Edison   Co      of    Neu  Vorfc,     Inc         lipp         1S427    193         SIX 
Fiche    30-OOO,  S3/03/O9,  8303090439 

C      Utility    Environmental    Report    (EH),     amends    &   e  or  r  up  undent  i- 

B3O317O199  Summary   nf    B3033B  maeting    m/utll    Be   BS.W    In   Dethvsda,  MD  re. 
environ   rept   DL   stage 

LAZO,  L        Licensing    Branch   3        83/09/10  Licencing    Branch    3        24pp 

18496'  144          24X    Fiche'  90-4 13,  83/03/10,8303170199 

B30318O359  Forwards   environ  rept    for   Beaver  Valley    Pauier   Statipn,Unlt 
3. 

MOOLEVGR-E   J        Duituesne    Light   Co        S3/03/li.       DENIDNi  H  R        Office    op 
Nuclear  Reactor   Regulation,    Director        2pp         1S330  001         24X 
Fiche     90-41S,  BS/OS/li,  83031BO339- 


-B303«30iil    "Nine   Mile   Point   Aquatic    Ecology   Studies. 1979,  " 

*      LauiUr,  Matusky   k  0kelly   Engineers.        LMBE-76/OOB18.191-033, 
76/09/31.       497pp         10611,226        24X   Fiche, 30-41O, 83/05/13, 
B30B330574. 


— 8308180976   Environ    r»pt    -  OL   Staje    for   Oe-avar   Valley    Pouier    Station, 
Unit   2  Errata    enc 1 

»      Ounuesne    Light    Co        B3/09/ld        7Slpp         1S9AB   119        K4X 
Fich*   90-41E,B3/OS/Ii,B30fllB0399 


Vol    I    to    "Nino  Mile   Point   Aquatic    Ecology    Studies,  197*   " 
»      Laul*r,Hatusky   li   Bkellu   End  Inters         77/09/31         4B9pp 
1B613, OO1         24X    Fiche: 90-41O,  03/03/13,  B309230374 

-0309330678  Vol    II    to    "Nine  Mile   Point    Aquatic    Ecoloog    BtudlmApp    I-IX, 
1976, " 

*      Lawler.Matusku    b   Bkelly    Enplneeri.       77/03/31,       691pp. 
1  Sib  14;  130.        S4X   Fiche:  90-410,03/09/13,  B309230974 


F      Security,    medlcalr     emergencv    t>    fire    protection    plans 

0303020426   Informs    of    mod    to  Unit    1    emergency    preparedness    plan    to 
Include   Unit    2  Unit*    uil  1 1    have   one    emergency    plan   & 
separate    sets    of    implementing    procedures 

HOOLEVER.E  J        Duqoesns    Light    Co        B3/04/2B        DENTDN,  H  R        Office    of 
Nuclear   Reactor  Regulation,     Director        4pp,       IB273    192        24X 
Fiche     30-412, B3/04/29,  0305020426 


-B3O9330&BO  "Mini  Mile  Point  Aquatic  Ecology  Studies, 1977  " 
»  Texas  Int truments,  Inc,  7S/O5/31,  879pp  18616.061 
Fiche: 3O-410. B3/09/13, B309230974 


8309170106  0ummary    of    330317  meeting    u/utll    in    Qetheada,MD    ra    physical 
security    plan   Plan    required    bij    B 3073 1 

LAZO,  L        Licensing    Branch   3.       B3/03/1O  Llcenilitg    Branch    3        4pp 

18496    140         24X    Fiche    DO-412,  B3/O3/ 1O,  030317O1B6 


S.    Reaorbable    occurrences,    LERs   Si  related    correipondence 

0309120392    Interim   deficiency    ript   re   misapplication    of    ITE  Oould 
circuit    breakers    in    pott-LOCA  hydrogen   recomblners    supplied 
bg   Rockwell   Intl    Initially  reported   on  B3032S.  Matter   under 
lTiva»tig»tion  Final   rept   by  B30B08  Reported   per  Part  21. 
HAMNO,  8,  F.       Niagara   Mohauk   Power   Corp         B3/04/26.       BTAROSTECKI,  R 
Region    I,     Office   of   Director,       2pp         £8433:072,       24X 
FiChel  30-000,  63/04/26,  8303130392. 


B309110;O34   Oenerlc   Ltr   93-21    to    all    llcanseei    of    operating    reactors, 
applicants    fur  OLs    &   holders    of    CP*    re    clarification    of 

aeces*    to   control    procedures    for    law   enforcement    vlilti 

Bvc    lltt    encl 

EISEMHUT.D.  O        Division    of   Licensing         33/03/11  Consollda ted 

Edtson  Co      of    Neu  York,     Inc         lipp         13340:095.       34 X 

Fiche    90-000,  B3/03/ 11,  03051 1OO34 
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B303310S34   Summary     at    S304 1 1    meeting    ui/tlttl     In    Sethesda-MD    re    schedule 
for   completing    items    <n   Gener  1  c  Ltr    S2-33iSuppl    1    to 
NUREG-0737   requirements    for    emergency    response    capability 
LAZO.L         Licensing    Branch    3          B3/O3/11  Licensing    Branch    3         12pp 

18662534         24X    Flehe    30-412. B3/03/1 1 ,  B3O331O234 


-830S1S0655  App   2   SC    to   Beaver   Vail  ay    Unit   2  FSAR,     "Relative    Dtniltu 
Plots    for  verlf  ication   Borings,  Terra    Probe    Denaif ication 
Main    Intake   Structure    " 

*      Duquesne    Light   Co        03/05/16        91pp.       18933  039        S4X 
Flcfie    30-412,83/03/16,8303180339 


B3031SOa36  Forwards    "Beaver    Valley   Pouor    Station   Unit    £  Fire    Protection 
Evaluation  Rept    "    Ac k    of    receipt   requested 

WQOLEVER-E   J        DuquesOB    Llflht    Co         B3/05/16         DEN  TON,  H   R-        Office    Of 
Nuclear  Realtor    Regulation.!     Director         2pp         1B49O  333        24X 
Fiehe    30-413.  83/03/16.,  B3O3IBO236 

— B3051BO251!    "Beaver   Valley    Power  Station    Unit    2  Fire    protection 
Evaluation  Rept    " 

«      Duquenne   Light    Co         83/O3/16          376pp          13490    337         S4X 
Fiche    50-412,  63/OS/li,  8303180836 

K     Utility  Final   Safety    Analysts.   Report    (FSAfi)    *  amends 


8305180383   Forwards    Amend     1     tu    FEAR 

WGDLEVEK.E  J       Dmuesne   Light   Co        63/05/16 
Nuclear   Reactor   Reguldticnj     Director         3pp 
Fiche    90-433.93/03/16,  B3Q318Q383 


DENTONiH   ft         Office    of 
IB487    H23         SIX 


— 8303100387  Amend    1    to  FBAR    H/seven    uvBTsiia    fioure*    Aperture    card* 
are  available    In   PDR 

*  Duquesne   Llaht    CD         03/03/31          662pp          IB4B7    230         24X 
Fiche    50—512,  B3/03/I6,  B3O51B0283 

8303180339  Forwards   FBAR    It   environ   rept    (filed    In   PDR    Category   C)    for 
Beaver  Valley  Power    Station* Uni t  2 

WDOLeVER.E  J       Duquein*    Light   Co        83/03/16        DENTOK.  H  R         Office   of 
Nuclear   Reactor   Regulation,.     Director.       2pp         18530   001         24X 
Fiche   30-4ES.B3/03/16.  B3O5180-939 

— 8305180367  FSflfl    for    Beaver   Valley    Pomer   Station.Unlt   2  Erratn   encl 
»      Duqueine   Light    Co-        B3/O3/16         2. 377pp          1B33O   O03.        24X 
Fiche   50-412,  B3/05/I5.  0303190359 

— 6303180365  Chapter    1    to   Beaver    Valleij    Unit   £  FSARi     "Introduction   & 
Glneral   Description    of    Plant    " 

•  Duqueine  Light   Co         B3/03/16        2&<7pp         13350   Oil        24X 
Fiche    30-413.B3/03/16,B303ia0339 


-9303180392  Chapter   2    to   Beaver    Valley    Unit   S  F8AR,     "Site 
Characteristics    " 

*      Dunuusne  Light   Co,       83/O5/14        H30pp         13350   SB3        i 
Flch*    SO— }12.83/O5/ld<B3D3!BO339 


-B30518039B  App   3.  3A    to    Heaver    Valley    Unit    5  FSAS,     "Bait   l>  Mater    Drift    ' 
»     Duqueano  Light  Co        B3/03/16        13pp        least   133,      24X 
Fiche    30-112,a3/03/14,8303tB0339 

-B303180&0&  App  2  3B    to    Beaver   Valley    Unit    2  F8AR,     "Vllible    Plume 
Kodel    " 

•  Duquesne  Light    Co.       B3/05/16        Sp,p.       163B1    Ii7,       34X 
Fiche    30-412i  B3/03/I6i  B30JHB0339 

-83031B0613  App  2  3C    to   Beavei-   Valley    Unit    S  FBAR,     "Beaver    Valle«    Pouier 
Station  Joint  Fr«q,ueni;g    Distribution    at    3.3-Ft    Level 
(Jan  1976  -  D»c    1900)    " 

•  Duqimne   Llflht    Co.        83/O3/16          H7pp          1B35I     174         24X 
Fiche   BO-412.  83/09/It.B30SlB0339 

-9303180623  App  B  3D    to   Beaver    Vallnij   Unit   S   FSAR,     "Beaver   Valley   Pouer 
Station  Joint  Frequency    Dli  tributlon    at   300-Ft    Level 
(Jan    1976   -   Dec     17BO).  " 

»      Oui)uesn>   Light    Co.        83/09/16         IB^pp          IB3S1    E9i         B4X 
Fiche    50~4 


of  Flood 


-B3091B0634  App  2  4A    to   Beavar    Valley    Unit   S   FSAR,     "An 
Heights,  Ohio  River    at   Shipp  ingport.  PA  Hudrologic    En 
Inveitigation    "    Aperture    card1   available    in   PDR. 
l      Duquoine  Light    Co        S3/03/16        183op         19332    1  (4 
Flehe    30-412.03/03/16,8308180339 


24X 


-3309100661    App    2  3D    to   Beaver   Valley   Unit   2  FBAR.     "Lab   Teit  Blti   In 
Situ  Soil*    " 

*  Duquesne    Light   Co        B3/O3/16        13Bpp         18333  OB3       24X 
Fiche    30-412,83/09/1&,83031B0339 

-S30!HB06b6   Chapter   3    to   Beaver   Valley   Unit    2  FSAR,     "Ditlgn   Of 
Btruc  ture»i  Componentii  Equipment   &  8yi    " 

*  DuflUBsnn    Light   Co        03/03/16        1.  147pp         [8333  2S3.       S4X 
Fiche    30-412,83/03/16,5303100339 

-S30S1B0673  App   3A   to   Beaver   Valley   Unit    2  FSAR,     "CompuUr    Pragran  far 
Dynamic    &  Static    AnaluilB    of    Belimic    Category    I   Structur-eii 
Equipment  !<  Componenti   " 

*  Duquesne    Light   Co        93/03/16         157pp         10356  S90,      24  X 
Fi  ch«.  30-412,  83/05/16,  B3031B0339 


-33031806B1    App   3B    to   Beaver   Valtty    Unit    2  FSARi     "Study   of   P 
of  Aircraft  ColHiIon  M/Deaver  v*llay   Pouer  Station  - 
Unit  2   " 

»      Duqueani    Light   Co.       B3/03/16        43pp         16337.007        84X 
Fiche.  30-412,  83/03/16i  S3031B0399 


-8303180683   Chapter   4    to   Beavtr   Valley    Unit   2  FSAR,     "Reactor   " 
*      Duquetne   Light   Co        83/03/16        231 pp         18337    170       S4X 
Fichl    90~412,83/03/16i83091B0339 


8303180693   Chapter    3   to   Beaver   Valley    Unit  S  F8AR-     "RCS  fc  Connittti 
Syt   "   Four  aperture   cardi   available   in  PDR 
*      Dti<|uei.nR   Light   Co        83/03/16        232pp,       18398  041        94K 
Fiche-  30-412.  83/03/ii,  8303180339 


B309180693   App    SA   to   Beaver   valley   Unit   2  FBAR,     "Cold   Shutdown 
Capability    " 

*      OUitueina  Light   Co        83/O3/1&        12pp         18338  293       24X 
Fiche    30-412,83/03/16,8303180339 


-8303»a0697  Chapter   6   to   Beaver   Valley   Unit  a  F8AR,     "EBF.  "   Apertun 
cardt  available   in  PDR, 

»      DUqueitll   Light  Co        03/03/16        460pp         18998  332       24X 
FichC  30-412,83/03/16,8303180939 


8303180703  Chepter   7    to   Beaver    valley    Unit   2  FSAR,     "Unit  rumen  tat  Ion  k 
Controli,  J1 

*  Ouqueme  Light   Co        83/09/16        682pp         18960  O72.      9.4X 
Fiche    30-413,  B3/03/l<bi  8303180399 

-830B1B0708  Chapter  a  to  Beaver  Valley   Unit  2  FSAR,    "Electric  Pnwr  • 

*  Duqueine  Light   Co.       83/03/16        100pp         18362:034.      S4X 
Fiche.  30MIB.  83/03/16,  B3031B0339 

0303180713  Chapter   9    to   Beaver    valley    Unit   2  FSAR,     "Auxiliary  Sy*  ' 
Aperture    cardi   available    in   PDR, 

*  Duquetne  Light  Co       S3/03/14       4BOpp        183621214       24  K 

Fiche1  90-412,  83/09/16,  B30318Q339 

8303180720  Chapter    10    to  Beaver   Valley   Unit  2  FSAfl,     "8tea«  t.  Po«tr 

Conversion  Syi.  "   Aperture    cardi   available  in  PDH 

*  Duttueene   Light   Co        93/03/16        illpp  18363'  334.      24X 
Fiche'  30-412,  83/03/16,  B303180339 

-83091B072B  App    10A    to    Beaver   Valley    Unit    2  FSAR,     "Auxiliary   Fttdwattr 
BUI    Simplified   Reliability   Analyiii    " 

It      Duqueine  Light   Co.       83/03/16.       77pp         18364.088,       24X 
Ftche   90-412,83/03/16,8303180999 


B3O31B073S  Chapter    11    to   Beaver   Valley    Unit   2  FSAR,     "Raduatt* 
Aperture    card*   available    in   PDR 

*     Duqueine  Light   Co        83/03/16        143pp         18364    176        34  X 
Fiche'  30-412,  83/03/16,  B303180339 


-830918064!   App   2   SA    to    Beaver   Valley    Unit    3  FBARr     "Ohio  River 
Elevation*  fc  Pleiumeter    Data    " 

*      Dunuesne  Light   Co        83/03/16        44pp         18352  299        S4X 
Fiche    30-412,03/03/16,  93O318O3S9 


-B309 100740  App    11A   to   Beaver   Valley    Unit    2  FBAR,     "Buwnaru   of  Annuil 
Radiation  Dotat,  "  . 

«      Duquain*   Light   Co.       83/03/16,       26pp         18364'319.      24)1 
Fiche;  90-412,83/03/16,8303180339. 


-8303180690  App   2,  SB   to    Beaver   Valley    Unit   2  FSAR,     "Borfnu    Loo*. 
Aperture   c»rtf»   available    in   PDR 

•      Duqueine  Lljht   Co        83/OS/16        4Bpp.       18932  347.       24X 
Fiehe   30»412,fl3/O3/16,B303t80S39 


-8305180746  Chaptir   12  to  Beaver  Valley   Unit  2  F8AH,    "Radiation 
Protection    " 

*     Duqireine   Light   Co.       83/05/16         192pp.       18364.332,      S4X 
Fiehe'  30-412,  83/03/16, B309180339 
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-9305180749  Center    13    to   Beaver   Valloy   Unit   2  FSAR,     "Conduct    oF 
Operations    " 

»       Duqi»e«nE    Light    Co         83/05/16          H7pp          18363    104         24 X 
Fic.he    30-4  18,  B3/03/l<>,  83031B0339 

-330318.0735  Chapter    14    to  Beaver   Valley    Unit    3   FSAR,     "Initial    Toat 
Proorain    "    Four   aperture    cards    available    In    PDR 

•  DuquestIO    Light    Co         B3/03/16         183pp          18963    301          24* 
Plena    50-412.  83/03/16,830318035"? 

-B3O310Q76O  Chapter    IS   to   Beaver    Valley    Unit   2  FEAR,     "Accident 
Analysers    " 

*  Duquesne    Light    Co         83/O3/16         Atlpp  1B3A6    124         34X 
Flch*    30-41:2,03/03/16,8303180339 

-B3031H07i4  App    ISA   to   Beaver   valley    Unit   2  FSAR.,     "Dose   Methodology 
V       Doquatne   tight    Co         83/03/16         Spp          13367    223         24X 
Flcha    30-41H, B3/Q3/I6,  B3031B0339 


— B3031SO7&7  Chapter  16  to  Beaver  Vail  eg  Unit  2  FSAR,  "Tech 
*  Duquesne  Light  Co  03/03/16  7pp  1BS67  231  24X 
Fish*  30-412, 83/03/16,8303180339 


0303040033    IE    Info    Notice    S3~3<7,      "Fuol     Binding    Caused     by    Fuel    Raclc 
Deformation    "    Svc     list    one  1 

JORDAN,  E   L         Division    of    Emergency    Preparedness    h    Engineering 
Response     (Post    830103)          33/05/06  Cona  D!  iita  ted    Edison    Co       of    NEIU- 

York,      Inc          115pp          1B523    218          24X    Flche     30-000,  B3/OS/06.  B303040033 

S303040034     IE    Info    Notice    93-30,      "M  i  aapp  1  itati  on    of    Goner  ic    Emergency 
Operatlno   Procedures    <EOP)    Guidelines    "    Svc    list    enc  1 
JORDAN. E   U        Division    of    Emergency    Preparedness   !>   Engineering 
Rssponse    (Post    B3O103)          B3/O3/11  Con  sol Idated     Edison    Co       of    New 

Yorfci      Inc          IHpp          1B324    OO3         24X    Fiche     50-OOO.  B3/O9/ 1  1,  8303040034 

830304O040    IE    Info   Notice    93-31,     "Error    in  ADLPIPE  Computer   Program   " 
Svc    lilt    end 

JORDAN,  E   L         Division    Of    Emergency    Prepar  ednes  i    te    Engine-Bring 
Responm     (Post   830103)          B3/O5/19  Consolidated    Edison    Co       of    Neu 

York,      Inc          114pp          1B697    009          24X    Fiche    50-000,63/03/19.530304001)0 

8305230468  Act    receipt    of    030504    Jtr    informing    NUC   of    steps    taken    to 
correct   violations   noted    in    IE    Imp    Rapt    90-413/83-01 
MARTIN. T    T         Division    of    Engineering    li    Technical    Programs          B3/Q3/2Q 

WOOLEVER.E   J         Duquesne    Light    CD          lp          1B3B9    039         24X 
Ftche    30-413,  B3/03/30,  S30523O4BB 


— B303180769  Chapter    17   to   Be'var    Vallay   Unit    2  FSAR.     "CIA    "    Errata 
end 

*      Duq.uasne   Light   Co.       83/03/14        31pp         10367   240        SIX 
Fiche,  50-412, 83/03/16,  83031BO339 

8305840249   Forwards   affidavit    certifying    distribution    of   FSAR   Amend    1 
WOOCEUER,  E    J.        Duqueine   Lioht    Co         B3/03/19         DEN TON  i  H   H         Office    of 
Nuclear   RaactoF   Regulation,    Director        Spp         19348  304        24X 
Fl  t  h •:  SO-4 1  2,  83/03/1 9,  B303B4O24a 

a      Inip*ctlan    reports,     IE  Bulletins    t  correspondence 

62L20i03B5    IE    Info   Notice   B3-14,     "Deuiatersd    Spent    Ion   Exchange   Reiln 
Suteaptlbll i tg    to   Exothermic    Chemical    Reaction    "    Bvc    list 
•ncl 

TAVLDR.J   M        Division   of   Safeguards   &    Inspection   Programs    (Post 
8301 03 J         83/03/21  Consolidated   Edison   Co      of   Neu   York,     Inc 

112pp.        1B30S  319        B4X  Fiehe    5O-000,  B3/03/H1 . B2120i030S 

8303040021     IE    Info   Notice   83-21,     "Defective   Emergency    Use   Rupirator    " 
Ovc    lilt    enc  1 

JORDANiE   L        Division   of   Emergency    Preparedness    b  Englnaerlng 
Retponie    IPost   83O103)        83/04/13  Consolidated   Edison   Co      of   Neu 

Vorfci      Inc  126pp          1B43S    133         24X    Fiche    30-OOQ. 83/04/13, Q303O40OH1 

8303040023    IE    Info  Notice  83-3B,     "BWR   Safety/Relief    Valve    Failures    " 
Bvc    H»t    and 

JOfiDANiE,  L        Division   of  Emergency   Preparedness    S<  Engineering 
Rnpon*»    (Poet   B301031.       B3/04/22  Consolidated    Edison   Co      of   Wrui 

York,      Inc          11  Hop          18393   OB9         24X    Fichu    30-000, H3/04/22, B30304OOB3 

3303040025    IE    Info   Notice   B3-E23,     "Inoperable   Containment   Atmosphere 
Sinilng   Sys    "   Bvc    list   encl 

JORDANiE,  C        Division    of   Emergency   Preparedness    b   Engineering 
Response    (Pott   8301 03 t        B3/O4/23  Consolidated    Edlsan  Go      of   Neu 

YOTki      rnc         119pp         18381.271         24X  Fiche    30-000, B3/04/23, 8303040023 


--8303230499   Responds    to    NRC    B30H10     1 tT    re    violations    nnt&d     In    IE     Inap 
Rept   30-4I2/83-Q1    Corrective    actions    threo    steam    generator 
cold    leg    noulo    uoids    will    be    repaired    b y    ond    of    Dec    19B3 
Steam   generator    technical    manual    uill    be    revised 
WOQLEVER,  E   J         Duquesne    Light    Co         33/03/04         STAJJOSTECK1,  H 
Division    of  Project   £<   Resident    Prograrra         <6pp         1SSS9    036        94 X 
Flche    30-412,  S3/OS/2O,  8303230183 

B30flS70636  Ack   receipt   of   B304D4    Itr    Informing    NRC    of    stops    taken    to 
correct   violations    noted    in    IE    Imp    Rept    30-112/B1-O9 
STAHOBTECKI.R        Division    of   Project    &  Resident    Programs         B3/03/24 
WOOLEVERjE  J        Duq.uesne   Light    Co         Ip         1B646  338        24X 
Flche    30-412,03/09/24,6303270634 

—8303270662   Revises    B30310    response    to    NRC    BSOS09    ]tr    r«    violation! 
noted    in    IE    Insp    Rept    3D-4I2/B1-09  Corrective    actions    nuts 
b   bolts    In   duct    connection    uilll    be    replaced    u/neu   nuts.boltt 
&   flat   uaghers    to    ensure    proper    bearing    surface    area 
WOQLEVER.E  J        Duquasne    Light   Co        83/04/01        STiHROSTECKI,  R 
Division    of   Project   b  Resident   programs         3pp         1 B644   399        24 X 
Flche    30-412,  S3/03/24.  8303270636 

8303040046    IE    Info  Notice    03-33,     "Nonrepr asuntat l ve   Sampling    of 
Contaminated   Oil    "    Bvc    11-st    encl 

JORDAN,  E  L        Division   of  Emorgshcy    Preparedness    6  Engineering 
Response    (Post    B301O3)          83/O3/2&  Consolidated    Elf  Hon    Co      of    Neu 

York,     Inc         114pp,        lBt.47   OO7         S4X    Fichu     50-000,  B3/03/2A,  B303040046 

S      Reportablt   occurrences    LEKs    ti   related    correipondence 

B303100104    Interim  Significant    DEficicncy    Rept   B3-02   re  QC   accflptance 
of    conditions    In   nonconformance    u/lnep    plan   attribute* 
Initially   reported    on   8303 JB   QC    suparvlsor    Ct    lead    inspectors 
reinitruc ted   Next    rept    uill    be    submitted    b«;   B30B01 

HOOLEUER,  E  J        Duquesne   Light    Co        B3/O4/39        HAVNESi R  C        Region   1. 
Office    of   Director         4p  p          1B37-1    33O         24X    Fiche    3O-413,  B3/04/21?* 
8303100101 


S303040O2&    IE    Info   Notice   B3-24,     "Loos*    Parts    in    Becondary   Sid*   of 
Btttn  Offn«r»ton  at  PWfit   "   Bvc    list   cncl, 

JORDANrE   L        Division   of   Emergency   Preparedness    It  Engineering 
Raipame    <Past   830103)        B3/04/2Q  Consolidated    Edison  Co      of   Neu 

York,      Inc  JlSpp          183BE;  047         24X    Fiche    3O-OOO,  83/04/BB,  Q30304OO26 

9303040027    IE    Info  Notlci   B3-E3,     "Standby   0«s    Treatment   Sgs   Meatar   High 
Ttmp'    Trip    3»tp0int   Adjustment."    Svc    list    encl 

JDHDANjE  L        Division    of   Emergency   Preparedness    &  Engineering 
Reiponi*    <Poit   8301  03  t        83/04/Ba  Consolidated    Edlion   Co.     of   Neu 

York,     Inc-        llBpp,       18382,163        24X  Flche    3O-OC-Oi  B3/O4/2B,  8303040027 


3303040028    IE    Info   Notice   83-26,     "Failure    of   Safety/Relief  Valve 
Dlich*Tfl»   Line   Vacuum  Breakers    "   Svc    list    encl 
JOfiDAN.E  L        Division   of   Emergency   Preparedness    fc  Engineering 
Rasponiv    <Pott   830103)        B3/03/O3.  Consolidated   Edison  Co,     of  Neu 

York,     Inc.        ISSpp         18441,170.       24X  Fiche    SO-OOO,  83/03/03,  8303040O2B 

3303O40030    IE    Info   Notice   83-27,     "Operational    Response    to    Events 
Concarninp    Deliberate   Acts   Directed    Against    Plant 
Equipment.  "    8vc    list    encl 

JORDAN,  E  L       Division  of  Emergency   Preparedness   fc  Engineering 
Rttponte    <Patt   830103),       83/09/04  Consolidated   Edison  Co.     of   Neu 

York,     Inc         "2pp         ia3B2>292,       24X   Flche    SO-OOO,  83/03/O4.  B303O40O30 

B3O3040031    IE    Info  Hotlc*  83-28,     "Criteria    for   Protective   Action 
Riconmtndattoni    for   Central   Emergent  las.  "    Svc    list    encl 
JOnOAN.E.L        Division   of   Emergency   Preparedness    ti  Engineering 
Rasponi*    (Pott    B30103)         B3/D3/O4  Contol  Idated    Edison  Co.     of   Neu 

Yorki     Inc.        I19pp         18441.001,       24X  Flche    3O-OOO,  83/03/04.  8303040031 


B303110293   Interim  Significant    Deficlancy    Rept   B3-01    re    incorrect 
Uestlnghouse  EMD  gate   valve    position    Indication    Initially 
reported    on  B30112,Rept   at    results    of    evaluation  will    tie 
submitted    by   830331 

,  HOOLEVER,  E   J         Duquesne    Ltoht    Co         B3/O4/29         HAVNEB,  R    C         Region    li 
Office    of   Director         3pp          1B373   273         34X    Plena    SO-41S* 83/04/29, 
8303110273 

8303200429  Final    Significant    Deficiency   Rept    BS-06  re    Called    sheared 
pinion   ieys    in  Limltorqu*   motor    operators    supplied    by 
Westlnghouse   All    deficient    keys    replaced   Also  reportaole 
per  Part  21 

WQuLEVERiE  J  Duquesne  Light  Ca  B3/O3/1O  ALLAN,  J  Region  1. 
Office  of  Director  3pp  1B317  149  24X  Flcne  30-413,03/03/10. 
B303200429 


DOCKET   30-413   CATAMDA   NUCLEAR    STATION,     UMIT     1 

A     Application/construction    stage    documents    b   corriGpandeno 

8303020326  Forwards    addl    Info   re    containment    pressure    boundary    fracture- 
toughness,  In   response    to  NRC    B2O304    Itr    U/four    avvrili-e 
drawings   Aperture    cards    *re    available    In  FOR 

PARKER,  U  0        Dufce    Power   Co         B2/0&/03        DENTQN,  H  fi,       Office    of 
Nuclear  Reactor  Regulation,     Director         ADENSAM,  E  0        Licensing    Branch 
4         2pp          1B27&.220         24X    Flch*    30-413, 02/06/03, 83G3O203B6 
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DOCKETED  ITEMS 


83090-30003  Forwards    "Conit    Project    Evaluation    toT    Catdwb*  Nuclear 
Station    " 

DMENiMH        Duke   Power    Co         83/13/30         O'REILLYjJ   P          Region    3,     Office 
Of    Director.        Ip          1833?    110          24JC   Fiehe    30-413.  H2/I  a/30.  3305030008 

— B30SQ30Q14   "Con»t  Projtct  Evaluation    for   Cataub-a    Nuelaar    Station    " 
*      Duke   Pcwtr   Co         82/10/31          202pp          18339    111          H4X 
Flch*    30-413,  Ba/l2/30.8309O50008 


F      Security,     medical,     emergency    d   fira    protection    plant 

B3OS020Q20  Forwardt    comment*    on   BED   Section   9   5    1    re    flra   protection 
program.  i**.u»d    by   NRC    on   8302S2  W/four    over»iie   drawings 
Llit    of    room   description*   also    end    Aperture    card*    are 
available    In   PDF! 

TUCKER i H  B        Duke  Power   Co        83/04/14        DENTQN,  H  R        Office    of 
Nuclear   Reactor   Rtgulatlon,    Director        A DENS AM .  E  0        Llcantlng  Branch 
A,       14pp.         18276  222        24X   Flche   90-413,83/04/14,8303020020 


8303080336  Approve*   requett    to    withhold    "Reactor   Cavity  Aiymmetrie 
Loidl"   from  public    dlicloiuri    per    10CFR2   7?O 

ADENSAM,6  0       Licantlng    Branch    4        83/Q4/S6        TUCKER,  H  B         Duk»  Power 
Co         8pP         10284,247         S4X   Flche    5O-4 13,  83/04/SA, 8303020336 

8309090699  Otnerlc    Utr  83-20  to    all    operating    reactor    Ilcenieei   1 
holden    at  CPs   re    Integrated    ichedullng    for    Imp  1  »m«ntatHm 
of    plant   modi  Bvc    Hit    tncl 
EISENHUT.D   0        Dlvition    of   Llconilna-        83/03/09  Con»O 1  tda  t»d 

Edl*on  Co     nf  Ntw  Vork,     Inc.       16pj         lBbS7    133       24X 

Fich»    30-000,83/09/09.8309090639 


83098703*3  Forward*    IE    In»p    Rept*    90-413/03-06  *   90-414/B3-06   an 
B30409-O8  No   noncomp 1  lance   noted 

DANCE.H  C        DivUlon   of   Project   &  Rettdent   Program*        83/04/21 
TUCKER, H  a       Duke  Power  Co       2pp        18642   175       S4X 
Flche    5O-413.  83/04/81,8309870393 

— 8305270404     IE    Imp    Repti    90-413/83-06   &    50-414/83-06   on   830409-08,  N  a 
noncomplianc •    noted   Major    area    Impected' f Ire    protection. 
MILLER,  W   H.  ,     CONLQN.T  E        Raglon   2,    Office   of   Director        B3/04/I9 
App          18642    177         24X   Flcha    9O-413,  83/04/21, 8303270393, 


6309270009  Forward*   propoiad   T«ch    Spa^ei    In    Form  at    marire^-up    Rav  4    to 
NUR£0-04Sa,     "BT8    for   H»*tInshOO*e    PHRs     " 

TUCKER, H  B        Duke  Powtr   Co        B3/05/EO.       DENTON.H.R         Office    of 
Nuclear  Reactor  Regulation,    Director         ADENffAM, E   0        Licencing    Branch 
4         741pp         1B630  001         E4X   Flche    30-413,83/03/20,8303370005 

E      NRC  Safety   Evaluation  Rtport    (SER),     suppM    t,   correipond*nce 

B 30 30200 2O  Forwards   comminti   on    SER    Section   9.  3    1    n    flra   protection 
program,  liiuirf   by   NRC   on    830222.  M/f our    oversize   idraul-ngt. 
Llit  of  room  deicrtp tloni    also    encl.  Aperture    cardi    art 
awtllablo   In  PDR, 

TUCKER, H  0,       Out*  Pouer   CD        G3/04/14,        DENT  DM,  H  R,       Off  let    of 
Mucliar  Rue  tor  Regulation.    Director        A  DENS  AM,  E  O,       Licenilng   Br«nch 
4         14pp.       18276223         Z4X   Flche    50-413,83/04/14,8305020020 

0309020028  Notification  of  830504    me*  ting    u/utll    In    Bethaidat  MD   to 
dlicun   SER   Conflrnatoru    Ittm    17   re    Type    C    l*«t   rate    tiitlnj 
of   ctrtaln   liolatlon  valvei, 

JABBOUR.K  N       Llonilng    Branch    4i        83/04/29        ADENSAM. E.  ft        Lleiniing 
Branch  4,      3pp        18308  3O2        24X   FUhe:  OO-413,  B3/04/-2B,  B305O20028 

B303170712  SAFETY  EVALUATION  REPORT  RELATED-  TO    THE  OPERATION  OF  CATAWBA 
NUCLEAR  STATION,  UNITS   1    AND  &   Docklt    Not      SO-413  And    50-414 
(Dull*  Pnuitr   Comp»ng.*t  »l    ) 

*  Division   of  Llcenilna        NUREO-0984   SOI         B3/O4/30,       96pp. 
Available   at  NRC        «4  73        18491,  ISA        S4X!  Fi  c  he'  30-413,  B3/04/30, 
8309170712 

B3031&0196  Foruardi   Hudrologlc    Engineering    Section   request    for    addl 
Info  re  SER   Confirmatory    Item    1    on    local    flooding    a-n*l\|»i» 
Reiponn   ni|uiit»il  bi;  830610 

AOENSAM, E  0       Lioniing    Branch    *         03/03/06        TUCKER, H  B        Coke  POUT 
Co        4pp,       1B471   333.      24X  Flche'  80-4 13,  83/03/06,  8309160196 

8303170613  Foruardi   Sup  pi    1    to   SER.  W/o    tncl. 

NOvAK-TM       Civilian    of   Llctnilng         83/05/13        TUCKER,  H  B         Dukt 
Pouer  Co,       3j)p        13497' 017,       24X   Ffche    30-413.  63/O5/ 13,  S30SI70il5, 

8303240021    Notification   of   B30SZ9  mteUng    ni/ufcll    k   Hei t InghoUB*    In 
BethiidaiMD  to  dlicu«i  rnolutlon    of    SER   Open    Item  9 
re    conformant!    to   RBB  9-1    It  iteant   generator    tube    rupture. 
JABBOUR.K  N       Llcenilng    Branch    4        83/05/13        A  DENS  AM,  E  0        Llctnilng 
Branch  4        3pp        18977  311,       24X   Flche    SO-fl  13r  B3/O3/13,  B3C-5H400B1 

9305200401    Rtqueiti    SER  Section    9   5   3   be    reviled    to    accurately    riflect 
detlgn  of    imergincv    lighting    »<;•    at    facllltv    Emnrjantg 
lighting    portion   of  Op  in    Itan    15    i  hog  Id    be    doled    bated   on 
encl    diicutiion 

TUCKEH.H  6        Dubi   Poutr   Co        B3/O9/IA.       DEN  TON.  H.  R        Offlcl    at 
Nucltar  Roactor  Regulation,    Director,       ADENBAM.E  O        Licinitng    Branch 
4         4pp         1B917   297.        24X   Fiche.  30-413,  93/05/16, 8305200401. 

8309200476  Foruardi    rtviftJ    pagit    to   F8AR    addriiiing    Open    Item    19, 
Conf  Irnat^org    Ittmi  2,  9  d    10  li   UU«r»*   Condition  4,  per    SER, 
Revl«ld   pagie  ul  1 1    be   Includad    In  Rtv  8, 

TUCKER,  H  B        Dukt    Pointer  Ca       S3/03/16        DENTOM,  H  R.       Office    of 
Hue  1  tar  Reactor  Regulation,    Director        ADENBAM,E.O        Licencing    Branch 

*  llpp        1B912  347        841f  Fiche;  50-413,  S3/O3/14,  H3'05BO0476 

8305310200    Informi   of   plan)    to   perform,  mod*    to   Hutlnjhouit   Model 
P2/D3  »t»am  geniratori   per  SER    (NURE-0946)    limed   on 
830316. Plant-ipecfflc   nod    detail*    encl 

TUCKER- H  B.      Dukt   Poutr  Co.      63/09/19        DENTON,  H,  R.       Office    of 
Hucltar  Reactor  Regulation.    Oirlctor.       ADENSAK,  E,  0.       Licinilng    Branch 
7pp,       1B4SI  014        24X  Fiehe;50-413,a3/03/lB,8P093l0200. 


83O5I602??  Releaiet  public   verilon  of   evacuation   timi   eitlnatei. 

FELTON,J   M         Dlvlflon    of    Rulfi    and    Record*         63/05/02  Docuatnt 

Kanagenent   Branch         Ip         19462  238        24X  Fiche    50-413,83/05/02, 
8309160292. 

— 93031*02 93  Foruardi    public    ver*lon    of    "Evacuation   Time  Eitlatattt   ' 
TUCKER, H  B        Dufce   Pawar   Co        83/04/20        DENTON.H.R        Office   of 
Nuclear   Reactor  Regulation,    Director        A  DENS  Art,  E  0       Llcen*lng 
Branch    4         Ip         18462,239        24 X  Flche.  80-413,  B3/09/02,  B3O3140S«, 


-9303140293  Public  v*r»ion  of  "Evacuation  Tine  Eitifflatii  " 
»  Planning  Reiearch  Corp  83/04/30,  ?4pp  10462:240 
Flche  50-413*83/05/02,  8309160272 


24X 


S3O3170E96  Foruardi    itorage   &    In-tranilt    lecurltu,    plan   for  BNM  of  Ion 
ttrateglc   ilgnlf Icance  Plan  withheld    (ref   1OCFR73  SO). 
TUCKER,  H.B        Dulit   Pouer   Co        S3/09/10        DENTON,  H.  R.      Office   of 
Nuclur  Reactor  Regulation.    Director,       Ip         1B46S1 07B.      24X 
Flche    30-413' 83/09/10,  B309170276 

Q3O5110O34   Oenvrlc    Ltr   83-21    to   all    licenie**    of    operating   r*actan> 
applicants   For   OL>  fc  holdirt   of  CPf  r«   clarification  of 
accen    to    control    procedure*    for    law   enforcement   vitlt*. 
Bvc   1  lit   tncl 

EI6ENHUT,  D  e       Diviiion   of  Licenilno       83/09/11  Coniolltfatid 

£41ton  Co      of  Neui  Vork,     Inc         l&pp         18540  099        Z4X 
Flch*    90-000,83/09/11,8303110034 

8305240213  Forward*   monthly    *tatu«    rept   on   ofMit*    tnergencv 
prtparidnen    for  OL  review*    for   Apr    19B3 

OIRCKB.H  J       Office   of   the   Executive  Director   for  Operation* 
B3/09/13       PALLADINO,  N,  J.      Commit* loner*       Spp        18373:322.      Z4X 
Flche: 30-000,  S3/03/I3,  B303240213 

8303200401   Reo.UBit«  BER  Section  9  5  3  be   reviled   to  accurately   reflict 
deilgn  a?   tnvrgencv   lighting   *u,«  at   facilitg   Enerpency 
lighting    portion   of   Open    Item    15   thould    be    cloied    baled    on 
end   dlacutcion 

TUCKER,  H   B        Duk»  Pou*r   Co.       83/05/16        DENTON,  H  R.       Office    of 
Nuclear  Reactor   Regulation.    Director        ADENSAM,  E  0,       Lictniing    Brant* 
4        4pp         18917-297,       24X  Fit  he'  90-413,83/03/16,8309200401 


0,     Adjudicator*)    corrnpondence 


8309030504   Advltd    that   NRC   mill    not    lerve   reipontive   pltadlng    to 
Palmttto   Alliance   B304I1    motion    to   compel    diicoverv,    from 
aapllcent*.  NRC   1*  not  party   to   diicovery   dliputt. 

JOHNSON,  O  E        Hearing    Branch    4        83/04/29.       KELLEY,  J,  L   ,    FOSTER, R,F,. 
C  ALL  I  HAN,  D        Atomic    BafetiJ   and   Licentlna    Board   Panfl,       Ip 
18293:304        24 X   Fiche    50-413,  B3/04/S9,  B309030504. 

S303040338   Motion    to   compel    Palmetto   Alliance   reiponie    to   utll 
Intarrogatorlei    ti  requeit*    to    produce    re   Palmetto  Alliance 
Contention*   6,7,0.16  fc  44.  R**pon*e*   inadequate   to  dati, 
Certificate   of  Bvc   encl,  Related   eorreipondance. 

MCOARRY,  J  M,       Duke   Power   Co.       MCOARRY,  J  M.       Debevolie   *  Llhernan 
03/04/29  Atonic    SafetV    "id    Licenttng    Board    Panel.      69pp, 

18321:132        H4X   Fiche    90-413, 83/04/29, B30304O33B 

8303030976  Followup    Intarrogatorlt*  t  rilated   document  r*qut»t»  on 
Contention*  6,8.16,27  (,   44.  Certificate    of   Svc    encl, 
JOHNBON,  0.  E,      Hearing  Branch   4.      83/09/02  Palmetto  Alliance. 

lOpp         18306. 100.       24X  FiCht;  30-413, 83/03/02, 8303030576 

830BO60292  Retponee*   to  S3041B   Interrogatories  fc  pequeit*   to  product  rr 

DES  Contentloni    11,  17  fc    1?.  Related    correipondence, 
OUILD.R       Palmetto  Alll«nct.      RILEV.JL.      Carolina  Environmental 
Btudu   Oroup.      OUILD,  R,      Oulld,    R       83/09/02  DuKe  Pouer  Co       Sift 

13348,  197.       24X  Flche:  90-413,  83/09/02,  930 S 040232. 
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D303O3-OOBO  Renewed    motion    to    compel    Palmetto   Alliance    full    answers 
to     interrogaturlBi    an   Contention    7   Ansiuors    t,    supplemental 
antuiers    evasive   Certificate    of   Bvc    end 

JOHNSON, 0  E        Hearing   Branch    4        83/03/04  Atomic    Safety    and 

LUsnmlng    Board    Panel          13pp          IB34S     133         24X    Fiche    30-413,03/03/04, 
830903QOBO 


H3032404B3    Folloujp     interrogator  1 m     re    DES   Contentions     11,17    fe    19 
Certificate    of    Svc    cue  1    Related    c  urrespondenca 

MCGARRY:  J    (1         Duke    Poiuer    Co          MCCARRY,  J    M         Debevolse    b   Ulborman 
83/03/18  Palmetto    Alliance  lipp  1 B572    317         24X 

Fiche    30-413, B3/03/1B,  B30324O4BS 


8503O9Q468  Advliei    that    emergency    operating    procedural    mailed    to 
tnt«l-venors   ptr   ASLB   820305  t.   1B01    order*    Thirty-day    period 
far    Piling    contentloni    ihould    start    on  B30309 

CARD, A   V         Dull    Pouer    CD         B3/03/04         KELLEY,  J   U    ,     C ALL 1 HAN, A    D 
FOSTER jR   F        Atonic    Safety    and   Licensing    Board    Panel         tp 
1B342    2SB         E4X   Flche    30-413,  83/03/O4, 8303090460 


9303230055   Forwards    addl    documentation    ro    atil    maiding    Insp    talk    forci 
rept    Documents  mai/    fall    uilthln    acope    of    ffenoral 
Interrogatory    4    (first    set)    nacumants    identified    in    reiponie 
to   FOIA  request   W/o    end 

JOHNSON,  0    E         Hearing     Branch    4          83/03/19         QUtLD,  Fi         Palmetto 
Alliance          GUILD,  H         Sulld,     R          lp          1B339    176         24 X 
Fiche    30-413, 83/03/19,  B30-323QO33 


8309100203  Forwards    notices    of    deposition    for    W  McAfee,  NR  Hooplngarner 
h   M  Lou*    re  Palmetto   Alliance   contentions   Related 
correspondence 

CARR, A   V         Dulte    Pouer    Co         03/03/04         GUILD.  R         Out  Id,     R          lp 
1H371     261         S4X   Flche    30-413.  83/O3/04, 83O31002B2 


B3O331OO23    Forwards    03O317    t>   2O    lira    from    H3    Tucker     to    JO    Davit   t. 
HH    Denton,  respect  ivulij,  per    request    W/o    enc  1 

CARR.AV         Duke    Pouor    CD         H3/O3/34         GUILD. R         Guild,     R          lp 
18633   31O         24X    Ficfie    3O-413,  S3/O3/24,  B3C-331O023 


--030310020?  Notice    of   H  McAfee   deposition    in   Columbia, 8C    re   Palmetto 
Alliance   Contention   &  &  B10722   affidavit 

HCOARRV,  J  H        Duke   Pouer    Co        HCBARRY,  J  M        Debevolse   b   Llberman 
83/03/04         lp          IB371    262         24X   Flche    3O-413,  83/03/04,  83031OO2S2' 

— 8303100277  Notice   of   NR  Hooplngarnar    deposition    in  Columbia, BC    re 
Palmetto  Alliance    Contention   6   !<   B1O722  affidavit 
MCOAHRY,  J  M        Duke   Fouler   Co        MCQARRY,  J  M        Debevoise   !>  Liberman 
B3/03/Q4         lp          10371,263         24X    Fiehe    3O-413,  B3/03/04,  B30310O202 

— 83051O030S  Notice    of   M  Lou*    deposition    in  Columbia, 8C   r»  Palmetto 
Alliance   Contentions    i.  7,  B-  16,  E7   !<    44, 

HCOARRV,  J  H        Duke   Poutr   Co        MCflARRV,  J  M        Debevoll*   t>   Llbirman 
83/O3/04        lp         18371    364        24X  Flehe    30-413, B3/03/04, S3031O02B3 


8303310035   Lists    pn*t-d ticoverij    administrative   natters    requiring 
revolution  Remaining    documents    should    be    Identified    In 
response    to   A8LB   S30S13   order, by    B3O331 

01BBQN,f)    L         Duks    Pouer    Co         93/03/24          GUILD,  R         Palmetto    Alliance 
OUILD.R         Guild,     R         2pp          1B6B3    211          24X    Ficho    30-413,83/05/24, 
830S310033 

8309310139  Motion   to   Bstablith    dEsco-very    schedule    on   QA  Contention   0 
Certificate    of  Svc    enc 1 

GUILD, Ft        Palmetto   Alliance         B3/Q3/23  Atomic    Safety    and 

Licensing    Board   Panel         Slpp         19433   013        24X    Ficho    90-413,83/03/254 
83053101SS 


H      Oeneral    c orPHspondenc 


B30S10O34H  Follouiup    interrogator  1  ei    to    Palmetto   Alliance    Contentloni    6, 
7,  9,  16   b  27  An»uiir   must    bi    filed    by    830320  Certificate    of 
Bve   «nel  Related   correspondence 

CAflRiA.V,       Bute   Pouer   Co        03/03/04  Atomic    Safety    and    Licensing 

Board    Panel          16pp          18378    196         24X    Flchi    30-413,83/03/04, 
83O5IOO342 

B30S100413  Advlint    of    filing    of    follouiup    Intarrogatories    on   Palmetto 
Alliance  Contentions   6. 7, 8, 16  b  27   Applicant   has    received 
no    ansuers    from  Palmetto   Allianca    to    Interrogatories    on 
Contention   44, 10   no    follouup    available    at    present    time 
CARR.A   V        Duke   Pouer   Co        83/03/04        KELLEV,  J  L        Atomic    Safety   and 
Licensing    Board    Panel        CALLIHANi A   D        Union  Carbide   Corp 
FOSTER. R   F         Affiliation   Unknoun          lp  18370    OBO         24X 

Fie  he.  30-413. B9/03/04r  B303100413 

B30BO9OB11   Ditcunet   830902   telcon    re    recording    of    applicant   t  Palmetto 
Alliance   depositions    on   Contentions    27,16,0,44,6   t.  7   Draft 
stipulation    end 

MCOARRYrJ  M        Debivolst   t,  Liberman        83/O3/03        OUILD,  R        Oulld.    R, 
7pp.        10362   146        24X  Flehe' 30-413.  03/09/03, 8303090311 

B3Q51QQ332  Revpondt    to   Dulie   Pouer    CD   motion    to   establish    deadline    for 
control    room  design   review  contentions   NRC    does    not   oppose 
notion    to    eitent    contentions    fllvd    by    830331    Certificate    of 
Svc    enel 

JOHNSON, 0  E  Offle*  of  the  Executive  Legal  Director  83/03/09, 
Atonic  0afety  and  Llcanting  Board1  Panal  3pp  1B374  12S  S4X 
Flche  30-413,83/03/09.8303100232 

B3-0911O4&2  Refpanse   to  Carolina  Environ   Study   Oroup    (CEBO)   Contention 
IB   fc    DE9  Contention    17    Interrogatory    10   of   Contention    17 
irrelevant, Affidavits,  Certificate    of   Counsel    &   Certificate 
of   Bvc    encl 

JOHNBON.O  E.       Hearing    Branch   4        83/03/1O  Atomic   Safety   and 

Li  cant,  ing    Board   Panel        Z7pp         18403.  O17        24X  Flche    30-413,  83/O3/IO, 
8303110462 

B3031300SA  Advtm    that   NRC   mill    make   NRC    technical    staff   members 
available    for   deposition   on   830516-18    in    Bethasda.NO  No 
written  notlca    of    deposition   received 

JOHNBOW.O  E        Hearing    Branch    4        83/09/11        OUILD.ft,       Ouild.    R 
GUILD. R.      Palmetto  Alliance,      2pp        1B436.333       24X 
Fl  Che •  30-413,  83/03/1 1.  8303130056 

B30917O472  Memorandum  fa   order    ruling    on    utll    830429  motion    to    compel 
P*lmttto  Alliance   further  responses   to   util    int«rroo*tories 
t   requttts    to    produce    re   Palmetto    Contentions   6.7,8,16  l>  44 
Llite4    requests    granted 

KELLEY, J  L        Atomic    Safety    and    Licensing    Board    Panel        83/03/13, 
Duk*   Power   Co         I3pp         10470' 099        24X  Fl ch»- 30-413, 83/03/13. 
B309170472, 

8305170990  Forwards   8ER   Suppl    1    (NUREO-O934;)    W/o    and 

JOHNSOM,  0  E.       Hearing    Branch    4        83/OS/1&,       KELLEY,  J  L   ,    FOSTER,  R   F,  , 
(MLLIHANiD        Atomic    8«fety   and   Licensing    Board    Panel         lp 
164AB; 160.       S4X   Fiche    30-413,83/03/16,8303170336 


8303040433  Forwards    documents    identified     In   830414    1 tr    per    830438 
telcon  U/o    enc la   Related    c orreapondenc B 

GIBSON, R    L          CariftUmBrs    Pouer    Co         83/04/29         QUILD.R         Palmetto 
Alliance         lp        lasaa    143        24X    Ficho    30-413,03/04/29,0303040439 

Q      Inspection    report-l,     IE    Bulletin*    &   correspondence 

8S120&O385    IE    Infa   Notice    83-14,     "DBuatered    Spent    Ion  Eichange    Ruin 
Suscaptibllltu    to  Eiathermlc    Chemical   Reaction    "    Svc    list 
enc  1 

TAYLOR, J  M        Dlviilon   of   Safeguards    I>    Inspection   Programs    (Post 
83D1O3>        83/D3/21  Conso 1  Ida  tod    Edison    Co      of   Neu  York,     tnc 

112pp          1B30S   319         SIX    Flche    30-000, S3/03/21 , 0H120603B3 

8309270324  Forwards    IE    Imp    Repts    30-413/63-03   !<   50-414/83-03  on 
830126-0223   Mo   noncomp 1 1 anca    noted 

DANCE, H  C         Division    o#   Project    t,  Resident   Program*        83/03/23 
TUCKER, H   0          Duke    Power    Co          2pp  1S64H   039         24X 

Fiche    30-413,83/03/33,8303270324 

— 8305H70334    IE    Insp    Repts    30-413/B3-03   t    30-414/83-03    on    830126-0223   Mo 
noncompl lance   noted    Major   areas    tnspoctinJ    IE    Bulletin    85-04 
f o  1  loiiiup-.  el octr lea  1    component    &    sys    noncnnf ormance    Itemsj 
pipe   ueldlng    t,   electrical    cablei    S>    termination* 
VANOOORN,  P.  K        Region   2,     Office    of    Director         IGMATONTBiA   J 
Division    of    Project    &   Rasidenl   Programs        83/03/22        3pp, 
18642   061          24K   Flche    3O-413,  S3/O3/23r B303E7O324 

8303270390   Forwards    IE    Insp    Repta     3O-4 1 3/B3-03   &    SO-414/B3-03    on 
03022A-0326  No   noncompllar.ee    noted 

DANCE, H  C        Division    of   Project   &  Resident    Programs        83/04/13 
TUCKER,  KB          Dul*    Power    Co          2pp          18646    1O3         24X 
Flche    30-413,83/04/13,8305370390 

— B303270602     IE    Insp    Repts    SO-413/B3-03   &    30-414/83-03    on    830226-0386   No 
noncompl  lance   noted    Major   areaa    impacted   reviews    of 
licensee    QA    survvlllance    repts    &    dutharlied    nucltar 
Inspector   probleni  rept* 

VANDOORN,  P,  K   ,     IONATQNIS.A  O        Region   2,     Office    of    Director 
83/04/12          3pp          1S646    1O3          E4X    Flche    3O-4 13, 83/04/13, S3O327O390 

830304OD21    IE    Info  Notice    83-21,     "Defective   Emergency    Use    Respirator    " 
Svc    Hit    end 

JORDAN, E  L         Division    of   Emeroencij    Preparedness   &  Engineering 
Response    (Poet   830103)         B3/O4/13  Consol giUted    Edlian   Co      of    Neu 

Yorfc.      Ine          12&pp          184-33    133         24X   FUhe    50-OOO.  B3/O4/13.  B303040O21 

8303270393  Forwards    IE    Jnsp    Repti    SO-41D/S3-O6   &    5O-414/B3-06    on 
B304O9-08  No    noncotnp  1  lance    noted 

DANCEiH  C         Division    of   Project    &   Resld'ant    Programi         B3/O4/21 
TUCKER.H   B,        Dull    Poluer    Co          Ep  p  1B642    173,        24X 

Flche: 30-4 13.  03/04/21,8303270393 

--8303270404    IE    Insp    Rept*    SO-413/B3-06   (<    30-414/83-06   on    B304O3-OB  No 
noncompl lance   noted.  Major    area    Inspected, fire    protection 
MILLEfi.H    H   .    CONLON,  T   E        Region    2,    Office    of   Director        83/04/19 
6pp         1BM2    177        S4X    Fiche    30-413,  B3/O4/H1.  B30S270393 
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B30304Q023     IE    Info    Notice    B3-22,     "BUR    Safety  /He  1  lef    Valve    Failures    " 
Svc    1  1st    end 

•JDHDHNiE  (-        Division    of  Emergency   Preparedness    &  Enaineering 
Responie     (Post    830103)          S3/04/22  Consolidated    Edisnn    Co      Of    New 

York.     Inc          U2pp          13333   QS9         34)!   Fiche    5Q-OOQ,  B3/04/22,  B303O40Q23 

6303040025    IE    Info   Notice    03-23.     "Inoperable    Containment    Atmosphere 
Stming    Sijs    "    Svc    list   end 

JORDAN,  E  L        Division    of   emergency  Preparedness    !.  Engineering 
Response     [Post    63O1O3)          93/O4/23  Consolidated    Edison   Co       of    NBLJ 

York,     Inc          lllff          13331    291,        24X    Fiche    SO-OOO,  B3/O4/25.  8303040025 


5303040034    IE    Info    Notice    33-24,     "Loose    Parts     In    Secondary    Side    of 
Steam  Generators   at  PURs    "   Svc    list   end 

JORDAN,  E   L        Division    of   Emergency   Preparedness    &  Engineering 
Response     (Post   330103)          B3/O4/2B  Consolidated    Edison    Co      of    Neu 

Yai-k.     Inc          HSpp          1B3B3   047         24*   Fiche    30-OOO.  B3/01/2B.  B303040026 

B303040087    IE   Info   Notice   83-25.     "Standby   Gas    Treatment    Sya    Heater    High 
Tfldip    Trip    9etpoiTit    Adjustment    "    Svc     Hat    encl 

JORDAN.E  L        Division    of   Emergency   Preparedness   it  Engineering 
Response    (Post   B30103)         B3/Q4/2S  Consolidated    Edlaon    Co      of   Neu 

York,      Inc          HBpf          IB3B2    145         S4X   Fiche    30-OOO,  B3/04/2S.  B303040027 

0303040023    IE    Info   Notice    B3-2£.     "Failure    of    Safety/Relief    Valve 
Discharge   Line  Vacuum   Breakers    "    Svc    list    encl 
JORDAN,  E  L        Division    of  Emergency   Preparedness    &  Engineering 
H-esponse     (Post   B3OL03I          B3/O5/O3  Consolidated    Edison    Co      of    New 

York,      Inc         13Spp          1B441    170         24X   Fiche    3O-OOO,  B3/O3/03,  B30304O02B 

83Q3040D3D    IE   Info   Hntice   63-27,     "Operational    Response    to   Events 
Concerning   Deliberate   Acts   Directed   Against   Plant 
Equipment    "  9vc    list   encl 

JDRDANiE   L        Division   of   Emergency   Preparedness  t.  Engineering 
Response     £PostB30103)         E3/O5/04  Consol  idated    Ellison    Co      of    Neu 

Yort,     Inc          1  12pp          18332   28S         2flX   FichB    50~GOO.  83/05/04,  B30304OQ30 


B30383QS82  Significant   Deficiency    Rept    30   413/83-07  re    vant   valve 
LND103  not    installed    in  accordance   ill/design   &    conit 
criteria    Initially    reported    on   B30414  Valve    mill    bi 
corrected    to    conform  u/drauing    In   June    1993 

TUCKER, H   0          Duke    Pouier    Co         83/O3/13         Q'REILLY.J   P         Region    2, 
Office    of    Director         2pp          1B392   35?         24X    Fiche    90-413,83/09/13, 
3303230282 

B303S70069  Final    Significant   Deficiency   Rept   SD   413-414/32-87  re    cracli 
In   cell    containers    of    nickel    cadmium   batteries    mfg    by 
Traniamerlca    Del  aval    Initially    reported    on    321220  Caused    by 
contact  ui/unknouin    solvent    used    for    cleaning 

TUCKER.  H  B  Duk*  Power  CO  83/O3/17  O'REILLY,  J  P  Region  3, 
Office  of  Director  3pp  1B63B  279  24X  Fiehe  30-413,03/03/17. 
3303270069 


DOCKET   BO-414    CATAWBA   NUCLEAR    STATION,     UNIT   2 

A      Application/construction    stage    documents    &   correspondence 

3303020326  Foruiar-ds    «ddl    Info   p«    containment    pressure    boundary    fracture 
toughnesi,  in   response    to   HHC    B2O5D4    Itr   W/four    overtiie 
(training*  Aperture    cards    are    available    in  PDR 

PARKER.  W  0        Duke   Power    Co        02/06/03        DENTDN, H  R        Office   Of 
Nuclear  Reactor    Regulation,    Director        ADENSAM.  E  0        Llceniing   Br«nch 
4         Spp          19376   220         24X    Fiche    30-413,  B2/06/O3, 3309020326, 

8303030008  Forward*    "Const  Project   Evaluation    for   Catauba  Naelttr 
Station    " 

OUEN.M  H        Duke   Pouer   Co        82/12/30        O'REILLY.J  P        fltglon  S.    Offlci 
of    Director          lp          18339.110         24X    Fiche    30-413,32/12/30,3309030008, 

— 8303-030014    "Corn*  Project   Evaluation   foi    Catauba   Nuclear   Station,  " 
»      DuU   Power    Co        82/1O/31         202pp         18339' 111        24X 
Flchi    SO-413,  32/12/30,  3303030003 


B30304003I     IE   Info  Notice   83-23,     "Criteria    for   Protective    Action 
Recommendations    for   General   Emergencies    "   Svc    list    encl 
JORDAN, E   L       Division   of   Emergency   Preparedness  S,   Engineering 
Response     (Post    B301031          B3/O5/04  Consolidated    Edison    Co      of    Neui 

VorJ,     Ine          1 19pp          1B441    001         24X   Fiche    SO-OOO,  B3/OS/04, 8303040031 

8303040033    IE   Info    Notice   83-29,     "Fuel    Binding    Caused    by    Fuel    RacV 
Deformation   "    Svc    list    encl 

JPROAM.E   L        Oivitinn   of   Emergency   Preparetfness   &   Engineering 
Response    (Post   B30IO3)         83/O5/06  Consolidated   Edison    Co      of    Neu 

York,      Inc          ItBpp          1B323   S4B         24X   Fiche    SO-OOO,  B3/O3/O6,  8303040033 


B30S02O5S&  Approvot    request    to   withhold    "Reactor   Cavttu   ARUnnetrlc 
L04d»"    from    public    disclosure    per    10CFRK   79O 

ADENSAM,E  0        Licensing    Branch    4        33/04/26        TUCKER.  H  B,       Dui*   POU.T 
Co.        2pp         1SSB4.    247         24X    Fiche    30-413.  B3/04/K4,  B303020336, 

8303090639  Generic   Ltr   B3-20   to   all    operating    reactor    licensees    *• 
holders   of   CP«    re    inttgrated    scheduling    for    implementation 
of   plant   mods   Svc    list    tncl 

EISENHUT.D  O        Division   of   Licensing        83/03/09.  Consolidated 

Ed  I  ton  Co     of  Hsu  York-    Inc        l&pp        18627.193       24X 

Fiche    50-000.  B3/03/09,  B303D90639 


0303040034    IE   Info    Notice  83-3O.     "Misapplication    of   Oenarie    Emergeneu 
Operating    Procedures    (EOP)    Ooldelinei    "   Svc    list    enc  1 
JDRDAN.E  L        Division   of   Emergency   preparedness    b   Engineering 
Ranponsc     (Post    8301O3)          B3/O3/11  Consolidated    Edison    Co      of    Neu 

Yori,      Ine          114pp          13324   C03         24X   Fiche    30-OOO,  B3/OS/1 1 , 8303040034 

B3C-5350211    Requests    comments    on    encl    draft   NRF1    SriLP    Input    far 
June    19B2   -  Apr    \1B3  Comments    received   by   830533  mill    be 
considered    in    final    rept 

JABBOUR.B   N        Licensing    Drsncft    4         B3/03/1B         EISENHUT.D   O         Division 
of    Licensing        MATTSDN.  R        Division   of  Systems    Integration    (post 
B11003I         VOLLMER.R         Blviiion    Of   Engineering          ipp.        10427    117         24X 
Fithe    30-413,63/03/18,9305230211 

3303040040    IE   Info   Notice   83-31 i     "Error    in  ADLFIPE   Computer    Program    " 
Bvc    lift    encl 

JOR-DAN.E  L        Division   of    Emergency   Preparedness   &    Engineering 
Response    (Post   S3O1031        B3/O3/1?  Consolidated    Edison  Co      of   Neu 

York,     Inc          114pp.        IB697   009         24X   Fiche    30-000.33/05/19,3303040040 

B30G040046    IE   Info   Notice    83-33,     "Monrepreienta tf ve    Sampling    of 
Contaminated  Dll    "    Svc    list   encl 

JORDAN.E  L        Division   of   Emergency   Preparedness   &    Engineering 
Reipanse     CPost    B301O3)          B3/O3/26  Consolidated    Edison    Co      Of   Neu 

York,     Inc          Ii4pp          18647   007         24X   Fiche    30-OOO.  B3/OS/2A,  B303040O46 

S      Beportable   occurrences,    LERs.   !<  relaterf   correspondence 

8303110427   Part  Kl    &   deficiency    repts   re  misoperation    of   D8-116  reactor 
trip    undervoltaga    devices    Initially   reported    on   B3O420 
Attachments  uill    be    replaced    kj/devlces   u/uldened   grooves 
to   accommodate    neu   retaining    rings   Mffi   drauiilngs    revitii) 
RAHE.E   P         Hestinghouse    Electric    Corp         83/04/21          DEVOUNO,  R   C 
Director'*   Office,    Offleff   of    Inspection  and   Enforcement         3pp 
18403   075         E4X   Fiche    30-000,  B3/04/21.  830S1 10427 

8303170292  Final    Significant  Deficiency   Rept  3D  413-414/32-23  re 
violation    of   const    procedure!    for   filing   Si   placing 
BlkaTap    ias  during    drill    hole    repair    Initially    reported    on 
B2120B  Teat   program    concluded    SlkdTop    122  acceptable 
TUCKER,  H   H         Duke    Power    Co         83/03/06        O'REILLY,  J- P         Region   S. 
Office    of    Director         3pp          1B46S   339.       24X   Ftche    30-413'  83/03/06. 
8303170292 


E      HRC    Safety    Evaluation   Report    (&ER).     suppls    d   correspondence 

3303020020  Forwards    comments    on   SER   section   9.  3    1    re    fir*   protection 
program.  Issued    by  NRC   on   830222  W/four   ovarsiie   oVaylngs. 
List    of   room    descriptions    *lso    encl    Aperture   cards    are 
available    in    PDR 

TUCKER.  H  u        Duke  Pouer    CD        83/04/14        DEN TON,  H  R        Office    of 
Nuclear  Reactor   Regulation,    Director        ADENSAM.  E  O        Licensing    Brench 
4         14pP         1B276   322         24X    Fiche    30-413,33/04/14.8309020020. 

8309020028  Notification   of   330304   meeting   u/utll    in   Bethetda.HD   to 
dlscuii   SER   Confirmatory    Item    17  re    Type   C    leak    rate    testing 
oP   certain    Isolation   valve* 

JABBOUR.K  N        Licensing    Oranch    4        03/04/23,       ADENSAM.  E.  0        Licensing 
Branch   4        3pp         18309  302        24X   Picha- 30-413, 83/04/23. 8303020028 

3303170713  SAFETY   EVALUATION  REPORT  RELATED  TO   THE  OPERATION  OF  CATAHBA 
NUCLEAR   STATION,  UNITS    1    AND  2   Docket  Nos.     30-413  And    30-414 
(Duke   Pouer  Company, et   al    ) 

*      Division    of   Licensing         NUREO-0994  801        33/04/30        S6pp. 
Available   at    NRC        »4   73         184B1    126        24X  Fiche. 30-413.  83/04/30, 
0303170718 

8309160196  Forwards   Kydrologlc    Engineering    Section   request    for   adifl 
info    re   SER   Confirmatory    Item    1    on    local    flooding    analysis 
RetponiB  requested    t>u   830610 

ADENSAM,  E  0        Licensing    Branch    4        33/03/06.       TUCKER.  H,  B        Duk*   Pou*r 
CO         4pp         13471-333         24X    Fiche    30-413,33/03/06,330316019* 

B305-170AI3  Forwards   Suppl    1    to  SEfi   W/o    encl. 

NOvAKjT  M        Division   of  Licensing        83/O3/13        TUCKER.  H.  B        Duk  I 
power   Co,       3p p         13497  OI7        24X   Fieho: 30-413, 83/03/13. 330317061 3. 

8303240021    Notification    of   830323  meeting    u/util    &  Meitlnghoui*    In 
Bethesda.  KD  to   dlscust    resolution    of   SER  Open    Item   9 
re    conformance    to   RSB   3-1    k   steam  generator    tube   rupture 
JABBDUR.K.N        Llcenilng    Branch    4        33/03/13        A  DENS  AM ,  E  C        Licensing 
Branch   4        3pp         1Q977  311         24X  Fiche    30-413,  B3/OS/13. 8303340021 
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B3Q3200401    Request*   SER   Section  9   9  3    be    revised    to    accurately    reflect 
(fatlgn    of    emergency    lighting    siji    at    facility    Emergency 
lighting    portion    of   Open    Item    19   should    be    closed    based    on 
•ncl    discussion 

TUCKER, H   D         Duke    POLIBI     Co         83/05/16         DENTON,  H    R         Office    of 
Nuclear  Reactor   Regulation,     Director        ADENSAM,  E   G        Licensing    Branch 
4          4pp          19517    297         24X    Flche    30-413,33/05/16,3303200401 

B303S00476  Forwards   reviied    pages    to    FSAR    addressing   Open    Item    19i 
Confirmatory    item*   2,  3  J<    10   &  License   Condition    4.  per   SER 
Revised    pages   mill    be    Included    In  Rev  B 

TUCKER, H    B         Ouk*    Power    Co         B3/OS/16         DENTON, H    R         Office    Df 
Nuclear  Reactor   Regulation,     Director        ADENSAM. E   G        Licensing    Dranch 
*          llpp          18512   347         24X   Flche    30-413,  83/O3/16,  B303200476 

6303310200    Informs    of    plan*    to    perform   mods    to   Wes tinghouse    Model 
D3/Q3    steam   generators    per   SER    (NURE~Q9&&>    Issued    on 
9303 li  Plant-specific    mod    details    encl 

TUCKERrH   D         Duke    Power    Co         83/03/18         DEN TON ,  H    R         Office    Of 
Nuclear   Reactor    Regulation,    Director        A DENS AM i E    Q        Licensing    Branch 
4         7pp          10631    014         24X    Flche    50-413,  B3/O3/1B,  B3O33102OO 

F      a«curlty.    medical,     emergency   &    fire    protHction    plans 


B30303Q976   Follouiup     interrogatories    R    related    document    requests    on 
Contentions    A,  3,  16,27    i    44    Certificate    o  F    Svc     encL 
JOHNSON,  G   E          Hearing    Branch    1          O3/O3/O2  Palmetto    Alliance 

lOpp          1B3O6     1OO         21X    FicJie    50-113,  S3/O3/O2,  B305O30S76 

fl303O6Oa33   Responses     to    B30fl  13    i  nben  ogator  1  es    8.    reqiJB-Bti    to    produce    re 
DES   Contentions    11,17    &     19    HEJated    c orre spontfenc B 

OUILD.R         Palmetto    Alliance          R1LEY, J   L          Carolina    Environmental 
Study    Group          GUILD,  R          Guild.     R          93/05/O2  Duke    PQWBT    Co         21pp 

1B343    19'         S-4X    Fiche    3O--113,  B3/Q3/02,  B3O506O292 

B305O3QOBO   Fioneiu-od    motion    to    compel    Palmetto    Alliance    -Full    answers 


to     Interrogator  lea     on    Contention    7    Anauiars 
answers    evasive    Certificate    of    Svc     encl 
JOHNSON,  G   E          Hearing    Drantfi     4          B3/OS/Q4 
Licensing    Board    Panel  13pj>  L  H342    133 

B3O3D900QO 


I    supplemental 


Atomic    Safety    and 
24X    Fiche     30-413.83/03/04, 


9303090468   Advisos    that    emergency     operating    procedures    milled    to 
intervenors    per   A8LH    a20>3O3   fc    12Q1    order*    Thirty-day    pe-rlod 
for    filing    content  ions    should    start    on  B3O307 

CARH.A   V         DuKo    Power    Co         S3/O9/O4         KELLEY, J   L    ,     CALL1HAN.A    D 
FOSTEfl.R  F        Atomic    Safety    and    Licensing    Board    Panel          Ip 
18368    2SS         34X    FUfio    SO-113,  83/O3/O4,  83OaO9O4£,a 


B3O30B0020  Forwards    comments    on  SER   Section   1   3    1    re    fire    protection 
praflrarni  Issued    by   NRC    on   B30232  H/four    oversize    draulngs 
Ll*t    of   room   descriptions    also    encl    Aperture    cards    are 
available    fn   PDR 

TUCKER, H   D         Duke    Power    Co         83/04/14         DENTON, H    R         Office    of 
Nuel«ir  Reactor   Regulation,     Director         14pp         I8S7i   222        24 X 
Fich*    30-413,03/04/14,0303020020 

B3OB270-393  Foruardi    IE    Insp    Repts    30-413/B3-06  &   5O-1M/83-04   on 
8304O3-OS  No   noncompl lance   noted 

DANCE. H  C        DivUion   of   Project   t.  Resident   Programs        03/04/21 
TUCKER. H   D         Duke    Pouar    Co         2pp          IB642    173         24X 
Flch*    30-413.  S3/04/21.  B303270393 

— 8309270404    IE    Insp    Repts    SO-413/83-Oo    t.    50-414/63-06    on    830409-05   No 
noncompllnnce    noted    Major   area    inspected    fire    protection. 
MILLER, W   H         Region    3.     Office    of    Director          B3/04/1-7         6pp 
1S&42    177         24X   Flche    3O-413,  S3/04/21 ,  8303270373 

33051&O29-S  Raleaies    public  version    of    evacuation    time    estimate! 

F£LTON,J,M        Division    of  Hulas   and    Records        B3/O3/O2  Document 

Management    Branch          Ip  18462   23B         24X    Flche    30-413,63/03/02, 
B303 160292 

— B30S160293  Forwards    public    version    of    "Evacuation    Time    Eitlnntoi    " 
TUCKER, H   B,        Dufce    Power    Co         83/04/20         DENTON. H   R         Office    Of 
Nuclear   Reactor  Regulation.    Director        A DENS AM, E  O        Licensing 
Dranch    4          Ip          1B462   339         24X    Flche    30-413,  83/03/O2,  S30316029S 


030S1002B2  Foruiartfl    notices    of    deposition    Fur  W  McAfee. NR   MooplnBarner 
ti   N  Louie   re    Palmetto   Alliance    contentions    Hal  a  ted 
correspondence 

CARR.A   V         Duke    Pouer    Co          33/Q9/O4         GUILD.R         Guild,     R          Ip 
18371    261          24X   Flche    SO-413,  H3/O3/O4, 83O31003B2 

— B309100289  Notice    of    W  McAfee    deposition    in  Co  1  urnb  ia,  EC    re    Palfretto 
Alliance   Contention   6   &   S1O733    affidavit 

MCGARRV.  J   M        Duke    Pouer    Co         KCQARRV,  J   M        Debevoise   t>   Liberman 
83/03/04          Ip         IQ371     2i2         24X    Flche    3O-413, B3/03/04. H3Q51002B2 

— B303100S97  Notice   of    NR   Hoop ingar ner    deposition    tn    Columbia, SC    re 
Palmetto   Alliance   Contention   f>    tc   B1O722    affidavit 

MCOARRY.J    M         Duke    Pouer    Co          MCQARRY.  J    M         Oebevolse    (.    Lioerman 
S3/03/04          Ip         £B37I    263         34X    Flche    3O-413, 53/03/04,  B3031002H2 

— 93OS100305  Notice   of    M   Louie   deposition    in   -Columbia,  SC    re   Palmetto 
Alliance   Contentions    6,  7,  B,  16,  27    &   44 

MCOARRY.J  M         Dufce    Poiuor    Co        MCGADRY,  J   H        DedBvoiss    t   Liberman 
B3/O5/04          Ip         1Q371     244         34X    Fiche    SO-413, 03/03/01, B3O3I0039H 

830310034H  Fol  louup    interrogatories    to    Palmetto.    Alliance   Contentions    6, 
7,3,  16  !.  27  Answer    mint   be    filed    by    B30S2O  Certificate    of 
Svc    encl    Related   correspondence 

CARRiA-V        Duke   Power    Co         B3/03/04  Atomic    SaPBtu.    and    Licensing 

Doard    Panel         16pp         1S37B    196         24X    Flche    3O-4 13, 83/03/04i 
B3O5100342 


-S303IeVOS?3  Public  version  of  "Evacuation  Time  Estimates  " 
*  Planning  Research  Corp  B3/04/30  94pp  1B4&2  240 
Flche  30-413,  83/03/02,  B303160292 


B30311O034  Generic    Ltr   83-21    to   all    licensees    of    operating    reactors. 
applicants    for   QL«   fc   holders    of   CPs    re    clarification    of 
acc»i   to  control   procedures   for   law  enforcement   vlilti 
Bvc    list    encl, 

eiBENHUT, D  Q        Division    of   Licensing        83/03/11  Consolidated 

EdUon  -Co      of   Keu  York,     Inc         16pp         18340  093        24X 
Fich»:  30-000,  B3/OB/1 1,  B3031 10034 

B3O3^0O4O1    Requaitl   8ER   Section   9    3  3   be    revised    to    accurately    reflect 
dulgn    of    emergency    lighting    *u,i    at    facility   Emergency 
lighting    portion   of    Open    Item    13   should    be    closed    based    on 
•nc 1    d  1  scusilon 

TUCKERjH   D         Duke    Pouiir    Co         83/03/16         DENTOM ,  H    R         Office    of 
Nuclaar   Reactor    Regulation,    Director        4pp         1B317  297        2 "IX 
Flch»; 30-413, Q3/03/16,  030*200401 


O      Ad judlcatory    correspondence 


B303100413  Advises    of    fllino    of    followup    interrogatories    on   Palmetto 
Alliance   Content!  on  t    6.  7.  BJ  16  &   37   Applicant    has    received 
no    ansuiers    Cram  Palmetto    Alliance    tn    Interrogatories    an 
Contention   44.  so   no    follouiup    available   at    present    time 

CARR.A    V         Duie    Pouier    Co          B3/O3/O4         KELLEY.  J   L         Atomic    Safety    and 
Licensing   Board    Panel         CALi.EHAN,A   0        Union   Carbide   Corp 
FOSTER,  R   F         Affiliation    Unknouin  Ip          1S37B    OBO         S4X 

Flche    gO-41 


03050905  11    Dlscussea    B3O502    telcon    re    recording    at    applicant    b  Palmetto 
Alliance    depositions    on    Contentions    27,16.0,44.6    tc    7   Draft 
stipulation    one  1 

MCQARRY,  J  M        Debevoise    fcLlbernan        83/03/05        GUILD,  n        OiHld,    R 
7pp          1B36H'  14A         34X    Fiche    30-413,  B3/03/O3,  83O30VO51  1 

8303100233  Respond!    to   Oufco   Pouier    Co   motion    to    establish    deadline    for 
control    room    desijn    revloui   contentions   NRC    does    not    oppose 
motion    to    e  i  tent   contentions    Filed    by    S3O331    Certificate'   of 
Svc    encl 

JOHNSON,  QE  Office  of  the  Enecutlve  Legal  Director  B3/O3/01? 
Atomic  Safety  and  Licensing  Board  Panel  Spp  18374  122  24X 
Flcho  30-413,  B3/03/O9r  83O5IO0232 


B303030304   Advises    that   NRC    mill    not    serve    responsive   pleading    to 
Palmetto  Alliance   B3O411    motion    to    compel    discovery    from 
applicant*   NRC    is   not    party    to    discovery    dispute 

JOHNSON, 0.6,       Hearing    Branch   4        B3/O4/27        KELLEY. J  L    ,    FOSTER, B   F 
CALLIKANiD        Atomic    Safety    and    Licensing    Board    Panel         Ip 
18S9B  304        B4X   Flcht    SO-4 13,  83/04/29,  B303030304 


B3031 10462  Response    to   Carolina   Envlrcn    Study    Group    (CEEOt    Contention 
IB  &  DES  Contention    17    Interrogatory    10  of    Contention    17 
irrelevant  Affidavit*.  Cei-tl  f  I  cate    of    Counsel    tt   Certificate 
of   Svc    encl 

JQHNSON.G  E        Hearitij    Branch    4        B3/O3/10  Atomic   Safety    and 

Licensing    Board    Panel         29pp         1B4.O3   O17        24X   Flche   50-413,  B3/Q3/1O, 
8303110462 


B3O504O938  Motion    to   compel    Palmetto   Alliance    reipon.se    to    utll 
lrterro>gatorles    b   requests    to   produce    re    Palmetto    Alliance 
Contentions   6.  7.  B.  16   b   44    Responses    inadequate    to    date 
Certificate   of   Svc    encl    Related    correspondence 

MCfiARRY.  J  H        Out.   Pouier    Co,       MCQARRY,  d  M        Debevoise   (.  Llberman 
B3/O4/29  Atomic    Safety    and    Licensing    Board    Panel        &Spp, 

18381.198         H4X   Flche    SO-413, B3/O4/29,  830304033B 


8309130036  AtiviuoE    that    NRC    mill    make   NRC    technical    staff    numbers 
avallaole    for    deposftlon    on   83O51&-1B    tn    Dath»flda,HD  Ha 
written   notice    of   deposition    received 

JOHNSON, 0   E         Hearing     Branch    4          83/O3/I1  GUILD, R         Guild,     R 

GUILD, R         Palmetto    Alliance          Spp  1B436    333          24 X 

Flche    30-413.  B3/OS/11,  B30313003& 
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8309170473  Memorandum  It  or  dor   ruling    an    util    830429  motion    to    compel 
Palmetto   Alliance    Further   responles    to    util    interroga  tori  e* 
tc  requests    to    produce   re    Palmetto   Contentions   A.  7.  8,  16  &   44 
Listad   requests   grantod 

KELLEV.J  L        Atomic   Safety    and    Licencing    Board    Panel         B3/O5/I3 
Duke    Pouier   Cn         13p(i         18470    099        24X    Fiihe    50-413-33/03/13, 
830M70472 

B3051705Si    FoTuarils    8ES  Buppl    I     CNUREQ-Q9S4 )    W/o    encl 

JOHNSON.O  E        Hearing    Branch    4        B3/03/1A        KELLEY,  J  L   .    FOSTER, R   F  . 
CALL.IHAN.D       Atomic   Safety   and    Licensing    Board    Panel         lp 
EB4ifl    160         S4X   Flche    SO-413, B3/03/1A,  8303170S9A 

3303240485   FolloLJUp    Interrogatories    re    DEB  Contention!    11,17   i    19 
CertlflcatB  of    Bvc    »ncl    Related   corre  spondrnee 

MCGARRY.  J  M        Duke  Power    Co         MCQARHY, J  H        Debevais*   ti  Llberman 
B3/O9/1G  Palmetto  Alliance        Ifipp         18373  317        24* 

Flche    9O-413,  83/05/10,  B30S24O4S9 

8309230095   Forwards    adrfl    documentation    ft    util   welding    imp    talk    force 
rept  Docum»nts   may    fail    within    scope    of   Oeneral 
Intt-rrogatary    4    (first    let)    Document*    identified    In    response 
to  FOIA    request  U/o   encl 

JOHNSONS  E        Hearing   Branch    4        B3/03/19        GUILDrR         Palmetto 
Allianc*         GUILD,  R        Guild,     R          If          IB33"?    176         24X 
Flehe    3O-413,  83/03/19.  B3O3230O35 

8303310023   Forwards    B30317   &  20    ltr»    from  HB    Tucker    to    JO  Davit    I. 
HR  Denton, respectively,  per   request   W/o    ent  1 

CARRiA   V         Duke   Power   Co         63/05/24         OUILDi  R          Guild,    R  lp 

IB633   310        24 X   Flche    30-413,  83/05X24.  B3O331003S 

9303310035   Liits    post-d Isc over u    administrative   matters    requiring 
resolution  Remaining    document*    should    be    Identified    In 
response    to  ASLB  630513    order,  by   930531 

OIBSONpR    L        Ouie    Power   Co        S3/03/24        GUILD.  R        Palmetto   Alliance 
OUILD.R         Quild,    R         2pp          19&33   3il-        24X    Fiehs    30-413,  B3/OS/24. 
3303310035 

B30931Q193   Motion   to   establish    diicoverv    schedule    an   OA  Contenlion   0 
Certificate   of   Bvc    encl 

OUILD.R        Palmetto  Alllince         83/03X25  Atomic    Safety    and 

Licencing   Board   Panel,       Zlpp         19633  OI3        £4X  Flch«-  30-113, 83/09/ra5i 
B305310139 


H      Oineral    corr impendence 


B30304O031    IE    Info   Notice   83-21,     "Defective   Emergency   Ul«  RaiplntDr,* 
Svc    lift    encl 

JORDAN, E  L        Division    of   Emergency    Preparedneis   i   Engineering 
Rglponit    {Pott   S30103)         B3/04/1S  Coniolldated   EdUon   Co.     of  Nlu 

Yor*.     Inc         ISApp         1B43S    155        24X  Flche    30-000i  83/04/19. 83030-1003]  f 

83OS27O393  Foruardi    IE    Imp   Repti    50-413/03-06   t   50-414/B3-OA    on 
B304O9-08  No   noncompl lance   noted 

DANCE, H  C        Divlilon    of   Project   (•  Raildent   Proflrami        B3/O4/S1, 
TUCKER, H    B         Dukt   Pouier    Co         2pp          18612    175         BIX 
Flche    SO-413.83/04/S1.S303270393 

--H3Q3270404    IE    Imp    R«pt«    30-4I3/B3-Oi  &   80-414/83-06   on  B30403-OB,  Ho 
noneorap 11 anc e    noted   Major   area    ln*pected    fire    protection 
MILLER, W   H    ,     CONLON,  T   E         Region   2,     Office    of    Director         83/04/1? 
6pp         1S642    177         24X    Flche    30-413, 83/04/21, 8305270393 

B 3030 4 0023    IE    Info  Notice   83-22,     "BUR  Safety/Relief    Valve  Fallurn," 
Svc    lift    and 

JORDANiE  L        Dlvltion   of   Emergency   Preparednei*   &  Englnaerltip, 
Reipome    (Pott    830103)         B3/O4/22  Coniolldated    Ediion    CD       Of   New 

York,     Inc         112pp         18383.  OB1?        24X  Fiche    50-000, 83/04/aa,  B3030100M 

8303040023    IE    Info   Notice   B3-S3-     "Inoperable   Containment  Atnoiphtri 
8en*tna    Bys.  "   Svc    ll<t    incl 

JORDAM,  E  L        Divlilon    of  Emergency    Praparednen    &  Engineering 
Reipome    (P-oit    B301O3)        83/04/29  Conial  Idated   Ed  lion   Co.     of  Hew 

York-     Inc         119pp         18381    291         24 X  Flche,  50-OOO,  B3/04/23,  83030400^ 

8303040026  IE   Info  Notice  B.3-24,    "Laoie  Parti    in  Secondary  Sirfe  of 
Bteam  Oeneratori    at   PWRt,  "    Svc    Hit    encl, 

JORDAN, E  L        Divliion    of   Emergtncij   Preparedneii   k  Engineering 
Rmponi*    (Pot    830103)         B3/04/28  Con*olldat*d   Ed  lion   CD.     of  Nn 

York,     Inc         115pp.       1B382-047        24 X   Flche    50-000, 33/04/28,  B303(MI»a* 

8303040027  IE    Info   Notice    B3-S9,     "Standby    Oai   Treatment   Syi   Heatir  Hl|e 
Temp    Trip   Setpoint  Adjuitment    "    Svc    Hit   enel 

JORDAN, E  L        Division   of   Emergency   Preparadnet *   &  Engineering 
Ftoipc-nie    CPoit    B30103),       83/04/28  Coniolldated   Ediion  Co.     of  Niu 

York,     Inc         llBpp         18382    163        24X  Flche    50-000, 83/04/29, 0303040027, 

B30304002B   IE   Info  Notice  63-24,    "Failure   of  Safety/Relief  Valv* 
Dlicharge  Line    Vacuum  Breakeri. "   Svc    Hit    encl 
JORDAN, E  L        Divlilon   of  Emergency    Preparedneia   &  Engineering 
flaiponie    (Post   B301O3)        83/05/03  Coniolldatid   Ediion  Co,     of  N*u 

York,     Inc         122pp.       18441,170,       24X  Flch*    50-000, 83/03/03,  S303Q400W 


930SO404SS   Fomurdi    document*    Idantlfied    In   830414    Itr    per   930428 
telcon  W/o   encli  Related    correipondonc * 

QIBSON.R    L        Coniumen  Powar    Co        03/04/29.       OUILD,R        Palmetto 
Alliance        lp         1B322   143       34 X  Flch*    90-413,83/04/37,8305040453 


Q      Inspection  reports,    IE  Bulletins    tt   tarraipondenca 


8212060333    IE  Info  Notice    83-14,     "Dewattred   Spent    Ian   Exchange   Aesln 
Suic ept  1  b  1  llty    to   Exothermic    Chemical    Reaction    "    Svc    list 
encl 

TAYLOR, J   H       Divlilon  of    Bafeguarda  &    Inspection    Program*    (Post 
B30103)        B3/03/2J  Conio  1  itfflted    Edison    Co      of   New  York,     Inc. 

113pp          16308    319         24 X    Fiche     30-OOO.  S3/03./2I,  B212O6Q3B5 

B3092703B4    Forwards    IE   Insp  Repti   50-113/B3-O3  &   SO-4 14/B3-O3   an 
B30I26-O2E3  No    noncompllance    noted 

DANCE, H  C       Division  of   Project  fc  Raildent   Progi-am*        83/03/83 
TUCKER,  H    B,       Duke   Pouer    Co        Sff         (8643.03?        J24X 
Flche   90-413,,  83/03/23,  B309S7O324 

— 8305270334    IE    Imp   Repts    90-413/83-03   it  90-414/83-03   an  839136-0839  No 
noncompllanci  noted  Major   araai    impacted    IE  Bulletin  82-04 
f  allouup,  •  1  ectrical    component  b   iyi    noncenFormance,    Itemii 
pipe  welding    Jt  electrical    cables    S.    tirminfttlani 
vANDOQRN.P  K        {Region    2,    Office    of   Director         IOMATONIB,  A   J 
Dlviiion   of   Project   b   Resident  Programs.       B3/oa/S2        3pp 
18642    061          S49C    Flche    50-4  13,  83/03/29,  8308370324. 

9303270590   Foruerds    IE   Insp    Rioti   30-413/93-05  b   50-414/B3-03    en 
930ES4-O326  No  noncompl lane*   noted 

DANCE,  H  C       Division  of   Project  t<  Re*ld*nt  fro  grams        83/04/13, 
TUCKER,  H   B.      Duk*   Pouer   Co        2pp         19646    103        24 X 
Flch*   90-413,83/04/13,8305270390 

— 83032706OS  IE    Imp  Reft*    30-413/83-03   &    50-414/83-08   on  B 3 0226 -032 A  No 
noneomp  ll«nce  noted   Major   areai    inspected    revieiiii    of 
licensee  QA    surveillance  repti  (.    authariz*ri    nuclear 
Inspector   problem  repti 

VANDCK1RN.P.K   ,     IONATONIS.A   J.      Region    2,    Office    of    Director 
B3/04/12        9pp        tfl64A- 103.       B4X    Fiche,  50-413, 83/04/13,  0303370390. 


8303040030  IE    Info  Notlc*   63-27,     "Operational    Response    to  Events 
Concerning   Deliberate   Acti    Directed   Against   Plant 
Equipmint    "    Svc    Hit    encl 

JORDAN, E  L        Divlilon   of  Emergency    Preparedness   fc   Engineering 
Response    (Poit    B301O3).       83/03/04.  Coniolldatfd   Edlion   Co.     cf  HH 

York,     Inc         112pp.       18382:282        24X  Fiche    30-000,83/05/04,0303040030 

8303040031  IE   Info  Notice  83-28,    "Criteria   for  Protective  Action 
Recommendations:    for   Oeneral    Emergencies    "    Sve    list    encl. 
JORDAN, E  L,       Division   of   Emergency   Preparedness   &  Engineering 
Rviponie    (Post    B30103).       83/03/04  Consolidated   Edison  Co.    of  Ntu 
York,     Inc,       H9pp         18441    001         24X  Fleh*' 50-000, 83/03/04, 3303040031, 

S303040033    IE    Info   Notice   83-27,     "Fuel    Binding    Caused   b«   Fuel    Rack 
Deforinatlon    "   Svc    list    encl, 

JORDAN, E  L        Division    of   Emergency   Prttparedneis   l<  Engineerlna 
Response    (Poit   830103)        B3/05/06  Consolidated    Ediion  Co,     of  Kiw 

York,     Inc         113pp.       18323  24B        24X  Flche    30-000,83/05/06,8303040033, 

8303040034   IE   Info  Not  let  83-30,    "Mimppl  icatlan  of  Generic  Eatrgineii 
Operating    Procedures    <EOP>    Ouidaltnai    "    Svc    lilt    enct. 
JORDAN, E  L       Division  of  Emergency  Preparedness  fc  Engineering 
Response    (Post   830103)        63/05/11  Coniolldated   Edison  Co      of  New 

York.     Inc         t!4pp         18524   003        24X  Fich*    30-000, 83/03/11, 8303040014 

9305390211   Requef-ti   comment*   on   encl   draft  NRR  9 ALP   Input   for 
June   17BB  -  Apr   1993. Comment,   received   by   830323  will   be 
considered    In    final    rept. 

JABBOURiK  N        Licensing    Branch    4.       B3/09/1S        EISENHUT,  D,  0.       DfvElUn 
of   (.Iteming        MATT80N. R        Division   of    Syctemi    Integration    (po«t 
811009).      vOLLMER.R       Division   of  Engineering       6pp,      !Bi27:  117.     B41 
Flche    90-413,83/05/18,8303290211, 

B30304D040   IE   Info  Notice  83-31,    "Error   In  ADLPIPE  Computer  PTograi  " 
Bvc    list    encl 

JOAOANiE  L.      Division  of  Emergency  Preparedness  fc  EnglnteriTia 
Response   (Poit  830103).      83/09/17.          Coniolldated  Ediion  Co.    of  Hut 
Yoi-k,     Inc         lUpp         1SA97  009        B4X  Fiche:  30-000, 83/03/17,  B303040040. 

B303040046    IE    Info   Notice   B3-33,     "Nonrgpresentatlve  Sanpllng    af 
Contaminated  Oil   "   Bvc   list   ancl 

JORDAN, E  L        Division    of  Emergency   Preparednai*   &  Engineering 
F)e*ponse    (Pott    830103)        83/09/26  Consolidated   Ediion  Co.     of  Ntf 

York,     Inc.       114pp.       18647  007        24X  Fiehs    30-000,  S3/09/»6,  B30304«Mft 
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S      Heportable    occurrences.    LER*    fr    related    correspondence 

B3QSI1Q427    Part    21    8.   deficiency    repts    re   mlsoperation    at    03-416  reactor 
trip    undervoltage    deviess    Initially    reported    on    83042O 
Attachment*   will    be    replaced    u/devlces   ai/uil  dened    groove! 
to    accommodate    neu   retaining    ring*   MFg    drawings    revised 
FtAHEj  E    P          Uestinghouie    Electric    Corp         83/01/21          DE YOUNG, R   C 
Director's    Office,    Office    of    Inspection   and   Enforcement         9pp 
1940S    O93          24X   Flche    30-000,93/04/21,8305110427 


— B3O3120491    flpquuats     Info    re    Issue    solutions    acceptofl    b>|    NRC   uihlch    have 
&    have    not    been   addrened    in    SER/Bupp  1  amenta  1    SERs    Info 
needed    to    document     evaluation     tin    H3f.lt    Licensing    Reviaiu    Si-cup 
1 1    gener 1 c    i ssue 

STEFANd,  J   J         Licensing    Branch     1          S3/03/02          BUIZELLI.G    M 
Cleveland    Electric     Illuminating    Co          Ip  1 B443    177         24X 

Fithe    SQ-OOO, S3/Q9/02,  S3O912O46O 

F      Security,     medical,     emergency    &    fire    protection    plain 


8303170272  Final    Significant    Deficiency    Rapt   SO   413-414/82-23   re 
violation    of   conit    procedures    for   mixing    &   placing 
BUcaTup.    122   during    drill    holi   repair    Initially    reported    on 
321206    Te«t    program   concluded   SlkaTop    122   acceptable 
TUCKER, H    D          Duke    Power    Co         S3/O9/06         O'REILLY, J   P         Region    3, 
Of  1C*     of    Director         3pp          18463    339         24X    Ftche    30-413,93/03/06, 
830317O292 

B309S5O449   Significant   Deficiency   R»pt   3D   414/B3-O8   re    tad    ueld    found 
on    shaft/rotor    assembly    of   Llmitorque    operator    motor 
Initially    reported    on   930413  Shaft    ro  tor/assa-mb  1  y    to    be 
repaired    or   replaced    Final    rept    expected1    by    B30&03 
TUCKER, H    H          Duke   Pouier    Co         B3/O9/13         Q'REILLY,J   P         Region    2, 
Office    of    Director         2pp          18383    284         24X    Ficfia     30-414,83/09/13, 
B30923O449 

830327006?  Final    Sioniflennt    Deficiency    Rept   SD    413-414/82-27   re    crack* 
In    cell    containers    of   nickel    cadmium   batteries   mfg    bij 
Transamer tea   Delaval    Initially    reported    on   B2IE2O  Caused    by 
contact   uf/untnoun    solvent   uied    for    cleaning 
TUCKER,  H   Q        Duke   Power   Co        B3/03/17        d'RE!LLY,J  P        Region   2, 

Offict    of    Director,       3pp         IBtaa   279        24X  Fl-che    30-413,  B3/03/17, 

83QS27Q067 


DOCKET   90-416  QRAND  OULF  NUCLEAR   STATION,    UNIT    I 

A      Application/construction    stage    documents    (c   corrsipondence 

830B240234  Partial    reiponte    to  FOIA   rea.ue»t    for    three    categc-rlei    of 
tfocumenti    re   Reactor   Safety   Study    Methodology    Application  & 
Interim    Reliability    Evaluation  Program    r«pti    Foruardi 
App    A   document!    Search    for   addl    documents    in   progress 
FGLTON.J  M        Divilion    of   Rules    and   R*iord»        B3/O3/31        BHOLLV,  S  C 
Union   of    Concerned   Scientists        2pp         18993    179        24X 
Flehi'.  50-000,  03/03/31,  83082*0394. 

— 8103300276   Comments    on   draft    "Reactor   Safety    Study   Methodology 

Applications   Program  Retulti    for   Orand    Quit    1  BUR   Pouer 

Plant    "    Omltiiont   fc   clmplif Ication*    overstate  risk    of 
facility   operation. 

HOBOES, W        Reactor   Syitvmi   Branch        B 1/03/24  CURRY,  J        Office   of 

NueUar   R«oulatory   Research,    Director        3pp  IB393.232        24X 
Fl c h 1 ,  80-000,  B3/03/31 ,  B305B402S4 


S3030SOO73  Foruardi   Rev   i    to    pjiyalcal    security    plan   Rev  withheld 
(ref     10CFR3   790) 

MCQAUGHV.J    P         KJialstlppl     Pouier    !<    Light    Cu         B3/O2/21 
O'REILLY.  J   P        Region   3.    QPflco    of    Director        2pp         1S342  O32        24X 
Flche    30-416.83/02/21,8305030073 

B305050077  Farwardt   revised    pages    &   reipnnse    to   NRC    comment!    re 
physical    security    p-lan.  Revs   7   i,    3,  PBS  pecti  vely    Encls 
Withheld     (i-ef     10CFR2    7ffO) 

MCGAUOHV.J    P        Ml»sii9jppt    Pouar   (.    Light    Co        83/03/13 
O'REILLV.J   P        Region    2,     Office    of    Dlv&ctor         2pp         18343   148        a4X 
Flche    30-4I6-B3/03/13,a3OB09D077 

93O3270109  Notifies    that    IE    Insp    Rapt    30-416/83-03  uae    InaflvortBnt 1 y 
assigned   wrong    number   Correct    number    li    50-41&/93-O7 
R*llcue<f    IE    Insp  Rept    3O-41o/B3-O7    encl 

VERRELLI,D  M  Division  of  Project  &  Resident  Programs  93/03/28 
RICHARD. J  B.  Mlislstippl  Pouer  E<  Light  Co  IP  1B&42  305  S4X 
Fiche  30-416,  83/03/28,0309270409 

—8303270417   Forwards    IE    Insp    Rept    SO-416/B3-O7   on    83O124-27  No 
noncompllanci   noted 

VERBELLI.  D  M        Division    of   Project    t,  Resident    Prosrami        B3/03/H0 
RICHARDiJ   B        Mlislislppl    Pouer   &   Light   Co        2pji         18648  306.       H4X 
Flche    90-41A,  83/03/2818305370407 

— B30S270427   Corrected    IE    Insp   Wept    30-41&/83-07   on   B30124-27.  No 
noncompliance   noted    Major    areas    InsfiectecT    emergency 
preparedness    eierclie 

CLING, W  E.       Region  2,     Office    of   Director        JENKINS, O  R         Civilian 
of   Effieroencu    Preparadnstis    (<  Hatarials    Safrty         S3/03/E5        <?pp 
18642   30B         34X   Flch«    3O-41i, 83/O3/28.  030SS70409 

83942B0037  Application   for    amend    to   License    NPF-13  re    leaUd    vource 
contamination^  report  Jno,  fire    pro-tectfan   i.    trip    setpolnti 
MCOAUOHV.J  P         MlstlsilppI   PoiiFer    ti  Light    Co        S3/O-)/BS        DENTOM!  H  R 
Office    of   Nuclear  Reactor   Regulation,     Director         9pp         18291    132 
24X   Flche    3O-416, B3/04/23.  B3042BOO37 

—8304290049  Proposed   T«ch    Sp»ei    re    snaled    source   contamination, 
reporting.  fir»   protection   1    trip    aetpoin-t« 

»      MKiiBBippl    Pou«r    t.    Light    Co          B3/04/2D          14pp          1B231     141          HflK 
Flehe    30-416, B3/O4/23,  B304E80037 


E      NHC    B«f«ty    Evaluation  Report    (BER),     luppli    b    correspondence 

B3091204&O  Requests    Info   re    Issue    tolutioni   accepted    by   NRC  uhlch    have 

I  have    not    been   addreued    in   SER/tupplemental    SERi    Info 
ntedad    to   document    evaluation    on    each   Licensing    Revleu  Oroup 

II  g«i*ric    lisue 

BTEFANO,  J   O         Licensing    Branch    1          83/O3/02,        HDLTZSCHER,  D,  L. 
Illinois    Power   Co,       2pp         1B443    173        24X  FIchB    3O-000, B3/03/OS, 
3303120460. 

— B3OM20470  Requests    info   re    Issua    •olutloni    accepted    by   NRC   which    have 
&    h«V«    not    been   addrvned    in   SER/iupp  temental    BERi,  Info 
n**dad    to    document    evaluatlan    on    each    Licensing    Revieu  Oroup 
1 1    generic    issue, 

STEFANO.J  -J        Licensing    Branch    1         83/09/02        POWELLrP        Washington 
Public    Pouer  Supply    Syitem,       Ip         16443    174        24X 
Flcha    30-000, 83 /09/OBi  83031 B0460 

—  B3O3120477   Rstqueits    Info    r«    issue    «olutlont   accepted    By   NRC   uhlch    have 
&  nave   not   been   addressed   in  SER/iupplemental   SERs,  Info 
na«d«d    to    document    evaluation   on    each    Licensing    Review  Or flop 
II   generic    Jitue 

aTEFANOjJ  J        Licensing    Branch    1         03/O9/O2        REED, M.  J.       Oulf 
6t«t»»    Utilltlft    Co        Ip.       18443,179        24X  Fl  eh*  •  30-000,  83/03/02, 
S3091204&0 

— B3QSI2G4B8   R*qu*tts    info   re    lisue    solutions    accepted    by    NRC   Which    have 
fa  hmve    not    been   addressed    In   SER/eupplemental    SERs    Info 
needed    to    document    evaluation   on    each    Licensing    Reviiu  Oroup 
IT   g-enarle    ls*ui. 

STEFANO,  d   J        Licensing    Branch    1         B3/03/02        RICHARDSON,  J,  D, 
Mi**iiilppi    Power   t,  Light   Co        Ip         18443' 176.       24 X 
Fl  c  h  e  •  3O-OQO,  83/09/02,  83091 S0460 


8305110034  Generic   Ltr   93-21    to   all     licensees    of    operating    reactors, 
applicant*    for    OLs  h    holders    of  CPs    re    clarification   of 
access    to   control   procedures    for    lain   enforcement    visits. 
Svc    list    encl 

EIBENHWT.D  0         Division    of   Llcen»lr>9         B3/O3/J 1  Consol  Idited 

Ed  lion    Co      of    Meu  Vork,     Inc         16pp         1&340   099        24X 
Flch*'90-OOO,  83/09/11,8303110034 

8305240213  Forwards   monthly    status    rept    on    affslte    emergencv 
preparedness    for   OL  reviews    for    Apr    19B3 

DIRCKB.W  J        Office   of    the   Executive    Diractor    tar    Operations 
83/03/13        PALLADINO,  N  J        Commlss Jonera         9pp         1B993  332        24X 
FiChe-  BO-OOC-,  83/03/13,  B303240B13 

B303S7002B  Confirms  NRC    petition   re    use    of   manually-entered    codes    tt 
antl-paasback    features    for    control    of    access    to   vital    areas 

Deviee«    may    unduly   restrict  movement    during    safety-related 
emergencies  Response    requ-eited    oy    83O630 

SCHMENCER.A.       Licensing    Branch    2        B3/O3/23        MCOAUOHY,  J  P 
MUllulppl    Power  *<  Lloht    Co        Spp          1B662    103        S4X 
Flehe'SO-416,  03/09/23,  8309270028 

J.     Insurance  fc    Indemnity    Inf ortnatlon 

8309190013  Forwards  ANI    fiertiflcat*    N-7-7   i.  HAELU   Certificate    M-79    for 
secondary    financial    coverage 

DALE,L   F,       Mlitllsippl    Pouer    &   Light   Co.         83/O9/11         KERRrO  M 
Office    of   Btatt   Program,     Director         18?p         I89O1.I340        B4X 
Flche    »0-4I6,  83/03/11,  9303190013 

D      Adviiory   Committee    on   Reactor    Safeguards    reports    t,   correspondence 


B30313029O  Summary    of  26Bth    ACRS   meetingi    on   820818-14    In 
Washington, DC, 

•      ACRS    -  Advisory   Committee    on    Reactor    Safeguard*:.       83/03/03 
ACRS  -  Advisory    Committee    an   Reactor    Safeguard*         S2?np         18438:223 
24X   Flche   90-000, 83/03/09.  B303130290 
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DOCKETED  ITEMS 


P      Operating    lie  erne    itage    documents    t>    corras  p  ondeitc  B 

B3093306Q3  Provides    lu/np    sum   number    -representing    direct    cost    impact    of 
regulatory   proliferation    during    apjroi    period    From  NRC  CP    to 
loui-fl  ouer    OL>  in    response     to    B30208    request    re    bac  U  f  i  t  ting 
COltt 

LUTKEN.D   C         MlssissipUl    Pouer    &    Light    Co         B3/Q3/D4 

TOURTELLDTTE,  J         Regulatory    Reform    Task    Force          2pp          10341     3-10         24* 
Flche    30-116,  E3/03/OH.  3305230403 

6309240249  FOIA   request    fop    three    categoric*    of    documents   re    Reactor 
Safety   Study    Methodology    Application    program 
1NUREO/CR-I6.39.  vols    I-4>    &    Inter  im  Re  1  lab  1  1  i  ty    Evaluation 
Program    CNLJREQ/CR-S913,  S7B7    !<   2002) 

8HQLLY.S   C         Union    of    Concerned    Scientists          B3/O3/1I         FELTQN.O   M 
Division    ot   Rules   and  Records         la         1B393    176        E4X 
Flche    50-000,83/03/11,8305240349 

5303340200  Forwards    util    comraenta    on   Reactor    safety    Study  Methodology 
Applications    program  results    Rists    associated    u/HWR/6   plant 
design  misrepresented 

CEBARE.G        NRC   -  No  Dat-alted    Affiliation   Given         01/03/17        CURRY,  J 
NRC    -  No    Detailed   Affiliation  Divan         3jip         IB393    193        24  X 
Fiche    30-000,83/03/31,  0303240854 

—  9305240263  Discusses   concerns    re    Reactor    Safety   Study    Methodology 

Application!  Program  (RBSMAPl  evaluation  conducted  by  Sandia- 
Natl  Labs  Eicesslvely  conservative  calculations  usad  Related 
correspondence  end 

DALE.L  F       KisslBctppi    Power    I,  Light    Co         91/01/23        BERNERD.  R  M 
Office    of  Nuclear  Regulatory    Research.     Director         4?pp.        1B3?3  300 
2-4X   Fictie    30-OOQ,  03/03/31.  S3O524O234 

S30411O321    Foruiards    application    to    anifrnd    Llcenie    NPF-I3    Amend    revises 
surveillance    procedure   review    -    Package    2  &  ml  =ce  1  laneou* 
Tech    Specs   ra   responsibility    for   auditing    station 
ictivUiB* 

•KCCAUSW,  J  P        Mississippi    Power    &  Light    Co         B3/O4/O7        DEWTOH,  H  R 
Office    oF    Nuclear    Reactor    Regulation,     Director          3pp          17911     O31 
Z4X   Plena    30-416,  33/04/07,8304110321 

—  B30411O32S  Application    For    amend    to   License    NPF-13,  revising 

surv-il  1  lane  e    procedure    review    -  Package    3   6    miscellaneous 

Tech   Space   re   responi  16  1  1  I  ty    for    auditing    station 

activities 

MCQAUQHVhJ  P        Mlsiisaippi    Power   &  Light    CD        B3/O4/07         12pp 

17911   033         24X   Fiche    3O-4I  (,,  B3/O4/O7.  B3041  1O33I. 

—  8304110335  Proposed   Tech    Specs    re    prompt   notification    ui/ur  i  1  1  en 

fa!  loiiiup>  reac  tor    protection    sija    instrumentation   &  ACS 
surveillance    requirements,  reactor1   vessel    matl    lurvelllance 
pragram-uiithdraudl    schedule    &   area    timp   monitoring 

•«       Mlnlisippl    Power    6    Light    Co         S3/O4/O7         34pp  17911    O43        24X 

Fiche   SO-416,  63/O4/07,  B3O41  1O321 

8303230720  forward!    list   of    utlli    responding    to   request!    for    cost 
figurst   on    bactfittlng 

TOUR  TEL  LOT  TG,  J         Reoulatora    ReForm    Task    Force,        83/04/11 
PALLAOIfJO,  N   J         Commissioners          Epp  16312    27S         34  X 

Ftcfie    30-000,83/04/11.  8303330720 

B30419037H  Foruards   corrected   83O413    1  tr    providing    update    to    830128  & 
aaOtblO    Itrs   re   Category    1    nasonrij    walls    Ic    temp    monitoring    In 
HPC9    diesel    generator   room 

DALEi  L  F        Mississippi   Power   &   Light    Co         33/04/13        DENTON,  H  R 
Office    of   Nuclear  Re*ctor    Regulation!     Director        6pp          18036    Oi3 
£4X   FIchD.30-4161a3/04/13J  B30419O37B 


9304300037  Application   for   amend    to   License    NPF-13   r«    sealtil    source 
eontaminati  on,  reporting'  t  Ire   protection   &    trip    letpdlnts 
MC0AUGHV,  J.  P        Mississippi    Pouier    &  Llffht   Co        83/O4/33        DENTQN.  H,  R 
Office    ol   Nuclear  Reactor   Regulation,     Director         9pp         1B231     192 
Z4X   Flche    30-416.S3/04/25je304Sa0037 

—  6304360049  Proposed   Tech    Specs    va    sealed    source    contamination. 
reportingi  fire   protection    t*    trip    setpofnts: 

»      Mississippi    Pouier    t<   Li9^t    Co         B3/  04/53          14pp          1B2S1     lot         24 
Flche    30-4  It,  B3/04/23,  B3043BO037, 

S30904O2B?  Advises    that  affective   B3041B,  JJ  StaFano    designated 
Licensing    Review  Oroup    II    program   project   manager    Change 
till  11    help    eip»ilite    revieuis    on    disposition   of    remalnlnj 
generic    issuei 

NOVAK.  T.  M        AnUtant  Director    for    Licensing         B3/O4/Si 
HOLTZBCHER.D  L        llllnOll    Pouier   Co        3pp          19326-343        24  X 
FKlie    30-000,  B3/04/Sfi,  030  3040S39 

8303020455  Benefit  Ltr  B3-19    to   all    poiuor    reactor   4    testins    llcenseis 
re    neu  procedur»«   for   providing    public    notice    concerning 
li-tisance   oF  amends   to  OLs    Svc    list    end, 

E1SENHUT.&  B        [HvUlon  of    Licensing.       S3/OS/OS  Coniolidated 

Edison  Co      or  New  York,    Inc         30pp         1S441    120        24  X 
Fiche    30-000,93/05/02,6303020435 


a30S24049o  Forwards    "Safety   Relief   Valve   Discharge    Test,"    flnil    rtpt 
For   Kuooheng    Nuclear   Power   Station, including    Apps   A-T  Rapt 
withheld    (ret    10CFR2  790)    Info    submitted    per   DL   Condition 
H  C(4S) 

DALE,  L  F        Misslsklppl    Potuer    &  Light   Co        83/09/02        DENTON.  H  R 
Office    of   Nuclear    Reactor   Regulation,    Director        2pp        961B9-SBA 
24X   Flehe    50-OOO,  B3/03/02- B3O524O496 

B3OS19904a   Commends    representatives    of   BHR/i   utlli    participating    In 
Licensing    Review  Oroop    It    for    eFforts    In   resolving    Issues 
generic    to    BUR/6  OL   applicants 

ErSENHUT.  D  0        Division    of   Licensing        83/O9/03        ED ELM AN ,  M  R 
Cleveland   Electric    Illuminating    Co        2pp         18923    195        S4X 
Flche    30-000.  83/03/03,  B309I9004o 

— 8309190034   Commends    representatives    of   BUR/A   utll*    participating   in 
Licensing    Review  Group    II    for    efforts    in    reiolvlng    lisuii. 
generic    to  BUR/&  OL   applicant! 

E1SENHUT.  D   Q         Division    of    Licensing         B3/03/03         HALE,  D    P 
Illinois    Power    Co         2pp          18323   200         24X    Flche    90-000i  B3/03/03, 
830319004& 

— S3091«?QO£0  Commend!    representatives    of    BWR/6   util'*    participating   In 
Licensing    Review  Qroup    II    for    efforts    in    reiolvlng    liiuai 
generic    to   BWR/6   OL   applicant* 

EtBENHUT,  D   u         DlvUlon    of    Licensing         B3/03/03         FEROUSON,  H,  1 
Washington   Public    Power   Supply   Bystem        Sop,       10323  202        ?4K 
Flche   30-000,  83/09/O3, 8303 19004i 

— 3305190068  Commendi    reprefentatlves    of   BUR/&   utlli    participating    in 
Licensing   Revleu   Oroup    II    for    effort"    In   resolving    Issues 
generic    to   BWR/i   OL   applicants. 

EI8ENHUT.D  Q        Division    of   Licensing        83/03/03        MCOAIWHY.  0  P 
rlliilliippl    Power    b  Light   Co        2pp         18323  304        24X 
Fiche    30-000- B3/O9/03, B309190046 

— 9309190077   Commends    representative*    of   8HR/&   utlli   participating    In 
Licensing   Revieu   Oroup    II    for    efforts    in   resolving    liiuet 
generic    to   BWR/i   OL  applicant! 

EIBEKWUT,D  0  Division  of  Licensing,  B3/OS/03  CAHIUL,  J  tolt 
States  Utilities  Co  Epp  IB 323  206  24X  Flche  90-000,83/09/03, 
8303190O4a 

63030906-39  Generic    Ltr   83-20    to   all    operating    reactor    licensees  It 
holders   of   CPs   re    Integrated    scheduling    for    Implementation 
of    plant   mods   Svc    list    end. 

EJ3ENHUT,  0  0        Division    of   Licensing        83/05/09.  Consolidated 

Ed  lion   Co.     of  Neu  Yort,     Inc         16pp         18627    193        24 X 
Fiche    90-OOO,  B3/09/09,  8303090639, 

B305130IS4  Foruardi    response    to    nueition*    included    in  830203  Itr   r* 
Hydrogen   Control    Outner*    Oroup    program  Questions   B  li  9  must 
be    addreised   on    p lant-ipec 1  Fie    bail*    Tentative   arrangements 
made    for  meeting   ill/Containment    9«*   Branch    on   930402 
RICHARDSON. J  D        Hydrogen   Control    Owners"  Oroilp.    fiWR-i  Mark    III 
RICWARD90M,  J  D        Nls«i**ippi    Power   b  Light   Co        83/03/11 
HOUSTON- R   M        Division   of   System*    Integration    (post   B11009),       2»pp 
18437  231         24X  Flehe    SO-41A,  B3/03/1 1,  S303130126 

G3052501SO  Notification   oF   B30603  meeting    u/BHR-Hydrogen  Control    OWIKM 
Oroup    In   Bethe*da,MD   to   dl«cu*s    hydrogen    control    progran  k 
emergency    procedure    guidelines 

HOUSTON,  D        Licensing    Branch    2,       B3/O3/17        SCHWGNCER,  A       Llcenllng 
Branch    S,       4pp         13396.171,       34X  Flehe,  3O-41i- 83/03/17, 8305330190 

8305240143  Forwards    qualification    status  t<   compliance    tunnary    per 
IOCFR30  47  re    environ    qualification   of   electrical 
equipment    Important    to    safety,  Updated    equipment    list   t 
qualification   status    For   relevant    components    encl. 
DALE-L  F        Miiflssippl    Poutr   ti  Light   Co        83/03/20.       DENTON,  H  R 
Office    of   Nuclear   Reactor   Regulation!    Director.       61pp         JflS49;  176. 
B4X   Flehe    30-416.83/03/20,0303240143 

Q      Inspection   reports,     IE   Bulletins   b   correspondence 

9812060383    IE    Info   Notice   83-14,     "Deuatered   Spent    Ion  Exchange    Ruin 
Buicept Ibi Hty    to   Exothermic    Chemical   Reaction."    Svc    list 
enc  1. 

TAYLOR,  J  M        Division    oF   Safeguard*   &    inspection  Programs    <P°it 
330103)         83/03/21  Consolidated   Edlion   Co.     of   N«u>  Yorl,     Inc 

112pp.       1Q308  319.       24K   Flche    30-000,83/03/21,8213060389 

B30SS70409  Notifies    that    IE    Imp   Rept   90-416/83-03  u«*    lnadvert»ntl|| 
assigned   wrong    number. Correct    number    is    30-416/H3-07, 
Reisiued    IE   Insp    Rept   90-416/83-07   encl, 

VERRELLI,DVM  Division  of  Project  t,  Resident  Progrjiin*  83/03/28. 
RICHARD,  J  B,  Mlfllmslppl  Pourer  &  Light  Co.  lp  10642.30!  24  X 
Fiche  SO-416,  B3/03/BS,  S303270409. 
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-B303270417    Forwards    IE    Insp    Rept    30-416/93-07    on    0301S4-27   No 
noncomp lianct   noted 

VERRELLI.D   M         Division    of    Project    t,    Resident    Programs         B3/O3/2B 
RICHARD, J    B         Mississippi    PoulBr    t,    Light    Co         2pp          10642   306         34X 
Flche    50-416,83/03/20,8303270109 


B303040028    IE     Info    Notice    B3-26,      "Failure    of    Safety /He  1 1 ef    Valve 
Discharge    Line    Vacuum    Breakers     "    5vc     list    one! 

JORDAN, E    L         Division    of    Emergency    Preparedness    t-    Engineering 
Response     (Post    830103)          B3/O9/G3  Consolidated    Edison    Co      of    Neu 

York,     Inc  133pp  1B441     1 7O         24X    Ficho    5O-OOO,  33/03/03,  8303040020 


— 8303270187    Corrected    IE    Insp    Rept    9Q-416/B3-O7    on    830124-27   No 
noneomp  llance    noted   Major   araas    inspected    emergency 
preparedness    eierclse 

CLIME,  W   E        Region  2,    Office    of   Director        JENKINS,  0  R        Division 
OF    Emergency    Preparedness    &   Materials    Safety         S3/O3/23         7pp 
10648    30B         24X   Fiche    30-416,03/03/28,8303270409 

B309B7Q300    Forwards    IE    Imp    Rtpt    90-416/S3-11    on    030310-13   No 
noncomplianee    noted 

VEtRELLIiD  M        Diviiion    of  Project   &   Resident   Programs        03/03/30 
RICHARD.  J   S        Mississippi    Power    t   Light    Co        3pp         10641    173        24X 
Flche     3O-416, 83/03/30, B309270300 

— 8303270306    IE    Insp    Rept    90-416/B3-1 1     on    B30310-13   No    noncomp 1 ianc e 
noted    Major   area    Inspected    dnjiuoll    suppression    pool    bypass 
Leakage    testing 

HHOOK8.E   H   ,    JAPE,  F        Region   2,    Office    of   Director        53/03/23 
4pp  JBfall     173         24X   Fiche    3O-416.  B3/03/30, S303270300 

9305370463  Forward*    IE    Intp   fltpt    30-416/83-09   on  830314-10  No 
nonc.ompll.ance   noted 

VERRELLI.D   M        Division    of   Project   ti    Ratldent   Programs        03/04/09 
RICHARD,  J  B        Mississippi   Pouer    *.   Light    Co        Hpp         10644  074        24X 
Flcht    30-416,  B3/04/OS,  B305270463 

— B30927047O    IE    Insp    Rept   90-416/83-09    on    B30314-1S  No    noncomp 1  lance 
noted.  Major   areas    Inspected    reviou    of    startup    procedures   & 
acceptable    ta»t   packages 

flURNETTjP    T  ,    JAPE.F.       Region    3,    Office    of    Director        83/03/30 
3pp.       18644  076        24X  Flche    SO-416j 83/O4/O3r 0303270463 

B3Q3040OSI     IE    Info   Notice   03-21,     "Defective   Emergency    Ulo  Respirator    " 
Gvc    1 1st    encl 

JORDANiE  L        Division    of  Emergency   Preparedness   &  Engineering 
Response     tPoit   B30103)        83/04/13  Consolidated   Edison  Co      of   New 

York,      Inc  126pp          1B433'  133         24X   Flche    30-000. B3/04/I3,  S30304OQ21 

B303040O23    IE    Info   Notice   83-22,     "BUR   Safety/Relief   Valve   Failures," 
Svc    list   end 

JORDANiE  L       Division   of  Emergency   Preparedness   &  Engineering 
Response    {post   830103)        03/04/22  Consolidated    Edison   Co      of  Meui 

York,     Inc         HSpp         18383  009        24 X   Fiche    30-000,83/04/22,03030400133 

8303040023   IE   Info  Notice  83-33,    "Inoperable  Containment  Atmosphere 
Sensing    Bus    "   Sve    list    encl. 

JORDANiE   L         Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post  B301O3),      B3/04/29  Consolidated   Edison  Co     of  Neu 

York,     Inc         119pp         18381    291         24X   Ftche    30-000,  B3VQ4/23,  8303040023 

9309270989  Approves    issuance    of   SALP  Rapt    SQ-416/82-43    for   Jul    1931    - 
Aug    1982   Discussion    of    comment    submitted    in   util    B30302    Itr 
provided. 

O'REILLY,  J    P         Region   E,     Offlc*    Of    Director         B3/04/23         LUTK1N,  D    C 
Kllllsltppl     Pouer   t    Light    Co         3pp          1B&44    187         SIX 
Flche:  30-416.  03/04/33,  83032703B5, 

--8305270393  Comments    on   SALP   Board    Assessment    3Q-416/B2-43    for   Jul 
1901    -   Aug    19B2. Plans    to   upgrade    performance   will    be 
submitted    In   Mar    1783 

MCOAUOHY. J  P        Mississippi    Pouer   fc   Light   Co        03/03/02 
0 'RE  ILLY,  J  P        Region   S,    Office    of    Director.       Bpp,       1B644    170        24  X 
FithB    50-416, 83/04/23, B303B703B3 

— 8303370396  Forwards  BALP  Board  Asxescment  30-416/02-43  for  Jul  19B1  - 
Aug  19S2. 

LEWIS,  R   C        Division    of  Project    t.  Resident   Programs        03/02/O3 
BTAMPLEY.  N  L        Mississippi    Pouer   t>    Light   Co        Spp         18644.  19B        24X 
Fiche    30-416. 83/04/23, 8303270303 

— B303270&37  BALP  Board  Assessment  90-416/B2-43  for  Jul  1931  -  Aug  1902 
*  Region  2,  Office  of  Director  S3/O4/23  2Spp  1B644.20O  24X 
Fleln  30-416,83/04/20,8309270383 

S303040O26    IE    Info   Notice   B3-24,     "Loose   Parts    in   Secondary    Side    of 
Bteam  Generators   at  PWRs,  "  Bvc   lt»t   one! 

JORDAN. E   L        Division    of  Emergency    Preparedness   &  Engineering 
Roiponxi    (Pint   B30103)         B3/04/EB  Consolidated    Edison  Co.     of   Neu 

York>     Inc         113pp,       18362:047        24X   Fiche:  30-000, 03/04/2fl,8303040O26 

3303040027    IE    Info   Notlc*    03-25,     "Standby    Oai   Treatment   Siji   Heater   High 
Tamp    Trip    Setpolnt   Adjuitmant    "    8vc    list   encl. 
JORDAN.  E,  L        Division   of  Emergency   Preparedness   &   Engineering 
Response    (Post   B30103).       03/04/20  Consolidated   Edltan  Co,     of   Neu 

York,     Inc  HBpp          10382    169         24X   Flche.  SO-OOO,  B3/04/2B,  8303040027 


B303120S69    Dlscuisea    guidelines    developed    to    aid     in    revlaui    of    IE 
Bulletin    79-13   ro     long-term    aperabillttj    of    deep    draft    pumps 
Alternate    qualification   method    Incorporating    vibration 
monitoring    tr   std    plant    test    procedures    propoiad    end 
NOVAK,  T   M         Aisiitant    Dil-ector     for    Licensing          83/09/O3 
HQLTZBCHER.D   L         Licensing    Ftevleu   Group     II          HaLTZSCHER,  D    L 
IlllnolB    Pouier    Co          6pp  19440    336         24X    Flche    &D-OOO,  B3/O3/03. 

830-3  12O36? 

8303040030    IE     Info    Notice    B3-27.      "Operational     Responie    to    Evanti 
Concerning    Deliberate    Acts    Directed    Against    Plant 
Equipment    "    Svc    list    encl 

JOHI>AN,  E    L         Division    of    Eniffrgflncy    Preparedneas    te    Engineering 
fieiponse    (Post   B3O1O3)         B3/O9/01  Cunsol  Ida  ted   Edison    Co      of  NBU 

York,     Inc  llSpp  IB3B2    2B2         24X    Fichu    30-000,  B3/O3/04,  B303040030 

B303040031     IE     Info   Notice    S3-  28,      "Criteria     For    Protective    Action 
Recommendations    for    General    emergencies    "    Svc    lilt    encl 
JORDAN,  E   L        Division    of    Emergency    Preparedness    tt   Enalnecrlng 
Response    (Post  03O1O3)         B3/09/Ofl  Cunso  1  Ida  ted   Edison    Co      op  Neu 

York.     Inc  119pp  1B441    O01          24X    Ficha    9O-OOO,  B3/03/O4,  B303040031 

B303040O33    IE     Info    Notice    B3-29.      "Fuel     Binding    Caused    by    Fuel    Flack 
Deformation    "   Svc    list    encl 

JORDANiE  L        Division    of    Emergency,    Preparedness    t   Engineering 
Response    <Post   B3O103)         S3/OS/O6  Conso  1  Idlated   Edison    Co      of  Neui 

York,     Inc          llSpp          18S23    24B         24  X    Fiche    50-000,  03/03/06,  8303040033 

0303040034    IE    Info  Notice   83-30,     "Mlsapp  1  ic  at  I  an    of    Generic    Emergency 
Operating    Procedures    <EGP)    Q-uidellnes    "    Svc     list    encl 
JORDAN,  E   L        Division    of   Emergency   Preparedness   &    Engineering 
Response    (Post   B301O3)         83/03/11  Con*o  1  itfated    Ed  I  «.on   Ca      of  New 

York,     Inc  114pp  18334    OO3         24  X    Flche    30-000.03/03/11,3303040034 

0303370275  Forwards    IE   Enforcement   Conference    Rept    30-416/03-lB  on 
B3042O 
O'HEILLY.J  P        Region    B,     Office    of   Director        83/09/12        R1CHARDW  B 

MiliUiippi    Pouer  &   Light   Co        3\>p         18644    2??        24  X 
Fleha    30-416,  B3/03/I2i  0303270273 

—  B30S2702B3    IE   Enfovi  ement    ConferBnce    Hept     5O-416/B3-13    on    630-120   Major 
areas    discussed    enforcement    issues    resulting    Prom 
inadequate    control    of   mads   &   tnalnt    &    inadequate    corrective 
ac  tlons 

VERRELLI.D   M       Division    of   Project    S<   ttesldent   Programs        S3/09/12 
4pp          19644    301          24X    Flche    3O-416,  93/05/13,  830327OB73 

B303040040    IE    Info   Notice   S3-3i,     "Error    In  ADLPIPE  Computer   Progratf   " 
Svc    list   encl 

JORDANiE   L        Division    of    Emergency    Preparedness    &  Engineering 
Response    (Post  B3D1O3)         B3/O3/19  Consolidated    Edison   Co      of   NEU 

York,     Inc  114pp          1S697    009         S4X    Flche    30-000,  B3/09/  19,  8303040040 

B3032703SB   Ac  k    receipt    of   030401    &   O9IO    Itrs    Informing   NRC   of    iteps 
taken    to    correct   violations    noted    In    IE    Insp    Rept 
30-416/03-04 

VERRELLIiD   M         Division    oP    Project   !.    Resident    Programs          B3/09/l^ 
RICHARD,  J    D         Mliils-sippt     Pom?r    EC    Light    Co          Ip  1B643    023         24X 

Fictie    30-416,  B3/Q3/11?,  B30327O3BB 


B30SS70400  Responds    to   NRC  B30304    Itr    re   violations   noted    in    IE    Insp 
Rept   3O-  4J6/93-O4   Corrective    actions    personnel    Informed    of 
ilgnlf  Uance   of    correct    positioning    of   Jiand 
MCGAUQWY,  J  P        Mllsflsslppi    Pouier    &   Light    Co 
O'REILLY,  J  P        Region    2,    Office    of    Dire-c  tor 
Fiche    90-116,33/03/19,8303270383 


03/03/10 

2pj)        96207  303 


24* 


B30527041O  Responds    to    NRC  B3O3O4    Itr    re   violations   noted    in    IE    Insp 
Kept    90~41A/B3-04   Corrective   actions    DOT    label    covered    & 
correct    label    postetf,  add  1    training    seminar    on    posting    held 
on    B30120  &  handsuii  tches    moved    to    standby 
MCOAUOHY.J   P        Mississippi    Pouer    &   Light    Co        B3/O4/O1 
O'REILLY.J.P         Region    2,     Offlco     Df    Director         3pp          18643    OS6         24X 
Fiche    80-416,  83/05/19,  B3032703BB 

8305270419  Forward  a    IE    Insp    Rept    90-416/03-04   on  630117-0213  t<  notice 
of    violation 

vERRELLi.D.M       Divitlon   of  Project  &  Resident   pTojrams        B3/03/04 
STAMPLEV.N  L       Mississippi    Pouer  &  Light   Co        Spp         1B643-02?.       34  X 
Fiche    90-416,83/03/17>030327O383 


B30S270424  Notice    of    violation    from    Insp    on   B30117-0219 

*       Region    2,     Office    Df    Director          63/03/01          Ip          1Q&43-O31 
Flehe    90-416,83/03/19.  B30337O3B8 
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DOCKETED  ITEMS 


— 8303370433    IE    ln*p    Rept    SO-41A/83-04    on  B3O1I7-0215   NcneompUance 

noted   failure    to  make  Part    SO   posting  t,    to    follatu  procedure 
rt    handswl  tclie* 

WAQNEfl.A    Q   .     SCDTT.D   G   ,     CANTBELL,  F   S  Region    2,     Office    of 

Director         S3/03/OS         3pp          13643    O32  24 X    FJchB    50-416,63/05/19. 
B3052703S3 


—•0303110379  LER   B3-031/03L-0   on  830401,  control    room  emergency    f 
iubiy*tem   taken   out    of    ivc    to   allow  performance    of 
corrective   maint   Ti*k    completed    &   lubiyitem   anarglitd   on 
830404 

ROHftEfl.M  V  ,    8HINOLETON.E  D        Mini«iippi    Pouar   &  Light  Co 
83/04/29  Region    2,     Office    of    Director         2pp          18399    147 

FIcfi«    30-416,33/04/89,0303110273 


S4X 


3303040046   IE    Info  Notice  83-33,     "Nonr»pre*«nta tive    Sampling    of 
Contain Inated    Oil    "    Svc    list    one  1 

JORDAN. E  L.       Division  of  Emsrgtncy    prepar»dn«j»   &  Engineering 
Reiponie    <po»t   B301Q3)        B3/03/S6  Consolidated    Ediio-n  Co      of  New 

York,      Inc          114pp          IB647   OQ7         24 X   Fiche    30-OOOt  B3/03/26,  B303040O4A 

R      Periodic    op-era  ting    r  sports    tt  related    correspondence 


9303110413  RD  B3-OS7/0  on   830381,  during    performance    of   ttlinic 
monitoring    tyi    functional    teit,  operation   of    chart   recorder* 
b  ipcctrum  analijier    determined    unacceptable    Cauie    not 
tt«ted    Investigation   underway   N««t   rept    eipacted    by   030615 
DALE.L  F        Mlifinlppl    Power   lc  Light   Co        03/04/29,      O'REILLYi  J  P 
Region   St     Office    of    Director         Ip          18392   OO1          B4X 
FicPii    30-416,83/04/29,  8308110419 


B3053S0072  Monthly    operating    rept    for   Apr    1-9B3  W/B3O313    Itr 
RICHARDSON,  J   n    ,    HCOAUOHY,  J  p        Ml ssii s Jpp i    potue-r  t.   Light  Co, 
B3/OS/13        DEYOUNO,  R   C        Director's    Offtce,    Office    of    Inspection   and 
Enforcement        7pp         10383    IO3        24X  Ficho    30-416,83/03/13,8305850072 

5      Reportable   occurrences.    LER 5    ti  related    correspondence 

B3Q32705i5   Interim  deficiency    rapt    re    defective    contact    button    In 
Liberty   Control    telephone   relay s. Inl tial ly    reported   an 
930317    Investigation    of   applicability    to    Unit    2   underbuy 
Deficiency    not   importable    Far   Unit    1    Final    rept    by    83O41S 
flCUAOOMV,  J   P         flidiillppl    Power    &    Light    CO.        B3/O3/1S. 
O'ftEILLY.J   P         Region   S,     Office    Of    Director.        6pp.        IBA46.  121          24  X 
Plche    30-416,  B3/O3/IB,830327Q51S 

S30 3030353  BO   93-024/0  on  830319  t,    3Oj ieveral    smok*    deteitari    In 
control    room   Zone*    1-18  Ii  auxiliary    bldg    corridor*, elevation 
139    ft. respectively,  covered    to   prevent   actuation   during 
welding   Fire    matches    eitibll&hed 

MC-OAUCHY.J  F        Hilllssippl    Power    &  Light   C(7        B3/04/23 
O'REILLY, J   P.        Region    Si     Office    Of    Director          2pp.        18303-337         S4X 
Fiche'  30-416.  83/04/23,  8303030993 

8303030962  RO  B3-023/O.  an   0303 IS,  two    «molt»    detectors    in    standby    gas 
treatment   filter    train  room.  Zone    2-17   covered    during   utldlng 
activities    to   prevent   actuation.  Similar    <vent   occurred    on 
030313.  Detector    apiratillty    to    be    restored    6(f   S3O319. 
ttCQAVQHY.J  P        Hlsdnlppl   Pouir   &   Light   CD         B3/O4/B3 
O'REILLY, J  P        Region    S,    Office    of    Director.       Ip.       18306-  129,       £4X 
Fiche   90-416,  03/04/25,8303030362 

B30303QS3&  Forward!    UER    B3-061/03L-0 

RICHARD9,  J        Mlnl*ilppi   Power   k   Light   Co        83/O4/27.       P'REILLY,  J  P 
Region   2,     Office    of   Director          Ip          18338   O20         24X 
FI  che.  30-4U,  B3/04/27,  S30303023A 

— B3O3O30261   LER  B3-061/O3L-0-  on  830323, one    solenoid    operated  Freon    valve 
found   iii/bloum   gatket.  CauieJ    by    d'efaccive    i^LCO   Controls 
ic-lenold   operated   gasket  Valv*    reuiortred   y/ valve    repair    kit 
It   neu   gasket    Installed 

SOHRER,M  v.j     BHINOLETOM.E.  B        Miisllllppl    Pouer   &  Light    Co 
33/04/27  Region   3,    Office   of    Director         Ip         I833B:O81         Z4X 

FIch«-  S0-fll6,  83/04/27,  B3030 9023A 

3303030131    RO  83 -026/0  on  S3Q327,  "cui-ltv    access    c«rd    riadcr    to    fire 
door    IA3I8, Elevation    166   ft,  in    auxiliary    bid)    malfunctioned 
Caused  by    F£re    door  blocked    to    *llou  pevionnel    aceett.  Card 
reader  r«uorked    i.  returned    to    tve    630405 
rtCUAUOHV,  J  P        Hlislitippl   Pouer   &  Light    Co        83/O4/2B 
O'BEILLY-JP        Region    2,    Office    of   Director.       Ip         1B342.2O1.       24X 
Flehe   30-416,  33/04/28,  B303030131 


B303030167  Forward*    LER    B3-O60/03L-O 

MC8AUOHV,  J  P  rlliilnlppi  Power  h  Light  Co 
D'REILLY,  J  P  Real  on  a.  Office  of  Director 
Fie  he:  50-414,  B3/0 4 /SB,  6305050167, 


93/0  4 /SB. 

Ip         1B341.0B& 


— 030S03017B  LER  B3-O60/03L-0  on  830329,  durlno   eold   «hutdown,  load 
iheddlng  «.  Div    I    LS8    i«qu«nclnfi    panel    f«llur*    alarm 
actuated  Cairted   by   failure    of    J 3- volt   dc    power    tuppjij    utai 
to    power   mild    itate    electronic*    for    tyi    Ingle, 
B/HD,R-       Mi»»Ii«Ippi   Pounr   (g  Light   Co.       83/04/2S,  Region   S, 

Office    of  Director        2pp.       19341.087,       34X  Flch»: 50-416, 33/O4/2S, 
B30303O147 

8305030257  KO  B3-oa3/0  on   030333,  Pire    rat«tf    panatrattoni    op»n.ed    to 
implement    dulgn   change    paClragei    Hourly    fire    uatche* 
eitabllfhid  uitjiln    1   h    &  will    be    maintaHiid    for   duration   of 
planntd  mtint   at  tlvitUi,  Wurk    to    be    computed    by   B3OA1O 
rtCOAUOHYrJ  P.       Mlitiiitppl   Fouier    *.  Light    Co        B3/O4/SB 
O'REILLV,  J.  P        Region   2,    Offlca    of   Director        2pp.       1B33BI094,       24X 
FIcha    30-116,  B3/04/2S,  B303030aa?. 


830M10291   Special    R«pt   83-028/0   on  B30329,  fir*    penetration!    opanid   to 
Implement   dvftgn   chcnge   package   Fire    uatchi*    ••tabllihed, 
Hark    taiki    etpected    to    be    completed    by   830701 

MCflAUOHV.J        Mlnlnlppl    Power   fc  Light   Co        83/03/04        O'fiElLLYi  J.  P 
Region  2,    Office   of  Director        3pp         10393   142        24X 
Fiche    30-416,83/03/04.8309110291 


8309130194   Forward*   updated   LER   0E-173/99X-1 
MCBAUOW,  J  P       Hliiliiippi   Pou«r  h  Light  Co 
O'REILLY, J  p        Region   2,    Office    of   Director. 
Fiche   90-416,03/03/06,8309130194 


B3/OS/06 

Ip         10440:071, 


— S303130200  Updated   LER  B2-173/99X-1 • on   881213,  fire    barrltrt    in   contra) 
roan  panel    dlicovered    open   Cauied    by    breaking    fire   barrlin 

to    accomodatB   deilgn  change    In   panel    Barrien    reitored   on 
B3O412 

BYRD,fi.      HltiKilppl  Power   d  Light   Co        03/03/06  Rtgion    2, 

Office    of  Director  Ip         18440,073        B4X  Fiche    30-416,  63/0  5 /OS, 
0305130194 


0303170424   ForuMrdi   LER  83-048/01T-0 

HCOAUOKV,  J  P        Miiiinippi    Pauer   t,  Light   Co        83/03/09. 
C'REILLY-J  P        Region   2,    Office   of   Director        Ip.       10469.899 
piche    50-416,33/03/09,8303170424 


— 0309170426  LER  B3-048/01T-0   on  830423,  »upprei*ion    pool    ltv«l 
initrumentatlon   diicovar*d   not    functionally    teited    ilnce 
83O409  Cause  under   inve»tlgation   Initrumtntatlon   tilted 
iatlff*ctorlly  within  S  h 

ROHRER,  M  V  ,    SHINOLETON,  E  fi        Mi«tit*ippi   Power    i  Light  Co. 
Q3/09/09  Region  2i    Offlca   of  Director.       Ip.       1S469  276 

Fl Che.  30-416,  83/03/09,8303170484 


8305170487  Foruardi    updated   LER   B3-031/99JC-1. 
MCOAUOHV,  J.  P        Mliilfiippl    Pouiar   *  Light  Co, 
Q'REILLYiJ  P        Region  2,    Office   of   Director. 
FIchB-  30-416,  83/03/07,8303170427 


83/03/09. 

2pp.       1B46?;392. 


S4X 


=4X 


24K 


—0303170431  Updated  LER  B3-031/99X-1.  on  830I13,fire  r«ttd  Door  OC104 
blocUd    open    to   route    temporary    diicharge.    hoia    from  hot 
machine    (hop    lump    to    turbine    bldg    floor   drain    *y*    Cauied  by 
inadequacy    of    pruent    iyt   Hod    to   be    completed    by   Sept   1983. 
BYHDjR       rlli*iiilppt  Pouer  ti  Light  Co       83/09/O9  Reel  on  2, 

Office  of  Director        Ip.       18469  294.       Z4X  Fiche.  90-416, 83/09/O9, 
8303170487 


S309170430  Foruardi   updated   LER   03-004/OtT-O, 
MCOAUOHV.J  P        Mliiiiilppl    Power   t  Light  Co. 
O'REILLY,  J  P        Region  2,    Office   of   Director. 
Fiche   30-416,  83/03/09)  8303170430. 


83/09/09. 

2pp         13447:291. 


24  X 


— 8303170433-  Updated   LER   S3-004/01T-1  •  on  8301 10,  penetration  AP-72B   foune 
open    d  had    be*n   op»n    fine*   821213  Cau««d    by    planned  Milnt 
work    it  pereonnel    error   Hourly    fire   u«tch    eitabllihad, 
Penetration   to   b*   mealed    by   830A3O. 

BYRD,R.      Hliilitlppl  Pau*r  lc  Light  Co.      83/03/09  Region   2, 

Office   of  Director,      2pp         10467-293        24X  Fiche!  30-416,  B3/O9/09> 
S303 1 70430. 

B3052008BO  Foruardi   LER  B3-049/03L-O. 

MCOAUOHY,  J.  P        Hiitliflppl    Power   h  Light   Co,       B3/09/O9. 
0'REILLY,J.P        Region  2,    Office   of   Director.       Ip.       18316' 243,       24X 
Fleha: 3O-416, B3/O3/09,  8309200300 

— B30320O206  LER   83-049/03L-0   onr 830409, during    cold    ihutdown,  dlale 1 

genarator    12  *uto    ttart   not   available   uhen  alarm  actuated. 

Cauiad   by   condeniate   drain   valve   dounitream  of    tank   C   not 

fully    clotad.  Compreiiort   reworked. 

BYRD,R        Hinlitippi    Power   &  Light   Co.       33/03/0?  R*glan   2. 

Office   of  Director        3pp         18516,364        24X  Flcht.  80-416,  B3/OS/09, 

03033002BO 


B30M10S79  Foruardi    LEfl  83-031/03L-0 

DALE.L  F  Niflllfilppl  Power  &  Light  Co.  93/04/29. 
R»glon  £,  Office  of  Director.  Ip  18393:  14B  24 X 
Flche;30-416iB3/04/29,B3091 10273. 


0'R£-:L(-Y,J,  P. 
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B3032006O4    RD    83-029/0    on    B3O422,  SO-meter    ulnd    direction    reading    did 
not   agree    u/1 O-raeter    reading    Caused    by    incorractly    luirod    neu 
sansors     located     In    Design    Changs    Package    B2-3O2    Hiring 
dlaDram    corrected 

MCQAUOMY.J    P          Mississippi    Pooler    tc    Light    Co         B3/03/09 
O'REILLV.J    P          Region    S.     Office    of    Director          lp          18314    O89         24X 
Fiche    30-416,  a3/03/0<?,  8303200604 


B3032S0377   Updated    LEJ1    33-OO1 /Ol X-l     on    S3O1O7,  tuio    mail     pane  t  r-a  t  i  ons 
(auiillarij    flldg    to    turbine    bldg)    not    previously    opened 
Caused    bg    personnel     error    Hourly     (  1  r  B    mate  It     eataO  1 1  u  had    t 
peraonnel    r D instruc ted    re    Tech    Specs    H/B3O3IB    Itr 

OVRD.  R    :     MCGAUGHY.J    P          Mississippi     Power    ft    Light    Co          B3/Q3/1B 
O'HEIL!_Y:J   P          Region    2,     Office    of    Director          4pp  133BB    207         24X 

Flche    3O-41S..  B3/03/IG,  B3O3230379 


8305200533    Forward*    LER    B3-O32/03L-O 

MCOAUffHY.J  P  Mississippi  Poiuer  &  Light  Co 
O'REILLV.J  P  Region  2.  Office  af  Dlrnctor 
Fiche  30~416i  83/03/11.  B30320O323 


B3/O3/11 

lp          1O31&   O43 


LER    83-03S/03L-0    on   eaomiujhile    reviewing    vessel    head 
installation   work    package:  discovered    head    f  lang  a/vessel 
flange    thermocouples    not    physically    reinstalled    during 
Insulation    installation   Cause    under    evaluation 

HOHHER.M    V         Mississippi    Pouter    ft    Light    Co         B3/05/11  Region 

Office    af    Director          lp          1B3I6    O44         24X    Flche    30-416,  83/OS/l  1. 
8303200523 


830520048*   Forwards   LER   B3-046/03L-O 

MCOAUGHY.J  P  Mississippi  Pouer  &  Light  Co 
O'REILLY.  J  P  Region  2,  Office  of  Director 
Fieh*  30-41A.  B3/03/1H.  B303B00484 


83/03/12 

lp          1S313   OOB 


— B309800493   LEFt   B3-046/03L-0  on   B3O412. month ly    functional    surveillance 
for    Dlv    r    chlorine    detection    sys    not    performed    by    B3O410 
Caused    by    personnel    error 

RdHHER.M   V        Mississippi    Power   &   Light   Co        B3/03/I2  Region   Hi 

Office    of    Director         2pp          1B313   009         24X    Flche    30-416,93/03/62, 
830 9 2004 SI 

0303290369   FtO)   Q3-03H/O   on   B3041S,  smo  ke    detectors    In   control    room 
covered    to    prevent    alarm   condition    while    uelding    performed 
Dstectori    uncovered    on   B309QI    &    sys    returned    to    normal 
operation 

MCOAUOHV,  J  P        Mississippi    Poiuor    t,    Light   Co        83/03/17 
C'HEILLYrJ    P          Region    S.     Office    of    Director          lp          18383   330         24X 
FicflB     30-416,63/03/17,8303230363 

83O52904OS   Final    Rd  83-002/1    an   830201, smofca    detectors    on   Elevation 
119    ft    of    auxiliary    bldg    covered    to    perform   planned    maint 
Hourly    fire   uatch    established   Detectors    restored    to    svc    on 
030509, 

MCOrtUGHY.  J    P.       Mil«l»sippi    Poyer   «.    Light   Co        83/03/17 
O'REILLY,  J    P         Region    H,     Office    of    Dlractar          lp          1B303   333         34 X 
Fith»,  30-416.83/09/17i  B3032304O3 

G303B30434    RD  B3-O31/0   on  B304I3. fire    doors    blocked    opsn    for   21    daws, 
•xciadina    7-day    time    limit    Doors    closed    &    restored    to 
npvrBt  ion 

MC9AUOH/, J    P         Misslsiippi    Power    &    Light    Co         83/03/17 
O'REILLY,  J   f>        Region    2,    Office    of    Director        2pp         1B3B3   291        24X 
Fie  he;  50-416,  B3/09/ 17.  S309SS0434 

8309930313  HO   83-O33/O   on   83041 1,  f ir e-rated    penetrations    opened    to 
Implement    design    change    packages   Hourly    fire    matches 
•  itabl  ishedj    uithtn    1    h    !•  will    be   maintained    for    duration    of 
planned    malnt    activities 

KC9AUOHY.J    P         Mississippi    Pouor   t    Light   Co 
,  J    P,       Region   2,    Office    of    Director 
&O-416,  63/03/17,  B303230313 


B3/03/17 

2pp          1GS83   332 


8303310146   Updated   fiO   B3-OO6/1    on   B3021O, fire  penetrations   AE-3BBC   & 

AE-384C    opened    to   permit    planned    malnt    uiort  Initially 
i-iported    on    B3Q31B  Maint   uork    order    not    completed 
Restoration    data    estimated    far   B30614 

HCOAUOHYi  J    P        Mississippi    Pouer   &    Light   Co  83/03/17 

O'REILLY.  J    P,        Region    S.     Office    of    Director  lp          18631    2O8.        24  X 
FlehB    fiO-416,  B3/O3/I7,  0303310146 

8309310207  Updated    LER   B2-027/99X-3    on   820727, seal    AV-SD   discovered    not 
Installed    In    spare   HVAC    penetration    to    containment    exhaust 
filter    train  room  due    to    current    drawings    not    requiring 
penetration*    to    be    sealed   U/B30S17    Itr 

RQMHER.M   V.  ,     SHINOLETON,  E   D    .     MCOAUQHY,  J   P         Mississippi    Power   h 
Light    Co         83/09/17        O'REILLY.J  P        Region   2..     Office    of   Director 
Spp  19631' OOB         24X    Flche    3O-416, B3/O3/1 7, B303310207 


8303370173    FIO    on    0304 1 B,  smuke     detectors    N6D4   A,  D    1<    C   a  t    elevation    139 
ft    in    auiiliary    6  Id  9    covered    to    prevent    continuous   alarm 
condition    from    ueldlng     performed     for    planned    maint   activity 
Detectors    uncovered    t    returned    to    svc    on    030309 
MCGAUQHY.J   P         Mississippi    Poiuei     *   Light    Co         83/OS/1B 
D'REILLYpJ   P         Hcglon    3,     Office    of    Director          lp          1B644     146         34X 
Ficho    30-416, B3/O3/1B,  Q303270473 

B303310O65   Updated    LER    82-OBO/OlX-a    on    B31004,  cap    9C  reii>,  securing    rear 
crankcasa    cover    to    engine    blnck.  found    cracked    &    breaking 
during     torque    check     Caused    b  i|     fatigue    during     engine 
operation   W/B305IB    Itr 

FIOHREFJ,  M  V  ,  BHINGLETON.  E  H  ,  MCGAUGHV.  J  P  Mississippi  Poujur  t, 
Light  Co  83/04/18  O'REILLV.J  P  Region  3.  Office  of  Director 
Spp  1S633  2O6  34X  Ficho  SO-4  1 1>,  83/03/18*  Q30S3100A3 

8303310204   Updated   LEU    S3-13B/99X-1    on    021 1 13.  several    dlfct    covers 
could    not    bo    Installed    uihllo    performing    approved    mfllnt    work 
on    control    room   floor    grid    seals    &   duct    covers   Caused    kg 
cables    oitendlng    through    ducte    H/03O3CB    Itr 

DYRD,R    .     MCGAUGHY.J   P          rUsfliaafppl    Pnuicr    &    Light    Co          B3/O3/18 
O'REILLY, JP         Region    2,     Office    of    Director         Spp          18631    OO6         24X 
Ficho     50-416,03/05/10,  B30331O2O4 

830S310O69  Updated    RO  B3-013/1    on  83031 1 ,  d ur ing    special    insp    ft? 
flre-ra.ted    a  ssemb  1  lei,  thr  90    open    penetrations    Identified 
Correct    matl    noriconf  Drmanc  a    rp'pt    numbers     should!    be    001.63-03. 
00163-83   t.   OO163-S3    Restoration    net    for    H30530 
MCOAUffHV,  J   P         Mississippi    Pouar    tc   Light    CD          93/O5/1V. 
O'REILLY, J   P         Reoton    2.     Office    of    Director          Hpp          19693    304         24X 
Flche    30-416.  Q3/O3/11?,  83O331OO69 

0309310196   FID    83-034/O    on   B30413,  Fire    Donr     Irt313    alarmed    &   would    not 
reset   Cause    unknown    Door    functionally    tested    &    returned 
to    svc 

MCOAUQHY.J   F1          Mi»»ls«lppi    Pou/sr    k   Light    Co         B3/O5/30 
O'REILLY.J   P          Region    3,     OfFice    of    DlmctOT         2pp          1B69B    I&O         24X 
Ficho    50-416,  B3/03/20,  a3OS310176 


DOCKET   SO-417    GRAND   OULF    NUCLEAFl    STATTDfJ,     UNIT   2 

A     Application/construction    stage    documents   &    correspondence 

8308240234   Partial    response    to   FOIA    request    for    throe   <ategorles    of 
documents    re-    Reactor    Safety    Study    Methodology    Application    b 
Interim   Reliability    Evaluation   Program   reptB    Forwards 
App    A   document's    Search    far    addl    documents    in    progress 
FELTON, J   M         Division    of    Rules    and    Records         83/03/31          SHOLLY, 8   C 
Union    of    ConcernBd    Scientists         2pp          18593    179         24X 
FiChc    50-000,63/03/3:1^305240234 

— B3O324O263   Discusses    concerns,   ro   Reactor    Safety    Study    Methodology 
Applications   Program    CRSSttAP)    evaluation    conducted    by    Sandla 
Natl    Labs    Eie  essivelij    cons  ervat  ivo    calculations    used    Related 
correspondence    end 

DALE,  L   T         Mississippi    Pouer    &    Light    Co         O1/O1/23         BERHERO,  F!    M 
Office    of   Nuclear   Regulatory    Research,     Director        49pp         1BS?3  200 
B4K    Fiche     30-000,  93/O3/31 ,  B3O321O231 

830323O7HO  Forwards    list    oF    utila    responding    to    rBq.uests    for    cost 
figures    on   bacltfittlng 

TOURTELLOTTE.  J        Regulatory  fleform   Task    force        B3/01/11 
PALLADINB.N    J         Commi ssioner 5          Spp          1B342   S72         24X 
Flche    30-000,  03/04/11,  B309S3072O 

B30419037B  Foruards    corrected   83O413    Itr    providing    updat»    to    830130  b 
820610    Itra   re    Category    I    masonry    walla    d   tenp   mor i tor  ing    In 
MPCS   dlesel    generator    room 

DALE, L   F        Mississippi    Pouer    &  Light    Co         03/04/13        DENTON, H   R 
Office    of   Nutlear  Reactor    ReguIatlDn,     Director         6pp         1B036  O63 
S4X    Fiche    30-416, B3/O4/13.  B30419037B 


9303230487   Updated   LER   B3-04B/01X-1    on    Q30425. turvel 1  lane*   coordinator 
found    that    suppression   pool    level    instrumentation   not 
functionally    tested    before    exceeding    Tech    Spec    late   date 
Caused    by    personnel    error   W/B3031B    Itr 

ROHRERj  M,  V-  .  MCOAUONV,  J  P  Mississippi  Power  &  Light  Co.  83/09/18 
O'REILLY- J,P  Region  B,  Office  of  Director  Spp  183BB.  2BB,  H4X 
Fiehe:  90-416,  S3/03/O,  B303S304B7 


8303040289   Advises    that    effective    B3O41S.JJ   Stefano    deal^nate 
Licensing   Revleu  Group    11    program   project    manager    Change 
uilll    help    expedite   review*    on    disposition    of    remaining 
generic    ISSU-BS 

NOVAK, T  M        Assistant    Director    for    Licensing         03/O4/26 
HOLTISCHER.D    L         Itlinals    Pouer    Co         2pp         18326   343        24 X 
Flche    9O-000,  B3/04/26,  B303O4O809 
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DOCKETED  ITEMS 


BSOSl-JOOIA  Commends  representatives   of   BWH/6   utils    participating    In 
Licensing  Review  Group   II   for   efforts    in   re-salving    Issues 
generic    to    BUR/i   CL   applicants 

EIEENHUT.D   0       Division   of  Licensing         B3/03/03        EDELrtAN,  M  R 
Cleveland   El  EC  trie    Illuminating    Co         HpP          IB323    398         24X 
Fiche   50-000,  B3/03/03,B3031'?0046 


— 830SISOfl91   Requests    info   re    Issue   solutions   accepted   by   NRC  which   hiv* 
&   have   not   been   addressed    in   SEfi/aUpplBmental   SERs    Info 
needed    to    document   evaluation   on   each   Licensing   Revlaui  Oraup 
II    generic    Issue 

STEFANP,J  J       Licensing    Branch    1        83/09/03        BUZZELLI,  E  ft 
Cleveland   Electric    Illuminating   Co        Ip         1B443   177.       H4X 
Flthe    SO-OOO, 03/03/02,  B30312046Q 


— a3031«?OO54  Commands   repreaentatlvBa    of    BWR/6   ottli    participating    in 
Licensing   Review  Qroup    II    for   effort*   in    resolvlna    Issues 
generic    to    BHR/6   DL  applicants 

EISENHUT,  D   Q         Division    Of    Licensing         B3/03/Q3         HrtLE, D  P 
Illinois    Payer    Co         2pp         1B323   2OO         24X    Flche:  SO'-OOO.  B3/03/O3, 
a30SI9004.fi 

— 830S19OO6Q  Commends   reprgsentativeE    of    BWR/6   utlls   participating    in 
Licensing   Revieu  Group    n    for   efforts    in   revolving    1 1 sires 
generic   to   nUfi/6  OL  applicants 

eiSENHUT.  D   G         Division    at    Licensing         B3/O3./O3         FERGUSON,  M    R 
Washington   Public    Pouer   Supply    System        2pP          IBS23   SOS        34X 
Flche    50-OOO.  83/03/03.  83031<9QO46 

— B30519006B  Commends   representatives   of   DHR/A   utlls   participating    in 
Licensing    Ravi  cui  Qrnup    II    for   efforts    In   resolving    Issues 
generic   tn   EUR/6  OL  applicants 

EIBENHUI.  D  0        Division   of   Licensing,      93/05/03        MC8AUSHY.  J  P 
Mississippi    Power   t  Light    Co         Hop          18533   204         24IT 
Ficha    50-OOO,  83/03/03,  BSOBl'JQOflo 

— 830519OO77   Commends   representatives    of    BHR/A   utlli   partlc Ipafcino    In 
Licensing   ReviE-u  Group    n    for   efforts    in   resolving    lueues 
generic    to   BUR/6  OL    applicants 

EISENHUT,  D  G  Division  of  Licensing.  B3/03/O3  CAHILL,  J  Oulf 
States  Utilities  Co  Hpp  1B323  SOt,  24X  Fiche  30-OOO. B3/O3/O3, 
3303190046 

B30SO90A39  Generic    Ltr  S3-2O  to   alt    operating   reactor    llcenseea   & 
holders    of   CPj   re    Integrated    scheduling    far    implementation 
of    plant   mods  Svc    list   end 

EISENHuT,  D  £        Division   of  Licensing         83/Q3/G9  Consol  idatetf 

Edison   Co      of  Neu   York,     Inc          16pp         10627    193         24K 
Fiche:  30-000, 83/03/09.  8305090639 


F     Security,    medical,    emergency   &   fire   protection   plans 


B3O3QS0075   Forwards   Rev  b   to   physical    security    plan   Rev  withheld 
<ref    10CFR2    790) 

MCOAUOHV,  J  P       Mississippi  Pouer  i  Light  Co       63/03/21 
a'REILLY,  J  P        Region   2,    Office   of   Director        2pp         18348  032 
Fichn    SO-416,  83/08/21,8303080073 


8309090077  Forward*   rsvlied   pages   li  responie   to   NRC   coinmtnti   re 
phgjltil    security   plan,ftevi   7  1   3, respectively   Encls 
withheld    (ref   10CFH2   790) 

MCCAUOHV,  J  P        Mississippi   Pouar   (,  Light   Co        83/03/13 
O'REILLY,  J  P         Region    2,     Office    of    Director         2pp       -18342    lag,        241 
Fiche    30-416,  B3/O3/I5,  B303O3O077 

B30S110O34   Qerteric   Ltr   83-21    to   all    licensees   of   operating   reactori, 
applicants    for   QLs   &   holders   of   CPi   re   clarification   of 
access   to   control    procedure*    for   law  Enforcement   visit* 
Svc    list   end 

EISEMHUT,  D  G        Division   of   Licensing        S3/O3/11  Consolidated 

Edison  Co      of   Neu   York,     Itie        16pp         IB340  093        24X 
Fiche   30-000, B3/03/1I.  B3031 10034 

B303270O2B   Confirm!   NRC   position   re   uae   of   manually-entered   cod'i   t 
*ntl— passbac k    features    for   control    of   access    to   vital   areas 
Devlcei  may   unduly   restrict   movement   during    safety-related 
emergencies  Response   requested    by   830630 

SCHWEWCER.A        Licensing   Branch   2        93/03/23        MCOAUOHV.  J  P 
Milsltslppl   Power   &  Light   Co        Spp         18662   1O5        24 X 
Fiche    30-416,  B3/03/H3.  B30327002S 


J      Insurance   tt    indemnity    information 


B30513012&   Foru-ards   response   to   questions    included    In   030203   Itr   re 
Hydrogen   Control    Ouneri   Oroup   program  Question*   8  A.  9  mint 
be   addressed    on   plant-specific   bail*- Tentative   arrangements 
mad?    for   meeting   Li/Containment  Sy  s   Branch   on  830602 
RICHARDSON- J    D        Hgdrogen   Control    Owners   Group,     BUR -6   Mark    III 
RICHARDBON-J  D       Mississippi    Pouer  (•   Light   Co.       B3/03/11. 
HOUSTON.R  H        Division  of  Systems    Integration    (post   B11QO3),       E3pp 
18437    231         24X   Flche. 30-416,  B3/O3/1 1 ,  830913O136 


B309170015  Forwards   AMI   Certificate   N-7V  d  MAELU  Certificate  H-7T  for 
secondary    financial    coverage 

DALEiL.  F        Missls*lppi   Pouier   &  Light   Co        83/O3/11        KERR.O.M 
Office   of   State   Programs,    Director         IBpp         18301.340       24X 
Flche-  30-416,  83/03/11,8303190013 


0      Inspection   reports,     IE   Bulletins   &   correspondence 


B30S240143   Foruards   qualification   status    &  compliance    summary   per 
1OCFR30   47  re   environ   qualification  of   electrical 
enulpment   impartart   to   safety    Updated    equipment    Hit   h 
qualification   status   for   relevant   components   end 
DALE,L  F       Mississippi   Pouer   is  Light   Co       33/03/30        DENT  ON  i  H   R 
Office   of   Nuclear  Reactor  Re^ulationi     Director        &lpp         19549    176 
24X   Flche   30-416,33/05/30,83032*01-13 

E     NHC   Safety   Evil uatlon  Report    (SER).    svppls    Si   c<orrespand*nce 

B3051SO46O  Requests    info  re   issue   solutions  accepted   bij    NRC   which    have 
b   have   not   been   addressed    in   SER/iupplenental    BEfts    info, 
needed"   to   document  evaluation    on   each   Licensing   Revieu  Oroup 
1 1    generic    Issue 

3TEFANO,  J    J         Licensing    Branch    1         B3/O3/03,        HOLTZSCHER,D   L 
Illinois   Power  Co        Spp        16143   173        24X  Flche. SO-OOO, 83/OS/O2, 
B3031204&0 

— 3309120470  Requests   info  re   issue   solutions   accepted!   by   NRC  ufilch    have 
ti  have   not   been   addressed   in  9ER/swpp  1  emental    EERs    Info 
needed    to   document   evaluation  on  each    Licensing    Review  Croup 
II    generic    issue 

SIEFAND,  J  J       Licensing   Branch   1        S3/03/O2        POWELL,  P        Uasdington 
Pun  He   Pouer  Supply   System        ip.      1B143   174        24 X 
Pieha    30-000,  fl3/03/OS,  B30512O46O 

— S305 120477  Requests    info   re   issue    solutions   accepted   bij    NRC  which   have 
tt  hava   not   been  addressed   In  SER/supplemental    SERs    Info 
needed    to   document   evaluation  on   each   Licaniing   Review  Oroup 
1 1    generic    issue 

STEFANO.J  J       Licensing   Branch   t        83/O3/O2        REED,  H  J        Oulf 
States   Utilities  Co        Ip        18443   175        S4X  Fiche    30-OOQ,  B3/OS/OZ, 
9303120460 

— 8-3031204BS  Requests   Infa  re   Issue   solutions   accepted    bg   NRC  which    have 
b   have    no*   b«m   addressed   in   SER/supplemental    BERi    tnfc 
needed    to   document   evaluation   on   each   Llcen*ing   ReVlein   Oroup 
II   generic    issue 

STEFANO,J  J       Licensing   Branch   1        S3/03/O3        RICHARDSON.J  D 
Mississippi    Pnwer  *  Light  Co        Ip        184.43   176        H4X 
Flefie    3O-000,B3/OD/02,83051B04fiO 


6212060365   IE   Infa  Notice   B3-14,     "Deuatered   Spent    Ion   Enchangi   Reiln 
Suscep tibility    to   Exothermic   Chemical   Reaction    "   Svc    list 
incl 

TAVLORiJ  M        Division   of   Safeguards   &   Inspection   P'roorami    (Poit 
8301031       83/03/21  Consolidated  Edison  Co.    of  Neu  York,    Ine 

MSpp,       IB309  319        S4X   Ftcha   SO-OOQi B3/03/S1, B2120603QD 

B303040O21    IE   Info   Notice   83-ai,     "Defective   Emergency   U*e   Respirator," 
Svc   list   encl 

JORDANi E  L        Division   of   Emergency   Preparedness   fc  Engineering 
Respc-nte    (Post   B30103).      B3/04/13  Consolidated   Edlton  Co.     of  Niu 

York,     Inc         126pp        IB433   133        S4X  Flche   30-000,83/04/19,9303040051 

8303040023   IE   Info   Notice   83-23-     "BHR   Safety/Relief  Valve   Fillur".  " 
Svc    list   gncl 

JORDAN, E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response   (Pout   B30103)        Q3/04/22  Consolidated   Edison  Co,     of  Neu 

York,     Inc         112pj>        18383  OB9,       24X  Fiche   3O-OOO,  03/04/22,  S3030400S3 

B303040O2S   IE   Info   Notice  B3-23i     "Inoperable   Containment  Atmosphere 
Sensing   Sgt   "   Svc    list   encl 

JORDAN'S  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post  830103)        B3/O4/23  Consolidated   Edison  Co.    of  Niu 

York,     Ine        1 19pp         18381. 271        B4X   Fiche- 30-000, 83/04/23,  8303040023 

93030100 3i   IE   info   Notice   83-24.,     "Loose   Parti    in   Secondary  Bid*    of 
Steam  Oeneratnrs   at   PUR*    "   Svc    list   and 

JORDAN, E  L       Division  of  Emergency  Preparedness  b  Engineering 
Response    (Post   630103)        B3/04/2B  Consolidated   Edison  Co.    at  N*u 

York,     Inc        llSpp         10382  O47        S4X  Fiche   30-OOO,  B3/O4/SB,  8303040024 

0303O40027   IE   Info   Notice   83-23,    "Standby   Qas   Treatment  Syi   H*at»r  High 
Temp   Trip   Setpolnt   Adjustment,"   Svc    list   encl 
JORDANrE  L.      Division   of   Emergency   Preparedness   fc  Enain««flna 
Response   (Post   830103)        B3/04/2B  Consolidated   Ed i ion  Co     of  Neu 

Yo-ri,     Inc        UBpp        1S3BS   Ii3        24X  Flche   30-000,83/04/28,8303040087 

0303040038   IE   Info   Notice   93-26,    "Failure   of   Safety/Relief  Valve 
Discharge  Lin*   vacuum   Breaker*    "   Svc    list   encl 
JORDAN. E  L        Division   of   Emergency   Preparedness   h  Engineering 
Rt«pun*«    (PosC  B3O103),       83/O9/O3,  Consolidated   Edison  Co,    Of  NfU 

York-     Inc,       122pp,       1B441    170        24X  Flche   30-000,83/03/03,8303040020 
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6305130369   JJiscusies    guidelines    developed    to   aid     in    review   of    IE 
Bulletin    79-13  re    long-term   operability    of    deep    draft    pumps 
Alternate    qualification    method     Incorporating    vibration 
monitoring   b   std    plant    test    procedures    proposed    ent  1 
NOVAK,  T    M         Assistant    Director    for    Licensing         83/O3/O3 
KOLTZSCHER,D   L         Licensing    Review   Group     II          HOLTZSCHER,  D   L 
Illinois    Power    Co         6pp          1B440    33i         94X    Flche     50-OQO,  B3/05/O3, 


B30304CO3Q     IE    Info    Notice    B3-27i     "Operational    Response    to    Events 
Concerning    Deliberate  Acts    Directed    Against    Plant 
Equipment    "    Svc    list    »nc  1 

JQRDANi  6   L        Division   of   Emergency    Preparedness    &  Engineering 
Reiponie     (Past    830103)         Q3/03/O1  Consolidated    Edison    Co       af    New 

Yarl.      Inc          lIBpp          1B3B2   282         24X    Fiche    50-000,83/09/04,9303040030 

B303040Q31    IE    Infa    Notice   83-28,     "Criteria    For   Protective   Action 
Rf-carnmvno'atlons    for    General    Emergencies    "    Svc    list    encl 
JDRDANi  E    L         Division    of    Emergency    Preparedness    &   Engineering 
Response     <Past    B3O103)         B3/O3/04  Consolidated    Edison    Co       of    Noiu 

York.      Inc          I19pp          1B441    OOi          24X    Flche    SO-QOO,  83/03/04,  B303040031 

B303040O33    IE    Info    Notice   93-29,     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation    "    Svc    list    end 

JORDAN,  E   L        Division   of   Emergency    Preparedness    &   Engineering 
Retponse    (Post   930103)         B3/O3/O6  Consolidated    Edison   Co      of   Neu 

York,      Inc          HSpp          1BSH3   S4B         24X    FichB    3Q-OOO,  B3/OS/06.  8303040033 

B303040O34    IE    Info    Notice    B3-3O,     "Misapplication    of    Generic    Emergency 
Operating    Procedures    [GOP)    Guidelines    "    Svc    Hat    encl 
JORDAN,  E  L        Division    of   Emergency   Preparedness    &  Engineering 
Response     (Post    B3O1O3)         83/03/11  Consolidated    Edison    CD       Of    Neui 

York,      Inc          114pp          18324    OO3         24X    Flche    50-000,83/03/11,3303040034 

3303040040    IE    Info   Notice    03-31,     "Error    In    ADLPIPE  Computer   Program   J1 
Svc    tlit    end, 

JQJ)DANj£  L        Division    of   Emergency    Preparedness    &  Engineering 
Response     (Post   830103)         03/03/19  Consolidated    Edison   Co,     of   Nflu 

York,      Ine          U4pp          186-77   009         24X    Flche    50-OQO,  03/03/19,  8303040040 

S303040O46    IE   Info   Notice   83-33,     "Nonrepre  sentati  ve   Sampling    of 
Contaminated   ail    "    Svc    list    end 

JORDAN.  E    L        Division   of   Emergency    Preparedness    It   Engineering 
Ratponia    {Post   B30103)        83/05/26  Consolidated    Ediion   Co      of   New 

York,     Inc         1  14pp         18647  O07        H4X   Ftcho    30-000.83/03/26,9303040046 

S      Riportafile   occurrences,    LERs    t  related    -correspondencH 

B30327Q-313    Interim   deficiency    rept    re    defective    contact    button    in 
Liberty    Control    telephone    relays    Initially    reported    on 
33OE17    Investigation    of    applicability    to    Unit    2    underway 
Oeflclencv    not   reportahle    for   Unit    1    Final    rept    by    83041B 
MCOAU8HY.-J  P        Mississippi    Power    k  Light    Co        B3/03/1B 
O'REILLY.J  P        Region   2,    Office    of    Director        Ap  p         18646    131         24  X 
Flche    30-416.83/03/18,3305270313 


B3032OOSB7    Requests     Info    re    NRC     contingencies    built     into    torrent    OL 
application    review    schedule     to    support     fuel     load     date, per 
B3O412   (Hooting 

COUNS1L,  U    Q         Northeast    Utilities          B3/O5/13          YOUHQ3LOCD, n    0 
Licensing    Branch     1          Ip  10314    216          24X    Ftcdc     30-423,63/03/13, 

B3O92OO3B7 

F      Security,     medical,     emergency     V    flro    protection     plana 

B30311O034    Generic    Ltr    B3-21     to    all     licensees     of     operating    reactors, 
applicants    for    DLs    &    holders    of    CP H    ro     clarification    of 
acctus    lu    control    procedures     for     lain    enforcement    visits 
Svc     list    enc 1 

EISENHUT,  D    Q          Division    OF    LicenEing          B3/03/1 1  Consollddtod 

Edison    Co       of    Nau   York,      Inc  l&pp  !  SS40    O93          24X 

Fichc    30-000,83/09/11,8303110034 

B30524O213   Foruard*    fnonthly     atatua    rept    on    ofFsite    emergency 
prepareflness    far    OL   reviews    far    Apr    19B3 

DinCKS,W   J        Office    of    the    Eiecutlve    Director    far  Operations 
83/OS/13         PALLADIND,  N    J         Commlsa 1  oners          3pp  18393    322         S4X 

Flche    30-000.  B3/O3/I3,  0309240213 


I      Financial    information 


•B3Q3O2O073   Forwards    "Annual     Ropt     of    Elsctric    Uti 1 s, Lie ensoea    6    Others 
(Class    A   &   Class    D),  "    FERC    Form    1 

BISHOP, f)   W        Northeast    Utilities         a3/O4/2i  Office    of   Nuclear 

Reactor   Regulation,    Director         !33pp         1027?    109        S4X 
Flcde    30-243,  B3/O4/26,  B3O302O093 

K      Utility    Final    Safety   Analysis    Report    (FSAf))    I,   innend-s 

B30503O069  ForiiiarifE    receipt    ack    form   If    corrected    pages    inadvertently 
omitted    from  FSAR   Amend    a   package 

EHERSDNiW        Stone   d  Nebster    Engineering    Corp         83/04/30  NRC    -  No 

Detailed    Affiliation    Q 1  von          Sp p  18342    O34         24X 

FUho    30-423,  83/04/20,  B3O30!X)OA<7 

Q      Inipection   reports,     IE    Bulletins    C.    c  orrespondonc  e 

8212060383    IE   Info    Notice    B3-1-1,     "Dauiatered    Spent    Jan   Eichang*    Resin 
Susceptibility    to   Exothermic    Chemical    Reaction    "    Svc    list 
enc  I 

TAYLOR, J  H        Division   of    Safeguards    «<    Inspection   Programs    (Post 
B30103)        B3/03/21  Consolidated    Edison    Co      of   W&u   York,     Inc 

M2pp          1B30B   31<?         24X    Flche    5O-OOO,  B3/03/21,  8212060333 

8303040031    IE   Info    Notice    B3-21,     "Defective    Emergency    Use   Respirator    " 
Bvc     list    encl 

JDRDANrE  L        Division    of    EmEr^encu    Preparedneas    !<   Engineering 
Response    (Post   B30103)         B3/04/15  Consolidated   Edison    Co      of   Nflu 

York.      Inc          126pp          1H43S    133         24X    Flcne    30-OOO, 83/04/13,  B30304OO21 


DOCKET    3O-4B3  MILLBTONE  NUCLEAR   POWER   BTATlONi    UNIT  3 

A      App  1  lot  lon/conitructton    stage    documents    d   correspondence 


Foruards    request    far    adifl    info    to   completa    evaluation   of 
application    for   BL  FSAR    should    be    amended    to    Include    Info 
requested    flespons*   requested    by   S3O801 

YOUNOBLOOD.B   J        Licensing    Branch    !         B3/03/Q3        COUNSIL,  U  0 
Wqrttnaat    Nuclear    Energy    Co      <subs      of  Northeast    Utilities)         31pp 
1B330   Oat,         24X   Flche    30-423,  B3/O3/O3,  B3OS060648 


B30304OO23    IE    Info   Notice    83-22.     "BWR   Saf ety/ftel 1  of    Valve    Failures    " 
Bvc    1  lit    end 

JDRDANiE  L        Division   of    Emergence;    Preparedness    !<   Engineering 
Response    (Post   830103)         B3/O4/22  Canso 1 idatird   Edison    Co      of   Neu 

York.      Inc          1 ISpp          1B383    OB9         24X    Flche    SO-000, B3/04/SB, B303O40023 

B30304OO25    IE   Info   Notice    03-23,     "Inoperable  Containment    Atmosphere 
Sensing   Sys    "    Svc    list    encl 

JORDAN, E  L        Division   of    Emergency    Preparedness   *   Engineering 
Response    (Post    B30103)         83/04/23  Consolidated   Edison   Co      of    New 

York,      Inc          119pp          1S3H1    271          S4X    Flche    3O-OOO, B3/04/S3,  B30304OO23 


— B30317O13B   Forwards    Dlv   of  Engineering    proposed    program    to   addrsss    USQB 
clarification   re    s*limic    design    eartnq.usVii    on    eastern   US 
•••board- Proposed    program  uill    complete    ongoing   PRA  review* 
VOLLMER.R, H        Division   of   Engineering         B3/03/O2        DENTON,  H  R 
Office    of  Nuclear   Ruse  tor  Regulation,    Director         "?lpp         1B33G   037 
24X   Flcha    30-423,  83/09/O3,  8303O60i4B, 


B303040026    IE    Info   Notice    83-24,     "Loose    Parts    in  Secondary    Side    of 
Stiam  Generator*    at  PUR*    "    Bvc    list    enc 1 

JORDAN,  C  L        Division   op   Emergency   Preparedness   *    Engineering 
Response    (Post    93O103)         S3/O4/aa  Consolidated    Edison   Co      of    Neui 

York,      Inc          MSpp          ISSaa    047         24X    Fliho     30-OOOj  B3/04/2B.  B3O3040026 


8303090699  0«neric    Ltr    B3-20   to   all    operating    reactor    licensees   (. 
holders    op   CPt   re    integrated    scheduling    for    Implementation 
of    plant    mods   Svc    list    encl 

EISENHUT,  D   0        Division    of   Licensing         B3/03/09  Consolidated 

Eillmon    CD      of  Neu   York,     Inc         16pp         1B627    133        H4X 
FUhf    3Q-OOO,  Q3/03/09r  S3O3090639 

9303250183  Summary    of   830412  netting   u/util    !<   D*y,  Berry    !.   Houard    In 
Bethesrfa.MD  re    licensing   revieu    1  t*<ns    Vieugraphs    encl 
DOOLITTLErE  L        Licensing    Branch    1         B3/O3/12  Licencing    Branch    I 

7pp-         19626  34B.       24X   Flehe    30-423,33/05/12,8303230183 


8303040027    IE    Info   Notice    H3-23,     "Standby    Gas    Treatmsnt   Sijs   Heater    High 
Temp    Trip    Betpoint   Adjustme-nt    "    Svc    list    encl 

JORDAN, E  L        Division   of    Emergency    PreparednBB s    Si    engineering 
Response    (Post    33O1O3)          S3/O4/29  Consol 1  dated    Edison    Cd       Of    New 

York,      Inc          118pp.          19382    1A3         24X    Flcha     SO-OOO.  B3/O4/aB,  B303040O27 

B30304O02B    IE   Info    Notice    83-24.,     "Vallure    of   BaP  eti|  /Rel  I  ef   valve 
Discharge   Line    Vacuum  Breakers    "    Svc     lilt    encl 
JORDANi E  L        Division    of    Emergency   Preparedness    &    Engineering 
Response    (Post    B3O103)         B3yo3/O3  Consolidated    Edison   Co      of    Neu 

York,      Inc          122pp          1B44I     17O         24X    Fich»     30-000,  B3/O3/O3,  H30304002B 


S30304O030    IE   Info    Notice    B3-27,     "Operational    Response    to   Events 
Concerning    Deliberate   Atta   Directed    Against   Plant 
Equipment    "    Svc    lEst   encl 

JORDAN.EL        Division   of    Emergency    Preparedness    &    Engineering 
Response    (Post   83O103)         B3/O3/O4  Consolidated    Edison   Co      of    Neu 

York.     Inc         H2pp         183B2   2B2        B4X   Fiche, 3O-OOO. 83/O3/04,  B30304003O 
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DOCKETED  ITEMS 


B3Q3Q40031    IE    Info   Notice    B3-2B.      "Criteria     for    Protective    Action 
Recommendations    for    General    Emergent  IBS    •'    Svc    list    end 
JOfiDAN>E   L         Division    of    Emergency    Preparedness    J,    Engineering 
Rospona*    (Post    B301O3)          B3/Q3/O4  Consolidated    Edison   CO       of   Nau 

York,      Inc         119pp          1S44I     001          24*    Fiche     5Q-OQO,  B3/O5/04,  8303040031 


IE    Info   Notice    83-27,      "Fuel     Binding    Caused     bu,    Fuel    Rack 
De-formation   "    Svc    list    encl 

JORDANiE   L         Division    of    Emergency    Preparedness    d   Engineering 
Response    (Post    B30IO3)         83/O3/Q&  Consolidated    Edison   Co       of   Neui 

York,      Inc         lISpp          IB333   S4B         24*    FlcfiB     50-OOO,  B3/O3/06,  83O3O40033 


B-303040034    IE    Info   Notice    a3-3Q,      "Misapplication    of    Generic    Emergency 
Operating  Procedures     (EOF  >    Guidelines    "    Svc    list    one  1 
JORDAN.  E  L        Divlsi-on   of    Emarjenc^    Preparedness    &  Ens  ineerlnB 
Response    (Post    B30IO3)         B3/O5/H  Consolidated    Edison   Co       of    Neu 

York,      Inc         U4pp          1B524    003         24K    Fichu    3O-OGO,  B3/03/1  1,  B303D40034 

8303040040    IE    Info   Notice   B3-31  ,     "Error     In    ADLPIPE    Computer    Program    " 
Svc     list    end 

JORDAN,  E  L        Division    op   Emergency    Preparedness    &   Engineering 
Response    (Post    330103)         83/05/17  Consolidated    Edison   Co       of   Neu 

Vor-lN      Inc          114pp          I  B697    O09         34X    Fiche    50-OOO.  B3/O5/  J9.  B303040Q40 

6303370033  Ac  I    receipt    of  030427    1  tr    informing    NRC    of    steps    taken    to 
correct    violations    noted     In    IE     Insp    Rept    3O-423/B3-04 
MARTIN,  T  T        Division    of   Engineering    fe   Technical    Programs        B3/O3/SO 

CDUNSIL.W   0         Northeast    Nuclear    Energy    Co        (subs       of    Northeast 
Utilities)         tp         IB63B   341          24X    FicfiS    50-423,  B3/QS/30,  B30527CO33 

—  B30SS70O37  Responds    to  NRC    H3O328    Itr    re    violations    notwd    in    IE    Insp 
Rept    30-4S3/B3-04    Corrective    actions    equipment    storage 
History   cards    updated    to    reflect   vendor    requirements    an 
spraying    electrical    contacts    u/CRC    2-26    every    2  ijrs 
COUNS1L,U  0   ,    SEARS.C  F        Northeast    Nuclear    Energy    Co       (suns      of 
Northeast   utilities)        COUNSIL,  W  G        Nortrteast   Utilities 
33/O4/37       MARTIN.  T   T        Division    at    Engineering    &    Technical 
Programs         3pp         I  B63B   342         24X   Fiche    30-423,  S3/O5/2O,  B3O537Q033 

9303040046    IE    Info  Notice  93-33,     "Nnnrepresen  tat  1  ve   Sampling    o-f 
Contaminated   Oil    "   Svc    list    end 

JORDAN,  £   L        Division    of    Emergency    Preparedness    it  Engineering 
Response    (Post    8301031        S3/OS/26  Consolidated   Edison  Co      of    New 

York,     Ine         IMpp         1B&47   007          24X    Flcho    5O-COO,  83/03/26,  H303O40046 

S      Reportable    occurrences.    LERs    &   related    corT&apondence 

6303110427   Part  21    i,  deficiency    repti    re    mi  sdperat  Ion    of    D.8-416   reactor 
trip    undervoltag  e   device*    Initially    reported    on  E3O42O 
Attachments   mi]  ]    be   replaced    u/devlces   ur/ulilened    grooves 
to   aecommoilate    neu  retaining    rings    Mfg    draulDgs   revised 
JtAHEjE  P        Mestlnghouse  El  (ft  trie    Corp         33/04/21         DEYQLIN3,R   C 
Director's  Ofrice,    Office    of    Inspection    and    Enforcement         Spp 
13403    093         SIX    Ficfie     30-000,33/01/51.8303110427 


B303O90659  Generic   Ltr    B3-2Q    to   all    oporatlng    reactor    llc*ns«»>  fc 
holders    of    CPg    re    integrated    scheduling    for    implementation 
of    plant  mads    Svc    list    end 

EIEENHUT.D   Q         Division    of    Llcantlng         B3/03/09  Caniolldatid 

Edlion    Co       of    Neu    York,     Inc          16pp          1B627    193         24 X 
Fichn    50-000,  S3/OS/09.  B3030?0639 


Security,    medical,     emergency   &    fire    protection    plant 


B309110034  Generic    Ltr   83-21    to   all    licensees    of    operating   rtacton, 
applicants    For   DL»   (t   holders    of   CPs    re    clarification   nf 
acc«fi    to    control    procedures    for    laul    enforcement   vitll* 
8vc    li»t    encl 

ETBENHUT,  D   0         Division    of    Licensing          B3/09/11  Confol tddttd 

Edlion  Co      of   Neu  York.     Inc         16pp         1Q540  099        24X 
Flche    90-000,B3/09/11,B30S110034 


H      Oeniral    correspondence 


B309030261    Request*    ch*ngei    In   carriapondenco   routine^   due    to    recint 
mgt    changes 

QUCUA.L    T         Georgia    Pouj.r    Co         S3/O4/28         DENTON,  H   R         Offlct    of 
Nuclear    Reactor   Regulation,    Director         Ip         1B300  O46       24  X 
Fiche   90-000,  Q3/04/B8.  B309030261 


Inspection   reports,     IE  Bulletins   b   correspondence 


S21EO603B3   IE    Info   Motlc*    63-14,     "Deuaterad    Bp*nt    Ion   Exchange   Resin 
Susceptibility    to  Exothermic    Chemical    Reaction    "   Svc    Hit 
enc  1 

TAYLOR,  J  M        Division    of    Safeguards   t    Inspection   Program!    (Poit 
B301O3)        B3/03/21  Consolidated   Edlsotl   Co      of  N«u  York,     Tnc, 

ll?pp        1S30B  319        24X   Flche   30-000,  83/03/Hli  B2120603B9 

6303370330  Foruardi    IE   Insp    Repts    30-424/83-07   t,   BO-42S/B3-07    tut 
B301t5-0-308  No    noncompllance   noted 

DANCE.H  C        Division    of   Project    &  Ritldent   Program*        B3/03/2B 
KELLy.R    J         Georgia    Power    Co         Spp          1SA41     112         24  X 
Flche    SO-4B4,  83/03/23.  B30527033D 

—  8305270337    IE    In»p   Repts    90-4S4/B3-07  &   30-423/B3-07   on  8301  15-0308  Hi 
noncnmpl  lance    noted   Major   areas    inspected    lifting    & 
installation    of  NSSB   components,  automatic   uildlng    of   plpt   & 
electrical    control    terminations 

SANDERS,  H  F        Region   Si    Offlct    of    Director        BHOUMEE,  V  L 
Division   of  Project   &   Resident   Programs        B3/03/SB.       6pp 
1B641    114         24X   Ficht-  90-434,  93/03/20,  8309270330 

B303Q40081    IE    Info   Notice    B3-3t,     "Defective   Emergency   Un   Ruplrator,  " 
Svi    1  lit    end 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B30103)         B3/04/13  Consolidated    Edison  Co      at  NIK 

Yorkr     Ine         IS&pp         18433    133        S4X   Flehe   30-000,"  83/04/19,8303040021. 


830906O435    Interim   dsficieneij    rep t    re    inadvertent    uncoupling    of    pull- 
apart    terminal    blocks    In  Gould    motor    control    ctrs    Initially 
reported    on  B30329  Development    oF    prototype    Brackets 
underway   Final    rcpt   expected    by    B3O701 

CDUN8IL,  W  0   ,    SEriRSpC    F       Nor-tneasC  Nuclear   Energy    Co       (HJbs      of 
Northeast  Utilities}         COUNBIL.W   S        MortJisaet    Utilities        B3/04/SB 
ALLAN,  if  M       Rtjlon    1.     Office    of    Director         Ip         18331     I<?8        24X 
FicNa:30-4B3,  B3/04/2Q.  S3QSOAO433 

B30SS00333    interim  Significant    Deflctency    Rept    SD-3&   re    deiijn   6    const 
in   main    control    board    uitlds    Initially    raporbed    on   B30413 
Meeting    ui/utll    j,  engineer    scheduled    for   B303I7    to   dlicusi 
necs-isarg    corrective    actions 

COUM91L.W  Q       Northeast  Nuclear   Energy    Co       (subs      of   Northeast 
Utilities)         COUNSIt-p  W   0         Northeast    Ut  1 1  it  1  Bi.        83/05/13 
ALLAN,  J   hi       Region    I.     Office    of   Director        2pp         1831A  O2S        S4X 
FiChe    5Q-423'B3/OS/13,S30520fl533 

fl30527OO36   Final    Deficiency   Rept    SD-37   re    posiiblo    mlsop era tion    flf 
H»*tinghou«B   DS-416  reactor    trip    suiechgear    undervoltaj* 
attachments    Initially    reported    on   S3042-0'  Under  voltage 
attachments  uiill    be  replacad   iir/neu    design 

CDUNSIL,  H  6  ,    SEARS,  C    F       Northeast    Nuclear   Energy    Co.     I iuti      of 
Morthnast   Utilities)         COUNSJL,  M  Q        Northeast   Utilltio«        B3/O3/20 
ALLAM.J  M       Region   1,     Office    of    Director         2pp         19630   300        S4X 
Flche    30-423,  B3/OS/SO.  B30527D036 


DOCKET    SO-424  ALvlM  M     VOOTLE  NUCLEAR  PLANT,     UNIT    1 

A      Appl  1  tation/con»truc 1 1  on    stag*    documents    £<   corr»tponrf*r c • 

B3030300ai>  NotUlet    that    update    to    PSAR   Chapter    17   outlining   OA 
organl  latianal    change    will    be    provided    by    June    1983    par 
10CFR90   S4 

DUriON.D   E         Oeorgia   Power   Co         B3/O4/21          EISENHUT.D   O          Offlct 
Nirclaar    Reactor  Regulation!     Director         Ip         18342  OS&,       Z4X 
Flche    90-424,  B3/O4/Sl,a-3050300B6 


B3030400S3    IE    Info   Notice    33-23,     "BUR  Saf etu/Rel ief   Valve  Failures    ' 
Svc    Hit   end 

JORDAN. E   L        Division   of   Emergency   Preparedness   fc  Engineering 
Fleipanie    (Post    830103)         B3/O4/22  Consolidated   Edison  Co      of  Niu 

York.      Inc          llSpp          1B3B3    OB9         24  X    Flche    30-000,  83/04/33, 6303040023 

8303040029    IE    Info   Notice   B3-23,     "Inoperable   Containment  Atmoipfurt 
Sensing   Syi    "   Svc    Hit    end 

JORDAN, E   L        Diviilon    of    Emergency    Preparedness    &  Engineering 
Response    (Post    830103)         83/O4/23  Coniol Idated   £dlion  Co.     of  N*u 

York,     Inc         119pp         18391:291         B4X  Fiche    30-000,93/04/29.8303040099 

B3O3040024    IE    Inf-a   Notice   83-34.     "Loose   Parti    In  Secondary   Sid*    of 
Steam   (Jen  era  tor*   at  PWRs    "   Svc    list    encl 

JORDAN,  E   L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103)         (93/04/28  Consolidated    Edison  Co.     of  Ntw 

Vork,     Inc         MSpp         1838S,  047        24)(  Fiche    90-000,  83/04/BS,  8303040034 

B3C-304O027    IE    Info  Notice   03-25,     "Standby    Gas    Treatment  BUS  He*ter  High 
Temp    Trip    Setpoint   Adjustment    "   Svc    list    end, 
JORDrtJJ.E  L       Division   of  Emergencu  Preparedness  (.  Engineerlns 
RupDnse    (Pait   830103)         83/04/28  Consolidated    Edison  Co.     of  New 

Yort,     Ine         H8pp         183B2    Ii3        S4X   FIeh«'  30-000, 83/04/38-8303040037. 

8303040028    IE   Info  No tit*   83-26,     "Failure    of   Safety/Relief  Valve 
Discharge    Line   Vacuum  Bre«kers    "    Svc    Hit    end. 
JORDAN, E  L        Division   of   Emergency   Preparedness    &  Engineering 
Response    (Post   B3O1O3).       63/09/03  Consolidated   Edison  Co.     af  Mm 

Yflrfc,     Inc.       ISHpp         18441,170        H4X  Fi  che    SO-000,  B3/03/03, 8303040033, 

B303040030    IE   Info  Notlct   83-37,     "Opurational    Response    to  Evtnt* 
CuncBi-nlnn   Deliberate   Acts   Directed   Against   Plant 
Equipment."   Svc    list    encl. 

JORDAN, E  L.       Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post   B30103),       33/05/04  Consolidated    Edison  Co.     of  Niu 

York.     Inc         llBpp,       18382.282        B4X  Flche   SO-000,  B3/OS/04,  B30304003D 
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8303040031     IE    Info   Notice   B3-2B.     "Criteria    for    Protective   Action 
Recommendations    for    General    Emerge'!"  ies    "    Svc    list    and 
JORDAN,  E   L        Division    of   Emergency    Preparedness    &  Engineering 
Response     (Post    830103)          B3/03/04  Consolidated    Edison    Co       of    Neiu 

York,      Inc  t!9pp          1B441    O01         24X    Fiche    90-000.83/09/04,8303040031 

B3O3040O33     IE    Info    Nutlet    83-29,     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation    "    Bvc    llit    tncl 

JORDAN,  E   L        Division    of   Emergency    Preparedness   i.   Engineering 
Response     (Post    83Q1O3)         B3/O3/06  Consol  1  dated    Edison    CD       of    Neui 

Yorfcj      Inc  113pp          1BS23   248         24X    Flche    30-OOOi 83/03/06,  B30304QQ33 

83O927O320   Forwards    IE    Insp    flepts    SO-424/B3-OQ   &    SO-429/B3-OB   on 
B3Q3O9-O412  No   noncomp  1  lance   noted 

DANCE, H  C         Divlilon    of   Project    8.    Resident    Programs        B3/O3/1O 
KELLY,  a    J         Georgia    Pouier    Co         2pp          1S642    S17         24X 
Flch«     3O-424,  83/03/10,  B30S270320 

— B303B703aB    IE    Insp    Reptl    9Q-434/83-OB    t.    5O-4S3/B3-O8    on    B3O309-0412    No 
noncomp 1 ianct    noted    Major    areas    inspected    general 
observations    of    work    in   progress, observation*    of    primary 
pipe    welding   &   preparations    for    heavy    lifts 

SANDERS,  M   F         R*glon    2,     Office    of    Director         DROWNLEE, V   L 
Divliion    of   Project    d  Resident   Programs        B3/03/Q9        4pp 
18642   219         24X    Flche    30-4ia4,  B3/03/  10,  B309270320 

83D304OO34    IE    Info   Notice  B3-30,     "Misapplication    of   Generic    Emergency 
Opt-mtlng    Procedure*    (EOF)    Guideline!    "    Bvc    list    encl 
JORDAN.  E   L        Division    of   Emergency    Preparedness    Si   Engineering 
Ritnonie    (Post   830103)        83/09/11  Consolidated    Edison   Co      of    New 

York,      Inc          114pp          1B924   O03         S4X    Fiche    30-000,03/03/11,6303010034 

B30304Q04O    IE    Info   Notice   83-31,     "Error    In  ADLPIPE  Computer   Program    " 
Svc.    I  let   encl 

JORDAN, E   L        Division    of   Emergency    Preparedness    &  Engineering 
R«U>an»n    (Past   B30103)        B3/03/19  Consolidated    Edison   Co      of    Neu 

York,      Inc          114pp          1B697    009         24X   Fiche    50-000,63/03/19,8303040010 

S303Q4O04b    IE    Info   Notice  83-33,     "NonrepresBntative    Sampling    of 
Contaminated   Oil,"   Svc    list    encl 

JORBAN.E   L        Division    of   Emergency    Preparedness    it  Engineering 
Response    (Post  830103)        B3/O3/2i  Consul  idflted    Edison   Co      of    New 

York.      Ine          114pp          1B&47   007         24X   Fiche    3O-OOO,  B3/O3/26,  S30304004i 

B,     Reportable    occurrences,    LEfia   &  related    correspondence 

0303110427    Part   21    b   deficiency    repts   re   ml soperation    of    DB-416   reactor 
trip    undBrvol tage    devices    Initially    reported    on   830480 
Attachments    mill    be    replaced   u/devlces   u/iuldened    groove* 
to    accommodate   neui   retaining    rings    Mfg    drawings    reviled 
RAKE, E   P         Mfstlnghouse  Electric    Corp         B3/Q4/2I         DEVOUNO,  R   C, 
Director's    Office,    Office    of    Inspection    and   Enforcement        3pp 
18409:073         B4X    Flche    90-000, B3/04/S1, 83091 104B7 


F       Security,     medical,     Bmorgerrcy    A    fire    protection    plant 

830511003'!    Generic    Ltr    83-31     to    all     licensee*    of    operating    reactors, 
applicants    for    OLs    &    holders,    of    CPa     re    clarification    of 
access    to    control    p rocedure a    for    lain   enforcement    vliita 
3vc     Hit    end 

EISENHUT,  D    G          Division    of    Licensing          33/09/11  Coniolldated 

Edison   Co      of   Neiu  York.     Inc          lApp         1B94O  095        24X 
Ftche    gO-000,  B3/OS/1  1.B3051 10034 


H       Oeneral    corroBpondonce 


routine!    due    to    recent 


B303030261    Heq.ueits    changes    In   correspond 
ngt    changes 

OUCWrt.  L   T         Georgia    Poiuer    Co         83/04/36         DENTON,  H   R          Office    of 
Muclaar    Ruactnr    Regulation,     Director          lp          1B30O    046         24X 
Fiche    30-000.  33/04/23.  B305O302AI 

Q      Inspection    reports,     1C    Bulletins    &    correspondence 

k 

B3120603B9    IE    Info  Notice    B3-14.     "DouatereiS    Spent    Ion    Eichange  Resin 
Susceptibility    to   En  other-rate    Chnmical    Reaction    "    Svc    lilt 
eric  1 

tAVLOR.J  M        Division    of   BaFsguards    (•    Inspection   PrDcrams     IPost 
H301O3)         B3/O3/2I  Consolidated    Edison    Co       of    NBUI    York,      Inc 

1  L2pp          1B30B    319         24X    Ficne    SO-OOO,  B3/O3/21,  B31S0603BS 

B50S270330  Forwards    IE    Insp    Repts    SQ-124/93-07   &    50-425/83-07    on 
830  US-  030  B    No    none  omp]  lane  e    no  tad 

DANCE,  H  C        Division    of    Project    &   Resident   Programs         B3/O3/3& 
KELLY,  0    J         Georgia    Pouer    Co         Spp          18641     1  IS         24X 
Flche    SO-4B-4,  B3/03/2B,  6303270330 

—  -B303270337    IE    Insp    Repts     30-4ai/B3-07    1    5O-423/B3-O7    on   B30I1S-0309   No 
noneomp  1  lance   noted    Major    areas    Inspected    lifting    ft 
installation    of  H8B8    c  omp  onents,  ao  toma  tic    uiolifing    of    pips    (c 
electrical    control    terminations 

SANDEOB.H    F         Region    S,     Office    of    Director          BRDWNLEE.V   1_ 
Divtsion   of    Project    *   Resident    Programs         83/03/28        ipp 
1B&41     lit         S4X    Flche    30-^)24,83/03/38,9305270330 

83030-10021    IE    Info  Notice    B3-21,     "Defective    Emergency   Use  Respirator    " 
Eve    list    enc  1 

JORDAN,  E  L        Division    of    Emergency   Praparffdneas   tt    Engineering 
Responso    (Post    B301O3)'         83/04/13  Consolidated    Edison   Co      of  Neui 

York,      Inc          126pp          13135    199         24X    Fich«    3O-OOO.  B3/04/13,  B3030400H1 


B303010O23    IE    Info  Notice   83-33,     "BUR    Baf  et(j/Rel  1  af    Valve   Failures    " 
Bvc    list    encl 

JQHDAN,  E  L        Division    of    Cmerganeu,    Preparedness  Si  EnBin"rJng 
Ftasponse    (Poifc    B30103)         B3/04/22  Consol  Idated    Ediion    Co      of  Neu 

Vork,      Inc          HHop          IB3B3    OS9         S4X    Fiche    3O-000,  B3/04/3S,  B3030400H3 


B3OS1O01£1     Interim   deficiency    rept    r«    pipe    support    design   calculations 
Inltlallg    reported    on   830325  Engineering    evaluation   will    not 
b*    complet-ed    until    end    of   yr    Schedule    for    completion    of 
evaluation    expected    by    331201 

FOSTER.  D   0        Georgia   Pouier   Co        83/04/29        O'REILLY,  J  P        Region   2, 
omc»    of   Director         Ip         18374  H71        H4X   Flch"    30-424,33/04/39. 
B30MO0161 

8308230455   Advise*    that    final    rept   re    sheared    pinion    keys    in   Llmitorque 
motor    operators   uill    b<t   submitted    by    Q30610 

FO8TER.O   D.       Oeorgla   Pouer   Co        B3/03/li        D'REILLY,  J  p.       Region    2, 
D'flc*    OP    Director          lp          18383   211         24X   Fichu    30-424, B3/03/16, 
8309290492 


DOCKET    3O-429    ALvIN   W      VOOTLE   NUCLEAR    PLANT,     UNIT   2 

A      Application/construction    stage    documents    &  correspondence 

8309090086   Notifies    that   update    to   PBAR   Chapter    17    outlining    OA 
organizational    change   uill    be    provided    by    Juni    1983   per 
IOCFBSO    34. 

DUTTON.O   E.       Georgia   Power   Co.       B3/04/E1        EISENHUT.  D  0,       Office    of 
Nucla«r    Rtactor   Rigulatlon,    Director,       lp         18342  026        24X 
FlcJie    90-4S4>B3/04/21,83090300B6 

8309O90&99    Oenerlc    Ltr   B3-20    to   all    operating    reactor    licensees    tt 
hol'dcn   of   CPs  re   integrated   scheduling   for   Implementation 
of    plant    mods   Svc    list   encl 

EISEMHUT, 0   D        Division   of   Licensing,       B3/09/09  Consolidated 

Edison  Co      of   N*u  York.     Inc         Upp         18637    193        E4X 
Fich»-  90-000.  B3/O3/09.  B309090&39 


8303040025    IE    Info  Notice   83-23,     "Inoperable    Containment   Atmosphere 
Sensing   Sys    "    Svc    list    encl 

JORDAN, C  L        Division    of   Emergency    Preparedness    Si   Engineering 
Response    (Post   8301O3)         B3/04/2S  Consolidated    Ediion   Co      of  Neu 

York,      Tnc          II9pp          1B381     291         B4X    Fichu     S O-OOO,  S3 /O4/S9.  8303040023 

6303040036    IE    Info  Notice   83-24.     "Loose    Parti    In    Secondary    Side   of 
Steam   OenoratQ<rs   at    PHRs    "    Bvc     list    encl 

JORDAN, G  L        Division    of   Emergency    Preparedness    &   Engineering 
Responsie    IPost    B301O3)         S3/04/2Q  Consolidated    Edison   Co      of   Neui 

York.     Tnc         llSpp         18382    047        E4X   FlchH    30-000.83/04/38,8303040026 

9303040027   IE    Info  Notice   63-23,     "Standby  Oas    Treatment    Sy«    Hiatsr  High 
Temp    Trip   Setpolnt   Adjustment    "   Svc    list    encl 

JORDAN,  E  L        Division    of    Emergt-ncij    Preparedness   &  Engineering 
Raiponte    (Post    B301O3)          83/O4/2B  Coniol Ida  ted    Edison    Co       of   Neu 

York,      Inc          llSflp          1B3Q2    169         24X    Flehe    SO-OOO,  B3/04/2B,  B3030400B7 

B303O4003B    IE    Info  Notice   B3-2A.     "Fiiturir   of    Baf etu/R*-l lef   Valve 
Discharge   Line    Vacuum   Breakers    "    Svc    list    encl 
JORDAN, E  L        Division    of   Efnergenci;    Preparedness    6   Engineering 
Response    (Post    8301O3)         83/03/03  Cornol  Ida  ted    Edison   Co      of  Nebl 

York,     Inc         ISHpp         18441    17O        2-tXFUhe    9D-000,  B3/OB/O3, 8303040038 

8303040030  IE    Info  Notlct  B3-S7.     "Operational    Response    to   Events 
Concerning    Deliberate    Acts    Directed    Against   Pl-anb 
Equipment    "    Svc    lilt    encl 

JORDAN, E  L        Division    of   Emergency    Preparedness   &  Engineering 
Rasponse    <Po*t    S301O3)         B3/O5/01  Consolidated   Ed-ion   Co      of  Neui 

VoTt,     Inc          112pp          183S2,  2BS         24 X    Flche:  30-000,  83/03/04,  B303040030 

8303040031  IE    Info  Notic*  83-28,     "Criteria    for   Protective   Action 
Recommendations    for    Oeneral    Emergencies.  "    Svc    list    s-ncJ 
JORDAN, E  L        Division    of   Emergency    Preparedness   b  Engineering 
Rasponse    (Post    S301O3)         83/03/04  Consolidated   Erf  Is  on   Co      of  NBUI 
York,     Inc         119pp         18441    001        24X   Ficno:  3O-OOO,  B3/03/04,  8303040031 
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B30304CO33    IE    Infp    NoticnJ    B3-3-?,      "Fuel    Binding    Caused    b  IJ    Fuel    Rack 
Deformation    '     5vc    list    oncl 

JORDAN,  £   U        Division    of    Emergency    Preparedness   1*    Engineering 
Response     (Pott    B3O1031          B3/05/O4  Consolidated    Edison    Co       of    NeuJ 

York,      t-nc          llspp          18SS3    24B         24X    Fiche    SO-OOO.  83/O5/O6,  030304D033 


B303270320    Fc,ruarrfs    JE    Insp    Rspts    90-421/83-00    &    30-433/83-08    on 
8303O9-C-412  Nn    noncompllance    noted 

DAWCE.H  C        Division    of   Project    b  Resident   Programs         B3/05/1Q 
KEtLWR  0        Georgia  Power    Co        2pp         18643  317        34  X 
Fiche    30-424.83/05/10,0303370320 

—  9303270326    IE    Imp    flspts    50-424/83-OB   6    S0-423/S3-OS    on    B303Q9-O4I3   Nc 
noncompllance    noted    Ha  jar    areas    inspected    general 
cluervations    of    work    In   progr  e  js,  06  i.erv.1  1  i  ons    of    primary 
pipe   welding    t    preparations    for    heavy    lifts 

BANDEHS.H    F         Region    S,     Office    Of    Director          DnaWNLEE.V    L 
Division    of  Project    !<  Resldont   Programs        B3/OS/01)        Ipp 
9         S4X    Fiche    3O-424,  O3/O3/1O,  6305370330 


DOCKET    3Q-43B   DELLEFQNTE   NUCLEAR    PLANT,     UNIT    1 

A     Application/construction    stage    documents   tt   correspond *nc* 

B30S030SSB  Advises    that   applicable   recommendation*    contained    in  BIW 
Topical    Ropt   DAW-1564,     "Integrated    Control    BIJI   rt*ll«b  i  1  i  ty 
Analysis,  "   uiii    be    Implemented    prior    to    fuel    loading    to 
fulfill   requirements    of   NLffiEQ-0737,  I  tern    1 1    K  S  •? 
M1LL8,  L  M        Tennessee   Valley    Authority        B3/04/26        A DENS AN,  E 
Licensing   Branch    4         lp         1B303  297        24X   Fiche   30-438, B3/04/SO. 
6303030339 

B3Q310O3SB  Forward*   addl    documentation   re   Coda   Case   H--192  for   us*  of 
fleiible   metal    instrumentation   hose   W/one    ovenlie 
propriatary    drawing    Drawing    withheld    (may    contain   company 
sensitive    Info)    Aperture    card    In   Central   Fllei 

MILLS, L   K         Tennessee    Valley    Authority         83/03/O4         ADENBAW.t 
Licensing    Brancfl    4         Ip          18377    370         S4X   Flehs    30-43B,  B3/05/01, 
0305100358 


63O304O034    IE    Info   Notice    B3-30,      "Misapplication    of    Generic    Emergency 
Operating    Procedures    (EflP)    Guidelines    "    Svc    list    encl 
•JORDAN,  E  L        Division    of    Emergency    Prep^redress   &   Engineering 
Response     tPoat    S301O31          83VO&/11  Consol  irfateif    Edison    Co       of    New 

York,      Inc          Hipp          18SS4    OO3         24X    Fithe    50-OOO.  B3/05/1  1,  B303O40034 

6303040040    IE    Info    Notice    H3-31>     "Error    in    ADLP1PE   Computer1    Program    " 
SVE    Etst   anzl 

JCRDANi  E   U         Division    of   Emergency    Preparedness    6   Enolneering 
Flesponse    (Post  B3OI03)         B3/O3/19  Consolidated    EiTison   Co      of    Neui 

York,     Inc          M4pp          IBl,-}?   009         34X    Flche    50-OOO,  B3/O5/19,  0303040040 


ff3O304004t    3E    Info    Mofcice    83-33,     "Nonrcppeaflntat  i  ve    Sampling     of 
Contaminated    Oil    "    Svc    list    encl 

JORDAN.  E  L        Division    of  Emergency    Preparedness    S.  Engineering 
Raspojiie    (PnEt   8301O3)          B3/O5/3A  Confio  1  1  da  ted    Edis.on    Co       of    N«u 

YorS.     Inc          114pp          18647   007         SIX   Fiche    50-OOO,  B3/OS/SA-  B30304001A 

S     Reportable   occurrences.     LERs    ti   related    corre  spondenCE 

8303110427  Part   ai    l>   deficiency    repts    re   mi  aoporation    of    DS-414   reactor 
trlf    undervol  taye    device*    Initially    reported    an   B304SO 
Attachments    lulll    be    rBplscecf   ui/dsvices   Li/uii  denetf    grooves 
to   accammoda  te   new  retaining    rinos    Mfo    drauilnfls    i-ovi  *od 
RAHE.EP        Hestinghouse   Electric    Corp         H3/04/21         D£VOUN3,  R    C 
fliractor'5   OPfic*.     Office    of    Inspection   and    enforcement         3pp 
18403   O93         34X   Fiche    5O-OOOi  83/04/21  ,  93D51  1O427 

B3031001A1    Interim  dflficlency    ve-pt    re    pipe    support    design    calculations 
Initially   reported    on   B30323  Eng  laieer  i-no    evaluation   will   not 
be    complected    until    and    of    ijr   Schedule    fop    £  -ample  ti  on   of 
evaluation    eipecteil    bi|    B3I501 

FOSTER,  P    D         Georgia    Power    Co         B3/04/E9         O'REIU-V,  J   P         Region    2, 
Office   of   Director         lp         1B374   371         24X   Flche    30-1134,93/04/59, 
S30M001AI 

8303250*53  Advises    that    final    rept    re    sheared    pinion    lags    in   Llmitorijuo 
motor    operators  ulll    be    submitted    bq    830610 

FOSTER,  D   0         Georgia    Pouer    Co         ^3/03/16         O'HErLLY.J   P         Region    3.. 
Office    of   Director          lp          1B3B3   211          2flX    Fich*    SO-424, 
0303230452 


—a30SI003i9   "Design  Spec    BNP-DS-1940-4809-RO  Fleiibli    Httal 
Instrumentation  Holes    for    Initrumentation  h  Control    Sg»   - 
DEUTZ,  I   L        Tennessee   Valley   Authority        BO/09/O3        7pp 
1B37V  377        2«  Fiche  5O-H39,  83/05/04,  B30310O3SB 

— 0303100303  Rev  A   to    "Documentation  of   Compliance    for    MBC   Part  70133  t» 

Requirements   of   AS HE  Section    lit  NC-3649  &  Cod*   Caie   N-92  fi 
N-1S8-1    " 

NVSTfioM.R  H       Metal   Bellows   Corp  CR  730  RA       eo/IO/iy       Spp 

IB377   2B4         24X   Fiche    80-438,83/03/04,8303100333 

— B3031O0375  Rev  A   to    "Dafign   Rapt    far   Hose   Aiiembly   F]*«lbl*  Httil  FM 
A8HE  uDi]et.  [,  Pressure   Vessel    code   Section    IIIi  Bub»*c  tlon 
NC.CUss   3  " 

NVSTfiOM,  R  H        M»tal    DBllous   Carp        CR   739  RA        00/10/17       31pp 
18377   293        24X    Ffctie    OD-43B,  83/03/04,  B30310033B 

83051003^0  ForuiBrdt    response    to  Unresolved   Safity    I*iu«*    A-l,  A-Bi  A'lli 
A-12,  A-17,  A-40,  A-43,  A-44.A-43,  A-46,  A-47,  A-4B   &   A-49 
Responses    support   position    that   plant    can    be    operated    »*f»lv 
until   reflolution   of    open    Items 

MILLS, L  M        Tennessee    Valley   Authority        83/03/03        A DENS AM,  E 
LUenMng   Branch   4        26pp         18372  298        24K  Flche   30-43Bj  a3/OS/OSf 
G303100S40 

B303090639  Generic   Lti-   B3-SO   to   all    operating    reactor    llc*niee>   l> 
holders   of  CPs   re    integrated    scheduling    for    Implementation 
of  pljnt  mods  Svc    Hit    encl 

EIBENHLlT.D  0        Division    of  Licensing        83/03/09  Contol  Iditiif 

Edison   Co      of  Neiu   Vork,     Inc         t(,pp         1B6S7    133,       24X 
FUhe    30-000.  B3/05/09- S3030906S7 

F     Security,    medical,     emergency    b   fire   protection    plans 

3303110034:  Generic   Ltr   B3-Z1    tu   all    iiceniea*    of   operating    reactorii 
applicants    far  OLs   t<   holdirs    of   CPs   re    clarification   of 
access    to   control    procedures    for    law   enforcement   vlilt*~ 
Svt    11* t   encl 

EIBEMHUT.D  0        DlvUion    of  Licensing        83/03/11  ConiaIU«ttd 

Edison  Co      of  Neu  Yor*.     inc.       l&pp         1B940  093        24X 
Fiche   3O-OOO.B3/09/11, 8303110034 


DOCKET   STW-50— 137   FLOATING    NUCLEAR    PLANT 

A      Appl  icati  an/construe  tton    it  age    documents    tt    corr«sponiJenc> 

8303040323   Board   Notification   B3-OS7    forwards    differing    pr-of    opfnlani 
re    siji    interaction  &    iaf«ty    c  jaisi  f  ication    Info    relates    tP 
noard    Notifications   S3-17   d  93-44    re    Unresolved   Safety    Issue 
A-17 

EISENHUT,  D  0  Dlviiioil  of  Licensing  B3/OS/O4  PALLrtDINO.iM 
COrorailsiiiJiEr-s  22pp  1B337  139  34X  Fl  one-  50-000, 33/05/04, 
B30304O3S3 

F      Security,    medical,     emergency    &    fire   Protection    plans 


8305240213  Forward i   monthly    statu*    rept    on   offsite    emergencu 
preparedness    for   OL   revltws    for   Apr    19B3 

DIRCK8,M  J       office    of    ths   Executive   Director    for  OperJtlont 
83/03/13       PALUADIND.N  0,       Comml  «sloflers        9pp         1BB93  33S*       2+X 
FichB    30-000,  83/03/13,  B303S40213 

0      Inipectlon   reports,     IE   Bulletins   t   correspondince 

9312040333    IE    Info   Notice   83-14,     "Deuatered    Spent    Ion  Eich*n0t   Rttin 
Susceptibility    to  £ioth*rmlc    Chemical    Riactian    "    Svc    lilt 
encl 

TAYLGR,J.M        Division    of   Bafegu«rdi    b   Inspection  Programs    (Post 
B3D103)       B3/03/S1  ConsoUd«tid   Edison  Co     of  Neu  York,    Inc. 

UHpp        1B30B  319        B4X   Fiche- 30-000,  83/03/B1,  S21BOi0383 


B3O5110Q34   Qen«rlc   Ltr  83-31    to    all     licensees    of    operating    reactors, 
applicants    for    OLs    k  holders    of   CPs    re    clarification   of 
accaa*    tn    control    pr-oceifurBS    for    lay   enforcement    visits 
Svc    H-tt    enc] 

EISENHUT,  D  O        Dlviilon    of  Licensing        83/03/11  Consolidated 

Etfl»on  Co      of  Meui  York,     Inc         l&pp         18340  O95        SAX 
Flche    30-000,83/03/11,83(13110034 


B3032703S4  Forwards   IE   Insp  Repti   30-43B/B3-09  »•  30-439/93-0"?  on 
B3031i-i7  NP   noneompllance   notud 

VERftELLi.D  M        Division    of   Project   S>  Reiident   Programs        S3/04/11, 
PARR1S,H  0,       Tennmsee   Valley    Authority,       3pp.       1S646'17S,       »4)t 
Fiche   30-433,83/04/11,  B303B70334 

— 9303870337    IE    In»p    RepH    30-438/83-09   &    30-439/B3-09   on   330314-171*" 
noncomp llance   noted   Major   arias    inspected    item  rtportvd    bg 
licensee   under    10CFR30   35(e)    i-t    excossive   vibration   at   ERCH 
pump /mo  tor 

LIU.UC    ,    DLAKE.J.d        Reolon   S,    Office    of   Director        63/04/07 
3pp        18446    177        24JC  Flche.  30-43B,  S3/04/1 1,  8303870324. 
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B3O3040Q31     IE     Info    Notice    83-21,     "Defective    Emergency    Una    Respirator    " 
3 vi    Hit    enc  1 

JORDAN.  E    L          Division    of    Emergency    Preparedness    tt    Engineering 
Response     (Past    B301O3)          B3/04/1S  Consolidated    Edison   Co       of    Neu 

York,     Inc  126pp          18433    15S         24X    Flche    5O-OOO,  S3/Q4/13, 8303040021 

8303040023     IE     Info    Notice    B3-22,     "BUR    Safety /Hal i ef    Vfl  1  VB    Failures     " 
a vi    Hat    enc  1 

JORDAN,  E    L         Division    of   Emergency    Preparedness   *c   Engineering 
Response     (Pest    830103)         B3/O4/22  Consolidated    Edison    Co       of    Neu 

York.     Inc  H2pp          18383   OB9         34X    Fiche    90-000.83/04/83.8303040023 

8303O4O025    IE    Info   Notice   83-23r     "Inoperable    Containment   Atmosphere 
Sensing   Sy»    "    Svc    Hat    enel 

JORDAN,  E   L         Divlilon    of   Emergency    Preparedness    i   Engineering 
Response     (Post    B3O103)         B3/O4/23  Consolidated    Edison    Co       of    Nou 

Yorfc,     Inc  119pp          1B381    291          24)!    Fiche    3Q-QOO.  S3/O4/23, B303040035 

€303040026    IE    InPa   Notice   83-24,     "Loose   Parts    In    Secondary    Side    of 
Steam   Generators    at    PURs    "    Svc     list    enc 1 

JQRDAM,  E    L         Division   of   Emergency   Preparedness    &    Engineering 
Response    (Post   830103)        83/04/28  Consolidated    Edison  Co      of   New 

Yortj     Inc  113pp          1B3B2   047         24X    Fiche    3O-OOO.  83/O4/2B.  83Q3040O26 

B303O4O027    IE    Info   Notice  B3-25,     "Standby    Oas    Treatment   Sys   Heater   High 
Tamp    Trip    Betpoint   Adjustment    "    Svc    list    end 

JORDAN. E    L         Division   of  Emergency   Preparedness    &    Engineering 
Response    (Po-st   830103)        03/04/28  Consolidated    Edison  Co      of   Neu 

York-     Inc  llSpp          1B3B2    163         24X    Fiche    3O-OOO,  B3/O4/20, 8303040037 

8309270589    Ac*    receipt    of    B30331    b   0418    1  trs     informing    NRC    of    steps 
taken    to    correct    violations   noted    in    IE    Insp    Repua 
30-438/83-03    I,    30-439/83-02 

VERRELLI.D   M        Division    of   Project   fc  Resident   Programs        83/04/29 
PARRIS,  H  O         Tennessee   Valley    Authority         Sfp         IB644.  213        24X 
Ficne    30-438. B3/04/29, B303270SB9 

— 6303370597   Addl    response    to   NRC   830233    1 tr    re    violations    noted    in    IE 
Imp    Repts    30-43B/B3-O2   It    3O-439/83-02    Item    B    of 
noncomp llance    in   aria   of    flushing    &   hydrostatic    tasting   It 
related    procedures    disputed 

MILLB.L   M        Tennessee   Valley   Authority         B3/O4/1B        O'REILLV.J  P 
Region   2.     Office    of   Director        3pp         18646  217        24 X 
Fieh*    30-438,83/04/29, B303270SB9 

— B303B7Q6O8    Responds    to    NRC    830229    Itr    re    violations    noted     in     IE    Insp 
Rapt*   3O-43B/83-Q2  8.   30-439/83-02  Corrective    actions 
document    control    unit    performing    rev leu   of   craft    drawing* 
J.  will    TBiolve    discrepancies 

MILL3.L    M         Tennessee    Valley    Authority          83/O3/31          D-REILLY..J   P 
Region   S,     Office    of   Director        4pp         18646   220        24 X 
FlehB    3O-43B,  83/04/29,  B3032703B9 

— B303270616  Foruards    IE   Insp   Repts    50-43B/83-02   t.   30-139/83-02   on 
3301 0 1-3 1    &   notice    of   violation 

VERRELLI.D,  M        Division   of   ProjBCt   Ii  Resident   Programs        83/O2/E3 
PAnRIS,M  O        Tennessee   Valley    Authority         2pp         18646  224        24X 
Fiche    DO-43B, 83/04/29.  830SS70389 


B3O327Q372   Ac k     receipt    of   83O422     Itr     informing    NRC    of    atups     taYon    to 
correct    violations    noted     in     IE     Insp    Repta     SO-43B/H3-O3   !. 
5O-439/B3-03 

vERRELLI.D   M          Divnion    of    Project    t-    Resident    Programs         B3/Q5/0'! 
PARRIS.W   G         Tennessee    Valley    Authority  la  18442    337         24X 

Flche    30-43B,  83/O3/O4.  S30527O373 

— B3O327D3B6   Responds    to    NRC    830325     Itr    ra    violations    noted     In    IE    Insp 
Ropts    30-43S/83-03    &    30-439/B3-Q3    Corrective    actions 
Inspector    re  i  nttruc tetf    to    verify    concrete    patch    curing 
record    completion 

MILLS, L    M         Tennessee   Valloy    Authority          83/04/S2         O'REILLY,  J   P 
Region    2.     Office    of    Director          3flp  1B&42   339         24X 

Flche    30-43B, 83/Q3/O4,  B3O327OG73 

— B3O3S7O396   Forwards     IE    Insp    Repts    9O-43B/B3~O3    J.    3O-439/83-D3   on 
8302O7-1B    t>   notice    of    violation 

VERRELLI.D    M         Division     of    Project    !<    Resident    Program*          B3/03/23 
FARRIS.H   9          Tennessee    Valley    Authority          2p  p  tBMS    343         24X 

Fiche    SO-43B, S3/03/04,  83Q527G372 

— 83O927O398   Notice    of    violation     from    insp    on    B302O7-1B 

*      Region    2,     Office    of    Director          B3/03/23         3pp          I8A42   3>13         SAX 
Flche    50-438,83/05/04,8303370372 

— B30327O41S    IE    Insp    Repts    3O-43B/B3-03   fc    3O-439/B3-03    on    B302O7-1Q 
Noncomp 1  lance    noted    failure    to    properly    cure    concrete    repair 
patch    t    failure    to    train    electrical    craft    foremen    in 
procedure    for    structural    steel    ins ba nations 

HARRIS, J   R          Region    S,     Office    of    Director         CONLON, T    E         Division 
of   Project    &   Resident  Programs         B3/O3/23         llpp         18642   347        2-1X 
FichB    30-43B, 83/03/04,  B3O3H70373 

B303270582  Ac k    receipt    of  830423    Itr    informing    NRC    of    steps    taken    to 
correct    violations   noted    In    IE    Insp    Repts    30-438/83-04   i 
3O-439/Q3-04 

VERRELLI.D   H          Division    of    Project    tt    Resident    Programs         83/03/03 
PARRIS.H   O         Tennessee    Valley    Authority          lp          10646   301          24X 
Flche    3O-43B,  83/03/03,  B30327OSBB 

— B3O3270S92  Responds    to   NRC   B3D323    ttr    re    violations   noted    in    IE    Insp 
Repts    3Q-43B/83-04    &    30-439VB3-O4   Corrective    actions     coble 
reconfigured    to   produce    acceptable    band    radius  tt    propar 
torque   values    for    side    bolting    obtained    from   vendor 

KAMMER.D   S          Tennessee    Valley    Authority          B3/O4/23         O'REILLY, J   P 
fleoion   S,    Office   of    Director         3pp         IB646-302        24X 
Fiche    30-438,83/03/03.8303270382 

— 83QS27O&Q1    Forwards    JE    Insp    Repts    30-43B/S3-04    tt    3Q-439/83-O4    on 
B302O7-1B  &   notice    of  violation 

VERRELLI.D   M        Division    of   Project    tt   Resident   Programs        83/03/25 
PARRIS.H  0         Tennessee  Valley    Authority         Spp         18646    3O7.       24X 
Fiche    3D-43B, B3/03/O3, B3O327O3B2 

— 8303270407  Notice   of    violation    from    insp    on   830307-18 

*      Region  S,    Office    of   Director         B3/O3/23         lp         1B646  30°-        24X 
Fiche     30-43B,  83/03/03,  83O337OSB2 


— 830027061'?   Notice    of   violation    from    insp    on   B3O101-31 

*      Region    2,     Office    Of    Director         83/OS/23         2pp  18646   226         24X 

Ffche    3O-43B.  B3/04/29. B303H703B7 

— 8303370639    IE    Insp    Repb*    SO-43B/83-OH   8.    30-439/83-02    on    B301OI-31 
Noncompl ianct    noted    failure    to   control    Installation    of 
supports    for    remote   valve   operators, Inadequate    drawing 
control    Si    Inadequate    const    operating    Instructions 
MILCOX.  J   D        Region   Si    Office    of   Director        FREDHICK90N, P 
Division    of  Project   b  Resident    Programs         83/02/23         14pp, 
1B44A   S2S,        24X    Fl  che> 30-438,  83/04/29.  830327O389 


— B3O327O618    IE    Insp    Repts    5O-439/83-04    !c    50-439/83-Ofl    on    S30E07-1B 
Noncompliance    noted    bend    at    trays    TY3-A647-A, TY3A361-B   tt 
TY4AA91-A  exceeded    O»nera 1    Const    Spec    0-3B  mln  radiuB 
RUFF, A  D        Plep,'<»i   S,     Office    of   Dlrettor        CONLON,  T  E        Bivision   of 
Project   &  Resident    Programs         S3/03/23         llpp         18646-31O        SIX 
Fiche    SO-43Q,  B3/OS/03,  B3032703B2 

8303040033   IE   Info  Notice   83-29.     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation    "    Svc    list    enc 1 

JORDAN,  E  L        Division    of   Emergency   Prepared nass    !,  Englneerinfl 
fia*poni*    (Foat    830103)        83/O3/O6  Conso  1  idated    Edison  Co.     of  Nfliu 

York,     Inc          £13pp.        18SS3   S48         S4X    Fiche: 30-000, 83/03/OA, 8303040033 


B3030400aQ    IE    Info  Notice   B3-26,     "Failure    of    Baf ety/Re 1  lef   Valve 
Discharge    Line   Vacuum  Breakers    "    8vc    list    encl 
JORDAN)  E   L         Division    of   Emergency    Preparedness    tt   Engineering 
R«*ponte    (Po«t  B30I03)        B3/O3/O3  Coniol tdated    Edison   Co      of   Neu 

York.     Inc         122pp         18441    17O        24 X   Fiche    30-OOO,  B3/O3/03, 8303040028, 


8303040034    IE   Info.  Notice   83-30,     "Misapplication   of   Oeneric    Emergency 
Operating   Procedures    (EOP)    Guidelines    "    Svc    list    encl 
JORDAN, E   L        Division    of  Emergency    Preparedness   t<  Engineering 
Response    (Past  830103)        B3/O5/H  Consolidated   Edtkon   Co      of  Neu 

York,     Inc          1  14pp         18324    003         24X    Flche    30-000,83/03/11,8303040034 


B303O'O030    IE    Info   Notice    B3-27,     "Operational    Response    to  Events 
Concerning    Deliberate   Acts   Directed   Against   Plant 
Equipment-  "   Bvc    list   encl, 

JORDANrE,  L.       Diviiion    of   Emergency   Preparedness    tt    Engineering 
Response    <Po»t   830 I 03)        83/03/04  Consolidatad    Edison  Co,     of   NIID 

Vork,     Inc,         112pp.        18388   289         Z4X    Fiche    30-000.  83/03/04. B303O40O3D 


8303040040    IE   Info   Notice    S3-31,     "Error    in   ADLPIPE  Cornpirtei-   Program   " 
Svc    1 1st    encl 

JORDAN,  E  L        Division    of  Emergency    Preparedness    &   Engineering 
Response    (Poit   830103)        83/03/19  Consolidated    Edison  Co.     of  Neu 

Yor*,     Inc          114pp         1B697   OO9         24X    Flche    30-300,83/03/19.8303040040 


B3O3040031    IE    Info  Notice   83-58,     "Criteria    for   Protective   Action 
Recomnendat ions    for   Oeneral    Emergencies    "    Svc    list    end 
JO  ROAN i E  L         Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post  8301O3)        83/05/04  Consolidated    Edison   Co      of   Neu 

Yorki      Inc-         119pp          10441    OOI         S4X    Flcha    30-000. 83/03/04, 8303O4O031 


8303040046    IE   Info   Notice    93-33,     "Nonrepresenta tive   Sampling    of 
Contaminated    Oil    "   Svc    list    e/nc  I 

JORDAN, £   L        Division    of  Emergency    Preparedness    &  Engineering 
Response    (Post  B30103>        B3/Q5/S&  Consol i dat«tf    Edlioti   Co,     of   Neu 

Yorfe,     Inc         114pp        18647  OO7        SIX   Fichu    30-OOOj 83/01/26, B3O3040046 
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DOCKETED  ITEMS 


3      Roportable    occurrences,     LEfls    6    related    corr 


9303030232   Final    Deficiency    Rept    NCR    161O    re    none  on  Forming    seismic 
support    luge    an    2-inch    or    lees    steel    pipe    Initially    reported 
on    811229   Design!   &    procedures    modified    t>    fabrication 
techniques    changed    to    reduce   uielding 

MILLS.L   M         Tennessee    Valley    Authority          B3/-C-4/29         Q'HEILLY.J    P 
Rejlon   2.     Office    of    Director         3pp          lS3aO   031          24X 
Fiche    90-438,  03/04/23,0303030332 

9303030370   Seventh     interim   deficiency    rapt    re    failure    of    bolts    I.    nut 
to    meet   ASTM    specs    Initially    reported    on    FJ10724    Results    of 
analytic   of    bolting   raatl   mill    d  e    evaluated   Neit    re-pt    ulll    be 
submitted    by    330707   rtlto   reported    per    JOCFR31 

MILLS.L   H        Tennessee    Valley    Authority          B3/O4/25         O'RE1LLY,J   P 
Region  3.    Office    of  Director        2pp         10306  317        24X 
Fiche    30-438,  B3,/O4/23,B3a3O30370 

B303Q30120  Seconct    interim  deficiency    rept    t-a    improperly    qualified 
nonle    loads    Initially    reported    an    B3O124    Fifty-five 
problems    identified   &   62   problems    remain     to    be    investigated 
Mcifc   rapt   e>pect*d    by   831017 

MILLS, 1-  M        Tennessee  ValHy   Authority         83/04/27        O'REILLY.  J  P 
Region   3,     Office    of    Director         2pp          1S337    133         24X 
Fit  he    30-438,93/04/27,8309050150 

9303030132  Final    rept    Tor   DBficiencles    A   1*   D   re    prot  urement   control 
activities  ufilch    could    lead    to    shipment    of    defective 
equipment  d   adversely   affect   plant    safety    Initially   reported 
on   S 1031 6 

MILLS.L   M         Tenneisee   Valley   Authority          03/04/27         O'ftEILLY.J   P 
Region   2,     Office    of    Director         3pp          1S341    OS3         24X 
Fiche    90-000,  B3/04/37,  B3Q3O50152 

B3Q5OS0123  Second    interim  deficiency    rapt    ra    unqualified    flei-hose 
connections    Initially   reported    on   821027   Problems 
reanalyzed   t>   flei-hose   qua  1  i  f  icatf  ans    performed   Also 
reportahle   per   Part  31 

MILLS,  L   K        Tennessee   Valley    Authority          93/04/29         d'FlEILLY,  J    P 
Region  S.    Office    of   Director        2p  p         18343    If  8        24  X 
Flche    30-433,93/04/23,6305050132 

3305050189  First    interim  deficiency    rept    re    tube  line    mails    supplied 
by    Capital   Pipe-    not  mfg    per    OA   program    Initially   reported    on 
830329   Investigation   of    involved    carbon    steel    fittings  & 
flanges   continuing   Neit  rept    expected    by    83Q7Q4 

MIL1-S,L   M        Tennessee   Valley    Authority          B3/D4/2B         D'HEILLV,  J   P 
Region  Z,    Office    of  Director        2p  p         18341    076        24X 
Flche    90-000,63/04/28,8309050100 

3303110304  First    interim  deficiency    rept    re    outdated    design   criteria 
for    DHR  &  tore    flooding    »t)s    Initially    reported    on   B3O4O9 
Latut  approved    B&H  descriptions    revleiueil    to    determine 
adequacy    of    latest   utll    design   Neit   rept    bf  331153 
MILL9,  L  n       Tennessee   Valley    Authority        S3/O3/02        O'REILLV.  J  P 
Rejion   S,    Office    of   Director         2pp  18393   239         24X 

Fiche   SO-430.  93/03/02,  S3031 1  0304 


8303110406  Third    Interim  deficiency    rept    re    undersiind    fillet  u-eldi 
made    before   mid-l9BO    Initially    reported    on    820733  Craftsmen 
&   inspectors   not    in   possession    of    fillet   gauges    to    determint 
projar  ueld    die    Insp    continuing    West   rapt    bg    831203 
MILLS,  L   M        Tennessee   Valley    Authority         83/03/02         Q'REILLV,  J   P 
Region   2,     Offitd    Of   Oirector         Epp          18406    1H7         SflX 
Ficne    30-439.  63/03/03,  B30311O40A 

B303110319  First    Interim  rept    rs    Deficiencies    1,3   k  3  QA  program   per 
TVA   Pirsonal    Svcs  Contract   TV-49510A  in/Gilbert  Alioc    Written 
Instructions    E<   procedures   not   provided    to    contractor    in 
perf prmlng/dtjcumenting    piping  analysis   Review   underway 
HILLS,  L  H       Tennessee   Valley   Authority        B3/03/O5        O'REILLY.  J  P 
Region  S,    Office    of  Director        3pf>         19393    IB1        SIX 
FlCht    30-000' 83/09/03.  B30911O317 

B30S130147  Second    Interim  deficiency    rept   re    bacVFloui  not    contldered 
for    ERCW  booster    pump<    thutaff    Initially    reported    on   831S30 
Ddign   criteria    diagram   for    ERCW  modified    to    include    ch*ek 
valves  Hest  rept   ulll    be   submitted    by    940719 

HILLS,  L   M        Tennessee   Valley    Authority         03/OS/Oi,         O  'RElLLVi  -J   P, 
Region   2,    Office    of    Director         2pp          JB43B    133         2>9X 
Fiche   SO-43B,  S3 /OS/04,  8303130147 

B3031301S4  First    interim  deficiency    rapt    rs    defects    In    pipe   clamps    mfg 
by    ITT  Crlnnell    Initially  reported    on   83040£  Util    requested 
vendor   to   provide  response    re  action    taken    to   prevent 
recurrence   of   problems  Alia   repartablo   under   Part   SI 
MILLS,  L  M       Tennessee    Valley   Authority        H3/03/OA        O'REILLViJ   P 
Region  2,    Of  fie*    of  Dirictor        Spa.       18437    193        24X 
Flcht  30-43B,  83/03/04.  B305 1 30 134 


G303200569  Fourth    Interim   deficiency    rept    re    implementation   of   QA  titt 
documentation    on   radiation    monitoring    equipment    Initially 
reported    on   B3OB24   OA  Technologies   uiill    field    teit   monitor   & 
reuirlte    test    travelers   Neit   rept    by    B31SBB 

HILLS, L  H        Tennessee   Valley    Authority         B3/03/11        O'REILLV.  J  p 
Region   2,     Office    of    Director          lp          1B314    277         24X 
Flehe    30-430.  B3/03/1 1.  8303300349 

8303200187  Final    deficiency    rept   re   unauthorlied    use    of   QC   stanp 
Initially    reported    on   821214    Identification  markingi    on 
items    cited    by    rept    have    been   obliterated   fc    Items    scrapped 
QC    personnel    trained    on   proper    use    d    security 

MILLS.L    M         Tennessee    Vallay    Authority         83/03/16         O'REILLV,  J   P 
Region    S.     Office    of    Director         2pp          18319   001          24X 
Fiche    30-438.03/03/16.  B3032001B7 

8303200319  First    Interim  deficiency    rept   re    inadequate   Calculation 
TI-ECB-47,     "Common    Zone   &  Fuel    Handling    Area    Tornado 
Depnisurt latlon  Analysis    "    Initially    reported    on    B30414 
Initial    review    Indicated    uall«    &   floors   maintain    integrity 
MILL8.L   M        Tennessee   Valley   Authority        B3/03/I4        O'HEILLY.J  P 
Region   2.    Office    of   Director        2pp.       18316  083        B4X 
Fiche    30-43B,  B3/03/I4,  B303E00319 

8303230545  Second    interim   rept    re    generic    deficiencies   at  Consol  lri<ittd 
Controls  Corp    Initially    reported    on   820914  Evaluation 
Indicates   QC   problems    corrected   &   equipment    failures   random 
Alio  reported    per  Part  21    Ne>t    rept    by    B311I7 

MILLS.L   M        Tennessee   valley    Authority        83/O3/18        O'REILLY.  J  P, 
Region  S.    Office    of    Director        3pp         13337  OB5        24 X 
Fiche    30-430,33/05/18,6305230545 

0303230331    Third    interim  deficiency    rapt   re    lack    of    environ 
qualification    far    equipment    in   aurlliiry    bldg    due    to 
potential    failure   of    startup    &   rclrculation    sys    Initially 
reported    on    BSO423  Design  mark    ongoing    Next   rept    by    B402I7 
HILLS,  L  M        Tennesiee   Valley    Authority        33/03/18        O'REILLY.  J  P 
Region  S,    Office   of    Director        Zpp         IB 537  333        BIX 
Fie  he,  30-438,03/03/10,8303330331 

B305230S65  Final    deficiency    rept   re    use    of    unqualified    TVA-de»£gtiid 
fillet   uelds    on   piping    lugs    Initially    reported    on    B20BI9, 
Calculation    package    for    lugs    complete   Procedures    for 
designing    fill  it-welded    lugs    Incorporated 

MILLS,  L  N        Tennessee   Valley    Authority        83/03/13,       O'REILLY.  J.P 
Region   2.     Off lea    of    Director         2pp          18337   092         24X 
Flche    90-438,83/09/18.8309230343 

0303310138  Seventh    interim   deficiency   rept   re    Inconsistency   between 
assumptions    for    pipe    break    in   LOCA  b   structural    analyses 
for    connecting    pipes    In   affected    loop    Initially    reported   on 
801121   Neit    rept    by    B3111B   Also   reported    per   Part    21, 
MILLS,  L   M        Tennessee   Valley    Authority         83/03/23        O'REILLV,  J,P 
Region  2.    Office   of    Director        2pp         18636    123        S4X 
Ffehe    SO-43B.  83/09/B3.  B30331013B 

8305310193   First    Interim   deficiency   rept  re    power    cable   bend   radii  In 

vertical    to    horltantal    trauji    Initially  reported    on   830482 

Vendor   assistance   mill    be    requested    to  determine   mln 
acceptable    bend    radius 

MILLS,  L   M        Tennessee   Valley    Authority        83/03/23        O'REILLY,  J  P 
Region   2,    Office   of   Director        2pp         18431, OO4        24X 
Flche    30-438,  83/09/23.  8303310193 

B309310214    Eighth    interim   deficiency   rept   re   BJ.H  nonconservativ* 
analysis    of    neutron    flux.  Initially    reported    on   801103, Also 
reportable    per   Part   21    Utll    auaiting    results    of    BtiU 
analysis   Neit   rept   ulll    be    submitted    by    831024 

MILLS, L,W        Tennetsee   ValUy    Authority        83/03/23        O'REILLY,  J,P 
Region   2,     Office    of    Director         2pp          1B438    144         24 X 
Fiche-  30-43B.  83/03/23,  8303310214 


DOCKET    30-437    BELLEFONTE   NUCLEAR   PLANT,     UNIT   S 

A     Application/construction    etage    documents    h  correspondenci 

8309030938   Advises    that   applicable    recommendations    contained    In   BfcU 
Tuplcal    Rept   DAM- 1364,     "Integrated   Control    8ys   Reliability 
Analysis."  mill   be   implemented   prior   to   fuel    loading   to 
fulfill    requirements    of   NUREQ-Q737,  Item    II   K  2.  •?. 
mLL6,L  M       Tinnessee  Valley   Authority        83/04/24       ADENBAM.  E 
Licensing   Branch    4        lp,        1B303  29?        24X  Fithe.  30-438,83/04/86. 
B30303033B 

830B10033B   Forwards   addl    documentation   re   Cad*   Caie   N-198   far   u*e  of 
flexible    metal    instrumentation   hose   H/one    ovirslie 
propTletary   drauilng   Orauingi   withheld    (may   contain   company 
seniltive    lnfo>    Aperture    card    in  Central    Files 
MILLS, L  M        Tenneitee   valley    Authority        83/03/O4        ADENBAM.£ 
Licensing    Branch,   4         lp         1B377'B73        24 X   Picha.90-43B.B3/03/04, 
6303100330 


34S 


— S30310O369    "Delign   Spec  UNP-DS-1940-4B09-RO  Flexible   Metal 

Instrumentation   Hoses  for    Instrumentation   <«  Control    Sys    " 

BELTZ,  I   L        Tennessee  Valley   Authority         80/09/03        7pp 

1B377   277         24X   Fiche  30-438, 83/03/04,  B3O3t003SB 

— 83O31QQ3BB  RBV  A    to    "Documentation    of    Compliance    fur    MDC   Part   7B133    to 
Requirements    of    ASME   Section    III    NC-3649    (-   Code    Cage    N-<72   «. 

u-iea>i   » 

NVSTRQM.R    H         Metal    Bellous    Corp          CR    73O   RA         BO/1O/17         Spp 
IS377   284         24X    Flche    30-438.  83/03/04. B3O31OQ33B 

— B3031OQ37S  Rev  A   to    "Design    Rept    for   Hole    Assembly    Fle«ible   Metal    Per 
ASME    Boiler   &  Pressure   Vessel    Code    Section    1 1 1,  Subnet  I  on 
NC'Clai*   2    " 

NY8TROM.R  H        Metal    Bellow.    Corp        Cfi    729  RA        SO/10/17        31pp 
IB377   H92         24X    Flche    30-43B,  B3/O3/04.  B3Q31Q0338 

B3051Q024Q   Forwards    response    to   Unresolved    Safety    Issues   A-li  A-S.  A-l  1. 
A-IS.  A-17,  A-40,  A-43,  A-44.A-43,  A-46,  A-17.  A-4B   &   A-49 
Responses    lupport    petition    that   plant    can   be    operated    safely 
until    resolution   of    open    items 

HILLS,  I,   M        Tinninie   Valley    Authority         B3/O3/O3        ADENBAM,  E 
Llcensinfl    Branch    4         KApp          1S372   S9B         24X    Fiche    30-438,83/03/03, 
B3031OO240 

S30B09Oi39   Oeneric    Ltr   83-20    to   all    operating    reactor    licensee*   S> 
holders    of   CPi   re    Integrated    scheduling    for    Implementation 
of    plant    modi   8vc    Hit    incl. 

E1SENHUT, D  0,       Division    of   Licensing        S3/O3/09  Consolidated 

Ed  it  on  Co      of   Neu  Vorfc,     Inc         16pp         18637    133        2-4X 
Fleh»:  3O-QOO.  83/03/09,  B3QS0906S9 


F      Sicuritu..    medical,     emergency    &    fire    protection    plans 


8303040027    IE    Info   Notice    83-23.     "Standby    Gas    Treatment    Sijs    Heater   High 
Temp    Trip   Setpnint   Adjustmont    "    Svc    list    encl 

JORDAN.  E   L        Division   of   Emergency    Preparednoas    It  Engineering 
Response     (Post    B30103)         93/04/2B  Consolidated    Edison    Co       of    Neu 

Yorft,      I»c          HBpp         1B3Q2    165         34X   Flche    50-000,83/04/29,93030110027 

830937058'?   Ac  k    receipt    of    B30331    &    O41B    lira    informing    MIC    of     itups 
taken    to    correct    violations    noted"     In    IE    Insp    Repts 
30-43B/B3-02   t.    50-439/83-03 

VERRELLI.D   M         Division    of    Project    5.   Resident    Programs         63/04/29 
PARRIE.H   0         Tennessee    Valley    Authority         5pp  iBbAt,    213          24X 

Flche    30-43B,  B3/04/S9,  B3032709B9 

— B303270597  Addl    response    to  NRG  830233    Itr    re   violations   noted    In    IE 
Insp    Repts    50-436/83-02   !•    30-437/83-02    Item   B    of 
noncomp  1  lance    In  area   of    flushing   !<  hydrostatic    teitlng    It 
related    procedures    disputed 

MILLS, L   M         Tennessee    Valley    Authority         B3/O4/1B         O'REILLY- J   P 
Region    2,     Office    of    Director         3pp          1B646   217          24K 
Flche    30-438, B3/04/39,  83033703B9 

— B30327060B   Responds    to   NRC   830323    Itr   re   violations   noted    In    IE    Insp 
Rept»    30-43S/B3-02   (,    30-439/B3-O2   Corrective    actions 
documant    control    unit   performing    revleu   of   craft    drawings 
t  ulll    resolve    discrepancies 

MILLB.L  M        Tennessee   vallay   Authority        83/03/31         O'HEILLY,  J  P 
Region    2,     Office    of    Director         4pp          IB&4&   E2O         S4X 
Fiche    30-433,83/04/29.8303270339 

— 830327061i  Forwards    IE    Inup   Repts    SO-43B/B3-02  &    30~43?/B3-02    on 
830101-31    &   notice    of   violation 

VERRELLI.D  M        Division   of  Project   &  Resident   Programs        83/Q3/2B. 
PARRIS,  H  Q        Tennessee   Valley  Authority        Spp         1B&4&  224         24X 
Flche    30-438,  B3/04/29,  B30327O3S9 


S30911O034   Oenerlc    Ltr    83-21    to   all    licensees    of    operating    raactors, 
applicant*    for   OLs   fc   holders    of   CPs   re    clarification    of 
access    to   control    procedures    for    law   enforcement    visits 
Bve    ll«t    encl 
EI8EHHUT.D  0       Division   of  Licensing       B3/OS/11  Consolidated 

Edltan    Co       Of   Neu    Yort.     Inc,        16pp          1B940    093         Z4X 
Fien».  30-000,  B3/03/1  1  ,  B3031  10034 


Inspection   reports.     IE  Bulletins   &   correspondence 


eaiaOiO3BB    IE   Info   Notice   B3-14,     "Deuiatered    Spent    Ion   Exchange   Resin 
Busceptib  illty    to   Exothermic    Chemical    Reaction    "    Svc    list 
enc  1 

TAYLOR,  J  M        Division    of   Safeguards   &    Inspection   Programs    (Post 
8301O3).       B3/03/K1  Consolidated   Edlion    Co      of  Now  York,     Inc 

112pp.        1930S  319        24X   Flche    50-000,  83/03/21,  8212060339 

8305270324   Forward!    IE    Insp   Repts    30-433/83-09  t.   30-439/33-09  on 
B3O3ti-17.  No   nonconpllanci  noted 

VEHRELLI-D  M        Division    of   Project   t,  Resident    Programs,       83/04/11, 
PAHRISrH  0        Tennessee   Valley   Authority         2pp         18646:173        24X 
rich*.  3O-43B,  B3/04/1  1,8303270324 

—  83QS27OD37   IE    Insp    Repts    30-438/B3-09  &    30-439/83-09   on   B30316-I7  No 
noneomp  liance   noted   M*jar    areas    Inspected    Item   reported    by 
licvniee  under   10CFR3O  33t»)   re   eicasslve   vibration   of  ERCW 
pump  /mo  tor 

LIU,  M.  C.  ,    BLAKE,  J  J        Region   2.    Office    of    Director.       B3/04/07 
Spp,        1B&46    177.       24X   Fiche   30-438,  83/04/1  1,  B303270324 


B3O30'OO2I    IE   Info   Notice   B3-21,     "Defective   Emergency    Use   Respirator," 
five    ll*t    encl 

•JORDAN.  E  L       Division   of  Emergency  Preparedness  &  Engineering 
Response,    (Poit  830103),       33/04/13  Consolidated    Edison   Co,     of   Neu 

Yorti      Inc          lS6pp          1B433    133         24X   Flche    30-000,  B3/04/13.  S303O40021 

830-3040023    IE    Info   Notlc*   33-S2,     "BUR   8af  sty/R.l  ief   Valve   Failures    " 
Svc   1  1st   encl. 

•JORDAN,  E,  L,       Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103)        83/04/22  Consolidated    Edison   Co      of  Nou 

Vorfci     Inc.       112pp,       18383  089        24X   Flche    9  O-OOO,  33/04/22,  B303O40023, 

B303040O23    IE    Info   Notice   83-23,     "Inoperable   Containment   Atmosphere 
Sensing   BUS   "   Svc    list   encl 

UDRDANi  E,  L.     -Division   of  Emergency   Preparedness   &  Engineering 
Rtipcmtf    (Pott  830103).       33/04/29  Consolidated    Edison   Co,     of  N*u 

Yorki     Inc         119pp.       13331    2?1.       24X   Flche    30-000,33/04/25,  8303040023 

B303040026    IE   Info  Notlct  83-24,     "Loose   Pa.rtt    In   Secondary    Bid*    of 
Btean   Oonerators    at   PHRt    "   Svc    list    encl 

JORDAN,  E,  L.       Division    of   Emergency    Preparedness    S<  Engineering 
Response    (Post  8301  03  K       33/04/28  Consolidated    Edison  Co      of   Neu 

York-     Inc.       113pp         18382  047        24X  Fiche    3O-000,  B3/O4/2S,  8303040026 


— B309270il9  Notice    of   violation    from   insp    on  B30101-31 

»      Region    2,     Office    of    Director         83/02/23         2p  p          18646    326         24X 
Flche    30-433, 83/04/29,  B303270SB7 

—8303270629    IE    Insp    Repts    30-43B/83-02   t.   30-439/B3-02    on    B30101-31 
Noncomp  1  lane*   noted    failure    tu    control    installation   -af 
supports    far   remote   valve    opera  tors,  inadequate    drawing 
control    It    inadequate    const   operating    instructions 
WILCOX.J  0        Region  S,    Office   of    Director        FHEDR ICKSDN,  P 
Division    of  Project   <<  Resident   Programs        BS/QH/aS         14pp. 
1B646   S28         24X    Flche    30-43B,  B3/04/29,  0303270389 

3303040028    IE    Info   Notice   B3-36,     "Failure   of   Saf ety/Rel Ief   Valve 
Discharge  Line   Vacuum  Breakers    "   Svc    list   encl 
JORDAN.  E  L        Division    of  Emergency    Preparedness    &   Engineering 
Response    (Post   330103)        83/03/03  Consolidated    Edison   Co      of   NBUI 

York,     Inc          122pp         18441     170         24X   Fichu    50-000i  B3/03/03.  B30304OO2S 

8303040030    IE    Info  Notice   B3-27,     "Operational   Response    to   Events 
Concerning   Deliberate   Acts   Directed  Against  Plant 
Equipment    "   Svc    list   encl 

JORDAN, E  L        Division   of  Emergency    Preparedness    &   Engineering 
Response    (Post    B30103)        83/03/04  Consolidated    Edison   Co      of    Neu 

York,     Inc          112pp         1B3B2   SBS        24X   Flche    30-QOC-,  83/O3/O4,  S3O301O030 

B303040031    IE    Info  Notice  B3-2B,    "Criteria    for  Protective    Action 
Recommendations    for  General   Emergencies,"   Bvc    list    end 
JORDAN, E  L        Division   of  Emergency    Preparedness    &   Engineering 
Response    (Post   830103)        83/03/04  Consolidated    Edison   Co.     of    Neu 

York,     Inc          119pp         18441    OOI         24X   Fiche    30-000,  B3/O3/O4,  83O301O031 

B 30 32 70372  Ac k    receipt   of  830423    Itr    Informing   NRC    of    steps    taken    to 
correct   violations   noted    in    IE   Insp   Repts   30-43a/83-O3  6 
30-439/83-03 

VERRELLIrD  M        Division   of  Project   &  Resident  Programs,       33/05/04 
PARRIB.H  0        Tennessee  Valley   Authority        Ip         1B&AS  337.       21 X 
Flche    30-438,83/03/04,3303270372 

— B3032703B&  Responds   to   NRC   B30323    Itr    re   violations    natrd    In    IE    Intp 
Repts    30-433/83-03   &   30-439/83-03   Corrective    action* 
inspector   reinstrueted    to  verify    concrete   patch    curing 
record    completion 

MILLB.L  M,       Tennessee   Valley   Authority        93/04/33        Q'REILLV,  J,  P 
Region    2,     Office    of    Director         3pp          18642   338         24X 
Flche    30-43B,  83/03/04,8303270372 

— 8303270396  Forwards    IE    Insp   Repts    50-438/83-03  &    30-439/H3-O3    on 
830207-1B  fc  notice   of   violation, 

VERRELLI.D,  M        Division   of  Project   t<  Resident    Proorairs        B3/03/K3 
PARRIS,  H  Q,       Tennessee  Valley  Authority        Spp         18642-343         24 X 
Flehe' 30-438, S3/O9/04,  B303270372. 

— •  B303B7039S  Notice    of  violation    from    insp    on  830207-13 

*      Region    2.     Office    of    Director         33/03/23         Spp          LBA42-34S         24 X 
Flche   90-43B, 33/03/04, B303S7037B. 
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— 8303370415    IE    Insp    Rapt*    30-439/83-03   (.    5O-439/S3-03    on    B3OSO7-1B 
Noncomp  1  iancii   noted    failure    to    properly    curs    concrete    repair 
patch    t.   failure    to    train  electrical    craP6    foreman    in 
procedure    for   structural    steel    installations 

HARRIS, J   R         Region    3.     Office     of    Director         CDNLON,  T   E         Division 
Of    Project    6   Resident    Programs         83/03/23         llpp  1B64P   347         2flX 

Flche    30-439,83/03/04,  8305370373 


B30303O132   Final    rept    far    Deficiencies   A  fc   0   re    pi-0c  UT  ement    control 
activities   which    could    lead    to    shipment    of   defective 
equipment   ti   adversely    affect   plant    safety    Initially    r-eported 
on   810316 

MILLS, u  M        Tennesiee   Valley    Authority        B3/04/57         O'RE'ILLY,  J  P. 
Region   3,    Office   of   Director        3pp         18341    OSS        24X 
Fiche    30-OOD.  B3/04/27,  8303050132 


B3QS27O5B2   Ack    receipt     of    830429    Ltr    Informing    NFIC    at     steps     taken    to 
correct    violations    noted    in    IE    Insp    Repts    SO-43B/B3-Q4    & 
SO-439/S3-04 

VERRELLIrD   M        Division    of   Project   6c   Resident    Programs          83/OS/OS 
PARR  IS,  H   <3         Tenncitee    Valley    Authority          ip          19616   301          2-4X 
Ftche    30-438.83/03/03,3303270392 


B3030SOI22   Second    interim   deficiency    rept    re   unqualified    flex-hosi 
connections    Initially    reported    on   921037   Problem 
reanalyied   &    flei-hose    o.ual  If  i  cations    performed   Also 
reportable    per   Part   21 

MILLS,  L   M         Tennessee    Valley    Authority         83/04/53          O 'HE! ILLY,  J   P 
Region   2,     Office    of    Diroctor         2pp          1B342    19B         24X 
Flche    30-43B,  B3/04/SB.  8303030122 


—8305270392   Reipand!     to    NRC   B3O325    Itr    re    violations    noted    in     IE    Insp 
Kept!    30-438/B3-O4    i,    30-439/33-04   Correc  ti  we    actions    cable 
reconfigured    to  produce  acceptable   band    radius    !<   proper 
tormie  values    for    side    bolting    obtained    from   vendor 
HAMMER, D  S        Tennessee   valley    Authority        B3/Q4/25       O'REILLY.J  P 
Region   2,     Office    of    Director          Spp         1B646   302         24X 
Fiche    30-43B,  93/03/O3,  830S270SB2 


B30S03O18B   First    interim   deficiency    rapt    re    tube line    matl*    tup  pi  lid 
by   Capital    Pipe   not   mfg    per   QA   program    Initially    reported    on 
B30329   investigation   of    involved    carbon    steel    fitting*    I" 
flange*    continuing    Neit   rept    eipected    by    S3 0706 

MILLS.L   M        Tennessee   Valley    Authority        B3/04/38         D'REILLY.J  P 
Region  2,    Office    of   Director        2pp         1S341    076        24 X 
Fiche    30-000,  83/04/28.8303030188 


— 8303270601    Forwards     IE    Insp    Fiepts    30-43Q/83-04    &    3D-437/03-O4    on 
B30207-1B  i>  notice    of  violation 

VERRELLIiD   M        Division   of    Project    b   Resident    Programs         93/03/35 
PAfiHIB,  HO       Tennessee   Vallfry    Authority         Spp         I  B64&   307        24X 
Ftche    30-438,93/03/05.8303270582 

— B305270607  Notice   of   violation    Prom   insp    -on  83QSQ7-1B 

*      Region   2,    OffUa    of   Dlrettor         83/03/23          Ip          18646   309         24X 
Fiche    30-436.63/03/05,8305270363 

--83052706IB   IE    Insp    ftepts    50-439/83-0'!    l<    5 0-43-7 /83- 04    on    B30207-18 
None appliance   noted    bend   at    trays   TY3-At49-A,  TY3A561-B   t 
TY4flA?l-A  oiceeried   General    Conit   Spec   0-38  mln    radius 
RUFF.A  D        Region    2.    Office    of    Director        CONLGN.  T  E         Civilian    of 
Project  l<  Resident   Programs         83/03/23         14pp         iat4i   310        24X 
Flche    gO-43B,B3/03/OS,830S2>O3B2 

8303040033    IE   Info   Notice   B3-29,      "Fuel    Binding    Caused    by    Fuel    Pact 
Deformation   "  8vc    list    encl 

JORDAN, E  L       Division    of  Emergency   Preparedness    d    Engineering 
Rtsponie    (Post   830103!)         83/O5/O&  Conaol  i  tfated    Edison    Co       of   N*iu 

Vort,     Inc         113pp          1BS23   3-4B          34X   Flche    30-000.  S3/O3/0&,  8303040033 


8305110392  Third    Interim   deficiencg    ript   re    linear    Indication!    In  Matl 
Valve   b  Mfg    Co    spool    piece!    Initially    reported    on   S309K4. 
Vendor  requested    to    supply    list    at    spool    pieces   u/H*)*t    Code- 
L636B7  Lit II    awaiting    reply    Also   reportable    per   Part    21. 
M.ILLB.L   M        Tennesiae   Valley    Authoritg        83/03/03.        O'REItLV,  J.  P. 
Region   S,     Office    of    Director         2pp          1B393   B34         24X 
Fiche   SO-439.  S3/OS/02.  83031 10292 

8303110304   First    interim   deficiency   rept   re    outdated     tUiign    crltiri* 
for    DNR   t<  core    flooding    lys    Initially    reported    on    83O4O5. 
Latest   approved    BW   description!    revi  mind    to    detarmlna 
adequacy    of    latest    utll    design   He  it   rept    by   831123. 
MILLS.L  M        Tennessee   Valley   Authority        B3/03/O2         O'HEILLY.J.P 
Region  2.    Office    of    Director         2pp         18393  233        Z4X 
Fi C he •  90-438,  B3/03/02,  B3051 10304 

B30311040&  Third    intefim   deflciancy    rept   m    und*rilied    fillet   u«ld» 
made    before    mid-1780    Initially    reported    on   820722    Cr*?t*m-tn 
ft    InapectorE   not    in    potivasion    of    fillet    gauges    to    determine/ 
proper  ueld    ilie    Imp    continuing   Nent    rept    by   B31EO3 
MIULS.L   H        Tenneoce   Valley    Authority        83/03/OS         O'REILLY,  J  P, 
Region   2,     Office    of    Director          2pp          16406    187.        24X 
Flchn   SO-43B,  83/03/03,8303110406 


B303040034   IE    Info  Notice   83-30,     "Miaapp  1 1  cation    of    Oeneric   Emergency 
Operating  Procedures    (EOF)   Guidelines    "    Svc    list    encl 
uDKBANi  E  L        Oivliion    of  Emergency   Preparedness    &   Engineering 
Ruponte    (Post  B301O3)        83/03/11  Consolidated    Edison  Co      of   Neu 

Yorfc,    Inc        IMpp         18524  OO3         24X   Flche    50-000,83/03/11,8303040034 

8303040040   IE    Info  Notice   83-31.     "Error    in    ADLPIPE    Computer   Program   " 
Svc   list  encl 

JORDAN.  E  L        Division    of   Emergency   Preparedness    tt  Engineering 
Response    (Post  B301O3)        83/03/19  Consolidated    Edison  Co.     of   Ntuj 

York,     Inc        114pp         18697  OO9         24X  Fiche    50-000-33/03/19,8303040040 

B3Q3CM0046    IE    Info   Notice   83-33,      "Nonrepra-sentaljve    Sampling    at 
Contaminated   Oil    "    Svc    list    sue  I 

JORDAN,  E  L        Division    of   Emergency   Preparedness    tt  Engineering 
Hetponte    (Post   8301O3)         83/OS/26  Consolidated    Edison   Co       of    Neui 

York,     Inc        114pp         1B647  007,       24X  Ficho    50-000.  B3/O3/2A, B3O304004& 

8     Reportable   occurrences,    LERs    it   related    correspondence 

8303030233  Final    Deficiency  Kept    NCR    167O  re   nonconf ormlng    seliinlc 
tupgort    lugs  on   2-inch   or   less    steel    pipe    Initially    reported 
on   811223  Designs  &    procedures    modified   tt    fabrication 
techniques   changed    to   reduce    uaiding 

MILLS, L  H       Tennessee   Valley    Authority        S3/O4/25        O'REILLY' J  P 
Region   2,    Office   of    Director         3pp        183OQ  051         24X 
Fiche    30-H3B,  B3/Q4/23,  B30S03O25E 

8305030370  Seventh    interim  deficiency   rept    re    failure    of    bolts    fc  nuts 
to  meet  ASTrl  specs.  Initially    reported   on   B 10924   Results    of 
analysis  of   bolting    matl   ul  1 1    be    evaluated  N»it    rept  will    be 
submitted   by   B30707    Also  reported   per    IOCFR21 

)1ILLS,1-  M        Tennessee   Valleij    Authority        B3/O4/25        O'REILLY*  J  P 
Region   2.    Office   of    Director         2pp        18306  217        SIX 
Fich*   50-438.  83/04/23.  B30SO3Q37O 

3305050120  Second    interim  deficiency   rept   re    Improperly    qualified 
nonle    loads    Initially  reportod    on  830134   Fifty-five 
problems    Identified    b  63  problems   remain    to   be    investigated. 
Next  rept   tip acted    bu   831017 

MILLS, L  M       Tennenee   Valley    Authority        B3/04/27        D'REILLVrJP 
Region   3,    Office    Of    Director          Spp         IB337    133         H4X 
Fiehe    30-43B,  H3/04/27i  B305O30120 


S30311O441   Final   deficiency   rept   re   faulty   relays   mfg    by   Brawn  Bov»Tl 
Elvctirlc    in   auilllary    power    distribution    tys    Initially 
reported    on   820328  Four   relays    returned    to  vendor    for 
repair  t<   reinstalled    at    facility    Also    reported    per     1OCFRS1. 
MILLB.L  M        Tennence    Valley    Authority.       83/O3/OS.        0'HEILLVf  J.  P 
R«fflon   2,     Office    of    Director         2pp          18393   34B         H4X 
Flche   30-439,83/03/02,8303110441 

8303130089  First    Interim   deficiency   rept   re    drauiing    cFticrepancg    far 
in-core    monitor    tank    sleeves    Initially    reported    on    830403 
USB    of   tenlt    sleeve*    in    present   configuration   under 
Investigation  Next   rept   ulll    be    submitted    by    B31S23 
HILLS, L   H        Tennessee   Valley    Authority        83/03/04.        Q'REILLV.O  p 
Region  3,    Office    of   Director        2pp         1B437  236         24X 
Flche    30-439, 83/03/04,  8303130OB9 

8303110319  First    interim  rept   re   Deficiencies    1,2  &   3,  a  A   program  per 
TVA  Personal    Svc*  Contract   TV-4931OA   u/Oilbert   Ai*oc    Hi-ltte.ii 
instructions   &   procedure!    not    provided    to    contractor    In 
performing/documenting    piping    analysis    Review   un-deruau; 
MILLB.L   M        Tennessee   Valley    Authority        83/03/03,        O'REILLY.  J  P 
Region  B,    Office    of   Director        3pp         18373    181         24X 
Fiche   30-OOO,  83/03/03,  B3031 10319 

8303130147  Second    Interim   deficiency    rept    re    back  flow    not    corulderrd 
for   ERCW  booster   pump    shutaff    Initially    reported    on    B21230, 
Design   criteria    diagram   for   EHCW  modified    to    include    check 
valves  Next   rapt   will    he    submitted    by    840719 

MILLS, L   H        Tennessee   Valley    Authority        B3/03/06         D'RelLLYiJP 
Region  2,    Office    of   Director,       2pp         1B43B'  1S2.        24X 
Ficne    BO-43B, B3/03/06,  8305130147 

B30S130134  First    Interim  deficiency    rept    ra    defects    In.    pip*    eUmpi  «fj 
by    ITT  Qrinntll    Initially    reported    on    830406  Utll    Taq.u«stad 
vendor   to   provide   response   re    action    taken    to    prevent 
recurrence    of   problems   Alio   importable    under   Part    SI 
MILLS.L   M        Tennessee   Valley    Authority        83/03/Oa,        O'REILLY,  -J  P 
Region  2,    Dfftce   of    Director        Spp.        18437    182         H4X 
Flehe-  30-43B,  83/03/06,  B30513O1S4 

8303200369  Fourth    Interim   deficiency    rept   re    Implementation    of    QA    Utl 
documentation    on   radiation  monitoring    equipment    Initially 
reported   on  B20B24.  OA  Technologiis   mill    field    taat    monitor  fc 
reuiTlte    tent    travelers   Next   rept   by    B3122S. 

MILLS,  L   N        Tennessee   Volley    Authority        B3/03/1  1.        O'REILLY,  J.  P, 
Region  2,    Office    of   Director         Ip         18514  277        24X 
Fieh*    50-438.83/05/11,8303200369 
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3303200107   Final    deficiency    rept   re    unauthorised    use    of   OC    stamp 
Initially    reported    an    B21216    Identification   markings    on 
items    cited    by    rept    have    been    obliterated   E.    items    scrapped 
flC    personnel    trained    on    proper    use    5<    security 

MILLS, L   M          Tennessee    valley    Authority          B3/03/16         O'REILLY-J   P 
Region    2.     Office    of    Director         2pp          1S319    OO1          24X 
Flche     30-43S, 03/05/16.  B3O52OOI87 


B30309Q277    Foi-uards    iioat  d    Notification    (UN)    B3-SB    previously 
transmitted     us    1IN   B3-13,  f  oruiard  Ing    EG&G    draft    nipt, 
"Ident  if  ication  &  Ranking    of  Nuclear   Plant    Struc  tures.  Sys    !• 
Compnnents    t,   Graded    <M   Ouidelines    "    W/o    UN    83-58 

NOVAK, T   M         Assistant    Director    far    Licensing          83/05/02  Atomic 

Safety    and    Licensing    Hoard    Panel         6pp          1834.6   275         SAX 
Fiche    90-440,133/09/03,  0303090277 


630320QS19   First    Interim   deficiency    rept    re    inadequate    Calculation 
TI-ECS-47.     "Common    Zone   &  Fuel    Handling    Area    Tornado 
Depressur izatlon   Analysis    "    Initially    reported    on   830414 
Initial    review    indicated   walls   tt    floors    maintain    integrity 
MILLS.  L    M          Tennessee    Valley    Authority          B3/O3/16         D'REILLV.J   P 
Raglan   2.    Office    of   Director        2pp         18316  OB3        H4X 
Flche     3O-43a,B3/03/li,  8303200319 

8303330343   Second    interim   rept    re    generic    deficiencies    at    Consolidated 
Controls    Corp     Initially    reported    on    B2O916   Evaluation 
Indicates    QC   problems    corrected    &   equipment    failures    random 
Alio    reported    per   Part   21    Neit    rept    by    S311I7 

MILLS, L   M          Tennessee    valley    Authority          B3/O3/18         O'HEILLY.J   P 
Reflion   S,     Office   of    Director        2pp         1BS37   083        24X 
Fich«    30-438.  83/03/16,0303230543 

8303330331    Third    interim   deficiency    rept    ra    lack    of    environ 
qualification    for    eq.uipm*nt    in   auxiliary    bldg    due    to 
potential    Failure    of    startup   b   rcirculatlon    sys    Initially 
reported    on    B20422  Design   mark    anaoing    Next    rept    by    B40217 
MILLS. L   M          Tennessee    Valley    Authority          B3/OS/18         D'REILLV.J   P 
Region   S,    Office    of    Director        2pp         IS 337   333        24X 
Flche     30-438,63/03/18,  8303B30331 

8305330365  Final    deficiency    rapt    re    use    of    unqualified    TVA-designed 
fillet   welds    on    piping    lugs    Initially    reported    on   82OH19 
Calculation    package    for    lugs    complete   Procedures    for 
(T»*i(nInD    Pillet-uelded    lugs    Incorporated 

MILLB.L  M         Tennessee   valley   Authority         Q3/03/18        O'REILLY.J  P 
Region    2.     Office    of    Director         2pp          18337    O92         24X 
Ffch*    30-43B, B3/03/1S, B303230Si3 

B30331O13B   Seventh    Interim   deficiency    rept   re    Inconsistency    between 
assumption*    for    plpi    break    in   LOCA  &    structural    analyses 
for   connecting    pipes    in   affected    loop    Initially    reported    an 
801121, Nett   rept    by    B3111B  Also   reported    per  Part    21 
MILLS, L   K        Tennessee   Valley    Authority        83/03/23        D'REILLV,  J   P 
Region    S,     Office    of    Director         Bpp          1B63&    123         24X 
Ftcne     3O-43B,83/03/23rB30331013B 

B303310193  First    interim    deficiency    rept    re    power    cable    bend    radii    in 
vertical     to    horizontal    trays    Initially    reported    on    B30422 
Vendor   assistance   will    bi    requested    to    determine   rain 
acceptable    bend    radius 

HILLB, L   M        Tennessee    valley    Authority        83/03/23        Q'REILLY.JP 
Region   S,     Office    Of    Director         2pp          1B631    004         24X 
Flche:  3O-43B. B3/08/23.  B30S31O193 

S3033I0214    Eighth    interim  deficiency    rept    re    BfcU  nonconservative 
anal^sii    of    neutron    flui    Initially    reported    on   B0110S  Also 
reporfcable    per   Part    Si    Utll    auralting    results    of   B&U 
anal^t-I*.  Next   r*pt   uil  1 1    be    submitted    by    831024 

MILLB.L   M        Tennessee    Vallsy    Authority        63/03/23        D'REILLV.J  P 
Region    2,     Office    of    Director         2pp          1B63S    146         24X 
Flehe,  BO-43B.  83/03/23,  B303310214 


DOCKET    90-44O    PGRRV   NUCLEAR   POWER    PLANT,     UNIT    1 

A      Appl  Icatlon/conitruction    stage    documents   &   correspondence 

830338003*7   Faruiards    seismic    qual  if  Italian   &   pump    valve    operabillty 
Info,  per    B302Q3  request   Repta    on    floor    response    spectra, 
selimlc    mummary    1 1  sting. revised    PVORT   t<    seismic 
qualification   review   team   forms    Included 

EDELKAN.  M   R        Cleveland    Electric    Illuminating    Co        83/03/16 
YOUNOBLDOD, D    J         Licensing    Branch    1          I. 7O4pp          17701    OO1          24X 
Fich*-  30-440>  B3/03/1&,  B3032800S9 


8303040289   Advlies    that    effective   B3041B.  JJ  Stefano    designated 
Llcentlng    Review  Oroup    II    program   project   manager   Change 
utll    help    Bipedlte    revleus    on    disposition    of   remaining 
generic    lisuai 

NOVAK, T  M        Assistant   Director    for   Licensing.       B3/04/2&. 
HOLTZSCHER,  D   L,        Illinois    Pouiir    Co         2pp          lQ3Sb   343         24X 
Ficn*-  30-000.  03/04/26,  B30B0402B9 


B30319009&   Advises    of   NRC    evaluation    findings    of    automatic 
deprataurlzation   sys    logic    mod    options    in   response    to   TMI 
Action    Item    II    K.  3    IB  Utll    should    advise   NRC    of   ujhich    action 
will    be    Implemented    tc   furnish    necessary    design   &    Info 
YQUNOBLQOD. B   J.       Licensing    Branch    1        83/04/27        EDELMAN,  M  R 
Cleveland    Electric    Illuminating    Co        Hpp         18323    194        24X 
Flche    30-440,83/04/37,8303190094 


B303190046   Commends    rEprescntat  i  VBB    of    HUFI/6    utils    participating     in 
Licensing    Revicui   Group     II     for     efforts     in    raaalving     issues 
generic    to    QWR/6   01-    appllcant-s 

E1SENHUT,D    G         Division    of    Licensing          B3/OS/03         EEELMAN,  M   R 
Cleveland    Electric     Illuminating    Co         2pp          1B323    19B         24K 
Ficho    SO-OOO, 83/03/O3,  B305190O46 

— B3O3190054    Commands    repvcsentat i vos    of    DWR/i    uttls     partlt ipati  ng     in 
Licencing    Hevieiu  Group    II    foi    afforts    in    resolving    issues 
generic    to    BUF1/6   CL    applicants 

EI8ENHUT,  D   0         Division    of   Licensing         H3/OS/03          HrtLE, D    P 
Illinois    Pouiev    Co         3pp          1 B923   200         34X    Ficha    3O-QOO,  B3/O5/03, 
B30319O044 

— B303190060  Commends    representatives    of    OUR/t  utils    participating    in 
Licensing    Review   Group     II     for    efforts    in    resolving    Is»uas 
generic    to   DWH/t  OL   applicants 

EISEWIUT.DG         Division    of    Licensing         B3/05/03         FEROUBONi  M    R 
Washington  Public   Pouier   Supply   System        2pp         IBS33  2O2        24X 
Flche    50-OOO.  83/05/03,8303190046 

— B30319006S  Commends    representatives    of   BWR/6   utila    part i c ipa ti ng    in 
Llcansing    Ravieui  Group    II    for    efforts    in    resolving    Issues 
generic    to    BWH/6   OL    applicants 

EISENHUT.D   fl         Division    of   Licensing         B3/OS/O3          I1COAUQHY,  J    P 
Mississippi    Pouer    b   Liaht    Co         2pp          183^3   204         24X 
Flche    5O-OOO,  B3/03/O3,  B3091-90046 

— B303190077   Commands   representatives   of   DUR/i   utlls    participating    in 
Licensing    Rovleiu  Group    II    for    efforts    in    resolving    Issues 
generic    to   BUR/6   OL    applicants 

EISENHUT,  D  0  Divl slon  of  Licensing  B3/O3/03  CAHlLLi J  Oulf 
States  Utilities  Co  2pp  18323  2O6  24X  Fiche  30-000,83/03/03, 
B30319004& 

8303040333   Doard    Notification   B3-Q57   forwards    differing    prof    opinions 
re    «ys    interaction  J.   safety    classification    Info   relates    to 
Board    Notifications   03-17  i  B3-41    re   Unresolved   Safety    Issue 
A-17 

EISENHUT.D  Q  Division  of  Licensing  83/OS/04  PALLADINO.  N 
Commissioners  22pp  18337  139  24X  Ficha  30-000* S3/O3/O4. 
B3D3040323 

B30309O639  Generic   Ltr   B3-30    to    all    operating    reactor    licensees    !. 
holders    of    CPs    ra    Integrated    scheduling    For    implementation 
of    plant   mods   Svc    list    em  1 

EISENHUT.D   S        Division    of   Licensing        B3/O3/09  Consolidated 

Edison   Co      of  Neu  York.     Inc         16pp        1B6H7    133        24X 
Flche    30-000. 83/03/09,  B3030?0699 

8303230143  Responds    to   821214  t.   930401    requests    for    aiidl    irfo    re    safety 
relief   valve   piping   &   quencher    device    Si  safety-related 
piping    supports    Info  mill    be   jrovided    B30630)   for  Questions 
210    10   !<   aiO    11    t   B40630    for    Question    210   9 

EDELMAN, M  R        Cleveland   Electric    Illuminating    Co        63/03/16 
YQUNOBLODD,  B   J         Licensing    Branch    1          lp          18339    1B7         B4X 
Fiche    30-44O.  B3/03/1 6,6305230143 

830323O1B9  Notification    of   630526  meeting   u/utll    t>  Gilbert    Aisocs    In 
Bethesda.MD    to    discuss    design    for    containment    purge 
STEFANQ, J   J         Licensing    Branch    I         83/03/16         YOUNanLDDD,  D    J 
Licensing    Branch    1         3pp          18393339         24X    FIchB    3O-410. 83/O3/E6. 
8303290189 

B309230B90  Forwards   addl    info   re    environ   equipment   qualification 
program  &  plant   readiness    far    audit, in   response    to   63O323 
Quettlonfi   270    1-270    13  Safety-related    equipment, per    TMI 
Item*    II    D,  3  J<    II   F    l.ulll    be    added   prior    to    fuel     load 
EDGLMAN.M   R         Cleveland    Electric    Illuminating    Co          83/03/17. 
YQUNOBLODD,  E  •J        Licensing   Branch    1        23Bpp         1B32<7   OO1         24 X 
Flche    SO-44O,  93/03/17,8305230390 

E,     NRC   Safety    Evaluation  Report    (SER)i     lUppls    &   correspondence 

B 304 04 01  Si  NUS-4336,     "Description   of   Perry   N.ucl«ar  Pouitr   Plant 
Emergency    Offsite   Ooie   Calculations    " 

UILKENSON      NUS   Corp         B3/04/3O         44pp          17938   021          24X 
Fiche   30-440.  B3/O4/04,  8304060 1 1 8, 

B303040661  Forward!   Suppl    3   to   SEH    (NUREO-OB97),  W/o    encl 

YOUNOBLDOD,  B   J         Licensing    Branch     1         83/04/27         EDELMAN,  M   R 
Cleveland   Electric    Illuminating   Co        2pp         18336  Si,b        24X 
Flche    80-440,33/04/27,  B30SOfl0664 
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DOCKETED  ITEMS 


B303170096    SAFETY1    EVALUATION   REPORT    RELATED   TO    OPERATION   OF    THE    PERHV 
NUCLEAR  POWER   PLANT,  UNITS    1    ANO  S    Docket    Nos      SO--44O  And 
50-441    (Cleveland   Electric    II  lumln-a  ting    Company  I 

i     Office    of   Nuclear    Reactor   Reoulatlom     Director         NUREO-OSa?  B03 
83/04/30         7Spp          18492   303         34X   Flche    50-440, 83/04/3O,  83051 70096 

6303120440   HuauestS     info    re     issu-e    solutions    accepted    by    NRC    uhtch    have 
b  have   not    been    itddrftsed    In   9ER/supp  lemental    SERs    Info 
needed   to    document   evaluation    on    each    Licensing    Review  Qroup 
11    generic    issue 

STEFANO,  J   J         Licensing    Branch     1          B3/O3/02         HQLTZBCNER,  D   L 
Illinois    Power    CD         Sff  18413    173         34X    Flch*    3Q-OOO, B3/03/O2. 

B30312Q460 

— g303iao47O  Re^uesti    Info   re    issue    solutions    accepted    by  NRC   which    have 
tt  have    not    been   addressed    In   SER/supp  I  emental    SER«-  Info 
needed    co    document    evaluation    on    each    Licensing    Review  Group 
II   generic    Issue 

STEFANO,  J   J         Licensing    Branch     1          B3/O5/Qa         POWELL, P         Washington 
Public    Power    Supf  1  y    By  it  em         lp.        18443    174         24X 
Flche    30-QOO, 63/OS/O2,  B30SI2OflfiO 


B30&110O34    Uenoric    Ltr   83-21    to   all    licensees    of    operating    reacton. 
applicant!    for  OLa   &   holders    of   CPs    re    clarification    of 
access    to   control    procedure    for    law   enforcement   visits 
Svc    list    enc  1 

EJBENHUT,  DO         Division    of    LiCBnting         B3/03/11  Consolidated 

Ed  i ion   Co      of   NB<D   York,     Inc          16pp          18340   O9S         24X 
Flche    30-000,83/03/11,8305110034 


9305230106   Forwards   curves    showing    gamma   dole    rate    vs    time   & 
(nstructl  ons    for    use    rs    SER   Outstanding.    I  HUB    IV  Curves 
dependent    on    amount    of    fuel    Inventory    released   Revised 
response    to  Round    2   Question    I    2    submitted    on   830404 
EDELHAN.  W   R         Cleveland    Electric     Illuminating    Co         B3/03/I3 
YOUNQBLODD,  B.  J        Licensing    Branch     1          4pp          1893?    18B         24X 
Flche    30-440,83/03/13,0303230104 


9303240213  Forward i    monthly    status    rapt    on    offslte    emergency 
prBparedness    for   OL   revley*    fur   Apr    19S3 

DIRCKSiM  J        Office    of    the   Executive    Director    for  Operations, 
83/OS/13        PflLLADINO.N  J        Commissioners        3pp         18393   322 
Flche    50-000,03/03/13,0303240213 


—  B3031S0477  R*  quints    inPo    re    Issue    solution*   accepted    bij   NRC    uihich    have 
I<   have  not    been   addressed    in    SER/suppl  ewenta  1    SER*    Infd 
needed    to   document    evaluation    on    each    Licencing   Rtvieu  Group 
II    generic    Issue 

STEFANO,  J   J         Licensing.    Branch     1          S3/O5/OB         REED.  W   J         Qulf 
States  Utilities   Co         lp         18443    173        34X   Ftcha   9O-OOO.  B3/03/02, 


—  8305120485  Request*    info   re    tsEtie    solutions    accepted    tij   HltC   uhlch    have 

k  have  nut    been    addi-eiied    in   SE'R/supplemantal    SER*    Info 

needed    to    document    evaluation    on    each   Licensing    Re  v  ley  Group 

I!    generic    Issue 

STEFANO.  J   -J         Licensing    Dranch     1          B3/03/O2         flTCHAKDSON.J   D. 

Hlsiisiippl    Pouer    J,   Lljht   Co         lp         19443    176.       S4X 

Ficha    30-000,  B3/05/02-S30Sia04iO 

—  B30S120491    Requests    Info    rf    issue    solutions   accepted    oij   NRC    uahich   have 

k  hive  not   been   addressed1    in    SER/supp  1  emcnta  1    3Efli    Info 
needed    to   document    evaluation    on    each    Llcenilng   Review  Group 
II    generic    isiue 

STEFANO.J   J,        Licensing    Branch     1          B3/OS/OE         BUIIELLI,!;    M 
Cltvtlantf    Electric    Illuminating    Co         lp         1S443   177        24X 
Fiche    30-OOO.  B3/03/O2.  8309I2046O 

B30  5  110300  Foruiardi    response    to  Human   Factors    821113    In-progress    audit 
rept   re  SER  Outstanding    Isiuv    7,  control    room   design   revleui 
EDELMAN.M  R        Cleveland    Electric    Illuminating    Co        B3/OS/04 
YOUNOBLOOD,  D,  J         Licensing    Branch     L          Bipp          lB3f3   313         24  X 
Ficfl*    30-440,93/03/04,8303110300 

8303230649  Foryards    requaft    for    addl    Info    re   SER   Section    13  S    2   2- 
"R»jnal(j5i5    of    Traniienti    It  Accidents    Develdpnent    op 
EnergenciJ   Operating    Procedures    "   Schedule    requested   within 
7   d««s  of   receipt    ot    Itr. 

VOUNOBLQOD,  B   J.       Licenilnj    Branch    I         03/03/Oi        EDELMAN.  M,  fi 
Cleveland  Electric    Illuminating    Co         6pp         1B542;33<]         24X 
Ficfte    SO-440,  B3/03/OA,  0303330649 

S303230443   Foruarifl    NUREO-08ff7r  Suppt    3    to    SER    H/Q    enc  1 

YOUNOBLDOD.^   J         Llceniinj    ftratlcli     1          33/09/09.        EDELrtAN,  M   R 
Cleveland   Electric     Illuminating    Co         3pp  IBSAS   36O,        E4X 

Flche   30-44O.  83/OS/-O1?,  8303230643 

8305230104  Forwards    curves    shoulng    [airma    dote    rate    vs    time   t 
ITII  (ructions    far   us*    re    SER   Outstanding    Issue    19   Curves 
dependent  an    amount    at    fuel     Inventory   released   Riviied 
raiponn    to  Round   3   Ountlan    I    2    submlttad    an   630404. 
EDELMAN.MR        Cleveland    Electric    Illuminating    Co        83/03/13 
YOUNQBLOOD,B  J,       Licensing    Branch    I         4PP         1B33T    IBB.       24  X 
Flche    30-440,  B3/03/  1  3,  8303230  1  04. 

B3052i402i7  Foruiards    ritponie    to    930307   requl»«t    for    clarification*   * 
•ddl    Info  re  FSftR    Table   3   3-1    Sup  pi    3    to    SER    li*ued    in   Apr 
rafaranced    «am«    question*    as    dutstending    Isiue    23.  Info 
should   retnlve    Outstanding    I*»u*   S3    In   nut   SER    luppl, 
EDELMAN,  H  R        Cleveland   Electric    IJ  1  umlnating    Co        03/03/19. 
YQUNOBLOOD.B  j        Licencing    Branch    t.       HpjJ         1B626  2OO        24  X 
Flch»   30-440i 


F.    Securltijj    medical*     emergencv    fc    fir«    protection    plans 

B30S23064?  Forwards    rvqueit    For    addl    info    re   a  EH    5*1  1  ion    13.  3  a.  2. 
"R»analusli   of  Tran.ti*ntf  &  Accidents.  Development   op 
Emergencv  Dpereting    Procedures,  "    Schedule   requested   ulthln 
7   daus    of  receipt   of    Itr 

VOUNOBLuQD-  fl.  J        Llcansin)    Dranch    1         83/03/Oi        EDELMAN.MR. 
Cleveland  Electric    Illuminating   Co.      fijip        I8S4B-354,       24X 
Fi  cho,  50-440,  BS/OS/Od.  B30  923064? 


0     AJ jud icatory    correspundenci 


B30B020470  AnsuJer   opposing   Ohio  Cltlistis    for  Responsible   Entrgg  8301IB 
motion    to    hold   record    open   on   OA    issue   Motion    bated   on   atrt 
sp«culation    that    Intervenor   witnesses    may    become   available 
Certificate   of   Svc    end 

SILBERO,  J    E         Commonuealth    Edison    Co         3ILBERO,  J   E         Shau.     Pitt**^ 
Potts   &  Troubridge        83/04/27  Atomic    Safety   and  Licensing  Baft 

Pan«l        7pp         182B3  300        B4X   Flche    30-440i  83/04/27, 8308020*70 

8303040528  Motion   for    summery    disposition   of   OL   application    on    ground* 
of   matl    false    statement    in   amend    to    environ   rept   Certificate 
of   Eve    encl    Related    correspondence 

HfATT,  a  L        Ohio  Cltliens    for   Responsible   Energu        83/04/2B. 
Atomic    Safety    and   Licensing   Board   Panel         ISpp         18321.217        S4K 
Fiche   30-440, 63/04/28,  B30B04032B 

8303040341   Motion   to    stay    proceeding    pending    ruling    on  DH   Citli«ni   for 
Risponiible  Energy    830458  motion    for    summary    disposition    of 
OL    application  Certificate    of   Svc    encl    Related 
cor reipondence 

HIATTiB  L       Ohio  citii*ns   for  Responsible  Energy       83/04/29, 
Atomic  Safety    and   Licensing    Hoard   Panel,       3pp         13321,276        24X 
Fiehe,  30-440.  83/04/38,  6303040341 

0309O40S44  Response   opposing    unmerltablt   motion    for   reconsideration  t 
clarif icatf on    of  ASLB   630330  memorandum  d   order    granting   NIC 
motion   for    summary    disposition    of    Issue   9  on    polymer 
degradation   W/Certif icate    ot   Svc   Related    correspondence 
HIATT.S  L        Ohio  Cltliens    for   Responsible   Energy        B3/04/2S 
Atomic   Safety    and   Licensing    Board   Panel        4pp         18321-272        34X 
Flche  30-440,  83/04/SB,  B30S040944 

830SO20477  Answer   opposing    Ohio   Citizens    for  Reiponsibl*  Energv   B304IB 
motion    to   hold    record    open    on   QA    Issue   Motion    premature    li 
grounded    on    sheer   speculation  Certificate    of   Svc    end 
CUTCHIN,  J  M        Hearing    Branch    4        83/04/29  Atomic   Safety   *nJ 

Licensing   Board   P«n*l         4pp         18282  339        24X   Flche.  90-440,  B3/04/M' 
8303020477 

B30304D325   Brief    supporting   Ohio   Cltliens    for   Responsible   Energy  notion 
to  hold    record    open    on   OA    Issue   Applicant    Is   moving    bad 
const  completion   date   of    oun  volition 

MILTrB  D        Sunflom.r  Alliance        83/04/29  Atomic   Safety    and 

Licensing   Board   Panel,       2pp         18323-293        24 X  FIch*1  30-440, 33/04/27. 
8303040325 

S3030404B7   Application    for    subpoenas    directed    to   CM  9hutt»r, of    Utll  i 
to  J   Kepplep.NHC   Reflion    III    administrator   Proof   of   Svc    eneJ. 
MILT,  D  0,       Sunfloyer   Alliance        HILT,  D   D        Milt,    D.  D        93/O4/27. 
Atomic   Safety    and  Licensing    Board   Panel        3pp         1931 7, 270        2<X 
Fiehe. SO-44Q,  B3/04/29,  B303040487 

B30S040B4B  Request    for  NRC   k   util    to    stipulate    to   authenticity    of 
documents    to    bg    identified    bu,   8303 IB  fc   request    to   admit 
documents   as.   evidence   Proof    of   Svc    encl 

HILF.D  D        Sunflower   Alliance        HILT.D   D        Hilt,    D   D        H3/04/B9, 
Atomic  Safety   and   Licensing    Board   P*nel.       lp         1B321    271         24 X 
Flche    50-440. 83/04/29,  B309040S48 

B3O304O307   Respon*e   opposing    Sunflouer   Alliance,  Inc.  et   al    030429  *otl«n 
which    req.ueit*   applicant    to    itlpulate    to   authenticity   of 
unidentified    document!   tc  requests   admission   of    document*   as 
evidence    Certificate    of   Svc    encl 

BILBEBO.J  E       Cleveland  Electric   Illuminating  Co       SILBER«,J  E. 
Sh«u,    Plttfflan,    potti   t,  Troubrldae       33/03/02,          Atomic   Safety  <tnd 
Licencing    Board    Panel        3pp.       18323,303,       24X  Flcft*;  30-440,  B3/OS/02- 
330SO40307 
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B305O904B7    Inform*    ASLB    that    requested    documents    re   matters    mentioned 
In   NBC    profiled    testimony    on    Issue    3  will    be    provided    CE 
Nor»llus    H2091O    Itr   re    special    conat    Insp    forwarded    QA    Insp 
reft    forthcoming    Evaluation    end 

CUTCHINi J   M         Hearing    Branch    4         B3/O3/06         BLOCH,  P    B    ,     BRIGHT, 0   0    , 
KLINE.  J   H        Atomic    Safety   and    Licensing    Board    Panel         2pp 
1B361     193         24X    Fichu    30-440, S3/O3/O6, B303O904B7 

— S3O309O49Q  Forward i    "Self-Initiated    Evaluation. "    assessing    project    I 
committing    to   maintaining    highest    quality    stdi 
EDELMAN, M  H        Cleveland   Electric    Illuminating    Co        82/15/07 
KEPPLER, J   0         Region    3,     Office    of    Director          lp          1B361     136         24X 
Fich*    30-440,  83/03/06.  B30SO90487 


B309170464    Rtqueits    to   ma 
hear  Ings 

B1MQEFI,  n    M         Aff iltatio 
Affiliation    Given         lp 
Q3O317O164 


te    limited    appearance    statement    at   DL 


Unknoiun         83/09/12  NrtC    -    No   Detailed 

1B469   361         24X    Ficho    30-4-10.83/03/15, 


— B30309O-W3    "Self-lnitiat.d   Evaluation    " 

*      Cleveland    Electric    Illuminating    Co        B2/10/31 
137         SIX    FtchB    90-440,03/05/06,9303070487 


213np 


8303100894   Amended    application    far    subpeona    directing    attendance    of 
CM  Shutter   tt   JO  Keppler    at    B30303   hearings    on    Issue    3  re 
noncanf armance    trand    analysis    sus   Proof    of    Svc    end 
HI4.T.D.R        Sunflower   Alliance        W1LT.D   D        Milt,     D   D        83/03/06 
5KUSTER, C    M        Cleveland    Electric    Illuminating    Co        KEPPLER, J  0 
Region    3,     Office    of   Director        3pp         1837O    139        S4X 
Flcha    90-440,83/05/06,8305100394 

B309100367   Brief    in   support    of    Ohio   Cltlions    for    Responsible   Energy 
B304SB    motion    for    summary    disposition    of   QL   application   b 
nation    far    stay    of    procetdlngi   Appropriate    sanctions    should 
be    Imp  a* ad    on   applicant   Proof   of    Svc    encl 

UILTrD  D  Sunflouer  Alliance  MILT,  D  D  Hilt,  D  D  63/05/06 
Atomic  Safety  and  Licensing  Doard  Panel  7pp  13379  O42  S4X 
Flch«  90-440,83/05/06,8303100367 

B30M&O196  Requests    to   malt*    limited    appearance    statement   at   OL 
hearings 

HCCLUEKEY, Q        Affiliation   Unknown        83/03/O8  NRC   -  No    Detailed 

A/Filiation  Qiven  lp  1B446  086  24X  Fiche  30-440, 83/03/OB, 
6303160136 

B3031Q0149  Forwards    SER,Buppl    3    <NUREO-OBB7>    H/o    end 

CUrCHIN,  J   M         Hearing    Branch    4         B3/05/OB         BLOCH.  P    B    ,     BRIGHT,  G   D.  , 
KLINE, J  R.       Atomic    Safety    and    Lleunsing    Board    Panel         lp         18374   273 
24X    FiChe    5O-440. B3/09/09,  B30910O168 

B3091S03D4   Requests    to   make    limited    appearance    statement   at   830523  OL 
hiarlngt 

RENNCFt.A  E        Affiliation  Unknown        Q3/O5/09  NRC   -  No   Detailed 

Affiliation  Oiven  lp  18424  2O6  24X  Fiche  30-440,83/03/07, 
B305I20304 

830J16012S  Requests    to   make    limited   appearance    statement    at   DL 
hearings, 

CDOK.D   S       Affiliation  Untnoum       03/03/10  NRC   -  No  Detallid 

Afflll*tlon  Oiven  lp  1S43Q  130  S4X  FlehB  50-440, B3/O9/10, 
B303160122, 

B303'1401Sa  Requettt    to   make    limited    appearance    statement   at   OL 
hearing t, 

OteiflSEN,A        Affiliation  Unknoum        B3/03/10  NRC   -  No  Detailed 

Affiliation  Olven  lp.  1B446  OB7  E4X  Flch*  90-440,33/09/10, 
83031601  S3 

S30517O303  Objicti    to    charac t>ri lation    of   Ohio  Cltlieni    for   Responsible 
Entrgv    members    as    persons    advocating    disruption, 
demon*  fcration   ti   disrespect    For    law,  at    stated    In   Sunflouier 
A U lance    B305O6   brief    In    support    of   motion 

HIATUS  L        Ohio   Cltitent    far   Reiponilble   Energy        B3/03/10 
HILT.  D  D        Milt,    D,  D        lp         1B465'  075,       24X   Flehe- 30-440.  B3/03/10, 
6303170303 

83091703-41    Motion    to    file    contentions,  object  Inn    to   eNM    llctnte    issuance 
iinlei-s    It   until    OL   granted    b    facility    ready    to    load    fuel 
Certificate  of  Svc   encl. 

HIATTj  3,  L.      Ohio  ClHiens    for   R*tponsIIile    Energy        83/03/10 
Atonic    Safety    and   Licensing    Board   Panel,       Zlpp         18463  076.       24 X 
Flehe:  30-440.  B3/03/10,  B309170341. 

B30M70437  Requests    opportunity    for    staff   member    to   make    limited 
appearajne*    statement   at    B309S3   haarlng 

ECRART.D.E,       Hauie    of   Rap         B3/05/H        STUCKY,  B        Office    of    the 
fltcritafy    of    the   Commlii ton         lp.       1B470    141.       Z4X 
Fie  ha.  30-440183/03/11,3303170137, 


B3-031704&1    Requests    to  make    limited    appearance 
hearing*    in  Palnesvltl* 

WALDORF, E. j  Affiliation  Unknown,  83/03/11 
a*cT«t«r-ij  of  tht  Commliiion  IP  18469-3IB 
Fiche  30-440. B3/OS/11.B303170461 


statement    at    B3D323  t>   31 


Office   of    the 
S4X 


B303I70432   FteqUHsti    to   make    limitoit    appBaranco    »tat»ment    at   0-L 
hear  Ings 

RAJKI.S        ftffiHation  Unknown        B3/OS/13  DoEkBting    fc  Bervicss 

Branch          lp          1B469   2O7         SIX    Ficde    SO-440,  B3/03/ 1 3, 9303I704SB 

8309170209   Packaga    of    seven    requests    to    make     Hmitctf    appearance 
statement    at    OL    hearings 

OACE.J    ,     HUBDARD.K   S    ,     QREENDftUM.  FI   L         AfPillatlfin    Untnoun 
B3/03/13  NRC    -   No    Detallsd    Affiliation    Olwun          7p  p          1930S    IBB 

S4X    FlchB    5O-44O,  B3/03/13,  B303190209 

8309190214   Requastt    to  make    limited   appearance    statement    at  DL 
hear  Ings 

RUDD.C    C         Affiliation    Unknown         83/03/14  NF1C     -    No   Detailed 

Affiliation   Oiven         lp          18302   H37         SIX   Ficho    3Q-440, B3/03/14, 
8303170214 

8303240313  Requests    to  make    limited    appearance    statement  at  DL 
hearings 

O'NEILL.K        Affiliation   Unknoiun        83/03/13  NftC    -   Mo   Detailed 

Affiliation  Oiven        lp         18371    109        24X  Fiche    3O-440, 53/03/15, 
830324O31S 

8303200636  Requests    to  make    limited    appearance    statement   at  OL 
hearings 

ZIVKOVICH.E   A    ,     HANDBOV,  L    .     WARCLOUD,  J         Af  (  1 1  ia  1 1  on   Unknouin 
B3/09/17  Office    of    the   Secretary    of    the  CummJlainn        app 

1B319   312         24X    Flihe    30-440,83/03/17,8305200636 

B303200998  Xequesti    to  make    limited   appearance   statement   at  OL 
hearings 

DEVINE.A   ,     THOMPBON.D    ,     MAST,  L         Affiliation   Unknpwn         B3/OS/I9 
Docketing   t,  Services  Branch        2pp        1B314    1O4        34X 
Fiehe    30-140, B3/03/I9,  B30330039B 

8309240913  Update    to   utll    B30205  answer    to    Intarrogatory   3  of    Sunflouer 
Alliance   811202   first   set   of    Interrogatories  All    three 
counties    have    submitted    draft   plans    to  Ohio   Disaster   Bvci 
Agency    Svc    lUt    and   Related    correspondence 
SWIGER.M  A        Shau,    Plttman,    Potts   fc  Trouibridge        SMICERi  M  A 
Cleveland    Electric    Illuminating    Co        83/03/19        MILTiD.D       Sgnfloiuer 
Allianeo         WILT,  D   D         Ullt,     D   D         7pp          1B371     I2S         24J( 
Fiche    30-410,  B3/05/19.  B3O3240S13 

8303240344  Requests    to  make    limited   appearance   statement   at  OL 
hearings 

FLAOO.D  M   ,    F1NK.J  ,    REED,  J  R        Affiliation   Unknown        83/03/1?, 
Office    of    the   Secretary    of    the   Commission        3pp         18376  040        S4X 
Fiche    30-440,  B3/O3/19,  B30324O344 


H      Oeneral    correspondencB 


B305310D31    Notifies    that   DD  Wilt   no    longer   represents    Sunflouer 
Alliance,  Inc    due    to    Irreconcilable   differences    & 
prof  responsibility 

WILT.D   "i         Ullt,     D   D        83/05/33         DLOCH.  P    .     KLINE.  J   ft.  .     BRIGHT.  G    0 
Atomic    Safety   and  Licensing    Board   Panel         lp         1B653    130       34X 
Flehe    30-440,83/03/33,3303310031 


Q      Inspection  reports.     IE   Bulletin*  &  correspondence 


B212060333   IK    Info  Notice   B3-t4,     "Deuaterad   Spent    Ion    Exchange   Resin 
Susceptibility    to  E 10 thermic    Chemical    Reaction    "    Svc    list 
enc  1 

TAYLOR,  J  M        Division   of   Safeguard*   ti    Inspection   Programs    (Post 
830103 >        Q3/03/21  Consolidated    Edison   CD      of    NBUI   York.     Inc 

112pp,       18308  319        24X   Flche   90-000,  83/03/21, B21B060383 

8304180362  Forwards    IE    In«p   Rnpts    50-440/03-09  (t   30-441/83-08    on 
830314-17  No   noncomp llance   noted 

LITTLE,  U   S         Region   3,     Office    of    Director         03/04/01         EDEUf1AN.fi   R 
Cleveland   Electric    Illuminating    Co        2pp         179B2    127,       24X 
Fiche    30-440,33/04/01,8304130362 

— 8304190364    IE    Imp   R*pt»    90-440/B3-09  b    90-441/83-03  on   83O314-17  No 
noncomp llance    noted   Major    areas    Inspected    llcen*ea  actlont 
on    lOCFRSO   53<e)    item* 

UARD.K   D   ,    CILIMUERQ.R.L   ,    DANIELSON,  D  H        Region   3,    Offic.    flf 
Director        S3/04/O1        9pp,       17983    131        34X   Flche,  3O-440,  83/04/01 , 
B30419036S 
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DOCKETED  ITEMS 


030304003!    IE    Info    Notice  03-21.     "Defective    Emergency   Use   Respirator.  " 
Svc    Hit    encl 

JORDAN.  E  L        Division    of  Emergency   Preparedness   t  Engineering 
Response    (Post   8301O3)         83/01/15  Consolidated    Edison  Co      of  Neu 

Vork.      Inc          126pp          16433     155         24*    Fiche     50-000.83/01/13,8303040021 

8303040023    IE    Info    Notice    03-32,      "BUR    Safety/Relief   Valve    Failure*    " 

SVC      list     BTlCl 

J  OR  DAN  i  E   L        Division    of   Emergency    Preparfldness    b  Engineering 
Response    IPost    B3Q103)          B3YO4/22  Consolidated   Edison   CD       of   Neu 

Yoi-li.      Inc          U2pp  18333   037         24X    Flche    3O-OOO,  B3/Q4/22.  B303O40O23 

8303040023    IE    Info   Notice    83-23-     "Inoperable    Containment    Atmosphere 
Sensing    Eye    "    Svc    Hat    encl 

•JORDAN,  £  L        Division    of    Emergency    Preparedness    &  Engineering 
Response     (Post   B3O1D3)          B3/O4/2S  Consolidated   Edison   Co       of   Neui 

Vorfci      Irvc          H9pp          103BI     391          24X    Flche    50-000,93/04/23,0303040025 

0303040026    IE  Jnfo   Notice    B3-34.     "Loose   Parts    in   Secondary    Side    of 
Steam  Generator    at    PWR-j    "    Svc    list    encl 

JC1RDAN.E   L        Division   of    Emer-jeney    Preparedness   4  Engineering 
Response     (Post    8301031          03/04/20  Consolidated    Edison   Co       of   New 

York,      Inc          MSpp  1B3B2   O17         24*    Fiche    SO-OOO,  93/04/20,  8303040026 

8303040027    IE    Infd    Notice    B3-25,      "Standby    Sas     Treatment   Sys   Heater   High 
Temp    Trip    Betpoint   Adjustment    "    Svc    list    enc  1 

JORDAN,  E  L        Division    qf  Emergency   Preparedness    &  Engineering 
Response     (Post    63OI03)          83/04/33.  Consol  i  fated   Ed  I  son    Co       at   NBU 

Vork,      Inc          llBpp  10382    163          24X    Flche    SO-OOO.  63/04/28,  83O3O40027 

6303040023   IE  Jnfo    Notice  82-26,     "Failure    of   Safety/Relief  Valve 
Discharge   Line   Vacuum   Breakers    "    Svc    list    and 
JORDAN,  E  L        Division    of   EmB-rgency   Preparedness    &  Engineering 
ffesponiE    (Post   8301O3J         03/O5/O3  Consolidated  Edison  Co      of  Hem 

York,     Inc         122pii         18141    J70         24X   Tien*    30-OOO,  63/03/03,  83O3O4002B 

030512056?  Discusses    guidelines    developed    to    aid    in  review  of    IE 
Bulletin    79-15   re    long-term    operability    of    deep    draft   pump* 
Alternate    qualification    method    incorporating    vibration 
monitoring    &  s  td    plant    test   procedures    proposed    encl. 
NQVAKrTM         Assistant    Director     fnr    Licensing          63/03/03 
HGLTZSCHER.D   L         Licensing    Revieu    Oroup     II,        HOLTZSCHER.D   (. 
Illinois    Pouier   Co         6pp.       1B44O  336        2I4X   Fiche    30-000,83/05/03, 
030  &  120569 

9303040030    IE    Infn   Notice   B3-S7.     "Operational   Response    to   Events 
Concerning    Deliberate    Acts    Directed    Against   Plant 
Equipment    "    Svc    list    end 

JORDAN,  E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post   030103)         B3/O5/O4  Consolidated  Edison  Co      of  Neu 

Yorfcj      Inc          llSpp  [B302    282         24X    Fiche     SO-OOO,  83/03/04,  03Q3O4003O 

8303040031    IE    Info  Notice   03-28r     "Criteria    far    Protective    Action 
Hecoram&ndat  ions    for   Oenaral    Emergencies.  "    Svc    list   encl 
JORDAN,  E  L        Division    of  Emergency    Preparedness.   &  Engineering 
Response    (Post  B3O1O3)         83/05/04  Consolidated  Edison   Co      of  Neui 

York,      Inc          119pp          IB441-OO1          24X    Ficfte     50-OOO,  B3/05/04,  83O3O40031. 


030S120130  Sununary    of    B3O4B£  meetinj   w/util    in  Parry,  OH  re   containment 
mid    d«f  Iclencles    addressed    in    IE    Insp    reps   Acceptability 
stirdy    ongoing 

BTEFANQ.JJ         Licensing    Branch     I          B3/O5/O4         YOUNQBLDODj  B   J 
Licensing    Branch    1         3pp         10433    333        24X    F£cnH    30-440,  63/03/04. 
83O313O13O 


~83038o0243    IE    Insp    Repts    30-440/83-11    &    SO-441/B3-IO    on    03O3ZB-0(ul 
None  oropl  lance    noted    turnover   reviews   of   purchase    order*    It 
instal  Ifltion/  fabrication    packages    performed    u/o   controlling 
proc  edure 

MERRIUEATHER,N    .     CONLON-  T   E         Region    2,     Office    Of   Director 
93/04/18         3pp          10599   330         24X   Flche    30-44O,  B3/OS/09.  6303260334 

8303040034    IE    Info  Notice   B3-30,     "Misapplication    of   Oenvrlc   Cnergticv 
Operating   Procedures    (EOP)    Guideline!    "    Svc    list    encl 
JORDAN,  C  L        Division    of   Emergencu   Preparedness   ti  EnglnteriTi) 
Response    (Post   8301O3J         03/O3/H  Consolidated   Edison   Co      of  Hi* 

York,     Ine         114pp         10324   003        24X   Flche    SO-OOO,  SS/OS/U.  B3Q3040034 

B303260221    Forwards    IE    Insp    Rept    30-44O/B3-07   on   830213-13  &  0414-li  Ma 
noncompl  iante    noted 
STREETER,  J  F        Region   3,     Office    of   Director        B3/03/12        EDELHMiH  ft 

Cleveland    Electric    Illuminating    Co        2pp         18622'  12O        24  X 
Flche    SO-440,  S3/O3/12,  0303B6O221 

—8303260224    IE    Insp    Rept    90-440/03-07   on  B30215-1S  t  O414-19.No 

noncompl  iance   noted    rlijor  areas    inspected    procedures,    far 

control    of   praoperational  testing,  turnover    controls   & 

juriidictional    control    of  equipment 

REIhWJN.F  M  .    LANKB0URY.R  D   ,    REYES,  L  A        Region  3,     Office   of 

Director        83/03/12        3pp  1B622    12B        24X  Flehe   30-44O,  B3/OS/1S. 
8303260221 

0303040040   IE    Info  Notice   83-31,     "Error    in   ADLPIPE  Computer    Progrja  • 
Svc    Hit    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post    030103}          B3/O3/I9  Consolidated    Edlton    Co.     at  Nt\i 

York,     Inc         114pp         10697  007        24X   Flche    30-OOO,  B3/O9/1^  8303040010 


B303040046   IE    Info  Notice    B3-33,     "Nonreprasentatl  ve   BampLlng    of 
Contaminated    Oil    "    Svc    lift   end 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post   B301O3)         S3/03/26  Consolidated   Edison   Co      at  tin 

York,     Inc         IHpp         1B647  007        24X  Fiche    3O-000,  B3/03/SA.  B30304M44 

5     Reportable    occurrences,    LERs   b  related    correspondence 

8305020SOO  Second    Interim   deficiency    rept   m    linear    lndic«tlont    on  plf« 
uhlp   restraint    bracket   uelds    for   B21/B33   *us    Inltlallu 
reported    on   B2122B,  Brackets   mill    be   removed   &   structural 
steel    bractntis    reworked    Nsit   rept    by    B30701 

EDELHAN,  M  R        Cleveland    Electric    1  1  luminatlng    Co        B3/O4/>19. 
KEPPLEH.J  0        Region   3,     Office   of   Director        Zfp         IB2HI    84S        BIX 
Fiche   30-4-10,  B3/04/13,  B303020300 

B3031302B2  Part   21    rtpt   re   potential    ABME  Section    III   &  V   violation 
Initially    reported   on   B304I2  Scope    d   condition    of 
nonconformence    under    investigation 

HHGATQNfH  R  Boro-Warner  Corp  B3/04/13  MARTIN,0  B  Region  9, 
Office  of  Director  4pp  1B439  33i  BIX  Fiche-  50-440.e3/04/13i 
0305130222 

B30902030B  Reviled    final    deficiency    rept   ri    incomplete   fill    d*tectirf  in 
biological    shield   wall    concrete    of   reactor    bldgs    Due   to 
const   ichedul  ing,  Unit    1    d  S  repairs    will    b4    completed 
bK   830031    t    1831,  respectively 

EDELHAN,  H  R        Cleveland  flectrlc    Illuminating    Co.       83/04/19. 
KEFPLER.  J  O        Region  3,    Office    of   Director        lp         18277-179.       34X 
Flche    30-440,83/04/19,8303030300 


B303I70203   Advises    that    liquid    penetrant    testing    utillled   ai 
•  Itai-native    to   magnetic    testing    on    containment   vessel 
penetration  uelds   per    IE    Bulletin  80 -oe   response 
EDELMAN.M   R        Cleveland    Electric    1 1 luminatino    Co        B3/03/03 
REPPLER.O    O         Region    3,     Office     of    Director          lp          19446   330         24X 
FlcJie    30-4,40.93/03/03,0305170303 


B30304O4B&    Interim   deficiency    rept    re    nonconformlng    conditler    on 
Class    IE   lou   voltage    sultchgear   mfg    by    Broun   Boverl 
Electric    Initially   reported    on   021K22  Ueldlng    fit    planned 
for   cubicle   EF2C03  Final    rept  will    be    submitted    by    031 13O 
EDELMAN,  M  R        Cleveland    Electric    Illuminating    CD        83/04/27. 
KEPPLER,  J  0        Region  3i     Office    of   Director        2pp         1B319  333 
Flche    3O-440,  83/04/27.  83030404B6 


9303040033    IE    Info    Notice    83-29,     "Fuel    Binding    Caused   by   Fuel    Rack 
Deformation   "  Eve    list    end 

JORDAN!.  E.  L.        Division    of    Emergency   Preparedness    &  Engineering 
Response     (Past    330103)          S3/O3/0&  Consolidated    Ed  it  on   CO       of    Neut 

Yorfc,     Ine         113pp         19323   248        S4X    Ficne    50-000,  a3/03/0i,  B30304O033, 


B305S60236  Forwards    IE    Inso   Repts    50-44O/B3-11    &    SO-441/B3-IO  on 
830323-0401    &   notice    of    Violation 

LITTLE.H   S         Region    3,     Office    of    Director          S3/OS/O7        EOELMAN,  M    R 
Cleveland  Electric    Illuminating    Co        app.       1059?  347        24X 
Flche    30-44  O,  B3/0&/O9,  83O32&O23A 

—8305260239  Notice    of   violation    from    insp    on   830320-0401 

L1TILE.W  S        Region   3,    Office    of    Director.       03/OS/1O        lp 
10397349-       24X  Fich«    50-440.83/05/09,8305.260234. 


0305040496  Final    deficiency   rept   re   potential    breach  of    seal    integrity 

of   hydrogen    igniter   Model    6043  gtou   plug    component  supplied 

by   Pouer  Sys    Initially   reported    on  B30207    Igniters  repaired. 
Also  importable   per   Part    81 

EDELMAN,  M  R,       Cleveland    Electric    Illuminating    Co  83/OVS7 

KEPPLER.  J  O,       Region  3.     Office    of   Director        2pp  18319:336        2411 
Fiche   90-440.  S3/O4/K7.  8305040496. 

B 30 5 100394    Interim  deficiency,   rent  ft    failure   of    Johnson   Control*.  Inc 
to  adequately    verify    acceptability    of   Unlitrut   Corp    QA 
program    implementation    Initially    reported    on  830329. 
Corrective    action  request   &   nonconf ormanee   rept;    issued. 
EDELMAN.  M  R        Cleveland   Electric    Illuminating    Co,       83/04/ZB, 
KEPPLER.J.O        Region   3,    Office    of   Director-        2pp         1B377   357.       24K 
Fiche<  30-440>  83/04/20,  0303100394 
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B3QSQ4Q463    Interim  deficiency    rept    re    incorrectly    sired    reactor 
prenure    vnssel    water    level    transmitters    Roplacoment    of 
transmitters    eipected    by    B3O301    Final    rept   uill    be    submitted 
upon    work    completion 

EDELMAN.M    R          Cleveland    Electric     Illuminating    Co         83/04/29 
KEFJ>LEF1.J    Q         Rtgion    3,     Office    of    Director          Ip          1B319   333         24X 
Flche    50-44O. B3/04/S9.  B303040463 

B3QH1O0013  Second    interim   deficiency    rept    vo    defective   Ballsy    720  util 
•t*tion    devices    Installed    in  OE    supplied    balance-of-p lant 
pond*-  Initially    reported    010636   Seventy    of    71    devices 
returned    to    OE   for   rework    Final    rept    duo    by    B31201 
EDfiLHAN.M  R         Cleveland    Electric    Illuminating    Co        83/O4/29 
HEPPLER-J    Q          Region   3j     Office    Of    Director         2pp  18431    244         24* 

Fiche    30-440.  83/04/29.  B3051QOQ13 

B3OSI00333   Second    Interim  deFUlrncy    rept    re   ASME    Code   Section    III. 
Clas*   3   piping    support*    lupplled    by    Transamerica   Del  aval, 
Inc    ui/o   matl    certification    Initially    reported    on   830323 
Support*    reanalyied   Ne»t   rept    by    83O701 

EDEtMAN.M   It          Cleveland    Eloctric     Illuminating    Co         B3/O4/29 
KEPPLER.J   O          Region   3.     Office    of    Director         2pp          18379   OO3         S4X 
Fiche    30-44O, 03/04/29.  B305100333 

83O9130S3A  Final    Deficiency    Rept   RDC    71(03)    re    breakdown    in   OA  program 
of    Ca,rbollne,  Co    Initially    reported    on   B3040B  Program 
Inadequate    to   meet   requirement    of    lOCFRSO.App    B    Carbollne 
Co    Initiated    new   changes    to   OA   program 

EDELNAN,M  0         Cleveland    Electric    1 1 lumlnatlng    CD         B3/O3/06 
KEPPLERjJ   Q.       Region   3,    Office    of   Director        2pp         10439  318        24X 
Fithi    30-440,83/03/04,6305130236 

9303130340    Interim  Deficiency    Rept   RDC   70tB3)    re    restart    of    control 
cGAjiliK    chiller    following    lose    of   offsifce   power    or    LPCA 
Initially    reported    on   B30407  Final    rept    expected    by    B30S1S 
Also    reported*    per   Part   21 

EDELMAN.H  R         Cleveland    Electric    1 1 lumlnatlno   CD        83/05/06 
KEPPLER,  J  0        Region  3.    Office    of   Director        2pp         1B439  212        24X 
Fiche    50-44O,  B3/Q3/06.  B30313024B 

T      Hearing    transcript*    on   non-anti tru-st    matters 

B3QBO303B&   Forward*   Region    III    testimony    re   QA    issues    of    fact 
contained    In    ASLB   BB1S22  order 

CUTCHIN.J.M        Hearing    Branch    4        B3/O3/O2        BLOCK,  P   D   ,    DRr<JHT,0  O   . 
KLINE- J  R         Atomic    Safety    and    Llctnving    Board    Psnal         Ip         1B292    117 
34X    Flch*'  3Q-440,  B3/OS/02,  B3O3030326 

—  H3O303O537  Testimony    of   Region    III    panel    consisting    of    JE  KonkllmCC 
Williams, OF  Maxwell    Si  ML  Glldner    re   QA    Issues    of    fact 
contained    in   ASLB   B2122Z   order.  Dlicusses    const    activities    tt 
Implementation    of   QA   program  W/prof    qualifications 
KONKLIN,  J.  E   ,    WILLIAMS,  C,C    ,    MAXkELL,  Q  F        Region  3,    Office    of 
Director         83/03/02        33pp         1HS9S    lla        24X   Fiche    30-440. B3/03/02, 
B3 03030326 

B3O3O4O906  Forwards    testimony    of  MR   Edelman   t   QR   Leidlch    re   QA   program 
lor    control    of    i«f ity-rilated    contractors    (Issue   3) 
SrLBERO.J  E    .     QLASSPIEGEL.H        Bhaui,     Plttmam    Pottl    ic   Troybridge 
83/D3/D2         BLOCH.P    B    ,     KLINE,  J   II    .     BRIGHT,  0   D         Atomic    Safety    and 
Licensing    Boird    Panel         Spp         1B3S2-Q69        24X   Fiche    30-440,63/03/02, 
8303040306 

— S3O3040S16  Testimony    of   HR   Edelm«n   fc  OR    Leidich    re    utll    QA   program    for 
control    of    safety-related    contractor*    (Issue   G), 
EDELhWN, M  R    ,    LEIDICH,  0  R        Cleveland    Electric    Illuminating    Co 
B3/O3/02         3Bpp          18322,071         24 X    Fiche    30-44O, 83/03/02,  Q303040S06 

B3O3I100O4   Transcript    of   830309    telephone    conference    In   DethesdaiMD 
Pp.    BOS -BS 3 

*  Atonic    Safety    and   Licensing    Board    Panel        83/03/09        7Bpp 
1340ff  2B9         34K   Fiche    30-440, B3/O3/O9, 83031 10004 

B3O32AO093  Transcript   of   830323  hearing    In   Palne»vllle. OH.  Pp    884-994 
Supporting    documentation   encl 

*  Atonic   Safety   and  Licensing  Board   Panel,      S3/O3/23       I28pp. 
10*25,182         S4K  Flehe    50-440-83/09/23,8303260093 


DOCKET    SO-441    PERRY    NUCLEAR    POWER    PLANT,     UNIT   2 

A      Application/construction    s-tage    documents    >j   corrasp  ondsnca 

83032BOOS9   Foruiardi    lelsnic     q.ua  1 1  f  1 1  a  t  ion    t.    pump    valve    Qpsrabilltij 
Info. per    9303O3   request    Repts    on    floor    response    spectrai 
te  limit:     summary     1  i  i  ting  <  r  e  via  Dd    PVQRT    &    aeiaraic 
qualification    review    team    Forma     Included 

EDELMAN.  M  R         Cleveland-    Electric    Illuminating    Co         63/03/16 
YQUNOaLOOD,  D    J         Licencing     Branch     1  1 ,  7O4pp          17701    OO1          34X 

Fiche    3O-44O,  B3/O3/16.  B3O32BOO99 

83030402B9   Advices    that    effective    S3O418, JJ  Stafano    designated 

Licensing   Hevleui  Group    II    program    project  manager   Change 

ulll    help    Bipartite    ruvieua    on    disposition  of    remaining 
generic     Issue* 

NOVAK. T    M         Asslitant    Director     for    Licensing          B3/04/36 

HOLTZBCMEFl.  D    L          Illinois    Putiar    Co          2pp  lB32fa   343         24X 
Fiche    3O-000,  B3/O4/3&,  Q303-O4O2B9 

0305190094)   Advi-saa    of    NRC    ovaluatlon     findings    of    automatic 
dapretsurl lat 1  an   syi    logic    mod    options    In    response    to    TMI 
Action    ttem    II    K  3   IB   Utit     should    advise   Kite    op    uhlch    action 
mill    be    Implemented   &    fumleh    nac  e  ttEsry    rfetlgn   &    Info 
YOUNQnLDOD.B    J         Licensing     Branch     1          S3/O4/27         EDELMiUN.M   H 
Cleveland   Electric    Illuminating    Co         Spp         1B333    194        34 X 
FlchB    30-440,83/04/27,9303190096 

B303090277  Forwards   Doard    Notification    <BN>    93-3Q    previously 
transmitted   as    DN  D3-13,  forward  ing    EQ&3   draft    rept, 
"Identification   d  Hanking    of    Nuclear    Plant    Structures. Sy s   & 
Components   t,   Graded   <3A   OuidelinOB    "    W/o    BN   B3-53 

NOVAK.  T    M        Asiiitanc    Director    for    Lica-nilng         93/O3/OE  Atonic 

Safety    and   Licensing    Doard    Panel         ipp         18366   273        24X 
Fieho    50-440.  83/03/02,  3305090377 

B30319004&  Commend!    representatives    of    BWR/&    utila    participating    in 
Licensing   Review  Group    II    for    efforts    in   resolving     issues 
generic    to   BUR/6  Q<,  applicants 

EISENHUT.D   G          Division     Of    Licensing          B3/O3/O3         EDELMAN.  M   R 
Ctivela-nd   Electric    Illuminating    Co         Spp         18323   196        24X 
Flche    30-000,83/03/03,6303190046 

— B303190054  Commends   representatives    of    DHFl/i   utila    participating    in. 
Licensing   Ravleu  Oroup    II    for    efforts    in    resolving    Issues 
generic    to    BRR/6  OL    applicants 

EIBENHUT.O    0         Division    of    Licensing          B3/O5/03         KALE.  &   P 
Illinois   Pauer   Co        Spp         18323  200        24 X   Flche    30-000.  B3/OD/03, 


— 83031900,60  Commends   representatives    of   BUR/A   utils.    participating    in 
Licensinfl    ftevieu  Oroup    ri    for    efforts    In    resolving    Issues 
generic    to   BUR/6  OL   applicants 

EISENHUT.D  a        Division    of    Licensing         83/03/03        FERGUSON, M  R 
Washington   Public  Power   Supply    System        2pp         13333   202        SAX 
Fie  he-  SO-OQO,  B3/03/03.  83031  90D46 

— B3031900AB  Commends   representatives    of   BWR/fr   utils    participating    In 
Llcenslnfl   Review  Group    II    for    efforts    in    resolving    Issues 
generic    to    BUR/6  OL    applicants 

EISENHUT. D   0        Division    of   Licensing        83/03/O3        HCQAUOHY- J   P 
Mississippi    Poutr   Jc   Light    Co         Spp          10333   204         34X 
FUh«    30-OQO.  S3/O3/O3,  B3O3190D44. 

— B303190O77  Commend*   representatives    of   BWR/6    utils    participating    in 
Licensing   Review  QrO'Up    II    far    efforts    in   resolving    issue* 
generic    to   ftUFt/6  OL    applicants 

EISENHUT.D    O         Division    of    Ltcenaing          83/09/03         CAHTLL,  J         Gulf 
State*    Utilities    Co          2pp  1B323    SOb         SIX    Fich e. SQ-000, B3/O3/03, 

8303190046 

8303040323    Board    Notification    83-O57    forujards    differing     prof    Opinions 
re    sys    Interaction   fc   lafety    c 1 atsi f lea tlon    Info    relates    to 
Board   Notifications   B3-17   &   B3-44    re    Unresolved    Safety    tsiue 
A-17 

E1SENKUT.DO  Division  of  Licensing  83/O3/04  FALLADINCJ,  N 
Commissioners  22 pp  18337  139  24X  Fiche  30-000,33/03/04, 
8305040333 


0303310137   Tran»eript    of   B3O324    hearing    In   Palnesvil le.OH  Pp    996-1.236 
Supporting    documentation    encl 

*      Atonic    Bafety   and   Licensing    Board   Panel        63/03/24        27Spp 
1B697' 12B        24X   Flche    30-440,  83/O3/24. B3033I0137 


B303090699  Oenerlc    Ltr  B3-2D    to    all    operating    reactor    liteniin    & 
holders    of   CPs    re    Integrated    scheduling    fo.r    implementation 
of   plant   mods    Bvc    list    encl 

EISENHUThD   0         Division    of    Licensing          03/03/09  Coniol itfated 

EdUon   Co      Of    Neu   York,      Inc  tf>pp  1B&27    133         S4X 

Flche. 3O-000,  B3/O3/09,  B3O3O90639 


8303230143   Responds    to  821214   t>    B3O4O1    requests    for   addl    info    re    safety 
relief   valve   piping   b    quencher    device    i.    safety-related 
piping    support*    Info  will    be    provided    B3O&3O    for    Queitions 
210    10  ti   210    11    t,  S40i30    for    Question    210   9 

EDELMAN.  M  R        Cleveland    Electric    Illuminating    Co.       83/03/16 
YOUNOBLDDD.  B  O        Licensing    Dranch    1         Ip         IS 539    187        24 X 
Fiehe    30-440,83/03/16.6303330143 
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0309250189   Hat  i  Pleat  I  of    of    B3Q336   meeting    u/utll    *    Oilfiert    A*IOCI     in 
B*thssdd,MD    to   diicuii    desJgn    for    containment   purge 
STEP  ANO:  J   J         Licensing    Branch    1          83/05/1*         YOUHODLOOD,  B    J 
Licensing    Branch     1          3pp          183<?3    359         24X    FUhe    30-440.  B3/O3/  16. 
B3G3230I9.9 

8305B3O290   Fopinai-ds    atfdl     info    rt    environ    equipment    qualification 
program  4   plant   readlneit    for    audit,  in    responti    to  S3O323 
Quatttons   270    I  -870    13   Si  f  ety-relat»d    equlpnunt*  ftr   TMI 
Item*    II    D   3  i    II   F    l.nilll    be    added    prior    to    fuel    load 
EDEI.MAN.M  H        Cleveland    Electric    Illuminating    Co        83/03/17 
VGUNQBLOOD,  B    J         Licensing    Branch     1          239pp          1832?   OO1         24K 
FIcns    SO-440,83/Q3/17.S305330S?0 

E      NRC    Safety    Evaluation   R  sport    (SER),     suppls   &    correspondence 

B3050406M  Forwards    Suft  1    3    to   SER    (NUREG-OS87»    W/o    end. 

VaUNOBLQOD.-B    J         Llcenilng    Branch     I          33/04/37         EDELMANj  M   R 
Cleveland   Electric    Illuminating    Co        2pp         18334366        24  X 
Flchi    50-440,83/04/27.  B30SD40664 

B30317Q096   SAFETY   EVALUATION   REPORT    RELATED    TO   OPERATION   OF    THE   PERRY 
NUCLEAR   POWER  PLANlMJNirs    1    AND  S   Docket  Ndi      SO-44O  And 
SO-  441    (Cleveland   Electric    Illuminating    Company) 

*      Office    of   rJuclejf    Reactor    Ragu  latlon,     Director         NUREQ-00B7   fiQ3. 
83/04/30         7Sjjp  1B492    303         SIX    Flch*    30-140,  B3/04/3O,  B303I7007A 

8303130440  Request*    info   ri    issue    solutions   accepted    by   HftC  uMch    have 
t  tidVD   net    been    addressed    in   SER/supplemental    SERs    Info 
needed    to    document    evaluation    on   *4ch   (.(censing    Review  Croup 
II    generic    iasur 

STEFANO.J  J        Licencing   Branch    1         B3/05/02        KGLTZ6CHEK,  D  L 
Illinois  Pouer  Co        2pp         18143    173        24X   Flche    50-000,93/03/02, 
B303  1  20460 

—  B303120470  Requests    Info   r*    Issue    solutions    accepted    by   NRC  which    have 

4.   have   not    been    addressed    in   EER/supp  lemental    SER*    Info 

needed    to   document    evaluation   on   each    Licensing   Revi  i\u  Oroup 

It    generic    Issue 

STEFANO,  J  J       LlceniJng    Branch    1         83/09/02        POWELL,  p        Washington 

Public    Pouier   Supply   fiijitem         lp         IB443   174        SAX 

Flcha    SO-000.  03/03/02.  B303IS0460 

—  B30S120477  Requests    info    ro    Issue    solutions    accepted    by    NRC   wJileh    have 

&   have   not    been   aridruued    In    SER/iupplemental    SERi    Info 

nee  fed    Co   document    evaluation    on    Itch    Licensing   Rgvieu  Or  oil  p 

II    generic    Isiue 

STEFAMO.J  J       Licensing   Ufansh    1         B3/O&/OH        REEDi  H  J        Gulf 

State*   Utilities   Co         lp         IB443    173        Z4X  Flche   30-000,  83/O3/O2, 

830  3  120440 

—8303120439  Rebuilt*    Info   r«    isiua    «olutlon»    accepted    t((   NRC   which   have 
Se  have    not   been  addressed    in  SER/supp  1  emental   SERs    Info 
needed    to   document    evaluation   on    each    Licensing    Review  Oroup 
II    g«ner-Jc    l*iue 

STEFAm.J  J        Licensing    Branch    1         as/03/03        RICHARDSON.  J  D 
Mississippi    Pouar    &   Light    Co          lp          16443-176         34  X 
FichB    30-OCOj  83/03/02,  6303180460 

—  830  5  1204  9  J    Requests    InPc   re    Isiire    solutions   accepted    by    NRC   which    havr 

S.   havo   not   been    addressed    £n    BEB/»uppI»duentB  1    SERf    Info 
needed    to    dacumtnt    (valuation    on    e-Jch    1.  Icanilnj   R-c/ieu   Oroup 
II    gitnerlc    Issue 

STEF^NO,  J  J        Licensing   Branch    1         B3/03/02        aUZIELLI.E  M 
Cleveland   Electric    1  1  lomlnatlnfl    Co         £p         IB443    177,       24  X 
Flchi    80-000,83/03/02,3303130-1^0 


Forward*    r*spon»e    to    Huni4n  Factors    B21I12   In-progress    audit 
rept    re    SER  flutctaniTing    Iisu*    7,  control    rdom   design  r*vl»u 
EEELMAN.  M   R        Cleveland    ElectTic     1  1  lUfnlr»tlng    Co         B3/O3/0* 
yOVNOBLDaQ.B   J        Licensing    Crancfi    1         2lpp         lB3f3  3tS.       24K 
FUhe    30-440,  B3/05/O4,  B305E  10300 


Forward!    request    POP   aifrfl    Info   re   BER    Section    13   S    2 
"Reanalysli    of    Transient*    fa  Accidents    Development   of 
Emergency    Operating   Procedure*    "    Schedule    requetted    uiithln 
7  days    of    receipt   of    Itr 

YOUNOBLOOD.B  J        Llceniino    Branch    (         B3/05/OA        BDELMAN.MR- 
Claveland   Electric    II  Iumln4ting   Co        £pp         1B943  334        S4X 
Flche    30-44O.  83/05/oi.  93QSE30M9 


S305230M5  FoTWat-ds   MUREO-OSa?.  9upp  1    3   to    EER    U/Q    tncl 

YDUNQBLOOD.D   J       LIcen*Ina    Branch    1         83/03/07        EDELMAN,  H,  Ft 
Cleveland   E]ectrlc    1  1  lumlnat  ino   Co        3pjj         1B948  3iO        S4X 
Fl  c  he:  30-410,  B3/05/0?,  8303230643 


830326OSA7  ^oruards   response    to   B30307  request    for   clarification! 
addl    Info   re  PSAR   Tabla   3  2-1    Buppl    3   to   SER    lnuld    In  Apr 
referenced    same   qufitlont   a«    outitendlng    Issue    33   Info 
should    raiolve  Outstanding    Issue    S3    in   n«it   SER   suppl 
EOELMAM,  MR        Cleveland   Electric    Illuminating    Co        83/09/19. 
YDUNOBLOOD.B  J       Licencing   Branch    1         llpp         lB62i  200        S4X 
Fiche- 30-440. H3/03/19,  S303260267 


F     Security,    medical,     emergency    &    fire   protection    plant 


G3040AO136  NUB-4336,     "Description   of   Perrg   Nuclear  Pouir  Plant 
Emerg-encg   OPfsit*   Dose   Calculations    " 

UILKENSON      NUB   Corp         83/04/30         44pp          17B5B;OB1         24 X 
Flche    30-440, 83/04/04,  B3040t011B, 


B309830649  Foruardi   request    for   addl    Info   re   SER   Section    13.9  S 
"Reanalijsis    of   Transients   &  Accident*    Development   of 
Emergency   Operating   Procedures    "    Schedule   requested   within 
7   days    of   receipt   of    Itr 

YOUN08LOQD,  G   J       Licensing    Branch    1.       B3/03/06        EDELMANrH  Fl, 
Cleveland   Electric    Illuminating   Co        &pp        1B943  334       24X 
Fiche    30-440, S3/03/OA,  B303B30649 


B303  110034  Qenerlc   Ltr   83-21    to  all    llcenseis    of    operating   rtactori, 
*ppllcanti    for   OLs   ft  holders    of  CPi   re    clarification  of 
accen    to   control    procedure*    for    laui   enforcement   visits 
Svc    list    end, 

EISENHUT.D  0        Division    of  Licensing,       83/OS/ll.  Consoltdatfd 

Edison   Co      of  Neu  York,     Ine         16pp.       1BB40  093        24X 
Fie  he-  90-000,  S3/09/11.  B3031  10034 


B30SS301Q6  Foruards   curves    shoulng    gamma    dose   rate    vt   time   It 
Instructions    for   use   re   SEfl   Outstanding    Issue    19-  Curves 
dep*Jirf*nt   on   amount    of    fuel    Inventory    released   Revlterf 
response    to  Round   2  Question    I   2   submitted   on  B3O404 
EDELHAN,  H  R        Cleveland   Electric    Illuminating    Co.      83/09/13 
VuUNOBLOQD.  B   J       Licensing    Branch    1        4pp         IB939   IBB,      24  X 
Fiehu-  30-440.  63/03/13,  8303230106 


Ad  judl  eatery   correspondence 


B303DS047O  Answer   opposing    Ohio  Citliens    for  Responsible  Ensro^j   9304  IB 
motion    to   hold    record    open   on   OA    Issue   Motion   based   on  mire 
•peculation    that    intervenor   ultnesies   may    become    available, 
Certificate  of  Svc   end 

SILBERO.JE,       Commonwealth   Edison   Co        SILBERQ,  J,  E       Shaui,    Pftt»in, 
Potts  &   Trouibrldge        83/04/27,  Atomic   Safety    and  Lictnitng    Boir-J 

Panel         7pp         I8SB3  300.       34X  Flche    30-440,  83/04/27.  B30S020470, 

Q305040SSS  Motion   for    luminary    disposition   of   OL  application   on   groundl 
of  matl    false    statement    In  amend    to    environ  rept   Certificate 
of  Svc    end   Related    correspondence, 

HIATT.B  L        Ohio  Citl:eni    for   Responsible   Energy        93/01/23 
Atomic    Safety    and   Licensing    Board   Panel         18pp.       ISSit  217        BIX 
Flche    30-440.  B3/04/SB,  B30S04092B 

B303D40341    Motion   to   stay    proceeding    pending    ruling    on  OH  Cltltens   '«r 
Reiponslble  Energy   B3042B  motion    for    summary    disposition   of 
OL  application  certificate    of   Svc    end    Related 
correspondence 

HIATT.S  L        Ohio  Citliens    for  Responsible   Energy        03/04/28, 
Atomic    Safety    and   Licensing   Board   Panel        3pp         1S3S1   276       24X 
Flche    3d-440.B3/04/2BiB309040341 

B303040S44   Reipo-nse   opposing    unmerlfcabls   motion    for    reconsldtratic-n  t 
clarification   of  A9LB   830330  memorandum  fc   order    granting  NRC 
motion    for   summary   disposition    of    Issue   9  on   polymer 
degradation  W/Certif  icate    of   Svc   Related   correspondence. 
HI  ATT,  8  L       Ohio  Cltliens   for  Responsible  Energy       83/04/28, 
Atomic  3af»ty   and   Licensing    Board   Panel        4pp.       18321   272       34X 
Flihe    90-440,83/04/28.9303040344 

8303020477  Answer   opposing    Ohio  Cltiient    for  Responsible  Enerou  B304IB 
motion   to   hold    record    open   on  OA   Issue  Motion   premature  d 
grounded    on    sheer    speculation  Certificate    of  Svc    sncl, 
CUTCHINiJ.  M       Hearing    Branch   4        B3/04/S7  Atomic   Safety    and 

Licensing    Board   Pinel,       4pP         1BSB3  339.      24X  Flche   30-410,93/0478?" 
8303020477 

B303040323  Brief    supporting   Ohio   Cltliens    for  Responsible  Energy  notion 
to  hold    record    open  on   OA    Issue.  Applicant    Is  moving    Back 
conit    cDflipletlan   date    of    oum  volition 

HILT,  D,  D        Sunflouer   Alliance.       B3/04/29.  Atomic   0»f*tg  and 

Licensing    Board    Panel        Spp,       1S3B3  273        24  X  Flch«>  SO-440,  83/0*/H?i 
B303040323 


9303230106  Forwards   curve*    ihoulng    gimtne    dote   rate   vi    tim*   lc 
Instructions    for    use    rt  BFB  Outstanding    Ii*u*    19  curvai 
dependent    on  Amount    of    fuel    Inventory    re  1  eased,  RevI sed 
response    to  Round  2  Question    I    Z  lubmEtted    on    830404 
EDEUMAN.M  R        Cleveland   Electric    Illuminating    Co        33/05/13 
YOUNOBLOOO,  B  J        Licensing    Branch    1.       4pp         18339    IBB        24X 
Fiche    30-440,83/03/13,8305230104 


8309040407    Application   for    subpoenas    directed    to   CM  Shusttn  of    irtll  V 
to  J  KappleriNRC  Region    III   administrator  Proof    of   Svc    incl 
HILT.D.D        Sunflower  Alllano        WILT.  D  D        HUt,    D   D.      B3/04/29. 
Atomic    Safety    and  Licensing   Board   Panel        3pp.       18319:270       24X 
Flche    30-440,  03/04/29,  B3030404B7 
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flS03O4034B    Request    for    NRC    t,    utll     to    Itlpulate    to    authenticity    at 
doc urn tut*    to   bi    identified    tut   8303 IB  b   request    to   admit 
documint*    as   ivldinci   Proof    of   Svc    end 

WILTj  0  D        Sunflower   Alliance        HILT,  0  D        Milt,    D   D        B3/04/29 
Atonic    Safety   and   Licensing    Board   Panel         ip         18321    S71        E4X 
rich*    SO-44O. 83/04/29,  B303O4034B 

6303040307   Response   oppoiing   Sunflouer   Al  1  lance,  I  nc  ,  it   al   B3O429   motion 
uhich   reo.uei.ti   applicant    to    itlpulate    to   authenticity    of 
unidentified   documents   t,   requests   admission   of    documents   as 
evidence.  Certificate   of   Gvc    *ncl 

3ILBERO, JE,       Cleveland   Electric    Illuminating   CD        SILBEHO,  J  E 
atiaw.,    PIttmen,    Pott*   ti   Troubrldae        83/O5/OZ  Atonic    Safety    and 

Licenslnj   Board   Panel        3pp         18323  303        24X   Flche   SQ-440, B3/O3/OH. 
830BO40307 

8303090407    Informi   ABLB   that   requested    documents    T*   matters   mtntloned 
in   NRC   priPilid    testimony   an    I»ui   3  will    be   provided   CE 
Norellus   83O910   Itr   n    Special    conit    Insp    forwarded   GA    imp 
rapt    forthcoming   Evaluation   end 

CUTCHIN, J  M        Hearlnfl   Branch   4        B3/03/O6        HLOCH, P   B    ,    BRIOHT.O  0   , 
KLINE.  J  R        Atomic   Safety   *nd   Licencing    Board   Panel        2pp, 
183&1.  IS3        34*   Fich*- 30-440,  B3/05/06,  B30SO904B7 


B305170457    Request!    opportunity    for    staff    member    to    make    limited 
appearance    statement    at    B3O323    hearing 

ECKART, 0   E         HDUIB    of    flap          33/03/11          STUCKY.S         Office    of    the 
Secretary    of    the    Commission          Ip          1947O    141          34K 
FUhe    30-440,  B3/05/11.B30317O437 

83Q517O461    Requests    tn    make    llmitatf    appearance    itatatngnt    at    030323   &    31 
hearings    In   Painaivllle 

WALDORF,  E   J         Affiliation    Untnoun         83/O3/11  Officn    of    the 

Sicretarg    of    the    Commlmion          If          13469    31B         BIX 
Flche    30-440.  B3/03/1 1 ,  B30317046  1 

B303170464   n*quacti    to    make    limited    appearanci    itatetnent    at    DL 
h««rlngn 

BIMBEFt.rt    M         Affiliation    Unknown         B3/O3/12  NRC    -    No   Detailed 

Affiliation    Oivsn         Lp  18469   361          24X    Flche    30-440,03/03/12, 

8303170464 

B303170432   Requeiti    to    maka    limited    appearance    itdtownnt    at    OL 
hearingt 

RAJKIiS       Affiliation   Unknown        83/03/13  Docketing   Si  Service! 

Branch         Ip         IS469   307        Z4X  Flche    50-440, B3/O5/13, B303170452 


— Q30909049D   Foruardi    "Silf-Inlti>ted   Evaluation,"    atienlng    project   ti 
cummlttlno   to   maintaining    hlghett   quality    <tdt 
EDELMAN.M, R        Cleveland   Electric    Illuminating   Co        B2/1Z/07 
KEPPLER,J   0        Region   3,    Office   of   Director         Ip         16361,136        24 X 
Fltha    30-440i 93/03/06.  S3O30904B7 


8303190S14  Requests   to   mate    limited    appearance    statement   at   DL 
hiarlngi 

RUDD.C    C         Affiliation    Unknown         83/09/14  WftC    -    No    Detailed 

Affiliation    Oiven         Ip          IBSOS    237         24X    FicfiB    30-440,83/05/14, 
B30317Q214 


--8303090493    "Self-Initiated   Evaluation   " 

i      Cleveland   Electric    IllumlnBtlno   Co        62/1O/3I, 
137.      24X   Fich*- 30-440,  03/03/06, S3O309O4B7 


&30310O294    Amended   application    For   lUbpnon*   directing   attendance    of 
CH  SAuitar   &  JO  Keppler   at   S30SO3   hearings    on    Issue   3  r* 
nonconf or.ma.ncf   trend   analgs.lt   syi   Proof    of    Svc    end 
HILTjD  D.       BunfloutT   Alliance        WILT,  D   D        Milt,    D   D        83/03/06 
SHUSTER-C   M        Cleveland   EUetrlc    IllumlmtinB   Co        KEPPLER,  J  G 
Region   3<    Oftlc*   of   Dlrtct&r        3pp         1B370    139        24X 
FIcht;  50-440.  B3/03/O6,  B303100294 


B303240512  Renue»t«   to-   make    limited   appearance    itatement   at   QL 
hearings 

O'NEILL,  K       Affiliation   Unknown        53/05/13  NRC   -   No  Detailed 

Affiliation  Given        Ip         18571    1O7        24X   Fiche.  SO-140, 83/O9/15, 
8305310512 


B303200696  Request*    to    make    limited   appearance    statninunt   at   OL 
hearing* 

ZIVKOV1CH.E  A   ,    HflKOBOY,L   .    WARCLQUD,,  j        Affiliation   Unknown 
S3/03/17  Office    of    the   Secretary    of    the   Commiiil-Dn        6pp 

19319   312         24X    Ficfia    SO-440,  B3/O3/17,  830320O63(b 


B3031O03&7   Brief    In   support   of   Ohio  Cltliens    for    Responsible   Energy 
B30ASB  motion   for   summary   dlspocltlon   at   OL  application   t< 
Motion   tOT    itaij   of   proceedings   Appropriate    sanction*    should 
tie    Imposed    on   applicant.  Proof   of   Bvc    incl 

WILT,  D  D  Bun  flower  Alliance.  MILT, D  D  Milt,  D  D  83/03/06, 
Atonic  Safety  and  Licensing  Board  Panel,  7pp  18379,042  24X 
FUhe,  3O-44O.  B3/03/06,  B3031 00367 

B30S|A0136   Riqueitl    to   a*kt    limited   appearance    statement   at   OL 
hearing* 

MCCLUSKEY.g        Affiliation  Unknown        B3/O9/OB,  NRC   -  No   Detailed 

Affiliation   Diven        Ip        18446, OB6        24v   ^icha:  90-44O, 83/03/OB, 
B303 1'oOl  36 

93O910016Q   Forward!   SER.Suppl    3   (NUREO-OB87) . M/o    tne  1 

CUTCRIN..J  M       Hearing  Branch  4       83/03/OB       BLQCH,  P  B.  ,    BRIOHT.O  D.  . 
KLINE, J  R        Atomic   Safety   and   Licensing    Board   Panel.       Ip        10374  S73 
Z4X   Flche    30-440, B3/03/09,  B303I001&B 

9305120304   Requests   to   make    limited   appearance   ttatemtnt   «t   B 30 323  OL 
hearing* 

RENNER,A   E        Affiliation   Unknown        83/03/09  NRC   -   No   Detailed 

AfHli*tian   Oiven        Ip         1B4Z4   S06        B4X   Fiche    30-440,83/03/09, 
8309120304 

B3031&0122  Requests   to   make    limited   appearance   statement   at   OL 
hearing* 

COOK,  0  8        Affiliation   Unknown        83/03/10  NRC    -  Mo   Detailed 

Affiliation   Oiven        Ip         18430   130,       24X   Fiche    30-440, B3/O3/10, 
83031 601 82 

S3OS160133   Requests   to   make    limited   appiaranca   statement   at   DL 
hearing! 

OLEIBHEN,  A,      Affiliation  Unknown       B3/OS/10,          NRC  -  No  Detailed 
Affiliation   Oiven.       Ip.       18446  OB7        24X   Fieht- 30-440, 83/03/10, 
630314.0133 

8309170309  Object!   to   character i tat  ion   of    Ohio   Cltliens    for   Responsible 
Energy   »*mb«n   as   penons   advocating   disruption, 
d emon i tr» t t on  t,  dlirtiptct   for   lay, *»  stated    in  Bunflouer 
Alliance  830906  brief   In  support  of  motion. 

HIATT.B  L.       Ohio   Cltiiens   for   Responsible   Energy        B3/03/1O. 
HILT.DD        Milt,    D.D        Ip.       184iS.073        24XFich«    00-440,83/09/10, 
63O31T03QB 

S30UI7O341   Motion   to   file   contentions, objecting    to   SNM    license    i«iuance 
vnleni  b  until  OL  granted  fc  facility  ready    to   load    fuel 
Certificate   of  Svc   end 

KI*iTT,a,  U      Ohio  Cltiieni   for  Responilble  Energy.      B3/O9/10. 
Atomic   Safety   and   Licensing    Board   Panel,       Zlpp         IB463.096       S4X 
Fiche' 3O-44O, 83/09/10,83031 70341. 


830B20D59B  Requests   to   make    limited   appearance    statement   at   DL 
hearings 

DEV1NG.A   ,    THOMPBQN,D   ,    MAST, L        Affiliation   Unknown        B3/OS/1T 
Docketing   1  Service*    Branch        2pp         19514    104        24 X 
Fiche    30-440,  B3/03/1  7,  83O3200S9B 

B30324031S  Update    to   util    830203   answer    to    Interrogatory   3  of   SunFlouer 
Alliance   BHE02   first   ««t    of    interrogatories   All    tfire* 
counties   havs    submitted    (fro ft   plans    to   Ohio  DIaaiter   Svcs 
Agency   Sve    list   em  1    Related    correspondence 

SMIOER,HA        Sham,    Plttmin,     Potts    £.  Trouibi-ld^e         SMIOER.MA 
Cleveland   Electric    1 1  lumlnat  itio   Co        B3/03/W        HILT.  D   D        Sunflower 
Alliance        WILT.D  D        Wilt,     D  D        7pp         18571    123        24X 
FUh*    30-440,  B3/03/19,  B3O324O313 

8303840344  Request*    to   make    United    appearance    ttatement   at  OL 
hearings 

FLAOO.D  M   ,    FINK,J,<    REEO, J  fl        AfPillatian  Unknown        83/03/19 
Office   of   the   Secretary    of    the   Commission        3pp         lB37i,040        24X 
Fithe   30-440,  B3/03/11?,  B3OBB40344, 


H     Oenerol    correspondence 


8309310031   Notifies   that   DD   Hilt   no    longer   reprmtant*   Sunflouer 
Alliance, Int    due   to    irreconcilable    difference*   & 
prof   responslbl litg 

WILT,  D   D         Wilt.     D   D         B3/O5/E3         BLOCK.  P    .     KLINE,  J  Fl    ,     BRIOHT,  a  0 
Atomic   Bafetg    and   Llcenilng   Board   Panel         Ip         18693    130        24X 
Fleh*   30-440,  B3^0S/23,S3O331<}031 

0      Intpictlon  reports,     IE   Bulletins    b  correspondence 

S21B0403B5   IE   Info  Notice   83-14,     "Deuatered    Spent    Ion  Eichange   n«iin 
Buseeptibllity    to  Eiothermlc    Chemical    Reaction    "    Svc    list 
>ncl 

TAVLOR.J  H        Division   of   Safeguards   &    Inspection   Programs    (Poit 
830103)        B3/03/B1  Co-nsol  Idateil   Edison   Co      of    Him  York,     Ire 

112pp         1830B   319.       24X    Flch • > SO-OOO, 83/03/81. B2i206O383 

B304130362  Foruards    IE    Insp    Repts    50-440/B3-O9   ti   50-44 1 /S3-O8   on 
830314-17  No   noncomp 1 ianc e   noted 

LITTLE.M  S        Region   3,    Office    of   Director        83/04/01        EDELMAN,  M  ft 
Cleveland   Electric    Illuminating   Co        2pp         17782    139        24X 
Fiche    30-440,83/04/01,8304130362 
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DOCKETED  ITEMS 


—  0301130344     IE    Imp    Repts     50-440/83-09    t.    3O-441/B3-OB    on    B303I4-17   No 
noncomp 1 1 ance    noted    Major    area*    inspected    licensee    actions 
on    10CFR50   SSfet    Itemi 

WftRJJ,  K    D    .     CILIMBERG,  H    L    ,     DAMELSOW,  0   H         Region    3,     Office    of 
Director         33/04/01          9pp          iy?B2    131          24X    Flchs    30-440. 63/04/01. 
830413036? 


—  9303260243    IE    Insp    Hepls    30-44O/83-I1    I.    30-441/83-10   on 

Noncompl  lance   noted    turnover    rovlfluis    of    purchaie    orf«ri   t 

£ns taltation/fabrlcatlon   packages    performed    iu/o   conlrt]  H 

procedure 

MEnRIWEATHER.N  .    CDNLDNi  T   E        Region   3.     Office    of  DlMrtj 

93/04/18         3pp          18399   330         24X    Ftchs    30-440.  B3/f)3JQ1. 


0303040021     IE    Info    Notice    S3-21.     "Defective    Emergency    Use   tfesp  Irator     " 
Bvc    list    end 

JORDAN' E   L         IMvislnn    of    Emergent^    Preparedness    &   Engineering 
Respond     (Post    B301Q3I          B3/04/1S  Consolidated    £<fiion    Co       of    New 

Vort,     .Inc  126pp          18433    153         24X    Fiche    30-COO.  B3/04/1S,  0303O400B1 

3303040023    IE    Info   Notice   83-52,     "BWR  Saf sty/Bel 1  if   Valve   Failure*    " 
Bvc    Hit    enc  1 

JORBANi E  L        Division    of   Emergency   Prepared  ness   t  Ens ' neer 1 ng 
Reiponse     (Post    B30ID3)          63/04/2-3  Cons-o  1  idatmt    Edioon    CO       Of    New 

Vor*.      Inc          HSpp  1P383   O39         24X   Flche    50-000.33/04/22,8303040023 


9303040034    IE    Info   Notice   03-30,     "Misapplication    of    Otnirlf   Cnr 
Operating    Procedures    (EOP)    Quldalines.    "    Svc    Hit    tncl 
JORDAN,  E  L        Division    of   Emergency   Preparedness   4   £nglniirlr.| 
Response    (Post   83O103)        83/09/11  Consolidated    Ed  It  art  Co    ll 

York,     Inc         114pp         IB324   003        SIX  FlehB    SO-000*  83/03/11, 


630304O040    IE    Info   Notice  S3-31r     "Error    in    ADUPIPE  Compulir  FYi|"*L 
Bvc    list    sncl 

JORDAN,  E  U        Diviiion    of   Emergency   Preparedness   &  Englnurlc) 
Response    (Pott   830103)        83/03/19  Consolidated  Edlun  ft     (I  •* 

Yori,     Inc         1  14pp         18697  009        24X   Fithe    30-OOO,  B3/OVH.  OCX-OX 


g3030t002S    IK    Info    Notice   B3-23,     "innperjbla   Containment   AimasfbEce 
S&nilng    Sye    "    Bvc     list    Bncl 

OORDANj  E  L        Division   of    Emerjencij    Praparedneis   &   Engineering 
Reiponse     (Pott    83O1D3J          33/04/23  Consolidated    Eiflion    Co       of    Ncu 

York,     me  l]<?pp          183D1    291          34 X    Fiend    50-000,83/01/25,9303040021 


P3O3O40046    IE    Info  Notice   S3- 33,     "Nonrepresen tat  1  v«  B«nplltj   « 
Contaminated    Oil    "    Svc    list    enc I 

JOflDAN/E  L        Division    of   Emergency   Prepafedn»»i    ti  HngJntlrln 
Retpomo     (Poet    830103)          83/O3/Z6  Coniolldatld   Edlmn  C« 

Vorfc,     Inc         H4pp         18647  007        S4X  Flthe    3O-000,  B3/03/SS. 


03030*0036    IE    Info  Notice   63-24.     "Loo an    Parti    in    Secondary   Side    of 
Steam   Gen  era tori    at    PHRi     "    Svc     lilt    encl 

JORfl-AMi  E  L        Division    of   Emergency   Preparedness    U  Engineering 
Respanse     (Post    B301O3*         B3/04/2S  Consolidated    Edison   Co      of    Neiu 

Vori.     Inc         I19pp         133S2   047        24X   Flche    SO-000, 83/04/2S.  B30304'003fi 

6303040037    IE    Info    Notice   83-23.     "Stsniiti/    Uas    Treatment   Sue   HnJter   High 
Te-mp    Trip   Setpoint   Ad  jifstmen-t    "   S/c    Hit    encl 

JOHDANi  E  L        Division    of   Emergency    Preparedness   !.  £nglne«rlng 
Response    (Post   930'1O3)         83/04/28  Consol  Itfated    Edison   Co      OF   New 

Yurie.      Inc          HBnp          183B3    163-         2-4X   Fichs    30-000,83/04/26.8303040027 

3303040020    IE    Info    Notice    B3-2A,      "Failure    of    Safe tu/Re 1 1 ef    Valve 
Discharge    Line    Vacuum  Breaker*    "   Svc    list    encl 
JDRBANi  E  L        Division   of    Emergency   Prepared  nets    it  Engineering 
Respc-nse     (Past   33O103>         S3/OS/O3  Consolidated    Edison    Co       of    NBU 

Yoi-t,     Inc          122jjp  1B44J     17O         24XFiche    3O-OOO,  33/05/03. 8303040028 

D303120367  Dlscusies    gulifelincs    developed    to   aid    In    review   of    IE 
Bulletin   79-15  re    long-term   operad i 1 ity    oF    deep    drafE   pumps 
Alternate    qualification,  method    Incorporating    vibration 
monitoring    t>    std    plant    tost    procedures    proposed1    ene  1 
WOVAK.T   M        Aislitant    Director    for    Hcotmng        83/03/03 
HOLTISCHEH.D   L        Licensing    Revieiii  Group    II         ipp         1B44O  3S4        34 X 
Fithn    SO-OOOj B3/OS/03r830312O»69 

B 303 040030    IE    Info   Notice   B3-37,     "Operational    Response    to  Ev*nts 
Cdnesrnirs    Deliberate   Acts    DiTectetI  J^jainst   Plant 
Eqolpmont    "    Svc    list    end 

JORDAN.  E  L        Dlvlilort   of  Emergency   Preparedness   d   Engineering 
Response    (Post    B 301 03)         B3/03/04  Congo  1 1  dated    Edllc-n  Co      of  Ney 

fork,     Inc         HHpp         19382  292        34X  Flche   SO-OOOj S3/OS/04,  B3D30fl0030 


S      Reports!)  le   oceurrencei>    LERs    b  related    corrt-ipcndtnci 

83OS020300  Second    Interim   deficiency    rapt    r»    linear    Indlcillcni  «*f  J 
whip    restraint    bracket   uelds    for   DHI/D33   sijt    Inltldllv 
reported    on   BS1EH8  DracliBts   diill    be    removed   &    ttructuril 
atoel    brackets    reworked   Next    rapt   by    B30701 
EDELMAM,  H  fi        Cleveland   Electric    Illuminating    CD        Ot/OVIB 
KEPPLER.J  0        Region  3.    Office    of   Director         2pp.        1G4GI  94}     HI 
Fiche    50-440,B3/04/13,S303020300 

B3D513DS22  Part   31    rept   r>    potential    AS  ME   Section    III   fc  V  vl9l*IJt' 
Initially   reported    on   830412  Scope    &   condition    of 
nonconf-ormaitce    under    investigation 

WHE^TDN.W  R        Borg-tlarner   Corp        03/O4/13        HARTIW.J  B       Nl|U^  J, 
Offica    of   Director        4pp         1843?  336        24  X   Flche    30-110i 
9309  1  3Q222 


B30  3  020309  RHvlsed    final    deficiency   rept    re    inconplet*    fill 
biological    shield   mail    concrete    of    rtactor    bldgi   Due    U 
tonjt    ichedullng.  Unit    1    b   S  repairs   mill    bf    completed 
by    330831    t.   1231,  respectively 

EDELMAN.MR,  Cleveland  El  BC  trie  Illuminating  Co  83/0  VI?, 
KEPPLER,  J  O  Region  3,  Office  of  Director  lp  IOSJJ-  173 
Flche  30-440.  S3/O4/I7,  S3030H030B 


8303O4O48*   Interim   deficiency    rept    re    nanconformin]    condition  » 
CIa«>    IE    lou  voltage    sciiltchgear   mfg    by    Drown    Bov-trl 
Electric    Initially    reported    on   821322.  Melding    fli    plinntJ 
for   citblclB  EF2C03  Final   rept   will   be   summed  by  B3ilK 
EDELrtAN.Mn        Cleveland    Electric    II  lumlEi-tln^    Co        03/IH/3J. 
KEPPl.ER.JQ        Regions.     Office    of   Director         2pp         1831?  a)3 
Fi  ch«     30-440.  B3/Q4/37.  8303040486, 


B303040&31    IE    Info  tititica   H3-2H.     "Criteria    for    Protective  Action 
flfrcommenilatl  alls    tor   Genera]    Emergencies    "  Svc    Kit    encl 
JURDANiE   U        Diviiion    of   Emergency    Prepavednett   5,  Engineering 
Rispoitse     IPost    83O103)          83/03/04  Contol  Idated    Cotton    Co      of    NBU 

YorJ:,     Inc         1  19pp         JB441    001         24X   Fiche    50-000,83/03/04,3303040031 

B30S120130   Sumraarii    of   BaoiaA  meeting   u/ut»l    In  Perry,  OH   re   containment 
ueld    def  Iclenc  lat   addressed    in    IE    Insp-   reps    Acceptability 
study    ongoing 

STEFAND.  J  J        Licensing   Orancft    1         B3/03/04         VOUNOQLOOD,  0  J 
Licensing    Qranrh    I         Spp         18435353        24X  Fiehe    SO-440,  B3/03/04j 
830912013O 

8305170203  Advises    that    liquid    penetrant    testing    utilized    «s 
*teernative    to  ma0netlc    testing    an    containment    ves»»l 
penetration   uelifs    per    IE  Bulletin   30-08   responie 
£DELMrtM.M  R        Cleveland    Electric    lllumlnitlng    Co        S3/OS/OS 
KEPPLEfl,  J  O        Region  3.     Office   of  Director        lp         16444.350        B4X 
Flche   30-440,33/09/05,8303170203 

B303040Q33    IE    Info  Notlc*  63-29,     "Fuel    Btnitlng    Caused    by    Fuel    Rack 
Deformation    "    Bvc    list    encl 


L        Dlvlflon   of  Emergency   Preparedness   &   enginetrln) 
Rsiponie    (post    930103),       63/OS/Ot,  Consolidated    Ediion  Co      o*  Neui 

Vorfc,     Inc         tlSff         18323  348        a4X  Fichu   50-000,  93/08/06.  B303040O33, 

B3Q9atQS3t>  Forwards    IE    Insp   Rept*    80-440/83-11   &  50-441/93-10   on 
B303BB-0401    b   notice    of    violation 

LITTLE.  H  S        Region  3,     Office    of    Director        83/03/09-        EDELHANi  M  R. 
Cleveland    ElectrU    lUumtnatlng    C*        Spp         IBS1??  347        24X 
Flcht    30-440,83/03/09,6303260330 


8305-040496   Final    deficiency   rept    re    potential    breach    of   ml   JnN|'.ip 
of    hydrogen    Igniter   Model    6043   glow   plug    component    lupplltl 
by    Pouie-r    Sys    Initially    reported    on   0302O7    Ignltir*   r«ji-*iri( 
Also    reportable    per   Part   21 

EDELMANi  M  R        Cleveland    Electric    Illuminating    Co        B3AM/37 
KEFPLER.JQ        Region   3,    Office    of    Director        2pp         1B3I9.3M      ?«' 
Flche    30-440,  83/04/37,9303040496 

8305100374    Interim   deficiency    rept    re    failure    of  Johntun  ConlriliJ'f 
to   arfequately   verify    »cceptablli  ty    of   Unl*trut   Corp  OA 
proaram    Implementation    Initially    reported    on    B3032? 
Corrective    action   request   &   noneonf  ormance   r«pt    liiutd 
EDELMAM.  M  R        Cleveland   Electric    Illuminating    Co        B3V04VTO. 
KEPPLER.  J   0        Region   3,    Office    of   Director        2pP         1B3??  3«      &1 
Fieh*    30-440,  B3/04/2S.  83031003-74 

a30S040flct!)    Interim   deficiency    rept    re    incorrectly    •Hid   meld' 
pressure    vessel    water    level    transmitters    Neplaoment   of 
transmitters    expected    by   630  SO  I    Final    rept  ulll    be   lubalttlJ 
upon    uiork    completion 

EDELMAN,  M  R        Cleveland    Electric    Illuminating   Co        83/04/29 
KEPPLER.v)  S        Region   3,    Office    of   Director        lp         IB31°r33S      S4( 
Fit  he-  30-440.  B3/04/B7.  B303040463. 


S305100013   Second    interim   deficiency    rBpt   r»   d.feetlv* 

ltdtion    d«vice«    Installed    In   OE   supplied    baJance-of-pl«ni 
panels    Initially    reported   B106SA,  Seventy    of   71    devlcx 
rettirncEf    to   G£   far   rtuort.  Final    rept    due    by   831201 
EDELMAN.M  R        Cleveland   Electric    Illuminating    Co.       BS/Ot/lt, 


KEPFLEH.  J,  Q        Regitin  3-    Office   of   Director, 
Fiehs    30-440,  83/04/39.3303100013, 


. 
app         18481!!+'      *" 
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B3031OO333  Second    Interim   deficiency    rept   re  ASME   Code    Section    lit. 

Class    3  piping    supports    supplied    by    Transamerica  Del  aval, 

Inc    u/o   matl    certification    Initially    reported    on  830323 
Supports   r eana 1 y i ed   Neit   rept    by    S3O701 

EO ELM AN,  M   R         Cleveland    Electric     Illuminating    Co  B3/O4/27 

REPPLER. J   O         Region   3.     Office    op    Director         2pp  18377   003         24X 
Ficfie    30-440,83/04/27,8303100333 


B30304O333    Board     Notification    Q3-O37     forward*    differing     prof    opinions 
re    sys    Interaction   t>   i-aPetg    classification    Info    relates    to 
Hoard    Notifications   S3-17    &    B3-44    ro    Unresolved    Safety    Issue 
A-17 

ElSENHuT.D    G         Divliion     of    Licensing          33/05/01          PALLrtDINd.N 
Cnmmi-salonerB          22pp  19337     139          24X    Fiche    50-000,83/03/04, 

8303040333 


6303130236   Final    Deficiency    RBpt   RDC    71(83)    re    breakdown    In    QA    progran 
of   CJTDO] ine, Co    Initially   reported    an   830408  Program 
inadequate    to   meet   requirement   of    IQCFRSO.App    B   Cnrholine 
Co    Initiated   n»u   change!    to   OA  program 

EDELMAN,  M    R        Cleveland    Electric    Illuminating    Co        83/03/06 
REPPLER. J    0         Region    3,     Office    of    Director         2pp  1S439   318         S4X 

Fie  fit    30-440,  B3/0  9/OA.  B303 130236 


a 3O3 130332   Requests    description    of    environ    qualification    program 
including     Hated     items    Scops    of     submittal     to     include    all 
electrical    equipment    important    to    safety    located    in    harsh 
envtr  on 

KNIQHTQM.G    U         Licensing    Branch    3          B3/03/03         HARRlSONrR    J         P 
Service    Co       of    Ncu   Hampshire          4pp  1S4S7    334          24X 

Flche    3Q--M3,  33/05/03,  B30313Q333 


5303130240    Interim   Deficiency   Rapt    RDC    70<B3>    re   restart    of    control 
camp  1  in    chiller    following    1cm    of   offsite   pauier    or   LOCA 
Initially    reported    on   B304O7  Final    rept    expected    by    830813 
Also   reported   per   Part  21 

EDELMAN, M    R         Cleveland    Electric     Illuminating    Co         S3/03/04 
KEPPLER,  J    0        Region   3r    Office   of   Director        Spp         18439  212        24 X 
Flche    3O-4 40, 93/03/06,  B30313024B 


T      Hearing    transcript*    on   non-antitrust   matters 


B303Q30526  Forwards   Region    III    testimony    re  QA   issues    of    fact 
contained     in   A8LB   821222   order 

CUTCHIN.J.M        Hearing   Branch   4        83/O3/O2        DLOCH, P.  B    ,    BRIOHT.O  0   , 
KLINE, J  R.       Atomic   Safety    and   Licensing    Board    Panel         Ip         18372    117 
24X    Flelut    90-440,83/09/02.8309030526 

— 830303OS37   Testimony    of   Riglon    IK    panel    conilitlng    of   JE  KonkllniCC 
Will  Urn*,  OF  Maxwell    h  ML  Qildnsr   re   OA    Issues    of    fact 
contained    in   ABLB  BSISS3  order    Discusses    const    activities   Si 
Implementation   of   QA  program  H/prnf    qualifications 
KONKLINj  J   E    ,     UILLIAHS,C.C    ,     MAXWELL,  O.  F         Region    3,     Office    of 
Director         03 /OS/ 02         33pp          10392    118-        24X    Flch*    30-440,  B3/O3/O2, 
8303 0309 SA 


B309090A39    Generic     Ltr    Q3-2O    t 
holders    at    CPs    re     Integrated 
of    plant    moda    Svc    list    enc 1 
EISENHJT,  D   0          Division    of    Licensing 
Edison    Co       of    NBU    Vor  k ,      lite  l&PP 

Flche    30-000.  B3/O 9/07.  S3D 3090 639 


alS    operating    reactor    Ikcenises    t< 
chedullitg    For    Implementation 


93/03/07 
18627     153 


Conso  I  idatei) 


8303270019   ffoquests    eitenaion    of    CP    completion    dates    for   Uniti    1    t    a 
to   June    19B6   &  Oc  t    17BB.  r &apec  tive  1  iji  p  er   Amend    to   to 
CPPR-133   *  CPPR-136 

DEVINCENTIS,  J          Yankee    Atc-mic     Electric    Co          DEVINCEtfTIB.  J         Public 
Service   Co      of   NOLJ  Ha/npshiro         83/03/16         DEN  TOM,  H  R        Office    of 
Nuclear  Reactor    Regulation,     Diructor         3pp         1B663    1O7        24X 
Fiche    30-443,  B3/O3/16,  H3O527O019 

E     NRC   Safety   EvaluatioTi    Report    I  HER ) ,     auppls    &    c orraspond ence 

B30917OA6S    SAFETY   EVALUATION   REPUBT   RELATED    TQ    THE    OPERATION   OF 
SEABHOOK    STATION,  UNITS     1    AND    2    Docket    Mos       30-443   And 
90-444    (Public     Service    Comp-anij     of    Neiti   Hamp  sh  I  t-ei  et    al     I 
*      Division    of    Licensing          NUREO-OS96    SOI          83/O4/3O         32pp 
Available    at   WRC          94    90          IB491    372          3QX    Fichu    50-443.03/04/30. 
G3031706&B 


03030403 Oi   Forward i    testimony    of   MR   Edelman   d  OR   Leidich    re   QA    program 
for    control    of    iaf ity-relatid    contractor*    (Issue    31 
SILBER8,  J.  E.    OLASSPIEOEL,  H        Shaw,     Pittman,    Potts   &  Troulbridge 
93/03/02         DLOCH. P    D    .     KLINE,  J   R    ,     BRIGHT, 0   0         Atomic    Safety    and     - 
Licensing    Board    Panel         2pp          19332    069         24 X    Flche    90-440.  B3/O3/O2, 
930S04O3O6 

—  9303040316   Testimony    of   MR   Ed  Hi  man   b  OR   Leldlcti    TB    ut<\   QA  program   for 
control    of   i*f »ty-r»l*t*d    contractors    (Issue   3) 
EDELMAN.M  R   ,    LEIDICH,  0  R        Cleveland    Electric    Illuminating    Co 
Q3/O3/O2         3Qpp,        IB 332   071         24 X    Flcho    90-440.  B3/03/O2, B3O3040906 

3309110004   Transcript   of   830507    telephone    conference    in   Bethestfa.MD 
Pp    BOfl-SBd 

e      Atomic    Safety    and   Licensing   Board    Pannl        B3/O3/O7        7flpp 
1B408   2S9.       B4X   Flchi    30-440,  B3/O3/O9,  8303110004 

B305Z&0073   TT*nstirlpt    of   830923   hearing    in    Palnesvllln.OH.  Pp    QB4-974 
Supporting    documentation   end 

•»      Atomic    Safety    and   Licensing   Board    Panel        Q3/O3/S3        128pp 
.  IBS.       24X  Flche    30-440,  83/Q3/33,  B3O5260073 


B309S&OO3S    Forwards    Qupp  1     t     to    SEF1    re  application    for    OL   H/o    end 

KNIQHTON.O   H         Licensing    Branch    3  83/Q3/12         KARRISON,  R    J        Public 

Servt-ce  Co      of    Neu  Hampshire         4pp.  18649  OBQ        SIX 
FlChS    30-443,  B3/O5/I3,  B30S2(b003B 

F     Security,    tnadical,    emergency    &    Pire<    pratoction    ji  lanfl 

B303090S33   FOIft    request    Far    addl    Info    re    Harllei-   request    an   Pilgrim  dtd 
8211O3  concerning    similar    documentation    for    Seal) rook 
facilities 

SHOTWELL,  J   A         Mas  lach uset ts,     Commonwealth    of,  93/01/05. 

FeLTOrj.J  H        Division    of   Rules    and   flacords         3pp         1B36S  OO1         ?4X 
Flche    30-443.B3/Ol/OS,e303O90B23 

3303090S29   Partial    reiponso    to   FOIA  request    for    addl    Info   re    Sal  105 
request   pertaining    to    f aci  1 1  ty.  Foriiiards    App    A   documents 
Documonta    also    available    In    PUR    App    0    doeuraanta    complatsJi) 
luithhsld    (ref    FOIA  Exemption    S) 
FELTON,J    n         Division    of    Rifles    and    Records.        S3/03/1O         BHOTHELL,  J    A 

Hastsachu-ietts,     Commonueal  th    of.          5pp         IB363  Ot}3        34  X 
Flche    30-443.  B3/O3/10,  B3O309O329 


6309310137  Transcript    of   B309S4   hearing    In    Palneavllle,  OH  Pp   796-1,226 
Supporting    documentation   «ncl 

*      Atomic    Safety    and   Llcinilng   Qo«rd    Panel,       B3/O9/34        272pp 
lBi37-128.       B4X  Flch*    80-440,83/08/24,8309310137 


DCKHET    SO-44-3   SEABRDOK   NUCLEAR   STATION,     UNIT    1 

A      Application/construction    stage    documents   &   correspondence 

B30M3Q333   Forwards   ACRB  830419   1  tr   re   review  -of   application   for  OL, 
reporting    on    lou   pouer    operation 

KHIQHTON.  O  U        Licensing   Branch   3        83/04/23        HARRISON.  R.  J,       Public 
Servlc*   Co,     of   Ntu  Hampshire        3pp         18497.328        S4X 
Flcha,  90-443,  83/O4 /as,  8303130333 

— 830313O339   Commtnts    on    louir    pouer    operation   revleu   of  OL   application 
Operation  reasonably    assured   at    core    pouier    levels    up    to 
9X   full    pouer  u/o    undue   risk    to   public    health    &   safety 
EBEFaOLE,  J,  C,       ACRS  -  Advisory    Connlttee   on  Reactor  Saf*gu«rdi 
83/04/1*?.       PALLADINO,  N  J        Commissioners        3pp.        1B437.331        H4X 
Flche,  30-443,83/04/23,3309130339, 

8309110016  Notification    of   830911    meeting    u/utll    In   Bethaida,  MD   to 
discuss    projected    const    completion   date, 

WHEELER i L. L        Licensing   Branch   3.       93/04/23        KNIOHTDN, 0  H 
Licensing    Branch   3        4pp         18421:239        H4X  Fi e he, 30-443, B3/04/2B, 
3303110016, 


— B203190093  Foruiards   branch    review   comments    of    facility    emergency    plan, 
performed    against  NUREO-0634    criteria    Adill     info   & 
cammltrnents    required    prior    to    acceptance 

PAOANQ.  F   0        EP    Licensing    Branch         82/O3/O3        MIRAGLIA, F    J 
Licensing    Branc*    3         20p p  1B36B    014          E4K    Fiche    30-443, B3/O3/1O, 

83OS070327 

— 820917007B  Requests    findings    on    prompt    protective    action    dec  is lonma ting 
In    States   of    VT,  NH  &   MA   Significant    problem   mat/    eilst 
ui/offsite   prepa-rednesa    in    listed    states      "Site    &   Environ 
Interface,"    Chapter    2   end 

ORIMES.  B    K         Division    of    Emergency    Preparedness    <Pra   B30103) 
82/04/S7        KFJIMH. R  H        Federal    Emergency    Managrnent    Agency        6pp 
1836B   O34         SIX    Flche     3O-443,  B3/0-3/1O.  B3O5O9OS29 

— 830SO70614    "Estimates    of    Evacuation    Time    for    aeabrool    Nuclear   Pouer 
Station    " 

*       HMM    Associates,  Ire  B3/03/1O          SJrpp  10368     153         ?4X 

Flche    50-443.33/03/10,0303070339 

B303030006   Forua-rd*    United    Engineers    b  Co-natruc tors   General    Arramgemen* 
Draining    7736-F-BO3062    re    fire    protection    of    primary 
component    cooling    water    pumps, par    util    B3O1S1     1 tr    U/o    «nc 1 
DEVINCENT1S,  J         Yaniee    Atomic    Electric    CD         DEVIHCENTIS,  J        Public 
Service   Co      of   N«u  Hampshire         83/05/02        KNIOMTON, O  H.       Licensing 
Branch    3         Spp  18337    OB3          24X    Flchs     SO-443, B3/O3/02, B3O309OOO6 


366 


DOCKETED  ITEMS 


B303110034   Generic    Ltr  83-21    to   all    licensees    of    operating    reactor*, 
applicants    for  OLs   !c  holders    of    CPs    re    clarification    of 
access    to    control    procedures    for    law   enforcement   vliltl 
Svc    lilt    encl 

EISENHUT,n    G         Division    of    Licensing          B3/OB/11  Consolidated 

Edlion  Co      of  New  York.     Inc          16pp         10540  O"?5        24X 
Fiche   SO-000,  B3/03/11,  B30311Q034 

B3Q3340213  Forwards   monthly    stalgs    rept    on    offsite    emergency 
preparedness    for    OL  reviews    for    Apr    1903 

DIRCKS.W  J        Office  of    the    Eietutive    Director    fop   Gpe.rati.oni 
83/03/13         PALLADINDiN   J         Commissioner's          9pp          18593   3B2         24X 
Fiche    SO-OOO,  S3/O3/13,  8305240213 


— 8305100434   Affidavit    of   RO  LaQrange    on   qualification    o-f    Class    IE 
electric    valve    operators    Installed    Inside    containment,  Utll 
committed    to    qualification    per   WJREQ-03BS 

LAQRANQE- R  0        Equipment   Qualification   Branch        83/03/18,      3pp, 
1S41I    064         K4X    Fiche    SO-443, B3/03/21 . B303100336 

S303IOOI33   Forward*   CY  Liang, WT  LeFave    tc  SS  Kirslls    joint    affidavit 
reviewing    t    commenting    on    Table    I    A   2-3   uihlch    Includes 
llttlng    of    all    electric    valve    operators    Inside    containment, 
per    ASLB    request 

LES3WR   P       Hearing*   Division       PATTERSON,  W  F       Office   of   the 
Eaeeutlva   Legal    Director        B3/04/BO        HOYT.  H   ,    LUEBKErE   A  , 
HARBOUR, J        Atomic    Safety    and    Licensing    Board    Panel         3pp 
183T4    2*3         24X   Fiche    30-443, 83/04/20,  83031001 3S 


Q      Adjudicatnru   correspondence 

B3091003Si  Forwards   responses    to    New  England   Coalition    on  Nuclear 
Pollution    fourth,  alith,  eighth,  twelfth,  fourteenth   &    fifteenth 
motion!    Fur    summary   disposition 

LESSY.P.   p        Hearing   Branch    3        03/03/21,       HOYT,  H   r    LUEBKE.  E  A  . 
HARBOUR,  J        Atomic   Safety   an*   Licensing    Board   Panel         2pp 
13411    001          H4X   Fiche    30-443,  B3/03/2 1 ,  83OS100336 

— B303100375  Response   to    twelfth    motion    For    summaru    disposition    of   New 
England   Coalition  on   Nuclear   Pollution   Contention    r   D    1    NRC 
cannot    agree   or   diiaor*e    ui/ statement   of    matl    Pact    until 
receipt   of    preiervice   (•    inservlce    insp    programs 

LESSY.  R   P    ,     PERLia.n    0         Hearing    Branch    3         B3/03/18  Atomic 

Safety    and    Uceniinn    B0«rrf   Panel         2Bpp.       IS411    OO3       24X 
Fiche    30-443,83/03/81,0303100356 

— 8303100392  Response    to    fourteenth    motion    fop    »ummary    disposition    of  New 
England   Coalition   an   Nuclear   Pollution    (NECNP)    No    genuine 
Issue    at  matl    fact   exKti    («  NECNP    entitled    to    favorabl* 
tfec  isl on 

PATTERSON.  W  F  >    LEBSY,  R  P.       Hearing    Branch    3        83/O3/1B  Atomic 

Safety    and    Licensing    Beard    Panel         Spp         1B411    O33        S4X 
Fiche    30-443,  03/03/21,  03031O035i 

--B309100400  Affidavit  of    BK  Ananil    on  New  England   Coalition    on 
Nuclear   Pollution  Contention    I.  D  3  Requirement!    of   ODC  SO 
*»tllf  IBS. 

ANAND.H   K.       Auiillary    Sy*tems    Branch.       B3/03/1B        fipp         1B411   037 
Z4X  Fl  Che-  50-443,  B3/O3V31.  3303100334. 


— B3O31O016i  Affidavit    of   CY  Liang, WT   LeFave   *<  33   Klrslis    providing 
results   of  NRC   review   of    Table    I    A  a-3   concerning    •nvirnn 
qualification   of    electric    valve    operators    Installed    inside 
containment  Prof    qualifications    encl 

LIANO,C   Y        Reactor   Systems    Branch        LEFAVE.  W  T        Auxlllaru  Sifttiai 
Branch         KIHSLIS.B  S        Chemical    Engineering    Branch        B3/04/19 
14pp.         1S374'H33         24X   Fiche    30-443,  B3/04/20,  B3031001M, 

63091OO219    Toruards    supplemental    responses    to   Neu  England   Coalition 
an   Nuclear   Pollution    Interrogatories    4-B  re   Contention 
I    A,  2    In    NRC  SH1B2B   retponte    to    first    set    of 

lnt*rrofl»torles   W/affldaviti    re    review   of    Table    I  A    B-3 
LESGV,  R    P,       Office    of    the   Executive   Legal    Director        83/04/20, 
CURRAN,  D        Harmon   t.   Weiss        2pp         1B374    143        24X 
Fiche    30-443,  B3/04/20, S303100H19 

—  B3O31O0331    Supplemental    responses    to   NBUI  England   Coalition   on  Nudltr 
Pollution    Intvrrogatorlet   4-8   re   Contention    I, A  Z    In   NRC 
BSiSSB    response    to    flrlt    set    of    Interrogatories  Affidavit! 
re    TabU    I    A.  2-3   encl 
LESSV.R    P    i    PATTERSON,  H,  F        Office    of    the   Executive    Legal    DlndsT 

S3/O4/20  Atomic    Safety    and   Ltcenitng    Board   Panel.        Hpp. 

1B374    147        S4X  Flehe    30~443r 63/04/20, 8303100219 

8303020423    Foruardi    Town    of   Sea brook    requeit    to    participate   at 
Interested   munlelp'all ty    Interests    lie    In   areas    of   emtrgtticv 
planning.  Insurance   t<  accidents   t>    precautlon*ru    evacuation. 
FELCH.F   B    ,     RANDALL,  W    1.  r    FALCONER,  d  C        Seabrook,    NH.       B3/04/M 
HaVT.W  F        Atonic    Bafetu    and    Licensing    Board   Panel         fp         1BI73  Hi 
24X    Fiche    30-443,83/04/22,0303020423 


-B30BI00411    Response    to    fifteenth    motion    Por    sunanaru    d  l»po»  I  tlon   of 
Neu  England    Coalition    on  Nuclear    Pollution    ( NECNP J 
Contention    I   G   No  genuine    Issue    of   matl    fact   eilsti   i  NECNP 
entitled    to    favorable    decision 

PATTERSON,  H,F  ,    LEBSY,  R  P        Hearing    Brantji    3        B3/O3/1S,  Atomic 

Safetg    and   Licensing    Board    Panel         4pp          18*11    043,       E4X 
FUhe    50-143,03/03/81, B30310033i 

-93031004(7  Affidavit   of  Ru  LaOrange    on    utll    commitment    to   qualify 
ulde-rattge   pressure    transmitters    per   NOHEO~03a9 
requirement!  Commitment  acceptable 

LAORANGE.R  O       Equipment  Qualification   Branch        S3/O3/1B       Spp 
1B41I  O17        24X  Fiche-ao-443,B3/O?/ai.  B30310035i 

'B3031004S5  Revponse   to    fourth   notion    For    summary    disposition    of  Neu 
EngUnd    Coalition   on  Nuclear    Pollution    (NECNP)    Contention 
I    1    Requirement    to  qualify    path    t<o    cold    shutdown    not 
needed.  Content! on  must   be    dismissed1 

PERLIS.R   &   ,    LEESV, fi   P.      Hearing    Branch    3        B3/03/1B  Atomic 

Safety    and   Licensing    Board   Panel         2pp         18411    O30        24 X 
Flcfie    30-443,  B3/03/ai,E30310O336 

-B303100430  Retponle   to    si'th    motion    for    tummaru,    disposition   of  Neu 
England    Coalition  on   Nuclear   Pollution    < NECNP >    Contention 
NH-13  No    genuine    Issue   of    matl    fact    etlsbs   !<  WECNP    entitled 
to    favorable   decision 

PATTERSDM,  H  F  ,    LESSYrR.P        Hearing    Branch   3        B3/O3/18  Atomic 

Safety    and   Licensing    Board   Panel         3pp.       10-111    OSS,       24X 
Fiche   50-443,  83/03/21,  H3O510033& 

-8303100439   Affidavit  of   JT  Mlggln*    on    utll    p-ropoied    alternAtivei    to 
NUREO-0737, Hem   I  A  1    I   requirements    re    ihlft    technical 
tttvitar   focltlon  Propos'l    acceptable 

WIOOIMB.J  T       Division  of   Project  &   Redden*  Programs       83/O3/17. 
2ft        1B411    037        SIX  FUJI*   30-443,  B3/O3/21 ,  B3O91OD336, 

-B309100432  Re»ponse    to   eighth    motion    for-    summary    disposition   of  Neu 
England   Coalition   on  Muclejtr   Pollution    (NECNP)    Contention 
I    A  S  No   genuine    Issue   of   matl    fact   eilsts    &  NECNP    entitled 
Co   favorable  decision 

PATTERSON.M  F  ,    LEBBY,  R  p.       Hearing    Branch    3        B  3/03 /IB.  Atomit 

Safety    and    Licensing  tfoard    Panel.       4pp         19411:03?        24X 
Flehe  30-443,83/03/81, B303I003S6 


—330302043-?  Request    to    participate   as    Interested    municipality  f»r 


FELCH,  F   D    ,    RANDALL,  W    I    ,    FALCONER,  J  G        Beabrookr    NH.       B3/QV& 
Atomic    30fetu    and    Licensing    Board   Panel         Ip         1BS73   197.      sn 
Fiche.  30-443,  B3/04/22,  8303020423 

0303020492   Toruards    Town   of   Exeter   request    to   participate    as    intiritttl 
munlclpalltu 

CKICK,  O  E        Exeter,    NH        B3/04/26        HOVT.HF        Atomic   a»Pe*u  and 
Licensing    Board   Panel         Ip         18BB2-  29B        24X   FIche;30-443i  83/04/3*' 
B309030482. 

—  9303020486  Request    to    participate    as    Interested    municipality  p*r 
1OCFR2   71S(c) 

CHICK.  D   E        E«eter,    NH.       83/Ot/Si,  Atomic    Safety   -m*  U«Miin,| 

Board    Panel         Ip         1B282  29?,       S4X   Fiche'  30-443,83/04/34, 
B303O2O4BS 

8303030941    Motion  to  reconsider  ASLB  830423  memorandum  fc  order  In 
response    to    Neu  England    Coalition    an   Nuclear   Pollution 
objection   to  B30414   conference   call   Complexity   of   li»u* 
justifies    2O-iJ»ij    response    period    Certificate    of   Svc    encl, 
CURRAN.D   ,    BIHHQP,L  L       Neu  England   Coalition   on  Nuciaar  Pollutlvn 
BISHOP,  L  L       Harmon  t  Weiss.      83/04/29.          Atomic  Safety   and 
LUentln.0    Hoard    Panel         3pp         10301.337.       24X  Fiche,  80-443, 
S30303O341 

8309030370   Order    admitting    Toun    of   E>eter,NH  as    Interested 
municipality    Exeter    must    observe    procedural    requirement*    h 
take    proceeding    as    found 

HOYf.H.F         Atomic    Safetu    and    Licensing    Board   Panel.       63/04/89. 
Exettr.     NH        7pp         lB30i:110        S4X   Flchi    30-443,  83/04/21?,  8303030)?* 

B3030  40300    fleiponse    to   New  England    Coalition   on   Nuclear   Pollution 
motion    to    amend    petition    to    Intervene.  Addl    contention    should 
be    denied    on    grounds    of    timeliness    or    partially    denied"   or 
Brounde    of   vagueness    Certificate    of   Svc    end 
DIOKAN.T    O   ,     OAD.R.K.       Public    Service   Co      of  Neu  Hawpehire, 
DIONAN,  T    Q        Ropes   &   Orau        B3/04/B9  Atomic    Safefcu   and   Llc*niin( 

Board    Panel         lipp         IB324  001         H4X   Fiche'  30-443,83/04/87, 
93O304O3OO. 


DOCKETED  ITEMS 


83Q304O31&  Response    to   Town   of   Seabroolt,NH   request    to    participate-   as 
Interested    municipality   Emergency    planning    eierclBe    ti    public 
Insurance    covtrag*    Issues   may    not    be    litigated    in   present 
proceeding    Certificate    of   Svc    end 

DIONAN,  T    Q    .     fllGNANi  T   0         Public    Service    Co       at    New    Hampshire 
ffAO.R    K         Hop**    t,    Qray         53/04/29         9pp          1 B323    273         24X 
Fleha  ,  30-443,  83/04/29,  6303040316 


S303I60Q19    Fleaponae    opposing    NRC    B3042O   affidavit     supporting    assertion 
that    none    of    unqualified    electric     valve    operators     invlde 
containment    are     important    to    safety    Failure     to    operate    could 
prevent    successful    cooling    of   reattor 

CURRAN.D    ,     JORD-AN.W   S         New   England    Coalition    on    Nuclear    Pollution 
CURRAfJ,  D         Harmon   fr    Weiss         Q3/QS/12  Atomic     Safety     an!    Licensing 

Board    Panel         4pp          IB452   341          24X    Ficfie    50-443,03/05/12,3303160019 


8309090301    Foruiirdi    request    to    participate    as    intoreitted    munic  ipa  1  i  tg 
1  n  proceed  1  ng  i 

SAROEW.  A  V  Sal  1 sbury, MA  83/OB/O3  HCJYT,  H  F  Atomic  Safety  and 
Licencing  Board  Panel  Spp  1B362  13B  24X  FichB  3O-443, B3/OS/O2, 
63000VOSOI 


— B303O90302    Roq.uest    to   participate 
proceedings 
SARGENT.  A  V        Salisbury, MA        83/05/02 
Licencing    Board    Panel          la          16362    139 
9303090301 


interested    munic i  pal  It  if    in 


Atomic    Safety    and 
B4X   Flche    30-443.83/03/02, 


B3QS06.0329   Responds    to  Neu  England   Coalition    on   Nuclear    Pollution    & 
State    of    NH   submlttalt    subsequent    to   83O407-OB   preheating 
conference    Objects    to  uord    "omission"    in    reworded 
Coalition   Contention    !    D  S. 

LE9SY. R    P.       H«arlnfl    Branch    3        83/03/04        HQYT,  H   ,     LUEBKE, E   A   , 
HARBOUR,  J.       Atomic    Safety    and   Licensing    Board    Panel         4pp 
16344   OBI-        H4X   Flche    30-443,  83/03/04,  B3Q30AQ32"? 

8303QAQ4A3  Order    denying   Ntu  England   Coalition   an   Nuclear    Pollution 
830489   (notion    for   reconsideration   of   ASLB   B30423  memorandum 
&    ordtr   No    bails    exists    to    reconsider    order 

HOYT.  H  F        Atonic    Safety   and    Licensing    Board   Panel         83/03/04  Neul 

England    Coalition    on  Nuclear   Pollution        3pp         18348  O72        34 X 
Fiche    3O-443,  B3/Ofl/04,  8303060463 

B30307O309  Order    admitting    Touin    of   Beabroot.NH  as    Interested 
municipal Itg    All    procedural    requirements    must    be    observed 
HOYTrH  F        Atomic    Safety    and    Licensing    Board   Panel         63/03/06        6pp 
1B3A2.  14O         24 X   Flche    30-443. 83/03/O6,  B3OSO9030B 

S303100300    Qrd»r    admitting   Town   of   8al isbury,  MA  at    interested 
municipality    List    of   Seabrook    contentions    remaining    ai    of 
B30414    end. 

HDVT,  H-F        Atomic    Safety    and    Licensing    Board   Panel         83/03/06 
Atomic   Safety    and    Licensing   Board   Panel         6pp         18374  OS3,       24X 
Fich*:  3O-443,  B3/03/0&,  B30MOO200 

8309270973    Raquetvts    Inclusion   as    Intervenor    in    upcoming    hearings    re 
evacuation    planning    for    facility 

HOHtea,  S  M         Northampton   Cnuntu,    PA        63/03/07  Atomic    Safety    and 

Lictnilng    Hoard   Panel.       3pp         18646    112        34X   Fiche    30-443,83/03/07, 
930327OS73 

9303100334   Response    oppoilng    New  Engfand   Coalition    on   Nuclear 
Pollution    B30421    motion    to   amend    petition    to    intarvone 
Motion    should    be    rejected    as    untimely    filed    Certificate    at 
Bve    incl 

fEHLia, R.O  ,    LEBSV,  R  P       Hearing   Branch   3       03/05/09.          Atomic 
Safety    and    Licensing    Board   panel        Spp         18378,359        21X 
Flcha    3O-4  43,  83/03/09,  8303100334 

B303130OB7    Informs    that   Strafford   County    Superior   Court   uilll    b* 
available    for    ASLB    hearings    during    part    of   Jul    &    all    of   Aug 
1993iln   rasponie    to   request    for    hearing 

D'AMOURBfN   E         Houtt    of  Rep        B3/03/O9        HOYT,  H  F        Atomic    Safety    and 
Llcenstno    ffoard   Panel         Ip         1B440  044        24X  Flcne    30-443, B3/03/09, 
0305130097, 


83O317047B   Memorandum    tt    order    denying    NCUJ   England    Coalition    on    Nuclear 
Pollution   03O421    motion    to  amend    petition    ta    Intervene    to 
atfmit    nciu  Contention  NECNP  VII    on    environ   qualification    of 
oloctrlcal    equipment    important    to    safety 

HOVT.H   F         Atomic    Safety    and    Licensing    Board    Pane]          B3/OS/13  Ncu 

England    Coalition    on   Nuclear    Pollution         6pp  19470   093         S4K 

Fiche    30-143.  B3/O3/1  3,  Q303I70179 

B30M90346  flequests   public    meeting    be    held    to    receive    public     input    for 
prsparation    nf    Touin    of   Hampton    radiological    emergency   mgt 
plan 

UALKER.J   R         Hampton,     NH         B3/OS/13  Affiliation    Unknotin          Ip 

18300   O22         24X    Flche    30-443,63/03/13,9303190346 

3309190199  Motion    to  amend    petition    to    Intervene    bu,    adding    Contention 
8APL    Suppl    7,     "Instrumentation    for    Detection    of    Inadequate 
Core    Cooling    "   Good    cause   eiists    for    late    filing    Certificate 
of    Svc    enrl  ,, 

BACKUS,  R   A         Sea  coast   Anti-Pollution    League          BACKUS,  R    A         Eackus, 
Bhaa   b  Meyer        63/03/16  Atomic    Safety   and    Licensing    Board    Panel 

Spa  18503   203         24X    Fiche    30-443.  B3/OS/1A,  H3031  90199 

S30S250327  Requests    MB    Pearson   be    p-laced    on    *vc     list    as    Toun    of 
AfH6'»liury,MA   representative,  per  ASLS   03032B    1  tp 

STUART,  D  L  Amasbury,  MA  B3/05/16  HOYT,  H  F  Atomic  Safety  and 
Licensing  Board  Panel  Ip  18385  361  24X  Fiene  30-443,83/03/16, 
B3O33S0327 

fl30324O43t    Order    promulgating    schedules    for    proc  eod  1  ng,  i  nc  lud  Ing 
schedules    for   technical    safety   a    onclte  &   offslte    amergency 
planning    contentions 

HOVTYH  F  Atomic  Safety  and  Licensing  Board  Panel  B3/O3/23  4pp 
1BS74  120  24X  Fiche  30-443,93/03/33,9303240431 

S303310147  Response    to    SAPL  motion    ta   amend   petition    to    Intervene    re 
SER    open    items   Motion   should    be    denied    on   grounds    of 
timeliness   Certificate   of  Bvc    enc  1 

DIQNAN,  T  0        Public    Service  Co      of    Meu  Hampshire         DIONAN,  T    0        ffopci 
J,  Oray        83/09/24  Atomic   Safety   and   Licencing    Board    Panel         Bpp 

209         24X    Fiche    30-443,83/03/24,0303310147 


S30337OS7B  Order   granting    Town   of   North   Hampton.  NH  B3O307    petition    to 
intervene   re    evacuation   planning    &    admitting    toiun   as 
lnt«rested   municipality    In   proceeding    per    IOCFR3   719(cJ 
HDYT,  H  F        Atomic    Safety    and  Licensing   Board    Panel         83/03/23 
Puallc   Service   Co      of  New  Hampshire        2pp        1HA45  361         S4X 
Flche    30-443,  B3/Q3/2S,  B30327Q39a 

hi     Oantral    correspondence 

9305230331    Offer*    use    of    junior    high     school    auditorium    for    Aug     1983 
He  on  ling    hearings  Auditorium  seats    300  people    &   has 
adjacent   nurses    room   fc   bathroom    Par    porsonal    use 

NADEAU,  J   P    ,     YOUN9.M    L    ,     HQLMAV,  F    I         Rue,     NH         93/03/20         HOVT,  H    F 
Atomic   Safety    and   Licensing   Board    Panel        Ip          19392    104         24  X 
Flch«    30-443,  B3/O3/2O,  8305230331 

O      Advisory    Committee   an  Reactor   Safeguards   reports    &    c  or  rasp  on  dene  B 


B30J130191    Memorandum   &   order   memorial  I  ling    830407-08    prahearlng 
tonfeT»ncf    In    Boston, HA  Rulings   made    on    Piling    of 
contentions    r*    Newburupart,  MA   emergency    plan   b   r*   motions 
for   tunmary    disposition 

HOYTrH   F.        Atomic    Safety    and    Licensing    Board   Panel         03/03/H. 
Public    Service    Co      of   Neu  Hampshire        36pp         1B440. 001         24 X 
Fiefl»:  30-443,  83/03/11,8303130181 

B3091600&8:  AfFidAVlt   of  OC   Minor   responding    ta    NRC    B30420  affidavit   on 
quall'lcat ion    of    electric    v«lve    operators    at    plant   Operators 
nust    b*    constdered    important    to    safety    &    environmentally 
qualified    Certificate    of   Svc    end, Related    correspondent* 
MINOR. O  C,        M*u  England   Coalition   on    Nuclear   Pollution        83/03/11, 
13pp          1B433    1O3         24 X   Flche    30-443,83/03/11.6303160068 


B303130332    Informs    of   uneasiness   on    selection   of    1733  Cape    Ann 
earthquake   as    facility    std    for   design   response    ipectra 
Critical    safety-related    component*    should    be    designed    to 
withstand    larger    Charleston   event 

PDMEROY.P    U         Ronifaut    Associates          POMEROV,  P    W         ACRS    -   Atfvisory 
Committee    on   Reactor   Safeguards         83/O4/03        KERR,W        ACHS   -   Advisory 
Committee    on   Reactor    Safeguards         Spp         18443   333        34X 
FlChB    30-443,  B3/O4/05,  B303I30333 

B303130333  Forward!    ACRB  830419    Itr    re   revteu  of    application    for   DL, 
reporting    on    lou    pouer   operation 

KNISHTDN.G  W        Licensing    Branch   3         B3/04/2S        HftFlRIBONrR    J        Puollc 
Service   Co      of  Neui  Hampshire        3ji  p         1B4S7  328         H4X 
Flche    30-443,  B3/04/33,  G309130333 


B303160OO2  Motion    to    file    out-of-tlme   ansuer    to   NRC   aPfidavit   re 
Contention    I,  A.  2   concerning    environ    qualification    of 
•l*c trie    valv*    operators    Inside    containment    Intervenor 
unable    to    complete   revlein  within    10-dau    period    set   by   ASLB 
CURAANiD   ,     JORDAN. H  S        Neu  England   Coalition   on   Nuclear  Pollution 
CUFWANi&.       Harmon  t.  Uelis        S3/03/12  Atomic    Safatu    and:   Licensing 

Board    Panel         3pp.       1B436  03&        24X   Fiche    30-443,  83/03/13,  83O3160002 


— S3O3130339  Comments   on    lower   pou*r    operation    review    o-f   DL   application 
Operation   reasonably    assured   at    core   pouar    levels    u-p    to 
3K    full    pouer  ej/o   unSuo    rtst    to    public    health    &   safety 
E3ERSDLE, J,  C        ACRB   -  Advisory    Committee   on   Reactor    Safeguards 
83/O4/19        PALLADINO.N  J        CommliS  loners        Spp         1S437    331.       2-1X 
Fiche    SO-443,B3/04/25,8303130333 
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8305130347   Concurs    u/NRC  ti   applicant   position   establishing   Cape   Ann 
earthquake    as   controlling    earthquake    far    facilities 
Supporting    documentation    encl 

MAXWELL,  J  C  Haiuell.  J  C  MAXWELL.  J  C  ACR5  -  Advisory  Committee 
on  Realtor  Safeguards  B3/O5/OS  KCRR.  U  ACRS  -  Advisory  Committe 
on  Reactor  Safeguards  3pp  18443  335  24X  Flche  50-443.  S3/O3/OS, 
B303I3Q347 

0       Inspection   reports.     IE   Bulletins    &   correspondence 

821206O3B5    IE    Info    Notice   83-14,     "Dematered    Spent     Ion.    Eiehange    He«  in 
Susceptibility    to    Eiothermic    Chemical    Reaction     "    Eve    list 
end 

TAYLOR,  J  M       Division   of   Safeguards   J,    Inspection   Programs    (Post 
830103)         83/03/31  Consolidated    Edison   Co       of    Neu    York,      Inc 

IB308   319        S4X    Flche    50-000,  B3/Q3/21  .  a312Oi0383 


83/04/01 
18342   344 


B3030S011i   Foruards    IE    Insp   fiepts    5O-443/B3-O5   &    50-444/03-05    on 
B303Q1-O40B   No    noncomp  1  iance   noted 

BTAROSTECKIr  R        Division    of   Project   &   Resident    Programs 
HARRISQN.R   J        Public    Service   Co      of    New   Hampshire         2pp 
24X   Fiche    30-443,83/04/01.8305050116 


—  930505-0119    IE    Insp   Repts    3O-443/B3-Q3   ti    30-444/S3-03   on   B3Q301-04O8    No 
noncompliance   noted   Major   areas    inspected   mark    activities, 
procedures   &   records    re    ays   &    component    installation    & 
structural    steel    erection 

CERNE.A   C   .     GRAMM.R   A   ,     NARROW.  L   M        Region     I.     Office    of    Director 
83/04/20         12pp         18J42   346         24X   Fiche    30-443,  S3/04/OU  B3030301  16 


B3O304QQ4O    IE    Info    Notice    83-31,      "Error    in    ADLPIPE   Computer    Program    " 
Svc    list    encl 

JORDAN,  E   L        Division   of   Emergency   Preparednes*   Si  Engineering 
Response    (Post  830103)        83/03/19  Consolidated    Edison  Co      of  Neu 

Yorfc.     Inc         1 14p.p         18697   O09        24X   Flche    SO-OOO,  83/03/19.  S303040O4Q. 

8303O4O046    IE    Info   Notice  83-33,     "Nonrepresentative   Sampling    of 
Contaminated    Oil    "    Svc    list    encl 

JORDAN, E   L        Division    of  Emergency   Preparedness   *  Engineering 
Response    (Past  930103)        83/03/26  Consolidated   Edit on  Co.    of  Neu 

Yorki     Inc.        114pp          IB647    007         24X   Flctie    30-000,  83/0 3 /B6.  B3 0304 DO4&. 

3      Repnrtable   occurrences,    LERs    &   related    correspondence 

B3O3UO427   Part  21    t>   deficiency    repts    re  mlsoperotion   of   DS-416  matter 
trip    undervoltage    devices, Inl tial ly    reported    on   B30420 
Attachments  uill    be    replaced    u/devices   u/uidened   groove* 
to  accommodate  new   retaining    ring*   Mfg    drawing*   revised 
RAHE.E   P.        WestinahOUBe    Electric    Corp         S3/04/21         DEYOUNO, R   C 
Director's  Office.     Office    of    Inspection   and    Enforcement        Spp 
18403   09B         H4X    Ficha    SO-OOO.  33/04/31.  83O31 10427  • 

83Q320O495  Supplementary   Part   21    r«pt   re   adequacy    of    *vc    water   coolinp, 
touer    structure    Transverse    shear    design   adequate   No    defect* 
exist   Design    of    structure    modi    eip&cted    to    be    completed    by 
8 30630 

SARBTEN.O.E        United   Engineers    t,   Constructor*.     Inc,     (sub*      of 
flaytheon   Co    )        B3/04/S9  Region    1.    Office    of   Director        3pp 

1S914  033        34X   Fiche    50-413.  B3/04/H9i  B303a0041?3 


B30304002I    IE  Info   Notice  33-21,     "Defective  Emergency    Use  Respirator.  " 
Svc    list   encl 

JDRDANiE  L       Division   of   Emergency  Preparedness    i   Engineering 
Response    (Post  B30103)        83/04/13  Consolidated    Edison   Co      of   Neu 

York,     Inc         126pp         1B433    155         24X   Flche    50-000.  B3/O4/13,  B3030400HI 

B303040023   IE   Info  Notice   03-2B,     "HWR  Safety/fie  1  1  ef    Valve  Failures    " 
Svc    list   encl 

JORDAN.  E  L       Division  of    Emergency   Preparedness   d    Engineering 
Response    (Post   B3O103)         03/04/S2  Consolidated    Edison    Co       of    New 

York.     Inc         H3pp         183B3   OB9         24X   Fiche    50-OOO.  B3/O4/S2.  B303040OE3 


8303040025   IE   Info   Notice   B3-23,     "Inoperable   Con  tainjnent    Atnin-sphere 
Senilnq    Bgs    "   Svc    list   encl 

•JORDAN,  E  L        Division   of   Emergency   Preparedness    &  fngineerinij 
Reiponie    (Post   830103)         S3/04/2S  Consolidated    Edison    Co       of    Meu 

York,     Inc         119pp         18381    291         24X   Fiche    50-OOO,  B3/04/33,  B303040O33 

B30304002A   IE  Info   Notice  63-34.    "Loose  Parts    in    Secondary  Side    of 
Steam  Generators    at  PHRs    "   Svc    list   encl 

JORDAN'E  L        Division  of   Emergency   Preparedness   &  Engineering 
Response    (Post  93OI03)        B3/04/S8  Consolidated    Edison   Co      of    Neu 

York.     Inc         llSpp         183B3   O47         24X   Ficne    SO-OOO.  B3/04/28,  B30304OO2A 


8303040027   IE  Info   Notice  83-33,     "Standby   Gas   Treatment   S«»    Heater    High 
Temp   Trip   Setpoint  Adjustment    "    Svc    list    end 

JDRDANiE  L        Division  of    Emergency   Preparedness    &  Engineering 
Response    (Post   B301O3)        B3/04/2B  Consolidated    Edison   Co      of    Now 

York,     Inc         I  ISpp         163B2    165         24  X   Fiche    30-OOO,  B3SQ4/SB,  0303040027- 

B30304002B   IE   Info   Notice   03-34,     "Failure    of   Safety/Relief  Valve 
Discharge  Line  Vacuum  Breakers    "   Svc    list    encl 
JORDANi  E   L        Division   of   Emergency   Preparedne-ss    &  Engineering 
Response    (Post   830103)         83/03/O3  Consol  Ida  teif    Edison    Co      of    N*u 

York,     Int         132pp         IB441     170         34X   Fiche    5  0  -O  0  0.  B3  /OS  /O3,  8303040029 

6303040030   IE   Info   Notice   B3-27,     "Operational   Response    to  Events 
Concerning   Deliberate  Acts   Directed   Against  Plant 
Equipment    "  Svc    list  encl 

JDRDANiE  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Post  8301O3),       B3/OS/O4  Consol  id  a  ted    Ed  i  -a  on  Co      of   Neu 

York,     Inc         I12pp         1B3B2   262         24X   Fiche    SO-OOO,  B3/O3/04,  S3O304O03O. 

8303040031    IE   Info  Notice   03-38,     "Criteria    fop  Pratcctiva  Action 
Recommendations    for  General    Emergencies,"  Svc    Hit    encl 
JORDAN,  E  L       Division  of   Emergency   Preparedness   &  Engineering 
Reiponse    (Post  830103)        83/03/04  Consolidated    Edlion   Co      of   Neu 

York,     Inc         119pp         18441    OO1         24  X   Fiche    30-OOO,  B3/03/04,  B3O3040O31 


S3O91&O039   Final    deflclincy    rept   re    sheared    pinion    key*    on    ilx 
Limitorqeiis  mntor-   operator*    Initially    reported    on   B20803 
Mestlnghause   ulll    replace    pinion    keys    on    all    SB-0  motor 
operators    for  Uastlnghouse   valves 

DEVINCENTIS,  J        Public   Service    Co      of   Neu  Hampshire        B3/03/04 
STARO8TECK1.R        Division    of   Project   *•  Resident   Programs        3pp 
1S433    127         24X    Flche    30-443,  83/03/04.  83OS16OO39. 

B3O3HO299   PND-I-B3-04B   on  830429, potential    nonconf ormanc*    id*ntiri«d 
In   conduct   of  nondestructive    evaluation    on   appro*    S. 400 
safety   b    non*afe>tij-reUtcd    ueldi,  involving    procedural 
violations   during   magnetic    particle    exam. 

CERNE.A    ,     OALLO,  R,       Region    1,    Office    of   Director        83/03/04.       Ip. 
38393   333         H4X    Flche    30-443.83/03/06,8303110299 

Q3O519O164   Second    interim  deficlencu    rept   re    Wettinghoui*   EMD  gate 
valve   position   Indication    Initially    reported    on   6301 1O 
J-nvestlgation   continuing   Detailed    description,  analysis    of 
safety    Implications   t  corrective    actions    expected   by    830610. 
DEVINCENTIS,  J        Yank**  Atomic    Electric    Co        DEVINCENTIB. J        Public 
Service   Co      of  Neu  Hampshire        83/03/09        BTAROBTECKI. R        Dlvltlon    of 
Project    &   Resident   Programs        Zpp         18302   239        24X 
FUhr    30-443.  B3/OS/0?,  B303190164 

83O320O333   Final    deficiency    rept   re    DS-41&   rsactor    trip    «ultchgiar 
malfunction    Initially    reported    on  B30422  Caused    by 
deviations    from   breaker    internal    rtcofflmended    clearances, 
Manufacturer    draiulngi    modified, 

DEVINCENTIS,  J        Yankee   Atomic    Electric   Co        DEVINCENTIS.  J        Public 
Service    Co      at  Neu  Hampshire         B3/O3/16        STARO8TECKI, R        Divilion    nf 
Project    Si  Resldont   Programs        3pp         I831B1 091        34K 
Fiche    30-443183/03/16,8303200333 

B3O320O403    Interim   deficiency    rept    ra    svc    uater   l<   circulating   uatir 
pump    houur    structural    Inadequacy    Initially    reported    on 
830419  Detailed    engineering    evaluation    scheduled    for 
completion   by   B3O72E 

DEVINCGNTia,  J        Yankee   Atomic    Electric    Co        DEVINCENTIS, J        Public 
Service    Co      of  Neu  Hampshire        83/09/1&        8TAR08TECKI. fl.       Division   at 
Project    Si   Resldant   Programs        Spp         18317  273,       24 X 
Flcha.  30-443.  B3/03/li,  8303300402 

H303S30244    Becnnd    interim  deficiency    rept   re    power    transistor   heat   *in» 
•iparatlon    from    transistors    In   Hestinghouse    730O  Series 
proems    initrumantation   &    control    *ys    cabinets    Initially 
reported    an  B3031B  Evaluation    rept    expected    bij    B30630 
DEVINCENTIS,  J.       Yankee   Atomic    Electric    Co        DEVINCENTIS,  J        Public 
Service   Co      of  Neu  Hanpshlrt        B3/03/20        STAROSTECKI,  R        Division    of 
Project   l>   Resident   Program*.       Ip         18392  297.       24X 
Flche,.  90-443.  B3/OS/20,  8303230244 


8303040033:   IE   Info  Notice  B3-29,    "Fuel    Binding   Caused    by    Fuel    Rack 
Deformation   "   Svc    list   encl 

JORDAN)  E  L        Division  ef   Emergency  Preparedness    &   Engin*erlng 
Response    (Post  830103)        83/03/06  Consolidated    Edison   Co.     of   Neu 

York,     Inc         llSpp         IB523   248         34X   Flche    50-000,63/05/06.8303040033 

8303040034    IE  Info   Nuttc*   B3-30,    "Misapplication    of    Generic   Emergency 
Operating  Procedures    (EQP)    Guidelines    "   Svc    list   encl 
JORDANjE  L       Division   of   Emergency   Preparedness    d   Engineering 
Response    (Post  B30103)        83/03/11  Consolidated    Edison   Co.     of    Neu 

Yorl,     Inc         114pp         18324-003         24X   Fiche    50-OOO,  S3/OS/1 1,  B303040O34. 


U      Congress ional/Executive    Correspondence 

B3O4S3O241    Request*    suggeitloni    for   appropriate    facility    to   accommodate 
licensing    proceeding    in   reasonable    ipace   &   comfort  t*  u/o 
unnecessary   handicaps 

HOYT.  H,  F        Atomic    Safety    and    Licensing    Board   Panel,       83/04/20. 
D '  AMOURS.  N  E.      House    of   Rtp         Ip         1817B    111,       24  X 
Fiche   SQ-443.  83/04/HO,  8304B30241. 
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DOCKET    30-444    SEABROOK    NUCLEAR    STATION,     UNIT    8 

A      Application/construction    stage    document  a    Si   correspondence 

0305130335   Forwards   ACRS  B3O419    1 tr    re    review   of    application    for    OL, 
reporting    on    low   power   operation 

KNIOHTON.  0   U         Licensing    Branch    3         B3/O4/23         HARRISON, R    J         Public 
Service  CD      of   Nem  Hampshire.       3pp         18437  328        34X 
Flcho    30-443, 83/04/29,  B30313O33S 

B3O9110O1&  Notification   af    B30S11    meeting    u/util     in    Bethesda,  MD    to 
dlicuis    projected    const    completion    date 

WHEELER.  L   L         Licensing    Branch    3         83/04/28         KNIOHTON,  0    W 
Licensing    Branch   3        4pp         1S421    238        24X   Fiche    90-443,33/04/38, 
B 303110016 

B 3D 504 03 23   Board    Notification   B3-O37    forwards    differing    prof    opinions 
ri    iy«    interaction   &    safety    c  laasl  f  Icat  ion    Info    relates    to 
Board   Notifications   83-17  t.   03-14    re    Unresolved    Safety    I  HUB 
A-I7 

EISENHUT. D  0  Division  of  Licensing  83/03/04  PALLADINO. N 
Commissioner*  22pp  18337  139  24X  FUhe  SO-000, 83/03/04. 
8305040323 

B 3O 5 130332  Requests    description    of    environ   qualification    program 
Including    listed    items   Scape    of    submittal    to    include   all 
electrical    equipment    important    to    safety    located    in    harsh 
environ 

KNiaHTDN.O  H        Licensing    Branch    3        B3/O3/O5  ,     HARRISON.R   J        Public 
Service   Co      of   New  Hampshire        4pp         19457  334     •    21X 
Fiehe- 30-443, 83/03/03,  0305130332 

8303090639  Generic    Ltr   83-20    to    all    operating    reactor    licensee*   & 
holder*    of   CPi    re    integrated    scheduling    for    implementation 
of    plant   mods   Svc    list    end 

EISENHUT, 0  &        Division    of   Licensing        S3/03/O9  Consolidated 

Edison  Co      of   Neu   York,     Ine         l&pp         18627    193        24X 
Flcha    SO-000,  83/03/09.  830309Q639 

3303270019  Requests    extension    of   CP    completion    dates    for   Unit*    1    t>   3 
to   June    1986  h  Oc  t    19B8,  respective ly, per   Amend    40    to 
CPFR-133    d   CPPR-136 

DEVINCENTia.  J        Yankee   Atomic    Electric    Co        DEV1NCENTIS.  J        Public 
Service    Co      of   Neu   Hampshire          H3/03/16         DENTON,  H    R         Office    Of 
Nuclear   Reactor   Regulation.     Director        3pp         18662    107        24X 
Flehe    90-443,  B3/O3/16,B303S7O019 

E      NfiC  Safety    Evaluation   Report    (9ER),     suppl*    !<   correspondence 

8309170668    SAFETY   EVALUATION   BEPOItT   RELATED    TO    THE    OPERATION   OF 
SEABROOK   STATION.UNIT9    1    AND   2  Docket   NOB      30-443  And 
50-444    (Public    Service   Company    of   Neui  Hampshire*  et    al    ) 
*     Divlilon  of  Licensing       NUREO-OB96  801       83/O4/30       3app 
Available    at  NRC        «4   80.       18181:332        34X   Fiche    30-443,  S3/OV30, 
B30317066B 

B3092o003B  Forwards   Suppl    t    to    SER    r«  application    for   OL   U/o    end 

KNIOHTONiOU        Licensing    Branch    3  83/03/12        HARRISDN.H.J        Public 
Sorvlce   Co      of   Neu  Hampitilre         4pp         18649  OHB        34X 
Flcht:  30-443,  83/03/12,  B303260Q3B 

F      Security,    medical>     emergency    &    fire    protection    plans 

B30SO90323  FOIA  reque*t    for   addl    info   re    earlier   request   on   Ptlgrlm    dtd 
921103   concerning    similar    documentation    for   Seabrooli 
facilities 

BHOTWELL,  J  A        Massachuiatts,     Commonuealtli    of,          83/01/05, 
FELTON, J.  M        Division    of    Rules   and   Records        2pp         18368   001         S4X 
Fiche    30-443,  83/01/03,  83D309O923 

8305090929  Partial    responiB    to   FOIA   request    for    addl    info    re   321109 
request   pertaining    to    facility   Forward!    App    A  document* 
Documents    also   available    in  PDR  App    u   documents    completely 
uiithh«ld    (ref  FOIA  Enomptlon   3) 
FELTOM,  J.  M        Division    of    Rule*   and    Records        83/03/10        SHOTHELL, J- A, 

Mftiiachuietts,    Commonwealth    of,          5pp         18368  OO3        24 X 
Fiche'  SO-443,  83/03/10,  8303090929 

— 6203130093  Forward*    branch   review   comments    of    facility    emergency    plan, 
performed  again**  NUREO-0634  criteria  Addl    Info  h 
commitments   reg.uir«il   prior    to    acceptance. 

PAOANOiF  0.       EP   Licensing    Branch        B2/03/O3,       HIRAOLIA,  F  J 
Llcen«ing   Branch   3       ZOpp,       18368  014       84X  Flche. 30-443, B3/03/1O, 
B3050903S9 


— 82OS19007S    Requests    findings    an    prompt    protective   action     dec Ul onmak ing 
in    States    of   VT.  NH   &   HA   Significant    problem   may    exist 
u/offslte    preparedness    In    listed    states      "Site    b  Environ 
Interface.  "   Chapter    2   enc  1 

GRIMES, H    K         Division    of    Emergent^    Preparedness    (Pro    S30103) 
B2/04/27          KR1MM.R   M         Federal     Emergency    Management   Agency         6py 
1B36B   Q3t         34X    Fiche    30-443.  B3/O3/ 10.  83OSO90329 


— 030SO90614     "Estimatei    of    Evacuation     Time 
Station     " 

*      HUM   Associates, Inc         B3/03/EO          36pp 
Fiche    30-413,03/03/10.8303090329 


far   SeabrooV  Nuclear  Pqwer 
1B36B    133         S4X 


83O5030006  Foruards  United    EnjlneefB    &   Constructors   General    Arrangement 
Drauilng    973i-F"9O5062   re    fire    protection    of    primary 
component    cooling   mater    pumps, per    util   B3012I    Itr   W/o   enc 1 
DEVINCEMTIS.  J         Yankee    Atomic    Electric    Co         DEVINCGNTIS,  J         Public 
Service    Co       of   NEUI   Hampshire         B3/O3/O2         KNIGHTON.O   W         LlcenBing 
Branch    3         2pp          1B339   O83         24X    Fiche    3O-443,  B3/03/OH.  B3O3030006 

B3OS110034   Oe-neric    Ltr   B3-21    to  all    licensees   of   operating    reactors, 
applicants    for  OLt    t,  holders   of  CPs    re   clarification    of 
accosi    to    control    procedures    for    lau    enforcement    visits 
Svc     list    end 

EISENHUT.D    Q         Division    of   Licensing          B3/O3/1I  Consol Idaterf 

Edison   Co       of   Neui    York.     Inc         16pp  1B340   O95         24X 

Fiche    SO-OOOrB3/O5/ll, 8303110034 


Adjudicatorij    corrospondence 


B-3O3100336  Foruiards    responses    to  Nem   England    Coalition    on   Nuclear 
Pollution    fourth,  slith,  eighth,  tuielf  Eh,  fourteenth   t,  fifteenth 
(nations    for    summary    disposition 

LEBBVrP.    P          Hearing    Branch    3         B3/03/31         HOYT,  H   .     LUEDKE,  E   A   . 
HARBOUR. J        Atomic    Safety    and   Licensing    Board   Panel        3pp 
IB41I    001          34X   Fiche    30-443.  B3/O3/E1 , B3OS100336 

— B303100379    Response    to    tuelfth    motion    for    summary    disposition    nf   Meui 
England    Coalition   on   Nuclear  Pollution  Contention    I    D    1    NRC 
cannot   agree    or   disagree  ill/statement   of   matl    fact   until 
receipt    of    preset-vice  &    inservlee    Insp    programs 

LESSY,  R    P     ,     PERLI8.  R    0         Hearing    Branch    3         B3/O3/10  Atomic 

Safety    and    Licensing    Hoard   Pane!         38pp         IB411    003        24X 
Fiche    30-443,  83/03/31,8308100336 

— 8309100392   Response    to    fourteenth    motion    for   summary    disposition   at  Neu 
England   Coalition   on   Nuclear  Pollution    (NECNP)    Nb   genuine 
issue    at    mat  I    fact    eilsts   d  NECNP    entitled    to    favorable 
decision 

PATTERGQN.  W  F   ,    LESSY.  R   P        Hearing    Branch    3        B3/03/1S  Atomic 

Safety   anil    Licensing    Board   Panel         5pp         18411    033        S4X 
Fiche    30-443,83/03/21,8303100336 

— &303100400   Affidavit    of  RK  Anand    on   Noui  Enoland   Coalition    on 
Nuclear   Pollution  Contention    I   D  3   Requirements    of    ODC    30 
satisfied 

ANANDiR    K          Auilliaru    Systems    Branch         S3/O3/1B         6pp          18411    037 
2flX   FlChB    30-413,  83/03/S1,  83091O03S6 

— B303100411    Desponse    to    fifteenth   motion    for    summary    disposition   of 
Neu  England    Coalition   on  Nuclear    Pollution    (NECNP1 
Contention    I    0   No   genuine    Issue    of   matl    fact    eiists    b  NECNP 
entitled    to    favorable   decision 

PATTERSON.W  F  ,    LESSY.fi    P        Hearing    Branch   3        B.3/O3/IB  Atomic 

Safety   and    Licensing    Hoard   Panel         4pp         19411    O43        S4X 
FUhe    30-443,  83/03/21,  830S100336 

— 8303100419   Affidavit   of   HO  LaGrange    on   util    commitment   to    qualify 
wide-range    pressure    transmitters    per   NUREQ-03B8 
requirements   Commitment    acceptable 

LAOflANOE,  R.  O       Equipment  Qualification  Branch        83/03/13        3pp 
1B41I    047          24X   FiehB    3O-443,  B3/O3/21 , H303100336 

— B3031O0423   Response    to    fourth   motion    for    summary    disposition    of  Neui 
England   Coalition   on   Nuclear   Pollution    (NECNP)    Contention 
I    1    Requirement    to    qualify    path    to    cold    shutdown  not 
needed   Contention  must   be    dismissed. 

PERLIS,  R    fl    ,     LEBSY,  R   P         Hearing    Branch    3         B3/O3/18  Atomic 

Safety    and    Licensing    Board  Panel         3pp         18411   030        24X 
Fiche    30-443,  83/03/al.  8303100334, 

-- 8309100430   Response    to    si*th  motion    for   summary   disposition   of  New 
England   Coalition   on  Nuclear  Pollution    (NGCNP)    Contention 
NH-13  No    genuine    issue    of  matl    fact    exist*   ft  NECNP    entitled 
to    favorable    decision 

PATTERSON,  M.  F   ,    LE8SY,  R   P        Hearing    Branch   3       83/03/1B  Atomic 

Safety   and    Licensing    Board  Panel         Spa         18411   092        24 X 
Fiche   30-443, B3/03/21, 8303100336 
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-B3091Q04S9  Affidavit   of    JT  Wiggins    on    util    proposed    altar-native*    to 
NUHEO-0737,  Item   1   A    1    1    requirements   re    ihift    technical 
advisor    position  Proposal    acceptable 

HIBQJNS.J  T        Division   of  Project  i  Resident   Program*         83/03/17 
2pp          18411    Q57        24X    Fichu    50-443,33/03/21,9305100336 

-8309100432   Reiponte    to    eighth    motion    for     summary    disposition    of    Naw 
England   Coalition   on  Nuclear   Pollution    (NECNP)    Contention 
I    A  2  No   genuine    issue   of  matl    Fact    eiists  !>  HECNP    entitled 
to   favorable   decision 

PATTERSON,  W  F   ,    LE6SV,  R  P        Hearing    Branch   3        B3/03/18  Atomic 

Safety   and   Licenilng    Board   Panel        4pp         18411    059        24X 
Ftcht    30-443,63/03/21,3303100396 


— B3O31Q0434   Affidavit    of    RO   LaOrtngt    on    qualification    of    Cla*s    IE 
electric   valve    operators    Installed    insld*   containment.  Utf  1 
committed    to   qualification   p«r  NUREQ-03BB 

LAQHANQE.R  Q       Equipment  Qualification   Branch        B3/Q3/18        3pp 
1S411    064         SAX   Fiehe    SO-443,  83/03/31,  83O3I00356. 

6309100153  Forwards  CV  Liang. WT  LeFave   t  89  Klrslls    joint   affidavit 
revleuitig    It  commenting   on   Tall*    I   A  2-3  uihich    includes 
listing    of   all    electric    valve   operators    In-side    containment, 
per  A3LB   request 

LEBSV,  R   P       Hearings   Division        PATTERSON.  W  F        Office    of    the 
Eiecutlve    Legal    Director         83/04/30         HQYT, H   ,     LUEDKE,  E   A    , 
HARBOUR' J       Atomic   Safety    and   Licensing   Board   Panel.       3pp 
18374  252       84X   Flche   50-143,  83/04/20.  B3Q31Q013S 


B3O90403OO  Response    to  Neu  England   Coalition    on   Nuclear   Pollution 
motion    to   amend    petition    to    Intervene   Addl    contention    should 
be    dented    on    grounds    of    timelines*    or    partially    denied    on 
ground!    of  vagueness   Certificate   of    Svc    encl 
DIQNAN.  T  0  ,     OADiR   K        Public   Service    Co      of   Nam  Hampshire 
D10NAN,  T   0        Rope*   &  Cray        63/04/29  Atomic    Safety   and   Licenttng 

Board   Panel         lapp         18324  001        S4X   Flche    90-443,83/04/29. 
830904O3OO 

83Q304Q316  Response    to   Town   of   BeabrooliiNH  request    to    participate   a,c 
Intareited   municipality   Emergency    planning    aierclse   li   public 
insurance   coverage    Issues   may    not    be    litigated    In   present 
proceeding   Certificate    of   Svc    end 

DIQNAN,  T   0   ,    DIONAN,  T  0        Public    Service    Co      of   Neu  Hampshire 
DAD,  R  K        Rape*   tt  Gray        B3/O4/29        3pp         13323  SfS        24X 
Flche    30-443.  B3/O4/29,  B30304O3I6 

8303090901    FoMiiards    request    to    participate   a*    interested    municipality 
In   proceedings 

BAROENT.  A  V  Salisbury,  HA  83/09/02  HOYT,  H  F  Atonic  Safety  *nd 
Licensing  Board  Panel  2pp  18362  138  24X  Piths  SO-443, 83/03/02, 
830S09O301 


— B30309Q302  Request    to   participate    ai    interested   municipality    in 
proceedings 

SAROENT.A    V         Salisbury, MA         83/09/02 
Licensing    Board    Panel         Ip         183&2, 139 
8309090901, 


Atomic    Safety    and 
24X   Fiche-30-443,a3/09/02, 


--B309100166  Affidavit   of  CV  LiangrWT  LeFava   &  S3  Kirslis    providing 
retults    of  NRC   review  of  Table    1    A  2-3   concerning    environ 
qualification    of   electric   valve   operators    Installed    Inside 
containment  Prof  qualifications    enc 1 

LIANO,  C  V       Reactor  System*  Branch        LEFAVE.H  T        Auxiliary   Systems 
Branch        K!RSLI8,S  S        Chemical    Engineering   Branch        B3/Q4/19 
16pp         16374  233       24 X   Fiche    30-443,  B3fO1/SO,  83031001 38 


B3O90&032?    Responds    to  Neu  England   Coalition    on   Nuclear   Pollution  h 
State    of    NH   submittals    subsequent    to   8304O7-OB   prehearlng 
conferince  Object*    to   uord    "omlislon"    in   reworded 
Coalition  Contention    I,  D  3 

LESSY.fl   P        Hearing    Branch   3        83/09/O4        HDYT,  H.  ,    L.UEBKE.  E  A,  , 
HARBOUfli-J       Atomic    Safety    and    Licensing    Board   Panel.       4pp 
1B344.0B1        24X   Flche    30-443,33/03/04,8309060327 


B3D9100219  Forutards    supplemental    responses    to  Neu  England    Coalition 
on  Nuclear  Pollution    Interrogatories   4-B   re  Contention 
1    A   S    in   NRC   B2122B   retftonse    to    flrit    Set    of 
Interrogatories    U/iff Idaviti    re    revleu  of    Table    I    A   2-3 
LESSY.fl  P        Office   of   the  Encutlve  Legal    Director        B3/04./20 
CURRAN.D        Harmon   tc   Uelsi         2pp         1B374    145         24X 
Flche    30-443,  B3/04/20i  B3OS100219 

--0305100221    Supplvmental    responses    to  Meu  England   Coalition    on  Nuclear 
Pollution   Interrogatories   fl-B   re  Contention    I    A  2    In   NRC 
B212S9  responie    to   first   set   of    Interrogatories   Affidavit* 
re   Table    I   A  3-3  end 

LEBSV.R  P  ,    PATTERSON,  W  F       Office   of    the  Executive   Legal    Director 
83/04 /ao  Atomic   Safety   and  Licensing    Board  Panel         14pp 

18374    147       24X  Flche,  30-443,  83/04/20,  8303100219 

B30HOE042S  Forwards   Tauin   of  Seabrook   request    to   participate    as 
Interested   municipality    Interests    He    In   areas   of   emergency, 
planning, insurance  &  accidents   b  precautionary   evacuation, 
FELCH.FB   .    RANDALL,M   I   ,    FALCONER,  J  C        Seabroofc,    NH        83/04/22 
HOVTiH  F.      Atomic   Safety    and  Licen)ing    Board   Panel         fp.       IB273   196 
24X   FIch«    30-443,83/04/22,8309020429 

— B3090204B9  Request   to   participate   as    interested   munlclpall  tu    per 
10CFH2   715(e) 
FELCH.F  D  ,    RANDALLrH   I    ,    FALCONgR,  J.  C,       Seabrook.    NH        33/04/22 

Atomic    Safety    and  Licensing   Hoard   Panel.       Ip        18373-197        24 X 
Flche  50-443, 83/04/22,  B3090H04E9 

8309020492  Foruardi  Town  of    Exeter    request    to    participate    as    interested 
municipal i tg 

CHICK,  D  E       Eiettn    NH       B3/04/26        HOYT,  H  F       Atomic    Safety    and 
Licensins   Board  Panel        Ip.       13292-298.      24X  Flche   SQ-443,  B3/04/26j 
3303020432 

— -9309020484  Request    to   participate   ai    intifested   municipality    par 
IOCFR2   713(0 

CHICK, D  E       Exeter,    NH        33/04/26  Atomic  Safety    and  Licensing 

Board   Panel        Ip        18282  299        24X   Ficha    30-443,33/04/26, 
B303O2O482 


B3D306D463   Order   denying   New  England   Coalition    on   Nuclear  Pollution 
S30429  motion    for   reconsideration    of   ABLB   B3042B  memorandum 
It  order. No    basi*    eilsts    to    reconsider    order, 

HOYT,H  F        Atomic    Safety    and   Licensing    Board    Panel        83/09/04.  N*« 

England    Coalition    on   Nuclear   Pollution        3pp         18343,072,       24X 
Fiche    90-443,83/03/04,3303060463. 

B3O509O90S   Order   admitting    Toun   of   8eabrook,NH  at    interested 
municipality    All    procedural    requirements   must   be   observed, 
HOYT.H  F        Atomic    Safety   and    Licensing    Board   Panel.       83/03/06,       6pp. 
1836S    14O         B4X    FUh*'  90-443,  B3/O3/06,  8309090308 

9309 100200  Order  admitting   Toun    of   SallsburyiMA  as    interested 
municipality    Liit    of   Beabrool:    contentions   remaining    as    of 
830414   emcl 

HOYT*HF,       Atomic   Safety    and   Licensing    Board   Panel.       B3/03/06. 
Atonic   Safety   and   Licensing    Board   Panel        &pp         18374   023,       B4X 
Flche.  SO-443,  83/03/0&,  8309100200 

8303270973  Requests    inclusion   as    Intervenor    in   upcoming    hearings   re 
evacuation   planning    for   facility 

NOWLE8,3   H,       Northampton  County,    PA        33/03/07  Atomic    Safety   and 

Licensing    Board    Panel        3pp.       10646    112        24X  Fiche. 30-443> 83/09/O7, 
8309270573 

83O910O334   Response    opposing    Neu  England   Coalition    on   Nuclear 
Pollution   830421    motion    to   amend    petition    to    Intervene 
Motion   should"   be    rejected    as    untimely    filed,  Certificate    of 
Bvc    and, 

PERLIS.R    O.  ,    LESSY.R  P        Hearing    Branch    3        63/03/09  Atomic 

Safety   and   Licenilng   Board    Panel        Bpp         18373' 329,       24X 
Flche   90-443,  83/03/09,8303100334, 

830313Q007    Informs    that   Strafford    County    Superior   Court  will    be 
available    for   A8LB   hearings    during    part   of   Jul    k  all    of   Aug 
1983,  In  response    to   request    for    hearing 

D'AMOURS.N,  E.       House    of  flap        83/09/O9,       HOVT,  H.  F.       Atoaile   Safety   and 
Licensing    Board   Panel         Ip.       18440  044        24X   Flcht:  90-443, 83/09/09., 
8303130067 


B303030341   Motion   to  reconsider  ABLB  330423   memorandum  &    order    In 
response    to  Neu  England  Coalition  on  Nuclear   Pollution 
objection   to  830414  conference   call   Complexity   of    issue 
juitifiet   20-day   response    period    Certificate   of  Svc    end 
CURRANiB  ,    BISHQPjL  L       Neu  England  Coalition  on  Nuclear   Pollution 
BISHOPrL  L       Harmon  &  Ueiis        33/04/29  Atomic    Safety    and 

Licensing    Board  Panel        3pp        I83O1.357        24X  Fiche.  30-443,  83/04/89, 
B303030541 

83O3030370  Order  admitting  Town  of  E>eter,NH   at   interested 
municipal  Itij  Exeter  must  observe    procedural    requirement*    & 
take  proceeding   at.    found, 

HOYTiH  F,       Atomic    Safety   and  Licensing    Board    Panel        S3/O4/29- 
Eieter>    NH       7pp        18306'110       24X  Fiche   90-443, 83/04/21?.  83O3O30970 


B3O5130IB1    Memorandum  b   order   memorlalliing    830 407 -OB  prehearlng 
conference    in   Boiton,MA  Ruling*   made    on    filing    of 
contentions   r*   Neuburyport,  HA   emergency    plan   d  re   motions 
for    summary   disposition 

HOYT,  H  F        Atomic    Safety   and   Licensing    Board    Panel        83/09/11. 
Public   Service  Co      of   Neu  Hampshire        Sfipp,       13440  001        34X 
FI  Che:  90-443,  B3/03/ 11,8303130181 

B309160O68   Affidavit    of   OC  Minor    responding    to   NRC   830420  affidavit  on 
qualification    of    electric    valve    operators   at    plant  Operators 
must   be   considered    important    to    safety   &   environmentally 
qualified. Certificate    of   Svc    end. Related    correspondence. 
MINOR, 0  C.       Neu  England    Coalition   on  Nuclear   Pollution,       03/09/11 
13pp,       1B433   (09.       24 X  Fleha:  30-443,,  83/03/1 1,  8303I6006B 
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9303160002    notion    to    file    out-of-tlma   answer    to  Nf)C   affidavit   re 
Contention    I    A   B   concerning    environ   qualification   of 
1 1  citric    valvi    operators    inside    containment    Intervenor 
unable,    to    complete   review  within    10-dag    period    set    bg    ASLB 
CURRAN.  t    .     JORDAN,  W,  9        HIM  England   Coalition   an   Nuclear   Pollution 
CURRAN.  D         Harmon   b  Ueiss        33/03/12  Atomic    Safetg   and   Liconiino 

Board    Pans!         3pp          18436   03i         24 X   Flcne    30-443.83/09/13.8305160005 


— B30S130339  Comments    on    lower    power    operation    review  of  OL  application 
Operation    roasonablij   assurerf    at    core    power    level*    up    bo 
SV.    full    power   u/o    undue    risk    to    public    health    &   safety 
EBEH80LE,  J   C        ACRE   -  Advisory    Committee   on    Reactor   Safeguard* 
83/04/19          PALLAD1NO.N    J         Commissioners         3pp          1B4S7    331          24X 
Flcrte     3O— 443, S3/O4/25.  S3Q9! 30333 


S309L&0019    Response    opposing   NRC    B3Q420  affidavit    supporting   »s-s»rtion 
that    none    of    unqualified    electric    valve    operators    inside 
containment   are    Important    to    safetg   Failure    to    operate    could 
prevent    successful    cooling    of    reactor 

CURRAN,  D    ,     JORDAN.  W  S        N«ui  England   Coalition    on   Nuclear   Pollution 
CUflRAN. D         Harmon   b  Usisi        33/05/12  Atomic    Safetg   and   Licensing 

Board    Panel         4pp          18432   341         24X   Fit  he    30-443, B3/O3/I2,  B30316QO19 


3303130347    Concurs    ui/NRC   &    applicant    oosltion   e  i  tab  1  i ih ing    CflpB  Ann 
earthquake    35.    controlling    earthquake    toe    faciliti*! 
Supporting    dacuinentat  i  on    and 

MAXWELL.  J    C          Maiuvll,     J    C         MAXWELL,  J   C         ACR9   -   Adviiory    Committee 
on    Reactor    Safeguards          B3/03/D3         KERR, H        ACB8   -   Adviiorg    Committee 
on    Reactor    Safeguard*          Spo         [B443    333         24X    Fiche    30-443.83/05/03. 
fl303i3Q347 


8305170478   Memorandum  t.   order    denying   New   England    Coalition   on  Nuclear 
Pollution    630421    motion    to    amend    petition    to    intervene    to 
admit    nau    Contention   NECNP   VII    on   environ   qualification   of 
electrical    equipment    important    to   lafetij 

MOYT. H  F         Atomic   Safety    and   Licensing    Board    Panel        83/03/13  Neu 

England  Coalition  on  Nuclear  Pollution        &pp        1B47O  O9E       24X 

Fiche.  30-443,83/03/13,9303170478 

B30SW0346    Requests    public    meeting    be   held    to    receive    public    input    for 
preparation   of   Toun    of    Hampton   radiological    cmargencg    mgt 
plan 

HALKER.J.R        Hampton,    MM        B3/03/13  Affiliation  Unfcnoiun         Ip 

1S3OO    OSS         24X   Fiche    3O-443.  83/03/13.  B3O31703S& 

H30319O199    Motion    to   amend    pttltlon    to    Intervene    bg    adding    Contention 
9APL    aupp  1    7i     "Instrumentation    for   Detection   of    Inadequate 
Cor*   Cooling    "   flood   cause   exists    for    late    filing    Certificate 
of   Sve   encl 

BACKUS, R   A        Seacoast   Anti-Pollution   League         BACKU3.fi   A        Backus, 
Bhta   4  M»(i«r        83/05/14  Atomic   Safetg    and   Licensing    Board    Panel 

9pp.         189-02.203         S4X   Fiche    30-443i  83/O9/1&,  S3O5190199 


Q        Inspection    report*.      IE    Bulletins    t<    correspondence 

aai20AO393    IE    Info   Notice   83-14,     "Dsiuatered  Spent    Ion    Eichang*   Resin 
Su*e»ptibil  ity    to    Eiobhermlc   Chemical    Reaction    "    Svc    lilt 
one  1 

TAYLOft.J   M         Division    of    Safeguards    Si    Inspection   Programs    (**o3t 
B30103)          B3/Q3/SI  Consolidated    Edison   Co       Of    Hata   York,      Inc 

112pp  10303    319         S4X    Fiche    50-000,  93/03/21  ,  S2JE06O385 


830S05011A    FoTUardi    IE    rnnp    Repts    30-443/B3-03   t   50-444/B3-O5    on 
930301-040B   No  noncomp  1  1  ance   noted 

STAROSTECKli  R         Division    of   Project    !.    Resident    Programs          03/04/01 
HARRISON,  R    J         Public     Service    Co       of    New   Hampshire         3pp  IB34S    341 

E4X    Fie  he:  50-443.  B3/04/O1,  B3O3O3O1  1* 

—  &3O3OS0119    IE    Imp    Repts    30-443/B3-OS    fc    30-444/93-09    on    330301-0409   No 
noncomp  1  lance    noted    Major  areas    Inspected  work    activities, 
procedural    &  records-   re    sg*   b   component    Installation  6 
structural    steel    erection 

CERNE.A   C    ,     ORAMM.R    A    i     NARROM,  L    M         Region     1,     Office    of    Director 
B3/04/2Q          I2p-p  18342    246         24X    Ficho    50-443,  83/04/01  ,  33030301  1& 


B3Q32SQ327   Requests   MB  Pearson    be    placed    on    svc    lilt   as    Toun  of 
Annburyi  MA  representative,  per  ABLB  030328   itr 

STUARTi  0  L  Amesburu.  MA  S3/03/16  HOYT,  H  F  Atomic  Safetg  and 
Licensing  Board  Panel  Ip  18385  3&1  24X  Fiche  30-443.  03/OS/16, 
B303S3O3B7 


03O3O4O021    IE    Info  Notice    63-31,     "Defective  Emeraencg    Use  Respirator    " 
Bvc    1 1st    ent 1 

JORDAN, E   L         Division    of    Emergencg    Preoarednei s   b  Engineering 
Response     (Pout   S3Q1O3)          93/04/13  ConBDlldated   Edison    Co       of    New 

fork,      Inc  IHfipp  13433    135         24X    Fiche    SO-OOO,  B3/O4/15,  B303040021 


S30524O43I    Order   promulgating    schedules    for    proceeding! including 
schedul**    Far    technical    lafatg    b   onslte    It   oPfslte    emergency 
planning   contentions 

HOVT,  H   F         Atomic    8af«tij    and   Licensing    Doard    Panel        B3/03/23 
16574:  ISO        24X  Fiche    30-443,  B3/03/H3,  B303240431 


4pp 


8303010023    IE    Info  Notice   83-22,     "BUR  Bat etg/Bul  1« f   V j 1 vt  Failures    " 
Bvc    1 l*t    unc3, 

JORDAN,  E  iL,        Division    of   Emerflencg    Preparedness   fc   Enfllneerinfl 
RuponiB    (Pn«t  B3OIO3)         S3/01/32  Consalfdatad  Edison    Co      of   Neu 

York,      Ine  USpp  183B3    OB9         24X    Flche    SO-OOO,  Q3/O4/2H,  B303040023 


Q3D931O147   Bviponse    to  8APL  motion    to   amend    petition   to    intervene    re 
BER    open    items   Motion    should   be    denied    on    grounds    of 
timelines*    Certificate    of  Bvc    encl 

DIONAN,  T   0        Public   Service   Co      of  Neui  Hampshire        DIONAN.T.O,       Ropta 
&  Oray.       B3/03/24  Atomic   Safety   and    Licensing    Board   Panel         Bpp 

2O9.        24X    Fiche    90-443.  93/09/24!  8309310147 


S303040-02S    IE    Info  Na6(te   B3-23,     "Inoperable  Containment  Atmasphare 
Sensing   S-vs,  "   Svc    list   encl 

JORDAN,  E  L         Division    op   Emirsenct)    Preparedness   (.   Engineering 
Ftespo-nte    (Past   B301O3)         B3/O4/25,  Consolidated   Edison    Co      of   Neui 

Vork,     Inc         H?pn.        1B3B1.291         24X   Fiche   30-000,83/04/33,8303040025 


B30S270B9B  Order   oranting    Toun   of  North   HaaiptomNH  830307   petition    to 
Intervene    re    evacuation    planning   &  admitting    town   as 
Interested    municipal!  tg    In   proceeding    per    1OCFR3  713CO 
HOYT.  H   F        Atomic    Safetg    and  Licensing    Board    Panel,       B3/09/E3 
Public    SBrvlc*  Co      of   Neu  Hampshire        2pp         !Bfc43>361        24X 
Fleh»:  50-443,  B3/O3/28,  B3O927099B 


H      Oeniral    corr*spond>nce 


B3032SQ331    Offert   ui*    of    junior    high    school    auditorium    for   Aug    19B3 
lictnilng    htaringi.  Audi  torlom  seats   90O  people   t>  h«i 
adjacent    nunes   room  &  bathroom   far    personal    use 

NADEAUJ  P    ,    VOUNO.M  L   .     HOLHAY,  F.  1        Rye.    NH        S3/OS/20        HOYT,  H   F 
Atomic   safety  and  Licensing   Doard  Pensl        Ip        1S5V2   104       24X 
Flc  he1  30-4  43,  83/09/20,  S3O9290331 

O      Advisory    Committee    on  Reactor   Safeguards   reports  &   correspondence 

03031:30332    Informs    of   uneasiness    on    selection    of    1793  Cape  Ann 
earthquake    as   facllltg    ltd    for    design   re-sponse    spectra 
Critical    »af  etg-relatnd    components    should    be    designed    to 
withstand    larger   Charleston    ivent 

POMEROY,  P   H,       Rondout  Amsoclates,       POMERDY,  P    M        ACfiS  -  Advisory 
Committee    on  Reactor   8af*gu*rd*        83/04/03        KERB.  W        ACRS  -  Advisory 
Committee    on  Reactor   Safeguards        2pp         18443  333        24X 
Fteh  •'  3O-443,  83/04/03,  S3O9130392 

8303130,339    Forwards   ACRB  830419    Itr   rt   revieu)    of   application    for    QL, 
reparting    on    loui   power   operation 

KNIOHTOrT.  ffl.  H       LleentlriB    Branch   3,       83/-04/23.       HARRIBONrRJ        Public 
Service   Co.    of  Ntu  Hampihire       3pp        IB437  328       S4X 
Fiche:  30-44  3i  B3/04/29,  B303130333 


8303040026  Iti    Info  Notice   83-24,     "Loose   Parts    in   Srcondarg    Bide    of 
Steam   Generators    »t    PHH«    "    Svc    Hat    encl 

JORDAN,  E   L         Division    of    Emergency    Preparedness   b   Engineering 
Response    (Po»t   830103)         B3/04/SS  Contol  1  datod   Ediion    Co      of  Ney 

York,     Inc         119pp         1B382.  O47        24K    Fiche   90-OOO,  B3/04/SB,  S30304002i 

8303040027  IE    Info   Notice    B3-2S,     "Standby    Oas   Treatment    Sgi    Heater   High 
Temp    Trip    Setpolnt    Adjustment    "    Bvc    Hit    encl 

JORDAN,  E  L         Division    of   Emergency    Preparedness   &  Engineering 
Response    (Past   8301O3).       B3Y04/2B  Consolidated   Edison    Co      of   Ntu 

Vorfc.      Inc  11  Bpp  ISSaa    IfiS         24X    FUhe    50-000,  33/04  /SB,  8303040027 


8303040028    I£    Info  Notice    B3-2&,     "Failure    of   9aF  etv/Re  1  ief    valve 
Discharge    Line   Vacuum   Breakers    "    Svc    Hit   encl 
JOROANjE  L         Division    of   Emergency    Preparedness   tt  Englneerins 
Response    (Post   9301O3J.       S3/09/-&3  Consolidated  Edison    Co      of   Neu 

Vorlr,      Inc  122pa          18441     170         24  X    Fiche    30-OOO,  B3/09/03,  6303040029 

8303040030    IE    Into  Notice   03-27,     "Operational   Response    to  Events 
Concerning    Deliberate    Acts   Directed    Against  Plant 
Equipment."    Bvc    list    end 

JOROANjE  L         Division    of    Emergency   Preparedness   tt  Engineering 
Response     IPost    B301O3).        B3/03/04  Consolidated   Ed  lion    Co       Of    Neu 

York.     Inc         II  Bpp         18382-282        24X    Fiche   90-000,  93/OS/04.  B303O40O3O 

H30304O031    IE    Info    Notice   B3-2B,     "Criteria    for   Protective  Action 
Recommendation*    for    Q*ntr«l   Emergencies    "   Bvc    Hit   encl 
JORDAN.E.L.       Division    of    Emergency    Preparedness   &   Eng  ln«*riHD 
Response    IPost   B301O3I         B3/OS/04  Consolidated  EdUon    CD      of    MBUI 

Yoft,     Inc,        Ulff         184-11,001        24X    Flche   SO-OOO.  83/03/04,  B3G304QO31 

8303040O33    IE    Info   Notice    B3-29,     "Fuel    Dinding   Caussd    bg   Fuel    flack 
Deformation    "   Svc    list    encl 

JORDANiE    L         Divition    of    Emergency    Preparedness    h  Engineering 
Ratponie    (Pint   S301O3).       B3/03/O6  Consolidated  Edison   Co      of    Hew 

York.      Inc.         I13pp          18323    246         21X    Fiche    50-ODOi  93/O9/OA,  H3030-4O033 
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B3 03 04 003 4    IE    Info   Notice    83-30,     "Misapplication    of    Generic     Emergency 
Operating   Procedure*    <EOP)    Guidelines    "   Svc    list    one  1 
JORDAN,  E   L         Division    of   Emergency    Preparedness    tt    Engineering 
Response    (Post   £30103)         03/05/11  Consolidated    Edison    Co       of    Neu 

York,      Inc         114pp         185S4   003         34X    Flche    5O-QOO, B3/Q5/1 1 ,  B303040O34 


"Errc 


in   ADLPIPE 


nputer    Program 


0303040040    IE    Info   Notice    93-31. 
Svc    list    end 

JORDAN,  E  L        Division   of  Emergency   Preparedness    (-  Engineering 
Response    (Post    830IO3)         B3/03/19  Consul  Idated    Edison    Co       of   Neu 

York.     Inc         1 14pp         1B697   O09         24X   Flche    5O-OOO.  S3/OS/19.  63O3O40O40 

6303040046   IE   Info  Notice   83-33.     "Nonrepresentati ve   Sampling    of 
Contaminated   Oil    "   Svc    list   encl 

JORDAN,  E  L        Division   of  Emergency   PreparEdnasE    (•   Engineering 
Response    (Post    830103)         B3/Q3/26  Consolidated    Edison    Co       of    Neu 

York,     Inc         114pp         13647   007         24X   Fiche    50-OOO,  S3/05/a6i  B3O304O046 

5      Rep  qr  tab  IB   occurrence!!    LERs    tt  related    cnrrespondenc  e 

B3031 10427  Part  21    tt  deficiency    repts   re  mlsop  erat  i  on    of  DS-416  reactor 
trip    undervoltage   devices    Initially    reported    on   930420 
Attachments  will    oe   replaced   iii/devlces   w/iuldened    grooves 
to  accommodate    neu  retaining   rings   Mfg    drawings    revised 
RAHE.E    P         Westinghouse    Electric   Corp         S3/O4/21          DE'VOUNO,  R    C 
Director's   Office.    Office   of    Inspection  and    Enforcement         3pp 
18403   Q93        24X   Fiche    50-QOO,  B3/04/21,  B3051 104.27 

8303200499  Supplementary   Part  SI    rept   re    adequacy    of   svc   uater    cooling 
tower    structure    Transverse   shear   design   adequate    No  -defects 
exist    Design  of    structure   mods    eipected    to    be    completed   b«j 
B30630 

SARSTEN.G   E        United   Engineers    t   Constructors,      Inc        (subs       of 
Raytheon   Co    )         33/04/29  Region    1.     Office    of     Director          3pp 

10314    033        24X    Flche    5Q-443,  83/04/29.  830320O493 


U      Congressional /Executive   Correspondence 


B304230241    Requests    suggestions    for   appropriate    facility    to   accommodate 
licensing    proceeding    in   reasonable    space   i   comfort   &   uj/o 
unnecessary   handicaps 

HOVT.  H  F        Atomic    Safety   and    Licencing    Board    Panel        03/04/20 
D 'AMOURS.  N   E         House    of    Rep          Ip          10179    111         34X 
Fiche    30-443,  B3/O4/20. B3O4230241 


DOCKET    30-443   COMANCHS   PEAK   STEAM    ELECTRIC    STA    .UNIT    t 

A      Application/construction    stage    documents   &    correspondence 

8303180001    AdiJl    response    to   FQ1A   request    for    seven   categories   of 
documents    re   Broun   t>   Root,  Inc    fc   South    Texas    project   Forwards 
App    B    documents   Documents   also    available    in    PDR   Addl 
documents   undergoing    review 
FELTON,J  M        Division   of   Rules    and    Records        B3/03/09        LINDEMAN.H  N 

Louensteln.    Neuman,     Reis,    Axelrad   b   Toll         6pp         IB497  219       S4X 
Fiche    30-000,83/03/09,0303180001 

— B0102QO37B  Responds    to  Question   4    of    BOO923  memo  re    Eckhardt   hearing 
Major   Broun   &  Root   Corp    nuclear    const   uork    tt  ueld    deficiency 
status    summariied   Licensee    mill    complete   visual    imp    & 
comply   y/corrective    actions    in    encl    AWS  Cad* 
STELLO.V       Office   af   Inspection  t,  Enforcement,    Office   of  the 

Director         BO/O9/2S         AHEARNE, J   F         Commissioners         3pp 
1B497   22B         24X    Flche    30-000,63/03/09-8305180001 

B 3O 3 2 307 20  Forwards    list   of    utlls    responding    to   requests    for   cost 
figures   on   backflttlng 

TOURTELLOTTE,  J        Regulatory   Reform  Task   Force        S3/O4/11 
PALLADINO,  N   J         Commi  if  loner  s          2pp          18342' 272,        24X 
FIch  6.50-000,83/04/11,8303330720 


8303160039  Final    deficiency   rept    re    sheared    pinion    keys    on    3  1 1 
LImitorque  motor   operators    Initially   reported    on    H20BQ3 
Uestinghouse  will    replace   pinion    keys    on  all    SB-O   motor 
operators    for  West (njhouiB   valves 

DEVINCEfJTIS.  J        Public    Service    Co      of   New   Hampshire         B3/O3/04 
6TAROBreCKt>Ft        Division   of  Project   &  Resident   Programs        3pp 
18433:127         24X    Flche    3O-443,  03/09/O4,  B303160O39. 


B303090722  Board    Notification   63-12    forwards    rept,     "Design   &  Const  - 
Self-Initiated    Evaluation."    to    facilitate    general    upgrading 
af    plant  &   Industry 
NOVAK,  T  M        Assistant   Director    For   Licensing        AS   BNB3-12       83/03/02, 

Atomic    Bate  til    and    Licencing    Board    Panel         3pp         1836B  291        SAX 
Flche    30-443,  B3/O3/02,  B303090722 


H303110279  PHO-l-a3-04B  on  830429, potential    none  onf  ormance    identified 
In  conduct   of  nondestructive   evaluation   on    aparoi    S,  10O 
safety   b  nonsaf ety-related   uelds,  involving    procedural 
violations   during  magnetic    particle    etam 

CERNE.A    ,     QALLO.R         Reoion    1,     Office    of    Director          63^03/06         Ip 
10393   333        Sly.    Fiche    SO-443,  B3/03/O6,  B3031 1O399 

H309190144  Second    interim   deficiency   rept   re    Mesfclnghouse  EMD   gate 
valve    position    Indication    Initially    reported    on  B3OUO 
Investigation  continuing   Detailed    descript 1  on.  ana  lysis  of 
safety    ImpliEattons  &   corrective  actions   eipected    by    S3061O. 
DEVINCENTIS,  J         Yankee   Atomic    Electric    Co         DEVINCENTIS,  J         Public 
Service   Co      of  Neui  Hampshire        B3/05/09        BTARQBTECKI.R        Division    of 
Project   5<  Resident  Programs        Zpp        1B302  335        H1X 
Fiche    3O-443,  B3/O3/O9,  B3031901fi4 

8305200353  Final   deficiency   rept    re  DB-41A  reactor    trip    swltchgear 
malfunction    Initially   reported    on  S3Q4H3  Caused    bij 
deviation!    from   breaker    internal    recommended    clearances 
Manufacturer   drauings   modified 

DEVINCENT1B,  J        Yanlee  Atomic   Electric   Co        DEVINCENriS.  J        Public 
Service    Co      of   Neu   Hampshire         B3/03/I6        STAROSTECKIrR         Division    nf 
Project   lc  Resident  Proar*m»        3pp        1B31H  O?l.       HflX 
Fich»    3O~443,B3/03/i6,a3032003S3 

3305200403    Interim  deficiency    rent   re    svc   water   fc   circulating    wat»r 
pump    house    structural    inadequacy    Initially    reported    on 
830419  Detailed    engineering    evaluation   scheduled    for 
completion   ay    B3072E 

DEVINCENTI9,  J        vankee  Atomic   Electric    Co        DEVINCENTIS,  J        Public 
Service   Co      of  Meu  Hampshire        B3/03/16       STAROBTECKI,  fl        Division    of 
Project  &  Resident  Programs        2pp        IB317  393        HflX 
Fiche- 30-443,83/03/16,3303200403 


— 8309090726   "Design   &   Const   -   Self-Initiated    Evaluation, Comanche   Peak 
Steam  Electric    Station    " 

«      Texas   Utilities   Generating    Co        8S/10/31        334 pp         10340  394 
S4X    Fiche    30-443,  B3/03/02,  B303090722 

B3O3040323  Board   Notification   B3-037   foruiards    differing    prof   opinions 
TO   sys    Interaction   ti   safety    classification    Info    relates    to 
Board   Notification*    63-17  h  83-44   re   Unresolved   Safety    Issue 
A-17 

EISENHUT.DO  Division  of  Licensing  83/05/04  PALLADINO.N 
Commlftloners  22pp  1B337  139  34X  Flcho' 30-000, 83/03/04. 
B303040323 

8303120109  Summary    of   S30413  meeting   ui/util    in   Dethesda,  MD  re   added 
assurance    program    to    assure    independent   verification    program 
requirements   met 

BURHELL,  3  D        Licensing    BrancN    1        B3/03/04  Licensing    Branch    1. 

7pp         1B443    179         24X   Fiche    30-443, S3/05/04i B3031B0109 

S3O3100123  Forwards    comments    on    environ    qualification    correlation 
betueen    installed    d   qualified    components   as    folloiiiup    to 
821014   audit    trip    rept   on    Item    II. a,     "Auxiliary    Bldg    Modular 
Train  Filter    " 

SCHMIDT.H  C        Texas    Utilities    Services.     Inc        83/03/03. 
YOUNQBLDOD,  B   J        Llcenling   Branch    I        2pp         1B373  029,       24X 
Fiche   30-443,  83/03/OS,  B30310D1S3 

B3OB090639  Generic    Ltr   B3-BO   to   all    operating    reactor    licensees   (c 

holders   of   CPs   re    integrated    scheduling    for    Implementation 

of   plant  mods   Svc    list    encl 

EISENHUT.D  Q       Division  of  Licensing       B3/03/09  Consolidated 

Edison  Co      of  Neu  Vork,     Inc         16pp         IB627    133        24X 

Ftche    30-000,  B3/05/09,  B303090439 


B309B30244  Second    interim   deficiency   rept   re    power    trdnsiitor    heat    sinV 
separation   from    transistors    in   We*tinghouse    730O   Series 
process    instrumentation  &  control    sys   cabinets.  Initially 
reported   on  030318  Evaluation  rept    expected    by    B30&3O 
DEVINC6NTIS,  J       Vankee  Atomic   Electric   Co        BEVINCENTIS,  J        Public 
Service   Co      of  Neu  Hampshire        83/O3/20        STARDBTECKI,  R        Division    of 
Project   tt  Resident  Programs        Ip        18392  297        24X 
Fiehe    30-443. 83/09/20,  B30S230244 


B3 0323 0627  Forwards    request    for    procedures    generation    package   needed    to 
complete   OL  application   evaluation 

VOUNOBLDDD.B   J        Licensing    Branch    1        B3/03/1B        OARY,  R   J        T*i"f 
Utilities   Oeneratlng    Co        ipp         18343  029        24X   Fiche    SO-44S, 
S3/Q3/12.  B3032306S7, 

S3O331O131    Comments    on   alternate    shutdoun   reactor    heat    removal    Direct 
readings    of  process    variables    necessary    to    perform  d   control 
reactor    heat  removal    provided    at    hat    shutdoun    panel    as    part 
of  alternate   shutdouin  design 

SCHMIDT,  H  C        Te«as   Utilities    Services.     Inc        S3/03/20. 
YOUNOBLOOD,  B  J        Licensing    Branch    1        3pp         13631.8131         Z4X 
Flche    30-445,83/03/20.8303310131 
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F  Security,  medical,  emergency  Si  fire  protection  plans 


B30903Q464  Forwards  FEMA  B30322  memo  to  NRC  re  emergency  preparedness 
MIZUND,  Q  5    Hearing  Branch  1    B3/O4/29    BLOCH, P  0  ,  JORDAN, U  H  . 
MCCOLLOM.K  A    Atomic  Safety  and  Licensing  Board  Panel    3pp 
10298  163    24X  Flche  3O-443,  83/04/39.  S3QSO3O464 

B309B40313  Forwards  monthly  status  rept  on  offsite  emergency 
preparedness  for  OL  reviews  for  Apr  1933 

DIRCKa.W  J   Office  of  the  Eiecutivo  Director  for  Operations 
83/03/13    PALLADINO.N  J    Commissioners    3pp    18593  323    24X 
Flche  3O-OOO, B3/O3/13, 6305S4O213 


9303030532  Order  eitending  time  until  830303  for  Commission  to  act  to 
review  ALAB-714 

CHIUK.8  J   Office  of  the  Secretary  of  the  Commission   83/04/29 
Commissioners    Ip    1B3Q6  357    24X  Flche  30-445.83/04/39, 
8  3O  SO  30  332 


B30S04O331  Advises  of  NRC  agreement  to  voluntarily  release  one 
paragraph  designated  by  Judge  Bloch  as  containing  factual 
Info  possibly  relevant  to  1 1 1 igat  ion,  f ram  draft  831329 
notice  of  violation  Paragraph  set  forth 

TREBY.S  A    Hearing  Branch  1    B3/09/03    CASE, J    Cltiiens 
Association  for  Sound  Energi;    Ip    1832!  21 L    34 X 
Flche  30-445,  83/03/03.830304033! 


0  Ad jud lea  lory  correspondence 


B2 12300009  Brief  in  opposition  to  NRC  exceptions  to  ASLD  B2O930  order 
denying  reconsideration  of  orders  to  produce  info  Affidavit 
Ic  Certificate  of  Svc  onel 

ELLIS, J   Citiiens  Association  for  Sound  Energy    B2/I2/2I     Atomic 
Safety  and  Licensing  Appeal  Panel    173pp    16399  036   24X 
FUhe  90-443,  B2/12/S1,  B2123OOOO9 

8303020433  Motion  to  allow  Citiiuns  Assoc  for  Sound  Energy  to  file 
Ufrltten  argument  on  issue  In  lieu  of  presenting  oral 
argument  at  830119  hearing  Citizens  do  not  have  finances  to 
come  to  Bethesda.MD  for  40-mlnute  argument 

ELLIS, J   Citiiens  Association  for  Sound  Energy    03/01/11     Atomic 
Safety  and  Licensing  Appeal  Panel    2pp    1BSB3  001    24X 
Flche  30-443.83/01/11,8303020422 

—8303030430  Writt*n  argument  on  issues  to  be  argued  orally  on  H30119  in 
Bithesda,MD  Citiions  Asioc  for  Sound  Energy  unable  to  attend 
or  find  representative  Hh istl eb lower  protection  discussed 
ELLIB.  J   Citizens  Association  for  Bound  Energy    33/01/11 
Atomic  Safety  and  Licensing  Appeal  Panel    A9pp    18283  003   SIX 
Flche  SO-443,B3/01/U,B3Q9020422 

— 8309020437  Forwards  Citiiens  Assoc  for  Sound  Energy  in  It  nest  J  Doyle 
affidavit  re  blacklisting  due  to  testimony  at  hearings 
ELLIS, J   Citliens  Association  for  Sound  Energy   83/Q1/1B 
ROBENTHAL.A  S    Atomic  Safety  and  Licensing  Appeal  Panel    Ip 
19293  06B   24X  Flehe  30-443, B3/OI/1 1 ,  B305020422 

— 8303050444  Affidavit  of  J  Doyle  re  blacklisting  due  to  testimony  at 
hearings  NRC  should  take  immediate  h  stringent  measures  to 
stop  insidious  practice  NRC  current  protection  for 
uihistleb  lowers  is  farce  fc  charade  Certificate  of  Sve  end 
DOYLE.J    Affiliation  Unknown    B3/01/17    4pp    1B2B3  069    24X 
Flcht  30-449,83/01/11,8309020422 

8309040329  Affidavit  of  MA  Walsh  re  computer  program  in  J  Doyle  83 04 26 
surrebuttal  testimony  8TRUDL  program  utlllied  w/suf f iclent 
•ImtlaritlBH  to  assure  results  ulll  be  accurate 

WALSHiM  A   Citliens  Association  for  Sound  Energy    83/04/26    Ip 
18320  001    S4X  Flche  90-443.83/04/26,8305040529 


0305040997  Reply  to  State  of  TX  brief  on  collateral  estoppel  State  of 
TX  erred  In  concluding  Dept  of  Labor  decision  should  be 
given  collateral  estoppel  effect  Decision  not  sufficiently 
firm  to  be  accorded  precluslve  effect 

ROTHSCHILD,  H  U    Hearing  Branch  1    B3/O3/03    4pp    1B331  2B2    34X 
Fiche  30-443.  B3/05/03,  B305040537 


— 8303040960  Reply  to  Citliens  Assoc  for  Sound  Energy  brief  re 
consideration  of  LOCA  in  design  criteria  far  pipe  supports 
Gperablllty  of  pipe  supports  not  necessary  to  assure 
safety-related  component  operablllty  U/Certl f 1 cate  of  Svc 
MIZUNO.Q  S    Hearing  Branch  1    B3/O9/03    9pp    1B331  3B6 
Flche  30-443, B3/03/03,  B303O40337 


B309050013  Order  extending  time  until  83O320  far  Commission  to  act  to 
review  ALAB-714 

CHILK.S  J   Office  of  the  Secretary  of  the  Commission   B3/03/03 
Commissioners    Ip    1B339  033    24X  Flche  3O-449,  B3/O3/03, 
8309090019 


B3090500IB  Reply  brief  to  Cltiiens  Assoc  for  Sound  Energy  B3042O  brief 
re  consideration  of  effects  of  LOCA  on  pipe  support  design 
Cltiiens  erroneously  applied  provisions  of  ASMS  Code  not 
applicable  to  design  Certificate  of  Svc  oncl 
REVNOLDS.N  S  ,  HORIN, H  A    Teias  Utilities  Generating  Co 
REVNQU)B,N  S    DebBVoise  (.  Liberman    B3/OS/03    21pp    10338  334 
24X  Fiche  30-443, 83/O3/03,  B30503DQ1B 


8305090443  Response  in  opposition  to  NRC  830420  response  to  t 
question  re  LOCA-lnduced  thermal  eipansion  in  linear 
supports  t>  applicant  830421  brief  on  consideration  of  pipe 
support  design  thermal  stresses  M/Certl f Icate  of  Svc 
ELLISiJ    Citizens  Association  far  Bound  Energy    B3/OS/03 
Safety  and  Licensing  Board  Panel   2Spp    18363  001   24X 
Flche  50-449,83/05/03,8305090443 


B303110137  Responds  to  830504  request  to  review  proposed  protective 
agreement  betueen  Citliens  Assoc  for  Sound  Energy  &  ITT- 
Orlnnel  re  design  criteria  for  pipe  supports  Hording  too 
restrictive  Revised  proposal  encl  for  review 

ELLTS.J   Citiiens  Association  for  Sound  Energy   B3/OS/04   HORIN.W 
Debavolse  t.  Liberman    4pp    18393  344    S4X  Flche  30-443,83/03/04, 
83031 10137 


B309040296  Motion  for  discovery  re  applicant  &  NRC  Interrogatories  on 
const  appraisal  team  Insp  Repts  SO-449/B3-1S  &  90-446/83-12 
Rtlatid  corretpondance 

ELLIS, J,   Citiiens  Association  for  Sound  Energy    B3/04/2B,     Atomic 
Safety  and  Licencing  Board  Panel    3pp    18324.029   24 X 
Flche  90-443.83/04/38,8305040296 

B309040499  Fourteenth  sat  of  Interrogatories  b  requests  to  produce, 
Related  correspondence 

ELLIB, J   Citiiens  Association  for  Sound  Energy    83/04/28     Texas 
Utilities  Generating  Co    tOpp    1B322  111    31 X 

FlGhi.  90-445,  B3/04/2B,  S30304O49? 

B309040913  Fourth  set  of  interrogatories  t>  requests  to  produce  Related 
correspondence 

ELLIS, J   Citliens  Association  for  Sound  Energy    B3/04/3B,     Office 
of  the  Executive  Legal  Director   7pp,   18331  249   24X 
Ftche-  90-445.  B3/04/HB,  8309040313 

830 30304 44  Forwards  FEMA  B30322  memo  to  NflC  re  emergency  preparedniss 

MIZUNO,  O  S   Hearing  Branch  1    83/04/39   BLOCH,  P  0  ,  JORDAN,  W  H,  , 

MCCOLLOM, K  A.   Atomic  Safety  and  Licensing  Board  Panel  3pp 
1B292  163    24X  Flche  30-443.  B3/O4/29, B303030464 

8305030314  Motion  for  protective  order  that  discovery  not  ba  had  re 
draft  notice  of  violation  on  calculation  of  deflection  of 
rigid  lupport  CC-1-107-008-E33R  Draft  Is  not  final  NRC 
document  Certificate  of  Svc  encl 

ROTHSCHILD, M  U   Hearing  Branch  1    B3/04/29     Atomic  Safety  and 
Licensing  Board  Panel    7pp    18306  330   24X  Fiehe  30-449,83/04/29, 
8309030914 


8303110347  Certifies  svc  of  J  Doyle  830504  supplemental  surrebuttal 
testimony 

ELLIS. J    Citizens  Asioclation  far  Sound  Energy    S3/O3/04    Epp 
18406'  13B    24X  Flche  90-443,83/09/04,8309110347 

B30S090507  Forwards  testimony  of  LJ  Skiles,AD  Armstrong  &  CL  Born  re 
emergency  planning  recommendations, A  Vega  testimony  re  const 
appraisal  team  rept  &  J5  Marshall, DM  Wade, JC  Flnneran  b 
DR  Hoodlan  affidavits  Related  correspondence 

REYNOLDS, N  S    Debevoisi  &  Liberman    REYNOLDS,  N  S    Teias  Utilities 
Generating  Co    93/03/05    BUQCH,  P  B  ,  MCCOULOM,  K  A  ,  JORDAN,  H  H 
Atomic  Safety  and  Licensing  Board  Panel   3pp    1B362  014   34X 
Flche  30-449,83/03/03,9303090307 


-8309090917  Affidavit  of  JS  Marshall  In  response  to  ASLD  inquiry  re 
classification  of  equipment  for  application  of  10CFR30iApp  1) 
requirements  ft  relationship  of  Board  Notification  B3-13  to 
HR  Denton  31)120  memo  on  classification 

MARSHALL.J  S   Teias  Utilities  Generating  Co   03/09/09   7pp 
18342  026    34X  Fiche  90-443,03/05/09,9305090507 


-B309090921  Affidavit  of  DH  Made  re  Midland-Ross  superstrut  mat! 
(Board  Notifications  S3-O2  t.  S3-14)  fc  welds  In  main  control 
board  panels  (Board  Notifications  82-90, 90 A  &  116) 
MADE.D  H    Teias  Utilities  Generating  Co    83/05/09    90 pp 
18363  033    34X  Fiche  30-443, B3/03/05, B303090507 


-8303090925  Affidavit  of  JC  Finneran  on  applicant  response  to  Board 
Notification  B2-103  re  pipe  clampfi  employed  on  A3ME  Code 
Class  I  piping 

FINNERAN.J  C    Texas  Utilities  Generating  Co    B3/OS/05    3pp 
18362  123    34X  Flche  90-443,83/05/05.8305090507 
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— 830509O330   Affidavit    of   DR   Woodlan    providing    response*     to    ASLB 
inquiries    re    Board    Notifications    B3-26    &   83-3B    concerning 
failure   of  certain  rtactor    trip    breakers,    to    perform    at 
designed   Prof  qualifications    encl 

UQDDLAN,  D   R         Tei3K    Utilities    Cennrat ing    Co         B3/03/O3          12pp 
1S36Z    126        34X    Flchs    SO-445.  B3/O3/O3.  83O50903O7 


— S3O3090A60   Testimony    of   AH   Beach    re    const    appraisal    team    imp 
concerning    pipe    support    const    b    pipe    support    design 
Interfaces   ij/conit   Prof    qualifications    encl 
BEACH' A  B        Director's   Office,     Office    of    Inspection   and 
Enforcement         83/03/05         4pp          fSSflO    109         24X 
Fiche    30-443,83/03/09,8303090368 


a 30 50 70 5 AS   Forwards    direct    teitlmonif    !.    affidavits     in    response    to 
questions    posgd    by   ASLB  during    830407    telcon 

TREBY,  S   A   .     ROTHSCHILD, M   U   ,     MIZUNO,  0   S          Hsarlng    Branch     1 
B3/03/O3         BLOCK,  P   Q    ,     JORDAN.  W   H   ,     MCCOLLGrT.  K.   A         Atomic     Safety    *«ld 
Licensing    Board   Panel         2pp          1B36O   001          24X    Fithe    30-443,83/09/08, 
B303O9OS68 

--9305090575  Supplemental    testimony    of   S   HuruiBlliWP   Chen,  Jl    Tapld,J  Baj 
t<  FIG   Taylor   re   concerns   raised   by  HA  Walsh    &  J  Doyle    1.  HRC 
const   appraisal    insp    rept  Prof   qualifications    encl 

BUHUELL.S  Division  of  Licensing  CHEN,  W  P  Energy,  D*pt  of. 
IAPIA.  J  I  Division  of  Resident*  Reactor  Project  &  Engineering 
Programs  83/03/03  I4pp  1B360  004  24X  Ftche  3O-44S,  B3/03 
6303090366 

— B3O5O90506   Supplemental     testimony    of    DM   Rohrer    &    7   Urbdnik    re    «mergeney 
preparedness 

HOHRER.D  H       Emergency   Preparedness   Branch        URBANIK, T         Te<**   AtM 
Unlv    .     College   Station,     TX         B3/O3/03          20pp  IB36O    01B         24X 

Flch*    50-443,  63/03/03,  B3Q5090S6B 

— B303O9O592  Supplpmental    testimony    of   A  Lnokabaugti    &  J   Ben  ton   r* 
emergency   preparedness 

LOOKABAU8H,  A   ,    DENTON,J       Federal    Emergency    Management    Agency 
B3/03/03         ISpp         1B360   038         24X   Fiche     30-419.  B3/O3/OS. 83050905AB 


B30SO903&O  Notice    of   B30612-17   evidentiary    hearing!    m    const   appraisal 
tram  QA    study    Limited    appearance    statement!    will    be 
ijlsalloued 

BLQCH,  P    S        Atomic    Safety    and   Licensing    Board    Panel         S 3/0 3/0 6        Ip 
1B360    133         S4X    Flcho    50-443.  S3/O3/O6!  B3O3OV0360 

8303100S70  Confirms   ASLB   response    to    utll    question   re    tfalegatlon   of 
authority    to    county    judges    to   make    decisions    concerning 
radiological    emergency    protective    action   notification   & 
recommendation* 

REYNOLDS.N  S        Debevolse   b  Llberman        REYNOLDS, N  B        Ti«««   Utilitl«s 
Generating    Co        B3/03/0&        BLOCH, P   B        Atomic    Safety    and   Licensing 
Board   Panel         Ip         1B371    338        24X  Fiehn    30-443,83/05/06,8303100370 

9303100321    Forwards    drawing    of    upper    lateral    restraint    r»f    In  J  Doyle 
B 30426   rebuttal    testimony 

REYNOLDS,  N  S        Debevolse   S,  Llberman        REYNOLDS,  N  8        Texas  Utilttlei 
Qenerating    Co        B3/05/06        BLOCK, P    B        Atomic    Safety    and   Licensing 
Hoard   Panel         Sop         1B370  091         SAX  Fiche    50-443,83/03/06,6303100321 

9303110332  Request)    info    re    introduction    into    evidence    of    const  Ic 
appraisal    team    imp    h    inveitlgation   rapt!    by    NF)C 
ELLIS,  J        Cltliens   Association    far    Sound    Energy         83/09/06 
ROTHBCHILD,M  U        Office    of    the    Executive    Leoal    Director        Ip, 
1B406    147         24X    Ftche    30-443,  83/03/06i  B3031 1O332 


-6303090400  Affidavit   of   SO  Queue  1]    re   questions    posed    during   ASLB 
9304O7    telcon   on    implementei!    procedures    concerning    malnt    of 
scram  Dreaten   as   result   of   Board  Notifications    83-26  ^ 
03-38  Prof   quaJiflcatloni    encl 

BURWELU-S   B         Licensing    Branch    1         S3/OS/03         5pp          1B360   053         S4X 
Flche    SO-44S,  S3/OS/O3,  S303O7036B 

-Q309D9O607  Affidavit  of  FD  CoFfman  on  Unresolved    Safety    Issue  A- 17, 
"Bus    interaction    In  Nuclear   Pouter  Plants,"    per   ASLD    S3O4O7 
telcon   request  Prof    qualifications    one  1 

COFFMAN- F  D       Reliability  t<  Risk   Assessment    Branch         B3/OS/OS 
9pp          1B360   O58         24X    Fiche    3O-413.  83/O3/03,  B30307OS6B 


83051 1036B  Discusses    proposed    stipulation    ro    listed    Citlitnt  Assoc   for 
Sound    Energy    discovery    matters 

ELLIS,  J        Cltliens   Association    for   Sound    Energy         83/03/06 
RDTH3CHILD,  M  U        Office    of    the   Executive   Legal    Director.       Spp 
19406  O77        B4X   Fiche    30-443,  83/03/06,  B3031 1034fl 

8303110377  Submits    lilt    of    stipulations    re    Cltltin*    Aitoc    for  Sound 
Energy    eihibits    for    verification    of   authenticity    &   possible 
admission    into    evidence 

EULIB,  J        Cltliens   Association    for    Bound   Energy        83/09/06,      HORIN.N 
Dabevolig    (,  Llberman        Spp         1B406    193        SIX   Flche    30-449,33/03/06, 
8303110397 


-B30S09O61B  Affidavit   of   3  Diab    re    semiscale    feed    &   blend    Experiment 
S-SR-3  tt   related    subsequent    RELAP-5  analysesj  per   ASLB    B3O407 
talcon   request   Prof   qualifications    encl 

DIAB,  6        Reactor   Systems   Branch        33/03/05        Spp        I836O   047        24  X 
Ficha    90-443,  83/OS/03j  8303090568 


8303110397  Response    opposing    NRC    830303  motion    to   ulthdrau  Gept    19B2 
prefllad    testimony    Certificate    of   Svc    end, 

ELLIS, J        Citiiens   Association    for    Bound    Energy         B3/03/07.  Atomic 

Safety    and    Licensing    Board   Panel         4pP         1B4O&   QBS        24X 
Flche    30-443,83/03/07,  8303110337 


-B30309O633  Affidavit   of   TO  Dunning    re   ASLB    B304O7    telcon    question    on 
reactor    trip    (scram)    sys  ("   conformant*   w/IEeE-379  Prof 
qualifications    encl 

DUNWINS.  T  C        Instrumentation  it  Control    Systenn    Branch         S3/O3/O3 
ipp          18360   075        24X   Fiche    30-443,  B3/OD/03,  B30509O3ftB 


3309100567  Forwards    original    signed    pages    to    JS   Marshall, DH  Haiti  JC 
Finneran  b   DR  Moolan   affidavits    filed    on   830303, 
HCWIN.W  A        Debevolse   Ic  Liberman        HORIN,  W   A        Texas    UUHtlti 
0«nerat£ng  Co       83/03/09       8TUCKY,  S  M       Docketing   b  Service*  Branch 

3pp          1B371    236         24X    Fich«    30-143,  B3/OS/09, B303100267. 


-B30309Ofi33  Affidavit   of   HP  Haass    re   ASLB   B30407    tulcnn    qu»*tian*   on   NRC 
Interpretation   of    10CFR30,App    B   Prof   qualifications    one  i 
HAASS,  W  P        QA  Branch.      B3/05/03        Spp          16360  O7B        24X 
Flche    50-445.  fl3/OS/03,  B30S090368 

-B30S09D640  Affidavit   of   CE  Rossi    re  A3LD    630101    talcon    queitiDnl 
concerning   status    of  NRC   position   an   Unresolved    Bafvty    !*sue 
A-9,     "ATHS    "    Prof    qualifications    end 

ROSSI,  C  E        Instrumentation  t.  Control    Systems    Branch.         83/03/03 
Spp          1B360   083         24X    Fiche    30-443,  B3/OS/OS.  S3&30905SB 

-fi303090)H6  Affidavit   of   AJ  Siukieuicr    b   Tfi   Dunning    re    ASLB    B30407 
questions   on  Unresolved   Safety    Issue  A~47,     "Safety 
Implications   of   Control    Syi    "   Prof    qualifications    encl 
SZUKIEUICZ, A  J       Generic    Issues   Branch         DUNN  I  NO,  T  O 
Instrumentation  4  Control   Si/items   Branch        93/03/05        9pp 
18360093        24X   Flche    3O-445. B3/OS/03,  B303090HtB 

-B3030906SO   Affidavit    of    RO   Taylor    re    ASLU    8304O7    telcon    questions    on 
ui»    of   suparstrut  matl 

TAYLOR, R.O       Region   4,    Office   of   Director        B3/O3/OS-        2pp 
102        34X   Fiche'  30-44S.  B3/03/03,  B3030903A8 


ao   re  ASLB  83O407    t«lcan    questions    on 
"Alleged    Dasign   Deficiency    " 


,*ering    Branch         63/03/03 
"*.  B3/05/03.  830B09036B! 


8309100275  Ancuier    opposing    Cltliens   Assoc    for    Sound   Enargy    motion   for 
ditcoveri)   re    const    appraisal    team   r»pt    Discovery   nque*ts 
unnecessary, cumulative, unduly    burdensome    &   untimely. 
Certificate    of   8vc    encl, 

REVNOLDS,N  3        Teia*   Utilities    Generating    Co        REYNOLDS) N  B 
De6evolse   tc  Liberman        83/03/09  Atomic    Safety    and    Licensing   Board 

Panel,       £>pp         IB371-333        B4X  Fiche    30-443,83/03/09,8303100293. 

8303130066)  Motion    to   allou  addl    supplementary    lurrebuttal    teitimonu 
of    J  Doyle,  oil tnesi    for    Inttrvenor    Receipt    of    draulng    crtates 
need    to    revile    previous    testimony 

ELLIS, J        Citiiens   Association    for    Bound    Energy         83/09/09.  Atomic 

Safety    and   Licensing    Board    Panel         2pp         18436,331         24X 
Fiche    30-443,  83/03/09,  B303I30066 

8303130175  Response    to   ABLB  830306   request    for    dl«cu*ilon   of 
Intirrelatlanshlp    of   ASME  App    XVII, Section   2271    3,  to   rmt   of 
ABrfE  Code   App    is    mandatory   &    Integral    part    of    ABME  Code   tt    is 
applicable    to    pipe    supports   Certificate    of    Svc    encl 
ELLIS, -J        Cltliens   Association    for   Sound    Energy         83/09/09        34pp, 
1B437   303         24X    Fiene    30-443,  B3/05/O9,  B30313017D. 

8303130013  Answer    to  Cltliens    Assof    for   Sound    Energy    B30428  notion    for 
discovery   Answers    to    Interrogatories    filed    as    limited 
discovery    on    IE   Contt    Appraisal    Insp    Repts    30-443/83-18  fc 
30-446/83-12  relevant 

ROTHSCHILD,  H  U        Hearing    Branch    1         S3/03/11  Atomic   Bifity   and 

Licensing   Board   Panel         3pp         1B437    133        H4X   Flche    30-443, B3/OS/11, 
830313OO13 


— 8303130021    Answers    to    fourth    set    of    Interrogatories    h  requests   to 
produce 

BEACH,  A  B        Director's   Office,    Office    of    Inspection   and 
Enforcement        83/03/11  Cltliens   Association    for    Sound   Energy. 

tSpp.       18437    136        24X   Fiche-  30-443,  83/03/11,8303130013 
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Pressure   Vessel 
limits 


B30313Q033  Response  to  A8LB  Inquiry  re  ASME  Boiler  t. 
Code  App  XVII  App  delineates  requirements  It  stress 
for  analysis  of  linear  pipe  supports 

MIZUNO.G  S        Hearing    Branch    1         B3/05/11         3pp         1B437  094 
Fiche     30-443,83/03/11, 8303130033 


— 0305130040   Affidavit    of    RJ    HosnaV    re    App     XVI 1-300O    requirements    b 
«,  tress    limits    for    1 inear    elastic    ana ly  ais    of    linear    pipe 
supports   Article    XVII-2271    3   requires    appropriate    rfoslgn 
consideration    bo    given    Certificate    of    Bvc    encl 
HQBNAK.R   J        Office    of    Nuclear    Reactor    Regulation,    Director 
83/03/11         4pp          18437    097         24X    Fiche    50-443. 03/03/1 1 i 8303130033 

83091302-60  Supp  lemental    reply    brlaf    re    pipe    support    design 
Cool (deration   of    thermal    expansion    of    supports    not    required 
In    design    of    linear-type    pipe    supports   Certificate    of    Svc 
end 

REYNOLDS, N   a    ,     HORIN,  W   A         Teias    Utilities    Oenerating    Co 
REYNQLD8.N  3        Debevolie    &   Liberman        B3/03/M  Atomic    Safety   and 

Llcen*lng    Bo«rd    Panel         7pp          18439   244         24X    Fiche    30-443,  83/03/1  1, 
B3OM3O260 

B30917O287  Forwards    improved    draining    received    from  applicant    In 
response    to   request   re    Cltiiens   Assoc    for   Sound    Energy 
Exhibit  763    (J  Dogle   930304    supplemental    surrebuttal 
testimony) 

ELLIB,  J        Cltlunt   Association    for   Sound    Energy        B3/QS/1I 
BLOCHi P  D    ,    MCCOLLOM.K   A    ,    JORDAN, W  H        Atomic    Safety    and   Licensing 
Board    Panel         3pp          10463   334         SIX    Fiche    30-443,  B3/Q5/1 1,  B3031702B7 


Q3031OOO93   Confirms    p.lan    to   perform    independent    verification    inap    on 
S30423-090i   Audi     I  nf u    ro    required    documentation    packages    for 
47   we  Ids     selected     for    Independent    verification    requested    by 
93041  1 

QAQLIARno.J  C        Division    of   Resident,     Reactor    Project    t  Engineering 
Programs         B3/O4/I1          GARY,  I?   J         Tera6    Utilities    Generating    Co         Spp 
18377   366         24X   Fiche    30-145,53/04/11,3305100093 

8303120145   Foriuards     IE    Canst    Appraisal     Insp    Repts    5O-443/H3-IB    t. 
3O-44£/B3-12    on   830124-O204    t,   0214-0303   Eiecutiva    summary    of 
r-esults   t.    list    of    potential    enforcement   actions   ancl 
Region    W    will    address    finding;    at    later    date 
DEYQUNO.R    C          Director'9    Office,     Office    of    Inspectlc-n    and 
Enforcement          83/04/11         OARY,  R    J         Teias    Utilities    Qenerating    Co 
lOpp  18427    2i2         SIX   Fiche    50-443,93/04/11,8303130145 

— 9305120153    IE    Const    Appraiial    Insp    Repts    50-445/93-18    5   3O-446/S3-12    on 
B3O124-Oa04    i   0214-O303   Major    areas     Inspected    electrical    fc 
Instrumentation    cons  t,  mec  han  1  ca  1    canst,  we  Id  1  nB    tt   NDE   &   civil 
&   structural    conat 

BEACH,A    D    ,     KESHrsHIAN,P    I    ,     GOWER,  0    C         Reactor   Construction 
Branch         83/04/OS         99pp          10427   270         24X   Fiche    30-443.  B3/O4/1 1, 
B3Q312Q145 


Q303100247    Forwards     IE    Insp    Rept    SO-445/S3-13   on    830307-11    Nn 
noncomp 1 1  anco    noted 

MADEEN.G    L         Region    4,     Office    of    Director         S3/04/13         OARY,  R    J 
T*ias    Utilities   Generating    Co        2pp         1637337^        24X 
Fiche     30-445,03/04/13.0305100247 


6303170513  Forwards   iddl    exhibits    to   assist    In    reaching    stipulations 
prior    to   hearings    H/o   *ncl 

ELLI8,  J       Cltiicni    A»»oclatton    for   Sound    Energg        83/03/11 
ROTHSCHILD, H  U        Hearing    Branch    1        REYNOLDS, N  8        Debsvoise  & 
Llbernan         2pp          18470   OO9         34X    Fiche    3O-443, 83/03/1 1 , 83031703 13 

B30S1A0147  Forward i   AB   Beach    S3OS11    signed    affidavit    b   prof 
qualifications    to  NRC   83O91 I    ansuers    to   Cltlieni   Assoc    for 
Bound    Energy    fourth    set    of    Interrogatorla* 

ROTHSGHILD.M  u       He-ring   Dranch    1        B3/O3/12       ELL1S.J       Cltliers 
Atiociation    for   Bound    Energy        3pp         1B44A    101         24X 
FIChI     30-443iB3/03/12,  B303140147 

83O320O3O4  Foruardi   B30313    Itr    fcransmltttd    to   Region    IV   !>   util    In 
r*lpon*i    to   ASLB   directive    re    cross-e lamination    document 
d*l ivirg. 

ELLJSi  J,       Cltlietl*   Afioclatlon    tor    Sound    Energg        83/03/16 
BLOCK,  P  B    ,    JORDAN,  W  H   •    MCCOLLOM.K  A        Atomic    Safetg    and   Licensing 
Board    Pinil          lp          18314    086         24 X   Fiche    30-443, S3/03/ 16, B30B200304 


— B303IO0249    IE     Insp    Rept    30-445/83-13    on   B30307-11    No    noncompl  lane  e 
noted  Major    areas    inspected   review  of   electrical 
Instrumentation    cable    quality    records   !<   review  of   OA  audits 
of    electrical    Instrumentation   &  cables 

MULKIK1N.R  P  ,  HUNNICUTT.D  H  ,  WSSTEflMAN,  I  F  Region  4,  Office  of 
Director  83/04/07  Spp  'B373  381  34X  Fiche  30-443.83/04/13, 
830S  100247 

S303040O2I     IE    Info  Nntice    83-21,     "Defective   Emergency    Use  Respirator    " 
Svc    list   end 

JORDAN,  E  L        Division    of   Emergency    Preparedness   (r  Engineering 
Response    (Post    B3O1O3)        83/04/13  Consolidated   EtTlson   Co      of    Neu 

York.      Int          126pp  1B433    135         24X    Fiche    50-OOO,  B3/O4/I3,  8303040031 

930304OO23    1C    Info  Notice    83-23,     "QWR   Safety/Relief   Valve  Failures    " 
Svc    list    enc  1 

JORDAN,  E  L        Division   of   Emergency   Preparedness  '«   Engineering 
Reipome    (Poet    B30I03)        B3/Q4/33  Consolidated   Edison   Co      of    Neu 

York.      Inc          112pp  183B3   OQ9         24X   Fiche    50-000,  B3/O4/32,  B30304O033 


8303SO0934  Ordir    extending    time    until    830527   for    Commission    to   act    to 
TtVlflU   ALAB-714 

CHILKiB  J        Office    of    the    Secretary    of    the   Commlstlon        83/03/17 
Cannltiiontri        Ip        IBSif  091        24X  Fiehe  30-443.  B3/O3/19. 
B3O3200S54 


B303040O25    IE    Info  Notice    83-23,     "Inoperable  Containment:   Atmosphere 
Sensing   S<JB    "    Svc     Hit    encl 

WORDAN.E  L        DiviBlon   of   Emergency   Preparedness   fc  Engineering 
Response    <Post   930103)        83/04/23  Consolidated   Edison   Co      of   Niu 

York,      Inc         l!9pp         183S1    271        24X   Fiche   30-DOO,  B3/D4/29,  B3O3040039 


6303270015  Foruardi   NB   Le>  DC   Ford.P  KnFil  sh  Ian.  RM  ComptoniOC   Oouer. 
HW  Phillips   fc  MA  Hanien   prof    qu«l If ieat Ions    Individuals 
lilted    In  NRC  ansuer   to   Interrogatory    1    (fourth   set)   b 
ri-^uftti    to   produce 

ROTHSCHILD, M,  U        Hearing    Branch    1         83/09/26        ELLI8-J        Cltiiens 
AiioclJitlan    for   Sound    Energy         lOpp         18&33  332        24X 
Fieri*:  SO~443iB3/03/B6i  83032700 13 


Informs    that    commitments   re   extent  fr  method    of   eiam    of 
preservice    inap    program   consistent   w/lnservice    eiams, based 
on  R»g    Oulde    1    130    Pi-es&rvlte    eiam  plan   described    in    B30301 
Itr   acceptable    provided    plan   completed    before   B40113 
YOUNODLOQD,  B    J         Licensing    Qranch    1         B3/04/37         OARY,  B   J         Ten 
Utilities    Oenerating    Co        Bop         18440  334        S4X  Fiche    30-443, 
B3/04/27,  B3Q9IE0610 


B309310011    Order   eitending    time    until    8306O6    for   Commission    to   act    to 
revleu   ALAB-714 

CHILK, 3  J,       Office    of    thi    Secretary    of    the   Commission        83/03/B7 
Conmiiiiontrs          lp          1B633   33T         B4K   FUh*    30-449,83/09/87, 
B3O931O011 

K.     Utility   Fln*l    Safety    Analysis    Report    (FBAR)    t.  amends 

9303140138  Forwards   Amend    4O   to    FSAR 

OAHY.R  d  Tuas  UtlHtle*  Oeneratlng  Co  B3/05/09  DENTON.  H  R 
Off  let  at  Nuclear  Reactor  Regulation,  Director  Spp  1B446, 190 
2-4X  Fiche,  90-443,  83/03/09*  Q30316O138 


— 8303140141    Amend   40    to  FBAR 

*      Ttxat    Utilities   Oenerating    Co        B3/O3/09 
24X    Flchr.  90-443,  B3/09/O7,  830316013B 


397pp          18446'  194 


8303040026    IE   Info  Notice    83-24,     "Loose   Parts    in    Secondary  Sld»    of 
Steam   Generators   at    PWR*    "    Bvc    list    end 

JORDAN.,  E  L        Division    of  Emergency   Preparedness   t<   Engineering 
Seiponie    (Pact   B3O1O3!        B3/04/2B  Consolidated   Edison   Co      of  Neu 

Vort,      Ine          119pp          18382   047,        34X   Flche    30-000,  S3/Q1/B8,  B30304O026 

B3030400E7    IE    Info  Notice   83-23.    "Standby    Qai    Treatment    Sys    Heater    High 
Temp    Trip    Betpotnt    Adjustment    "    Svc    list   encl 
JQROAN.E  L        Division   of    Emergency   Preparedness  &  Engineering 
Response    (Post;   B301O3)         B3/O4/2S  Consolidated   Edison   Co      of    Neu 

York.      Inc          llSpp  18392    163         24X   Flche    30-000,  B3/O4/S8,  B303040027 

B3O9170309  Forwards    IE    Insp   R«pt   &0-445/S3-09  on   930301-31   fc  notice 
of   violation 

IfADSEM.O  L        Region    4,    Office   of    Director        83/04/29        OARV,  R    J 
Taxas    UtHitia*   Oenerating   Co        2pp        18466  001        E4X 
Flehe     SO-443.  B3/04/H9.  8303170309 


O,     Inspection   reports.     IE  Bulletins    &   correspondence 

B2I2O&O383    IE   Info   Notice    83-14.     "Deuiatnred   Spent    Ion   Exchange  Relln 
Sutctptlblllty    to   Eiothermle   Chemical    Reaction    "   Bvc    list 
encl 

TAYLORi J  M        Division    of   Safeguards    &    Inspection   Programs    (Post 
Q3O103)        B3/03/B1  Consolidated    Edlsan  Co      of   N»u  York,     Inc. 

115pp.       1930S  319        24X   Fiche    50-000,  B3/03/21,  B21S0603B9, 


-B30317O313  Notice    of    violation    from    Insp    on   B3O301-31 

»      Heglcm   4.     Office    of    Director        83/04/29        lp         IB166  003 
Flche   30-443.  B3/04/29,  9303170309 


-8303I7031B   IE    Insp    Rept    30-449/B3-OB   on   830301-31    Noncomp  liance 
noted    failure    to    review  change    to  Rev  0   to  Procedure 
IPO-001A,     "Plant    Startup    from  Cold   Shutdown    " 

KELLEV,  D   L    ,     MCCROFJY,  S   L    ,     UESTERMAN,  T   F         Region    4,     Office    of 
Director         83/04/38          Ilpf         18466   004         24X    Fiehe    90-443,83/04/29, 
8303170309 
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6303040020    IE    Info  Notice    83-S6,     "Failure    of    Safetu/R«  1  lef   Valve 
Discharge    Line   Vacuum   Breakers     "    Svc    list    end 
JORDAN, E  L        Division   of   Emergency   Preparedness    fc   Engineering 
Response    (Post    B30103)         83/03/O3  Consolidated    Edison    Co      of    Neu) 

Yorkr     Inc          I32pp         10411     170         24XFicha     5O-QQO,  B3/O3/03,  B30304O028 

9303040030    IE    Info   Notice    83-27,     "Operational    Response     tp    Events 
Concerning   Deliberate   Acts    Directed   Against    Plant 
Equipment    "   Svc     list    end 

JORDAN.E   L         Division    of    Emergency    Preparedness    i    Engineering 
Reiponsi     (Poet    330103)          B3/05/O4  Consolidated    Edison    CD      at    Neu 

Yori.      Inc          H2pp         18382   262         24X    Fiche     SC—OOQ.  S3/O5/04,  8303040030 

B303040031     IE    info   Notice    83-2B.     "Criteria    for    Protective   Action 
Recommendations    For   General    Emergencies    "    Svc     Hat    e-ncl 
JORDAN, E  L        Division   of   Emergency   Preparedness    &   Engineering 
Response    (Post    830103)         83/O5/04  Con-sol  idated    Edison    Co      of    New 

York,      Inc         119pp         1B441    001         24X    Fiche    SO-OOO,  B3/OS/04,  83Q304O031 

8303160240   Board    Notification    B3-39C    provides    B3Q413   moating    summary 
describing    continuing    discussion    between   NRC    &    util    on    need 
for   program  to    assure   adequate   plant    design   &    const,  as 
result   of   const  appraisal    team    insp 

NOVAK, T  M       Asilitant   Director    for  Licensing         S3/O5/O4  Atomic 

Safety   and   Licensing    Board   Panel        4pp         18471    331         24X 
Fiche    30-445.  03/05/04.8303160340 

— -8303160344    Summary    of    830413   meeting    m/utll     in    Balhe*da,MD   re 
misunderstanding    between   utl 1    b  NRC    nn   need    for    added 
assurance    that   plant    designed  !*  contracted     in    accordance   \at 
application  Results    of   const  appraisal    team    insp    discussed 
BURUELL,  S   B         Licensing    Branch    1         83/03/O4  Licensing    Branch    1 

6pp          18471    334         24X   Fiche    90-445,  83/O3/04,  B30516024O 


— B3O32OO674  Responds    to  NRC   930314    I tr   re    violations    noted    In    IE   Imp 
Repts    30-445/83-07   «.    30-446/83-04    Corrective    actions    Const 
personnel   mill    be    relnstructed    in   necessity    far    rigid 
compliance    u/design   tt   procedural    requirements 

GARY,R   J        Teias    Utilities    Oeneratlng    CD        53/04/15        HADBEN.  0  L 
Region    4,     Office    of    Director         3pp          18319   096         24 X 
Fiche    50-443,  83/03/1B,  830320O666 

B303O4004O    IE    Info    Notice   83-31,     "Error    In   ADLPIPE  Computer  Program  " 
Svc    Hit    end 

JORDAN. E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)         B3/O3/19  Consolidated    Edison  Co      of  Neu 

York,      Inc          114pp          10697    009         24X    Fiche    3O-OOO.  83/05/19, B303Q40040 

B30S2400Q3   Forwards     IE    Insp    Rept*    50-443/B3-14   fc    50-446/83-00    on 
83O3SB-31    No    noncomp 1  lance    noted 

MADSEN.Q  L        Region   4,    Office    of    Director        83/05/20        GARY.  R   J 
Texas    Utilities    Generating    Co        2pp         18349    139        24X 
Fiche    50-443.83/03/20,0303240003 

— 83O5240D05    IE    Insp    Repts    30-445/83-14   fc    3O-446/B3-08    on    030328-31    No 
noncompliance    noted    Major    areas    inspected    raduaste    program  t 
transportation   activities,  including    organliation, training, 
raduaste    sys    mgti effluent    release    controls   b   procedures 
BAER,R    E    ,     MURRAY.B    ,     HESTERMAN,  T   F         Region    4,     Office    Of   Director. 

83/O5/19         34pp          18349    141         24X   Fiche    30-443,  B3/03/20, 
B30524Q003 

B303040O46    IE   Info   Notice   83-33,     "Nonrepresentative   Sampling    of 
Contaminated   Oil    "    Svc    list    end 

JORDAN,  E  L        Division   of    Emergency    PraparBdnei*   Ic  Engineering 
Reiponse    (Post   830103)          B3/O3/26  Consolidated    Edison   Co      af   N»U 

York,     Inc         114pp         1B647   007        24X   Fiche    50-000, 83/05/S&, B303040046 


8303040033   IE   Info  Notice   83-29.     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation    "   Svc    list    encl 

JORDAN. C  L        Division   of   Emergency   Preparedness    ft  Engineering 
Relponse    [Post    830103)         83/05/06  Consolidated    Edl*on    Co      of    Neu 

York,      Inc         llSpp         18S23   248         24X   Ficha    50-OOO,  B3/O9/Oi,  8303040033 

B3O312O373    Informs    that    IE    Insp    Sept    50-495/83-09    canceled    No    rept 
mill    be    issued    under   subj   number 

MADSEN.G   L        Region   4,     Office    of    Director         83/O3/0?         SARYi  fi    J 
Teias   Utilities   Generating   Co        Ip         13432   2BO        Z4X 
Fiche    30-443,83/03/09,8303120373 

B30304C034    IE   Info  Notice    83-30,     "Misapplication    of   Generic    Emergency 
Operating   Procedures    I  EOF)    Gutdellnes    "   Svc    list    encl 
JORDAN. E  L       Division  of  Emergency   Preparedness    &   Engineering 
Retpanse    (Post    B3O103)         83/03/11  Consolidated    Edison    Co      of    Nlui 

York,     Inc         114pp         18554   003         24X    Fiche     50-000.83/05/11,8303040034 


R.    Periodic    operating    reports    b   related    correspondence 

B3.09100130  Foruards    "Reactor   Containment   Hldg    Unit    1    Preoptratlonal 
Integrated   Leak    Rate    Test, 1933    "   Electrical    penetrations 
leaked    excessively    during    testing    Further    testing    to 
determine   cause    of    leakage    In    progress 

SCHMIDT.  H  C        Texas    Utilities   Services,     Inc        B3/03/O&,       DEMTON,  H  R 
Office    of  Nuclear  Reactor   Regulation,    Director         Ip         18370:145       UK 
Fiche    30-443,83/03/06,8305100130 

— 83O31OO133   "Reactor   Containment   Bldg   Unit    1    Preopirational    Integrated 
Leak    Test,  1983    " 

*      TRIBE   Utilities   Services,     Inc        B3/12/31         33pp,        1B370    146, 
34X    Fiche    30-445.  B3/03/Oi,  B305100130 


S      Ropar table    occurrences.     LERs    &   related    correspondence 


B30523O445   Foruards    IE    Insp    Repts    SO-445/83- 12    &    SO-446/83-O7    on 
030222-0309  &  0323-23  No   noncomp 1  lance   noted 

MADSEN.O   L        Region    4,     Office    of    Director         B3/O3/13         GARY,  R    i. 
Teiat  Utilities  Generating   Co        Spp         18538    178        24X 
Fiche    50-445.83/03/13,8305330445 


--8305230449    IE    Insp   Repti    50-445/83-12   &   30-446/S3-07    on   830222-0308 
0322-23  No   noncomp  1  iance   noted  Major   areas    inspected' 
foLlouiup    of   unresolved    items    in    IE    Insp    Repts    SO-443/B2-26, 
50-446/82-14    !-   30-445/83-23 

TAPIA,J    1    ,     CHEN.  H   P    ,     HUNNICUTT,  D   M        Region    4>     Office    of 
Director         83/05/03         8pp          18338    180         24  X    Fiche    50-443i  83/05/13. 
S3O5230445 


B30SEOO416  Ack    receipt   of    830423    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp    Repts     5O-443/B3-O3   & 
30-446/83-01 

MAOSEN.O   L        Region    4,     Office    of   Director         83/05/18         GARY.  R    J 
Teias   Utilities   Generating    Co          Ip          1S31B    124          B4X 
Fiche    30-445,  B3/O5/1B,  B303200416 

—  6305300419  Responds    to   NRC   B3O32B    Itr    re    violations    noted    In    IE    Imp 
Repta    30-443/83-03   J.    90-446/83-01    Corrective    action*    light 
poles   will    be    inspected   b    Items   designated    non-nuclear 
iaflty-related   reviewed   b  upgraded 

QARY.R  J       Tenas  Utilities  Generating   Co         63/O4/2S,      HAD  SEN, 
Region    4.     Office    of    Director         3ft  f          185IB     125         34X 
Fichi    50-443,83/03/18,8305200416 

8305200666  Ac!   receipt   of    830415   Itr    informing    NRC    of    «t«ps    taken    to 
correct  violations   noted    in    IE   Insp    Repts    30-449/B3-07   & 
30-446/B3-04 

MADSEN.C  L       Region  4,    Office    of  Director        B3/03/1B        GARY,  R   J 
Teiaa  Utilities   Generating   Co         Ip        10519  Q93        24X 
P(rh=    10-443,  83/OS/IB,  B305200S66 


0303110437  Part   31    t.   deficiency    repts    re   tni»op«r»tion    of   DS-416  reactor 
trip    undervol tage    devices    Initially    reported    on   830420 
Attachments  will    be   replaced   u/devlces   u/uldened    groove* 
to    accommodate    neu  retaining    rfngs    Mfg    drayings   revised. 
RAHE.E   P         Uestlnghouse    Eleetrtc    Corp          03/04/21          D  E  YOUNG,  R   C 
Director's   Office,    Office    of    Inspection    and    Enforcement        Spp 
18405    O95         24X    Fiche    50-000,03/04/21,9303110427, 

B30920029B    Interim  Deficiency    Rept   SDAR-lOi  re   HVAC    hangars    fabricated 
at    variance  u/dasign    Initially    reported    on    B30301.  Coniplitlon 
of    evaluation   anticipated    by    S30703 

GARY.R    J        Teias    Utilities   Generating   Co        83/03/11        HADSEN,  D  L. 
Region    4,     Office    Of    Director          Ip          1B31&,273,        24X 
Fiche    50-443,83/03/11,8303200298 

8305240336  Part   21    rept   n   bolting    parts    for   A SHE    III    NF   Clasi    1    pipe 
supports    on  rigid    struts    or    pipe    clamps    for    struts    or 
snubbira    Initially    reported    on   830313. Bolting    part*    greater 
than   2-inch    slie    not    examined 

HOVI.L       NP8   industries,    tnc       83/05/16       DEYOUNO,  R  C       Director's 
Office,     Office    of    Inspection   and   Enforc«ment         Ip         18574' 001        24X 
Fiche- 30-000,  83/O5/16,  8308340356 


T      Hearing    transcripts    on    non-antitrust   natter* 


9303030156  Corrected    transcript    of   B30407    telephone    conference    In 
Bethesda.KD  Pp    1-132 

*      Atomic   Safety    and    Licencing    Board   Panel        S3/04/07.       133pp 
1B272    328         S4X    Fiche    30-443,83/04/07,8305030156 

9305040507  Foruards   J  Doyle    lurrebuttal    tevtimonu. 

ELLIS,  J        Cltlien*   Association    for    Sound    Enarjij,       83/04/86 

DLOCH,  P  D   ,    JORDAN,  W,  H  .    MCCDLLDM,  K.  A       Atomic   Safety   and  Licensing 

Board    Panel         Ip         18319    146        24X  Fiche    30-443, B3/04/Z4, 9305040307 


DOCKETED  ITEMS 


— B305O40313   Burrebuttal     testimony    of    J    Doyle    re    consideration    of    LOCA    in 
design    criteria    for    pipe    supports    Results    of    hand 
calculations    supported    by    computer    analysis    indicate    grass 
error    in    fundamental    approach    Certificate    of    Bvc    enc 1 
DOVLE.J         Cltiiens    Association    for    Sound    Energy         03/04/24         89pp 
18319    147         B4X    Flche    30-449.53/04/26,8303040907 

B303040333  Supplemental    surrehuttal    testimony    of    J  Doyle    re    severo 
minor   &   offsetting    errors    In    computer    analysis    Certificate 
of    Svc    encl 

DOYLE, J        Citliens   Association    for    Sound    Energy        83/04/38        Bpp 
1H&B1    263         24X    Fiche    3O-443.  S3/04/2B, 83O5O4Q533 


-03050901)92    Supplemental    testimony    of    A   Loakabaugh    t,   J   Dentan    re 
emergenc  ij    preparedness 

LOOKABAUGH.A    ,     8ENTCN,  J         Federal    emergency    Management    Agency 
B3/03/OS         15pp  18360   038         24X    Flche    50-445,83/05/03,5305090568 

-B303O9O66Q    Testimony     of    AD    Beach    re    canst    appraisal    team    imp 
concerning    pipe    support    const;    &   pipe    support    design 
Interfaces    u/conit    Prof    qualifications    encl 
BEACH.A    D         Director's    Office.     Office    of    Inspection    and 
Enforcement         B3/03/O3         -Ipp          1B360    109         24X 
Flcho    5G-445.  83/05/05,5305090368 


6303110137   Surrebuttal    testimony    of   MA  Walsh 
Related    correspondence 

WALSH, M  A        Citliens   Association    for   Sound    Energy 
184O7    112         24X    Fiche    30-443.93/03/04,8303110137 


tiflcate    of    Svc    encl 


fpp 


B30311Q354   Supplemental    sui-rebuttal    testimony    of    J  Doyle    re    special 
imp    team    Imp    Repts    50-413/55-26    &    30-446/82-14   Related 
correspondence 

DDYLEi  J        Citizens   Association    for    Sound    Energy        B3/O3/O4        42pp 
1B4O6   036         24X    Fiche    50-415.  B3/O3/O4,  63051 1O334 


B3Q513Q1S7    Supplementary    surrebuttal    testimony    of    J  Doyle    Error    in 
fundamentals    used     in    calculations    far    upper     lateral 
restraint     compounded    0  y    errors     In    stiffness    used     in   Glbbs    ii 
Hill    calculations    Related    correspondence 

DO.VLE,  J         Citizens     Association    for    Sound    Energy         83/05/07         2pp 
18437    26"?         24X    Flche     30-443.  B3/O5/09,  B30313O137 


3305230138    Transcript    of    830516   hearing     in    Fort    Uorth,TX    re    OL 
application   Pp    3.835-6.  1&9   Supporting    documentation    uncl 
•      Atomic    Safety    and    Licensing    Board   Panel        33/03/16        40app 
18330   213         24X    Fiche     30-445.  83/03/16,  B30523013B 


83030f0307  Forwards    testimony,    of   LJ   Bkiles.AD   Armstrong    fc  CL  Dorn    re 
emergency    planning    recommendations, A   Vega    testimony    re    const 
appraisal    team  rept    &   J3  Marshal  1. DH  Wads,  JC    Flnneran   & 
DF)   Uoodlan    affidavits   Related    correspondence 

REYNOLDS,  N    8         Debevoise    t,    Llberman         REYNOLDS, N   S         Teias    Utilities 
OBnirating   Co        S3/O3/03        BLOCK,  P,  B    -    MCCOLLOM. K   A    ,    JORDAN,  W  H 
Atonic    Safety    and    Licensing    Board   Panel         2pp         18362  014        24 X 
Fiche,  30-443,  83/03/05,  B3QSO9O3O7 

—  83030*70310  Testimony    of   LJ   Stiles,  AD   Armstrong    &  CL   Dorn   on   A6L3 
830425    telcan    questions   re    adequacy    of    county    judge    as 
emergency    plan   coordinator 

SKILE8.  L   J    ,     ARM9TRONO,  A    D    ,     BORN,  C    L         Teiaa,     State    of         B3/O3/O3 
7pp          1B362   016         24X    Flche    30-443.  S3/O3/03, B30SO<70307 

— B30S090313   Testimony    of   A  Vega    re    applicant   response    to   830411    Const 
Appraisal    Team    Insp   Repts    5O-445/83-18  &    SO-446/B3-1E 
VEOAiA        Texas    Utilities    Generating    Co        B3/05/05        3pp 
1B362   023         24X    Flche    30-443, S3/OS/O3, 8303090307 

— B3Q3090317  Affidavit   of   JS   Marshall    in   response    tu   ASL0    inquiry    re 
classification    of    equipment    for    application    of    1OCFRSO, App    D 
r*quirem»nt«   b   relationship    of   Board   Notification   83-13    to 
HR   Dinton   511150  memo    on    classification 

MARSHALL.  J   S         Teiai    Utilities    Generating    Co         83/O3/O3         7pp 
18363   036         24X   Flche    50-443,  Q3/O3/O3,  B303090307 


S3052301OO    Transcript    of    830517   hearing     in   Fort    Worth,  TX    Pp    6,170- 
&•  286  Supporting    documentation    encl 

*       Atomic     SaFeti;    and    Licensing    Board    Panel         83/O5/17         265pp 
19334   2S2         24X    Flche     50-445,  B3/O3/17,  830333O10O 


B303230147    Transcript    of     B30517   hearing     in    Fort    Uorth.TX   Pp    6, 2E 
6.471    Supporting    documentation    encl 

*      Atomic    Safety    and    Licensing    Board   Panel        83/03/17        33(tpp 
(8329   239         BAX    Fl  c  he,  30-445,  83/O5/17.  B3QSP30147 


8305250010    Transcript    of    S3O518   hearing    in   Fop  t   Worth, TX   Pp    i, 472- 
6,817    Supporting    documentation    encl 

*      Atomic    Safety    and    Licensing    Board    Panel        B3/O3/18        3B3pp 
18384   O7S         24X   Fiche    50-443,83/05/18,8305330010 


3305260099   Transcript    of    83O519  hearing    in  Fort   Worth.  TX  Pp   it,  BIB- 
7,272  Supporting    documentation    encl 

*  Atonic    Safety   and   Licensing    Board   Panel        83/03/19        743pp 
1B397   001          24X    Flche     50-443,83/05/19.8305260099 

830326007?   Transcript    of    B30SSQ  hearing    in  Fort   Worth, TX  Pp    7,273- 
7.483  Supporting    documentation    em  1 

*  Atomic     Safety    and    Licensing    Board    Panel         83/03/30         319pp 
1B624   O46         24X    Flche    50-443,  83/03/20,  B303260079 


— 83OS090321    Affidavit   of    DH   Made    re    Ml d land-Ross    superstrut   mail 
CBoard    Notifications    B3-O2  tt   B3-14)    (r.  welds    in   main    control 
board    panel*    (Board   Notification*    53-90, 90A   &    116) 
WADE, D  H        Teias   Utilities    Generating    Co        83/03/03        9Opp 
18362   033         24X    Flchi    30-445,  83/O3/O3,  B3Q30<70507 

— B3Q3Q9Q323  Affidavit    of   JC    Flnneran   on   applicant    responso    to    Board 
Notification   S2-103  re    pipe    clamps    employed    on   A5ME  Cods 
Cl*n    I    piping, 

FINNERAN.J  C        Texas   Utilities   Generating   Co        B3/O3/03        3pp 
IB3&S    123         24X    Flche' 30-443, 83/O3/O5, B3O5090307 


DOCKET    3O-446   COMANCHE   PEAK   STEAM   ELECTRIC    STA    .UNIT    2 

A      Application/construction    stage    documents  i.    correspondence 

6305180001    Addl    response    to  FOIA  request    for   seven   categories    of 
documents    re   Broun    b   Root,  Inc   &   South   Teias    project  Forwards 
App    D    documents    Documents   also  available    In  FDR   Addl 
documents    undergoing    review 
FELTON.J  M        Division    of   Rules   and   Records        B3/03/09        LINDEMAN.H  N 

Louenstein,    Neuman,    fi*Js,    Aielrad  !(  Toll        6pp         10497   219        24X 
Fiche    30-000,  B3/O3/O7.  B3O318O001 


— 83O3090S30   Affidavit   of   DR    Moadlan    providing    responses    to    ASLB 
Inquiries    re    Board   Notifications    83-26   &    83-38   concerning 
failure    of    certain   raactor    trip    breakers    to    perform   as 
designed   Prof    qualifications,    encl 

WOODLAN.  D  R        Te>as    Utilities    Generating    Co.       53/O3/O3,       12pp 
18363    126         24X    Fiche    30-443,  B3/OS/O3.  B3O3090307 

S3OS0903A8  Foru)*rd*    direct    tantimong    b  affidavits    in   responi*    to 
qu«*tlons    pond    by   ASLB    during    830407    telcon 
TREBY, 8  A   ,    ROTHSCHILD,  M,  U    .    MIZUNO, 0   S        Hearing    Branch    1 
83/O9/03         BLDCH,  P    B    ,     JORDAN,  W   H    .     MCCOLLOM,  K   A         Atomic    Safetu    and1 
Llci-niing    Board    Panel         2pp         1836O  OO1         24X    Fiche    30-443, 83/O5/05, 
8303090368 


— B01028057B    Responds    to    Question    4   of   8O0923   memo  re  Eckhardt   hearing 
Major    Broun   It   Root   Corp    nuclear    const   work    t>  Lield   deficiency 
status    summariied    Licensee   ul 1 1    complete  visual    Insp   b 
complg    ui/correct  1  ve    actions    In   encl   AW3  Code 
3TELLO,  V        Office    of    Inspection   tc  Enforcement,    Opflca    of    the 
Director         BO/09/23         AHEAIiNE,  J   F         Commissioners         3pp 
1B497   22Q        24X   Flche    30-000,63/03/09,8303180001 

8303230720   Forwards    list    of   utlls    responding    to   requests    for    cost 
figures    on    backfitting. 

TCH/RTELLOTTE.  J        Regulatory   Reform  Task    Force        83/04/11 
FALLADINO.N    J         Commlas  loners         2pp         18342    272         24X 
Flche    30-000,83/04/11, B305230720 


-B30S09057B  Supplemental    tes.tlnony    of    S  DuruelliMP   Cheni JI    TaplaiJ  Raj»n 
(•  RO  Taylor   re    concerns   raised    by   MA  Walsh    &   J  Doyl»    ti  NRC 
const   appraisal    Insp    rept;   Prof    qualifications    end 
BURWetL,  S        Division    of   Licensing         CHEN,  W  P        Energy,     D*pt      of 
TAPIA,  J,  I,       Division    of   Resident,     Reactor    Project   &  Engineering 
Prosrams.        83/O3/D3         14pp  1S360   O04         S4X    Fiche    50-443, 93/03/09. 

8303090568 


H30309O722   Hoard   Notification   B3-12   forwards   rept,     "Design   d   Const  - 
Self-Initiated   Evaluation,"    to    facilitate   general    upgrading- 
of    plant    d    Industry 
NOVAK, T   M         Assistant    Director    For   Licensing,        AS   BNB3-12         83/03/02 

Atonic:    Safety    and    Licensing   Board   Panel        3pp         1B36O  291        24X 
Fiche    30-443, B3/05/OS,  830309072S 


-83O3090SS6  Supplemental    testimony    of    DH  Rohrer   b  T  Urbanlk    re-    emergency 
preparedness 

ROHRERiD  M        Em*rj|«nc<|    Preparedti***    Branch         URBANIK,  T        T»«as    AtcM 
Univ..    College   Station,    TX         83/O3/O3        20pp         1B360- 01B        24X 
Flche    30-443,53/03/03,8303090968 


— 830309072&    "Design    &  Const   -  Self-Initiated    Evaluat  ion,  Comanche    Peak 
Steam  Electric    Station    " 

*      Teias    Utilities   Generating    Co        82/10/31        3S4pp         18368  274 
24X   Fiche    50-445,,  B3/O3/Q2,  8305090722 


368 


DOCKETED  ITEMS 


B303040323   Board    Notification   83-057    forwards    differing    pro*    opinions 
re    sys    Interaction   &  safety    classification    Info   relates    to 
Board   Notifications   03-17  &  83-44  re   Unresolved   Safety    Issue 
A-17 

EI8ENHUT.D  G  Division  Of  Licensing  03/O3/O4  PALLADINO, N 
Commissioners  22pp  1B337  13?  24X  Flche  3O-OOO.  S3/O3/O4. 
6303040323 

330512010'?  Summary   of   330413  meeting  ui/util    in    Bath esda, HD  ro    added 
assurance   program  to  assure    independent   verification    program 
requirements  met 

8UP.UELL.S   D         Licensing    Branch    1         S3/O5/04  Licensing    Branch     1 

7pp          16443    179         24X   Flche    30-443.83/03/04,830512-0109 

S3Q5100I25  Forwards    comments   on   environ   qualification    correlation 
between    installed  &  qualified   components   as    follouup    to 
821014  audit   trip   rept   an    Item   IF   a.     "Autlllarij    Bldg    Modular 
Train   Filter    " 

SCHMIDT. H   C         Teias   Utilities    Services,     Inc         S3/O3/03 
VaUNOBLDQD,  G  J        Licensing  Branch    1        2pp        (B37S-O29        24X 
Flcho    30-443,  83/03/05.  B30S100I25 

B30SQ9O&39  Generic   Ltr   B3-20    to   all    operating    reactor    1  tceniees    & 
holders    of  CPs   re    integrated    scheduling    for    implementation 
of   plant   mods  5vc    list    end 

elSENHUT.DQ        Division    of   Licensing         83/03/09  Consolidated 

Edison   Co      of   NOD   Vorli.     Inc         16pp         18627    133         24* 
Fiche    30-000,  B3/Q3/09.  8303090639 

3303230637  Forwards  request    for   procedures   generation    package    needed    to 
complete  OL  application    evaluation 

YOUNG-BLOOD, B   J        Licensing    Branch    1         83/03/12         0ARY,  R    J          Teias 
Utilitlos  Generating  Co        6pp        18543, 029        24X   Flche    30-443. 
83/03/12,8305230627 

8309310151   Comment!   on  alternate    shutdown   reactor    heat    removal   Direct 
readings   of   process   variables   necessary    to   perform  S>   control 
reactor    heat  removal    provided   at   hat    shutdown    pan*!    as    part 
of  alternate   shutdown   design 

SCHMIDT.  H  C        Teias   Utilities   Services,     Inc        83/03/20 
YCUNOBLQOD,  B   J       Licensing   Branch    1        3pp         ISfiSI    231,       24X 
Flche    30-445,83/05/20.8305310191 


F      Security-    medical,    emergency   &    fire    protection   plans 


B 30 3030 4 6*  Forwards  FEMA  830322  memo   to  NRC   re    emerge-ncij    preparedness. 
MIZUNO.O   S         Hearing   Branch    t         03/04/29         BLOCH.  P    Q         Atomic    Safety 
and   Licensing   Hoard   Panel        3pp.       1B292    163        21 X 
Flcha    30-445.  B3/O4/B9.  83O3O3O464 


G     Adjurf leatorv   correspondence 


B3Q3040499  Fourteenth    set    of    interrogatories    &   requests    to    produce 
Related    correspondence 

ELLIS, J        Cltlien*   Association    for    sound   Energy        83/04/28  TII*I 

Utilities   Generating   Co         lOpp         18322    111         24X 
Fiche   30-445,03/04/28.0305040499 

S3O3O40513  Fourth    set    of    Interrogatories   &   requests    to    produce, Related 
correspondence 

ELLIS,  J        Citliens.   Association    for   Sound   Energy        83/04/33  Office 

of    the   Executive   Legal    Director        7pp         1B321    249        24 X 
Fiche    30-443,  83/O4/2B,  B303040313 

G309030464   Forwards    FEMA  8,30323  memo    to   NRC    re    emergency  preparedness, 

MIZUNO.G   S        Hearing    Branch    1         B3/04/29        BLOCH,  P   B    .  JORDAN.  H  H  , 

MCCOLLOM.  K  A        Atomic    Safety    and    Licensing    Board    Pane/1  3pp, 
JB292    163         24X    Flche    30-443,  B3/04/S**, 8303O30464 

B303030914    Motion    for    protective    order    that    discovery    not    be    h«d    ri 
draft    notice   of   violation    on    calculation    of    deflection   of 
rigid    support   CC-1-107-00B-E23R   Draft    1*    not    final    NRC 
document   Certificate    of   Bvc    end 

ROTHSCHILD.M  U        Hearing    Branch    1        83/04/29  Atomic    Safety   and 

Licensing    Board   Panel         7pp         1B306  330        24X   Flche, 30-445,83/04/89, 
B3O3O30314 

8309030322  Order    extending    time    until    830303   for   Commission    to  *ct   to 
review  ALrtB-714 

CHILK.S  J        Office    of    the   Secretary    of    the    CommUtion.       B3/04V29 
Commissioners         lp         1830i  397        Z4X   Fiehe:  90-44S,  S3/O4/29, 
B303030S22 

6305040331    Advise*    of   NRC   agreement    to   voluntarily    release   one 
paragraph    designated    by    Judge    Bloch    as    containing    factual 
Info   possibly   relevant    to    II tigationi  from   draft   821229 
notice   of   violation   Paragraph    set    forth 

TFIE8V, 8  A        Hearing    Branch    1         S3/09/03        CASE, J        Cltliens 
Association    for   Sound   Energy         lp,       18321    241.       24X 
Fithe    90-443, 03/09/03.  8303040931 

B3 0304 03 37   Reply    to  State    of   TX    brief    an   collateral    estoppel    State   of 
TX    erred    In    concluding    Dipt    of   Labor    decision    should    be 
given   collateral    eitoppal    effect    Decision    not    sufficiently 
firm    to   bi   accorded    precluslvi    effect 

.ROTHSCHILD.  M  U        Hearing    Branch    1        S3/03/03        4pp.       18331    282,       24)1 
Fiehe    30-443,83/05/03.8309040337 

— Q305040560  Reply    to   Cltiiens   Assoc    for   Sound   Energy    brief   re 
consideration   of   LOCA   in   design   criteria   far   pipe   supports 
Operabllitv    of   pipe    supports    not    necessary    to   assure 
safety-related    component   operabllity   M/Carttf Icate    of   Bvc, 
MIZUNO,«  S       Hearing   Branch    1        93/03/03       9pp.       18321   3Bb.      24 X 
Fiehe   SQ-443.  B3/O9/03,  S30S040387 


8303020422  Motion    to   allow  Cltiiens   Assoc    for   Sound    Ernrgij    to    file 
written   argument    on    issue    in    lieu  of    presenting    oral 
argument   at  G30119  hearing   Citliens   do  not   have    flnancas    to 
come    to    BethesdaiMO   for   40-mlnute  argument 

ELLIS,  J        Cltliens  Association   for  Sound  Energy         B3/Q1/U,  Atomic 

Safety    and   Licensing   Appeal   Panel        2pp        18283:  Q01         34 x 
Fiche    30-443,  H3/O1/1 1,  83O3020422 

— 83090S043O  Written  argument   on    Issues    to   be  argued    orally    on   830119    in 
Betheida.nD  Citliens   Assoc    for  Sound  Energy    unable    to    attend 
or   find  representative   Uhlstleblower   protection    discussed 
ELLIS.vl       Cltliens  Association    for   Sound   Energy         83/Ol/tl 
Atomic    Safety   and  licensing   Appeal    Panel        &9pp         1BZB3  003        24X 
Fiehe    SO-443.  83/01/11,8309030422 


B30S090015  Order   extending   time   until   830920  for  Commission   to  act   to 
revleu  ALAB-714 

CHILK, S  J.      Office    of    the   Secretary    of    the   Commission.       83/03/03 
Commissioners.       lp         18339  099        S4X   Fiche    30-443.  B3/OS/03i 
S303050Q19 

B3090S0013  Reply    brief    to   Cltliens    Assoc    Fur   Sound   Energy   830420  brief 
r«    consideration   of    effects    of   LOCA   on   pipe    support   design, 
Citliens    erroneously    applied    provisions    of   ASME  Code    not 
Applicable    to   design  Certificate    of   8vc    inch 
REVHQLDS,  N  s    ,    HORIN.U  A        Te>as    Utilities   Denerating    Co. 
REYNOLDS,  N  S        Debevolse   fc  Llberman,       S3/09/03        21pp.       18338  334. 
24X    Fiche:  50-445,  B3/03/03,  B3030500IB. 


— 8305020437  Forwards   Cltliens   Assnc    for  Sound   En-ergy    witness    <J  Doyle 
affidavit   re   blacklisting    due    to   testimony   *t    hearings. 
ELLISiJ       Cltlieni  Association    for  Sound   Energv        B3/01/IB 
ROSENTHAL,A  S        Atomic    Safety    and  Licensing    Appeal    Panel          lp 
1SH03  068       24X  Fiehe;  90-443,  83/01/11,  830902O42S 

— B305020444  Affidavit  of  J   Doyle   re   blacklisting    due    to    testimony    at 
hearings  NRC   should    take    immediate  &  stringent   measures    to 
stop    Insidious    practice   NRC   current   protection    For 
uhiitleblouers    Is    Caret   &  charade  Certificate    of   Svc    end 
DOVLG,  J        Affiliation   Unknown         83/01/17        4pp          18333' 049,        24  X 
Fiche   30-443,  83/01/11.  8303020422 

B309040S29  Affidavit   of  MA  Malth   re   computer   program    tn  J  Dpijl*  83Q426 
surrebuttal    testimonv  8TRUDL  program  utilind    u/»uf f ieient 
slmiltrities    to   assure  results  ulll    be  accurate 

WALSH.M  A       Citiitns  Association    for   Sound   Eneroy         B3/O4/S&        lp 
18320  001        S4X  Fiche   30-449,  83/04/26.  8303040M1? 

B303040a9'6  Motion   for  discovery   re  applicant  «,  NRC   lnteri-o|ja*or-les   on 
const  appraisal    team   Insp   Kept*    30-449/B3-1S  d    SO-446/83-J2. 
Related    cornspanilenct 

eLLIS,J       Citiien*  Association    for   Sound  Energy         83/04/2B-  Atomic 

Safety    and  Licensing   Board  Panel        3pp        13324    029         24X 
Fichv  50-443.  83/04/28.  8303040296 


8303090443  Response    in    opposition    to   NRC  S304BO  response    to   ASLB 
HUeition   re  LdCA-Induced    thermal    expansion    In    linear 
support*   b  applicant   B30421    brief    on    consideration    of    pipe 
{support    design    thermal    stresses    W/Cartif leate   of   Bvc, 
ELLIS,  j       citiian*   Association   for   Sound   Energu.      83/09/03.          Atomic 
Safetv   and   Licensing    Board   Panel,       SSff.       1B3631 001        24X 
Flche    50-443,  83/03/03,  8309090443. 

9303110137  Responds    to   B30304   request    to   revieu   proposed    protective 
agreement    between  Cltiiens   Assoc    for   Sound    Energy    d    ITT- 
Orlnnel   fa    de-sign   criteria    for    pipe    supports   Hording    too 
restrictive,  Revised    proposal    encl    for   revleu, 

ELLIS.J        Cltliens   Association    for    Sound    Energy        83/03/04,       HORIN, W 
Debevolse.    t<  Liberman.       4pp         1B393-344        24X   Fiche' 30-449,  B3/09/04, 
8305110137 

B30911O347  Certifies    tvc    of   J  Doyle   B30904    supplemental    *urrebuttal 
taitimony, 

GLLla, J,       Cltiiens    Association    for    Sound   Energy.       83/09/04        2pp, 
1940i,lB8        S4X  Flclie    30-449.83/03/04,8309110347 
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0303090307   Forwards    testimony    of   LJ  Skiles,AB    Armstrong    &   CL  Corn   re 
emergency    planning    rec  ommendat  i  ons,  A    Vega    testimony    re    canst 
appraisal    team   rapt   &   JS  Marshall,  DH  Wade.  JC    Finnoran   5 
OR    Hoadlan    affidavits    Flelatad     correspondence 

REYNOLDS, N    E         Debevolse    t*   Liber  man         B3/O5/O3         BLOCK.  P    B         Atomic 
Safety   and   Licensing    Board   Panel         2pp         10362  014        24X 
Fiche    30-443,  83/O3/O3.  B30309Q3Q7 

— 8309090517    Affidavit    of    JS   Marshall     In    response    to    ASLB    inquiry    re 
clam i f icatlon    of    equipment    for   application   of    10CFR30,App    & 
requirements    t.    relationship    of    Board    Notification    B3-13    to 
HR   Denton   Oil  120   memo    on   classification 

MARSHALL, J   S         To. as    Utilities    Oenerating    Co         B3/03/OS         7pp 
1B362   O26         24X    Fiche    30-443,  03/09/05,  S3O3O9O5O7 


-S3  05090  321    Affidavit    of    DH  Wade   re   Mid  land-Floss    suporstrut   matl 
(Board    Notifications   B3-O2  &   B3-14)    fc   welds    In   main   control 
hoard    panels     (Board    Notifications    S2-9O,  9OA    b    114) 
HADE, D   H        Teias    Utilities    Generating    Co        B3/OS/03        90pp 
IB362    033         24X    Flche    30-443,93/09/03,3305090507 


— 0309090654   Affidavit    of    D   Terao    re    ASLB   B304O7    telcon    questions    on 
Board    Notification    82-105,     "Aliened    Design    Deficiency    " 
Prof    qualifications    encl 

TERAQ,  D         Mecfianiea!    Engineering    Branch         B3/O9/O3         9pp 
183&0    104         24*    Fiche    30-443,  83/Q5/O3,  B303C-9036B 


const    appraisal 


B305090360  Notice  of  B30M3-17  evidentiary  hearings  re 
team  QA  study  Limited  appearance  statements  will  be 
d  isal  lometi 

OLOCH.P    B         Atomic    Safety    and    Licensing    Board    Panel 
1836O    153         24X   Fiche    30-445,  B3/D3/06,  8305090360 


0305100270   Confirms    ABLE   response    to    utll    question    re    delegation    of 
authority    to    county    judges    to    mate    decisions    concerning 
radiological     emergency    protective    action    notification   S> 
recommends tl ant 

REYNOLDS. N   S         Debevolse    !.   Liberman         REVNOLDS,  N   S         Teias    Utilities 
Qenerating    CD         83/05/06         BLCCH, P    fl         Atomic    Safety    and    Licensing 
Board    Panel          lp          1S371    33B         24X    Flche    30-443,  83/O3/O6,  H30310027O 


-B303Q90325  Affidavit    of   JC   Finneran    on   applicant    response   to   Board 
Notification    82-103    re    pipe    clamps    employed    on    ASME    Code 
Clan     I    piping 

FINNERAN.J  C        Teias   Utilities    Generating    Co        83/O9/03        3pp 
1B362    123         24X    Flche    30-443,  B3/O3/O3,  B30309O307 


B3O31O0321    Forwards    draining    of    upper     lateral    restraint    ref    in   J   Doyle 
830426   rebuttal    testimony 

REYNOLDS. N   S         Debevolie    t   Liberman         REYNOLDS. N   S         Teias    Utilities 
Generating    Co         B3/OS/06         DLDCHi P    B         Atomic    Safety   and    Licensing 
Board    Panel         2pp          1B37O   091         24X    Ficho    50-443,83/05/06.8305100321 


— B30B090330    Affidavit    of    DR    Woodlan    providing    responses    to    ASLB 
inquiries   re   Board    Notifications    83-26   fc  B3-3B    concerning 
failure    of    certain   reactor    trip    breakers    to    perform   as 
designed   Prof    qualifications    encl 

UOQDLAN,  D  fl        Teias    Utilities   Generating    Co        83/03/03        ISpp 
18362    136         24X    Fiche    30-443,63/03/09,8303090507 

9303090368   Forwards    direct    testimony    t  affidavits    In    response    to 
questions    posed    by    ASLB   during    830407    telcon 
TREBV.S   A    ,     flOTHSCHILD.M   U   ,     MIZUND,  0    3         Hearing    Branch     1 
B3/03/03         BLQCH.P    D    .     JORDAN.  W   H    ,     HCCPLLDM.  K   A         Atomic    Safety    and 
Licensing    Board    Panel         2pp          1S360   O01          24X    Flche    SO-449,  B3/OS/OS, 
B3O309036B 

—9303090600  Affidavit    of   8B    Buruell    re    questions    posed    during    ASLB 
030407    telcon    on    Implemented    procedures    concerning    malnt   of 
scram  breakers    as    result    of    Board   Not  i  Ficat  Ions   83-26   b 
03-38  Prof    qualifications    encl 

BURWELL.  S  0        Licensing    Branch    1        83/O3/03        3pp         1G360  033        24X 
Fiche    30-443,  B3/09/Q3.  B305Q9036B 

— B303090607  Affidavit    of   FD  Coffman   on   Unresolved    Safety    Issue   A-17, 
"Sys    Interaction    in   Nuclear    Payer   Plants,"    per   ASLB   930-107 
telcon   request   Prof    qualifications    encl 

CQFFHAN, F  D        Reliability    &  Risk    Assessment   Branch        83/03/03 
9pp          1B340   OSS         24 X    Flche    30-443,  B3/O5/O3, B30309096B 

—8305090618   Affidavit    of   B   Ulab    re    semUcale    feed    (<   bleed   E«periment 
S-8R-3  &   related    subsequent    RELAP-3  analyses, per   ABLE   830407 
t*lcon   request   Prof    qualifications    encl 

DIAB,8,       Reactor    Systems   Branch        83/03/03        9pp,       1B360  Oi7        24X 
Fiche    90-443,  B3/03/05,  B303090968 

— 8309090623   Affidavit    of   TB  Dunning    re    A9LB   B30407    teleon    question    on 
reactor    trip    (scram)    sys    d   conformance   w/lEEE-279  Prof 
qualifications    incl 

DUNNING, T  0        Instrumentation   b  Control    Systems    Branch        B3/03/03 
6pp          18360   072         S4X    Fiche    90-443,  83/08/03, S30309O36B 


8305110332  Requests    Info   re    introduction    Into   evidence    of   const   t> 
appraisal    team    insp   &    investigation   repts    by  NRC 
ELLIS.  J         Cltiiens    Association    for    Sound   Energy         83/03/06 
ROTHSCHILD.M  U        Office   of    the   Eietutive  Legal   Director        lp 
1B4O6    147         24X    Fiche    90-443, B3/O3/O6,  33051 10332 


830511036B  Discusses    proposed    stipulation   re    listed   Cltiiens   Assoc    For 
Sound   Energy    discovery   matters 

ELLIS. J        Citiiens   Association    for   Sound   Energy        83/05/06 
ROTHSCHILD. M   U         Office    of    the    Eiecotlve    legal    Director         2pp 
I84O6   077         24X   Flche    50-443, 83/03/06,  B3031 1036B 

9305110397    Submits     lilt    of    stipulations    re   Cltiiens    Assac    for    Sound 
Energy    eihibits    for   verification   of   authenticity   ti  possible 
admission    Into   evidence 

ELLIS.  J        Citizens    Association    for    Sound    Energy         B3/03/Q6         HDRIH,  N 
Debevolse    !<   Liberman         app          1B406    193         24X    Fiche    30-443,83/03/06, 
8303110397 


0303110357   Response    opposing   NRC   Q30505  motion   to  withdraw  Sept    19BS 
preflled    testimony   Certificate    of   Svc    encl 

ELLIBiJ        Cltiiens   Association    for   Sound   Energy        B3/03/07  Atomic 

Safety   and  Licensing   Board    Panel        4pp         1B40&  032        24X 
Flche    30-443. 83/09/07. B3031 10337 

B305100267   Forwards    original    signed    pages    to    J3    Marshall, DH   Made.JC 
Finneran   !-  DR   Uoolan  affidavits    filed    on  S30303 
HORIN,  H  A        Beievoiso   t,  Liberman        HOF?IN,W  A        Teias  Utilities 
Generating    Co        B3/05/09        BTtJCKY.  3  U        DockeEing    b  Services    Dranch 
9pp          1B371    236         24X    Ftche    30-443.93/03/09,8305100267 

B30510O295  Answer    opposing   Cltiiens  Assoc    for   Sound    Energy   motion    for 
discovery    re   const   appraisal    team  rept   Discovery   requests 
unnecessary,  cumulative,  unduly    burdensome  !•  unblmelu 
Certificate   of   Svc    end 

REYNOLDS, N   S         Teias    Utilities    Generating    Co         REYNOLDS,  N   S 
Debevolse   L  Liberman        83/05/09  Atomic    Safety    and  Licensing   Board 

Panel         fipp         IB371    295         2flX    Fiche    30-443,83/05/09,9303100293 


-8309090632  Affidavit    of   HP   Haass    re   ASLB   B304O7    telcan    questions    on   NRC 
Interpretation    of    10CFR3O,App    n   Prof    qualifications    enel 
HAASS, W  P        OA  Branch        B3/O3/O5        3pp         18360  078        24X 
Fiche    SO-443,  B3/09/03,  B309090968 

-B303090640  Affidavit    of  CE  Rossi    re  ASLB    B30407    telcon   questions 
concerning    status    of   NRC   position   on   Unresolved    Safety    Issue 
A-9,     "ATWS    "   Prof    qualifications    encl 

ROSSI, C   E        InitrumentJtlon   k  Control    Systems    Branch,       B3/O3/03 
3pp          1B360   OH3,        24X   Fiche    30-4.43,  B3/05/03,  B30309036B 

-8303090646   Affidavit   of   AJ  BlultiBuici    &   TO   Dunning    ra   ASLB  830407 
questions   on  Unresolved    Safety    Issue   A-47i     "Safety 
Implications    of    Control    Sus    "   Prof    qualifications    end 
SZUK3EWICZ,A   J         Oenerlc    Issues    Branch          DUNNINO, T   O 

Instrumentation   &  Control   Systems   Branch       83/O3/05,      9pp 

IB360  093    S4X  Flche  30-443. B3/O3/03, B303090560 

-8309090630  Affidavit  of  RO  Taylor  re  ASLB  830407  telcon  questions  on 
use  of  superstrut  matl 

TAYLOR, R  0   flegton  4,  Office  of  Director    B3/03/Q3   2pp 
1B360  102    24X  Fiche  9O-449, 83/09/03, S303O9036B 


8303130066  Motion  to  allow  addl  supplementary  surrabu t tal  testimony 
of  J  Doyle, witness  for  intervenor  Receipt  of  drawing  creates 
need  to  revise  previous  testimony 

ELLIS,  J   Citiiens  Association  for  Bound  Energy   83/09/09,     Atomic 
Safety  and  Licensing  Board  Panel   2pp    18436  331   24 X 
Flche  30-443,83/09/09,3303130066 


Q30913D173  Response  to  ASLB  830306  request  for  discussion  of 
interrelationship  of  ABME  App  XVII, Section  2371  3.  to  rest  of 
ASME  Code  App  is  mandatory  &  integral  part  of  ASME  Code  &  is 
applicable  to  pipe  supports  Certificate  of  Svc  encl 
ELLIS,  J   Citizens  Association  for  Sound  Energy   83/03/0?   34 pp 
18437  303    34X  Fiche  30-443, B3/03/09, B309130179 


8303130013  Answer  to  Citiiens  Assoc  for  Sound  Energy  830428  motion  for 
dlscoviry  Ansuers  to  interrogatories  filed  as  limited 
discovery  on  IE  Const  Appraisal  Insp  Repts  BO-449/83-1S  & 
30-446/83-12  relevant 

ROTHBCHILD.M  U   Hearlno  Branch  1   B3/03/11     Atomic  Safety  and 
Licensing  Board  Panel   3pp    1B437  133   24X  Fiche  30-443,  83/09/1 1, 
B303130013 


— 8309130021  Answers  to  fourth  set  of  intsrrogatorles  !•  requests  to 
produce 

BEACH,  A  B   Director's  Office,  Office  of  Inspection  and 
Enforcement   83/03/11     Citizens  Association  for  Sound  Energy 
12pp    1B437  136    24X  FichB  30-443,  B3/03/1 1. B303I30013 
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8303130033  Response    to  ASLB    inquiry   re   A  SHE  Duller    &   Pretsuro   Vessel 
Cadi    App    XVII   Ay?   delineates   requirements    &   stress    limits 
for  analysis    of    linear   pipe   supports 

MtZUNO.G   S        Hearing    Branch    1         83/O3/11         3pp          18437    094         24 X 
Ftche    90-443.83/03/11,8303130033 

—0303130040   Affidavit    of    RJ   Bosnak    re   App    XvII-2OOO    requirements    & 
stress    limits    far   linear   elastic   analysis   of    linear    pipe 
supports  Article   XVI 1-2271   3  requires   appropriate    design 
cons  iteration  be   given  Certificate   of  Svc   encl 
BOSNAK, R   J         Office    of    Nuclear   Reactor    Regulation,     Director 
33/03/11         4pp         IB437   097         24X   Flche    30-443,83/0-3/11,8303130033 

B303130360  Supplemental    reply    brief   re    pipe   support    design. 
Consideration   af   thermal    expansion  of   supports    not   required 
In  design   of    linear-type   pipe    supports   Certificate    of   Svc 
encl 

REYNOLDS,  N   S   .     HORIN,  W  A         Teia*    Utilities   generating    Co 
REYNOLDS,N  S        Debevolse  t,  Llberman        83/03/11,  Atomic    Safety    and 

Licensing   Board   Panel        7pp        1B439  244        34X   Ftche    30-445,  B3/O5/1 1, 
8303130260 

B30BI70207  Forwards    improved   draining   received    from    applicant    In 
response    to   request  re  Citliens   Assoc    for   Sound    Energy 
Elhiblt  763    (J  Doyle  830504   supplemental    surrebuttal 
testimony  > 

ELLIS,  J        Citliens   Association    for    Sound    Energy          83/O9/1 1 
BLOCH.P   B    .    MCCCLLOM,  K   A   .     JORDAN.H   H        Atomic    Safety    and    Licensing 
Board    Panel         3pp         18463   334         24X   Flche    3O-443,  &3/O3/11 .,  H3031  7O287 


8303100093  Confirms    plan    to    perform    Independent   verification    Imp    on 
B3O423-0306  Addl    info   re   required    documentation    packages    for 
47  uelds    selected    for    Independent   verification   requested    by 
830411 

QA8LIARDD.J  E        Division   of   Resident,    Reactor   Project   &  Engineering 
Programs         83/04/11         QARY, R    J         Texas    Utilities    Oenerating    Co         Spp 
18377   264         24X    Flche    50-443,83/04/11,8303100073 

8303120143  Forward*    IE  Const   Appraisal    Insp   Repts    9O-449/B3-1S  & 
30-446/83-13    on    B3O124-OE04   t.   02I4-03O3   EleCUtlve    summary    Of 
results   &    list    of   potential    enforcement    actions    end 
Region    IV  will    address    findings    at   later    date 
DEYOUNO.R   C        Director'.   Office,    Office    of    Inspection   and 
Enforcement        B3/Q4/11         OARVi R   J        Teial   Utilities   Oeneratins   Co 
lOpp         18457    262         E4X    Flche    30-443.  83/O4/1 1, 8303120143 

—0303120133   IE  Const   Appraisal    Insp    R.pti    30-445/83-18  &   30-4.46/83-12  on 
830124-0304   &   0214-03O3  Major    areas    Inspected    electrical    t 
Instrumentation   consti  mechanical    consti  welding   *•  NDE  &  civil 
t   structural    const 

BEACH,  A   6    .     KESHISHIAN,  P     I    ,     QOWER.  O   C         Reactor    Construction 
Branch         83/04/08         B9pp          1B4S7   27O         24X   Fleft*'  90-449,  83/04/11. 
B30M20143 

S303040021    IE    Info   Notice    83-21,     "Defective   Emergency    Ule   Respirator   " 
Svc    Hit    encl 

JORDAN.E  L        Division   of   Emergency   Preparedness   *  Engineering 
Response    (Post   830103)         83/04/13  Consolidated   Edison   Co      of  Ntu 

York,     Inc        126PP         1B433    133        24X   Flche- 3O-000,  83/04/19,  B303040021 


8305170513  Forwards   add!    exhibits    to  assist    in   reaching    stipulations 
prior    to   hearings   U/o   encl, 

ELLIS, J       Cltdens  Association    for  Sound  Energy         S3/Q5/1 1 
RQTHSCHU-D-M   U        Hearing    Brancih    1         REYNOLDS' N   S          Debtvolse    d 
Llberman         2pp         1B470   OO9        24X   FUhe    30-443.  B3/O3/1 1 ,  B3O3170313 


B303040QS3    IE   Info   Notice    83-22,     "BUR   Safety/Relief   Valve   Failures." 
Bvc    Hit    encl 

JORDAN.E  L        Division   of   Emergency    Preparedness   *   Engineering 
Response    (Past    S30103)          B3/O4/22  Consolidated    Edison   Co,     of   New 

York,     Inc        112pp         183B3  089        24X   Flche   30-000( 83/04/HS. 8303040023 


8303160147  Forudr^i  AB   Beach   830911    ligned  affidavit    fc   prof 
qualifications    to  NRC  830311    answers    to  Citliens   Assoc    for 
Sound    Energy    fourth   set    of    interrogatories 

ROTHSCHILD,  M   U        Hearing    Branch    1         83/03/12         ELLIS,  J         Cltltenc 
Association    for    Sound    Energy         3pp         18446    101          34X 
Flche :  30-443,  83/O3/1B,  B30516O147 

830S200SO4  Foruiards   830513   Itr   tranimitted    to  fleglan    IV  &  uti  1    in 
response    to  ASLD   directive  re   cross-examination   document 
delivery 

ELLIS, J       Cltlieni   Association    for  Sound  Energy         83/03/16 
BLOCH,  P    B    ,     JORDAN,  H   H   ,     MCCQLLQM,  K   A         Atomic    Safety    and    Licensing 
Board    Panel        lp        1B314  096        34 X  Fiche   30-443,  B3/05/16,  B30920OS04 


B 3 0304002 3   IE    Info   Notice    63-23,     "Inoparablo   Containment   Atmosphere 
Sensing   Syi    "    Svc    list    vncl 

JORDANiE  L        Division   of   Emeroency    Preparednes*    fc  Enplnorlng 
Response    (Post  B30103)         B3/O4/23  Consolidated    Ed  1  ton  Co      of  N«u 

York,     Inc        119pp         1B3B1    391        24X   Flche   30-000,83/04/23,8303040023. 

8303120610   Informs    that   commitments   re    eitent   &  method    of    exam  of 
preservice    Insp    program    consistent   u/lnservice    exams, based 
on  Reg   Guide    1    130.  Preservice    e>am   plan    described    In   830301 
Itr  acceptable   provided    plan    completed    before   B4011S 
YOUNOBLOOD,  B   J        Licensing    Branch    I        83/04/27        OARY,  R.  J.       Teias 
Utilities  Oener«ting    Co         2pp         18440  334        S4X  Fich*' 30-443, 
B3/04/27,  8303120610 


8309200934  Order    extending    time   until   830327    for    Commission    to   act    to 
review  ALAB-714 

CHILK,  S  J       Office  of    the   Secretary    of    the  Commission        83/09/17 
Commissioners         lp         1B519   091         34X   Flche    30-44S,  B3/OJJ/19, 
B3032O0534 


8303040026    IE    Info   Notice    B3-24,     "Loose   Parts    In   B»cond«r«   Bide   of 
Steam  Generator*    at   PUR*    "    Svc    list    encl 

JORDAN,  E  L        Division   of    Emergency   Preparedness   b  Engineering 
Response    (Post   830103)         83/04/2B  Consolidated    Edison   Co      of   New 

York,     Inc        HSpp        1B33S  047        24X  Flche.    30-000,  B3/04/28,  8303040026 


H303270015  Forwards   NB  Le,  DC  Ford.P  KeshI shian, RM  Convpton. QC    Oouer, 
HW  Phillips  t,  HA  Kansen   prof   qualifications    Individual* 
listed    in  NRC  answer    to    Interrogatory    1    (fourth    set)    & 
requests    to   produce 

ROTHSCHILD,  M   U         Hearing    Branch    1         B3/03/8A         ELLIS,  J         Citliens 
Association    for   Sound  Energy        lOpp        1B633  332        24X 
Flche    30-445, 83/OS/26,a303270O13 

B30S310O11   Order    extending    time   until    B30606   far   Commit* ton    to   act    to 
revieu   ALAB-714 

CHILK,  3  J       Office    of   the  Secretary   of   the  Commission         B3/O3/27 
Commi«ilon»rs         lp         1B633   239         S4X   Fiche    30-449,  B3/O9/27, 
9303310011 

K     Utility  Final   Safety  Analysis    Report    <FSAR)   h   amends 

B30316013B  Fopuartfi  Amend   40  to  FSAR 

OARY.H  J  Teias  Utilities  Oene-rating  Co  B3/03/O9  DENTON.H  B 
Office  oF  Nuclear  Reactor  Regulation,  Director  2pp  1B444  19O 
24X  Fiche  30-443.33/09/09,8303160138 


— B305160141    Amend    40    to   FSAfi 

»     Texas   Utilities  Generating    Co        B3/O3/09 
24X    Flche    30-443,  B3/09/09,  B30316013B 


397pp.        1S446' 194 


Q.    Inspection  report*,    IE  Bulletins  I<  correspondence 

B2120603B5   IE   Info   Notice   83-14,     "Deu«tered  Spent    Ion    Etchange   Resin 
Susceptibility    to  Eiothernlc   Chemical   Reaction    "   Svc    Hit 
*ncl 

TAYLOR, J  K       Division   of   Safeguard*  &    Inspection  Programs    <Po*t 
830103),      B3/03/31  Consolidated   Edison   Co,     of   Neui  York,     Inc 

112pp        10308  3f?       24X  Fiehe  5O-OOO,  83/03/BI.  B21SOi03BS 


B3O3040027    IE   Info   Notice   83-29,     "Standby    Oas    Treatment  Bus   Heater  Hlfth 
Temp   Trip   Setpoint  Adjustment    "    Svc    Hit    encl 
•JORDAN,  E  L        Division   of    Emergency    Preparedness    &  Engineering 
Response    (Post  830103)         B3/O4/29  Consolidated   Edison  Co      of  New 

York,     Inc        118pp         18383   169        24 X   Fiche   90-000,83/04/28,6303040027. 

9303040038   IE   Info   Notice   63-Si,.     "Failure    of  Sefetij/Relltf  Valve 
Discharge   Line   Vacuum  Breaker*    "    Svc    Hit   end 
JORDAN, E  L        Division   of    Emergency   Preparednt**    Ic  Engineering 
Nesponie    (Poet   Q301O3)         83/03/03  Consolidated    Edit on   Co      of   New 

York,     Inc         ISSpp         18441' 170        24 X   Ftche    90-000,  B3/09/03. B3030400SB 

9303040030   IE    Info   Notice   63-27,     "Operational    Raiponie    to  Events 
Concerning    Deliberate  Acti    Directed   Agalnit  Plant 
Equipment    "   Svc    lilt   encl 

JORDAN,  E  L        Division   of    Emergency   Preparednei*   b  Engineering 
Reiponie    (Post  S30103).       83/O3/04  Consolidated    Edison   Co      of  New 

York,     Inc        112pp         18382  2B2,       24X   Flche,  90-OOO,  03/03/04, 8303040030, 

8303040031    IE    Info   Notice   83-28,     "Criteria    for   Protective   Action 
Recommendations   for  General   Emergencies   "  Svc   list   encl 
JORDAN,  E  L,      Division   of   Emergency  Preparedness  b  Engineering 
Response    (Poit  830103)         83/03/04  Consolidated    Edison   Co.     of  N*u 

York,     Inc        ll<?pp         18441    001.       24X  Flche'  30-000,  S3/OS/04, 8303040031 

6305160240  Board   Notification   B3-29C    provides   830413  meeting    summary 
describing   continuing   dlicusslon   between  NRC  tt  utll   on  need 
for   program  to   a**ure   adequate    plant    design   &   con*t,as 
result   of    const   appralial    team    tn*P 

NOVAK,  T  M.       Assistant   Director    for  Licensing,       83/O9/04.  Atomic 

Safety   and   Licencing    Board    Panel        4pp         1B471   331         24X 
Flcha    30-443.B3/03/04i83O91a024O 
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— e3O3J4O244    Summary     of    B3O413    meeting    u/util     In    Bathesda.MD    re 
ml  sunderstand  ing     between    utll    &    NRC    on    need     far    .added 
assurance    that    plant    designed    &    contructod    in   accordance   u/ 
application   Results    of    const    appraisal    team    insp    discussed 
BURWELL,  S    B         Licensing    Branch     1          B3/O3/O4  Licensing    Branch     1 

6pp          18471    334         24X    Flche    30-445,63/03/04,3303160240 

B30304O033    IE    Info   Notice    83-29,     "Fuel     Binding    Caused    by    FUB!    Rack 
Deformation    "    Bvc    Hat    end 

•JORDAN.  E  L        Division    of   Emergency    Preparedness   (•    Engineering 
Response     (Post    B3OIO3)          83/Q3/06  Consolidated    Edison    Co       of    Neu 

York,     Inc          119pp          18523   349         24X    FIche    30-000,03/03/06,0303040033 

83(53040034    IE    Info   Notice    S3-3O,     "Misapplication    of    Generic    Emergency 
Operating    Procedures    {COP)    Guidollnes     "    Svc     list    encl 
JORDAN, E  L        Division    of   Emergency    Preparedness   &    Engineering 
Response    (Post   830103)         B3/O3/ 1 1  Consol  1  dated    Edison   Co      of   Neu 

York.      Inc          114pp          1B324    OO3         24X    Ftche    30-OOO,  83/OH/l  1.  B303O4OQ34 

B30323O443  Forwards    IE    Insp   Repts    30-449/83-12  S,    30-446/83-07    on 
830222-0308   tt   0322-23   No    noncomp 1  lance    noted 

MADSEN.O  L        Region    4.    Office    of   Director        83/03/13        GARY, R   J 
Teiai    Utilities    Generating    Co          2pp  IS 538    178         24X 

FUhB; 30-443. B3/03/13,  830323D443 


S       Reportable    occur 


LEFIs    &    related    correspondence 


63OS1 10127    Part    SI    t    deficiency    repts    re    ml  nopera t i on    Qf    DS-41&   reactor- 
trip    undervol tage    devices    Initially    reported    an    B3D42O 
Attachments    lui  1 1    be    replaced    u/iievicas    u/uiitfened    grooves 
to    accommodate    new    retaining    rings    Mfg    drawings    revised 
IIAHE.E   P          Uestlnghouse    Electric    Corp         83/04/21         DEYQUNO,  R    C 
Director's    Office,     Office   of    Inspection   and   Enforcement        Spp 
IS403    053         24X    Flche    50-000.33/04/21.3303110427 

8303200293    Interim   Deficiency    Rept    SDAR-106   re   HVAC    hangers    fabricated 
at    variance    in/design    Initially    reported    on   B3O301    Completion 
of    evaluation    anti c ipated    by    830703 

OARY-R    J         Teias    Utilities    Generating    Co         B3/03/11          MADSEN, 0   L 
ftegion    4,     Office    of    Director          lp          1B316   273         24X 
Fiche    30-443.  83/05/11.  B3QS200H9B 

E30S24O33t    Part    21    rept    re    bolting    parts     for    ASME    III  NF   Class     1    pipe 
supports    an    rigid     struts    or    pipe    clamps    for    struts    or 

snubbers    Initially    reported    on   830313  Bolting    parts  greater 
than    2-inch     Blis    not    eiaminerf 

HDVI.L         NFS    Industries,     Inc         B3/OS/I6         DEYOUNQ, R  C         Director's 

Office,    Office   or    Inspection   and   Enforcement        lp  1S374   001        24X 
FiChe    30-000. B3/03/14,  B3O3S4033i 


—8305830449    IE    Insp    Repts    30-443/B3-12   t.    30-44&/B3-O7    on    B30222-030B   J, 
O322-23  No   noncompl lance    noted    Major    areas    inspected 
follouiup    of   unreiolved    Items    In    IE    Insp    Repts    SO-443/BS-2fi. 
3O-146/82-14    t,    30-443/82-22 

TAP1A, J    1    .    CKENiW  P    .    HUNNICUTTiD   M        Region   4,     Office    of 
Director         B3/03/O3         Spp  1BS3B    ISO         24X    Flche    30-443,03/05/13, 

8309230445 


T       Hearing     transcripts    on    non-antitrust   matter: 


83OBQ201S6   Corrected    transcript 
Betbesda,  MD   Pp    1-132 

*      Atomic   Eefstg    and   Licensing    Doard   Panel        83/04/07 
10272   939          S4X   Fiche    SO-443,  93/04/07,  B303020136 


B304O7    telephone    conference    In 
I3Spp 


8305300416  flck    receipt    of   830423    Itv    Informlnfl    Nf)C    of    steps    taken   to 
correct   violation*    noted    in    IE    Insp   Repts    30-443/03-03  t. 
30-446/83-01 

MAD9EN.O  L        Region    4.     Office    oP   Director        93/03/18        GARY,  R   J 
Te«»»    Utilities    Generating    Co         lp         1051G    124        2-4  X 
Fiche    80-443,83/03/18,8303200416 


Responds    to   NRC    830328    Itr    re   violations    noted    in    IE    Insp 
Reptl    30-443/83-03  «.    50-444./B3-01    Corrective   actions    light 
potit   mill    be    Inspected    b    items    designated    non-nuclear 
safety-related    reviewed   &   upgraded 

GARY.R   J        Teias    Utilities    Generating    Co        S3/O4/3S        MADSEN, 
Region   4,    Office    of   Director         3pp         1B318    123        24X 
Flen*    30-443,  03/O3/10,  8303i300416 

8303300666  Ac  k    receipt    of   830415    Itr    informing    NRC    of    steps    taken    to 
correct    violation*    noted    in    IE    Imp    Repbs    3O-443/B3-O7   It 
•JO-446/B3-04 

MADSEN,  0   U        Region   4,    Office    of    Director        B3/OS/1B        (WRY,  R   J 
Taxai    Utilities   Generating    Co         lp         18319  093        24X 
Flche,  30-449,  B3/09/1B,  B3O320O&6& 

—8305200674   Responds    to   NRC   830314    Itr    ra   violations    noted    In    IE    Insp 
Rept!    30-443/B3-O7   &    30-446/83-04   Corrective    actions    canst 
personnel    uilll    be    relnstructed    in    necessity    for    rigid 
compliance   u/dlilgn   &   procedural    requirements 

OrtHY.R   J        Toia»    Utilities    Generating    Co        83/04/13        MADHEN,  0,  L 
Ftiglun    4,     Office    of    Director          Spp          1B319   096         34X 
Fiche    30-443,  83/03/18,8305200664, 


B3OS040507   Foruiards   J  Doyle    aurrebuttal    testimony 

ELLIS, J        Citliens    Association    for   Sound   Energy        03/04/26 

BLOCH.P    Q    .     JORDAN,  W   H    .     MCCOLLDM-K   A         Atomic    Safety    and    Licensing 

Board    Panel  lp          10319    146         24X    Ftcho    30-443,33/04/26,3303040307 

— B303040913   Surrsbuttal    testimony    of   J  Doyle   ra   consideration    of   LdCA    in 
design    criteria    for    pipe    supports   Results    of    hand 
calculations    supported    by    computer    analysis    Indicate    grills 
error    in    fundamental    approach    Certificate   of   Svc    encl 
DOYLE.J        Citiiens   Association   for   Sound   Energy        B3/04/26        89pp 
18319    147          24X    Flche    30-445, B3/O4/26. B303040307 

B3OS04033S   Supplemental    surrabuttal    testimony    of   J  Dai;  1  a    re    severe 
minor   b  offsetting    errors    In   computer   analysis   Certificate 
of    Svc    encl 

DOYLE,  J        Citliens    Association    For   Sound   Energy        B3/O4/2S        Bpp 
18321    263          S4X   Fiche    SO-443, B3/04/2B,  B303040333 

B3O3110157    Surrehutta.1    testimony    of   MA   Walsh    Certificate    of    Bvc    encl 
Related    correspondence 

WALSH,M  A        Cltliena   Association    for   Bound.    Energy        83/03/04        9p  p 
10407    112         24X   Ficfie    3O-449.  B3/05/04,  0305110137 

8305110334    Supplemental    surrebuttal    testimony    of   J  Doyle   re    special 
insp    team    Insp    Repti    30-443/H2-26   1,    50-446/02-14   Related 
correspondence 

DOYLE.J        Clttuni    Association    For   Sound   Energy        83/O3/04        42pp 
18406   006          24X   Flche    30-449,  B3/03/04,  83Q5U0334 


03O304004O   IE    Info   Notice   83-31.     "Error    In   ADLPIPE  Computer   Program    " 
avc    ttst    encl 

JORDAN.  E  L        Division   of   Emaronncu   Preparedness   &  EnginBeir  ing 
Response    tPoit   B30103)        83/D3/19  Consolidated    Edison   Co      of   Neu 

York,      Ine          114pp          18697   009          24X    Fiche    50-000,83/03/17,0303040040 

8303240003   Forwards     IE    Imp    R*pts     SO-443/B3-14    t    30-146/03-00    on 
B3O32B-31    No   noncompl i»nc»    noted 

NADBEM.O  L        Region    4.     Office    of    Director        S3/O3/20        GARY.  R   J 
Tex**    Utilities    Oeneratlng    Co         Spp         19349    139        SIX 
Flchi     50-443,83/03/50,8309240003 

— B3O9240003    IE    Insp    Rgpti    30-443/B3-I4    t    30-446/B3-O8   on   H3O32S-31    No 
noncompl  lance    noted    Major   areas    inspected    radtiraste    program  & 
transportation   activities,  Including    organliatloni training, 
radiuiaite    sys   mgti  effluent   release   controls   &   procedures 
BAEFtiR.E   ,    MURRAY,  B   ,    WEBTERMAN,  T  F        Region   4,    Office    of    Director 

83/03/19        34pp         1BB49    141         24X   Flche    30-443,83/03/20. 
83Q3240003 


B305090507  Forwards    testimony    of   LJ  Skilas,AB  Armstrong    t.  CL   Born   re 
emergency    plannlnfl    recomrnandationa.  A  Vega    testimony    rn   const 
appraisal    team  rept   tt  JS  Marshall, DM  Uade,JC  Flnneran   t, 
DR   Moodlan    affidavits   Related    correspondence 

REYNOLDS, N    S         Debnvoise    J.    Uiberman         REYNOLDS, N   B         Fexai    Utilitlet 
Oenvrating    Co         B3/03/O3         BLOCH,  P   D    .     MCCQLLQH,  H    A    ,     JORDAN,  U   H 
Atomic    Safety    and    Licensing    Board   Panel        2pp        18362  014        24X 
Flche    30-445,83/03/03.8305090307 

— 0303090510   Testimony    of   LJ   Bkiles.AD  Armstrong   &  CL   Born   on   ASLB 
830423    telcon   questions   re   adequacy   of   county    judge    at 
emergency    plan  coordinator 

SKILES,  L    J    ,     rtRM3TRONO,  A    19    .     BORN,  C   L         Taias,     State    of         B3/OS/05 
7pp          1B362   016         24X   FichB    30-445,83/05/05.8305090307 

— 0305070313   Testimony    of   A  vega   re   applicant   response    to   030411   Const 
Appraisal    Team   Insp    Repts    30-445/83-18  i.   30-446/03-13 
VEGA,  A         Teias   Utilities    Generating    Co         03/05/03         3pp 
18362   033         24X    Flche    50-443,83/03/03,6303090307 


8303040046    IE    Info   Notice   83-33,     "Nonrrpresentati ve    Sampling    of 
Contaminated   Oil    "    Svc    list    encl. 

OQFtDANiE,  L        Division    of   Emergency    Preparedness   &   Engineering 
Response    (Post   8301O3)         B3/O3/26  Consolidated    Edison    Co      of   N*u 

York;     Inc         114pp         1B647  007        E4X   Flche    30-000,  83/03/86-,  B30304O046 


3303090360  Forwards    direct    testimony   &  affidavits    in   response    to 
questions    posed    by    ASLB    during    030407    tele  on 

TREBY, 9   A         Hearing    Branch     1         B3/03/03         OLQCH, P    B         Atomic    Safety 
and    Licensing    Doard    Panel         2pp         1B360  001        24X 
Fiehe    30-445, 83/03/05,  B303O9036B 
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—  B30309037B   Supp  lementa  1    tostimony    of    S    Buruell.WP   Chen,  Jl     Tapia,  J   flajan 
&    R8    Taylor    re    concerns    raised    liij    MA   Walsh    &    J   Doyle   t    NBC 
const    appraisal     insp    rapt    Prof    qualifications     end 
BURWELL.S         Division    of    Licensing         CHEN, U   P          Energy,     Dept       of 
TAPIA, J    I         Division    of    Resident,     Reactor    Project    b   Engineering 
Programs         83/03/05         I4pp          1B360   004         24X    Fiche    30-443,83/09/03, 
83  O  3090569 

— 8305090586  Supplemental    testimony   of   DM  Rohrar    !*   T  Urbanik    re    smergancy 
preparedness 

RQKRER,D   M         Emergency    Preparedness    Branch          URBANIK. T         Teias    AfcM 
Univ    ,     College   Station.     TX         83/09/09         20pp  1B360   01B         24* 

Fiche    50-443,83/03/05,8303090968 

—8305090593   Supplemental    testimony    of    A   Lonkaaaugh    {,   J   Benton    re 
emergency    preparedness 

LOQKABAUGH,  A  ,    BENTON,  J       Federal    Emergency   Management    Agency 
83/09/05         19pp         18340   O38         24X    Fiche    3O-443,  B3/05/OS,  B309090968 

— B3Q3090660  Testimony    of  AB  Beach   re   const   apprais-al    team    insp 
concerning    pipe    support   const  &   pipe    support    design 
Interfaces   Li/const   Prof   qualifications    end 
DEACH.A   H         Director's    Office,     Office    of     Inspection    and 
Enforcement         83/09/O5         4pp         1B360    109         24X 
Fiche    50-443,83/09/03,8305090360 

0303130157  Supplementary    surrobuttal    testimony    of    J  Doyle   Error    In 
fundamentals   used    In   calculations    for   upper    lateral 
restraint    compounded    by    errors    in    stiffness    used     In   Qlbbs    S. 
Hill    calculations   Related    correspondence 

DOYLE, J       Cltiiens   Association    for  Sound   Energy         B3/Q5/09        2p  p 
18437    HA9        24X   Fiche    30-149,83/03/09,6305130137 


8305230138   Transcript    of    830516   hearing    in   Fort    Worth, TX   re    uL 
application  Pp    3,835-6,169  Supporting    docum*n  tat  i  on   end 
*     Atomic    Safety   and   Licensing    Board   Panel         B3/O5/I6        40Bpp 
1S530   315        24X   Fiche    30-445,  B3/03/16,  B30923Q13B 


8303230100  Transcript    of    830517   hearing    In  Fort   Worth, TX  Pp    6,170- 
6, 2S6  Supporting   documentation   encl 

••      Atomic    Safety    and   Licensing    Board    Panel         B3/Q3/17.       2fiBpp 
1B334   282        24X   Fiche    90-449.  83/05/17,  B30323O10O 

B303230347  Transcript   of    830917  hearing    In   Fort    Worth,  TX  Pp    6,287- 
6.471    Supporting    documentation   encl 

*  Atomic   Safety   and  Licensing   Board   Panel        83/05/17        336pp 
19329    239        34X   Fiche    90-443,  S3/O5/17,  B305230  147 

B309250O1O   Transcript    of    830518   hearing    In   Fort    Worth.  TX   Pp    6.472- 
6,817  Supporting   documentation   encl 

*  Atomic    Safety    and    Licensing    Board    Panel          B3/O3/IB         3BBpp 
1B934    075        B4X   Fiche    50-449,  63/03/18,  B30933Q01O 

B30926.0099  Transcript    of   83091?  hearing    in  Fort   Worth, TX  Pp    6.81B- 
7,272  Supporting    documentation   encl 

»     Atomic    Safety   and  Licensing   Hoard   Panel         B3/05/1Y        743pp 
IB397    001         24X   Fiche    50-445,  83/03/19.  8309260099 

B309260079   Transcript    of    830920    hearing    in   Fort    Worth, TX   Pp    7,273- 
7.4B9  Supporting    documentation   encl 

»     Atomic   Safety   and  Licensing   Board   Panel        83/03/20        3l9pp 
16624    046        H4X   Fiche    50-443,83/05/20,0309260079 


B30918Q06O   Notification    of    ACRS   S30913   meeting    w/GE    in    Wa«h  ington,  DC 
to    discuss    QESBAn-II    BWR/i   nuclear    island    design   Marked-up 
agenda   encl 

THOMAS,  C    0         Standard! latlon    &    Special    Projects    Branch         83/09/09 
KNIGHT,  J  P        Assistant    Director    for    Comp      &   Structures   Engineering 
(Post   030301)          JOHNSTON.  H   V         Assistant    Director    for    Matli,     Chlm   ti 
Environ   Technology    (Post   S302O1 )        HOUSTON, R   H        Assistant   Director 
for    Reactor    Safety         3pp          1B4<79   343         24X    Flche    90-447,63/09/09, 
83031  BOOibO 

8305200137  Forwards   marked-up    reviled    response    to   Queitlon    460  09  of 
NRC    B20B29    request    re    OEBBAR-II    Btd    BAR 

SMERWOOD,0   0         Oeneral    Electric    Co         93/09/18         EISENHUT,  D   0 
Division    nC    Licensing         6pp          18919    O71         H4X   Fiche    30-447, B3/09/1B, 
Q303H00137 

E      NItC    5afetu   Evaluation  Report    (EER),     suppl*    !<   corn ipondenc* 

B30302O395  Forwards    propoivd    resolution    to  OESBAR-I I    6ER   outitandlng 
Issua   re    post-accident   monitoring    Inttrumentatlon 
SHERWOOD,  0   0         Oeneral    Electric    Co         83/04/28         E1SENHUT,  D   O 
Diviaion   of   Licensing         flBpp         10277  003        24X   Fiche    30-447,03/04/39, 
8309030393 

B30309O379  Toriuards   SER    for    OEB8AR-I1    BWfl/6  Nuclear    IiUnd    Dislgn 
Outstanding    Issues    Identified    In   Section    1    8   eipectad    to   bt 
resolved    prior    to   May    1983   ACRS   meeting    M/o    encl 

THOMAS, C   0        Standavdiiatlon   fc  Specie!    Projects    Branch        B3/04/S3 
RAV,  J  J       ACRS   -   Advisory    Committee    on  Reactor    Safeguard!         Ip 
1Q392I   043         24X    Flch«    30-447,  B3/04/2B,  B30B050379 

S303060962  Foruiards   SER    (NUHEO-0979)    re   application    for    final    design 
approval    for   OESSAR    II    &  PR    notice   W/o  NUREO 

THOHAS,C   0        Sta-ndardliation    !.  Special    Projects    Branch        B3/04/2B 
SMERWDQD.O   0         General    Electric    Co         Spp          IS337   SIO         24X 
Fiche    90-447,  83/04/28,8309060362 

— 8303060968  Notic*    of   availability    of    SER    CNUREO-0979)    on    proposed   final 
design   approval    for   QES8AR    II 

DRINKMAN,  D  S        Standard  1 »at (on   &  Special    Projacti    Branch 
B3/04/28         Ip          1B339    212         24X    Fiche    30-447, 83/04/28r B303060962 

9303030403  Provides    statement    of   OE   objectives    for    fln*l    deiign 
approval    in    light    of    current    Commission    proposed    policy 
statement    on    severe   ecc 1  dents, ACRB   review   of   OEaaAR    II    SER 
(NUREO-0979)    re commend Id 

SHERWOOD.Q  O        Oeneral    Eleitrlc    Co        83/O4/29,       DENTDN,  H  R        Offlc* 
of   Nuclear   Reactor   Regulation,     Director        2pp         1B306  S-tO        24X 
Flche    90-447,  B3/O4/29,  B3090304O3 

9303100299  ForuardB    proposed    resolution    of    Containment   Sift   k 
Instrumentation   &  Control    Sys    Branches    outft«ndlng   SEP. 
Issues   re  GEBSAR    II 

SHERWOOD,  G  0        Genera]    Electric    Co        63/03/03.       ElSttNHUT,  D,  0 
Division   of  Licensing        6pp         18370  083        24X   Fiche    90-447.83/09/09, 
B3O91O029B 

8303260037   Fnruardi    supplemental    responses    to   Power   8y*    Branch 
questions   re   OEBBAR-II    ac/dc    pouer    sys/bal«nce-of-plant 
Interfaces   Responses   will    bt>    Included    u/Amend    19    to   SER 
8HERUOOD.O  8        Oeneral    Electric   Co        83/09/84        EIBENHUT,  D  0 
Division   of  Licensing         lOpp         18622  310        S4X   Fiche, BO -44 7 r 83/09/24. 
83092&0037 


DOCKET   STN-30-447   OESSAR-23B 

A     Application/construction   stage   documents   &    corr espondenc* 

B30324033B  Forwards   revised    draft   responses    to    discussion    items   t. 
ijuestlons    from  NRC  Fouler  Sys   Branch,  Containment    Biji   Branch, 
Instrumentation  t.  Control   Syl    Branch   &  QA  Bys.    Branch    re 
OESSAR-II 

SHERWOOD,  0  0        Oeneral    Electric   Co        83/03/23        EISENKUT.D   0 
Division   of  Litenslng        S9pp         176B1    291        B4X  Fiche    30-447. 83/O3/23, 
8303240338 


8309020573  Responds    to  821001.830309,0414  &   19    1  tr*    re   OE  request 
for    final    design  approval    for   OESSAR-II    nuclear    Island 
design  Approval    can   be    granted    1C    listed   requirements   met 
DENTON,H  R       Office   of   Nuclear   Reactor  Regulation,    Director 
83/04/Sl         BHERUODD.Q   0        fieneral    Electric    Co         3op         1B2B4   233         24X 
Flche    90-447i83/04/ai,B309020973 

8305030403  Provides   statement   of   QE  objectives    for    final    de«ign 
approval    in    lioht   of  current  Commission   proposed    policy 
statement   on   levere   eccidents    ACRB  review  of    GESSAR    II    SER 
CNUREO-0979)    recommended 

8HERWOOD.O  0        General    Electric   Co        83/04/29        DENTON, H  R        Office 
of  Nuclear   Reactor  Regulation.     Director,      2pp.       IB306  24Q        B4X 
Flche    90-447,83/04/29,8305030403 


— 8303260048  Foruards    draft    Amend    19    to   OE3SAR-11    Amend   resolves 
outstanding   tc   conf irmatorij    issues    Identified    in   SER 
(MUREQ-0979)    (.    completes    BubsBctlon    1    9    1     on    OE8SAR-II/FSAR 
interfaces 

SHERWOOD,  0  0        General    Electric    Co        83/03/24        EISENHUTi  D,  0, 
Division   oF   Licensing        446pp         18622.320        24X 
Flche    50-447,83/09/24,3303260037 


T      Hearing    transcript*    on   non-anti tru*t   matters 


S309O20174   Transcript    of   ACRS  Bubcomntl ttee    on   OE  Water   Reactors, 
OEBSAR-II    S30422   meeting    In   Santa   Monica,  CA,  Pp   361-609, 
Supporting    documentation    encl 

»     ACRS  -  Advisory  Committee   on  Reactor  Safeguard*       83/04/22 
397pp         182B1    297        24X   Fl Che' 90-447, 83/04/23, 8303020174 


DOCKET  9TN-90-494   BYRON  STATION.     UNIT    1 

A      Application/construction    stage    documents   Si    correspondence 

B303120992    Informs    that   ASME  Code   Case   N-340.     "Alternate   Rules    for 
Eiam   o-f  Meld   Edge    Preparation   Section    ItI,DIv    1>  Classes 
I, a, KG   b  CS,  "   not    acceptable    for    generic    use   &   not    lifted 
In    reg    guide    series, per   830302    submlttal, 

YOUNOBLOOD.B   J        Licensing    Branen    1,       83/03/03        FARRAR,  D.  L. 
Commonwealth    Edison   Co        2pp         18443    120,       24X   Fiche'  90-000i  B3/OB/03, 
830)9120392 
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B30304O3B3    Board    Notification    83-O37    forwards    differing    prof    opinions 
r»    BIJI     interaction    &    safety     classification     Info    relates     to 
Board    Notifications    83-17   &    83-44    ro    Unresolved    Safety     Issue 
A-17 

EIBENHUT,  D  O  Division  of  Licensing  63/09/04  PALLADINO,  N 
Commlsiioners  33pp  1B337  139  SAX  FichB  30-OOO,  B3/03/04, 
B303Q40333 

0303100237    Forwards   response    to    FSAft    question    re    crushable    pip*    whip 
restraint    matt,  per    830330    request    Par    addl     info    Confirmation 
teit    to    verify    angularity    of    load    results    will    be    completed 
by    S308O1    Info   mill    be    included    in    FBAR    amend 

9WAHTZ.E    D         Commonwealth    Edison    Co         B3/O3/O4          DENTON,  H   R         Office 
of    Nuclear    Reactor    Regulation,     Director         3pp          1B373   369         SIX 
FUh«    90-000,  B3/OS/04,  S3031  O0237 

930311,0214,   Notification    of   B30313   mooting    u/C-E   t.   WoEtlnghouse    In 
Bethoida,  MD    to    discuss    seismic    &    qualification    review    team 
remit*    &   pump    &   valve    operabillty 

DL3HAN,  L    N        Licensing    Branch    1         S3/O3/OS        Yd  UNO  BLOOD,  B    J 
LU«niing    Branch     1          3pp          18434    334         24X    FichB    SO-434,  B3/03/O3, 
B3Q31  10216 

8308130091    Foruardi    reviled    response    to    Question   270   9,  Part    C    re 
environ    qualification    program  RepresHtitat  i  ve    sample    of 
active    mechanical    equipment    In    harsh    environ    qualified    FSAR 
ul  1  1    be    amended    to    include    rev 

BWARTZ,  E    D         Commonwealth    Edison    Co         B3/Q3/Oi         DENTOM,  H   R         Office 
of    Nucloflr    Reactor    Regulation.     Director         Sop          10436   313         24X 
Flche)    3Q-OQO,  B3/03/06.B303130031 

B3Q309Oi39    Generic    Ltr    B3-SO    to    all    operating    reactor     licensee*    tt 
holder*    of   CPs    re    Integrated    scheduling    for    Implementation 
of    plant    mods   Eve    lilt    encl 

EIBENHUT,  D,  O        Division    at   Licensing         83/O3/09  Consolidated 

Edison    Co      of   New   York,     Inc.        16pp         1  B627    133        24X 
Fichn    30-OQO,  B3/03/Q9,  B305Q90i39 

8303160365   Forwards    "Preliminary    Design    Assessment    of    Dyr  on/Draldwood 
QenBPBtlnB    Station   It   Control    Room  Human   Factors   Engineering 
Review."    Suppls    I    1    II 

SWARTZ.E    D        Commonwealth   Edison   Co        83/03/09        DENTON.  H  R        Office 
of    Nuclear    Reactor    Regulation,     Director         lp         1B4B7  O01         24  X 
FichB    3O-000,  83/03/09,  830S1B03B3 

—  830S18O397    "Preliminary    Design    Assessmant    of   Byron/Braldwood    Generating 

Station   Control    Room  Human    Factors    Engineering    Revieuii  " 
SuppM     I    fc    II 

#       Commonwealth    Edison    Co          B3/04/30         221pp          184B7    002         24X 
Ficho     30-000,  B3/03/09,  83031  8O3S3 

S3032QO621    Documents    review   of    procedures    !<   practices    used    in    control 
of    d-eslgn    b   con*t    of    Duron   Station   *   hightiglits    important 
findings   Conat   of   Byron  meets   requirements   of  FSAR  it  BER 
CNUREG-OS76)    Supporting    documentation    encl 

REED)  C         Commonwealth    Edison   Co        B3/OS/11         DENTON,  H  R        Office    of 
Nuclear    Reactor   Regulation!     Director         lOpp         18521    039        S4X 
FichB    30-000,  B3/OS/I1,  B3032O06S1 

—  B3OS200&37    "Energyj  Inc/Fergu»on,  Inc    Audit   Rept    of    Sargent   It  Lundij    for 

Comm  C<f    " 

CURHAN^R   N   ,    HARRIS,  R   J        Energg    Incorporated         FERfiySON.R  N 

Ferguson,     Inc         89/07/06         63pp          1B9Z1    093         24* 

FichB*  30-000,  B3/03/  11,  B30SaOOA31 

—  B3032OO647    "Rept    on    INPO  Stlf-Ini  tiated    Evaluation    for    Byron   i> 

Bratduiood    Nuclear   Station    Const   Projects    " 

»       Commonwoalth    Edison    Co          B2/M/17,        330pp          1S321     160         24X 

Flchl    30-000,03/03/11,8303200621 

—  B303aOO*.S3   Rept    of    B10929-3Q   audit    to   vorifu    Sargent    tt  Lundg 

conforraance    to  NUREO-O38B   re    «nviron    qualification   of    Class 

IE    ilactrical    equipment 

MARCUS,  G   F        Commonwealth    Edison   Co         Bl/10/Oi        6pp         IBSSS   190 

SAX   FichB    30-000,  B3/03/H,  S303B00631 

—  83aS3O0&&3  Rapt   of   930307-13   audit    to    evaluate   Sargent   t>  Lundd   OA 

program    imp  l»mint*t  ion  &   adequacy    of    facility    dBslgn 
SUMMERFIELD,  T   ,    MARCUS,  0  F        Commonwealth    Editor   Co        B3/03/23 
IBpp          1BS22    136        24X  Fichu    30-OOO,  B3/03/1  1,  B3O52006E1, 

—  B30Sa00679  Wept    of   820607-11.    audit   re   Sargent   i   Lundy   QA   program 

1  nip  .iBmintat  Ion   b   avaluatlan    of    adequacy    of   mechanical, 

•iBttrlcal    t>   structural    dvsign    of    facilities   Related    Info 

end 

MARCUS,  G   F        Commonwealth    Edison  Co        B2/06/17        4Bpp         18332    174 

Z4X    FichB,  90-000,  B3/03/11,  8303200621 


— Q30S3006S3    REV   C     to    Procedure    304,     "Design   Control    -   Mem   Design. 
Byron    Station    "    Description    of    West inghouse    design    assurance 
controls     far    Qg von/Dralduiood     enc  1 

WH1TAHER.W    A         Nuclear    Power    Services,     Inc         02/11/23         IBjip 
18D32   341          24*    Flche    5O-000, B3/03/ 1 1- B30330062I 

— B3O32O068B    Rev   0    to    "Auiiliari)    Feoduiator    Sqs    Design    Review   Rapt     "    Util 
Qrt    statement    re    verification    of    adequacy    of    design    b    const 
of    uyron    Unit    1     encl 

UATTELET.P   L    ,     MEIST£R,J   Fi    ,     PRAEGER,  C    B         Sargent    (.    Lundyi     Inc 
DRH-AF-OO1-BB   ROD         flO/O7/16         B4pp          IB5S3    303         24X 
Flche    3O-000,B3/03/1  1,  B3O320O621 

— B303200fa91     "Design   Evaluation     (Audit)    Rapt    of    Saroent    '<   Lundy    for   Comn 
Ed     " 

BIOBEE,  D  ,  CUHRAN,  R  H  ,  FARMAN, R  F  Energy  Incorporated 
03/04/04  127pp  1B323  O27  24X  Ficha  30-000.03/09/11, 
8303900621 

B30331OOB6    Notification    of    B30614   meeting    ui/util     In    Dethesda.MD    to 
discuss    utll    DCRDF1    program    plan 
GILBERT, R    A         Operating    Reactors    Branch    5         B3/OS/26         CRUTCHFIELD, D 

Operating    Reactors    Branch    5         2pp          1B65B   063         21X 
Flche    30-OOQ. 83/03/26,  8303310036 

E      NRG    Safety    Evaluation   Report    (SER),     suppls  t.   correspondence 

a30516OO3'3   ClarifiBS    commi trnent 5    re    tlmlno    For    completion    of 
preoperat  iorial    testing    of    auxiliary    fildg   ventilation    ays 
Hevieu   of    SER, NUREG-0676, indicates    miEundBrstano ing    may 
exist 

TRrtMM, T    R          Commonwealth    Edison   Co         S3/05/11          DENTON. H   R         Office 
of    Nuclear    Reactor   Regulation,     Director         3pp          IB4S3    11B         24X 
Flche    30-494,83/05/11,6305160099 


F      Security,     medical,    emergency    *<   fire    protection    plant 


8303O40O62  Requests    that    response    to   NRC    position    ro    source   range 

neotron    flu»    monitoring    be    expedited  to   alloui   completion 

of    revleui    of   remaining    open    Items    re  App   R    criteria    for 
post-fire    safe    ihutdoun    cdpabitlty 

YOUNGBLaO&,  D    J         Licensing    Branch    1  33/04/11         FARRAR,  B   L 

Commonueal  th    Edison    Co         3pp          18336  SI9         24X    Flcne    30-000,  83/Ofl/l  1  , 
S30S04006S 

—  B30415045B    Forwards    revlsnd    position   accepting    use    of    eiit    core 

thermocouples    a*  alternative    to    use    of   hot    leg    temp 
resistance    temp    detectors   Use   of    thermncoop  1  es    mill    comply 
U./10CFR30,  ftpp    R 

RUDENSTEIN.L   S         Assistant    Director    for    Core    !.   Plant    Systems 
B3/O3/1B         MrtTTSON,  R    J         Division    of    Systems     Integration    (post 
SHOOS)  4pp          1B33A   224         24X    Flche    50-454.  B3/O4/1  1  ,  B305Q40062 

830304006"?  Releasei    public    version   of   rev    to   emergency    plan 
Imp  lament  ing    procedures 

FEUTON.J   M          Division    of   Rules    and    Records         83/04/33  Document 

Management    Branch          lp          1S327    092         24X   Fiche    50-434,83/04/22, 
BSOBOIOOi1? 

—  B303040074    Forwards    public    version   of    rev   to   emergency    plan 

Implementing    procedures,  Inc  1  ud  ing   Procedures    BZP    100-1    re 

station    manager    !.  BZP   310-4    re   assembly   t.  evacuation   of 

personne  1 

TRAMM,  T    R         CommonuiBal  th    Edison    Co         83/03/33         DENTON,  H   R         Office 

of   Nuclear   Reactor   Regulation,    Director        lp         18329  093        24X 

Fiche    SO-554,  83/04/22,  B303040069 

—  9303Q4QOB01  Public    version    of   rev    to   amergoncu    plan    implementing 

procedures,  Including    Procedures   BZP    100-1   re    station  managsr 
It  BZP   31O-4   re   assembly    d  evacuation    of   personnel 
it      Commonwealth    Edison   Co         83/03/10         331pp          1B339   0?4         24X 
Fiche    30-134,83/04/22.8303040069 

B3030601B4  For  war  do    Rev   S    to    security    plan   Rev  withheld    (l-flf 
10CFR73    21  ) 

FARRrtR-D  L        Commonyealth    Edison  Co        83/04/29  Office    of  Nuclear 

Reactor   Regulation,    Director         lp         1B34B  090        24X 
Fiche    3O-H34,  B3/04/29,  83030601B4 

B303HO034    OenerU    Ltr   83-21    to   all    licensees    of    operating    reactor*, 
applicants    For   OLs   b   holders    of   CPs   re    clarification    of 
access    to    control    procedures    for    lay  enforcement   visits 
Svc    list    incl 

EIBENHUT,  D  O        Division    of   Licensing        B3/03/11  Consol  idatnd 

Edison  Co      of  Neur   York,     Inc         16pp         1B340  093        24X 
Fiche    30-000,03/03/11,8305110034 


H3Q32QQ6S1    Rev  3   to    "Interface    Control    Agreement,  Westinohouse    Piping    fc 
Structural   Evaluation  Program   for   Byron  Station   Unit   1    " 
*•      Wiitingtiouti   Elffctric    Corp         «      Commonwealth    Edison  Co        « 
Sargent    h   LundiJ,     Inc,        B2/1O/29          IVpp          18322   221          24X 
Fich*     SO-000,  S3/09/11,  8303200621 


8309210213   Forwards    monthly    status   rept    on    offsite   emergency 
preparedness    for    OL  revieuis    for  Apr    1983 

DlfiCKS.W   J        Office    of    the   Eiecutive    Director    for   Operations, 
B3/03/13         PALLADINO,MJ         Commissioners         9pp          IS  393,  322         B4X 
Fiche    30-000,03/03/13,8303210313 
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0      Ad  jud  Icatary    correspondent  e 


B3Q504Q4D5  Memorandum  S.  order   denying    intervenor    B3042B  oral    motion   to 
keep    record    upan    on    steam    tube    Integrity    sublscues   Record 
contains    sufficient    Info    to   make    decision    re    Unresolved 
Safety    ISSUE    A-3 

SMITH,  I    U        Atomic    Safety    and    Licensing    Hoard    Panel         83/03/03 
League    of    Women   Voters    of    Rockford.     IL         2pp  18323   2QQ        24X 

Fiche    30-454,83/05/03,0303040403 


Application    For    issuance   of    end    unsigned    subpoenas 
directing    attendance    &    testimony    of    I    Souders    6    J   Ogsbury    at 
ASLB   930323    session    in   Rockford,  IL   Certificate    of    Svc    end 
UHICHER,  J   M        League    of    Women    Voters    of    Rockford,      IL        WHICKER,  J   M 
DeKalb    Area  Alliance    for   Responsible   Energy         UHICHER.  J  M 
Sinnlssippi    Alliance    for    the    Environment    (SAFE)          B3/03/06 
SQUDERS,  I    ,     QGSGURY,  J        Affiliation    Unknown         7pp         18371     134         24)! 
Fiche    30-494.  B3/05/06,  S3O5IOO236 

S305100173   NRC   responie    to     joint    intervenor    motion    to    reopen    record 
raised    under  Contention    1A  concerning    J  Hughes    testimony 
on  QC/OA  Staff    opposes    further    hearing    on   subj    matters 
YOUNQ,  M    A        Atomic    Safety    and    Licensing    Board    Panel         93/03/0?         7pp 
1B374   323         SIX   Flche    5O-4S4,  33/03/09.  83031QOI73 


8303170597   Forwards    stipulation   u/af  f  iefavl  ts   &   ambulance    furveg    re 
admission    of    certain    evidence    offered    by    intervsnors    on 
emergent v    planning    issues    Upon   admission    of    evl dene e, hearing 
record    should    be    closed    Svc    list    encl    W/o    stated    oncl 

BIELAWSKI.A   P         I  s  ham,     Lincoln    b   Deals         DIELAWSKI,A    P         Commonuiialth 
Edison    Co         B3/OS/12         SMITH, I    W    ,     COLE, R    F    .     C ALL 1 HAN, A   D         Atomic 
Safety    and    Licensing    Board    Panel         3pp         18463   063        24 X 
Flche    30-434.  B3/O3/12,  B303170297 

B30S1705&5   Motion    to   receive    into    evidence    stipulation   b   portion*    of 
profiled    testimony    Stipulation   covers    admiesib 1 1 Ity    of 
affidavits   It   eihlblts    bearing    on    emergency    planning    matter* 
W/uneiecuted    stipulation 

B1EE.AHSKI,  A   P         Commonwealth    Edison    Co         HIELAWSKI.A   P          Isham. 
Lincoln   &  Beale        93/05/12  Atomic    Safety   and    Licensing    Board 

Panel          £pp          18468    16B         24X    Flche    3O-434, 83/03/12. B303170363 

— B30517O3i9  Testimony    of   P   Holmbeck    re    investigation    Into   adequacy    of 
emergency    piano   re    emergency    planning    contentions   Util 
made    no   attempt    to    study    protective   value    of    sheltering 
populations    around    plant 

HOLMBECK, P        DeKalb    Area   Alliance    for   Responsible   Energy 
HOLMBECK, P        Sinnlislppl    Alliance    for    the   Environment    (SAFE) 
HQLMBECK.P         League    of    Women    voters    of    Rockford.     IL         83/03/12 
73pp  1B46S    170         34X    Flcha    3O-434, 33/03/1S.  B3QS170365 


~ S3031O0176   Affidavit    of    DM   Haye-s    &   KA   Connaughton   re    statement    by 
J  Hughes    supporting    Intervenor   motion   to   reopen  record 
HAYES,  D   W   ,     CDNNAUOHTON.  K        Region   3,     Office    of    Director 
B3/OS/O9         ISpp         1B371    330         24X    Flche    30-434,63/09/09,0303100172 

8303110215  Response    in   opposition    to  Rockford   League   of  Women  Voters   t, 
Dekalb  Arua  Alliance   for   Responsible  Energy/Safe 
Alternatives    tar  Future   Energy    motion    to   allow    testimony    of 
J  Hughes    nn  OA/dC   Certificate   of   Svc    encl 

DECKER. B   D        Commonwealth   Edison   Co         DECKED, B    D         Isham.     Lincoln    & 
Beale        B3/09/O9  Atonic   Safety   and   Licensing    Board  Panel         13pp 

18407    039        24X    Fiche    30-434,  B3/05/O?,  S3031 1O213 

B3Q312O297  Discusses   order    of   witness    presentation    for    hearings 
resuming    on  B 3d 323  NRC  tulll    present   witnesses    on    liquid 
pathway    contention    firsti  fol  loured   by    uti  1.  Rock  Ford   League   of 
Women   Voters  (.   utll    rebuttal    witnesses 

OALLO.  J         1 5/1  a  mi     Lincoln    b   Beale         GALLO,  J         Comtnnnueal  th    Edison    Co 
83/05/10        SMITH,  I    W   ,     COLE,  R   F    ,     CALL! HAN,  A    D         Atomic    Safety    and 
Licensing    Board    Panel         2pp         18430    169         34X    Flche    30-434,  FJ3/05/1O, 
6303 12 029? 


B30516006Q   Affidavit    of   RP    Tuetken    on    J   Hughes    allegations    re    welding 
Welding    of    brace    to   pressure   pipe   proper,  if   performed   per 
design    specs   Utll    conducting    reinsp    of   luork    performed    by 
contractor   QC    inspectors 

TUETKEN,  R   P         Commonwealth    Edison   Co         83/03/11          3pp         1B433    120 
24X   Fiche    30-434, B3/05/1 1.  B303160Q6O 

8303170314  Confirms  mailing    of   proprietary    version    of  Pages    4691,4692  & 
4699   from  B30413    transcript. per    terms   of  West  ing  house 
nondisclosure  agreement  Method    For   circulating 
nonproprietary    portion   to   PuRs    being   uarled   out 
DAVIS,  F    X         Uestlnghouie    Electric    Corp         S3/O5/1 1         THOMA3, D 
Affiliation   Unknown        2pp         18463   076         24X   Fiche    30-484,03/03/11, 
83031 70314 

B30317O319  Forwards   nondisclosure    agreement    signed    on   B3D427  Terms    of 
agreement   should    he   used    to   handle  Wectinghouse    proprietary 
info    contained    in   B3Q413    transcript    Method    for    circulating 
nonpropr iatary    portion    to  PDRs    being    marked    out   W/o   encl 
DAVIS, F    X        Weatlnohouse    Eloctrlc    Corp         B3/O3/11         CHAVEZ, D         DeKalb 
Area   Alliance    For    Responsible    Energy         CHAVEZ,  D         Binniisippi 
Alliance    for    the    Environment    (SAFE)          lp         IBH63    362         24X 
Fiche    SO-4S4.  83/03/11,330317031^ 

B30317O334  Forwards   application   for   ulthholdlng    from  puollc    disclosure 
Mestlngnouse   proprietary    Info   discussed    in  B3O415  meeting 
Method    for    circulating    nonpropr ietary    portions    of    83O415 
transcript    to  PDRs   being    uiorted    out   W/o    encl 

DAVIS,  F    X         UaatinghoulB    Electric    Corp         83/03/11         8MITHi  I    M   , 
COLE.R    F   ,     CALLIHAN.A   D         Atomic    Safety    and   Licensing    Doard   Panel 
2pp          16469   006         34X   Fiche    50-454,  B3/O3/1 1,  83051  70334 

B303170S22  Forwards   nondisclosure    agreement   signed    on  830426  & 
proprietary   version  of  Pages   4691.4692  &  4699    from  B30413 
transcript   W/o    proprietary   pages 

DAVIS.F    X         Westinghouse    Electric    Curp         83/OS/iI.       BfilDENBAUGH, D    , 
JOHNSON.  B    ,     BUNCH, R        League    of    Women   Voters    o f    Rockford,     IL         lp 
1Q467   251         34X   Flche    30-434,83/03/11,8305170322 


— 0305170579   Testimony    of   0  Montel    on    emergency    preparedness    contentions 
Notification   (<  verification   procedures    not    developed    for 
Pinecrest   Home    for   Aged    Vehicles    d   support   personnel    to 
evacuate    home   unavailable 

HONTEL.O        DeKalb    Area    Alliance    for   Responsible    Energu        MONTEL,  0, 
Slnnlssippi    Alliance    For    the   Environment    (SAFE)        MONTEL, 0        League 
of    Women    Voters    of    Rockford,     IL         B3/02/16          12pp          IB 4 63   243         24X 
Flchs    50-434,03/03/12.8303170363 

— B30517O976  Testimony    of   JM  Maloney    on    emergency    preparedniis 
contentions   Utll    emergency    plan    cannot    be    implemented 
until    questions    on   notification,  transportation, communication 
&    liability    ansuered 

MALONEY.J  M        DeKalb    Area   Alliance    for    Responsible   Energy 
MALONEY, JM        slnnlsilppi    Alliance    for    the   Environment    (SAFE), 
MALONEY.J  M        League    of   Women   Voters    of   Roeliford,     IL        83/02/17. 
ISpp          1B468   237         24X    Fiche    30-434.  B3/03/12, B30317036S 

— 8303170581    Testimony    of   C    Lamb    re    emergency    preparednti*    contintloni 
LAMQ.C        DeKalb   Area   Alliance    for    Responsible   Energy        LAMD.  C. 
Sinnlssippl    Alliance    for    the   Environment    (SAFE)         LAMB, C,       League 
of    Women    Voters    of    Rockford,     IL         83/05/16          llpp          1B46B   271         S4X 
Plena    50-434.  83/03/13,  B303170363 

— B30517O3aa  Testimony    of    D  Turner    re    emergency    preparedness    contentioni 
Concerns    include    procedures    far    &  modes    of   carrying    on 
emergency    communications,  transportation   difficulties   & 
school     liability 

TURNER,  D        DeKalb    Area   Alliance    for   Responsible   Energy        TURNER, D 
Slnniaaippl    Alliance    for    the   Environment    (SAFE)         TURNER* D,      Leigut 
of   Women   Voters    of   Rockford,     IL        83/03/10.       12pp         IB4&B  SBS       34 X 
FichB    30-434,83/03/18,0303170363 

— B30317O390  Testimony    of   D  Miller   ru    emergencif    preparedneti    contention! 
Concerns    Include    procedures    for   h  model    of   emergency 
communications, trans p or  tat  Ion    difficulties   &    school 
liability 

MILLER.  D        DeKalb   Area   Alliance    for    Responsible   Energy        MILLER, D 
fiinnissippi    Alliance    for    the   Environment    (BAFE)         MILLER, D        Leigut 
of  Women  Voters    of   Rockford,     IL        B3/O2/2B         ISpp,       IB46B  293,      24X 
Ftcho-    30-434,  B3/03/12,  B303170363 

— B305I70593  Testimony    of   JL   Murphy    on   Contentions    3  *    13  Listed    problems 
Inherent    In   any    radiological    accident   Ei   ihould    be    reiolved 
to   provide    reasonable    degree    of    safety    to    citinns 
MURPHY.  J  L        DeKalb    Area   Alliance    for    Responsible   Energy 
MURPHV.  0  L        Binnissippl    Alliance    for    thi    Environment    (SAFE I, 
MURPHY.  J  L        League    of   Women   Voters    of    Rockford,     IL.       83/02/28 
l&pp  1B468   307         24X    Fiehe    30-434,83/03/12,8303170863 

B 30 520 052- 1    Memorandum  &   order    approving    stipulation    to    offer    Into 
evidence    Joint    Intervenors   Exhibits    13  -  20  Stipulation   will 
be  bound    into  B30323   transcript   Proposed    findings   & 
conclusions   on   emergency    planning    issues    due   S30630 
SMITH,  I    M        Atomic   Safety    and   Licensing    Board   Panel        B3/03/19 
Office    ttf    the    Executive   Legal    Director         lp         1B3I6  003        24X 
Flche,  30-434.  B3/05/19.  6303200331 

Q      In*pection   reports,     IE   Bulletin!   fc   correspondence 


B303160163  Memorandum  &  order  scheduling    special    deposition   leitlon    for 
S 3 0526    in  Rockford. IL   to    take   deposition   of  J   Hug ho 5   b 
polslblij   of  Sou  if  era  &  Qgsbury 

SMITH,  I   W       Atomic   Safetg   and  Licensing   Board    Panel        33/03/12        Bpp 
1S444   O36        24X   Fiche,  50-434,  83/03/12,  B303160162 


B21204.Q3BS    IE    Info   Notice   83-14.     "Deuatered    Spent    Ion   Excnsnga   Resin 
Susceptibility    to   Eiothermic    Chemical    Reaction    "    Svc    lilt 
encl 

TAYLOR, J   M        Division    of    Safeguards    h    Inspection  Programs    <Poit 
830103)         B3/03/21  Consolidated    Edison   Co      of    Neu  York.     Inc 

113pp         IB308>319        S4X   Ftche   30-000, B3/03/HI, 0213060383 
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83O3O4OO21     IE    Info   Notice    B3-S1 ,     "Defective    Emergency    Use    Respirator     " 
Svc    list    end 

JORDAN. E   L         Division    of    Emergency    Preparedness    tt   Engineering 
Response    (Post   830103)        83/04/15  Consolidated    Edison  Co      of    Nem 

York.      Inc          136pp          1S439    133         24X    Fiche    5O-OOO, 83/04/1 5. B303O40021 

B3O3040O23    IE    Info    Notice    83-22,     "BWH    Safety/Relief    Valve    Failures    " 
Svc    list    encl 

JORDAN.  E  L        Division    of   Erne r g e n c y   Preparedness   &  Engineering 
R*sponsn     (Post    B3O1O3)          B3/Q4/22  Consolidated    Edison    Co       of    Neu 

York.      Inc          HSpp          1B3S3   089         34X   Fiche    30-000,83/04/22,8303040023 

83O3040023    IE   Info   Notice   63-23,     "Inoperable   Containment   Atmoaphara 
Sensing   Sys    "   Svc    list    cncl 

JORDAN, E   L         Division    of    Emergency    Preparedness    d   Engineering 
Response    (Post   B3O103)        B3/O4/23  Consolidated    Edison  Co      af   Neu 

York.      Inc          119pp          18JB1    291          24X    Fiche    30-000,  83/O4/2S, 83Q3Q40O25 

8309I7023B   Forwards    IE    Insp    Repts    50-454/B3-14    fr    3Q-49S/B3~13    on 
B3031A-IB   t,   31    No    noncomplian.ee    noted 

PAPER  IELLQ. C   J         Region    3,     Office    of    Director         B3/04/26         REED, C 
Commonwealth   Edison  Co        2pp         18465.  O87        24X   Fiche    30-134,  83/04/36, 
B 3031 70238 

— B30317024B    IE    Insp    Reptt    30-454/63-14    I,    30-4SS/B3-12    on    B30316-18    t-    31 
No    noncompl lance   noted   Major   areas    Inspected, environ 
protection.  Including    preoperational    radiological    environ 
monitoring    implementation   &   results    &   mgt   controls 
QEBTMANN,M  J   ,    SCHUMACHER.  M  C         Region    3.    Office    of    Director 
03/04/89         7pp          1B463   08?         24X    Fiche    50-434, B3/04/26,  83O317023B 

830304OO26    IE    Info   Notice   83-34,     "Loose   farts    in   Secondary    Side    of 
Steam   Oetterators   at   PWfis    "   Svc    list    encl 

JORDAN, E   L        Division    of   Emergency   Preparedness    &   Engineering 
Response    (Post   83OI03)        83/04/2B  Consolidated    Edison   Co      at   Neui 

Yarkr     Inc         115pp         IB 382  047        24 X   Fiche    50-000,83/04/28,8303040026 


— 3303130133   Responds    to    NRC    020624    1 tr    re   violations    noted     In    IE    [nsp 
Repts    50-454/S2-OS   f,    50-135/B2-O4    Welding    procedures    S: 
instructions    need    not    be    at    each    location   uihere    actual 
ueldinj    p erf ormed, per    ASME   Code 

STIEDE.  W    L         Commonwealth    Edison    Co         03/01/03         KEPPLER,  J    O 
Region    3.     Office    of    Director         3pp          18437   391         24X 
Fiche    30-454,83/03/10*0303130139 

8303040034    IE    Info   Notice    03-30,     "Misapplication   of    Generic    Emergency 
Operating   Procedures    tEOP)    Guidelines    "   Svc    list   snc  1 
JORDAN, E   L         Division    of   Emergency   Preparedness   6   Engineering 
Response     (Post    930103)          03/05/11  Consolidated    Edison    Co       of    Neui 

York.      Inc  114pp          1BS24    OO3         24X    Fiche    30-OOO,  B3/O5/1 1 .  B3O3040034 

830317O43B   Confirmatory    action    Itr    re     insp    of    pipe    whip    restraints    in 
safety-related   high    energy    piping    sys    on  030303-04  «•  09-10 
Restarting     installation    of    uhlp    restraints    contingent    upon 
transmittal    of   as-built    drawings    to   Bargunt   &  Uundy 
nePPLEIt.J   O          Region    3,     Office    of    Director         83/03/13         REED,  C 
Commonwealth    Edison   Co         2pp          10469   319         24X    Fiche    30-454.  83/Q3/13, 
B3O3I7O45B 

93Q32OOSO8    Ack    receipt    of    030310   A   O504    Itrs    informing    NRC    of    steps 
taken    to    correct   violations   noted    in    IE    Insp  Repts 
30-434/82-17    1<    30-453/6a-lE 

BPESSARD, R    L         Region    3.     Office    of    Director         B3/03/17         REED, C 
Commonwealth    Edison   CD          Ip          16316   Q6O        24X   Fiche    30-434,03/05/17, 
8305800503 


-8303200322   Responds    to   830111    1 tr  re   violations   noted    In    IE    Insp 
Repts    50-434/88-17   ft    30-455/82-12   Corrective    actions 
contractor    placed    hold    tags    on  50   panels   &  notified 
electrical     const    dept    per    Procedure    6 

FARRAR,  D    L         Commonweal th    Edison   Co         03/05/04         KEPPLER,  J   G 
Region    3,     Office    of    Director         6pp          1B31A   061         24X 
Fiche    50-454,83/03/17,8303200900 


9303040027    IE    Info   Notic*   83-35.     "Standby    Qas    Treatment   Sys   Heater   High 
T«Jnp    Trip    Setpoint    Adjustment    "    Svc    list    encl 

JORDANrE  L        Division    of   Emergency   Preparedness   &    Englnierlng 
R«»ponse     (Post    830103)         B3/Q4/2B  Consolidated    Edison    Co       of    Hew 

York,     Inc         tiBpp         18382163        24X   Ficho    30-000, 03/O4/2B, 8303040037 

8303040028    IE    Info   Notice   83-H&,     "Failure    of   Baf oty/Rel ief    Valve 
Discharge   Line   Vacuum   Breakers    "    Svc     llvt    and 
JORDAN, E   L        Division    of   Emergency   Preparedness   &   Engineering 
Response    (Post   830103)         03/03/O3  Consolidated    Edison   Co,     of   N*u 

York,     Ine         lE2pp         18441    17O        24X   FichB    30-000,83/03/03,8303040088 

B30304OO30    IE   Info   Notice   83-37,     "Operational    Response    to   Events 
Concerning    Deliberate   Acts   Directed   Against   Plant 
Equipment    "    Bvc    list    encl 

•JORDAN, E  i.        Division    of  Emergency   Preparedness    &   Engineering 
Response    (Post  830103)       B3/DS/O4  Consolidated"  Edison  Co     of  Neu 

Yorki     Ine         112pp         18382   202        SIX  Fiche    50-OOO,  S3/OS/04,  B3O3040O30 

Q30304Q031    IE    Info   Notice  83-25,     "Criteria    for   Prot»ctive   Action 
Recommnndatlons    for   General    Emergencies    "    Svc    list    encl 
JORDAN, E  L        Division    of   Emergency    Preparedness    !<   Engineering 
Response    (Post   830103)         B3/O3/O4  Consolidated.   EdUon  Co      of   Neu 

Yorki     Inc         H9pp         18441    OO1         24X    FUho    30-000.  83/O3/O 4,  8303040031 

B303040033    IE   Info   Notice   83-29,     "Fuel    Binding    Caused    bg    Fuel    RacH 
Deformation    "    Svc    list    encl 

JORDAN. E  L        Division    of   Emergency   Preparedness   ti   Engineering 
Response    (Post   830103)        93/O3/O6  Consolidated    Edison   Co      of   New 

York,      Inc          119pp          18323    H4B         24X    Fiche    SO-ODD, 83/03/O6, 8303040O33 

B3OSI9O019   Forntnrds    IE    Insp    Repts     50-434/B3-13   fc    50-433/83-13    on 
B303E1    t<  2B-31    No    noncomp  1  lance    noted 

UITTLE.W   3        Region   3,    Office    of    Director        B3/O3/06        REED,C 
Cammonuealth    Edison   Co        Spp.        18302   OO4        24X   Flc ha. 30-434, 83/09/06, 
B30S1TOOI9 

— 3303190037    IE    ln»p    Rapts    30-434/83-13  St   30-433/03-13   on   B30321    ti  EB-3 1 
No    noncampllance   noted    Major    areas    Inspected    evaluation   of 
NDE  risults    far    pool    liner    uvlds    b   review   of    quality 
record* 

HARD, K  0   i     DAMIELBDN-D  H        Ragion    3,     Office    of    Director        B3/04/S? 
llpp          1B30B   006         34X    Fleh*    30-434,83/03/06,8303190019 

030913O1S9  Ack    receipt    of   B301O3    Itr    informing    NRC    of    step*    taken    to 
correct  violations    noted    in    IE    Insp    Rspts    30-434/02-03  tt 
30-433/82-04 

SPE&SARD,  R.  L        Region   3,    Office    of   Director        83/03/10        REED, C 
ComroonuBelth    Edison   Co         Ip         1S437   2SO        24X   Fiche    30-434,83/03/10- 
8303130129 


— B303200340    Responds    to    NRC    830111    Iti     re   violations    noted     in    IE    Insp 
fiept*    30-434/83-17   6    3O-433/82-13   Corrective    actions 
contractor    instructed    to    identify    panels  which    contained 
cable   separation    problems   It  hold    tags    placed   on    panels 
FARRAR.ft   L         Commonwealth    Edison    Co         83/02/10         KEPPLER.  J    0 
Region    3,     Office    of    Director         7pp          18316   067         24X 
Fiche    3O-454,  93/05/17,  B3O3200SOB 

83O92009B6   Confirms    enforcement    conference   on  B30S23    In  Chicago, IL    per 
B30516    telcon  Conference   concerns    deficiencies    identified 
In   preaperational    test    program 

SPEBSARD.R    L        Division   of    Engineering        83/03/18       REED,  C 
Commonwealth    Edison   Co          Ip          18314    121         24X   Fiche    30-434,83/03/18, 
B303S003B6. 

8303240334   Confirms    arrangements    for   830613  meeting    betueen   NRC   t    util 
In   Region    III    ofcs    to    discuss   8ALP    for    facilities    Meeting 
mill    be   opened    to    other    interested    parties   as    observers 
NOHELUJS.C    E        Division   of   Project  tt  Resident   Programs        83/O3/1S 
REED,C         Commonwealth    Edison    Co          Ip          18571    IB1         24X 
Flche    30-0-00.  83/03/18,  8305340324 

83O3040040    IE    Info   Motice   83-31,     "Error    in  ADLPIPE  Computer   Program   " 
Svc    1 1st    nncl 

JORDAN, E   L         Division    of   Emergency    Preparedness  &  Engineering 
Response     (Post   Q3D103)         33/03/19  Consolidated    Edison    Co.     of    Neu 

YorK,      Inc  114pp          10677    00?         24X   Plche    50-OOO,  83/03/19-,  B303040O40 

B3OS2i027S  Ac*    receipt    of   830419    Itr    informing   NRC    of    steps    taken    to 
correct  violations    noted    In    IE    Insp   Repts    30-434/B3-07  fc 
30-433/B3-O3  Finding    only    10  rejectable   uelds    out   of    1,06? 
not    proper    indication    af    Inspector    performance 

NORELIUB.C    E.       Division   of  Project    1*  Resident  Programs        83/Q3/20 
REED,C         Commonuiealth    Edison   Co         Ip          18633    136         24X 
Fiche    30-434. B3/03/SQ,  B303260278 

— 8303360882  Responds    to    NRC   830334    Itr   ra   violations    noted    In    IE    Insp 
Repts   30-454/93-07  fc    30-453/B3-03  Corrective   actions,  uleldi 
reinspecteid   Neiu   onsite   contractor   QA/OC    qualification 
procedures    implemented 

FARRAR.D  i_        Commonwealth   Edtson  Co        83/04/19        KEPPLER,  J  <3 
Region    3.     Office-    Of    Director         3pp          10623    137         24X 
Flcha    SQ-4S4,  83/03/20,  B30326OS78 

83OB27O476    Ack    receipt    of    B3O429    Itr    informine   NDC    of    Step*    taken    Lo 
correct  vtnlatlons  noted    In    IE    Insp   Repts   30-434/83-06  (• 
SO-433/03-O3   Actions   will    be   decided    during   pipe   uhlp 
restraint    energy   absorbing   matl    tests 

SPESSARD.K    L        Division   af   Engineering        83/03/S4        REED,  C 
Commoninealth    Edison  Co         Ip,       10644   087        24X  Fiehe    30-000. 83/09/24, 
8303270476 
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— 8303270489   Responds    tn   NRC    B30331     Itr    re   violations    noted    in    IE     Insp 
Repts    50-434/B3-06   S,    30-45S/B3-O3   Corrective    actions     site 
design   procedures    compiled    into   manual    fcy    Wes  fcinghous  e    t 
issued    to    -facility     For    site    use    on    630415 

FAftRflR.D   L         Commonwealth    Edison   Cn         83/04/29         HEPPLER.J   C 
Region  3,    Office   or   Director         llpp        18&44  OB8        B4X 
FUhe    50-000.83/03/24,8305270176 

— H3O3270SQ1  Rev    i    to    "Evaluation    of   Three   Lejged    Pipe    Uhip    Restraint 
Sy  s    " 

MAiJ   S   ,  YANG,M   S   ,     AM1N,  M         Sargent   4   Lundy,      Inc         B     13    I-O   RO1 

Eia/09/21  47pp         IQ644   O<?9         24X   Fiche    50-000,  83/Q3/24,  B303370<176 


03050303OS   Transcript    of   B30427   hearing    In  Rockford, IL   Pp    6il37-6,400 
*      NRC   -   No    Detailed   Affiliation   Qlven        83/O4/27        204PP 
18296   300         S4X   Flehe    SO-434,  83/04/27.  8303030303 

830303050B   Motion    to    permit    J   Hughes    testimony    re    QA/QC    at    facility   b 
to   shorten    time    for    responses    by    util    &  NRC   Matters    of 
testing   decuman tat  ion   *•   welding    constitute    significant 
safety    Issues 

WHICKER,  J  M        League   of   Women   Voters    of    Roctford,     IL        HHICHERi  J  H 
DeKalb   Area    Alliance    for   Responsible    Energy        WHICHEfi,J,M        Baft 
Energy    for   New  Haven        33/04/27  Atomic    Safety    and   Licensing   Board 

Panel         Ipp          18293   O91          E4X    Ficne    30-434,63/04/27,9303030308 


B303O40Q46    IE    I  Ufa   Notice   63-33,     "Nonrepreaentat i ve    Sampling    of 
Contaminated    Oil    "  Svc    list    end 

JORDAN.  E  L        Division    at  Emergency   Preparedness    &   Engineering 
Response    [Post   830103)         83/05/36  Consolidated    Edison    Co       of    New 

York,     Inc         IHpp         18647   OO7         24X   FUhe    30-OOO,  B3/03/26i  830304O046 


— B303030S1&  Handwritten    testimony    of   J  Hughes   m    GA/OC   at    facility 
HUGHES.  J        League    of   Women   Voters    of   Rockfordr     IL        HUOHE8,  J 
DeKalb    Area    Alliance    far    Responsible    Energy          HUOHE8, J         Safe 
Energy    for   Now   Haven         S3/04/S3         3pp          1B293   093         24X 
Flcfie    30-494,  83/04/27,8303030308 


S     Reportable   occurrences,    LEHs   t,    related    correspondence 

8303L10427  Part  21    &  deficiency   repts    re   ml soperal ion    of    03-416   reactor 
trip    undervoltage   devices    Initially    reported    on   83O420 
Attachments   uill    be   replaced1  u/devices  in/widened    jrooveE 
to    accommodate  neu  retaining    rings   Mfg    drawings    revised 
HAHE.E   P         Weatlnghouse   Electric    Corp         03/04/21          DEYQUNO,  R    C 
Director's   Office,    Office   of    Inspection   and   Enforcement         Spp 
1B403   013        24X   Fiche    30-000,83/04/31,8303110437 

8303030270  Final    deficiency   rept   re   reactor   coolant    pump    b    *team 
generator    support  columns   not    Installed   within    tolerances 
specified   on   Sargent  &  Lundy    Design  Drawing   S-IIO3    Initially 
reported   on  B3Q32S  Revised    tglerancas   will    be   verified 
SWARTZ.  E  D        Comflionuiealth   Edison   Co        63/04/25        KEPPLER,  J  0        Region 
3,    Office   of   Director        3pp         1B300  OS7        24X  Fiche    30-434.83/04/251 
8303030270 

B30S130392    Interim  deficiency    rept   re  misapplication    of    ITE   Oould 
circuit   breakers    In  post-LQCA  hydrogen  recomblnei-s    supplied 
by  Rockuell    IntI    Initially   reported    on  B30323  Matter    under 
Investigation  Final    rapt   by    S30SOB  Reported   per   Part    31 
MANND.S   F        Niagara   Mohawt   Pouer    Corp         B3/04/26         STAHDSTECK  I,  R. 
Region    1,    Office  of   Director.      2pp        1B433  072        24X 
Fiche    30-000,  B3/04/S6,  8303120392 

— B3O5120404  Part  21   rept    re    failure   of    post-LOCA  hydrogen    recombiner 
component   during    IEEE-3E3   qualification  program  Circuit 
breaker   not   properly    selected    For    specific    application   Plant 
operators   notified    n-f   deviation 

EMP£Y.D   C         Roc* me II     International    Corp         83/03/11          COLLINS,  J    T 
Region    4,    Office    of    Director         3pp          IFJ433   O74         24 X 
Fiche    30-000.  B3/04/26,  9303J20392 

B303190H33  PNO-1 1 1-93-035  on  330311  -  licensee   stopped    work    on   neiu 
installation   of   pipe-whip   restraints    on   safety-related 
piping    per   B3O513  confirmatory   action    itr  Restraints: 
Initialled   u/o   adequate    procedure*    or   uC    imp    program 

OANIELSON,0   H   ,     LITTLE, W   S         Region   3,     Office    of    Director         83/03/13 
Ip         18301    31B       34X  Fiche    30-454.83/03/13,8305190233 


T     Hearing    transcripts   on  non-antitrust  matters 


0303040349  Transcript   of    B30413   hearing    In  Rockfordi  IL   Pp    4,671-4^30 
Supporting   documentation   end 

*      MRC   -   No   Detailed   Affiliation    Given         B3/04/13          163pp 
1B323  031        24X  Fiche   30-434.83/04/13,8303040349 


B3DS0201&3  Transcript   of   83Q42A  hearing    in  RoekFord.IL   Pp 
»      NRC   -   No   Detailed   Affiliation    Oivan         B3/04/24 
16277   301         24X   Fiche    SO-434.  S3/O4/26,  S303020163 


8303170405  Forwards   proprietary    tc  nanproprie  tarij  vcriloni    of    statements 
made    by  NRC  witness   r*   Uestlnghouse   Model    D4/D3   steam 
generators  Proprietary    Info  iiilthheld    (rif    10CFR2  790) 
RAHEjEP         M»itInjhousB   Electric    Corp         B3/04/26         E1SENHUT.  D   G 
Division   of  Licensing        Ip        1B449  336       24X  Fich*   30-434,03/01/26, 
S303  170408 

--B303170411   Forwards   application   for   ml  thholding    proprietary   version   of 
(tattments  made   by   NRC  ultnass    re  Mestlnghouse  Model    D4/D9 
steam  generators   per    10CFR2  790 

WIESEMANN.R  A       Heitlnghouie  Elvctric   Corp        B3/O1/SI, 
EIBEMHUT.D  e       Division   of   Licensing        9pp         1814^.337         24X 
Fiche    30-434,63/04/84,8303170408 

Nonproprietary   version    of    statements   made    by   R*j*n   re 
•use   Model   D4/D3  steam   generator*,  Pp    4.i91-4.i92   & 


8303030391    Transcript    of   830439  hearing    tn   Rockford, IL 
Pp   6,401-6,340  Supporting    documentation    and 
*      NRC   -  No    Detailed   Affiliation   Given        B3/04/2S        221 pp 
1BS93   329         24X    Fiche    30-434.  B3/04/2H, 8303030391 

B303170S63  Motion    to    receive    Into    evidence    stipulation   t   portion*   of 
preflled    testimony   Stipulation    cover*   admistlblllty    of 
affidavits    tr  exhibit*    bearing    on    emergency    planning    matters 
M/uneiecuted    stipulation 

BIELAWSKIiA   P        Commonweal th    Edllon   Co        Q1ELAM3KI, A  P         Isham. 
Lincoln  it  Desle        83/05/1S  Atomic    Safety    and   Licensing   Board 

Panel        2pp         1B46B    1AB        24X  Fiche    SO-434,  H3/O3/12, B303170363 

— B3031703&9  Testimony    of   P   Holmbeck    re    Investigation    Into  adequacy  of 
emergency    plans   re    emergency    planning    content! ons,  Uti 1 
mad*  no   attempt    to    study    protective    value    of    sheltering 
population*   around    plant 

HOLMBECK'P        DiKalb   Area   Alliance    for    Responsible   Energy 
HOLMBECKjP        Sinnissippl    Alliance    for    the   Environment    (SAFE) 
HOLMBECK,  P        League   of   Women   Voters    of   Rockford.     IL        03/03/12, 
73pp          18460    170         24X    Fiehe    30-484,83/03/12,8303170363 

— 3303170372  Testimony    of   0  Mont el    on    emergency    preparedneti    contentions 
Notification   ti  verlf Icatlan   procedures   not   developed    for 
Pinecrest   Home    for   Aged    Vehicle*    &    support    personnel    to 
evacuate    home    unavailable 

MCWTELrG,       DeKalb    Area   Alliance    for    Responsible   Energy.       MONTEL.  0. 
Sinnissippl    Alliance    for    the   Environment    (SAFE)         MONTELiO,       L**gut 
of   Women  Voters   of   Rocfcford,     IL        B3/03/1&        12pp         1B468  243       24 X 
Flthe    30-454,83/03/12-0303170363 

— B30S170376  Testimony    of   OM  Maloneg    an    emergency    preparedness 
contentions   Util    emeraency    plan    cannot   be    implemented 
until    questions   on   notification,  transportation,  communication 
&   liability    ansuered 

HALDNEV,  J  M        DeKalb    Area   Alliance    for   Respontlble   Energy. 
MALONEY.  J  M        Sinnissippl    Alliance    for    the   Environment    (SAFE) 
MALONEY.  J  It        League    of   Women   Voters    of   Rockford,     IL.       83/02/17. 
12pp        10460  237        24X   Flehe    3O-434, 83/O3/I2, B30317O369. 

— 03031703B1    Testimony    of   C  Lamb    re    emergency    preparedness    contentions 
LAMBiC        DeKalb   Area   Alliance    for    Responsible   Energy        LAMB/C. 
Sinniasippl    Alliance -For    the   Environment    (SAFE)         LAMB.C,      League 
of   Women    Voters   of   Rockford,     IL        83/02/16         llpp         184*9.271,      24X 
Fiche    30-434.03/03/1B,  B303170363 

— B3031703B8   Testimony    of    D  Turner   re    emergency    preparedness    contentions 
Concerns    include   procedures    for    fa  mode*    of    carrying    on 
emargencu.    communications,  transportation   difficulties   Si 
school    liability 

TURNER,  D        D'Kalb    Area    Alliance    for    Responsible   Energy.       TURNER,  D 
Slnnlsslppi    Alliance    for    the   Environment    (SAFE).       TURNER. D,       Ltigue 
of  Women   Voters    of  Rockford,     IL        B3/03/10        ISpp         1B46B-282       24X 
Flehe    30-434,83/03/13.  8303170363 

— S303170390   Testimony    of   D  Miller   re    emergency    preparedness    contention! 
Concerns    include   procedures    for   &  modes    of    emergency 
communication*) transportation    difficulties   %   school 
liability 

KILLER, D        DeKalb   Area   Alliance    for    Responsible   Energy        MILLERrO. 
Slnnlsslppl    Alliance    for    the    Environment    (SAFE)        KILLER,  D        Leaflet 
of   Women    Voters    of   Rockford,     IL        83/02/2B.       IZpp         18468  293,      24 X 
Fiche.  30-434,  S3/03/12.  B30317O963. 

— 8303170393   Testimony    of   JL  Murphy    on   Contentions   3  !<    13.  Listed   protltai 
Inherent    in    any    radiological    accident   &   should    be    resolved 
to   provide   reasonable    degree    of    safety    to    cltlitns 
MURPHY,J  L        DeKalb    Area   Alliance    for   Responsible    Energy. 
MURPHV,  J  L.       Sinnlsslppl    Alliance    for    the   Environment    (SAFE) 
MURPHV,  0   L        League    of    Women  Voter*    of   Rockford-     IL        B3/OB/2B 
16pp.       (846S  307        S4X   Fiche' 30-434,  B3/03/1B,  8303170363, 


HC  -  (Jo  Ditalled   Affiliation  Given        83/04/24. 
36        24X   Fiche'  30-434,  B3/04/26, B3O317Q40B 
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B3O531OQ93    Transcript    of    B30323    hearing     in    Floe  k  ford,  IL    Pp    61 541- 
&,  4.73 

*       Atomic    Safety    and    Licensing    Board    Panel          33/05/33         167pp 
18633     129         34X    Fiche    50-454,  B3/09/33,  B30331O093 

0305310116    Ti-anscript    of    930324    hearing     in    RQL fcf ord,  IL   Pp    i,676-6,931 
Supporting    documentation    encl 

»      Atomic    Safety    and   Licensing    Hoard    Panel         83/O3/S4        3S9p  f 
18,4  96     189         24X    Plcha    50-454.  83/O3/24. B30531O1 1& 


— S30S20063-5   flept    of    8IO939-30    audit    to    verify    Sargent    li   Lundy 
conformance    to    NI/REG-09SB    re    environ    qoa  !  i  f  i  catl  on    of    Class 
IE    electrical    equipment 

MARCUS,  S   F         CommoniuBfllth    Edison    Co         Bl/lO/06         6pp         IB32S    ISO 
34X    Fiche    50-000.  83/05/11,3303300691 

— 9303300663   Rept    of    B3O307-I3    audit    to    avaluate    Sargant   !•   LundU    QA 
program    implementation   &   adequacy    of    facility    design 
SUMMERFIELD,  T         Commonweal  t  h    Edison    CD         33/03/23          IBpp 
18333    136         24X    Ficfte    9O-000.  B3/O5/1 1,  B30S2OOfi31 


DOCKET    STN-30-4SS    BVRON   STATION,     UNIT   a 

A      Apfl  1  lea  tion/construc  t  ion    stage    documents   6   correspondence 


B3Q3IEG992    Informs    that   ASMS   Cade   Case    N-34O,     "Alternate   Rules    For 
Bum    of   Weld    Edg«   Preparation   Section    III.Dlv    l.Claitcs 
1-a,  KG    I,    C8,  "    not   acceptable    for    generic    use    ti   not    listed 
in    r*g    guide    series,  per   630302    submlttal 

YOUNQffLODD,  B     J         Lleen»ing    Branch     1          03/03/03         FARHAR,  D    L 
Commonuealth    Edison   Co        2pp         13443    120.       24  X   Ftche    30-000,  S3/03/O3i 


03030*0323   Doard    Notification  B3-097    forwards    differing    prof    opinions 
re    iijt    Intel-action   ti   safety    classification    Info    relates    to 
Board    Notification!   83-17  t  93-44   re   Unresolved    Safety    Issue 
A-17 

EI6ENHUT,D,fl  Division  of  Licensing  03/O3/Q4  PALLADINO,  N 
CommHisIonerB  22pp  19337  139  24X  Fiche  30-OOO,  03/O3/04, 
93Q304O323 


— 3305200675   Kept    at   920607-11     audit    re    Sal-gent    fc   Lundy    OA   program 
implementation    if    evaluation    of    adequacy    of    mechanical, 
electrical    !,    structural    design    of    facilities    Related    Info 
enc  t 

MARCU5.G   F         Commonweal  tfi    Edison    Co         B2/Oi/17         4Bpp         18322    174 
24>f    Fiche    30-OOO.  83/05/1  1,  8303200631 

— 830S2O06B3   Rev   C    to    Procedure    304,     "Design    Control     -   New    Design. 
Byron   Station    "    Description    at    Most  ingfiotise     design    assurance 
controls    for    Byron/Dral  duiood    oncl 

WHITAKER,W  A       Nuclear   Power   Services,     Inc         aa/11/23        13[ip 
1SS32   241         24X   Fiche    SO-OOO,  B3/03/1 1,  B3O350D621 

— 83O52006BB   Rev   0    to    "Auilllary    Feeduater    Sijs    Design   Review   Repl    "    Ut 
Ofl   statement   re   verification   af   adequacy    of    Sotlgri   &   const 
Of    Byrun    Unit    1    ervcl 

WATTELET.P   I,    ,     MEISTER.J   R    ,     DRrtEGEH,  C    B         Sargent    t   Lundij.     Inc 
DHR-AF-001-BB   ROD         BO/07/lfc         B4pp          1B532    303         24X 
Ffche    30-000,  83/03/1 1.S305SO06SI 


9303100237   Forwards   response    to  FSAR    question    re  crushable   pipe-  uhlp 
r««troint    matl, p»p   B30330   request    for    addl    info    Confirmation 

temt    to    verify    angularity    of    load    results   ul 1 1  be    completed 
bij    B3OS01     Info    ulll    be    Included    In   FSAR    amend 

SWARfl.E    O         Comnianuiialth    Edison    Co          B3/09/04  DENTQN.  H    R         Office 

of    Ntrel««r   fiaactor   Regulation!    Director         2pp  19373  2iV        S4X 
Ftche    50-000.  B3/05/04,  H30S100937 

8309110316   MotlPlcation   of   830313  meeting    u/C-E    *.  Weatlnghouje    in 
BtthlidaiMD   to    discuss    telsmlc    &   (qualification    review    team 
rnulti    fc    pump    &   vtlvw    operabllltu 

OLBHANi  L  M        Lic«n*ing    Branch    1         93/OS/03        YOUMOBLODD.  0   J 
Licencing    Branch    I        3pp         IB434  334        24X  Fiche    3O-4S4i B3/03/03, 
B3051 10216 


—  8309300691    "Design   Evaluation    (Audit)    Rept    of   Sargent   &  Lundy    for  Comm 

ed  " 

B1GBE6.  D         Energy    Incorporated         83/04/04          127pp          IS 323- 027        24X 
FUNo    50-000,03/09/11,0303200631 

BG03310O86   Notification    of   530614   meeting    u/utl  1     ill   Betheida.  MD    to 
discuss   utll    DCRDU    program  plan 
GILBERT, fi    A         Operating    Reactors    Branch    3         B3/OS/24         CRUTCHFIELD,  D 

Operating    Reactors-   Branch    9         2pp          18639   O63         SIX 
Fiche    SO-OOO,  B3/OS/26.  83033100B6 

E      NRC   Safety    Evaluation    Report    (BER).     s  tip  pis    &    correspondence 


B30S13OO51    Forward  i    revised    respotiie    to   Question    370  ?,  Part   C    re 
environ    qualification   program  Representative    sample    of 
actSy    mechanical    equipment    in   hanh    environ   qualified   FSAR 
kil.ll    b*    amended    to    Include    rev 

BMARTZ.e  D        Commonwealth   Edison   Co        B3/O3/06         DENTON.H  R        Office 
of    Nuclear    Reactor   Regulation,    Director         2pp         1S436  313        24 X 
Flc4i»    SO-OOO,  03 /O3/Oi,  B309130031 


B3O5160039  Clarifies    commitments    re    timing    for    completion   of 
preoperat lonal    testing    of   auilllary    bldg    ventilation   ays 
Review    of   SER.  NUHEQ-OS76i  Indicates   misunderstanding    may 
at  lit 

TFWMM.T    R         Commonwealth    Edlion    Co         03/03/11          OZNTCM,  H   H 
of    Nuclear   Reactor   Regulation,     Director        2pp         1B49-3    110 
Fiche    30-434.93/03/11,  B3O3I60039 


Office 

24X 


0303090639  Oeneric    Ltr   03-30    to   all    operating    reactor    licen«»es    fc 
holders    of    Ct's    re    integrated    ichedullng    for    Implementation 
of    pl*nt   modf    Svc    lilt    encl 

ElBENHUT^D   0        Division   of  Licensing         83/03/09  Consolidated 

Editor!   Co      of   NBU   York.     Inc         lApp         18627    193        SAX 
Fiche    SO-OOO,  83/08/09,  B303090A39 

0305  LBO  385  Foruardi    "Preliminary    Design   As  a  ailment    of    Byrpn/Bral  diuood 
Otn*rafclng    Station   l>  Control    Room  Human   Factors    Engineering 
HivlBU, "    Suppl*     I    &    II 

SUARTZ'E   D        Caoi'monuealth    Edison   Co        33/03/09        DENT  ON,  H  I)        Office 
of    Nuclear    Reactor   Regulation,    Director         Ip         1B497'001         24X 
Fiche,  SO-OOO,  B3/O3/09,03031003B3 

— 0303180397    "Preliminary    Deilgn  Aneiiment    of    By r on/Bra iduooid   Generating 
Station   Control    Room  Human   Factors    Engineering    Review," 
Buppli-    1    d   1 1 

*  Cainimnilneal  th    Edison   Co        83/O1/30        221pp         1Q4B7  002        SAX. 
Fiche-  30-000,  83/03/09,  03O3IB03B3 

830520D&S1    Docuumnti    revliu  of    procedures    &   practices    used    In    control 
of    d»*tj)n  &   const    of   Byron  Station    &   highlights    important 
flndlnfl*    Const    of   Byron   meets    requirements    of  F0AR    Si   BER 
(NUREO-0976)    Supporting    documentation    encl 

REED,  C         Conmoniirealth   Edison   Co        33/03/11         DENTOWi  H  R        Office   of 
Nuclear   Reactor    Regulation,    Director         lOpp.       10921-003,       24 X 
Flchi-  SO-OOO,  83/OS/lli  0303200621. 

— 9303300437    "Ener g u,  Inc/Fargi/Bon,  Inc   Audit   Rept    of    Sargent   &   Lundy    for 
Conn   Ed    " 

CURHANifl    N        Energy    Incorporated        BH/07/06        63pp         18321    093 
24X    Ficher  SO-OOO,  B3/03/1 1.  030320O6S1 

—8303300647    "Rept    on    INFO  Self-Initiated    Evaluation    for   Byron   8. 
BpalrfuiooiJ    NucltJtr   Station   Const   projects    " 

*  Commonwealth    Edison   Co        B2/11/17,       3SOpp,        1B5E1    160        H4X 
Fiche,  SO-OOO >  B3/03/1 1.030S200621 


F      Security,    medical,     emergency    &   fire    protection    plans 

B3D30400&2  ftequeitt    that    response    to  NRC    position    re    source   range 

neutron    Flui   monitoring-    be    eipedlted  to   alloy   completion 

of    revieiu   of   remaining    open    Items   re  App   R   criteria    for 
pott-ffre    safe    shutdown    capability 

YQUNOBLOOD,  B   J         Llcenilno    Branch    1  B3/04/11          FARRAH,  D   L 

Commonwealth    Edison    Co          3pp          IB336  219         24X    Fiche    3D-000.  B3/O1/1 1, 
B3O304OO62 

B30S010069  Releases    public    version   of    rev   to   emergency    plan 
Imp  leme-nting    procedures 

FELTQN,  J   M         Division    of    Rules    and    Records         B3/O4/22  Document 

Management    Branch          Ip  10339   O93         24X   Fiche    SO-flSfl,  63/04/22, 

03O 9040069 

— 03O3O40O74  Fpruards    public    version   of    rev    to    emergency    plan 
implementing    procedures, including   Procedures    BZP    1OO-1    r* 
•tatlon  manager  &   BZP    310-4   re   assembly   &  evacuation    of 
personnel 

TFAdrlj  T  R        Commonwealth   Edison   Co        03/02/35        DENTQN.H  R        Office 
at    Nuclear   Reactor   Regulation.     Director        Ip          193S9.  O<?3        E4X 
Fiche     30-434,  B3/04/23, B303O40O69 

— B3O3O40OBO  Public   version    of   rev   to   emergency    plan    implementing 
procedures. including    Procedures   DZP    100-1    re    station   manager 
k    BZP    31O-4  re   aisEmblij   t,   evacuation    of   personnel 
»      Commonuealth   Edison    Co        B3/OS/10        331pp         IB339   O94        S4X 
Flehe    50-434.  83/04/SS.  9309040069 

030 5 06 0 194    Forwards  Rev   9    to   security   plan  Rev  withheld    (ref 
10CFR73   21) 

FAflHAR.D   L        Commonwealth   Edison  Co        B3/0-I/29  Offics   of  Nuclear 

Reactor   Regulation,    Director        Ip        10349  090        SAX 
Fit  he.  30-494,  B3/04/29,  83O3060184 
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B303IIOO34  Generic   Ltr   83-S1    to   all    licensees   of   operating   reactors, 
applicants    for   QLt   t,   holders   of  CPs   re   clarification   o^ 
access   to    control    procedures    for   law  enforcement  visits 
Svc    list    encl 

EISGNHUT.DG       Division    of   Licennnf        Q3/OS/U  Consol  idateu 

EdUnn   Co      of   Neu    VorK,     Inc         16pp         18340   095        24X 
Fiche    50~000,03/03./11, 3303110034 

0     Art judUatorij   correspondence 

B303040403  Memorandum  t.   order   denying    inlervenor  830428  oral   motion   to 
keep   record    open   on   steam  tube    Integrity    suhissues  Record 
contains    sufficient    Info    to   make   decision  ro  Unresolved 
Safety    Issue  A-3 

6MITH,  1  U  Atomic  Bafatg  and  Licensing  Board  Pans!  83/05/03 
League  qf  Women  Voters  of  flockford.  IL  2pp  13333  306  34X 
FichB  50-454,  B3/O3/O3,  33O5Q«>«3 

0303100286  Application   for    issuance  of   end    unsigned    tiibpoena» 
directing    attendance  fc    testimony    of    I  Souder»  4  J  Og.bury   at 
ABLB  030323    session   in  fiockf oriJ,  IL  Certificate   of  Svc    encl 
WHICHER.J  M        League   of    Women  Voters    of  Rockfordr    IL        WHICHER.J  M 
DeKalb    Area   Alliance    for    Responsible   Energy         WHICHER, J   N 
Slnnissippi    Alliance    for    the   Environment    (SAFE)        B3/03/O6 
SOUDERg,  l   .    OGSBURY.J        Affiliation  1/nknoun        7pp        1B37I    134        34X 
Fiche   SO-43'1,B3/OS/G6.  B305100206 

0303100172  NRC   response    to    joint    intervene  motion    to   reopen  record 
railed   under   Contention    1A   concerning   J  Hughes    testimony 
on  QC/QA  Staff   oppose*    Further  hearing   on   suoj  matters 
VOUNO.M  A       Atomic  Safety    .and   Licensing  Board  Panel        63/03/09,       7pp 
13374.333         S4X   Fiche    30-451.  B3/03/O0,  B3031O017S 


0309160162  Memorandum  *   order    scheduling    special    depoiltlon  union  ftr 
330566   in   Rockford-  IL    to    take    deposition    of    J  Hughe*  ft 
possibly    of  Rouders    *   tlgibury 

SMITH.  I   W        Atomic    Safety    and   Licensing    Hoard   Panel        03/03/13      g.t 
104-14   036        24X   Fiche    30-434, B3/03/1S,  8303160162 

0303170397  Forward*    stipulation   ui/af f idnvl t»    &  ambulance   survey  f* 
*dm£s»Ion   of   certain    evidence    offered    by    intervenors   on 
emergency    planning    Issues    Upon   admission    of    evidence,  hearing 
record    should    bn    cloud    Bvc    list    end    H/o    *tated    encl 
HIELAWEKIiA  P         Isham,    Lincoln   fc   Ueale         BIELAWaKI,A  P       CaiuionuiilO 
Edison  Co        B3/OS/12        SMITH,  1    W   .    COLE.  R  F    ,    CALUIHAN.AD       At  (Hit 
Safetu   anil   Llcentlnfl    Board   Panel         3pp         ItWfiS  O63        84X 
Fiche   30-434,  G'J/03/12.  8303170397 

6309170363  Motion    to    receive    Into    evidence    atipolatlon  tc  portltni  o) 
(irefllnd   Uittmonij   Stipulation   covnr*   admiiBibllltv   of 
affidavit!   fc  exhibits    beirlng    on    emvrginctf    planning   ifiattiri 
H/un*«icuted    itlpulatlon 

DIEl-IMSftl.A  P        ComniQnuenlth    Edlton  Co.        BIEtftHBM>A  P,      Ithin, 
Lincoln  t  OsolB        Q3/03/1B,  Atomic    Safatg    and   Homing   Board 

pnnel        »pp         1B46B1  16B        S4K  FlchS    BO-45fl>B3/03/ia.B305170365 

030SB00921   MemorAnduni  d   order    approving    stipulation   to   offtr   into 
tvldtncf  Joint,   Intrrvsnors   Einlblts    13  -  SO  Stipulation  ulil 
b*   bound    Into  330323    fcranicript   Propoftid    Findings   t> 
concluilona   on   emergency   planning    inuei   dut  030430 
SMITHrJ    M        Atomic    Safetij    and    Llcentlng    Hoard   Panel        B3/09/19 
Office   of    the  Executive   Ltgnl    Director.       Ip.       18516  083,      34* 
Flehe   90-ASfl.  03/08/19,  SSOSBOOaSl 

fl     Inspection  reportii     IE  Bulletins  fc  correspondence 


—0303100176  Affidavit   of    DW  Haijee   b  KA  Connauqhton   re   itatement    by 
J  Hushes    suppnrtinu    iniervenor  motion    to   reopen   record 
HAVES. D  M  .    CONNflUCHTDN. H        Region   3.    Office  of  Director 
83/03/09        ISpp        10374   330       S4X  Fiche   50-48^,  Q3/03/09. 0305100178 

8303110213  Response    in    apposition    to  ftockfard  League    at    Women  Voter*   b 
Dekalb  Area  Alliance    for   Responsible  Energy/Safe 
Alternatives    for  Future   Energy  motion    to  allow  testimony    of 
J  Hughes   on  GiVGC  Certificate   of  Svc    encl 

BECKERi  B  D       Commonwealth   Edmon  Co        DECKER,  B  D        Ishami    Lincoln  J< 
Beale        Q3/05/09  Ato-mlc   Safetn  and  Licensing   Hoard    Panel        13pp 

10^07.03?        H4X   Fiche    30-43-1,03/08/07,8303110213 


B2lE0603as   IE  Info  Notlcn  83-H,     "Deuatind   Spent   Ion  Cich«ng»  ftnln 
Suiceptlbllity   to  Exathermlc   Chamlcal   Reaction   "  8vc   lilt 
end 

TAYLCft<J,M        Division    of    9afogiiardi    d    Intpectton  Program    (Poit 
G30103)        03/03/&1  Coniollilated    Edlaon   Co      of  Niu  Vork,    Int 

112pp         1030031"?        24X   Fiche    30-OOO,  03/03/21,  HS180603Q3 

8303010021    IE   Info   Notice  B3-21,    "Dafeefcive  Emiroency  Ut»  Reiplrator  ' 
8vt    list    encl 

JOftDAN'E  L       Dlvi«ion   of  Dnero»ne:Y  Prtparndne««  4  Enuineerlna 
Reiponie    (Pont  030103)         B3/OA/IS  Con«olld«t«d   Ed  I  ton  Co.    of  HIM 

York-    Inc       ISApn        1H43S'  133       2«X  Fiche,  30-000. B3/04/13,BM30IOOS1, 


0303130299  Discusses   order    of  uitness   presentation   for   hearlngi 
returning    on  030333  NftC  will    present  Ufltneises   on   liquid 
pathuay   contention    first,  followed    bij   utll.Rockforil   League    of 
Women   Voters  &  util   rebuttal   witnesses 

OALLDi  J       Ishami    Lincoln   &  Beale       GALLCW       Commpnwealth    Ediion   Co. 
03/03/10        SMITH,  I    W   ,     COLE,  R   F   .    CALLIHAN-A   D.       Atonic    Safety    and 
Licensing   Board  Panel.      Spa         10430   169       24X  FlchB   30-434. 83/03/1O, 
B30312O279 

G3031600AO  Affidavit   of   HP  Tu*tkfn   on  J  Hughes  allegations   r*   uiBldlnfl 
Melding    of  brace    to   pressure    pipe   proper.  If  performed   per 
design   specs   Utll    conducting    reinip   of  work   performed   by 
contractor  OC    inspectors 

TUETKEhdR  P  Commonwealth  Edi«on  Co  83/03/11  3pp  1B493  ISO 
3tX  Flehe  50-434,83/05/11,0303160060 

0303 I 703 14  Confirms   mailing    of   proprietary   version   of  Pagai  4691.4492  & 
4697   from  630415   tranicrlp t, per    terms  of  Wast inghousi 
nondisclosure   agreement  Method    for   circulating 
nonproprietarv   portion    to   PDRs    being  worked   out. 
DAVIS, F   X       Uestinghoute  Electric   Corp        B3/03/1 1        THOMABi D 
Affiliation  Unknown       Zpp         104A3  076       84X  Fiche   3Q-434i 03/03/11, 
B303170314 

6309170319  Forward f   nondltcl asure   agreement   ilgned   on  030427  Terms    of 
agreement   should    be    used    ta  tiandle  Uestinghou*>    proprietary 
info   contained    in  0301! 3   transcript   Method   for   circulating 
nonproprletaru   portion    to   PDRs    being  worked   out   W/o   end 
DAVIS, F  X        Uestlngnouie  Electric   Corp        83/OS/I I        CHAVEZi  D       DeKale 
Area  Alliance   for  Reaponslile   Energy        CHAVEZ,!)       Ginniulppi 
Allianct-   for   the   Environment    CSAFE)        Ip.       16463  368.      HtX 
Fiche  30-434,  93/OS/ II,  Q 303 J 703 1 9, 

B303170334  Forwards  application    for  withholding   from  public   diselotur* 
Hemnghouie  proprietary    info    discussed    in  93041D  meetlno, 
Method   for   circulating   nonproprietary   portions   of  030413 
transcript   to  PQRs   being   worked   out  W/o   encl 

DAVlSrF   X        Hestinghauie    Electric    Corp         03/O3/H         0MITHi  1   W   i 
COLE.fl  F,  ,    CALLIHANiA  0        Atomic   Safety   and  Licensing   Board  Panel 
Spp        16469  006        84X  Flehe.  3O-494i  83/03/11,  030S170334 

B3O5170522  Forwards   nondi»elo*ure  agreement   aljned   on  03042A  4 
proprietary   version   of  Page*    4691. 4692  &  4699  from  030413 
kranscripV  H/o   proprietary  pagsi 

DAVIS, F  X  Uestinghouie  Electric  Corp  03/03/11  Bft IDENBAUOH,  D 
JQHNSONrB  .  BUNCH.R.  League  of  Momen  Voten  of  RocKord.  IL  in 
1B467  231  34X  Fiche  90-434.83/03/11.9303170338 


6303040023    IE   Info   Notlci   B3~a2,     "BWR   H«P»t«/Relief  Valvt  Fallurn  ' 
Svc   lilt   end. 

JORDANiE  L       Dlvltlon   of  Emergency  Preu«redna»»  ti  Engineering 
ftetponiD    (Poit   030103).       93/04/23  Consolidated   Ed  lion  Co     Of  NIK 

Vork,    Inc.      119pp,       10063:08'?       21 X  Flche   30-000.  B3/04/»a,B3030400!3 

0303040029   1C  Info  Notice  B3-23-    "Inoptradla  Containment  Atmoipntrl 
Sonilng  ey», "  Gvc    lUt  end, 

JORPAN.E  L.      Divuion  of  Emargencu  Proparedntfti  tt  Engineering 
Reiponsi    (Poit  830103).      03/01/33  Conaol  I  dated  E(/I»on  Co     of  NN 

Vorlii     Inc.       119pp         183BIK91.       S4X  Flch«.  30-000,  B3/04/a3.93030+W!) 

Q303170S3G  forwards    IE    Imp    R.pt.    30-434/03-14   1   30-455/63-12  on 
B3031&-1B  ti  31,  Mo  noncompl  lance   nottd- 

PAPERIELLO.  C.  •J.       Rejion   3,    Office    of   Director.       03/04/26.      REED.C 
Commonuaalth   Edison   Co.       fipp.        lfl4AD,  087        H4X   Piche:  30-494. B3/<H/!*i 
0303170238, 

— 9303170318    IE   Imp    Hsptl    30-431/03-H    «.    BO-4SB/B3-1B  on  H3031&-1B  *  31 
No  noiicompllancf   not»d  Major  area*    Inspected' unvlron 
protection*  includino,    pr»op»ration*l   radloloolcal   anvlron 
monitoring   ImplvnvntMtlon  (<  revultt   (.  mgt   controls, 

OEBTMANN.MJ  .  ecHUMACHEn,M  c      Ration  a,  nmce  of  Director, 

83/04/29        7pp,       lB463.0aSl.       B4X   Fleh«:  80-434,  B3/04/B6.  B3QH7CH3B 

B303040086   IE  Info  Notice   93-24 i    "Loo«e  Part*    In  Sacondarv  Bide  of 
Bttam  Oonerator*    at   PWRi, "    Svc    lt*t    ancl 

JDRDANi  E.  L       Dlvltlon   af  Emergency.   Preparedness   Si  Engineering 
R«*pon*»    (Po»t  830103).      03/04/Sa  ConioJldated  EdUonCo.   of  IW|> 

Vtirk,     Inc         HSpp.       J83BB-047.       S4X  FiChB.  30-000,  B3/04/BB,  83030400Si 

0303010027   IE   Info  Notice  B3-HS-    "Standby   Oa*   Treatment  flyi  Heeter  Hl(ft 
Temp   Trip   aitpoint  Adjuttment.  "  Sve    li*t   cnel. 
OORDAN.E  L       Division   of  Emergency  Preparedness  b  Engineering 
Re»ponie    (Po»t   830103).       03/04/28  Coniol  Idated  Edi*on  Co,    BfHM 

York,     Ine         110pp         IB3021  1A3        B4X   Flcha:  90-000,83/04/88,93030400" 

8303040030   IE  Info  Notice   B3-2A,    "Failure   of  Saf Btv/fl*li»f  V*W» 
Di*eh«rB»   Line  Vacuum  Breakers."  Hvc   list   encl. 
JORDANiE  L.      Division   of  Emergency,  Prepartdne»»  4  Engineering 
Reiponse    (Post  830103).      S3/03/03,          Con«olidat»d  Ediion  Co 
Vorlt,     Ine         ISSpp         18441,170.       24X  Fiche'  00-000, 83/08/03 
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8:303040030    IE    Info    Notice    83-27.     "Operational    Response    to    Events 
Concerning    Deliberate    Acts    Directed   Against   Plant 
Equipment    "    Svc    list    encl 

JORDANiE  L        Division    of   Emergency    Preparedness    !<  Engineering 
Response     (Post    03O1O3J          83/03/04  Consolidated    Edl-son    Co 


Yorfc.      Inc 


1S3H2   282 


Fichu    3Q-OOO,  B3/O3/O4,  83O304003O 


"Error    In  ADLPIPE  Computer   Program 


S3Q3040040     IE    Info   Notice    83-31, 
Svc    1 1st    encl 

JORDAN, E    L         Division    of   Emergency    Preparedness    fc   Engineering 
Response     (Post   S30IO3)         93/05/19  Conaol idated    Edison    CD      of   Neni 

York,     Inc  114pp         18697   009         24*   Fiche    30-000.83/03/19,8303040040 


B303040O31     IE    Info    Notice    83-28,     "Criteria    For    Protective    Action 
Recommendations    for   General    Emergencies    "    Sve    list    encl 
JORDANiE  L        Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post   B3O1O3J        83/O3/O4  Consolidated    Edison   CD      of   New 

York,      Inc          119pp          15441    001          24 X    Fiche    30-OOO, 83/03/04.  B3O3040031 

B303Q40O33    IE    Info   Notice    83-29,     "Fuel    Binding    Caused    by    Fuel    Rack 
De  for/eat  ion    "    Svc    lilt    encl 

JORDAN,  E  L        Dlviiion    of   Emergency    Preparedneis    Ji  Engineering 
Heiponse    (Post    B3O1O3)         B3/O3/OA  Consolidated    Edison   Co      of   NBUI 

York,      Inc          113pp          1H323   24fl         SIX    Fichu    SO-OOO, B3/03/O6,  B3Q3040033 

B30319OO19  Forward*    IE    In*p    Rtpts    30-43-1/03-13  t,   5O-4SS/S3-13   on 
S3 0351    &   28-31    No   none omp 1  lance    noted 

LITTLE- H.  S         Region   3-     Office    of    Director         83/05/06         REED,  C 
Commonwealth    Ediian   Co        3pp         103O2   O04        SIX   Fiche    3O-434i B3/O3/06i 
S3O3190019 

— B3OS190027    IE    Imp    Rept*    30-494/03-13    fc    30-453/83-13   on    830321    k   89-31 
Ma    noncomplianee    noted    Major    areas    inspected    evaluation    of 
NDE   results    for   pool    liner   welds    &   review   of    quality 
records 

WARD.  K  0   .    DANIELSON.Q  H        Region   3.     Office    of    Director        83/04/29, 
llpp          1B302   006         24X   Fiche    SO-434,  B3/O3/O6,  B30SI90QI7 

B30313OIZ9  Ac*    receipt   of   930103    Itr    informing   NRC    of    steps    taken    to 
COPTIC t    violations    notad     In    IE    Inip    Repts    3O-434/9H-O3    tc 
30-43S/B2-04 

SPESBARD,  R   L        Region   3,    Office    of    Dii-Bctor         63/03/10        REED,  C 
Commonwealth    Ediion  Co.       IP         1G437   HBO        24 X   Fiche    30-434,83/03/10, 
B3O3130129 

— B3Q9130133  Responds    to   NRC  820424    1 tr    re    violations    noted    In    IE    Insp 
Repts    30-434/83-09  &    30-433/82-04   Molding    procedure*    tt 
instructions    need    not    be   at   each    location   where   actual 
welding    performed,  per  A9ME  Code 

BTIEDE.W  L        Commonwealth    Edison    Co        B3/01/O3        KEPPLER,  J  0 
Region   3,    Office    of    Director        3pp         18437  201         24X 
FicN«- 30-434, 93/05/10,8303130139 


a3032A0278    Ac  k    receipt    of   830419    1 tr    informing    NHC    of    slept    taken    to 
correct  violation)   noted    In    IE   Insp    Repts   30—134/03-07  «< 
30-433/B3-O3   Finding    only     1O   TB JBC tab le    uelds    out    of    1.O67 
not   proper    indication   of    Inspector   performance 

NORELIU3.C    E         Division    of    Project    !.   Resident    Programs         83/03/SO 
REED,  C         Cnininnniiieal  th    Edison   Co          lp         18623    136         24X 
Fiche    90-454.  B3/09/2O,  8309360278 

— B30S26O292    Responds    to   NRC.    830324    Itr    re    violations    noted     In    IE    Insp 
R«pts.    5O-43A/B3-07   b    SO-4S3/B3-Q3   Coprectlv"    actions    uisldi 
relnspected   NEW  onsite   contractor  OA/QC   nua 1 1  f icatl on 
procedures    implemented 

FARRAt'D    L         ComroDnueal  th    Edison   CD         83/04/19         KEPPLER,  J   G 
Region    3,     Office    of    Director         3pp         13623    157         24X 
Fiche    30-434.83/03/20,8303860278 

8303270476    Ac  k    receipt    of   830429    Itr    Informing    NRC    of    steps    taken    to 
correct    violations   noted    In    IE    In-sp   fiopts    50-434/83-06  tt 
30-433/83-03  Actions   mill    be    decided    during    pipe   yh Ip 
restraint    energy   absorbing    matl    tests 

SPEBSARD.R    L         Division    of    Engineering         83/03/24         REED.  C 
Commonwealth    Edison   Co         lp         18644   087         24X    Flche    30-000.83/09/24, 
8305270476 

— 8303370189   Responds    to    NHC    B30331     Itr    re    violations    noted    In    IE    Insp 
Repta    50-454/B3-06   5.   50-133/93-03   Corrective    actions    site 
design    procedures   compiled    into   manual    by  Wes tinghouse    & 
Issued    to    facility    for    site   use    on   830413 

FARRAR,  D   L         Commonweal th    Edison   Co         83/04/E9        KEPPLER, JO 
Region    3i     Office    of  Director         llpp        18644    QB3        24X 
Fiche    30-000.93/03/24,8305270476 

8303040046    IE    Info    Notice   83-33,     "Nonrepresentati ve    Sampling    of 
Contamlna tod   Oil    "   Svc    list    end 

JORDANrE  L         Division   of   Emergency    Preparedness  &  Engineering 
Response     <PQst    83O1O3)         83/03/26  Coniol Idatad    Edison    Co      of    Neu 

York,     Inc  Hipp          18647   007        24X    Fiche    30-000,83/03/26,8303040046 

S      Reportable    occurrences,    LEfls  S  related   correspondence 


8303040034    IE    Info   Notice    83-3O.     "Misapplication    of   Generic    Emergency 
Operating    Procedures    (EOF)    Guidelines    "    Svc    Hit    encl 
JORDAN. E  L        Dlvt*ion    of   Emergency   Preparedness    h  Engineering 
Response    (Post   930103J         83/O3/11  Consolidated    Edison  Co      of   NBU 

York,      Inc          114pp.        1B324    003.        24 X    Fichu    90-OOO, B3/03/1 1.  B303040034 

93-D317043&  Confirmatory   action   Itr   re    Insp   of   pipe   uhip   restraints    in 
saf • ty-relatvd    high    energy    piping    sys    on   830903-O4   &  O7-IO. 
Ri*t*rtlng    Installation    of   uhip    restraints    contingint   upon 
tr«nimlttal    of    as-built   drawing*    to    Sargent    &    Lundu, 
KEPPLER.  J  Q        Region  3.    Office    of    Director        83/O3/13        REED, C 
CommonmeaUh    Edison   Co.       Qpp         1946*7   319        24X   Fiche    30-434.  83/03/13, 
B3D317O4S3, 

03O5200308  Ack    receipt    of    830EtO   &  03O4    Itrs    informing    NRC    of    itep* 
tak*n    to    correct   violationi    noted    in    IE    Insp    Repts 
30-4!i4/Ba'-17   tc   30-433/82-12, 

BPESSARD,  R   L        RBflion   3,    Office    of   Director         83/O9/I7        REED, C 
Commonwealth    Edison   Co         lp         18316:060        24X   Flcfce, 30-4B4,  83/03/17, 
B303S00309 

— B3 03200 322  Responds    to    830111    Ltr   re   violations    noted    in    IE    Insp 
Rapt*    30-434/02-17  &    50-433/92-12   Corrective    actions 
contractor    placed    hold    tag*    on    30    panels    &   notified 
electrical    const   dept    per   Procedure   & 

FARBrtRi D  L        Commonue*! th    Edison  Co        83/O3/04        HEPPLER,  J,  0 
Region  3,    Office   of  Director       App        (83iA,OAl        K4X 

Flch«    30-434,03/03/17,0303800300 

— B3O32OOS40  Respond*    to   NRC   B30111    Itr    re   violation!   noted    In    IE    Insp 
Reptf    30-434/SS-17  ti   90-4SS/B2-12   Corrective    actions 
contractor    Instructed    to    identify    panels   which    contained 
Cable    separation    problem!   h   hold    tagt    placed    on    panels 
FARRAR.  D.  L.       Commonu**! th    Edison  Co,       S3/OE/10,       KEPPUER,  J  0 
fitalotl  3,    Office    of    Director.       7pp         1B316  067        24X 
Fichl1 30-434,83/03/17.0303200308 

0309240324   Confirms    arrangements    for   B30613  meeting    between   NRC   &   utll 
In  Region    III    ofcs    to   dlicus*   BALP    for    facilities    Meeting 
will    b*    opened    to    other    interested    parties   at    observers 

NORELIUS,  C   E        Division    of   Project   b  Resident   Programs        83/03/18 
REED,  C,       Commonultalth    Edison    Co.       Ip         18371    151         24X 
Fiche: 30-000, 63/03/10,8303840324 


B30311O427   Part   21    L  deficiency    repts   re   miioperatton   of   03-416  reactPT 
trip    undervaltage    devices    Initially    reported    on   830420 
Attachment*    will    be   replaced   u/devlces  u/uldened    groove! 
to   accommodate   new  retaining    rings   Mfg    drawings   revised 
RAHE.E  P         Westlnghouse   Electric   Corp        83/04/21        DEYQUNO,  R   C 
Director's    Office,    Office   of    Inspection  and  Enforcement        Spp 
18403   093          24X   Fiche    30-000,83/04/31.0303110427 

B3O3030270  Final    deficiency    ropt  re    reactor    coolant   pump    k   steam 
generator    support    columns   not    installed   uithin    tolerances 
specified    t,n   8argent   b  Lundy   Design   Drawing  S-1103    Initially 
reported    on    83O323  Revised    tolerances   uill    be   verified 

SHARTZiE    D         Commonwealth    Edison   Co         B3/O4/23         KEPPLER.  J   0.       Rsglon 
3.     Office    of    Director         3pp          1H300   O27         24X   Fiche    30-434,83/04/23, 
B303030370 

8303120393    Interim  deficiency    rept   re   misapplication   of    ITE  Oould 
circuit  fireakera    in   post-LOCA   hydrogan   recombiners    supplied 
by    Rockwell    IntI    Initially   reported    on  830328  Matter   under 
Investigation  Final    rept   by    830809  Reported   per   Part   31 
MANNOia  F        Niagara  Mohauk   fouler   Corp        83/04/26        STAR0STECKI.R 
Region    1.     Office   df   Director        3pp         19433  072,       24X 
Flehe    30-000, 83/04/36, B303 I 20392 

— S3O3120404    Part   21    rept   re    failure    of    post-LQCA   hydrogen   rteombiner 
component    during    IEEE-323   qualification   program  Circuit 
breaker    not   properly    selected    for    specific   application  Plant 
operators    notified    of   deviation 

EMPEY.DC        Roctuell    International    Corp        B3/O3/11.      COLLINB.JT. 
Region   4j     Office   of   Director        3pp         10433  074        24X 
Fiche    30-000,83/04/26,8305120392 

B303190233   PNO- 1 1 1-83-033  on   03OS11 ,  1 Icensee   stopped   work    on  new 
Installation    of   pipe-whip    restraints    on    tafatv-relatBiI 
piping    per    Q3O313  confirmatory    action    Itr  Restraints 
installed   w/o   adequate   procedures    or   OC    insp   program 

DANIELBON.D,  H   ,     LITTLE,  U   8         Region   3,     Office    Of    Director         93/03/13 
lp.       18301 '318        S4X   Fiche    30-434.  B3/03/13,  8303190333. 


T.     Hearing    transcripts   on   non-antitru*t   matten 


B3O3040349  Tran»crlpt   of   930413   hearing    In  Rockf ord,  IL  Pp   4.67 
Supporting    documentation   encl 

*      NRC   -   No   Detailed   Affiliation  Oiven        03/04/13        I43po 
18323. O31          24X   Flche    3O-434i 03/O4/13. 8303040347 
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8303020163   Transcript    of    930426   hearing     in    Roc* f ord , IL    Pp    3,  964-6.  1  S6 
*      NRC    -   Na    Oeiailatf    Affiliation   Given          B3/C-4/26          192pp 
16277   301         24X   FicJio    50— 154,  B3/O4/26,  B30302O163 

8309170408  Forwards   proprietary   ft  notipropr  i  p  tarij    versions    of    statement;! 
made    by   NRC    witness    re    Hestinghouse    Model     D4/D5    steam 
generators   Proprietary    info  withheld     (re*    10CFR8  790* 
RAHE,  E   P         Westinshouse    Electric    Corp          S3/04/26         EISENHUT.  D   G 
Division    of   Licensing         lp          18469    324         24X    Fiche     3O-434,  B3/Ofl/26. 
8303170408 


-3305170411    Forwards    application    fur   withholding    proprietary    v«r 
statements  made   by   NRC  witness   ra  We s tlnghouse   Hode-1    D4/D9 
steam  generators   per    1QCFH2  790 

WIESEMANN.f)  A       WestinBhouse   Electric    Corp         B3/O4/36 
EI5ENHUT.D   G         Dlvjslon    of    Licensing          9pp  13449   327         H4X 

Fiche    50-434,  83/04/26,  B3051704QFJ 


•-B30317Q413  Nonpropri*tari|   version   of    statements    mads    by   Rajan   re 
Hestlnghouae   Model    D4/D3    iteam   generators    Pp    4i  691-4.  692   Ki 


RAJAN     NRC  -  Mo  Detailed    Affiliation   Given         03/04/36 
10469   336         24X   Ftche    50-434,83/04/26,6303170409 


3pp 


B30S03030S   Transcript    of   630427    hearing     in    Rod  fnrd,  II-   Pp    6,157-6,400 
*      NRC  -  Ha    Detailed    Affiliation   Given        93/04/27        204 pp 
IB296   200         34X   Fiche    80-434,63/04/27,0303030303 

B303O3Q508  Nation   to   permit   J  Hughes    testimony    re    GA/OC   at    facility  fc 
to    shorten    time    for   responses    by   utll    it  NRC  Matters    of 
testing    documentation  &  melding   constitute    ti^nl  f  J  ca-nt 
safety    issues 

WHICHEH.J   H        League    of   Women   Voters    of    RocCford,      IL.         HHICHER.J   M 
DeKalb  Area  Alliance    for  Responsible    Energy        WHICHERr  J.  M        Safe 
Energy    far   Neu  Haven        33/0-1/27  Atomic    Safety    and    Licensing    Board 

Panel         4pp         1B29S   091         S4X   Fiche    30-434,83/04/27,8303030300 

--930303Q5 li  Handwritten    testimony   of    J  Hughes   re    QA/QC   at    facility 
HUGHES,  J        League   of   Women  Voters    of    Rotkford.,     IL        HUGHES. J 
DeKalb   Area  Alliance    for  Responsible    Energy        WUGHES,  J        Safe 
Energy    for    Neui   Haven         83/04/23         3pp          1B29S   O93         24 X 
Fiche    30-454,  63/04/27, B305O30SQB 


9303030391    Transcript    of   B3Q42B   hearing     in    Rockfnrd,  IL 
Pp    6,401-6,340  Support inj   documentation    end 
*      NRC   -   No    Detail  erf    Affiliation   Given         S3/Q4/2B         321p-p 
1B293   339        34X   Fiche    SO-454.  83/04/28,  B303Q3O391 


— 3303170538   Testimony    of    D   Turner    re    emergency    preparedness    contention! 
Concerns    Include    procedures    far    t  modes    of    carrying    on 
emergency    communications,  transportation    difficulties   St 
ichool    liability 

TURNER,  D         DcKalb    Area    Alliance    for    Ftesponiible    Energy         TURNER,  D 
SinnUslppi    Alliance    for    the   Environment    (SAFE)         TURNER,  D       Liajui 
of    Women    Voters    of    RocJiford,     !L         83/02/10         12pp          IB46B   Z8S         B4X 
Fiche    30-434,83/03/12,0309170363 

— 0303170590  Testimony    of   D  Millar    ra    emergency    prepartdnisi    contentioni 
Concerns    include    procedures    for    b   modes    af    emergency 
communications,  transportation    dlfflEulties    &    school 
liability 

KILLER, D        DeKalb    Area   Alliance    for   Responsible    Energy        HILLER.D, 
Sinnlsslppi    Alliance    for    the   Environment    (SAFE)         MILLER,  D       L**jUt 
of  Women   Votari   of   Rack  ford,     IL        03/02/29        12pp         1S16B  299        S4X 
Flche    30-434,  S3/03/1H,  H303170963 

— 8303170393   Testimony    of    JL   Murphy    on   Contentions    3  (.    13  Listed   grofalini 
Inherent    in    any    radiological    accident   &    should    be   resolved 
to    provide   reasonable    degree    of    safety    to   cltitens 
MUHPHV.J  L        DeKalb    Area   Alliance    for   Responsible   Energy 
MURPHY- J  L        Slnnlssippi    Alliance    for    the   Environment    (SAFE). 
MURPHY,  J   L         League    of    Woman    Voters    of    Rockford,      IL         B3/02/2B 
I6pp,        IB46B   307         H4X    Fiche    30-434,  S3/Q3/12, S3OS170963 

8303310093   Transcript    of    8303S3   hearing    In   Rocfcford, IL  Pp   A, 341- 
6,673 

HI      Atomic    Safety    and   Licensing    Board   Panel         B3/OS/23        167pp 
18633    139         24X   Fiche    30-434,  S3/03/23,  8303310093 

8303310116  Transcript    of    B30324    hearing    in   Rockford,IL  Pp   &,  676-6,931 
Supporting    documentation    end 

•      Atomic    Safety    and   Licensing    Board   Panel         B3/03/34        399pp 
18636    139         24X   Fiche    80-454,83/03/84,0305310116 


DOCKET  STN-30-436  BRAIDHOOD  STATION,    UNIT    1 

A      Application/construction    stage    documents   &   eorrespondince 

Q303120332    Inform*    that   ABME  Code   Case    N-340,     "Alternate   fiuUi    for 
E*4m   of  We  Id    Edge   Preparation   Section    III,Div    liClasses 
l,2iHC  1  CS.  "   not  acceptable    for   generic    use   &  not    listed 
in   rag    guide    series,  ptr    830302    sirbmtttal 

YOUNOBLDOD,  n   j        Liceniing    Branch    1         93/03/03        FARRAf^D.L 
Commnnuealth    Edison   Co        2pp         10443    120        24X   Fleht    30-000,83/03/03, 
8303120352 


B303I7OS6S  Motion    to  receive    into   evidence    stipulation   &    portions    of 
profiled    testimony   Stipulation   covers    admi  sgib  1 1 i ty    of 
affidavits   t<   tihibiti    bearing    on   emergency    planning    matters 
M/uneiecuted    stipulation 

QIELAWSKIiA  P        Coitimonuiealtn   Edison  Co        B3/03/12  Atdmic    Safety 

«nd  Licensing    Board  Panel        2pp        1846B- !Dg        34X 
Ficha    30-434.  S3/03/I2,  B303I70563 


0309100237  Forwards   responte    to   FSAR    question    re  crushable   pipe   uhlp 
restraint  mat!, per   830330   request    for    addl    Info   Confirmation 

test    to  verify    angularity    of    load    results   mill  bt    completed 
by   S30B01    Info   <ul  1 1    be    Included    in   FBAR   amend 

BWARTZ.E  D        Commonwealth    Edison   Co        83/03/04  DENTON,  H.  R        Office 

of  Nuclear  Reactor  Regulation,    Director       3pp  18373  369.      24X 
Flehe   30-000,  83/03/04,  B30SI00237 


-8303170369  Testimony   of   P  Halmbeck    r*    investigation    into    adequacy   of 
emergency   plans   re   emergency    planning    contentions   Iftll 
made  no  attempt   to   study   protective    value    of    sheltering 
populations   around   plant 

HOLM9ECK,P        DetUlb    Area  Alliance    For    Responsible   Energy 
HOLMHECK-P        SinrHssippi   Alliance    for    the    Environment    <SAFE) 
HOLMBECK.P         League    Of    Women    voters    of    Rocfcfard,     IL         83/09/12 
73pp        1B468   170       24X  Fithe   30-43-1,63/05/12,8303170363 

-9303170972  Testimony   of   0  Montel    on   «memency    preparedneis    contentions 
Notification  &  verification  procedures    not   developed    Far 
Pinecrest  Home    for  Aged  Vehicles   b    support   personnel    to 
evacuate   home   unavailable 

MQNTEL.O       DeKalb  Area  Alliance    for   Responsible   Energy        MDNTELrO 
SJnnisilppi    Alliance    for   the  Environment    (SAFE).       MOHTEL, 0        League 
o*    Women  Voters  of  Hockford.     IL        33/02/I&        12pp         1316B  243        24X 
Fiche    90-434, 83/05/lBr S30317O369 

-8303170576  Testimony    of  JM  Maioney   on    emergency    preparedness 
contentions   Util    emergency    plan  cannot    be    implemented 
until   questions   on   notification,  transportation,  communication 
t    liability    ansuertd 

MALONEV,J  M        DeKalb   Area  Alliance    for   Responsible   Energy 
MALONEY,  JM        Slntiisslppl   AHianco    for    the  Environment    <8AFE) 
MALONE/.d   M        L»egu>    of   Womin   Voters    of   RacCford,      IL         B3/02/17. 
lapp         1B46B   S37        24K   Fiche   30-434- B3/OS/1S,  B3O31 70963 

-8305170381    Testimony    of  C  Lamb   r«    emergency    preparedness    contentions 
LAMB.C        DeKalb  Area   Alliance    for  Responsible    Energy        LAMB,£ 
Sinnijsippl    Alliance    for   the  Environment    (SAFE)         LAMB, C        League 
of  Women  Voten   of  Rockford,     IL        B3/O2/I6        ilpp-       10168  871        24X 
Fiche    30-494,83/03/13,8305170963 


8309130001    Forwards   addl    FBAR    info,  respond  ing    to    Questions   241    1,241   S* 
241    7  t  r»v   to    841,6-3    In  NRC   830114   t.  0201    Hrs    FSAR   ulll 
fae   amended    to    Include    Info 

SHARTZ,E  D        Commonwealth    Edison   Co        83/05/06        DENTON,  H,  R        Offic* 
of   Nuclear  Reactor   Regulation,    Director        24pp         18436   344        24X 
Fiche    90-436,  B3/03/06,  B309I30001 

B303130091    Forward*   revised    response    to   Question   270   9, Part   C  re 
environ   qualification   program  Representative    sample    of 
active  mechanical    equipment    In    harsh    environ    qualified    FSAR 
ulll    be   amended    to    include    rev 

BHAHTZ,  E  D        Commonwealth    Edison   Co        B3/03/06        DENTON,  H  R.       Office 
of   Nuclear   Reactor  Regulation,    Director        3pp         I 84 34  313        S4X 
Fiche    30-000,83/03/06,8303130031 

8303090639  Oenerlc   Ltr   83-20    to  all    operating    reactor    licinsMt  <• 
holder*   of  CPs    re    Integrated    scheduling    for    implementation 
of   plant  mods  Svc    list   end 

EISENHLfT.D  0        Division    of   Licensing        83/03/09  Consolidated 

Edison   CO      of    Neu    Vork,     inc          16pp          16627    1S3         24X 
Flehe   30-000,  83/05/09,  830SO90631? 

B30S11B03B9  Foruards    "Preliminary    Design   Assessment    of    Byron/Bralduood 
Generating   Station   b  Control    Room  Human   Factors    Engineering 
Review,  "  Suppls    1    &    II. 

BWARTZ,E  D,       Commonwealth    Edison   Co        83/09/09        DENTON,  H,  R.      Offic* 
of  Nuclear  Reactor   Regulation,     Director         lp         18407  001        34X 
Fiche    30-000,  S3/09/09,  B3091B03B9 

— B303IB0397    "Preliminary    Design  Assessment    of    Byron/Braiduood   Oentrttim 
Station  Control    Room  Human   Factors   Engineering    Revleu, " 
Suppls    I    b    II 

»      Commonuiealth   Edison    Co        B3/Q4/3O        aaipp         18487-002.       24X 
Fiche   30-000, B3/05/09,  83O51803B3 
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B3Q32OQ621    Documents    review   of    procedures    l<   practices    used    in    control 
at    design    It    const    of    Byron    Station    &    highlights    important 
finding*    Const    of    Byron    meets    1-eq.uir emimts     of    FSAR    t,   SEFI 
(NUfie<)-OB7fi)    Supporting    documentation    end 

REED.  C          Commonwealth    Edison    CD         63/Q3/11          DHNTON, H   R         Office    of 
Nuclear    Reactor    Regulation.     Director          lOpp  1892!    OBS         24X 

Plena    3O-QQO, 83/03/11.  8309300621 


8303110034    Generic    Ltr    63-3!     to    dll     licensees    oF    operating    reactors, 
applicants     for    OLa    fc    holders    of    CPs     re    clarification    of 
access    to    control    procedures    for     laui    enforcement    visits 
Svc     list    encl 

EISENHUT,  D    0         Division    of    Licensing          33/05/11  Consolidated 

Edison   Co       of    New   Vorlt,     Inc          !6pp  IB540   093         24X 

Fiche    30-OOO.g3/03/ll.B30S110034 


— 6309200637    "Energy, Inc/Ferguson, Inc    Audit   flept    of    Sargent    t<  Lundy    for 
Corom   Ed    " 

CURRAN,  R    N         Energy     Incorporated          B2/07/06         &5pp          IB321    099 
24X    Fiche    3O-OOO. 83/03/1 1 , B3O53Q0631 

— B3032OOA47    "Rept    on    INPO  Sel f-I ni t tatod    Evaluation    for    Byron   h 
Bralduood   Nuclear   Station   Const   Projects    " 

*       CammoniUBalth    Edison    Co         82/11/17         33Opp          1B321     I6O         24X 
FUne    30-000,  B3/OS/1 1 , B3032OQ621 

— S3O320O633   Rept    of    81O9S9-3Q    audit    to    verify    Sargent    5.   Lundy 
conformant    to   NUREQ-O3BS  re    environ    q.ualif itation    of    Class 
1C    electrical    equipment 

MARCUS, 0   F        Canrnionuealtfi    Edison   Co         81/IO/O6        6pp         1B322    I3O 
24X    Fiche    30-000,  B3/03/1 1.  B3&32006SI 

— S30320Q66S   Rept    Of    8303O7-15   audit    to    evaluate    Sargent    &   Lundy    O.A 
program    Implementation   Si   adequacy    of    facility    design 
6UMMERFIELD,  T         Commonwealth    Edison    Co         83/O3/23         13pp 
19322    136         24X    Flche- 30-000,  83/03/1 L, S3O320O621 

— B30Sao0675  Rept   of   B206O7-U    audit    re   Saroent    E.  Lundy   QA   program 
Implementation   t   evaluation    of   adequacy    of   mechanical, 
electrical    &   structural    design    of    facilities    Related    info 
end 

MAHCUS.O  F        Commonwealth    Edison   Co         B3/O6/17         48pp         1B92B    174 
34JC   Fiche    30-OOO,  B3/05/I  t,  fl3032006.SI 


B305240213   Formards   monthly    status    rept    on    offsite    emergency 
preparedness    for    CL    reviews     for    Apr     11B3 

DIRCKS,U    J         Office    of    the    EiecutWe    Director    For    Operations 
83/O3/13         PALLADIND.N   J         Commiss i oners         Spp          13393   322 
Fiche    30-000,03/05/13,5305240213 


B30527O079  Forwards  expanded  resume 
proposed  training  program  FSAR  wil 
changes 

BWARTZ.E    D         Commonijea  1  th    Edison    Co          H3/03/23 
of    Nuclear    Reactor    Regulation.     Director         3pp 
Fiche    30-436, B3/O3/23,  8303270079 


tation    health    physicist 
amended     to    reflect 


DENTON.H   R         Off  li 
1863B   293         24X 


Q      In-spectlon    reports,     IE    Bulletins    &    correspond  encB 

8212060383    IE    Info    Notice    83-14.     "Deuatei  ed    Spent     Ion    Exchange    Resin 
Susceptibility    to   Eiothermic    Chemical    Fteaction     "    Svc     list 
enc.  I 

TAVLOR.  J   M        Division   of   Safeguards    6    Inspection  Programs    (Post 
B30103)         S3/03/21  Consolidated    Edison   Co       of   New    Vork,     Inc 

1S30B   319         24X    Fiche    30-OOO.  83/O3/21  .  0212060339 


83O301O031    IE    Info   Notice   83-21,     "Defective  Emergency    Use  Respirator    " 
Svc     list    cncl 

JORDAN,  6    L         Division    of    Emergency    Preparedness    &   Engineering 
Response     (Pout    030IO3)         B3/O4/15  Consolidated    Edison    Co      of   New 

York.     Inc         12ipp         18435    155        24X    FlcJie   50-000,83/0-1/15.6303040021 


—  B305200AB3  Rev   C    to   Procedure   304.     "Design   Control    -   Heui   Design, 
Huron    Station    "    Description    of   U" tingliouae    design  assurance 
contrail    for    Dyron/Brsldurood    encl 

WH1TAKER,  W  A        Nuclear   Pouiar   Services,     Inc         B2/11/23         IBpp 
IBSSS    341         24X    Fiche    30-OOO,  B3/03/! 1 .  B30320O621 


B303040023    IE    Info   Notice    93-22,     "HUH    Safety/Relief    Waive   Failures    " 
Svc     list    cncl 

JORDAN, t    L         Division    of   Emergency    Preparedness    &   Engineering 
Response     <Post   630103)         83/04/32  Consolidated    Edison    Co       Of   Neu 

York,      Inc          112pp         IQ3B1   089         24X    Fiche    30-000.83/04/28.3303040023 


-H3032006BB  HBV  0    to    "Auxiliary    Feeduiater    5y«    Design   Rsvleu  fiept    "-Util 
QA    *totement   re   verification   of    adequacy    of    design  t,   const 
of    Byron   Unit    1    encl 

HATTELET.P   L        Sargent   t,   Lundy,     Inc         DRR-AF-OO1 -DH   ROO        80/07/16 
2App          1B323   001          24X   Fiche    30-OOOi  B3/O3/1 1 , 83032OO621 


B30304O035    IE    Info   Notice   S3-23,     "Inoperable  Containment  Atmosphere 
Sensing   BIJG    "    Svc    list   enc] 

JORDAN,  E  I.        Division   of   Emergency    Preparedness.   &  Engineering 
Response     (Post    B30103)         B3/O4/23  Consolidated    Edison    Co       Of   Hem 

Vork,      Inc          H9pp         18301    291         24X    Fiche    30-000. 83/O4Y23,  B3O3040023 


"D»slgn   Evaliotion    (Audit)    Rept    of    Sargent   *  Lundy    for    Comm 
Ed.  " 

HIOBEEjD         Energy     Incorporaterf         aS/04/Ofl          127pp          18523   027         24X 
BO-000,S3/OS/11.  B30320063I 


B3OSS6.0SB7   Formardi    add]    F8AR    info    on   Questions    241    3  &  33O    1    re    lean 
concrete    &   toxic    matt    ih  ipmantsi  respectively    b   -revised 
raiponie    to   Question*   241    S   &  241    7   per    B3O114    Itr    Info 
will    b«    Included    in   FSAR    amend 

SWAHTZ.E    D        Commonwealth    Edison  Co         83/05/23        DENTON.H  R,       Office 
of   Muclrar   Reactor   Regulation!     Director         llpp         IB623    145        24X 
Flehs'  3O-436.  83/03/23,  8303260287 

a3O531OOBit   Notification    of    830614    meeting    lu/ut  1  1    in   Dethesdfl-MD    to 
dt*cu«i    utll    DCRDR   program  plan 
OILBERT,  H  A.        Operating   Reactors    Dranih    5        B3/O3/26        CHUTCHFIEUDj  D 

Opirating   Reactors    Branch    9        2pp         186  38  0&3        SIX 
Fich*.  SO-000,  B3/09/Z6,  83OS31O086 

F      Security,    medical,     emergency    >f    fire    protection    plans 

B30SO4-00&2    Requesti    that   response    to   NRC    position    re    source    range 
neutron    Plu«   monitoring    be    eipedlted    to    allouj   completion 
of    revleu   of    remaining    open    items    re    App    Ft    criteria    for 
pott—  fire-    cafe    shutdown    capability 

YtJUNOHUOaD,  B,  J         Licensing    Dranch    1          B3/04/11          FARRAH,  D   L, 
Canw-onu^alth    EdUon    Co         3pp          18336    219         H4X    Fiche    30-OOO,  03/O4/1  1, 
B3O30400A2 


Forwards    IE    Insp   Rept«    50-456/S3-03   fc   BO-497/B3-05   on 
B3O405-OB   tt    14  No   noncomp  1  ianto    noted 

KNOPifl    C.       Region  3,    Office    of    Director         03/03/04        REED,  C 
Commonwealth    Ediion   Co        2PP         1B34B    213        24X   Fichu    30-436,83/03/04, 
8309240264 

830SZ4O26B    IE    In»p   Repti    30-43<b/B3-09    8.    30-437/B3-O3   on  B3010S-08  fc    1 
Mo    noncompl  lance    noted.  Major   areai    inspected    1  iceniea 
rftponai    Pile    for    IE  circulars    k   bu  1  IB  tins,  action   on 
previously    identified    Item*    fc   tlrt    protection    ron.uirements 
HIND9i<J.M   ,    HAYES,  D  W        Hagion    3,    OffKe    op   Director        B3/03/O3 
7pp.        18B48  214        24X   Fiche    3O-436.  B3/O3/04.  83032'40S64 


B30302OI1O  Ack    receipt    of  B30316    Itr    informing   NRC   of    steps    taken    to 
correct  violations   noted    in    IE    Insp    Hcpts    50-43t>/82-OB  & 
9O-437/B2-OB   Hequcst    to    uitfiilrau   Violation   3    denied 
Audit    revealed    196   drawings   missinj 

fJORELIUS.C    E         Division    of   Project    k    Resident    Programs         83/04/23 
REED, C        Commonueaith    Edison   Co        Spp         1B37B  2Q3        24X 
FUhe    50~45i.  B3/04/23.  B3O502O1 1O 

— 83O5O20115   Responds    to   NRC   830211    Itr    r<t    violations    noted     In    IE    In*p 
Repts    3O-4S6/82-OB   &    30-437/B2-OB   Corrective    actions 
grounding    connection   removed,  floor-    drains   cleaned   & 
foreign    matl    removed    from   cattle    pans 

FARSAR,D   L         Commonueal  th    Edison    Co          83/03/16         KEPPLER.J   G 
Region  3.    Office   of   Director        9pp          1S27B  309        24X 
Fiche    50-436, B3/04/23.  8305020110 

8303020224  AcV    receipt   of  B304O4    Itr    Informing   NRC    of    eteps    taken    to 
correct   violations   t>  830203  proposed    imposition    of   civil 
penalties    noted    in    IE    Insp   Repts    3O-436/02-O5  t< 
30-437/83-05 

NOHGLIUS.C    E         Division    of   Project   i    Resident   Programs         83/04/26 
REED- C         Commonwealth    Edison    Co         lp  1827S    141         SIX 

FUhs    30-496,83/04/26,8303020224 

--83O3O30P34   RespoTlds    to   NRC   B30223    Itr     re    violations    noted    It!    IE    Insp 
RBpts    30-156/82-03   t.    SO-437/B2-03   Corrective    actions 
full-time    project   manager   assigned    to    site  &    improvements    in 
oroanliatlon   &   procedures   of    site    contractors    made 
REED.C        Commonuealth   Edison   Co        B3/O4/04        KEPPLER.J  0        Region 
3,     Office    of    Director         22p  p          18273    143        2flX 
Fiche    50-456,83/04/26,030302022-] 

8303040026  IE    Info    Notice   03-34,     "Loose    Parts    in    Secondary    Side    of 
Steam   Generators   at  PWfii    "   Svc    list    encl 

iJORDAN.E  L        Division    of   emergency   Preparedness   &  Engineering 
Response    (Post    830103)         83/04/23  Consolidated    Edison    Co       of   Neui 

Yorfc,      Inc          119pp         183B2   047         24X    Fiche    50-000,83/04/28,3303040036 

8303 04 002 7  IE    Info   Notice  S3-25,     "Standby    Gas   Treatment   Sys   Heater  High 
Temp    Trip    Setpolnt   Adjustment    "   Svc    list    encl 

Jt)RDAN,E  L        Division    of   Emergency   Preparedness    &  Engineering 
Response    (Post   830103)        83/04/28  Consul idatad  Edison  Co      of  New 

York,     Inc         1 IBpp         18382    163        SIX    Fiche   50-OOO,  83/O4/B8, B303040027 
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8303060317   Ac  k    receipt    Of   8303QB    Itr    informing    NRC    of    Steps    taken    to 
correct    violations    noted    in    IE    Insp    Repts    50-456/B1-14    & 
5Q-497/B1-I4 

EPE65A«B,R   -L         Division    of    Engineering         82/03/O3        HEED,  C 
Commonuealth    Edison    CD         lp         1B34B   313         34X   Fiche    90-486.83/05/03. 


—  B3030AG539   Responds    to   NRC    830103    Itr    re    violations   noted     In    IE    Insp 

Rept*     30-43fb/Bl-i4    ti    30-497/91-14   Corrective   actions 

rastressing    of   eight    dome    tendons   m/llftoff   values   oeloia 

predicated     level    began   S3  0307 

SWARTZ.E   D         Commonwealth    Edison   Co         S3/O3/OB        KGPPLER,  J   0 

Region    3,     Office    of   Director         lp          1834B   246         24* 

Fiche    50-436,  83/05/02,8303060547 

B303O40038    IE    Info   Notice   83-26,     "Failure    of    Safety/Relief    Valve 
Discharge   Line   Vacuum  Breakers    "   Svc    list   end 

JOR0AN.  E   L         Division   of   Emergency   preparedness    &   Engineering 
Response    (Pnsl    B301O3)         83/03/03  Consolidated    Edison   Co      of   Neui 

fort,     Inc          123pp         1B441     170        24X   Fiche    50-000,  B3/05/03,  B3O304002B 

8303040030    IE    Info  Notice  83-27,    "Operational    Response    to  Events 
Concerning    Deliberate   Acts   Directed    Against    Plant 
Equipment    "    Svc    list    end 

JORDAN,  E  L        Division  of  Emergency   Preparedness   fc  Engineering 
Response     (Post    B301O3I         B3/05/04  Consolidated   Edison    Co      of   Neu 

York,     Ine         Il?pp         1B3B2   232        24X   Fiche    50-OOO,  B3/05/O4,  B30304OO30 

B30304O031    IE    Info  Notice  63-28,    "Criteria    fop  Protective   Action 
Recommendations    For    Central   Emergencies    "   Svc    list    encl 
JORDAN,  E  U        Division    of  Emergencu   Preparedness   &  Engineering 
Response     (Post    630103)         83/O5/04  Consolidated   Edison    Co      of   Neu 

Yorfi,     Inc         119pp          18441    001         24X   Fiche    30-000,83/05/04,8303040031 

5305340244    Forwards    IE    Insp    Repts    5Q-436/B3-05   !.   30-457/83-05   on 
S3  04  OS-  OB  ti    14  No   noncompliance   noted 

KNOP.  ft   C         Region   3.     Office    of   Director         03/O3/04        HEED,  C 
Commonwealth    Edison   Co         2pp         1B548   213         24X   Fiche    50-436,83/03/04, 
B30  3240264 

—  B30S24Q36B    IE    Insp   Repts    50-456/03-05   (.   SO-457/83-OS   on   830403-08   &    14 

No    non  c  amp  1  isnce   noted  Major   areas    inspected    licensee 
response    file    for    IE  circulars   t   bol  latins,  action   on 
previously    identified    items   &   fire   protection   requirements 
HJNDB,  J   M   ,     HAYES.O   H        Region   3,     Office    of   Director         83/03/03 
7pp          1834B.2I4         34X   Hche    50-456,33/05/04,8303240364 


S     Reportable    occurrences,    LERs   &  related    correspondent;* 

8303110427  Part   51    &    deficiency    repts   re   misoperation   of  D8-416  reactor 
trip    undervoltage    devices    Initially    reported    on   830420 
Attachments   ulll    be    replaced    u/devlces   u/widenad    grooves 
to  accommodate   neiu   retaining    rings   Mfg    drawings    revised 
RAHE.EP         Westinghouse    Electric    Corp         B3/O4/2I          DEYQUNO.R.C 
Director's   Office,    Office  -of    Inspection   and   Enforcement        3pp 
1940S   0?3         24X   Fiche    50-OOO,  S3/O4/2I.  B303H0427 


DOCKET   STN-30-437   DRAIDWOOD    STATION,     UNIT    3 

A      Application/construction    stage    documents   *   correspondence 

B30312O552   Inform*    that    AS  HE  Code   Case    N-340,     "Alternate  Rules    for 
Eiam   of  Held   Edge   Preparation   Section    III.Div    l.Classm 
1,2,  MC   It  CB.  "   not    acceptable    for    generic    USB    h  not    lilted 
in   reg    guide    series,  per   S303O2   lutmlttal 

YOUNOBLODD.D  J        Uicensinfl    Branch    1         B3/05/03        FARRAR,  D  L 
Commonwealth    Edison   Co         2pp          1B443    120         24X    Fltne    50-000,  63/09/03 , 
8303120532 

8303100237  Forwards   response    to   FSAR    question   re    crush able   pipe  whip 
restraint   mat  1, per   830330  request    for    addl    inf o,  Conf irmation 
test   to  verify   angularity    of    load    results   ulll    be    completed 
bu   830 BO 1    Info   will    be    Included    in  F&AR  amend 

BWARTZ,E  D        Commonuvalth    Ediinn  Co        83/03/04,       DENTOfJi  H  R       QfPlc* 
of  Nuclear  Reactor   Regulation,    Director        2np         1S373  B67       S4)f 
Fiche    50-000,  B3/OB/O4,  830S 100337 

630513000!    Forwards   addl    FSAR    Inf  o,  respond  ing    to   Question*   341    l,?41.2i 
241    7  E<  rev   to   241    6-3    in  NRC  B3O114   &  0201    Itri   FBAR  mill 
be   amended    to    include    info 

SWARTZ.E  D        Commonwealth    Edison   Co        B3/O5/06        DENTON.H  R        Office 
of  Nuclear   Reactor   Regulation,     Director        34pp         16436  344.      S4X 
FlchB   30-436,  83/03/Oi,  B305130001 

B303130031    Forwards   revised    response    to   Question   270, 7, Part  C   re 
environ   qualification    program  Representative    sample    of 
active  mechanical    equipment    In    harsh    environ   qualified   FBAR 
uflll    be   amended    to    Include    rev, 

SHARrZ.E  0        Commanuiealth    Edison   Co        B3/O3/06        DENTON,  H.  R.       DfFlct 
of  Nuclear   Reactor   Regulation,     Director        2pp         18436  313,       24X 
Fiche   30-000,83/03/06,9303130031 


8303040033    IE   Info   Notice   B3-29,    "Fuel    Dinding   Caused   by   Fuel   Rack 
Reformation   "    Svc    list   encl 

•jaRDAN-E  L        Division    of   Emergency   Preparedness   it  Engineering 
Response    IPost   630103)         B3/03/06  Consolidated    Edison   Co      of   Neu 

York>     Inc.       llSpp        18323  248       SIX  Fiche   50-000,83/03/06,8303040033 


B305O706S9  Generic   Ltr   S3-20   to   all    operating    rtactor    licensees   fc 
holders   of   CPs    re    Integrated    scheduling    for    implementation 
of   plant   mods   Svc    list    encl 

EISENHUT,  D  0        Division    of  Licensing        83/03/09,  Consolidated 

Edison  Co      of  Neu  York,     Inc         16pp         1B627.  133        24X 
Fiche   50-000,83/03/09,8305090639 


S303040034    IE  Info  Notice   B3-30,    "Misapplication   of  Generic   Emergency 
Operating    Procedures    (EOF)    Guidelines    "  Svc    list  encl 
JO  AD  AN,  E  L        Division    of  Emergency   Preparedness   ti  Engineering 
Reipanse     (Post   B3O1D3)         83/03/11  Consol  iifated   Edit  On   Co      of   Neu 

York,     Inc        114pp        18524  003        24K  Fiche   30-000,  83/O5/1 1,  8303040034 

S30S24O524    Confirms  arrangements    for  S30613  meeting   betueen  NRC   &  utll 
tn   Region    III    nfcs    to    discuss   SALP    for    facilities  Heeting 
ulll    be   opened    to   other    Interested   parties   as    observers 
MOREL  I  US  j  C  E        Division  of  Project  &  Resident  Programs        B3/05/18 
REED,C        Comnontuealth    Edison  Co        lp        1B971    181        24X 
Fiche    50-OOO,  B3/O5/1B,  8305240324 


8303180385  Forwards    "Preliminary   Design   Assesfment   of   Byron/Briiduood 
Generating    Station   &  Control   Room  Human   Factor*   Engineering 
Review,  "   Suppls    I    8.    H. 

SMARTIiE  D        Commonuialth   Edison  Co        93/03/09        DENTDN, H  R        Office 
of   Nuclear   Reactor   Regulation.    Director.       lp         18487' 001        24 X 
Fiche   30-000,  B3/03/0?,  B3031B0383 

— 83051S0397    "Preliminary'   Design   Assessment    of   Bijron/Braidwood   0»ntr*UftS 
Station   Control    Room  Human   Factors   Engineering    Reviewi " 
Suppls    I    &   II 

«      Commonuiealth   Edison  Co        83/04/30        221pp.       1B4B7  002        24X 
Flehe    30-OOO, B3/03/O7,  83031 SO3B3 


0303CMOC-40    IE    lrfo   Nfttice   03-31,     "Error    in   ADLPIPE   Computer   Progrin    " 
Svc    1 1st    encl. 

JORDAN, E-L        Division    of  Emergency  Preparedness   &  Engineering 
Response     {post    820103)         B3/03/I9  Consolidated   Edison   Co      of   Neu 

York,      Inc.        U4pp         1B&97   009        34X   Fiche    5O-OOO,  83/03/19, 8303O4004O 

S3O5270I91    Acl   receipt   of  830331    Itr    in  response    to    items   of 
noncomptiance    noted    In    IE   Insp  fiept   50-456/B2-06    Items 
I    a   3  d  4.  a   Incomplete    Item  4  a   re   nonconf arming    cattle  reeli 
delated,  per  Region    III    S30510  meeting 

EPESSARD,  R  J-        Bejion   3,    Office   of  Director        03/05/23       HEED,  C 
Commonwealth  Ed  it  on  Co        2pp        18637  344        24X  Fiche   5O-4  36,  83/09/23, 
B30327O191. 


8305200621    Documents   review  of   procedures    b  practices    uied    In    control 
of    design  &   const   of   Byron   Station   6   highlights    important 
finding*   Const    of  Byron   meets   requirements    of   FSAR  tc  9ER 
(NUREQ-O876)    Supporting    documentation   encl. 

REED, C        Commonmealth    Edlion  Co        B3/03/11         DEN TON,  H  R        Office  of 
Nuclear  Reactor   Regulation,    Director         lOpp         18321    OSS        24 X 
Fiche    30-000,03/03/11,8303200621 

— B303200637   "Energy,  Inc/Ferguson,  Inc    Audit  Rept    of   Sargent   It  Lundy    for 
Comm  Ed    " 

CURRAN.R  H        Energy    Incorporated        82/07/06        ASpp         18321    093 
24X   Fiehe.  50-OOO,  B3/OS/1 1,  8303300631 


— B305a7O193  Responds   to    notice   of  violation  noted    In   IE   Insp   Rept 
3&-4,3i/B2-Oi  Corrective   actions' field   ualkdoun  of  cable   tray 
si/i    billl    be   performed    to    identify   pulled   cablet    installed 
w/s.  spa  rat  Jon    less   than  required 

FARRAR.D  L        Commonwealth   Edison  Co        B3/O3/31        KEPPLER,  J  O 
Region    3,    Office  of  Director        6pp        18637  346       24 X 
FichB    SQ-436-,  B3/Q5/S3J  B3O5a7O191 

630304004*    IE   Info  Notice   B3-33,    "Nonrepresentative  Sampling   of 
Contamina terf  Oil    "   Svc    list  encl 

JORDAN,  £.  L        Division  of  Emergency  Preparedness  &  Engineer-Ing 
Reipanie    (Polt    03O103)        83/05/26  Consolidated  Edison  Co      of  Neu 

Vort-      Ine          H4pj»         1B647   007         24X   Fiche    3O-OOOi  H3/05/Z6, 8303040016. 


-S303200447    "Rept    on    INPO  Self-Initiated   Evaluation    for   Byron   & 
Braiduood    Nuclear   Station  Const   Projects." 

*     Commonwealth   Edison   Co        82/11/17        330 pp         1S3S1.16O        24 X 
Fiche    30-000,S3/OS/I1,B30S2006SI 

-8305300653  Rept    of  B10929-30  audit    to  verify    Sargent   fc  Lundy 
canformance    to  NUREQ-038B  re    environ   qualification   of   Clasi 
IE  electrical    equipment 

MARCUS,  a  F        Commonwealth    Edison  Co        01/10/06        6pp         1B322: 130 
84 X  Fiche,  5O-000,  B3/05/1 1,  8303200621 
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— 03OS2QQ663   Rept    of    B30307-13    audit     Co    evaluate    Sargent    8,   Lundy    QA 
program    imp  lementation   t,   adequacy    af    facility    design 
SUMMERFIELD,  T         Commonweal th    Edison    Co         83/O3/23          18pp 
1BS22    136         24X    Fiche    50-OOO, B3/O9/ 1 1 , 0303200621 

— 0303200673   fiept    of    B20607-11    audit    re    Sargent    fc    Lundy    QA   program 
implementation    b    evaluation    of    adequacy     of    mechanical. 
electrical    &    structural    design    of    facilities    Related    Info 
one  I 

MARCUS, Q   F         Commonwealth    Edison    Co          8S/O6/17         4Bpp          18522    174 
24X    Flche    30-000. B3/OS/1 1 ,  8305300621 


0303040021     IE    Info    Notice    83-21,     "Defeeti 
Svc    1 i at    enc 1 

JORDAN,  E    L          Division    of    Emergency    Prep 

Response     (Post    830103)         03/04/13  Consol Idatad    EdIiOn    Co"     of   Net 

Ynri,     Inc  I2fapp          16135    IDS         24X    Flche    50-OOO,  83/04/13,  B303040021 


Emergency    Use    Respirator 
Engineering 


B303O4QQ23     IE    Info    Notice    B3-23,     "HUf)    Safety/Relief    Valve    Failures 
Svc    list    enc  1 

JORDAN,  C    L         Division    of    emergency    Propa 
Response     (Post    B301O3)         B3/Q4/32  Co 

Vork,     Inc  112pp          19383   O£)9         24X    Fieli 


odness    (,   Engine-Bring 
solidated    Edison    Co      of    Neu 
30-000,  S3/04/23,  B303040O23 


— 03O33QOdB3  Rev   C    to   Procedure    304,     "Design    Control    -   New  Design, 
Byron    Station    "    Description    of    Hestinghouse    design   assurance 
controls    For    Gyron/Brai  duiood    end 

KHITAKER.U   A         Nuclear    Power    Services,     (nc          B2/11/S3         18pp 
1S322    241          24X    FIchH    3Q-OOO,  B3/O3/1 1 . B3032Q0621 


H303040025    IE    Info  Notice   83-23,     "Inoperable  Containment   Atmosphere 
Sensing    Sy s     "    Svc     list    enc 1 

JORDAN, E    1-         Division    of    emergency    Preparedness    t   Engineering 
Response     (Post    B3O103)         B3/G4/35  Consolidated    Ediidn    Co      of    Neui 

York,     Ini  ll*)pp          IS3B1    2"!         24X    Fiche    30-000,63/04/23,8303040023 


—  0303200688  Rev  0    to    "Auiillarij    FeadtLiater   Sys    Doslgn   Revieiu  Rept    "    Utll 

QA    «tatement   re    verification    of   adequacy    of    de-sign   fr    const 
of    Bgron   Unit    1    encl 

WATTELET,  P    L         Sargent    t>    Lundg,     Inc          DRR-AF-001-DB    ROQ         BO/07/16 
26pp          18333    001         2flX    Fichie    SO-OOQ,  S3/O3/  1  1  ,  830320O621, 

—  B3OSSOOA91    "Design   Evaluation    (Audit)    Rept    of    Sargent   t,  Lundy    for   Comm 

Ed     " 

HIGBEE.D         Energy     Incorporated          B3/O4/04          lS7pp          1B3H3   O37         24X 

Fichn     50-000,03/03/11,8305200621 

B3O32&O287   Forwards    addl    FSAR    info    on   Questions    S4I    3  (.  330    1    re    lean 

concrete   ft    toxic    matl    shipments.  respectively    &  revised 

response    to   Questions   H41    3   t>    241    7   per    B3OII4  Itr    Info 
uill    be    included    in   FSAR  amend 

SMARTZ,  E    D         Cammon-ieal  th    Edison    Co         B3/OS/23  DENT  ON.  H    R         Office 

of    Nuclear   Reactor   Regulation,     Director         llpp  1S6BS    14S        24X 
Fiche    30-43i,  83/03/23,  0305260287 

H3093l:OOafi   Notification    of   030614  meeting    u/utll    in   Dethesda.MD    to 
dlieuss    util    DCRDR    program    plan 
orLDEHT.R    A         Operating    Reactors    Branch    3         B3/03/2A         CRUTCHFJELD,  D 

Operating   Reactor*   Branch    S        Hpp         10638   O&3        21  X 
Fithe    50-000,83/03/26,3303310086 

F      Security,    medical,     emergency    &    fire    protection    plans 

B3O9D4OD62   Requests    that    response    to    NRC    position    re    source   range 
neutron    flui    monitoring    be    expedited    to    allow    completion 
of    rvvle-u  of   remaining    open    Items    re    App    R    criteria    for 
poit-flra    aafe    shutdoun    capability 

YDUNOBLOOD,  Q,  0        Licensing    Branch    1         03/04/11         FARRAR.  D  L 
Commonwealth    Edison    Co         3pp          16336   221          S4X    Flche    30-OOO,  B3/O4/H, 


Forward*    IE    Insp   Rapt*    50-496/B3-O5  fc    50-437/B3-OS   on 
B304O3-OS  I<    14   No   noncompl  lance    noted 

KNOP.n    C          Region    3r     Office    of    Dtl-BCtor         H3/03/04         REED,  C 
CommonU'Daltfi    Edlion   Co         2pp  1B34B    213         24X    Fiche    30-496,  03/03/04. 

83032-40264 

—  S303B4QSAB    IE    !n«p   Repts    3O-496/83-O3  EC   30-457  /S3-03   on    S3O403-OB  k    1 
No    nontompl  lance    noted   Major    areas    Inspected    licensee 
response    file    for    IE   circulars   &   bul  letins.  action    on 
previously    identified    Items    t«    fire    protection   requirements 
HINDS,  J   M        Region   3,    Office    of   Director         33/05/03        7pp 
1B34B    214         24X    Ficho    30-436.  B3/03/O4,  B303H4O261 

B30B1  10034    Generic    Ltr   83-21    to   all    licensees    of    operating    reactors. 
applicants    for   OLs   fc   holder*    oF   CPs    re    clarification    of 
•  cost    to    control    procedure*    for    lau   enforcement    visits 
Svc     1  lit    *ncl 

EISENHUT.D   0        Division   of   Licensing         03/OB/ll  Conmolidaied 

Edlion    Co       of   Haw    York,     Inc  lipp          18340'  O9S.        24X 

FlcN»:  30-000,  03/05/11,8303110034 

6305270077  Forwards    expanded    resume    for    station   health    pnyilcist    b 
propovtd    training    program  FEAR    iiiill    be    amended    to    reflect 
changes 

SMARTZ,  I-    D        Commoniuialth   Edison   Co        83/03/23        DENTON.  H  R        Office 
of    Huclear   Reactor    Regulation.     Director        3pp         1B63B  Sf3        S4X 
Flche:  30-496.  83/03/23,  B303270079 

Q,     inspection  reports,     IE   Bulletins    t    correspondBncn 

SHI  206  038  5    1C    Info   Notice   03-14,     "Deuatered    Spent    Ion   Exchange   Fte»in 
Bu«c»atll>llltij    to    Exothtrmlc    Chemical    Reaction    "    Bvc    list 
end 

TAYLOflri/  H        Division    of   8af«gu«rds    &    Inspection   Programs    (Post 
B301Q3)         83/03/21  Consolidated    Edison   Co      of    Neui  York,     Inc 

USpp          18308  319        24X  Fiche    50-000.03/03/21,3212060399 


9303O201IO    /ich    receipt    of    930316    Itr    informing    NRC    of    stepi    taken    to 
correct    violations    noted    In    IE    Insp    Repts    50-43£i/B3'-OB   ti 
90-437/02-OS   Request    to    ujitftdrau.    Violatlnn   3   denied 
Audit    revealed     196    draining*    mlBSlng 

NOHELIUS.C    E         Division    of    Project    (.   Resident    Programs         B3/04/23 
REED,C         Commonuealth    Edison    Co         3pp          18273   SO  3         24K 
FiChe    5D-")36,a3/04/25,a305020110 


—  0305030119    Responds    to   NRC    030214    Itr    re    violations    noted    in    IE 
Repta    90-436/82-08   1.    30—  197/83-OB   Corrective    actions 
grounding    connection   removed,  Fl  oor    drains    cleaned    t, 
foreign    tnatl    removed    from   cable    pans, 

FARRAR,  D    L         Commonweal  th    Edison    Co         S3/03/16        HEPPLERi  J   G 
Region    3.     Office    of    Director         9pp          1827B   305         24X 
Fiche    30-436,  B3/D4/35,  03O9020UO 


BG05O20224    Ac'k    receipt    of   B30404    Itr    informing    NRC    of    stepa    taken   to 
correct    violations    t   830202    proposed     Imposition    of    civil 
penalties    noted     In    IE    Imp    Rents    30-436/B2-O5   <- 
50-437/83-OS 

NQHELIUS,  C    E        Division    of    Project   &  Resident  Programs        83/04/36 
REED.C         Commonwealth    Cdison   Co          Ip          1B27B    144         24X 
Fiche    30-456,33/04/26,0303030224 

—  83O3O2D234    Responds     to    NRC    030223    Itr    re    violations    noted    in    IE    Insp 
Rapts    30-456/33-03   *<    30-457/83-O3   CarrectivH    actions 
full-time    project   manager   assigned    to   sits  ft    Improvements    in 
organization   li   procedures    of    site    contractors  made 

REED,  C          Commonuaalth    Edison    Co         B3/04/D4         KEPPLER,  J    D         Region 
3,     Office    Of    Director         22pp          1B27S    145        24* 
Flche    50-436.83/04/36,830-3020334 

0303O4O036    IE    Info   Notice   03-24,     "Loose   Parts    in  Secondary    Bide    of 
Stoam  Generators    at   PWRs    "    Bvc    Mat    encl 

JORDAN,E  L         Division    of   Emeigency   Preparednese   d  Engineering 
Response    (Post   B30103)        03/04/3S  Consolidated   Edison   Co      of   Neui 

Vork,     Inc         1  1  3p  p         1B3B2  047        24X   Fiche    30-000,  03/04/20,  B303040026 

83-03040027    IE    Info    Notice   03-25,     "Standby    Bas   Treatment   Sg»  Htater   High 
Tamp    Trip    Setpoint   Adjustment    "    Svc    list    encl 
JORDAN,  E   L         Division   of   Emergency   preparedness   b  Engineering 
Response     (Post    B30103)         B3/04/3S  Consol  Ida  t  ed    Edison   Co       of   Neu 

Vori,     Inc  ilSpp         13302    169         24X   Flche    30-000,03/04/39,0303040027 

8309060547  Ac*    receipt    of  B30300    Itr    Informing   NRC   of    step*    taken    to 
correct   violations   noted    in    IE    Insp   Repta    30-43i/Bl-14   8< 
90-457/81-14 

fiPESBARD.R    I-         Division    of   Engineering         B2/05/02         REED.  C 
ComrnonuieaLth    Ed  In  on    Co         Ip          1B34B   345         34  X    Flche    B0-436i  83/05/03r 
B30B060347 

—8303060359   Rospatidg    to   NRC   B3010S    Itr   re   violations  noted    in    IE    Insp 
Repti    30-456/81-14   tc   50-437/B1-H    Corrective    actions 
restross-tng    of    eight   dome    tendons   u/llftoff   values    belou 
predicated    level    began  S3  030  7 

SWARTZ,E    D         Commonuioalth    Edison    Co         83/03/09        KEPPLERi  J   0 
Region    3,     Office   of   Director        Ip         1  834S  246        34X 
Flche    50-456,83/03/02,8309060547 

B30304002B    IE    Info    Notice   83-26,     "Failure    of    Safety/Relief   Valva 
Discharge    Line   Vacuum  Breakers    "   Bvc    list    encl 
JDRDAN.E  L         Division   of   Emergency    Preparedness  *•  Engineering 
Response    (Post    0301O3)         B3/09/03  Consolidated    Edlion    Co       of   Neu 

York,     Inc          122pp          1B441     17O         24XFiehe    50-000,  83/O3/03,  B3O3040Q2a 

8303040030    IE    Info   Notice   83-27,     "Operational    Response    to  Event! 
Concerning    Deliberate  Acts   Directed   Against  Plant 
Equipment    "    Svc    list    encl 

JORDAN,  E  L         Division   of   Emergency    Preparedness   &  Engineering 
Response    <PoBt  830103)        83/O5/O4  Consolidated   Eolson   Co      of  Hew 

Vort,     Inc          112pa         18392   282         24X    fiche    50-000,83/03/04,0303040030 
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8303040031    IE    Info  Notice   B3-2B,     "Criteria    far  Protective   Action 
Recommendations    For  General    Emergencies    "    Svc    list    end 
JORDAN,  E  L         Division    of  Emergency    Preparedness   tt  Engineering 
Response    (Fnst    330103)         B3/O5/O4  Consolidated    Edison   Co      of    NBU 

York,     Int  U9pp         1B44I    001         24X   Fiche    50-000.  B3/Q5/04.  B30304O031 


8305190046  Commends   representatives    of   BUR/6   utils    participating    in 
Licensing    Review  Group    II    For    s f Ports    In    resolving    issues 
generic    to   BUR/6  OL  applicant* 

EISENHUT.D   3         Division    of    Licensing         83/03/03         EDELMAN.  M   R 
Cleveland    Electric    Illuminating    Co        Spp         183S3    196        SIX 
Fiche    30-000,  B3/O3/O3, B30319O046 


8305240264   Forwards    IE    Insp    Repts    50-4S6/83-05   Si    5O-437/B3-03    on 
830403-OB   4    14    No    none omp 1  lance    noted 

KNOP.R   C         Region   3.     Office    OF    Director         83/03/04         REED,  C 
CDtnmonuiealth    Edison   Co         3pp.        1B34B   212         24*   Fiche    30-436,  B3/03/O4, 
B303240264 

— 830S24036B     IE     Imp    Repls    50-436/B3-OS    (,    30-4S7/B3-Q3    Dn   830403-08    tc    14 
No    noncompl ianct    noted   Major    area:     inspected     licensee 
response    file    for    IE  circulars   &  bul letins, action   on 
previously    identified    items   &    fire   protection   requirements 
HINDS. J    n    .     HAVES, D    W         Region    3,     Office    dF    Director         83/03/03 
7pp          16S48    E14        24X   Fiche    50-436,83/03/04,6305240264 

9303040033    IE    Info  Notice   83-39,     "Fuel    Binding   Caused    bg    Fuel    Rack 
Deformation    "    Svc    Hit   end 

JORDAN,  E  L.        Dlvisinn    of   Emergencg   Preparedness  k  Engineering 
Response     (Post    B3O1031         83/O3/06  Consolidated    Edison    Co      of    Neu 

York,     tnc  113pp         18323   24B         24X   Fiche    30-OOO,  83/05/06,  B30304Q033 

B3Q3040034    IE    Info  Notice   83-30,     "Misapplication   of  Generic   Emergencg 
Operating    Procedures    (EQP)    Guidelines    "   Svc    list    end 
JORDAN,  E   L        Division    of   Emergencg   Preparedness   >i  Engineering 
Response     (Post    B301031         B3/O3/11  Consolidated    Edison   Co      of    Nau 

York,     Inc  114pp         18324    003         24X   Fiche    30-000.  B3/03/1 1.  8303040034 

B30S24O524   Confirms  arrangements    for  B30613  meeting    betueen  NRC   It   utll 
in  Rnijian.    Ill    ofcs    to    discuss   SALP    for    Facilities   Meeting 
uitll    be   opened    to   other    interested   parties   as    observers 
NORELIUS.C   E        Division  of  Project  t<  Resident   Programs        83/03/18 
REED. C         CommoniuBalth    Edison    Co         Ip          18571     181         34* 
FlcJie    SO-ODD,  B3/03/1B,  B303S40S24 

8303040040    IE    Info  Notice  83-31.    "Error    in  ADLPIPE  Computer  Program   " 
Bvc    1  1st    enc  1 

JORDAN. E   L        .division    of   Emergency   Preparedness  &  Engineering 
Response     (Post    B3O103J         B3/O3/19  Consolidated   Erflson   Co      of    Neu 

York,     Inc         114pp        IS697  OO9        24X  Fiche    50-000,63/03/19.8303040040 

B303040046    IE    Info  Notice   93-33.     "Nonrepreaentati ve  Sampling    of 
Contaminated    Oil    "   Svc    list    end 

JORDAN,  E  L        Division    of  Emergencg   Preparedness   &  Engineering 
Response    (Post   B30103)        83/05/26  Consolidated   Edison  Co      of    Neui 

York,      Inc  114pp         1B647   OO7         24X   Flche    90-000,83/03/26,8303040046 

&     Reportable    occurrences,    LERs    ic  related   correspondence 

B305110427   Part   21   tt  deficiency    repts   re   mi  soperation  of   DS-41&  reactor 
trip    undervoltage   devices    Inltlallg   reported   on  830420 
Attachments   tulll    be   replaced   ui/devlces   lu/uitD'ened   grooves 
to  accommodate    new  retaining    rings  Mfg    drauings    revised 
RAHE.  E  P        Uestinghoute  Electric   Corp        83/04/21        DEYOUNO, R   C 
Oinctor's    Office,    Office    of    Inspection  and   Enforcement        3pp 
19403   093         34X   Fiche    30-000,  83/04/21,  -B30S1 104B7 


DOCKET    30-458   RIVER   BEND   STATION,    UNIT    1 

A     Application/construction    stage   documents   &  correipondanci 


B3030402B9   Advises    that    effective   B30418.JJ   Stefano    deilgn*ted 
Licensing    Review  Group    II    program  project   manager  Change 
uill    help    e-ipedite   reviews   on   disposition   of  remaining 
gener  Ic    issuei. 

NQvAK.rH        Assistant    Director    for   Licensing        63/04/2& 
HQLTZSCHER, D   L         Illinois   Pouer   Co         2pp         1B3S6   343         S4X 
Flc^e    30-OOO,  B3/O4/26,  B30304O2B9 


— 8303170034  Commends   representatives    of   DMR/6   utils    participating    In 
Licensing   Review  Group    II    for    efforts    in   resolving    lnue* 
generic    to   OUR/6  OL   applicants 

EISENHUT.D    0         Division    of    Licensing          B3/O3/O3         HALE, D   P, 
IllinnlB    Power    Co         Hpp          1B323   2OO         24X    Ficha    30-000,83/03/03, 
8303190046 

— 8303190060  Commends    representatives    of    BUR/6   utils    participating    In 
Licensing    Revleu  Group    11    for    efforts    in   resolving    liiuel 
generic    to   BWR/6  OL   applicants 

EIBENHUT-D   0         Division    of    Licensing         B3/O3/03         FEROUSON,  M   R 
Washington   Public    Power   Supply    System        2pp         18523   HOE        24X 
Fiche    50-000,83/03/03,8305190046 

— 8303190068  Commends    representatives    of    DUR/6   utils    participating    In 
Licensing    Review   Oroup    II    for    efforts    In    rasolvlng    issues 
generic    to   BUR/6   OL   applicants 

EISENHUT.D  G        Division   of   Licensing        S3/O3/03        MCGAUQHY,  J  P 
Mississippi    Pouer    Si   Light   Co        2pp         18923   204        24X 
Flche    30-000,83/03/03,3303190046 

— 8303190077   Commends    representatives    of    HUR/6   utili    participates    in 
Licensing   Revleui  Group    II    for    efforts    In    resolving    Isiues 
generic    to   DMR/6  OL   applicants 

EISENHUT.D  G  Division  of  Licensing  63/03/03  CAKILL,  J  Oulf 
States  Utilities  Co  Spp  IB  523  206  24X  Flche  80-000,  83/03  /03, 
8303190046 

830307060B  Forwards   NRC    position   ri    turbine   ma Int    Commitment    to   meet 
position   classifying    turbine   missile    issue    as    confirmatory 
required 

SCHUENCER.A        Licensing    Branch    S        B3/05/04        CAHILL, M  J        Oulf 
States    Utilities    Co         3pp          1B367    33B         24X    Flche    30-43B, B3/03/04, 
B303090f>02 

8303090639  Generic    Ltr   83-20   to   all    operating    reactor    lietntt*!    t 
holders   of   CPs    re    Integrated    scheduling    for    implementation 
of    plant  mods   Svc    Hit    encl 

EISENHUT.D  0        Division    of   Licensing        83/03/07  Consolidated 

Edison  Co      of   Neu  York,     Inc         16pp         10627    133        S4X 
Fiehe    30-QOO,  83/03/09,  B30309O639 

8303270039  Forwards    requett    for    addl    info   re    personnel    training   as   part 
of  NRC   revieu   of    application    for   OL 

BCHHENCER.A       Licensing   Branch   2       83/03/23       CAHILL,  UJ       Oulf 
States   Utilities   Co        Spp         18662  097        24X   Flche, 30-4BB. 83/09/23, 
8303370039 

C     Utility   Environmental   Report    (ER),    amends   &  correspondence 

0305260305  Summary    of   830428  meeting    u/util    in    Betheida.MD  re  various 
environ  rept    -  OL   stage    topics    Topic    1    re    summarg 
cost-benefit   analysis    not    discussed   Meeting    notice   t   agenda 
enc  1 

HE  INK AM,  E  J        Licensing    Branch    S        B3/03/18  Licensing   Branch   2 

Spp         18629  296        Z4X   Fielnti  SO-43B.  B3/03/1B.  B3O3260303 

E     NRC   Safety   Evaluation    Report    (BERK     suppls    Si   correipondince 

B30303O106  Forward i    draft    8ER    on   reactor    sus    open    items,  Addl    questions 
encl   Meeting    uill    be   arranged    h   schedule    established    to 
resolve   open    Items 

9CHWENCER.A        Licensing    Branch    S.       83/04/21         CAHILL.  H  J,       Oolf 
atatet   Utilities    Co.       46pp         18310  031         24  X   Flche.  30-43B,  83/04/21, 
B303030106, 


S30910019B  Foruardi   containment    issues    cross    ref  b  action   plan    to 
address  adtfl    c-ontalnment    issues, per   utit   82 1209    Itr  W/four 
oversiie    drawings   Aperture   cards   are   available    In  PDR 
BOOKER.  J  £        Oulf  States   Utilities   Co        83/04/29       BCrMENCER.A 
Licensing    Branch   S        170pp         183SO    106        24X  Fiche,  30-458,  83/04/29, 
8303100193 


B303040677  Responds    to  B30112  request    to    uithhold    from   public 
disclosure    info   re    seismic   reflection    lines    depicted    In 
FBAR   Figure   S   5-1 8  Request   acceptable 

SCHWENCER.A         Licensing    Branch    2         83 /OS/02        CAHILL,  W   J        Oulf 
States  Utilities   Co        3pp        IS 334  233        24X  Fiche   30-438,83/03/02, 
B303040677 


S30S12046O  Requests    Info   re    Issue    solutions    accepted    by   NRC   uhlch    have 
&   have   not    been   addreiied    In   SER/s upplemental    SERs    Info 
needed    to    document    evaluation    on    each   Licensing    R»vl*ui  Oroup 
II    generic    issue 

STEFANO,  J  J        Licensing    Branch    1         93/03/02,       HOLTZ9CHERi  D  L. 
Illinois   Pouer   Co        2pp         18443' 173        24X   Fiche. 30-000, B3/05/OE, 
8303120460 

— 8303120470   Requests    Into   re    issue    solutions    accepted    by   NRC  uhlch   h*vi 
fc  have   not    been   addressed    In   BER/»uppIemental    BERs    Info 
needed    to    document    evaluation    on    e*ch    Licensing   Revieu  Oroup 
II   generic    issue 

STEFANO,  J,  J        Licensing    Branch    1         83/09/02        POWELL,  P        Washington 
Public    Pouer   Supplg    Buttem         Ip         1B443    174,       24X 
Flche   30-000, S3/03/OE.  B303120460 
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-8305120477   Requests    Info   re    lnue    solutions    accepted    by    NRC   which    have 
Si    have    not    been   addressed    In    SER/supp  lementa  1    SERs    Info 
needed    to    document    evaluation    on    each    Lie  ens  ing    Revleui   Group 
FI    generic    issue 

aTEFANOjJ   J         Licensing    Branch     1          83/03/OS          REED. W   J         Gulf 
States    Utilities    Co          Ip          18443    179         24X    Flche    30-000,  B3/03/O2, 
3303120460 


O      Ad  jud  Ic  ator  y    correspondence 


830303054B   Order    scheduling    B30614   prehoarino    conference    in   Baton 
Rougo,  LA 

COTTER, Q    P          Atomic    Safety    and    Licensing    Board   Panel         B3/O4/39 
2pp          IB303    317         24X   Flcne    30-458.  B3/04/29.  0305Q30S4B 


-B30312Q4B3   Requests    Info   re    Issue    solutions   accepted    by    NRC   which    have 
It   have    net    been   «ddre*sed    In    9ER/supplementa 1    SERi    Info 
needed    to    document    evaluation    on    each    Licensing    Review  Oroup 
II    generic    Issue 

STEFANO-J   J         Licensing    Branch     1          B3/O5/O2         RICHARDSON, J   O 
Mississippi    Power   &  Light    Co         Ip         18443    176        S4X 
Fiche    30-000,  B3/03/02.B30312O460 


8303100338   Response    to   NRC   answer    to  State    of   LA  Contantions    1-i 
Renonable     spec  i  Fie  1  ti;    requirements    of    10CFR2    714(b> 
satisfied    Contentions   2  t,    5  premature    It   should   be   accepted 
cond 1 1 ional  ly    Certificate    of   SVE    encl 

LINDSAY,  I     D         Louisiana,     State    of         83/09/03  Atomic    Safety    and 

Licensing    Board    Panel          llpp          10379   007         24X    Fiche    5O-43B,  03/03/03, 
B30S10032B 


— B3O312Q491    Request*    Into    re    issue    solutions    accepted    by    NRC   which    have 
&   have    not    been   addressed    in    SER/supp lementa 1    SERj    Info 
needed    to    document    evaluation    on    each    Licenilng    Review  Oroup 
II   generic    issue 

STEFANa.J   J         Licensing    Branch     1          B3/03/O2         DUZZELLI.E    M 
Cleveland    Electric    Illuminating    Co         Ip         IH443    177        24X 
Fichu    30-000,03/03/02,9303120460 


Financial    information 


B30331O102   Annual    Financial    Rapt    1135    14/030407    Itr 

LEE, N  H  ,  MURRILL,P  U  .  BOOKER, J  E  Gulf  States  Utilities  Co 
S3/O4/07  DENTQN, M  R  Office  of  Nuclear  Reactor  Regulation, 
Director  46pp  1B65S  896  24X  FichB  50-138,83/01/07.8305310102 


B30S110616  Forw*rd»    structural    engineering    input    far    draft   EER   Encl 
provides    summary    of    open    Item*    i   scope    of    revletu 
8CHHENCER,A        Licensing   Branch    2        B3/O3/04        CAHILL, W  J   , 
BOOKER, J    E         Qulf    States    Utilities    Co          2Bpp  1B419    309,        H4X 

Flche    30-433,83/03/04,  83031 1041A 

3309260340  Forward!    draft   8ER    Input    re    autillary    sys   Difficulty 
encountered    in    performing    review   due    to    Illegibility    of 
•ami   drawings 

SCHWENCER.A        Licensing    Branch    Z        B3/O3/1B        CAHILL, H  J        Oulf 
State*    Utilities    Co        211pp         18629,077        24X   fiche    3O-4B8, 83/03SIB. 
B303St,Q34B 


K      Utility   Final    Safety   Analysis   Report    (FSAR)    r,  amends 

B30517046B  Forwards   Amend    B    to   FSAR,  provl  d  ing   responses   t,   teit    chanoes 
to   Section    13   3   re    emergency    planning 

CAhTLL.U   J         Oulf    States    Utilities    Co         B3/03/13         EIBENHUT,  D   0 
Dlviiion    of    Licensing        4pp         1B470    167        24X  Fiche    50-450,93/03/13, 
030317046B 


— B303170473    Amend    8   to  FSAR 

*      Oulf    States    Utilities   Co        S3/O3/31 
Fiche    SQ-43B.  83/03/13,  930317046B 


3?0pp 


e3032£O3O£>   Foruards    revised    safeguards    SER   &   Tech    Spec*    in    response    to 
83O3QS  request    For    review  6    comments    on    draft    SER. 

HIRAOLIAiF  J        Assistant   Director    Par    Safety   Assessment        83/O3/20 
NOVAK.  T   M        Assistant    Director    for   Licensing         4pp         I8&3f   2"?2        24X 
Fiche    3O-438, S3/03/20,  B3032603O6 

F      Security,     medical,     emergency    U    fire    protection   plans 

8305110034   Osntrie    Ltr   83-21    bo   all    licensees    of    epentlng    reactort, 
appllcanti    tor   OLs    ti   holdnrc    of   CPs    re    clarification    of 
acce*i    to    control    procedure*    for    law   enforcement   vi«It«, 
Bvc     lift    and 

EISGNHLir, D   0        Division    of   Licensing         S3/03/1  1  Coniolldated 

Edison   Co.     of   Neu  York,     Inc         l&pp         1B340  093         E4X 
FI  c  h  I  •  3Q-000,  83/03/1 1 ,  8303 1 10034 

B30317Q46B  Foruard*    Amend   S    to   FSAR,  providing    responses   t>    tent    change* 
to    Section    13  3   re    emergency    planning 

CAhULL.U   J,       Oulf   States   Utilities    Co        S3/03/13        EISENHUT, D  0 
Division    of   Licensing        4pp         1B47O    167        24X   Flche    50-438, B3/03/13. 
B3O31 70466 


Inspection    reporti,     IE  Qulletins   t    correspondence 


B2.120&0335    IE     Info    Notice    83-14,     "Deudtered    Spent     Ion    Etchanao    ReiLn 
Su«ceptibi  1  ity    to  Eiottiermlc    Chemical    Reaction   "    Svc    list 
enc  1 

TAYLOR,  J  M        Division   of   Safeguard!    *c    Inspection   Programs    <Post 
B30103)         S3/03/21  Consolidated    Edison  Co      of  Neu  York,     Inc 

112pp          1630B   319         24X    Fiche    50-000,83/03/31,5912060333 

B303100137   Forwards    IE    Insp    Rept    30-4SB/83-07   on  B30307-1I    No 
noncomp 1 ianc  e   noted 

MADSEN.a   L          Region    4,     Office    of    Director         03/04/11         CAHILL.  W   J 
OulF    States    Utilities    Co         3pp          18379   O10        24X 
Fltde    30-43B,  B3/04/1 1,  B303100137 

— B303100142    IE    Insp   Rept    90-45B/B3-07    on   830307-11    No   noncornpl  lance 
noted    Major   areas    Inspected   action    on    previous    insp 
f indinga.  review  of   OA   program   for    safety-related    pipe 
support!    ti  observation   of   uork    activities 

JOHNSON. C    E   ,     CfiaSSMAN.W   A   .     HUNNICUTT,D   M        Region    4,     Office    of 
Director.       B3/04/07        App        IB37S   01S        24X  Flche    30-138,33/04/11, 
B3031O0137 


6303190483   Notification    of   030525  meeting    ui/utll    (.   SiW    In    Bethitda.HD 
to    dlicui*    fire    protectlon/*af  e    shutdomn    open    items 

UEINKAM.e   -J        Lle.n*ing    Branch    2        B3/O3/13        ECHWENCERr  A        Licensing 
Branch    2          3pp          1S323    163         24X    Fiehe    3O-43B,  B3/O3/13,  B30D190482 

B309240213   Foruardi   monthly    status    rept    on    offslt*    em»r()»ncy 
prep-aredness    for   OL  rsvleus    for   Apr    1983 

DIRCKS,  W   J        Office    of    the   Executive    Director    -for    Operations 
B3/O3/13        PALLADINO.N  J        Commissioners        3pp.        18393  322        24X 
Fie  h*:  30-000,  83/03/13,8303240213 

B  30  32  30007   Releases    public    version    of    applicant    response*    to    NRC 
question*    re    emergency    plan 

FELTON.J   M,       Division    of   Rules    and   Records        83/03/80  Document 

Man«a«ment   Branch        Ip.       10333   190.      SIX  Fiehe   30-438,  S3/03/2O, 


—  B30333OOO9   Forwards    public    version    of    response*    to   NRC   S2121&    questions 
re    emergency    plan  Responses    prepared    per   83OS03    discussion 
U/NRC 

BOOKER,  J  E        Oulf    Btatei   Utilities   Co        83/O3/O1        SCHWENCEFt,  A 
Licencing    Branch   2,       S9pp         1B333    191         24X   Fiche    30-43B,  B3/03/HO, 
9303230007 

S3O52&O3O&   Forward  t   revised    safeguardi   SER   t<  Tech    Spoci    In    response    to 
B303O2   request    for   revleu   b    comment*    on    draft    SER. 

MIRASLIA-F.  J,       Aitlitant    Director    for   Safety    Aiteisment.       B3/03/ZO 
NOVAK-T.M.       A**ist«nt   Diractor    for    Licensing         4pp         18629'  292        24X 
FIch  e:  30-43B.  B3/03/SO,  B30B2i03O6 


B3030A0021    IE    Info   Notico   B3-31,     "Defective   Emeroeneij    U*»  Respirator    " 

SVC       list     BTltl 

JORDAN, E  L        Division   of  Emergency  Preparedness   *  Engineering 
Response    (Post  330103)        S3/04/1S  Consolidated  Edison  Co      of   Neu 

York.     Inc  126pp          1B433    133         24X    FI  che1 30-000, 83/04/13,  B30304QQ2I 

B303030137  Forwards    IE    Insp    Rept    30-4S8/B3-09   on  S3030S-04O4  Mo 
noncomp liance   noted 

MADSEN,  0  L,        Region   4,     Office   of   Director        83/04/21        CAHILL,  W  J 
Gulf    States    Utilities    Co         Spp         1B342   OO1         24X 
Fiche    SO-43B,  83/04/21,  8303030137 

— 8303030163    IE    Insp    Kept    3O-43B/B3-09    on    B3D3O9-040o    Nn    noncompl lance 
noted. Major   areas    inipected    containment,  structural    concrete, 
storaoe    of   safety-related    pipe   d  valves,  structural    steel 
instil  latiom  reactor    vessel   &    internals    storage 

BROWN,  H    L    ,    CROSSMAN.HA        Region    4,    Office    of    Director        03/01/20 
Bpp          1634B   003         24X   Flche    30-438,83/04/21,8303050137 

B303O40023   I£    Info   Notice   B3-22,     "DWR    Saf  etij/Hel  IB  f  Valve   Failure*    " 
Svc     list    encl 

JORDAN, E  L         Divlilon    of   Emergency  Preparedness    (<  Engineering 
Response    (Post   B30103).       B3/01/22  Consolidated   Edison  Co      of   Neu 

York,     Inc.        HSpp         18383.  OB9.       24X   FichB   3O-000,  B3/04/SB,  8303040023 

S303O40025    IE    Info  Notice   B3-23,     "Inoperable   Containment   Atmo«ph»re 
Senilng    Sijs    "    Svc    list    encl 

JORDAN, E  L        Division    of  Emergency    Preparedness    lc  Engineering 
Response    (Poit  8301O3)         B3/04/23  Consolidated   Edison  Co      of   N»u 

York,     Ine          119pp         I83B1    291        24X   Fiche   30-OOO,B3/Q4/23,  B303040023 
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6303040026    IE    Info   Notice    03-34.     "Loose    Parts     in   Secondary    Side    of 
Steam  Generator!    at  PUR 5    "   Svc    Hit    end 

JORDAN, E  L        Division   of  Emergent::;   Preparedness   fr  Engineering 
Response    (Post    B301O3)          83/04/2B  Consolidated    Edison   Co       of   Neu 

York,      [tic         MSpp         1S3B2   047         24X    Fiche    5O-OOO,  B3/04/2B,  B303040O26 

8303040027    IE   Info  Notice   83-23.     "Standby   Gas    Treatment   Sijt   Heater   High 
Temp    Trip   Setpolnt   Adjustment    "    Bvc     list    encl 
JDRDANiE  L        Division   of   Emergency    Preparedness   d  Engineering 
Response    (Post    830103)         B3/O4/2B  Consolidated   Edison   Co       Of    Neui 

York,     Inc          HSpp         18382    169         34X    Fiche    30-ODO.  B3/04/2B,  0303040027 

8303230305   Forward*    IE    Insp   Root    50-453/63-08   on   830338-31    No 
n on com pi iance   not  id 

MADSEN.G   L         Region    4.     Office    of    Di ret  tor         83/04/29        CAH1LL, W   J 
Gulf    States   Utilities   Co         2pp          18339    135         24X 
Fiehe    SO-45B.  83/04/2?,  B303230303 


S      Seportable    occurrences,    LERs    !<   related    correspondence 

B303030423    Interim  Deficiency    Rept    DR-72  re    improper    installation 
(torqutng  I.  testing    ti    insp    of    concrete    drilled-In    e>pansion- 
type  anchors   Evaluation    In    progress    Interim   or    final    rapt 
will    be    Kent    by    B3061O 

BOOKER, J   E         Gulf    State*    Utilities    Co         83/04/23         COLLINS,  J   T 
Region    4,     Office    Of    Director          lp          18306   24B         H4X 
Flehe    90-498,83/04/29,8303030432 

B30311O324  Part   SI    rept   re   Tgpe    8A-1    Class    IE   relay*    Silicon    controlled 
rectifier    (BCR)    In    trip    output    circuit   may    cause    random   trip 
output    HBstlnghouse   corrective    action    Include*    replacing    SCR 
u/burn-ln   SCR 

DUVALL,  D  0        Broun   Dover!    Corp      dub*      Broun   Doverl    b  Co    ,    Ltd    ) 
63/04/27         STELLD, V         Director's    Office,     Office    of    Inspection    and 
Enforcement         3pp          18373   279         24X    Fiche    3Q-OOO, B3/04/S7, 930 SI  10324 


~ B309230314    IE    Insp    Rept    SO-43B/B3-OB    on    B 3 0328-31    No    noncompl  i  ance 
notgd   Major  areas    inspected    site    tour,  observation  of  uiort   & 
review  of   records   for   welding   &  NDE    of    saf ety-related    piping 
&   review  of   procedures    for   protective    coatings 
GILBERT,  L   D   ,     JOHNSON,  C   E    ,     BESS.  J   E         Region    4,     Office    of 
Director         B3/04/25         Bpp          18339     137         24X   Fiche    30-438.  83/04/29. 
3303830305 


B303060435    Interim  Deficlencij    Rept   DR-103   re    electrical    separation   of 
roactor   protection    sus   uilrlng    from  NSSS   shutoff   wiring, 
Inltiallij    reported    on   330329    Investigation    incomplete   Next 
rept   eEpected    by   830701 

BOOKER, J   E         Qulf    States    Utilities    Co         B3/O4/2B         COLLINS,J,T 
Region    4,    Office    of   Director         lp         IB343    148        34X 
Fiche    30-438.  83/04/28, S303060433 


8303040O3B   IE   Info  Notice   83-26.    "Failure    of  Safety/Relief  Valve 
Discharge   Line   Vacuum  Breakers    "    Svc     list   encl 
JORDAM,  E  L        Division   of  Emergency  Preparedness   &  Engineering 
Response    (Post   830103)        83/05/03  Consolidated  Edison  Co      of  Neu 

Vork,     Inc         ISBpp         IB441    17O         H4X    Fiche    50-000,  B3/05/O3,  B30304O028 

8303130343  Responds    to   IE  Bulletin   80-16-     "Potential   Misapplication   of 
Rniemount, Inc    Models    1191    t    1132   Pressure   Transmitters    H/ 
Either   A  or  D  Output  Codes    "   Pressure    transmitters  not 
employed    in   safety-related   applications 

BOOKER,  J   E        Gulf   States   Utilities   Co         B3/OS/03        COLLINS,  J   T 
Region    4,     Office    of    Director         lp          1B432   319        24 X 
Fiche    00-438,83/03/03,8305120343 

6305120969  Discusses   guidelines    developed    to   aid    in   revietj  of    IE 
Bulletin   79-19   re    long-term  op«rabi.lity    of   deep    draft  pumps 
Alternate   qualification   method    Incorporating    vibration 
monitoring   b  std   plant    test    procedures   proposed    encl 
NOVAK, T   M        Assistant    Director    for   Licensing         B3/03/O3 
HQLTZSCHER.n   |_         Licensing   Review   Group     II         App         1B440   336         24X 
FichB    30-000,83/09/03,8305120569 

8303040030  IE   Info  Notice    83-27,     "Operational   Ruponie    to   Events 
Concerning   Deliberate   Acts   Directed    Against  Plant 
Equipment    "  Svc    list   encl 

JORDAN, E  L        Division   of  Emergency   Preparedness   &  Engineering 
RaipQnie    IPait    830103)          83/03/04  Consol  idateil   Edison   Co      Of   New 

York,     Inc         1 12pp         183B2   282         24X    Fiche    30-000,03/03/04,8303040030 

8303040031  IE   Info  Notice    83-28,     "Criteria    for  Protective   Attion 
Recommendations    for   General    Emerg ens  1  a s    "   Svc    list   encl 
JORDANiE  L       Division   of  Emergency  Preparedness   &  Engineering 
Response    (Post    B3D1O3)         83/03/04  Consolidated    Edison   Co      of   Neu 
Vork,     Inc         119pp         1B441    001         24X    Fiche    50-000,83/03/04,8303040031 

6303040033   IE   Info  Notice   83-29,     "Fuel    Binding   Caused   bg  Fuel    Rack 
Deformation   "  Svc    list    encl 

JORDAN* E  L       Division   of   Emergency    Preparedness   b  Engineering 
Response    (Post    630103)         B3/03/06  Consolidated   Edison   Co,     of   Neu 

Yorfc,     Inc         113pp         16323   248         24X    Fiche    50-000,  83/O3/06,  B303O40033 

B303040034    IE   Info  Notice   83-30,     "Misapplication  of  Generic   Emergency 
Operatlns   Procedures    (EOP)   Guidelines    "   Svc    Hit    end 
JORDAMtE  L        Division   of   Emergency   Preparedness  (,  Gnjlneerlng 
Reipan«e    (Post   B301O3J        83/03/11  Caniolidated   Ediinti  Co      of  Neu 

Yor»,     Inc        114pp,       18324  003        24X   Fiche   30-000,03/03/11,8303040034 


B 30 9 06047 5    Interim  Deficiency    Rept   DR-1O4   re    overturning    of   Translllft 
crane    that   uas    lifting    reactor    shield    bldg    dom»    Initially 
reported   on   83032S   Investigation    Incomplete   Next    rept 
expected   by    830624 

HOOKER,  J  E        Gulf   States   Utilities   Co        B3/04/2Q        COLL  1MB,  J  T. 
Region   4,    Office    of   Director         lp         1B340    16&        SIX 
Fiche    30-438,  S3/04/2B,  830SOi0473 

B3031203&7  Final    Deficiencii   Rept    DH-23  re   HPCS   diml    generator 
radiativ^  heat    loss   value    used    In    siting    of   HPCS  room 
cooling    fans    Initially    reported    on   B20212  GE   committed    to 
change    heat    load    data    In   manuals    for   diesel    engines 
HOOKER,  J   E         Oulf    States    Utilities    Co         B3/Q4/S9         COLLINS, J   T 
Region   4,    Office    of   Director        2pp         18433    118        Z4X 
Fiche    30-4SB,  83/04/29,  B3031H0367 

B30S120321    Interim  Deficiency    Rept   DR-107   re   Category    I    air   circuit 
breakers   ui/trlp    calls    of    higher    range    than    shoun    on   bill    of 
matls    Initially    reported    on   8304O4    Investigation    Incomplete 
Next   rept  will    be    submitted    by    S30614 

BOOKER,  J   E         Gulf    States    Utilities    Co         B3/O3/04         COLLINB,  J.  T 
Region   4,    Office   of   Director         lp         1B431    080        24X 
Fiche   30-43B,  83/03/04,8303120321 

6303120407    Interim  Deficiency   Kept   DR-lOi   re    Interstate   Steel,  Huh    Inc, 
Regal    Si   Melded    Tube    of   America    documentation    for   Clan    1, 
A-SOO,Orade   D    tube    steel    Initially    reported    on   B30404. 
Investigation   ongoing    Next   rept    by   8307O7 

BOOKER,  J  E        Gulf   States   Utilities   Co        83/09/04        COLLINS,  J.T. 
Reoion  4,    Office   of  Director        lp        18431 '132,      24X 
Fiche   30-43B.  83/03/04.  8303120409 

8303120413    Interim  Deficiency    Rept   DR-106  re   Berg*n-Paterton   pipe 
support    ltd    component*    nonconformanct    w/deslgn    drawing* 
Initially    reported    on   B30406    Investigation    ongoing    Interim 
or    final    rept   will    ba    submitted    by   830621 

BOOKER, J  E        Oulf   State*   Utilities   Co.       B3/09/06        COLLINS, J  T 
Region   4,    Office    of    Director         Ip         1B434>094        24X 
FichB   30-438,83/03/04,8303120413 

B3051B0434  Final    Deficiency    Rapt   DR-91    re   misapplication   of  Bithlthin 
Steel    load    indicating    washer    In    structural    steel    slip 
connection    in   reactor    bldg,  Initial ly    reported    on   8301U 
Condition    determined    not   reportable    per    10CFR50   3Ste) 
BOOKER, O  E        Oulf  States    Utilities   Co        B3/03/06        COLLINS,  J  T 
Region  4,    Office  of  Director        lp        19431    160       24X 
Fiche    30-498,83/09/06,8303120424 


6303040040   IE   Info  Notice   B3-31,     "Error    in   ADLPIPE  Computer  Program, " 
Svc    list   enc  1 

JORDANiE  L       Division   of  Emeroencij   Preparedness  tt  Englnetring 
Re-sponse    (Post   630103)        83/03/19  Consolidated   Edison  Co      of  Neu 

Ynrfc,     Inc         I14pp         18697   OO 9         24X    Fiche    30-000,63/03/19,8303040040 

8303040044    IE   Info  Notice   83-33,     "Nonrepresentstive  Sampling    of 
Contaminated  Oil,"  Svc    list    encl 

JORDAN^E  L        Division   of   Emergency   Preparedness   d  Engineering 
Respon.e    (Post    830103).       S3/O5/B6  Consolidated   Edison  Co      of   Neu 

Yort,     Inc        114pp        18647007        24X   Fiche   30-000, 83/03/S&,  8303040046 


B3031702B1    Final    Deficiency   Rept   DR-Bi  re    B21213  notification   of 
possible   misinterpretation   of    electrical    equipment   hold    doun 
ueld    detail    Detail    adequate    for    design    consideration*    Item 
not   reportable    under    10CFRSO   53<«) 

BOOKER,  J  E        Oulf   States   Utllltie*   Co.       83/O3/09,       COLLINS,  J  T. 
Region   4,    Office   of   Director         lp.       18469. 07O,       24X 
FichB    30-43S,  83/03/09,  B30317O?91, 

B3Q3170365    Interim  Ditficiencg    Ript    DR-109   r«   Velan   3/4-lnchi600   Ib, 
socket-utlded    glob*   valves   u/counterbores    not    concentric    to 
valve   ctr    Initially    reported    on   830408  Nonconcentrlc 
counterbores   may    cause   ueld    problem!    Next    rapt    bu    830613. 
BOOKER.J   E         Oulf    State*    Utilities    Co         B3/OB/09         COLLINS.J.T. 
Region  4,    Office    of    Director         lp         1B471    201         24X 
Flehe    90-438,83/03/07,8303170383 
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83OS17O479    Interim   Deficiency    Rept   DR-11O  re    passible   contamination    of 
st*lnlen    steel    u/ul trasonic    couplant    falling    to   meet 
chemical    analysis   requirements    Initlallg    reported    on  S3040B 
Next   ript    to    be    submitted    by    830613 

BOOKER, 0   E          Gulf    States    Utilities    Co         B3/O5/O9         COLLINS,  J   T 
Region  4,    Office    of    Director         lp         18467  290        24X 
Flche    90-438,83/09/09,0303170479 

9303200131     Interim   Deficiency    Rept    DR-10O   re    Category    1    motor    control 
ctr    motor    operated   valve    feed    breaker    settings    supplied    by 
Gould-Brown    Boverl    Initially    reported    an   83Q222  Utll 
•uniting    add  I    info    from  AE  Next    rept    expected    tjij   B3Q62O 
BOOKER, J   E          Gulf    States    Utilities    Co         83/O3/12         COLL IWS,  J   T 
Region  4,    Office    of    Director         lp         IB519  OO3        24X 
Flche    30-158.63/03/12,8305200131 

9303200390    Interim  Deficiency   Rept    DR-111    re    dimensional    discrepancy 
on    two    small    bore   pipe    support    design    drawings    Initially 
reported    an    830412  Design   drawing  a   reflect    longer    dimension 
Chart    justified   Next   rept    Expected    by   S3060B 

BOOKER ,J   G          Oulf   States    Utilities    Co          B3/O3/13         CDLLINfl,  J   T. 
Region   4,     OP  flee    of    Director          lp          1851B    1O9         34  X 
Flche    30-4»B,  83/O3/12,  H30320O390 

fl3O32O0264    Interim   Deficiency   Rept   DR-92    re   PYCO.  Inc    t   lubsuppliar 
ASHE   III    documentation    for   Category    I    stainless    steel 
thermouells    Initially    reported    on   830114  AddJl    Info    from  AE 
pending   Next    mill    be   provided    by    B3O627 

BOOKER,  J  E.        Oulf   States   Utilities    Co,       B3/O3/13        COLLIN9.J  T 
Region   4,     DPPice    of    Director          lp          1B317   092         24 X 
Flche   30-438,03/03/13,830320026-1 

6303230162   Intorlm  Deficiency    Rept   DH-B3   re    incorrect    taper   at   welds 
between   outside    diameter   of   Jieavy   uall    pipe    fittings   &   std 
wall    pipe    on   30-inch    ivc    Ulster    piping    sys    Initially    reported 
on   82120B  AE   mill    submit   add  1    info   Next    rept    bij    83072H 
BOOKER, J  E         Oulf  States   Utilities    Co         B3/O5/16        COLLINS,  J  T 
Region  4,    Office   of    Director.       lp         18337    197        24 X 
Flche. 30-45B, B3/03/16, 3303330162 


DOCKET    90-439   R1VCR   BEND    STATION,     UNIT   2 

A      App  1  icati  on/construct  1  on    stage    documents    &    c  orre-sp  ondence 

9303040889    Advises    that    effective    03O41B.  JJ   Stef ano    designated 
Licensing    Revleu   Oroup     II    program    project   manager    Change 
will    help    erpedite    revieus    nn   disposition   of    remaining 
generic    issues 

NOVAK, T   M         Assistant    Director     for    Licensing          33/04/96 
HOLTZSCHER.D    L          Illinois    Pouier    Co         2pp         183 26    343         24X 
Flche   5Q-OOO. a3/O4/2t,B3OS04Q289 

B3O31O0198  Forwards    containment    issues   cross   ref    &   action   plan    to 
address    aifdl     containment     issues. por    util    B31SQ?    Itr    W/four 
oversize    drawings   rtperture    cards   are   available    In   PDR 
BOOKER.J    E          Oulf   States    Utilities    Co         83/04/29         5CHWENCER.A 
Licensing    Branch    2          17Opp  1B3SO    1O6         24X    FtchE    SO-4SB.  B3/O4/29, 

B303100198 

B3O3040677    Responds    to    830113    request    to    withhold     From   public 
disclosure    Info  re    saiimlc    reflection    lines    d-epicted    In 
FSAR   Figure    2   3-19    Raquest    acceptable 

SCHUBNCER.A         Licensing     Branch    S        B3/03/OS         CAHILL.  H   J         Oulf 
States   Utilities    Co          3pp          1B336   233         24X   Fl che- 30-43B,  B3/O3/02i 
B30 3040677 

830319O04&  Commnnda   repreavntatives   of   BUR/ 6  utll*    participating    in 
Licensing   Review  Group    IT    for   Efforts    In   resolving    Issues 
generic    to    QWR/6   GL    applicants 

EISENHUT,  D.  6         Civilian    of    Licensing         S3/O3/O3         EDELMAH, rt   fl 
Cleveland   Electric    Illuminating    Co        3pp        1B323    l?B        E4X 
Fiche    30-000, B3/OSyO3,8aOS1900flA 

— B303170054    Commends    representatives    of   DWR/6   utils    participating    in 
Licensing    Revieui   Oroiip    II    for    efforts    In  resolving    issues 
generic    to    BUR/;,   DL  applicants 

EISENHUTj D   Q         Division    of    Licensing         B3/03/O3         HALE,  D   F 
Illinois    ^ouer    Co,        2pp  103H3   200         24X   Fl eha: SO-OOO,  S3/OS/O3, 

B3O317O04& 


B3O3B3043B  Final    Deftciency    Rept   DR-S7    re    enlarged    connection   bolt 
hales    In    electrical    tray    lupporti   &    overtorqued    connecting 
bnltt    Initially    reported    on  Q21217  support    sys    structurally 
t*«tad   Condition   not   reportable    per    10CFR50    33<e) 

ffOCWER, J   E          Oulf   Btates    Utilltlei    Co          B3/O3/17         COLLINS,  J   T 
Region  4,    OfPlce    of    Director.       lp         18330  2O4        24X 
Fie  lit    3Q-43B,  93/03/17,  B305B3043B 


— B3031900tO    Commends    rapr f-sen tatlves    of   DWR/6   utils    participating    In 
Licensing    Review   Group    II     for    efforts    In   resolving    issvel 
generic    to    BUR/6  OL  applicants 

EISENHUT.  D    0         Division   of    Licensing         83/03/O3         FERGUSON, M   R 
Washington    Public    Power  Supply   System        Spp         1B333  302        24X 
Fiche    50-OOO,  H3/03/03j 830B190046 


B30324O46B    Interim   Deficiency    Rept   DR-30  re    interpretation    of 
radiographs    performed    by   DF  Shaw  Co    AE    evaluation    af 
defective   u«ldi   ulll    be    completed    by    B3O6O3   Next   rept   ulll 
be    >ubmltt*<j    by    830624. 

BOOKER,  J.E,        Oulf   States   Utllltlm   Co        S3/O3/1S        COLLINS,  J  T 
Region   4,    Office    of   Director         lp         1S349  293        24X 
Fiche-  30-438.  B3/03/18,  B30924O46B 

B3O324O268    Interim  Deficiency    Rept    DR-112    re    overslied    power    cable 
lug*    tupplied1    by    Pouer   Conversion  Products.  Initially 

reported    on    83041?   Investigation   continuing    Interim  or 
final    status    rept   utll    be    submitted    by    830629 

BOOKER, J  E         Oulf  States   Utilities   Co         B3/O3/14        COLLINS. J.  T, 

Region  4.    Office    of    Director.       lp         18625' 043,       24X 

FIcfie,  30-43B.  03/03/19.8303260260 

33032&OS99    Interim  Deficiency   Rept   DR-113    re  mliappl ication   of   matU 
used    for    In-line    cable    splices    on   electrical    connections    for 
hydrogen    Igniter   assemblies    Initially    reported    on    S3O419. 
Invectlgatlcm    continuing   Next    rept   b-y    830629, 

BOOKER, J.E         Outf   States   Utilities   Co        B3/O3/19,       COLLINS,  J,  T 
Region  4,    Office    of   Director.        lp         13633  01S        34 X 
Flche-30-43Q. 83/03/19,830326029? 

B303S6O3I8    Interim  Deficiency    Rept   DR-114    re   uild    defects    In  radial 
rtbar   anchor    ring    for   shield    bldg    roof    Initially    reported    on 
B3O419   Invee tigatlon   continuing. Interim    or    final    status   rept 
ulll    tae   submitted    by   830630 

BOOKER.J   E.         Oulf    States    Utilltlei    Co         B3/O3/14         CQLLINS.J   T 
Region  4,    Office    of   Director         lp.       1B6B3, 199.       24X 
Flcha-  30-438,  03/03/19(6305260318. 

8303310042    Int*rim   Deficiency   Rept   DR-«?6   re    lln»*r    indication    In 
•  ectlon   of    tube    steel    lupplisd    by   Bergen-Patterson.  Initially 
reported    on    B30217.  Investigation    continuing    Next    rept   mill 
b«    submitted    by    S30701. 

BOOKER, J  E        Oulf  States   Utilities   Co         B3/&3/20        CQLLINB.J.T 
Region  4,    Office    of   Director.       lp         18633  3OA,       24X 
Fieh*)'  30-430^  B3/03/20,  830331O042 


— 8309190068  Commends    representatives   of   BUR/6    utll*    participating    in 
Licensing    llevleiii  Group    II    for    afforta    In  resolving    Issues 
generic    to    BHR/6  OL  applicants 

EISENHUT,  I>  <3        Division    of    Licensing        S3/O3/03        11COAVOHY,  J  P 
MlniSBlppl    Power   &  Light   Co        Spp        IBB33   2O4        S4X 
Flche    30-OOO,S3/O3/O3,e3O319OO4A 

— 9303190077   Commands    representatives   of   BWR/6   utits    participating    In 
Licensing    Revieu   Group    II    for    efforts    in  resolving    Issues 
generic    to    BUfl/6   OL  applicant* 

EISENHUT.D.  o        Division    of    Licensing        Q3/O3/03        CAHILL,  J        Gulf 
States    Utllitlei    Co          2pp  1S923   206         24X    Flche    30-OGO,  B3/05/O3, 

B3O319O04A 

B3O307O602   For  war di  NRC   position    re    turbine   malnt    Commitment    to    meet 
position    classify  ing    turbine    missile    issue  as    confirmatory 
required 

SCHHENCER.A        Licensing    Branch    3        83/03/04         CAHILL,  M  J        Oulf 
States   Utilities    CD.       Opp         1 0347  338,       E4X  Fiche: 50-438.  H3/03/Q4, 
9305O906Q2- 

B3O3090639   Oenerlc    Ltr    83-20    to   all    operating   reactor    licensees    fc 
holders    of   CPs   re    integrated    ictiedullng    for    Implementatiitn 
of   plant    mods  Svc    list    end 

EISENHUT,  D.O         Division     of    Licensing         B3/03/O7  Consolidated 

Ed  If  on  Co      of  Neu  Vorfc.     Inc         16pp        1S627   193        24X 
Flche    30-OOO,  B3/O5/O9.  S303090639 

B3O3270039   Forward i   request    for   addl    info    re   personnel    training    as    part 
of  NRC   reviiiit  of    application    for   DL 

BCHMENCER.A        Lietnilng    Branch    E        S3/O3/23,       CAMILL, W  J        Oulf 
States  Utilities    Co         Sp p         1B6AB  097        S4X  FIc he: 30-438,  83/03/33, 
8303270039. 

C      Utility    Environmental    Report    (ER),    amends  &   carreipondence 

H3O326O30S   Summary    of    83042B  meeting   iu/util    In   Uethetdar MD  re    various 
environ   rept    -  OL   stage    topic*   Topic    4   re   summary 
cost-benefit    analysis   not   discussed   Meeting    notice    fa  agenda 
encl 

UEINKAM,  E  J        Licensing    Branch    2        83/03/10,  Licensing    Branch    2, 

Spp  1B629'  B96         24 X    Fit  he:  50-43B,  83/03/1B,  B3Q3ZAD303 
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E     NRC  Safety    Evaluation  Report    ISER),     sunpls  &   correspondence 

8303030106  Forwards   draft   BER    on  reactor    sys   open    items    Addl    questions 
end   Meeting    will    be    arranged   &   schedule    established    to 
re-solve   open    it*mi 

SCHWENCER.A         Licensing    Branch    2         83/O4/21         CAHILL.W   J         Oulf 
States    Utilities   Co         46pp          1831O   O31          24X    Fiche    30-498.83/04/91' 
6309030106 


— 83032300O?  Forward*    public    version   of    responses    to   NRC   B212I6   quiftioni 
rt   emergency    plan   Response*    prepared    per   830203   dlscusllon 
u/NRC 

BOOKER- J  E        Oulf   States    Utilities   Co        83/03/O1        SCHWENCER,  A, 
Licensing    Branch    2        B9pp         1B535    191         24 K   Flche    30-498,93/05/80, 
9305230007 


0      Adjudlcatary    correspondence 


6303120460  Requests    info   r«r    Issue   solutions   accepted    by    NRC   which   have 
&  have   not   been  addressed    in  SER/supp tomental    SERs    Info 
ne«iled    to  document    evaluation   on   each    Licensing   Review  Group 
II    (fenirlc    lisue 

STEFANO,  J   J         Licensing    Branch    1         03/O5/02         HDUTZSCHER,  D   L 
Illinois   Pouier  Co        2pp         1S443   173        S4X  Flche   50-000.03/03/02. 
0309120460 

— B305120470  Requests    info    ra    lisue    solutions   accepted    bv   NRC    which    have 
EC   have   not    been  addressed    In   EER/supp lemsnt-al    8ERs    info 
needed    to  document    (valuation  on   each    Licensing   Review  Group 
II    generic    Issue 

STEFANO.J  J       Licensing    Branch    1        83/03/02        P  DWELL  i  P        (Jashlngton 
Public    Pouior   Supply    System         lp         1B443    174.       24 X 
Flche    30-OOO,  03/03/03,  830S12O460 

— 03O9120477  Requests    info   re    issue    solutions   accepted   by  NRC   which    have 
&    hava  not    been  addressed    In  SER/supplemental    SERs    Info 
needed    to  document    evaluation  on   each    Licensing   Review  Group 
II    flenerlc    lnue 

STEFANO.J  J       Licensing    Branch    1        S3/03/02.      REED,  W  J        Qulf 
States   Utilities   CD         lp          10443    173-         24X   Flche.  SQ-000,  83/03/02, 
8303120460 

— B3O31B04BS  Requests    info    rtt    Issue    solutions   accepted   by   NRC   which    have 
&    have   not    been  addressed    In  SEP/supplemental   SER*    Info 
needed    to   document    evaluation   on   each    Llcentlng  Review  QraUp 
II    generic    issue 

STEFANO.J  J       Licensing    Branch    1        83YOS/Q2        RICHARDSON,  J.  D 
Mississippi   Power   b  LlohE    Co        lp         1B443   176       34X 
FiChe    30-000,  83/03/O2,  B303I2O460 

— B3OMEQ4?!   Requests    Info    re    issue   solutions  accepted    by  NRC   which    have 
t,   have   not    been   addressed    in  8ER/iupplemental    SERs    Info 
needed    to   document    evaluation   on   each    LI  cons  ing   Reviau  Oroup 
II    generic    issue 

STEFANO,J  J       Licensing    Branch    1        B3/03/03        BUZZELLlrE  M, 
Cleveland   Electric    Illuminating   Co         lp        18443   177        24 X 
Flche    50-000,03/03/02,0303120460 

83051 104 is  Forwards    structural    engineering    Input    for    draft  0ER    Encl 
provides    summary   °f   open   it*m»   li  scope    of  revieui 
SCHMENCER.A         Licensing    Branch    2        83/03/04         CAH1LL.  H   J   , 
BOOKER,  J   E         Gulf   States   Utilities    Co          38pp          10419   3Q<?         24  X 
Flehe    30-430,  03/03/04j  03031 10616 

8303170604  poruarils    site   analysis    sections    for   draft   SER   Open    Items   re 
population   data  b  barge    transportation    of    toilc    gam 
highlighted 

aCHMENC£R,A        Llcinslng    Branch   2       B3/O3/03        CAMILL.U.J       Quit 
Statet  Utilities  Co        17pp         18497  027.       S4X  Fichu    30-439, 63/03/OS, 
8303170604 

0303240340  Forward*   draft  SER    input   re   auxiliary    su*  Difficulty 
encountered    In  ptrformlng    revieu  due    to    UlejiJ>illtg   of 
some    drauings 

SCHWENCER, A         Licensing    Branch    2         03/03/18        CAHILL.H   J.       Gulf 
States   Utilities   Co,        211pp.        10629   077         24X   FlehB    SO-430.  B3/03/1B. 
0303260340 


F     Secfritiji    medical,    emergency   tt   fire   protection   plant 


B30303O340  Order   scheduling    B30A14   prehearlng    conference    In  Baton 
Rouge,  LA 

COTTER, D  P        Atonic    Safety    and   Licensing    Board   Panel        83/04/29, 
2pp         18303   319         24X    Flche    3O-439, 03/04/39, 8303030348 

G30 Si 00333  Response    to   NRC   ansuier    to   State    of   LA  Contentions    1-i 
Reasonable    specificity    raqutretnents    of    10CFR3   714 (b) 
satisfied    Contentions   S    tt    3   premature   &   should    be   accepted 
conditionally   Certificate    of   Svc    encl 

LINDSAV,  I    D        Louisiana,     State    of        83/09/03  Atomic    Safety   and 

Licensing    Board    Panel          Jlpp          18379    007         24X    Flche    SO-458, 03/09/03. 
83031O032B 


1      Financial    information 


8309310102  Annual    Financial    Rept    1962  U/8304D7    Itr 

LEG,  N  R  ,  MURHJLL,  P  U  ,  BOOKER.  J  E  fiulf  States  Utilities  Co 
83/04/07  DENTON,H  R  Office  of  Nuclear  Reactor  Regulation, 
Director  46pp  18633  296  24X  Fiche, 30-453. 83/04/07, 8309310105 

K      Utility   Final    Safety   Analysis   Report    (F8AR)    &  amends 

8309170468  Forward*   Amend    0    to   FSARi  providing    re*poni»«    ti   tint    changai 
to  Section    13  3   re    emergency    planning 

CAHIU.,W  J        Oulf   0tat*s    Utilities   Co        83/03/13        EISENHUT,  D.  0 
Civilian   of   Licensing         4pp         18470    167.       S4X   Fiche'  90-499,  B3/03/13j 
0303170468 


— 9309170473  Amend    8   to   FSAR 

*      Oulf    States    Utilities    Co         83/09/31 
Flche    30-438,  03/03/13,  B309170468 


390pp         10470    171.      24X 


Q,     Inspection   reports,     IE  Bulletins   !•  correspondince 

8212060303    IE   Info   Notice   83-14,     "Daiiratered    Spent    Ion  Exchange  Resin 
Susceptibility    to   Exothermic    Chemical    Reaction    "    Svc    lilt 
encl 

TAVLOR,J  H        Division   of    0afeguards   l<    Inipaction   Program*    (Post 
030103)        83/O3/B1  Consolidated    Edison   Co      of   Neu  Yori<     Inc. 

112pp        10300  319        24X   Flchl    30-000.83/03/21,8212060389. 

8303040021    IE   Info   Notice   B3-21,     "Defective   Emergency    Use   Ruplrator    " 
Bvc    Hit   encl 

JORDAN,  E  L       Division   of   Emergency  Preparedneis   &  Engln*irtng 
Respont*    (Post   030103).       93/04/19  Consolidated   Edit on   Co.     of  Nt* 

York.     Inc         126pp         18439:199        24X   Flchl    30-000.83/04/19,0303040021 

0303040023   IE    Info   Notice   03-32,     "BUR   9af ety/Ril lef    valve  Failures   " 
Svc    list   encl, 

JORDAN, E  L        Division   of    Emergency    Preparedness   fc  Engineering 
Response    (Post   830103)         03/04/22  Consolidated   Edison  Co      of  New 

York.     Inc         HSpp         18383'089,       24X  Flche    30-000, 83/04/22,  B303040023. 

8303040039   IE  Info  No tit s  83-23,    "Inoperable  Containment  Atmosphere 
Sensing  Sys   "  svc    Hit   end. 

JORDAN. E.L       Division   of  Emergency   Prapartdneti   (•  Engineering 
Response    (Post   030103)         33/04/29,  Consolidated    Edison  Co,     of  New 

York,     Inc         119Pp         1B381'291         24X   Fiehe-  30-000,  03/04/29,  8303040028. 


S303110034  Generic   Ltr  83-21    to  all    licensees    of    operating   reactors, 
applicants    for  DLs   tt  holder*    of  CPi   re    clarification  of 
access   to   control    procedure*    for    law  enforcement  visits 
Svc    list    end 

EISENHUT.D  0        Division   of   Licensing        63/09/11,  Consolidated 

Edlton  Co      nt   Neui  York.     Inc         16pp        IB 540  099        34 X 
Fiche    30-000,83/09/il,  S30S1J0034 

0303170469  Forward*  Amend   0    ta   FSAH,  providing    reaponiai  fc  tut    changes 
to  Section   13  3  re   emergency    planning 

CAHILL.W  J       Sulf  States   Utilities  Co        S3/09/13       EISENHUT,  D,  0 
Division   of  Licensing        4pp,       18470    147.       24X  Fieha    90-438,83/03/10, 
5309170468 


8303230007  Release*   public  version   of   applicant  responses    to   NRC 

«,ue*tlons   re   emergency    plan 

FELTONiJ  M       Division    of  Ruins  and  Record*,      83/09/20  Document 

Management  Branch        lp         1 8933' 190       24X  Flche    30-458,03/03/30, 

0309230007 


8303040026   IE   Info   Notice   83-24,     "Loose   Parts    in    Secondary    Side   of 
Steam  Generators    at  PWRi    "    8vc    Hit    end 

JQRDAN.E  L.      Division  of   Emergency   Preparedness  *  Engineering: 
Response    (Post   830103).       B3/04/20  Consolidated   Edison  Co.    of  New 

York.     Inc         113pp,       18362,047        24X   Plena   90-000.83/04/28,8303040034, 

B303040027    IE   Info  Notice   83-29,     "Standby    Oas    Treatment  BVI   Heater  High 
Temp   Trip   Setpolnt  Adjustment."  Svc    list   encl. 
JORDAN, E  L       Division   of  Emergency  Preparedneis   S<  Engineering 
Response    (Post   830103),       33/04/28  Consolidated    Edison   Co,     of  New 

York<     Inc,       liapp         18382:169.       24X   Flche    90-000,83/04/28,8303040027. 

8303040028    IE   Info  Notice  33-26,     "Failure    of   B»f ety/Rellef  V*lve 
Discharge  Line   Vacuum   Breakers    "   Svc    list    encl 
JORDAN, E  L       Division   of  Emergency   Preparedness  &  Engineering 
Response    (Post   630103)         83/09/03  Consolidated   Edison   Co,     of  New 

York,    Ine       128pp.      1B441;  170       24X  Fiche   30-000. 83/09/03,9303040020 
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S3O3120343   Responds    to    IE   Bulletin   SO-I6,     "Potential    Misapplication   of 
Flo-iemount.  Ini    Models    1151    &    1192   Pressure    Transmitters    W/ 
Either   A   or    D  Output   Codes    "    Pressure    transmitters    not 
amp loyed    in    safety-related    application* 

HOOKER, J   E         Oulf    States    Utilities    Co          B3/O3/03         COLL  INS.  J   T 
Region   4,    Office    of   Director         IP         16432  319        24X 
Fiche    3O-43B, 83/03/03,  830S1SO343 

830312034.9  Discusses    guldellnas    developed    to    aid    In    review   of    IE 
Bulletin   77-13   re    long-t«rm    operabillty    of    deep    draft   pumps 
Alternate    qualification   mot hod    incorporating    vibration 
monitoring    b   std    plant    test    procedures    proposed    encl 
NQVAKi T   N        Assistant   Director    for   Licensing        83/O3/03 
HDLTZ5CHER.D   L         Licensing    Review   Group     II          6pp          1B44O   396         24X 
Flc4ie    3O-000, B3/03/03.  B3Q312O367 

83O304003O    IE    Info   Notice   83-27,     "Operat iana  1    Response    to    Events 
Concerning    Deliberate   Acts   Directed    Against    Plant 
Equipment    "    Sve    list    end 

JORDAN, E  L        Division    of   Emergency   Preparedness    St   Engineering 
ReiponfB     (Post    8301O3)          03/03/04  Consolidated    Edison    Co       of    Neu> 

York,      Inc          UZpp          183B2    BBS         S4X    Flihe    30-000, 83/03/O4,  B303O40030 


C      Ad  judica  torij    correspondence 


8305020473  Motion    to    strike    Wall    Street    Journal    830401   article 
appended    to   petitioner    response    to    applicant  motion    for 
reconsideration  b/or   certification    Article    of    Insufficient 
probative    value   Certificate    of    Svc    encl 

REYNOLDS. N   5         Washington    Public    Pouer     Supply    Syitem         REYNOLDS.  N   S 
Debevolse    t  LI  barman        03/04/2B  Atomic    Safety    and   Licensing    Board 

Panel          6pp          18293   281          24X    Flche     50-460,  63/04/26,  8303020473 

B309O90009  Response    to   830414   first    set    of    Interrogatories   Certificate 
of    Svc    and    Related    correspondence 

REYNOLDS,  N   5         Washington    Public    Power    Supply    System         REYNOLDS,  N   S 
Dobevolse    ti  Liherman        03/03/03  Coalition    for    Bate  Pouer        IQpp 

1Q339    01B         24X   Flche    SO-46O,  B3/O3/Q3,  B3030300D7 

83030)50019   First    set    of    Interrogatories    &    requests    to    produce 
Certificate    of   Svc    encl    Related    correspondence 

REYNOLDS. N   S         Washington    Public    Pouer    Supply    System         REYNOLDS,  N   S 
Debevoisa    h  Llberman        03/03/03  Coalition    for    Safe   Pouer        ?pp 

10330   333         34X   Flche    30-46O,  B3/O3/O3,  S3030300I7 


B30304O031    IE    Info   Notice   83-28,     "Criteria    for   Protective    Action 
Recommendations    for   General    Emergencies    "    Svc    list    encl 
JO R DAN i E  L        Division   of   Emergency    Preparedness    &   Engineering 
Response    (Post    B30103)        83/09/04  Consolidated   Edison  Co      of   Neu 

York,      Inc          117pp          1B441    OO1          S4X    Flche    30-000, 83/03/O4, B303040031 


8303O300B2   First    set    of    Interrogatories    &    document    production    requests 
Certificate   of   Svc    encl 

WAONER.M  E        Hearing    Branch    4         83/03/0-)  Coalition    for   Safe 

Power         8pp          10342    044         24X    Ficha     3O-460,  B3/03/Q4,  S3Q5O3QOB2 


B3Q3O40033    IE    Info  Notice   83-27.     "Fuel    Binding    Caused    by   Fuel    Racl 
Deformation    "   Svc    Hit    encl 

JORDAN, E  L        Division    of   Emergency   Preparedness    &   Engineering 
Response    (Post   830103)         03/05/06  Consolidated    Edison  Co      of    Neu 

York-     Ine          IISpp          18333   248         B4X    Fiehe    50-000, 83/03/O&.  B30304OQ33 

9303040034    IE    Info  Notice   83-30,     "MIsapp 1 icat 1  on    of    Generic    Emergency 
Operating    Procedures    (EOF)    (guidelines    "   Sve     list    encl 
JORDAN. E  L       Division  of  Emergency  Preparedness   It  Engineering 
Reiponie    (Post   B30103)        83/03/11  Consolidated    Edison   Co      of    Neu 

Yorkf     Inc          114pp          183B4   003         S4X    Fichu    SO-000, B3/03/1 1,  3303040034 

B3O3O4O04O    IE    Info   Notice   B3-3I,     "Error    in   ADLPIPE  Computer   Program    " 
Svc    litt    encl 

JORDAN.  E  L        Division   of  Emarge-ncv   Preparedness    d   Engineering 
Response    (Post    830103)        83/03/17  Consolidated    Edison  Co      of  New 

York,     Inc         H4pp         10697  009        24X    Flche    30-000, S3/03/19.  B303O40040 

S3O304IOO4&    IE    Info   Notice   83-33,     "Nonrepresantative    Sampling    of 
Contaminated    Oil    "    Svc    lint    encl 

JOHDANrE  L        Division    of   Emergency   Preparedness   &   Engineering 
Response    (Post   830103)         B3/03/H6,  Consolidated   Edison   Co      of   Neu 

York,     Inc         114pp         IB647' OO7        24X   Flche    30-000, S3/O3/2&, 830304DO46, 

S      Reportable    occurrenceii    LHUi    tr   related    correspondence 

63D311O324   Part   al    rept   re   Type   SA-t    Class    IE   rHagi    Silicon    controlled 
rectifier    (SCR)    In    trip    output    circuit    may    cause    random    trip 
output    Hestinghouse    corrective    action    includes    replacing-   SCR 
u/burn-in   SCR 

DUVALL.  D   D        Broun    Doverl    Corp       dubi      Brouin   Boverl    &  Co    ,     Ltd    ) 
83/04/27        STELLOiv        Director's   Office,    Office    of    Inspection  and 
Enforcement          Bpp,        18373   S7B         24X    Flche    30-000,03/04/27.0303110324 


DOCKET   HO-460  HPPS0  NUCLEAR   PROJECT,    UNIT    1 

A-     Application/construction    stage    documents    fc    correspondence 

B30SOVO639  Oenerle   Ltr   03-20   to  all   operating   reactor   licensees  i. 
holders    of   CPs    re    integrated    scheduling    for    Implementation 
af   plant    modi   Svc    list    encl 

EI0ENHUT.D  0.       Division   of   Licensing.       B3/O3/0?  Coniolldated 

Edison   Co      of  Neu  York.     Inc         I&pp         19627    133        SIX 
Ficne    30-000,  03/03/07.  030507'0i39 

03O9170721    Notifies    that    use    of   ABME  Code    Cases   N-I9  b  N-19-2    for 

application    In    const    of    dlesel    exhaust    *ys    components 
accep tab  le. based    on    revleu  of   830401    request 
NOVAK..  T.  M       Assistant   Director   for  Licensing       S3/OS/11. 
FEROUSQN, R, L,       Mashlngton  Public    Pouer    Supply    System        Ip. 
1S4<P&<  173        H4X  Flche    30-460^83/03/11,0-303170721 

F.     Security,    medical.     im»rgtncij    k    fire    protection   plans 

830911OO34    Oenerle    Ltr   03-21    to   all    licensees    of    operating    reactorsi 
applicants    for   QLt   1<   holdirs    of    CPs    r»    clarification    of 
acce-s»    to    control    procedures    for    lau    enforeemint   visits. 
Svc    1 1st   encl 

EIBENHUT..D  0        Division   of   Licensing         83/09/11,  Coniolldated 

Edison   Co.     of    Neu   York,     Inc          lipp          18340   Q93         24X 
FlcPiB'  3O-000,  83/03/11,  03091 10034 


0303100363  Advises    that   830404   mono    re   PDftV   environ   «-    safety 
qualification   not    received   Failure    to    receive    not i Pica t Ions 
prejudices    Future    Involvement    In    case    Assurance   of    Future 
full     notification    requested 

BELL.N         Coalition    for    Safe    Power         -B3/03/04         OROSBMAN.H   , 
HARBOUR.  J   ,    BRIGHT,  0  O       Atomic    Safety    and  Licensing    Board  Panel 
Ip          IS372   275         24X    Flche    30-4iO.  83/QS/04,  B3031002(b3 

030S31007fi  Motion   to    be    admitted    as    interested    state    in  proceedings 
Certificate   of   Svc    encl 

LGWIS.N  D        Uaihlngton,    State    of        B3/O3/09  Atomic   Safety   anil 

Lice-nilng    Board    Panel         3pp          18633     119         24X   Flche     30-460, 83/03/07, 
8305310Q7i 

B30S170316:  Opposes    petitioner   03O5D4    r-nquelt    for  ASLQ    action    to    ensure 
petitioner    fully   notified    of    (asue*    re    OL  Petitioner    should 
not    be    treated   as   party    since    lntnrv*nt ion    status    not 
granted 

REYNOLDS,  N   B         Debevolse   i,   Liberman,        HEYNOLD5,  M   S         Washington 
Public    Power   Supply    System         B3/O3/12          GROSSMAN,  H    ,     BRIOHTj  0   D    , 
HARBOUR.  J        Atomic    Safety    and    Licensing    Board   Panel         3pp 
18467    247         24X    Flche    30-460,  S3/03/12.  B30S170316 

8303200376   Response    opposing    applicant    930423  motion    to   strike    Mail 
Street   Journal    article    appended    to    petitioner   response    to 
applicant   motion    for    reconsideration   Argument   re   probative 
value   it  admlsslbil  i  ty    misplaced    H/Certlf  Icate   of  Svc 
UACNER.M   E        Hearing    Branch    4         83/05/18  Atomic    Safety    and 

•Licensing    Board   Panel        4pp         18314    122        24X   Flche    30-460,03/03/10, 
B3032Q0576 

8303200503   Advises    tliat   no   comrnun  icat  ion    reeeivail    from  Coalition   for 
Qafa    Power    In  response    to   ASLQ    830426    order   to   disclose 
names    &  addresses   of    Individuals    needed    to   meat    standing 
requirement!    Deadline   uai    830306 

UAONERiM    E         Hearing    Branch    4          83/03/1B         BELL, N         Coalition    for 
Safe    Pouer         Ip          18914   249         SIX    Flche    50-460,83/03/18,8303200383 

S309340347  Motion    to   compel    responses    to   830414   first    set   of 
interrogatories    to   applicant   re    const    delay   Licensee 
objected    to  request    Claim   ui/o    basts    Ut  1 1    should   be    ordered 
to   respond    Certificate    of    Svc    encl 

BELL i N        Coalition    for   Safe   Power         83/O3/18  Atomic   Safety   and 

Licensing    Board    Panel         Spp          1S373    OO1          S4X   Flehe    30-460.  B3/03/18, 
830SB40347 

S30S240465   Mennrandum   opposing    petitioner    intervention  Petitioner 
•failed    to    respond    to    protective    order,  so    standing    can  no 
longer   be    based    on   undisclosed    individuals   Certificate   af 
Svc    encl 

HARTKAN.S   L        Washington  Public    Power    Supply   System        HARTMAN,  S  L 
Debevolse    &  Liberman        83/05/30  Atomic   Safety   and  Licensing   Board 

Panel        6pp         10373    178        24X    Flche    30-460,  B3/05/aO.  B303240465 

030531O005   Response    to    Interrogatories    1     through   S2    <f£rst    set) 
Certificate   of   Svc    encl    Related    correspondence 

BELL,N        Coalition    for    Sife   Power         B3/O5/23  Washington   Public 

Pouer    Supply    System.        7pp          19633    231          24 X   Fichu    SO-460,  83/03/23, 
8309310005 
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8303260173  Memorandum  i   order   setting   new   time    limits   for   responding 
to   petitioner    disclosure    of    individual    members    needed    to 
establish    standing    App 1  leant. NRC    t    petitioner    responses    due 
B306OB,  16   li   37, respect ively 

GROSSMAN,  H        Atomic    Safety    and    Licensing    Board    Panel         03/03/35 
Washington   Public    Power   Supplv    System         3pp          1B599   206         24* 
Ftche    30-160.  03/03/85,  B3O326O172 

K      Utility   Final    Safety    Analysis    Report    (FSAR)    *    amends 

83Q3030t6i>   Foruards   Amend    2   to   FSAR 

BOUCHEY.S  D        Washington  Public   Power   Supply   System       03/04/10 
ADENSflM.E   0         Licensing    Branch    4         2pp         13290    140        24X 
Fiche    50-460,63/04/18,  8305030166 

— B303D30172   Amend    2    to    FSAR   U/33   oversiie    figures    Aperture    cards    are 
available   in  PDH 

*      Washington  Public    Pouier  Supply   System        B3/04/30        600pp 
18213   143        34X   Fiche    50-46O.  83/04/18,  B30S03O166 

8303100246  Forwards   Certificate    of   Svc    for   FSAR  Amend   3  Atty   General 
ate    returned   FSAR   &   Amend    1    Ofc    mill    no    longer    be    provided 
in/documents 

BQUCHev.G  D        Washington  Public   Poiuer   Supply  System       83/05/05 
ADENSAM,  E   Q        Licensing    Branch    4         3pp         19374-103        24X 
Fieha    50-460,  83/03/03,  S3Q5100216 

0      Inspection  reports,     IE  Bulletins   b   correspondence 

6212060385    IE    Info   Notice   B3-14.     "Deuatered    Spent    Ion   Exchange   Resin 
Susceptibility    to   Eintherroic    Chemical    Reaction    "    Svc    Hat 
end 

TflVLOR.J  M       Division   of  Safeguards   b    Inspection  Programs    (Post 
8301O3)         03/03/21  Consolidated    Edison   Co      of   New   York,     Inc 

U2pp          18308   319        24X   Fiche    50-000,83/03/31,0212060385 


8303040034    IE    Info   Notice   B3-3Q,     "Misapplication    of   Qenerlc   Emergency 
Operating    Procedures    (EOF1)    Guidelines    "   Svc    list    encl 
JORDAN, E   L        Division    of   Emergency   Preparedness    h  Engineering 
Response    (PnBt   830103)         B3/OS/11  Consolidated    Edit  on  Co      of  Niu 

Yortt.     Inc          1 14pp          1B524    003         S4X    FlchB    50-000.83/03/11,8303040034 

8303040040    IE    Info   Notice    83-31,      "Error    in    ADLP1PE    Computer   Program   " 
Svc    list    encl 

JORDAN,  E   L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post  B3O1O3)         B3/O3/19  Consol idatad   Edison   Ca      of  Ntu 

Vork,     Inc          114pp          1B697    009         24X    Ficha    BO-000, B3/05/19. B303040040 

8303040046    IE    Info   Notice   83-33,     "Nonrepresentatlve   Sampling    of 
Contaminated   Oil    "    Svc    list   encl 

JORDAN,  £  L        Division    of   Emergency   Preparedness    t,  Engineering 
Response     (Post    830103)          33/05/26  Consolidated    Edison   Co      of   NlU 

Yort,     Inc         U4pp         1B&47  OO7        24X   Fiche    30-000,  93/05/26, 8303040046 


DOCKET    SO-461    CLINTON   POWER    STATION.     UNIT    1 

A     Application/construction    stage    documents   fc  correspondence 

8303240346  Forwards    responses    to   addl    concern*    of    J  Humphrey   re 
contalnmnnt,  consisting    of   Action   Plans    15,10,19,22,23,28,31 
b  32 

ULfLLER.fi   E         Illinois    Power   Co         83/03/17         SCHWENCER, A         Llcenslnfl 
Branch    2         4ipp          17681    310         24X    Fiche    50-461,83/03/17,8303240346 

B30B0402B9  Advises    that    affective   830418,  JJ  Btefano    designated 
Licensing    Review  Group    II    program   project   manager    Change 
urlll   help    Bipartite    reviews    on    disposition    of    remaining 
generic    1 ssuos 

NOVAK, T  II        Afsistant    Director    for   Licensing        83/04/26 
HOLTZSCHER.D   U        Illinois   Pooler    Co        2pp         1832 A   343.       34 X 
Fiche   30-000,03/04/26,8305040289 


9303040031    IE  Info  Notice  B3-2(,     "Defective   Emergency  Use  Respirator    " 
Svt    list    encl 

JORDAMiE  L       Division   of   Emergency   Preparedness  4>  Engineering 
Response    (Post    B3Q103)         83/O4/13  Consolidated    Edison   Co      of    New 

York,     Inc         ISApp         1SS33    133         24X   FUhe    50-000,83/04/13,8303040021 

83O3040023   IE   Info  Notice  83-22,     "BHR  Safety/Hoi ( ef  Valve   Failures    " 
Svc    1 1  it   encl 

JORDAN, E  L       Division   of  Emergency   Preparedness    b  Engineering 
Response    (Post    B3O103)         83/04/23  Consolidated    EdiOon   Co      of    Hew 

Yorl!.     Inc        112pp        18383  OQ9        24X  Fiche   5O-000, 03/04/22.  B30304OOS3 

0303040025   IE  Info  Notice  B3-33.     "Inoperable  Containment   Atmosphere 
Sensinfl  Sys    "  Svc    list    encl 

JORDAN. E   L        Division    of   Emergency    Preparedness    d   Engineering 
Response    (Post    B30103)         B3/O4/33  Consolidated   EdUon   Co      of    Neu 

Yort,     Jnc        119pp        18381    291        24X  Fiche   50-000,03/04/25,8303040025 

6303040026    IE   Info  Notice   83-24,     "Loose  Parts    in  Secondary  Side   of 
Bteam   Generators  at  PURs    "   Svc    list   encl 

JDROANi E  L       Division   of  Emergency  Preparedness   t  Engineering 
Responie    (Post    830103)         83/04/28  Consolidated    Edison   Co      of    Neu 

York,     Inc         llSpp         18382   047         24X   Flche    SO-OOO, 83/O4/28, 8303010026 

33O3040027   IE   Info  Notice    B3-25,     "Standby   Gas   Treatment  Sys  Heater   High 
Tamp   Trip   Setpoiint  Adjustment    "   Svc    list   ene  1 
JORDAN.  E  L       Division   of  Emergency   Preparedness    b  Engineering 
Response    (Post   S30103)        83/O4/2B  Consolidated  Edison  Co      of  Neu 

York,     Inc        1 lapp        1B382    165        24X  Fiche   50-OOO, B3/04/E8,  B303040O27 

6303040023    IE   Info  Notice    83-26,     "Failure   of  Safety/Relief  Valve 
Discharge   Line   Vacuum  Breakers    "  Svc    list   encl, 
JORDAN,  E  L       Division   of  Emergency   Preparedness    it  Engineering 
Response    (Post    S301O3)         83/03/03  Consolidated    Edison   Co      of    Neu 

Yort.     Inc         I22pp         184-41    170         24X   Fiche    30-000,83/05/03,8303040028 

B303O40O30   IE  Info  Motice    83-27,     "Operational   Response    to  Events 
Concerning   Deliberate  Acts   Directed   Against  Plant 
Equipment    "   Eve    list  encl 

JORDAN, E  L        Division   of  Emergency  Preparedness    &  Engineering 
Response    (Past   B30103)        83/03/04  Consolidated   Edison  Co      of  Neui 

York.     Inc         112pp         1Q3B2   EB2         B4X   Fiche    50-000,83/09/04,8303040030. 

B303O4003I    IE  Info  Notice   B3-38,     "Criteria    for   Protective  Action 
fiBcommendationi    for  General    Emergencies    "  Svc    list   encl 
JDRDAM.E  L       Division  of  Emergency   Preparednsss    b  Engineering 
Response    (Post   630103)         83/OS/04  Consolidated    Edison   Co      of   Neu 

117pp        18441   001        24X  Fiche   50-000.  83/05/04.  8303040031 

Info  Notice   93-39,     "Fuel   Binding    Caused   by  Fuel    Rack 
"  Svc    Hit   encl 

Division   of  Emergency  Preparedness  i  Engineering 
,5t   B30103)        83/03/06,  Consolidated   Edison  Co      of  Neu 

llSpp         1853T   oao        -W   "iche    30-000-93/03/06,0303040033 


8303190046  Commends   representative!    of   BWR/6   utlls    participating    in 
Licensing    Revleui  Group    II    for    efforts    In   resolving    Issues 
generic    to   BUR/6  OL  applicants 

EISENHUT.D  B        Division    of   Licensing        83/05/03        EPELMAN, M  R 
Cleveland    Electric    Illuminating    Co        2pp         18523    190        24 X 
Fiche    50-000, 03/03/03,  8305190046 

— 8303190054   Commends    representatives    of   BUR/6   utila    participating    in 
Licensing    Ftevieu  Group    II    for    efforts    in    revolving    issues 
generic    to   BWR/6   OL   applicants 

EIBENHUT.D   0        Division    of   Licensing        83/05/03        HALE, D  P 
Illinois    Pauer   Co        2pp         18523   200        24X  Flche.  30-000,  83/09/03. 
8305190046 

— 8305190060  Commends   representatives    of   BWR/6   utlls    participating    In 
Licensing    Review   Group    II    for    efforts    in   resolving    Issui* 
generic    to    BHR/6  GL   applicants 

EISENHUT.D   0        Division   of   Licensing        83/05/03.       FERGUSON,  M  R 
Washington   public    Power    Supply   System        2pp         18923  202,       24 X 
Fich«    30-000-83/03/03,8303190016 

— 830519006S  Commends    representatives    of   BWR/6  utili    participating    In 
Licensing   Revieu  Group    II    for    efforts    In   resolving    lnuei 
generic    to    BWR/6  OL  applicants 

EISENHUT.D   0,       Division    of   Licensing        83/03/03        HCOAUOHY,  J  P 
Mississippi    Pouier   &  Light   Co        2pp         IB 323  204        24X 
Fiche    50-000,83/03/03.8303190046 

— 8309190077    Commends    representatives    of   BUR/6   utlls    participating    in 
Licensing   Review  Oroup    II    for    efforts    In   resolving    Issues 
generic    to   BWR/4   OL  applicants 

EI8ENHUT.D  fl  Division  of  Licensing  83/08/03  CAHILL.J.  fiulf 
State!  Utilities  Co  2pp  18523  206  24  X  Fiche  30-000, 83/0  3/03i 
8303190046 

8303170701    Requests   applicant    latest    presentation  b   summary    of 
Caseload    Forecast   Panel    evaluation    of    facility 

BUDHANIiR   N        Affiliation  Unknown        83/03/OA  NHC  -  No   Detailed 

Affiliation   Given        2pp         18476 '238        24X  Flcha    50-461,83/03/06. 
8305170701 

— 8305170705   Forwards    mott    recent    (801118-14)    C'Keload   Forcast  Panel 
meeting    summary    re    const    status 

SCHWENCER,  A        Licensing    Branch    2.       83/03/O6        BUDWANI,R. 
Affiliation   l/nknoiun         lp         18496   260        24X   Ftche    50-461, 83/05/06, 
8303170701 

8305200667  Submits   updated    info    to   8209K4   response    to   S20326  request 
for   addl    info    ra    f««t    *cram    loads    on    control    rod    drive    nji. 
Test   data   revealed    that    45-ms   valve    opening    parameter   more 
appropriately    models    valve    hydraulic    response 

NULLER.6  E         Illinois   power   Co        83/03/1B        SCHWENCER,  A        Licensing 
Branch  2        lp         18319  094        24X  Fteho    50-461, 93/03/lfl, B303S00667. 


DOCKETED  ITEMS 


391 


83Q32'IQ40*   Concurs    in   NRC  recovery    plan    fop    procurement    of    spare    & 
replacement    parti    &    In    lifting    of    stop    uiork    order 
KEPPLERpJ   0-         Region    3,     Office    of    Director         B3/Q5/19         OERSTNEfl.W   C 

Illinois    Power   Co          lp          I837I    O44         24X    Fiche     30-161,03/03/19, 
B3Q324O4O6 

B3Q5B40407    Ack     nceipt    of    B304OB   («   0509    requests     for    concurrence     in 
lifting    Stop    Work    Orden    O17,  O1S   i.   O1O   on    electrical 
equipment,  instrumentation    Installation   t<    dryiuel  1    refueling 
bit  loiiTi,  respectively    ConcurrHnco    granted 
KEPPt-ER,  J   O          Region    3,     Office    of    Director         B3/OS/19         QER6TNER. W   C 

Illinois    Power    Co         2pp          1Q374    287         24*    Fiche    3O-461.  B3/Q3/19. 
B 30321 04O7 

— B30SE40413   Rflq.ue*ti    concurrence     in    lifting    030633   Stop    Work    Orders    017 
re    electrical    equipment    installation   &  O1B  re    electrical 
initr ument a  t  ion    installation   Recovery    plan. cor recting 
deficiencies    in    traveler   control    procedure, end 

HALL.D   P         Illinoli    Power   Co         83/04/Q9        KEFFLER, J  O        Region   3, 
Offico    of    Director        34pp         1BS74   289        S4X  Fiche    30-461, 03/O3/1  f. 
83O32404O7. 

— 83O324O421    Requests    evaluation    of    completed    refueling    bellow*    recovery 
program   to    permit    lifting    of    820226   Stop    Work    Order  O1O    to 
continue    bellows    Installation 

HALUD    P  Illinois    Power    Co         83/O9/O2         KEPPLER. J   Q         Region    3, 

Office  of  Director  2pp  1B374  333  24X  Fiche  30-461,83/03/19, 
B3O3H4O407 

O30SStiOa^li  Aclc    receipt    of  0303O5    1  tr   requesting    NRC   revieu   & 
concurrence    ui/WAC   recovery    plan    for   Stop    Work    Orders   014. 
O19  b  O2 O  Concur*    u/plan    intent 
KEPPLER, J  0         Region   3,    Office    of    Director        S3/O3/I9,       GER3TNER.  H   C 

Illinois   Pouier   Co         lp         1B626    139        24X  Fiche. 30-461. 83/03/19, 
9303260246 

— 8303360347  Forward!    Rev   1    to    "HVAC   Recovery    Plan"    for   review  l( 
concurrence    Rev  divides   actions    under    Phases    II    &    III 
resulting    in    addl    Phases    IV  &   V, 

HALLOO  P  Illinoi*  Power  Co  83/OS/O3  KEPPLEH, J  O  Region  3, 
Office  of  Director  2pp  1B626  140  24X  Fiche  30-461,83/03/17, 
83 0924 0246 


— B3D51304BS    (requests     info    re     issue    solutions    accepted    by    NRC   (jhich    have 
&    have    net    been   addressed     in   SER/supp lemantal    SERs    Info 
needed    to    document     evaluation    on    each    Licensing    Hevleiu   Group 
1 1     gener  IE     issue 

STEFANQ,0    J         Licensing    Branch    1         B3/Q5/02        RICHARDSON,  J    0 
Mississippi    Power    *    Light    Co         IP          1B443    176         24X  " 

Fiche    50-000,83/05/02,8305120460 

—  B3031B0491     Requests     info    re    issue    solutions    accepted    bij    NP.C   uhich    have 
&    have    not    been    addressed     in   BER/3upp lementa  1    SERs    Info 
needed     ttt    document     evaluation    on    each    Licensing    Revieu   Group 
1 1     gen&rit     i  ssue 

STEFANO.J    J         Licensing    Branch    1         S3/O5/02        DUZZELLI,  E   M 
Cleveland     Electric     Illuminating    CD          lp         18443    177        24X 
Fiche    50-000.83/05/02.8303120460 

B3Q313O146   Lists    documentation    to    be    pmviOod    re    SER   Outstanding    Issue 
3    CNUREQ-OQ5S),     "Seismic    Analysis."    per    NRC    request   at 
B3O42G   meeting    W/ Sargent    &    Luindy    in   Bethesda,  MD,  satis  fy  ing 
s 1 te-spec 1 f i c    spectrum    concerns 

WULLER.O   E          Illinois    Power    Co         83/03/1O         SCHWEWCGR,  rt         Licensing 
Branch    2         3pp          1813S     124          34X   Fiche    30-461.83/05/10,8303130146 

P      Security,    medicali     emersency    b   fire    protection   plans 

B3G324Q313  Forwards   monthly    status    rapt    an   offsite   emerjencv 
preparedneHs    for   OL    revieus    For  Apr    1983 

DIRCKS.U  J        Office    a-f    the    Enecutive    Director    for   Operations 
B3/Q3/13         PrtLLADIND, N    J         Commissioners         Spp         18393   332         S4X 
Fiche    30-000.83/05/13,  8303S4O313 


9      Ad  judica  lory    corre  sporiitence 


B30S12O336  Memorial  i  i  es    B3O507   conversation  u/Judge    Paris   ASt-D   mill 
particlpatH    In   B306O2    site    visit  All    parties   maij   attend 
ODDDrtRD.R    J         Hearing    Branch    3         83/05/11         FDY,  J        Prairie    Allianct 
NEUMAN.fi         Illinois,     State    of        ZABEL-SA        Schiff,    Hardin  (,  Maite 
lp  18432    294         24X    Fiche    30-461,63/03/11,8305130336 


K      Utility   Final    Safety    Analysis   Report    (PSAR)    b  amends 


— 9305260233   Rev    1    to    "HVAC   Recovery   Plan    ' 
card    i*    available    in   PDR 

*       Illinois    Power    Co         B3/03/03         3Bpp 
Fiche    30-461.83/03/19,8303260246 


M/one    oversltB    enc I    Aperture 
1S626    143         24X 


B30924O142    Foriuard*    reiponie    to    Equipment    Qualification   Branch    rcvieu 
camm*nt»    on    FBAR   Section  3    11,     "Environ    Qualification    of 
Electrical   Equipment   " 

WULLER,  0    E         Illinois   Pouier   Co        83/03/20        SCHWENCER,  A        Lleenilns 
Branch    S         3&9pp          1B347   001          24X    Fiche    30-461,  83/03/80,  B30324O142 

S3O3270OI7   Advlias    that    fuel    load    date    revised    from  Jan    19G4    to   Jan 
19B6.Con*t    schedule    update*   mill    continue    to    be    submitted 
quarterly    Next    update    planned    for   Jul    19B3 

KALLj  0  P         Illinois   Pouier   Co        83/03/24        DENTON,  H   R        dffle*    of 
Nuclear   Reactor  Regulation,    Director         lp         18638  317        24X 
Fiche    30-461,  B3/03/24.  B30327OO17 

EC.    NRC   Safety    Evaluation   Deport    (BER>,     suppla   &   correspondence 

630312O4&D   Request*    Info    re    il*ue    solutions    accepted    by   NRC    which    have 
&    hav-e    not    been   addressed    in   SER/aupp lemontal    SERs    Info 
needed    to    document    evaluation    on    each    Licensing    Revieu  Group 
It    generic    issue. 

STEFrtNO-J   J         Licensing   Branch    1.       B3/03/02        HOLTZSCHER,  D  L. 
Illinois    Pouier    Co        2pp         18443    173        24 X  Fiche    50-000,83/03/02, 
8303I2O4&O 

8309120470  Roq.uett»    Info   re    issue    solution*    accepted    by    NRC  which    have 

tc  have    not    been   addressed    In   SER/tupp 1 emental    SERs    Info 

needed    to    document    evaluation    on   each    Lieaniing    Revieu  Group 

II    generic     1 msue 

STEFANOjJ  J         Llcenilnn    Branch    1        83/OS/02        POWELL,  P        Wa*hlngton 

Public    Power    Supplu   System         lp         18443    174        34 X 

Fiche    BO-OOQ,  83/03/02,  83031204&0 

—  -B3O3120477  Re-quetts    Info   re    isiue    solution*    accepted    bij    NRC   uihich    have 
fc  hmva   not   been  addrif«*d   in  9ER/iupp 1 «ment»l   SERs    Info 
needed    to   document    evaluation    on    each    Licensing    Review  Oroup 
II    generic    Iciue. 

BTEFANO.J, J.      Licenslno  Branch    1,      B3/OS/OB       REED, W  J.      Oulf 
Bt*te*    Utilltle*    Co         lp         18443    173        24 X   Flchf    90-000,  83/0 3/02 . 
8303 1 2Q46Q 


B3O4Q5Q243  Foruards   Amend    24    to   FSAR,  consisting   of   Tables  3    10-1   (.  -S 
re    dgnamlc    qualifications    of    BOP   t<  N8SS   electrical 
equipment    tr   revs    to    jet    impingement   evaluatien  &  froth 
Impingement    loads 

HALL,  D   P          Illinois    Pouier    Co         83/03/38         DENTOM,  H   II         Office    of 
Nuclear  Reactor   Regulation,     Director         lp        17831   252        34X 
Fiche    30-461,93/03/29,8304030343 


8304050234   Amend    24    to    FBAR 

*      Illinois    Pouier    Co         83/03/31 
Fiche    30-461,  as/03/S8i  83040602143 


773(>p         17831    353         24X 


0.       Inspection    reports,     IE    Bulletins   ii  corresgondence 

B3O319OO05  Final   response    to   FOIA  renueit    for   documents    re    Zack    Co  fr/or 
luork    performed    by    Zack    in    const   of   facilities  Forwards  App    A 
documents   Documents    denoted    ui/asterisli    available    In  PDR  App 
B.C.D   t  E   dotumonts    withheld     (ref   FOIA  Enemptlon  7) 
FELTON,  J  M        Division    or   Rules    and   Records        S3/O3/11 
PHENDEROAST,  R        Prendergast,     R    J        I7pp        I050S  059        24X 
Fiche    30-000, B3/03/I 1,  B303190O03 

— B303I90030  Summarl  lea    830430   meeting    Li/ppe»ident   of   lack   CorHVAC 
contractor    at    fac 1 1 i ti ei i re    potential    allegations   Zack   Co 
planning    to    terminate    several    employees    in   document    control 
section 

HAVES,  D    W         Region    3,     Office    of    Director         93/03/12  Region    3. 

Office    of   Dimeter.        lp.        1S306  099        24X  Fiche   30-000,83/03/11, 
330 3 170005 

— B30S19QOBB  Repts   allegation    re    Zacfc   Co    falsified    document*    concerning 
HVAC    activities  at    facilities    per   NBC  Nightly   Mews 
brojidca*  t 

*      Radio    TV  fleportsj     Inc         SS/07/24  NRC   -  No   Detailed1 

Affiliation    Given          Epp  1B306    1H4         24X   Fiehe    SO-OOO,  B3/03/1 1, 

B303 190003 


-83O3190O97    ReqUBiti     Investigation    of   Region    III     Inadequate 
investigative   oversight   re    QA   breakdown   &  possible    criminal 
falsification   at    Zack    Co.HVAC    contractor  at    Facilltie*   AT 
Howard    &   S   Marello    allegations   discussed 
OEVINE.T        Oovernment    Accountability   Project        B2/O7/26 
PALLADINO,  N.  J        Commissioners        llpp         IBBOfi   128        24X 
Fiche    30-000,83/03/11.  B30319O003 


-B3QS1<7O102   Affidavit    of    BL   Marello   rs    QC    breakdown   k   criminal 
falsification   at    lac*    Co.HVAC   contractor   at    facilities 
MARELLQ, S   L        Affiliation    Unhnoun        B2/07/36       S2pp         1B306    13? 
B4X    Fiche    30-OOO.  B3/O3/U,  SSOSl'JOOOB 
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— B3O319QIQB   Affidavit    of   AT    Howard    re    QC     bred  tdoum    t,   criminal 
falitfication    at    Zack    Co.  K VAC    Con  trac  tor-    at     facilities 
HQWrtBD.  A   T         Af  f  i  1  la  t  Ion   Unknown         82/07/36          S5pp          1B5O&    140 
24>   Fiche    30-000.  B3/O3/I  I.  B305190Q05 


— B3O503B392    "Preoperat ional    Environ   Radiological    Monitoring-   Proar*«. 
Clinton  Power   Station,  1933    " 

MAfiUCUT.C   fl    ,     HUEBNER.L   G         Hailetan    Laboratories    America     InC 
83/04/07        7Spp         19303   151        24*  FIche   90-461. 63/04/26. 0305O*5!2» 


—  8303190396   Discusses    B20624    telcon   u/B    Garde    of    Govt    Accounts*  i  1  t  ty 

Project   re    allegation*    concerning     Zack    Co    GA    program   at 

facilities   Personally    Identifiable    Info    deleted 

NOfiELIUS.C    E         Division    of    Engineering          32/07/13  Division    of 

Engineering          Ip         10512   333        21X    Flctie    5O-OOO,  B3/03/1  1. 

8303190005 

B3Q3O2O336    Forwards    IE   Mgt   fleeting    Rept    5O-4fal/B3-O6    on   B3O3I7 

KEPPLER,  JO         Region    3,    Office   of   Director          63/01/08         GEftSTNEFMJ   C 

FttJnols   Power    Co         Ip         13277   069         24X    FIche    30-461,83/04/03, 
6303030336 

—  830S02O339    TE   M(jt   Meeting   Rapt    30-46I/B3-06    on    83O317   Major    areas 

discussed    status   of    stop   work   recovery   d    overinsp    & 

Improvement    programs 

KEPFLER.J   Q   .     KNQP.  R   C    i     HAYE3,  D   W         Region   3,     Office    of    Director 

33/O4/O7         3pp         1-0277069        24X   Fiche    50-461  ,  B3/O4/03,  B305O20336 


record    verification    program 
B3A    196,  for    revleiu 


B30906Q576  Forwards  revised  overinsp 
Procedures  BdA  IBSiOOA  190-BQH  !94 
M/o  end 

HALLrD   P         Illinois   Power   Co         B3/Q4/13         KEPPLER,  J    0         Region   3, 
Office    of   Director          Ip         18349   052         24X    FichB    30-461.83/04/13, 
S30S060376 


3      Reportable    occurrences,    LERs   t   related    correspondence 


B30319000S  Final    re*pon«e    to   FOIA  request    for   documents   rt   Z»cl  CO    I   ** 
uiort    performed   by    Zack    In   canst   of    facilities    Farui*rds   App   A 
documents   Documents    denoted   ui/asterisk    available    (n  PDR  App 
B.C.  D  t,  E  documents   uithheld    <ref   FOIA  Eiemption   7) 
FELTON,J  M        Division   of   Rules   and   Records        93/03/11 
PRENDHRGAST.R         Prendtrg*It,     R    J         f7pp          !B30f>   039         S4X 
FIch«    30-000,  B3/03/  11,6303190005 

—  B30317011E  Deflciencv   r»pt   re    error*   b   dl  tcrepancles   contitnil    I"  >***! 
ma  1  1    certification!   Procurinient   documintation  will    be 
rev«l  Idatcd,  document  &  records   mgt    program  uilll    be   divtloptd 
ti  OA/OC   personnel    will    be    added   Also   reportable    per  Part  21 
CALK  INS,  D   E         lack    Co         81/10/83         310pp         16306    219        24  X 
Fit  he    50-OOO,B3/O3/11,B3OB190003 

030S1S0393   Interim  deflclencu    i-ept   re   ml-sappllcatian   of    ITE  Could 
circuit  breakers    In    poit-LOCA  hudrogen   recombiners    supplied 
bu   Roclu/fll    Intl    tnltl'llg    reported    an   83032B  Hatter   und*r 
investigation   Fin*l    rept   by   330  BOB  Reported    per   Part   21 
MANNO,  S  F        Niagara   Hohaink   Poluer  Corp        63/04/26        5TAROSTECKI.  H 
Region    1,     Office    of    Director         2pp         1S433   072         21  X 
FIche,    30-000,  B3/04./2i,  B303120392 


B303O2O111    Informs    of  uiithdrawal    of  830413  reo.ua'st    For    l-evleui    fc 

con,cUrre-ncF   of  rev*  to    overlnap   fr  recortf   verification 
program   procedural 

HALL.D  f         Illinois  Pouier   Co         93/04/20         KEPPI-EFt,  J   O         Region    3, 
Office    of   Director          Ip         1B27B   216         24*   Fichu    30-1A1 .  B3/04/20i 
63030301 11 

8305130345    Forwards    IE    Insp   Hept   50-441 /B2-25    on    B20914-S3032S    Mo 
noncomp 1  lane e    noted 

LrTTLE.lJ    3        Region   3.     OffiCS    of   Director         S3/04/37         CERBrNER.W    C 
Illinois    Pou«r    Co         2p  p         1B432   S71          24  )T   Fithe    3O-flAl ,  B3/04/27, 
B303120345 

— B30312034B   IE    Insji    Repb   50-4il/B2-25    an   B20914-S3033S,  Mo    roncomp  1  i  «nce 
noted  Major    areas    inspecteif   procedures    Jc   recardi    For    reimp 
of    structural    steel    bolting 

KEATING, D   E    .     D  AM  I  EL  EON,  D   H        Region    3.     Office    of    Director 
B3/04/27        7pp         18433   273         S4X   Flch«    SQ-4jbl,  B3/04/S7,  a3051»0345 

6303170013  Foruartfs    IE    Insp  Hejit   30-461/83-04   on    030104-0317  Mo 
noncompl lance    no tad 

KNOPjfi   C         Region   3.     Office    of   Director         B3/04/27         OEflSTNER.W   C 
Illinois    Pouter   Co         2pp         IH466    136         34X    FIche    30-461.33/04/37, 
B303170013 

—8303170022  IE   Jnsp  Rept  30-46I/B3-04   on   S3O106-O3I7   Ho   noncompl  lance 
noted  Major   areas    Inspected   mat)    lay  down    tt   storage    ar*aiF 
prngram  rotJlroli  general   uielding   activities    &    it  op    wort 
recoverg   activities 

LIVERMORE.H  H  ,    HAVES,  D  W        Region   3,     Office    of   Director 
S3/O4/26         3{ip          19466    1SB.       24X   Flcne    30-161 .  B3/04/27.  B30&170013 


—  8303120404  Part  21    rept    re    failure    of    poat-LOCA   hydrogen  reco*»ifirr 
component   during    IEEE-323   qualification    program  Circuit 
breaker   not   properly    selected    for    specific   application  Plant 
operators    notified    of    deviation 

EMPEY,  D  C        Rockwell    International    Corp        83/03/11        COLLIN8.JT 
Rejlon  4,    Office    of  Director        5pp,       1H433  074        24X 
FIche   30-000,  03/O4/Z6.  B3031SQ392 


B30304029B  Interim  Dficlencg    Rept   B2-11    re    incorrect    identlficitlan 
base    matt    ti   uelif   procedure!    on   piping    hanger    travelers 
Initially   reported    on   02  10  SO  Further    traveler   revleiu 
•necessary    Investigation    to    be   completed    In  90   dags 
HALL.D   P         Illinois   Poutr    Co         B3/04/S7         KEPPLER,  J   0         Region   3, 
Office-  of   Director        3pp         18324   OEO        24X   Fiche    30-flili  B3/04/27. 
63050102^8 


8309120473  Part   21    rapt   re    defect    In    shielded   mul tlconductor  cablt 
installed    In   HVAC   control    panels   MCC   Pouiers   personnel 
attached   hold    t*gs    to    13  HVAC    control    panels   in/defect. 
Evaluation  being    conducted 

HALLiD  P  Illinoit  Power  Co  B3/03/04  KEPPLER.  J  0  Region  3. 
Office  oF  Director  2pp,  18431  019  24X  Fich«' 30-000, B3/09/04, 
9303150473 


--B303120.4B4   Part  HI    rept   re    defect    in   shielded   multiconJuctor  ciili 
Installed    in  HVAC    control    paneli   All    suspect    p*nels 
Inspected   (<   nonconformance    rept   ulll    be    Istued    for 
applicable    sites 

FAUCDNNEAU,  O        Mark    Controls    Corp        83/04/1B  Director's  Of*lt» 

Office   of    Inspection  and   Enforcement        2pp        18431    031        24 X 
FUhe    30-000,83/03/04,8303120475 


83031205&?  DiECuaits-  guidelines    developed    to  aid    in   review    of    IE 
Bulletin   79-13  r«    long-term  operabllftij    of   Jeep    draft    purnp-s 
Alternate    qualification  method   incorporating    vibration 
monitoring  d   ltd    plant    test   procedures    proposed    end 
NOVAK,  T   M        Aisittant    Director    for    Licensing,        B3/05./03, 
HOLTZSCHER.D   L         Licenilno   Revleu  Group     II         fipp          16440.396         54X 
FIche,  30-000,  33/05/03,3303120369 


B303310ES9   Interim  Deficlencg    Rept   B3-03  re    failure   of    1/4    inch  SO  Rei 
head    cap    icre-us    Initially   reported    on   930413  Conduit    strap* 
ulll    be    installed  u/hlgher    strength    cap    screws   &    torque 
instructions    ulll    be    Islued, 

KAU.,D  f  Illinois  Pouer  Co  83/05/23  KEPPLER,  J  0  Region  3, 
Office  of  Director  4pp  18633  033  24X  FUhe- 30-461,  83/03/23- 
830531012? 


B30S36024.4    Forwards     IK    Imp   Repfc   30-4M/33-OI     on    S3 0 ISO    h   2 
noncompl lance    noted 

BTREETER.JF         Region   3,    Office    of   Director          B3/O3/12 
G£RSTNER,U   C         Illinois    Pooler    Co        Sop          18599   324         24X 
FIche    30-461,33/05/18,8305260344 


—93032*10250    IE  Insp   Rept    50-461/83-01     on    B  304  SO   &   21    No    nocic  o»p  1 1  afice 

noted  Major  areas    inspected    licensee   action    on    spare 

replacement  part   procurement   sys    iiiadeqirac.!*! 

HAS9E,R   A  ,  HAWKIfJS.F  C       Region  3j     Office    of   Director        83/09/12 

4j)p          18399  3S6         24 X   FIche,  30-461-  33/O5Y12,  B30S260244 


B3053101B3   Inte-rlm  Deficiency   Rept  81-04   re    inconsistencies    In 
ciertlf Ications    of  HVAC  matls    Initially   reported    on   811002 
Zack   Co  revised   corporate   &   site  OA  manuals    to   enhance 
control*  tt  dmcrtbt   programs 

HA1-L,  D  P  Illinois  Power  Co  Q3/OS/23  KEPPLER,  J  0  Region  X 
Office  of  Director  4pp  18693  139  24X  FIche  30-441,83/09/23, 
3305310183 


DOCKET   BO-46H   CLINTON    POWER    STATION,     UNIT   2 

Q      Inspection   reports,     IE  Bulletins   &   correspondence 


R      PIT  Jodie    operating   reports  fc    related    correspondence 

B30S030339  Forwards    "Preoferationa!   Environ   Radiological    Mnnltoring 
Program, Clinton  Pouer  Station,  S9B2  " 

WULLER.Q  E        llllnoil   Pomer  Co        83/04/36        BCHHENCER,  fl        Lieanslng 
Branch    S        Ip        1S30S    ISO       24 X  FUhe    50-461,33/04/26,8303030939 


3303J90003  Final    response   to  FOIA  request    for    document*  re   lack   Co 
work   performed    by    lack    in   const   of    facilities   Forwards  App  A 
documents   Documents    denoted   u/aiterisk    available    in  PDR,  App 
B,C,D  &  E  documents    uithheld    (ref  FQIA  Exempt  ion   7). 
FELTON,J,M       Division    of   Rules   and  Records        83/03/11 
PBENDERQAST,  R        Prendergast,    R   J        I7pp         18506,039        S4X 
Fiche   30-000,03/03/11,8303190003 


DOCKETED  ITEMS 


393 


— B303190O50   Summarize!    BB043O    mooting    in/president    at    lacy    Co, HVAC 
contractor    at    fac 1 1 i tl e»p re    potential     allegations    Zacfc    Co 
1  arming    to    terminate     several     employees    in    document    control 
ic  Eton 

HAYES, 0    W         Region    3,     Office    of    Director         S2/O3/13  Region    3. 

Office     of    Director          Ip          1B3O6   OB9         24X    Flche    SD-OOO, 03/03/1 1, 
6305190009 

— 9303190O9B  Repti    allegation    re    Zack    Co    falsified    documents    concerning 
HVAC   activities    at    facilities    per    NBC    Nightly    Nfl-ius 
broadcast 

•       Radio    TV   Reports,     Inc          82/07/24  NRC    -    NO    Detailed 

Affiliation    Qiven         2pp          1B3O6    124          S#X    Flche     30-000.  03/03/1 1 , 
B3031<?OOQS 

— 030519QO97   Requests    inve itigat 1  on    of    Region    III     Inadequate 

inve  it  1  native    oversight    re    QA    breakdown    &    passible    criminal 
falsification   at    Zack    Co, HVAC    contractor   at    facilities    AT 
Howard    &  S  Marello  allegations    discussed 
DEVINE.T        Government    Accountability    Project        62/07/24 
PALLADIND, N   J         Commissioners          llpp          IS3O6    130         24X 
Flche    90-OOO. B3/03/11,  S30319OO09 

— S30319O10B   Affidavit    of   EL  Marello   re   OC    broakdoum    &   criminal 
falsification   at    Zact   Co,  HVAC    contractor   at    facilities 
MARELLO.S  L        Affiliation   Unknown         B3/07/26        22pp         1  B304    139 
24X    Flche    30-000,  S3/03/1 1 ,  83051*70003 


DOCKET    3TN-3O-470   CESSAR    SYSTEM    80 

A      Application/construction    stage    documents    &    correspondence 

B3Q517O326   Forwards    revised    CE5SAR-F    Section  3    11    ro    environ    design    of 

mechanical    £>    electrical     equipment    Rev   ui  1 1  be    incorporated 
into    amend     to    CESGAR-F 

SCHSRER.A    E          Combustion    Engineering,     Inc  03/05/10         EISENHUTiD   0 

Division    OF    Licensing          5£po  18163     173  24X   Flche    SO-47O, B3/O3/10. 

B303 170336 

B3Q523O7O4  Responds    to   ACRS   911313   recommendation   re   C-E   evaluation   of 
interface    requirements     for    applications    ref    CESSAR    ACRS 
retommendat  inns    could    have-    antitrust     Implications    Outlined 
response    to     be     included     in    CESSAR    SER 

EISENHUT.D   <S          Division    of    Licensing         93/03/16         DENTDN,  H   R         Office 
of    Nuclear    Reactor    Regulation.     Director         2pp         1BS42    304         24  X 
Fiche    30-170,  B3/Q3/ 16.  83Q32307O4 

— B30223048O   Eipresses    concern    that   requiring    C-E   USES   applicants    to 
select  C-E    to   make   CESSAR    interface    requirements 
datorminati on   may    have    antitrust    Implications 

VOLLMER,  R    H         Division    of    Engineering         93/OP/17         EISENMJT,  D   0 
Division    of    Licensing          3pp          18312    313         S4X    Flche    90-470, 
S3/OS/I6,  S3Q3230-704 


D      Utility    Preliminary   Safety    Analysis   deport,    amends 


— 83O319O10B   Affidavit    of   AT  Howard    rs    QC    breafcdouin  &   criminal 
falsification   at    lack    Co, HVAC    contractor   at    facilities 
HOWARD, A   T        Affiliation   Unknown         B2/07/26        33pp         1B30&    160 
24X    Fiche    30-000,  S3/O3/1 1,  B303I<7OOO3 


8303120120   Forwards    Amend    S    tn    CESSAR-F    List 
SCHERER-A  E        Combustion    Gntf  ineeri  ng,     Inc 
Standardization   d  Special    Projects    Branch 
Fi  che     30-47O. B3/O3/10,  0305120120 


sf   rev   topics    end 
B3/05/1O         THOHASiC 
Spp         1942B   2fiO         2fl 


— Q3OM90396   Diacuiiea   0S0624    telcon   u/I)   Garde    of    Oovt   Accountability 
Project    rt   allegation*    concerning    Zack    Co   QA   progiram  at 
raclllbles   Perionallif    identifiable    info    deleted 

NOffELIUS-C    E         Divlilon    Of    Engineering          B2/07/12  Dlvlilon    OF 

Enoineorlng         Ip         1BS12  323        24X    Fiche    3O-OOOr Q3/O3/1 1, 
B305190Q03 

B      ItBporfeable    occurrencesi     LERa    «t   related    corrsiponrfence 

B309L9DO09   Final    refponie    to   FOIA   requeit    for    documents    re    Z«cb   Co   b/pr 
uork    j)*r formed    by    Zack    in    const    of    facilities    Forwards   App    A 
doruminti    Qocumentt    denoted    u/aiterisk    available    in    PDR  App 
B,C,D    &  E    documents    uithhtld    (ref   FOIA  Exemption    7) 
FEL.TON,  J  M        Olvitlon    of   Rules    and   Records        B3/O3/11 
PBENDEROAST.  R        Prendero«j»t,    R   J         17pp         18306  O39        24X 
Fich«:  50-000,  B3/03/1 1,  B3O3I90OO3 

— 03OB19O112    Deficiency    npt    re    errori    b   discrepant IPI    contained    in   KVAC 
matl    certification*   Procurement    documentation   uil-1    ba 
rava 1 idated, document   &   records    mgt    program  uill    be    developed 
i   QA/QC    personnel    will    be    added    Also    report-able    per   Part   21 
CALKIWS. D   £        Zack    CD        SI/10/23        310pp         1S306   315        24X 
Fich*    SO-OOO.B3/03/11,  8303190009 

B3O312039H    Interim   deficiency    rept    re   misapplication   of    ITE   oould 
circuit    breakers    In    pott-LOCA    hydrogen   racomb iner »    supplied 
tig    Rockuell    Intl    Initially    reported    on   83032S   Matter    under 
Invvf-tipatlon   Final    rept   bu   830SOB  Reported    per   Part   21 
NANNO, B    F          Niagara    Mohawk    Pouer    Corp          B3/04/S6         gTAROBTECK I,  R 
Region     1,     Pfflcs    of    Director         2pp          1B433   073         24X 
FJche     BO-000, B3/04/24,  B30312039S 

— 930S1204O4    Part   21    rept   re    failure    of    post-LOCA   hydrogen   ricomblner 
eomponint    durinj    IEEE-323  qualification-   program  Circuit 
brtakir    not    proptrly    selected    for    specific    application  Plant 
operator*    notified    of   deviation 

EMPEV, D    C        Rockwell    International    Corp         83/03/11         COLLINS,  J   T 
Region    4.     Office    of    Director          3pp  1B-433   O74         B4X 

Flche'  30-000,83/04/26,  G303iaO392 


— B3031SO124    rtmend   8    to  CESSAR-F 

•«      ComtuBtinn   Engineering,      Inc         83/03/10 
Fiche    50-470.B3/03/I0.830912Q130 


246pp          1843B    31,3        SIX 


E      NRC   BaPettj    Evaluation   Report    <SER>,    suppls   t,   correspondence 

S309Oa04OO  Forwards    "Sy>   BO   CESSAR  FSAR.  Response*    to  Question*    on   Steam 
Lino    Break    Methodi "    per    BER   Confirmatory    Item   14  Proprietary 
responses   withheld     (ref    1OCFR2    790) 

ECHEflER,  AE  Combustion  Engineering,  Inc  B3/04/26  THDMAB,  C  Q 
Standardiiat ion  &  Special  Projects  Branch  6pp  18E84  034  24X 
Ftche  50-470,03/04/26,8309020400 

— B3OB02O406    "Sui    BO    CE8SAR    FSAR, Responses    to   Questions    an   Steam   Line 
Break   Method1    " 

*      Combustion   Engineering,     Inc        B3/O4/30        l6pp        IBSBt   040        B4X 
FJlh»    30-170,  B3/O4/2&!  B305020400 

8303Q9033S  Fortuards   proprietary    I*   nonpropr  ietary    "ResponiB    to   NRC 
Questions    on    CESSAR-F  Statistical    Combination   of 
Uncertainties    in   Thermal    Margin    Analysis    for   Sys   BO,"    (SER 
Item  7)    PrnpriBtary    response    withheld    <rof    IOCFR2  79OJ 
SCHEREFt,  AE         Combustion    Eng  Ino  er  Ing,     Inc         83/03/03         £ISENHUT,D<J 
Division    of    Licensing         6pp  1 B363   074         24X    Fjche    30-470,33/03/03, 

B3O309033B 

— 8303090372   Nonproprietary    "Rosponse    to   NRC   Ouestlon«    on   CESSAR-F 
Statistical    Combination    of    Uncertainties    In   Thermal   Ffargln 
Analysis    for    Syi  SO,"    (SER    Item   7) 

«      Combustion    Engineeringi     Inc        B3/O4/30        39pp         1B363  060        S4X 
Fichi    50-470, B3/O5/03,  B3O5O9O338 

B3051201BS  FDTuards   nonproprie tarij   It   proprietary    responses    to  Questions 
41O    SilO,  11    &    IS   on    iteam    line    break   method,  resolving   SER 
Confirmatory    Items    14  &    19  Proprietary    responses   withhold 
Cref    1QCFH2,  790)    Affidavit    uncl 

BCHERERjA  E  Comdustt  on  Engineering,  Inc  B3/03/10  THOMAS,  C  0 
Standard! latlon  &  Special  Projects  Branch  19pp  18424  20B  34X 
Flche  50-470,  03/03/10, 8303130193 


DOCKET   30-449   KUOBHENO   POWER    STATION,     UNIT     1 

P.     Operating    license    stage    documents    d    corret  pondence 


Foruiards    "Safity    Relief   Valve    DUcharo*    T»str"    fin*l    rept 
for    Kuai-hB-ng   Mucliar   Power   Station,  inc  lud  Ing    App*    A-T  Rept 
withheld    <r»f    10CFR2  790)     Info    submitted    per    OL  Condition 
S,  C(43), 

DALE.L.F  Mississippi  Pouer  b  Li0ht  Co  S3/03/OH  DENTON,  H  R. 
Office  of  Nuclear  Reactor  Regulation,  Director  2pp.  9618?  266 
H4X  Flche:  SO-000,  B3/QS/02,  8305340496 


83031300B1    Notifies    that    steam   generator    tube   rupture    analysis 
addressed    in    030426    Itr  uii  11    be    performed,  per   SER 
Confirmatory    Item   IB  ti  ul  1  1    be    submitted   by  830713 

5CHERER.AE         Combust!  on   Engi  near  Ing,     Inc        83/03/10        EISENHUT,  D  0 
Division    of    Licensing         2pp  1S437   OBB         24X   Fiche    30-470.03/03/10, 

S3031300B1 

B3051B0017  Requests   current    schedule    to    respond    to  SER   Suppl    1    open 
item  r»    finaliratlon   of   generic     statistical    combination    of 
uncertainty    analysis 

THOMAS,  C   0        Standardliatlon   &    Special    Projects   Branch        83/05/13 
HEHLIfJOER.C         Core  Performance    Branch        2pp        18497    198        B4X 
Flche    30-470,  63/03/13,  B3031 BOO i 7 
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B3032009tB   Forwards   amended    Table    3-1    of    Section    II    F   3,  Ap  p    B 
reflecting    clarification    of    addressing    TM1    Action    Horn 
II    F    3    re    inadequate    core    coaling    detection    instrumentation, 
Open    Item   4   of    CES5AR-F    SER 

SCHEREH.A  E  Combustion  Engineering.  Inc  83/03/13  6IBENHUT.D  0 
Division  of  Licensing  4pp  1BS14  279  24X  Fithe  30-47O,  B3/O3/ 13. 
8303300369 


H     Antitrust   correspondence 


B30523Q7O4   Responds    to    ACflS   811213   recommendation   re   C-E    e-valuation    of 
interface    requirements    for    applications    ref   CES9AR   flCRS 
recommendations    could    have   antitrust     implications    Outlined 
response   to   be    included    in  CESSAR   BER 

EISENHUT.D   C         Division    of   Licensing          83/03/16         DENTON,  H   R         Ofttct 
of    Nuclear   Reactor   Regulation.     Director         2pp         1SS42   3O4         24X 
Ficha    30-470,83/05/16,8305230704 

— 9303330460  Eiprosses   concern    that    requiring   C-E  NBSS  applicants    to 
select   C-E   to   make   CESSAR    interface    requirements 
determination   nay    have    antitrust     implications 

vOLLMER.R   H         Division    of    Engineering         S3/03/17        EISENHUT.D   Q 
Division    of   Licensing         3pp         103-12    313         24X   Fiche    5O-470, 
fi.  0303330704 


DOCKET    STN-50-4B2   HDLF   CREEK   GENERATINQ    STATION 

A      Application/construction    stage    documents    t    correspondence 

B30304COOii   Forwards    request    for    add!     info    to    complete    evaluation    of 
830310  environ    qualification    plan    Info   -should    be    provided 
ulthln  30  days    or  NRC    licensing   project   managers   notified 
within  7  days   of    1  tr   receipt    If    schedule    cannot   be  met 
YdUNGBLGOD.n   J       Licensing   Branch    1         83/04/30       SCHNELL,  D  F        Union 
Electric    Co         fcpp         10331    248         34X    Ficne    50-000,83/04/20,0303010006 

S30SOao22°   Discusses    inaccuracies    in    ufcil    8301S1    response    to   NRC 
questions   re  SNM  application   No   enforcement   action   planned 
Complete  candor  between  NRC  Z>    licensee    empfiasiied 

GAGLIARDD.J   E         Division    af   Resident,     Reactor    Project   li   Engineering 
Programs        B3/Q4/28       KOESTER.G  L        Kansas   Qai  &  Electric   Co        2pp 
10H7B    143        24X   Fiche    30-4B2.  83/04/&8,  B30SD2022? 


B30909D&S9  Ooneric   Ltr  83-20  to    all    operating   reactor    licensees 
holders   of  CPs    re    integrated    scheduling    for    Implementation 
of   planC   mode   Eve    list    encl 

EISENHUT.D   Q         Division    of   Licensing          83/03/09  Consolidat 

Edison   Co      of   Neu   York,     Inc          16pp  IB  627    153        24X 

Fiche    30-000,83/03/0?,  B305Q90639 


B30311OO14  Forwards   response    to   82O90?    request    for   addl    info   re    pump    f, 
valve    operabllity   ti  purge   valve   oper-abi  1  i  ty<  consisting    of 
master    listing    of   seismic   t>  dynamic    qualification   for 
facilities   Proposed   audit   schedule    end 

PETRICK.N  A       Standardized  Nuclear    Unit   Pouer   Plant  System 
03/05/09         DENTON.  H   R         Office    of   Nuclear    Reactor   Regulation, 
Director         K33pp         18621    203         24X    Fiche    30-000.  03/03/09,  93031  1001  4 

B303130007  Requasts   permission    to   use    Paragraph   NX-4427   of   Winter    1903 
Addenda    to  ASME  Bailer   t  Pressure   Vessel    Code,  Section    III 
allauing    undersiilng    of    fillet  welds 

PETRICK.N  A       Standardiied   Nuclear   Unit   Pouer  Plant  System 
83/03/09       DENTDNiH  R        Office   of  Nuclear  Reactor   Regulation 
Director         In          10437    148         24X   Fie  fie    30-000,  B3/OS/09,  8303130007 

8303230193   Notification    of    B3O615   public    meeting    ui/util    in   Burlington. 
KB  It  Caseload    Forecast    Panel    B3Q6ii  &    17   site   visit    to 
assess    status    of   const    t>   completion    schedules 

HDLONICH,  J   J         Licensing    Branch    1          B3/03/09         YOUNG  DL  00  D.  B   J 
Licensing    Branch    1         fcpp         !S6Si   321         24X   Fiche    30-1B2,  B3/03/O9, 
B30S250193 

B303270DSB  Advises    that    fuel    load    scheduled    for  840815  b  commercial 
operation    planned    on   350213   NUREG-O737   Suppl     1     (Generic 
Ltr   B2-33>    requiremEnti   re   emergency    plans  ulll    be  met 
CADf1AN,W   K        Kansas    Ggs   &   Electric    Co         83/O3/23        DENTDNiH   R 
Office   of  Nuclear  Reactor  Regulation.    Director        2pp        1B63B  230 
2«X   Fiche    50-4B2,  83/05/33,  B3O527003B 

9303310173  Forwarfl  Rev   1    to    "Root   of    Independent  Revteu  of  Environ 
Qualification   Programs    to  NUHEG-03B8   " 

PETRICK.N  A        Standardized  Nuclear   Unit    Poiuer  Plant  System 
B3/03/27        DENTQN.H   R,        Office    of   Nuclear   Reactor   Regulation, 
Director        344pp        1865?   144        21X  Fiche   30-000,83/03/27,8309310173 


E      NRC  Safety   Evaluation    Report    <SER>.     suppls   &    correspondence 

8305110047   Foruards    test    summary    rcpt    demanstratlng    acceptabiHtg    of 
using    regulating-type    transformer    as    isolation    device    in    IE 
circuit    per   SER  Confirmatory    Issue    19 

PETRICK.N  A        Standardl  ied    Nuclear    Unit   Power   Plant   Syittm 
FJ3/03/O9         DENTON,  H   R         Office    of    Nuclear    Reactor    Regulation. 
Director         3pp          I84O9    017         BIX    Fiche    3O-OOO,  83/03/O?, B303110047 

B-305230231   Summarg    of   Pouer    Bgo    Branch    330409-09    site   audit   r*   power 
supply    for    aujiillary    feeduater    sij»    per    8EH  Conf irmatoru, 
Issues    !3.  17   &    23    (Section    1    7    of    NUREQ-Oa30) 
ED  I  BON.  G   E    .     HOLQNICH,  J   J         Licensing    Dranch     1         83/O5/12 
YQUNQHLCOD.B   J         Licensing    Branch     1          7po          18627    100         24X 
Fiche    50-000,83/03/12,0303230231 

8303130393    Informs    that    results    of    tests    on    isolating    regulating 
transformer,  in    conjunction   u/change    in   83O309    Itr   re    SER 
Confirmatory    Issue    19,  assure    that    faults    postulated    on 
secondary    circuits    ulll    not   adversely    affect    Class    IE   bus 
PETRICK.N   A        Standardiied   Nuclear   Unit   Pouer   Plant    By  item 
83/03/13        DENTON, H  R        Office    of   Nuclear    Reactor   Regulation, 
Director          lp          1B1B6   346         24X    Fiche    30-000,83/03/13,0309180393 

330 32 703 10  Forwards    div    input    to    emBrgency    planning    for    suppl    to  BER 
Hatl    updates    info    contained    in   Section    13  3,     "Emergency 
Planning    of   Wolf    Creek    Generating    Station   SER,"    (NUREG-0881, 
Apr    I9B2) 

PAOANOi  F  0        Division    of   Emergency    Preparedness   i,   Engineering 
Fie  i  pan  n)    (Post    030103)         83/03/23        YDUNQDLDOD,  D    J        Licensing    Branch 
1         43pp          1FJA37    261          24X   Fiche    SO-4B2,  03/03/PS,  8303270810 

F     Security,    medical,     emergency    d    fire   protection    plans 

B303O6033B  Releases    public    version    of    addl    Info    for    peviau  of 
emergency    plan 

FELTON.J  M        Division    of   Rules   and    Records        03/04/SS  Documtnt 

Management    Branch,       lp         10333  OS6        24X   Fiche    30-482,83/04/23, 
830306033B 

— 0303060346   Forward*    public    version    of   addl    info   re    r'vleu  of   *in«rgericu 
plani consisting    of    revised    response    to   NRC    questions   &   of 
revised    emergency    plan   pages 

KGE8TER,  0   L         Kansas    Gas    t   Elftctrlc    Co         £33/01/13         DENTON,  H   R 
Office   of   Nuclour  Reactor   Regulation,     Director        2pp         18393  027 
24X   Fiche    3O-4B2,  B3/O4/23,  B3OB06033B 

— 8309060334    Public    version   of    revised    pages    to    tmergcncy    plan, including 
revi»ed    response    to   NRC    questions   &   of    ravisnd    •mera.ency 
plan    pages 

*      Kanian   GAS    t,  Electric    Co        B3/O4/30        6pp         18393  029.      84 X 
Fiche    30-4B2. B3/04/2S, B30306033S 

9303020421    Forwards    addl     info   re    amergency    plan    per   021206   r*g.uiit   Info 
addresses    Question   B,  4    concerning    plant   personnel    response 
capability    during    emergency    situation    per    staffing    goal*    in 
Suppl     L    to    NUREQ-0737 

KGCBTEFt,  Q    L         Kansas    Gas    &   ElactrU    Co,        83/04/3?         DENTON,  K   R 
Office    of   Nuclear    Reactor   Rvgulatloni    Director         lOpp         18273,100 
34X   Fiche    SO-483.  B3/04/E9,  0303030421 

B3D312008B  Requests   revlou    schedule    far    applicant    reipontt    to  Ovniric 
Ltr  82-33   re   NUREG-0737, 0upp 1    1    concBrning    emergency 
response    capability   W/D   >ncl 

VQUNODLOOD.B    J        Licensing    Branch    1         83/04/29,       MOORE,  U        Human 
Engineering    Section        ROBAi F         Instrumentation   fc   Control    Branch 
PAOANO.F        Emerg«ncy    Preparedness   Licen»ing    Br    (after    001119   tte 
I  IE)         2pp  ia4'>3    191          SIX    FUhe    30-000,83/04/29,8303120009 

B3031 10034  Generic    Ltr   83-21    to    all    llconsees    of    operating    reactori, 
applicants    for   OLs    ti   holders    of   CPi    ra    clarification    of 
accass    to    control    procedures    for    law   enforcement   visit*. 
0vc    list    encl 

EISENKUT,  [>  G        Division    of   Licenilng.       83/03/11  Contalidattd 

Edison   Co      oF    NRIU   York.     Inc         I6pp,       1G340  093        24X 
Fiche   30-OOO,  03/O3/1 1 ,  S3031 10O34 

B303Q40213  Forwards    monthly    ttfltus    rept    on    offslte    emorgency 
preparednens    for    DL  reviews    for    Apr    1903 

DlRCKS.W  J        Office    of    the    Executive    Diri-ctor    for    Operations 
03/03/13        PALLADINO,  N   J        Commissioners         3pp         19393  322,       24 X 
FlchB' 30-000,  03/O3/13,  B3032402I3 

8 30 32700 3 B  Advises    that    fuel    load    scheduled    for   340810   &   commercial 
operation    planned    on   030213  NUREQ-0737  Suppl    I    (Generic 
Ltr  82-33)    requirements   re    emergency    plans   ulll    be   met 
CADHAN.  U  K        Kansas   Qa*   &   Electric   Co        83/03/23        DENTON,  H  R 
Office   af    Nuclear    Reactor   Regulation,    Director,       2pp         1B638'330 
E4X   Fiche    30-482,  83/09./23,  B303270Q3B 
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63O327Q21O  Forwards    div    Input    to    emergency    planning    for    suppl    to  EER 
Mitl    updates    Info    contained    In   Suction    13  3,     "Emergency 
Planning    of   Half    Creek    Generating    Station    SER, "     <NUREG-08B1, 
Apr    1-J32) 

PAGANO,  F  0        Division   of   Emergency    Preparedness    &  Engineering 
Response    (Post    830103)          83/O3/23         YOUNGBLOOD, E    J         Licensing    Branch 
1         43pp          18637   241          24X    Flche    30-483, 93/03/55, 83O327021O 


0      Ad  judlcatory    correspondence 


8303060498  Objections    to   proposed    issues   ft   motion    for   adoption    of 
Interrogatory    response*    as    statement    of    Issues    for 
litigation   Proposed    stipulation    lack*    specificity 
Certificate    of   Svc    encl    Related    correspondence 
R I  DO WAV,  D   A         Kansas    Das    &   Electric    Co         B3/O5/O3 
•nd  Llctnsing    Board   Panel         24pp         18348   214        24X 
FIChB    30-482,  B3/Q3/O3,  B30306Q4BB 


Atomic    Safety 


B305IOO303   Forwards    830313    IE    Investigation    rept    re    activities    under 
CPPR-147   No    violations     identified 

COLLINS. J   T         Region    4,     Office    of    Director         B3/04/O3        KOEBTER, 0   L 
Kansas    Gal    t   Electric    Co         4pp         18370   OBI         24 X 
Flche    30-482,  83/04/05,  B3031003O3 

— B303100307   Rept    of    Investigation    on    B20SO2-B30I 10   rn    allegations 
concerning    activities    authorned    by    CPPR-147   No    violations 
observed 

OR  IFF IN, H    D    ,     HERR-R    K    ,     WARD, W   J         Region    4.     Office    of    Director 
83/03/13         3pp         1B370   082         24X    Flche    90-483,83/04/03,8303100303 

8305100112   Forwards    IE    Insp    Rept    5O-4B2/S3-OS    on   830221-0313   No 
noncompl lance   noted 

SEIDLE.W   C         Region    4,     Office    of    Director         83/04/12        KOESTER,  G   L 
Kansas    Gas    &   Electric    Co         2pp         16373   036         24X 
Flche    30-48S. 83/04/12,  Q303100112 


8309090496  Order    denying    objection    to   ASLB    prehearing    order    re   amand    of 
contention/stipulation    by    intervenor   d   granting    request    to 
add   Kansas    Dept    of   Transportation   I>  Highway   Patrol    employees 
to  ultness    list 

LAURENBON.  J  A        Atomic    Safety   and    Licensing    Board   Panel        83/03/09 
9pp          18361    14B         24X    Flche    3O-4B2, B3/O3/O3, 8303O9049A 


— 8303100116    IE    Insp    Hcpt    30-482/83-06    on   830221-0313   No   noneomp 1 iance 
noted   Major   areas    inspected   action    on    previous    Insp 
f Indings,  const    deficiency    reptsi  obsarvat Ions   of    safety- 
related   pipe   hangers   &  supports   &  general    plant    tours 
ROBERDS.H   W    ,     JOHNSON-  W   0         Region    4.     Office    of    Director 
S3/O4/O4         3pp          18373   O38         24X    Flche    30-482,  B3/O4/12,  B30S1001 12 


6303070303  Order   of    expedited    briefing    schedule   re    applicant    objection 
tt  motion    for   adoption    of    interrogatory    responses    as 
statement   of    Issues    For    litigation   Responses    due    by   S3O316 
LAURENSQN-J  A        Atomic    Safety   and    Licensing    Board   Panel        83/03/09 

Kansas   Oas   fc  Electric    Co        2pp         18362-010        34X 
Fiche    30-483,83/03/03,8303090503 


B3O3040021     IE    Info   Notice    83-31,     "Defective    Emergency    Usa   Respirator    " 
Svc    list    encl 

JORDAN, E  L        Division   of  Emergency   Preparedness   *<  Engineering 
Response    (Post   830103)         83/04/13  Consolidated    Edison   Co       of    Neui 

York,     Inc         126pp          18433    133         24X   Fiche    50-000, B3/04/13,  8303040021 


83O312O391    Attachment  Ar al ternat ive    evacuation   plan   contention, to 
response    In   opposition    to    intervanors    W  Christy    &  ME  Salava 
830330  objections    to   ASLH   B3O31B  prahearing    conference 
order   Related    correspondence 

RIDGWAY.  D        Kansas   Oas    &  Electric    Co        RIDGWAY.  D        Bhaw,    Plttman, 
Potts   I.  Troubrldga        83/03/03        34pp         18433  OBI        24X 
Fiche   30-483,83/03/03,6303120391 

3303180288  Response    opposing    utll    B309O3   objections    to    Issue*   (t  motion 
for  adoption   of    Interrogatory    responses    as    statement   of 
Issues    for    litigation   ASLB    should    adopt    intervenor    second 
stipulation   of   contentions   U/CertlPicate    of   Svc 

SIMPSON,  J  If        Christy,    H   ,     Intervenor        SIMPSON,  J  H        Salava,    M  E 
tntervenor        83/O3/12  Atomic    Safety    and    Licensing   Board    Panel 

28pp         18490  303        24X  FIchB    30-482,93/03/12,8303180288 


8303040033   IE    Info   Notice   83-33,     "HWR  Safety/Relief   Valve  Failures    " 
Svc    list   encl 

JORDAN, E  L        Division   of   Emergency   Preparedness  &  Engineering 
Response    (Post   830103)        83/04/23  Consolidated   Edison  Co      of  Neu 

York.     Inc          112pp         1B3B3   OB9         24X   Ficho    50-000.83/04/23,9303040033 

B3031O0131   Foruards    IE   Insp   Rapt    30-432/83-07  on  830301-31    t-  notice 
of    violation 

SEIDLE,  W  C        Region   4,    Office    of   Director,       83/04/23       KOESTER.  0  L 
Kansas    Oas    h   Electric    Co         3pp         1B374    333        24X 
Fiche    30-462,83/04/22,8303100131 

— 8303100139  Notice   of   violation    from   ln»p    an  B3O301-31 

*      Region   4,    Office   of   Director        83/04/22        Ip        18374   233        34X 
Flche    30-482,83/04/22,8303100131 


S3O 3 170002  Responca    to    utll    830503   objections    to    intavvenor    prupoicd 
issua*   &  motion    for    adoption   Utll    correct    In    limiting    scope 
et   Inquiry    to   plume    emergency    planning    zonei  per   Commission 
regulations.  Certificate    of   Svc    encl 

KARMAN, H        Hearing    Branch    1        83/03/13        &pp         18466  229        24X 
Flche.  30-482,  83/03/13,  8303170002. 


—8303100160    IE    Insp   Rept    30-483/83-07    on   830301-31    WoncompUance 
noted    failure    to    implement   OA  program  requirements    for 
constructor   test   program 

BCHUM.H   8    ,     JOHNSON.W   D         Region    4,     Office    of   Director         B3/O4/21 
<7pp          1B374   226         24X    Flche    30-482,83/04/22,8303100131 


8303240313    Informs    of   agreement    to    develop    acceptable    statement   of 
contentions   &  resolution   of    all    but   one    objection    to 
proposed    issues    for    litigation, per   applicant   830303 
objections, 

SILBERO,  J  E.       Shau,    Pittmam    Potts   &   Troubridge        SILBERO,  J  E 
Kama*    Oat    b   Electric    Co         83/03/19         LAURENSQN,  J   A    ,     ANDERSON, 0   C 
PAXTQN.H  C        Atomic    Safety   and   Licensing    Board    Panel        3pp 
18348    IBS         24X    Flche,  90-482,  B3/O9/19, B309240313 


I.     Financial    Information 


8303040023    IE    Info   Notice   83-23,     "Inoperable   Containment   Atmatphere 
Sensing    Sys    "   Svc    list    encl 

JORDAN, E  L        Division   of   Emergency   Preparedness  fc  Engineering 
Response    (Post  830103)        83/O4/23  Consolidated   Edison   Co      of  Neui 

York,     Inc         119pp         18381    291        24X  Flche    30-000,83/04/33,8303040023 

8303030617   AcJt    receipt    of   830323    1  tr    Informing    NRC    of    »tap*    taken    to 
correct  violations   noted    in    IE   Insp   Ropt    30-4S2/82-22 
SEIDLEiW   C         Region    4,     Office    of    Director         B3/04/37        KOESTER,  0   L 
Kansas   Oas   !<  Electric    Co        2pp        1B303  321        24 K 
Fiche    30-482,83/04/37,8303030617 


B3O3230367  Foruards   Annual    Financial    Repts    for    1982    for  Kansas   Oai   (c 
Electric   Co, Kansas  city   Pouier   &  Light  Co  &  audited   financial 
statements    for    1982    from  Kansas   Electric    Power   Cooperative, 
Inc. 

KOESTER.Q   L         Kan*a>    Oas    &   Electric    Co         83/03/18         DEN TON,  H   R 
Office   of  Nuclear   Reactor   Regulation,     Director         Ip.       IS333  280        24X 
Fiche,  30-4B2,  83/O3/18,  B3032303&7. 


— 8303030632  Responds    to   NRC   830223   Itr    re   violations   noted    in    IE   Insp 
Rept   5O-48H/B2-22  Corrective   actions   maint    forms   revised, 
vendor    contact    documented   t  maint   records    for  Hextlnghouse 
supplied    Items   mill    be    revleued 

KOE8TER,Q   L         Kansas    Oas    fc   Electric    Co         83/03/23        SEIDLE.W   C 
Region    4,     Office    of    Director         Spp          18303   393         24X 
Fiche    30-4B2, 83/04/27,  8303030617 


— 8303230370  Annual    Financial    Rept    1982, 

CADMAN,  H  K        Kansas   Oas    &  Electric    Co.       83/02/O4 
1B333  281,       24X  Flche    80-482,  83/08/18,  B3032305&7 


32pp. 


— 5303230372  Annual   Financial   Rapt   1982  Audited   statements   from  Kansas 
Electric   Power    Cooperative, Inc    for    1982   encl. 
DOYLE,  A  J        Kansas   City   Pouier   fc   Light        83/03/01         46pp 
18333  313.       24X   FUhe.  30-48B,  83/03/1B,  B3032303A7 

tt,     Inspection  reports.     IE  Bulletins    ti   correspondence 


8303040026  IE    Info    Notice    83-24.     "Loose    Parts    In   Secondary   Side    of 
Bteam  Generators   at  PWRs. "   Bvc    list   encl 

JORDAN, E  L        Division  of  Emergency   Preparedness  &  Engineering 
Response    (Post   830103)        83/04/38  Consolidated   Edison  Co      of  Neu 

York,     Inc         113pp         18382   047         24X   Fiche    50-000, B3/04/28, 8303040026 

8303040027  IE   Info  Notice   83-23.     "Standby    Gas   Treatment  Sij*   H»«ter  Hioh 
Temp    Trip   fietpolnt   Adjustment."   Svc    list   end. 

JORDAN. E  L        Division   of   Emergency   Preparedness   fc  Engineering 
Response     (Poat   B30IO3)         B3/O4/28  Consolidated    Edison   Co      of   Neu 

York,     Ine          HBpp         18382    1A3         24X   Fiche    30-000,83/04/20,8303040027 


BS1SO&0383   IE  Info  Notice  B3-14,    "Deuaterad   Spent   Ion  E«ehang«  Resin 
Susceptibility    to   Exothermic    Chemical    Reaction    "    Svc    list 
•ncl 

TAYLOR.  J.  M        Division   of   Safeguards    fc    Inspection   Program*    (Post 
B30103)       83/03/21  Consolidated   Edl«on  Co     of  Nau  York.    Ine 

113pp         18308,319         24X    Flche    30-OOO,  83/03/21,  B2120603B3, 


830304002B    IE    Info   Notice   83-26,     "Failure   of   Safety/Relief  Valve 
Discharge  Line   Vacuum  Breakers    "   Svc    list    encl 
JORDAN, E  L        Division   of   Emergency   Preparedness   d  Engineering 
Rasponse    (Pout   83O103)        83/03/03  Consolidated   Edison  Co.     of   Neu 

Yorfc,     Inc         123pp,       18441    170        34X  Fiche    30-000,83/03/03,8303040028 
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8303O4Q03O  IE   Info  Notice   B3-27,     "Operational   Response    to  Events 
Concerning    DellbErate   Act*    Directed   Against   Plant 
Equipment   "   Bvc    list   cue  1 

JORDAN,  E  L       Division    of  Emergency   Preparedness   *   Engineering 
Response    (Post    B30103)         33/05/04  Consolidated    Edison    Co      of    New 

York,      Inc         112pp         1B3B2   2BS         24X   FUhe    SQ-OOQ.  B3/03/04,  B303O4O03O 

B303O4Q031    IE    Info  Notice   B3-aB,     "Criteria    for  Protective   Action 
Recommendations    for  General    Emarganc  les    "   Svc    list    end 
JORDAN,  E  L       Division    of  Emergency   Preparedness   &   Enjineoring 
Re-spume    (Post    830103)        83/O5/Q4  Coniol  Ida  tod    Edison    Co      of    Neu 

York,      Inc         ll^pp         18441    OO1          24X    Fiche    30-OOO.  83/O3/04,  B303O40031 


S30304QO33   IE   Info  Notice   63-29,     "Fuel    Binding   Caused    bu    Fuel   Rack 
Deformation   "   Svc    Hit    encl 

JORDAN,  E  L        Division  of  Emergency   Preparedness  &  Engineering 
Response    (Post    B30103)        B3/03/06  Consolidated    Edison   Co      of    Neu 

York,      Inc         115ap         18333   24B         24X   Fichu    30-OOQj  83/05/06*  8303040033 

B305B30473   Foruiardi    IE    Insp    Reft    30-482/83-10   on    B3Q316-O41S   I,   noti-ce 
of    violation 

BEIDLE.H   C         Region   4,     Office    of    Director         83/03/06         KOE8TER,  0    L 
Kama*   Gas    t,   Electric   Co         Kpp          1B337    136         24X 
Fie  he.  30-462,  83/03/06,  8303230473 


—8309330476   Notice    of   violation    from    Insp    on   B3O316-D419 

*      Region   4,     Office    of    Director         B3/03/Q6          Ip          1&537    188 
Fiche    50-483,  63/05/06,8303230473 


—B3O32304BO    IE    Imp    Kept    30-482/03-10   on   830316-0115   Noncompl ianca 
notod   failure    to   prescribe    activities   affecting    q,uallty    by 
procedure    for  welding   of    electrical    raceway    support) 
ROBESDS.H  W  ,    JOHNSON.  W  D        Region   4,    Office    of    Director 
83/03/03        Spp         18837    18<7         24X   Flcho    30-433,83/03/06,830323-0473 

B303040034   IE   Info  Notice  83-30,     "Misapplication    of    Beneric    Emergency 
Operating  Procedures    (EOPI   Guidelines    "    Svc    lift    cncl 
JORBANr E  L       Division   of  Emergency  Preparedness  &  Engineering 
Response    (Post   830103)        83/05/11  Consolidated    Edison    Co      of    Niui 

York,     Inc        114pp        1B324  003        24X  Fiche   30-000,  B3/03/  1 1-  B303O4O034 

8303230485  Ac  k   receipt   of   B30421     Itr    informing   NJtC    of    steps    taken    to 
correct   violations    noted    in     IE    Insp    Rapt    30-482/83-04   Addl 
info   requested    re  measures    to   assure   that   all    equipment 
opened   prior   to  rev  had   necessary   controls   applied 

SEIDLE,W  C         Region   4,     Office    of   Director         S3/O3/JB         KOESTERj  0    L 
Kansas  Gas   &  Electric  Co        Ip         18337    183       ZHf  Ficne   3O-4B2, 
83/03/18,  8303230483 

— B3O3230489  Respond*    to   NRC  930323   Itr   re  violations    noted    In    IE    Insp 
Rept  SO-482/B3-04  Corrective    actions   vol    control    tank 
cleaned   &  procedures    for   maintaining   cleanliness    revliwd 
KDEBTEH.Q   L         Kan*a*    Sal    *   Electric    Co         83/04/31         BE  I  OLE,  H   C 
Region  4,    Office   of  Director        2pp        18537    1B4        24X 
Fiche    50-482,83/03/18,8303230489 

8303040040   IE    Info  Notice  83-31,     "Error    in  ADLP1P£  Computer    Program    " 

5VC'    1  itt    »TKl 

JORDAM, EL   Division  of  Emergency  Preparednni  k  Engineering 
R»*pome  (Poit  830103)   83/O3/1?     Consolidated  Edimn  Co   of  Niu 
York,  Inc   H4pp    18697  009   243C  Fichu  30-OOO,  B3/O3/1V,  B30304OO40 


B303030073  Final  Deflclencg  Rept  SDR  83-06  re  Anchor/Car  1  Ing  chick 
valvei  failing  to  clole  Initially  reported  on  030323  C«ui«d 
by  Improper  design  Hinge  pins  replaced  b  Stelllto  6 
bushings  to  be  inttallvd 

SEIKEN,  S  J   Standard!  ltd  Nuclear  Unit  Power  Plant  841*1*1   B3/04/20 
KEPPLER.J  0   Region  3,  Office  of  Director    COLLINS,  J  T   Region  4r 
Office  of  Director   Spp    18279  100   34 X  Flche  30-000,83/04/50, 
B303020073 

8303110427  Part  21  &  doficltntu,  repts  re  mlsoperatlon  of  DS-41&  reactor- 
trip  undervoltage  devices  Inltiallg  reported  on  830420 
Attachment!  uill  be  replaced  tii/devlces  u/yidened  groove* 
to  accommodate  neu  retaining  rings  Mfg  drawings  revised 
RAHE.E  P    Hestinghouse  Electric  Corp    83/04/21    DEYOUNO. R  C 
Director's  Office,  Office  of  Inspection  and  Enforcement    3pp 
184O3  O95    24 X  Flche  90-DOO.  B3/O4/21,  83031 1O427 

8303030334  Interim  deficiency  rept  re  restricted  movement  of 
nonttationarg  pipe  supportl  Initially  reported  on  821014,  AE 
evaluation  In  progress  Next  rept  mill  ba  sent  bij  B307K9 
KOESTER.O  L   Kansas  Oas  it  Electric  Co   83/O4/2S   SEIDLEi  W  C. 
Region  4.  Office  of  Director    Ip    1B300  OE3   24X 
Fiche  30-482.  B3/04/23,  8303030334 

8309030378  Interim  deficiency  rept  re  compromlied  welding  inspector 
eiami  Initially  reported  on  820712  Number  of  Inspector* 
under  investigation  reduced  to  four  &  relnsp  of  uelds 
accepted  by  four  inspectors  In  progress  Neit  rept  by  830826, 
KOESTER.  0  L   Kansas  Oas  fa  Electric  Co   83/04/23   8EIDLE.H  C, 
Region  4,  Office  of  Director    Ip    1 8306 > 258    24 X 
Fiche  30-4B2, 83/04/23,  B30S030378 

B30S030492  Second  Interim  deficiency  rept  re  documentation  ti  hardware 
dlscrepanc tea  In  borated  refueling  uater  tij«  Initially 
reported  on  830121  Status  rept  of  evaluation  uill  be 
submitted  by  830624 

KOESTER.Q  L    Kansai  Oas  (<  Electric  Co    B3/O4/23    BE  I  OLE,  W.  C 
Rtglon  4<  Office  of  Director   2pp    18306  181,   24X 
Flche,  30-482,  83/04/S3,  8305030492 

8303040430  Final  Significant  Deficiency  Rept  93-05  re  OE  AKR  30  t<  SO 
electrically  operated  leu  voltage  circuit  breakers.  Initially 
reported  on  B30311  Field  rework  plan  will  be  isiued  to 
effect  necessary  breaker  repairs 

SEIKEN. S   Standardlied  Nuclear  Unit  Pouier  Plant  Sijittm   83/04/28, 
KEPPLER.J  Q   Region  3,  Office  of  Director   COLLINS,  T  T.   Region  4, 
Office  of  Director   Spp    18319.319   24X  Fiche  30-000,83/04/28. 
8303040430 

8303200333  Supplemental  final  deficiency  rept  re  suspect  module*  nfg 
by  Foiboro  Co  Eight  addl  tuipect  modules  identified  fc  will 
be  replaced 
KOE8TER,  0  L    Kama*  Oas  k  Electric  Co    B3/O3/12.   SE1DLE,  U  C. 

Region  4,  Office  of  Director   Ip   18916  228   24X 

Flche    90-482,  B3/03/12,  B303200333 

8303310148  Final    deficiency    ripb   re   matl    traceafailitu    of   U-bolts  t  bulk 
bolting   matls    Initially    reported    on   830204  Marking 
requirements    aitablished    to   assure    proper   matl 
Identification, 

KOESTER-Q,  L        Kansas   Oas   t   Electric    Co        83/03/53        SEIDLE.H.C. 
Region   4,    Office    of   Director        3pp,       18633,033        Z4X 
Fich*    30-483,83/03/23,8303310148. 


8303310104  Ack   receipt  of   B30311    Itr   discussing   educational 
qualification   nf   util   QC    Inipector  Results    of   verification 
process   for  personnel    educational    level    requested. 

SEIDLE.W  C        Region   4,    Office    of  Director        83/03/23        ROE8TER.  O   L 
Kansas    Gat   fc   Electric    Co         Ip          1B658   067        B4X    Fiche    SO-482, 
B3/O3/25,  B305310104 

—8305310110  Advises    that    Incident   re   educational    qualification   o*   QC 
Inipsctor   under    inveitigation.  Completion   of   high   ithool    not 
verified    IP   completion  of    higher    level    of    educ   verified,  High 
•chool    educ  verification   continuing 

KDESTERiO  L       Kansai   fias   t>  Electric   Co        B3/O3/11         SEIDLE,M  C 
Region   4,    Office   of  Director        Spp        13638  06B        24X 
Flche    50-4B2i  83/03/29,  B3033IO104 


DOCKET  BTN-SO-483  CALLAWAY  PLANT,    UNIT    1 

A     Aoplicatlon/conitructlon    stage    documents   li  correspondence 

8303340307  Foruiard*    "Offslte   Dose   Calculation  Manual    " 

6CHNELL,  D  F        Union  Elsctric    Co        83/03/21         DENTON,  H  R        Office  of 
Nuclear   Reactor   Regulation,     Director        3pp.       17682:049        S4X 
Fiche   30-483,  83/03/21,8303240307 


--8303240311    "Offsite    Dosa    Calculation  Manual    " 

»     Union   Electric    Co.       B3/03/21         66pp         17682  03K.       24)1 
Flche    30-483,83/03/21,8303240307 


B303040046   IE   In»o  Notice  83-33,     "Nonrepreientatl ve    Sampling    of 
Contaminated  Oil    "  Svc    list    ent  1 

JORDAN, E  L       Division   uf  Emerg«nc«  Preparednei»    li   EnDliBering 
Response    (Po»t   8301031        83/O3/S6  Consolidated    Erfiton   Co.     of   Neu 

YorV,     Inc        114pp        18647  007        24X  Flche  30-000,93/03/26,8303040046 

S,    Raportablg  oecurrenee*,    LERs  &   related    correspond tnc« 

830+130334  Part  31   Rept  U-4B  It   interim  deficiency    rep6    rt    OE  ARR-30   & 
AKR-30   circuit    breakers.  Initially   reported   on  830311, 
Ai*a*«Ai>nt   of   lafety    Implications   li  corrective   actions 
requested  of  AE  Final    rept   »*p«<ted   by  8304B9 

SCHNELL.D.F       Union  Electric    Co.      83/04/07        8PES8AFJD,  R.  L.       Division 
of    Project  b  Rosidtnt  Progr»ms,.       Ip        17982    123        24X 
Flche    3u-000,83/04/07i8304l30334 


8303040006  Forward*    request    for   add!    info    to   complete    evaluation   of 
830310  environ   qualification   plan    Info    should    be    provided 
within  30  day*    or   NRC    licensing    project   managers    notified 
uithin  7   dayi    of    Itr   receipt    if 'schedule    cannot    be   met. 
YQUNQBLdDD.  B  J        Licensing    Branch    1        83/04/SO        SCHNELL,  D.  F.      Union 
Electric   Co        &pp         18331    248        24X   Flche    30-000,83/04/20,8305040006 

8303040323  Board    Notification   83-037, forward*    differing    prof   opinion* 
re   *y«    Interaction   !<   safety    claulf  ieation.  Inf o    relate*    to 
Board  Notification*   83-17   &  83-44   re   Unresolved    Safety    Issue 
A- 17, 

E1SENHUT,  D  0  Dlvillon  of  Liceniing  83/09/04.  PALLADINO,N 
Commissioners.  EBpp  18337'  139  24X  Flche  30-000,83/03/04, 
8303040323 
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93O311OO14    Forward!    response    to   820907   request    far    addl    info    r*    pump    & 
valve    operabilltv    &    purge    valve    operabl  1 1  ty,  com  i  sting    of 
master    lilting    of    seismic   tc   dynamic    qualification    Par 
facilities    Proposed    audit    schedule    enc 1 

PETRICK.  N  A        Standardiied   Nuclear    Unit   Pomer   Plant    System 
93/03/09        DENTON, H  R        Office    of    Nuclear    Reactor   Hegulat Ion, 
DIpiCtor          233(i p          1S62I    303         24X    Fiche    30-OQO, 83/O3/O9,  83031 10014 

8305130007   Rtqueitl    permission    to   uie   Paragraph   NX-4427   of   Winter    1982 
Addtnda    to   AS  ME  Boiler   &   Pressure    ve«*m    Code, Section    III 
allowing    undinlilng    of    fillet    uelds 

PETRICK.N  A        Standardised   Nuclear    Unit   Power    Plant   System 
B3/OSVO9        DENTON, H  R        Office    of    Nuclear    Reactor   Regulation. 
Director          Ip          1B437    148         24JC    Fiche    30-OOO. 83/O3/09, 8303130007 

S30S310I7S  Forward   Rev    I    to    "Rept    of    Independent   ReviBUl   of  Environ 
Qualification  Program    to   NUREO-0589    " 

PETRICKrN  A        Btandardiled    Nuclear    Unit   Power    Plant   System 
B3/03/S7         DENTON, H   R         Offlca    of    Nuclear    Reactor    Regulation, 
Director         344pp          18639    144         24X    Fiche    30-OOO, 83/03/27, B3033101 73 

E      NRC    Safety    Evaluation   Report    (BER),     suppls    &   correspondence 


0      Adjudlcatory    correspondence 


83O30304&7   Forwards   Daniel    Const   Co    summary    of    relevant    »vetlt*   & 
corrective    actions    re    potential    reportable    deficiency    in 
testing    of    candidates    for  QC    inspector    certification 
Certificate    of    Svc    end 

BAXTER,  T   A         Shau,     Pittman.     Potts    !.   Trowbridge         BAXTER,  T   A         Union 
Electric    Co          S3/04/BB         ROSENTHAL, A    S    .     EDLE8,  O   J    ,     OOTCHV.  R   L 
Atomic    Safety    and   Licencing    Appeal   Panel         Spp         18295    [66        34X 
Fiche    3EJ-4B3.  S3/04/SH,  B30SQ3Q467 

83OBO20394  Order    scheduling   030614   oral    argument    In  Beth  o*da,  MD  re 
Joint    Intervenors   appeal    from  A5LQ   partial    Initial    decision 
TQrfPKINS.B    A         Atomic    Safety    and    Licensing    Appeal    Panel         83/04/29 
Spp          18276    327         24X    FichB    50-433,83/04/27,8303020394 

B3O51O0257  Requaiti    reschedul  Ing    of    830-614    oral    argument    on  appeal    of 
Joint    IntBrvenors    from   partial    initial    decision  Certificate 
of    Svc    end 

CHACKES.K   M         Cnackei    6    Hoare         H3/03/O6         TOMPKINg,  D   A         Atomic 
Safety    and   Licensing    Appeal    Panel        2pp         18374  062        24X 
Fiche    BO-4S3,  B3/03/OA,  8303100237 


B3O3J11O047   Forward!    test    summary    rept    demonstrating    acceptability    of 
using    regulating-type    transformer    as    isolation    device    in    IE 
circuit    per  8ER  Confirmatory    Issue    19 

PETRICK,  IN  A        Standardlied    Nuclear    Unit   Power    Plant   Syattm 
83/09/07        DENTQN.H  R        Office    of    Nuclear    Reaetor   Regulation. 
Director         3pp          18409   017         24X    Fiche    3O-000, 83/O3/O9, S30S1 10047. 

8305230231    Summary    of   Power   Sys    Branch    830109-07   site    audit    re   pouier 
supply    for   auxiliary    feeduater    sys    per    SER   Confirmatory 
IStUII     13.17   t   23    (Suction    1    7    of    NUREO-OB30) 

E&raONrO.  E. .    HOLONICH.J.J       Licen*ing   Branch    1       B3/O3/I2, 
YOUNQBLODD.  B   J        Licensing    Branch     1         7pp         18&S7    100        24X 
Fl  che:  3-0-000.  83/03/13.  8303250231 


83O911026&  Confirm*    svc    of   Callauay    County/Ful ton  County    radiological 
emergency    response   plan    on  330306   Plans    for   Oaage  OasconadB 
U   Montoomery    Counties    &    state    plan    forthcoming  Svc    Hit 
enc  I 
BAXTER.!   A         Bhaw,     Plttman,     Potts    (.    Trouhrldge         B3/03/O9        HEED.  J   O 

Mtsiourl,     State    of          2pp          18393    133          24X   Fiche    90-4B3,  B3/O3/O7, 
B3O311O2i6 

B3OS1E0314  Order    reschsiiul ing    oral    argument    for  B30i32  per    Joint 
tntervenors    reqiiBit 
aHDEMAKER.C   J        Atomic    Safety    and    Licensing   Appeal    Panel        93/03/1O 

Joint    Intervenan-Cal  lauaij         Ip         1B424    1O3       24X 
Flcha    50-483,  B3/03/1&I  B3031203I4 


B3Q91S03V3    Informi    that    results    of    test*    on    liolatlng    regulating 
tfanef  ormer.  In    conjunction   w/ch*ng»    In    830309    Itr   re    BER 
Conf  trmatory    Issue    19,aisure    that    -faulti    postulated    on 
ticondartf    circuit!    will    not    adversely    affect   Class    IE   bus 
PETftlCK.N  A,       8tandardlied   Nucleer    Unit   Pouier   Plant   System 
S3/O3/13        DENTON.  H  R        Office    of    Nuclear    Reactor    Regulation. 
Dirtctor          Ip.        18486    346         24X    Fiche    3O-000,  B3/03/13,  8303180393 

F      Security,    medical,     emergency    t>    fire    protection    plans 


Requests    reviiu   schedule    for    applicant    response    to    Qenerlc 
Ltr    32-33  re   NUREO-0737,  Supp  1    1    concerning    emergency 
r-»«j>oni«    capability    H/o    encl 

VOUNOBLOOD.B   J        Llctn»ing    Branch    1         83/04/29.       MOORE,  V        Human 
Engineering    Section.       ROBA.  F        Instrumentation   &   Control    Branch 
PAOANOrF.       Emergency   Preparedness    Licensing    Dr    (aftsr    801119   see 
IJ.E).       2pp         18443,191         24X   Fiche    30--OOO.  S3/04/29,  B3031200BB 

8303170232  Ac*    receipt    of   830427    Itr    informing    NRC   of    tteps    t*k*n   to 
correct    violations   noted    In    IE    Insp    Rept    30-483/88-14, 
aPEBSAiROiR   L        Division   of   Engineering         83/03/09        BCHNELU  D  F 
Union    Electric    Co         Ip         1B466  346        24X   Fiche,  30-4S3,  83/03/09, 
B309170S22. 

--B30S170227  Respond*    to   NRC   830329    Itr    re    violations    noted    In    IE    Insp 
Rtpt   30-483/82-11   Corrective   actions    complete   walfcdoun 
pcrformtd    on   all    outside   area    bldgs.fuel    bldg    k   oth*r    fire- 
rated    openings 

BCHNELL.D   F         Union    Electric    Co          B3/O4/27         LITTLE,  W    B         Region    3, 
amc*    Of    Director         3pp          1B«66'  347         24X    Fiche    30-483,  83/OS/O?, 
B30317O222. 

S3O9L1O034   Oenerlc    Ltr   83-21    to   all    licensee*    of    operating    reacton. 
applicant!    for   OLs    b   holder*    of   CPs    re    clarification    of 
access    to    control    procedures    for    lau   enforcement   visits 
Svc    list    encl 

EI8ENHUT.D  0        Division    of   Licensing        83/03/11  Consolidated 

Erflson   Co.     at   Neu  York.     Inc         l&pp         18340   093,       21  X 
Fiche:  50-000,83/03/1  1,8303110034 

8303240213   Forwards   monthly    itatus    rept    an    apfslte    emergency 
priparednets    for   OL  revleus    for    Apr    1983 

DIftCKB.W   J.       Office   of    the    Executive    Director    for   Operations. 
S3/Q5/13        PALLADINO.N  J        Comml  sil  onerc         Spp,        IB  393'  332        24  X 
Fl«  h  •'  SO-000,  83/03/13,  B303Z.40213. 


83O31300B3  Notice    of   rescheduling    of    B3O&14    oral   argument    for  8306S2 
in    Betheida.MD 

SHOEMAKEfi.C   J        Atomic    Safety    and    Licensing    Board  Panel        S3/03/1 1 
Ip  !B43i    363         34X    Fiche    90-493,03/03/11,8303130083 

8309190249  Confirms    util    delivery    of    State    of  HO  accident    plan    for 
plant   &  Oiage    County   radiological    emer^enciy    response    plan 
Svc    list    encl 

BAXTER,  T  A        Bhau,    Plttman,     Potts   &  Trouinr  idge        BAXTER,  T  A        Union 
Electric    Co         83/03/17        REED.  J  0        Read,     JQ        2pp         1B301   301        24X 
Fiche    3O-483,  S3/03/17,  B303190249 

8303330203  Confirm*    delivery    of   Gasconade    t.   Montgomery    County 
rJlrf iological    emergency    response   plans    on    B30319  Svc    list 
encl    H/o    encl     1  trs 

BAXTER,  T  A        Shau,    Pittman.     Potts   &  Trout-ridge        BAXTER,  T  A        Union 
Electric    Co         33/03/50        REED.  J  0        Reed.     J  0       2pp         18392  3S6        24 X 
Fiche    3O-483,  B3/09/20,  8303250203 

B3032S0274  Memorandum   of    lau   supporting    motions    for    summary   disposition 
of    emergency    planning     Issues    Hiarlnft    time    should    not    be 
spent    on   baseless   allegations    Notice    of    appearance   encl 
BAXTER,  T   A         Union    Electric    Co         BAXTER,  T    A         Shau,     Pittman,     Potts    t, 
Troubrldge        B3/03/30  Atomic   Safety    and  Licensing   Hoard  Panel 

14pp         IS3QS  OO1         24X   Fiche    50-463.  B3/O3/20,  83032D0294 

--830923O297   Motion   for    summarif    disposition    of  Reed   Contention    1    re 
staffing    of   Montgomery    County    sheriff    ofc   No   genuine    Issue 
of   matl    fact    exlita    lc    applicant   entitled    to   favorable 
d  ec  1 1 1  on. 

BAXTER,  T  A        Union    Electric    Co.       BAXTER,  T  A        Shau,    Plttman,    Potts 
&    Troubridge         83/05/20  Atomic    Safety   and   Licensing   Board 

Panel         25pp         18986  O13        24X  Fiehe:  50-483, 83/03/SO,  B303BS0294 

--8303230300  Statement    of    matl    facts    as    to   uhlch    there    Is.    no   genuine 
issue    re  Heed    Contention    I    staffing    of    Montgomery  County 
sheriff    ofc 

BAXTER,  T  A        Union   Electric    Co        BAXTER,  T  A       Shaw.    Plttman,    Pott* 
&    Troubridge.       83/03/30  Atomic   Saf«tg   and   Licensing    Board 

Panel         Spp         18386  O4Q        B4X  Fiche    30-483,83/03/30,8303230294 

— 8303230304  Affidavit    aC   WM  CUrk    re  Raeri    Contention    I    on    staffing    of 
sheriff    ofcs    Adequate    personnel    available   ui/laui  enforcement 
training    to    provide    emergency    lau  enforcement    svcs    for 
Callauay    County    tc   City,    of   Fulton 

CLARK,  W  H,       Union    Electric    Co        CLARK,  W  M       Callauay    County,    MO 
CLARK.  W  H        Fulton, MO        B3/Q3/1&        l£>pp         18936  042        S4X 
Fiche-  BO-483,  B3/03/HO,  8303S30294 


-83O3230341   Affidavit    at   OW  Btanflll  re    Reed   Contention    I    on   staffing    of 

itiiriffi    ofc.  Sufficient   perconnel  available    per   shift    to 

fulfill    lau    enforcement    function*  aislgned    to  Montgomery, 
Qasconade  tt  Dvage   Counties 

BTANFILL.O   M        Union   Electric    Co        STANFTLL-QH       Missouri,    State 
of.        B3/OB/12          ISpf,  18SB6   038         24K    Fiche    30-483,03/03/30, 

B303230294 
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-8303230346  Motion   For    summary   disposition   of  Re-ad    Contention    3    re 
staffing    of    county    clerk    ofcs    No    genuine    Issue    of    mat)     fact 
eiilsts   6  applicant    entitled    to    favorable   decision 

BAXTER,  T   A         Union    Electric    Co         BAXTER,!   A         Shau,     Pittman.     Potts 
Ei   Troiiibrldge        B3/05/20  Atomic    Safety   and    Licensing   Board 

Panel         ISpp         18386   070         24X   Fiche    30-4B3, 33/O5/20.  8309230294 


-8309230403  Statement    of    matl    Facts    as    to   which    there    Is    no   genuine 
Issue   re    Reed   Contention    Si  Parts    B    t  C    on    radio 
commun  ications 

BAXTER. T    A         Union    Electric    Co         BAXTER.!   A         Bhau,     Pittman,    Potti 
(,   Troiubridge        B3/QS/HO  Atomic    Safety   and   Licensing    Board 

Panel         2pp          IBSSi    It, 6         24X   Fiche    90-493,83/03/80,8309290274 


-8305290351   Statement    of  matl    facts   as    to  which    there    is    no    genuine 
Issue   re   Reed  Contention  2  on   staffing   of    county    clerk    ofcs 
BAXTER.  T   A         Union   Electric    Co         BAXTER.  T   A         Sham.     Plttman,.     Potts 
j,  Troubridge        93/09/30  Atomic    Safety   and    Licensing   Board 

Pansl         Spp         18996    008         24X   Fiche    50-483,93/05/20,8303230294 


-8305590408   Affidavit    of    MA    Stiller    re    Reed    Contention    9, Parts    D   b   C   on 
radio    communications    Commitment    to    supply    addl    transceivers 
for   designated    patrol    &   rescue   vehicles    provides    sufficient 
communication    for    patrol    it   rescue 

STILLER,  M   A         Union    Electric    Co         83/03/18         4pp          18556    IAS        E4X 
Fiche    30-403,83/05/20,8305230394 


—9305230394  Affidavit    of  HM  Clark   re   Reed   Contention   2   on    staffing    of 
Callauay   County   &  City   of   Fulton   clerk    dfcs  No  addl    clerical 
personnel    needed    to    provide   assistance   during    emergency 
shifts   Prof   qualifications   end 

CLARK, M   M         Union   Electric    Co         CLAflK,  W   N        Callauau    County,     HO 
CLARK,  W   M        Fulton,  MO        83/03/16         9pp         183S-&   O9O         24X 
Fiche   50-483,63/03/20.9303250294 

—9303290356  Affidavit   of  GH  Stanflll    re  Reed   Contention  2    on    staffing    of 
clerk   ofcs    Emergency-related    clerical    functions    described 
lei    county   plans   will    be   properly    Incorporated    In   Montgomery;, 
Gasconade   5i  Qsage   Counties  Prof   qual  i  f  itatlona   end 

8TANFILL,Q    U        Union   Electric    Co         STANFILL, &   H         Missouri.     State 
of         83/03/13        4pp          1B9B6   099         34X    Fiche    30-483,83/08/20, 
B3032502'!4 

—8305230359   Motion    for    summary    disposition    of   Reed    Contention    3   re 
emergency  mgt   director    staffing   No    genuine    Issue    of   matl 
fact  eiists  (<  applicant   entitled    to   favorable    decision 
BAXTER,?  A        Union   Electric   Co        BAXTER,  T  A        Shatu,    Pittman,    Potts 
>f   Troubridge       B3/O5/SO  Atomic   Safety   and    Licensing   Hoard 

Panel         13pp         1B9B6    103         34X   Fiche    30-483,83/03/20,8303250294 

— B3QS2S0359  Statement    of   matl    Facts   as    to  uhlch    there    is    no   genuine 
195UI  re  Reed  Contention  3  on   emergency   mgt   director 
staffing 

BAXTER, T   A         Union    Electric    Co         BAXTER,  T   A         Sham,     Pittman,     Potts 
&  Trowbridge       83/05/20  Atomic    Safety   and    Licensing   Hoard 

Panel         2pp         1SS86    118         24X    Fiche    90-483.93/03/20,8303230394 

— 83 0 32 S 0360   Affidavit    of   T   Mitchell    re    Reed    Contention    3    on    emergency 
mgt   director   staffing   Full-time    emergency   mgt    director    in 
Montgomery    County    unnecessary    VB   Eldringhoff     Is    alternate 
director 

MITCHELL,J        Union  Electric   Co        MITCHELL, J        Affiliation   Unknown 
03/03/17         4pp         18386    120        34X   Fiche    50-4B3,93/O5/2O,a303230294 

—8303230343  Affidavit    of  H  Lalk   re  Heed   Contention   3   on   emergence;    mgt 
director   staffing  Full-time   emergency   mgt   director    for 
Gaiconade  County    unnecessary 

LALK,  H       Union  Electric   Co       LALK.  H       Gasconade    County,    MO 
83/03/16         4pp         19S86    124        24X   Fiche    9O-4B3, 83/O3/2O. 930323O294 

— 9305390372  Affidavit   of   J  Croue   r»   Reed  Contention   3   on    emergency  mgt 
director    staffing   Full-time   emergency   mgt   director    for   Osage 
County    unnecessary 

CROWE.  J       Union  Electric    Co       CROWE,  J       Osage    Cqunty,     MO 
83/03/09         4pp         18986    123        24X   Fiche    30-493.83/03/20.8303290274 

— 8303290383  Mo tion    for    summary   disposition  of  Reed    Contention    4    re 
emergency   action    level    scneme/uarker   notification   No   genuine 
issue   of   matl    fact   exists   &  applicant   entitled    to    favorable 
decision 

BAXTER, T  A        Union  Electric  Co        BAXTER.  T  A        Shaw,     Pltlman,    Pott* 
fr   Trouibridge       83/03/30  Atomic    Safety   and    Licensing    Board 

Panel         15pp         19386    132        S4X   Fiche    90-4Q3. 83/OS/2O,  S303290274 

— &30523039B  Statement   nf  matl    facts   as    to  which    there    ii    no   genuine 
l«iue  re   Reed  Contention  4  on   emergency   action    level    scheme/ 
worker   notification 

BAXTER. T   A        Union   Electric    Co         BAXTER,  T   A         3haui,     Pittman.     Potts 
t,   Troubridge       83/03/20  Atomic   Safety   and    Licensing    Board 

Panel         2pp         18386    147        24X   Fiche    90-483.  B3/Q3/20,  B30323QE94 

—8303230394  Affidavit  of  JH  Baer   re  Reed  Contention    4  on    emergency 
action    level    icheme/uorler  notification  Emergency 
classification  591  &  uorkcr  notification   provisions    reflect 
sound   operational    concepts  Prof   qualifications    end 
BAER.J  W       Union  Electric   Co        BAER,  J  H       Energy    Consultant".     Inc 
83/05/13        12pp        18386   149       24X  Fiche   30-483,83/03/20.9309230294 

--S30S2S0401   Motion   for    summary   disposition   of  Read   Contention    S.Parts    B 
tt  C   ri   radio  communication*  Mo   genuine    Issue   af  mat  I    fact 
eiliti   6  applicant   entitled    to    favorable   deel»ion 

BAXTER.  T  A       Union  Electric   Co        BAXTER, T  A        Bnfliu,    Pittman.    Pott* 
&  Troubririge       83/05/HO  Atomic   Safety   and    Licensing   Board 

Panel        Spp        18306    16!        24X  Fiche    30-493,  B3/O3/20,  S303290294, 


-B30523O412  Motion    for    summary    disposition    of   Reed    Contentions  6  i  it  rt 
protective   actions    against   radiutodlnet   Si  message*    for    long- 
term   sheltering    No    genuine    issue    of    matl    fact    exlitl   b 
applicant    entitled    to    favorable    decision 

BAXTER,  T   A         Union    Electric    Co         BAXTER,!   A         Shau,     Pittman,    Potti 
&   Troutir  Idge        B3/03/20  Atomic    Safety    and   Licensing   Board 

Panel         30pp         1B396    172        24X   Fiche    30-483.  B3/03/20, 8303BS0294 

-830S2S0419  Statement    of   matl    facts    as    to   which    there    is   no   genuin* 
Issue   re   Reed    Contentions   A   &    16   on    protective    actions 
against   radloiodines   h  messages   u/lnstruc tlons    for    long-term 
shel tering 

BAXTER,T   A         Union    Electric    Co         BAXTER,!   A         Snau.     Pittman,    Potti 
tt  Troubridge        83/03/20  Atomic    Safety    and    Licensing    Board 

Panel        3pp         10986  322        24X   Fiche    30-4B3,  B3/O3/20, 8309B90B94 

-8303230424  Affidavit    of   Kv  Miller   re    Reed   Contention   6   on   protective 
actions   against    radloiodinet    State    of   MO  will    not   administer 
potassium    iodine    to   general    public    in   event    of    accident,  but 
drug   uill    be   available    to    state    emergency   workers 

MILLER,  K   V         Union   Electric    Co         MILLER, K   V         Missouri,     State   of 
93/03/11         7pp          18396    225         24X   Fichu    30-403, 83/03/ZO.  8303290E74 

-8303290428  Affidavit    of   RE  Linn "man    re   Reed   Contention   6  on   protictlvt 
actions   against    radloiodines    Describe*    ricks    &    benefit* 
associated   u/lngestlon    of    potassium    Iodine   &   endorses   State 
of   MO  policy    re    distribution    of    potassium    Iodine 
LINNEMANN.fi    E        Union   Electric    Co        LINNEMANN.R   E        Radiation 
Management   Carp         93/04/28          14pp          18386   232         24X 
Fiche    50-483,83/03/20.8303230294 

-8303230432  Affidavit    of   NO   91aten  re    Reed   Contentions   6  fc   16  on 
protective   actions   againit   radloiodines   &  messages   u/ 
Instructions    for    long-term   sheltering    Explains    ef f ictlvenei* 
at    sheltering    a*    protective   action 

SLATEN.N  0        Union   Electric    Co,       83/03/16        Bpp         13986,246       S*K 
Fiche    30-403, 93/03/20,  B303230294 

-8309230436  Affidavit    of   3   Harris   re   Heed    Contention*   6  It    16   on 
protective   action*    against    rad lalod Ine*   h  messages   w/ 
Instructions    for    long-term    sheltering   Explains    af fee tivenesi 
of    ad    hoc    respiratory    protection 

HARRIS, 8        Union  Electric    Co        B3/O3/16        14pp         10386' 394       B4K 
Fiche    30-483,83/03/20,8303230294 

-8305230440  Motion    for    summary    deposition   of   Reed    Contention  7  re 
preslted    decontamination    facilities    No    genuine    l**ue   of 
matl    fact    exists   &  applicant    entitled    to    favorable    dttdilon 
BAXTER, T  A        Union   Electric    Co        BAXTER. T.  A        Shau,    Pittman,    Potti 
t  Troubridge        83/03/20  Atomic    Safety    and    Licensing   Board 

Panel        6pp         18386  268        24X  Fiche    30-483,83/03/20,8303230294 

-8303230444   Statement    of   matl    facts   a«    to   uhlch    there    1*   no   genuine 
lisue    re   Reed   Contention   7   on    preslted    decontamination 
facilities 

BAXTER,  T  A        Union  Electric    Co        BAXTER,  T  A        Shau,    Pittman.    Potti 
b  Troubridge        83/03/20  Atomic    Safatu   and    Licensing    Board 

Panel        2pp         18386  274.       24X   Fiche    30-483,83/03/20.8303390294 

-8309230448  Motion    for    summary    disposition   af   Reid   Contention  8  re 
radiation    detection   equipment.  No   genuine    issue    of   matl    fact 
exlits   &   applicant    entitled    to    favorable    decision 

BAUSER.D   B         Union    Electric    Co         BAUSER,  D,  B.        Shau,     Pittman,     Pottf 
&  Troubridge        83/03/20  Atomic    Safety   and    Licensing    Board 

Panel          llpp          1B3B6   276         24X    FlchB    30-483,83/03/20,8303230294 

-9305230451    Statement    of   matl    fact*   ai    to   uhich    there    i*   no   genuine 
issue   re   Reed    Contention   B   01   radiation    detection    equipment 
BAUBSR,  D  B        Union  Electric    Co'        BAUSER,  D,  B,       Shau,    Pittman,    Potti 
&   Troubridge        83/03/20,  Atomic   Safety    and   Licensing   Board 

Panel         Spp          1838i   287         24X   Fiche    30-493,83/03/20,8303330294 

-8303230458  Affidavit    of  BE  Linnemnnn   re   Reed    Contention  8  on   radiation 
detection    equipment   State    of   MO  tt    local    govtt    have 
sufficient   equipment,  lab    facilities   &   expertise    to    evaluate 
•iternal    &    internal    radiation    exposures 

LINNEMAMN.R   E        Union   Electric    Co        LINNEMANN, R   E.       Radiation 
Management  Corp.       83/04/28,        t3pp         18386-389        24X 
Fiche   30-4B3,  83/03/20.  B303230294 
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-S3O329O461    Motion    for    summary    disposition    of    Reed    Contention    9  on 
radiological    eiposureB    No    genuine    issue    of    matl    fact    exist* 
it  applicant    entitled    to    favorable    decision 

BAUSER.D  B        Union  Electric    Co         BAUSER. D  D         Sham,    Pittman,    Pott; 
fc  Trouibr  idge        B3/OS/2O  Atomic    Safety    and   Licensing    Board 

Panel          13pp          183B6    303         34X    Flche    30-483,  B3/OS/2O. 83O3B30294 


-0305230521    Statement    ot    matl    fact  as    Co   which    there    is    no   genuine 
issue    re    Contention     14    on     incorporated    c  i  ties,  toiuns    b 
vl  1  l^ges 

BAXTER.  T   A         Union    Electric    Co         BAXTER,?   A         Ehau.     Pittman,     Pott* 
1    Troubcidge         93/03/20  Atomic    Safety    and    Licensing    Board 

Panel         2pp          I8SS7    O77          24X   Flche    SO-4B3,  83/05/20,  8303230294 


-B3O3250463  Statement    of   matl    Pact    as    to  uihieh    there    is    no    genuine 
Issue  T*  Reed    Contention    9   an    radiological    exposures 

BAUSER. D    B         Union    Electric    Co          BAUSER, D   B          Shaw-     Pittman,     Potts 
tt  Trowbridge        S3/03/20  Atomic    Safety    and    Licensing    Board 

Ptnul         Spp          1SSS6   317         BUX    FlchB     30-403,83/03/20.8303230294 

-B3OBSB0469  Affidavit    of   RE   LInnemann    re    Read   Contention   9    on 
radiological    eipoiure   Meant    for    controlling    radiological 
•  ipniuri    of    local    emergency    luorkers    during    accident 
established    per    IOCFR30  47<bK  1 1 ) 

LINNEMANN.R    E         Union    Electric    Co          LINNEMANN.R    E         Radiation 
Management    Corp        B3/04/2S         17pp         18386   3J9        SIX 
FIche    SO-4S3.  B3/03/SO,  B303330274 


-8305230524   Motion   for    summary    disposition   of  Reed    Contention    15  re    lira 
of    agreement    No  genuine    issue    nf   matl    fact   eiists   & 
applicant    entitled    to    favorable   decision 

BAXTER- T    A         Union    Electric    Co         BAXTER.  T   A         Shau.     Pittman.     Potts 
t.    Trail/bridge         33/03/20  Atomic    Safety    and    Licensing    Board 

Panel          14pp          18387    099         24*   Ftcne    30-483.  93/03/30.  8303230394 

-Q3O5230S31    Statement    of    matl     fact   as    to    which    there    is    no    genuine 
issue   re    Contention    IS    on    Itrs   of   agreement 

BAXTER. T   A        Union  Electric    Co        83/03/20  Atomic    Safety    and 

Licensing    Board    Panel          2p  p          18387    113         24X    Fiche    30-463, 
B3/OS/30.  B3O52S0394 


-B3O323O474   Motion    For    summary    disposition   of   Reed    Contention    10  re 
medical    treatment   No    genuine    Issue    of    matl    fact    exists   It 
applicant    entitled    to    favorable    decision 

BAUSER. D  D        Union  Electric    Co        BAUSER. D   B         Shau,    Pittman,    Pott* 
&   Troubrtdge        83/03/20  Atomic    Safoty   and    Licensing    Board 

Panel         S2pp          18386,336,        24X    Flche    3O-483. 83/03/20. 8303230294 


—8305230336    Affidavit    of   MM    Clark    re    Reed    Contention    13    on    Itrs 
agreement   Sufficient    Itrs    of  agreement   exist    or  will    exist 
prior    to    plant   operation    to    ensure    necessary    emergencij 
support    Si    resources    to     Implement    utll/Fulton    plan 
CLARK.  W   M         Union    Electric    Co         CLARK.  W   H        Callauay    County. 
CLARK.W   M         Fulton, MD         83/03/16         17pp         19337    113         34X 
Fichu    50-4B3, 83/O3/2O.  B3O3230294 


-B3OSB30477  Statement   of   matl    fact    ai    to   luhlch    there    Is   no    genuine 
l**ue   re   Reed    Contention    10   on    medical    treatment 

BAUSER. D  B        Union   Electric    Co        DAUBER. D  B         Shaw.    Pittman,    Potts 
&   Troubrldge        83/03/20  Atomic    Safety   and    Licensing    Board 

Panel        Hpp         18386  338        24X   Flche    90-4S3,  B3/O3/20, 8305230294 

-9305290483  Affidavit   of  RE  Llnnemann    fB   R«Bd   Contention    10-  on   mettical 
treatment   Upon   completion    of    training    program, Callauay 
Memorial    Hosp    uill    provide    adequate    local    medical    resources 
to    handle   all    types    of   radiation    Injuries 

LINMEMANN.R  E        Union   Electric    Co         UtNNEMANN. R   E        Radiation 
Management    Corp         83/04/28         S6pp  18396    3£>O         24 X 

Fiehe    30-403,  83/03/20.  B30S330294 


-8303230340  Motion   for    summary    disposition   of   Reed   Contention    17  re 
radiological    monitoring    Ho    genuine    Issue   of  mabl    fact   exists 
S>   applicant    entitled    bo    favorable    decision 

BAXTER,!    A         Union   ElectMe    Co         BAXTER. T   A         Sham,     Pittman.     Potts 
&   Troubridge        83/OS-/2O,  Atomic    Safety   and    Licensing   Board 

Pane;!         21pp          19387     132          34X   Fichu    50-183, 33/03/20, 3303330394 

-B3OS23Q542   Statement   of   matl    fact   as    to   whcih    there    is    no   genuine 
issue    re    Reed   Contention    17   on   radiological    monitoring 
BAXTER. T   A        Union   Electric    Co        BAXTER.  T  A        Shaw.    Pittman,     Potts 
4,  Traubridfle        93/03/30  Atomic    Safety   and    Licensing    Board 

PanBl         3pp  1B3B7    133         34X    Fiche    30-463,83/05/30,3303230294 


-83QSS3Q4B6  Motion    for    summary    disposition,   of   Reed    Contention    11    re 
reentry/recovery    radiation    stds    No    genuine    issue    of  matl 
Fact    exists   &   applicant    entitled    to    favorable    decision 
BAXTER.T  A        Union   Electric    Co        BAXTER,!  A        Shaw,    Pittman,    Potts 
&    Troubridge        S3/03/2O  Atomic    Bafety    and    Licensing    Bo*rd 

Panel          13pp          18387,024         SIX   Fiche    3O-4B3,  83/OS/BO, B303330294 

-e3O5S30490  Statement    of   matl    fact    at    to   which    thore    is    no    genuine 
iiiu*   re   Reed    Contention    11    on   recovery    &  reentry    radiation 
itds 

BAXTER,  T  A        Union   Electric   Co.       BAXTER.T  A        Shau,    Pittman,    Potts 
ti   Trcnubrldge        B3/03/20  Atonic    Safety   and    Licensing    Board 

P*n«I         Hpp          183B7   037         24X    FlChB    SO-483, 83/03/20, 0303E30294 

-B30a2BO49A  Affidavit    of   JM  Baer    ra    Reed    Contention    11    on   reentry/ 
recovery    radiation    itds   Offsite    emergancy    plani    reentry 
decision   process    description    compile*    ill/planning    criteria 
Prof    qualifications    end 

BAERiJ  U        Union   Electric    Co         BAER,  J  U.       Energy   Consultants,     Inc 
B3/O9/13         9pp          IB387   039         24X    Flche    30-493.  B3/03/2O.  8303230294 

-BC30323O302  Motion    for    summary    disposition    of   Reed    Contention    13  re 
organliations    requiring    BOPi    No    genuine    Issue    of   matl    fact 
exists   ff  applicant    entitled    to    favorable   decision 

BAXTER,  T.  A        Union  Electric   Co        BAXTER.T  A        Shau,    pittfflan.     Potts 
%    Trouibrldge        93/03/20  Atomic    Safety    and    Licensing    Board 

Panel         ISpp         1B3S7' 049,       24X  Fiche    30-483.83/03/20,8303830294 

-BS032SO306  Statement   of   matl    fact    as    to   which    there    is    no   genuine 
Issue    re   Reed   Contention    13  on   organ  I  rations    requiring   SDPs 
BAXTER,!.  A        Union   Electric   Co        BAXTER. T  A        Shau,    Pittman,    Potti 
8,    Troubrldge        83/03/20.  Atomic    Safety    and    Licensing    Board 

Panel         2pp.        1B3B7   Oo3         24X    Flch«    50-483,83/03/50,8303230294 

-B30323O511    Affidavit   of    M  Baer    re   Reed    Contention    13  on   organiia tlons 
requiring    SDPs   Functional    procedures    till  1 1    provide    adequate 
Instructions    to    organixation*   assigned    emergency,    response 
role 

BAERrJ  W,       Union   Electric    Co        BAER,  J  H        Energy   Consultants,     Inc 
S3/09/13,        13pp          1Q387   063         24X    Flche    30-483,83/03/20,8303230294 

-3303230315  Motion    for    summary    disposition    at   Reed    Contintlon    14    on 
Incorporated    ci tles> touni    tt  villages    No    genuine    Issue    of 
matl    fact    exists   &  applicant    entitled    to    favorable    decision 
BAXTER,  T  A        Union   Electric    Co        BAXTER- T  A        Shau.    Fittman,    Potts 
&   Troubrldge,       83/03/20.  Atonic    Safety    and    Licensing   Board 

Panel          19pp,        18387   078         24X   Flche    30-483,  B3/O3/HO, B30323O294 


-S3O32SO544    Affidavit    of    Kv    Miller    re    Reed    Contention    17   on    radiological 
monitoring    State    resources    in    trained    personnel    !<   radiation 
monitoring    equipment    adequate   Prof   qualifications    enc  1 
KILLER.  K    V         Union   Electric    Co        MILLER, KV        Missouri,    State    of 
B3/09/I7          ISpp          1B3S7     1 36         24X    Flche    80-483,03/05/20,8303230294 

-8303250548   Affidavit    of    UK   Johnson   re   Reed   Contention    17  on 
radiological    monitoring    State   resources    in    trained   personnel 
Ji    radiation   monitoring    equipment   adequate   Prnf 
qualifications    end 

•JOHNSON,  H   K         Union   Electric    Co         JOHNS  ON.  M   K         Mlnouri.     State    of 
83/O5/13         6pp          185B7    163         24X    Fiche    5O-4B3, 83/03/30,  B303230294 

-9303230952  Affidavit    of    NS  Slaten  re  Reed   Contention    17   on  radiological 
monitoring    Utll    radiological    emergency    organ!  ration    Includes 
extensive    radiological    monitoring    capability  &•   resources 
Prof    qualifications    end 

SLATEH.N  fl        Union  Electric    Co        B3/OS/16       23pp         1B397   174        24X 
Fiche    50-4B3, B3/03/BO,  B3O32SO294 

-3303230953  Motion   for    summary    disposition   of  Reed   Contention    IB   re 
human    foo-d    Hi   animal    feeds    No   genuine    issue   of   matl    fact 
e«lst«   &   applicant    entitled    to    favorable   decision 

BAXTER, T   A         Union   Electric    Co         BAXTER. T   A         Snow,     Pittman.     Potts 
E-   Traubrldtre        33/03/20  Atomic    Safety   and    Licensing    Board 

Panel         ISpp         1B3B7    197         34X  Fiche    30-483,33/03/20,8303230394 

-930S23OS57   Statement    op    matl    fact   as    to   uhlch    there    Is   no   genuine 
Issue    re   Re-ed    Contention    IS    on   human    food   &  animal    feeds 
BAXTER,  T  A        Union   Electric    Co        BAXTER.T  A        Shau,    Pittman.    Potts 
Si   Truu>bridge        83/03/30  Atomic   Safety   and   Licensing   Board 

Panel         2pp  18587   212          24X   Flche    30-483,93/03/20,8303230291 

-&30323O559  Motion    for    summary    disposition    of  Read    Contention    19   re 
impediments    to   use    of    evacuation  routes   No   genuine    liilfe   of 
matl    fact    eiists   &   util    entitled    to    favorable    decision 
BAXTER,  T  A        Union   Electric    Co        BAXTER.  T  A        Shaw,    Pittman.    Pott« 
&   TraUbrldgp         B3/OS/30  Atomic   Safety   and    Licensing   Hoard 

Panel         32pp          10387    214          S4X   Flche    5O-483,  H3/03/20, B3032S0294 

-8305250562  Statement   op    matl    fact  as    to   which    there    is   no   genuine 
Issue    re   Reed    Contention    19   on    impediments    to    use    of 
evacuation    route* 

BAXTER. T  A        Union  Electric    Co        BAXTER.T  A        Shau,    Pittman,    Potts 
In   Troujbrldge         B3/03/20  Atomic   Safety   and    Licensing    Board 

Panel          2pp  183B7   236          24X   Fiche    30-483,  63/03/20,  B303S3029-1 

-830923O966  Affidavit    of    RG   Wright   re   Reed   Contention    19   on    impediments 
to   use    of    evacuation    routes    Resources    **   planning    effort! 
available    to    overcome    Impediments 

WRIOHT.R   Q        Union   Elactric    Co        HRIOHT.R  A        Callauaij   County.    MO 
S3/03/17         7pp         I83B7   S3B         24X   Fiche    50-483,  83/03/20, 8303250294 


400 
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8303330373   Affidavit    of    fi   Epple    re   ReBcJ    Contention     1?    on    Impediments     to 
use    of   evacuation    rout"    Resources   &   planning    efforts 
available    to    overcome    Impediments 

EPPLE.G         Union   Electric    Co         EPPLE,  B         Gasconade    County.     MO 
33/03/16         4pp         183B7   249        3**   Ftche    30-493.  a3V05/20,  B3O9330294 

B305230576   Affidavit    of   Vfl    Eldringhoff    re    Reed    Contention    19    an 
impediments    to  gse    of   evacuation   routes   Resources    t,    planning 
efforts   available    to   overcome    impediments 

ELDRINGHOFF,  V        Union   Electric    Co         ELDR1N3HDFF.  V         Montgomery 
Counti),     M&        83/O5/I4         7pp         18387   247        24X    Ficfte    3O-4B3j 
33/05/30.  B  305230294 


Contention     19    on    impediment* 
planning    effort* 


—  830S23OS80  Affidavit  of  H  Matthews  re  R 
to  me  of  evacuation  routes  Resources 
available  to  overcome  Impediments 

MATTHEWS.H         Union    Electric   Co         HATTHEWS.  K         Affiliation    Unknown 
33/09/16         3pp         IB5B7   256        34X   Flche    30-433,83/03/20,0303250394 


—  6303230583  Motion   for   summary   disposition   of  Weed    Contention   20-  r* 

authoriiatlon    of   Bices*   radiological   uorfcer    exposures    &  spec 

oF   decontamination   action    levels  No    jenuine    Issue    ot    matl 

fact    eiists    I,    util    entitled    to    favorable    decision 

BAXTER,!   A         Union    Electric   Co         BAXTER,  T   A         Shay,     Pittm«n.      Potts 

&  Troubridje        63/03/20  Atomic   Safety   and    Licensing   Board 

panel         ISpp         18507   359         24X   Fithe    9O-483,  83/O5/20,  33Q925O394 

—  83052S0584  Statement    of  matl    fact  ai    to  mhlch    there    is    no   genuine; 

issue    re   Reed   Contention  20  on  author!  la  tion    of    excess 

radiological    uigrker    eiposures   &   spec    of    decontaminat  i  on 

action    levels 

BAXTER.  T   A        Union    Electric    Co         BAXTER,!   A         Shaw,     Plttm»ri.     Pott* 

R    Troiubridgp        03/O9/20  Atomic   Safety   and    Licensing   Board 

Pjsntl         Spp         183B7   371         SAX   Picks    50-483,  B3/05/SO.  B3O52SO294 

—  8305250587  Affidavit    of  WM  Clark    re  Reed  Contention    2O   on   author  i  rati  on 

q-f    attest   eipoturei    to  workers  &  spec    of    decontamination 

action    level!    Planning    need    for   author!  lation    per 

NUREG-0634,  Section    III   E  3,  met  Prof   qual  If  Icat  i  on*    end 

CtARK.W   H         Union   Electric    Co         CLARK.W   M         Callawag    Count!)'     MD 

33/03/18        7pp         185B7   273         34X   Fiche    3O-4B3i  B3/O5/20.  830S2302'94 

—  8309230369  Affidavit    of   JM  Baer   re  Reed  Contention   20    on   author  tifltlon 

of    eiceas   radlolooical    uorler   exposures   Si  spec    of 

decontamination  action    levels   Certificate   of   Svc    Si    prof 

qualification!    encl 

BAER.J  W       Union  Electric    Co        BAER,  J  W        Eneroy    Consultants     Inc 

3-3/05/18         67pp         183S7   2BQ        24X   Fiche    3O-403,  93/08/SO.  B3O5aSO2?fl 

B3O5260163  Forwards   corrected   Certificate   of   Bvc    certifying,    svc    of 
documents   on  830330  Original    certificate    date    Incorrect 
BAXTER.T  A        Shau,    Pittman,    Potts   fc  Troulbridge         BAXTERi  T  A        Union 
ElaeSric.   Co        83/05/23       OLEASON.J  P   .    BRIfiHT.O  D   .     KUINEtJ  R 
Atomic  Safety    and  Lic*nii(ia    Board  Panel        Ep         18579  273        24X 
Fiche    SO-4B3,  83/03/23,8303200168 


— -0303030474    IE   Integrated    Design    Insp   Rept    50-483/83-22   on  921110-19  t 
39«-13H   Moneomp  1  lance    noted    no    formal    control    over 
Beehtel    plant   deiign   newsletters    I>   ability    of   motor 
controllers    to   uithstand    fault   currents    not    considered 
ALLISON,  D   P    .     NORK1N.  D   P    ,     FAIR.  J   R         Director'*    Offjci,     Off  let    of 
Inspection   and    Enforcement        B3/03/31         114pp         18295    189        24X 
Fiche    30-433, B3/O4/04, 83O303O469 

B30301O031    IE    Info   Notice   83-21,     "Defective   Emeroency   Uia   Riipirfltor  « 
Svc    li*t    encl 

JORDAN, E  L        Diviiion   of   Em»rgoncv   Prepar-ednesi   h  Cnglniirfng 
Reiponse    (Post   B3O103>        S3/04/19  Consalld*t>d    Ed  i  ion   Co.     at   Km 

Yor*,      Inc          126pp          18435    195         S4X    Fiche    30-000.83/04/15,03030400*1, 

8305020330   Forwards    IE    In>p    Kept    90-483/83-02    on    B30223-S4    to   0311-17   I, 
notice   of   violation 

BPESBARD.R  L  Division  of  Engineering  83/04/18  SCHNELL,  f>  F 
Union  Electric  Co  2pp  10274  107  24X  Flche  50-4B3, B3/04/IB. 
830 SO 203 90 

— B3030803S4   Notice    of    violation    from    Imp    an    830223-34    to   0314-17 

SPESSARD.  R   L        Division    of   Engineering        83/04/18        Ip.       18274:109 
S4X   FIchB    30-483,83/04/18-8303020330 

—9305030357    IE    Insp    Rept    30-483/83-02   on    B30223-34    to    0314-17, 
Noncompl lanca   noted    failure    to    Include    design   document 
limit*   t>  precaution!    In   Safety    Injection   Accumulator 
Preopcrational    Test  Procedure   CS-03EP01 

WOULD,  P  R    ,    RINO.M  A   i    REYES,  L  A        Region  3,    Office    of  Director 
B3/O4/18        Spp         1BS74    110        S4X   Flche    30-483,83/04/18,83050^0350, 

8303040033    IE    Info   Notice   83-aa.     "BWR   8af oty/Re ll«f   Valve   F.llurtl    " 
Svc    Hit    incl 

JOFtDAN.E  L        Diviiion   of    Emergency    Preparedness   tt  Engineering 
Response    (Past  830103)         B3/04/22  Consul ldat«d    Edison   Co      of   Hem 

Yuri,     Ine         USpp         19383  09?        34X   Fiche    30-000, 83/04/82-  B3030400'?3 

B30304002S    IE    Info  Notice   83-23,     "Inoperable   Containment   Atmoiphere 
Sensing   Syi,  "    Svc    list   and 

JORDANiE  L        Division   of   Emergancy   Preparedness   d  Engineering 
Response    (Post   830103)        83/04/29  Consolidated   Edison  Co      of   tiiu 

York,      Inc          119pp          183B1    391          24X   Flche    50-000, 33/04/38,  B303'040023 

S303040O26    IE    Info  Notice   83-24-     "Loo*>   Parti    In   Secondary,   Side    of 
Steam  Generators   at  PUR*. "   Bvc    list    end, 

JORDAN- £  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   B30103)        S3/04/2B  Consolidated    Edison  Co,    of  Neu 

York,     Inc        HBpp         18383  047        24X   Fiche    30-000.  B3/04 /SB,  8303<H 003 4 

8303040027    IE   Info   Notice   83-35,     "Standby   Ga*    Treatment   8qt  Heater   High 
Temp    Trip    Betpoint   Adjustment    "   Svc    list    encl 
JORDAN, E  L        Division   of   Emergency   Preparedness   tt  Engineering 
Rliponse    (Post   330103).       S3/04/S8.  Consol ld»t«d    Edison   Co      of   H»u 

Yort,     Inc        llBpp         1S98Z    Ii3        24X  Fiche    90-OOOr 03/04/29. B303O40027 


— B395260173  Correct«d  Certificate    of  Svc    certifying    »vc    of    document*    on 
330320 

BAXTER,!  A         Union   Electric    Co         83/09/20        9pp          10599   274          S4X 
Fichu    30-183, 03/05/33,  8305260168 

3303260164   Atfvl  sei    th»t    TA   Barter   Will    represent    utll     it    B30622    oral 
argument    in  response   to  Joint    Intervenors   appeal 

BAXTER.T  A  Shau,  Pittman-  Potts  t.  Troubriiloe.  BAXTERi  T  A  Union 
Electric  Co  83/09/84  TOMPKINB,B  A  Atomic  Safety  and  Licensing 
Appeal  Panel  Ip  1B999  383  24X  Flche  30-433.  B3/O5/K4,  B30924O164 

6305310170  Advises    that    table    of   contents  t  table    of    cros«-refs    to 
NUREQ-06S4  planning   stds/evaluatlon   criteria  ad«<iuat*    to 
locate   portions   relevant    to  contentions  Referenced    portions 
of    plans    listed 
BAXTER   T   A        Ehaiu,    Plttman.    Potts    <-   Trowbrldge          33/O3/B6         REED.  J.  O 

Affiliation  UnJnoun        7pp        1B6S2  326       34X  Flene    30-4B3, 83/OS/3A- 
830S910I70 

0      Inspection  reports,     IE  Bulletins   t>  corr«»pond«nc  e 

3212060389    IE   Info  Notice  83-14,    "Deuatered  Spent    Ion    Eichano*  Resin 
Susceptibility    to  Eiothermic   Chemical   Reaction    "    Svc    list: 
encl 

TAYUO'R'J  M       Division    of  BafejujrJs  t-    Inspection   Program*    <po«t 
330103)        B3/O3/21  Consolidated  EdUon  Co      of   Keu  York,     Inc. 

llSpp        3B308  319       24-X  Fiche>   30-000,  83/03/21,  82120&0383 

8303030-469  Forwards.    IE   Integrated  Designed    Insp  Rapt    90-4B3/8S-3Z    an 
BHtlJO-19  Ji  B9-1Z14 

DEYQUNO.R  C        Director's   Office,    Office    of    Inspection   an* 
Enforcement        83/04/04       SCHNELL,D  F       Union  Electric    Co         5pp. 
18B93.1B3        34X   Fiche    30-483,  B3/04/04,  B309030469 


8305030233  Ach    receipt    of   830408    Itr    Informing   NRC   of    stepf    taten    to 
correct  violations    noted    in    IE   Insp    Rept    50-4B3/B2-21, 
SPESSARD.R  L        Region   3.    Office    of   Director        93/04/23        BCHNELE.. »  F 

Union   Electric   Co         Ip         1B300  034        24X  Flche    50-483,83/04/28. 
830903039B 

— 830503O363  Responds    to   NRC   8.30308    Itr    re    violations    noted    In    IE   Insp 
Rept    50-483/BZ-31    Corrective   actions' scaffolding    Immediately 
removed    from    load    ctri   Visual    Insp    of    load    ctn   after 
scaffolding    removed   revealed    no   damage 

SCHNELL-D  F.       Union   Electric   Co        83/04/08        LITTLE,  M  9       Riglon  3- 
Offlce   of   Director        3pp         13300  035        S4X   Fiche    30-483. 83/0+ /SS, 
8305O3035B 

B30304002B   IE   Info  Notice   83-S6,     "Failure    of   9«f ety/Rel Iif  Valve 
Discharge   Line   Vacuum  Breakers    "    Bve    list   «ncl 
JORDANi  E  L        Division   of   Emergency   Preparedness    &  Engineering 
Response    (Post   830103)         B3/05/03,  Consol ldat*d   Edison  Co      of  Hnu 

York,     Ine        IBSpp         18441    170        24X  Flche.  50-000,  S3/05/03,  B30304002B. 

B309060284  Ac k    receipt   of   830413    Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted    in    IE    Insp   Rept   50-483/82-20 
BPESSARD.R   L        Division    of   Engineering        83/09/03        SCMNELL,  D  F. 
Union    Electric    CO         Ip          18344    329         S4X   Fieht    50-483,83/05/03, 
83030602B4 

— 8303060293  Respond*    to   NRC   B3O31S    Itr    re    violation*    noted    In    IE    In*p 
Rept  3Q-4B3/B2-2Q  Corractlve   actions    component    support 
cheek  list   revised , hanger    Insp    underlay, revised    Imp 
procedures    implemented   it    training    sessions   will    be    held, 
BCHNELL.D  F       Union  Electric  Co       03/04/13.      LITTLE,  W  S,      Region  3, 
Office   of  Director        6pp         1B344  326        34X   Fiene    50-4B3/  B3/05/031 
83090603B4 
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B3O3040O3O    IE    Info    Notice    B3-27.     "Operational    Response    to    Events 
Concerning    Deliberate    Acts    Directed    Against    Plant 
Equipment    "    Svc    lilt    one  1 

JORDAN.  E   L        Division    of   Emergency    Preparedness    ti    Engineering 
Response     (Post    B30103)         83/OS/O4  Consolidated    Edison    CD       of    New 

York.      Inc          HSpp          18382   2B2         24X    Flche    SQ-OOO,  B3/03/04,  H303040030 

8303040031     IE    Info   Notice   83-38,     "Criteria    for   Protective   Action 
Recommendations    for    (Jan oral    Emergencies    "    Svc    list    encl 
JORDAN. E   L        Diviilon   of    Emergency    Preparedness    %    Engineering 
Response    (Post   830103)         B3/Q3/Q4  Consolidated    Edison  Co      of    Neu 

York,      Inc          lf?pp          1B441    OO1          24X    Flche    SQ-QOO,  B3/03/O4,  B3.03040Q31 

6303040033    IE    Info   Notice    B3-29,     "fuel    Binding    Caused    by    Fuel    Rack 
Def-ormat  Ion    "   Svc    Hit    encl 

JORDAN, E   L        Diviilon    of   Emergency   Preparedness    *•   Engineering 
Response     (Pont    830103)          B3/OB/O6  Consolidated    Edison    Co       of    Neui 

York.      Inc          IlSpp          1B333   348         24 X    Fiche    9O-000, S3/O3/06,  S303040033 


S      Reportab 1 e    occur 


related    correspondence 


S304150334    Part    21    Rept    U-4B   &    interim    deficiency    rept    re    GE    ARR-3Q   d 
AKR-30    circuit    breakers    Initially    reported    on    B302I 1 
Assessment     of    safety     implications    &    corrective    actions 
requested     af    AE   Final     rept    eipected    by    830439 

SCHNELL,  D    F         Union    Electric    Co         83/04/07         gPESSARD.R   L         Division 
of    Project    !.    Resident    Programs         Ip          17932    123         24X 
FlchH    30-QOO,  B3/CM/07,  3304150334 

B303020073    Final    Deficiency    Rept    SDR    93-06   re    Anchor/Darling    check 
valves    failing    to    close     Initially    reported    on    530323   Caused 
by     Improper    design    Hinge    pins    replaced    &   Stelllte   t, 
bushing*     to    be    Installed 

SEIKEN.S    J         Standardlied    Nuclear    Unit    Pouier    Plant    System         B3/04/2O 
KEPPLER.  J    G         Region    3,     Office    of    Director         COLLINS.  J   T         Region    4, 
Office    of    Director         2pp          1B279    1OO         34X   Flche    30-000,83/04/20, 
B303020Q73 


B3D317O13O   Ack    receipt    of   830304    Itr    informing    NFJC    of    steps    taken    to 
correct    violations    noted    In    IE    I  nap    Rept    30-483/83-21 
SPE8BARD,  R    L         Division    of   Engineering          B3/O3/O9         SCHNELL, D    F 
Union    Electric    Co          Ip          IB466   241          SIX    Flche    30-483, B3/03/O9, 
830S17013Q 

— S3OS170136  Responds    to  NRC   830308    Itr    re    violations    noted    In    IE    Imp 
Rept   3Q-4B3/8B-E1    Corrective    actions    test    program   to   confirm 
ma  i    sldauall    pressure    values    d    contact   u/vendar    to    verify 
validity    of   man    values    in    progress 

SCHNELL, D   F         Union    Electric    Co         83/05/04         LITTLE, M   8         Region    3, 
Office     Of    Director         3pp          18466   S62         24 X    Flche    30-403, 83/O3/09, 
9303170130 

B30S17O1B2    Ack    receipt    of   830429    Itr    Informing    NRC    of    step*    taken    to 
correct    violations    noted    in    IE    Insp    Rept    30-493/82-09 
El  tin  lion    of    compliance    date    to   830901    acceptable 

SPEBSARB.R  L  Division  of  Engineering  83/03/09  SCHNELL. 0  F 
Union  Electric  Co  Ip  1B466  324  24X  Fiche  30-103,83/09/09. 
B3031701B2 

— &3Q317Q1BB  Responds    to   NRC   B20917    Itr    re   violations    noted    In    IE    Insp 
Kept    SO-483/32-09   Eitenslon    to    B30B01    to    complete   rebar 
scanning    activities   requested 

SCHNELL,D   F         Union    Electric    Co         83/04/2"?         NORELIUS,C    E 
Division    of   Engineering         Ip         18466   323        24X 
Flche    SO-483, 83/03/09,  B303170I8B 

B3OS170223   Atk    receipt    af   830427    Itr    Informing    NRC    af    steps    taken    to 
correct   violations   noted   in   IE   In*p   Rept   30-433/82-14 

8PE8BAFID.il  L  Division  of  Engineering  83/03/09  SCHNELL,  D  F 
Union  Electric  Co  Ip  18466  346  H4X  Fiche  30-4B3,  B3/03/09, 
B3O3 170332 


8303030133    Supplemental    Part    21    Rept    6    re    possible    th ermostat 1 c 
valve    malfunction    fail-safe    to    full     cooling    position    Lower 
overrun  assemblies    in    Robertshaw  valves    on   iJieset    generator 
set*    replaced    u/assemblies    using    cotter    pint 
MORIARTV.J    M         Colt     Industries,     Inc          B3/O4/21         KEPPLER,  J   0 


3,     Office    of    Director 
S3O302Q133 


Region 


1B278   219         34X    Fiche    30-4B3, B3/01/S1. 


8303110427    Part    21    &    deficiency    repts    re   mi saperat i on    of   DS-416   reactor 
trip    undervoltage   devices    Initially    reported    on  S30420 
Attachments,   mill    be   replaced   u/devlces   u/uidened    grooves 
to    accommodate   neu  retaining    rings   Mfg    drawings   revised 
RAHe.GP          Uestlnghouie    Electric    Corp         B3/04/21         DEVOUNQ,  R    C 
Diractor's    Office,    Office    of    Inspection   and   Enforcement        3pp 
1B4O3   O93         24X    Flche    SO-OQO.  B3/04/21 , B30SI 10427 

B 30 5C-3 0-567   Fc-ruards   Daniel    Const   Co    summary    of   relevant   events    ^ 
corrective    actions    re    potential    reportable   deflclenty    in 
testing    of    candidates     for    OC    inspector    certification 
Certificate    of   Svc    encl 

BAXTER, T   A        Sham    Pittman.    Potts   fc    Troubridge        BAXTER,  T  A        Union 
Electric    Co         33/04/39         ROSENTHAt.,  A   6    ,     EDLE8,  Q    J   ,     GQTCHV,  R   L 
Atomic    Safety    and    Licensing    Appeal    Panel         Bpp          IB292    166         S4X 
Fiche    30-1B3,  B3/04/2B,  B303030467 

G30S04043O   Final    Significant    Deficiency    Rept   B3-05   re    OE   AKR    30   b    30 
electrically    operated    low   voltage    circuit    breakers    Initially 
reported    on    H3021 1   Field   rework    plan   mill    be    Issued    to 
effect   necessary    breaker   repairs 

BEIKEN,  S         Standardized    Nuclear   Unit   Power  Plant   System        83/04/38 
KEPPLER. J   G         Region    3.     Office    of    Director         COLLINS, T   T         Region   4, 
Office    of    Director         Bpp          IB319   319         24X   Flche    30-000,83/04/28, 
B309040430 


—8303170237  Responds    to   NRC   B30327    Itr    re   violations   noted    In    IE    Insp 
fltpt    3O-483/BZ-14   Corrective   actions    complete   iitalkdoun 
Performed    on   all    outside   area    blctgs.fuel    bldg   t>    other    flre- 
r»t»J    openings 

SCHNELL. D  F        Union    Electric    Co        B3/O4/27        LITTLE.W  S        Begion  3, 
Office    of    Dtnctor        3pp         1S46&  347        24X    Fiche    30-4B3,  B3/03/09, 
6305170222 

G303O40O34    IE    Info   Notice   B3-30,     "Misapplication    of    Oonorlc   Emergency 
Operating    Procedures    (EDP)    Ouldellnes    "    Svc    list    *ncl 
JORftAN.E:   L        Division    of    Emerg*ncy   PveparBdne**    &   Engineering 
Response    (Post   830103)         B3/03/11  Consolidated    Edison   Co      of   New 

York,      Inc          114pp          1B324    003         SIX    Flehe    3Q-OOO, B3/03/1 1,  8303040034 

830320051Z   Ack    receipt    of   830489    Ur    informing    NRC    of    step*    taken    to 
correct    violations    noted    in    IE    Insp    Rept    30-4S3/B3-03 
MOREL I  US,  C   E        DlvKlon    of   Project   &    Resident    Programs        B3/05/13 
SCHNELL. D    F         Union    Electric    Co          Ip.        IBSli   OBB         S4X 
Flche    SO-483, 83/03/13, 8305200312 

— B30S2O091B  Responds    to  NRC   83O331    Itr    re    violation*    noted    In    IE    Insp 
Rept    3O-4S3/B3-03  Corrective   actions    damaged    Si  milling    matl 
replaced   &   cable    1SB¥0?CA   pulled    out   &   replaced    u/neu   cable 
per    approved    Disposition   23D-9973-E 

SCHNELL,  D  F        Union   Electric    Co        83/04/27        NORELIUS,  C   E 
Division   of   Project    t  Resident   Programs         3pp,        13916,089        24X 
Fleha    30-4B3, 03/03/13,  8303200313 

8303040040    IE    Info   Notice   B3-31,     "Error    In   ADLPIPE  Computer    Program    " 
8vc    lift    encl 

JORDAN, E    L        Division    of   Emergency    Preparedness    I>  Engineering 
Rtipon*e    (Post   830103)        83/03/1?  Consolidated    Edison   Co.     of   Hem 

York.     Inc         I14pp,       13497   009        24X  Flche' 30-OOO,  83/03/19,  B303O40040, 


DOCKET    STN-30-491    CHEROKEE   NUCLEAR   STATION,     UNIT    I 

S      Reportable    occurrences,    LERs   &   related    correspondence 


B30303O374    PNO-I I-B3-O31     on    630429,  Un 1 1    1    cancellation   announced 
Caused    by    louier    than   anticipated    growth    In  customer    demand 
for    power 

IONATONI3,  A    ,     DANCE,  H   C         Region    2,     Office    of    Director         83/04/29 
2pp  1B306    303         31X   Ficho    50-491,83/04/29,8303030371 


DOCKET    30-496    MONTAGUE    NUCLEAR    POWER   STATION,     UNIT    1 

A      Application/construction    stage    documents   t-   correspondence 

B30309O639   Generic   Ltr   33-20    to   all    operating   reactor    licensees   b 
holders    of    CPs    re    Integrated    scheduling    for    implementation 
of   plant   mod*   Svc    li*t   encl 

EIBENHUT, D    B         Division    of    Licensing         83/03/09  Consolidated 

Edison    Co       of    Naui   York,      Inc          16pp          1B637    133         24 X 
Fllhe    30-000-  33/05/09,  830509063? 

F      Security,     medical,    emergency   &   fire    protection   plans 

8303110034  Generic    Ltr    63-21    to   all    licensee*   of    operating    reactors, 
applicants    for   OLs   &   holders    of  CPs    re    clarification   of 
accens    to    control    procedures    for    lain   enforcement   visits 
Svc    1 1st    encl 

EISENHUT,I>  a        Division   of  Licensing        33/03/11  Consolidated 

Edison   Co       of   Neu   York,      Inc          lipp          1Q94O   093         E4X 
Ficho    30-000.  03/03/11,8303110034 


B303040046    TE    Info   Notice   B3-33,     "Nonre.pre*»nt*ti ve    Sampling    of 
Co-ntamlna ted    Oil    "    Svc    list    encl 

JORDAN,  E- L        Division    of    Emergency   Preparedness    &   Engineering 
Responi*     (Past    830103)        83/03/36  Consolidated    Edison   Co      of  Neu 

Yar*.     Ine         114pp         18647  O07        24X   Fiehe    30-OOO, 83/03/26, 83Q304QO4i 
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Inspection    reports:      IE   Bulletins    (- 


Bai2Ofa03B5    IE    InFo   Notice   93-14.     "Deuiatered    Spent     Ion    Erchange   Resin 
Susceptibility    to    Exothermic    Chemical    Reaction    '     Svc     list 
end 

TAYLOR,  J   M         Division    of    Safeguards   J.    Inspection   Programs    (Post 
B3OI03)         B3/03/31  Consolidated    Edison    Co      of    Neu   York.     Inc 

112pp          19303319         24X   Ficfie    SO-000,  83/03/31 ,  821206O3BS 

B303Q4C021     1C    Info   Notice   83-31,      'Defective    Emergency    Use    Respirator    " 
Sue     lilt    end 

JORDAN,  F   L         Division    of   Emergency    Preparedness    t.    Engineering 
Response    (Post   B3O103I         83/04/15  Consolidated    Edison   Co      of    Neu. 

York,     Inc          126pp         1B435    135        24X   Fictie    9Q-000-,  B3/G4/1  3.  8303040091 


"BWR 


ity 'Relief   Valve  Failures 


8303040023    IE    Info   Notice   B3-32, 
3,'C    list    enc  1 

JORDAN,  E   L         Division    of   Emergency    Preparedness    !•   Engineering 
Response    (Post   830103)         83/04/2?  Consolidated    Ellison   Co      of   Nuu 

York.     Inc         112PP         1B303   OB9         21K   Fiche    5O-OOQ, B3/O4/22. B303O40023 


DOCKET    50-497   MONTAGUE    HUCLEAR    POWER    STATION,     UNIT   H 

f\      Application/construction    stage    documents    &   correspondence 

B30SO?Ou59  Generic   Ltr   03-20    to    all    operating    reactor    licenses!   t, 
holders   of    CPs    re    Integrated    scheduling    for    Implementation 
of   plant   mods   Svc    list    encl 

EISENHUT.D   o        Division    Of   Licensing        83/03/O9  Consolidated 

Edison   Co       of    Neu    York,      Inc          16pp          18627    133         24X 
Fiche    SO-000. B3/OS/09,  9305090659 

F      Security,     medical,     emergency    &    fire    protection    plans 

9303110034   Generic    Utr   83-21    to    all    licensees    of    operating   reactors, 
applicants    for   DLs    &    holders    of    CPs   re    clarification   of 
access    to   control    procedures    for    law   enforcement   visits 
Sue     list    encl 

EISENHJT,  D    0        Division    of   Licensing        83/03/11  Consolidated 

Edison   Co       of    New    York,      Inc          16pp          1B340    093         BIX 
Ficha    5O-OOO.  B3/OS/11,  8303110034 


83aac-1002'i    IE    Info   Notice   63-23,     "Inoperable    Containment    Atmosphere 
Sensing    Sgs    "    Svc     list    encl 

JDRDflN;  E   L         Division    of   Emergency    Preparedness    &   Engineering 
Response    (Post   830103)         B3/04/23  Consolidated    Edison   Co      of   Neu 

York,     Inc          U9pp         1039!    291         24V   Fiche    5O-000,  B3/04/25, B303Q40023 

8303340026    IE    Info   Notice   03-24,     "Loose    Parts     In    Secondary    Side    of 
Steam   Generators    at   PWRs    "    Bvc     list    encl 

JORDAN, E  L        Division    of  emergency  Preparedness   &  Engineering 
Response    (Post   830103)         83/04/2B  Consolidated    Edison    Co      of   Hew 

Yort,     Inc         JlSpp         183S2   Ofl"7         24X   Fiche    30-OOO.  93/04/2B,  8303040026 

3303040027    IE    Info   Notice   33-25,     "Standby    Gas    Treatment    Sijs   Heater   High 
Temp    Trip    Set point   Adjustment    "    Svc     list    encl 

JORDAN, E   L         Division    of   Emergency    Preparedness   6   Engineering 
Response    (Post   830103)         B3/04/2B  Consolidated    Edison   Co      of   New 

YorJi.     Inc         lltfpp         1B382    165         24X    fichu    SO-OOO,  83/04/2S,  83030-40027 

9303040028    IE    InFo    Notice   83-2b,     "Failure    of   Safetc|/Re  1  lef    Valve 
Discharge   Line   Vacuum   Dreakers    "    Svc    list    encl 

JORDAN, E   L         Division    of    Emergency    Preparedness    *«   Engineering 
Response    (Post   S301O3)         83/05/03  Consol tdatod    Edison   Co      of    Neu 

Yorl,     Inc         I22pp         1B441    170         24X   Fiche    50-000,83/03/03,8303040020 

8303040030    IE    Info    Notice   93-27.     "Operational    Response    to    Events 
Concerning   Deliberate    Acts    Directed   Against   Plant 
Equipment    "   Svc     list    end 

JORDAN, E   L         Division    of   Emergency    Preparedness   &   Engineering 
Response    (Post  030103)        B3/05/04  Consolidated   Edison   Co      of  Neu 

York,     I'tc         llSpp         1H3B2   282         24X    Fiche    50-000,83/03/04,8303040030 

B303040031    IE   Info   Notice  B3-3B,     "Criteria    for    Protective   Action 
Recommendations    for   General    Emergencies    "    Svc    list    end 
JORDAN, E   L         Division    of   Emergency    Preparedness   !•   Engineering 
Response     (Post   S30103)         83/03/O4  Consolidated    Edison    Co      Df   Neu 

York,     Inc         I 19pp         18441    001         24X   Fiche    SO-000, 83/03/04. 8303040031 

8303040033    IE    Info    Notice   03-29,     "Fuel    Binding    Caused    bg    Fuel    Hack 
Deformation   "    Svc    list    end 

JORDAN, E   L        .Division    of   Emergency    Preparedness    *i   Engineering 
Response     (Post   930103)         B3/05/06  Consolidated   Edison    Co      Of    Neu 

Voik,     Ihi.         HSup         1B523   24B        24X    FluliB    50-OOO,  B3/O3/O6,  0303040033 

B30304D034    IE    Info    Notice   33-30,     "Misapplication    of    Generic    Emergency 
Operating   Procedures    (EOF)    Guidelines    "   Svc    list   end 
JORDANiE   L       Division    of  Emergency   Preparedness   It  Engineerinij 
Hasponse     (Post    83O103)         83/03/11  Consolidated    Edison    Co      of    Neu 

Vork,     Inc         IHpp         IBS24   003        24X   Fiche    50-OOO,  S3/O3/1 1.  Q303O4O034 

6303040040    IE   Info  Notice  93-31.    "Error    in  AOLPIPE  Computer   Program   " 
Svc    I  1st    encl 

JORDAN, E   L       Division    of  Emergency   Preparedness  t,  Eng ineerins 
Response     (Post   S30IQ3J         B3/O3/I9  Consolidated   Edison   Co      of    Mem 

fort,     Inc         U4pP         18697   DO1?        24X   Fiche    3O-OOO,  B3/03/19, 830304O040 

53-03040046    IE   info   Notice  03-33,     "NonreprBsentafci ve  Sampling    of 
Contaminated  Oil    "   Svc    list   encl 

JORDAN, E   L        Division    of   Emergency   Preparedness   a   Engineering 
Response     [Post   830103)         Q3/O5/26  Consol itfated    Edison   to      of    New 

York,     Int        114pP        1B647  00?       24K   Fiche    50-000, 83/Ofl/2ii 830304O046 


Q      Inspection    reports,     IE   Bulletins    &   correspondence 


8SI206Q3B5    IE    InFo   Notice    83-14,     "Deuiatered    Spent    lor,   Etchange    FtBiln 
Susceptibility    to   Exothermic    Chemical    Reaction    "    Svc     list 
end 

TAYLOR,  J  K        Division    of   Safeguards   &    Inspection   Programs    (Past 
030103)        33/03/21  Consolidated    Edison   Co      of   Neu  York,     Inc 

112pp         I830B   319         H4X    Fiche    50-000.03/03/21.0212060305 

B30304O031    IE:    Info   Notice    83-21,     "Defective   Emergency    Us'e   Rasplntor   " 
Svc    list    encl 

JORDAN. E  L         Division    of   Emergence;    Preparedness   b  Engineering 
Response    (Post    B30103)          B3/O4/1S  Consol idatod    Edison   Co       of   N*u 

York,      Inc          126pp          18435    155         24X    Fiche    3O-000,  B3/04/13r  8303Ot002[ 

B303040023    IE    Info   Notice    93-22.     "OUR    Safety/Relief    Valve    Fflilup**    " 
Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness    &  Engineering 
Response    (Post    S30I03)          03/04/29  Consolidated    Edison    Co,     of    Hiu 

York,      Inc          It2pp         183B3   OB9         34X    Fiche    SO-OOQ. 03/04/32.  8303040023 

B3Q304G02S    IE    Info  Notice   83-23-     "Inoperable   Containment   Atmoiphen 
Bensinj   Sys    "   Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness    Si  Engineering 
Response    (Post   830103)         B3/O4/35  Consolidated    Edison   Co      of  Htu 

York,      Inc          119pp          18381    291          H4X    Fiche    5O-OOO,  83/04/23,  8303040033 

B303040026    IE    Info  Notice   83-24.     "Loose    Parts    in    Secondary   Sldt    of 
Steam   Generators   at  PMRs    "   Svc    list    encl 

JO  FID  AN  r  E  L        Division    of   Emergency    Preparedness   &  Engineering 
RBSponse    (Post  830103)         B3/O4/2a  Consolidated   Edison  Co      of  N»u 

York,     Inc          llSpp          I83B3   047         24X    Fiche    3O-000,  S3/04/2B.  B303040026. 

S303040O27    IE    Info   Notite   83-35,     "Standby   Gas    Treatment   8y»   Ht»ttr  Hlgfi 
Temp   Trip    Setpoint  Adjustment    "    Bvc    list    encl 
JDFtDAN, E  L        Division    of   Emergency   Preparedness    &  Engineering 
Response    (Post   8301O3)         B3/O4/28  Consolidated    Edit on  Co      of  Niu 

York,      Inc          HBpp          1838S    163         S4X    Fiche    30-OOO,  B3/04/2B,  83030*0027 

9303040023    IE    Info  Notice   83-26,     "Failure    of   Saf etu/Rel 1 ef  Valve 
Discharge   Line   Vacuum   Breakers    "    Svc    list    encl 
JORDAN.  E  L.       Division    of   Emergency    Preparedness    &  Engineering 
Response    (Post   830103)         83/05/03  Consolidated   Edigon  Co      of   Neu 

York,      Inc          122pp          18441     17O         54X    Fiche    SO-OOO. 83/03/O3,  B303040028 

S303040O30    IE    Info   Notice    83-27.     "Operational    Response    to   Ev*nti 
Concerning    Deliberate   Acts   Directed    Against   Plant 
Equipment    "    Svc    Hat    encl 

JORDAN.E  L        Division    of   Emergency    Preparedness    6  Engineering 
Response    (Post    830103)          83/05/04  Consolidated    Edison   Co      of    Niu 

York,     Inc          H2pp          19382   2B3         24X    Fiche    50-000.83/05/04,8303040030 

B303040031    IE    Info  Notice   B3-38,     "Criteria    for   Protective   Action 
Recommendations    for   General    Emergencies    "    Svc    list    encl 
JORDAN, E  L        Division    of   Emergency   Preparedness    (•  Engineering 
Response    (Poat   830103)         83/05/04  Consolidated   Edison  Co      of  flu 

York,     Inc         1 19pp         IB44I    OO1        24X   Fiche    SO-000,  83/03/04.  B3030i}003l 

B303040033    IE    Info   Notice   83-29,     "Fuel    Binding    Caused    by   Fuel   Rack 
Deformation    "   Svc    list    encl 

JOHDAW,E  L        Division    of   Emergency   Preparedness   J.  Englntsrlnj 
Response    (Post  830103)         83/05/06  Consolidated   Edtion  Co      of  N*u 

York,     Ine          115pp          1H523   240         SIX    Fiche    30-QOO,  83/03/Oi,  8303040033 


8303040034    IE   Info  Notice   83-30.     "Misapplication    of   Generic   Emtrotncy 
Operating    Procedure*    (EOP>    Ouidelines    "   Svc    list    encl 
JORDAN, E  L        Division    of   Emergency   Preparedness   It  Engineering 
Response    (Post   B30103)         03/03/11  Conaol  idate.d   Edison  Co.     of  N«g 

York,     Inc         114pp         18324   O03        S4X   Fiche    30-000.  83/08/1 1.  8303040031 
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B3O3O4004O    IE    Info    Notice    83-31,      "Error     in    ADLPIPE    Computer    Program    " 
Svc     list    end 

JORDAN.  E   L         Division    of    Emergency    Preparedness    'a    Engineering 
Response     (Post    S3O1O3)          B3/03/17  Consolidated    Edison    CD       of    Nem 

VarV,      Inc          114pp          1B697   O09         24X    Flche    SO-QOQ,  B3/03/19,  B30304O04O 

B3O3040Q46    IE    Info   Notice    B3-33,     "Nonreprosentat i ve   Sampling    of 
Contaminated   Oil    "    Svc    list    enc  I 

JORDAN,  E  L        Division   nf   Emergency    Preparedness    ft   Engineering 
Response     (Post    83D1O3)         83/05/26  Consolidated    Edison    Co       of    New 

York.      Inc          114pp          1B617   007         24X    Flche    50-OOO,  B3/O5/26,  B303O40046 


DOCKET    9TN-3O-49S   SOUTH    TEXAS   PROJECT,     UNIT     1 

A      Application/construction    stage    documents   ti   correspondence 

B39S1B-OOO1    Addl    response    to    FOIA    request     For    seven    categories    of 
documents    re    Drouin    &   Root,  Inc    t    South     Teiaa    project    Forwards 
App     B    documents    Documents    also    available     In    PDR    Addl 
documents    undergoing    review 
FELTCN, 0   n         Division    Of    Rules    and    Rocorda         B3/O3/09         LINDEMAN.H   N 

Lowemtein,     Newman,     Reia,     Aielrad    *•    Toll          6pp  1B497    219         24X 

Flche    30-000.83/03/09,8303180001 

— 800S14OH96   Responds    to   BOO41B   memo    re    concreto   voiding    Discusses    statui 
of    problems    &   repairs 

STELLO. V         Office    of    Inspection    t   Enf orcemont,     Office    of     the 
Director         BO/Ofl/23         BRADFORD, P    A         Commissioners         3pp 
18499    139         24X    Fiche    50-000.  B3/03/O9, B3051BQOOI 


—  a3O51HO?36    Submits    schedule    of    Cong  res  ;  i 


H   R    7418,  We 
Related    Info    and 
ftEHM,T   A         Office    of 
80/O7/Q7         STELLO,  V 
the    Director         DAVIS. 
Safeguards, Director 
83051BOQQ1 


hearings    re    uaste    bill 


Sill    H 


the    ttecuti/e    Pnectar    for    Operations 
Offlie     of     Inspection    ',   Enf  orcemen  t.     Office     of 

J         Office    of    Nucleai     Material    Safety    ', 
4po  1B497    159         aix   Fiche    30-000.83/03/09. 


—  83QS1B025Q    Forwards    Chairman     Ahsarne    t,   V   Stello    testimony    prepared     Fc 


Ho 


Subcommittee 


facility 

STELLO,  V         Office    of     Inspectio 

Director          SO/07/25         A  HEAR  ME, 

Commissioners         2pp          1  B499     16 

83031BOOO1 


Oversight    ^    Investigation    hearing    re 


nforcement,     Office    of    the 

G1LINSKY.V    ,     HENORIE,J   H 

4X    fiche    30-000,33/03/09, 


oruiartfa    Part    3    of    Commission    regulations    re    practice 
conduct    of     formal    Jieannga     before    Commission   adjudicator!; 
panels    J.    procedures     fop     initiating    onfcircement    actions 
W/o    cnc 1 

BURNS, S   O         Office     of    the    E.&cutive    Legal    Director         90/03/39 
COFITEZ,  B          Communities    Organiied     For    Public    Service          Ip 
18499   2!B          24X    Fiche    3O-OOO,  83/O3/09,  BHOS180001 


-8305180336    Informs     that    Chairman    has    requested    that    end    Commission 
paper    re    plan    for    resumption     oF    const    he    forwarded    through 
L    D iclui t,  general    counsel 

BTELLO.V         QFfice    of     Inspection    '.    Enfoi  cement.     Office    of    the 
Director          SO/09/1B         DIJICKS^U    O         Office    of    the    Eiecutive    Director 
for    Operations          llpp          1S-191?   231          24X   Fiche    30-000,83/03/09, 
8303160001 


-BO040i70413  Foruarda   MA  Post    article    re-    harassment    of   QC   personnel 
Lack    of    enforcement   action    questioned 

BFIADFORD,P    A         Commissioners          79/lO/tO         STELLO,  v         Office    of 
Inspection   t,   Enforcement,    Office    af    the    Director        2pp         18497   537 
24X    Flche    30-000, B3/03/09,  B3051BOOO1 

-aOOB12O773  Forwards  outlines  of  JF  Ahearne  &  V  Sfcello  propoaeil 
testimony  re  facility  before  House  Subcommittee  on  Oversight 
fe  Investigation 

BTELLO.V        Office    of    Inspection    S<   Enforcement.     Office    of    the 
Director         BO/07/11          AHEARNE, J    r    ,     OILINBHY.  V    ,     HENDRIE. J 
Commissioners         6pp          1S499     163         24X    ficho    30-000,63/03/09. 
03O318OOO1 

-BO10090430  Forwards    draft   Commission    info    paper    re    plan    for    resumption 

of    const  CDmmente    or    concurrences    needed    by    60Q912  W/o   sncl 
TMOnNDUHQ.lt  D        Division    of   Reactor    Construction    Inspection 
BO/O9/11         DENTOM.H  R        Office    of   Nuclear    Raactor    Regulation, 
Director        SHAPAfi, H  K        Office    of    the    Eiecutive   Legal    Director 
STELLO, V        Office    of    Inspection    &  Enforcement,     Office    of    the 
Director         9pp          18199   322         S4X    Flcho    30-000,83/03/09,8305180001 

-8-01O2&0378  Responds    to   Question    1    of   800923  memo    re   Eckhardt   hearing 
Major    Drown   ti  Root   Corp    nuclear    const   work    J»  weld    deficiency 
status    Bummarlied    Licensee   will    complete   visual     Insp    t 
comply    ui/correc t ive   actions    In    end    AWS  Code 

3TELL.O,  V        Office    of    Inspection    b  Enforcement,     Office    of    the 
Director        BO/09/2B        AHEARNE, J   F        Commissioners         3pp 
184.97   S2B         24X    Flche    30-000.  B3/O3/O9.  B3091800O1 

-B010ZBO3B1    Assigns    questions    resulting    from  B00953   Eelhardt    hearing 
AHEAWNE, J   r         Commissioners          BO/O9/23  Office    of    the    Executive 

Director    far   Operations        3pp         1B499    193        24X 
Flche    SO-000, 83/03/09,8303180001 


— 6305180337   Diacuases    Importance    of    NASUAP    decision    re    protection    of 
confidentiality    of     Informers    V    allegers    Dlssanting    opinion 
points    out     cautions     that    should     be    abseiled    In    informing 
allegeri    or     informants 

THOMPSON,  D          Enforcement    >,     Investigation   Staff    (Pre    030201) 
S1/O3/14          GRIER.Q    H         Region     1.     Philadelphia.     Office    Of    the 
Director     (Hl/03/01)          O'REILLY,  J    P         Roolon   3.     Atlanta,     Office    of 
the    Director     <B1/03/O1)          KEPPLER,  J   G         Region    3,     Chicago,     Office 
of    the    Director    (B1/03/O1)  Ip  1849?   344         24X 

Fiche    50-OOO, 63/03/09,3305180001 

&3O5Q906S9  Generic   Ltr    S3-2O   to    all    operating    reactor    licensees   b 
holders    of    CPs    re    Integrated    scheduling    for    implementation 
of    plant  mods    Svc    list    end 

EISENHUT,  D   0          Division    of    Licensing         83/03/09  Consolidated 

Edison    Co       of    Meu   Yor*,     Inc  lipp          18627    133        34X 

Flche    30-000.  63/05/09, S30309O6S9 

B3OS31O177    Forwards     licensing    review    schedule    Submittal    of    first 
comprehensive     update    of    FSAR    scheduled    for   B30701    Review   of 
u-pdated    ISSUDS    requested 

OOLDBERG,J    H         Houston    Lighting    t*    Power    Co         83/09/17         EISENHUT,  D   O 
Division    of    Licensing         6pp  1S&39   037         21X   Fiche    30-490.  B3/03/17, 

0303310177 


F      Security,     medical,     emergency    >-    Fire    protection   plans 


Q305110034   Oc-nerlc    Ltr    33-31    to    alt    licensees    of    operating    reactors, 
applicants    far    OLs    b    holders    of    CPs    re    clarification   of 
accaas    to   control    procedures    for    law   enforcement   visits 
Svc    list   one  I 

EISENHUT.D   0         Division    of   Licensing        B3/03/11  Consolidated 

Edison    Co      of   Meui  Vork,     Inc         16pp         18340  093        24X 
Ftche    30-000.  B3/03/ 1 1, B3051 1OD34 


-a3O3IBOiai    Requests    Info    re    scope    t   significance    of    voids    in    concrete 
at    site   Response    requested    bij    BOO423 

EHADFORD, P    A         Commi nloners.        BO/01/18         DIRCKS,  W   J         Office    of 
the    Eiecutive   Director    for   Operations         Ip         18499    13S        24X 
FUhB    30-000,83/03/09,8303180001 


83O5240213   Forwards    monthly     status    rept    an    offtlte    cmergencij 
preparedness    for   OL    revieuis    for    ftpr    1?S3 

OlflCKS.U  J        Office    of    the   Eiecutive    Director    For   Operations 
83/05/13         PALLADINO,  N    J         Coirrnl  sa  ioners         3pp          18393    333         24X 
Fiche    30-000.  B3/O3/ 13, H30924O2 13 


-B303ISO14S  Advises    that    staff    should    notify   Commission    in   advancn    of 
proposed    actions    re    facility    investigation. per    Commissioner 
Bradford    800418  memo 

CHILK-S  J  Office  of  the  Secretary  of  the  Commission  90/04/38 
DlRCKSiW  J  Office  of  the  Executive  Director  for  Operations  ip 
1949'?  142,  H4X  Fich»  SO-000,  83/03/O9.  B3O51BOO01. 

-83031BO221    Informs    that  NRC   will    be   requested    to    testify    on    first   day 
of   House    SubcommittaB   on  Oversight   &    Investigations    hearings 
tentatively    scheduled    to   begin    on   BOO729   re    const    problem  & 
HRC    investigation   of    facility 

HAMMERER, C        Office    of   Congrausiona J    Affairs         BO/O7/09 
AHEARNE. J,  F    ,    GILINSKYiV   ,    HENDRIE-J   M        Commissioners        Hpp 
18^99    137         24X   Flche    30-000,  83/03/09, 0303160001 


0      Adjudicator^    correspondence 


B30S-020434   Motion    to    compel    Cit  liens    Concerned   About   Nuclear  Power 
answers    to    applicant   B3032B   seventh    set    of    interrogatories  & 
requests    For    production    of    document's    No    response    received 
Certificate    of    Svc    enc 1 

NEWMAN, J  R        Joint   Apo  1  Icants-South    Teias   Project        NEWMAN,  J  R 
Louensteln,     Neiumam     ReiS,     Aielrad    t    Toll         83/04/27  Atomic    Safety 

and    Licensing    Hoard    Panel          3pp  1S2BI    213         24X 

Fiche    30-49B,  03/04/27, B305020134 

B3O90&04'99   Response    to    State    of    TX    atty    general    8304BI    request    for 
eit ens  ion    of    discovery    schedule    For    90   days   Applicants    do 
not    object    to    eitension    for   TX    but    object    to   eilension    for 
other    parties   Certificate    of    Svc    encl 

NEWMAN- J   F)         Joint    Applicants-South    Teiaa   Project         B3/Q9/03 
Atomic    Safety    and   Licensing   Board    Panel        4pp         19318    108        24X 
Fie  he'  30-49B,  B3/O9/03.  B30506O>199 
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3303060274   Order    eitending    time    until    8303^3    for    Commission    to    act    to 
review    630303   Director's    decision 

CHILKrS   J         Office    of    the    Secretary    of    the    Commission         fl3/09/09 
Commissioners         Ip          18345    023         24X   Fiche    50-47B,  83/03/03. 
3303040374 

3303110233  Response    in   opposition   to   Citiitni    Concerned    About   Nuclear 
Power    (CCANP)   8304HO  motion  for   deferral    of    rulings    fc 
extension   of   deadlines   until   B30617  CCANP   has    failed    to    ihoiu 
I  Do  if   cause    tor    requested    deferrals   U/Certif i cate    of   Eve 
NEWMAN.  -J  R        Houston  Lighting    (.  Pouer   Co        NEWMAN.  J  R         Louiens  tein. 
Neiuman.    Rels,    Aielrad   t  Toll        83/03/09  Atomic    Safety    and 

Licensing    Board    Panel         8pj         1S4O7    066         24X   Fifha    3-0-498.  83/03/03, 
8305110223 


—3003300930  Forwards    draft    Investigation   Ropts    30-498/79-19  b 
30-199/79-19  Final    rcvieui    Is    auialtlng    concurrence    by   members 
of    team    located    'round    country   Revlem    la    eipected    to   be 
complete   by   800413   briefing 

STELLOi  V        Office    of    Inspection   &  Enf orcamentr    Office    of    the 
Director         80/04/11         AHEARNE,  J    .     OILINBKY.V    ,     KENNEDY,  K 
Commissioners          I75pp          18498   3O4         84X    Flche    30 -000 ,  03/03/09, 
S3031BOQ01 


— B00609O23S   Responds    to    80O4H1    request    that    IE    intervieui   former    ilti 
QC    Inspectors    Of    69    persons    i  dend  f  led,  S3   contacted 
STELLO.V        Office    of    Inspection   t-   Enforcement,    Office    of    the 
Director         80/03/13         BRADFORD, P    A         Commissioners         3pp 
IB497    149         24X    Fiche    30-OOO,  83/03/O7.  8303180001 


83050'?0m3  Respon*e   opposing   Atty   General    of   TX  830421    motion    for   90- 
day    extension  of   discovery    until    83O725  State  of   TX    failed 
to    take    full   advantage   of   available    discovery  period 
Certificate   of   Svc    end 

PERLIB.R  0       Hearing    Branch   3        03/O3/06  Atomic    Safety    and 

Licensing    Hoard    Panel         Spp         18364    044         34  X  Fie  tie     5Q-49B,  B3/O3/O6, 
B3O3090143 


6004090440  Responds    to   791010  memo    re    enforcement   action   against  Brovn 
&  Root   Enforcement    package    complete   No    enforcement   action 
taken   previously    ilnci    earlier    inept    did    not    substantiate 
•  negations 

BTELLOiV,       Office    of    Inspection   h   Enforcement,    Office    of    the 
Director,       80/03/18        BRADFORD,  P   A        Commissioners        2pp. 
18199    138        24X   Flche    30-000,  B3/03/09,  H3031B0001 


B305110339  Response   opposing    Cltil*n«   Concerned  About    Nuclear    Posuar 
(CCANPt    630420  motion    For   deferral    of  rulings  t   extension 
until    830617  Time    to    replv    to   applicant    interrogator  leu    mag 
ba    extended    until    830332   Certificate    of    Svc    end 
PERLIS.R  0       Hearing    Branch  3        03/O3/IO  Atomic    Safety   and 

Licensing    Board    Panel         6pp         IB4Q6    148         SAX   Flehe    50-49B,  B3/O3/10, 
B303 1 1 0339 


-BOO? 120353  Advises    that   Region   4    should    assume    responsibility    for 
review  &   vorificjtion    of    corrective   actloni    bij    liceniee   ai 
follouup    action   anociated   u/Bouth    Texas    problem* 
Headquarters  will    be    responsible    For   monitoring    revleui. 
THORNOURO,  H  D        Divition    of   Reactor   Construction    Inspection 
80/06/24        SEVFRIT.K  V        Region   4.    Dallas.    Office    of    the   DIrtttor 
3pp          1B499   219.        H4X    Fichf  30-000,  B3/03/09.  B303180001. 


B30-5I30045  Memorandum  t.  order   ruling    on  Cltileni   Concerned    About 
Nuclear   Pouier  B304EO   motion*   Extensions    granted    until 
83OB31    to   respond    to    various    filings 

BECHHOEFER,  C       Atomic   Saf»ti|   and   Licensing   Board    Panel         83/03/11 
Citinns  Concerned  About  Nuclear  Pouier,     Inc        4pp         1S436  339        24 X 
Fiche    30-493,03/03/11,8305130015 

8305200911   Memorandum  &  order   granting   Attij  Qener»l    at   State    of    TX 
B3O421    motion   for   eitenilan   of   discovery    deadline    until    70 
day*    from  svc   of   order  Effective   participation   by    State    in 
rasoluti.on   of  duadrex   Rept    issues   warrants  addl    time, 
BECHHOEFER,  C       Atomii    Safety   and   Licensing   Board    Panel         03/O3/1B 
Teras.     Slate    of        3pp        18516   103       24X   Fiche    30-493,83/05/18. 
8309200911 

B3QS260176  Order   eltending    time   until   803930  for  Comml  is  i  an    ta    «ct    to 
revieu   830303  Director's   decision 

CHILK,  S   J       Office   of    the  Secretary    at    the   Commission.       B3/O3/33 
Coninligloners         Ip         18999    571         34 X    Fichu    30-493.33/03/23, 
B303260176 

8303310019  Order   extending    (line   until    830606   for  Comint  i  si  on    to    act    to 
revleui  B 303 03  Dirtctor'i   deciiian 

CHILK.S   J       Office   of    the   Secretary    of    the  Commission         FJ3/03/27 
Commissioners        Ip        1B633  22O        f>4X  Ficht   30-498.  B3/O3/27i 
S303310013 


K      Utility   Final  Safety  Analysis   Report    CFSAR)    &  amends 


8303330036  Foruarff*  Amend  31    to  FBAR  Amend    rtlects    changes    to  HVAC 
rfes  ign 

OOLDBEHO.J  H  Hnuiton  Lighting  &  Power  Co  83/03/20  DEN  ION,  H 
Office  of  Nuclear  Reactor  Rftgulatlom  Director  Spp  18371  1&8 
24 X  Flche  30-498.  B3/0-3/20i  0303230036 


—  B30S230QS6  Am«nd   31    to  FSAR 

OOLOBERG.J   H        Houston   Liohtino    tt   Pouer   Co         83/03/2O. 
1S371     171         24*   Flche   30-498,83/03/20,8303330036 


221pp 


— 8103230385   Summarizes    events    re   810317    telcon   u/L  Slnkln   concerning 
allegations   at    facility    Improper    alteration   of    documentii 
removal    of    documents    to    prevent   NRC    Imp    d    intimidation   of 
Broun   V  Root   personnel    have   been   alleged 

WILBER,H  A        Reactor   Projects    Section!    (Regions   2,4   !<  3), 
81/03/17        SEVFRIT.K.V        Region   4.     Dallas.    Office    of    th«   Director. 
2pp          1B499   242         B4X    Flche    30-OOO,  83/O3/O9, 83031SOOOI 

— B3031BOQ64   Respond*    to   Qossicli    request    to   reply    to    Inquiry   ri  adequacy 
of    QA/QC    program  Liceniee    continuing    to    look    for   addl    void) 
d    Is    evaluating    possible    alternate    designs    for   reinforcing 
steel    fc   liner    stfffeners 

BTELLO,  V        Office    of    Inspection   (<  Enforcement,    Offics   of   the 
Director        77/07/31        KENNEDY,  R   T,       Commissioners        3pp 
1B497' 234         24X    Flche.  3O-000,  83/03/09.  8309180001 

— B30S180073  Responds    to   Commissioner    Bradford    791019    Inquiry   re 
newspaper   article    concerning    facility    Imps      "Surprise    insp" 
announced    IE    Insp    of    facility    QA   program  Allegations    re 
beating    of   QC    Inspector    could    not   be    substantiated 
KUBACEK. W  0        Region   4,    Dallas,    Office    of    the    Director        7?/10/?t 
REINMUTH,  0  N        Division    of   Rtactor   Construction    Inspection.      Spp, 
18497   839        24X  Fiche    30-000,83/03/09,8309180001 

— 8303180083   Requests    that   responses    to   Comml s* loner    Bradford    inqulrin 
re    neuspapar   article    concerning    facility    insps    be    revised    to 
accommodate    listed    comments    by    Barber /Thompson 
REINMUTH.  G  W        Division    of   Reactor   Construction    Inspection. 
79/11/02        SEIDLE,  H,  C        Region   4.    Dallas,    Reactor  Construction  t 
Engineering   Support    Branch        2pp         18477  E41,       24X 
Flche    30-000, 83/03/07,  83091B0001 

— B3091B0094  Discusses   recommindations    for    further    IE    investigation  tc 
Insp    efforts    at    facilities   Expanded    &   comprehensive    Imp 
program   should    be    immediately    initiated   ti   maintained    until 
confidence    established   Related    Info    enc  1 

HAVES,  D  H        Region   3,    Chicago,    Office    of    th»   Director        BO/ 03/11, 
THORNBURQ.H  D,       Division    of   Reactor    Construction    Inspection 
42IjJp         18477  243        E4X   Fiche    90-000,83/03/07,8303130001, 


Q      Inspection   reports,     IE  Bulletins  &  correspondence 

S3031800O!    Addl    response   to  FOIA  request    for   seven  categories    of 
documents   re    Broun  *  Root,  Inc  &  South    Texat   project    Forwards 
App    8   documents   Documents  alio  available    in  PDR  Addl 
document*   undergoing   revi*u 
FEtTON.J  M        Division   of  Rules   and   Records        83/03/07        LINDEMAN,M  N 

LouenttOln,    NebFmam    Rels,    Aielrad  U  Toll        fipp         19477-219        34X 
FI  Che:  30-000.  B3/03/07.  B 30518 0001 

— 79OB080O36  Foruards  matl   r«   allegations  of   harassment  l<    Intimidation 
per   7903S4   request 

THOMPSONiD       Executive  Officer    for  Operations  Support,       79/Oi/12 
FORTUNA.fi  A       Office   of    Inspector  (.  Auditor        BOB.        18497   196        24X 
Fiche    90-000,83/03/09,8303180001 


-B3031B0137  Foruards    inforcement   package    Including    enforcement  notlcd 
draft   press   releasei  forwarding    Itr-inotice    of   violation, 
proposed    Imposition    of    civil    penalty   &   shoiu   cause    order. 
H/o    enc  Is 

8TELLO,  V.       Office    of    Inspection   tc  Enforcement,    Office   of   the 
Director        80/04/38        AHEAfiNE,  J,  F   ,    OILINOKV.  V,  ,    KENNEDY,  R  T 
Commissioners         Ip         18497    143        24X  Fiehe.  30-000,03/03/09, 
B30318O001. 

-B30S180167   Informs    that   Commission   concensus    not    In    favor   of 
recommendations    contained    in   800418  memo   re    facility 
investigation. Modified    version    of   Suggestion    1    further 
modified    by   Commissioner   Kennedy   Responses    encl,M/o   *ncl*. 
CHILKiB  J        Office    of    the   Secretary    "f    the   Commission,       80/04/29, 
BRADFORD,  P  A.       Commissioners,       if         18479-144,       24X 
Fiche   30-000,83/03/07,8303180001 


-8303180173  Recommends    that    IE  address   Ofc    of    Oeneral    Counsel   Question! 
1-7    prior    to    enforcement    action    IE   uill    take,    action   on 
800301 

BRADFORD,  P   A        Commi  ss  loners        80/04/30.       AHEARNE,  J.  F. 
Commissioners         Ip         18499; 149        24X   Fiche- 50-000, 83/03/09, 
B30S1BOO01. 
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-B3Q31B0181    Discusses   results    of    follouup    Inquires    by    Reoion    IV   re 
terminated    Broum   &  Rootilnc    OC    civil    engineer    inspectors 
SEVFRIT.H.   V         Region    4,     Dallas,     Office    of    the    Director         8Q/04/3O 
DEVOUNO.fi  C        Office    of    Inspection  t,   Enforcement,     Office    of    the 
Oil-actor         2pp          18499    116         24X    Fichu    30-OQQ,  83/03/09,  8303100001 


8303170213   Forwards    IE     Inap    Repts    30-490/B3-06   t,    50-499/83-06   during 
Mar    1903   No    TVoncomp  1 I  anc  e     noted 

MADSEN,G   L         Region    4,     Office    of    Director         93/OS/O4         QPflEA,  G   W 
Houston   Lighting    b    Power    Co         2pp          10467   001         S4X 
FUhff    30-498,83/03/04,8303170212 


-83O3180189    Inform*    that   Comml  ssioners    have    not    supported    request    to 
ask    IE    to    address    Ofc    of    General    Counsel    Questions    1-7   prior 
to    time    of   enforcement   action 

CHILK.B  J        Office    of    the    Secretary    of    the    Commission        BO/05/02 
BRADFORD,  P    A         Comml it  loner*          tp          18499    1 4B         24X 
Fi«h«    SO-000, 83/03/09,  B3031B0001 


—  B3O3I70224    IE    Insp    Ropts     30-49S/B3-O6   I.    30-497/03-O6    during    Map    19B3 
No    none  amp  1 i ance    noted    Major    areas     inspected    storage    6 
malnt   of    equipment,  IE    bulletins  &   not  ices,  const   deficiency 
rep  ts,  e  lee  tr  ical    sij  s  ,  •  true  tural    concrete   t,  QA/QC    procedures 
HILL,U   H    ,     GROSSMAN,  W   A         Region    4,     Office    of    Director         S3/O3/D3 
18pp          1B-467   003         24X    Fiche    50-490,03/09/04,0303170212 


— &3QMB0202    Informs    of    neu  allegations    concerning    possible    intimidation 
of   QC    inspector*    received    while    preparing    response    to    791010 
memo    Investigation   uill    be    conducted    to    verify    facts 
Appropriate    enforcement   action  ml  1 1    be    taken 

STEtLO.V        Office    of    Inspection   &  Enf  orcome-nt,     Office    of    the 
Director         03/03/09         BRADFORD, P    A         Commissioners          tp 
184i?9    132         24X    FichB    30-OOO,  83/03/09,  B3031  B0001 

— 8309160211    Responds    to   791010    memo    re    newspaper    article   concerning 
facility   &   o_uestlon   related    to    enforcement    action    following 
Region    IV    Investigation    of    alleged    beating    of    Brown    If   Root 
QC    inspector   Allegation   could    not    be    substantiated 
STELLO,  V        Office    of    Inspection   &  Enforcement,     Office    of    the 
Director         S3/03/09         BRADFORD, P    A         C ommia I  loner s         Bpp 
1S4<?9    133         24X   Fiche    50-OOO, 83/03/09,  B3091 BOOOi 

— 83O91&0276  Forwards    draft   Commission    info    paper    intended    for 
presentation   during    uk    of   8O0414   re    Investigation    &   proposed 
enforcement   action   Comments    needed    by    B004O9 
THQRNBURQ'H  D        Division    of    Reactor    Construction    Inspection 
HO/O4/03        DENTON.H  R        Office    of   Nuclear   Reactor    Regulation, 
Director        BHAPAR, H  K        Office    of    the    Executive   Legal    Director 
BTELLO,  V        office    of    Inspection   b  Enforcement.     Office    of    the 
Director         tlpp         18499  204        24X   Fiche    50-000,  03/03/09,  83OS1800O1 


8303040033    IE    Info   Notice    83-29,     "Fuel    Binding    Caused    bij    Fuel    Rack 
Deformation    "    Svc    list    enc 1 

JORDAN, E   1_         Division     of    Emergency    Preparedness    (•   Engineering 
Response    (Post   0301O3)         B3/05/O6  Consolidated    Edison  Co      of   NEIU 

York,      lie  113pp          1B523    24B         24X   Fiche    50-000,83/03/06,8303040033 

83O-3040034    IE    Info  Notice    B3-30,     "Misapplication    of  Generic    Emergency 
Operating    Procedures    (EOF)    Guidelines    "    3vc    list    encl 
JORDAN, E  L         Division    of    emergency   Preparedness   >r  Engineering 
Response    (Post    030103)          S3/O5/11  Consolidated    Edtion   Co       of    Neu 

York,      Inc  Hipp          10324    003        24X   Fiche    30-000,83/09/11,8303040034 

6303040040    IE    Info   Notice   83-31.     "Error    in   ADLPIPE  Computer  Program    " 
Svc    list   enc 1 

JORDAN, E  L        Division    of    Emergency   Preparedness   &  Engineering 
Response    (Post    B30IO3)          B3/03/19  Consolidated    Edison   Co       of   New 

York,      Inc  Hipp          1B697    009         24X    Fiche    50-000,03/0-3/19,9303040040 

B3O304QO46   IE    Info  Notice    83-33,     "Nonrepresentat ive   Sampling    of 
Contaminated    ai!    "    Svc    list    encl 

JORDAN. E  L         Division    of   Emergency   Preparedness   I/  Engineering 
Response    (Pn-Et    830103)         63/03/26  Consolidated    Edison  Co      of  Neu 

Vo-rV,      Inc  114pp          16647    OO7         24X    FichE    30-000, 03/05/26,  B30304OO46 


B312O603B3    IE    Info  Notice   83-14,     "Detiiatered    Spent    Ion    Eichange    Resin 
Susceptibility    to  Etothermlc    Chemical    Reaction    "    Svc    list 
enc  1 

TAYLOR,  J  M        Division    of   0afeguards   tt    Inspection    Program*    (Past 
S3O1O3)        83/03/21  Consolidated   Edison   Co      of   Nflin  York,     Inc 

112pp.       1830B.319,       B4X   Fiche    SO-OOO,  83/O3/21  ,  B2120A03B3 

3303040021    IE    Info   Notice   83-21,     "Defective    Emergency    Use   Respirator    " 
Svc    Hit    encl 

JORDAN,  E  L        Division   of   Emergency    Preparedness    i  Engineering 
Reiponte    <Po>t   830103)        83/04/13  Consolidated    Edison   Co      of    Neu 

York,      Inc          126pp          18433    133         24  X    Fiche    30-000,83/04/13,8393040021 

83030-40023   IE    Info   Notice   83-22,     "BUR  Baf  ety/Re  1  i  ef   Valve   Failures    " 
Svc    lilt   end 

JORDAN*  E  L        Division   of   Emergency    Preparedness    It  Engineering 
R«iponi*    (Pott   630  I  03).       83/04/22  Consolidated    Ediion   Co      of   Neu 

York,     Inc         Il2pp         1  8383  089        24X   Fiche    OO-OOO,  03/04/88,  B3O3040033 

&3O304O039    IE   Info  Notice   83-23,     "Inoperable   Containment   Atmosphere 
Sensing    84*    "   Svc    list    encl 

JORDANi  E  L        Division    of   Emergency   Preparedness    &  Engineering 
Retpome    (Post   830103)         03/D4/Z5  Consolidated    Edison   Co      of   N*u 

York,     Inc         119pp         183B1    291         24  X   Fiche    SO-000.  B3/O4/23,  0303040023 

63030  40O26   IE    Info   Notice    B3-24,     "Loose   Parti    in   Secondary    Bide    of 
Steam   Oenerators    at    PWRi    "    Svc    list    encl 

JORDAN.E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   8301O3),       03/O4/28  Consolidated   Edison   Co      of    Niu 

York,      Inc          llSpp          1B3B2   047         24  X   Fiche    SO-000.  B3/04/2S,  0303040036 

B3O3O4DOS7    IE    Info   Notict    Q3-25,     "Standby   Gas    Treatment   Sys    Heater   High 
Temp    Trip    Setpolnt   Adjustment    "    Svc    list    encl. 
JORDAN.  E  L        Division   of   Emergency    Preparedness    &  Engineering 
R*«poni«    (Pott   830103).       B3/04/2B  Consolidated    Edison   Co      of   New 

York,      Inc          IlBpp,        18382    163         24X    Fiche    30-OOO,  B3/04/2B,  B3O3040027, 

Eia03O400SB   IE    Info   Notice   83-26,     "Failure    of   Safety/Relief  Vulva 
Discharge   Line   Vacuum  Breakers    "   Svc    Hit    end 
JORDAN.  E  L        Division   of   Emergency   Prepai-ednisi    %  Engineering 
Reeponee    (Poet   830103)         03/O9/O3  Consolidated   Edison    Co      of    Neu 

Yorfci      Inc          122pp          18441     170         24X    Fiche    30-000,  83/05/03,  B30304O02B 

B3O304O030    IE    Info   Notice   83-37,     "Operational    Response    to   Events 
Concerning    Deliberate   Acts   Directed    Against  Plant 
Equipment    "    Svc    Htt    encl 

JORDANi-  E  L        Division   of   Emergency    Preparedness    &   Engineering 
Response    (Post   830  1O3)        83/05/O4  Cotiiol  icfated    Edison   Co      of   Neu 

York,      Inc          liapp          183B2   282         24  X    Fiche-  30-000,  B3/08/04,  830304O030, 


8      fleportable    occurrences,     LERs   t,   related    correspondence 


8303040031    IE   Info   Notice   83-38.     "Criteria    for   Protective   Action 
Recommendations    for   Oeneral    Emergencies    "    Sve    Hit    end 
JORDAN,  E,  L        Division   of   Emergency    Preparedness   &   Engineering 
Response    (Post   83D103)         B3/03/O4  Consolidated    Editon   Co      of   New 

York,     Inc         119pp         18441001         24X   Ficho'  30-OOO.  83/O3/04,  8303040031 


AddJ    response    to   FOIA  request    for    seven   categories    of 
documents    re    Brown   &   Root,  Inc    Si  South    Tetas    project  Foriuards 
A;pp    S    documents   Document*    also  available    in  PDR  Add! 
documents    undergoing    review 
FELTON,  J  H         Division    of   Rules   and   Records        83/03/O9        LIWDE(1AN,H  N 

Lowensteln,     Neuman,     Reli.    Aielrad   b  Toll        fipp        18497  219        24X 
Fiehe     SO-OOO.  B3/O3/O9.  83OS  180001 

—  79091B0214    Request*    views    ra    adequacy    of  QA/OC    program    in    light   of 
PNO-79-179,     "Vnids    In   Reactor   Containment   Wall    " 

KENNEDY.  R    T.        Commi«  sioners         79/O6/2S        OOBSICK,  L   V         Office    Off 
the    Executive   Director    for  Operations        lp        10497  333        24X 
Fiche    50-000,83/03/09,  B3O3180001 

8303110427  Part   SI   &  deficiency   repts    re   mlsoperation   of    DS-416  reactor 
trip    undervcil  tage    devices    Initially    reported    on   83D420 
Attachments    ul  1  1    be    replaced   u/devlces   w/ioidened    grooves 
to    accommodate    neu  retaining   rings   Mfg    drawings    revised 
RAHE.E   P        Vlesttnghouse    Electric    Corp        B3/O4/21        DEYOUNO,  R  C 
Director's    Office,    Office    of    Inspection   and    Enforcement        3pp 
1B40S    093         3AX    Fiche    30-000,03/04/21,8303110427 

B309O60436  Final    deficiency    rapt    re    incorrect  motor   operator   ueighte 
used    in   strevs    analyses    of    valves   supplied   by   Anchor   Darling 
Valve    Co,  Inl  tldlltj    reported    an   B  206  2  9  Stress   analysis    for 
valve   J1S-113   will    be   rep-erformed    using    actual   weight 
OPREA.  0  W        Houston    Lighting    tc  Pouer   Co        S3/04/27        CCLLINS,  J   T, 
Region    4,    Office   of    Director        4pp         18331'  136        SIX 
FKhe     30-49S,  B3/04/27r  B3OSOi0436 

B3O3170S1O  Sixth    interim   deficiency   rept   re   nonconf  arming    uelds    In 
vendor    fabricated   Category    t    structural    steel    Initially 
reported    on   81O10B  Revie-ui  {<    evaluation   program   In   progrts* 
Next   rapt   ulll    be    submitted    by   Sept    1903 

OPREA.  O  U        Houston   LlgKtlng    &  Pouer   Co        83/03/10        COLLINS,  J   T 
Region    4,    OPflce   of    Director-        3p<)        10470  019        24X 
Flthe;  30-49B,  B3/03/1O,  B3O3170310 

8309S4033A  Part    21    ript    re    bolting    parts    for   A5ME    III   NF   Class    1    pipe 
supports    on   rigid    struts    or    pipe    clamps    for    struts    or 
enubbers    Initially    reported    on   030913  Bolting   parts   greater 
than  S-lnch    size   not    »i»min&d 

HOVI.L        NFS    Industrial,     Inc        03/03/16        DEYOUNO,  R   C        Director's 
Office,    Office    of    Inspection   and    Enforcement        lp        18974  O01        S4X 
Fich*    aO-OOO,  83/OS/16,  B303E40336 

B3O323O4  16   Interim   deficiency    rept    re    voltage   regulation    problem    for 
large    motors    on   480-volt   Class    IE    load    ctrs    Initially 
reported    on   B304I9.  Bech  te/1    evaluating    corrective   actions, 
Next   rept   ulll    bi    submitted    by   830630 

OPREA.O  W        Houston   Lighting    b  Pouer   Co        83/09/18        CdLLINS.J   T 
Region    4,    Office    of    Director        3pp        13533,233        24X 
Fiche:  30-498,  83/03/18.  B30S230416 
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8305230523   Final    deficiency    rept    re   Westinghouae    reactor    trip 
s.tiiitchgear    undervo  1  tage   attachments   u/desijn    discrepancy 
Initially    reported    on   B3O422    Attachments    replaced    Mfg 
drawings  &   OC    procedures    modified   Also   reported    per    Part  SI 
OPREA,  0   W         Houston    Lighting    &   Power    Co         83/O3/JB          COLLINSi  J   T 
Region   4.     Office    of    Director          4pp         1S336   319         24X 
Flche    50-4VB,  63/03/1B,  830523D525 

T      Hearing    transcript*   on   non-antitrust  natters 

B3031B0001   Addl    response    to    FOIA   request    for    seven   categories    of 

documents  re  Broun    (e  Root,  Inc    &   South    Teiaa  project    Forward* 

Ap-p    B    documents    Documents    also    available    in  PDR    Addl 
documents   undergoing   review 

FELTGN.  J   M         Division   of    Rule-s     and    Records  83/03/O9         LINDEMAN,  H   N 

Louenstein,    Newman,     Rels,     Aielrad    &   Toll  6pp  1849*7   219         H4X 

Fiche    30-000,83/03/09.8305180001 

— 8303180254   Statement   of  Jf    Aho-arne    to  House   Subcommittee   on   Oversight   tr 
Investigations   Pp    1-3 

AHEARNEpJ   F         Commissioners          BO/O7/29         6pp          18499    171          S4X 
Fiche    SO-000,  83/03/09,  8303180001 


— 9303180145  Advises    that    staff    should    notify    Commission    In  advance   of 
proposed    actions    re    facility    investlflati on, per   Commissioner 
Bradford   800418  memo 

CHILK,  5  J  Office  of  the  Secretary  of  the  Commission  BO/O4/SB 
0IRCKS,W  J  Office  of  the  E»ecutive  Director  for  Operations.  1; 
1S499  142  24X  Fiehe  30-000,63/03/09,0303180001 

-- -B30S1B0221    Informs    that    NRC    will    be    requested    to    testify    on   firit   di|f 
of  House    Subcommittee    on  Oversight    ft    Investigations    hearing* 
tentatively    scheduled    to    bogin   on  80O729   re    const    problem  tc 
NRC    investigation    (if    facility 

HAMMERER, C        Office    of   Congressional    Affairs        BO/O7/09 
AHEARNE.J   F    ,     GILINBKY,  V    ,     HENDRIE,  J   M         Commissioners         Spp 
19479    1D7         24X    Flche    3O-000, 83/O3/09, 83031SOOQ1 

— 8303180336   Submits    schedule    of   Congressional    hearings    r*  wist*    bill 
H   R    7410. Host    Valley    Bill    H   R    6863   &   South    Teiafl    project 
Related    Info   and 

HEHM.T  A        Office    of    the   Executive    Director    for    Operations 
eO/07/07        5TELLO,V        Office    of    Inspection   &  Enforcement,    Offlei  of 
the   Director        DAVIS, J        Office    of   Nuclear  Material   safety  & 
Safeguards,  Director         4pp          18499    139         24 X   Fichu    90-000,83/03/09. 
3303100001 


-8303180257  Statement   of  V  Sfcallo    before  House    Sub*  omrni  ttee    on   Oversight 
t.    Investigations    S00739   hearing   Pp    1-13 

STELLO. v       Office-   of    Inspection  f<  Enforcement,    Office   of    the 
Director         BO/07/29         le>pp  1B499    177         24X   Fichcr  30-000,  03/03/09, 

630318000! 


—  83031BO230  Foruiards    Chairman   Ahearne   &  V   Stella    testimony   prepared   for 
House  Subcommittee    on   Overiight   t    Investigation    hearing   r* 
facility 

STELLD,  V  Office  of  Inspection  &  Enforcement,  Office  of  the 
Director  SO/07/S5  AHEAHNE,  J  F  ,  OILINgKY,  V,  HENORIE,  J  M 
Commissioners  2pp  1B499  169  21X  Fiche-  30-000.  83/03/09i 
8303180001 


DOCKET   STN-3Q-499   SOUTH   TEXA9    PHQJECT,     UNIT   3 

A     App  1  [cation/construction    stage    documents    t  correspondence 

8305180001   Addl    response    to  FOIA   request   for    seven    categories    of 

documents   re  Broun  &  Root.  Inc    &   South    Tuia-9  project   Forwards 

App   B    documents   Documents   also    available    in  PDR    Adcfl 
documents   undergoing   revleu 

FELTOMiJ   M         Division    of   Rules    and    Records  B3/03/09         LINDErTAN.H   M 

Lctuansteln,    Neuiman.     ReiSi     AielcaiJ   t   Toll  ifip          1B1?7;219         24X 
Fiche    30-000,83/03/09.8303180001 

—  80o31flOa?6  Responds    to  B0041B  memo   re   concrete    voiding    Piscu*«e»   status 

of   probtems  &  repairs 

STEU.Q.V       Office    of    Inspection  &  Enforcement,    Office    of    the 
Director         BO/O4/23         BRADFORD,  PA        Commiss  lcm*rs          3pp 
10499    139        24X   FUhe    30-OOO,  S3/03/09,  B3031300O1 

—  800A090443  Forwards    UA  Post    article   re   harassment    of   OC    personnel 

L-aci   of    enforcement  action    questioned 

BRADFORD.!3  A        Commissioners         79/10/10        STELLO,  V        Offl<»    of 
Inspection  t,   Enforcement.    Office   of    the   Director         2pp         19497  237 
24X   Fiche    30-000,  83/03/0-?,  8303180001 

—  BOOS  120773  Forwards    outlines    of    JF  Ahearne    t>  V  Stallo    proposed 

testimony    re    facility   before  House  Subcommittee    on    Oversight 

&    Investigation 

STELLO,V       Office    of    Inspection   '•Enforcement-    QffUa    of    the 

Director         90/07/1  1         AHEARNE,  J   F   ,     GIL!N3KV.  V    .     HEMDR  IE,  J 

Commissioners         6p  p         18479    1&3         34X   Fiche    30-OOO,  83/03/09, 

830S18000I 

—  BO'10090'150  Foriuards    draft  Commission   info   paper    re    plan    *or    resumption 

of   const  Comments    or    concurrences  needed   by   800913   H/o    end 
THORMBURO.HD         Division    of    Reactor    Construction     Inspection. 
80/07/11        DENTGN.H  R       Offlc*    of  Nuclear   Reactor   Regulation 
Director        SHAPAR,  H  K       Office    of    the   Executive    Legal    Director 
3TELLO.V       Office   of    Inspection   «<  Enforcement,    Office    of    the 
Director         9pp         1B499   222         24X   Ficha    30-OOO.  83/O3/O7,  S3O51B0001 

—3010260579  Respond*    to  Question    4    of  B00923  memo    r*    Eckhjrdt    hearing 
Msjor   Broun  t<  Root    Corp    nuclear    const  work  it  wold    deficiency 
status    summarlied   Licensee    ulll    complete  visual    insp    d 
coinplv  y/currectlve  actions    In    end   A  US  Coda 

STELLD.V       Office   of    Insptction    fc  Enforcement,    Office    c-f    the 
Director        BO/09  /BS       AHEARNE,  J   F       Commlss  loners.       3pp, 
1B497.22B       24X  Fich*   30-DOO,  B3/03/09,  83031BQOQ1 

—  8010260381   Assigns   queitions    resulting    from  800923  Eckhai-dt   hearing 

AHEARNE.J  F       Contml  itloners         80/09/23  Office   of    the  Executive 

Director    for  Operations        3pp          18499    193        24X 
Fiehi    SO'OOO,  83/03/09,  8303JBOO01. 


Requests    Info  re    scope   &  sijnlflcance    of   voids    In   concrett 
at    site   Response   requested    by    SOO423 

BRADFQRD.P    A        Commissioners.        BO/Ofl/ia         DIRCHS,  M   •J         Office     of 
the  Eiecutlve   Director   fop   Operations        Ip        1B499    13B        24X 
FUhe    30-000,  03/03/07.  B303IBOOOI 


—  8305130313  Forwards   Part   S   of   Commission   regulations    re   prictlce    in 

conduct    of    formal    hearings    before   Commission   adjudicatorv 

panels   h   procedures    for    initiating    enforcement   action* 

W/o  encl 

BURNS,  S  0        Office    of    the   Executive   Legal    Director        PO/09/29 

CORTEZj  B        Communities   Organized    for   Public    Service        Ip 

18499   SIB         24X   Fiche    SO-000.  83/03/O9,  B30S180001 

—  8303180326   Informs    that    Chairman   has    requested    that   end    Comnli-slon 

paper    re    plan    for   resumption    of    const    be    forwarded    through 

L   Die  kuit,  general    counsel, 

STELLO,  V        Office    of    Inspection   fc  Enf  oreementi    Office   of   the 

Director        SO/O9/1B        DIRCKB,  M  J.       Office    of    th»   Eiaeutlve  Dlrtctar 

for  Operations         Upp.       18499  231        34X   Fiche    30-000,03/03/09. 

83031S0001 

—  830S180337  Discusses    importance    of   NASLAP    decision    re   prottction    of 

confidentiality    of    Informers   &  allegirs    Dinsenttng    opinion 
points    out   cautions    that    should    be    observed    in    informing 
allegers    or    informants 

THOMPSON.  D        Enforcement   b    Investigation   Stiff    (Pre  820201) 
81/03/14        DRIER,  B   H        Region    1,    Philadelphia,    Office   of   the 
Director    (B1/O3/01)        Q'REILLV.J.P        Region   2.    Atlanta,    Office-    of 
the   Director    (91/03/01),       KEPPLER,  J  0        Region   3i    Chicago,    OfFicf 
of    tha   Director    (81/03/01)         Ip         1B499<244        24X 
Flche    30-000,83/03/09,  8305180001 

8303090639  Generic    Ltr   83-20    to   all    operating    reactor    licinitei  fc 
holder*    of   CPs    rt    Integrated    scheduling    for    Implementation 
of   plant   mods    Svc    list    encl 

EISENHUT.D  O        Division    of   Licensing        33/09/09  Contfllidittit 

Edison  Co      of    Mew   York.     Inc         l&pp         18627'  133        24X 
Fiche   30-000,03/03/09,8303090639 

B30531O177  Foruiards    licenfing    revieu   schedule    Submlttal    of    first 
comprehensive    update   of   F3AR    scheduled    for   830701,  Review  of 
updated    issue*    requested- 

OOLDBERO.J  H        Houston   Lighting   fc  Power   Co        63/03/17.       EI8ENHUTiD,  0 
Division    of  Licensing        &pp         1B639  037.       24X   Fiche    30-496,83/09/17. 
830S310177 

F      Secu-rltHj,    medical,     emergency   ti    fire   protection   plans 

8303110034   Generic   Ltr   83-21    to   all    licensees    of    operating   riactors, 
applicants    for    OLs    d  holders,    of   Cpi   re    clarification   of 
access    to    control    procedures    for    laui  enforcement    visits, 
Svc    list    encl 

EISENHUT.  D  O        Division    of   Licensing        83/03/11  Consolidated 

Ed  lion  CD      of   Neui   York,     Inc         16pp,       1B340  095,       24X 
Fiche    30-000.  B3/OS/11,  830^110034 

0      Adjudlcatory    correspondence 

8303020434    Hot  Ion    to   compel    Clttiens   Concerned    About   Nuclear   Power 
answers    to   applicant  830328    seventh    set    of    interrogatories   fc 
requests    for   production    of    documents    No   response   received. 
Certificate    of    8V  t    encl, 

NEWMAN,  J  R        Joint    Applicants-South    Te>as   Project        NEWMAN,  J,R 
Louieneteln,    Neuman<    R«it.    Axelrad    ttTcll,       83/04/27  Atomic  Safitv 

and  Licensing    Board    Panel         Spp         18281-S13        24  X 
Flche-  30-498.  B3/04/R7,  B3030S0434 
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8303060499  Response    to  State    of   TX   atty    general    B3O-421    i-aquost    For 
•ttenilon    of   discovery    schedule    for   9O   day?   Applicants    do 
not   object    to    ei  tent  ion    for   TX    but    object    to    B  <  tens  ion    tar 
other    parties   Certificate    of   Svc    encl 

NEWMAN, J   K         Joint    Applicants-South    Teias    Project          H3/O3/O3 
Atomic    Bafoty    and   Licensing   Board    Panel         4pp         IB34B    10B        SIX 
Fiehe    30-190,83/03/03.  030S06O499 

H305060274   Order    eitending    time    until    630923   for    Commission    to    act    to 
revleu   S3Q303  Director's   decision 

CHILK-3  J        Office    of    the  Secretary    of    the    Commission         B3/03/09 
Commiisioners          Ip         18343   023         24X    Fiche    5O-49B..  S3/O3/O3, 
6303060271 

8303-110235  Response    In   opposition    to   Citlia-ns   Concerned    About   Nuc  1  e-ar 
Pouier     (CCANP)    B3O420   motion    for    deferral     of    ruling*    fc 
•i tin* ion    of    deadlines    until    B3D617  CCANP    has    failed    to    shay 
flood   1 4  LI  9  •    for   requested   deferrals    U/Cer  tt  f  ica  te    aP    Svc 
NEWMAN,  J   R         Houston   Lighting    5.   Pouier    CD          NEWMAN,  J   R          LoWBnste  In, 
Nemman,    Reis.,    A«elrad   &  Toll        83/05/05  Atomic    Safety    and 

Licensing     Board    Panel         Spp          1B407   Q6B          24X    Ftche    S&-49BJ,  B3/O3/03, 
8303110225 

3303090143  Response    opposing    Atty   General    &P   TX  B3O421    motion    far    70- 
day    extension    of    discovery    until    830753  State  of    TX    failed 
to    take    full    advantage    °f  available    discovery  period 
Certificate    of   Svc    encl 

PERLIS,R   G        Hearing    Branch   3        83/03/06  Atomic    Safety    and 

Licencing    Board    Panel         Spp         18364    044          SAX  Flche    3O-49a,  B3/03/0&, 
B30309O143 

B30SIIO339   Response   opposing   Cltiiens   Concerned    About   Nuclear  POUIBT 
(CCANP)    S3O420  motion   for    deferral    of   rulings    &    extension 
until    B30&17   Time    to   reply    to   applicant    interrogatories    may 
be    extended    until    a 30 322  Certificate   of   Svc    encl 
PER LI S, fl    Q        Hearing   Branch   3        83/09/10  Atomic    Safety    and 

Licensing.    Board   Panel        opp        18406    148        34 K   Flche    30-498,83/03/10, 
B3O5U0337. 

0303130043   Memorandum  !<  order    ruling    on  Citiiens    Concerned   About 
Nuclear    Powtr   B 30420  motions   Extensions    grantnd    until 
S30*31    to    respond    to   various    filings 

BECHH06FER.C        Atomic    Saftty    and    Licensing    Board    Panel         B3/03/U 
Citiiens    Concerned   About   Nuclear  Power,     Inc         flpp         18436:333        24X 
Flche    30-498,83/03/11,8309130045 


7903080036   Forwards    mat  I 
per     790924    request 
THOMPSON.  D          Eiecutivo    Officer     for   Operation 
FORTUNA.H    A         DFfice    of    Enspector    &   Auditor 
Fiihe    SO-000.  B3/03/09.B303190QOI 


e    allegations    of   harassment   A   int  imitation 


Support         79/06/12 
3pp          13499    17A         E4X 


—  HOO32a0930   Forwards    draft     Invest  i  nation    Repts    50-498/79-19    !, 

SO-499/79-19    Final     review     Is   auditing    concurrence    by    members 

of    team    located    around    country    Review    Is   expected    to    be 

complete    by    300413    briefing 

STELLOiV         Office    of    Inspection    fc   Enforcement,     Office    of    the 

Director          90/04/11          AHEARME.  J    ,     G1L1N5KY.V    ,     KENNGDY.R 

CommiHsi  oners          I75pp          1B49B   3O4         34X   Fiche    3O-OOO,  03/O3/O9, 

9305100001 

—  8006090338    Responds    to    HDO451    reo.uest    that    IE    Intervleoj   former    site 

QC    inspectors    Of    69    persons    Identlf  I  ed,  23  contac  ted 
STEtLO.V         DffUe    of    Inspection   t,  enforcement,    Office   of    the 
Director          BO/O5/13         BRADFORD,  p   A         Commi  J!  1  oner  s         3pp 
149          S4X    Flche    30-000,83/03/09.8303130001 


—  BOO6O90440    Responds    to   7910SO  memo   re    onforcemant   action  against    Broun 

&  Root  EnPoTcoment  package  complete  No  enforcement  action 
taken  previously  slnca  earlier  Insps  did  not  substantiate 
a  1  leaat  i  on  5 

ETEL-LO,V        Office    of    Inspection   t.  Enforcement.    Office  of    the 
Director          SO/OS/13.        BRADFORD,  P   A         Commissioners         Sff 
18499    155         24X   Flche    3O-OOQ.  93/O3/09,  63O51BOQ01 

--0103a5O3B5    Bummariies    events    ra    810317    telcon  u/L   Binfcin  concer-nino 
allegations    at   f-acilitg    Improper  alteration  of    documents, 
-removal    of    documents    to    provent   NRC    Inap   ti   intimidation    of 
Brown  &  Itoot    personnel    have  been   alleged 
WILBER-H   A        Realtor   Projects   Sections    (Regions   3.4    (,  S) 
81/03/17          BEVFRIT.K   V         Raglon    4,     Dallas.     Office    of    the    Director 
2pp  1B499    H42         24X    FicliB    50-000,  03/03/O9,  S309iaDOOI 

—  83O9IBO064    Reaponds    to   Oosiict   request    to  reply    to    Inquiry    re    adeijifaca 

of   OA/QC    program    Licensee    CDntinuing    to   look    for    addl   voids 
%    Is    evaluating    possible  alternate   designs   for   reinforcing 
*ta«l    t<    liner    stlffeners 

STELLO.v         Office    of     Inspection    !.   EnPorcemont.     Offite    of     the 
Director          79/O7/31          KENNEDV,  Fl    T         Commissioners         3pp 
18497    234          24X   Flche    3O-OOO,  83/03/09,  H3051S0001 


3303200311    Memorandum  b   order   granting    Attij    General    of   State    of    TX 
33042 J    motion    far    extension   of    discoverij    deadline    until    9O 
day*    from    «ve    of    order   Effective    participation    bu.    State    in 
resolution    of  Quadrix    Rtpt    Issues   warrants    ad  til    time 
BECHHOEFER,C        Atomic    Safety   and    Licensing    Doard    Panel         H3/O5/1S 
T»I»I,     Stat*    of         Spp          13516    103         34 X    Fiche     90-499,83/09/15, 
8309200511 


-3303100073   Responds    to    Commi B sioner   Bradford   791O19    inquiry    re 
newspaper    article    concerning    facility    Insps      "Surprise    In*p" 
announced    IE    Insp    of    facility   GA  proaram  Allegation*    re 
beating    of    QC    Inspector    could   not   be    substantiated 

HUHACEK,  U    Q         Region    1,     DallaSj     Office    of    the    Director         79/lO/Hi 
REINMUTH.G    N        Division    at    Raactor   Construction    Inspection        2pp 
1O197   239-        24X    Fiche    50-000,  B3/O3/09,  B303IBOOO1 


B3052&017&   Order   tttindlng    time   until    B0393D    for    C-ommltsion    to    act    to 
r*vi*in  83O303  Dlrictor's    decision 

CHILKrS   J         Office    of    the   Secretary    of    the    Cpmmiision         B3/03/S3 
Com«iltlotl»r*.       Ip,       18399  271        24X  Fiche    30—  I9B,  B3/03/23, 


9309310O1S  Ord*r    eitending    time   until    630606    for    Commission    to   «et    to 
review  B303O3  Director's    decision 

CHILK,S  J        Office    of    the   Secretary    of    the    Commission        83/OS/27 
CammlSilanBri         Ip          1B653   230         24  X    Fiche,  3O-498i  B3/03/37j 
B3Q3310Q19 


K.    Utility    Final    Safety    Anilyiis   Report    (FSAR>   b   amends 


neq.uests    that    responses    to'  Commissioner    Bradford    inquiries 
re    neiuapaper   article    concerning    facility    imps    be    revised    to 
accommodate    listed    comments    by    Barber /Thompson 
REINHUTHrG    W        Division    of    Reactor  Construction    Inspection 
79/11/02         SEIULE.H   C        Region    4,    Dallas,    Reactor   Construe  tlon   ft 
Engineering    Support    Branch        2pp         13497  241         S4K 
FittiB    30-000,S3/03/09iH3031BOOOI 

-B3OSia0094   Discu-sies    recommendatl ons    for    further    IE    investigation   t. 
Insp    efforts    at    fac  1  11 1 ies.  Eipanded   d   comprehensive    Insp 
program    should    be    immediately    initiated   &  mai nta ined    until 
confidence    established   Belated    Info   encl 

HAYEB.D   W         Has  ion   3,     Chicago,     OffiCff    of    the    Dlrsctor         BO/O3/I I 
THORNDUfiQ, H    D        Division    at   Reactor  Construction    Inspection 
421j>p          1S497   243         24X    FlchB    3O-000.  B3/03/07,  93O3 180001 


Forward i   Amend   31    to  F8AR  Amend    relicts    changai    to   HVAC 
design 

OOLDBERO.  J  H  Houiton  Lighting  S>  Pouier  Co  B3/03/2O  DENTQN.H 
Office  at  Nuclear  Reactor  Regulation,  Director  3pp  1B391  16B 
S4X  Flche  SO-49S,  83/03/20,  B30S830036 

—0303230038   Amend   31    to  FSAR 

OQLDBERO.J  H       Houston   Lighting   &  POUBI-   Co         S3/03/KO.       2Elpp, 
1B391    171         24X  Ficha    30-49Bi  83/03/20,  93052B003* 

S      In«p«c tlo-n   reports,     IE  Bulletins   &   correspondence 

B3O318000L    Addl   response    to  FOIA  request   for    seven    categories    o* 

documents    TO   Broun  t  Root,  Inc   &  South    T*xa*  projee t,  Forwards 

Apo    B    documents   Documtnti   also  available    In  FDR    Addl 
documents    undergoing   rivitui, 

FELTON.J  M.       Division   of   Rule*   and   Ritorda  83V03/O9        LINDEMAM,  H  N 

Louensteln,    Neuman,    Rlis,    Anelrad    t>  Toll  6pp          18497:919.       24X 
Fit  he   30-OOO,  B3/03/09re3031B0001 


-B3OS1B01S7   Forwards    enforcement   package    inclutfinfl   enforcement    notice, 
draft    press    i-sleasei  Poruard  ing    Itr, notice   of    violation, 
proposed    Imposition    t>f    civil    penalty    >•>    shou  cause    ord*r 
W/o    encls 

STELLO.  V        OfPic»    o*    Inspection   ii  Enforcement,     Office    of    the 
Director          SO/O4/2S         AHEARNE.J-F    ,     OILINBKV,  W    ,     KENNEDY- R    T 
Commissioners         Ip         IB499    143        24X   Fiche   30-000.  B3/03/O9, 
B303180001 

-a3O31SQ167    Info-rms    that   Commission   concensus   not    In    fav-or   of 
recommendations    contained    in  BOO418  memo  re   facility 
invei tlga tion    Modified    version    of  Suggestion    I    further 
modified    by    Commissioner   Kennedy   Responses   encl   Wfo   ends 
CHILK, S  J        Office    of    the   Secretary    of    the  Commission        BO/04/Ba 
BRADFORDj P    A          Commi Hloners         Ip         I B499    144         24X 
Fich»    SO-OOOie3/O3/O9,B303IB0001 

-B303180173    Recommend*    that    IE   address   Dfc    of  General    Counsel    Questions 
1-7    prior    to    enforcement    action    IE  will    tafco    action    on 
SO 090 1 

BRADFORD,*1,  A        Commi » ilonara        BD/04/30       AHEARNE.  J  F 
Commissioner!         Ip         1819?    143        24X   Fiche  30-000,  B3/O3/09, 
B3031800O1 
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-83O31B01B1    Discusses    results    of    follouup    inquires    by    Region    IV   re 
terminated   Broun   &  Rooti  Inc    QC   civil    enoineer    Inspectors 
SEYFRIT.K   V         Region   4.     Dallas.     Office    of     the    Director         8O/O4/30 
DEYQUNQ,  R  €        Office    of    Inspection  h   Enforcement,     Office    of    the 
Director         2pp          1B499    146         24X    Flche    30-OOO.  fl3/O3/O9,  B3O31SOOO1 


8303170213   Forward i    IE    In»p    Repts    30-49B/B3-06  &   30-499/83-06   during 
Mar    1983   No   noncompl line*   noted 

MADSENiO    L         Region    4i     Office    of    Director          03/03/04         OPREA.O.H 
Houston   Lighting    h   Pouier    Co         2pp          19467    O01         24X 
Fiche    90-49B,  83/O3/Q4,  83OS17O212 


Informs    that  Commissioners   have    not    supported    request    to 
ask    IE   to  address   Ofc    of   General   Counsel    Questions    1-7  prior 
to    time   of  enforcement   action 

CHILK.S  J       Office   of   the  Secretary   of    the    Commission        BO/OS/03 
BRADFORD,  P   A         Commisdciners         Ip         18499.  14B         24X 
Fiche    50-000,  83/03/09,8303180001 


--83O917022-4    IE    Imp    Repts    30-498/B3-06  &    30-499/83-06   during    Mar   19B3 
No   noncompl lines    noted-Major   areaa    inspected    storage   1 
maint  of    equipment, IE   bulletins   h  notice* . const    deficiency 
rept*, electrical    s ys, structural    concrete   h  QA/OC    procedures, 
HILL,"  H  .    CROSSMAN.H  A        Region   4,    Office    af    Director        83/09/03 
IBpp          1B467    003         24X    Fiehe    30-498, B3/O3/04, B3Q3I70212 


— B3O31B0302    Informs    of   neu  allegations   concerning    possible    intimidation 
of  QC   Inspectors    received   uhile   preparing    response    to   791Q10 
memo    Investigation  uill    be    conducted    to    verify    facts 
Appropriate    enforcement    action  uill    be    taken 

STELLQ.V       Office    of    Inspection  &  Enforc9mfln,tr    Office    of    the 
Director         93/03/09         BRADFORD,  P   A         Commis  >  £  oriel's  if 

1B499    153         24X   Ficht    3Q-OOO,  83/03/09,  8303130001 

— 8303180211    Responds    to  791Q1Q  memo   re   newspaper    article    concerning 
Facility    t<  question   related    to   enf orcement   .action    following 
R*}ton    IV   Investigation   of   alleged    beating    of    Sroun   *  Root 
QC    inspector    Allegation    could   not    be    substantiated 
STGLLO.V       Office    of    Inspection  tt  Enforcement,     Office    of    the 
Director        B3/03/O9       BRADFORD,?  A        Comml *« loners         2pp 
18499    133        S4X   FlChe,  3O-0&0,  83/03/09,  8303180001 

-- B3O9iB027fi  Forwards    draft    Commission    info   paper    intended    for 
presentation    during   ut    of   B00414   re    investigation    &   proposed 
enforcement   action  Comment!    needed    by   BQ04.O9 
THORNDUHO.H  D       DIvlilon    of   Reactor  Construction    Inspection 
BO/04/03        DENTON.K  R        Office   of  Nuclear   Reactor    Regulation! 
Director        BHAPAfl.H  K        Office   of   the   Eiecutlva   Legal    Director 
STELLD.V       Office    of    Inspection  b  Enforcement,     Office    of    the 
Director         llpp          18499    304,       34X   Fiche    50-OOO,  B3/03/O9,  B3OS1S0001 


8303040033    IE   Info   Notice   83-29,     "Fual    Binding    Caused    bu   Fuel    Rack 
Deformation    "    Bvc    lilt    «ncl 

JORDAN, E   L        Division    of    Emergency   Preparedness   b  Engineering 
Respond     (Post    8301O3J          S3/03/O6  Consolidated    Edison   Co       of   NiU 

Vork,     Inc         115pp         1BSB3   E1B        24X   Fiche  ,  30-000,  B3/03/0&,  8303040033 

B303O40034    IE   Info   Notice    B3-30,     "Misapplication    of   Generic  Emerjeneii 
Operating    Procedures    1EOP)    Guidelines    "   Svc    list    end 
JORDANiE  L        Division    of    Emergency   Preparedness    i  Engineering 
Response    (Post   830103)         83/O5/11  Consolidated    Edison  Co      of  Kiw 

Vork,     Inc         1 14»p         1B3S4   003        24X   FUhe    50-000,83/05/11,830304003+ 

B303040040   IE    Info   Notice    B3-31,     "Error    in   ADLPIPE  Computer  Projrao  • 
Svc    Hit  encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness   &  Engineering 
Reipons«    <Post   B30103)         B3/O5/19  Consolidated    Cdlson  Co.     of  NIU 

Yorti,     Ine         114pp         18697  007        S4X   Fiche    30-000,  B3/OS/19,  B3O3040040 

B3030 40046   IE    Info   Notice   93-33,     "Nonrepresentatlve   Sampling    of 
Contaminated   Oil."    avc    list    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness    It  Engineering 
Reipanm    <Post   B30103)         S3/O9/26  Consolidated    Edtson  Co.     at  H»W 

Yorfc,     Inc         114pp         1BS47   007        24X   Fiche    30-000,  B3/OS/ 26,  B30304M+4 


BS 1204 03 J3 5   IE   Info  Notice   B3-14,     "Deuatered   Spent    Ion    Exchange    Resin 
Suscep  tilill  ity    to  Exothermic   Chemical   Reaction."    Svc    tl«t 
enc  I 

TAYLOR, J  M        Division   of  Safefiuards  &   Inspection  Programs    (Post 
B3O103)        63/03/21,  Consolidated   Edison    Co      of   Neu  York,      Inc. 

llZpp         10308   319        S4X   Fl  c  he"  30-000,  B3/03/H1,  82120AO3S3 

B303040021    IE   Info  Notice   83-31.     "Defective   Emergency    Use    Respirator    " 
Svc    Hit   encl 

JORDAN, E  U        Division   of  Emergency   Preparedness    ft  Engineering 
Retponit    (Pott   B301O3)        53/04/15  Consolidated    Editor   Co.     at  Naw 

York,     Inc        126pp        1B433    133        24 X  Fiche   80-000,  83/O+/13, 8303O4002I. 

8303040023   IE    Info  Notice   B3-32,     "BWR  3af ttg/Rel Irf    Valve   Failure:*    " 
Svc    list   >ncl 

JOBDAN.E  L        Division   of  Emergency  Preparedness    A   Engineering 
Re,ipon*>    (Post    B301O3)        83/04/22  Consa J 1  dat«rf    Edison  Co,     of  Ntiti 

York,     Inc        112pp        1B3B3.OB9        24X  Fiche   30-000.03/04/32,9303040023 

830304002S   IE    Info  Notice  B3-23,     "Inoperable   Cant*  Uim*nt    Atmoiphere 
Sensing   3<f%    "  Svc    lilt   encl 

JQR£AN>EL        Division   of  Emirgencij  Preparidness    &   Engineering 
Response    (Past    B301O3)        83/04/25  Consolidated    Edison  Co      of   Neu 

York,     Inc        119pp        IB3B1    Sit        24X  FUhe   30-OOO,  83/O4/23, 8303Q4QQ29 


S     Reparfcable    occurrences,     LERs    &  related    correspondence 

6303110427  Pert   21    &   deficiency    repti    re   oil toperation    of   DS-416  Teict 
trip    undervoltage    device*    Initially    reported    an   B30420 
Attachments   mill    be    replaced    u/devlces   uj/utdened    grooves 
to   accommodate    neu  retaining    rings   Mfg    draulngs    revised, 
ftAHE.EP        Mistlnghoute    Electric    Corp        B3/04/21        DEVOUNO.  R  C. 
Director's   Office,    Office    of    Inspection   and   Enforcement        3pp 
1B4O3-093         24X   Fiche.  90-OOO.  B3/04/21,  S3031 104B7 

B3 050 604 3 A  Final    deficiency    rept    re    incorrect   motor    operator   weights 
used    in    strets   analyses    of    valve*    supplied    by    Anchor   Darling 
Valve   Co    Initially    rap  or  ted    on   820629  Stress    analysis    for 
valve   MS-I43  uill    be    reperformed    using    actual    uelght 
QPREA-0  W        Houston   Lighting    ti  Pouer   Co,       83/04/87        COULINSr  J-  T. 
Region   4,     Office    of   Director        4pp         1B331    136        S4X 
Fiche   30-498,83/04/27^303060436 

8303170310  Sixth    Interim   deficiency    rept    re    nonconf orming   ueldf    In 
vendor    fabricated   Category    I    structural    steel.  Initially 
reported1   on   B1010S  Revleu   ti   evaluation   program    In   progress 
Next   rept   ml  11    be    submitted    by    Sept    1983 

OPREA,  0  U        Houiton   Lighting    &  Power   Co        83/03/10        COLLINS,  J  T 
Region   4,     Office   of   Director        3pp         IB470  O19        B4X 
Fiche   30-498.  B3/03/IO,  8303170310. 


8303040026  IE    InPo  Notics   B3-E4.     "Laote  Parts    in    Seeondaru   Side    of 
Steam  Generators  at   PWRs    "   Svc    list   encl 

JORDANiE  L        Division   of  Emergency  Preparedness   &  Engineering 
Response    (Post   830 1O3)        B3/04/28  Consol  iifated    Edison  Co      of   Neu 

York'     Inc         119pp          10382    O47         S4X   Fiche    3O-OOOr  83/04/23,  83O3040026 

8303040027  IE    Info  Notice   B3-29,     "Standey    Oa>    Treatment   Sv*   Heater    High 
Temp   Trip   Setpoinl  Adjustment    "   Svc    list   enci 

JORDANiE  L        Division  of  Emergency,   Prejiered'neis    &  Engineering 
Response    (Poit   8301O3)        83/04/28  Contol  Ida  ted   erfiion  Co      of   hleu 

York.    Inc        HSpp        1B3B2    163        24X  Fiche  30-000,83/04/28.8303040027 

B303O4002B   IE   Info  Notice  83-36,     "Failure    of.  Safe t«/R«l  ie#   Valve 
Discharge  Line   Vacuum  Breakers    "   Svc    list   encl. 
JORDANiE  L        Division   of  Emergency  Preparedness    ti  Engineering 
Response    (Poit   B30103)        83/03/03  Consolidated    Edison  Co.     of   Neu 

Yor*r    Inc        192pp        18441    170        24X  Flehe   30-OOO. 03/O3/O3, 83O3O4O028 

8303040030   IE    Info  Notice  83-27,     "Operational    Response    to   Events 
Concerning   Deliberate  Acts    Directed   Against    Plant 
Equipment    "    Svc    Hit    encl 

JORDAN,  E  L       Division  of  Emergency  Preparedne**   !t  Englnaerlng 
Response    (Post  6301O3).      B3/03/04  Consolidated    Edison   Co,     of   New 

York,     Inc          llZpp          IB3H2   2B2.       24X   Fiche.  3O-OOOr  83/O3/O4,  8303040030. 


8303240396  Part   31    rept   re   bolting    parts    for   ASME    III    NF  Clu*    1    Dtp* 
support*    OTI   rigid    struts    or    pipe    clamps    for    struts    or 
tnuitbtrs    Initially    reported    on    830313,  Bolting    parts    greater 
than   2- inch    site    not    examined. 

HOVI,L        NPB    Industrie!,     Inc        83/03/16        DEYQUNO,  R.  C.       Director's 
Office,    Office   of   Inspection   and   Enforcement        Ip        18374:001,      24 K 
Flche    30-000,  83/03/li,  B30S240336 

B309230416    Interim  deficiency    rapt    re   voltage    regulation   problem  for 
large  motors   on   480-volt   Class    IE    load    ctrs    Initially 
reported  on  830419. Bechtel   evaluating   corrective  actions 
Next    rept  uill    be    submitted    by    830630 

OPREA.O   W,        Houston   Lighting    &   Pouer    Co         83/Q3/1B         COLL  INS  jj   T. 
Region  4,    Office    of   Director.       3pp         18338   232        24X 
Flche   30-498,83/03/18,8303230416, 

B303230S29  Final    deficiency    rapt    re   Mestinghouse    reactor    trip 
sultchgear    undervoltage   attechrtents   u/deslgn    discrepancy 
Initially   reported    on   830422  Attachments    replaced.  Mfg 
drawings   &   QC    procedures   modified    Also   reported    per   Part   21. 
OPREA, 0  W        Houston   Lighting    &  Pouer    Co        83/03/16        COLLINS,  0   T 
Region   4,    Office   of   Director        4pp.       IBS36  319        24X 
Fiche.  30-49B>  B3/03/ 1 8,  S30SS30323, 


B303040031    IE    Info  Notice  83-38.     "Criteria    for    Protective    Action 
R»commend*tlons    for  Oener»l    Emurgoncies    "   Bvc    list    encl 
JORDAN, E  L        Division  of  Emergency  Preparednei*   i  Engineering 
Response    (Post  B30103J.      03/03/04  Consolidated    Edison   Co       of    Neu 

York,    Inc        119pp        1B441   OOl        84X  Flche   30-OOO,  B3/05/04,  B30304O03I. 
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T      Muring    transcripts    on    nan-antitrust   matters 


B303180OQ1    Addl    response    to  FOIA   request    Far    seven    categories    of 

dacumenti    re    Brown   tt  Root.  Ine    Si  South    Toias  project   Forwards 

App    B    documents    Documents    also   available    in  PDR    Addl 
do-cufflinti    undergoing    review 
PEL  TON.  J   M          Division    of    Rules    and    Records          33/03/09         LINDEMAN,  H    N 

Lownnttein,     Newman,    flels,    Axelrfld    &    Toll  <bpp         18497  31?        24X 
Flch*    SQ-OOO,  83/03/09.  B3031800Q1 

— 83031BQaS4    Statement    at    JF   Ahearne     to    House    Subcommittee    on    Oversight 
Investigations   Pp    1-5 

AHEARNE, J    F         Commissioners         SO/07/29         App          18199    17i          24X 
Ftche    3O-OOO,  83/03/09,  83031B0001 


83031O03Q4    Discusses    responses    to   NRC   820625   !.   0730    questions    re    usage 
of     ITT   Grlnnel ]     pipe    clamps    Response     to   820714    questions 
delayed    pending     minor    clamp    mods    *•   rstosting    program   Meeting 
suggested    to     insure    closure    of     issue 

DOUCHEY,  G   D         Washington   Puolle    Power    Supply    Sustain         03/05/05 
KNIQHTON-G   W         Licensing    Branch    3         2pp          19371    SSI         34X 
Fiche    SO-30B.  B3/O3/09,  B3Q31OQ3O4 

8303090639    Generic    Ltr    83-30    to    all    operating    reactor    licensees    ti 
holders     of    CPi     re    integrated    scheduling    for    implementation 
of    plant    mods    Svc    list    end 

EISENHDT, D   0          Division    of    Licensing         83/O9/09  Consolidated 

Edison    Co      of    New   York,      Inc          16pp          1B637    133         24X 
Fierce    SQ-OOO,.  S3/O3/09,  330309063? 


-8309180337    Statement    of   V  Stella    before    House   Subcommittee    on  Oversight 
Si    Investigations   800729   hearing    Pp    1-15 

BTELLQ,  V         Office    of    Inspection   S>    Enf  orcament,     Office    of    the 
Director          80/07/29         16pp          1B499    177         24X    Fiche    30-000,  B3/Q3/O9, 
S30S 1 BOOOl 


DOCKET    3O-300    DAVIB-BESSE   NUCLEAfl    POWER    STATION,     UNIT    2 

A      Application/construction    stage    documents   &   correspondence 

B3QS23.O7aO   Forwards    list    of    utils    responding    to    requests    For    cost 
figures    on    bacfcflttlng 

TOURTELLOTTE, J        Regulatory   Reform    Task    Force         83/04/11 
PALLADINO,  M   J.       Commissioners        Spp         1B543  272        24X 
F I  e  ho:  3O-OOO,  B3/04/ 1 1 ,  8303230720 


E      NRC    Safety    Evaluation    Hcport     13ER1.     suppl 


orrespondence 


83O32'3O135   Forwards    second    set    of    requests    far   atftll     info   re   safety 
review  Responses    should    be    forwarded    no    later    than   830715 
Draft   SER   uill    be    prepared    to    provide-   basis    for   series    of 
meetings    designed    to    close   out    open    items 
NOVAK.  T    M         Assistant    Director     for    Licensing         63/OS/03 
FERGUSON.  R   L          Washington   Public    Power    Supply    Boston         42pp 
1S577   3O7         24X    Fiche    SO-SOB,  B3/03/03,  B30323O135 

B3O336O2Q5   Forwards   request    for    add!    Info   re    safety    review  Response 
requested    by    830712  Draft   SER  ui  1  1    be    prepared    to    close   out 
open     items 

NQVAK.T   M        Assistant    Director    for   Licansing        93/O3/11 
FERGUSON,  R  L        Washington  Public   Pouer   Supply    System        17pf 
1BA4S   04S         24X    Flcfie    3O-308,  83/03/1  1  ,  0303260203 


DOCKET   30-B01    DAV1S-BEB8E  NUCLEAR   POWER   STATION,    UNIT   3 

A      Appllca t lon/conttruc t ion    stage    documents    (•    correspondence 

B30323O72Q   Forwards    ll*t    of    utils    responding    to   request*    far    co*t 
figuroi    on    backflttlng 

TOURTELLQTTE, J        Regulatory   Reform   Task    Force         83/04/11 
PALLADINDiN    J        Commissioners        Spp         19942   272        34X 
Fiche:  50-OOO.  B3/01/1 1,  B3053307BO 


DOCKET   8TN-30-SO2   HAVEN   NUCLEAR   PLANT,     UNIT    1 

A      Applica tton/construc tlon    stage    documents   tt   correspondents 


F      Security,    medical,    emergency   It    fire    protection   plans 

6305110034    Generic    Ltr    93-21    to   all    licensees    of    operating    reactors., 
applicants    for    DLs   t    holders    of   CPs    re    clarification   of 
access    to   control    procedures    for    lau   enforcement   visits 
Svc     lilt    encl 

EieeNKUT, D  0         Division    of  Licensing        B3/O3/11  Consolidated 

Edison  Co      of   New  York,     Inc         l£pp         13540  093       24X 
Fiche    30-000,83/03/11.8303110034 

8303340313    Forwards   monthly    status   rept    an   affsite    emergency 
preparedness    For    OL   revleus    for   Apr    1 903 

D1RCKS.W   J        Office    of    the   Eiecutive    Director    for    Operations 
83/O5/13         PftLLABINOi  M   J         Commissioners         3pp          19393322        SIX 
Fietie    3O-000,  B3/O3/I3,  Q3O3S40213 


B30S23O72Q   Forwards    list    of    utils    responding    to   requests    for    cost 
figurni    on    bacfcfltting 

TdtmTELLOTTE, J        Regulatory    Reform   Tasfc    Force         83/04/11 
PALLADINDJI  N    J        Comral  it  loners        Spp         1B342  272        S4X 
FlehB    30-000.  83/04/1 1  r  830 3230 720 


DOCKET  STM-SO-303  HAVEN  NUCLEAR   PLANT.     UNIT   2 

A      Application/construction    itaga   documents   &    correspondence 

8303230720    Forwards    list    of    utils    responding    to   request*    for    coit 
figures    an    backfittlng 

TOURTEU-rme,  J        Regulatory    Reform  Task    Force         83/04/11 
PALLADlrfO,  N    J         Commissioners         2pp  1BS42   273         H4X 

Fiche    BO-OOO,  83/04/11,0303230720 


DOCKET  8TN-30-SOB  HPPS8  NUCLEAR   PROJECT,    UNIT  3 

A      Application/construction   stage    documents   it   correspondence 

83O5100O97    Forwards    responses    to  NRC   acceptance    revinw   questions    for 
Mar    19B3,  Marked-up   FSAR    pages   which    shouj   changes    to    be 
Included     In    subsequent   amend    also    encl    W/two    oversfie 
figures    Aperture    cards   ere   available    in    PDR 

BOUCHEY, O   D         Washington   Public    Power   Supply   System        S3/04/20 
KNIOHTON,  0  tl        Licensing    Branch    3        fipp         18371    339        S4X 
Pith  a,  SQ-30B,  B3/04/20,  B303 100097 


0      Adjudicator!)   correspondence 


B30SOAQ491    Joint    util.NRC    E>  Coalition    for   Safe   Pouer    recommended 
schedule    for    submission    of   proposed    contentions  d    subsequent 
responsive    filings   Sc    for    time   &  place    for    holding    prehearing 
conference   Certificate    of   Svc    encl 

REVNOLDS,  N   S         Washington   Public    Pouier    Supply    System         REYNOLDS.  M   S 
Debevoisa    t>   Lloerman         83/03/03         3pp          1B34B    144         24X 
FlchB    3Q-30B,  B3/O3/OS.  0303060491 

B303130110    Notice    of   ASLD    veconsfc  1  tutlon  MB  Margulie s. chairman  i 
FJ   Bhon    &   JH   Carpenter,  members 

COTTER, D    P        Atonic    Safety    and    Licensing    Board   Panel        B3/05/1  1 
2pp  1B437   338          34X    Tlche    30-30B,  B3/03/1 1,  B30S13O1 10 

830S17O4B3    Memorandum  &    order    scheduling    B30B03-04    special    prehearino 
conference    in  Mo-ntesano.  WA  Addl    schedule    dates    listed 
rfAftauLIEQ,  M  B         Atomic    Safety   and   Licensing   Board    Panel        S3/O3/16 
2pp  18470   O73         24X    fiche    30-30B,  B3/03/li.  9303170483 

Q      Inspection   reports.     IE   Bulletins   &  correspondence 

S212O&0383    IE    Info    Notice    63-14.     "Deuiatered   Spent    Ion   Eichange  Resin 
Susceptibility    to   Exothermic    Chemical    Reaction   "   8vc    list 
encl 

TAVLQR.J    M        Division    of    Safeguards   (•    Inspection   Programs    (Post 
830IO3)         03/03/21  Consolidated   Edison  Co      of   Neu   York,     Inc 

llEpp          18308   31?        34X    Fiche    50-OOO,  63/03/21,  B2120603B3 


B30311001B    Summary    of   83041?  meeting    u/utll    In   Betheida.ND  r> 
dlscuitlon    on    program   plan    for    control    room   design    review 
WHEELER. L         Licensing    Branch    3        B3/O4/20  Licensing    Branch    3 

3pp.        18413    039         S4X    Fiehe    30-SOB,  83/04-/BO,  B30B1 IO018 

030S23O155   For-ward*    second    set    of    requests    for    addl    info   re    lafet-y 
review  Aetponset    should    be    foruardid    no    later    than    830712 
Draft   SER    will    be    prepared    to   provide    basis    for    series    of 
netting*    designed    to    close    out    ppen    items, 
NOvAK,T   M        Assistant   Director    for   Licensing        83/O3/O3 
FERGUSON, R   L        Washington  Public    Pouer   Supply   Bgitem        42pp 
IB377-20i7         24X   Fiche    50-308,  83/OS/O3, B30323013S 


S30313O116    Notification    of    83O523   significant    licensee  meeting   w/util 
In   Walnut    Creek,  CA    to    dl-scuss    licensee    efforts    to    Increase 
ouner    involvement    In    o,uallty    Issues,  act  ions    taVen    to 
improve    design    control    Si    status    of    sy»    completion 

»      Region    9,     Office   of    Director        83/O4/03  Region    3,    Office    of 

Director         lp         IB43B   008        24X   Fiche    30-50Bi  83/04/OD,  B30S130116 

8303170384    Forward*    IE    In«p    Rept    30-SOB/B3-03   on  B3O314-17  4  notice 
of    deviation 

BTERNBERC.D  M        Region    0^    Office    of   Director        B3/04/OB 
LEDDICK,  R    s        Washington   Public   Pouer    Supply   System        2pp 
A         H4X    Fiche    SO-S08,  83/04/08,  G3031703BA 
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— 83051703B7    Notice    of    deviation    tram    map    on    930311-17 
DODDS.H    T         Region    5,     Office    of    Director         83/O4/OB 
21S        34X   Fiche    30-90B,  B3/Q4/OB.  83031703B4 


—  9309170390    IE    Insp    Rept    30-50B/B3-03    on    B30314-17   Noncomp  liance    noted 
failure    to   qualify    ueld    procedure    in   accordance   u/AWS    D    1     1 
requirements 

HAISTi  D   P    .     OURDOINiJ   F    i     OOODS,  R    T         Region    S-i     Office    of    Director 
Bpp          1B469    219         24X   Fiche    5O-SOS.  B3/O4/OB,  B303I703B4 


B,303OtOO2i    IE  Info  Notice    B3-21.     "Defective   Emergency   Use   Respirator    " 
Sve    lut    encl 

JORDANiE  L        Division   of   Emergency   Preparedness    it  Engineering 
Response    {Post    B301O3)          B3/04/1S  Consolidated    Edison   Co      of    Neu 

Vork,      Inc          126pp          18435     1  S3         24X   Fichfl    50-000,83/04/13,8303040031 


8303040046    IE    Info   Notice   83-33i     "Nonrepreaentat I ve    Sampling    of 
Contaminated   Oil    "    Bvc    list    end 

JORDANiE  L        Division    of    Emergency   Preparedness    b  Engineering 
Reiponse    (Post   B30103)        83/03/26  Consolidated    Ed i ion   CD.     of  H»n 

York.     Inc         Hipp         1B647  007        24X  Flche    30 -O  0  0.  B  3/03/26.  0303040044 

S     Reportafcle    occurrence*.    LEK*   &  related    correspondence 

B3OS160049  Supplemental    final    deficiency    rapt    re    safety    injection   tint 
safe-end    indications    fP/N  23>    Saf B-end-to-noi i le-welds    for 
injection    tanks    mradlographed, approved   &   accepted    per    spec 
&  ASME  Code    requirements 

LEDDICK.R    S         Washington    Public    Power    Supply    Sy*tem         83/O4/06 
8TERNHERO,D   M         Region    3,     Office    of    Director         2pp          1B4S3    130.       34X 
Fiche    3O-3QBi B3/04/Qi,  0303160049 


8303040023    IE   Info   Notice    B3-22.     "BUR   Safety/Relief   Valve    Failures    " 
Svc    list    encl 

JORDAN.E  L        Division  of   Emergency   Preparedness   &  Engineering 
Response     CPost   8301O3)         H3/04/22  Consolidated   Edison   Co      of    Neu 

VOTk,      Inc          H2pp          18333   OS7         24X   Fiehe    30-000,  B3/01/22, 830304O033 

8303040025    IE    Info   Notice    83-23.     "Inoperable   Containment   Atmosphere 
Sensing  Sys    "   Svt    list   end 

JORDAN, E  L        Division   of   Emergency  Preparedness   &  Englneerino 
Response     (Poet    S301O3I          03/04/23  Consolidated   Edison   Co      of   Neu 

Vork,      Inc          119pp          18331    291         24X   Fiche    50-000,83/04/25.8303040023 

.8303040026    IE    Info   Notice    B3-34,     "Loose    Paris     in   Secondary    Side    of 
Staaoi   Generators   at   PHRs    "    Svc    list   end 

JORDAN.  E   L        Division   of    Emergency  Preparedness   &  Engineering 
Response     (Post    B301O3)         83/04/23  Consolidated   Edison   Co      of    Neu 

York,      Inc          HSpp          18382   O47         .MX   Flcho    3O-OOO,  B3/04/28, 8303040036 

B3O304C027    IE   Info  Notice   63-25,     "Standby  Gas    Treatment   Sys  Heater   High 
Temp    Trip    Setpoint  Adjustment   "    Svc    list    encl 
JORDAN, E  L        Division    of   Emergency   Preparedness   ft  Engineering 
Response     (Post    830IO3)         83/04/29  Consolidated   EdMon   Co      of    Neu 

York.      Inc          HBpp          18332    163         S4X   Flche    3D-000, 83/04/28, 0303040027 

B303O4OO20   IE    Info  Notice   B3-26,     "Failure   of  Safety  /He  1  ief  Valve 
Discharge    Line    Vacuum    Ore jt era     "    Svc    list    end 
JO-ROAN. E  L        Division    of   Emergency    Preparedness   b  Engineering 
Response    (Post    B301O3)         S3/O3/03  Consolidated   Edison   Co      of    Neu 

fork,      Inc          122pp          18441     170         24X   Fiche    90-000.63/05/03,8303040028 

8303040030    IE    Info  Notice  83-27,     "Operational    Reiponse    to  Events 
Concerning    Deliberate   Acts    Directed   Against  Plant 
Equipment    "    Svc    list    encl 

JORDANiE  L        Division    of    Emergency    Preparedness   &   Engineering 
Response    (Post    830103)        B3/O3/O4  Conaoli dated  Edison  Co      of  Neu 

York,      Inc          llSpp          183B2   282         24X   Fiche    50 -000,  83/05/04,  03 0304 O030 

B3Q3O40031    IE    Info   Notice   B3-2a.     "Criteria    for    Protective   Action 
Recommendations    for    General    Emergencies    "   Svc    list   incl 
JORDAN,E  L        Division    of   Emergency    Preparedness   Et  Engineering 
Response    (Past    B30103J         S3/O3/O4  Consolidated   Edison   Co      of   Neu 

Yorfci      Inc          119pp          1B441    OOI         24X   Flche    SO-OOO,  B3/03/04, 8303040031 

B3O3170494  Foruards    IE    Insp    Rept    SO-30B/B3-O9  on  830320-0427  No 
noncompl lance  noted 

STERNBERG.D   M         Region    S,     Office    of    Director         83/03/04 
LEDDICK.R    S       Washington   Public   Pouer  Supply    System        lp        18470  023 
24X   Flche     30-SOB,  B3/OD/04,  B303170494 

— B30317049B    IE    imp    R«pt    5O-SOB/83-09    on   830328-0427   No    noncompl lance 
noted  Major  areas    Inspected    const   ac tlvl ties, including    exam 
of   melding    For   safety-related    pipe    supports    &  restraints   & 
installation   of  core    internals 

ALBERT,  U   &   ,    DDDDS,  R   T         Region   5,     Office   of    Director         83/05/04 
9pp          IB-470  026        SIX   Flche    30-SOS,  83/05/04,  B30317Q494 

B303O40033   IE    Info  Notice  83-29,     "Fuel    Binding  Caused   by   Fual   Rack 
Deformation    "  Svc    list    encl 

JORDANiE  L        Division    of  Emergency  Freparednet*  !<  Engineering 
He»pon*e    (Post  B30103)        B3/O3/O6  Cons,ol  mated   Edison  Co      of  Neu 

York.     Inc         HSpp        16323   B43       24X  Fiehe    30-000,83/03/06,0303040033 

B303040034   IE    Info  Notice  S3-3O,    "Misapplication    of  Generic    Emergency 
Operating  Procedures    <EOP1    Ouidslinas    "   Svc    list   encl, 
JORDAN. E  L        Dlviiion    of  Em«roenty   Preparedness   fc  Engineering 
R«*pon«e    (Post   830103).       B3/O5/1 1  Consolidated    Edison   CD      of   Neu 

York,     Inc         114pp         1S324    003         S4X    Flche    30-OOO,  B3/03/11, 8303040034 


"Error    in  ADLPIPE  Computer   Program 


B303040040    IE    Info   Notice   83-31, 
Svc    list   encl 

jORDANrE  L        Division    of  Emergency   Preparedness    It  Engineering 
R«*ponse    (Post  B30103)        93/OU/f9  Consolidated   Edison   Co      of   N*w 

York,     Inc          l!4pp         IBe>97    009,       24X    FichB    30-OOO,  B3/OS/19r  B303040010 


83 0 503 04 B 9  Final    deficlancy    rept   n   Rockbestoi    iniulated    cabl*   Tijpt 
DiO-1    Initially    reported    on   8212O3  Dinted    cable    to    bi 
riuorked    to    restore    cable    to    original    specified    thickness 
Deficiency    determined    not    reportahla    under    10CFR30, 33(i) 
LEDDICK,  R   S        Haihingtttn   Public   Pours r   Supply    System        B3/04/20 
8TERNBERO,  D  M        Region    3.     Office    of    Director        3pp         18294' 147       14f 
Fiche    3O-308, B3/04/20,  03030304B9 


DOCKET  30-313  WPPSS  NUCLEAR   PROJECT,    UNIT   •» 

S     Reporbable    occurrtncei,    LERs   tt   related    coirospondanca 

B305100094   PN8-V-B3-006   on   B30304, artic 1 8    In    Trl-City   Hirald 
irrongously    quoted    utll    ipoVoiman   J  Britton    as    tag  Ing    1,700 
or    1.800   craft  uorkers    will    b"   asked"    to    t*ke    v«i:atian» 
during   B30709-1S   or    be    laid    off   Util    will    clarify 
MORTGNBENiW  P    ,    NORDERHAUO,  L  R        Reflion    3,    Office    of   Director. 
B3/09/03         lp          IB377   Shi          24X   Fiche    B0-513i B3/03/OS,  S303I0007* 


DOCKET  30-514   PEBBLE  SPRlNOB  NUCLEAR  PLANT,     UNIT    I 

F      Security,    medical,     emergency   t    fire   protection   plans 

8309110034  Generic    Ltr   83-21    to    all    licensee*    of    operating    rt acton, 
applicants    for  OLt   ft   holders    of   CPi   re    clarification   of 
access    to    control    procedure*    for    lau   enforcement   vi*its. 
Svc    list    encl 

EISENHUT,  D   0        Division    of    Llcenilng        83/03/11  Consol iifated 

Edison  Co      of   New   Vork,     Inc         Ifipp         18340   093.       BIX 
Fithe   30-000,03/03/11,8303110034 

P      Operating    license    stag*    documents    b   correspondence 

8303090637  Generic    Ltr   B3-20    to   all    operating    reactor    licensees   fc 
holders    of   CPs    re    integrated    scheduling    for    Implementation 
of   plant   mods   Svc    list    end 

E1SENHUT,  DO        Division    of   Licensing        B3/03/0?  Contollriatti! 

Ediion  Co      of   Neu   York,     Inc         lipp         18637    133,       E1X 
Flche    30-000. 83/03/09,  B303070639 

0      Inspection  reports,     IE   Bulletin*   &   correspondence 

82 1 20603 B 5    IE    Info  Notice    B3-14,     "Deuatered    Spent    Ion  Exchange   Ruin 
Susceptibility    to  Exothermic    Chemical    Reaction."   Bve    list 
encl 

TAYLOR, J  M        Division    of   Safeguards    &    Inspection   Programs    (Post 
830103)        83/03/B1  Consolidated   Ediion   Co      of   Neu   Vork,     Inc. 

MSpp        1B30B  319        S4X   Fiche    30-000,83/03/21,8212060383 

B303040021    IE    Info  Notice   83-21,     "Defective   Emergency   Use  Ritp  Iratnr.  • 
Bvc    list    ancl 

JORDANiE  L        Division    of   Emergency    Preparedne»i   fc  Engineering 
Rlsponie    (Post   830103)         B3/04/1S  Consul  idatid    Edison   Co-      of  N«v 

York,     Inc         IS6pP         18433    133.       24X   Fiche    30-000,83/04/13,8303040031 

S3030400P3    IE    Info   Notice    B3-SS.     "BUR  Safety/Relief   Valve   Failur"." 
Svc   list   encl 

JORDANiE  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post    830103)          83/04/22  Consolidated    EdUon   Co       of   HtU 

Yorl,     Inc         HSpp         18383  OB9        24X  Fiche-  30-OOO,  83/04/23,  B303040023 

B303040023    IE    Info   Notice    03-33,     "Inoperable   Containment   Atmosaher* 
Sensing  Sya    "   Svc    list    encl 

JORDANiE  L        Division   of   Emergency    Preparedness   k  Engineering 
Response    (Post   830103)         B3/04/2S  Consolidated   Ediion  Co.     of  Niu 

Yorl,     Inc         119pp         18381    291         24X   Fiehe    30-000,  S3/04/23,  B3O304002S 

8303040026    IE    Info   Notice   S3-H4,     "Loose   Parts    In   Secondary   Bid«    of 
Steam  Generators   at   PUR*    "    Svc    list    encl 

JORDANiE  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post   8301O3)         83/04/28  Consolidated    Ediion  Co.     of  Urn 

York,     Inc          HBpp          18382   O47         24X    Flche'  30-QOOi  03/04/28,  B30304Q026 
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S30304OO27    IE    Info   Notice   83-23,     "Standby    Gas    Treatment   Sys   Heater    High 
Temp    Trip    Setpoint    Adjustment    "    Svc     list    end 

JORDAN. E   L         Division    of   Emergency    Preparedness    ti    Engineering 
Rm pome     CPost    830103)          B3/G4/2B  Consolidated    Edison    Co       of    Neiu 

York,      Inc  113pp          183B2    165         24X    Fiche    30-OQO,  83/O4/2B, B30304Q027 


0303040025  IE  Info  No tie 
Sensing  Sua  "  Svc  list 
JORDAN.  E  L  Division 
Response  (Post  8301O3) 


83-23,     "Inoperable    Containment    Atmosphere 
enc  1 
f   Emergency    Preparedness    &   Engineering 

83/04/23  Consolidated    Edison   Co       of   New 


YorV, 


1I<?PP          18381    291         24X   Flche    30-000,  B3/04/S3.  83Q3040023 


8303040028    IE    Info   Notice    83-26,     "Failure    of    Safety/Relief  Valve 
Discharge    Lin*   vacuum   Breakers    "    Sve    list    oncl 
JORDAN.E   L         Division    of    Emergency    Preparedness   fc   Engineering 
Response     (fast    S3O103)          83/03/O3  Consolidated    Edison    Co       of    Neu 

York.      Int  122pp          1S441     170         24  X    Flche    3O-OOO, B3/O3/03, B30304Q028 


B303O4003A    IE    Info   Notice    03-24,     "Loose   Parts    in   Secondary   Side    of 
Steam   Generators    at    PHRa    "    Svc     Kit    end 

JDRDANi  E  L        Division    of   Emergency    Preparedness   Si  Engineering 
Response    (Post    B301Q3)          03/04/38  Consolidated    Edison   Co       of    New 

York,      Inc          1  ISpp          1S392   047         24 X    Fiche    5O-OQO,  B3/04/2Q,  B3O3O40026 


S30304O030    IE    Info   Notice   03-27,     "Operational    Response    to  Events 
Concerning    Deliberate   Acts    Directed    Against    Plant 
Equipment    "    Svc    list    encl 

JOROANi E    L         Division    of    Emergency    Preparedness   ft   Engineering 
Heipon««    (Post   030103)         B3/Q5/O4  Consolidated    Ediion   Co      of    Neu 

Vort,      Inc  112pp          18382   282         24X    Flche    30-000,83/03/04,8303040030 

630304O031    IE    Info  Notice   03-28,     "Criteria    for  Protective   Action 
Rec ommendat i  ons    Far    General    Emergencies    "    SVE    list    encl 
JORDAN. E  L         Division    of   Emergency    Preparedness   (r   Engineering 
Response     (Pflit    830103)          B3/03/O4  Consolidated    Ediion   Co       of    NBLJ 

York,      Inc  H9pp          1B441    001          24X    Flche    30-OOO, O3/OS/04, 0303040031 

83D3040O33    IE    Info   Notice   83-29,     "Fuel    Binding   Caused    by    Fuel    Roe* 
Deformation    "   Svc    Hit    encl 

JORDANiE   L.       Division   of   Emergency    Preparedness    &   Engineering 
Response     (Post    B30103)          83/O3/Oi  Consolidated    Edison    Co       of    Neu 

York,      IflC  113pp          18323   240         24X    FUhe.  SO-ODD.  B3/D3/Q6,  B30304O033 


83O3O40027    1C    Info   Notice    83-23,     "Standby    Gas    Treatment   Siji    Heater   High 
Temp    Trip   Setpoint  Adjustment    "    Svc    list   end 
JORDAN. E  L        Division    of  Emergency   Preparedness   tt   Engineering 
Response    (Post    8301O3)          B3/O4/2B  Consolidated    Edison   Co       of   Neu 

York.      Inc          118pp          1 B3B2    163         24X    Flche    50-000,83/04/26.6303040027 

B3O304O028    IE    Info   Notice    03-56,     "Failure    of   Saf  ety/Hel  le  f   valve 
Discharge   Line   Vacuum   Breakers    "   Bvc    list   end 
JORDAN, E  L        Division    of  Emergency   Preparedness  &  Engineering 
Response    (Post    B301O3)          83/03/03  Consolidated    Ellison   Co       of   Neu 

York.      Inc          122pp          13141     17O         24X    Fiche    SO-ODQ,  33/03/03, 8303010038 

8303010030    IE    Info   Notice    83-27,     "Opora tlona 1    Response    to    Events 
Concerning   Deliberate   Acts   Directed   Against   Plant 
Equipment    "    Svc    list    end 

JORDAN,  E   L         Division    of   Emergency    Preparedness    tt   Engineering 
Response    (Post    B301O3)          83/03/04  Consol  itfateii    Edison   Co       of   Neu 

York,      Inc          U2pp          103B2   202         24X    Fichu    SO-OOO.  B3/05/04,  B3O304Q030 


8303040034    IE    Info   Notice    03-30,     "Misapplication    of    Generic    Emergency 
Operating    Procedures    (EOPt    Guidelines    "   Svc    li»t    sncl 
JORDANi E  Lv       Division    of    Emergency    Preparedness   *   Engineering 
Rasponso    (Poit   830103}         03/03/11  Consolidated    Edison  Co      of    N«u 

Yorit.      Inc  Hipp          18324   003         24X    picho    SO-OOO,  B3/O5/1 1, 830304O034 


Q303040031    IE    Info  Notice   03-28,     "Criteria    for  Protective   Action 
Rec ommondatiDns    for    Qeneral    Emergencies    "   Svc    list    encl 
JORDAN,E  L        Division    of   Emergency   Preparedness  >t  Engineering 
Response    (Pout    6301O3)          83/05/04  Consolidated    Edison   Co       of   Neiu 

York,     Inc         I19pp         1S14I    OO1        24X  Fiche   90-000.83/05/04,8303040031 


83:03040040    IE    Info   Notice   83-31,     "Error    in   ADLPIPE  Computer   Program   " 
Bvc    Hit    one  1 

JDRDANrE   L         Division    of   Emergency    Preparadnes s    tt   Engineering 
Rmpon««    CPost   830103)         03/03/17  Consolidated    Edison   Co      of    Neu 

York,      Inc  114pp,         18697    OO9         24X    Fiche    SO-OOO,  B3/O5/17.  S303O1C-040 


0303040033   IE    Info  Notice   83-29.     "Fuel    Binding   Caused   by   Fuel   Rack 
Deformation    "    Svc    list    encl 

JORDAN.  E  L        Division    of   Emergency   Preparedness  ic  Engineering 
Response     IPoat    8301O3J          83/03/O6  Consolidated    Edison   Co       of    Neu 

York,      Inc          HSpp          IB  323   246         24X    Fiche    30-000,  B3/05/O6, 8303040033 


8303O-40D4&    IE    Info   Notice   83-33,     "Nonreprasentat  i ve    Samplino    of 
Contaminated    Oil    "   Svc    list    encl 

JORDAM.E   L         Division    of   Emergency    Preparedness    &   Engineering 
ReiDBnift    CPoit   8301O3)         63/O3/26  Consolidated    Edison   Co      of    New 

York,     Ine          114pp         1B647  007        24X   Flthe    50-000. B3/O3/26,  S30304O046 


0303040034    IE    Info  Notice    03-30,     "Misapplication   of   Generic   Emergency 
Operating   Procedures    CEDP)    Guidelines    "    Svc    list    encl 
JQRDANi  E  U        Division    of   Emergency   Proparedneis   Si   Engineering 
Response    (Post    8301O3*         03/05/11  Consolidated    Edison  Co.    of  Neu 

York,      Inc          114pp          18324   003         24X    Fiche    50-000.03/03/11,8303040034 


DOCKET    30-315    PEBBLE  SPRINOS  NUCLEAR   PLAMTi     UNIT    Z 

A      App 1  tea tlon/construetion    stage    documents    &   correspondence 

63030*70639   Oenerlc    Ltr   83-20    to  all    operating    reactor    licensees    l< 
holder*    of    CPs   re    integrated    scheduling    for    Implementation 
at    plant    mods   Svc    list    encl 

EIBENHUT.D  D        DlvUion   of   Licensing        83/O5/09  ConsoUoattd 

Edi«on   Co      of   Niu  York.     Inc         Ifipp         1B627    133        24X 
Ftch*,  SO-OOO,  83/03/09.  B30S090637 


S303O40040   IE    Info  Notice   83-31,     "Error    in  ADLPIPE  Computer  Program   " 
Bvc    list   encl 

JORDANiE  L        Division    of   Emergency   Preparedness   1-  Engineering 
Response    (Post    8301O3)          B3/05/19  Consolidated    ErfUnn   Co       of    Neu 

York,      Inc          114pp          1B6?7   009         21X   FIcha    30-000,  83/09/191  B3O3040040 


83O3C-40046    IE    Info  Notice   03-33,     "Nonrepresontati  va   Sampling    of 
Contaminated    Oil    "   Svc    list   encl 

JORDANiE  L        Division    of   Emergency   Preparedness  It  Engineering 
Response    (Post    B301O3)          B3/03/26  Consol  iilateil    Edison   Co       of    Neu 

York,     Inc         Hipp         18A-47  007        24X  Flche   9O-000.  B3/05/26,  83030-10046 


F      Security,     medical,     emergency   It   fire   protection    plans 

B3O3110034   Oenerlc    Ltr    93-21    to   all    licensees    of    oporatlng    reactor*! 
applicants    for   QL»   &   holders    of   CPs    re    clarification    at 
•ccets    to    control    procedures    For    laui   enforcement   visits 
Svc    1 1st    enc  1 

EISENHUT,D   O        Division    of   Licensing         83/03/11  Consolidated 

Edison   Co      of  New  YorX,     Inc         16pp         1B54O  093.       24X 
Fleh*    3O-OOOi03/09/ll,B303110034 

D      Inspection    reports,     IE  Bulletins,    fc   correapondence 

B2ia06O3B3    IE    Info   Notice   83-14,     "Deuatered    Spent    Ion   Exchange   Resin 
Suiceptl bill  ty    to   Eiothermic   Chemical    Reaction."   Svc    Hit 
•nc  1 

TAYLOFti  -J-  M        Division   of   Safeguards   Ic    Inspection  Programs    CPost 
8301O3).       B3/03/21  Consolidated    Edison   Co      of    Neu   York,     I  tic 

113pp.         1B30B   319         24X   Flche    30-000.  83/03/21,  82120iO3B3 

S30304O021     IE    Info   Notice    83-21,     "Defective    Emergency   Uie   fieipiratar,  " 
Svc    1 1st    encl 

JQRDANrE  L        Division   of  Emergency   Pr«p*r*dn*s-«   tt  Engineering 
R*»pon«»    {Post   830103)         83/04/13  Consolidated   Edison   Co      of    N«u 

York.      Inc  126pp          10433    133         B4X   Fiche    30-OOO, B3/O4/13i B303040031 

03030^0023    IE    Info   Notice   83-32,     "BUR   Safety/Re! i ef   Valve   Failures    " 
Svc    1  lit    enc  1 

JORDAN, E   L         Division    of   Emergency   Preparedness   &  Engineering 
R»*pon*»    CPost  830103)        83/04/22  Convol Id^ted    Edison   Co      of    Neu 

York,     Inc          1  ISpp         18383' 089        24X  Flche    SO-OOO,  83/O4/B2,  B303040023. 


DOCKET   BTN-3O-31B    HARTSVILLE   NUCLEAR   PLANT.     UNIT    1 

A      Application/construction    stage   documents   &   correspondence 

83O31001B7  Forwards    "Details    of   Deferral    Plans    for  Hartsvllle   Nuclear 
Plont   A   "    Yellow  Creek    plan    submlttal    delayed    until    830313 
MILLS.L   M        Toninmed    Valloy   Authority        83/03/05,       DENTDN,  H  R 
Office    of   Nuclear  Reactor  Regulation,     Director         Ip        18374,294.      24X 
Fiche   50-318,  B3/OS/O3,  B303100iQ9 

— 83O310O193    "Details    of    Deferral   Plan*    for  Hartsvllle  Nuclear    Plant  A    " 
*       Tennessee    Valliu    Authority         B3/QS/31         9pp          18374   299         24X 
Flche    5Q-31B, 83/OS/O3, B30S10O109 

Q,     Inspection    reports.     IE   Bulletins   &   correspondence 

0303270448   Forward!    IE    Insp    fiepts    30-318/83-01,30-319/83-01, 
30-320/83-01    &    30-321/B3-01    on    821I2O-83021B   No 
n on  com pi  lance    noted 

VERRELLI.D   H         Division    of  Project  &  Resident   Programs        83/03/23. 
PARRISrH  0,       Tennessee    Valley   Authority        2pp        1B&44    1.47        24X 
Fiche    30-318,  83/03/2B>  B303270460 

— S3O3270496    IE    Insp    Repts    50-318/83-01,30-519/83-01,30-320/83-01    t< 
30-321/83-01    on  8211SO-03021B  No   noncomp liance   noted    Major 
arias    Inspected    open    items    (all    units ). Independent    imp 
effort    (A-l    h  A-2)    &    Kite   deferral    preparation    (A-l    fr  A-2t 
SCHAPKER,  J   F    .    CANTRELL.F  S        Region   2,    Office    of   Director 
83/03/24          3pp          18644'  149         34X   Ftche'  30~318i  33/03/39, 83032704oB 
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5      Rsportable   occurrences,    LERs   fr   related    corre  ip  ondencs 


S      Reportabl*   occurrences,     LERs    &    related    correspondence 


Interim   deficiency    rept    re    misapplication    of     1TE   Gould 
circuit  trualers    in   pnit-LOCA  hydrogen    ret  omb  iners    supplied 
by   Hockiuell    Intl    Initially    reported    on   830338  Matter    under 
Investigation   Final    rapt    by   B3080B  Reported    per    Part    2J 
MAtJNO,  S   F         Niagara    Mohau*    Power    Corp          B3/O4/36         STAROSTECKI. R 
flagian    1,     Office    Of    Director         2pp  I B433    O72         24X 

Fiche    30-000.33/011/26,8305120392 


83O3120392    Interim   deficiency    rept   re   misapplication    of    ITE  Could 
circuit   breakers    In   post-LOCA   hydrogen    recombiner*    supplied 
t>Y    RodkuiBll     Intl     Initially    reported    on    830323   Hatter    under 
inveit ijation   Final    rept    by    B3QBO8  Reported    per   Part   21 
MANNO.  8  F        Niagara    Mohauli   Power   Corp        B3/04/26        8TAROSTECKI.  R 
Region    I.     Office    of    Director         2pp          13433   072         24* 
Fiche    90-000.  03/04/26.  8305120392 


— 6303120404    Part   31     rept    re    failure    of    pnst-LOCA    hydrogen    racoflibiner 
component  tf urine    IEEE-323  qualification    program  Circuit 
breaker    not    properly    selected    for    specific     application   Plant 
operators   notified    of   deviation 

EMPEY.DC         Rockwell    International     Corp          S3/O3/I1          COLLINS,  J   T 
Region    4,     Office    of   Director         3pp          1  B433    O74         34X 
Fiche   50-000,  33/04/26,0303180372 


— 9303120404   Part   HI    rept    re    failure    of    post-LOCA   hydrogen  retonb-lnir 
component   during    IEEE-323   qualification    program  Circuit 
breaker    not    properly    selected    for    (pacific    application  Plant 
operators   not  if  let*    of    deviation 

EMPEY.DC         Rockuell     International    Corp         B3/Q3/11         COLLINS, JT, 
Region    4.     Office    of    Director          Spp          18433    074         21 X 
Fiche    30-000.83/04/26.5303120392 


DOCKET   STN-SQ-519   HARTSVILLS   NUCLEAR    PLANT,     UNIT   3 
0      Inspection  reports,    IE  Bulletins   &    correspondence 


DOCKET   STM-30-321    HARTSVILLE   NUCLEAR   PLANT,     UNIT   4 
Q      Inspection   reports.     IE   Bulletin*   &   correspondence 


B3032704SB   Forwards    IE    ln»p    Hepts    5O-51B/B3-01.  30-319/83-01. 
30-320/H3-01    *•   SO-Sai/BS'OI    on   931120-830210    Ha 
noncompl lance    noted 

VERRELLI.D  M        Division   of  Project   &   Resident   Programs        B3/O3/S5 
PARBIS.H   G         Tennessee    Valley   Authority          2pp  18A44    147         24X 

Fiche    30-510.  03/03/23,  8305370469 


S30S27Q449  Forwards    IE    Insp    Repts    3Q-318/83-O1 , 3O-319/83-01, 
30-3BO/03-01    t,    30-921/83-01    on    B21 120-B3O31B    No 
noneompl lance   noted 

vERRELLl.D  H        Division    of   Project   h  Reiident   Programs        B3/03/25 
PARRIS.H  0        Tennessee   Valley    Authority        Spp         1BM4    147        24X 
Fiche   30-318,  83/03/33.  B30327046B 


— B30SS70496    IE    Insp    Repts    50-513/83-01,  30-31 9/B3-OI.  3O-3SO/B3-OI    tt 
30-321/03-01    on   921 120-B303IB   No    noncorpp  1 1  ante    noted    Major 
areai    inspected   open    it»mi    (all    units),  independent    in»p 
effort    (A-l    «•  A-2)    d  sits   deferral    preparation    (A-l    &  A-2I 
SCHAPKEfl.J  F   ,     CANTRELL.  F   S        Region    2.     Office    of    Director. 
83/O3/24         Spp         1B644    149        24X    Fiche    3O- 3 18,  63/03/35-  S30S37O4 69 


—8303270496    IE    Insp    R«pta    30-S1B/S3-01.  30-317/03-01. 30-S20/93-01    t> 
30-321/83-01    on   821120-B30218  No   noncomp 1  lance    notfd   MljDf 
arias    inspected    open    items    (all    unltsli Independent    Insp 
effort    (A-l    &   A-8),*    site    deferral    preparation    CA-1    tt  A-2). 
SCHAPKER.J  F        Region   2.     Office    of   Director        83/03/24        5pp, 
1S644    149         24X    Fiche    30-318, 83/03/23.  B3032704fiB 


S     Rapcrtable   occurrences.    LEHi   V  related    correcpondenca 


S     Repartable    occurrencesi    LERs   tt   related    correspondence 


B30512O392   Interim  deficiency   rept   re    mtsappl  ieatlon    at    ITE  Gould 
circuit   breakers    In    post-LOCA  hyflragan   r ecomb  1  ner-l    supplied 
by    Rockuell    Intl    Initially    reported    on  63O3HS   Matter    under 
Investigation  Final    rept   bij   B30SOB  Reported    per-   Part   21 
MAHNOiS   F         Niagara    Mohawfc    Power   Corp          B3/O4/26         STAROSTECKI<  R 
Region    1,    Office    of    Dirictor        2pp  1S133   O72         24X 

Fiche'  30-000.  B3/OS/26.  B309 130392 


3309120393   Interim   deficiency    rept    re   misapplication    of    ITE  Oould 
circuit   tireakera    in    post-LOCA   hydrogen   recomblners    supplied 
by    Rockwell    Intl. Initial ty    reported    an  830328  Hatter    under 
inveitigation  Final    rept    by    B3OS08  Reported    per   Part   21 
MANNO.  S  F        Niagara   Kohauk    Power   Carp        33/04/26        BTAROSTECKI,  R. 
Rtglon   1.    Office  of  Director       Spp        18433  072       24X 

Fiche    30-000-B3/04/26.830312039S 


— B30312O404  Part  Si    rept   re    failure    at    j>ost~LOCA    hydro-gen   recombiner 
component    during    IEEE-333  qualification   progra-m  Circuit 
breaker   not   properly   selected    for    specific    app  llcat  ion.  Plant 
operators    notified    of   deviation 

EMPEY,  D  C        Rockuell    International    Corp         93/03/11         COLLINS,  J   T 
Region   4,     Office    of   Director         3pp  1B433    O74          24X 

Fiche   50-OOO,  B3/04/24,  8303120392 


— B3031B0404  Part   SI    ropt   re    failure    of    post-LOCA  hydrogen  reiomblntr 
component    during    IEEE-323   qualification    program  Circuit 
breaker   not   properly    selected    for    specific    application  PUnt 
operator*    notified    of    deviation 

EMPEY.  D  C,       Rockuell    International    Corp        83/03/11        COLLINS,  J,T, 
BBglon   4,    Office    of   Director        Opp         18433  074        24X 
Fiche   30-000,83/04/26,8305120393 


DOCKET   STN-30-S20   HART5VILLE   WUCLEAR    PLANT.     UNIT   3 

A     Aapl {cation/construe tion   stage   documents    &   correspondence 


DOCKET   SO-322    BKAflIT   NUCLEAR    POWER   PROJECT,     UNIT    1 

A     Application/construction    stage    document*   &   correspondence 


B305100I89  Forwards    "Details    oF  Deferral    Plan*    for   Hartivltle   Nuclear 
Plant   fi  "  Yell ou  Creek   plan    submittal    delayed    until    B3O313 
MILLS.L  M        Tennessee  Valley   Authoriti|         33/03/03        DENTON.H  R 
OffCcc    of  Nuclear  Reactor  Regulation,     Director         If          18374   294.       24X 
Ficht    50-310,83/03/03,  B3091001B9 

— 83O3100193   "Detail*   of  Deferral   plans    for    Hartsvllle    Nuclear    Plant  A    " 
»      Tennessee  Valley   Authority        B3/O3/31         9ff          IB374    893,       24X 
Fiche    50-31B,S3/05/03.830ai001B9 

a      Inspection  reoarts.     IE  Bulletin!   t   correspondonce 

9303270468   Forwards    IE    Insp   Rept*    30-318/03-01 ,  9O-319/S3-O1 , 
30-320/B3-01    fc   30-3S1/B3-01    on   821130-83-0218    No 
noneompl lance   noted 

vERRELLl.D  M       Division  of  Project  k   Resident    Proorarn*         83/O3/-a3. 
PARRla.H  0        Tennessee  Valley  Authority         Spp          19644-147.       24X 
Ficne   9O-31B, B3/03/23. B30337046B 


8305090639  Generic    Ltr   83-20    to   all    operating    reactor    licensed   Ic 
holders    of   CPs    ri    Intagrated    scheduling    for    implementation 
of   plant  mods   Svc    list    end, 

EISENHUT.DO        Division    of   Llcenslnfl        B3/O3/09  Consolidated 

Edison  Co      of   Nsu)  York.     Inc         lApp         1B637    133        24X 
Flch*'  30-000,  B3/03/09.  B303090<&39 

F      Beeurltv    medical,     emergency    h   fire   protection    plans 

B3O3110034  Generic    Ltr   B3-21    to   all    licensees    of    operating   reactors, 
applicant*    for   OLs   b   holder*    of   CPs    re    clarification    of 
access    to   control    procidures    for    lam   enforcement   visits 
Svc    list   encl 

EtSENHUT,  DO        Division    of   Licensing        B3/09/11  Con«olid» tirf 

Edi.on   Co,     of    Neu   York,     Inc,        16pp          18340   093         24X 
Fiche    30-000,  B3/03/11,  0303110034 

0      Ad jud icatory    correspondence 


—B30S270496   IE  Insf   Repts   30-313/83-01,30-519/83-01,90-320/83-01    h 
30-321/83-01   on  HS1 120-83OS1B  No   noncomp  1  lanco   noted   Major 
areas    inspected   open   Items    (all    unl  fci ]>  1  ndep'ndent    Insp 
effort    (A-l   &  A-2)   tt  site    deferral    preparation    (A-t    &   A-B) 
8CHAPKER.J   F   ,     CANTRELL.F   3        Region    S>     Office    of    Director 
83/03/24         Spp         18644    149        24X   Fit  tie:  3O-31B,  B3/O3/23,  B30927O4aS 


S SO 3 170272  Motion    for    summary    disposition    of   Contention    1    re 
calculation   of    d*mand    for    electrical    energy    negating    need 
for    plant. No    genuine    lesutt    of  <n*tl    fact    edsti 
CAVANAOH.P.        Natural    Resources    Defense   Council         CAVANAOH.  R, 
Coalition   for  Safe   Pouter        CAVANAOH.R        Columbia   River    Inter-Tribal 
Fish    Commission        83/03/12  Atomic   Saf«t(j    and   Licensing   Board 

Panel        Spp         18463  061.       H4X  Flehe;  30-323, 83/09/12-8303170272 
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B30517O279   Statement    of   matl    facts   as    to   uhlch    there    is    no    genuine 
issue    re    Contention    t 

CAVANAOH.R         Natural    Resources    Defense    Council          33/03/12  Atomic 

Safety    and   Licensing    Board    Panel        2pp         18463    327        2<JX 
Fiche     30-382,83/03/12,8303170279 


S303040031    I£    Info  Notice    B3~2a,     "Criteria    for   Protective   Action 
Recommenda tions    for    General    Emergencies     >   gvc    ]iat   encl 
JORDAN,  E   L         Division    oF    Emergency    Preparedness    t.   Engineering 
Response     (Post    83O1O3)          B3/05/04  Consolidated    Edlion   Co       of   New 

Vort.      Inc  119pp  19141    OO1         24X    Fiche    50-OQO,  B3/OS/04,  8303Q40O31 


B3QS17O347   Memorandum   of    points    ft    authorities    supporting    Intervenor 
motion    For    summary    disposition    since    Contention    1    no    longer 
controversial    issue   Certificate    of   Svc    enc 1 

CAVANAQH.R        Natural    Resources    Defense   Council         B3/03/12  Atomic 

Safety    and   Licensing    Board    Panel         14pp         1B46?  OQB        24X 
Fiche     30-322,83/03/12,8303170347 


B30304Q033    IE    Info    Notice    33-29,     "Fuel     Binding    Caused    by   Fuel    Rack 
Deformation    "   Svc    list    enc  1 

JORDAN, E  L         Division   of  Emergency    Preparedness   &  Engineering 
Response     (Post    B3O1O3I          83/O5/06  Consolidated    Edison   Co.     of   New 

York,      Inc  113pp  18323    24B         24X    Flthe    30-000,03/03/06,0303040033 


8303170337   Affidavit    of    DB   Goldstein    supporting    NRDC    motion   for 
ivmfflary    disposition    of   Contention    1    re    need    for    power   Four 
fa-recasta    For    energy    needs    refute   need    for    pouer 
justification   dBviloped    by    utll    Prof    qu-al  If  icatlons    encl 
GOLDSTEIN.  D   B         Natural    Resources    Defense    Council          83/03/1S         81pp 
19468    04O         24X   Flche    30-322.03/03/12,030317033.7 

83 0331 DO £9   Request*    current    suspension    of    fedaral    b    state    licensing 
proceedings   continue   until    raid-Sept    1983    to    consider 
licensing    alternatives 

THQMSEN,  F   T         Perkins,     Cole,     Btone.     Dlsen    t.    Williams         THOMSEN,  F    T 
Puget    Sound   Power    S.   Light    Co        B3/03/23        WOLF,  J  F   ,    LEWIS, N  D 
Atomic    Safety    and    Licensing    Board    Panel         3pp         18633    157        24X 
Flche    30-322,83/03/23,8303310029 

8303310082   Request    for    extension   until    B3D930    to    answer  NRDC   motion    for 
summary    disposition    of   Contention    1    Time   needed    to    consider 
implications    of    final    northwest    conservation    electric    power. 
plan   &    licensing    alternatives   Certificates    of    Svc    encl 
THOMSEN, F  T,       Puget   Sound   Power    &   Light    Co        THOrtSEN.F   T        P»r*in«. 
Col»,     Stone.    Olson   It  Ullliams         B3/03/2S  Atomic    Safety   and 

Licensing    Board    Panel         Spp          1869B   O4O         SIX   Fiche    30-322, 33/03/23, 
6303310002 


8303040034     IE    Info    Notice    83-30,     "Misapplication    of   Generic    Emergency 
Operating    Procedures     (EQP)     Guidelines    "    Svc     list    »nc  1 
JORDAN,  E   L          Division    of   Emergency    Preparedness    &   Engineering 
Response     (Post    B3OIO31          S3/Q3/11  Conto 1 1  dated    Edison   Co       of   Netu 

York,      Inc  114pp  18534    003         31X    Flche    3O-OOO,  B3/03/1 1.  B303040034 

BJ0304004Q    IE    Info  Notice    B3-31,     "Error    in  ADLPIPE  Computer   Program   " 
Svc    list    encl 

JORDAN, E   L         Division    of    Emergency    Preparedness    If   Engineering 
Response    <Post   83O1O3)         83/03/19  Consolidated   Edison  Co      of   New 

York,      Inc          Hipp          1Q697    009         24X    Flche    30-000,83/03/19,8303040040 

B303040046    IE    Info   Notice    93-33.     "Nonrepresenta  fclve   Sampling    ot 
Contaminates    Oil    "    Svc    list    encl 

JORDAN, E  L        Division   of    Emergency    Preparedness   &  Engineering 
Response    (Post    B301O3).        B3/O3/26  Coniol  i  dated    Edison    Co      of   Neui 

York,      Inc  tl4pp  18647    O07         2-1X    Fiche    SO-OOO,  83/O3/36,  B303040046 


DOCHET    90-533    SKAGIT    NUCLEAR    POWER    PROJECT,     UNIT    3 

A      Application/construction    stage   documents   &  correspondence 


Q      Inspection  reports,     IE  Bulletins   &    correspondence 

8212DbOae3    IE    Info    Notice   B3-14,     "DewaterBd    Spent    Ion   Exchange   Resin 
Suscap tibilltv    to  Exothermic    Chemical    Reaction    "    Svc    list 
enc  L 

TAYLOR, J   M        Division    of   Safeguards   &    Inspection   Programs    (Post 
S30IO3)         83/03/21  Conialldated    Edison   Co      of    Neu  York,     Inc 

112pp  18308   319         24 X    Flche    3O-000, B3/03/21, S212O6O383 

e30304DOSl    IE    Info   Notice   B3-21,     "Dtfextive   Emergency    Use   Respirator    " 
Svc    Hit   encl 

JORDAN, E   L        Division    of  EmerB'ncg    Preparedness    k   Engineering 
ResponsB    (Pout  8301O3)        83/01/13  Consol idatad    Edison  Co      of  Maw 

York.     Inc         126pp         18435    133        24X  Fichfl   3O-OOO, B3/04/13,  B303O40021 

8303040OS3    IE   Info   Notice   03-22,     "BUR   &af aty/Re 1 1 ef   Valve   Failures    " 
Svc    list    encl 

JORDAN,  E   L        Division    of   Emergenci)   Preparedneis    &  Engineering 
RBtponia    (Post   B30103)         83/04/82  Consolidated    Edison  Co      of   Miu 

Vork,      Inc         H2pp         1B333  089        24X   Flche    SO-000, 83/04/22i  8303040023 

3303040039    IE    Info  Notice   B3-S3,     "Inoperable   Containment   Atmoiph«r» 
Senilng    Sij»    "    Svc    list    encl. 

JORDAN, E   L        Division    of   Emirgency    Preparedness    If  Engineering 
R«iponsa    (Post   B30103)         B3/04/23  Consolidated    Edison  Co.     of   New 

York.      Inc         H9pp         18381    291         24X   Flche    30-000,83/04/83,8303040028 

B303Q4QO26    IE    Info  Notice   S3-S4,     "Loosa   Part*    In   Svcondarg    Side    of 
St»«m   Generators    at   PWRt    "    Svc    List    end 

JORDAN, E   L        Division    of   Emergency   Preparedness    &  Enginviring 
Response    (Post   B30103),       B3/Q4/28  Ccniol  idated    Edison  Co      of   Meui 

York,      Inc,       UBpp         1B382  047        24X   Flche    SO-000, 83/04/88, 8303040026 

8303040027    IE    Info  Notice   83-25,     "Standby    Oas    Treatment   By*   Heatur   High 
Temp    Trip    Setpolnt   Adjustment    "    Svc    list    encl 

JOADANiE   L.       Division    of   Emergency    Prep«redness    &  Engineering 
Response    (Post   830103)        83/04/28  Consolidated    Edison  Co.     of   Hew 

York,      Inc          UBpp          18382    1A9         24X   Flche,  SO-OOQ,  83/04/28,  B303O400B7, 


8303090639  Generic   Ltr    B3-SO    to  all    operating    reactor    licensees   1 
holders   of    CPi   re    Integrated    scheduling    for    Implementation 
of   plant   mods   Svc    list    encl 

GISENHUT.D    &         Division    of    Licensing         B3/03/O9  Consolidated 

Edison    Co       of   Neu    York.      Inc          16pp          1 0627    133         24X 
Ficho    SO-OOO,  83/09/09,  8305O90639 


F      Security,     medical,     e-mergency   &    fire    protection   plans 


83O311OO34  Generic   Ltr    B3-21    to  all    licensees    of    operating   reactors, 
applicants    for  OLs    Ic    holders   of   CPa   re   clarification    of 
access    to    control    procedures    for    lain    enforcement  visits 
Svc    Hit    encl 

EI8EMHUT,D   0        Division    of    Licensing        B3/O3/I1  Consolidated 

Edison   Co      of  Neui   York,     Inc         l&pp         1BS40  093        24X 
Fiche    30-000, 83/OS/ 1 1 .  B3O31 10034 


0      Adjudicatory    corre* pond enc e 


B3Q317O272  Motion    for    summary    disposition    of  Contention    1    re 
calculation    t>p    demand    for    electrical    energy   negating    need 
far    plant    No    genuine    iiiua    of  matl    fact    eildt* 
CAVAMAOH,R         Natural    Resources    Defense  Council        CAVANAQH,  R 
Coalition    For  Safe    Power        CAVANAQH.R        Columbia  River    Inter- Tribal 
Fish    Commission        B3/Q5/1E  Atomic    Safety    and   Licensing   Board 

Panel          2pp          1B46S    061          24X   Flche    3O-522,  B3/D3/12,  830317Q27S 

S303170279  Statement    of   matl    facts   as    to  which    there    is    no   genuine 
issue    re   Contention    1 

CAVAMASH.R        Natural    Resources   Defense   Council        B3/O3/12  Atomic 

Safety   and    Licensing    Board    Panel         2p p        1B463   327        24X 
Fiche    30-522,  83/03/113,0305170379 

830317O347  Memorandum   of    points   b  authorities    supporting    intervenor 
notion    for    summary    disposition   since    Contentlo-n    1    no    longer 
controversial    Issue  Certificate   of    Gvc    encl 

CAVAMAOH.R         Natural     Resources    Defense   Council         83/O3/12  Atomic 

Bafstu,    and    Licensing    Board    Panel         Mpp        1G467  OOB        24 K 
Fiche    50-332,83/03/12,  B3O3170347 


S3O3O40039    IE   Info   Notice   83-26,     "Failure    of   Saf e tu/Ru 1 ief   Valve 
Discharge   Line   Vacuum   Breakers    "   Svc    Hit    incl. 
JDRDANjE   L        Division   of   Emergency   Preparedness    tt  Engineering 
Response    (Past   S3O103)        83/09/O3  Consol Ida  tad    Edison  Co.     af   N*u 

Yoi-lrr     Inc.       122pp         18441    170        S4X  Fiche    30-OOO,  83/03/03, 8303040O2B 

B303O40O30    IE   Info   Notlc*   83-27,     "Operational    Response    to   Evtntt 
Concerning    Dtllherata   Acts   Directed   Against    Plant 
Equipment."   Bvc    list    encl 

JORDANjE  L        Division   of   Emergency   Preparedness    &   Engineering 
Respond*    (Post   830103)        B3/05/O4  Consol Ida t«d    Edison  Co,     of   Neu 

YET*,     Inc         HSpp         1B3B2.SB2        24X  Flehe    50-000,03/03/04,8303040030 


B3O317OSS7  Affidavit    of    DO   8old»t«in    supporting    NRDC  motion   for 
summary    disposition    of    Contention    1    re   need    for    power   four 
forecasts    for    energy    needs    refute    ne*d    for    pouier 
justification-   developed    bij    util   Prof    q.uallf icationi    end 
GOLDSTEIN,  D, D        Natural    Resources    Defense  Council        83/03/12        Blpp 
1B46S   040         24X   Flche    3O-S3B, B3/03/12, B305170337 

8303310-029  Requests    current    suspension    of    federal    &   state    licensing 
proceedings    continue    until    mid-Sept    1983   to   consider 
licensing    alternatives 

THOMSEN.F   T        Perkins.    Cole,    Stone,    Olsen  i  Wi  lliams.       THOMSEN,  F  T 
Puget    Sound   Power   &  tight   Co        B3/O3/23        WOLF, J  F  ,    LEWIS,  N  D 
Atomic    Safety    and    Licensing    Board   Panel        3pp         18633    127       24X 
Fiche'  3D-3K2,  83/05/23',  8305310029 
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6305310033   Request    for    intention    until    B3Q93Q    tu    answer    NRDC    motion    foi 
•summary    disposition    of    Contention    1    Time    needed    to    consider 
implications   of    final    northwest    conservation    electric    power 
plan   &    licensing  alternatives   Certificates    of   Svc   encl 
THDM5EN.F   T         Puget    Sound    Power    L    Light    CD         THDMSEN,  F    T         Parkins, 
Cole. -Stone.     Olsen    !»   Williams         83/03/23  Atomic    Safety    and 

Licensing    Board    Panel         Bpp.          1S65B   Q4O         24  K    Fie  he    50-322,  B3/O5/S5, 
B  3053 10002 


Inspection   reports.    IE  Bulletin: 


•respond enct 


DOCKET    STN-30-328   PALO   VERDE   NUCLEAR    STATION,     UNIT    1 

A     Application/construction    stage    documents   &    correspondent* 

B3Q5Q30013  Forwards   NRC    comments    on   C-E  Owners   Group    study    rn 
depressuriiation    t>   DHR    capability    of    C-E    plants    u/o    PORVi 
Info    re    need    for    PORVs     In    plants    required    by    830630    In    order 
to   be    considered    in    final    decision 

NOVAK. T  M  Assistant  Director  for  Ltcensina  83/04/20  VAN 
BRUNT, E  E  Ariiona  Public  Service  Co  4pp  16310  349  24X 
Fiche  30-32B,  83/04/20,  B303030013 


821SO&O335    IE    Info   Notice   B3-14,     "Deuatered    Spent    Ion   Eichange    Resin 
Butcep  tabil  i  tij    to   Exothermic    Chemical    Reaction    "   Svc     list 
encl 

TAYLOR.  J   H        Division    of   Safeguards    !<    Inspection   Programs    (Post 
B3O1O3)         B3/Q3/31  Consolidated   Edison    Co      of   Neu,   York,     Inc 

112pp          1B3OB   319         24X   Fiche    5O-OOO.  B3/Q3/21,  9312060333 


8303040021    IE    Info   Notice   93-21,     "Defective    Emergency    Use   Respirator    " 
Svc    list   encl 

JORDAN,  E   L         Division    of   Emergency    Preparedness    '--   Engineering 
Response    {Post    830103)         83/04/13  Consolidated   Edison   Co      of   Neu 

York,      Inc          126pp          18433    133         24X   Fiche    SO-000,  03/04/13,  B303040021 


B305U0033  Summary    of    030406-07  meetings   ui/utll    &   Boehtel    at    lit*   n 
NRC    power    ays   site    audit    findings   Agenda    encl 

LICITHA.E  A        Licensing    Branch    3        S3/O3/03  Licensing    Branch   3 

7pp          10415    066         24X    Flche    30-328,63/03/03,8308110032 

0305330003  Forwards    request    for   addl    info    re   B30322   proposed    r«v   to 
Table    3   2-1    of    FSAR    Rev    deleting    commitment    to    apply    OA 
program   to    certain    Items    during    operations    phase   iu/o 
justification 

KNIQHTON.Q   W         Licensing    Branch    3         83/03/03         VAN   BRUNTi  E   E 
Arliona   Punllc    Service    Co         4pp          16341    332         24X 
Fichu    50-323,83/03/03,8303230003 


8303040023    IE    Info   Notice   83-22,     "BHH   Safety/Relief   Valve    Failure*    " 
Svc     1  tst    encl 

JORDAN,  E   L         Division    of   Emergency    Preparedness    &   Engineering 
Response    (Post    8301O3)         B3/04/22  Consolidated    Edison    CD      of   Neu 

York,     Inc         HSpp          16393089         245!   Fiche    5O-000,  83/04/22,  B303040023 

B303040O23    IE    Info   Notice   83-23,     "Inoperable    Containment    Atmosphere 
Sensing   Sys    "    Svc    list    encl 

JORDAN.  E   L         D>EVisian    af   Emergency    Preparedness    &   Engineering 
Respan-se    (Post    B30103)         B3/O4/25  Consolidated   Edison   Co      of    Neui 

York,      Inc         H9pp          1S391    291         24*   Fiche     50-000,63/04/23,8303040025 

8303040036   IE    Info  Nobico  83-24,    "Loose  Parts    in  Secondary    Side   of 
Steam  Generators   at   PWRs    "   Svc    list    encl 

JORDAN,  E   L         Division   af   Emergency    Preparedness   &   Engineering 
Response    (Post    8301O3)         B3/Q4/28  Consolidated    Edison   CD      of   Netu 

Vork,      Inc          115pp          18382   O47         24X   Fiche     50-000.83/04/23,8303040026 

B303040037   IE    Info  Notice  B3-25,    "Standby    Gas    Treatment  Sys   Heater  High 
Temp    Trip    Setpotnt   Adjustment    "    Svc    list    encl 
JORDAN,  E  L        Division   of  Emergency    Preparedness  &  Engineering 
Response    (Post    9301Q3)         83/04/23  Consolidated    Edison   Co      of    Neu 

•farit,      Inc         liepp          183B2    14.3         34X   Fiche    50-000.83/04/28,8303040027 


IE    Info   Notice   83-26,     "Failure    of    Safety/Relief    Valve 
Discharge  Line    Vacuum  Breakers    "   Svc    list    encl 
JORDAM,  E  L        Division   of  Emergency    Preparedness   *•  Engineering 
Response    (Post    B30103)         83/O9/03  Consolidated   Edison    Co      of   Neu 

Yarli,      Inc         122pp         1B441    170        21X   Fiche    SO-000,  B3/O3/03,  B3O304002B 

G303O4O030   IE    Info  Notice  83-27,     "Operational    Hesponsa   to   Events 
Concerning    Deliberate  Acts    Directed    Against   Plant 
Equipment   "   Svc    Hit    encl 

JORDAN.  E  L        Division   of  Emergency   Preparedness  fr  Engineering 
Response    (Post    8301O3)         Q3/O5/O4  Consolidated   Edison   Co      of   Neui 

Voi-k,      Inc         H2pp          18382   2SS        24X    Flche    30-000,83/03/04,8303040030 

B303040031    IE    Info   Notice  93-23,     "Criteria    for   Protective   Action 
Recommendations    for  General    Emergencies    "    Svc    list   encl 
JORDAN.  E  L        Division   of  Emergency  Preparedness  fc  EnglneerlnB 
Response    (Post    B30103)         83/03/04  Consolidated   Edison    Co      of   Neu 

York.      Inc          I19pp         1B441    OBI         24X   Fiche    5O-000,  83/O3/04,  B303040O31 

8303040033    IE    Info    Notice   93-29,     "Fuel    Binding    Caused    ay    Fuel    Rack 
Deformation    "  Svc    list   encl 

JGRDAN,  E   L         Division    of   Emergency   Preparedness   &   Engineering 
Raspnn-se    (Post    B30103)         B3/O3/O6  Consolidated   Ediaon   Co      of   Neu 

York,      Inc         115pp         IBS23   243         24X    Fiche    50-000,53/03/06,0303040033 


— S309230004  Suggests    that    end    request    for   add.1    Info   b»    trantinltttd    to 
applicant   Proposed    revs    unacceptable  ul/o    justification   for 
d»leting    commitment    to   apply    FSAR   Chapter    17  QA   program 
'during    operations    phase 

HAASS,W  P        art   Branch        B3/O4/26        KNIGHTDN.  0  M        Lleensinfl   Branch 
3         6pp          1BS41    336         24X    FlchB    30-320r  B3/03/03, 8303230003 

8305040323  Board   Notification   63-O57   forwards    differing    prof    opinion! 

re    iiji    Interaction  &   safety    classification    Info  relates    to 

Board   Notifications   S3-17  b  B3-44   re   Unresolved  Safety    !*nu« 
A-17 

E1SENHUT.D  G        Division    of   Licensing        03/03/04  PALLADIND,  W  , 

QIL1NSKV.V   ,     ROBERTS,  T   M         Commlss  toners         22pp  1B337    139.        SAX 
Fiche    30-000,  B3/03/04,  3303040323 

8309170219  Foruardu    summary    of   B3O407   meeting    u/utl 1    In   Beth*sd«, KD  re 
draft   procedures    generation   package    for    emergency 
procedures 

LICITRA.E  A        Licensing    Branch    3        83/03/06  Licensing   Branch  3 

2pp          18476    343         34X    Flche    30-338,  B3/O3/06,  8303170211' 

—3303170225  Summary    of   S304HB  meeting    u/util    in   Bsth«sda,MD   r«    draft 
procedures    generation    package    fop    emergency    procedures 
GOODMAN,  M  J        procedures   &  Systems   Ruvleui  Dranch        83/04/28, 
CLAYTON,  H  D        procedures   t*  Systems   Review   Branch        4pp         18476  343 
24X  Fiche    30-328,  03/03/06, B305I70219 

8303090659  Generic   Ltr   B3-20    to   al  1 'operating    reactor    Hcensm   & 
holders   of   CPs   re    integrated    scheduling    far    implementation 
of   plant   mods   Svc    list    encl 

EISENHUT.D   G         Division    of    Licensing         B3/OS/0?  Cansol idflt*d 

Edison   Co      af  Neu  York,     Inc         16pp         18627    133        BIX 
Fiche    30-000,  S3/03/09,  8303090630 

8303240038  Requests    schedule    for    submittal    of   addl    Info   needed1    In    ord»r 
to   resolve    remaining    FSAR    items    prior    to   decision    on   OL 
Issuance   Response    requested   ulthin  2  uka    of   receipt    of 
Itr 

KNIOHTON,Q   W         Licensing    Dranch    3         B3/09/09         VAN   BRUNT,  E   E 
rtriiona   Public    Service   Co        7pp         1B394   294        24X 
Flche    30-328,83/03/09,8303340038 

8303240233  Notification    of    830602  meeting    u/util    It  Torrey  Pines 
Technology    in   Bethesda,MD   to   present   results    of    independent 
art   evaluation   t<   discuss    status    of    corrective    actions 
LICITRA.E   rt         Licensing    Branch    3         S3/05/1O         KNIOHTON.O   H 
Licensing    Branch    3        3pp         18393  300        24X   Fiehe    30-323,83/03/10. 
B3032 40353 


S3030'!0034    IE    Info   Notice  03-3O.    "Misapplication    of  Generic   Emergency 
Operating   Procadures     (EOP)    flulilelines    "    Svc     list    encl 
jaHDAN.E  L        Division   of  Emergency  Preparedness    fc  Englneerlnj 
Response    (Post   B30103)        83/03/11  Consolidated  Edison  Co      of  Neu 

York,      Inc         114p{i         18324   003        24X    Fiche     3O-000,  B3/03/H,  B303Q4Q034 

3103040040   IE    Info   Notice  03-31,     "Error    in    ADLPIPE  Computer  Program   " 
Svc    list   encl 

JORDAN.E  L        Division   of  Emergency  Preparedness    fc  Engineering 
Response    (Post    B30103)         B3/03/19  Consolidated   Edison   Co      of    Neu 

VorJ,      Inc          H4pp         IB697   OO9         24X   Ciche    SO-000, 93/05/19,  B30304004O 


B303160071   Foruards   application    for   amend    to   CPPR-I4I , requeitirg 
eitennion   of   const   completion    date    from  830831    to    1231 
Class    II    fee    encl 

VrtN   BWUNT.E   E         rtrliona    Public    Service    CO         B3/O3/12  Office    Of 

Nuclear  Reactor  Regulation.    Director        2pp         10433  029        S« 
Flche    30-3HB,  B3/03/I2,  B303160071 

— 830S160O72  Application    for    amend    to  CPPR-141, requesting    extension  of 
const   completion   date    from  B3OB31    to    1331 

VAN  BRUNT.E   E        Arliona   Public    Service   Co        83/03/12        4pp 
1S433  031        24X  Fiche    30-328,  B3/03/12,  S303160071 


B30304004A    IE    Info    Notice   63-33,     "Nonrepresentativii    Sampllnij    of 
Contaminated   Oil    "  Svc    list   encl 

JDRDANrE  L        Division   of  Emergency   Preparedness    fc  Engineering 
Response    (Post  3301O3)        83/O3/26  Consolidated  Edison   Co      of  New 

Vor*,     Inc         114fhp         18647007         24X    Fiche    50-OOO,  B3/03/86,  B303040046 


B30S200417  Justifie*    rev    to   FSAR   Section    I    B  re    exception    to  RB«    Outde 
1    3S  storage   reo.ulrementi    for    fission   chamber    detector*    tc 
sealed    sources, in   response    to   Jan    1°B3   request 

VAN  BRUNT,E  E  Arizona  Public  Service  Co  B3/05/IB  KNIOHTDN, 0 
Licensing  Branch  3  2pp  18517  162  S4X  Flche-  30-928,  B3/OB/1B, 
93033004 1 7 
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B3Q53101&1    Notifies    that    util    will     provide     plant-specific    info    re 
dipressuri latlon    t,    DHR    capabilities    by    B3O731 .  inn tead    of 
previous    schedule    date    of   630930 

VAN  BRUNT, E  E  Actions  Public  Service  Co  83/03/24  KN1GHTON,  Q 
Lit»n»ing  Branch  3  2pp  19633  345  SIX  Fiche  30-528,  B3/OS/24, 
B30331O161 


83O3040.Q21     IE    Info    Notice    S3-21,     "Defective    Emergency    Uae   Respirator    " 
Svc     list    entl 

JORDAN.  E   L          Division    of    Emergency    Preparedness   t    Engineering 
Response    (Pnst    830E03)  B3/OH/15  Consul  idated    Erfisnn    Co      of    Nuu 

York,      Inc  I26pp          13139    135         34X    Flche    50-OOO,  Q3/04/13,  B303O40021 


E      NflC    Safety   Evaluation   Report    (EER),     suppls   l<    correspondence 

6305230273  Confirm*    requests    for    info    identified    In    discussions    u/util 
re   analysis    al   Sys   SO    fuel    design    undar    combined 
seismic    t   LOG A    loads   &   protection   against    lou    temp 
ovBrprossure    event    per   SER    open    Item 

KWIOHTON,  G   14         Licensing    Branch    3         B3/OS/O4         VAN   BRUNT.  E   E 
Ariiona    Public    Service    Co         3pp          1B343    263         24X 
Ftchf     3O-S2B, S3/O3/O4,  B3O3230273 


03O503Q302   Notification    or    830302    anf  or  c  ement    conference    ui/util     In 
Walnut    Creek, CA 

•*      Region    3.     Office    of    Director         33/04/20  Region    S.     Office    nf 

Director          ]p          183O1    332         24X   Fiche     30-528,  B3/04/3O,  Q303O30302 

B3O304O023    IE    Info    Notice    83-23,     "BUR    Ss ( etg/Re 1  I eP    valve    Failures    " 
Bvc    list    enc 1 

JORDAN,  E  I-        Division    of    Emergency   Pr  eparedne-s  s  ft  Engineering 
Response    (Post    930103)  B3/O4/22  Consolidated   Edison    Co       of   NEU 

York,      Inc          H2pp          1B3B3   OB7         24*    Fiche    50-000,03/04/25.0303040023 


B30512O3S5  Forwards   RCS   pressure    temp    (P-Tt    curves    requested    In 
Bactlon    5   3   H   of    SER     (NUREO-0837)     P-T    curves    ulll    be 
submitted    as    part    of    final    Tech    Spec    submission  Subralttal 

TBlOlVBS      issue 

VAN  DRUNT.E  E  Arizona  Public  Servica  Co  B3/OB/09  KNIQHTON,  Q 
Licensing  Branch  3  4pp  1B433  120  24X  Fichu  90-330,83/03/09, 
B3O3 1 2O3S5 


8305170931    Forwards    IE    Insp    Repts    SO-52a/B3-10.  50-529/B3-07    E. 
5Q-33O/B3-O3    on    B2O601  -B3031 1    One    Item    of    noncorup  1  lance 
noted 

CREWS, J   L         Division    of    Resident. Reac tor    Project    t   Engineering 
Programs         B3/O4/22         VflN    DRUNT.E   E         Ariiona    Public    Service    Co 
Epp  1S46B   001         2flX    Ficha    SQ-3S8,  03/04/53,  B303I7053I 


F,     Security,    medical,     emergency    &   fire    protection   plans 

B305L10Q34   Generic    Ltr    B3-21    to   all     licensees    of    operating    reactors, 
applicants    for  QLs   ti   holders    of   CPs   re    clarification    of 
4CCBSS    to    control    procedures    for    law   onf  orcement    visits 
Bvc    lilt    enc  1 

£IEENHUT.D  0        Division    of   Licensing         B3/03/1  1  Consolidated 

Ediion    Co      of  New   York,     Inc         l&pp         1Q34O  093        24X 
Flche    30-000, 


S305-240213  Forwards    monthly    status    rapt    on    offiite    emergency 
prsparedness    for    PL  reviews    for    Apr    19B3 

DIRCKS.U  J        Office    of    tha   Eiecutlve    Director    for   Operations 
83/03/13         PALLADIND,  N   J         Commissioners          3pp          1Q993322         24X 
Flche    30-000,03/03/13,0305340213 

8303200322  Advises    that    Installation   of    source   range   neutron    flui 
monitor,  pur    IOCFR30,  App    R,  Section     III    L.wlll    be 
accomplished    bij    end    of    First    refueling    outage 

VAN  BRUNT,  E  E  Arliona  Public  Service  Co  B3/03/17  KNIOHTQNi  G 
Lleiniing  Branch  3  6pp  1B516  274  SIX  Flche  50-520,03/03/17, 
S303200332 


rtdjodlcatory    correspondence 


--B3Q3170537    IE     tnsp    Repta     50-536/83-10,50-529/83-07!.    50-530/B3-05    on 
8206O1-B3O3 1 1    Noncornp  1  lance   noted    improper    documentation    of 
cable    termination    records 

ECKHARDT,  J   H   ,     VORDERDRUEGGEN-     ELIH,  J   O        Region    5,     Office    of 
Director          S3/04/S1  ISpp         184i.B   O03         24X   Flche    30-339,33/04/22. 

0303170331 

B3O3040O23    IE    Info  Untice    83-23.     "Inoperalile   Containment  Atmosphere 
Sensing   Sy  5    "    Svc    Hit    entl 

JORDAN,  E   L          Division    of    Emavgancij    Preparedness    t   Engineering 
Response    (Past    330103)          B3/04/23  Conaol  Idated    Edison    CD       of    Neui 

York.      Inc          119pp          1S3S1    3tl         24X    Ficho    50-OOO,  33/01/29,  B303040023 

0305170960   Forwards    IE    Insp    Repts    50-525/83-09,30-929/03-06    t 
3Q-S30/B3-Q4    on   S3O40')-O7    No    noncomp  1  iance    noted 
STERN3ERG.D   M         Rejioai    3.     Office    of    Director         B3/04/23         VAN 
BRUNT, E   E         rtniona    Public    Service   Co         2pp          IB46S    iSB         24K 
Fiche     50-52B,  33/04/23,  B3O517O560 

— 8305170364     IE     Insp    Repts    50-523/93-09.30-329/83-06   d    90-33O/B3-04    on 
B30404-07   No    none  amp  1  tanco   noted/  Major-    areas    Inspected 
allegations    made    by    f)    Ctinderson  b   W   Roi|ce    in   affidavits 
before   ASLD    on    B3D103    S-    0225 

vOnDERBHUEQGEN.     FIGRCLLI.O    ,     DURDOIN-J         Region    5.     Office    of 
Director          03/04/32          14pp         1B46B    I3O         24X    Fiche    50-329,83/04/25. 
8305170560 


8303200483  Advil  us    that    time    for   Commission    to   review  ALAB-713    expired 
Commli-i  i  on    declined    review  Decision    became    final    agency 
action    on   6304 S 7  Action    does    not    deal    u/unconteited    Issues 
canildored    separately    by    NRC   &  Commissioner* 

CHILK, 5    J        Office    of    the   Secretary    of    the   Commission        63/03/19, 
Office    of    the   Eiecutive   Legal    Director         Ip         1B914   O3?        24X 
FlChB    SO-SaS.  93/03/17,  B30330048B 

B30331O213   Requests    opportunity    to    respond    to   West    Valley   Agricultural 
Protection   Council    S30306   supplemental    motion    re    FES    -  OL 
itaq*    &    to   argue   relevancy    if   A8LB    determines    that 
com  1  deration    should    be    given 

OEHRrA  C        Snell    b   WUmer        OEHIt,  A  C        Arizona   Public    Service    Co 
B3/O3/23         LAZO,  R    M    ,     CALLIHAN,  D    .     CPUE,  R    F         Atomic    Safety    and 
LU«TlHng    Board    Panel          3pp          1B63B    137         24X    Fiche    30-380, 03/03/23, 
B3033EOZ19 


K      Utility    Final    Bafety    Analysis   Reftart    (FBAR)    b   amends 


8305020009    Forwards    Amend    11    to    FSAR 

VAN   DHUNT.E  E        Arizona   Public    Service    Co        83/04/SB, 
Nuclear    Reactor   Regulation,    Director         2pp         IB274    123 
Flch»    3O-520,  B3/04/2B,  830S0200B9 


Office   of 
24.X 


0303040026    IE    Info   NotUe    83-24,     "Loose    Parts    in    Secondary   Side    of 
Steam   Generators   at    PWRs    "    Svc    list    end 

JORDAN, E  L        Division    of    Emergency   Preparedness   t  Engineering 
Response    (Post    B301O3)          B3/04/28  Conaol Idated    Ed  IB on    Co      of    Neu 

Vork,      Inc          H5pp          1B3B3   Ot7         24X    Flche    30-OOO,  83/O4./aB,  B3030flOOa6 

B3O3040O27    IE    Itifo   Notice    83-25,     "Standdi)    Oas    Treatment    Syi    Heater    High 
Temp    Trip   Betpoint   Adjuatment    "   9vc    list    encl 
JORDAN. E  L        Division    op    Emergency   Preparedness   It  Enqineerlng 
Response    (Post    B30I03)         83/04/28  Consolidated   Edison   Co      oP   Neui 

York.      Inc          I  IBpp          IB3B2    163         S4X    Fiche    90-OOO.  83/04/2B.  S303O«0027 

030304002B   IE    Info   Notice    83-26,     "Failure    of  Safety/Re  1 1  ef   valve 
Discharge   Line    vacirum  Breatars    "    Svc    list    enct 
JORDAN.  E  L        Division    of   Emergency   Preparedness  (•  Engineering 
Response    (Post    8301O3)          83/05/03  Cgnsol  idatad   EdUon    Co       of   Mem 

York,      Inc          122pp          18441     170        24X    Flche    SO-OOO,  B3/O5/03.  930304002B 

S3O5260319  ftc  k    receipt    of    B304O4  b   22    Itrs    Informing   (JRC    uf    itsps    taken 
to    correct    violations    nnted     in    IE    insp    on   8301O4-07   81    17-21 
STERNBERG,  D   N         Region    3,     Office    of    Director         B3/03/03         VAN 
BRUNT.  E   E         Ariiona    Public    Service   Co          Ip         1B623   OO7         SIX 
Fiche     30-33B,  B3/03/O3<  83O326O3t9 


— 3300020092  Amend    II    to   FSAR   W/47    oversize    figures    Aperture    cards    art 
available    In  PDR 

«       Art  ion*    Public    Service    Co,        H3/04/30         B06pp.         1B274    123         S4X 
Fi-cha    30-920,  03/O4./2B,  83030200B9 


Inspection   report*i     IE   Bulletins    !<   correKpondence 


-8303260321    Responds     to    NRC    B30302    Itr    re    violations    no-ted     In    IE    Insp 
on   B30104-07  i    17-21- Corrective   actions    6-inches   of    pipe    t< 
ueld    replaced   Listed    supports    Installed    on  830323  par   D9iign 
Change  Package    1-33-RD-O13 

VAN    BRUNT.E    E         Ariiona    Public    Service    Co         B3/04/O4 
STERNBERG.  n    H        Beglor.    5,     Office    of    Director         6pp          19623   000 
24X   Flche    50-320,03/05/03,0305260319 


8212060383    IE    Info   Notice   83-14,     "De-uatBt-ad    Spent    Ion   Exchange   Resin 
Suicipfcaibnity    to   Enothermic    Chemical    Reaction,"    Svc    li»t 
•  ncl 

TAVLOfl.J   M        Division    of   Safeguards   &    Inspection  Programs    (Post 
8301 03 >         B3/03/21  Consolidated   Edison  Co      of    Neui  York.     Inc 

H2pp  1030B   319         24X    FJche    50-OOO.  83/03/31,  B21H0603B9 


-8303260326    Revises    B3O404    response    to     IE     insp    re    unatlthar  i  led 
undocumented   yeld    Alleger    did   not    claim   to   have    knowledge    of 
any    other    Incidents 

VAN    BRUNT j E   E        Ariiona    Public    Service    Co         B3/04/22 
STERNDERO,  D    H        Region    9.     Office    of    Director         flpp          186H3   014 
34X    FichH     30-328,83/05/03,8305260319 
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830304Q03Q   IE   Info  Notice  83-27,     "Operational   Response   to   Events 
Concerning   DellQurats  Acts   Directed   Against   Plant 
Equipment    "    Svc    lilt    end 

JORDAN, E  L        Division   of  Emergency   Preparedness    t>  Engineering 
Response    (Post   330103)         B3/Q3/O4  Com  nl  Ida  tod    Edison    Co       of    Niu 

Yort.      Inc         113pp         18383   2S2         H4X    Fiche    5O-OOO,  83/O3/Q4,  B303040Q30 

B30304O031    IE   Info  Notice  B3-20-     "Criteria   for   Protective   Action 
Reconmenifatinns    For  Qener.il   emergencies.    "   Svc    list   encl- 
JORDAN,  E  L        Division   of  Emergency    Preparedness    &   Engineering 
Raspo-n*e    (Post   830103)         83/03/04  Consolidated    Ed  lion    Co      of   New 

Yori,     Inq         H9pp         1B441    001         24K   Flcfce    5Q-OOO,  83/03/04,  B303Q40O31 

S30S17O37?   Forwards    IE    Imp   Rapt    50-536/83-13    on    B3032J-0429    No 
noneomp I  lance   noted 

aTERNBEflQ,  D   If        Region    3,    Office    of    Director         S3/O3/04 
ANDOGNINI.Q   C        Ariiona  Public    Service    Co.         Spp          18470    12B         24 X 
Fiche    SO-52B,  83/05/04,  9303170377 

— B3O317O3B2    IE    tnsp    fiept    30-388/83-13    on    630321-0429    No   none omp  1  lance 
noted   Major  areas    inspected   startup    te-s  ting  .  malnt,  fuel 
receipt   ti  reactor   coolant   pump   repair* 

FIQRELLI.G   ,    JOHNSTON,  fl   ,    YOUNQ,  T.        Region    3.     Office    of    Director 
S3/03/O4         6pp         18470    130        24X    Ficha    50-328,  83/03/O4.  B305170377 

8303040033    IE    Info    Notice    53-39,     "Fuel    Binding    Caused    by    Fuel    Rack 
Deformation   "  Svc    Hit    *ncl 

JORDAN,  E  L       Division   of  Emergency   Preparedness   &  Engineering 
Response    (Po»t  B30103)        B3/09/O6  Consolidated   Edison   Co-     at   N«u 

York,     Inc        I  I3pp        18333  248        24X   Fiche   SO-OOO, 83/03/06,  B303040033 


8305120393    Interim   deficiency   rept   re   misapplication   of    ITE   Oeuld 
circuit   breakers    In   post-LOCA   hydrogen   recombiners   supplied 
till   Rockwell    Intl    Initially   reported   on   830328  Matter   under 
investigation  Final   rept   by   830800  Reported   par  Part   2! 
MANNO,  S  F       Niagara  Mohawk   Power   Corp        83/04/26        9TAUOSTECHI,  R 
RUglon    1,     Office    of    Director         2pp         19433   072         24X 
Fichs    30-000.  83/04/26,8303120392 

— B3091BO404   Part   21   rept   re    failure   of   post-LOCA  hydrogen   recomblntr 
component   during    IEEE-323   qualification   program  Circuit 
breaker   not   properly    selected    for   specific   application  Plant 
operators   notified    of   deviation 

EMPEV.D  C        Rockwell    International   Corp        S3/O3/11.       COLLINS,  J  T 
Region   4.    Office   of   Director        5pp         18133  074        34X 
Fiche    30-000,  83/04/26'  B3O3t20393 

8309130183   Int*rim  Deficiency   Rept   DER   82-31    re   Pullman-Re 1 logg   pl;i 
line    failure   in   essential    cooling   water   sys    Initially 
reported   on   880710  Submfttal    of    final   rept   delayed   until 
830331   due   to   eitensive   'valuation   required 
VAN  BRUNT,  E  E        Arliona   Public   Service   Co        63/04/26        STERNBERO.D  H. 

Region   3<    Office   of   Director        2pp         18439- 343        24X 
Fiche   30-32B,  S3/04/H6,  B30S1301B3 

8309130127  Final   Deficiency   Rapt   DER  83-4   re   failure   of   Maldinger   tut 
procedure*    for   air   handling    unlti   to   Aie«t  ANSI   N310 
requirements    Initially   reported   on   B3OI26  Condition 
determined   not   report a bit   pir    IOCFH30   39(e) 
VAN  BRUNT, E  E       Ariiona   Public   Service   Co        S3 / 04/27        STEflNUERUrD  H 

Rejlon   S,    Office   of   Director        6pp        10437  271        24X 
Flehe   30-328,  83/04/B7,  S303130127 


B3051iOQ08  Notification   of  830525  masting    u/util   ft   Bechtel    In 
Deir   Valley   project   off    to  diicuss   SALP    far   Jul    1-J9E    - 
Fet    1933 

*     Region   3,    Office   of  Director        B3-/OS/10  Raolon   3,    Office   of 

Director        2pp        104S6  O79       24XFiihe   SD-328/  33/O5/IO.  S30S16O008 

930316008?   Confirms   630325  meetino   w/app.llcant   .at   Deer   Valleg   Project 
ofc    to   discuss  SALP   for   Jul    1981    -  Feb    1983 

CREWS,  J  L       Division   af   Resident,  Reactor   Project   &  Engineering 
Programs         83/05/10        VAN  BRUNT,  E   E         Ariiona    Public    Service    Co 
3pp.        1B14B    146        24X  Fiche    SO-5S8,  03/03/1O,  8305160089 


-B305160179  BAUP  rept  for  Jul  1981  -  Feb  19B3 
»  Region  S,  Office  of  Director  83/04/30 
Fiehe  so-ar~  ------  --- 


184-48    133        24  X 


8305130167   Interim  Deficiency   Rept   DER   88-33  re   failure   of   Joy    f«n 
blade   causing   3-inch   penetration   of   containment    liner   plate. 
Initially   reported    on   820924   Submlttal    of   final    rept   del*V><< 
until    830628   due   to   ettenilv*    Investigation   required 
VAN  BRUNT,E  E       Arilona   Public   Service   Co        83/04/37        STEftNBEflO,  0  H 

Region   S,    Office   of   Director        2pp,       10438-111        24X 
Fiche   30-328,83/04/27.830313016? 

8303130124   Deficiency   Evaluation   Rept   83- IB  r«    Installation   of   plpi 
supports   which   do   not   meet   Seismic    IX   requirements    Initially 
reported   on  830329   Deficiency   determined   not   reportable   per 
IOCFR30   99(e)   Documentation   will    be   maintained    In   file* 
VAN  BRUNT,  E  E       Aril  on*   Public   Service   Co        83/04/29.       STEHHBERO,  DH 

Region   9.    Office   of   Director        Spp         1B43B,  039        24X 
Fiche   30-328, B3/04/2S,  830S130124 


83030400134    IE   Info  Notice  83-30,    "Misapplication   a*    Cennrlc   Emergency 
Operating   Procedures    (EOF)   Guidelines    "    3vc    list    end. 
JORDAN,  E,  L        Division  of   Emergency  Preparedness   &   Engineering 
Responie    (Post  830103)        83/03/11  Coniol 1  dated    Edison   Co      of  New 

Vflrk,      Inc         I  (4pp         IBS34   003        24X    Flch*    3D-OOO,  B3-/05/1 1.  S303040034 


B303130139   Deficiency   Evaluation   Ript   DER   B3-BO  re   tlartuf    test 
personnel   qualifications    Initially   reported   on  830406, 
Deficiency   determined   not   reportabl*   per    10CFR30   39<e) 
VAN  BRUNT.E  E        Ariiona   Public   Service   Co        S3/04/29.       BTER^fBeB01D  tl 

Region   9,    Office   of   Director        2pp,       18437   183       S4X 
Fiche    30-328,83/04/27,8303130137 


830304O04O    IE   Jnfo  hfotlce  83-31,    "Error    In   ADLPIPE  Computer   Prooram   " 
Bvc   list    end 

JORDAN.E  L        Division  of   Emergency  Preparednee*   b  Efljlneerlns 
Response    (Post  830103)        93/03/19  Consolidated   Etftion   Co      of  Neu 

Vorkr     Inc         114pp        18697  009       24X  Fl  Che  '  50-OOO,  B3/O3/17,  B3O304004O. 

9303040046    IE   Info  Notice  83-33,    "Nonrepresentat  1  VB    Sa*np.Uno    a-t 
Contaminated  oil    "   Svc    lilt   encl 

JORDAN, E  L,       Division  of   Emergencv  Praparednesi    ti  Engineering 
Response    (Post  830103)        03/03/86  Conaio I  Ida  tid   Edison   CD.     of  Neu 

Yorl,     Ine          1 14pp         1B647"  007        24X   Fi  c  he.  3O-OOO,  B3/O3/S6r  B3O3O40046 

S     Reportabla-  occurrences,    L-ERi   &  related    corretpondeno 


830S130210  Advises    that   Deficiency   Evaluation   Rept   DER   83-2O  re 
startup   test   personnel    qualifications   not   reportable   per 
10CFR30   33(e) 
VAN  BHUNT.  E  E       Ariiona   Public   Service   Co.      83/04/29       BTERNBERQ.D  H 

Region   3,    Office   of   Director        ip         18440  070        24X 
Flch«    30-330,  B3/04/29,  B30313021O 

8303130062  Final   Deficiency   Rept   DER  83-62   re   E8F  actuation    tus   dc 
p Diner    supply   ground    detector*    failing    preoperat tonal    tests 
Initially   reported   on   B21021. Item   determined   not   reportabl* 
under    IOCFR30   3S(e) 
VAN  BRUNT.E  E       Ariiona   Public   Service   Co        83/03/03       BTERNBEROjD  H 

Region   3,    Office   of   Director        6pp         18436.373.      24* 
Fiche'  30- 538,  83 /O3/O3,  8309130082 


3305030620   Interim  Deficiency  Rept  DER   83-16   re    potential    failure   of 
dleiel    generator   governor   tc  voltage   regulator    to 
automatically   reset   from  manual/test   mode    upon    loss    of 
power.  Initially  reported   on  83031B  Final    rapt   n«   S30311? 
VAN  BRUNT,  E  E       Arltona  Public   Service   Co         B3/O4/IS        STEWKBERO,  D  M 

Region   3,    Office   of  Director       3pp         183O3  339        S4X 
Fiche:  50-SSe,  B3/04/15,  8303030626 


B309130107  Final   Deficiency   Rept   DER  S3-2   ra   valve   operators 
accidentally    Interchanged   by   Post-Seal    on    Inside   &   outside 
containment   valves,  Initially   reported    on   630123  Operator-*    to 
be   replaced   Also   reported   per   Part  21    by   Post-Seal 
VAN  BRUNT.E  E       Ar  liana   Public   Service   Co        83/03/03       BTERNBEfiO,  D  H. 

Region   3,    Office   of   Director        4pp,       18437  219.      24X 
Fich*    30-338,83/03/03,8309130107 


63030302BS   Final   Deficiency   Rept  DER  B2-B4   re    Internal    damage    to   Class 
IE    load   ctrs   hg   space   heaters   Initially   reported    an   03O127 
Deficiency   not   reportable   under   IOCFR5O  S3(O    Space   heaters 
being    supplied   u/correct  voltage 
VAN  BRUNT.  E  E       Ariion*  Punlie   Service    Co        83/04/19.       STEBNBEff  0,  D  M 

Region   3,    Office  of   Director       4pp         IB3OP   080        24X 
Fich*   30-S2B,  83/04/1?,  B303030283 

8303130289  Corrected   Interim  Deficiency   Rept   DER  B3-I7   re    ITE   fire 
protection    switches    failure   to  meet   requirement!   of   Till 
Tas*   ISA    initially  reported  on  830304    Info  mill    not   b» 
fSnali*ed    until   830319,  due    to  extensive    Investigation. 
VAN  BRUNT. E,E       Ariiona  Puelic   Service   Co        B3/O4/8I,       STERNBERO,  D  M 

Ragion   3,    Office  of  Director        Ip        1B440.O93        S4X 
Fieh«   30-32B,  B3/04/S1,  8303130239 


B30313014S  Revised    interim   Deficiency   Rept   DER   BS-76  ra   T«r(et   ftocli 
valves   not  meeting   Tlch   Spec   requirements. Initially   reported 
on  821124   Revised    test   elan   reviewed   by   Bachtal   Final   rept 
»K pee  ted   by   830B23,  Also   reported   per   Part  21. 
VAN  BRUNT.E  E        Ariiona   Public   Service   Co        83/03/03.      BTEHNBERO.DB 

Regions,    Office   of   Director        4pp        1843B. 117       24X 
Fiche   30-328.83/08/03,8303130148 

8309130168   Interim  Deficiency   Rept   DER   83-19  re   Pacific   Scientific 
safety    injection   sys    snubber   failure    to   function   properly. 
Info  ulll    be    flnaliied    by   630SO1    Delay   due    to    extensive 
Invest! gat  ion  &  evaluation. 
VAN  BRUNTiE  E        Arltona   Public   Service   Co.       83/03/03       STERNBERC,  0,  H 

Region   3,    Office   of   Director.      3pp         18438   1O1.       24X 
Fiche    30-388, 63/03/03,  8309130168. 
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B3031301B9   Final    Deficiency    Rept    DER   B3-12    re   malfunction    of    OE   add-on 
electric     Interlock!    used    Li/Class    IE, Size    S,  starters    in 
•IflO-volt    motor    control    ctn    Initially    reported    an   83O3O7 
Desion    change    packages    issued    Alia    repartable    per   Part    51 
VAN   BRUNT. E   E         Ariiona    Public    Service    Co         B3/03/O3         STERNOERO.  D   M 

Region    5,     Office    Of    Director         3pp          19439   3tO         24X 
Flche     50-320.  B3/Q3/03,  B3031301B? 


B30S240233  Notification    nf   030603    meeting   u/utll    &    Torreu.    Pines 
Techno  1 094     in    Bethesda.MD    to   present    results   of    Independent 
Qft   evaluation    &  discuss    status    of    corrective   actloni 
LICITRA,  E   A          Licensing    Branch     3         33/03/10         KNIGHTON.G   U 
Licunslno    Branch    3          3p  p          IB593    3OO        24X   Flche    30-320,03/05/10. 
B30324O293 


8309130226   R"v    1    to    Interim  Deficiency   Rept    DER    B2-BO    re    failure    of 
Conn    electrical    penetration    lou    level     insulation    rpsi stance 
to    meet    qualification    tests    Initially    reported    on   821217 
Testing    in    progress   Neit    rept    by   B30914 
VAN   BRUNT, E   E         Arliona    Public    Service    Co         B3/03/03         STERNBERQ.D    M 

Region    3,     Office    of   Director        3pp         1B43?    IBB        2-JX 
Fich«    3O-32B,  B3/O3/O3,  B303130B26 

8303130264    Interim   Deficiency    Rept   DER   93-16   re    failure    of   dies*! 
generator    governor   &   voltage   regulator    to    automatically 
r*llt    from   manual/test   mode    upon    loss    of    pouier    Initially 
reported    on  830318  Also    reportable    per    IOCFH2I 
VAN  BRUNT. E  E        Ariiona   Public    Service    Co        83/09/03        BTERNBERO,  D  M 

Rigion    5,    Office    of    Director        4pp         1S439  23 B        24X 
Ficha.  80-92B,  83/03/03.  B3Q313O264 

830.5230317   Final    Deficiency   Rept    DER   B3-S1    re   operation    of    lou  pressure 
safety    Injection   pump    in   violation   of    procedures    Deficiency 
not    importable    pir    10CFR30   39Ce) 
VAN   BRUNT, E  E,       Ariiona  Public    Service    Co        83/09/06        STERNBEROr D  M 

Region    3.     Office   of   Director        2pp         18336  313        24X 
Ficha    90-S2B,  B3/03/06.  B303230317 


DOCKET   STN-SQ-329  PALO  VERDE  NUCLEAR   STATION,    UNIT   S 

A      Application/construction    stage    documents    &   correspondence 


9303200-117  Justifiei    rev    to  FSAR   Section    1    B   re   eiceptio-n    to   Reg    Quids 
1    38   storage    requirements    -for    fission   chamber   detectors    & 
so-aled    sources,  in  response    to    Jan    1903  request 

VAN  BRUNT.E  E  rtriiona  Public  Service  Co  B3/05/1B  KN1OHTQN,  Q 
Ll-censing  Branch  3  2p  p  1B317  162  24X  Ficha  50-52B,  83/03/  IB. 
8305200117 


B3O3250209    Board    Notification    03-O63    transmit* 


re    status    of   BUR 


studies    for    C-E    p  Ian  tsi  u/emphas  i  s    on   need    for  PCHVs    in 
current   C-E    de->ign* 

NOVAK.  T   M         AB-siitanc    Director     far    Licensing         B3/09/13 
Safety    end    Licensing    Hoard    Panel         7pp         I Si 27    1O7        SIX 
Flche    80-000,  B3/OS/1B,  S3092302O? 


— B303SS0221    Requests    that    encl    document!    on    status    of    DHR   studies    for 
C-E   p  Ian  ts.  ur/empha  si  t    on    need    for    PQRVs    in   current   C-E 
deslgns.be    provided    to  ASLD    &    ASLAB 

MATTSQNiR    J        Division   of   Systems    Integration    (post    311003) 
B3/04/2B          EISENHUT. D    0         Division    of   Licensing         if          19637    113 
S4X    Fich«     SO-000,  B3/O3/1B,  B3O533O209 

— 3303230529   Responds    to    Commission    B304O4   request    that    study    of    need    foi 
controlled    depres-iurl  latlon    capability    in  C-E    plants    be 
accelerated    t,    that    ACRS  vieuE    be    solicited    on    issue    prior    to 
reporting    back    to   Commission    Study    to   be    concluded   S3063C* 
DIRCKS,  W   -J        Office    of    the  Executive   Director    for   Operations 
B3/04/2S         CHILK,  B    J        Office    of    the   Secretary    of    the    Commission 
Ip  1B6B7     US         S4X    Fiche    5Q-OQO,  B3/03/  IB,  83Q523020? 


8305030013   Foruiardi    KRC   comments    on    C-E   Owners   Oroup    study   re 
depreisuriiatlon   t   DHR    capability    of    C-E   plants   u/o   PORVt 
Info    re    ne«d    for   PORVs    in   plants    required    fay    B30o30    in    order 
to    t«    eonildered    In    final    decision 

NOVAK, T  M  Assistant  Director  for  Licensing  B3/O4/2O  VAN 
BRUNTtE  E  Arizona  Public  Servlc*  Co  4pp  1B310  349  Z4X 
Fl<h»:  30-3SB.  83/04/20.  B30303O013 


B3O93101&1    NotiFlei    that    util    ulll    provide   plant-specific    info   re 
depreciurliatlon   &   DHR    capabilities    by    B30731i Ins tead    oF 
previous    schedule   date    of  O3Q?3O 

VAN  BRUNT.E  E  Ariiona  Public  Service  Co  83/O3/24  KNIOHTON,  0 
Licensing  Branch  3  3pp  1B6S3  343  24X  Flche  50-328,83/03/24! 
3303310161 


9303110022   Bummary    of   830406-07  meetings    ui/util    ti   Dechtel    at    ,-te   re 
NRC    pouer    lys    site    audit    findings    Agenda    encl 

LICITRA,  E  rt        Licensing   Branch    3        S3/03/O3  Licensing    Branch    3 

7pp  10419,066         24X    Flche    30-938,  83/03/O3,  B3031  10022 


330  SS  3000  3   Foruard*    rag,ue«<:    for   addl    info    re   830322.   proposed    rev    to 
Table   3,2-1    of   FSAR   Rev   deleting    commitment    to    apply    OA 
program    to    certain    Itemi    during    operation*    phase    u/o 
jui  tlf  leation 

KNIOHTON.Q   M,       Licensing    Branch    3        B3/03/03        VAN  BRUNT,  E.  E, 
Aril  urn    Public   Service   Co        4pp         1B341    392        24X 
Flch»-  50-32S,  B3/03/03,  8303230003 


E      NRC   Safety    Evaluation    Report    (SGR>,     suppls   &   correspondence 

G3O5S30273  Conflrmi   requests    for    info    identified    in   discussions   u/util 
re    analysis    of    Bit    BO    fuel    design    under    combined 
lelsmlc    &  L.OCA    loads    h    protection    against    lou   temp 
overpressure    event    per    SEH    open    Item 

KNIOHTON.O   W         Licensing    Branch     3          B3/03/04         VAN   BRUNT, E   E 
Arizona   Public    Service    Co        3pp          1 BS43  26S       34 X 
Fiche    30-338,  B3/03/O4, S303330S73 

F      Security,    merflcal,     emergency    !i    Fire    prntectinn    plans 


— 830SB30004    Suggests    that    encl    requett    for    addl    Info    be    transmitted    to 
appl leant. Proposed    rtvi    unacceptable    u/o    juctlf leation   for 
dilating    commitment    to   apply   FSAR  Chapter    17   uA.  program 
during    operations    phase 

HAABS.M   P        OA  Branch        83/04/Bci        KMIOHTON.  0  M        Licensing    Branch 
3          6pp          1B341-336         24X    Flche:  90-928, 63/03/03, B3032300O3 


B303110O34   Oenerlc   Lfcr    B3-21    to    all     licensees    of   operating    reactors, 
applicants    for   OLs   &    holders    of    CFs    re   clarification    of 
access    to   control    procedures    for    laui    enforcement    visits 
Bvc    list    encl 

EISENHUT.D   O         Division    of   Licsntlng        03/O3/11  Coneolidated 

Edison   Co      of    N«u  York-     Inc         lipp          1B340  0?3        24 X 
Fiche    90-000,83/03/11,8303110034 


B30S040323   Board   Notification   03-057    forwards    differing    prof    opinions 
re    IU.B    interaction   it   safety    classification    Info   relates    to 
Board    Notifications    B3-I7  fe   B3-44    re   Unresolved    Safety    Inu* 
A- 17. 

EieeNHUT,  D   0        Division    of  Licensing         83/03/O4        PALLADIKO, N   , 
QILINSKY.  V    ,     ROBERTS, T,  H         Commillioneri          22pp          18337    139         24X 
Flche    30-OOO, B3/05/04,B3030403S3 


B3QB 300322  Advisas    that    installation    of    source   range   neutron   flux 
monltoriper    10CFR3Oi  App-    RiSectlon    III    L,  uii  1 1    be 
accomplished    bij    end    of    first   refueling    outage 

VAN  BRUNT.E  E  Ariiona  Public  Barvlce  Co  B3/O3/17  KN10HTQN.O 
Licensing  Branch  3  App  1B31&  2?4  24X  Flche  30-92B. B3/O5/17, 
Q3O52OO332 


B303170&19    Forwards    summary    of   B304O7  mietttig    u/util    in   Dethesdd.KD   r* 
draft    procedures    ganiratlon   package    for    emergency 
procedural 

LtCITRA.E   A.       Licensing    Branch    3        B3/09/O6,  Licensing    Branch    3 

2pp.         16476- 343         24X    Flche'  90-92B,  B3/O3/O6,  830317021? 

— 8303170223   Summary    of   B3042B  meeting   u/util    In   Be thesda.MD    ri    draft 
pracadures    generation   package    for    emergency    procedures. 
GOODMAN,  M  J        Procedures   it  Systami   Rcvliu  Branch        B3Y04/2S. 
CLAVTON.H  B        Procedure*    fc  Systems   Revlsu  Branch         4pp         1B476;34S 
24X  Flche    30-958,  B3/OS/06I8303170S1'9 

83030^0659    Oeneric    Ltr   B3-20   to   all    operating    reactor    licensees    d 
holders    of    CPs   re    Integrated    scheduling    for    Intplimentat ion 
of    plant    mods.Svc    list    end 

EISENHUT, D.O        Division   of   Licensing         83/03/0?  Consolidated 

Edison  Co,     of  Neu  York,    Inc        lopp        1B627   193       24 X 
Flehe:  30-000,  83/09/0?,  B3090?063? 


0      Adjudlcatory    correspondence 


83030303?1   SBC  on  <J    let    of    nonuniform    interrogator  las   Certificate   of   Bvc 
•ncl    Related    correspondence 

CRAWFORD,  V  A.       Joint   Ap  p  1  icents-Pa  1  o   Verde        CRAWFORD,  V   A     Snell   b 
UilniBr         Q3/O4/27  Mest   Valley    Agricultural   Protection  Council, 

Inc.        3&pp  18303   S13         S4X   Flche     30-32?.  B3/04/27, 3303030394 

B3OS03049B  Second    set    of    Interrooatnr lei   Certificate   of   Sve    encl 

DEHEV,  L   B        Hiarlna    Branch    3        B3/O4/29  Mest    valley    Agricultural 

Protection   Council,     Ine         ?pp         1BS93    109       24X   Fiche    30-329, 
83/04/27.  B3O3Q3O498 

SSOSliOOBO  Memarandurn    vupportlng    Hast    valley   Agricultural    Protection 
Council, Inc    sufpltmontil   motion    For    declaration    that   NEPA 
analysis    inadeq,Lmt»    Si    for    continuance   No   attempt   made    to 
Identify/analyze    *alt    drifts   U/CetlFlcate   of   Bvc 
BERLIN. K        West    Vail  BIJ    Agricultural    Protection  Council,     Inc 
BEftLIN.K.       Berlin,    Rolsman,    Kessler    J,  Cashdan        83/03/06  Atomic 

Safety    and    Licensing    Board    Panel         fipp         13430    120        B4X 
Flche    30-3H?.  S3/09/O6.  8303160030 
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B30SU026B    Comments    on    format    of    Unlv    at    Among    agricultural 
productivity    study    metnodolrigy    Methodo  logy    adequate    for 
evaluating    impacts    of    lalt    drift    on    representative 
agricultural    crops 

DEWEY.L   S        Hearing    Branch    3        B3/05/10         PLATT.W   E         Snail    S,    Wllmer 
3pp         1B393    393         S4X   Fiche    50-329,  B3/O5/ID,  33051  1036B 


B303040Q21    IE   Info   Mot  Ice   83-21,     "Defective    Emergency   Ute  Respirator,  " 
Bvc    list    encl 

JORDAN,  e  L        Division    of   Emergency   Preparedness    &  Engineering 
Response     (Post    830 1O3)          B3/O4/13  Consolidated    Edison    Co      of  hMv 

York,     Inc         126pp         18433    153        24X   Fiche    30-000,83/04/13,8303010028. 


9305160032  Supplemental   motion    to   830202  motion    For    declaration    that 
NEPA   analysis    inadequate   &    for    continuance    of    proceedings 
Joint   applicant   responses    to    interrogatories    lacked 
meaningful    data   on    salt    deposition 

BERLIN,  rt         W*st   Valleu   Agricultural    Protection    Council.     InC 
83/O3/13  Atomic    Safety   and    Licensing    Board    Panel          I3pp 

16193    14V         SAX   Flche    SO-329.  83/05/13.  H3O31  6O032 

B  303  16  003-1   Motion    For    mod    of   ASLB   830323    discovery    schedule,  per    O303O9 
stipulation   on    discovery    Depositions     scheduled     for    930718 
should    tie    rescheduled    For   Q30B29    Discovery    on    Unlv   of 
far  liana    crop    study    should    begin    on   831S2O 

BERLIN,  K        West  Valley   Agricultural    Protection   Council.     Inc 
93/05/13  Atomtc   Safety   and   Licensing    Hoard    Panel        3pp 

10454   039        24X   Fiche    50-529,  83/OS/I  3.  8303  I  6O034 

B3Q316COS6   Memorandum    supporting    West    Valley    Agricultural    Protection 
Couneililnc   motion    for    discovery    schedule    Projected    date    for 
crop    study    completion    6   uks    later    than    original    date 
BERLIN.*        West  Valley  Aoricul  tural    Protection    Council.     Inc 
BERLIN.  K         Berlin,     Rotsman,    Messier    &   Castidan          33/05/16  Atomic 

Safety   and   Licensing    Board    Panel         3pp          18431     024         34X 
Fiche-   30-329,83/03-/!6,  0305160086 

8309240462   Joint   Applicants    response    to    West    Valley    Agricultural 
Protection  Council    second   set   of    Interrogatories 

QEHH.  A   C    ,     PLATT.U   E   .     BfSCHOFF.C    A         Snell    fc    Uilmer         B3/O9/18 
Atomic    Safety    and    Licensing    Board    Panel          61pp          18372   352         34X 
Fiche    50-339,  63/03/18.8305240432 

6305200488   Advises    that    time    for   Commission     to    Fevieti   ALAB-7I3    expired 
Commission   declined   review  Decision    became    Final    agency 
action   an    830427   Action    does    not    deal    tafunc  on  tested    issue* 
considaied    separately    by    NRC   J-   Commissioners 

CHILK.S  J       Office    of    the   Secretary   of    ttie    Commission        83/05/19 
Office   of    the    E.ecutive   Legal    Director  Ip          1B3I4   O3<?         24X 

Fiche    50-528,83/03/19,8303200485 

8305310219  Request!    opportunity    to   respond    to   Wffst   Valley   Agricultural 
Protection  Council    83O3C6   supplemental    not  inn    re   FEB  -  OL 
stage   !.  to    argue  relevancy    if  ASLB   datermiue*    that 
consideration    should    be    given 

CEHR.A  C        Snell   &   Uilmer        QEHR.  A  C        Arizona    PuBllc    Service    Co 
S3/03/23        LAZO,R   M   ,     C  ALL  I  HAN,  D   ,     COLE.fi    F         Atomic    Safety    and 
Licensing    Board   Panel         3pp         1S6SP    137         24X    FieUe    30-528.83/03/23. 
8309310319 


8303040023    IE    Info   Notice    03-22,     "BWR    Safety/Relief    Valve    Failures    » 
Svc    Hit    encl 

JDRDAN.E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response     (Post    B301O3)          83/04/22  Consolidated    Edison   Co      of  Nrtf 

York.      Inc          H2pp          18383   OB9         24X    Fiche    30-000, 83/04/22,  S3Q304OQZ3 

8303170531    Forwards    IE    Insp   Kept*    50-328/83-10,30-529/83-07  & 
30-330/B3-03   on   BB0601-93031 1    One    item   of    noneomp 1  lance 
noted 

CREWS.  J  L        Division   of    Res  I  dent,  Reac  tor   Project   &  Engineering 
Programs        83/04/22        VAN   GRUNT, E  E        Arliona    Public   Service   Co 
2pp          IB46B   001          24X    Fiche    3O-S28, 83/04/22.  B3O3170531 

—8305170337    IE    Insp    Repts    SO-520/B3-1O,  30-329/83-07   i   30-330/83-03   on 
B2040I-B3O311    Noncompl lance    noted    Improper    documentation    of 
cable    termination    records 

ECKHARDT.J   H   ,     VORDERBRUECOEN.     ELIN,  J   Q         Region    3,     Office    of 
Director         83/04/21          13pp          1846S   003         24X    Fiche    50-32 B,  83/04/22. 
8309170531 

0303040025    IE    Info   Notice   93-23,     "Inoperable   Containment  Atmosphere 
Sensing   Sus    "   Svc    list   encl 

JORDAN. £   L        Division   of   Emergency    Preparedness   fc  Engineering 
Response    (Post   B3O103)         93/04/25  Consolidated   Edison  Co,     of  Httl 

York.      Inc          119pp          1B3BI    291          24X    Fiche    50-OOO,  B3/04/B3,  B30304003* 

0303170360   Forwards    IE    Insp   Repts    50-528/83-09,30-529/83-06  t 
SO-330/B3-04    on    830404-O7   No    noneomp 1  lance    noted 
8TEHNBERE.DM        Region   5,    Office    of    Director        83/O4/23       VAN 
BRUNT.  E  E        Arliona   Public    Service   Co        2pp         1846B   128       S-tX 
Fiehe    30-328,83/04/25,8303170360 

—0303170364    IE    Insp    Repts    30-32B/B3-09, 30-529/83-06   ».    30-330/83-04    >n 
830404-O7  No   noneomp llanee    noted   Major    areas    Inspected 
allegations  made    by   R   Ounderson   &  M  Royce    in   affidavit! 
before   AELD   on   S3010S  h  0223 

VORDERDRUEGOEN!    FIORELLI.O   ,    QURDOIN,  J        Region   3,    Office    of 
Director         83/04/22         14pp          1046B    130         24X    Fiche    SO- 328. 83/04/23, 
8303170360 

8303040026    IE   Info  Notice   83-24,     "Loose   Parts    in   Secondary  Sidr   of 
Steam  0»nerators    at   PWRs    "   Svc    list    encl 

JORDAN,  E  L        Division    of    Emergency   Preparedness    *  Engineering 
Response    (Post   030103)        B3/O4/28  Consolidated   Edison  Co      of  Hta 

York,     Inc         JiSpp         19382  047        24X  Fiche   50-000.83/04/28,8303040036 


5305270024  Response    to  West   Valleu  Agricultural    Protection  Council 
83030A   motion    for   mod    of    discovery    Bcftedule    Requests    EO-dau, 
eitenvlon   to  answer   motion   since   Joint    Appllcarts   6  Council 
stipulation  not   received  Certificate    of   Sv-c    encl 
DEHEY, L   S        Hearing    Branch    1         83/OS/Si  Atomic    Safety    and 

Licensing   Board  Panel        1|>p        18640  037        S4X   Fiche   50-329,83/03/26, 
B303270024 

B305310O74  ftesponse   to  West   Valley  Agricultural    Protection  Cnuitc  1  1,  Inc 
supple-mental    motion    for    declaration    that    NEPA   analysis 
inadequate    for    continuance    of  proceeding*   Req.uBst    for    neu 
E15  t   continuance   should    be   denied   H/Cer  tlf  it  ate    of  Svc 
DEWEV.L  S        Hoaring    Branch   3       03/OS/2&  Atomic  Safety    and 

Licensing    Board   Panel          l4pp         18659    103         24K    Fiche    3-0-329,  S3/OS/26, 
&3O33I0074 


Utility   Final    Safety    Analysis   Report    (FEAR)    %    amends 


B30S020089  Foruardl  Amend    11    to  FSflR 

VAN   BRUNT,  E   E        Arltona    Public    Service    Co 
Nuclear  Reactor  Regulation,    Director        Hpp 
Fictie    30-323,93/04/28,0303020089 


B3/04/28 

16274    123 


Office    of 
24X 


—  H30302009S   Amend    II     to   FSAR   LJ/47   overalls    figures    Aperture    carrfa    are 
availaole    in  PDR 

»      Ariiona   Public    Service   Co        83/04/30 
Ficne    50-538,  83/04/28,  B3OSOSOOB9 


SOApp          1B274    123         34X 


O      Inspection    reporti,     IE   Bulletins    t    correspond  "nc  e 

13212060383    IE    Info   Notic«    B3-14.     "Deuatered    Spent    Ion   Etchini*    Be.  in 
Susceptibility    to  Eiothermic  Chemical    Raacfclan,  "   Svc    list 
»nd 


n       Division   of  Safeguards   fr    Inspection  Program*    (Post 
830103)        83/03/21  Consolidatad    Edison   Co      of   New  York.     Inc. 

112pp        1830B  319       S4X  Fiqhe   30-000,83/03/21,6212060388 


8303040027    IE    Info   Notice   83-23.     "Standby    Qas    Treatment  Sgt  H*4ttr  High 
Temp   Trip    Setpoint  Adjustment    "   Svc    llat    encl 
JORDAN.  E  L        Division    nf   Emergency   Preparedness    s,   Engineering 
Response    (Post    B3O103)         83/04/28  Coniolidated    Ediion   Co      of   Miy 

Vprl.     Inn          llBpp          1B382    163         24X   Fiche    30-000.83/04/28,83030+0027 

8309020466    Informs    that    insp    of    facility    not   uarrdnted   unless 
significant    safety    deficiency    identified    r«    elongated   roof 
truis    bolts   VITS    item   oloaed    I<   matl    placed    in   vendor 
raactlva    file 

CONWAY,  J  T        Region   4.    Office    of   Director        83/04/28        BARNES,  1, 
Region    4,    Office    of   Director         10         1S2B3  307        2<!X 
Plena    30-529.83/04/28,6303020466 

8303040026    IE   Info  Notic*   83-26,     "Failure    of    Safety/Relief  V*lv» 
Discharge    Line   Vacuum   Breakers    "   Svc    list    tnel 
JORDAN.  E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post   830103)         B3/03/Q3  Consolidated    Edison  Cn      at  Neu 

Vort,     Inc         I22pp         18441    17O        SIX  Fiche    30-000,83/03/03,8303040036 

8303040030  IE    Info   Noticfl    83-27,     "Operational    Response    to  Events 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Svc    list    encl 

JORDAN,  E  L        Division    of  Emergency   Preparedneis   &  Engineering 
Response)    (Poet   B3O103)        83/O3/O4  Consolidated   Ediion  Co      of  HIM 

York,     trie          112pp          1B3B2   282         24X    Fiche    30-000183/05/04.8309040030 

8303040031  IE    Info   Notice   83-28,     "Criteria    for   Protective   Action 
Recommendations    for   General    Emergencies    "   Svc    lift    end 
JORDAN.  E  L        Division    of  Emergency   Preparedneis    &  Engineering 
Re*ponsa    (Post  830103)         83/03/O4  Consolidated   Ediion  Co      flf  Mra 
York.     Inc         119pp         1B441    O01         24X   Flcha    30-000,  83/05/04.  03030*0031 

6303040033    IE   Info  Notice   83-29,     "Fuel    Binding   Cauied    bu   Fuel   Rack 
Deformation    "    Svc    list    incl. 

JDRDAM,E  L        Division    of   Emergency   Preparedness    b  Enoineerlna 
Response    (Post   B30103)         B3/05/06  Consolidated   Edison  Co.     of  Niv 

York,     Inc          liSpp          18523   24B         24X    Fithe    50-000,83/03/06,8393040033 


DOCKETED  ITEMS 


419 


B30SliOO(ja    Notification    of    030323    meeting    u/util    'f    Bechtel     In 
Deer    Valleg    project    ofc    to    discus-s    SALP    for    Ju!     1981    - 
Feb     1993 

HI       Raglan     5,     Office    of    Director          83/OS/1O  Region    5,     Office    of 

Director          2pp          18456   079         24X    Flche    30-320,  83/03/1O,  B3O3160OOB 

B30S16OOB?   Confirms    830555  meeting    u/app 1  leant    at    Deer   Valley   Project 
ofc     to    discuss    SALP    for    Jul     1981    -    Feb     1983 

CREWS.  J   L          Division    of    Rea  Ide  nt,  Reac  tor    Project    It    Engineering 
Program*          83/O3/1O         VAN    BRUNT, E    E         Arizona    Public    Service    Co 
3ff  1B44B    146         24X    Fiche    30-328,83/05/10.8303160089 

--B3031C.Q179    BALP    rept    for    Jul     1"?B1     -    Feb     1983 

*       Region    3,     Office    of    Director         03/Q4/3O         31pp          1S448    132         24X 
Flcfie    30-320,83/03/10,8303160009 

B3O3040O34    IE    Info   Notice   83-30,     "Misapplication    of   Generic    Emergency 
Operating    Procedures    (EOP>    Guidelines    "   Svc    list    encl 
JORDAN, E   L        Division    of   Emergency   Preparedness    S<  Engineering 
Response     iPost    B3O1O3)         03/03/11  Consolidatod    Edison    Co       of    Neiu 

York,      Inc          H4pp          1H324    OO3         24X    Fiche    3O-OOO, B3/03/1 t, B303040O34 

B30304OO4O    IE    Info   Notice   83-31,     "Error    in   ADLPIPE    Computer    Program    " 
Svc    list    encl 

JDRDANrE   L        Division   of   Emergency   Preparedness    &  Engineering 
Response     <Post    B3O1O3)         83/03/19  Consol 1 datad    Edison    Co       of    New 

Vorlc,      Inc          114pp          1B697    009         24X    Flche    3O-OOO,  B3/03/19,  030304C04O 

B303040046    IE    Info   Notice   83-33,     "Nonrep resentati va   Sampling    of 
Contaminated    Oil    "    Svc    list    encl 

JORDANj E   L        Division    of  Emergency    Preparedness   V  Engineering 
Reiponie     (Post   S301O3)        S3/OS/26  Consolidated    Edison   Co      of    Neui 

York,      Inc          114pp          1B647    007         24X   Tlche    3O-000,  B3/03/26,  8303040046 

S      Reportable   occurrences,    LERs    ft    related    correspondence 


B305J10I1}'?  Deficiency  FI 
personnel  qualificatu 
Deficiency  determined 
VAN  BRUNT,  E  E  Am  or 


iluatian    Rept   HER   83-30    re    startup    test 

is    Initially    reported    on    830406 

lot    rtjporlaalB    per    IOCFR3O    33(e) 

i    Public    Servico    Co         S3/O4/39         STEINBERG.  D    M 


Region    5,     Office    of     Director          2pp 
-icflB    30-3EO,  83/04/37,  S30313OL3-? 


1B437    1SS 


D4X 


03O513021C   Adv 

1OCFR3O    33 (E 
VAN   BRUNT,  E    E         Ariiona    Public    Ser 
Region    5,     Office    of    Director  i p 

Fiche    3Q-32B,  B3/04/H?.  B3Q513Q2IQ 


that     Deficiency    Evaluation   Rept    DER    D3-20    re 
annel     qualifications    not    reportable    per 


:e    CD         B3/O4/P9 
IB14O   09O         24X 


STERNBERG,  D    M 


B305130L1B   Revised     inturim   Deficiency    f»ept    DER   82-76   re    Target   Rock 
valves    not    meeting    Tech    Spec     requirements     Initially    reported 
on    821124    Revised    test    plan     revieued    by    Bechtel     Final     rept 
eipettsd    by    B3OB23    Also    reported     per    Part    21 
VAN   BRUNT.  E    E         Aiiiona    Public    Service   Co         B3/O5/03         STERNQERG,  D   II 

Region    5.     Office    of     Director          4pp         1B43B    117         2flX 
Fiche    5O-52B,  B3/05/O3,  O3O313O148 

8309130226   Rev     1     to    Interim   Deficiency    Fiept    DER    B2-BO   re    failure    of 
Conai    electrical    penetration     1 oui     level     insulation    resistance 
to    meet    quaJ  i  Fiicatl  on     tests     Initially    i  eported     on   931317 
Testing    in    progress    Nt?it    rept    by    B30914 
VAN   BRUNT, E    E         Ariiona    Public     Service   Cn         83/03/03         STERWQERG.  D   M 

Region    3.     Office    of    Director          3pp         18439    IBB         34X 
Fiche    50-323.  S3/05/O3,  B303I3D22i 

B3O5l302i1    Interim   Deficiency    Rept    DER    B3-16    ra    failure    of    diesel 
gsnerator    governor    (.    voltage    ipgulatoi    to   automat  i  cal  ly 
reset    from    manual /tea  t    mude    upon     loss    of    poiaer     Initially 
reported    on    B3O31B    Also    reportable    per    10CFR21 
VAN   uR-UNT.  E    E          Arlmna    Puulic     Service    Co         83/O3/03         BTERNBERG,  D   M 

Hogion    3,     Office    at    Director          4p  p         1B439   23B         3<\X 
Fiche    30-32B,  83/05/O3,  830513O,2A4 


B305O30346    Interim  Deficiency    Rept    DER   83-13   re    Marathon    A3 3 4   anchor 
bolt    breaking   after    overtorq.uing    during    teit   acceptance 
Initiallij    reported    on    030318    Due    to    extensive     investigation 
Si    avaluati  on.  final    rept    expected    by    B3O9I9 
VAN    BRUNT,  E   E         Ariiona    Public     Bervico    Co         83/04/15         STERNHERQ,  D   M 

Region    3-     Office    of    Director          3pp          1B297    134         24X 
Fleh»    BO-329, B3/O4/15,  B30503O316 


B3O3230&I7   Final     Deficiency    Rept     DER    B3-21    re    operation    of    low    pressure 
safety     injection    pump     in   violation    of   procedures   Deficiency 
not    reportablD    per     10CFR30    55 ( e I 
VAN   BRUNT.  E    E          Arnana    Public     Servicp    Co         B3/05/06         STERNBEHG,  D   M 

Region    3,     Office    of    Director          2p p          1B336   313         34* 
Fiche    SO-5SB.  63/05/06,  9305230517 


830503062A    Interim   Deficiency    Rept   DER   B3-16   re    potential    failure   at 
dlB«*l    generator    governor    ti   voltage    regulator    to 
automatically    reset    from  manual/test   modo    upon    IOSH    of 
power    Initially   reported    an   B3O318  Final    rept    by    B30'319 
VAN    DHUNT,  E   E         Ariiona    Public     Service    Co         B3/04/13          BTERNDERO,  D   M 

Region    S,     Office    of    Director         3pp         10303  339        34X 
Flcfie    30-323,83/04/15,0305030626 

B3Q513O161     Tnterlni   Dsficlencij    Rept    DER   B2-72   ra    concrete    void    in 
containment    exterior   uall    Initially    reported    on   821124 
Grouting    procedure    Implemented    Apr    1933   per    Qechtal 
Invei tlga tion  Final    rept   will    be    submitted    by    030639 
VAN   BRUNT,  E   E         Ariiona    Public    Service    Co         03/O4/S1          STERNBERQ,  D   M 

Region    3<     Office    of    Director         3pp         18437   296        24X 
FIcnt    30-329,03/04/21,8305130161 

8309130229    Corrected    Interim   Deficiency    Rept   DER    83-17   re    ITE   fire 
protection    suitches    failure    to   meet    requirements    of    TMI 
T»tk    1BA    Initially    reported    on    03O304    Info   uill    not    be 
finalized    until    B30S19, due    to    extensive    invest igatlon 
VAN   BRUNT,  E   E         Ariiona   Public     Service    Co         03/O4/21          STERNEERG,  D   M 

Raglon    5,     Office    of    Director         lp         1844O  O93        24X 
Fiche    30-32B.B3/04/21.B303130229 

8305120392    Interim  deficiency    rept    re   misapplication    of    ITE  Gould 
circuit    breakers    tn    pott-LQCA   hydrogen    recombiners    supplied 
bu,    Rockwoll    Intl    Initially    repartad    on    03O328   Hatter    under 
f  nv*i  t Iga tion   Final    rept    by    B3OSOB  Reported    per   Part    21 
HANNO,  S   F          Nlagar4    MaFiauk    Pouor    Corp          03/04/H6         8TAROBTECKI,  fi 
Region     1.     Office    of    Director         2pp          1Q433   O73         24X 
Fiche,  30-OOO, 03/04/26,  8303120392 

— 6303120404    Part   21    rept   re    failure   of    post-LOCA   hydrogen   recomblner 
component   during    IEEE-32-3   qualification    program   Circuit 
breaker    not    properly    selected    far    apeclfic    appl icatian, Plant 
operator!    notified    of    deviation 

EMPEV, D    C        Rockuell    International   Corp        83/03/11         COLLINSi J   T 
Region    4.    Office    of    Director         3pp         1B433  074        21X 
Fle4l»    30-000,03/04/26,8309120392 

B30S13O124    Deficiency    Evaluation    Rept    B3-1B  re    installation   of   pipe 
i upper t*    which    do   not    meet    Seismic    IX   requirements    Initially 
T*port»d    on  830329   Deficiency    determlnod    not    reportatle    per 
1OCFR-9O   S3CB>    Documentation   uill    be   maintained    in    files, 
VAN  BRUNT,  E  E        Ariiona  Public    Service    Co        93/04/38        STERNBERG,  D  M 

Region    3,     Office    of    Director         2pp         1B438  039        24X 
Fich*    3O-53B, S3/O4/2B, 0303130124 


DOCKET   STN-50-530   PrtLO    VERDE   NUCLEAR    STATION,     UNIT   3 

A      App  1 1  c  at  lan/t  onstruc  t  i  on    stage    documents   '/   cnrr  BSpondencc 

B3O3O30013   ForiuariJa    NRG     comments     on    C-E   QuiTiert   Croup    study    re 
dBpressuriiatloi.   t    DHR    capability    of   C-E   plants    tu/o   PORVs 
Info   ra    need    for   PQflVs     in   plants    requiroi)    by   830630   In    order 
to    be    cons! dared    In    final    decision 

NOVAK, T  M  Assistant  Director  for  Licensing  03/04/20  VAN 
BRUNT, E  E  Arizona  Public  Service  Co  4pp  18310  349  24X 
Fiche  90-52B,  B3/04/HO.  B30S030013 

8303110023  Su-mmaTii   of    a3040i>-Q7   meetings   ui/utll    t    Bechtel   at    site   re 
NRC    power    syE     aide    audit    Finding's    Agenda    end 

LICITRA,E   A         Licensing     Branch     3          83/05/03  Licensing    Branch    3 

7pp          1B415   O&6         24X    Fiche     5O-52B,  B3/O3/03,  83051 10032 

8303230003  roruiariJs   request    for    addl     info   re   830322  proposed    rev    to 
Table    3    2-1     of    FSAfi    Rev    deleting     commitment    to    appli;   QA 
program    to    certain    item*   during    operations   phase    u/n 
JUB t if ication 

KNIGHTON, G    W         licensing    Branch    3         83/05/03         VAN   BRUNT,  E    E 
ArJionfl    Public     Service    Co         4pp  1Q341    352         24 X 

Fiche    SQ-'JEB,  83/05/O3,  S30323O003 

—  B3O3230O04    Suggests    that    enc 1    request    fai    addl    info   be    transmit  ted    to 
applicant    Proposed    revs   unacceptable   ui/o    justification   for 
deleting     commitment     to-   apply    F3AR    Chapter    17    CM   program 
during    operations    phase 

HAASS.  W   P          DA   Branch         83/O4/36         KNI5HTON,  G   W        Licensing    Branch 
3         6pp          1B341    3S&          24X    Fiche    30-328,93/03/03,8305330003 

B3O50-10323   Board    Notification    B3-O37    forwards    differing     prof    opinions 
re    *ys    interaction  &    safety    classification    Info    relates    to 
Board   Notifications    B3-17  t    83-44    re   Unresolved    Safety    Isiue 
A-17 

EISENHUT.D  C  Division  Of  Licensing  B3/05/O4  PALLADINO,  N 
CommlsilonCTS  23pp  1B337  13?  24X  Fiche  SO-000,  S3/O3/04i 

3303040333 

B3O5I70219   Forwards    summary    of    B3O4O7   meeting   u/util    in    Beth&sda,MD   re 
draft   procedures    generation    package    for    emergency 
procedures 

L1CJTRA.  E   A         Licensing     Branch    3         83/O3/06  Llconaing    Branch    3 

3pp          16476    343         34X    Fiche     30-528,63/03/06.6303170219 
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-- B3031703?3    Summary    of    630428   meeting    ui/util     in    B9the*da,MD   re     draft 
procedures    generation    package    for    emergency    procedural 
GOODMAN, M   J         procedures    r,   Sust-ems    Review    Branch          B3/O4/2B 
CLAYTON,  H   B         Procedures    d   Systems    Review    Branch          4pp          18476   34  S 
H4X   Fiche    30-53B,B3/05/06,B303I7Q219 

030SQ90A39   Generic    Ltr    B3-2O    bo    all     operating     reactor     licensees    b 
holderi   of   CPs    re    integrated    scheduling    For    Implementation 
of    plant   mods    Svc    !ist   ene 1 

EISENHUT.D   0        Division   at    Licensing         33/05/09  Consolidated 

Edison   Co      of    Ntu   York,     Inc          l&pp  1BA37     133         24X 

Fiche-    30-000,  B3/OS/09,  6303090459 


BJ03030498  Second    set  of    Interrogatories    Certificate    of  Svc    enel 

DEWEY.L  S        Hearing  Branch    3        83/04/29  West    Valley  Agricultural 

protection   Council,  Inc        9pp         18293    109        SAX   Flche    SO-SH?, 
B3/04/29,  830303049B 

B3031&0080  Memorandum    supporting   West   Volley    Agricultural    Protection 
Council,  Inc    supplemental    motion    for    declaration    that  NEPA 
analysis    inadequate   &   for    continuance   No   attempt   made    to 
Identify/analyze    lalt    drifts   W/CetlfUate    of   Svc 
BERLIN, K        West  Valley   Agricultural    Protection   Council,     Inc. 
BERLIN,  K        Berlin,    RoHman.     Kessler   i  Caihdan        S3/03/06  Atonic 

Safety    and    Licensing    Hoard   Panel        ipp         1B43O    120        24X 
FichB    30-329,  S3/Q3/OA,  93051iOOBO 


0303240333   Notification   of    B30602    meeting    W/ut i 1    &    Torrey    Plnei 
Technology    in   Bethe  id  a,  MD    to  present    remits    of    independent 
QA   (valuation  i  discuss    status    of   corrective    actions 
LIC1TRA.E  A       Licensing   Branch    3        S3/O3/1O        KNIG.HTON,  0  W 
Licensing    Branch    9         3pjJ          1BS93    3OO         2-1X    Fiche    30-328,83/03/10, 
9303340233 

B3O5200417   Justifies    rev    to    FSAR    Section     1    B    re     eiception    to   Reg    Cultfe 
I    39   storage   requirements    For    fission    chamber    detectors   Si 
sealed    sources,  in    response    to    Jan     1 983    request 

VAN  BRUNT,  E  E  Ariiona  Public  Service  Co  H3/03/1B  KN1GHTQN,  O 
Licensing  Branch  J  2pp  1B917  lt.2  24X  Fiche  50-523,83/03/18, 
S3OS2O01 1 7 

6305330209   Board    Notification    83-O63    transmit!    m«inos    r*     statUI    of    DHR 
studlet    For   C-E  plants,  w/emphai  Is    on    need    for   POflVs    In 
current  C-E   designs 

NOVAK,  T  M       Assistant   Director    for   Licensing         S3/O5/1B  Atomic 

Safety    and   Licensing    Board    Panel  7pp  18627    107          34X 

Fiche    30-000,B3/03/IB,a305S3020? 

— 6305330221   Request)    that   enc  1    documents    an    status    of   CUR   studies    for 
C-E  plantBi  u/emphasis   an   need    for   PORVs    in    current  C-E 
designs,  be  provided    to  ASLD  t    ASLAB 

MATTSON,R  J       Division  of    Systems    Intesracion    (post   811009) 
83/04/23        EISENHUT.D  0        JJivJsion    of   Licensing         lp.       10437-113 
SAX   Flche    30-000,83/03/18,630523020? 

— B3O523O23B  Responds    to  Commission    9304O4   renosst    that    *tudg    of    n*ed    for 
controlled   depressurl Ktion   capability    In    C-E   plants    b* 
accelerated  &    that   ACRS  view*    be    solicited    on    issue    prior    to 
reporting    bart    to  Commission  Stud  if    to    lie    concluded   830630 
DIRCKS,  W  J       Office   of    the    Executive    Director    for   Oparatlons 
B3/04/S5       CHILK,  B  J       Office    of    the   Secretary    of    the  Commiasiun 
Ip         1B6B7    113        24X   Fiche    90-000,  S3/O5/IB, B3032SOEO9 

5309310161   Notiflc*    that  util    will    provide    plant-spec i 1 1  c    info   re 
depress uri ration  &  DHR   capabll  |tie*    Jiy    B30731,  instead    of 
previous    schedule   date   of  930930 

VAN  BRUNT.E  E  Art  ion*  Public  Service  Co  B3/05/24  KNIGHTON,  O 
Licensing  Branch  3  2pp  18632  343  24X  FUhB  30-328,  B3/O9/B4, 
B3Q331CM61 

E     NflC  safetg   Evaluation  Report    (SEHt,     suppls   &    corretponde'nc* 


B30S1I026S  Couinienti    on    format    of    LJnlv   of   Ariiona    agricultural 
productivity    itudu,    rnethodologij   Mithodology    adequate    for 
evaluating    impacts    of    talt    drift    on    representative 
agricul tural    crops 

DEWEV,L   B        Hearing   Branch    3        33/03/1O        PLATT,  H  E.       Sntll    &  HilmiT 
3pp        1B393  293        24X  Fiehe    30-529,  83/OS/10,  83051 1026B 

B3051 60032  Supplemental    motion    to   830202  motion    for    declaration    that 
NEPA  analysis    inadequate   &    for    continuance    of    proceeding* 
Joint  applicant   responiei    to    interrogatories    lacked 
meaningful    data    on    salt    deposition 

BERLIN,  K        West   Valley    Agricultural    Protection   Council,     Inc. 
Q3/O3/13  Atomic    Safety    and    Licensing    Board   Panel         t3pp 

1B433    149         B4X    FI che' 30-529,  03/03/13,  8303160032 

8303160034  Motion    for   mod    of   ASLD    B30323  discovery    fchedule,  p«r   330309 
stipulation   on   dltcoverg    Depositions    scheduled    for    B307IB 
should    bo    rRscheduled    for   930B29  Discovery    on   Univ   of 
Ariiona   crop    study    should    begin   on   B31220 

DEULIN-K        West   Valley    Agricultural    Protection    Council,     Inc 
83/09/13  Atomic    Safety   and    Licensing    Board    Panel        9pp 

1B436  089        B4X  Fiehe    30-32?,  83/03/13, S30S160034 

a 30 31 6008 t  Memorandum   supporting    West   Valley    Agricultural    Protection 
Council,  Inc    motion    for    dtscoviry    schedule   Projected    date    fop 
crop    study    completion   b  ufci    later    than   original    date 
BERLIN.K        Mest   Valley    Agricultural    Protection   Council,     Inc, 
BERLIN- K        Deri  In-    Roliflian,    Kanlir   t<  Cashdan        83/03/14,  Atonic 

Safety   and    Licensing    Board   Panel        3pp         1B491    024        24X 
Fiehe   SO-3S9, 83/03/16,  8303J600B6 

B30SB404B2  Joint   Applicants    response    to   West   Valley   Agricultural 
Protection   Council    second    i*t    of    interrogatories 
OEHR.fl  C   ,    PLATT.W   E   ,     BISCHOFF.C   A        Snell    fc  Kilmer        B3/OS/18, 
Atomic   Safety    and   Licensing    Board   Panel        Alpp         16972:232,       24X 
Fiche    30-989,83/03/13.8305240482 

830S2004BB  Advliei    that    time    for   CommUsion    to    review  ALAB-713    e«plrtd 
Camnlssion   declined    review   Decision    became    final    agency 
action   on  83O427  Action    does    not    deal    u/unconteited    issues 
coniidered    separately,    by   NRC   &   Commissioners 

CHILK- 8  J        Office    of    the    Secretary    of    the   Commission,       03/03/17, 
Office   of    the  Executive   Legal    Director         Ip         1B514  03?,       24X 
Flche   30-32B,  S3/OS/I9,  8303B004BB 


3309230273  Confirm)*  request*    for    info    identified    in    diseuislont  u/utll 
re    anal<|iU  of  Sui   BO  fuel    design    und«f    combined 
seismic    !*  LOCA   loads   &   protection    against    law    temp 
overprenure    evant   per   SER  of  en    item 

KNIOHTON.O   U        Licensing    Branch    3         83/03/04          VAN   BRUNT,  E   E. 
Ariiona   Public  Service  Co        3pp         18343   Si 3        24X 
Fieht    50-938,  63/03/04,  B30SB30 273 

F     Security,    medical-    emergency    &   fire    protection    plans 

B309110034  Generic   Ltr    B3-2I    to   all    licensee*    of    operating    reactor*, 
applicants    for  OLs   &   holders    of  CPi    re   clarification    of 
access    to   control    proceduns    for    laid   enforcement    visit! 
Svc    list   end 

EISENHUT.D  0       DIvUion   of  Licensing         B3/OS/11  Coniolldated1 

Edison  Co      of  Neu  York,     Inc         16pp         18S4O  099        24X 
Fiche  30-000,  93/05/1^6309110034 

B30S200332  Advise*    that    Installation    of    source    ringe    neutron   flu« 
monitor,  per   10CFR30,App  fi,  Section    III    L,  ml  I  1    be 
accomplished    by   end   of   fjrit    refuefing    outage 

VAN  BBUNT.E  E  rtriione  Public  Bervlc*  Co.  83/O9/J7  KNIOHTON.O 
Lieensinj  Branch  3  6pp  1BS16  394.  B4X  Flche  30-320,  S3/OS/17J 
9303200322 


8309310219  Requests    opportunity    to    respond    to   Meat   Vallfy   Agricultural 
Protection   Council    830306   supplemental    motion   re   FES  -  OL 
stage  ti   to    argue   relevancy    If   ASLB    determine*    that 
con* i deration    should    be    given 

QEHfl,A  C        Bnell    f.   Mllmer,       OEHR,  A  C        Ariiona   Public   Service  Co, 
£3/09/33,       LAZO,  R.  M.  ,    CALLIHAN,  D   ,    CQLEi  R   F.       Atonic    Safety  and 
Licensing    Board   Panel         9pp         IBA98- 137        24X   Fiche. 30-328i 83/09/83, 
8305310219 

8303270024   Response    to  Mist   Valliy    Agricultural    Protection  Countll 
830306  motion    for  mod    of    discovery    schedule   Request!    10-day 
•itention    to   answer    motion    since   joint   Applicants   &  Council 
stipulation   not   received, Certificate    of   Svc    encl 
DEWeY, L  B        Hearing    Branch    1         B3/03/26  Atomic    Safety   and 

Licensing    Board   Panel         4pp.       18440  039        24 X  Flche.  30-329,  B3/OS/36, 
8303370034 

9305310074   Response    to   Mest   Valley   Agricultural    Protection   Council' Inc 
•upplamental    motion    for    declaration    that   NEPA  analysis 
inadequate    for   continuance    of    proceedings   Request    for   new 
EIB   fe  continuance    should    be    denied   W/Certif Icate    of   Svc, 
DEWeViL  S        Hearing    Branch    3        83/03/2&  Atomic   Safety   and 

Licensing    Board   Panel.       14pp         1BA33    103        24X   Fieh»    30-329,83/05/84, 
B303310074 


0     Adjudicatory    correspondence 


B303030394  Second    set   of  nonuniform    ittterrogatorlet    Certificate    of    Svc 
encl.  Related   correspondence 

CRAMFOROjV  A       Joint  Applitant.-Pa  1  o    Verde,       CHAWFOROj  V.  A      Bnell    & 
Milmsr        83/04/S7  West  Valley   Anricul tur4l    Protection  Council. 

Inc.       g£pp        1B303  219       24X  Fiche.  50-929,  93/O4/H7,  8303030594 


K      Utility   Final    Safety   Analytls   Report    (FSAR)    ti   amend* 

B3030200B9  Foruard*  Amend    11    to  FSAR 

VAN  BRUNT,  E  E        Arlion*    Public    Service  Co        B3/04/28,  Office   of 

Nuclear  Reactor   Regulation,    plrictor  2pp         1B274.  123,       24 X 
Fiche-   30-338,83/04/28,  B3050SOOS9 
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— B303O2Q092   Amend     11     to    FBAR    W/47    overs  tie 
aval  lab  le    In   FDR 

*      Ariiona   Public    Service   Co        93/04/30 
Flche     30-3HB, B3/04/2B, B3Q30200B9 


figures    Aperture    cards 
BOtpp          18274    123         £ 


Q      Inspection  report*i     IE   Bulletin*    6c   correipondence 

0212060333    IE    Info   Notice   83-14,     "Deuatered    Spent    Ion   Exchange   Resin 
Suicap t 1 bi  1  ity    to   Exothermic    Chemical    Reaction    "   Svc    lilt 
enc  1 

TAYLOR, J  M        Dlvliion    of   Safeguards   b    Inspection   Program    (Poit 
83O103)          93/O3/21  Coniolldated    Edison    Co       of    New    York.      Inc 

112pp          13306    319         24 X    Fiche    30-OOO, S3/O3/21,  B212O603B3 

B3O304O021     IE    Info   Notice   33-21,     "Defective   Emergency    Use    Respirator    " 
Bvc    llit    encl 

JQRDANjE   L        Diviiion   of   Emergency    Preparedness    &    Engineering 
Response     (Poet    B3O103)         83/04/13  Coniol Ids  ted    Edlion    Co       of   New 

York,      Inc          126pp          18433    133         24X    Fiche    30-000.  03/04/13, B303040O21 

B303040O23    IE    Info   Notice   83-22,     "BWH   Saf otu/Rel iof    Valve    Failures    " 
Svc     lilt     enc! 

JOflBAN.E   L        Divliion    of   Emergency    PreparednBis   ti   Engineering 
Response     (Pait    B30I03)         83/04/22  Consolidated    Edlion    Co       of   New 

York.      Inc          U2pp          183B3   OS9         34X    Fichu    30-000,  B3/O4/SB. B3030400S3 

B30S170931     Forwards     IE    Imp    Repts     30-528/83-10,  30-329/B3-O7   fc 
90-930/93-05   on    020401-830311    One     item    of    noncampl lance 
noted 

CREWBrJ   L.        Divilidn   of  Reildentr Reactor   Project   &  Engineering 
Program,       B3/04/22        VAN  BRUNT, E   E        Ariiona   Public    Service   CD 
2pp  1846B   001         24X   Flche    30-388,83/04/22,8303170331 

— B303170S37    IE    Imp    Repti    SO-32B/83-10.  50-327/83-07   t.    30-530/93-03    on 
B206O1-B30311    Noneomp 1 lance    noted    Improper    documentation    of 
cable    termination    record* 

ECKHARDT.J   H,  ,     VORDERBRUE08EN,     ELIN,  J   0         Region    3.     Office    of 
Director        B3/04/21         13pp         184iB  OO3        24X    Flcho    30-328. 83/04 /SS, 
830S17O331, 


B3O3040033    IE    Info    Notice    B3-39,     "Fuel    Diluting    Caused    by    Fuel     Rack 
Deformation    "    Svc    list    enc 1 

JORDAN  i  EL          Division    of    Emergency    Prepatednesi    '•   En gine Bring 
Response    (Post    B30103)         B3/OS/06  Consolidated   Edison   Co      of   New 

Ynrk,     Inc          U3pp          18523   2!4B         34X    Fichc    30-000. B3/O3/06.  B3O3040033 

3305160009   Notification    of    B30525   meeting    ui/util    ',    Bechtel     in 
Deer    Valley    project    ofc     to    discusa    SALP    for    Ju  1     1981    - 
Feb    1983 

«       Region    S,     Office    of    Director         B3/O3/10  Region    3,     Office    of 

Director         2pp  18436    O71?         S4X    Flche    30-328,83/05/10.8303160008 

830S1600B9   Confirms    83O335   meeting    w/applicant    at    Deer    Valley    Project 
o*c     to    ducuas    BALP    for     Ju  1     1981    -   FeO    1983 

CREWS,  J   L         Division    of    Res  ident.  Reactor    Project    t.   Engineering 
Pr-agra^s         83/05/10         VAN    D  HUNT,  E    E         ftrlinna   Public    Service    Co 
3pp  1S44B    146         24X    Flche     50-330.  83/OS/  10.  Q3031600B9 


~B3O5liO179  SALP  rept  fflr  Ju  1  1901  -  Feb  1983 
*  Region  5,  Office  of  Director  83/O4/3Q 
Ficha  50-32B.  03/OS/10,  B3O5 1  (.0067 


3lpp 


B3O3O40034    IE    Info   Nottc<    33-30.     "Misapplication    of   Generic   Emergency 
Operating   Procedures    <EOP)    Guideline*    "    avc    list    encl 
JORDAN,  E  L         Divliion    oF   Emergency   Preparedness    it  Engineering 
Response    (Past    B301O3I          S3/O3/11  Consolidated   Edison   Co       of   Neu 

York,      Inc          Hipp         1B324   OO3         24X    Fiche    50-000.83/03/11,8303040034 

B303O40040    IE    Info  Notice    83-31.     "Error    in   ADLPIPE  Computer   Program   " 
Svc     litt    encl 

JORDAN<£  L         Division    of    Emergency   Preparedness    fr  Engineering 
Response    (Post    930103)         B3/O3/19  Consolidated   Edlion   Co      of   Neu 

Vorkr     Inc          114j>p         IBf??    OO9        24X   Fiche    3O-OOO,  H3/O3/19.  B3O3O10040 


8393040046    IE    Info   Notice    83-33,     "Nanrepresentative  Sampling    of 
Contaminated    Oil    "    Svc     Hat    encl 

JORDAN.  E  L         Division    of   EmurgBncij  Preparedness    A  Engineering 
Reiponse     (Post    83OIO3I  83/03/26  Consol  Idated   Erf  Is  on   Co      of    Neu 

Vovk.     Inc          I14pp          18647   O07         34X    Fichc    30-000,  93/OS/86.  B3O3040046 


0303040023    IE   Info   Notice   83-23,     "Inoperable   Containment   Atmosphere 
Sen-ilng    Sije    "   Bvc    list    encl 

JORDAN. E    L        Dlvlilon   of  Emergency    PraparednesE   k   Enjlnot rl ng 
Ratpon**     (Pott    830103)          B3/04/H5  Consolidated    Edlion    Co       of   Neu 

Vork.     Inc         H9pp         1B3B1    271         24X   Fiche    30-000.  B3/O4/23,  B303O400S3 

6303170340    Forward*    IE    Imp    Repti     SO-328/B3-09,  3O-3H9/B3-O6   tt 
30-S30/B3-04   on   830404-07,  No    noncotnp  1  lance    notod 
atERNBERO,  D  M       Region  3.    Offlc-   et  Director       83/04/S3       VAN 
HRUNTrE  E        Avliona   Public   Service    Co        2pp         18468    1ZB        24X 
Flche-  9O-3S8,  B3/04/2S.  S30917036O 

—  B30317D964   IE    Imp    Repti    30-328/S3-09i  30-329/83-06  S<    30-330/B3-04    on 
B30404-O7   No   noncomp 1 lanci    noted    Major    area*    inspected 
allagations   mad*   bg    R   Gunderion   Si  W  Rouce    in    affidavits 
before    ASLB    on   830108   h   0223 

VdRDERBRUEOOEN,     FIDRELL!,0    ,     BURD01N,  J         Region    3,     Office    Of 
Director        B3/04/E2        14pp         1B468    130        24X   Fiche    30-SS8. 83/04/23, 
B3Q317O3AO. 

B3O304OO24    IE   Info   NoUce   B3-24,     "Loo«e   Parts    in   Bncondary    Bide   of 
Steam   Oentratori   at   PWRi,  "    Bvc    list    encl 

JORDAN, E. L        Dlvlilon    of   Emergency    PreparednliB    d   Englnvtring 
Re*ponie     (Post   B30103)         83/04/98  Consolidated    Edlion  Co      of   Neu 

fork;      Inc  llflpp          1B3B2   047         24X    Flche    30-000,93/04/28.8303040026 


S      Reportable    occurrence*.     LERt    d   related    correipondenc e 

Q3O3030626    Interim  Deficiency    Rept    DER   B3-16  re    potential    failure    of 
diesel    generator    governor   Si    voltaa*   regulator    to 
automatically    reiet    from    manual/test  made   upon    toil   of 
pauer    Inltiallg    reported    an   830319  Final    rept    bg    83031? 
VAN   BRUNT.E    E         Aritona    Public    Service  Co        B3/04/1S,       BTERNBERO,  D  M 

Reolon    3.    Office   of    Director        3pp         18303  339        21X 
Flche    3O-32B, S3/04/I3.  S3O5O30626 

B30S130229   Corractetf    Interim   Deficiency   Rept   DER   S3-I7  re    1TE    fire 
protection    iiuLtchri    failure    to  meet   requirement!    of  TMI 
Task    ISA    Inlttally   reported    on   B 30/30 4    Info  ulll    not   be 
finalized    until    B30519,  duo    to    extensive    investigation 
VAN    BRUNT.E    E          Ariiona    Public    Service   CD         83/04/21          STERNBERO,  D   M 

Region    S.    Office   of    Director        Ip        18440  073        24 X 
Ficfce    3O-3SB.83/04/S1,B3O313O329 

B303L2O392    Interim    deficiency    rept   re   misapplication   of    ITE  Gould 
circuit    breakers    In   post-LOCA  hydrogen   recomblners   supplied 
by    Rockuell     Intl    Initially    reported    on  S3033B  Matter    under 
Investigation    Final    rept    by    830BOB  Reported    per   Part   21 
MANNO,  B   r        Niagara   Mohawk    Power  Corp        B3/04/2&.      STAnOSTECKI,  R 
Region    1,    Office    of   Director        3pp        I B1 33  072        S4K 
FUhe    30-000,  03/04/26,  8303120392 


S3O304OO27    IE   Info  Notice   83-S9,     "Standby    Oas    Treatment   8y i   Heater  High 
r*fflp    Trip    Setpolnt    Adjustment,"    Svc    Hit    encl 

JORDAN,  E.  L.       Division    of   Emergency    Pr*p*r«dneii   ti   Engineering 
rUipcnm    (Poit    B30103),       B3/04/SS  Consolidated    E*i«on  Co,     of  Neur 

York.     Inc         HSpp         19382    163        24X   Flche    30-000,33/04/28,8303040027 

B3O304OOSB    IE   Info   Notice   83-26,     "Failure    of    Saf aty/Rel lef  Valve 
Dticharg*    Lin*   Vacuum  Breakers    "    Svc    Hit    enc I 
JORDAN.  E  i.        Division   of   Emergency    Preparedness   4>   Englnatring 
R«fpcn««    (Pott   830103).       B3/O3/O3  Coniol Idated    Edlion  Co      of   Neu 

York,      Tne          122pp          18441     170         B4X   Flehe    3O-OOO,  B3/O3/03i B303O4002S 

93O3040030    IE   Info  Notice   83-27,     "Operation*!   Racponie    to    Eventi 
Concerning   Deliberate  Acts   Directed  Against  Plant 
Equipment    "   8vc   list   end. 

•JORDANrE,  L        Dlvlilon    of   Emergency    Preparedneic    Ii   Engineering 
Rviponi*    (Poit   830103),       83/03/O4  Coniolldated    Edlion   Co      of  Neu 

York,     Inc         112pp,       18382  282        24X  Flche- 30-OOO,  83/O3/O4, B303040030 

8303040031     IE    Info   Notice   63-29,     "Criteria    for   Protective    Action 
R*cotnmend*tltmi    for   Oeneral    Emergenclei    "    Bvc    lilt    end 
iJORDANJr  E   L,       Division    of   Emergency    Preparedneic    (•   Engineering 
Raiponve    <Poit   830103)        83/03/04  Consolidated    Ed i ton   Co      of  Neu 

Yortj     Tne         119pp         18441.001.       24X  Flche   30-000,  B3/03/O4i B303O40031 


— B3O312O4O4  Part    21    rept    re    failure   of   poet-LOCA   hydrogen   recomtilner 
component    during    IEEE-323   qualification  program  Circuit 
breaker    not    proparly    aelacted    for    specific   application  Plane 
Optra tors    notified    of    deviation 

ENPEYrD  C         Rockwell     International    Corp        83/03/11         COLLINS. J  T 
Region    4,     Office   af    Dlrvctor        3pp        10-133  074        24X 
Flche,    SO-OOO,  B3/O4/B&.  8305120392 

8303130124    Deficiency   Evaluation  Rept  83-18   re    installation   of    pipe 
supports    which    do   not    meet   Seismic    IX   requirements    Initially 
r*port»d    on    83O329  Deficiency    determined    not   ruportabl*   per 
1OCFR9O    95<e)    Documen  tat  ion   ulll    be   maintained    In    fllei 
VAN   BRUNT.E   E         Ariiona    Public   Service   Co        B3/04/B8        STERNBERO.  D  M 

Reolon    5,    OfPKe   of    Director        2pp        18438  051        24X 
Ftche    SO-32B.  B3/O4/BB,  B3O3I30124 

B3O913O139   Deficiency   Evaluation  Rept   DER  83-20  re    startup    teifi 
perionnsl    qualification*    Initially    reported   on   830406 
DeHclancy    determined    not    raportable   per    10CFR3Q    S9(e) 
VAN   BRUNT.E   E         Arllona    Public    Service   Co        83/04/29        STERNBERQi D  M 

Region    3,    Offica    of    Director        2pp        19437    IBS        24X 
Fiche    30-S28,  B3/04/29,  B30513O199, 
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8303130atO   Advises    that    Deficiency    EvaSuation    Rept    DER   83-20   re 
•startup    test   personnel    qualifications     not     reporta&le    par 
10CFR30   33(e) 
VAN   BRUNT,  E   E         Ariiona   Public    Service    Co          03/04/2"?         BTEHNBERe.  D   M 

Region    5,     Office    of   Director          Ip          1844O    O9O         21X 
Ftche    50-538.  B3/04/29,  9305130210 

83Q5130148   Revised    interim   Deficiency    Hppt    HER    82-76   re    Target   Rock 
valves   not    meeting    Tech    Spec    retjuiremen  ts     Initially    reported 
on    B21124  Revised    teat   plan   reviewed    by    Bechtel    Final    rept 
enpected    by    B30B23   Also    reported    per    Part    21 
VAN    BRUNT.E   E        Ariiona    Public    Service    Co          B3/O5/O3        STERNBERG.  D   M 

Region    3.     Office    of    Director         4pp          JB43B    117         24X 
FiChe    30-538.33/03/03.  B30S13014B 


0305230285   Forwards    HHV    1     to    "CRBR    project    Heat    Transport   6y« 
In-Containment   Piping    Reserve   Se limit    Margins"    &  rept   re 
consequences   of    leaks    from   small    diameter    primary    heat 
transport    sys    piping 
LOWJENECKER,  J         Energy,     Dept       of,     Clinch    River    Breeder   Reictor    Plant 

53/05/19        GRACE, J  N        Clinch   River   Breeder   Reactor   Program  Office 
2pp          18339   043         SIX    Fiehe    S0-537r B3/O3/19, B303230283 

—3303830292  Rev   1    to    "CRBR   Project   Heat    Transport   Sys    In-Containmifit 
Piping   Reserve   Seismic    Margins    " 

MELLQ,  R   M    ,     CHANDRA,  U   .     (1AULETT,R    H         Energy,     Dept       Of,     Clinch 
River    Breeder    Reactor    Plant         ES-LPD-B3-001    ROI,        83/O3/31         73pp 
1B33?   043         24X    Fiche    30-337,  B3/O3/ 19,  8303230293 


0305130189   Final    Deficiancy    Rapt   DER    03-12    re    malfunction    of    GE    add-on 
electric    interlocks    used   w/Class    IF,  Si  is    2,  starters     in 
4BO-volt   motor    control    ctrs    Initially     reported     on   630309 
Design  change    packages    issued   Also   rep  or  tat lo   for   Part  Si 
VAN    BRUNT.E   E         Ariiona    Public    Service    Co          83705/03         STERNBERG,  D    M 

Hsoian   3,     Office    of    Director         5pp  I  FJ43?    34O         24X 

Flchfl    30-938,  83/Q3/Q3,B3031301B9 


B     Utility   Preliminary    Safety   Analysis   Report,     amindi 

8303200439  Forwards   Amend    77    to   PSAR 

LDNOENECKER,  J        Energy,     Dept      of,    Clinch    River   flr«»der  Reactor  f>i«nt 
83/03/20        GHACE.J  N        Clinch   River    Breeder   Reactor   Program  Office. 
4pp         18313   201         24X   Fiche    30-337.  S3/O5/2O. 0305200439 


Rev    1     to    Interim    Deficiency    Rept    EEH    B2-SO    re    failure    of 
Canai    electrical    penetration    lou    level     Insulation   resistance 
to    meet    qualification    tests    Initially    reported    on    821217 
Testing    In    progress    Neit  rept   By    B3Q9I4 
VAH   BRUNT. E   E        Arizona   Public    Service    Co          93/03/03         STERMOERG,  D   M 

Region   9,     Office    of   Director         3pp          1B139     1SB         24* 
Flche    50-328,83/03/03,8305130326 

8305130264    Interim   Doficiene^   Rept    DER    83-16    re    failure    of    diesel 
generator   governor  &  voltage   regulator    to    automatically 
reset    from   manual/test   mode    upon    loss    of    p QUIET     Initially 
reported    on    B303IB   Also   importable    per     10CFR21 
VAN    BRlifJT.E   E         Arlfnna   Public    Service    Co          83/O5/03         STERNSeRO,  D   M 

Roeion    3,    Office   of   Director         4pp          1B439    338         24X 
Flcfie    30-52B.  B3/03/03,  B309130364 

8305230317   Final    Deficiency   Rept    DER   63-21    re    operation    of    loui   pressure 
safety    injection  pump    in  violation  at   procedures    Deficiency 
not    reportable   per    1QCFR30   S5(e> 
VAN   BRUNT, E   E        Arizona   Public    Service    Co          B3/O5/O&         BTERNOERQ,  D   M 

Region   3,     Office   of    Director         2pp          13534    313         34X 
Flche    30-523,  83./Q3/OA,  8303230317 


DOCKET    SQ-537    CLINCH   RIVER   BREEDER   REACTOR 

ft     Application/construction   stage  documents    b   correspondence 


—8305200163  Amend    77    to   PBAR 

*     Energy,     Dept      of,    Clinch   River    Breeder   Reactor   Plant        03/05/31. 
166pp         18S13'209        24X   Ftche    30-337,93/09/20,0303200439, 

E     NRC   Safety    Evaluation   Report    (8ER1,     suppl«    ti    correspond»ncB 

B30S090013  Foriuardt   SER    (NUREO-096B,  9upp  1    1)    including    addl    info 
received    from  applicant   fc  ACRS   comments 

GRACE,  J  N        Clinch   River    Breeder   Reactor   Prooram  Office        B3/03/OS, 
LONOENECHER,  J        Enerou,    Dept      of,    Clinch    River    Bretder   R««ctor   Plant 
32pp          10369   322         24X   Fiche    50-337, 83/03/02, S30509OOI3, 

930BO<bOS24  Forwards   revised    responses    to   SER    Itim  6  re   QA,  including 
Info    to   complete    idvntlff cation   of    safety-related 
structures,  sys  &   components    controlled    by   CRBR   QA   program 
for   PSAR   flarked-up    Tech    Specs    end 

LQNCENECKER,  J         Energy,     D"p k       of         83/09/05         GRACE, J   N        Clinch 
River   Breeder   Reactor    Program   Office         ISpp         1B331    093        H4J( 
Fiehe    30-337,83/03/03,8303060324 

0303230146  Forwards    Suppl    1    to   SER    (NUREO-0968)    re    evaluation   of    addl 
Info   on   previously    Identified    as    outstanding    revieu    items 
ilnce   preparation    of  SER   Response    to    comments    for   ACRS 
030419  rept    to   Commission   also    end    W/o    enels 

GRACE, J  N        Clinch   River   Breeder  Reactor   Program  Offic«        83/03/19 
LOfJOENECKGR. J        Enerayi     Dipt      of,    Clinch    River    Breeder   Reactor  Plant 
2pp        19594    140        24X  Fiche    30-337,03/03/19,0308230166 


9303I700B6   COMPARISON   OF   CRBR    DESIGN   BASIS   EVENTS   WITH   THOSE   OF 
FOREI5M   LWFBR   PUftNTS 

AQRAHAL.A   K         Oroothaven   National    Laboratory          FIN   A-3364 
NUKEG/CR-324D       83/04/30  Clinch  River   Breeder   Reactor  Program 

Office         B5pp         Available   at   NRC         »3    00          1B493    I-?3         24X 
Fiihe.   30-937,83/04/301,8303170086 


B70S240022  Forwardi   Suppl    2   to   SER    (NUREQ-0968)    re    Bvaluation  of   «ddl 
info   on   previously    identified    outstanding    review    items 
ORACE.J  N        Clinch   River   Breeder   Reactor   Proor«m  Offict.      83/O3/HO 
LONOENECKER.J        Eneray,    Dept      of,    Clinch    River    Breeder   R*actoi-   Pl*nt 
16pp         18377   314         S4X    Fiche    30-537,83/05/20,9303240023 


8305110390  Notification    of  B30524  meetiofl    u/DOE,  PTOJHC  t    Hgt   Corp   &  T 
in   Bethesrfa.MD  tn   revieiu   status   of   applicant    PRA 

STARK. R   M        Clinch    River   Breeder   Reactor    Program    Office         83/O5/04 
GRACE, J  N       Clinch   River  Breeder  Reactor    Program   Office        3op 
18417   3i,l         24X   Flche    50-337,03/03/04.0305110390 


0305170037  SAFETY  EVALUATION  REPORT  RELATED   TO  THE  CONSTRUCTION   OF  THE 
CLINCH  RIVER   BREEDER  REACTOR   PLANT  Docket   No      30-337    (U  S 
Department   of   Energy,  Tennessee    Valley   Authority   And   Project 
rianauement   Corporation) 

*      Clinch    River   Breeder   Reactor   Program  Office        NUREG-096B  SOI 
B3/OS/31        3fipp         10493    139        24X  Fiche    50-337,83/03/31,0303170057 


8303O9063?   Generic    Ltr   83-20    to   all    operating    reactor     licensees    J, 

holders    of  CPs   r*    integrate*   scheduling    -for    impleneneati on 

of    plant  mods   Svc    list   end 

E1SENHUT,D,Q         Division    of   Licensing         83/O3/O9  Consolidated 

Eiison   Co      of   Neu  Vor*,     Inc          I6ff         1B627    153         24X 

F!che-3O-000,  B3/03/09,  B3030?0639 

B3O5170449  Submits    supplemental    info    to   830401     Itr    re    cable    separation 
by    confirming    that  approi   75    ft   of   DHR    sve    &   steam   generator 
auxiliary   heat  removal    sys   cable  ui  1 1    be   run    In    separate 
conduits    or   Bncl    raceways 
LONG  ENECK  Eft,  J        Energy,     Dept      of,     Clinch    River    Breeder    Reactor   Plant 

B3/03/16       ORACE.J.N       Clinch   River  Breetfer    Reactor   Program  Office 
Ip          1B471    220        24X   Fiehe   3O-S37,  B3/Q9/ 1 6.  B30317044-? 

8305230113  Forward*  Rev   5   to  Vol   2  to    "Thermal    Margin   Beyond   Design 
Base."   Rev  Incorporates    Isotopic    inventory    for    heterogeneous 
core, current  meteorology,  add  1    organ   dose*    *,   more    realistic 
Pu   sparging   calculations 

LON8ENECKER,  J       Energy,    Dipt      of,    Clinch    River    Breeder   Realtor  plant 
63/03/17       GRACE, J  H        Clinch  River  Breeder   Reactor    program  Office 
Ip          JS696   300        24X   Flche   9O-337,  B3/09/17.  030323O1  13 

— B30S3I0003  Rev  3   to    "Hypothetical   Core   Disruptive   Accident 
Considerations    In  CRBHP, «  Vol   2,    "Assessment   at   Thermal 
Maroin  Dejond  Design   fl»ie    " 

*      Energy,    Dept-    of        CRBRP-3  V02  R03        B3/O3/31         3app 
18696201         24X   Fich«    30-337,03/03/17,8303230113      - 


F      Security,    medical,     emergency    &    fire    protection   plans 

H303110034  Generic   Ltr   83-21    to   all    licensees    of    operatitta   reactors, 
applicants    for   OLs   S,   holders    of   CPa    re    clarification   of 
access    to    control    procedures    for    lau   enforcement   visits 
Svc    list   encl 

EISENHUT.D  0        Division    of    Licensing        83/03/11.  Consolidated 

Edison  Co      of   New  York,     Inc         16pp         1B340  093        24X 
Flche    50-000,  03/05/11,8303110034 


0      AdjEidlcatory    correspondence 


8303240390  Suppl    to  830307   schedule   motion  Partle*   need    definite 
milestones    to   work    toward    commencement    of   hearings 
EDGAR,  Q  L        Project  Management   Corp.       LUCK- M,  D        Energy,    Dept      of. 
33/03/23  Atomic    Safety   and    Licensing    Board    Panel        4pp 

17679    117         24X    FIcha    30-537,  83/03/23,  B3O324O390. 

— 8303240394  Forwards    draft    statement    of    scope   ti   schedule    for    forthcoming 
CP    hearings   &   request*    telcon    to    discuss    *chadule 
Certificate    of   Svc    encl 

EDOAR'Q  L,       Morgan,    Leuii   &  Bockius,       83/03/02        TURK,  B  E.      Hearing 
Branch    1        F1NAMORE,  B.  A        Natural   Resources   Difonse   Council,       tiff 
17679    121         24X   Fiche    30-837,83/03/83,8303540390 
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B3 0503 057 2   Request*    to    make    limited    appears 
hearings    re    regional    soc  ioeconomlc     Impacts 
PATE.  D    S         Affiliation    Unknown         33/01/37         CHILK, 
8acr«tary    of    the   Commission         Ip         10306    117        24X 
Ft  eh  I     30-337, B3/O4/27,  B305030573 


tatement    at    B3071B    CP 


B303110337    Notice    of    93Q513    confsrenci 
ro s pec ti vs    counsel     in    Betliesda.MD    ti 


if/parties     in    proceeding 
liscuas    pending    motions 


MILLER,  M   E 
179 


Atomic     Safety    and    Licensing    Board    Par 
24X    Fiche     3O-337,  B3/05/O9.  B3031  1O337 


B-303O3049O   Advises    that    NRG    Will    not    file    separate    respon-se    to    utll 
33O427   motion    to    dismiss    Intervenar    Contention    10   NRC 
position   agreeing    contention    Is    na    longer    in    Issue   was 
accurately    represented    In   util    (nation 

MIIUNQ,  0   S         Hearing    Branch    1          03/04/39         MILLER, M    ,     L1NENBERGEH. 0 
HAND i C    H         Atomic    Safety    and    Licensing    Board    Panel  Ip          18292    173 

aax    FichB    30-337.83/04/29,0303030490 


B30511O43B   Response    to    first     set    of    CP     in  tei  rogator  IBS   &    request     to 
produce    Requested    documents    mill    bo    made    available    for     Inap 
&    copying    Related    correspondence 

*       Energij,     Dspt       of          *       Project    Management   Corp          *      Tennessee 
Valley    rtutlior  I  ty         B3/O3/O9  Natural     Resources    Defense    Council 

2pp          1B4Q5    DOS         24X    Fiche     50-537,  93/O3/09,  83031  1O43B 


B30SQ303O2  Motion    for    eitinsion    of    time    for    discovery    permitted    by 
93O329   CP    scheduling    order, to    provide    opportunity    to 
pi-apjra    questions   &   responses    to   documentation    supporting   CP 
contintlons   W/Certi f icate    of   Svc 

FIMAhORE, 0    A    ,     WEISSiE    R         Natural     Resources    Defense    Council 
HEISS.E    R         Sierra    Club         B3/Q4/E9         MILLER, M    E    ,     LINENBERQER.  Q    , 
HAND, C    H        Atomic    Safety    and   Licensing    Board    Panel         9pp         1B306    IBS 
24X    Fiche    30-337,83/04/29,8303030902 

B 3 OS 030 4 B 3  Notice   of    T  Cochran   B303O9   deposition  in    Wa-sh  ington.  DC   re 

Contentions    la-b,3a-c,9c    t.  9f-g    Certificate    of  Svc    enc  1 
MIZUMt),  O   B         Hearing    Branch     1         83/03/O2         3pp  1830B   347.        H4X 

Fiche     30-337,83/03/02,0303030483 

63-0503-0342  Suppl    to   updated    response    to    Intervenor    Interrogatories 
transmitting   A  Schuallle.RE  Hottel.EK  Sliger   fc   HP    Planchon 
statements    of   prof    qualifications    Certificate    of   Svc    end 
»      Joint   Applicants-Clinch    River   Breeder   Reactor        83/03/02 
M»tural    Resources    Defence   Council         12pp         16303  266        24X 
Ffche    3Q-537.  B3/03/OE!,  B30S030D42 

8303060317  Advises    that    NRC   mill    not    file    formal    response    to    applicant 
830427   motion    to    dismiss    intervenur    Contentions    2  (  f  )  •  <  g  )    & 
(h)    NRC    position   agreeing    that    contentions    no    longer    in 
lnu«    Is    correct 

TURK'S  E  Hearing  Branch  1  B3/O5/Q5  MILLER, M  ,  LINENBEROER,  0  , 
HANDjC  H  Atomic  Safety  and  Licensing  Board  Panel  Ip  IB344  131 
24X  Fiche  30-337,83/09/09.  S3O3O6O317 

B303090499  Order    concurring   ui/ALAH-721    denying    stay    of    af f ecti veneas    of 
partial    initial    decision   authorlilng    Issuance    of   LWA 
Btatiments    of  Commissioners   Pa  1  lacl  Ino,  Ahearne    !•  Ollinskg 
»ncl 

HOVLE,  J  c        Commissioners        83/09/05  Energy,    d)ept      of        7pp 

18361     111         34X   Fiche    90-937,  S3/05/O9,  B30SO90499 

6305100022  Confirms    that    B30509  Cochran   deposition   re   Contentions 
lfa)-(h),3(a)-(c)    *.   9(c),(f)    &    (9)    rescheduled    for    B303I2 
in   Haihington,  DC 

TLJRK.8    E         Hearing    Branch    1         83/O3/06         FINAMORE,  B    A         Natural 
He*ourc«s   Defense   Council        FINAMORE, B   rt        Flnamore,     B   A         Ip 
1B377     131         24X    Fiehe    30-337,83/03/06,0305100032 


B3Q5110A4B   Responds    to    second     set    of    CP     interrogatories    Aerosol 
pl-ateout    !,    Paltout    calculations    discussed    Affidavit    end 
Related     tar  reap  on d en ca 

*      Energy,     Dep t      of         »      Project   Management  Corp         *      Tennessee 
Valley    Authority         B3/DS/O7  Natural     Resources    Defense    Council 

7pp          1Q103    O1O         24X    Tiche     5O-S37,  B3/O3/0?,  S3C331  10448 


8305120313   Certifies    svc     on    030509 
EDGAR,  O   L        Project   Management   Corp 
24X    Fiche    ao-337,  S3/D5/O1?.  B3O3120313 


3pp 


8303110445   Forwards    corrected    B30507    response    to    NtfDC   h    Sierra   Club 
first    set    oP    interrogatories    !(   request    to   produce    directed 
tu    applicant    Original    document   not    Identified    as    response 
BCKMUTZ,  T   A         Morgan,     Leuis    &   Docklua          B3/03/1O  Docketing    1 

Services    Branch          Ip  1B4O5   O48         SIX    Fiche    30-537.  D3/O3/1O, 

B3O311O443 

--B30911O449    Corrected     resnonso    to    first     set    of    interrogatories   *•    request 
to    produce    Requested    documents    iul  1  1     be    made    available    for 
insp    !i   copyjnj 

*       Energy,     Dept       of          *       Project   Management    Corp         *       Tennessee 
Valley    Authority         B3/O3/O?  Natural    Resources   Defense    Council 

2pp  IB405    049         34X    Fiche    50-937,  83/03/10,  B303110449 

B3O3il0450    Amended    response     to    NRDC    i<    Sierra   Club    S30407    first    Set    of 
CP     Interrogatories    &    request     to    produce    Discusses    NRC    best 
estimate    of     containment     Failure    pressure    Affidavit    enc  1 
TURK.  S    E        Heai-ing    Branch    1         83/03/10  Natural   Resources   Defense* 

Council          3pp  1B403    O59          24X   Fiche     30-337,83/03/10,8309110430 

— 8305110459   Response    to    NRDC    !.  Sierra    Club   830436    second    set    of   CP 
interrogatories    ft    request     to    produce    Affldavit-9    it 
Certificate    of    Svc    enc 1 

TURK.S   E        Hearing    nrflTl(:h    1        B3/O5/10  Natural   Resources 

Defense    Council          12pp  184O3   061          24X   FUhe     90-937,83/09/10, 

S30311O43O 

B3031SO063  Submission    of    end    to   NRC   B30310  response    to    second]    9et   of 
CP    interrogator ies   Certificate   of  Svc    oncl 

TURK,  S   E        Hearing   Drancn    1         93/03/11  Natural    Resources   Defense 

Council          9pp.  1B436    301          24X   Fiche    3O-337,  83/O9/1 1.  B30513Q063 


83O3100SIO  Response    to   applicant   83O421    tenth    set    of    Interregatoriei 
R*l«t*d    corrDspondenc* 

FtNAHOFlE.D   A        Natural    desources   Defense   Council         B3/09/0&         lOpp 
18374    O37         24X    Fiche    30-337,  83/03/06,  B3O31O021O 

B3O3100276  Affidavit    of    TB  Cochran   ra    annuiers    to    Intercogatorloa 
Helflttd    correspondence 

COCHRAN. T  D        Natural    Ratources    Defense    Council         B3/O3/06  Atomic 

Bffflv    and    Licensing    Board   Panel         Ip         1S371    242        SIX 
Fich«    30-337, B3/03/O6,  B309100276 

030310O33D  Supp Hmentary    ruponse    to    eighth    b   ninth    <et    of 
intarrogatorita    dtd    B30401   t<  OB  Review    of    SER    &   related 
fTocumintatlon    incomplete,  hindering    response    to    certain 
interrogatories   Related    correspondence 

FINAMOSE, B, A        Natural    FUsources    Defense   Council         FINAMOHE, B    A 
Sl«rr«    Club         G3/09/06         MILLER, M    E    ,     L1NENBERGER, 0    ,     HAND. C    H 
AtQiaie    Safety    and   Ltc*n»fng    Board    Panel         ISpp         1841O  321.       S4X 
rich*.  90-337, B3/03/06, 8303100330 

S3Q3 120291    Certlflu    ivc    on  B3OS06   of    intarvenor    supplementary    response 
to   applicant   eighth    ti   ninth    B*t   of    ititerrogatori e s    dtd 
830401    &  08  &    intervenar    response    to   applicant    tenth    sat   of 
interrogator!*!    dtd    830421 

FINAMORE, B   A        Natural    Resource    D»fsnsa    Council         FINAMQRE, B   A, 
altrr*    Club        B3/03/06        3pp.       IB424    122        24X    Flche    30-337, B3/OS/06, 
8308120271 

83Q31 IO23O  Response    opposing    Intervenor   S30427  motion    for    extension    of 
tinn.  QODI)    cause    not    demonstrated 

EDOAR.O   L        Project   Management   Corp        LUCK. W   D        Energy    n"pt      °f 
a3/03/Q9  Atomic    Safety   and    Licensing    Board    Panel         Itpp 

1B4O7    O32         S4X   Fiche    30-337,  83/03/09,  B3031 10220 


B3-O5Ii6012O  Response   opposing    NRDC  (,  Sierra   Club    B30427  motion    for 
extension    until    £53 07 OB    to    complete    discovery   Delay    In 
hearing    schedule    to    permit    further    discovery   unreasonable 
Tuo   Certificates    of    3vi    enc  1 

TURK.S    E         Hearing    Branch     I          83/03/13  /itcffilt    Safety    and 

Licensing    Board    Panel  7pp          16446    IDS         24 X   Fiche    30-337,83/03/13, 

8303160123 

Q3O3160149   Response    to    030427    second    set    of   CP    interrona  tortes   !< 
request    for    admissions    Related    correspondence 

FINAMuREiB    A    ,     WEIBE,  E   H          Natural    Resources    Deft-nan   Council 
WEISS, E    R         Sierra   Club          B3/09/13  Office    of     the   Eiacutive    Legal 

Director          13pp          16446    OSB         24X   FlchQ    30-937,  B3/OS/13,  B305160  149 

B3031A0181    Response    to    8304-23    eleventh     set    of    Interrogatories    t<   request 
far   admissions    Certificate    of    Svc    encl    Related 
correspondent e 

FINAMQRE. D    A    ,     UEISE, E    R          Natural    Resources    Defense   Council 
WEIBS.E   R        Sierra  Club         B3/O9/13  Joint  Applicants-Clinch    River 

Braednr    RBSttor         3ipp  18443   O93         24X    Flcne    3O-337,  83/03/13, 

8303160181 

8305190204    Order    following    B30513   conference  u/partles   Remaining 
contentions    are    Contentions    1    ro   envelope    of   DBA    not 
including    cure    disruptive    accidents. 3   re    core    disruptive 
accidents   &    ?{c),!f)    &    (g>    re    emergency    planning 
MILLER. M   E         Atomic    Safety    and   Licensing    Board   Panel        83/03/17 
lOpp          18902     193         E4X    Flcha     30-337, 83/O3/17,  8303190204 

B3O31<7O2S1    Third    set   of    CP    Interrogatories    &   request    to    produce 
Certificate    oF    Svc    encl    Related    correspondence 
FrNAMQRE,D   A    ,     WEISS,  E   R          Natural    Resources    Defense   Council 
WEISS,E   R        Sierra  Club.       B3/03/17  Office   of    the  Etecutlve   Legal 

DLraetor         7pp          1S3O1    333          24X    Fiche    50-337,83/03/17,8303190221 


4Z4 
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63031^0339  notification    re  PRA   status    ropt    Encl    Phase    I   PRA   reft   mat 
submitted    to    NRC    for    review    Reatiltm    of    rapt    intljn  i  f  lean  t    t-g 
proceediiiB   W/o   PKaie    1     repl    Certificate    of    Svt    end 

EDGAR,  G   L         Project   Managam«nt    Corp         LUCK.  W   0         Energy,     Oep  t      of 
fcpp         1B3QO-B12         2AX    FiChB    5O-537.  B3/O3/  IB, 


B305240553   Brief    supporting    exception*    to    ASLB    83D?28    partial     initial 
decision   re    LWA 

F1NAMDRE,B   A    ,    WEISSiE   R         Natural    Resources    Defense    Council. 
HEI6S,  E   R         Sierra    Club         03/05/18  Atomic    Safety    and    Llcentlna 

Board    Panel         S9pp         19373    2<5i          34X   Flche    3O-337,  S3/03/1S, 
8303240533 

H3035O0636   Motion    for    *ummarij    disposition    of   Contention   9(9]    re 
emergent  y   plans  No  genuine    issue    of   mat!    fact    eilsti 
EDGAR,  O  L        Project  Management   Corp        LUCK,  W  D       Energy,     Daft      of 
83/05/19  Atomic   Safety    and   Licensing    Board   Panel         4pp 

1SS19   3Sf        SAX   Fiche    SQ-337,  33/03/19,  B3O320Q636 

—  930  3  E  006-18  Statement   of   matt    fact*    a*    to   which    there    it   no    genuine 
iliue   re  Contention  9(<j)    oti    emergency    planninj  Certificate 
a*   Svc    «ncl 

EOflARi  O  L        Project  ManaganKn  t   Corp        LUCK,  W  D        Energy*     Dept      of 
83/03/1"?  Atomic   Safety    and    Licensing   Board   Panel        3pp 

1G319   333         S4X    Flche-  SO-337,  83/O3/19,  8303200636 

0305240070  Responie    to  B3D917    third    set   of    CP    !  nterrosatorles    &    request 
to   proflwte  Certificate   o*  Svc    »ncl 

TURK,  5  E        Hearing  Branch    1         83/03/ZO  Natural    Resource)    Defense 

Council         ISpp         18549  07S        H4X    Fithe   50-537,  63/09/30,  B30S24007O 


B30S16029?  Forward*    rept    lumman  i  Ing    review   of  TMBDB   presentation  ak 
ACRS  830310-J 1    me«tlngf    Review   confined    to    thermomechanii:*, 
engineering    design   d   finite    iltment    analgili    ReviBuulll    bi 
summariied    at   330414   meeting 

ANDERSON,  C   A        Lot   AlamOJ    Scientific   Laporatorg        ANDERBONi  C  A       ACR9 
-  Advltorg    Committto    on   Reactor   Safeguard!        83/O3/29.       CAfiBOM,  K, 
ACR8  -  A<fvl«orv   Committee   on   Reactor   Safeguard!        fipp         !H*7a  Oi9, 
24X  FicHe    90-337,03/03/29,8303160299 

B3D513D399  Telecopg    of    comments    on  CROP,   re    prenure   boundary  Dtilgn   of 
raactor   pressura   vftttl    meets   &   ufually    eiceedi    r»nu(r«mintt 
of  A6ME   111    t<  relevant    cods    caiei 
BUSH.S  H        flatten*  Memorial    Institute.     Pacific   Northw»»t   L«bor*t»ri) 

BUSH,  S  H        ACRB  -  Advisory    Committee    on  Reactor   8afegu«rtft, 
33/03/30         CARBON, M         ACRB    -   Advisory    Committee    on   Re*CtOT 
Sififlmi-fls        2pp        18443  32A        SAX  Ftche    30-537,83/03/30.0303130357, 

B30S130349  Submit*    commenti    on    cor*    diiruptiva   accidents    b   ititmlc 
m*rglns   per   requett   made    at   ACP.B  B30316-17  meetlngi 
Applicant    energetic    soorce    term  acceptable   8ei*mlc   margin 
calculation*    not   acceptable 

LIPINBK1.M  C        Argonna   National    Laboratarv        LIPlNSKIiH.C        ACH8  - 
Advisory   Committee    on   Reactor   Safeguard!        83/03/31.      CAftBDNi  M  H, 
ACR8  -  Advitory   Committee   on   Reactor   Safeguards        3pp,        1B4S7-310, 
24 X   Flche    30-337,  B3/03/31, B303130349 

3309130390  Comments   on    lelsmlc    design    safety   margin    for    facility  Add] 
commenti    to   be   mada    at    ACRS  S30414  meeting 

8EIDENSTICKER      Argonne   National    LaborAtoru        SEIDENSTJCKER      ACRS  - 
Advisory   Committee    an   Reactor   Safeguards        S3/03/31,       flOEfMERT.P. 
ACRS  -  Advisory    Committee    on  Reactor    Safeguards.       3pp         IB443;3S7 
S4X  Flche    30-337,  83/03/31.  B303130350, 


B30524O475  Motion   for   iumm»rij    o4 1  spo  1 1  Si  on   of    int*rvenor    Contentions 
9(c)    1  9(f)    re   adequacy    of   evacuation    time    #najijtl*    in  PBAR, 
Ha   genuine    issue   of  m*tl    fact    eilsti   &  applicant   entitled 
tci    favorable   decisJon  Certificate    of   Sve    end 

EDS AH, Q  L        Project  Management    Corp         LUCK.W    D        Energy,    Deat      of. 
63^05/23  Atomic   SafetU   and    Lleeniing    Board   Panel         lOpp 

1B949   345         H4X   Flche    30-337,  S3/O3/23, B3O3240475 


B3O9130393  Provides    input   re    seiimic    safety    margins    for  CRBRibaieJ  en 
ongoing    seismic    safety    margin*    research    program  at    lab 
BDHM.M  P        Laurence   Llvermore   Laboratory        BOHfli  M,  F,       ACRB  -   Adviior 
Cammlttei    on  Reactor   Safeguards        B3/04/O8        CARBON, M        ACRB   - 
Advisory  Committee    on  Reactor   Safeguards        6pp         1H443'32&.       S4X 
Flche   90-337.83/04/08,8309130333. 


H30S340-iaO  Statement    of  matl    fact!    as    to  which    there    it    no   genuine 
Issue    r>    Contentions   91c>    &    (f)    o-n    emergency    plant 
ED-ffARrO  L        Project  Henagament   Corp.       LUCK- M  O        Enerjiji    Dept      of 
83/03/23  Atomic   Safety  and   Llceniing   Board    Panel         3pp 

18371    2*4         24X   Flche    30-937,  B3/O 5/23 j 8303240160 

8303S4O303  Motion    for   ei ten  lion    until    83O722    to    file   retponte    to 
lnt*rvenors  S3O91B   brief    in   support    or    eieepttont 
C»r*iflCfltfr  of   Svc    end 

EDGAR. OL        Project  ninapement    Corp         LUCKrW   D        Energy,    Dept      of 
B3/03/Z3  Atomic   Safety   and    LI  cent  ing   Appeal    Panel         6?p 

13371    238        24X  Fiche   50-337,03/03/^3,8305240503 

8303310139  Notification   of   pending    litigation   re    URDC   321001    motion    to 
expedite    consideration  of    emergency   motion    to   amend   US 
District   Court   of  Appeals    remand   &    to    review  EPA 
regulations.  Certificate  of   Svc    end 

EDOAR.C  L        Project   Management   Corp        LUCKi  W  D        Energu>    De.pt      of 
S3/O5/27         llpp          lfl4Sa,27i         24X    Flc(i«    90-33?,  63/03/37,  83033IO1BB 

L      Limlterf  work   authoriiatton  I<    related    corre«pand«nce 

B3OS2&OO01   Fnruardt  notice   of    issuance    of   LUA-1    contti tutlng 
author  1  lation   to    conduct  activities    Jeacrlbed    in  7704O1 
request  t  reviierf   site   preparation   activities    rept   dtd 
June    I7B3 

GRACE,  J  N        Clinch  River  Breeder    Roattor  Program  Office,       03/03/17 
LONOEN6CKER,  J       Energy-    Dept      of,     Clinch   River    Breeder    Reaetor   Plant. 
•4pp          ISA47    103         S4X   Flch*   30-937r  93/03/19,  8305360001 


S3031B0637  Eipreitet    appreciation    for   opportunity    to   participate    in 
CRBR  project   review  Seismic    safety    margin    estimate*    probatlu 
conservative  Failure    of    small    diameter    pipes    will    be 
diicustkd 

8BIDENSTICKBR      Argonne   National    Laboratory        BEIDENaTICKER      ACRB  - 
Advisory   Committee   on  Reactor   Safeguards        B3/04/19,       CARBON.M       ACR9 
-   Advisory   Committee    on   Reactor   Safeguards         Ip.       IBS05. 3S9.       24X 
Flche   30-337,  83/04/18,  8303180637, 

B3031S0396    "Conluttant   Rept    for   ACRB  Revleu   of   CRBR   Thermal    Margin 
Beyond  Deilgn  Basis    " 

POWERS,  D  A,       Sandla   Laboratories        POWERS,  D  A        ACRS  -  AdvUoru 
Committee    on  Reactor   Safeguard's        B3/OS/10.       SOpp         18443:090.      ?4X 
Fi  che. 30-337,  83/O3/10,  B30312099i 

0      Inspection   reports,     IE  Bulletin*    ti   correspondence 

B2 1206038 5    IE    Info  Notice   83-14,     "Deuatered    Spent    Ion   Exchange    Ftetin 
Susceptibility    to   Bxpthermlc    Chemical    Reaction    "   Bvc    li*b 
encl 

TAYLOR, J  M        DtvHion    of   Safeguards    d    Inspection  Program*    (Pott 
B3D103)        B3/03/21  Consolidated   Edison   Co      of   New  Vorfc,     Inc 

HSpp        18308  319.       S4X  Flche    SO-000,  B3/03/21,  B2120A0383. 

8309270472  Forwards   IE   Imp  Rept   90-337/83-01   on  830315.  No 
noncompliance   noted 

DANCBiHC,       Division    of   Project   &  Resident  Programs        83/04/04. 
BflEUINaTON,  P        Energy,     Dapt.     of.    Clinch    River   Breeder  Reactor  Plant 
Epp         1B644-OB1.       24X   Flche"  30-337,  83/04/04,  B309Z7O472. 


— 8305260003  Notice  of    issuance    of  LHA-1 ,  aii/thor  ti  Iny   utll.DDE  4   Project 
Hgt   Corp    to  conduct  certain    tite    activities    prior    to 
decision    on   ittuanc*   of   CP 

GRACE,  J  N        Clinch    River    Breeder    Reac  tor  Pr  oarajn  Of  f  1  ce        B3/03/17, 
3pp          19649,109         B4X   Flehe    30-S37,  83/09/19,  830326OOO1 


--8309S704BS   IE   Insp   fiept   30-937/83-01    on   B3031S  No   nonco«pllanee 
Project  mot  meeting,  warehouse   tour*  &  tlte   tour   conducted. 
IONATONIB,  A   J        Region   3,    Office    of   Director        BHOHNLEE.  V. L 
Division   of   Project   t  Resident   Program*.       83/O4/04.       4pp 
18644.  OB3        24X  Flche    9O-937,  83/04/Oi,  0303870472 


O      Advisory  Committee   on  Reactor   Safeguards   reports   &  correspondence 

B304140138  Stimmerif    of   ACRB  CRBR  Subcommittee  nesting    on  82.10S7    In 
Maihington.DC  ra    plant   deii>gn   crl  taria,  rationale    of 
xlactlcn  o-f    DBA   spectrum  &  aitaciatod    prevention/ 
mitigation    tui  &   plant   «afaguard«    h   lecurity. 

«      ACRS   -  Advisory  Committee    on   Reactor    Safeguard*        B2/1Q/29. 
ACfiS   ~  Arfvl»ory  Committee  on   Reactor   Safeguards.       21pp         1B341  •  047. 
24X    Fiche   90-937,S2/10/29,S30414O1B8 


8309270314  Forwards    IE    In*p    Rapt    30-337/83-08   on   830328-0401    NO 
noncoiflpllance   noted. 

DANCE, H  C        Division   of   Project   t<  Resident   Programs.       83/O4/14. 
BflEWINOTDN-P        Energy.     Dept      of.    Clinch    River    Breeder  Reactor   Plant 
Spp.       18642304        S4X   Flehei  30-337,  B3/04/14,  8303270314. 

— 9303-370319    IE   Insp   Rapt   3O-337/83-02   on   83O32B-0401.  No   noneoffipllanc* 
noted  Major   areas    Inspected- pre-CP   QA   activitie* 
MCFARLAND.C.R        Region  2,    Office    of   Director.       UFRIOHT.C.  M. 
Dlvlilon   of   Engineering    h  Radiological   Safety    Programs,       B3/D4/1Q. 
4pj>.       1S&42  SOA        24X   Flcha    30-337,  B3/04/14,  B303S70314 


B303040021    IE   Info   Notice    83-31,     "Defective   Emergency   Use   Respirator   " 
Svc   list  encl 

JORDAN,  E,  U        Division   of  Emergency   Preparedness    !<  Engineering 
Responie   (Post  830103)        83/04/13.          Conioiidated  Ed i ton  Co.    of  Maw 
York,     Inc         134pp.       1B439    193        K4X  Fietie    30-OOO,  83/04/19,  B303O40XH1 
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B3D3040O23    IE     Info    Notice    83-22,     "BWR    Saf  ety/Rel  iet    Valve.    Failures     " 
Eve    Hit    end 

JORDAN.  E   L          Division    of    Emergency    Preparedness    &   Engineering 
Response     (Post     B30103)         83/04/22  Conso  1  idated    Edison    Co      of    Neu 

Yorlt,     Int  lIHpp          1B3B3   089         24X    Flche    30-OOO,  S3/04/22i  S303040023 


B303040025    IE    Info  Notice    33-23-     "Inoperable   Containment    Atmosphere 
aiming    Bijs    "    Svc    list    end 

JOHDANi  E  L         Division   of   Emergency    Preparedness   i<  Engineering 
Response     (Pott     B3OIQ3)         B3/04/23  Consolidated    Edl«on    Co      of    Neu 

¥ort,     Inc  119pp          1B3B1    291          24X    CUhe    50-OOO.  83/O4/25,  83O3Q40O25 

830  3040026    IE    InFo  Notice   B3-24,     "Lome    Parts    in   Secondary   Bids    of 
Steam   Oenflrators   at   PVJRs    "    Svc    list    encl 

JORDAN,  E  L         Division    of   Emergency    Preparedness   &   Engineering 
Response     (Po»t    83O1O3)         S3/O4/20  CODSO!  tdatsd    Edison    CD      or    New 

York.      Inc  llSpp          1S382    047         S4X    Flche    SO-OOO,  B3/04/2B,  B30304C02A 


T       Kearing    transcripts,    on    non-antitrust    matters 

B3Q317O293   Transcript     of    930513    conference    in    Belneada.  MD   Pp    7.106- 
7,  279 

»      Atomic    Safety    antf    Licensing    Board    Panel          83/03/13          134pp 
IB464     149         SAX    Fiche.    30-337,  93/03/1  3,  3305170293 

U      Congresslonal/eiecut ive    Correspondence 

B305240O19  Responds    to    B30118    Itr    recommend  in-g    retention    of    technical 
cadre    o-f    eiperts    to    review   CRDR    t,   overall    DDE    breeder 
program  Malnt   of  CflBR   Program   Oft    at    adequate    level    planned 
Decision    on    Issuance    of    CP    eipected    by    June     1 934 
DIRCKSiW  J        Office    of    ths   Eiecutlvc    Director    for   Operations 
B3/05/1O         LLOYD.  M          House    of    Rep    ,     Science    d    Technology          3pp 
1B377   30B         24K   Flche    30-337.  83/03/10,  83052-10019 


B303D400Z7    IE    Info   Notice   83-23,     "Btandbg   Oas    Treatment   Sys   Heater   High 
Temp    Trip    Setpoint   Adjustment    "    Svc    list    encl 

JORDAN. E  L         Division    of   Emergency   Preparedness    d  Engineering 
Responia     <Po»t    830103)          B3/04/2B  Consolidated    Edison    Co      of    Neu 

York,      tnc  llSpp          183B2    165         24K   Flche    30-000,93/04/88,0303040027 


— 83032-30023    Recommends    that   Commission   retain    technical    cadre   of   expert's 
Co    revieu   CR0R   t    overall    DOE    breeder    program 
LLOYD,  M        House    of   Rep    ,    Science   tt  Technology        B3/O4/18 
PALLADINO,  N   J        Comml ss  loners         Ip          1S377    310         24X 
Flche    50-337,  S3/O5/1O,  8305210019 


B305E70197  Forunr-d*    IE    Imp    Rept    30-337/B3-03   on   830404-06  MD 
n  one  DAI  p  liance    noted 

DANCE, M  C         Division   of   Project   &   Resident   Programs        B3/O3/O3 
BREWINOTOH,  P.       Entrgyi    Dept      of,    Clinch    River    Breeder  Reactor   PUnt 
Sff  18637' E37         24X    Fietie    30-337,  B3/03/02,  B303270I97, 
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—  8308270200    IE    Imp   Rept    3O-337/B3-03   on   B30404-06  No   noncampl  iance 
noted   Major    areas    inspected    site    preparation 

HARWIS.J  R    ,     CONLON,  T   E,       Region   2,     Office    of   Director        83/04/23 
app.        1B637    239,       24X   Fiche    3O-337,  33/03/02,  B303270177 

B30304002B    IE    Info  Notice   83-26.     "Failure    of   Safety/Relief  Valve 
Discharge    Line    Vacuum  Br«ak«ra.  "    Svc    list    encl 
JORDAN,  E  L         Division    of   Emergency   Preparedness   ti  Engineering 
fl**ponie    4PDBt    B30103)         B3/03/03  Consolidated   Edison   Co      of   Neu 

York.     Inc         122pp         18441    170        24  X  Fl  che  '  30-OOO,  B3/03/03,  B303040D28 

8303040030  IE    Info  Notice   83-37,     "Operational    Response    to   Event) 
Concerning    Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Bvc    list    encl 

JORDAN  i  E  L         Division   of   Emergency    Pr»parednias   fr   Engineering 
Response    4J>OBt    B30103).       83/03/04  Consolidated   Edison   Co      of   Neu 

York,     Inc  11  3pp          18392,282         SAX    Fiche,  3O-OOO,  B3/03/04,  B30304003O 

8303040031  IE    Info  Notice   S3  -23,     "Criteria    far  Protective   Action 
Recommend*  t  ions    for   Osnsral    Emergencies    "    Svc    list    encl 
JOffDANj  E  I-         Dlvl*lon   of   Emergencij    Preparedness   &  Engineering 
Response    (Poit    830103)        33/03/04.  Consolidated    Edison   Co      of   Neui 
York,      Inc           119pp          18441    001          H4X    Fiehe    SO-OOO.  B3/O3/04.  8303040031 

8303040033    IE    Info  Notice   83-29,     "Fuel    binding    Caused    by    Fuel    Rack 
Deformation    "    Svc    list    encl 

JORDAN,  E  L         Division    of   Emergency   Preparedness   h  Engineering 
Response    (Pamt    B30103)         83/03/06  Consolidated   Edison    Co      of   Neu 

Vork,      Inc  115pp          1B3S3>  24B         SIX    Flchf    30-OOO,  B3/08/Oi.  B3O3040033 

830327OS73  Forwards    IE    Insp    Rept    30-537/83-04    on   830411-19  No 
noncompi  lance   -noted 

DANCEtK  C         Division   of   Project    &   Resident   Programs        83/03/0& 
BREHINOTON,  P         Energui    Dept      of,    Clinch    River    Breeder  Reactor   Plant 
2ff  13614    BAB,        S4X   Fichi    50-337.83/03/06,8303270273 


—  B30BB70278    IE    Insp   Rept    3O-937/B3-04    on   830411-13  No   noncomp  1  lance 
noted    Major    «re*i    Inspected   priconst    OA  activities 
JACKSON,  L.,     UPRIOHT,C,M        Region   2,    Office    of   Director        93/03/02 
4pp.        18444,270        24X  Fiche   BO-B37,  B3/O3/Oi,  8303270273 

B303O40034    IE    Info   Notice   83-30,     "Misapplication    of   0»n*rlc    Emergency 
Qperattng    Procedures    (EOP)    Ouldtlinti.  "   Svc    list    encl. 
JOftDANiE  L.       Division    of   Emergency   Preparedness   it  Engineering 
Reiponie    (fait    B30103)        B3/03/11.  Consolidated   Edison    Co.     of   Neui 

York,     Inc          114pp.       1B324.  003        24X   Flche    30-OOO,  93/03/11.  B30304O034 

8303040040   IE    Info  Notice  93-31,     "Error    in  ADLPIPE  Computer  Program  " 
Svc    lilt    encl. 

JORDAN.  E  L         Division   of   Emergency    Preparidneas    h  Engineering 
Response    (Posit    830103)         B3/03/1?  Consol  Idatad    Edison   Co      of   New 

York,     Inc.        114pp.       IB  697.  009.       SIX   Fiche    30-OOO,  83/03/  19,  8303040040 

8303040046    IE    Info  Notice   03-33,     "Nonreprisentattva   Sampling    of 
Contaminated    Oil."   Svc    Hit    encl 

JORDAN.  E.L.       Dlviiion   of   Emergency   Prvpjredni**    Si  Engineering 
Raspansil    (Pott    B30103),       83/03/26.  Consolidated   Edison   Co      of   Neu 

York,     Inc.        U4pp,       18647   007        34X   Flche    SO-OOO,  B3/03/26,  8303040046 


B3O5230654  Ack    receipt    of    Itr   requesting    cost    analysis    of    backfittlng 
requirements    Imposed    by    NRC  Facilities  will    require    some 
bactflt    mods    Custi    mill     be   almost    Identical     to    Byron 
increas  ei 

SHIELDS,  3   W         Public     Service   CD      of     Indiana.      Inc         33/03/iO 
rOURTELLOTTE.  J        Regulatory   Reform   Task    Force          2pp          10342   333        24X 
Flche    30-946,03/03/10,  B303230654 

830S23O72O  FoMiiards    list    of   utils   responding    to    requests    For    cost 
figures    on    fiaekfitting 

TOURTELLOTTE,  J       Regulatory   Reform  Tasli   Force         B3/O-1/11 
PALLADIND,  N   J        Commissioners         2pp          19342    272        24X 
Fiche    SO-OOO,  83/04/11.  B3O3230720 

B3O31204S7   Confirms   B3O114    commftmont    re    electrical    cable    tray    hanger 
installation   under    conditions    outlined    in  B3O203 
conf irmator \i    action    Itr    Request    to   restart    Installation    at 
hangers    reneued 

SHIELDS,  SW         Public     Service   Co      of     Indlanai      Inc         S3/Q4/13 
KEPPLERiJ   O         Region    3.     Office    of    Director         3pp         18434    036         24X 
Flch 0.30-346,83/04/13!  83051S0457  • 

8304250167   Application     for    amend    of   CPPR-170   E<   CPPR-171     (filed    in   PDR 
Category   A). consist  ing    of  Amend   24    to  FSAR    (filed    In  PDR 
Category   K)    t.  Suppl    1     to    environ  rept  -  dL    stage    (Filed    In 
PDR  Category    C) 

aHIELDB.SU        Public    Service  Co      of    Indiana.     Inc        83/Q4/21 
DENTON.H  R         Office    oF    Nuclear   Reactor  Regulation.     Director         Ifipp 
1B212   063         34X   FlcAe     SO-346,  83/O4/2I ,  B30423O1  i? 

8305110183   Responds    to    B30413    Ur    re    B30329   PR    notice    of    NRC    receipt    of 
application    for   OLs    (t   environ   rept   Environ   rept    available    In 
PDR  b    IB    scheduled    for    Issuance    in   June    198*1 

YQUNOBLCOD,  B    J        Licensing    Dranch    1         B3/04/2B         YOST,  F   E          Utility 
Data    Institute        Ip         18434  27?       24X  Fiche    50-346,83/04/28, 
83031101B3. 

B3Q3O90&3'7  Generic   Ltr    83-30   to   all    operating    raactar    licensees   ti 
holders    of   CPs   re    Integrated    scheduling    for    implementation 
of    plant   muds   Svc    list    encl 

EISENHUT.D.G         Division    of   Licensing         83/OS/09  Con.»o  11  datflil 

Edison    Co       of    Neu   York,      Inc         16pp         18627    133         24K 
Flehe    SO-OOO.  B3/09/O9,  83000904.39 

B3O3130119  Fnruards   response    to   Generic   Ltr   63- IOC   ro   resolution    of 
TMI   Action    Item   II    K   3   3,     "Automatic    Trip    o*    Reactor   Coolant 
Pumps    "   Response   to    Items    I    lei  I   3a  *    I   3c    will    b>    addressed 
in   FSAR.App    E, scheduled    for   submittal    by   84O331 
SHIELDS, S  H        Public    Service  Co      of    Indiana,     Ine        83/O3/O9 
EIEENHUT,  D   O         Division    of    Licensing         3pp  1 B437   353         S4X 

Ftthe    30-544,,  B3/03/0?i  8303130119 

B30BB30635  Forwards   request    for    addl    Info   re    environ    qualification  OF 
electrical    4  mechanical    equipment   Scnedular    commitment 
for   suhmlttal    of   program    should   lie    provided    within   3D    if  ay » 
YDUNOBLODD,  B    J       Licensing   Branch    1        83/05/1 0        SHIELDS. S    H        Public 
Service   Co.     of    Indiana,     Inc        4pp         18543  021         34 X 
Fichu    50-346,  B3/03/10,  8303230633 
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B30M7030&   Application    to    anensf    CPPR-170    »>    CPPR-171     u/submi tta  1    of 
revised1    Sup  p  1     1     to    environ    rept    ~    CL.    stage    Affidavit    of 
Distribution    enc I 

SHIELDS,  S   W         Public    Service    Co       of     Indiana,     Inc          SHIELDS. S    H 
Waoash    Valley    Power    Association,     ]iic          83/O3/13         DENTOIN.  H   R         Office 
of    Wuclear    lleattor    Regulation,     Birector          &pp          13466   OS4          SIX 
Fiche    30-346, B3/OS/13,  B305170306 


— B3O317O313   Revised    Suppl     1     to    environ    rep  t    -    OU    stage 

*      Puilic    Service    Co       of    Indiana,      Inc          BJ/G5/3I          lp 
24X   Fiche    50-546.  B3/O5/13,  B30317O3C-i 


1B4A6   030 


8305200239   Formards    Amend    33    to    CP    &•    DL    app  1  1  Cat  1  one,  includ  ing    revs    tD 
security     plan    Amend    withheld     (ref    1OCFT12    770) 

SHIEI.OS,  S    W         Public    Service    Co       of    Indiana.     Inc         SHIELDS,  S    W 
Wabash.   Valley   Power    Association,     Inc         B3/O9/iii>        DENTOrJ.  H  fi        Office 
of    Nuclear    Beantor   Regulation.     Director          4pp          10316   317         24X 
FIclte    30-516.  B3/09/l*,830520D2a9 


C      Utility    Environmental    Report    (ER).     amends 


correspondence 


S30423O1A7    Forwards    Suppl     i     to,    environ    rept    -    OL    stage    (filed     ITI   PUR 
Catogori)    C>    Supporting    rep  ts     one  1 

SHIELDS.5    H         Public    Service    Co       of     Indiana.     Inc          B3/04/21 
DE-WTOM.  H   K         Office    of    Nuclear    Reacto-r    Regulation,     Director          Ifbpp 
IBS-12   CB3         24X   Ficfie    30-546.  83/04/21  ,  B3&423D14,7 

B305HOIB5    ffesponds     tc-    B3O413    1  tr    TS    83032S    FR    notice    of   NSC    receipt    of 
application    for   OLs    t,   environ    rept    Environ    j-ep  t    available    In 
PDR    5t   ia    scheduled    for    issuance    In   June    1W4 

rDLPHSBUOOO.a    J         Licensing     Branch    1  B3/04/2B         VDST.  F   E         Utility 

Data     Institute          lp          1S434   379         24X    Flchfi    30-546,  B3/04/38i 
93031  101  B5 

B30517O3I?6   Application    to    aroenfl    CPPR-17O    1.    CPPR-171    iii/submi  ttal     of 
revised    Suppl    1    to    environ    lept    -  OL    stage   Affidavit   of 
Distribution    encl 

SHIELDS.  S  W        Public    Service    Co      of    Indiana,     Inc        SHIELDS.  3  U 
Wabash    ballsy    Pouisr    Association.      Inc          63/O3/13         CENTON,  H    R         Office 
of    Nuclear-    Reactor    Regulation.     Director          6pp          18466   024          3flX 
Fithe    30-346,03^08/13.8303170306 

—  8305170312   Revised    Suppl     1     to    environ    rept    -    QL    stage 

»       PuDllc    Service    Co      of    Indiana.     Inc          B3/03/31          lp         1S46&   030 
24X    FichB    SO-346.83/03/13,  B30S170306 

F      Security,    medicati     emeroencij    tc   fire    protection    plans 


8303t300l;B  Oesponae  u/o    objection    to   Save    the    Valliy   petJtion    for 
leave    to    intervene.  pravi  ded    applicant    may    object    to 
contentions  «>   right    to    hearing    after    petition    suppl    flirt 
Certiffcata    of  Svc    end 

VuIQT.HH  Public  Service  Co  of  Indiana,  Inc  VOIOT.H  H  Ui^llli 
Valleij  Pouier  Association.  Inc  VOIOT.  H  H  LeBoeuf,  Lamb,  Lilty  t, 
MacRae  03/05/12  Commi  ssioners  4pp  lfl43B  097  S4X 

Ficne    90-S46,03/03/12.B303i3007e 

B303  130344  Response    opposing    Valleu   Watch.  Int   620427   petition    far  luvi 
to    intervene    In   proceeding    Petitioner    fails    to    eitabiih 
sufficient    Interest    in    proceeding    to    establish    standing    *t 
matter    of    right    or    discretion    W/Cefti  f  icate    of    Svc 

VOICT.H  H  Public  Service  Co  of  Indiana,  Inc  VOIOT,  H  H-  HlbMh 
Valley  Pouer  Association.  Inc  VOIGTi  H  H  LeBoeuf,  Lamb,  Ltlbu,  b 
MacRae  93/03/12  Commi  saioners  llpp  1S439  174  24X 

PichB    30~54i.  S3/03/ia,  S30313O244 

B3051&O146  Response    In    opposition    to   Valley    Watch,  Inc    930419  pitltlnn 
far    intervention  t<   request    for   public    hearing    re   OL 
application   Petition    has    not    established    rstjultite    itanding 
tn    intervene   Certificate   of   Svc    end 

CHAM,  E    I        Hearing    Branch    2        83/05/12  Atomic   Safaty   and 

Licensing    Board   Panel         llpp         1S445  078        24X   FIcht    30-346.83/05/1?. 
B303160HA 


B3031601SS  Response    to   Save    the  Valleg    petition    to    Intervene    R 
standing    to    intervene    established   Aspects    of    proceeding 

to   be  addressed    by    intervenes  identified    Certificate   of 
Svc    end 

CHAN,  E    I        Hearing    Branch    2  B3/O5/12             Atomic   Safety    and 

Licensing    Board    Panel          llpp  10145    141         24  X    Fichu    3O-344. 
3305160158 


9303170003  Response    to   Sansafraa    Audubon   Sot    of   South   Cantril    Indlini 
Q3O416  petition    to    Intervene   Ileo,ui*ite    standing    to    intervtn* 
not    Bstabl  Isfted   Specific    aspects    appropriate    for 
consideration    identified    by   Sac    Certificate    of   Svc    enc  1 
CHAN.E    I        Hearing    Branch    2        B3/03/13  Atomic   Safetu   and 

Llcenslno   Board   Panel         llpp         10466  231        S4X   Fichl    30-34A,  B3XOS/W. 
H30S  170003 

K     Utility   Final    Safety    Analysis   Report    (FSAR)    &   amends 

B304SS0167  Forwards   Amend    24    to   FSAR    (filed    in   PDR   Category    K)    IT/277 
oversize    drawings   Aperture    cards   are    available    in  PDR 
SHIELDS,  3  U        public    Service   Co      of    Indiana.     Inc        03/04/21 
DENION.H  R        Office    of   Nuclear   Reactor   Regulation,    Piraetor        lipp 
1B212  083        SIX  Fiche,  30-346.03/04/21,8304250167 


B305110034   Generic    Lfcr   93-21    to   alt     licensees    of   operating    reactors, 
applicants    for    OLs    *   holders    of    CPa    re    c Ian F 1  cat  inn    of 
access    to    control    procedures    for    latu    enf or-cement    visits 
Svc    lilt    enc] 

EISENHUT,  D  G        Division    of   Licensing         33/03/11  Consolidated 

Ediinn   Co-      of    New    Vorfc.     trie          lipp          1S51O    093         24X 
FJch»    50-OO0.83/O5/1 lr 


— B304250190  Amend   54    to   FSAR   W/277   oversize    draulngs  Aperturi    cardi 
available    in  POR 

•      Public    Service   Co      of    Indiana,     Inc        S3/04/30        138pp 
18212  O99        34X   Fiche    90-946, B3/04/21 ,  B304250167 


Q      Inspection   reportsj     IE  Bulletins    &   correspondence 


B3Q3S4Q213   Foruarrfs   monthly    status    rept    cm    offsite    emergency 
prepafednesK    for    DL    reviews    for    Apr    I=?83 

DIRCKS.W   O         Office    of    the   Eiecutive    Blrector    for    Operations 
33/03/13         PALLADINO.N   J         Commisaioners          Spp          1SS93   3S2         SIX 
Flcne    30-OOO.S3/05/13.S305240213 


B3D3040040    IE    Info   Notice    B3-31,     "Error    in   ADLPIPE  Computer    Pracjr*"  ' 
Svc    list   encl 

JORDAN.  E  L        Division   of  Emergency   Preparedness    b  Engineering 
Response    (Post   B30103>        S3/O3/I<?  Consolidated    Edison   Co      of  Hni 

Vork.     Inc         Uflpp         1B697  009        24X   FIche    50-000, 83/03/1^4  B303040(M(I. 


9305300239   FnTUardt    Amend    3S    to   CP   &   OL   app  1  lea  tions  .  inc  litd  ina    rev*    to 
^oeuvlty    plan    Amend    withheld     (ref    1OCFR2    790) 

S«(ELBS,  S   W         Puilic    Service    Co       of    Indiana,      Inc         SHIELDS.  S    W 
Uabasn    Valley    Pouer    Association,     Inc          B3-/O5/I6         DEMTGN,  H   K         Office 
of    Nuclear    Reactor    Heoutat ion,     Directar          4pp          IBSli    319         34X 
FIche    50-5 


B2120603B5    IE    Info   Notice    63-14,     "Deuntered    Spent    Ion  Exchange  Reiln 
Susceptibility    to   Elotfterinlc    Chemical    Reaction    "   Svc    li*t 
and 

TAYLOR,  J  M        Division   of   Safeguards    fr    Inspnetlon   Programi    (Pott 
B30103)        33/03/21  Consolidated   Ediion   CD,     of   New  York,     Inc 

H2pp         1B30B   319         24X    Fiche    30-000,03/03/21.0212060333 


B305240333   Advises    Of    630937    prompt    notification    SYS    development 


fnc 
lp 


FJ3/O3/1Q 
IBS'!  9   338 


meeting    in  Clarksville.  IN    to    discuss   objectives   k   design  of 

emergency    planning    i  one 

KN1GHT.MA         Public    Service    Cc       of     Indiana 

AXELS  DN,  U    L         Region    3,     Office    of   Director- 

Flc^e    30-546,  B3/05/1H.  B30536D233 


G      Ad  jeid  i  catoru   correspondence 


B303130O73   Answer    to    Indiana    Sassafras    Audubon   Society     (I3AS)    petition 
for    leave    to    intervene    TSAS    fail)    to   establish    right    to 
intervene    Certificate    of    Svc    em  1 

*      Public    Service  Co      of    Indiana..     Inc         *      Uabflsh   Valley   Power 
AnnclJt  ton.     Inc         »      LeBoeuf,     Laiii,     Le-lbu    !<   Mac  Ran         83/03/12 
CommUnioner*          llpp          1B43A    2S1          24H    Fierce    50-541,,  8J/03/12J 
930 S 130073 


B303040031    IE    Info   Notice    B3-21.     "Defective   Emergencg    U»«  fit«pir*tor   • 
Svc    list    encl 

JORDAN,  E  L        Division    of   Emergency   Preparedness   &  Engineering 
Response    (Post  830103)        S3/O4/15  Consolidated    Ediion    Co      of  Ntw 

York.     Inc          126pp          1B433    153         24X   Fiche    30-000.  83/04/19,  8303040031! 

fi3030fl0023    IE    Info   Notice   B3-23.     "HUH   Safety/Belief   Valv«  Fjilur**    " 
Svc    list   encl 

JORDAN.e  L        Division   of   Emerflencu.    Preparedness   tc  enoinf^rlna 
Response    (Post    830103)         B3/O4/H2  Consolidated    Edfson   Co       of   Km 

Vorl,     Inc         liapp         1B393  OB9        21X   Fiche:  50-OOO,  83/04/25r  83030400S3 


0303040035    IE   Info  Notice  03-23,     "tnoperabla   Containment  Atmo»pher» 
Sensing  Sys,  "   Svc    li»t    encl 

JORDANiE  L        Division    of   Emergency   Preparedness   tt  engineering 
Remonse    (Post  830103)        B3/04/29  Con»ol  idatred   Ediion    Co      of  Nt« 

York,     Tnc        H9pp         IB301    291,       24X  Fiche   30-000.  B3/04/SS'  83030*0025 
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0305120419   Fnrwards    IE    Insp    Bepti    50-546/B3-OI    (<    50-347/03-01    on 
830124-20    t.   0224-23  !c   notice   of    violation 

BPESBARD.i)    L          Division    of    Engineering          B3/04/2S         SHIELDS,  8    U 
Public    Service    Co       of    Indiana,      Inc.         2pp          1B434   O51          24X 
Fiche    30-54*4  83/04/23,  B3QS13O111? 

— B3Q512O423    Notice    of    violation     from    inup    on    03O124-28   &    0234-23 
SPESSARD,  R    L          Division    of    Engineering         83/04/23         4pp 
18434   053          21X    Fiche    50-346.63/04/23,8303120419 

— 8303120129    IE     Inap    Rapts    50-346/83-O1    S.    5Q-347/B3-OI    on    030124-23   & 
0324-23    None omp  1  lance    noted    Failure    to   assure    that 
applicable    requirements    translated    into    instructions* 
procedures    or    drawings   Nonconf orming    items    not    tagged 
LOVE.R    S    ,     MENDEZ.R    .     WlLLIAMS.C    C         Region    3.     Office    Of    Director 
S3/O4/30          23pp          1B434    O37         24X    Fiche    SO-546,  S3/O4/23,  B30312O4I? 

B3O317O14B   Forwards     IE    Insp    Repts    3O-546/83~04   fc    5Q-S47/B3-O4    on 
630307- IB    No    noncomp 1  lance    noted 
STREETER. J    F          Region    3.     Office    of    Director          B3/O4/S7         SHIELDS!  S   U 

Public    Service    Co       of     Indiana.      Inc         3pp          1B466    233         S4X 
Fiche    30-546,  93/04/27.  B30517014B 

— 8305170153    IE     Insp    Hepts    50-546/83-04    t,    SQ-S47/83-Q4    on    83O309-1B   No 
noncamp  1  lanco    noted   Major   areas    inspected    electrical 
contractors    Qrt   program, implement ing    procedures    t   training 
VAN  DEL..  T    E    ,     KI0H.J   N    ,     HAWKINS.  F   C         Region    3.     Office    of    Director 
B3/Q4/27          4pp          18466    287         24X   Fiche    50-346,  B3/Q4/27,  B303170143 

Q.13040O26    IE    Info   Notice   83-24,     "Loose   Parts    in    Secondary   Side    of 
Btetam    Generators    at  PWRa    "    Svc     list    encl 

JORDAN,  ET   L         Division    of  Emergency   Preparedness   Si   Engineering 
Response    (Poit    S30103)        93/04/28  Consolidated   Edison   Co      of   New 

Yorki      Inc  113pp          IB383    047         24X    Fiche    50-OOO, B3/O4/28, B30304002i 

B3Q3040027    IE    Info   Notice   83-25,     "Standby   flas    Treatment   5u.s   Heater   High 
Tempi  Trip    Setpolnt   Adjustment    "   Svc    list    end 

JORDAN,  E  L         Division   of   Emergency    Preparedness    ti   Engineering 
R»iponie    (Post    B3QIO3)        S3/O4/2B  Consolidated   Edison  Co      of   New 

York,      Inc  llBpp          18382    165         24X    Flchc    30-000,  83/04/28,  B303040027 

83O304O02B    IE    Info   Notice   83-26,     "Failure    of    Saf ety /Re  1 lef   Valve 
Discharge    Line-    Vacuum  Breakers    "    Svc    list    encl 
JORDAN, E   L         Division   of   Emergency    Preparedness   &   Engineering 
Raiponte     (Post    B3OI03)         83/05/03  Consolidated    Edison    Co       Of    Neu 

York,     fnc          122pp         18441     170        24X   Fiche    30-000, 83/05/O3, B303040023 

83O304003O    IE    InFo   Notice   83-27,     "Operational    Response    to    Events 
Concerning    Deliberate   Acts    Directed   Against  Plant 
Equipment    "   Bvc    Hit  and 

JORDAN, E  L,        Division    of   Emergency    Preparedness   i   Engineering 
Response    (Post    B30103)         B3/03/04  Consolidated   Edison  Co      of   Neur 

York,      Ine  HHpp          1838S    282         24/X   Ftche    30-000.83/05/04.8303040030 


S3O31 1042'    Part    21    ',    de-fi  t  leneij    repts    re   mi  soper-at  i  on    of    DS-416    reactor 
trip    undervoltage    devices    Initially    reported    an    630420 
Attachments    uill    tie    replaced    ui/de-vices    uf/uidened     grooves 
to    accommodate    neiu    re-taming    pings   flfg    Jraiuings     reuised 
RAHE.EP         Weatinghouae    Elactric     Corp         83/O4/21         DEVOUHC,  R    C 
Director    s    Office.     Office    of    In-spection   and    fnforceraerit         Spp 
1B10S   0?5         24X   Fiche    30-000,33/04/21,8305110*27 

S3O5O201  18  Final    deficientij    rept    r&    interf  arenc  &    between    rear 
attachment    bracket!    t.    ra-echanlcal     snubber    pivot    mount 
brackets     Initially    reported    on    63Q325   Rsar    brackets    will    be 
returned     to    ITT   Orinnel     for    reworking 

SHIELDS.  S   M        Public     Service    Co       of    Indiana,      tne          B3/O4/23 
KEPPLER.JG         Region    3,     Office     of    Director          Ip          1B27B217         24X 
Fiche    30-546.  B3/04/22.  B30S0201  !O 


B3O5110321   Part    21    pept    >•&    Typs    SA-1    Cl< 


IE    relays    Silicon    controlled 


rectifier  (SCR)  in  trip  output  circuit  may  cause  random  trip 
output  West  inghousa  corrective  action  includes  replacing  SCR 
ui/ourn-in  BCR 

DUVrtLLrD   D         Grown    Doveri    Coip        Isubs      Drown    Bavari    %    Co   ,     Ltd     > 
S3/04/27         STFLLO.  V         Director's    Office.     Office    of     Inspection    and 

3pp          1S373   278         24X   Fiche    5O-QOO.  B3/O4/27,  93O3I1O324 


Enforcement 


63O5O40494    Interim   daftciency    rept    re    operation    of    centrifugal 
charging    pirinps    during    high    eriergij     line    rupture    Initially 
re-ported    on   800509   Hea  1 1  nghouse    ft    util    morning     to    refine 
equipment   mod    to  mutual     satisfaction  Neit   rept    by    B3102G 


Public    Set-vice  Co      Qf    Indiana,     Inc 
Region    3*     Office    c-f    Director         2pp 


SHIELDS,  S   W 

KEPPLER'  J  ,%ua.UF.    —     _r._^^     u 

Fiche    90-546,  B3/04/2Qr  83050404-74 


B3/04/28 
18319   2&4 


S3O31303O7    Interim   deficiency    rept    re    problem    involving    embedded     plates 
in    primary    shield   wall    uj/de formed    uiire  anchors   missing    or 
uelds    bettuesn    plate    ><    anchor    being    cracked    Initially 
reported   on  82081B  Caused    by   aiiat    tensile    stresses 
SHIELDS,  S   M         Public    Service   Co       of    Indiana,      Inc         B3/O5/O9 
KEPPLER.JQ         Region    3,     Office     of    Director         3pp          1S439   335         24X 
Fiche    50-346,  83/O5/O9,  B3031302O7 

B3052404OS   Final    deficiency    rept    re    potential     far     Improper   operation    of 
DS-4I6    reactor    trip    suiitcngear    undervoltage    attachments 
Initially    reported    on    B30421    Attachments    to    be    replaced   tu/ 
attachir^ents.   having    mod  if  led   grooves 

SHIELDS,  S  W       Public    Service   Co      of    Indiana,     tnc        83/O9/lci 
KEPPLEft. J   O        Region    3.     Dfflte    of    Director         3pp          18574   277          24X 
Fiche    50-546.  83/05/16.  83O52404QB 

B3052o0332    Interim  deFtciency   rept    re  Commonweal th-Lord    Joint   Venture 
failure    to    adequately    implement    QA  projram    Initially 
reported   on  830211    None onf ormanc e    repts    for    items    not 
previously    audited    written   Nsit    rept    hy    B30DO3 
SHIELDS.  aW         Public    Service   Co       of    Indiana,      Inc         Q3/Q5/1S 
KEPPLER.J   &         Region    3,     QFficu     of    Director         Spp          1B625   099          24~{ 
Fiche    50-S4.6,S3/O3/1B.  8305260333 


B3O3040O31     IE    Info   Notice   83-28,     "Criteria    for   Protective    Action 
Recommends  bions    for   General    Emergencies    "    Svc    list    encl 
J OH DAM  i  E   L         Division    of  emergency   Preparedness   V   Engineering 
Raiponie    (Post    830103)        Q3/03/04  Consolidated    Edison  Co      of    Neu 

York.     Inc          119pp         1B441    O01         B4X  Fiche    SO-OOO,  83/O5/04,  3303040031 

B303040O33    IE    Info   Notice   B3-29,     "Fuel    Binding   Caused    by    Fuel   Rack 
Deformation    "    Svc    list    *nc 1 

JORDAN, E  (.         Division    of   Emergency    Preparedness   &   Engineering 
finponio    ipn-Bt    B30103)        03/05/06  Consolidated   Edison  Co      of   New 

Yor»,      Inc  1 1  3pp          18323    248         24X   Fiche    30-000,  83/O3/O6, 8303040033 

B30'304O03'l    IE    Info   Nolle*   83-30,     "Misapplication    of    Generic   Emerfleney 
ETperatlng    Procedures    (EOF)    Guidelines    "   Svc    Hit    encl 
JORDAN, E  L         Division   of   Emurgsncg    Preparedness   b   Engineering 
finponie     (Post    B3O103)         83/O5/1I  Consolidated    EdUon   Co       of    Neur 

Yort*      Ine  l!4pp          1B3E4    003         24X    Ficho    gO-OOO, 83/O3/1 1 , 8303040034 

B303040046    IE    Info   Notice   83-33,     "Nnnrepresentat i ve    Samplinfl    of 
Contaminated    Oil    "    Svc    list    encl 

JORDAN,  E-  L         Division   of   Emergency    Preparedness   tr   Engineering 
Ruponte     I  font    B30103)        03/05/26  Consolidated   Edison  Co      of   Nebr 

Yc-rK'      Inc  litpp          18647007         24X   Fiche    50-0-00.  S3/O3/26, 8303040046 

S      FfaportablB    occurrence*,    L£fis   fc   related    correspondence 


DOCKET   STN-30-547   MARBLE    HILL   NUCLEAR   STATION.     UNIT   2 

A      Application/construction   stage    documents  '/    cnrrespondonce 

8303230654  Ack    rcceip-t    of    I  tr   requesting    cost    analysis    of  baclfttting 
requirements    imposed    by    NRC  facilities  uill    raqiFire    some 
backflt   mods,   Costs   ui  1 1    he   almost    Identical    to    Dyron 
Increases 

SHIELDS,  8   W        Public    Service   Co       of    Indiana,      Inc          B3/O3/IO 
TDURTELLOTTE,  J        Regulatory    Reform   Task    Force          2pp          18342    352         24X 
Fiche    50-546,83/03/10,9303230654 

83OS23O720  Forwards    list    of   utHs    responding    to    request*    for    cost 
figures    on    bacfcfittlng 

TOURTELLOTTE,  J        Regulatory    Reform   Task    Force          83/O4/11 
PALLA&IND,  N   J        Commisilonera          2pp          18S42    272         24X 
Fiche    30-000,63/04/11.3303230720 

Q3O9120437  Confirms   830411   commitment   re   eleitrical    cable    tray    hanger 
invtallation   under    contfittonj    outlined    in  B3O2O3 
confirmatory    action    1  tr    Request    t-o  restart    Installation   of 
hangeri    renewed 

SHIELDS.8  W        public    Service  Co      of    Indiana,     Inc        83/04/19 
KEPPLER.J  S        Region    3,     Office    of    Director        3pp         16434  O3(.        B4X, 
Fiche    30-5'36,83/04/lS,  830S120497 


8303030371    Final    deficiency    rept    re    potential    for    inaccurate 
indication    of    Weitlnghouie    mfg    gate   valve    position    Initially 
reported    on   621222  Mestinghouso    Issued    field    change   notice 
documenting    corrtctivo   actions 

SHIELDS, S    M         Public   Service   Co      of    Indiana,     Inc        B3/O4/2I 
KEPPLER, J    Q         Region  3,    Office    of    Director        2pp         1B281    296 
Flche     90-&46J  83/04/21,  830S02021iH 


8304230167   Application     for   amend    of    CPPfi-170   fc    CPPR-171     (filed     in    PDR 
Categc.ru,    A),  con)  istlng     of   Amend    24    to   F9AR    {filed    in   PDR 
Category   K)    &  Suppl    1    to    environ    rept  -  OL   stage    (filed    in 
PDR  Category   C) 

SHIELDS. S  W       Public    Service  Co      of    Indiana,     Inc        B3/O4/2I 
DENTON'H  R        Office    of   Nuclear   Reactor   Regulation,    Director         16pp 
1B212    OB3         24X   Fiche     30-346,33/04/21,9304230167. 
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DOCKETED  ITEMS 


B30S11O1B5  R&spondB    to    830*13    Itr    re    830325    FR    notice    of    NKC    receipt    of 
application-    For    OUs    !t    environ    rep  t    Environ    rept    available     In 
PDR   i,    U    scheduled    for    Issuance    in    June     19B4 

YO.UNGBLQDD:  B   J         Licensing    Branch     1         B3/O4/28         VOST,  F    £         Utility 
Data    Institute          Ip          1B434    279         24X   ^iche    50-546,83/04/23. 
&3031 10183 


B30S360333  Advises   of   B30327   prompt    notification    sys   development 
meeting    In    Clflrksvl  1  le,  IN    to    discuss    objectives    !<    design    of 
emergency   planning    lone 

KNIGHT.M  R        Public    Service   Co      of    Indiana,     Inc        83/O3/lfl 
AXELSON.W   L         Region   3,     Office    of    Pirector         Ip         10399   339        E4X 
Fiche    30-546,  83/03/13,3303260233 


3303090639   Generic    Utr    33-2O    bo   all    operating    reactor    licensee*    t« 
holders    of    CPs    re     integrated    scheduling     Cor    imp lementation 
of  plant  mods  Svc    list   enc  1 

EISENHUT.DG         Division    of    Licensing         63/OS/09  Consolidated 

Edison    Co       of    new   Vori,      Inc          lipp          10627    133         24X 
Flche    30-000:93/05/09, B3O3O90639 

8305130119  Toruards    response    to   Generic    Ltr    S3-1OC    re    resolution    of 
till    Action    Item    1 1    K    3    3,     "Automatic    Trip    of    Reactor    Coolant 
Pumps    "    Response     to    Items     I     1  e.  !    39    'j    I    3c    mill    be    addressed 
In    FSAf^App    Epschetfuled    fnr    suomittal    by    S4O331 
SHIELDS. 5  W        Public    Service    Co       of    Indiana,     Inc         93/O3/09 
£ISENHUT,D   G         Division    of    Licensing         5pp          1B437   353         24X 
Fiche    9D-54&,  B3/O3/O9,  fl3OS13OI 19 

6305230635   Forwards    request    for    add  I     info    re    environ    qualification    of 
electrical    £    mechanical     equipment    Scheduler    commitment 
for   subnitta!   of   program   should   be    provided    until  in  30  days 
YOUNGBLOOD,  3    J         Licensing    Branch     1         S3/O&/-IO         SHIELDS,  3    W        PublU 
Service    Co       of    Indiana.      Inc         4pp          18543    O21         24X 
Fiche    50-346,  83/05/IO,  8303330633 

B3O517O30fa  Application    to    amend    CPPH-170   J>    CPPR-171    u/subnU t tal    of 
revised   Sup  pi    I    to   environ    rept   -   DL   stage   Affidavit   of 
Distribution    enc  1 

SHIELDS.  S  W       Public    Service   Co      of    Indiana,     Inc        SHIELDS.  S   H 
Ifabash    Valley    Power    Association,      Inc         63/03/13         DENTOM,  H    R         Office 
of    Nuclear    Reactor    Regulation,     Director          4p  p         1B46S  024         24X 
Fiche    30-346,83/05/33,13303170306 

B3O320023?  F- orufard ?    Amend    23    bo    CP    &   OL   app  1  Ications,  Inc  lud  Ing    revs    to 
security    plan    Amenri    withheld     (ref    IOCFR2    79O) 

SHIELDS:  S   H         Public    Service    Co       of    Indiana.      Inc         B3/03/16 
DENTGN.H   fi         Office    of    Nuclear   Reactor    Regulation,     Director         4pp 
16316   319        24X    Fiche    30-546,  83/03/1.6.  3305200299 


5     Adjudlcatory    correspondence 


B30S13O073  Ansuer   to    Indiana   Sassafras   Audubon   Society    (IHA8)    pitltiort 
for    leave   to    intervene    IBAS   falls    Co   establlih   right   to 
intervene   Certificate    of   Eve    enc 1 

»     Public   Service   Co      of    Indiana,     Inc        *      Uabash   Valley   Power 
Association,     Inc        »     LeBoeuf,    Lamb,    Lelby   &  MacRae       93/03/12, 
Commissioners         llpp          1S436    831         24X    Fiche    3O-346,  B3/O3/lSj 
0303130073 

03031300'S  Response    ui/o    objection    to    Save    the    V«ll*y    pitltton    'or 
leave    to    Intervene, prav) ded   applicant   may    object    to 
contentions   &   right    to   hearing   after   petition   mppl    filed, 
Certificate   of   Svc   end 

VOIOT.HH  Public  Service  Co  of  Indiana,  Inc  VOlflT,  H  H  Uibtih 
V -alloy  Pouer  Association,  Inc  VOIOT,  H  H  LeBoeuf,  Lamia,  Ltlbv  & 
MacRae  B3/03/12  Comral BS i oners  4pp  1B43B  097  »4X 

Fiche   30-346, B3/03/12, B30313009S 

B303130344   Response   opposing   Valleu   Watch,  Inc   8B04S7  petition   for  IMY4 
to   Intervene    in   proceeding, Petitioner    falls    to   establsh 
sufficient    interest    In   proceeding    to   establish    standing   at 
matter   of   right   or   discretion  W/Cert If Icate   of   Svc 
VOIQT.H  H       Public   Service   Co      of    Indiana.     Inc        VOIOT.H  H        Uabltl 
Valley   Power   Association,     Inc        VOIOT- H  H        LeBoeuf,    Limb.    Ltibg  t 
HacRae        33/03/12  Commissioners         llpp         1843?   174        34  X 

Fiche    30-346,  83/O3/12,  B3O3130244 

8303160146  Response    In   opposition   to   Valley   Hatch, Inc   33041?  pitltlen 
for    Intervention   &   requoit    for   public   hearing   re   OL 
application  Petition   has   not   established   requisite   standing 
to    Intervene   Certificate   of   Svc    and 

CHAN.E   1        Hearing   Branch   2        83/05/12  Atomic   Safitu   and 

Licensing   Doard   Panel         llpp         18445  078        H4X  Fiche   30-346,  B3/OV12, 
B303U0146 


C       Utility    Environmental    .Report     (ER),     amends    Si    correspondence 

6301230167    Foruards    SuppI     1     to    environ    rape    -    OL    stage    (filed    in   PDR 
Category   C)    Supporting    refits    encl 

SHIELDS, S  U        Public    Service   Co      of    Indiana,     Inc        S3/O4/21 
DENTDN,  H   R         Office    of    Nuclear    Reactor    Regulation,     Director          16pp 
10213   OS3        20X    Flihe-    50-54&,  B3/04/2I,  9304350167 

B3O9110I89    Responds    to    330413    ]tr    re    B30325   FR    notice    of   NRC    TBCelpt    of 
application    For   OLa   i    environ   rept   Environ   rept  available    In 
PDR   !<   Is   scheduled    for    issuance   In   June    19B4 

YCJUNGBLODD,&    J        Licensing    Branch    1          63/03/26        YOST.  F   E         Utility 
Data   Institute        Ip         1B434   27<?       34K  Fiche   50-346,83/04/36, 
asosnoias 


B30316015S  Response    to   Save    the   Valley   petition    to    intervene  RequJiltr 
itanding    to    intervene   established   Aspects   of   proceeding 
to   be   addressed    bu,    intervenor    Identified   Certificate   of 
Svc   encl 

CHANiE    I         Hearing    Branch    2         83/03/12  Atomic    Safetv   «nd 

Hennaing   Hoard   Panel         llpp         1B445   141        24X  Fiche   50-346-53/03/1^ 
Q303I601SB 

8303170003  Response    to   Sassafras   Audi/ban   Soc    of   South   Clntral    Indian* 
830416   petition   to    Intervene   Re<tuislte    standing    to   Intervvn* 
not   istabllshid   Specific   aspects   appropriate    for 
consideration   identified    bu,   Soc   Certificate   of   Svc   encl 
CUAN,E   I        Hearing   Branch   2        03/03/13  Atomic   S«f*tg   and 

Licvnslng   Hoard   Panel         llpp         1S4&&  231        24X   Fichi   90-346.  83/05/13. 
8303170003 


8303170306   Application    to    amend    CPPR-J70  &    CPPR-171    u/submltta  1    of 
revlsid   Supp]     1    to    environ    rept    -    OL    stage    Affidavit    Of 
Dl l trlbutinn   enc 1 

SHIELDS.  S  W        Public   Service   Co     of    Indiana,     Ine        83/09/13 
DENTON.H   ft         Clffice    of    Nuclear    Reactqr   Re-giflatlon.     nirector         tpp 
1B466  024         24X   Fiche    3O-546, 83/03/13, 8303170306 

— B305170313  Revised   Suppl    1    to    environ   rept   -  OL  stags 

*      Public    Bur  vice    Co       o-f    Indiana,      Inc         83/03/31          Ip          1B4A6   030 
24X   Fiche   SO-34i,  B3/O3/ 1  3,  B303170306 


F      Security,    medical,     emergency    ti   fire   protection  plans 


K     Utility   Final   Safety   Analysis   Report    (FSAR)    i,  *mindt 


5304230167  Foruards   Amend   24    to   TSAR    [filed    In   PDR   Category   K) 
overs  lie   drawings   Aperture   cards   are   available    In  PDR 
SHIELDS,  S  W        Public   Servlca   Co      of    Indiana,     Inc        B3/04/Z1 
DENTON.H  R        Office   of   Nuclear   Reactor   Regulation-    Director. 
16212   083         H4X    Fiche    30-946,  B3/04/21i  8304230167 


Up? 


—8304230190  Amend   24   to   FBAH   W/277   oversiie   draulnfli   Apertur*   lardl 
available    In  PDR 

*     Public   Service   Co      of    Indiana,     Inc        B3/04/30 
1G21S   097         SAX    Fiche    30-346,83/04/31.8304230167 


S3Q5HOQ34  Generic   Ltr   83-21    to   all    licensees   of   operating   reactor*, 
applicants   for   DLi   &   holders   of   CPs    re   clarification   of 
access   to   control    procedures    for   lain   enforcement  visits 
Svc    list    encl 

eiSEHHUT.no         Division    at    Licensing         83/03/11  Consolidated 

Erffson   Co       PF    New   Yorl,      Inc          lApo          1B340    O93         SAX 
Fiche   30-000,83/03/11,8305110034 

B30&24O213  Forwards    monthly,    status   rept    on   off»lte   smerjencu 
preparedness    For  OL   reviews    for   Apr    19Q3 

DIRCKS.W  J       Office   pf    the   Eiacutlve   Director    for   Operation* 
93/03/13        PALtADINO,  N   -J         Commissioners         5pp         1S3?3    322         24X 
Fiche    30-OOO,  33/03/13.6303240213 

8303300289  Forward!   Amend   SS   to   CP  t  OL   appl jca tiotis ,  Includ Ing    revi    to 
security   plan   Amend    ulthhfrld    (ref    10CFR2  790) 

SH1ELDS,S  H       Public    Service   Co,     of    Indiana.     Inc        SHIELDS,  8.  U. 
Mabash  Valley   power   Association,     Inc         B3/03/16       DENTONrH   ft         Office 
of   Nuclear   Reactor   Rejulat ion.    Director        4pp         l&SIfi  319        24X 
Ficha   SO-346,  B3/03/16,  8303300259 


Q      Inspection   reports,     IE   Dulletini   &   correspondence 


8212060383   IE   Info   Notice   83-14,     "Deoiatered   Spent    Ion  Eichans*  Relln 
Suactptiblllty    to   Exothermic   Chemical   Reaction    "   Svc    list 
end 

TAVLOR.J  M        Division   of   Safeguards   &    Inspection   Programs    (Post 
830103)        B3/03/21  Consolidated   Edison   Co      of   Neu  York-     Inc. 

112pp        18308  319,       24X  Fiche   30-000,  83/03/81.  B212060385 

0303040021    IE   Info   Notice   B3-21,     "Defective   emergency   Uta  Rttplrator  * 
Bve    list   encl 

JORDAN,  E  L        Division   of   Emergency   Preparedness   &  Engineering 
Response    (Past   830103)        83/04/13  Consolidated   EdUon  CD.    of  H'f 

York,    Inc        IHipp         18433   133        24X   Fiche,  30-000,  83/04/13.  B3030*Mil 

6303040023   IE   Info   Notice   83-22,    "BUR   Saf  etu/Rel  ief   Valve  Fallurtl." 
Svc    list   encl 

JORDANiE  L        Division   of   Emergency   Pr0par»dn**i   ft  Engineering 
Rsiponse    (Poit   830103)        83/04/22  Coniolidated   Edi*on  Co      of  IfrM 

York,    Inc        H2pp         18383  OB9        H4X   Fiche   SO-000,  83/04/22,  B30304M23 


DOCKETED  ITEMS 
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3303040033     IE     Info    Notice    B3-23,      "Inoperable    Containment    Atmosphere 
Senilng    Sys     "    Svc     list    end 

JQRDAN.E    L          Division    of    Emergency    Preparedness    t,    Engineering 
Response     (Post    03Q103)          Q3/0-1/23  Consolidated    Edison    Co      of    New 

Vorfc.      Ir,c  il?pp          1B3B1    391          24X    Ficho    SO-OQQ,  H3/04/S5,  B303O40Q25 

B30512Q419    FarwarSi     IE    lisp    Repts    50-546/83-01    &    3O-547/83-01     on 
630124-23    &    Q224-23    t>    notice    of    violation 

SPE3SARD,  R    L         Division    of   Engineering         83/0-5/23        SHIELDS,  3  W 
Public    Service    CD       of    Indiana,      Inc          2p  p          1B434   O31          24X 
Fie  he,  SO-34A,  83/04/33,8303120419 

—8305130423    Notice    of    violation    from    inap    on    B3O124-2B   l>    O224-25 
SPESSARD.R    L         Division    of    Engineering         93/O4/23         4pp 
19434    053          24X    Flche    50-346,83/04/25,8303130419 

—8305130420     IE    Insp    Kept*    50-546/B3-01    fc    5O-947/S3-OI     on    B3O124-3B    t. 


ICBS.     L-ERs    '•    related    correspondence 


Noncomp  1  lance    noted     failure    to    assure    that 
applicable    requ  irfiments    translated    Into    instructions. 
procedures    or   drawings    Noncon  forming     items    not    tagged 
LOVE.  R    S     ,     MENDEZ.R    •     WILLIAMS,  C    C          Region    3.     Office    of    Director 
B3/O4/2O          23pp          18434    Q57         24X    Flche    30-346,  83/04/23.  B303120119 

830917O14B    Forwards     IE    Insp    Heats     30-346/03-04   I,    50-547/83-04    on 
830309-18    Na    nontornp  1  lance    noted 
STREETER.J    F         Region    3-     Office     of    Director         83/04/37         SHIELDS,  S    U 

Public    Service   CD      of    Indiana,     Inc        2pp         18466   283        24* 
Ftche    30-546!  03/04/37,  S30517011B 

—  830517O133     IE    Insp    Rept»    30-546/83-04    8.    30-947/83-04    on    B3Q309-1B    No 
noncompl  lance   noted    Major    areas    inspected    electrical 
contractors   OA   program.  implement  ing    procedures   &    training 
VANDEL,  T    E    ,     KIBH,  J   N    .     HAWKINS.F   C         Region    3,     Office    of    Director 
83/O4/27         4pp          18466   287         24X    Fiche    50-516,83/04/27.8303170148 

B30304002&     IE    Info    Notice    03-24,      "Loose    Parts    in    Secondary    Side    of 
Steam  Generators   at   PWRs    "   Svc     list    end 

JORDAN,  E  L         Division    of   Emergency    Preparedness   (•    Engineering 
Response    (Post   93O103)         B3/04/2B  Consolidated    Edison  Co      of  Neu 

York.      Inc  H3pp          1B3B2   047         2fl  X   Flche    30-000.83/04/29.9303040026 


8305020291     Fmol     deficiency    rept,    ro    po' 
indication    of    tie  st  inghouse    mf-g    gate    > 
reported     on    BH 1323   Heat  1 ngh nuse    issui 
documenting     corrective    actions 
SHIELDS, SW         Public     Service    Co      of 
KEPPLER. J   G          Region    3,     Office    of    Dn 
Piche    SO-54fa,  B3/O1/21 ,  9309O2O2?! 


ential     fcr     Inaccurate 
•al/B    position    Initially 
d    field    change    notice 


Inc 
2pp 


83/04/21 
1B2Q1    296 


S30511O427    Part    21     ',    deficiency    repta    re    mi  soperat  i  on    of    DS-Ilt 
trip    undervoltaga    devices     Initially    reported    on    B3042O 
At  taclinisnts    u  11  1    be    replaced    w/ilevices    m/uidened     grooves 
to    accommodate    nou   retaining    rings    Mfg    drawings    revised 
fWIE.E    P         Wostinghouse     Electric    Corp         83/01/2!          DEVOUNG,  R    C 
Director's    Office,     Office     of     Inspection    and    Enforcement         5pp 
16403   O73         24X    Fiche    5O-OOO   03/04/31:3303110427 


B303O20I1B  Final  defi 
attacnmunt  bracket! 
brackets  InitialJi) 
returnert  to  ITT  On 


riency     rept    re     interference    between    rear 

d   mecliflnical    snubber    pivot    mount 
-eported     on    B30325   Rear    brackets    ulll    be 
inel     for    i  euiork  Ing 


SHIELDS,  5   1-J          Public    Service    Co      of     Indiana, 
WEPPLEH.  J   G          Region    3,      Office    OF    Director 
FtchB    30-516,  83/04/22,  3303030118 


Inc 
Ip 


B3/04/22 
1B278   217 


8305110321    P.-jrt    21    rept    re    Tijpe    SA-1    Cla^s    It    relays   Silicon   controlled 
rectifier     (SCR>     in    crip     output    circuit   may    cause    random    trip 
output    Westing  house    corrective    action    Includes    replacing    SCR 
iii/burn-in   ^Cfi 

DUWLL.  0    D          Drouin    Bover  I     Corp       (subs      nrouin    Do  van    b    Co    ,     Ltd    I 
B3/Q4/27         STELLO,V         Director's    Office,     Office    of    Inspection    and 
Enforcement          3pp          IB393    378         24X    Fiche    30-OOO,  Q3/04/27.  B3O91 10324 

S305O'1049'1    Interim   deficiencij    ropt   re    operation   of    centrifugal 
charging    pum.ps    during    high     energy     line    rupture     Initially 
reported    on    6 DO 309  Weitlnghousg   J,    util   marking    to   refine 
equipment  mod    to    mutual     satisfaction   Neit   rept    hy   93102B 
SHIELDS.  S  U         Public   Service    Co      of    Indiana,     Inc        83/04/23 
KEPPLER.  J   0          Region    3,     Office    of    Director         2p  p-          13319   361         24X 
Fiche    30-3-lt,.  63/04/28,  H3O5040"m 


8303040027    IE    Info  Notice   B3-25,     "Standby    Oas   Treatment   Sijl   Heat  or  High 
Temp    Trip    Setpoint    Adjustment    "    Svc    list    encl 

JORDAN. E   L         Division    of   Emergency    Preparedneas   &    Engineering 
RfUponiB     (Past   B30103)        83/04/28  Consolidated    Edison   Co      of  New 

York.      Inc  HSpp          1B3Q2    165         24X    Flche    30-OOO, H3/O4/HB. B303040QB7 

03O3040028    IE    Info   Notice    B3-26,     "Failure    of    Saf etg/Rellef  Valva 
Discharge    Line   Vacuum   Breakers    "   Svc    list    encl 
JORDAN, E  L         Division   of  Emergency    Preparedness   U   Engineering 
RtsponsB     (Post   830103)        B3/OS/03  Consolidated    Edison   Co      of   New 

Yorli      Inc  122op          IBflfll     170         24X    Piche    50-OOO,  83/O5/03i  B303-04002B 

63030^O03O    IE    Info   Notite    B3-27i     "Operational    Response    to    Events 
Concarntno    D»lllierate    Acts    Directed   Against   Plant 
E^uJpmtnt    "    Svc    list    encl 

JORDAN, E   L         Division    of   Emergency    Preparedness   &   Engineering 
Response    (Post   930103)         B3/OS/04  Consolidated   Edison  Co      of  New 

York.     Inc          112pp         IB382  202        34X  Ficha    90-000.  83/O3/O4.  8303040O30 

0303040031     IE    Info   Notice   83-28,     "Criteria    for   Protective    Action 
Reconimenda tions    for   General    Emergencies    "    Svc    list    encl 
JORDAN, E    L         Division    of   Emergency    Preparedness   &   Engineering 
Response     (Post    B3D103)          B3/OS/04  Consolidated    Edison   Co       of    NekU 

York.      Inc  119pp          1B441    001          24X    Flche    50-OOO,  B3/O5/O4, 8303040031 , 

8303040O33    IE    Info   Notice    Q3-29,     "Fuel    Binding    Caused    bg    Fual    Rack 
Deformation    "    Svc    lilt    incl 

JORDAN, E    L         Division   of  Emergency   Preparedness   &   Engineering 
Response    (Post   FJ30103)         B3/09/06  Consolidated   Edison  Co      of   New 

Vorl,      Inc  115pp          1BS23   24B         24X   Fiche    30-000.  B3/O5/O6, S303040033 

63030^0034    IE    Info   Notice   83-30,     "Mlsapp Hia tl on    of    Generic    Emergency 
Operating    Procedural    tEOP)    Guideline*,"    Svc    list    encl 
JORDAN.  E    L         Division    of   Emergency    Preparedness   %   Engineering 
Response     (Post   830103)        83/05/11  Consolldatvd    Edison   Co      of    NIUI 

York,      Inc  H4pp          18924    003         24X    Flche    30-OOO,  B3/O3/ 1 1.  830301OO34 

6303040040    IE    Info   Notice   83-31,     "Error    In   ADLPIPE  Computer   Proaram   " 
Svc    1  lit    snt 1 

JORDANrE    L         Division   of  Emergency   Preparedness   &   Engineering 
Response     CPoSt    8301O3)          B3/OS/19  Consolidated    Edison   Co       of    Niu 

Yor*.     Inc          Hipp         !Bi97  009        24X  Fiehe    50-000,  S3/O3/19.  B30304004O 

B 3030 4 00 4 6    IE    Info   Notice   B3-33,     "Nonrepresentat Ivi    Sampling    of 
Contaminated    Oil    "   Svc    lint    encl 

JORDANiE   L         Division    of   Emergency   Preparedness   &   Engineering 
R«»j>ani*    CPoit   B301O3)         S3/03/E6  Consolidated   Edison  Co      of    New 

York,      Inc  H4pp          18647   007         24X   Flche- 50-000,  B3/OS/26.  B303040046 


B3O91303O7    Interim    deflclencn    rapt    re   problem    involving    embedded    plates 
tn    primarij    shield   wall    uj/d  ef  ormed    wire  anchors    missing    or 
ualds   betuBBn    plate    &  anchor    being    cracked    Initlallv 
reported    on   €20819  Caused    by    -aital    tensile    stresses 
SHIELDS.  S  U        Puftllt    Service   Co      of    Indiana,     Inc        B3/05/09 
KEPPLER,  J   Q          Region    3,     OfFite    of    Director         2pp          16137   333         3-U 
Fiche    30-346,  03/03/09,  S30S130207 

B30324040B   Final    deficiency    rept   re    potential  for    Improper   operation   of 

DS-- 116   reactor    trip    suiitchgear   undervol  taga  attachments 

Initially    reported    on   B30421     Attachments    to  be    replaced    ui/ 
Attachments    having   modified    grooves 

SHIELDS,  S  W        PutlU    Service    Co      of    Indiana,  Inc        B3/05/li 

HEPPLEO,  J   0          Region   3,      DFFice    of    Director  2|>p          1B574   277         24X 
FichB    3O-34A, S3/03/16,  B3O324040B 

83032*0333    Interim  deficiency    rept    re  Commonweal  th-Lord    Joint    Venture 
Failure    to    adequately    Imp  I Ement   OA  program   Initially 
reported    on    330211   Nonconf ormance    repts    for    Items   not 
previously    audited   written   Meit   rept    by   830BO9 
SHIELDS.  S   W         Public    Service    Co      of    Indiana.     Inc         S3/03/IB 
KEPPLEB.J   0          Rojlon   3,     Office    of    Director         2pp          18635   003         24X 
Fiehe    SO-546.  83/03/16,8305360332 


DOCKET   STfJ-30-353    PHIPPS    BEND    NUCLErtR   STATION,     UNIT    I 
5      Reportable    occurrences,     LEK*   Ic  related    correspondence 

B3O512O3*f2    IntDrim   dafltiuncij    rept   re   mi  sappl  icati  on  at    ITE  Oould 
circuit    breakers    in    post-LOCA   hydrogen   recombtners    supplied 
by    Rockwell     Intl    Initially    reported    an  830333  Matter    under 
Invest  igat  ion   Final    rept    bij    530BOB  Reported    per    Part   2k 
MANNO.S   F         Niagara    Mohault    Pouor   Cnrp         B3/04/2A         STARGSTECKI ,  R 
Region     lj     Office    of    Director         2pp         18433   072         24X 
Flehe    5O-OOOi  83/04/26,  B3O512Q392 

— 83O5120904    Part   21    rept    re    failure   of    post-LOCA    hydrogen   mcombiner 
component    during    IEEE-323   qualification   program  Circuit 
breaker    not    properly    tele-cted    for    specific    application   Plant 
operators    notified    of    deviation 

EHPEY, D  C         Bocluell     International    Corp        83/O3/11         COLLIWSrJ  T 
Fteglor.  4,     Office    of    Director        5pp         1BH33  071        24X 
Fiche    50-OOO,  83/OI/aii,  B303I20393 


DOCKETED  ITEMS 


DOCKET    STH-5O-554    PHIPPS    BEND   NUCLEAR    STATION.     UNIT   2 

S      Reporjable    occurrences,     LERs    6    related    correspondence 

8305120392     Interim    deficiency    rept    re   misapplication    of    I TE    Gould 
circuit    breakers     In    post-LOCA   hydrogen    recombiners    supplied 
bij    Rockwell     Intl     Initially    reported    an   830338   Matter    under 
Investigation  Final    rept    by   330003  Reported   per   Part  91 
MANNQ, 5   F         Niagara    Mghaut    Pouer    Corp         B3/04/S6        STAROSTECKI,  R 
Region    1.     Office     of    Director         2pp         1B433   072         24* 
Fich*     30-000,  83/04/36,  B3O312039S 

—  &3O3ISQ4O4    Part    21     rept    re    failure    of    post-LDCA    hydrogen    rec  otnb  Iner 
corapc-nent    during    IEEE-333   qualification   program  Circuit 
breaker    not    properly     selected    for    specific    application    Plant 
operators    notified    of    deviation 

EMPEY,  0   C         RockiueH     International    Corp         83/03/11         COLLINS,  J   T 
Region    a.     Office    of    Director         3pp         18433   074         34 X 
Fiche    9O-000,  B3/Q4/26,  S3Q512Q392 


DOCKET    5TM-5O-556    D-LACK   FOX    STATION,     UNIT    1 

A      Ap nl lea tion/ cons  true 1 1  an    stage    documents   h    correspondence 


9303040030    IE    Info   Notice   03-27-     "Operational    Response    to  Ev*ntt 
Concerning   Deliberate   Acts    Directed   Against   Plant 
Equipment    "    Bvc    Hit    and 

JORDAN, E  L        Division    of   Emergency    Preparedness    b  Engineering 
Responsa    (Post   8301Q3)          B3/03/O4  Consolidated    Ed  it  on   Co      of   Hti, 

Yori,     Inc         112pp         10303  SB3        SAX   Fiche    3O-OOO,  83/03/04. 8303040030 

8303040031    IE   Info   Notice   33-33,     "Criteria    for   Protective    Action 
Recommendations    for    General    Emergencies    "    Svc    list   incl 
JORDAN,  E  L        Division    of   Emergency   Preparedness    S<  Engin«*rtn| 
Response    (Past   83OI03I         83/09/04  Consolidated   Edison  Co      of  Htv 

Vork,     Inc         119pp         18441    001        24XFlehe    30-000. B3/O3/0-4, 83030*0031 

B303040033    IE    Info    Notice    B3-S9,     "Fuel    Binding    Caused    bu    Fuel    H«ck 
Deformation    "    Svc    list    end 

JORDAN.  E  L        Division    of   Emergency    Preparedness   &  Engineering 
Response     (Past    83O103>         83/03/06  Consolidated    Edlton    Co      of   Hiu 

Yor*,     Inc          115pp          16323   SAB         24X   Fiche    50-000, 83/03/04,  £303041X13] 

8303040034    IE   Info   Notice   B3-30,     "Misapplication    of   Generic   Eiflirjintj 
Operating    Procedures    IEOP)    Guidelines    "   Svc    list    encl 
JORDAN, E  L        Division   of   Emergency   Preparedness    fc  Engineering 
Response    (Post   830103)         03/03/11  Consul idated   Edison   Co      of  Hiit 

York.     Inc         114pp         19334  O03        34X   Fiche    30-OOO.  S3/OS/H. 03030-4003* 


B3O3G90659    Generic    Ltr   63-20    to    all    operating    reactor    ticenseea    It 
holders    of    CPs    rs     integrated    scheduling    for    implementation 
of    plant    mads    Svc     list    encl 

EIEEfJHUT,  D   G         Division    at    Licensing         83/05/09  Consolidated 

Edison    Co       of   Ne-u    York,      Inc          I6pp         18627    153         24 X 
Fiche    50-OOO,83/05/O9,B3O3O90i,39 


B303040040    IE    Info    Notite    03-31,     "Error     In    ADLPIPE   CompuUf   Projr*B    " 
Svc    list    encl 

JORDAN,  E  L        Division   of   Emergencij   Preparedneas   &  Engiimring 
Response    <Poat   8301O3)        S3/OS/19  Consolldatad   Edison   Co      Df  Hiu 

York,     Int         114pp         10697  009        24X   Fiche    30-000, 83/03/19,  B3030-1Q040 


F      Seturityr     medical,     emerge-ncy    f.    fire    protection    plans 


B303110034  Generic    Lti-    B3-21    to   all    licensees    of   operating    reactors, 
applicants    for  El_s    &   holders    of  CPs   rs    clarification   of 
acces*     to    control     procedures    For    tau   enforcement    visits 
Svc     lilt    enc 1 

EI5ENHUT.DG        Division    of    Licensing        63/05/11  Consolidated 

Edison    Co       of    Neu    York,      Inc          l&pp         IG94O   093         24X 
Ficho    30-OOO,a3/OS/11.03O3110034 


930304004tb    IE    Info  Notice   93-33,     "Nonrepresentative   Sjmplira    at 
Contaminated   Oil    "    Svc    list    encl 

JORDAN.  E  L        Division    of   Emergency    Preparedness   ii  Etigin«»rina 
Response     (Post    B30103)          B3/OS/S6  Consolidated    Ediion   Co-,     Of  Mtu 

Yort,     Inc         114pp         18647  007        24X   Fiche    SO-OOO,  B3/OB/B4, 


DOCKET   STN-30-537   BLACK   FDX    STATION-     UNIT   S 

A     Application/construction    stage    documents    &   correspondence; 


i*nJ  j  udica  torij    correspond  enc  e 


63D536O17Q   Advi-ses    that    time    far    Commission    to    revieu   ALAQ-723    expired 
Commisiicn    declined    revley  Decfuon   became    final    agency 
action    on    B3O524 

CHILK.S   J         Office    of    the    Secretary    of    the   Commission         33/05/23 
At am  it    Safety    and    Licensing    Board  panel         lp        1BS99  S70        24X 
Ficne    30-556,33/05/25.0305360178 


8309090639  Generic   Ltr    B3-2O    to   all    operating    reactor    llcentiei  tc 
holders    of   CPt    re    Integrated    scheduling    for    imp lementation 
of   plant   mods   Eve    list    encl 

GISENHUT,  P   Q        Division    of   Licensing        83/09/09  Conn  1  [dated 

Edison  Co      of  Neu  York,     Inc         16pp         186S7    193        24X 
Fiche    50-000,83/05/09,8305090639 


F      Becuritiji    medical,     emergencg    &    fire    protection    plan* 


Inspection    reports-     IE   Bulletins   tt  correspondence 


6213060385    IE    Info    Notice    B3-14.     "Deuatered    Spent    Ion   Exchange    Reiln 
Suscap t ibil I ty     to    EiothBrmic    Chemical    Reaction    "   Svc    lilt 
«ncl 

TrtVLOfi-J  M        Division   of    Safeguards  &    Inspection  Programs    'Post 
8301 O3 I          S3/03/21  Consolidated    Edison    Co      of    Neu   York.      Inc 

112pp          1S3DB   319          24X    Fiche    50-000,83/03/21,8212060393 

B303040O21    IE    InFo  Notice   83-31,     "Defective   Emergency   Use   Respirator    " 
Svc.    1 1st    encl 

JQRD-AN-E    L          Division    of    Emergency    Preparedness   i,    Engineering 
Response     (Poet    330103)         33/04/13  Consolidated    Erf (ion    Co.      of   Neu 

York,      Inc  126pp  1B439    135         24K   FichH    50-000,  B3/04/13,  93O3O40021 

83Q3Q4OO23    IE    Info   Notice    83-22,     "BUR    Safety/Relief    Valve   Failures    " 
Svc     1 ist    encl 

JORDAN.  E   L         Division    of    Emergency    Preparedness   &  Engineering 
Response     f^ast    83OlO3t         33/01/23  Consolidated    EdUon    Co       of   Neu 

Vort.      Inc          HSpp          18383    OB9         34X   Fiche    30-000,  B3/04/22. 83O3D400231 

330-30^0023    IE    Infn  Notice  93-33,     "Inoperable  Containment  Atmosphere 
Sensing    Sys    "   Svc    liat    encl 

JOSDftN.  E  L        Diviitoti    of   Emergency  Preparedness  d  Engineering 
Response     (Post    B301O3)         S3/O4/23  Consolidated    Edison   Co       of   New 

YorH,      Inc          119pp          1B3B1    271         24X   Fichu    30-000,  B3/04/23, 8303040023 

8303040036    IE    Info  Notice  B3-24,    "Loose  Parts    in  Secondary   Side    of 
Steam  Generators  at    PURs    "    Svc    list    encl 

JORDAN, E   L        Division    of   Emarjenty  Preparedness  fc  Engineering 
Response    (Post    0301031        B3/O4/20  Consol  i  dated    Edtion   Co      of  Neu 

Vert,      frrc  llSpp          1S3B2   O47         SAX   Fiche    50-000,83/04/28,8303040024 

9303040027    IE   Info  Notice   B3-2S,     "Standby   Gas   Treatment  Siji   Heat-er  High 
r«rap    Trip    SEtpoint   Adjustment    "  Svc    list    encl 
JORDAN, E   L        Division   of  emergency  Preparadness  «•  Enjineerlng 
Response     (Post    0301O3)         B3/04/20  Consol  IdatftiJ    Edisnn   Co.       of   New 

Vorl,      Inc          liepp          13302    |fc3         34X    Fiche   30-000.  B3/04/28,  S3O3O40027 


B303110034   Generic   Ltr   83-21    to   all    licanievs    of    operating    r»*ctarii 
applicants    for   OLs    b   holders    of   CPs   re    clarification   of 
access    to   control    procedure*    far    lau   enforcement   visits, 
Svc    list    encl 

EISENHUT.D   S         Division    of    Licensing         83/03/11  Coniolidj t»* 

Edison  Co      of   New  Vork,     Inc         16pp         1Q340  O93        24 X 
Fiche    30-000,  83/03/11,  S303 11 0034 


0     Adjudicatory    correspondence 


8303260178  Advises    that    time    for    Commlfslon    to   review  ALAB-723  fifl?<J 
Coitimisiion   declined    revieu  Decision   became    final    agency 
action    on    830384 

CHILK,  B  J        Office    of    the   Secretary    of    the   commission        83/09/53 
Atomic   Safety    and   Licensing    Board   Panel         lp         1839?  270        S'X 
Fiche    30-336i  B3/03/23,  8303260178 

0      Inspection   reports,     IE  Bulletins    b   correspondence 

B518060383    IE    Info   Notice   63-14,     "Deuatered    Spent    ion  Eichange    Reiln 
Susceptibility    to  Eiothermlc    Chemical   Reaction    "   Bvc    Hit 
encl 

TAYLOR, J  M        Division    of   Safeguards   fc    Inspection   Program*    <P<nt 
830103)        83/03/21  Consolidated   Edison   Co      of  Niu  York.     Inc 

112pp         18308   319         24X   Fiche' 30-000,  83/03/21 . 8212040383 

8303040021    IE   Info   Notice   83-21,     "Defective   Emergency    Uie  R»ipir*tar   * 
Bvc    list    encl 

JORDAN,  E  L        Division   of   Emergency,   Preparedness   t,  Engineering 
Response    (post  S30103)        83/04/19  Consolidated   Edison   Co.    of  Hi* 

York,     Inc         126pp         18433    193        24X   Fiche    30-000. 03/04/13i  S303040WI 

B303040023   IE    Info   Notice   03-22,     "BHR   Safety/Relief   Valve   FailuT.fi    " 
Svc    list    encl 

JORDAN, E  L        Division    of   emergency    Preparedness   &  Engineering 
Response    (Post   0301O3)         83/04/22  Consolidated   Edison  Co      ol  Hm 

York,     Inc         llSpp         1B3B3  089.       24X  Fiche;  80-000,  B3/04/B2, 83030400B3. 


DOCKETED  ITEMS 


431 


8303040023    IE    Info   Notice    83-23,     "Inoperable   Containment    Atmosphere 
Seniing    By i    "   Svc    list    encl 

JORDAN.  E   L         Division    of    Emergency    Preparedness    &    Engineering 
fleiponiv     (Poet    830103)         03/04/33  Consul idaled    Edison    Co       of    Neu 

York,     inc  1 19pp          18381    271         34X    Fiche    3O-OOO.  B3/04/23,  0303040035 

B303&40O26    IE    Info   Notice   S3-34.     "Loose   Parts    in,   Secondary    Bide    of 
Steam  Generators    at   PWRs    "   Svc    list    one  1 

JOflDAN.E  L        Division    of   Emergency    Preparedness    &  Engineering 
R««f>oni«     tPost    830103)          B3/04/28  Consolidated    Edison    Co       of    Neu 

Vork,     Inc          119pp          18382   047         34 X    Fichu    30-000,  83/O4/SS,  B3Q304O02fr 

6303040027     IE    Info    Notice    83-53,     "Standby    Gas    Treatment    Sijs    Hater    High 
T«up    Trip    Setpolnt  Adjustment    "    Svc    list    encl 

JORDAN,- £„  L        Division   of   Emergency   Preparedness   &    Engineering 
Response     (Post    830103)          83/04/28  Consolidated    Edison    Co       of    New 

Vori,     Ire  HBpp          18332    165         24X    Fiche    50-OOO,  B3/Q4/2B,  0303040-037 

a3O304{ID2H    IE    Info   Notice   83-26,     "Failure    of   Saf  ety/Riil  lef   Valve 
Discharge    Line    Vacuum  Breakers    "    Svc    list    end 
JORDAN1,  G  L         Division    of   Emergency    Preparedness   t    Engineering 
Response     (Post    S3O1O3)          B3/O5/03  Consolidated    Edison    Co       of    Neu 

Vorlj     In=-         122PP          18441     17O         34X    Fiche    50-000,03/03/03,9303040028. 

B303040O3D    IE   Info  Notice   93-37,     "Operational    Response    to   Events 
Concerning    Deliberate   Acts   Directed    Against  Plant 
Equipment    "    Svc    list   enel 

JORDAN. E   L        Division    of   Emergency    Preparedness    If   Engineering 
Response)     (Post    B301O3)          B3/O3/04  Consolidated    Edison    Co       of   Neiu 

York.      Inc          llSpp          18383    282         24 X    Flche    50-OOO,  B3/O3/04,  B3O3040O30 

9303040031    IE    Info   Notice  H3-2B-     "Criteria    for   Protective   Action 
R»commendat ioni    for   General    Emergencies    "    Svc    list   end 
JORDAN, E  L        Division    of   Emergency    Preparedness    &   Engineering 
Response    (Post   830103)         83/03/04  Consolidated    Edison  Co      of  New 

Yorl,      Inc  ll?pp          18441    OO1          24 X    Fichu    SO-OOO,  B3/O9/04,  830304OO31 


Inspection    report*,     IE  Bulletins    It   correspondent:! 


83O3Q4OQ2B    IE    Info    Notice   83-26,     "Failure    of    Safety /Rel lef   valve 
Discharge    Line    Vacuum    Breakers    "    Svc    list    encl 

JORDAN,  E   L         Division    of   Emergency    Preparedness    ti   Engineering 
Response     (Post    3301031          B3/Q5/O3  Consolidated    Edison   Co      of   Neu 

Vort,      Inc          lESpp          1S44I     17O        24X    Fiche    50-OOO.  B3/03/O3,  S303O4002S 


DOCKET   STN-50-3&7    YELLOW    CREEK   NUCLEAR   PLANT,     UNIT    3 

A       flpp  1  icat  Ion/construe  tion    stage    documents   (•    correspondence 

83O509O2B5   FOIA    request     for    all     documents    re    decision    to    terminate 
cona  t    of    facility 

DEVIENCE.A          Devlence    &   O'Meara.     Ltd         B3/02/24  Office    of 

Administration          lp  IS3B1    225         34X    Fiche    50-546,83/02/24. 

9305090383 

8303090293    Respond*    to    FDIA   request    for    all    documents    re   decision    to 
terminate   const    of    facility   Forwards    documents    listed    In 
Ap.p    A 

FELTON.J   H         Division    of   Rules    and    Records         B3/O3/S1         DEV1ENCE.A 
Devience    f,    D '.Hears,     Ltd         2pp         1B3B1    226        24X    Flche   50-366. 
B3/O3/21j  B30HO9O392 

8303170237    Forwards    "Oetails    of    Referral    Plans    for    Vellou    Creek    Nuclear 
Plant    " 

MILLS.L    M         Tennessae    VallBy   Authority         B3/05/12         DENTON,  H   R 
Office    of    Nuclear   Reactor   Regulation,     Director          lp          18463   O79         24X 
Plche    50-366.  S3/OS/ 12,  D303I70237 

— -83O317031O    "Details    of    Deferral    Plans    for    Velloiu    Creel    Nuclear    Plant    " 
*       Tennessee    valtffu.    Authority         83/03/31         7pp          18469   OBO         24X 
Flche    50-366, B3/0&/12. 8305170237 


H3Q304Q033    IE    Info   Notice   83-29,     "Fuel    Binding    Caused    by   Fuel    Rael 
Deformation."   Bvc    list    encl 

JORDAM, E. L        Division   of   Emergency    Preparedness    t   Engineering 
na*pon«e    (Post   S301O3)        B3/OS/06  Consolidated    Edison   Co      at  Neu 

Vorftr     Inc  113pp          18383   248         24X   Flche    90-000, 83/O9/06, B303040O33 

83O304O034    IE    Info  Notice   B3-3O,     "Misapplication    of   -Generic    Emergency 
Operating    Procedures    (EOF)    Guidelines    "    Svc    list    encl 
JOHDAM,  E   L         Division   of   Emergency    Preparedness    ti   Engineering 
Response     (Pent    830103)         83/O3/H  Consolidated    Edlion    Co       of   Meu 

YOrl.      Inc.         114pp          1B324    003         S4X    Fie  he    30-000.83/09/11,8303040034 

63030*0040    IE    Info  Notice   83-3 !•     "Error    in   ADLPIPE  Computer   Program    " 
Svc    Hit    encl 

JORDAN, E,  L         Division    of   Emergency   Preparedness    &   Engineering 
A*»j>ont»     (Post    83O103)          B3/O3/19  Consolidated    Edison    Co      of   Neu 

Vorfc-     Inc          IHp'p.       18697  00?        24X   Plche    30-000,83/03/17.8303040040 


DOCKET   STN-30-399    CARROLL    FACILITV    I 
0     Adjudicator^    corresp nndence 


B303O6O461    Provides    nuarterlv    status   rept    on   rfevel  ctpmants  Projected 
Iniervtce    dat^s    revised     for    Unit    1    from    1999    to    2COO    J.   for 
Unit    2    from   2OOO     to   2001 

BIELAU'SKI.A   I1  Ishsra,     Lincoln    i   Deale         DrELAWSKI.A   P         Consolidated 

Ecfljon    Co       nf    Neu    Yor*,      Inc         B3/OS/O2        WOLF,  J   F    ,    HOLTON,  R   (-    , 
BRIGHT,  G   Q        Atomic   Safety   and    Licensing    Board   Panel        2pp 
1831S   070         B4X    Flche     50-599.83/03/02.0305060461 


DOCKET    STN-SO-&OO   CARROLL    FACILITY    II 
0     Ad  jiid lea  tory    correspontfence 


Q3O304004&    IE    Info   Notice   83-33,     "Nonrepresetitati ve   Sampling    of 
Contaminated    Oil,"    Svc    list    encl 

JORDAN.E    L         Division    of   Emergency   Preparedness    Si  Engineering 
fltfipnniB    fPoit   B30103)        B3/O3/3&  Consolidated    Edison   Co      of  Neu 

YOrfci     Inc  114pp          1B647   007         84X    Flche    30-000, B3/03/2i, B303040046 


DMHET   STN-3Q-S66  VELLQW  CREEK  NUCLEAR   PLANT,    UNIT    1 

A      App  1  teat  I on/con*truc tion    stage    documents    &    correspondence 

EI3-05O902B3  FOIA  request    for   all    documents    re   decision    to    terminate 
const    of    f acil  i ty. 

OEVIENCE.A         Deviene*   d  O'Meara,    Ltd        63/02/34  Office    of 

Adminlitratian          lp          1B9B1    2B3         24X    Flche: 30-366, 83/02/24, 
8303090393 

8309O90S9S  Rupondi    to  FOIA  request    for    all    documents    re    decision    to 
terminate    const    of    facility    Forwards    document!    listed    in 
App   A 

FELTONiJ  M         Division   of   Rules   and    Records        B3/O3/2I         DEVIENCE,  A 
X>evl>nc*   &    Q'Heara,    Ltd,       2pp         18391    S3f>        34 X  Flche   30-366, 
83/03/2 1,0303070Z?2, 

93O317O237   Foruiard*    "Details    of    Deferral    Plans    for    Yellow  Cretlt   Nuclear- 
PUnt    " 

HILLS,  L   H         Tenneme   Velleu   Authority        B3/09/I2        DEN  TON,  H   R 
Of-flce   of   NucUflr   Reactor  Regulatlonr    Director         lp         IB4&3  079        24X 
Flche    3O-5&A. 83/03/12,  8303170237 

--9303170240    "Details    of   Deferral    Plans    far    Yellow   Creek    Nuclear   Plant," 
*      TennfBi.ee   Valley   Authority        83/O3/31         7pp         184t3  080        24X 
Fiehe   50-5A6, 93/03/13, 8303170337 


B303O6O461    Provldofi    quarterly    status    rept   on  developments  Projected 
i  mar  vice    dates    revised    for   Unit    1    from   1999    to  3000  t.  for 
Unit   2   From  20OO    to  2001 

BIELAMSKI.A  P         Ishdm.     Lincoln   &  Qeale        DIELAWSKI.A  P        Consolidated 
Edison   Co       of    Neiu    York,      Inc         B3/03/O2         WOLF,  J   F    ,     HOLTON,  R   L    , 
BRIGHT, O  D        Atomic   Safety    and   Licensing   Board   Panel        Spa 
IB348   O7O         24X    Fiche    30-599,63/05/03,8305060461 


DOMESTIC  LICENSING  OF  SPECIAL  NUCLEAR  MATERIAL 

DOCKET    70-OOOB    BATTELLE   MEMORIAL    INSTITUTE,     CDLUHDUB,     OH 


S10S17OS6B   Forwards    renewed   License   BNM-7,  consol  Idat  1  ng    activities 
authorised    by    Licence    SNM-7  4  Dijproduct  Matls   License 
34-4834-05   Byproduct    Matls    LIcanse    34-6034-05    terminated 
ROUSE,  L  C        Advanced  Tuel    4  Spent  Foal    Licensing   Branch        83/O4/29 
TOV.H    L         Bat  to  lie    Memorial     Institute.     Columbus    Laboratories         2p  p 
19496    126 

—  B3O317057O  Renewed    License   SNM-7,  consul  idating   activities    authoriied   by 
License    SNM-7    &    Byproduct   Matls   License    34-6834-09 
ROUSE,  L    C        Advanced    Fuel    &  Spent  Fuel   Licensing    U  ranch        83/04/29 
1SB 


—  93O317037I    Forwards    question  4   ansuar    fact    sheet  t,  638227  FR   notice   re 
final    rule/rial  Ins    on    land    disposal    of    lou    level    raduaste 
(1QCFR&1)    Neu    provisions    include  uaste    class!  flcatlon, 
manifest    preparation   It  missing    shipment    Investigation 
HAWKINS,  E  F         Lou  Level    Waste   Li  curia  ing    Branch         83/02/11 
Affiliation   Unknown         43pp         18494   33B 

B305OAO633   Foruards    IE   Imp   Repts    70-OOO8/B3-OI    t  40-9302/B3-01    on 
830330-0401    No    noncomp  1  1  ance   noted 

PAPERIELLO,  C  J         Region    3,    Office   of   Director        83/09/03        UNQAFI,  E  W 
Battelle    Memorial    Institute.    Columbus   Laboratories        2pp 
1B34B  231 


432 


DOCKETED  ITEMS 


— B3O306O634    IE    Insp    Repts    70-0008/53-01     >,    40-3203/83-01     on    B3033O-O4O1 
No    none  amp J I ance    noted    Major    areas    inspected    radiation 
protec  tioni  radiuea  te    mg  t.  fac  1  1 1  tij     changes    b    safety 
commi t  tees 

PECK. C    C    ,    GHEGER.L   R         Region    3,     Office    of    Director          33/04/39 
ipp  18343    353 


8303330601    Requests    change    of    iddress    for    transmitting    futur* 
correspondence    as    result    of    further    Imp lemontatlon    of 
regional    licensing    programmer   830903    Itr 

PAGE.R    G        Uranium  Fuel    Licensing    Branch         93/03/18        SHERMAN, F  L 
Teras    Instruments.     Inc         Ip         18394  332 


8303190141    PfiD-1  II-B3-O36    bioassaus    t-    in    viva    count    of     licensee    uarler 
Indicated    potential    thortum    uptake    Cause    «jn  Irnauin,   No 
potential    eiposure    sources     identified    Add  1    medical     tents 
scheduled     for    830316 

GREGER.L   R    ,     MILLER,  D   E    .     PAPERIELLO.  C    J         Region    3,     Officu    of 
Director         B3/05/13         1  p          183O2    33B 


DOCKET    7O-0025   ROCKWELL     INTERNATIONAL   CCRP    .     CANQ&A   PARK,     CA 

8303200338   Recommends    that    Item    at    noncomp  1  lanca    re    License    SNM-21    b  a 
classified    as   Severity    Level    IV   violation   ti   handled    per 
guidance    in    Item  3   of    end    B2O71"?    teicc-n   memo   W/o   enc  I 
AXELF1AD,  J   A         Director's    Office.     Office    of     Inspection    and 
Enforcement         B2/IQ/1B         JOHNSON,  A.         Region    3,     Office    of    Director 
Ip          13516   229 

830334O3Ot    FDi-uaro*     IE   Safeguards     Insp    Rapt    7Q-OO25/B3-02    on    830307-11 
No   noncompliance    noted    Rept    withheld     <ref     1OCFR3    790) 
NQRDERHWJD.  L   R         Region    3.     Office    of    Director          83/03/21 
FEELER, F   W        RocHjell     International    Carp          2pp  17678    IO6 

B3Q531021'?  Foruapifs    "Radiation   Survey    for   Phase    1    Release    for 
Unrestricted  Use    of  ESff  Headq.uar  t  era.  JJ 1  dg    OO1    "    Document 
describes    efforts    to  assure    elimination   of    any    residual 
cantami  nation,  scop  e   of    survey    &    procedures    followed 
REMLEY.  rl   E        Rockwell     International    Corp          83/O5/O3         THOMAS,  R    D 
Region    3,     Office    of    Director          Spp  19662    269 

— 9303310220   "Radiation  Survey    for    Phase    I    Release    For    Unrestricted    Use 
of  ESC  Headquarter  j,  13  I  dg    DO1    " 

REHLEY,M   E         Rockwell     International    Corp          83/03/06         3Bpp 
271 


DOCKET   70-0027   BAOCOCK   «.    WILCOX   CD    ,     LYNCHOURO.     VA 


B30327034S   Forwards     IE    Imp    Rept    70-0027/33-04    on    930314-10   No 
none  am pi  lance   noted 

STOHR.J  P        Division   of    Emergency    Preparedness   &   Materials    Safety 
33/04/20         ECKERT.  J   P          Baotocfc    t    Hilcor    Co          3pp          13647.163 


DOCKET    7O-OOB2   NUCLEAR   METALS,      INC    ,     WEST   CONCORD,     MA 


B305180234  Addl    response    to   FOIA   request    for    license    appl  ieat  1  am. 
llcanse    >t   Insp    repts    rs   Nuclear   Metals,  Inc    Ii   correipondincl 
on    employee    overeiposurci    to    17QO  Forward  a    document!    llsttif 
In    App    A   Info    partially    withheld    (ref    TOIA  Exemption   6) 
FELTON,  J  M        Division   of   Rules    and   Records        83/03/01        MOONEY, B   C 
Louiell    Sun,     Lome  1 1 .     MA         9pp          134f>O   OSO 

~a3OS13<I2fl6  Motif  in    that   Nuclear   Metals    Div   of   Ton  tran,  Inc   *ci|U(rid'  \^ 
MMttaker   Corp    Approval    for    transfer    of    llcenia*    requnttd, 
THOMPSON.P        NuclHar  Metals,     Ine        66/08/11  Atomfe  En*T-fl\| 

Commission          Ip          18460   O63 

— S3OS 120260    IE    Insp   Findings    S.  Llciniea   Ac  I    dtd   6?1202-Q3  of  Lie  arm 
SMB-177   Insp    Finding*   no    noncompliance    noted 
SMITH, R   H         Atomic    Energy    CommUsion         69/1S/03          Ip         1S4AO'  06i 

— B3OS1S0264  Advises    that   response    to   6*?OB2a  application   for  LI Etn.it 
SHB-179  has    not    been   received    Info    re    issuance    of    licenie 
requestei! 

LEE,M   R        Uhittaker   Corp        6?/10/22        NUS9DAUMER,  D,  A       Atomic 
Enargy    Commission        Ip         18460  067 

— 93091305-69  Submits    lilt    of    replacement    page*    to    application    for    Llcinii 
SNH-6S-,  In    rosponse    to   67O?23   comments 

lESEKOU.S         Whlttaker    Corp         69/10/22         NUSSDAUMER.  D   A        Atomic 
Eneroy    Commlaslon        2pp         1B460  069 

— 930312026?  Forward*    application    for    renewal    of  License   SNM-6S 
Application   refiled    In    loose    leaf    format    Incorporates    17 
items    from  680S06    1  tr   H/o    end 

KNEPPEL,  D   9        Whit  taller   Corp        69/02/26,       NUSSBAUMER,  D.  A.      Atomic 
Energy    Commission        Ip         18460  070 

— B305IEOE71    IE    tnsp   Findings   i   Licensee    Ack    dtd    690903  &  04  of    Llctnin 
SNM-6S  ti  SMB-179    Inip    findings    proper    evaluations    not  m*dt 
of   certain   aspects    of   health    physics    program  per   Beetlon* 
II    b    4    through    It    b    6<b>    of   License   Condition  8 
BROWNE, W  O        Atomic    Entroy    Commission        69/09/18        Ip        !B4iO  071. 


—9305270556    IE    Imp    flep t    70-0027/83-04    on   H30314-IBNo    none ompl I ance 
notetf   Major  areas    inspected    operations r 1OCFR21 
Imp  1  ementatlon,  Internal    reviews    U  aud  i  tr  safety    camral  ttoes, 
training  &  nonroutlne    events 

CORVELL. 0   P         Region    2,     Office    of    Director         MCALPINE,  E    J 
Division  of  Emorg-sncy    Preparedness   &   Materials    Safety         B3/O4/2O 
Spp,        1S647    167 

B30503036B   Forwards     IE   Safeguard    In*p    Rept    70-0027 /83-OA    on 
33040-4-08  No  none  omplianca   noted. 

STCHRiJ  P        Division  of    Emergency    Preparedness    &    Materials    Safety 
83/01/28         ECKERT,  J   P         Qabcocfc    t    Htlcoi    Co          2pp          1B272    176 

— B30303037E    IE    Safejuardi    Imp    Rept    70-0037/83-06    on    B3O4O4-OB   No 
noncomp  liance    no-ted   Major   areas    inspected    site    organ  1  lat  1  on, 
review  of   security   or jani latlon-ma*   &    security    organ  I latl on- 
personnel   Datadi  uithheld    <ref    1OCFR73  21) 

T1LLMAN.A   .     URVC,  B         ReBlo"    2,     Office    of    Director         KCttUIRE.D    R 
Division   of   Emergency    Prepjredn«is    !.  Materials    Safety         B3/04/2B 
Ip          18292   I7B 


-B309i20S64   IE    Insp   Finding*    8.  Licensee   Ack    dtd   700719  ti    16  of   Llctniif 
SNM-45  &  BMB-179    Insp    findings   no   noncampl lance    not»d 
EMITH-R   H         Atomic    Energy    Commission         7O/07/16,        Ip         1S4AO    O74 

-830512039?  Notifies    th«t   no    Items    of    noncompliance  observed    during    tnif 

o*   Licenses   SNM-63  fc  SMB-179  Corrective   measures  Inpltmtntid 

re    Item  of   noncompliance    during   690903  &  04    insp  B    Iiterou 
replaced   D3  Kneppel    as    critlcallty    officer 

SMITH.  R  H        Atomic   Enargy   Commission        70/01/06  Atomic   Entrjtf 

Carnmlsiion          Ip          1846O    D77 

-8303120294    IE    Insp   Findings    b  Licensee   Ack    dtd    710913  t.   14  of    Llc*nilf 
SNM-63   (c  SMB-179   Insp    findings    no   nancompl  lance    noted 
Related    Info    end 
SHITH-R  H        Atomic    Energy    Commission        71/09/14        22pp        18460:076 

-B30312Q316  Ack    receipt    of   740327  b  0416    Itrs    informing    of   it«p*    talir 
ta   correct   violations   noted    in   740219    Itr 

O'REILLY,  J  P        Region    1,    Ph 1 ladtlph la,    Office    of    the   Dinctor. 
74/04/26        TUFF1N,W  B        Nuclear   Metals,     Inc         Ip.       18460   14O. 


B3OS16O17S    Iisuei   Am»nd    19   to  License   3NM-42    Incorporating    radiological 
cpntinjancu   plan  Amend    supertadea   Ameni}    13   dtd    82O32B 
PAGEjR   G        Uranium  Fuel    Licensing    Branch         B3/09/O3        REOANj N 
Bibcock    &    Wile  ox   Co         Epp          13462:337 


-8309I2O35B  Suppls   740327    Itr    re    use    of    gloves    for    hand   protection, 
monitoring    of    hand   &  olove    eiam  &   ute    of    breathing    tone  air 
samplor,ln   r»*ponsi    to   740404    telcon. Rtlattd    info    encl. 
TUFFIM.W  B        Nuclear   M»t«l*.     Inc        74/04/16        O'REILLY,  J  P.       Rtj 
1,    PhllatfelpMa,    Office    of    the   Director        Spp         18460.141. 


DOCKET   70-0033   TEXAS    INSTRUMENTS,      INC    .     ATTLEBORO,     MA 

B303190001    Advises    that   official    files    for    License    SMM-23    tr«n«f el-Tefl 
to  Region    I    tat    to    regicnaliiatlon. eff ectivt   S30401, 
PAOE.R    O         Uranium    Fuel    Licensing    Branch          B3/OS/09         SHERMAN, F   L 
Teiai    Inatrumentu     Inc.       ip         18323   244 

9303190008  Advises   of   930419    transfer    of    official    docket    file    k 
outstanding    licensing   action    from  NM8S   to.  Region    I 

PAGEjft   0        Uranium   Fuel    Licensing    Branch         B3/Q3/03        BTAROSTECKI,  R 
Division   of  Project   b  Resident    Programs         Ip         18923,220 


-8303120356  Forwards    In»p   Repts    40-0672/73-02  fc   70-OOB2/73-Q3   on 
73I2S7-2B   b  740108-09  t   notice    of   violation   W/o    Intp    rtet*. 
O'REILLV.JP        Region    1,     Philadelphia-    Office    of    the   Director, 
74/02/19         TUFFIN.W   B         Nuclear    Metalsr     Inc         2pp,        1B460.  H6 

-8303120369  Respond*    to  NRC    740215    Itr    ra    violations    noted    in    Intp   Ri 
70-0082/73-09  t,  40-0672/73-02  Corrective    action*:  f  Inner 
dosimeters   placed   on    Individual    employee*   monthly    on 
rotating   bails   U  handling    employees    surveyed, 

TUFFIN.W        Nuclear  MetaU,     Ine        74/03/27        O'REILLY,  J  P        R«gion 
I,    Philadelphia,    Office   of    the    Director         Ilpp         18460   193. 
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-0305120373    Insp    ReptB    40-0&72/73-O2   «.   7Q-0082/73-O3    on    721227-20    t. 
740108-09   Noncompliance    noted    failure    to    evaluate    dose    to 
hands    of     Individuals    handling    U-238    t-    wearing    gloves 
contaminated   U/U-33S  t-   daughter    products 

JERMANi  P   C    ,    KNAPP.P    •J        Region    1.     Philadelphia,    Office    of    the 
Director          74/02/01          2Opp          IS460    164 


9305200639   Forwards    Rev    33    to    Feb     I9B3    fundamental    nuclear    mail     control 
plan    Section    B   Oi per     1OCFR70    32   Changes    upgrade    mods    &   do 
not    decrease    ef f BC tlvenetm    of    plan    No    fees    required    Rev 
withheld     <rof    10CFR2   790) 

HENSLEY.K  D  Nuclear  Fuel  Services.  Inc  (subs  of  Getty  Oil  Co  ) 
83/03/04  MCAUP1NE.E  J  NKC  -  No  Detailed  Affiliation  Given  Ip 
18319  319 


Respond)    to    IE  Bulletin   75-07   re    emission    of    corrosive    gases 
Into   ventilation    ays    filtered    by    HEPA    filters    No   HEPA    or 
other   ce-Slulosic    filters    used    in   ventilation    sya    sihaustlng 
nitrogen    oxides   Plastic    overwrap    used    In    disposal 
OILMANrA  R        Nuclear    Metals,     Inc        73/12/22  Region    1, 

Philadelphia.     Office    of    the    Director          Ip          1846O    187 


B3032701S5    Ack    receipt    of    EJ30422    Itr    Informing    NRC    of    steps    taken    to 
correct    violations    noted    in     IE    Insp    Rept    70-O143/B3-14 
STGHR.J    P         Division    of    Emergency    Proparedness    S.   Materials    Safety 
03/05/04         MANSER,  M   C         Nuclear    Fuel    Services,     Inc       (subs      of    Getty 
Oil    Co     )  Ip          1B63B   070 


DOCKET    7O-OIS4    TELEDYNE    ISOTOPES,     INC    ,     WESTUQOD.     NJ 


B3.O31BQ7S9   Lists    official    docket    files    <<    outstanding    licensing   actions 
transferred    to  Region    I,  effective    B304O1 

PAOE.R   O          Uranium   Fuel    Licensing    Branch          B3/O3/03         MARTIN.  T    T 
Division    oP  Engineering    «.   Technical    Programs         Ip         18306  053 

63&»iactS5B   Advises    that    official    Piles    for    License   SNM-1O7    transferred 
to   Region    I   due    to   regional  1 latl on> effect! ve    530401 
PAOE.R    0          Uranium   Fuel    Licensing    Branch          B3/03/03         DLACK.  S   A 
Teltiun*     Isotope*          Ip          1BSO6   039 


8305130173   PNO-I I-Q3-037    on    63O510, unusua 1    event    declared    per 
emergency    plan    after    ventilation    sys    stopped    operating    in 
bldg    where    high    enriched    U    recovered    from    scrap    Caused    by 
electric    motor    &    backup    b lamer 

CQRYELL,  G   P    ,     GIBSON,  A   F         Region   3.     Office    nf    Director         83/O3/10 
Ip          1B13">    EOS 

6305130035    Order    CL1-B3-12   approving    830406    joint   motion    to    suspend 
proceeding    Proceeding    held     in    abeyance    NRC    directed    to 
implement    agreement    Dissenting    views    of   Commissioners 
Ahearne    (<    Roberts    end 

CH1LK.S    J         Office    of    the    Secretary    of    the    Commission         83/03/11 
Nuclear    Fuel    Services.     Inc       (aubs      of  Getty   Oil    Co    )        3pp 
18436   213 


DOCKET   70-0143   NUCLEAR    FUEL    SERVICES.      INC    ,     ERWIN,     TN 

B3O303Q099   Forwards   Rev   51    to  Section   2  0    of    fundamental    nuclear   matl 
control    plan, Rev  40  R»v  withheld    (ref    10CFRS   7901    No 
IOC FBI 70    faes   applicable 

HENSLEY.K    D        Nuclear   Fuel    Services.     Ine       (subs      of   Gutty   Oil    Co    ) 
93/02/16,       SMITH.C  N        Fuel    Facility    Safeguards    Licensing    Branch 
Ip          18342.    Oil 

B3QS030499   Provides    status    of    progress    in    const    phase    of    ventilation 
•upgrado   project  li   correction    to    schedule    contained    In 
821203    Jtr   Ventilation    sijs    eipected    to    be    fully    operational 
by    930430 

MANSER, W   C        Nuclear   Fuel    Services.     Inc       (subi      of    Getty    Oil    Co    ) 
83703/39-       PAOE.B   0        Division    of    Fuel    Cycle   $  Material    Safety         2pp 
19309    111 

B3O3030674   R>o.ue«t»    procedures    forwarded    in    encl    B11109    Itr    to   recent 
request   re-    new  ventilation    sus    be    treated    as    proprietary 
Info 

IDEKER.fi    U        Nuclear   Fuel    Services,     Inc       (subs      of   Qotty    Oil    Co    ) 
93/04/07.       800NO.A  L        Uranium  Fuel    Licensing    Branch         Ip 
1S309    113 

S3Q31900O3    "Dally.    Summary    of   Stack    Monitoring    for   Mar    1983    " 

KANSER.W.C        Nuclear   Fuel    Services.     Inc       (»ubi      of    Getty    Oil   Co    ) 
B3/0*/14-       0'REILLY,J  P.       Region   2.     Office    of    Director        3pp 
IS 923   238 

B3Q31BOBS2   Responds    to   alleged    violation   noted    in    IE    Insp    Ript 
70-0)143/63-14  Corrective    actions    personnel    performing 
callb-r   It    testing    sample    counting    (Procedure    NF5-H8-A-4) 
re  inttru-c  tad    In   procedure   requirement* 

l-tANSER,  W   C        Nuclear   Fuel    Services,     Inc       (subs      of   (Jetty    Oil    Co    ) 
B3/04/S2         STOHR.J  P        Region   2.    Office    of    Director        2pp 
10306.027 

3305190033   Amends    B21SO?  application    for   amend    to   License    SNM-124, 
Tivlttng    Page   79    to    apply    specifically    to    proposed    unsafe 
gaanetrv    p-its    In    floor    beneath    processing    furnaces   tl/three 
avenite    drawings.  Aperture    cards    are    available    in   PDR, 
IDEKERrR    L         Nuclear    Fuel    Services,     Inc        (subs       of    Oefctij    Oil    Co     ) 
B3/04/23         PAOE,R  6        Uranium  Fuel    Licensing    Branch        3pp 
IB 323    167 

S3OBS70640   Forwards    IE    Insp    Rept    70-0143/83-13   on   S30403-OB  No 
noncnmpl i»nce   noted. 

BTOHRiJ.P        Division   of   Emergency    Preparedness    b  Materials   Safety 
83/04/53.       MANSER,  W  C        Nuclear   Fuel    Service*,     Inc       (sub*      of   Getty 
Oil    Co     ).        Epp          1864&    201 

— B30327O£48    IE    Insp    Rept   70-0143/83-13    on   830405-00  No    noncomp 1  lane* 
noted    Major   areas    inspected    organization, 10CFRS1 
ifflpEomentatloni  facility    mods,  safety    committees,  operations, 
nifcL»T    critlcallty    safety   &   previous    Insp    findings 
COJWELL,  O  P        Region   2,    Office    of    Director        MCALPIKE,  E   J 
D-lvfslon    of   Emirgency    Preparedness   &  Materials   Safety         B3/04/2S 
4pp         1B&46  203. 


830S300310    Foruarils    IE   Safeguard5    Insp    Rept    70-0113/B3-30   on   630404-27 
No   noncomp 1 iance   noted 

STQHRi  J   P        Division   of   Emergency    Preparedness   !•  Materials   Safety 
B3/03/1''         GUINN.F    K         Nuclear    Fuel    Services,     Inc       (subs      of   Getty 
Gil    Co     )          3pp          1B3I4    29O 

— 830530031S    IE   Safeguards    Insp    Rept    70-0143/83-20   on   830404-29   No 
noncomp 1 1 ance   noted   Major    areas    Inspected    facility 
operation,  faci  li  ty    changes    &  moilsi  cri  tical  i  ty    safety  >t 
environ   protection   Details    withheld    {ref    10CFR3  770) 
LEE,  T    D    ,     HCALP1NE.E    J         Region   2.     Office    of    Director         83/0)3/13 
Ip          1B316   393 

8303270161    Forwards    IE  Safeguards    Inap   Rept    70-0143/83-19  on  830418-23 
No    noncomp  1  iance    noted 

STDHR,  J    P         Division    of   Project    &   Resident    Programs         S3/QS/1S 
OUINN.r   K        Nuclear    Fuel    Services,     Inc      (subs      of  Oettu  Oil    Cc.    } 
2pp          1B63B    134 

— -8305370167    IE  Safeguard*    Insp    flept   70-0143/03-19  on   830418-22  No 
noncamp 1 i ance   noted   Major    areas    Inspected    storage   &    internal 
control,  records   it   repts   t/    shipping   d   receiving   Details 
withheld    (ref    10CFR3  790) 

JONES,  D   W   .     RICHARDB.D   L    .     LANKFORD.  J   H         Region   a,     Office    of 
Director         83/03/17         Ip  1S63B    136 

830B250337   PNO-I I-83-Ofll    on  830530.  unusual    event   declared    1    h  after 
process    ventilation    sys    stopped    operating    In    bldg   where 
high    enriched   U   recovered    from    scrap   Caused    by    failure   of 
electric    motor   Employees    evacuated   No   contamination   noted 
KAHLE.J   0    ,    GIBBON.A  F        Region  2,    Office    of   Director        83/03/20 
Ip          1S3B8   S3b 

S30527060O   Forward*    IE  Safeguards    insp   Rept   70-0143/83-13  on 
330307-0304  No   noncomp 1  lane?    noted 

STOHR,  J   P        Division   of  Emergency   Preparedness  &  Materials   Safety 
83/00/23        MANSER,  W  C        Nuclear    Fuel    Services,     (nc      (subs      of    Gett(j 
Oil    Co    )          Spp          1B616   324 

— 0303370613    IE   Safeguard!    Insp    Rapt    70-0113/83-12   on   B30207-03O4   No 
noncomp  1  lance   noted   Major    areas    inspected    licensee   action  an 
previous    insp    find  ing  i,  fac  L  1  1  ty   opera  tion.  fac  1 1 1  ty    changes  !c 
mods    !.    criticallty    lafetu, 

LEE,  T    D    ,     HCALP1NE,E   J         Region    2,     Office    of    Director         S3/O3/23 
7pp          18646   326 


DOCKET   70-0371    UNC    NAVAL   PRODUCTS!     INC    ,     UNCASVILLE.     CT 


830920O177   Forwards   revised    fundamental    nuclear   matl    control    plan, Page 
3-4  it  request    to   revise  Mass    Measurement  8   used    to   overchect 
gross   weight   of   clad   matl    tl/o    encl 

WOLVENDYK,  A        United   Nuclear    Corp        83/03/10        HAYNES,  R   C        Region    1, 
Office    of   Director        2pp         1 BS1O  S3O 

B30319033O  Forwards    IE  Safeguards    Insp   Rept   70-O371/03-02  on  030317-B3 

k  notice  of   violation   Ends    withheld    (ref    10CFR2   770) 

MARTIN, T  T        Division   of  Engineering   b   Technical    Programs        83/03/06 
AMY.G  O        United   Nuclear  Cor-p         2pp        18301    023 
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B3O523u5&3   Ac  k    receipt    of   830223,0310   «.   O406    Itrs    informing    NF1C    of 
steps    taken     to    correct   violations    noted     in    IE    Insp    Rept 
70-Q371/S2-14    !<    forwards    revised    notice    of    violation 
ETAROSTECK1.  R         Division    nf    Project    t*   Resident    Programs         83/O5/13 
AMV.O   0        United    Nuclear    Corp         2pp          1B3BB    197 


-B3QBQ3Q2Q7    Reneued    License    8NM-34B    fur    Harry    Diamond    Labi,  author!  I  ing 
possession   &   USB    of    Pu-339,  Lf-233.  natural    i.    depleted    U   Si 
Np-337   encapsulated    Union    folia 

LAYFIELD.R   L         Atomic    Energy    Commission.     Directorate    of    Liceniing 
72/12/19         2pp          18353   264 


-83Q9230S6B   Revised    notice    of    violation    from    inac    on   S21110-12 
Noncomp  1  lance   noted    ram    fuel    storage    vault    tt    three    trailer* 
containing   U-bearlng  wants    not   posted    ui/authori  led 
crititality    safety    limits 
-      Region    1,     Office    of    Director         83/05/02         2p p          18368    189 


-9305030212   License    SNM-348   for    Harry    Diamond   Labs, author! i ing 
poliesslon   ti  use    of    Pu-239,  U-233,  natural    li   depleted    U  & 
Np-237   encapsulated    fission    foils 

LAVFIELD.R    U         Atomic    Energy    Commission         6B/O7/15         3pp 
1H333   566 


—  93OS23037B    SuppSs    630 22 B   b   0310    Itrs    re    violations    noted    in    IE    Insp 
Rept   70-O371/82-14   Corrective    aetlons   air    flow  restored    to 
license    requirements    batmeen   metallography    e  lam    area    & 
sample    preparation   room   I-    between    lab    tt    sectioning 

AMY,Q   D         United    Nuclear    Corp         83/04/06        MARTIN,!    T         Division    of 
Engineering    &   Technical    Programs         Spp         18S83    191 

— 3305230563   Notifiei    that    responas    to    630223    Ifrr    re    Item   A   of   App    A   fc 
Paragraph    3    of    detail*    re    air    balance. addressed     In   830224 
renewal    application   far  License  SNM-369  Pending    disposition 
of   mod.na   other    change   uilll    be   proposed 

KIRK.W   F         United    Nuclear    Corp        B3/O3/1O         MARTIN,  T   T        Division 
of   EnginBenng    t<   Technical    Programs         lp         18530    196 

— 8303350566   Responds    to   NRC   830121    Itr    re    violation   noted    in    IE    Insp 
Rept   70-OD71/62-K  Corrective   attions   raui   fuel    storage 
vault   modified    during    Sept   (•   Qct    1903   Conservative    posting 
of   "cans    on    their    side,"    remains   until    shelves    mollified 
AMY,  0   D         United   Nuclear    Corp         B3/02/29        MART  IN.  T    T        Division   of 
Engineering    (,   Technical    Programs         2pp         1B3B9    202 

83052-50403    Issues   Amend    SO    to    License    SNM-3SB,  author  i  I  ing    fabrication 
af    neu  fuel    parts   SER  encl 

PAGE.R   0        Uranium   Fuel    Licensing    Branch         B3/O5/1S        KIRK.W   F. 
United    Nuclear    Corp         2pp          1B394   309 

— B30S230607   SER    supporting   Amend    20   to   License    SNM-36B, authorii ing 
fabrication   of  neu  fuel    elements   using   new    individual    unit 
&    spacing    requirements 

SIDINGER.O   H        Uranium   Fue  I    Licensing    Branch         B3/03/18         3pp 
18394   311 


DQCKET   70-0378   ARMV,     DEPT      OF,     ADELPHI,     MD 


6303020007  Partial    response    to  FOIA  request    for    documents   re  Harry 
Diamond   Labs    located    at   2BOO   Pouder   Mill    Road,  Ade 1 ph 1, MD 
from   1963   to   present   Forwards   documents   responsive    to 
request  Documents   also  available    in  PDR 

FELTON.J   M         Division   of    Rules    and    Records         83/01/11         SIMPSON, C 
Affiliation    Unknown         lp         18336   003 

— 8305020091    Forwards   Harry    Diamond  Labs   application    to   amend  Licenses 
19-17250-01,19-17330-03,17-17330-04.19-17230-03    tc   BNK-034B 
Amend  removes  JE  Stafford    as   radiation  protection   officer 
if    substitute*   CA   Rome 

QUEFN,  U  G        Army,    Dept      of        78/09/Ofi  Radio! sotopes   Licen*ing 

Branch    IPre    79030 U         3pp          1B333   O47 

—8303020095  Application   to  amend   Licenses    19-17250-01.19-17230-03, 
19-17230-04.19-17330-03   ft    SNM~0348,  removing    OE    Stafford    tt 
radiation    protection   officer   t,    substituting    CO    Roue 
GOODWIN,  C    R         Army,     Dept       of         78/QB/U         2pp          IB353   048 

— 9303050539    Application    for    amend    to   Licenses    19-17250-04,19-17250-03. 
19-17230-01,19-17350-05   &   SNM-034B,  removing    JE    Stafford    as 
radiation    protection   officer  &   replacing   CA  Rawe 

QUEEN,WG         Army,     Dept      Of         7B/OB/11  fiadio  1  sotopes   Licensing 

Branch    (Pre    790301)         2pp          18353    117 

— 8303030189  Amend   3   to  Licensee  SNM-348j revising   Subitems   9  A-9  F  & 
Conditions    10.  12  t,   IB  re   rfosimetry    studies   &  calior    *tudt*i 
UALKER.W  J       Division  of   Fuel   Cycle   &  Material    Safety        82/12/21 
lp         18333   259 

-- 8305030195  Amend   2   to  License  SNM-34B,  revi sing  Condition   IB  re 
possession  fc  use   of    licensed  mabl    described    in    I  tern*   6,7  1 

a 

GUINH.P  R        Division  of  Fuel   Cycle  t.  Material   Safety        80/07/09 
lp         IB3SS   260 


Amend    I    to  License  SNrt-348,  revising   possession  amount*    for 
Pu-a39,Np-237,depleted   U,  U-233   4   U-238   encapsulated    fission 
foils  tt   source! 

CQMBS.F  C        Division  of  Fuel  CgclB   tc  Material   Safety        78/10/30 
3pp         13333   261 


•—B3030302I3   License    SNM-34B    for    Harry    Diamond    Labs,  author i I  Ing 
possession  &  use    of    Pu  &  U   enriched    In  U-233    fission    foil 
JOHNSON,  L         Atomic    Energy    Commission         6S/O7/li         3pp          10335   269 

— B3O5Q3Q21B   Application    to    amend    License    SNK- 348, requesting    »tar«ge    of 
m-atis    prior    to    transfer,  substi  tutlng    CA  ROUE   at    alternate 
radiation   officer   b    listing    MJ   Borlsky    as   radiation 
protection   officer 

HOTHERBOAUQH,  L         Army,     Dept       Of          B2/11/22  Rad loliotopis 

Licensing    Branch    (Pre   790901)          13pp         IB333  272 

— 8305030235  Foruiardn    resume   of   MD  Funkhauser,  designated    ntui  radiation 
protection   officer    at  Harry    Diamond   Labs   replacing    C   Roue 
U/o    end 

TARAS.DM        Armg.    Dspt      of        80/05/22  Radioiso topei    Liceniing 

Branch     (Pre    7903OU          ipp          18333   2H1 

— 9303030233  Forward*    Harry    Diamond    Labs    response    to    7S070i    Itr   r« 
License  SNM-34B  Headquarters    concur*    u/responie 
Act    of   receipt    of    correspondence!    requested   H/o    encl 
TARAS,D  N        Army.    Dept      of        78/07/24        COMBS, F        Radloisotopei 
Licensing    Branch     (pTe    79O3O1 )  lp          1B333    2B9 

— 8305030239   Submits    addl    Info   re    security    requirement*. radiation   safety 
•facilities   tt    procedures    for    storage   &   use    of   Np-237    foil 
mail    Iteted    on  Harry    Diamond    Labs    application    for   renewal    of 
He  an  so  ENM-34B 

GOODWIN, C    R         Army,     Dapt       of          78/07/1?         COMBS, F         Ran lolsotopei 
Licensing    Branch    (Pre   79030 U         Spp         18355   290 

— B305030249   Requests   addl    info   re    security    requirement*,  radiation    safety 
facilities   &    procedures    for    use    tt    storage   of   Np-S37  fc 
description   of    leak    tasting    procedures    for    fission    foil* 
COH1JS, R        RadlDlsotapes   Licensing    Branch    (Pre   790501)         7B/07/0& 
TARAB.DN        Army.    Dopt      of.    Headquarter*    Materiel    Development   Ic 
Readiness   Command         lp         18335  292 

—9305030231    Application    for    renouial    of   License   8NM-34B,  reflecting 
changes    in    location    of    lab    headquarters, amount    of   Pu-239    In 
Fg-De    neutron    sourca   b  radiation    protection    officer*    t 
users 

TARAB,f)  N        Army.    Dept      at         77/11/18  Radlol sotopes    Liceniing 

Branch    (Pro    790501),        17pp          18335   293 

— B30903O335  Ac  k    receipt;   of   application    to   ranau  License    8NM-34B  LIcen*e 
ulll    not    eiplre    until    final    action    taken 

DROWM.JM        RadiDl*»topes   Licensing    Branch    <Pr»   7903O1).       77/12/03 
TARAS.  D  N        Array.    Oept      of         lp)         16333310 

—8303030260  Application  for  amend  &  renewal  of  License  BNM-34B, 
authorizing  possession  i<  use  of  9  76  mg  Pu-239, 0  24  g  U-233, 
1  72  g  U-235  fe  3  0  B  Np-237 

REHHIQ.A  H        Army,    Oapt      of        72/12/04  Atomic   Energy 

Commission         21pp          1B35S   311 

— B3O503O364  Amend    4    to    License   BNM-34B. revising    expiration    date    to 
65073-1,  TD    Oruccl     qualification*    added    to    license    record, 
LAYFIELDjfl    L         Atomic    Energy    Commi«*lon         63/01/12         FLYNN,  R,  M 
Armu,    Dspt      of         lp         1B353  332 

—B30503O24,a    Amend    3    to    License   BNM-34S,  revising    Items    7   t  8   ti  adding 
Item    14   re    licensee    compliance   UJ/attached    leak    test 
condition*    for   Pu   alpha    sources 

DDULOS,  N    ,    NUSSBAUMER, D        Atomic    Energy    Commit* Ian        &4/01/21 
GDLDSTCIN.D   L,        Army,     Dept       of          lp          18333333. 

-83O303027S   Forwards   Amend   2    to    License   SNM-34B  Licenie    don   not 
authorize    Insertion    of  matls    Into   nuclear    reactor    Insertion* 
must    be   authoriied   U/o    end 

JOHNSON,  L        Atomic    Energy   Commission        63/09/36        GOLDSTEIN,  B  L. 
Army,    Dept      of         lp         IBS 33  G34 

-8305030581    Amended    Licenie   SNM-34B   far   Harru    Diamond    Labi. authorlilng 
Enriched    U-235  as   Pu-Da   neutron    source    tt  64,6  g    at    flislon 
foil. 
Ji      Atomic    Energy    Commission.       63/09/26        4pp,       1035!)   339 
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—  B30303O2B6    License    QNM-349    for    Harry    Diamond    Labs,  author  1  1  ing    use    of 


16    9    Pu    encapsulated    as    Pu—  Be    neutron 

encapsulated    In    fast    neutron    detector* 

ai    neutron   activation    detectors 

JOHNSON,  L         Atomic    Energy    Commission         62/O2/37 


rce,  12   micrograms 
1O   9    encapsulated 


16333    339 


930303038!?  License  SNM-34B  far  Diamond  Ordnance  Pure  Lab,  author!  i  ing 
uii  of  16  9  Pu  encapsulated  at  Pu-Qe  neutron  source  12 
mtcrograms  encapsulated  In  fast  neutron  detectors 
•   Atomic  Energy  Commission    41/11/14   2pp    1B335  340 


-9303010383   Application    for    renewal    i<    amend    Co    License    SNM-34a,  inc  luding 
TB    Grucci    as   authoriied    user 
FLVNN,  R    M          Army,     Dcpt       of         64/12/20         4pp          1B337    036 

-3305O4O586   Notifies     that    License   SNM-34Q   etpires    on   630131    Application 
far    renewal     should    be    submitted    30    days    prior    to    expiration 
of    license    Wotl f liat ion   of   nonreneual    should    be   given   by 
completing    end    form  W/o    encl 

NUSSBAUtlGF,  0   A         Atomic    Energy    Commission         61/13/19 
GOLDSTEIN. B    L         Army,     Dept      of         Ip          19357   040 


—  8305Q30296   License   SNM-348   for   Diamond    Ordnance    Fuze   Lab,  juthori  i  ing 
possession   (.   USB    of    16    g    Pu    encapsulated    as   Pu-Btt   neutron 
source   &    IS   micrograms    encapsulated    in    fast   neutron 
detectors 

NUSS0AUMER,  0         Atomic    Energy    Commission         61/Q3/1B         Ip 
183S3   342 

—8305030301    License    SNM-31B    for    Diamond   Ordnance    Fuie   Lab.  author  1  1  ing 
possession    Si    use    of     16    g    Pu    as    encapsulated    Pa-Be    neutron 
vource 

DELANEY,  J  C        Atomic   Energy    Commission        6O/02/03        3pp 
1B333   343 

--B3O3030304   Amend    to   License   8NM-34Bi  c  orrec  t  Ing    docket    number    error    in 
I  tern   9   Correct    number    should    be   70-O37B 

LAYFIELD.R    L         Atomic    Energy    Commission         6B/Q7/34         HAAS,  C   F 
Army.     Dept       of          Ip          1B3S3    34S 


-0303030309  Forwards    ronemed   License   SHM-aia, 
condition    For   Pu    as    sealed    •source   W/o    encl 
LAYFIELD.R   L        Atomic    Energy    Commission        69/07/13 
Army,     Dept       of          Ip          1B3S3-346 


reFl  ec  t  ing    leak    tast 
HAAS,  C  F 


-9309040507   Notifies     that    no    action    uill    be    taken    on   Harry     Diamond 
Labs    640417    application    to    amend    License    5NM-34B,pBr   64Q605 
tel con 

LAVFIELD.W    L         Atomic    Energy    Commission         64/06/24         SEIDLER.O 
Army,     Dejit       of          Ip          18397   041 

-&305O40593   Application    for    amend    to    License    SNH-34B   re    perioillc     leak 
tests 

SIEDLER.  0          Army,     Dept       of         64/O5/32  Atomic    Energy    Commission 

2pp          10357   042 

-S30304Q399   Application    for    amend    of    License    SWM-34B    to    include    5   mC  i 
Pu-239   for    Harry    Diamond    Labs 

GOLDSTEIN,  D    L         Army,     Dopt      of         63/12/17  Atomic    Energy 

Commission          3pp          1S337   O44 

-S30304O603    Discusses    Condition    13   of   License    9NM-34B,  in   response    to 
631O11    Itr    b   631003   tclcon   Condition    13   does   not    authorite 
actual    Insertion    af   mat!    held    under    license    into   any 
reactor    insertions    should    be   authorized 

NUSSBAUrfER. D   A         Atomic    Energy    Commission         63/1O/23         DERMANi  P   G 
Army,     Dipt       of         Ip         1B357   047 


-S3OS030312  Application    for    renewal    !,    amend    of    License    SNM-348, 
authoriitng    pasmsslon    b   use    of    34,7   g    Pu   &    16    g    Pu~239r 
Np-237,  depleted    U, U-S33  &  LJ-238   neutron    source    in 
encapsulated    callbr    sources    {.   fission    foils 
HAAS'C    F         Army,     Dept       of          60/06/23          llpp  18353   347 


-8305040674    nsquuita    cancellation    Itr    requesting    allocation    of    99   B'/. 
U-233   for    USE    at    threshold    detector    for    fast   neutron 
doi 1 mefrry 

BERKAN.P    O         Army,     Dopt      of         63/10/11         LAVFIEL&.fi         Atomic    Energy 
Commission          Ip          18337   04B 


-B3O303Q320    Notifies    that    License    BNM-340    eiplreg     on    6B0731 
Application    for    reneuial    of    license    should    be    filed   within 
30    days   Notification    should    be    given   at    decision    not    to 
renew   by    completing    eric  1    farm  W/o   encl 

NUSBBAUMEH.  D    A         Atomic    Energy    Commission         6S/O3/26         SEIDLER.O 
Armu.     Dept       of          Ip          1B333    33B 


-8303030323  Forwarda    renewed    License   SNM-348  W/o    encl 

JOHN9QN,L         Atomic    Energy    Commission         63/O7/16         SEIDLCRr  C- 
D*pt      of         Ip         1B333'35? 


Army, 


-0305040670    Foriuarda    addl     info    re   Hiirry    Diamond    Labs    application    for 
amend    to   License    SNM-348  per    request 

GOLDSTEIN,  B    L         Army,     Dept       of         63/07/13  Atomic    Energy 

Commission          7pp          16357   04? 

-B3OS04OfiB7   Requests    aifdl     info   re    procedures    for   USB   t   storage   of 
Np-237,Pu-239   t.   U-23B    fission    foils,  in    maponse    to   630331 
request    tor    amend     to    License    SNM-348    for    Harry    Diamond   Labs 
NUSSDAUMER. D         Atomic    Energy    Commission         63/07/17         DANIELS, R   0 
Army,     Dept       of         6pp          1B397   036 


-B30SO30326  ForuJards   addl    info    re    use   Si   storage    of    Pu   neutron    sourcei 
per   AEC   bSQhOI   request    Includes    description    of    Pu    neutron 
source   &   dimensions    of    tantalum  &    stainless    steel    source 
container 

SE  IDLER  i  0         Army,     Dapt       of          63/O7/O6  Atomic    Energy    Corn-mi  if  ion 

2pp          1B333   360 

-&3O3Q30332  Requests    addl    info    ra    use   &   storage    at   Pu   neutron    source 
&t   personnel    monitoring    progpamr  In   response    to   630303 
application    to   renew  License    SNM-34S 

LAYFIELD.FI    L         Atomic    Enargu    Commission         63/O6/O4         FLVNN,  U    M 
Army,     Dept      of         Ip         1S335   363 

-8305030339  Application  for  renewal  &  amend  to  License  SNM-34S, 
•  Uthoriiing  13  1  g  Np-237,  34  3  g  Pu-231?,  34  3  g  U-233  &  113  g 
U-23B  in  form  of  fission  foils  for  caltbr  studies 

FLYWN.  R   M        Army,     Dept      of        63-/03/D3  Atomic    Energy   Commission 

ISpp          18396    001 

-83030-10060  Application    to    amend   License    (9-17230-01,19-17830-03, 
19-17230-04,  19-17SSO-03    &   BNM-34Br removing    JE    Stafford    as 
radiation    protection    officer    b    substituting    CA  Rome 
oaaDWIN.C   R    ,     QUEEN, W  0        Army.     Dept      of,    Headquarters   Materiel 
Development   &  Readiness    Command        73/OB/ll  Ratf ioi totopss 

Licensing    Dranch    (Pre    790301)         3pp         18336   O23 

'•8309040468  Forwards    Harrv    Diamond    tabs    application    to   amend    Mat!/ 
Byproduct   Licenses    19-17230-Q1.  19-17230-03,  it- 1  7290-04, 
17-17230-03   &   BNM-34B, 

QUEEN,  W  G        Army,     Dept      of,    Headquarters   Materiel    Development   it 
Rvadines.1    Command        7S/O9/06  Radlolsotopes    Licensing    Branch 

(Pre    790301)          Ip          18336-326 

-B30304O478  Application    for    amend    to  Ma tl/Byprnduc t   Llcens«s 

19-17230-01,  19-17250-03,  19-172SO-03    t.    SNM-341B   Amend    requeits 
removal    of   JE  Stafford   as    radiation    protection    officer  & 
«tF&»ti  tutes   CA  Roue, 
OOODHIN.  CR        Army,    Dept      of        78/08/11        2pp         18336  387 


-B3OSO40696    Requests    allocation    of    31    g    U-233    as    metal    of   99    Q'/.    purity 
for    fission    Foil    Past   neutron    dosimotry    sijs    for   DGRF-Trioa 
reactor 

GERMAN, P    C          Army,     Dept       nf         63/00/21         NUSSHAUMER.  D   A         Atomic 
Energy    CodimiBs  ion          Ip          1S337   062 

-8305030293   fle-quetis   addl    infa   re   procedures    For    use    t<   storage   t, 
description    of    Pol  Is,  in    response    to    630331    application    to 
amend    License   9NM-34B 

NUSSDAUMEK, D   A         Atomic    Cncrgy    Commiasinn         63/07/13         DANIELS,H   0 
Armt;,     Dept       of          Ip          18357   063 

-8305050297  Application  for  amend  to  License  SNH-346,  author  1 1 ing 
possession  !.  use  of  13  4  g  Np-237,  54  3  g  Pu-239,  34  3  g  U-235 
&  143  g  U-233 

DANIELS, R   0        Army,    Dept      of        63/03/31  Atomic  Energy 

Commission          9pp          1B337   0^4 

-8303030301    Notifies    that   RW  McEvoy   681  US   Itr   made   part   of    records 
under    Docket    70-378  Changes    in   technical    ti    supervisory 
personnel    having    health-safety   responsibilities    should    bo 
provided    on    continual    basis 

NUBSBAUflER.  D    A         Atomic    Energy    Commission         63/O1/2?         DAN1CLS,  R   0 
Army,     Dap t        of          Ip          1B397   073 

-B3OS030306    Application    for    amend    to   License    SNM-34B, substl  fcuting    ML 
Oleseler    for    U  Hunker   as    supervisor   of    Instruments 
1  nco-rporatinj   Pu    calibr    sources 

DANIELS,!!   O         Army.     Dept      of         63/O1/22  Atomic    Energy 

Commission          3pp          18357   074 

-G30305O310   RB<|Liests    nuclear   matl    draft    re  receipt   of   5   g   Pu    foils 

contained    In    nuclear    accident    dosimetry  sys 

HANSDN.O   F          Army,     Dept       of         62/11/26  LANE, J         Atomic    Energy 
Commission         Ip         IB357   07/ 

-8303050312  Amend    to   Licenae   SNM-34Q,  revls  ing    Item  8   re    authorl  i  ed    u»e 
of    1  Icensed    matl 

NU3S&AUMER,  D    A        Atomic    Energy   Commission        i.2/08/13        DANIELS,  R  0 
Army,    Dept      of         Ip         19337  078 


436 


DOCKETED  ITEMS 


-B30503O316  Application    for  amend    to  License   SNM-348.  revi*  tng    Item    B   re 

callOr    of    neutron    survey  meters    !•    designating    SP    Hanson    as 
author  i  ted   mat  1    user 

DANIELS, R    0        Arffly,     Deft       of         63/00/07  Atomic    Energy 

Commission         3pp         IB357  07"? 


—8305050319   Forwards    amended    License    SNM-34B   W/o     end 

NUSSDAUHEfl,  D   A         Atomic    Enerjy    Commission         62/02/37 
Armi/,     Dept      of        Ip         18337   002 


DANIELS,  R    0 


— 9303230233  Requests    authorization    to   re  lean   vacated    facilities.    At 
Cuihlng.OK   to   refining    div   for    unrestricted    use    Bldgs    Died 
bij    nuclear   products    dept    cleaned   &   decontaminated    Health 
physics    survey    indicates    contamination    below    limits 
WULLEW,  0   Q         Kerr-MeOee    Nuclear    Corp          66/O6/O9         NUSBBAUMER, D    A 
Atomic    Energy    Commission         4pp          189*13    227 


DOCKET   7O-O734   OA   TECHNOLOGIES,      INC    .     SAN   DIESO,     CA 


— 93050503-22   Application    Far    renewal    of    License   SNM-34B    far    p-oBsesiian 
use   of   26   g   Pu,  13  mg    Pu,  1    g   Up -237  i.   30  g    depleted    U 
DANIELS. R    G         Army,     Dept       of         62/O1/15  Atomic    Energy 

Commission         Ip         1B337   Q83 

— 6303030326  Notifies    that   License  SNM-34B   expires    on   62:0131    Renewal 
application    should    be-    filed    within   30    days 

HUSSBAUMER.  D   A        Atomic    Energy    Commission         61/12/O1          DANIELS' R    Q 
Armij,    Dept      of        Ip         16357  C83 

— S3O3Q5032B  Forwards    diagram    of    cannister    used    in    nuclear   accident 
dosimetry    sys.per    talc  an    request 

KCCQSKEY.  R   E         Army,     Dept       of         61/10/24         NU5BBAUMER,  D         Atomic 
Energy    Commission        2np         16357  OB6 

--83O3050330   Forwards    application    tn    amend    License    SNM-34B.  authorl  t  in? 
possession   ti   use    of    SO    g     depleted    Ui   1O    g    Pu-239    !•    1     g 
Np-237 

DANI£L9,R   G       Army.    Dept      of        61/10/09  Atomic    Ennrgtj 

Commission        3pp        18337   OSB 

--8305050333   Application    to    amend    License    SNM-34H.  au  thor  i  I  i  no 
pone? s ion  (•  use  of   addl    12  micrograms   Pu    In    farm   of    callbr 
d  evlces 

KRAUL. C   W         Army,     Dept       Of         61/Q5/Q1  Atomic    Energy    Commission 

2pp          1B357   091 


-8303030335   Forwards    Licence    BNM-34B   M/o    end 

DELANEY.J  C        Atomic   Energy   Commission        6Q/oaYO3 
Army.     Dept      of         Ip          18337   093 


HIRMANi H   B 


-B3Q903Q337   Forward!    Diamond    Ordnance   Fuie    Lab    391113    application    for 
SNM   license  Clan  1  flea  tian   review  requested   W/o    end 
FLEURV.E   R         Atomic   Cr.srgy    Codimisilon         tO/01/28         STRAUSER,W   A 
Atomic    Energy   Commissign          Ip         10337   094 


B30510012-7    Ack    receipt    of    B3042S    1  tr    Informing    NRC    of    itaps    taken    to 
correct    violations    noted    In    IE   physical    security    imp    rept 
NOFIBERHAUO.L   fi         Region    S,     Office    Of    Director         83/O3/04 
PARKER,  J   U        GA  Technologies.     Inc    /General    Atomic    Co         Ip 
1B373   O18 


DOCKET   70-0734   GENERAL   ELECTRIC    CO    ,     PLEASANTBN-     CA 


6305020530   Foruards    Annual    Financial    Rapt    1982 

CUNMINGHAH.O  E        General    Electric    Co        B3/01/04        CUNNINGHAM,  ft    E. 
Division    of   Fuel    Cycle   &   Material    Safety         Ip         18284   337 

B3Q51t0067    Forwards    IE    In»p    Rapt    70-07S4/B3-O1    on   B30314-16. IB. 21     fc    SS 
No   noncompllance    noted 

aODK.H   E         Region    3.     Office    of    Director         S3/04/29         DARMITZEL,  R. H 
General    Electric    Co        3pp         1B4S3  089 

—  9305160O7B   IE    Insp    Rept   70-0754/83-01    on   830314-16.  18, 21    Ic  23  Ma 
noncoinpHance    noted   Major    areas    Inspected    organliatlon. 
facility    changes    (t  mods.  Internal    review  &  audl  t,  raduaite 
mg  t.  cr  I  tical  i  tu,    iafttg    k   radiation    protection 

SHOCK,  Q   1.    ,     THOHAS.R    D    .     BDDK.H   E         Region    3.     Offio    o*    Director 
83/04/29         13pp          18433   092, 

B3O3130035    Memor«ndum  &   order    extending   GE    time    to   respond    to   ASLB 
B304O8    inquiry    Into    license    renewal    application   until    IS 
days    following    svc    of  Commission   decision   uinetner    to    r»vl*u 
ALAB-730 

FRVE,J  H        Atomic    Safety    and   Licensing    Board   Panel         83/03/13 
freneral    Electric    Co         2pp          1843i   313         24X    FIeh«    30-070. 83/09/ 1S( 
B3Q5130O33 


DOCKET   70-0630   UNITED   NUCLEAR    CORP    .     WOOD   RIVER    JCT    .     RI 


-830S090339  Application    for    amend    to  License   SNH-34H.  author!  1 1  ng 
possession  Sc  use   of  Pu 

KRAUL,  C   U        Army,    Dept      o*        39/12/21  Atomic    Enerjy    Commission 

3pp          1B337   093 


830326O371    Forwards    draulngs   ui/marted    locations    of    concrete    core 
samples    taken   during    sib*    character!  ration    turvey   Si    drauingi 
shaming    location    of    underground    piping    M/o    enel 

HELGESON.K  A        United   Nuclear    Corp        B3/03/OA        CROW.  W  T        Dffici 
Nuclear    Material    Safttv   (c  Safeguards,  Dlric  tor         Ip         13647,266 


DOCKET   70-0466   MAINE   MARITIME   ACADEMY,     CASTINE,     HE 


8305030132    Discusses    IE    Insp    Hept    70-0466/83-01    conducted    on    B3O322    No 
rioncamp  1  lane  e   noted  Major    areas    inspected    activities    re 
Pu/Be   sealed    sources 

MARTIN, T   T        Division  of    Eng itiesr ing   t    Technical    Programs,       B3/OO/OH 
CUKIERSKI.M  W       Maine  Maritime   Academy        3pp         1B341    331. 


DOCKET   70-069B   WE8TINQHOUSE   ELECTRIC    CORP    .     PITT6BUSOH.     PA 


DOCKET   70-0824   DADCOCK   d  WILCOX   CO   ,    LYNCHBURO,    VA 


B3O3030523  Forward*    decommissioning    pun    for    facllltu 
OLSEN'A   F.      Babtoct    ft  Hllcox    Co        83/03/2B        CROW.  W  T 
Licensing    Branch         Ip         18284   294 


— B303020326  Decommiis ioning    plan    for    facility 

»      Bab-cock    t,  Wilco*   Co        83/03/30        27pp         IB8B4   293 


Uranium  Fu»l 


9303020075  Foriuards    "Rept    on    Results   of   Quarterly  Ground    Water 
Monitoring   Samples   at  Walti    Mill    Site    rl 

OALM.D   T         Westinghous*    Electric    Corp         83/03/30          HAYNES,  R    C. 
Region    1.    Office    of  Director        2pp         IB30B  263 

— 0303020076   "Kept   on  Result*    of   Quarterly   Ground   Water    Monitoring 
Samples    at    Haiti   Mill    Site    " 
*      Uestlnghouse   Electric    Corp        93/02/28        ISpp         IB303-SI>7. 


DOCKET   70-0712   KERR-MCSEE    NUCLEAR    CORP    ,     OKLAHOMA   CITV.     OK 


al    responie    to   FOIA  request    for    imp    ripts    of    safety 
t  Kerr-McOe«    Pu    plant  at  Cresant.DK  from  Auj- 
JF   Danahua    731102  memo    transmlttlno    IE 

,   7O-1193/73-01    w/portions   dileted 

lion   of    Rules    and   Record*         83/03/22         MIDMER,  R    R, 

jn         Ip  19343    154 


usses    cloaeout    imp   of  License*   SMa-664  t  BNM-69S    on 
ends   that    licensee   be   authorized    to    transfer 
Itles    to    unlicensed   recipient 

imlc   Enarjij    Commission        66/07/39        DUBINSKIrL 

immlssian.       4pp        1B34<3  223 


DOCKET    70-OH46    TEXAS    NUCLEAR    COfiP    .     AUSTIN,     TX 


B3O3030297   Forwards    IE    Insp    Rept    7O-OB46/83-01    on   8303O1    No 
nancofflpl lance   noted 

BROUN, O    B        Region   4.    Office    of    Director        83/04/BB  Rantiy 

Enoineei-ing   Company        2pp.       1B298    133 

-- 830S03030S    IE    Insp    Rept    70-0846/83-01    on    830301    No    noncoflip 1 Unti 
Major    ar»«»    Inspected- nuclear    matl    control    b   aceoutitabilltu, 
including    Facility    orjanliatlon  &   operation,  measuremint   b 
controls   &   shipping   ti  receiving 

CALDWELL.R    A    ,     EVERETT,  R    J    ,     KELLY- J,  A         Region    4.     Office    Of 
Director         83/04/20.        3pp          1B29S    133 


DOCKET   70-0923   KERR-MCOEE  NUCLEAR   CORP   ,    OKLAHOMA  CITY,    OK 

S309I2D224    Addl    response    to   FOIA   request    for    license   applications, 
llonse   d    insp    repti    re  Nuclear    Metals.  Inc    d   correspondc-nc« 
on  amploype   averexpoiurts    to    19BO  Forwards    documents    listed 
In  App   A    Info    partially   withheld    <ref   FOIA  Eiemptlon   l>i. 
FELTON.  J  H        Division    of  Rules    and   Records        83/03/01        MODNEY.  B    C 
Louell    Sun.    Lowell,     MA        9pp         1B4&0.09Q 


DOCKETED  ITEMS 
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— B112290397    Ac*    agreement    u/p,roposed     enforcement    action    per    B11016   me 
since    ravi sedi based    on    NRC    consultant    conclusion    that 
evaluation    of    U   uptake    could    not    establish    that    regulatory 
limit  was    eiceeded 

THQKPSDN.D        Enforcement    !-    Investigation  Staff    (Pro   8203O1 > 
S1/12/O1          KEPPLER,  J         Region    3,     Chicago,     Office    of    the    Director 
101/03/01)          2pp          19462    107 

— 9309130656   Forward!    Enforcement   Guidance   Memorandum  81-31    re    propoaa 
enforcement    action    for    facility 

CARLSON,  R    T        Enforcement    t.    Investigation    Staff        81/12/13 
STAROSTECKIi R        Division    of   Resident    ft  Project    Inspection 
MARTIN,  T    T         Division    of    Eng  I  neerlng    !<    Technical     Inspection 
SMITH. G   H        Division    of   Emergency    Preparedness   &   Operational 
Sup p port          lp          1846S     106 


B3O327O113    Forwards     IE  Insp    Rept    70-1113/33-03    on    830307-11    No 
noncompl lane  e    noted 

STOHRi  J   P          Division  of    Emergency    Preparedness    It   Materials    Safety 

B3/O4/11          LONG,  J    A  General    Electric    Co         2pp         18638   223 

— B303270116    IE    Insp    Kept    70-1 1 13/S3-OB    on    B303O7-11    Na    noncompl iance 
noted   Major   area    inspected    emergency    preparedness 

MARSTQN,  Ft    R         Region   2,     Office    of    Director         JENKINS, 0   R         Division 
of    Emergency   Preparedness   It  Materials   Safety        S3/04/DB        7pp 
10630   327 


S30S05O16B    Forwards    revised    pages    to    fundaments 
plan   Pagas  ulthheld    <ref    10CFR2  79O1 
VAUQHAN,  C    M         General    Electric    Co         03/O4/22 
2,     Office    of    Director          lp          18341    092 


atl    control 


O'REILLY,  J   P         Region 


8303180319   Advliei    of    transfer    of    official    do-cket    files   t,   outstanding 
lie  en  sing    action!    for    lilted    licenses,  from  {J  Fuel    Licensing 
Branch    to    Region    111 

fAQE.R  G        Uranium  Fuel    Licensing    Branch        B3/03/O3        HIND,  J  A 
tteglon   3.     Office    of    Director          lp          18309    073 


3305270156    Forwards    IE   Safeguards    Insp    Rept    70-1 1 13/B3-IO  on   S3040fl-OB 
No    noncamplldnce    noted 

STOHRi  J  P         Division   of   Emergency    Preparedness   Cc  Materials    Safety 
83/04/27         LQNG.J    A         General    Electric    Co         3pp         1B63B    131 


B3 03100030  Notifies  that  official  files  For  License  SNM-928 
transferred  to  Region  III  as  of  8301Ol,aa  part  of  regional 
licensing  program  U/o  stated  FR  notice 

PAGE, R    0         Uranium   Fuel    Licensing    Branch         63/OS/O3         SHELLEY,  W    J 

Ktrr-McOee    Corp          lp          18306   OS6 

B3O3B00472   Forwards    IE    Insp   Repts   7O-O723/63-O2  fc   70-1193/83-03    on 
830302-04   No    noncomp 1  lance    noted 

MILLER, J  R        Region   3,     Office    of   Director         83/03/17        SHELLEY,  W    J 
Kerr-McGee   Corp        2pp         1B916    112 


— 8305370!S<3    IE   Safeguard*    !nsp    Rept    70-1113/63-10   on    B3Q404-OB   No 
noncomp  1  i-ance   noted    Major   areas    Inspected   MC-83206B 
measurements   &    statistical    controls   Details    withhold 
(ref    IOCFR2   790> 
CLAV.G    L         Region    2,     QfFice    of    Director         MCALPINE.E   J        Dlvisi 


of    Emergency   Preparedness   t<  Materials   Safaty 
18630    133 


83/04/27 


DOCKET    7O-1143    HESrlNGHOUSE    ELECTRIC    CORP    ,     PITTSBURGH,    PA 


— 3303200482    IE    Insp    Repti    70-0923/83-03   i    70-1 193/B3-03    on   B30302-04    Mo 
noneompllance    noted   Major    areas    Inspected    facility 
organimtion  &    operational  records    t   repta    &  mjt    of   rnatl 
control    BUS    Deballi   uilthheltf    (ref    10CFR3  790) 
MADEDAiT   J    ,     KNICELEVi  J   R    ,     CREED,  J   R         Region    3-     Office    of 

Director        83/03/16       2pp        iBSli,    114 


DOCKET    70-0992    DAVID   WITHERSPODN,      IMC     ,     KNOXVILLE,     TN 


83OB160769  List*    official    docket    file    b   outstanding    llceniing   action 
transferred    to  Region    It, effective   530401 

PAQE.R    0         Uranium   Fuel     Licensing    Branch         B3/OS/O3         QLBHINEKI.J   A 
Division    of   Engineering    t>  Radiological    Safety   Programs         lp 
1BS06   034 

B303ISOBS9   Advi»ei    that    official    files    for    License   BNM-952 
transfarred    to   Region    II    due    to    regional i zat ion, effect ive 
630401 

PAOE.R    0         Uranium   Fuel    Licsnilng    Branch         B3/03/03         WITHERBPOON,  D 
David   HI therspooni Inc         lp         IB 306  O40 


DOCKET  70-1007   GENERAL  ELECTRIC   CO   ,    SAM  JOSE.    CA 


8305020030  Forwards   Annual,    Financial    Sept    1<?82 
CUNNINOHAM,  Q   E        Oeneral    Electric    Co        83/04/04 
Division    of   Fut 1    Cycle    &  Material    Safety         lp 


CUNNINOHAM,  R    E 
1S2S3  304 


DOCKET    70-1113   GENERAL    ELECTRIC    CO    i     WILM1NOTON,     NC 


83OS310109   Acfc    receipt    of    830317    Itr    informing    NHC    of    stepl    t«k*n    to 
corrvct   violation   noted    in    IE  Safeguards    Inap    Rept 
70-I113/B3-03 

STOHR.J  P        Division    of    Emergency    Preparedness    &  Material*    Safety 
83/04/06       LONG,  J  A       Qenaral   Electric   Co        lp        1FJ633   117 

— B30331O113  Responds    to   NRC   330216    Itr   re    violation   noted    in    IE 
Safeguards    Insp   Rept    70-UI3/B3-Q3  Corrective    actions 
withheld    (rtf    10CFR2.  770), 

VAUOHAN,  C   M        Oeneral    Electric    Co        B3/O3/17        BTOHR,  J  P        Divi»ion 
of   Emsrjsncy    Preparidreis    b  Mjtirlflli   Safety         lp         18693    IIB 

8309310132   Forwards    IE  Baftguards    Imp   Rapt   70-1113/83-09   on   830314-18 
No   noncomp 1 iance    noted 

STDHR.J  P        Division    of    Emerfleneu   Preparedness    fc  Materials    Safety. 
83/04/06        LONO,  J  A        General    Electric    Co        Epp         18633    119 

— B305310134    IE  Safeguard!    Insp    Rept   70-1 1 13/B3-09   on   830314-18   No 
noncotnpliince    noted   Major    area*    Impacted    records   (<   repti    & 
internal    controls,  Dat«lli    withheld    (ref    1OCFR2   770) 
LANKFORD,J.fl        Region    S,    Office    of    Director        MCALPINE,E   J 
Dlvlilon    of   Emergency    PreparedntBi   %   Materials   Safety        B3/04/O6 
lp         1B633    121 


B3O4180341    Forwards     IE   Safeguards    Insp    Sept    70-1143/03-03   on   H30316   No 
none  amp  1 ianc  e   nob  ed 

MARTIN, T    T         Division    af   Engineering    &    Technical    Programs         B3/04/03 
JACOB (,U   M        Uestinghouso   Electric    Corp        3pp         17*996   139 

— B304180554    IE   Safeguards    Insp    Rept    70-1143/33-02    on    B30316   No 
noncomp I  lance   noted   Major   areas    Inspected   physical 
protection    measure*    for    protecting    SNM  of  moderate, strflteg ic 
s  ignlf 1 cance 

SMITH.O    C     ,     GODY.rt    T        Region    1,     Office    of    Director         B3/Ofl/01 
2pp          1799A    161 


DOCKET    70-1131    WESTINQHOUSE    ELECTRIC    CORP    ,     PITTSBURGH,    PA 


B303270430    Ac  h    receipt    of   B30317    Itr    Informing    NRC    of    steps    taken    to 
correct   violation    noted    in    IE    Insp   Rept   70-1131/83-03 
STOHR,  J  P         Division   of  Emergency   Preparedness    ti  Materials   Bafety 
B3/04/06         D'AMORE.M         Westinghouse    Electric    Corp          lp         1B644    176 

— 03 032704 5 9  Retpondx    to  NRC    B30213    Itr   re  viuiation   noted    in    IE   Insp 
Rept   70-1151/B3-03  Correct ive   actions    signs    identifying 
nuclear    crlticallty    control    parameters    replaced    on 
B30120 

D'AMORE,M         Westlnghouse    Electric    Corp         83/03/17         O'REILLY.JP 
Region    3,     Office    of   Director        2pp         1B644    177 

— B303270467  Forwards    IE   Insp   Rept  70-1 1 51/B3-03   on   030117-21    d  notice 
of    violation 

STOHR,  J   P        Division   of    Emergency   Preparedness   &  Materials    Safety 
03/02/19         D'AMORE.M        Uestlnghouso    Electric    Corp         3pp 
1B644    177 

— 8303370171    Notice    of   violation    from   insp    on  B30117-H1 

*      Flegion    2,     Office    of    Director         93/O2/15          lp          1B644    1B1 

— B3032704SO   IE    Imp    Rept  70-1151/03-03  on  830117-21    Noncompl  1  ante  noted 
failure    to    post    critical    control    parameters    on   equipment 
in    SNM   areas 

CORYELL,G    P         R«alon    Si     Office    Of    Director         MCALPINE.E,  J 
Division    of   Emergency   Preparedness   &  Materials   Safety        63/02/15 
Spp          1B644    1S2 

B303310120  Ack    receipt   of   83032?  tc   10   Itr*    informing   NRC   of    steps    taken 
to    correct   violation*    noted    in    IE    Insp   fiept  7O-1151/B3-01 
BTOHR,  J  P         Division   of  Emergency   Preparedness    J>  Material!   Safety, 
B3/04/13        D'AMORE.M       Uestlnghoute   Electric    Carp         lp        1B636    128 

630327014?  Forward t    IE  Safeguards    Insp   Rept   70-1131/03-06  on   B304I1-13 
No   noncomji  1  lance   noted 

STOHR, J  P        Division   of   Project  &  Retident   Projrams        83/03/18 
BRITTON.U,  H        Uestinghouse    Electric   Corp        2pp         1063Q' 137 


438 


DOCKETED  ITEMS 


— S3O3270145    IE   Safeguards    Inup    Rept    70-H51/83~Qi    on    B30411-13   No 
noncnmp  1 1  ance    noted    Major    areas    Inspected    siport    !i    import 
verification   tt    followup    on    previous    insp    findings    Details 
withheld     (ret    10CFR2   790) 

BATES.J   W        Region   5.    Office    of   Director         MCALPINE,  E   J         Division 
of    Project   &   Resident   Programs         83/03/li         Ip          IB63S    139 


— S30331Q022   IE  Safeguards    Imp    Rept    70-1201 /B3-Q5  on   830403-09  No 
noncompl  lance   noted    Major   areas    impacted    inventory 
difference   !<   associated    limit    of    error    &   records   t   repts 
Details    withheld     (ref    10CFR2   790) 

JONES,  D   W    ,     RICHARDS,  B   L    -     LANKFORD,  J   B         Region    S,     Office    at 
Director         83/04/27         Ip          18633    124 


DOCKET    70-1193   KERH-HCGEE   NUCLEAR   CORP    .     OKLAHOMA   CITY,     OK 


B30S23G112  Final    response   to   FQ1A  request    for    insp    repts    of    safety 
violations     at   Keri— McGee   Pu    plant   at   Cresant.CK    from   Aug- 
NDV    1972  Forwards  OF  Donahue    731109  memo    transmitting    IE 
Investigation   Rept    70-1 193/73-O1    u/portlans    deleted 

FELTON.J   W         Division    of   Rules    and    Records         S3/03/2B         WIDMER. R   R 
Affiliation   Unknown         Ip          13343    194 

—  930323013il    Forwards   Regulatory    Investigation  Rep6  7O-1 193/73-01    on 
730917-21    No   significant    health   (.   safety    problems    associated 
D/occurrences    reported    in    si  legations 

DONAHUE,  J   F        Atomic    Energy    Commission         73/11/02         FIOfJELCI.G 
Atomic    Energy    Commission          4pp         19343    133 

— 8309230139    Regulatory    Investigation   Rept    70-1 193/73-01    on    730917-21 
Major   area    investigated   anonymous   allegations   re    leaks    Ln  Pu 
uaste   drums  &  unsafe   practices    Info   re    personnel    interviews 
deleted 

DONAHUE.  J   F   ,    FINN, J   A    -     RIDGWAV.K   R         Atomic    Energy    Commission 
73/11/01          18pp         1B543    159 


3305360376  Application    for   amend    to   License   SNM-116B   changing    health 
physics   t   conditions    sections    re    reactor    Insp    iiji 

FORD,  J  T        Babcoc*    t,   Wilcox    Co        83/03/01        PAOE.R,  O        Uranium  Fuel 
Licensing   Branch         20pp         16647  298 


DOCKET    70-1234    TELEFLEX.     INC    ,     NORTH   WALES,     PA 


830SQ90176   Discusses    IE    Insp    Rept    7D-1224/83-D1    on    B30331    &    foruiardi 
notice    of  violation 

MARTIN. T  T        Division   of  Engineering    *   Technical   Programs        83/04/21 
ALDOM,  I         Teloflex,     Inc         2pp          18341     118 

— Q3090301B2  Notice    of    violation    from    Insp    on   B30331    Noncotnpllance   nottd 
required    inventory    of   BNM  not    conducted   &  record*   not 
maintained 
«      Region    1,    Office:    of    Director        83/04/21         Ip         18341-120 


DOCKET   70-1337   EXXON   NUCLEAR    CO    ,     INC    .     RICHLAND,     WA 


— 6305230179    Discusses    licensee    employee   allegations    re    spills    of   Pu    fr 
leaking    tanks   Facility    insp    w/emphasis    on    Incidents, 
ip  1 1  Is, d econtamination  &   personnel    exposures   scheduled    For 
730917 

DQNAHUE.J   F        Atomic    Energy    Commission         73/0?/04  Atomic    Energy 

Commission         4pp         1B543    177 


8303100184  RD  on   83O403,  routine    sampling    of    solution*    between    top    b 
bottom   liners   of   Lagoon  2   revealed    top    liner    leaking    Lagoon 
emptied,  solids    removed   &    liner    cleaned   Slit   &   blisters    in 
lining   repaired 

MALQDYjC  W        Emoti  Nuclear   Co    ,     Ine      (subs      of   Exxon  Corp.  ) 
82/03/09         EHGELKEN.fi    H         Region    3.     Office    of    Director,        2pp 
18374   316 


— 8305230186  Updates  730904  memo    re    licensee   employee  allegations 
concerning   unsafe   working    conditions   due    to   possible 
contamination   of  uork    sites   Related   neus   articles   fc  press 
release   end 

DDNAMUEiO    F        Atomic   Energy    Commission         73/07/13  Atomic    Energy 

Commission         IDpp         18943    181 


8309100178  RD  on   83OI13,  large    quantity    of   air    or    gas    existed    betuten 
linen    causing    large    bulge   Caused    by    rotten    upper    lagoon 
liner  Upper    liner    patched    at    deteriorated    area 
MALQDY.C   U        Etton   Nuclear    CD   ,     Inc       dubs      of   Exxon   Corp.) 
83/04/04         ENGELKEN,  R    H         Region    9,     Office    of    Director         2pp. 
IB 374   2BS 


— B3Q5330196  Bev    1    to   Pu  Plant   Std   Operating   Procedure   KM-NP -37-2, 
"Liquid  Haste  Solidification    "  Related    info   encl 
WULKIN.R         Kerr-MeOee   Nuclear    Corp         72/03/O2         3Ipp         18343    191 

B305200472   Forwards    IE    Insp    Repts    70-0929/83-02   t,   70-1193/03-03    on 
B3O503-04   No    noncompl iance    noted 

MILLER, J   R         Region    3,     Offica    of    Director         83/03/17         SHELL  E  V,  W   J 
Kerr-McGee    Corp         2pp         1Q316    112 

— B30320048H    IE    Insp    Repts    70-O925/B3-02   t,   70-1 193/B3-03   on    S303OS-04   No 
noneomplkance  noted   Major    araat    Inspected    facility 
or  pan!  lation  i  operations,  records  t*  repts   &  mgt    of    matl 
control    ays   Details   withheld     (ref    IOCFR2   790) 
MADEDA.T   J  ,    KNICELEV,  J  R    .     CREED,  J  R        Region  3.    Offica    nf 
Director         83/09/16        3pp.         1SS16    114 


DOCKET    70-1201    DADCOCK   d   HILCOX    CO    ,     LVNCHBUnO,     UA 


B30503O100  Forwards   revised   pages    to   fundamental    nuclear  matli   control 
plan    Revs    incorporate   reorgni lation   of  matls    mgt   group 
change   from  nuclear    power    tn    util    power   generation  group    b 
provide  new   facility    layout   Pages  withheld    (ref    10CFR3  7?OI 
FORD,  J  T         Babcoc*   t   Uilcox    Co         83/02/28  Region    Z,     Office    of 

Director         Ip         IB34I    361 


8303180642  Advisees    that    state-approved    sys    for   monitoring    fluoride 
•minions    in   stack    gases    operational, satisfying    License 
Condition  30  requirements    Determination    of    line    Ion    as    part 
of    std    sampling    procedure   not    required 

MrtLODV.C  W        Exxon    Nuclear   Co    ,     Inc       (subs      of   Exxon   Corp    I. 
03/04/19       CROW,W   T        Uranium  Recovery    Licensing    Branch         Spa 
IB 304   020 


— B3O01BO64B    "Control    b   Monitoring    of    Fluoride   Emissions    for   Exxon 
Nuclear  Fuel    Fabrication  Facility    "    Draft   Procedure   P 6 9261, 
Rev   1    to    XN-NF-1G3,     "Determination    of   Fluoride   ai   HF    in 
Environ  Filters    or   Liquid   Samples,  "    encl 

*      Eixon  Nuclear    Co.,     Inc       Isubs      of   Exxon   Corp    >        83/01/31, 
22pp          18904    030 

8305030074  Notifies   of    Issuance  of   Amend    9   to   License   SNM-iaH7i 

authoriiing    const  *   operation  of    liquid    uaste    treatment 
facilities   Condition   9  date    for    Insp    of    feed    tank    changed    to 
83CH03 

PAGE.R  G  ,    CfiPU.H  T       Uranium  Fuel   Licensing   Branch       83/04/20 

MALODVrC  H        Eixon   Nuclear   Co  ,     Inc       (subs      of   Exxon   Corp    )         Ip 
1B336    110 


— 8303030077  SER   supporting   Amend    9    to   License   8NM-1227 

BID1N8ER.O  H        Uranium  Fuel    Licensing    Branch        B3/04/2O 
lS32o    111 


3PP- 


930SOSOS05  Forwards   revised  Pages    IJ.iti   (.   I    L   revised   Figures  2   &   9   to 
security    plan  End   withheld    <ref    IOCFR2  790) 

FORD.  J   T         Qabcock    t,   Mllcox    Co         83/03/03  Region    2.     Office    of 

Director         Ip         1833B    146 

830S37O174   Foruarrfs    IE   Safeguards     Insp    Rept    70-1201/83-04    on    830331-24 
No    noncompl iance   noted 

STOHR,  J  P        Division    of  Emergency   Preparedness  Ji  Materials    Safety 
83/04/82        ALTO.R   A         Babcocfc    tt   Milcoi   Co         2pp         18639    12B 


DOCKET   70-1301    FLORIDA   POWER    CORP    ,     ST      PETERB8URO,     FL 

8305240034   Submits   annual    rept    re    changes,  t*»t»    8.   elperlments   at   Morri* 
Op,Brations    facility    during    period    B20504-83043O,  per 
IOCFR72  33(b)2 

EOER, K, J       General    Electric    Co        B3/09/O2  Region  3,    Office   of 

Director         Ip          18377    33<? 


— 83O3270254    IE  Safeguards    Insp    Rept  70-1201/83-04   on  830321-24  No 
noncompliance   noted   Major   areas    Inspected'  measurement   t, 
Independent    insp    effort  Details  withheld    (ref    1OCFR3  790) 
BATES.  J  H         Region    S-     Office     Of   Director         MCALPINSj  E   J 
of   Emergency   Preparedness    &  Materials   Safety        83/04/20 
18638    130 


Division 
IP 


8309310016  Forwards    IE  Safeguards    Insp   Rept   7O-1201/B3-09  on    830403-08 
No   noncompliance  noted 

S™5'™P        ulvlsiD"   °f  Emeroenty  Preparedness   &  Materials   Safety 
83/04/28        ALTO.R   A         Bibcock    ft   Wilcoi   Co,        Sff          18653-  tSS 


DOCKET   70-1308  GENERAL  ELECTRIC   CO  ,    BAN  JOSE,    CA 


8303-170948  Forwards    addendum   consisting    of   confirmatory   meaturemints 
program  data    shast    of    analysis    of   watts    lagoon    sample 
completed   after    on* It*    intp, transmitted    bu   830219    Itr 
PAPERIELLO,  C  J        Region   3,    Office   of   Director        83/03/09.       VAN 
H DOM  IBSEN     general    Electric    Co        2pp         1B46B'031 


DOCKETED  ITEMS 


439 


B30313Q227    Forwards     IE   Safeguard*     Insp    Rapts    70-1308/83-03   !. 
7S-ODO1/B3-02    on    830419-21    No    tioncomp  1  lance    noted 

MILLER.J   R         Region    3,     Office    of    Director,        93/03/10         VAN    HQDMISSEW 
Qnn»ral    Electric    Co         Epp          1B439    171 

— S30S13OS34    IE  Safeguard*    Insp   Repts    7Q-1GQ8/B3-02    t   72-0001/53-01    on 
830419-31    No    noncomp 1  lance    noted   Major   Areas    inspected   matl 
control    ti  accountao t 1 i ty, measurement    &    statistical    control 
Details    withheld    Cref    1OCFR2   79O) 

MADEDA,  T    J    ,     STAPLETON,  D   U   ,     CREED,  J    R         Region    3-     Office    of 
Director         B3/05/10          lp          1B439    173 


DOCKET   70-1357    IRT    CORP    .     BAN    DIEGO.     CA 


DOCKET    7O-2953    CONNECTICUT.     UN1V      OF,     STOBHS,     CT 


B3O4230132    Discusses     IE    inap    of   Licenses    SNM-1089.  06-O1430-47    t. 
06-01490-40    on    S3  03  03-  O  4    S.    forwards    notice    of    violation 
MARTINiT   T         Division   of  Engineering    l<    Technical    Program*         03/04/11 
VAN   GELDER.A         Connecticut.     Unlv      of         2pp          10179    273 

—  B30423Q163   Notice    nf    violation    from    insp    nn   330303-01    Nnnc  omp  1  i  ance 
noted    Rooms    3OSR   L    3Sd    containing    licensed   matl    not    posted, 
current    copies    of    Form   NRC-3    not    posted    tc   Room   472   not 


Regi 


1,     Office    of    Director 


R3O3S30026  Application    for    amend    to    License    SNM-1403    deleting    provision 
for    licensee   use    of    bldg    located    at    7070  Convoy    Court 

CROSS  IE, K   L          IRT    Corp         83/01/B3         PAGE, R    0         Uranium   Fuel    Licensing 
Branch        3pp         1B343    126 

— 83O9230Q33  Requests    payment    of    fee    for    revieui    of    B30123  application 
for  amend    to   Llcenn   BNM-14O3 

WEISS,  D        License   FBI   Management   Branch         03/03/07        CROBBIE.K   L 
IRT  Carp         lp         18943    130 

— B SO 523003 5  Forwards    fee    for    amend    requested    in   030135    1 tr 

CROSBIE. K   L          IRT   Corp         83/03/14         WEISS, D         License    F«« 
Management    0ranch         lp         1B343    131 


DOCKET  7O-1403  ABINOTDN  MEMORIAL   HOEP    .     ABINGTON.    PA 


DOCKET    70-3973    COMMONWEALTH   SDISON   CO    .     CHICAGO,     1L 


B3O3-1B07B7  Eiecuted    Indemnity   Agreement   8-97 

SALTZMAN.J         Assistant    Director    for   State   &   Licensee   Relations         * 
Commonwealth    Ctflson    Co         83/05/06         13pp         18903   332 

S303190004   Forwards   Hatls    License    SWM-I917   *   safety    evaluation   License 
3NH-1717  authnriles    receipt,  poasessioni  inap   !c   storage   af  U 
enriched    in   U-233   i  sotope.  contained    In    fuel    assemblies 
PAGE,  R    Q         Uranium    Fuel    Licensing    Branch         83/O9/06         TRAMM.  T   R 
Commonwealth    Edison   Co        2pp         IB923  221 

— 8309190006  Hatls  License   SNM-1917.  author  1 1  ing    receipt,  possession,  insp 
!<    starago    of    U  enriched    In   U-233    Isotope   contained    in    fuel 
aisemb 1 ies 

*      Division    of   Fuel   Cycle   t<  Material    Safety        B3/O5/O6        3pp 
13323   3S3 


B30SO90134   Dllcusiei    IE    Insp   Repts   7O-1402/S3-01 . 30-0274B/B3-OI    t. 
3O-00433/H3-01    on   B3031 3  &   farU9ro-«    notice    of    violation 
MARTIN.T   T        Dlvlilon   of   Enolneering   i    Technical    Program*        03/04/21 
CANDIA.O        Ablngton  Radlologi;    Servlceo,    Ltd         2pp         1B341    34B 

— S3O5030I40  Notice    af    violation    from    insp    on  830313  Honcomp 1 iance    noted 
one    patient    implanted   u/paconaker    did    not    have    required 
6-month    follauup    eiimiper   Condition    16    <10CFR2iApp    C)    Raply 
•  (peeled   ml  thin   30   days 
»       Region    1,     Office    of    Director         S3/04/21  lp          18341    390 


—8303190007   Safety    evaluation    supporting    License    SNM-191  7,  au  thor  i  I  inj 
rece  1  pt.  possession,  Insp    I>  storage   of    fuel   assemblies 
containing    U    enriched    to   3   39K 

SERIMI.B   L          Uranium   Fuel    Licensing    Branch         93/03/O6         12pp 
18523   2S6 


B3OS240339  Foruiards    executed    capij    of    Indemnity  Agreement   B-97 

OSTER,  J        Commonwealth   Edison   Co        83/O9/1?        SALTZMAN.  J        Assistant 
Director    for    State  &  Licensee  Relations        I3pp        10373   345 


DOCKET   70-1621    DUQUEBNE   LIGHT   CO.,     PITTSBURGH,     PA 


DOCKET    7O-29B3    ROCHESTER,     UNIV      OF,     ItOCHESTCR,     NY 


B3O5120011    Forwards    Endariement  A3    to  NELIA   Policy    NF-22A  (t  Endorsomsnt 
M    to   MAELU  Pollen    MF-B7, 

BAf)N£TT,J  E        Canover   &  Associates.     Inc      Insurance        83/09/03 
DINITZiJ        Office    of   Nuclear  Reactor  Regulation,     Director        3pp 
IB423  070 


DOCKET  70-2926   DETROIT  EDISON  CO   ,    DETROIT,    MI 


8303200139  Forwards  License    BNM-1713   for    Unlv  of   Rochester,  authori  i  ing 
possession   of    436  g    enriched   U, in   form    of   U  hexafluride 
PAGE,R    O         Uranium   Fuel    Licensing    Branch         03/09/13         GREGORY,  W    D 
Rochaster.     Univ       of,  lp          13540   239 

--8303300163  License   SNM-191B   for   Univ   oP   Rochester  authoriiing 
possession    of    496   g    enriched   U  aa   U  heiaf luurlde 

FAQE,F)   G         Division    of    Fuel    CuclB    !<   Material    Safety         03/03/13 
4pp          lB3flO    240 


83O3030706   Diicu*iei    itemi    of    In ternst, 1 ncl uding    DOE  B30419  vlttt   to 
NHB8   to    tumlne    docket    film    of   Kar-r-rtcQee   West   Chicago   R*r* 
Earth*   Facility    tc   Detroit    Edison  Co  B3041<7   visit    to    dl«cusi 
propo»«d    llcenx    conditions    for    BNH-19-1S    for    Pusl    storage 
PACE,  R   0        Uranium  Fuel    Liconslng    Branch         B3/O4/20        DAVIS,J   0 
Division    of   Fuel    Cucle    t.  Material    Safety         3pp         1B309    109 

B30917D662   Advlies    th*t    proposed    statutory    merger    of   Wolverine   Electric 
Cooperative. Inc    &  Northern   Michigan   Electric    Cooperative, Inc 
completed    on   921231    Wolverine   Pouier   Supply    Cooperative,  Inc 
fi    new  company    n»ma 

TAUBERiH        Detroit   Edison   Co.       83/04/20        SERINI. D   L        Uranium  Fuel 
Lie  mi  Ing    Branch.        lp,       18496  346. 


DOCKET  70-29B3   PEWNSVLVANIA  POWER   (.  LIGHT  ALLENTOWN,    PA 


Q3O31S0646  Application    for    liconso    to   receive,  possess,  stovei  Inspect  & 
package    for    trjniport   nuclear    fuel    bundle/an embl ies 
Supporting    documentation   end 

CURTIS, N  W        Pennsylvania    Power   fc  Light   Co        B3/04/1H  Qffiee   of 

Nuclear    Material    Safety    &    Safeguards,  Director         29pp         1S3O3    204 

8303240339  Forwards   B30412  application    for    receipt   b   storage    of   new 
Fuel    W/o   enel 

KETZLftCH,  N        Uranium  Fuel    Licensing    Branch        H3/O5/17       CUTCHIN,  J  M 
Office     of    the    EiECUtlVe   Legal    Director          lp          10593    337 


DOCKET  70-2932  TEXAS   UTILITIES  GENERATING  CO   ,    DALLAS.    TX 

8303170029  Application    for   amend    to    License    SNM-1912   adding    othrr  m»tl» 
raquiring   NRC    Hcenii    specif icallg    b   seeking    authori  latlon 
to    recelveioun   d  use   ctrtain    byproduct    matl    In    connection 
U/preoperatlon   &   startup    activities 

OAfiV,  R   J,       Tei«i    Utilities   Genaratlng    Co        83/04/11  Office   of 

Nuclear   Material    Safety    h   Safeguards, Direc tor         13Spp         18494:017, 

8303170002  Forwards    executed    IndemnitiJ   Agreement   B -96,  per   830214 
request 

COSH,B  W       T»«ai   UtIUti»«  oeneratlng   Co       83/O4/1B,      PAOE.R  0 
Ur'nluffl  Full    Licensing    Branch         14pp         1B302.O21 


83O52403A3  Foruiardi   03O412  application    far   receipt  ti  storage    of   neu 
fuel    H/o    encl 

KETZLACH.N        Uranium   Fuel    Licensing    Branch        83/03/17        PERCH,  R    L 
Licensing    Branch    2          lp          10393   357 

PACKAGING  OF  RADIOACTIVE  MATERIAL  FOR  TRANSPORT  AND 
TRANSPORTATION  OF  RADIOACTIVE  MATERIAL  UNDER  CERTAIN 
CONDITIONS 

DOCKET    71-0001    ANEFCD,     INC 


B3O50407OO  Requests   addl    info   re   030319  application   for   revieu  b 
approval    of   Rov   7   to   OA  program   concerning    requirements 
for    Anefco   shipping    packages 

MACDQNALD,  C   E         Transportation   Branch        03/04/29        MURPHY,  D    J 
Anefco>  Inc         3pp          19336   230 
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DOCKET    71-0113   RANCHERS   EXPLORATION    &    DEV      CO 


DOCKET    71-3036    MODEL      CNS    11-190.     C HEM -NUCLEAR    SYSTEMS,      INC 


8309240091     Advises    that    final     tea  ting .  ba lane  Ing    adjustment   &    acceptance 
of    new   ventilation    su,a    scheduled     for    completion    b  if    830630 
Entire   sys   mutt   be   rebalanced    each    time    add  1    process 
component   added    to    sija 

MANSER, M   C         Nuclear   Fuel    Seivices,      Inc        (subs       of    Gettg    Oil    Co    ) 
B3/03/03         PAGE.R    Q        Uranium   Fuel    Licensing    Branch          2pp 
IS 594   303 


S3O317O733   Requftts    amend    to   Certificates    of   Compliant*   4244. 91 1 1, 
(<   3026  allowing    fissile   mat  Is    in   byproduct   matl    providing 
1OCFR17O    limits   are    not    exceeded 

PGPPE.L  K        Chem-Nuclear   Systems,     Inc        83/04/14        MAC  DONALD,  C   E 
Transportation    Branch         2pp          IB496    1B3 


DOCKET   71-0166   NEW   YORK   TESTING   LABS,      INC 


63O5240046   Request!    registration    as    u-ser    of    Model    C-IO    source    changer, 
Model    T-3-T   encapsulated    source, Mode  1     IR-3Q    source    changer    fc 
Model    7   encapsulated    source 

ROCKETT,  D   R         Babcock    1   Ullcoi    Co         83/04/19         MACDDNALD.C    E 
Transportation  Branch        Ip        18394  301 


DOCKET    71-8332    MODEL      2030-1,     ENERGY,     DEPT      OF 


H30504O7B2    Informs    that    Certificate    of   Compliance    3332   for   Modal 
2030-1    shipping    package    expired    on   B3O131 

MACDONALD. C   E         Transportation    Branch         83/04/19         BARRACLAUQH,  E 
Energy,     Dept       of          Ip          18327   243 


DOCKET    71-3352    MODEL      CAS   CYLINDER    FIRE    IMPACT   SHIELD,     ENEROV,     DEPT 


DOCKET   71-0494   MONTANA    X-RAY.     tNC 


B304 130034    Forwards    Montana    X-Raij*  Inc    OA    program,  Imp  lemauted    for 
License    25-21134-O1    per    1QCFR71     13(b >  (  1  )  < i 1 1 ) 

STRINGHArt,  S   D        Ho  tit  ana    X-Ray,      Inc         33/03/03  Office    of    Nuclear 

Material    SaFetu   (.    Bflfeguarils,  Director          Ip          1793B    290 

— 9304130042  OA  program  for   QA  proc edaresi engineBring    procedures   & 
specific    package   design    approval    provisions 
STRINQHAN,  S   D        Montana    X-Ratf.     Inc          83/03/03         2pp          179&3291 


B3O926Q003   Forward*   Rev    1    to   QRNL/ENO/TM-3,  "BAR    for   Packaging   ORNL 

Oat   Cylinder   Fire   *.    Impact   Shield,"    final  draft 

THAVIS.W   H        Energy,    Dept      of         B3/Q4/IB  MACDONALD, C    E 
Transportation   Branch        2pp         1S64B    123 

— 8303360004  Rev    1    to    "8AR    for   Packaging    ORNL   Oat   Cylinder   Fin  &    Impact 
Shield,"    final    draft   U/lix    oversize    drawings   Aperture    card* 
ara  available    In  PDR 

EVANS,  J  H  ,     LEVINE,  D  L   ,    EVERBDLE,  R   E        Oak   Ridge   National 
Laboratory        DHNL/ENQ/TM-S   DRF   01        B3/04/30        129pp         18648'  123 


DOCKET   71-0493   SOUTHWEST   X-RAY   CORP 


6305040671    Forwards    OA  prosram   for  Licenia   flS-19788-01 
TILLEYiR         Southuiast    X-Rau         03/04/13         MACDONALD,  C    E 
Transportation  Branch        Ip        13336  250 


— a303040679  QA  program   for    compliance   U/10CFH71.  App    £ 
TILLEV.R         Southwest    X-Ray         B3/04/I3         3pp          1S33-6 


DOCKET    71-3607    MODEL      T-2,     ENEROYj     DEPT      OF 


B3092300SD  Foruardt    reviled    page*    to   ANL    "T-2  Snipping    Packagi  SAR. 
MOSEH.R  H        Energy,    Dept      of        33/04/12        MACDONALD, C   E 
Transportation   Branch        3pp         18946  001 


— 3303330096    "T-3  SMpping   Package    8AR, "    reviled    pagei 

FRANKLINiE,  M        Arflonne   National    Laboratory        83/03/31 
1B946   004 


137pp 


B305 130256  Forwards   QA  program  approval    far   Radioactive    Matl 
Package  O49S.  Rev  0 

rtACDQNALD,  C  E       Transportation    Branch         83/O9/03        TILLEYi  R 
SouthuiBat    X-Rau        Ip        19437   172 

--B303130261    QA  program  approval    for   Radioactive  Matl   Package  0195, Rev  0 
MACDONALD, C   E         Transportation   Branch          B3/09/O3          Ip          1B437    173 


DOCKET  71-0196  NUS  CORP 


B303230169  Forwards   Revs   A  !<   B    to    QA   proBram  manual    For    packaging   used 
in   transport   of   ranf loalti ve   matl 

MOTL,0   P         NUS   Corp         B3/O3/02         MACDONALD.  C    E         Transportation 
Branch        IP        1B346   141 

— B303230176  Revs  A   &  B    to  QA  program  manual    for    packanlno    usad    in 
transport   of   radioactive   matls 
CASELLI.A   E   ,     MOTL,  0   P         NUS   Corp         B3/Q3/02         ?lpp          18316:  113 


B3OS1&O626    Doc  if  men  tj    8304 11    telcon   re    registration   for   OE  T-2   packagi 

No    Itr   of    registration    located    In    files   Current   validity    of 
NRC   77043 B  notice    of    registration    questioned 
DEIOL,  H  0        Texas   AIM  Unlv   -    College   Station,    TX        83/04 /IB, 
MACDONALD, C  E        Transportation    Branch         Ip         1B303  3B3 

— B303180630  Notification   of   r«gi«tration  as    utir   of   Model    OE  T-a    in 

response    to    770404  request 

MACDONALD, C    E,       Iran » nor  tat  I  on   Branch"         77/04/S0        RANDALL,  J  D 

Te«as  A4M  Unlv   ,    College   Station,    TX  Ip,       1BS05-3H& 

83O3S30697  Rtqu.iti    clarification    at    to   whether    lleen>*e    may    continui 
to  use  QA   procedure    already    approved    or    whether   requast 
far   registration   should    be   amended    band    on   nod    to    inner 
basket  on  OE   T-2  packagt 

DEIOL, H  J        Texas   AfcM  Unlv   ,    College   Station,    TX.       83/03/02 
MACDONALD, C  E.       Transportation    Branch         Ip         1B94S  323 


DOCKET  71-3B14  MODEL      NRBK-41,     -42  J,   -43,    ENEROY,    DEPT.     OF 


DOCKET   71-4996   MODEL      RA-2,     RA-3,     RA-J,     GENERAL   ELECTRIC    CO 

B30S110019  Notification   of  registration   as    user   of   Model    RA-3 
In  r«spon9B    to  830-217  request 

MACDOVALD,C   E        Transportation    Branch          B3/03/03         COUNSILiH    0 
Northeast   Utllitiei        Ip         1S421    S42 

930S170097  Forwards    Rev   14   to  Certificate:    of    Compliance    4-9B6    for 
Models   RA-2   fc   RA-3 

MACDONAUO.C   E        Tran*ngrtatlon   Branch          B3/OS/1 1          VAUQKANt  C    M 
Oeneral    Electric    Co        2pp          18493    331. 

— 830317010-2  Certificate   of  Compliance    490i,Rev   I4i  for   Model! 
RA-S   f-   RA-3 
MACDDNALD,  C   E        Transportation    Branch          B3/03/11.        3pp.        1BH9S   333. 


B30309004B   Forwards   Rev    1    to   Certificate    of   Compliance    OB14   for   Mod«l« 
NRBK-41,  NRBK-42  <<  NRBK-43 

MACDONALD,  C.  E.       Transportation   Branch        83/04/2B        ENOEL,  H,  P, 
Energy,    Dept     of       4pp        1B3S1    176, 

— 8309090056  Certificate    of   Compliance    9B14, Rev    lj for   Hodflli   NRBK-41, 
NRBK-42   ti  NBBK-43 
MACDONALD, C   E        Transportation   Branch        B3/04/2B        4pp         18301-100 


DOCKET   71-3874   MODEL,     WAPD-40,     ENEROY,     DEPT.     DF 


8303090149   Forwards   Rev    1    to   Cirtiflcate    of   Compliane*   3874   for 
Model    MAPD-40. 

MACDONALDtC  E.       Transportation   Branch.       B3/04/SB        ENOEL,  H  P 
Energg,    Dept.     of.       4pp         183B1    113 


—8309090150  Certificate    of   Compliance    SB74,  Rev   lifor   Model    HAPD-40 

MACDONALD.C   E        Transportation    Branch        S3/04/2B        3pp         1B3B1    117 
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DOCKET    7I-3S73   MODEL      WAPD-39   &    NRBH-44,     ENERGY,     DEPT       OF 


DOCKET    71-634*    MODEL      FSV-1  .     GENERAL    ATOMIC   CD 


B3O3O90133   Forwards    Rev    1     to    Certificate    of    Complianca     3B79    for 
ModBli    UAPD-39    &   NRBK-44 

MACDONALD,  C    E         Transportation    Branch          83/04/2B         EN8EL.  W    P 
Energy.    Dopt      of         4pp         19381     ISO 


Certificate    of    Compliance    5875,  Rev    I,  for    Model*    WAPD-39  4. 
NRBK-44 
MACDaNALD.C    E         Transportation    Branch          B3/O4/3B         4pp          18381     124 


83O5O9O231    Requests    registration    as    usar    of    Model     FSv-1 

KALIVIANAKIS,  N         Coromnnuea  1 t h    Edison    Co         83/04/13        MA-CDONALD.C 
Transportation    Branch  Ip          19331     101 


8305170996   Notification    of    registration    as 
response    to    83O419  request 

MACDQNALD-C    E          Transportation    Branch         83/05/09 
Commonweal  tJi    Edison    Co          Ip          18496    107 


of   Model    FSV-1    In 


KALIVIANAKI6.N 


DOCKET   71-5937    MODEL       BMI-1,     BATTELLE   COLUMBU9   LABORATORY 


DOCKET    71-64OO   MODEL       64OO,     WE9TIN8HDUSE   ELECTRIC    CORP 


£3303230016    Requests    registration    ai    user    of    Model    EJMI-1 

WETHY.C    H         Florida    Pouer    &   Light    Co          B3/04/20         MCDDNALD.C   E 
Transportation    Branch         Ip         18542   296- 


B3O91BQ67Q   Forwards    revised     application    fa 
Compliance   £4OO   tt  6272 

MQSER.H    M         Eneray,     Dept       of         03/04/19 
Transportation    Branch          2pp          1 8503    194 


amend    to  Certificates    at 


MACDQNALD,  C    E 


DOCKET   71-3979   MODEL       3979,     ALPHA-OMEGA    SERVICES,      INC 


&3OS06020B  Forwards    Rev   4    to   Certificate    of    Compliance    9979   for 
Model    9979 

MACDONALD.C    E         Transportation    Branch          83/04/21          BRADLEY.  U, 
Alpha-ani»ga   Services,  Inc         Ip         18359   397 

— B3090602I2  Certificate    of    Compliance    S979,flev   4.  for    Model    3979 

rtACDONALD.C   E        Transportation   Branch         83/O4/S1         3pp         1Q359   359 


DOCKET   71-S9BO   MODEL       OE-600,     GENERAL   ELECTRIC    CD 


Et3O3Q*?01 13  Forwards    Rev  7    to   Certificate    of    Compliance    39BO   for 
Mad*  I    OE-600 

MACDQMALD. C   E        Trantportatlon    Branch         B3/04/2B        CUNNINQHAM,  O  E 
Q«n«r*l    Electric    Co        Epp         1B381;132 

— 9303090121    CertificatB    of    Compliance    9"?aOj Rev   7    for   Model    OE-iOO 

MACDONALD,  C   E        Traniportatlon   Branch         B3/04/2B        £>pp         1B3S1    134. 


— B3O51BOA7&   Revised    application    for    amend    to   Certificate*    of   Compliance 
6400    t.   6372    Approval     far    special    packaged    lalidiPied    uaste 
as    authoriied    content*    In    shipping    containers    requested 
*       Energg,     D«pt      of          B3/O4/30         24pp         18309    196 


DOCKET    71-6499    MODEL      PADUCAH   DEMONSTRATION   CASK,     ENERSY 


B3091A0276  ForuJards   request    for   addl    info   TB  831117  application 
requeiting    approval    nf    model    Paducah    damonstrat Ion   cask 
packaging   Response   must    be    received   within  30   days   of    1  tr 
receipt 

MACDDNALD.C    E          Transportation    Branch         S3/O9/Oi        PRICHARDiR 
Energy.     Dept       of         3pp  1B479   03 a 


DOCKET    71-6990    MODEL      6-GB-l,     ENERGY.     DEPT      OF 


B3OS2403S2  Forwards   Cortlfieate    of  Compliance  6990. Rev  O. f or   Model 
6-OB-l 

HARVEY.R   V        Laurence    Borlceleu   Laboratorc/        83/O3/03        MACDDNALD,  C  E 
Transportation    Branch         Ip         1B974   32O 


DOCKET    71-6244   MODEL      6S44.     CHEM-NUCLEAH    SYSTEMS,      IWC 


83D9I70733  Requests    amend    to   Certificate!    of   Compliance   6S44,  91 1 li  6601 
fc   S02t  allouing    flisile   matls    in    byproduct  matl    providing 
10CFR170    limits    Are    not    exceeded 

POPPE.LK        Chem-Nueliar   BystEms,     Inc         83/04/14        MACDONALD.CE 
Tram-iportation   Branch        Spp         1B496    1B3 


DOCKET    71-627H   MODEL      &S7S,     U   8      ECOLOGY 


—B30B24O396  CertiflcatB    of    Complianco    6930. Rev  0,  for  Model    6-CS-l 

MACDONA1.D.C    E         Transportation   Branch         83/09/03        Spp          1B391   221 


DOCKET    71-6993    MODEL      PADUCAH    TIGER,     ENEHOV,     DEPT      OF 


B303O40791    Informs    that    Certificate    of   Compliance    6993  for   Paducah 
Tlgvr    shipping    package    expired    on    B30331 

MACDDNALD,  C.  E          Transportation   Branch         B3/04/19         BLALOCK.  L 
Enargyi     Dept      of        Epp         18327    194 


83O 5 180670  Forward i    revised    application    for    amend    to    Cortif icates    of 
Complianea   6400  S.  6272 

MQBEB,  R   M        Energij<     Dtpt      of        83/04/13        MACDONALD,  C    E 
Transportation   Branch        Sf o         I89O9   134 

— B30S1B0676  Revind    application    for   tmani    tn  Ctrtiflcatvi    of   Compliance 
&4OO  A  6S7S  Approval    for    special    packaged    solldiflvd   wait* 
••    cuthorlied    contents    in    shipping    containers    requested 
*       Ennrgg,     Dept       Of         83/04/30         S4pp  1B503    136 


DOCKET   71-6294  MODEL'    UNC-2901.    COMBUSTION  ENQINEER1NO   CO 


8305030001    Foruardi    chingti    to   8E1217  request    for   amend    of   Certificate 
of    Compliance   6294   W/three    oversiie    drawings    Aperture    cards 
arc    •vallaole    in   PDR 

FORD.  «J   T         Bab  cock    t   Hllcoi    Co         83/04/19         MACDDNALD, C    E 
Transportation   Branch         05-pp         18309,243 


S3O32400&4  Requests   extension    of  Certificate   of  Compliance    6933   for 
use    In   moving    U   heiofluori.de    betue-en    gaseous    diffusion 
plants    Leak    test   data,    Forthcoming 

PRICHARDiR    P          Enorgg,     Dept       of         S3/04/2?        MACDONALDiC    E 
Transportation    Branch         Ip         1B577  361 


DOCKET   71-6601    MODEL      CHB   B-l20i    CHEM-NUCLEAR   SYSTEMS.     INC 


B3O9020335  Requests  mailing    address    change    for  BD  Withers 

*      Portland    Heneral    Electric   Co        B3/04/OB  NRC  -  No    D*tall«d 

Affiliation    Oiven         Ip          18384   29B 

8303170733  Requests   am»nd    ta   Certificates    of  Compliance    6244,9111,6601 
tt    SD26    allowing    fissile    natls    in   byproduct  matl    providing 
1OCFR17O    limits    are    not    exceeded 

POPPEiL   K        Chem-Nueloar    Byntems,     Inc        83/04/14        MACDONALDi  C   E 
Transportation   Branch        2pp        1B496  183 


9303060187   Forward*   R«v 
Model    UNC-2901 

MACDOMALD.C   E        Transportation    Branch         93/04  /HS 
Combustion   Enjlnterina,     Inc.       2pp         1B364    302, 


to    CirtlfLtat*    of    Compllanci    £394   far 

EBKRIDOE,H  K 


S3O91705S9  Notification   of    raglstration  ai    user   of  Model    CN9  8-120 
in    response    to   B303O4   r*g.uest 

MACDONALD, C,  E        Transportation  Branch  B3/O5/O9       COOWEY. M  J 

Phtlldelphld    Electric    Co         Ip         13496  103 


— B3O9O6019D  C*rtlficate    of    Compliance    6294i Rev  6, for  Model    UNC-2901 

NACDONALDiC   E        Transportation   Br.ntti         83/04/25        9pp         18364. 3O4 


DOCKET   71-6639   MODEL      MH-IA,     ENERGY.    DEPT     OF 


8303180210  Responds    to   B30Z2*    Itr   requestinj    addl     info  n    approval    of 
Mod»l   MH-IA  Eslimst**    that    4  months   will    bo   raqulred 
to    respond    to    questions    Packaging    enginaers  uill    arrange 
meeting    to    discuss    request 

PRICMARD.R   P         Energy,     Dept.    of        B3/04/80       MACDONALD,  C  E 
Transportation   Branch         Ip         13803  331 
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3303170973   Summary     nf    B3Q5Q2   meeting    ui/DDE   &   Sandia    in   Silver   Spring, MD 
re    review   of   SAR     for    S309D7   MH-1A    application 

DDEGAARDEN.R   H        Tranapor ta t  !on    ffranch         B3/O3/06  Traniportation 

Branch         2pp         IB496    124 


DOCKET   71-670B   MODEL       C-6.     ENERGY,     DEPT      OF 


DOCKET    71--9049   MODEL      GE-900,     GENERAL    ELECTRIC    CO 


Notification   of    registration    a*    user    of   Modal   OE-SOO 
in    response    to   B3O412  re  HUB  it 

MACDQNflLD.C   E         Transportation    Branch          03/03/03         9TEIN.8   B 
Advanced    Medical    System*,     Inc          lp          1341 1    33B 


3303090214    Informs     tfiat    Certificate     of   Compliance    67O8    for    Model    C-i 
sMpplng    package    «(pired    on   S3 1031 

MACDOWALD,  C         Transportation   Branch         83/04/1"?         PETERSON,  J   II 
Energy.     Dept      of          lp          18331     1]0 


DOCKET    71-6717   MODEL      6717-B.     OAHMA     INDUSTRIES 


B3030200il    Bequests    registration    as    user    pf    Gulf    Nuclear    1OX,  20V.  U-l  10A 
&   Gamma    Industries   Models   C-10  &   Century   &  Pipeliner    I 
FILLEY,  R         Southwest     X-Ra«         83/04/13         MACDONALD,  C    E 
Transportation  Branch        lp        1B30B  286 

B305340046   Requests    registration    as     user    of   Model     C-1O   source    [Hanger, 
Model    T-3-T    Encapsulate!!    source,  Model     IR-90   source    changer   & 
Model    7    encapsulated    source 

ROCKET!.  D   R         Babcct  t    »   WJlcoi    Co         83/04/17         MACDONALD,  C   E 
Transportation  Branch        lp        1H394    301 


DOCKET   71-9070   MODEL      N-S3,     ENERGY,     DEPT      OF 


B3031B0019   Application    for    eiemptlon   from   requirement    of   Certificate 
of  Compliance    9070   for   Model    N-33  Requests    on*    time    shipment 
of  Pu    Fluoride    neutron    source    containing   33  Cl    Pu-23S    in 
encapsulated    form 

NARDI.A    J        Hestinghouse    Electric    Corp         83/04/29         M AC DONALD,  C    E 
Division    of  Fuel    Cycle   &   Material    Safety        3pp         16497   200 


DOCKET    71-9079   MODEL      HN-100,     SERIES   S   «<   2A,     HITTMAN   NUCLEAR 

Q30304.0147   Advises    that   encl    Hittman  Nuclear   ti  Devilapment   Corp 
8304O6   proprletarg    application   tt   associated    repts    t>   drawings 
re  Model    HN-100,  Ser IBS   2    package    design    should    be    placed    In 
PDR.  per    83021 A    Itr 

MACDONALD.C   E         Transportation    Branch         B3/04/3S         SCOTT, 8         DdCUMnt 
Management    Branch          lp          18336   231 


H3Q5110O23  MotiFication    of    registration   as    user    of   Model    6717-B    in 
response    to   B30413  request 

MACDOMALD,  C    E        Transportation    Branch         93/O3/O3        TILLEV.fi         Sooner 
X-Raif    ii   Mag    .     Inc  lp         1S411    357 


DOCKET   71-9010   MODEL      NLt-1/2,     NL    INDUSTRIES,     INC 


B3051701G3   Forwards    Rev    9   to   Certificate    of    Compliance   9010    for    Model 
NLr-t/a 

MACDONALD.C    E        Transportation   Branch         B3/03/EO         JOHNSON. C    R 
Nuclear    Assurance    Corp         3pp          13493   348 


--930*040159  Forwards    addl    info    to    support   830B16   requeit    that   HN-(OOi 
Series    S  casks    be    Included    In   renaural    of   Certificate    of 
Compliance   907?  Rev  6   to    "Calk    Handling    Procedurt    for 
HN-10O, Series   S  &  Berlas   3  "    encl 

MALLORY.C  M        Hittman  Nuclear   t,   Development   Corp       (subs      Hlttm«n 
Corp    (         83/04/04        MACDONALDj C        Transportation   Branch,       3pp. 
18336   333 

— 9309040176  REV  6    to    "Ca»k    Handling   Procedure    for   HN-100,  Series   2  Ic 
Series    3  Shielded    Transport    Casks    "    W/three    oversiie 
drawings   Aperture   cards    are    available    in   PDR 
«      Hittman  Nuclear   6  Development  Corp      (subs      Hittman   Corp    ) 
B3/04/06         ISpp          1833£>   233 


— B3O517O1 13   Certificate    of    Compliance    901O.  Rev    9.  for    Model    NL1-1/S 

MACDOMALD.C   E         Transportation    Branch         B3/O3/10         Spp         18495   331 


DOCKET   71-9013    MODEL       TN-B,     -8L,     NO   USERS 


0303530107    Forwards   Rev    1    to   second    addendum   to    TN-B/9  SAH 
GOC.DMANN,K         Transnuc  tear,     tnc         ea/03/03        MrtC DONALD,  C    E 
Tcan*por tation   Branth          lp         IBSflA   303 

— 930SS30U6  Forwards    Rev   1    to   second    addendum  of    TM-3  t<  TN-9  SAR 
Issuance  of  Rev  3    to  Certificate    of   Compliance    9013   far 
Models   TN-B  &  TN-fli,    paclaolnp,    r«H;ue«ted 

GDLDMANN.H         Tran*nu clear,     Inc          83/O4/S&         MACDDNALO.  C   E 
Transportation  Branch        2pp        1B346  304 

—  8305230125  Rev   1    to    "TN-B   Sc  TN-9  BAR,  Second  Addendum   for  TH-B  &  TN-BL 
Packaging!    " 
*       rransnuelear,      Inc         E'3308    R01         B3/04/2£         33pp         1B946   307 

B305170249    Forwards    Rev    4    to   Certificate    of    Compliance    9013    for   Models 
TN-B    t   TN-BL 

MACDONALD.C   E        Transportation   Branch         B3/03/1E         GDLDMANN,  K 
Transnuclear,     Inc  lp          10493   343 

— B3Q517Q331   Certificate    of  Compliance   901S,Rev  4,  for  Models    TN-8  tc 
TN-SL 
MACDONALD.C   E        Transportation    Branch         B3/03/J2         7pp          18493   34fl 


B30311oail    Notification    of    registration   as    u*or   of  Model    HN-100 
Series  2    in  response    to  9304O1    request 

MACDONALD.C  E        Traniportation   Branch        83/05/O&        MIMECK, D  L 
Electric     Light   &   Power    Co          lp          1B411    352 


DOCKET   71-90BO  MODEL     9080.    HITTMAN  NUCLEAR   *.  DEVELOPMENT  CORP. 

9305 1  SOB  16   Requests    registration    as    user    of    Model    <?OBO    radioactive 
matls    shipping    cask 

MIS. F  J        Rochester  Oas   t  Electric    Corp        83/04/21         MACDONALDi  C   E 
Transportation   Branch        lp         10303  336 

B3031 10019   Notification   of    registration   a*    user    of   Model    9080    In 
response    to  83O21B  requeit 

MACDDNALD.C  E        Transportation   Branch        83/03/03        FAY, C   H. 
Wisconsin   Electric   Power  Co         lp         1B4I1    3B9 


DOCKET    71-9031    MODEL      CNBI     1-13C,     CHEM-NOCLEAR   SVSTEM9.     INC 

83OS17OS87   Notification   of   registration   as    user    of   Model    CNS    1-1 3C 
In   response   to  830228  request 

MACDONALD.C  E        Transportation   Branch        83/09/09        BORBT,  F  J        Public 
Service    Co      of   Colorado         lp         1B496    106 


DOCKET    71-9096   MODEL      CNS   JJ1-3OO,     CHEM-NUCLEAR    SYSTEMS,      INC 


DOCKET    71-9033   MODEL      fiAO   4   660E.     TECHNICAL    OPERATIONS,     IMC 


B30317073B-  Application    for  registration  as    user    of    Tech/OPs  Model    6£>0 
HAWACHl^M        Navg.Dept      of.Pearl   Harbor  Naval    Shipyard        B3/O2/1I 
MrtCPONALD,  C  E        Tran*p artatlon  Branch        lp        19494    183 


B3O01AC-2QO   Forwards    request    for    addl    Info    supporting    830228  application 
•for   amend    to  Model    CNS  21-30O  Response    should    include 
drawl ngsj shielding    &   operating    procedures    &  acceptance 
tests    Response    requested   ulthln  30  daui 

MACDONALD.C  E        Transportation   Branch        03/05/03        PDPPE,  L  K 
Ch»m-Nuc lear  Systems,     Inc         3pp         18473  OOS 


DOCKET   71-7O44   MODEL       OE-loOO-     GENERAL   ELECTRIC   CO 


8305110143   Notification   of   registration  as   user   of    Model    OE-l&OO    In 
response    to  B3D331    request 

MAC&ONALD.C   E         Transportation   Branch         B3/03/Oi         JDNE8.H   C         Omaha 
Public  Pouier   District         lp         18421    349 


DOCKET   71-9IOO  MODEL      KKP-2O-493O,    KERR-MCOEE  NUCLEAR   CORP 


B3O9030181    Requests    registration    3s    user    of   Model    KKP-2O-4930. 
Q'HEA.P  B.       Rhone-Foulene,     Inc        S3/O4/14.       MACDONALD,  C,  E 
Transportation   Branch         lp         18310  03D 
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B3O511013O   Forwards    Rev    S    to    Certificate    of    Compliance    9100    tor 
Mad* I    KKP-20-4930 
MACDONALD.C    E         Transpor ta t i nn 
Korr-McQee    Nuclear    Carp         Epp 


Iranch          S3/05/06 
10134    IO5 


9HELLEY.  W   J 


-- -B30911OI51    Certificate    of   Compliance    91OO.Rev  2, for   Model    KKP-2Q-4950 
MACDONALD.C    E         Transportation    Branch         S3/05/O6         4pp          10434    107 


DOCKET    71-^150    MODEL      PAT-2.     ENERGY,     DEFT      OF 


9305100691   Forwards    application    for    amend    to    Certificate    of    Compliance 
913Q    revising    operational    controls    for    shipping    Pu 
safeguards    samp  las 

CAUDLE,  fl   E         Energy.     Dept       of         B3/O4/19         CUNNINGHAM.  R    F         Division 
of    Fuel    Cycle   t>   Material    Safety         2pp          18304   O73 


DOCKET   71-9103   MODEL      NLI-6302,     NO   USERS 


B3O3110011    Forwards    Riv  3    to   Certificate    of   Compliance    91O3   for 
Mgd«l    NLI-6302 

MACDDNALD.C    E         Transportation    Branch          B3/03/O3         JOHNSON,  C    R 
Nucliar  Assurance   Corp         lp         1B421    243 


— 030318O688    Application    for    amsnd    to    Certificate    of   Compliance    7130. 
revising    operational     controls    for     shipping    Pu    safeguards 
samp  IBS 
»       Sandia    Laboratories         B3/O4/30         33pp          1S304   O7t 


DOCKET    71-9151    MODEL      HN-10O,     SERIES   3,     HITTMAN   NUCLEAR   fc    DEV      CORP 


— S30S 110013  Certificate    of   Compliance    91O3, Rev  3    for  Model    NLI-&S02 

MACDQNALD.C    E         Transportation    Branch          B3/O3/Q3         5pp          18431    231 


DOCKET    71-9103   MODEL      RAD-WASTE    CR    I,     CHEM-NUCLEAR    SYSTEMS,     INC 

83O503O71i  Forwards    Rev  2    to  Certificate    of   Compliance   9103    for 
Modal    RAD-WASTE   CARRIER     I 

MACBQNALD.C    E         Transportation    Branch         83/04/23         DEALj R 
Chen-Nuclear    Systems,      Inc         4pp          1S3O9    075 

— 83Q3C3Q7BQ   Certificate    of   Compliance    91O5,  Rev  3,  for   Model    RAD-HASTE 
CARRIER    I 
MACDONALD, C    E         Transportation.    Branch         83/04/35         Hpp          10309   079 


B3Q523O730   Submits    rev    to    Paragraph    5lbH2)    of    revised    Certificate    of 
Compliance    7151    for    Model    HN-100   Series    3   re   m,ai    quantity    of 
matl 

MALLDRY.C    H         Hittrean    Corp         B3/04/27         MrtCDONALD,  C         Transportation 
Branch         3np          18376    175 

8305170391    Notification   of    registration  as   user   of  Model   CMS    14-170    in 
response    to    S3022S    request 

P1ACDDNALD-C    E         Transportation    Branch         83/03/09        MUSQLF, D 

Northern  States   Pouer   Co        lp         19496  104 

S30517O255   Forwards    Rev   S    to   Certificate    of   Compliance    9131    for    Models 
HN-1OO   Series   3   t,    CNS    14-170   SerlBa    3 

MACDONALD-C    E         Transportation    Branch         03/03/13        SILLYMAN.D 
Hittman    Nuclear    i,    Development    Corp        (subs      Hittman   Carp     1         2pp 
1B193   331 


DOCKET    71-9106   MODEL      DW-2OHC-3,     DABCQCK   &   HILCOX    CO 


S30SQ4O772    Inform    that   Certificate    of    Compliance    9106    for  Modtl 
BW-SOWC-3    (hipping    package   eipired    on   B3Q228 

MACDONALD.C   E        Tranaportation   Dranch         B3/04/19        COR DAN I,  R    A 
Babeock    (.   Wllcox    Co          lp          1B327    299 


DOCKET    71-9111    MODEL      CN8   i-BO-2,     CHEM-NUCLEAR    SYSTEMS,      INC 


— B3O3170260   Certificate    of   Compliance    9151. Rev  3.  for  Model    HN-100  Series 
3   &    CNS-I4-17O   Series    3 
MACDONflLD.  C    E         Transportatinn    Branch         S3/03/I2         Spp          18493   333 

9303260330   Advises    that    encl    Hittman   Nuclear    (.   Development    Corp    9304B7 
Ibr    re   030303  application    for   amend    to  Certificate   of 
Compliance    9131    &   associated    proprietary    SARs    &    drawings 
should    be   placed    in  PDR 

MACDONALDiC   E         Transportation    Branch         03/05/13        SCOTT,  8         Document 
Management    Branch         lp         1B64B  023 


83O317O733  Requests    amend    to   Certificates    of    Compliance   6244,  91 1 1 . 66O1 
5.    SOS6  allowing    fissile   mat  Is    In    byproduct    matl    providing 
1QCFFU70    limits    are   not    eieoeded 

PQPPE.L   K         Chem-Nuclear    Systems.     Inc          83/O4./M         MACDBNALD,  C    E 
Transportation   Branch        app         1S496    183 

0303110017  Notification    of    registration   as    user    af   Model    CNS  &-BO-B 
in    retponne    to   E330314    request 

MACDQNALD-C   E        Transportation    Branch         83/03/03        MUSDLF,  D 
Northern   States    Pouier    Co         lp         1  Bill '  360 


DOCKET    71-9133    MODEL      CENTURY   B   t>    SA,     CEN      UNIV      S   &    SA,     OAMMMA    IND 

B3O427O399  Ac k    receipt   of   response    to   Brror    notice    for   Model    C-10 
Idantlcal    typographical    arror   observed    on  Page    3   of    020430 
tafitij    evaluation 

RIDDLE, D   H         Nuclear    System         03/04/00         MACDDNALD, C    E 
Transportation    Branch         lp         19214-311 

3303230104  Request*  registration  as  user  of  Mode)  Century  S  b  BA 
ENDBLOM'M  R  Hardy  Associates,  Inc  83/04/10  MACOONALD,  C  E 
Transportation  Branch  lp  10346  342 

S30505O43i  Forward*    revised   Page    3    to  SER    on  Model    Century    series 
p»ckaglngi per   83040B    Itr 

MACDDNAUD, C   E        Transportaticm   Branch        83/04/26        RICHARDSON, H   D 
Nuclear    Suitem         2pp          18333   049 


— 830 526 03 S9   Forward*    addl    info    supporting   830203  application   for  amend 
to    Certificate    of    Compliance   9131    to   permit   use   of    stainless 
steel    shielding    insert,  In    response    to   NRC    request  W/four 
oversize    draulngi    Aperture   cards   are  available    In  PDR 
MALLDRY.C    W         Hlttman    Nutlear    (.   Dove  I  opment   Corp       (Subs      Hittman 
Corp     )         63/04/27         MACDONALD,  C         Transportation    Branch         6pp 
1B640   02t 

— 0305260373   REV  7    to    "Cast   Handling   Procedure   for   HN-100  Series  3  & 
Series  3   Shielded    Transport  Casks    " 

*      Hittma.i    Nuclear   k  Development   Corp      (Bubs      Hlttman  Corp    ) 
83/O4/26          16pp          18648   032 


DOCKET    71-9136    MODEL.     IR-50.     INDUSTRIAL   NUCLEAR   CO 


83Q924QQ46  Requests   registration  as    oser    of   Model   C-10   source   changer, 
Model    T-3-T    encapsulated    source,  Model     1R-30    source   changer   tt 
Model    7   encapsulated    source 

flOCKETT.D   R          Babcock    d    Wilioi    Co         33/04/19        HACDQNALD,  C   E 
Transportation  Branch         lp         18394  301 


DOCKET    71-9163   MODEL       GNO-2Q,     QULF   NUCLEAR,     INC 


B3O3240031    Forwards   revised    Info  re  Model    GNB-20   source    container 
HOPCRAFT.C   P         Oulf    Nuclear,     Inc         83/04/2B         MACDQWALD,  C.  E 
Transportation   Branch         39pp          18374    224 


DOCKET    71-914B   MODEL       77O,     TECHNICAL   OPERATIONS,     INC, 


DOCKET    71-9173   MODEL       CNS6-BOB,     NUCLEAR    PACKAQINO,     INC 


B30317O392  Notification    of    registration    at    user    of   Modal    77D   In 
rvspcmse    to   0303S3   request 

MACDONAI.D,  C   E        Transportation   Branch.       B3/05/09        CUNNINGHAM,  G  E 
O*ntrjl    Electric    Co         lp         16496    103 


B3O506Q133  Releases   Nuclear   Pat kaging,  I nc   B3D304  application   for 
certificate    op    compliance,  SAR  t  drawings    to    public    U/o 
drawl ngs 

MACDONALD,  C    E        Transportation   Branch        B3/O4/2S        SCOTT,  S        Document 
Management   Branch         lp         18394  029 


— B3090-6-0142  Responds    to   030313  request    for   addl    application    fee    for 
certificate    of    compliance    Intent    19    to    limit  payload    ta 
Model    CNS  6 -BOH    can   be    licensed   under  Category    11C    so  no 
addl    fee   required, 

STREUTKER,  S   R        Nuclear  Packaging,     Inc        03/03/24        JACKSON.  Q 
License   Fee    Management    Branch        2pp         10334  030 
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-8305060119   Application    for    certificate    of 
bulk    resin    shipping    Flask 
BTREUTt'EH,  S   R         Nuclear    Packaging,     '  nc 
Transportation    Branch          Bnp          18354   -032 


rompliance     for    Model    CNS<b-80B 
93/03/04          HACDONALD,C    E 


-B30506O152    "SAR    for    CNS    6-BOD   Shielded    Cast     to     IOCFR7I  Type    D    Packaging 
Requirements    " 

s      Nuclear   Packaging,      Inc         S3/03/O4         22dpp  IB334  040 

-8305060154  Requests    add]    fee    re    930304    application    for  certificate    of 
compliance    for   Model   CNSt-HOD    bulk    resin    shipping    Flas* 
JACKBDN:<3         License   Fee    Management    Branch          B3/O3/1S 

STREUTKER,  S   R         Nuclear    Packaging,     Ire          2pp  1B394  2A6 


DOCKET    71-9789    MODEL      S3W   REACTOR    COMPARTMENT,     ENERGY,     DEPT      OF 

B3O511Q612  Forward 5   Rev  0   to   Certificate    of   Compliance    97BS   for 
Model    SSW   reactor    compartment 

MACDONALD, C    E         Transportation    Branch         B3/O3/O6         ENGEL, U   P 
Energy.     Dept       of          lp          18415   3S4 

—  9309110614   Certificate    of   Compliance    97BB,  Ruv  0, for   Model    S9W  reactor 
compar  tment 
MACDQNftLD,  C    E         Transportation    Branch         83/09/06         4pp          18413   339, 


DOCKET    71-9901    MODEL       ISO,     ENERGY,     DEPT      OF 


DOCKET   71-9177   MODEL      MUPrtC     £0/]4O,     NUCLEAR    PACKAGING,      INC 


B305Q20Q02   Foruiai-ds   Rev   0    to    Certificate    of    Compliance    9177     For    Model 
NUPAC    [O/140 

MACCONALD.C    E        Transportation   Branch         S3/O4/ie         SrMCHUK.J    D 
Nuclear    Packaging,     I  nc          lp          1B308   26° 


B30S04Q7B6   Notifies    that   Certificate    of   Compliance   9901    for   Model    120 
shipping    package    eiplred    on  830228 

MACDONALD.C   E         Transportation    Branch         83/04/19         PETERSON,  J   M, 
Energy    Dept      of         lp         1B327    19i 


— 9303020004   Certificate    of    Compliance    9177, Rev    D,  f or    Model     NUPAC    1G/I40 
MACDONALD,  C   E         Transp  or  ta  t  ion   Dranc  h         63/04/10          ISpfl 
18303    290 


6303110033   Forwards   Rev    1    to   Certificate    of   Compliance   990!    for 
Model    120 

MACDONALD, C    E         Transportation    Branch         83/09/06         PETERSON,  J   M 
Energy,     Dept       of          lp          18421    304 


— B305020OOB  Safety   evaluation    approving    use    of   Model    Series    A 
uaste    shipping    packages    for    shipment    of    low-specific 
activity   radioactive   matl 
MACDONALD,  C    E         Transportation    Branch         B3/O3/2B         9pp          1S30B   393 


--83051IOO35  Certificate   of   Compliance   9901, Rev    1,  for   Modal    ISO 

MACDONALD.CE         Transportation    Branch         83/09/06         &pp          18421' 309 


DOCKET   7E-91BO   MODEL       900-SU,     AUTOMATION    INDUSTRIES,      IMC 


LICENSING  OF  INDEPENDENT  SPENT  FUEL  STORAGE 

DOCKET    72-0001    MORRIS   OPERATIONS,     GENERAL   ELECTRIC    CO 


83091E0194    Forwards   addl    info    on   operating    Ins  true  tl  ons  .  ace  ep  tance 
criteria    t-    general    maint    for    Model    SOOSU-OP,  per    930411 
request 

9ANTQRO.  M   P         Automation     I  ndeistT-ies,     Inc          B3/O4/21          MACDONALD,  C    E 
TranspOT tation   Branch         Ap p          IB503   324 


6303240034   Submits    annual    rept    re    changes,  tests   fc   experiment*    "t  Morrii 
Operations    facility    during    period    BS0904~830430i par 
10CFR72    33(b)2 

EOER.K   J         General    Electric    Co         33 /OS/OS  Region    3,     Office    of 

Director         lp         1B377  399 


DOCKET   71-91B1    MQDEL      PAB-B-     NUCLEAR   PACKAOINQ,      INC 


B00304009b   Release!    Nuclear    Paclag  ing,  Inc    Q3O331    application    For 
certificate   oF   compliance    b  SAR    for   placement    in    PDR 

MCDONALD,  C    E        Transportation    Branch         93/04/23         SCOTT,  8          Document 
Management    Branch          lp          1B331    367 

— S30S040103   Application    For    certificate    of    compliance     far    NUPAC 
Post-Accident   Sampling    Cask    PAS-2 

STREUTKER,  S   R         Nuclear    Packaging,     Enc         B3/03/31 
Transportation   Branch         4pp        19331    268 

— 8305040!  10   "SAR   for  NUPAC    PA3-S   Packaging    to    10CFR71    Type    B    Packaging 
Raquiiements    " 
»      Nue  lear-   Packaging,     Inc          33/03/31         91pp  IB331    373 


G3O517O943  Foruards   addendum   consisting    of    confirmatory    measurements 
program    data    sheet    of   analgsln    of   uiaste    lagoon    sample 
completed    after    oniite    Inspr transml tted    bg    B30215    Itr 
PAPERIELLD.C    J         Region   3,     Office    of    Director         B3/O3/O9         VAN 
HODMIBSEN      General    Electric    CD         2pp          1B46B   O31 

B305130227   Foviuards    IE  Safeguards    Insp    Repta    70-1309/83-02  & 
72-0001/83-02    on    83O419-21    No    noncomp 1  lance    noted 

MILLER,  J  R        Region   3,    Office    of   Director        B3/09/10        VAN  HOOMIS9EN 
Oeneral    Electric    Co        3pp         1B439    171 

— 3309130334    IE  Safeguard*    Insp    Ropts   70-130B/B3-02  t<  7S-0001/B3-01    on 
830419-ai    No   noncomp 1 iance    noted   Major    areas    inspected   m*tl 
control    t.  accountability,  measurement  ti    statistical    control. 
Details   withheld    (ref    1OCFR2  790) 

MADEDA.  T  J   ,    STAPLETON,  B   H  ,     CREED,  J  R        Region   3,    Office   of 
Director         83/09/10         lp          1B439    173 


DOCKET   71-9510   MODEL      OPHSt     ENERGY.     DEPT      OF 


B3030S003&   Forwards    Info    on     shipping    cylinder     fur    OPHS   module    &   melding 
&   Insp    procedures,  In   response    to  NRC  620 93 O   request   M/ttire* 
overslie    draulngs   Aperture    cards    are   ava  i  1  ad  I  a    lit    PDR 
MILLER,  R    L         Energy,     Dept       ot         83/04/13         MACDDNALD.C    E 
Transportation  Branch         lOpp        1930B  231 


COMMISSION   MEETING   RECORDS 


B303O20329  Unofficial    transcript    of  Commission  830426   public    mooting 
r»    possible   veto    on   restart    in    Wash  ington,  DC  Pp    1-1O7 

*  Commissioners.   83/O4/26    lB7pp    10284  073    24X 
Fiche  30-272,83/04/26,9303020337 

930 3Q 4 00 34   Discusses    status    of    BI.H-OPU    lausult    document    revlau  Me<t 
rapt   eipected   within  2  uki 

D1RCK8,M  J        Office    of    the   Executive    Director    for    Operations 
83/04/20         PALLADINO,  N    .     OILINBKY.V..     AHEARNE,  -J         Commissioners 
Spp         1B33A,  383        24X   Flehe    30-389.83/04/20,8303040034 

— B303040Q6B  Staff   rea.ulrem»nts   memo   re   B3033Q   briefing    on    lnve*tigatlon 
fe   possible    enforcement   action    IE  requested    to    submit 
investigation   results    baiad    on   review   of    all    document*    fop 
new    Info   uithln   3  uks. 

CHILKiB  J        Offtet   of    the    Secretary    of    tht   Commission        M83O33QB 
03/04/08        DIBCKS.M  J        Office    of    the   Eneeutive    Director    for 
Operations        HAYES, B,  B.       NRC    -  No    Detailed   Affiliation  Given 
CUMMINOB.J,  J         Office    of    Inspector    &    Auditor         Spp          1B336   3B7 
34X   Fiche-  30-2B9,  83/04/20.  83Q304Q034 

B3Q3O4QQ86  Transcript  of   8304=2  tariffing    In  Washington. DC  re   THI-S 
cleanup  Pp   1-98 

*  Commissioner*    B3/04/22    l»4pp.   10328  243    24X 
Flcha-  30-3BO,  83/04/22.  83030400&6 

8303040733  Tranicript  of   Commititon  830427  public   meitlng   In 
Maihlnpton. DC   rt   midyr    program   r>viau,Pp    1-90 

*  Conniiilon*r«    B3/O4/S7    SOpp    1B391  S60, 

8303O&0&96  Staff   r«nulr«m«nt«    mtmo   r*    Nucliar    H*«tt    Policu   Act   of    1983 
Cr«f   SECV-B3-1071 

CHILKiS  J        dfflci    of    tht   Svcrvtaru    of    tht    Commiivion        HQ3031S 
B3/03/2S.      DIRCRB,  W  J       Office   of   th*  E^acutivB  Director   for 
Op«r<tloni.       2pp.       1S35B,  128, 

— B3O3060700  Ditcuutt   co-location    of    t««t   fc   evaluation    facility   & 
gt-ologlc   rtpaiitorij,  p«r  830316  Commiiilon   briefing   on 
Nuclear    Matte   Policu    Act   of    1982  Related    info    end 
DIflCKS.W  J       Office   of   the  Executive   Director   for  Oparatloni. 
B3/04/OS       CHILK,  8  J       Office   of   the   Secretary   of   tin  Comminion 
19pp.       1B33B'  130 


G30312OS11    Do^rd   Notification  83-39   forward i    info  r*   component 
cooling    uattr    lyi     dlicuned    at    B30419   meeting    ui/POiiE    In 
Ban    Fi-anciscoi  CA 

EIBENHUT,  D   0         Diviilon    of    Licenilng         83/05/04         PALLADIND,  N   J   , 
OILINSKY,V    ,     AHEftRNE, J         CommijsiDners         3pp          18440523        Z4X 
Flc  h  8    30-373'.  B3/05/04.  830512061 1. 

— B303-120621   Transcript   of  830419  public    meeting    In  San  Fi-«nci»o.CA  re 
revleu   of    compontnt   copllng   uiater    iys   Pp    1-121 
o       Commitilontri         83/04/19         123pp          1844O   231         24 X 
Fiche    30-873,  B3/05/04.  B3031B06U 


030 SI 303 27  Transcript   of   Commission  8309O5  meDting.  dlseua slon   (, 
passible   veto    In   W*Bhington.  DC   rt    status    of    emnrgencg 
planning   at    facilities   Pp    1-22 

*      Commissioners         B3/OB/03         27pp          IS4&7   377        24X 
Fl cfie.  30-247,  83/03/03,0303130327 


Q30317QOB9  Transcript   of   Commliilon  330312  mm  ting    In  Hash  Ington,  DC    to 
dl*cuts   evaluation   of    Implications    of  Salsm   event    (Part    1) 
Pp    1-7B  Supporting   documentation    incl 

*  Commlfsloners        B3/09/12        81  pp         16493  SSt,       S4X 
Fiche    SO-H72. B3/O3/12,  B30S170089 

B303170192  Trantcrlpt   of    Commlsiion   B30312   meeting    In  Wuhing ton.  DC   to 
discuss  Regulatory   Talk    Force   adminiitrat Ive    proposal*    re 
backflt   rule-  Pp    l~7fl  Stipportlnj   documentation    end 

*  Commlsiloners         83/03/12         Q7pp          19492   213 

B30Sia007i  Transcript   of   Commiislon  830913   af f  Irmatlon/dl icusmlon  b 
vote    In  Washington, DC   re   proposed   rule   on    itoraga  &  disposal 
of    high    level   watt*  Pp    1-9, 
»      Commissioners         B3/O3/13        6pp          1B197. 33O 

8303190082  Transcript   of    Commission   B30312   af f  Iriratlon/diicusslon  (• 
vote    on  8ECY-B3-1S7  concernlnj    facility   OL   In  M«»hington,  DC 
Pp    1-4 

*  Commissioners         83/O3/12         7pp          18BO3   279        S4X 
Fichf    30»3?2,83/O3/12,e3031BOOB2 

8303190391  Transcript  of   Commlsiion  B30313  public  muting   ui/ACRS  in 
Hash Ingtnn.  DC    to    dlscu**   severe   accident    niaarch   program  fc 
accident   lourc*    term  program  Pp    1-46 

*  Commissioners.       93/03/13        66pp         19482  O41 


S309O90312  Rvipond*    to  B30406    staff   rao.ulrements    aieno   re   brlafing    on 
DHR    ituditt   an   C-E   plants.  Investigation   will    be    computed    bg 
S3O&30  Si  r**ult«   of   studu, conclusion*   &  raconnendatlont  utll 
be    presented    to  Commliilon  bij  ftug-a«pt- 

DIRCKSiH,  J.       Of  flea   of    the   Executive    Director    for    Operations. 
S3/04/23,       CHILKiB.  J        Office    of    tha    8*critaru    of    the   Commission, 
ip.       1Q381'H46, 

— 8303090916  Staff   requirement*   nemo   re   830404   briefing    on   DHR    itudlts    on 
C~e   plants.  Commiiilon   requested   NRC   accelerate    ttudg   tc 
solicit   h  addreis  ACRB  vlaus   on   Ittue 

CHILK, B.J        Office    oP    the    Secretary,    of    the  Commission        MB30404 
B3/04/06.       DIRCK8.M  J        Office    of    th*   Executive    Director    for 
Operation!.       Ip.       1B3B1    249 

B3O9O9O443  Transcript   of   Commtsston  830904  briefing    on  «Utt   of  nuclear 
industry    in   Mashtngton.  DC   Pp    1-67. Supporting    docunentatlon 
•nel 
«      Coflwllilontri        83/03/04        BBpp         1B366' 017 

B309110&O4  Tranicript  of  Commission  63042V  briefing    in  Washington' DC  r* 
U  Bill   tailings   stds.Pp    1-61   Vleugraph*   encl 
*      CoiM)iSsion«rs.       B3/O4/29.       68pp.        1B421:001. 


8309230130  Transcript  of   Commitsiun  B30S18   public  meeting    in 
Washington.  DC   re    ev«luatlon   of    Implications    of   facllltii 
event      'art    I)    Pp    1-82. Supporting    documentation   ancl 
*      Commissioners.        SS/OS/IB         97pp          18377    110        24X 
Fiche    30-378.83/03/18,  B303230I30 

B309240966  Reliasei    transcript   of   Commission   B21222  discussion  It 
po**lble   vote   on    emergency   planning    actions    for  placement    in 
PDR.  per    10CFR9  Comnlsslon   determination    statement  end 
CHILK, B  J        Office    of    the  Secretary    of    the   Commission        B3/O9/1B 
Public   Document   Branch        2pp        18393  063        24X  Fiche   30-003. B3/03/18f 
8303240366 

— 8303240370   Transcript    af  B21222  discussion   fa   passible   vat*   on   emergency 
planning    action*    In   Washington,  DC 

•  Commlilloneri         B2/12/22,        ISpp          18393   O&3.       24X 
Fiche   30-003,  B3/03/ IB, 8309240366 

— B309240974   Transcript    of  8B1222   dUcutslan   ti   possible   vote   on  emergency 
plennlng    actions    In    Washington,  DC 

*  Cnmml  ••loners.      82/12/22.      99pp        18993-  082.      24X 
Fiche.  90-003,  B3/09/1 8,  8309240366 

3305250236  Staff  requirements  memo   ra  830SD4   briefing    on    state   of 
nuclear    Industry    in   WashlngtomDC 

CHILK, 8  J        Office   of    tht   Secretary   of    th*   Commission        MB30304A. 
S3/O3/03  Office   of   the  8*cretary   op   th*   Commission.      ip 

18399   343, 
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NONDOCKETED  ITEMS 


B3O32S03O3  Re-quests    Info   on   uhy   resolution   of  Unniolvad    Issue  A-17 
a  til    preeed*   Unr«iolved    Issue   A-47   tine*   both    Item*   *r« 
closely    related  Response   requested    by   030317  uilng    ltd 
question   &    ansuer    format 

FUNCHES.J.L        Planning   &  Program  Analysis   Staff        93/OS/ll 
SPEIS, T  P.       Diviilon    of  Safety   Technology        2pp         19394   336 


B30309Q366   Coament!   on   proposed    plan    for   ragionaliiation    at   certain  MRC 
operation*   revlauad    during   ACRS  274th, 279th   &  276th    meeting* 
on    030210-12,0310-12   fc   0414-16   respectively    Potential 

nigatlv*    impact  on  reactor  aafaty   discussed. 

EBEREDLE,  J.  C        ACRB  -  Advisory    Committee    on   Reactor    Safeguards 
03/04/19        PALLADINO, N  J        Commissioner*        3pp 


—  B30SS5G30S    Stuff   requirements   mi  mo    re   930457  midgr   program  review  on 
Info   requested   on   number   of   peoal*  li  dollars   necessary   to 
handle   Ua!t*  Mgt  Act  at    uiell    at    questions  Chairman  Palladlno 
will    be    addnsslng    by    separat*   memo 

CHILK.fi. J        Office    of   thi  Secretary    of   thi  Commission        M930427 
B3/O3/O&         DIRCKS.H   J         Office    Of    the    Executive   Director    for 
Operation!.       3pp          19394   398 

0303B*03fla  Responds    to  830419  staff    rlqulnaiintl   memo   re    schedule    for 
decision    on    llcenae    amend    request    to   permit  operation   of 
steam   generators,  Schedule    for   decision   contingent   upon 
outcome    op    significant   hazard*   d  t  termination 
DIRCBS,H  J       Office  of  th*  Extcutlv*  Director   far  Op«ratlon« 
S3/Q3/I9        CHILK.B.J        Office    of    th*  Secretary   of   the   Commission 
9pp          16394:337        24X   Fittit    30-BB9i  83/09/19, 0303250388 

— 8303250590  Staff  requirements   mi  no   re  830419  briiflng    on  it*  till    of 
TMI-1    tt««m  g*n*rator  r»p»iri  Convnltjion  r*qu*«tid    Info  on 
•dlffirlng    datti    far   diclilon  an    llceni*  amend   requait 
dipanitlng    -on  ftlgnlflcant  haiardi    d«ter*ln*tion 

CHILK,  a  J,      Office    of   th*  9*cr*tarij   of   th*  Comminion.      KB3041SB 
B3/O4/23        DIRCKB,  U.  J,       Office    of   the  Etccutlvo  Director    far 
Optrationi,        lp.        18994   346        34X   Flche    90-209,  93/03/19, 93092S09BS, 

33052i0195   Tranicrlpt    of  Camffiiiiian    B30S23  af f Irnatlon/dlicunlon  d 
vota   in  M«itilngtoii,DC  r*  SECY  03-117.03-039  b  B3-09?B 

*  Commit  itomr.         93/09/23         14pp          18643,074 

330S270O4I    Tranicrlpt   of  Comml.ilon    030923  briefing    on  NRC  commenti   on 
EPA    propoiad    Tltl*   II    Stdi    (U  mill    talllngi)    In  Hiih Infi ton- 
DC,  Pp   1--90  Vltugraph-i   enct 

*  Coinnliiloneri,       B3/03/E3         74pp         1B661    363 

9309310033   Transcript    of  Commlnion    B30523  dlicuiifon   of    Indian  Point 
order    In  Maihlngton.  DC  Pp    1-19. 

»      CoiMnliilOntri         B3/03/33        23«  p         19663    I2B         24X 
Ficft  *    30-247.  83/08/23,  830931003S. 

630331007!    Tranicrlpt   o*  Commliilon    930324  brltflno    In   Hmihlngton.DC  r* 
NRC    r»v*lld«tion   of  mat  competence    for  restart  Pp    1-57 
Vliugraphf    aticl 

«      CiMuniiiioniri        83/09/24        73pp         18663  033        24X 
Flehe    30-389.93/03/2410303310071 


ADVISORY   COMMITTEE   ON   REACTOR   8AFEOUARD9 


6304140198  Sumnarg    of   ACRS  CRBR  BubcDmol tte*   meatlng    on   821027   In 
Mamhlngtoni  DC  r*  plant   d*tlgn  crltirlii rationale    of 
•ilvctlon    of   DBA  ipectrua  b  aitoclattd    prevention/ 
mitigation    iyt  d  plant   lafeguardi    &  tecurltv 

*  ACRS  -    Advuary  Commlttit   on  Reactor  Safiguardt        88/10/29 
ACR6   -  Advliorv  Committee    on  Reactor  Saf*guardi        21pp         18341-047 
24X    Flcht     90-337.82/10/29,8304140198 

8303020087  Transcript   of  ACR8  BubcommitU*   on  Riactor   Radiological 
Eff*ct*   a3042B  milting    In   Maihlngtoni  DC  Pp    1-Z9B  Supporting 
documentation   end 

*  ACRS  -   Advliaru  Commit tit   on  Reactor  8af»guardt        83/04/28, 
312pp          16279   279. 

6303030174  Tranicript    of  ACR9  Buhconunl ttit   on  OE  Water   R*actorii 
OESSAR-II    B3O422  muting    In  Santa   Monica, CA  Pp   36I-6O9. 
Supporting    documtntation  tncl 

*  ACRS  -   Advliorg  Committee   on  Reactor   Safeguard's.       83/04/2S 

leaei  299      34 x  rich*  30-447.83/04/22.0303020174 


0303100164  Trantcrlpt  of  ACRS  LACDWR  SEP  Subcoimlttia  830906  hearing  In 
W«»hlngton,DC  Pp  1-166  Supporting  documentation  »ncl 

*  ACRS  -  Advliory  Commit t*i  on  Reactor  Safeguard*    83/09/06 
2S9pp    19370  263    24X  Flcht  30-409,  S3/O9/06,  B3O31O0164 

8309120001  Trantcrlpt  of  ACRB  Subcommittee  on  Electrical  Bgi  830S1O 
hearing  In  Haihtngtom  DC  Pp  1-139.  Supporting  docuntntatlon 
encl. 

#  ACRS  -  Ad VI t or \|  Commltte*  on  Reactor  Safeguardi.   B3/03/1O 
231 pp    18420  001 

9303120002  Tranicript  of  ACRB  Subcommittee  on  ECCS  8305 10  haarlng  In 
Washington, DC,  Pp  1-294  Supporting  documentation  encl 

*  ACRS  -  Advliorv   Committee    on   Reactor   Safeguard*        B3/O9/10. 
379pp          1Q423   077 

9309120127   Tranicript    of  ACRS  Sub committe*    on   AC/DC   Power   By*   B30310 
meeting    in  Maihlngtoni DC.  Pp    1-173  Supporting    documentation 
encl. 

»     ACR9  -  Advisory  Committee   on  Reactor  Safeguards.      83/03/10 
232pp.       164B2:004. 

B303120996   "Contultant  Rept  for  ACRS  Reviiu  of  CRBR  Thermal  Margin 
Beyond   Design   Baili,  " 

POWERS,  D.  A       Sandla  Laboratories       POWERS,  D.  A       ACRS  -  Advlioru 
Committee    on  Reactor    Safeguard!.       93/O3/1O        30pp.       18443' 090        24X 
FlchB'3O-B37,83/03/lO.93031SOS3&. 

0303120942  Bunmarg   of  269th  ACRS  meeting   on  880709-11   r<t   lafety   goals 
for  nuclear  pouer   plants. 

»     ACRB   -   Advltorv   Committee    on  Reactor   Safeguards        83/09/09. 
ACRB   -  Advisory  Committee    on   Reactor   Safeguards,       239pp         18442:211. 

830313O005   Trantcript    of   ACRS  Subcommittee    on   Safety    Research   Program 
B3031I   meeting    In  Washington,  DC   Pp    1-383. Supporting 
documentation  encl 

»     ACRB  -   Advisory   Committee    on   Reactor   Safeguards.       B3/03/11. 
399pp        1943B    132. 

0309130013   Tran«crlpt   of   ACRS  Combined   Sub  commit tees    on   Reliability   1 
Probabilistic   Attetsment   1<  Extrame   External    Phenomena 
830911   meeting    In   Washington,  DC. Pp    1-13*  Supportino 
documentation  encl. 

•  ACRS   -   Advltory   Committee    on   Reactor   Safeguards.       83/09/11 
lB8pp.       15436,020. 

S309130290   SuiMary    of  268 th    ACRB  meetings    on  820312-14    in 

Washington,  DC 

•  ACRB   -   Advliory   Committee   on  Reactor   Safeguard*.       B3/O9/09 

ACH3   -  Advisory  Committee    on   Reactor   Safeguard!.       929pp.       18493:229 
24X  Ftche:  30-000i  B3/09/09,  830913O290, 

B309130321    Gomnent*    on   ACRS  Equipment   Qualification  Hubcomfliittet  830313 
Meeting.  Hlld    environ*   need    attention, equipment  vibration 
a.uallf ication    Incomplete   It  plant    aging    ra*«ireh    required. 
CATTON,  I,       ACRB  -  Advisory   CoiBMlttee   on  Reactor   Safeguard*. 
83/04/04.      CAPPUCCI.A.  J       ACRS  -  AdvUory   Committee   on  Reactor 
Safeguard!,       lp         18437  907 

B3OS130326   CoeMint*    on   NURECr/CR-3324    Items    Unprotected    transient 
overpower    accident   t   unprotected    loti-of-flow  accident 
*hould   b«    ravlawed   at   ACR9   full    committee  meeting. 
KAaiENBERO,  N,  £        ACRS  -  Advisory   Commit  I  ••   on  Reactor1  Safeguard*. 
63/03/20.      CARBON, M       ACRB  -  Advisory  Committee   on  Reactor 
Safeguard  I        4pp.       18497-  303, 


8303030327   Transcript   of  ACRS  Subcoitmi Hie   on  Reactor  Radtoloalcal 
Effect!   B3Q429  hearing    in   Hashlngtom DC  Pp   299-967 
Supporting    documentation   encl 

•      ACRS  -   Advliorg   Committee   on  Reactor   Safeguards.       83/04/29 
310pp         19297. 1B3. 

B309040992  Notification   of   contract    execution-    "Extreme    External 
Phenomena    Subcommittee,  "   auardxf    to  Oeorge  UaiMngton    Univ. 
HOYLE,  A        Adoiinlitrative  Contract!   Branch        FIN  B-1SS7 
^4RC-U-B^-703,      83/04/29.      FRALEV.R  F.      ACfiS  -  Advisory  Committee  on 
Reactor   Safeguards        BAVIO.R,      NRC   -  No   Detailed   Affiliation  Olvan 
lp.       16331    234. 


83D3130340  Responds    to   ACfiB  830313  meeting    req.ue*t   for    comn*nt*   on 
qualification  program   for   safety-related   equipment  Analysis 
of  equipment   in  mild  Ic  extreme   environ*,  comparative   seismic 
mtreiset    t,  tlectrlcal    distribution    sys    racomnended, 
LIPINBKI.H,  C,       Argonn*   National    Laboratory        LIPINSKI,  W.  C.       ACRS   - 
Advltory    Committee    on   Reactor    Safeguards        83/03/28.       EBERBOLE,  J.  C, 
ACRB  -  Advisory   Committee    on  Reactor  Safeguards        2pp.       1B437.  338. 

B3O3130346  Cow*ent*  on  qualification  program  for  ACRS  Subcommittee   on 
Safety-Related   Equipment  830313  malting. 

PICKEL,T.  H,      Union   Carbide   Corp,       PICKEUT  W        ACRS  -  Advisory 
Co*mttt*e    on  Reactor  Safeguards.       83/03/23.       CAPPUCCI.A  J.       ACRB  - 
Advisory   Committee   on  Reactor   Safeguards,       Spp         184431340. 


— 8309040333  Contract      "Eitrem*  External   Phenomena   Subcommittee," 
to    Qeorge   Washington  Unlv 

FOX.R.R        Oeorgi  Washington  Univ.      REBELLO.J  E.       Divitlon  of 
Contract!.       FIN  B-1337.      NRC-11-B3-703       S3/04/29        4pg 
18331:233 


NOWDOCKETED  ITEMS 


B3O9I30347  Concur*   u/NRC  I.   applicant    po*ltlon    eitabl  lih  Ing    Cup*   Ann 
earthquake   ••   controlling    earthquake    far    faclHtlei 
Supporting    documentation   end. 

HAXWELL.J  C        Maiuell,    J  C        MAXWELL..  J  C         ACRS    -   Advl*ory    Committee 
an    Reactor  Safeguard*        B3/Q9/Q3        KERR.W        ACRS  -   AtfvltoTV    Committee 
on  fltector  Safeguard*        9pp         1B443;333        24X  Flch«    SO-443.  83/03/OS, 
B30»  130347 

8309130349  Bufcmlti    comment!    on    co-re    di»ruptlve    accident!   k    iel«mie 
narglni   per  requeit  mad*  «t    ACRB  83O316-17  fli»etlno« 
Applicant   energetic    lource    term  acceptable   Btiimlc    margin 
calculation!   not    acceptable 

U1PIN8KI-H  C        Argonni  National    Laboratory         LIPIN5KI.U  C        ACRS   - 
Advliory   Committee   on  Reactor   Safeguard*         B3/O3/31         CARBON,  H   W 
ACRS   -  Advliory   Committee    on   Reactor   Safeguard!.       Spp         16437  34  O 
24X    FUh»    30-337,83/03/31.8309130349. 

9309130390  Canmenti   on   lelimlc    deelgn    upttu   margin    for    facllltg    Addl 
caoMinti    to  bi   mad*   at  ACRS    B3O414   malting 

flEIDENSTICKER     Argonne  National   Laboratory        SElDENSTICKEfl     ACRB  - 
Advliory   Coiwiittat    on  Reactor   Safeguard!         B3/O3/31         BDEHNERT,  P 
ACRB   -  Advliorg   Commltttt    on   Rtactor   Safeguard*.       3pp.       1B443  397 
24X   Fleh«    90-337.83/03/31.8305130350. 

B3O9130392   Inform!   of   uneailneii   an  injection   of   1799  Cap*   Ann 
earthquake  ai    facility    *td   for    deilgn    rtiponn    ipattra. 
Critical    *ef  ety-nlated   componinti    should    be    deilgned    to 
wlthitand    larger   Cfiarltiton    event. 

PQMEROY>P.H        Rondout   Aitoclatit,       POWEROY.  P.  M,       ACRS   -  AdvUory 
Committee  on  Rtactor  Safiguard*        B3/O4/O3       KERR.  W.      ACRB  -  Advliory 
CommltUt    on  Riftetor  Safiguardi         Spp.       10443'  333        24X 
Fleht.  90-4*3,  83/04/09,  8303130393. 

B30913O339  Providtt    Input  r»   !•  limit    mafitu,    margin*    for   CHBRi  b«t«d    an 
ongoing    utinlc    tafity   margin*  rtifareh    progrim    at    lab. 
BOHHjH  P       Lawranci  Llvirnor*   Laboralor-v.      BDHM.M,  P.      ACRB  -  Advisory 
Coawilttia    on  Rtactor   Saftguard*.       8B-B3-7B/Q111V,       B3/O4/OB 
CARBONiK       ACRS  -  AdvltorU  CoiMiltti*   on  Rtactor   Saf*gu>rdi.      6pp 
1B443-3Z*        24X  Flcht   90-937,  S3/O4/OB.  H3OS13O3SS 


pr«*»urt    boundapg   t>i»ign    of 
ica*<)i    rtqulrtmtnt" 


9309130399  Ttlneopy    of   comments    on   CRBR    r 
rtactor   prttiurt  vttitl  M«it«  d   uiu«lly 
of   ABNE   III   &  rtltvant   cod*    caiti, 
BUSHiS  H        Bntttllt  Httiorlal    Inttltutt,     Pacific    MortFiuiit   L»bor»tDTg 

BUSH,  8  H       ACRB  -  Advlia^U   •Commlttia    on   R»»ctnr    Baf  tguii-dt 
03/03/30.      CARBON,  M,      ACRS-   Advliory   Conifilttaa   on   R»*ctor 
BAfaguard*.       2pp         18443'  324        24X  Fl*h  a:  3Q-S37.  83/03/30,  03O313O3S7 

B3O31A0030  Traniertpt   of   ACBB  E77th    J»neral    m«ttlng    on    B30513    In 
Maihlngton.DO.Pp    1-B41.  Supporting   docum«ntatlon  *ncl 
«      ACRS  *•  Advliory   Commlttte    on    Raactor    S»ftp.u»rd«         83/09/12 
319pp.       1B492  033 

B3O!H40a4i  Co»m«nt*    on  BBHftP   rtik    analyvli.  ftliki    from    ititmie    »v»ntt 
"    ilioiTIil  B*  analiji«d'  tiparattlV   from   intirnal    svent*  u/T»iulti 
tr**t*d   Indtpinriantlu.OnlV  uppar    limit*   na*d   *•   nitlmatad   to 
d«torn(nt    If   rliki   acccpt'bl*. 

DAVIBiP.R.      Affiliation  Unknown         DAVIS,  P.  R        ACRS  -  Advlaory 
COMMitt**   on  Rtictor  Baftjuardt.       B3/O4/1A.       OKREMT.  D        ACRB   - 
Advtaorg  CoMMlttat   on  Rtactor  Safeguard!        lp.       1S472.D01        24X 
Fie  he.  30-393.  S3/04/1A,  0303160346. 


Foruardi   npt   lUMurlilng   review   tf    TMBDB    preitntatlon    at 
ACRB   B30310-11   Mtotlngi  Rtvl«w  confined    to    th*rmomtePianl  e  •- 
•nglntirlng    diilgn   l<   flnlti    elinvnt    anaLyale.  flevlau  utll    !>• 
•unuijiplitd   at  B30414  mtttlna- 
ANDERBON,  C.  A.      Loi  Alanof  Scientific   Laboratori!        ANDER9OM.C   A-      ACR9 

-  Advltorg  Contnlttat  on  Ructor   Safeguard*       Q-13'83   £63.      B3/03/B9 
CARBON,  M        ACF18  -  AdvltorU    Commlttt*    on    Reactor   Safeguard*,       i>pf. 
1847S:  OA9        24X  Fieht:  30-337-  B3/O3/H9,  8303160279. 

B30917030t   Trantcrlpt   of  ACRS  B77th    general    naetlne    on   B30513    in 
M4thlnBton,DC   Pp   242-438  Supporting    documintatl  on    «nc  L 

*  ACRB  -  Advliory   CoMKlttiB    on   Reactor    Safeguard*.       B3/09/13 
321pp.       18463'  188 

B3O9ia0391    Trantcrlpt   of  CoMHlftlon  830913   public    mvetlng   w/ACRS    In 
Ma«hlngton,DC   to   dtitun  *ivert   accident   r«««*rch    program  t> 
•ccidant   tourct    ttrn   pi-ogra*.  Pp    1-66 
«      CoiMl«*tonirt        B3/09/13,        eApp.        1B4BS;041 


B3O919O620  SUHMBTU    of  ACRS  ffubcomffll  **•••    on   Mital    Component*   &    TMI-1 
B3O128  M'ltlng    in  Haihlnjton.  DC   ft   revl»ui   of    potential    ft«*m 
generator  gtnarlc   nqulrii**nti  Ic   currant   ataam  genirator 
repair  program 

<*      ACRB  ~  Advlioru   ConMlttie    on   Reactor    8*fegu*rdi,       S3/O4/12. 
ACRB   -  Advlioru   Conunltttt    on   fta»ctor    Saf  »gu«i-di,        17pp.        lB9O4rODI. 
B4X    Flch*:90-aB?,  B3/04/12,  B3091B0630 


S3031B0637   Eiprtiiti    apprseijtlon    for    opportunity    to   participate    In 
CRBH    ppojtct   ravieu    Saltmic    safety    margin    •ttlnutot    probably 
conmtrvatlV"  Failure    of    »m»ll    diameter    ptpn*    mill    b» 

SEIDENSTICKER      Argonna    National    Laboratory         BEIDENBTICKEH      ACRS  - 
Advisory    Conwitt.t    on  flt-ctor    Saf.ojardi         83/04/19        CARBON,  N        ACRS 
-  At)  v  It  or  y    Co«mltt««    on  Reactor    BaftB"ard«         Ip         1B50B  3B9 
Flcha    SO-937.B3/O4/13.  S309l30fi37 


24  X 


8309180Ai4   Bunraarg    of    ACflS  630233   me»tlno    w/Bubcommlttt*    on   6EP    In 
Ha  thing  tun,  DC    to   rivleti  facility    Integrated    %*ttt\i 
aiieiiment 

»      ACRB  -   Advliorg    Commltttr    on    Reactor    Safsguardi        ACRS-aO7a 
B3/O4/O7,  ACRS  -    Advliory   Committee    on   Reactor   Saf»fluardi         IBpp 

1SSO2   327         H4X   Flche    50-029.83/04/07-8303160664 

S3D918066e   Si/nnaru    of    ACflS  Su  tcomml  1  1  »B    DTI    Fti^ulatarij   Policy    & 
Procedurei    830307   i.    09   mtttlngi    In    Has*  Ingonr  DC    rt   briefing 
by    R*gul*tnl*g   Riform  Taifc    Force,  Otc    of  O«n«i-al    Counul    L 
Ad    Hoc    Commftttt    on    Rejulatory    Reform 

tt      ACRS  -   Advliorg    CommittBe    on    Reactor    Saftfluarrfs        03/04/14 
ACR3   -    AdvUorg    Committee    on    R«*ctor    Bjfeguai-tfi          ISpp  1B30B    042 

—  03091SO474   Summarv    of   ACRB   830303  mutiny   u/Subcomm*  ttee    on  Rfoulatorij 

Policy    fc   Procedurei    In   Wa»hlnoton.  DC   re   Ofe    of    Executive 
Dlractor    briefing    on    concrpt    of   rtglonaljiatlon 
«      ACRS   -  Advliory   Committee    on  Reactor   BaFefli/ai-di.       83/O4/14 
ACRS   -  Advliory    Committee    on    Reactor   gafaguardi        3pp         1BS03  071 

—  B3051SO67B   Certifies   minut**    of    ACRB  Subcommittee   on   flcgvlcttfi'V   Policy 

&   Procedirret    S30SO7-OB  mettlngi    Inuid    an   330331 
LEWIS,  H        ACR8  -   Advliory    Commlttta    on    Reactor    9af*guardi 
83/03/31         OA8HE.H  C        Deputy    Executive   Lugal    Oiractor.       Ip 
18303  074 

S3032300O2   Tranicrlpt    of    ACRS   Subcommi  tt««    on   Human  Fattori    B30S17 
malting    tn    Haihlng  ton.  DC   Pp    1-290  Supporting    documentation 
end 

«      ACRS  -  AJvltorg    Commltt**    oti    Reactor    Safeguard*        S3/OJ/17 
3&<?pp.        IB333   273 

B  30  52  4  0033  Forward!    commenti    an   ACRS  Subcommittee    on  Reactor 
Radiological    Effect*    B304SE    meeting    r*    ute    of    potatalum 
Iodine    ai    thuruld    blocking   *gent.  NBC   rt«lt/benaf  1  1  analuiei 
not    compatible    u/comparibl«    approachei. 

EBERSOLEiJ   C        ACRS    -  Advlioru   Commlttia    on   Reactor   Safeguard-! 
B3/O9/17        DIRGKS'M    J.       Office    of    the   Executive    Director    for 
Op«ratlon«         IBApp          1B377   333 

9309290074   Commetiti    on   Tnk    I-C    \Ztt-5,     "Rtg    Qulda   on    In*trumint  flsruinj 
Line*,  "    dtd    BailOB   Provtiloni    of    guide  *    referenced    ttd    not 
to    be    baefcfftted    to    nuclear    plant*    nou  operating    or   under 
contt 

EBERBOLEiJ   C,       ACRB    -  Advisory   Comnlttae    on   Reactor   Bafaguardi. 
B3/O9/&L"    DIRCKBiH  J.      Offleo   of  the   Executive   Director   for 
Operations        lp 


S30923007B  Clarlflee    major   concern*   w/plan    For    reglonall  ration   of 
certain   NRC   op«r«tloni,  per    B30210-IS,  O3IO-12,  0414-16   h 
O51Z-14   ACRS  274-37  7  th    meeting* 

EBERBOLE.  J.  0        ACRB    -  Advtioru    Comnittie    on   Reactor   Safeguardl 
83/03/16        PALLADIUM  N   J        Comnl  11  loner  1         Hpp.       18996:309 

6305260008  CaMMenti   on   recent    work   l>   propoved    program*    re   accident 
•equence   precunor    >tudv  &  "*•    "f  operational   eipirtunct,  at 
276th   tt  277th   ACRB   meetlnpi    on    B30414-16  &   O312-14 
rttptc  t  Iv«iu. 

EBERSOLE,  J.  C.      ACRS   -  Atfvitorg   Committee   on   Reactor  BaPegirard* 
S3/O9/1B.       DIRCKBiH  U,       Office    of    the   Eiecutlve    Olractor    for 
Opiratlon*.      7pp        18649:093 

BG09S601O4   Forward!    mmmaru   vt   ACRB  Subcommittee    on  Reactor 
Radlologlot  Effect*  830488  meeting   re  control 
room   habltabllltg.  Evaluation    of    potential    need    for 
monitoring    oxygen    concentration*    r»com(ntnd»J 

EBER8CM.E.J  C,      ACRB   -  Advliorg   Committee   on   Reactor  Safeguardl 
B3/O9/17*       DIRCKBiU  J.       Office    at    the   Ettcutlvt    Director    for 
Operation!        9pp        1B649-069 

0303310162   Tr*n*crlpt    of    ACflS   Subcommittee    on    Joint  Metal   Component*/ 
Reactor  Fuel   830986  mot  ting    In   Uathington,  DC,  Pp    1-217, 
Supporting    documentation  and. 

*      ACRB  -   Advliorg    Gomititt**    on    Reactor    Safeguard!        83/O9/2A 
329pp         18691:306, 


ADVCH 


MHC  ADVISORY   COMMITTEE 


9303230006  Forward*    draft    ltr»    to    individual*    willing    to   appear    at 
next  adviiorg   commtttet  meeting    In   order   to   expedite 
preparation  for  B303S6   meeting. 

LEVItR    P.       NRC   -  No    Detailed   Affllletlon   Olven        83/04/27, 
BILBERT.e.  J       Schwalb,    Donncnf  eldt    Bray   bBllbert       3pp.       18543  t 
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NONDOCKETED  ITEMS 


— 8303230010  Forward*   trannrlpt    of   Advliory  Committee   on   night*   of 
Llceniee   Empltxjtti  Undir   Investigation   B3O4J3  meeting,  copy 
of   committee   charter  t   que»ttani    for   commit***    in    re*pan*e 
to  €  Bllbtrt   requeit 

LEVI.R  P.      Office   of   tilt  General   Couniel        03/04/29        DEVI  HE,  T 
In*tltut»    for    PollCiJ    BtUdI**          Ip         18542   31V 


83092303AQ  R«iponiJ»    to  830406   Itr   re   bail*    tor   not    imp  lamenting   or 
enforcing    codified   Umlll    liconiing   regulation!    contained    in 
App   A   to-   1MFFMO,  Prior   approval    from  Coaimltteo   on 
Appropriation*   taught  appropriating    spending    fund* 

PALLADINO.N  J       Commit* loner*       63/03/03       UDALL.  N,  K       Houte  of  Rap. , 
Interior   b    Iniular   Affair*.       Spp        1B342  007 


— 83OSB30O12   Dlicv****   pQ»*lbllity   of   having   Invetfcioator*    From  other 
•B*nctei   tvitlfy   at  Advl*ory    Committee   on   Rlgtiti    of 
Enployiit  Under   Invnt  igatlon   830326  meet  Ing    r"   procedure* 
&  practice* 

SILBERT,  E  9       Schualbr    Donnenffldi    Brag   &  Bl  Hurt        83/09/03 
FITZGERALD.  J  A       Office   of   Inv«ltlgatlon        REUflHAUSEN,  0        Dtbovol*e 
&  Plimpton        SCOTT.  JH         KatOI",     Scott    &  Heller         3pp          1H942  SSO 

— 8305230017  Confirm)   appearance    at   Advliorg   Committee    on   flight*   of 
Ltctniei   Employee*  Under   Investigation  830 82 6   meeting. 
Tranicrlp-t   of   lait  meeting,  1 1  it   of   qutttion*    for   committee 
&  committee   charter   encl 

LEVI.H  P        NRC   -  No  Detailed   Affiliation  Otven        B3/O3/O4 
SHOOP.P,       Affiliation  Unknown        Ip        1S342  222 

— B3O 323-OO2 9  Forward*   draft  FR  no-tic*   announcing   AdViiorij   Committee    an 
Right!   of   License*  Employee*   Under   Inve*tlgat iem  63032* 
meeting 

LEVI.H  P.      NRC   -  No  Detailed   Affiliation  Olven        83/09/O3, 
HEUBHAUSEN.O       Dtbevolve  &  Plimpton        Ip        18342:2.23 


--B30323O34V  Eipreiaea   concern   rt   itatui   of    Implementation  ti   enforcement 
ot  U  mill    licensing   regulation*   to   hava   been   effactlvv 
beginning  B30101 

UDALL.  M  K.      Home   of   Rep    .     Interior   &   Intular   Affolr*.      B3/04/06 
J        Comnlntonart        Bpp         18948-009 


B3  0323037  7  Raipondi    to   quaitlonl    In  83O323   Itr   rt   itaan   gonarator   tub* 
rupturi    i  ceiiar  to  «t  TMI-1  t  8obco»*lttie  on  Overtlght  fc 
Invotigatlon  B21213  hearing   Updated   *tatut   of   THI   action 
plan   Ittnt   Brovidad   on   830383 

PALMDINO.N  J       CaflMliilonari        83/03/03        MARKEVi  E  J        House   of 
Hep.  ,    Interior   b   Intular  Affaire        Spp         1BAB3'  3O7        S4X 
Flefll'  SO-B09,  B3/OS/OB,  B30S23O377 

—  6309230369  Requelti    further   raiponf*   to   liiuee    in  830121    Itr   re   *t*a« 
ganerator   tube   degradation   at   TMI-1   t  aubcoMinltttta   on 
OV*rilght   b   InvBftlgatlon  621213   hearing   Updated   itatut   oP 
TMI   action  plan    item   alto   requested. 

MAfiKEVjE.  J       Haul*   of  Rep.,     Interior   I.   Iniular   Affair*.      83/03/23. 
PALLAD1NO.N  J        Conuilulanari        3pp        18942:019.      24  X 
Fich«:  SO-3B9,  83/03/03,  8303830377 


-S305230032  Forward*   draft  FR  notice   announcing   A<fvi»ory   ComnlttBe    an 
Right*   of  Llceniee  Emploijiei   Under   Invn tlgat ion   S3 0326 
meet  Ing 

LEVI.R  P       NRC   -  No  Detailed   Af/lllatlon  Olvan.       B3/O9/O3. 
BILBERT.E  J       Schvialb,    DonnenFeld.    Br*u  h  Sllbert.       Ip         IB 342   224. 


B 3O 3230384  Bubnltt  que»tion»  Advl«oru  Committee  on  Right*  of  Cnplov 
UndtT   Inveitigatlon  ihould  addreti  to  aid   In  dellbf ration*. 
PALLADtNO,  N  J,      Conmiiilon*ri       S3/04/11.      BILBERT.E.  0.      Bchwalb, 
DonMnPald,    Bray   l>  Bllbirt.      Spp         18 343; 360 


— B30323-OO40  Forward*   draft  FR   notice  annaunclng    Advliorv   Cemmittee    an 
Rlghti   of   Llceniee  Emplog»»i    Under   Inveitl  gatl  on   8309S& 
meeting 

LEVI,R  P       NRC  -  Mo  Detailed  Affiliation  Olven,      83/03/03 
SCOTT.  J  B,      Kator,    Scott  li  Heller,       Ip.       19342   323, 

— B3O923O048  Foruard*   draft  FR   notice  announcing    Advtiorv    Committee    on 
Right*   of  Llcinie*  Employee*   l/nd*r   Inveitlgation   830524 
meeting 

LEVI.R   P.      NRC   -  Mo  Detailed   Affiliation  Olven.       U3/O3/OS 
SPRITZER,  R  8       Ptnniylvanla.    Univ.    of.      9pp         10342,226 

9305230304   Subnlti   queitlon*  Advliorg   Committee    on  Right*    of    Employe** 
Under   Investigation   ihould   addraii    to  aid    In    deliberation*. 
PALLADINO.N  J       Comnli* loner*        83/04/11        S1LBERT,  E  J        Bchwalb, 
Dannenfeld,    Brey   t  Silbert       2pp.       18943-360. 


COMHISBION      NRC   COMMISSIONERS 


6303040 13S  Forw*rdi  prop  em  il  Chairman  teitlmony  before  Ud*ll 
SuhcoMAlttee  B30*06  hearing  re  development*  tlnce  Apr  1?B8 
at  TMI,  re»pondlng  to  Item*  in  Congr***man  Udall  830413  Itr. 
H/o  propoied  teitlmonv 

DENTON,  H  R.  Offlct  of  Nuclear  Reactor  Regulation!  Director. 
B3/04/2O  DIRCKS.H  J.  Offlci  of  the  Executive  Director  fur 
Operation*  2pp  18327:011  24X  Fleho.  SO-SB*-  83/O4/SO,  8309040138. 

— 030304014!  Enumerate*   item*   to   be  arfdrexed   bg    Commiiiion  »t 
Subcomnlttte  on  Energy  t  Environ  B30426  oversight   hearing    on 
major   development*   at  THI   ilnce   la*t   hearing    In  Apr-   1982 
UDALU'M  K       Home   of  Rep   ,    Interior  &    Iniular   Affair*.       03/04/13 
PALLADINO,  N      comitvliiloner*       Spp,      1B327.O13       E4X 
Flch*'  30-299,  83/04/30,  B30904O130 


8305040777  Meeily  Info  rept   far  uik   ending  B3Q422. 

AEHMrT  A       Office  of  the  Eiecutlve  Director  for   Operation* 
S3/04/S9       42pp        1B327:B97 


B3O 323039 7  Rtvpond*    to  830330  r*queit  far  vlewi  on  S, B  388, creating 
uffenia  for  aggravated  prop*rtu  deitructlon  at  tnergu 
•facility.  POBltlon  not  taken  a*   leglitatlon  not  applicable  to 
**.cllltie>  under  NRC  jurlidlction. 

PALLAD1NO,  N  J.      Commli* loner*        83/09/09.      THURMOND,  8        Senate, 
Judiciary   CommlttBi.       Ip.       18948  081 

— 8303230406  Requeitt  vie«*  on  encl  S,  B  388  to  create  offen»e  for 
aggravated  property  destruction  at  energy   faellltij.  Ratponie 
requ**ted   ulthin   SO   day*. 

THURMOND,  B       senate,    Oudtctary  Committee       83/03/30. 
PALLADINO,  N,  J.      Carnal *•! oner •       4pp,      18942-022, 

33O3230413  Advlie*   af   Commiiiion   dieltlon   not   to   make   any   change*    In 
prieent  structure   for  provision  of   legal   ivct  within 
CoiMUilom  In   re*ponie    to  requett    In  Houie  Rept   ?7-B90. 
Couwlnloner*  aitintku  h  Robert*  advocate  further  itudy. 
PALLADIMa,N  J.      Co»ml**loner*        83/03/09.      BEVILL,  T.       Hou*»   of   Rep., 
Appropriation*,      Ip       18342' 026 

B30323042O  Reapondi   to  830314  Itr  urging    Implementation  of  ipant  fuel 
provision*  of  Nuclear  Uatte  Policy  Act   (P. U  97-423). 
Propaved  rule  10CFR93,    "Criteria  far  Determining  Adequacy 
of  Avatlabla  Bpent  Nuclear  Fuel  Storage  Capacity"  tncl 
PALLADINO,N.  J.      Commit* loner*.       B3/O4/27,      RILEYi  R.  H.       South 
Carolina,    Btate   of.      2pp.       18942:027. 

— B3092304S9  Propoierf  rule   iOCFR33r    "Criteria  fc  Procedure*  for 
Determining  Adequacy  of  Available  Spent  Nuclear  Fuel 
Btoraga  Capacity. " 

CHILK.s  J       Office  of  the  Secretary  of  the  Cornilttlon.      83/04/26. 
2Opp         18942.029. 

— H303230428  Urge*   vlgorou*    l*iple«entatlan   of   *pent   fuel   provliloni   of 
NucUar  U»te  Pollcg  Act   (P.  L.  97-423)  1  rfevelopmemt  of 
propoied  rule  re  criteria  for  determining   if  util   quallfla* 
for  en*ro*ncy   federal   itoraga  of  ipent  fuel, 

RILEV.R.M.      South  Carolina,    State  of.      83/03/14.      PALUAOINO.  N.  J. 
Conunlieloneri.      Spp.      18342.049. 


830SI1013S  Mietlv   Info  rept    for  wk   ending   3304 29. 

flEHH.T  A       Office  of   thi   Executive   Director   for   Operation*. 
83/09/06       47pp        1B421   897. 

8309170717  Weekly   Info   rept   for  wk   ending   830506. 

REHM,  T.  A       Office  of  the  Eiecutiv*  Director  for   Operation*. 
83/09/12,      48pp.       1B494.202 

8309330131   Ueekly   Info   rept   for  wk   ending   B30313, 

REHMiT.  A       Offlct  of  thi  Etecutlv*  Director  for  Operation*, 
B3/O9/20.      44pp,       18977:046 

8309230394  Forwird*  rept  on  nondiicloiure  of  **fituard*    into   for 
quarter  ending  Mar  11*93, 

PALLADINO>N  J,      CdMUilomr*        83/09/06,      BUSH. «   H,       Berate, 
O'NEILL,,  T.P       Home   of  Rep.      9pp         1B948-001, 


B3O9530439  Forward*  re*pon*e  to  Queitlon  20  in  830223  Itr  re  NRC 
review  o*  8lrM/e»U  trial  record. 

iPALLADIr«,N  J.      CoMMiiiloner*       S3/04/28,      UDALL,  M  K,      Houii  of  Rep. , 
Interior    *   Iniular   Affair*        9pp         18342:051        24X 
Flche-  30-289.  83/04/SB,  S30SS30439. 

— 8303S30440  Inform*   of  dlnentlng   opinion  re  Commlnlan  xajorltv 
declilon  blacking  Oeneral  Coun»el  review  of  BliM/OPU  trial 
record    in  TNl-l  re*t*rt  proceeding.  Declelon  will  hamper 
ability  of  individual  Commit* loner*   to  obtatn  needed   info, 
OH-INSKY.V.      Co*Mi**ionir«,      B3/O4/07       8IHPBON,  A.  K.      Senate, 
Environment  «.  Public  Work*.      2pp.      18942:093.      24 K 
Fl  Che:  90-289,  83/04/28,  B3O3230439. 
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— 8309330*43   Reipond*    to   Chairman   Palladino   S303O9   requett    for   vl*u» 
an    legalitg    of   Canuniidlon   decitlon    directing    Eiecutlve 
Director    for    Operation*. rathor    than  Gtc    of    General    Coun*«l. 
to    ravlew  B&M/QPU   trial    record   Action*    *upported 
PLAINS,  H  H  E        Office    of    the   General    Coun*il         83/03/25 
PALLADINO.N  J   ,    QILINSKV,  V   ,    AHEARNE.  -J        Commii* ioner*        3pp 
18342   093         24X    Flche    SO-2B9,  83/O4/2Bj  B30M3Q433 

—  B303230446   Provld»i   Conmliilon    rtipnni*    to   Com<ni»»ioner   Oilinaku 
03-0*07    Itr    disagreeing   u/Cammi«*lon  majorltg    declilon    to 
block    Oenoral    Countol    r»vi»ui   of    BfcH/QFU   trial    record    In 
TMI-1    raitart    proceeding    Commliiion   action*    juitlfled 
PALLADINO.N   J         Commie* loner*          83/04/19         UDALL.M   K         Houtt    of 
Rap..     Interior    &    In*Ular    Affair*         4pp          1BB42   O60         24X 
Flcho    30-28?, 83/O4/2B.  B30S230433 

—9309230*33  Dliagrae*   w/Commi«i ion   majoritg    view*    in   cnalrman  Palladino 
830419    Itr    juitlfglng    Commltilon    dtciiion    to    black   General 
Cauniel    review  of   BS.H/OPU   trial    record    In    TMI-1    reitart 
proceeding 

ASBELSTlNEiJ  K        Comml**lonert        B3/0-4/33        UDALL,  M  K        Hauie    of 
Rap    i     Interior   fc    IniuUr   Affair*         3pp         1B342  Oi4        B4X 
Fiche    30-289. B3/O4/28.  B305S30433 

0303230437  Forward*  NRC   "Rapt   to  Congri-u   on  Study   of  Financial 
Impact*   on   Resident    Inspector*    " 

PALLADINO.N,  J       Comml*tioner«       B3/04/a<?       OTTrNOER.fi  L       Hou*a   of 
Rap    i    Energu   b   Commerca        SIMPSON.  A        Senate.     Environment  d  Public 
Work*        UDALL.M  K        Houte    of    Rap    ,     Interior    &    Iniular   Affair*        3pp 
183*2;  067. 

•—330  33304  61    "Ript    to  Conor***    on   Study    of  Financial    Impact*    on   Re»ident 
Intpactort    " 

»      NflC   -  No   Detailtd   Affiliation   Olv«n        B3/O3/31        81pp 
1O342' 07O 

B3O3230443  R«»pondi    to   B3O322   Itr    ditcutiing    *ctivitiei   of   ANS  Bpccial 
CoAMlttRB    on   Source   Term    Info   meeting    to    pr-e»»nt   uork    of 

COMMltt**    URlCOIHld 

PALLADINO. N.  J        Co**ililon«r«         B3/03/02        STRATTDN.  H  R.       American 
Nuclear   Societij.       lp,       16348:131 

— 930323Q4&9  Ditcufiti   activitlvi    of   ANB  Special    Commlttaa    an   SourCB 
Tarni   Meeting    to    dlicut*    icurce    tarn    lnua   l<    praiant  uork    of 
commlttt*   propoted 

eTRATTON.M,R        American   Nuclear   Society        83/03/22        PALLADINOiN  J 
Conai  it  loner*.       Spp         18942'  132 

0333230474  Forward*    "KRC/FEMA  Joint  Ouartarly   Rapt   to  Congr***   on 
Ener  jencij   Prtparfdneiii  Jan-Mar    1983    " 

PALLADINO.N  J.       Commlitlonarm,       OIUFFRIDA. L   D        Fedaral    Emvrgtncg 
rtonao««tnt   Ag*ncg        83 /OS /O 3        BIKPBONr  A  K,       Bonater    Environment   tt 
Public  Works.      Spp.      18342 -184 

--B3Q32M479   "NRC/FEKA  Joint   Quarterlg    R«pt    to   Conorat*    an  EmarjBncy 
Pr*par«dneiii  Jjin-Har   19B3,  " 

«      NRC   -   No  Datallad    Affiliation   Olven        *      Federal    Efflirgency 
H*nagi«int  Aflencg       S3/03/31.       39pp        18542. 136 

BM323Q46O  Forward*    currant    long-ranje    raitareh    plamln  rt«ponia    to 
B30329  req.u»*t    for    Info    on    ongoing   d   antlclpatad    remrch 
•ctlvltiat   UBlng   •xlitlng   *ourco   tarn* 

PALLADINO,  NJ        Co*«li»tionar«        B3/O4/21        BOUOARD,  M        Hou«tofR»p,  , 
Qcitnci  li  Technology,      Spp        18942  333 

— B30923U&4  Aek   r»etlpt   of  S30104  r*tponie   to  r»(tu«»t   for  Commlnlon 
View*    on    i«plii(i»ntin9    racommandatloni    In   commlttat   rapt   on 
NBC    rtttarch    program    (H  R  -97-793)    Ll*t    of    onoolng    t 
anticipated   rviaarcN    aictlvltlo*    rnueitud 

aOUOUARDiM.  L,       Houie    of   Rap..    Bcli-nci    d  Tvchnolagg        83/03/23, 
PALLADINO.N,       Commit (lonar*.       3pp.        18342.  33£> 

S305230&70  Adviia»   that   ttate  can   chooi*   to   offivt   or  tubititut* 
co*B«n*atoru   planning   maaiurn    in   11 *u   of   local    l«vtl 
aai.pgancu    plan   ptr    eltad    condition*.  WREO-Oft04-FEMA-REP-l, 
Rev    1    ltdi   would    place    heavy    rtvourca   burdan   on    itati. 
OIUFFRIDAiU.O       Foderal   Emergeneij  Hnnagimant  Agency       83/04/1B. 
PALLADINO,  N.  J        Commliilonari.        lp         19842'  329.       C4X 
Fie  h*'  90-003.  B3/04/18,  B30323O670. 

— B30923O676  Bttki    clarification   of    i«»ut   ra   FEMA   ravitw   of   sffflta 
•••rgancv   planning  around    faeilltiet   Queitlont   whether 
•fcata   can   aubitituta   for   county   w/o   own   emerfl«ncv   plan. 
PALLADINO.N,  J        Co««H*ion»ri.       B3/03/30,       OIUFFRIDA,  L  0.       Fadaral 
Emargancu  HanagaMant  Agancv       3pp.       10342:330.      24X 
Flcfiai  30-003,  83/04/lBf  8308330*70. 

5305230692  CoMantt    on   H  R.  400   ra    fadiral    moni toring, analytli,  reporting 
It  pollcg   on  fortign  acquisition   of  US  bmin«*i«»  fc  anati   in 
vital   ti  «*n«ltlv*  natl    intirait   *icton   of  •conomi;.  in 
ra»pont*  to  030318   Itr, NRC   cannot   mpport   bill   at   drafted. 
PAU-ADINO,N.  J.       Coanittlanari,       B3/O4/20        BROOKS i J.       Houtt    of   Rtp    , 
Oov«rn»»nt  Dparatloni.      3pp.       1B343: 063. 


— B303230695  Forutrdi    H  H   6OO   for    comment   Tran»mittal    of   r»ply    In 
triplicate    riqutittd 

BRDDKQi  J         Hau»t    of    Rep    ,     Government    Operation!         B3/02/1B 
PALLADINO.N   J        Commllti onori         61pp         1B343   OfiD 

3303230703  Urg«<   resolution    of   remaining    quaitiona   n    facility    rtitart 
Dtlaij    In    reiolvlng    riitart    inue    unacceptabla    uhin    jobi   at 
ltak«  ftaitart    lnui    ihould    rectlv*   high    priority    this 
Bp  r  1  n  g 

BROVHILL,  J   T    ,     MOORMEAD.  C    J   .     RITTER.D         Hom«    of    Rap    ,     Energy    b 
Comnnrce         B3/03/I6         PALLADINO.N         Comml»i loner*         3flp         1B342   317 
24X    Flch»     30-289.93/03/16,8303230703 

a30S23O73»  Concur*   w/930307    Itr   r»    informal   reiolutlon    of   NRC    reiponn 
to  Congreitioniil    correipondsnct  Senior   Commliilon  itaff   mag 
llgn    ruponte*    involving    mbmittil    of    factual     Info,  par 
B30E1B   Itr 

PALLADINO.N   J        ComraliilonBr*         B3/O4/13        MARKEV.E   J         Hou*  >    of 
Rtp    <     Interior  &    Iniular  Affair*         lp        1BS42    240 

— 8303230735  Object*    to   Congratilona  1    riiponn    procedure    outlined    in 
830218    1 tr. CommiiBlon   ihould   bt    accountable    to  member*    of 
Congreii    for   accuracy   &    complet  ene-li   of    info   Commit*  loner* 
ri<tu*«t*d    to  rtvieu  lnu** 

MARKEY,  E  J        Houta   of  R»P    <     Interior   !•    Iniular  Affair*        93/03/07 
PALLAD1NO.N   J        Commlnl  on*ri         2pp,        10342    261 

B303240019   RaRpond*    to  0304 IB   Itr   recommending    retention   of   technical 
cadn    of    »»pirt»    to    r»vl«ui  CRBR   &    overall    DOE    br««dar 
prog'1"!'!  Maint   of   CRBR   Proorim  Dfc    at    ad«qu«t»    lavil    planned. 
Dec  it  ion    on    lituanca   of  CP    expected    by   June    1994 
DIRCKS.U   J        Office    of    tht   Eiecutiva    Director    for  Operation* 
83/O3/10        LLQYD,H       Houi*    of  Rep    .     Science  &   Tichnologg        3pp 
1B377   303         S4X   Flch*    90-937.83/05/10,8309240019 

— B309240O23  Recommend*    that   Comfflliilon   retain    technical    cadre   of   expert* 
to   review   CRBR  fc  overall    DOE   breeder    program 
LLOYD,  H        Houie    of   Rep    .     Selene*  &   Technologg        B3/04/18 
PALLADINO.N   J        Coqml 111 onert          lp.        1S977   310        S4X 
Ficha    30-337,  B3/OB/1O,  B30924O01? 

8303240075   DUcuint    itudy   of    ilgnlflcant   haiard*    conildgratlan   poied 
bg    r«racklng    of   «p*nt    fuel    pool*, In    rt*pon*e    to  830414 
memo, Science   Application*,  Inc    uilll    provide    Independent 
BttBomint. Final  ript  uiH   be   lubmltted   bg  830801 
D1RCKB.W  J.       Offic*    of    tha   Executive    Director    for  Operation* 
83/O3/06        PALLADINO.N,    OILINSKV,  V-  ,    AHEARNE,  J  F        Cammi*»lon»r* 
3pp         18594-309 

— 8303240094  Htqueit*    deicriptlon   of    plan*    for    completing    ttudv   on 
potintial    ilgnlflcattt  haiard*  of   ipent  fuel   pool  rtracking 
amend*    Deicription   thould    Include    *tudg   approach   fc   ichedule* 
for  anuring    lubmittal    of    final    ctudg    bg   B30B01 

PALLADINO.N   J        CommUlioner*         S3/04/I4         DIRCK8.  H   J         Qffici    of 
the  Executive-   Director    tor  Operation*        lp         1B394  309 

B30924O133  Ack    receipt   of   830315    Itr   tiortiting    concern  re  Commltilon 
treatment    of    tlctni*   amend   ra^uait   concerning    rencklng    of 
ipant    fuel    itoraje   poolt    in    interim    final   rulv  Llctnt* 
•mand    r*q.ue*tc   aiamlnad    on    caie-fay-caie   b*il>) 

PALLADINO,  N  J        Commiiiloneri        B3/O4/2S        9IMPSQNrA  K       Houio   of 
Rep.,    Environment  It  Public   Marks        Spp        18994  001 

— B309240167  Acb   receipt    of    B30313    Itr    aiprenlng   concern   re  Commlitian 
treatment    of    licenie   4m*nd   r«que*t    concerning   reracklng    of 
tpent   Pu>l    itorag*   pool*    In    interim  final   rule  Licanie 
amend   reque*t*    examined    on  ca«e-bij-c«ie   bail* 

PALLADINO, N        Commlaiioner*        93/O4/2B,       HART,0,       Houie   of   Rep    > 
Environment   ti  Public   Work*,       2op,        18994  OO3 

— 8309240179  Ack    receipt   of   83031S  b  24    Itr*    eipreuing   concern  re 
Commiiiion    treatment   of    llctni*   amend   requrit*   concerning 
reracklng    of    (pent    fu*l    itorage    pool*    In    interim   final    rule 
Amend   raqueit*   axjimined    on   caic-bij-caie   bail*, 

PALLADINO.N  J.      Coinmlillonerl        83/04/22        MITCHELL,  0  J        Houie   of 
Rap    >    Environment   *c  Public   Work*        2pp,       19394-005 

— 83092*0190    "Btdi    far  Determining    Whether  Licanie  Amend*    Involve  No 
Significant  Haxard*  Conildiratlon*, "   10CFR30   Inttrlm  final 
rule, Amend*    regulation   to   iptctfg    ltd*    for    determining    if 
r*q,ue*t«d    amend    to  OL   Involve*    tlgnlflcant    haiard* 
CKILK.S  J        Office   of    the  Secretarg    of   the    Commi»*ion        83/04/04 
44pp         18594.007, 

— B30J1103B4   Ditcune*   Sholly   provltian    in  FV92-B3  NRG   Author Ixatlon  Act 
re    treatment   of   amend*    to  reract    tpent   fuel    itorage   pool* 
Treatment    unacceptable 

81MPBON.A   K.,    HART.Q.,    MITCHELL.O    J        Benata,    Environment   fc  Public 
Work*       83/03/13       PALLADINO.N  J       Coramitilontr*       3pp.      1B994  031 
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NONDOCKETED  ITEMS 


—  £3091  10601    Confirm   830323  t«lcon    re    propo**d    regulation*   for  Shelly 

provltion    on  amend*   to   rtrack    (pent    tail    itor«ge    pooli 
Pro  po  ltd    caie-bi/-cate    exam    for   repacking    unacceptable 
MITCHELL.  0   J         Senate         B3/03/24         P  ALL  AD  I  NO.  N   J         Commlttlontr* 
Spp         IB994  034 

83092*0216  Advlie*    that  930333    1  tr    rtqueittnj    Immtdiatt   hilt   to  ill 
work   at    TMI-t   &  2i  iij/txception    of   (Mint    necaiiary    for 
taf  et</,  uill  1   TCC»IV«    eoniideratlan   ft    1-eq.ufit   for   action 
un4er    10CFH2,SOi  FR   natlc*   enel, 

DENTON.H  R        Office    of   Nuclear    Realtor   Regulation,     Dlrtctor 
63/09/17        5UNO.R.       Three  Mil*    Uland    Public    Inttreit  Rtiource 
Cimter         2pp          16393306.       24  X    FlcJia    00-289.83/09/17,8309240216 

—  6309240220  Wo  tie*    of  raqutit   for   act  ion    undir    1OCFR2  206  re    Imntdlat* 

halt    to   work   At   THI-I    &  a 

DEN  TON,  H  A        Office   of   Nucl*ar   Htactor   Regulation.    Director. 

B3/03/17         IB          IB393   30B         24  X    Ftcha    30-289,03/03/17,6309240216. 

8309240352  Reipondi    to  821207   Itr    re    troeeciing    of   T  Appltgate  FOIA 
r»nuait    far   doeun»nt»   on    Investigation    Into    alleged    cnnit 
dfflclenclai  All   NRC   ofc*   will    comply   u/FOIA  re^ueit.  Requt*t 
Rf-quatti   uill    ba   coordinated  u/Ofe    of   Qtntral    doumal 
P  ALL  AD  I  MO,  K  J       Comml**lontr*.       B3/Q4/14        UDALL,  M  K.      Moute   of  Rip    . 
interior  &    Iniular   Affair*        7op,        18394    131         24X 
Fiehe    30-3SB.B3/04/14,  8305240853 


Rujmiuft    to   330302    1  tr    rt    procuring    of    T  Appligatt  FOIA 
rio,tjitt    for  decuiMnti    on   inv*«-tlg*tf  on    Into   allrg*if  com* 
d»ficitnei»i   All    FOIA  rcqutitf.   uilll    bt    coortftnitad   u/Ofc    of 
Qtr*r*l    Count*!    Commliiiontn    vleui    »ncl 

PALLADINO.N  J        Commltiiontr  I  .       S3/O4/14        BEJBEflLINO,  J.  F       Houia 
of   Rip   .     Int.Tior  t.   Iniular  Affair*         12pp         19591-139       24  K 
Flchi    50^398,83/04/14,0305240232 

8100230739   Bubmiti   minor    organ!  rational    change    &  r-vaffirmi    privlauily 
iltablllh»<(  adffllnlltratlvi  pToeadgrtl. 

BO/Oi/20,  Offlci 


J.       Qftlcf   of    Intpictor    &  Auditor 
of    Ini-pactor   t>  Auditor        2pp.       1Q394    150 


B  3  0324  0243  D(icu>t««   Invaitlgat  1  on    of   Appligati    allagationii    "Adiquac 
of    IE   Invtittgatton   30-33B/SO-09   at   WH   Zltnntr   Nirclcar  Poutr 
fltatio.n.  "  ptr  Udall   BE  1307  1  tr    IE   lnv«i  tlgatlon   found 
untatlifactory    In  Aug    19B1   T  Harpitar    lnt*r^lau    vncl 
CUMMIHOa.J   J         Office    of    Imp  <K  tor    t,   Auditor         63/O1/03 
BICHMITiL       Office   of    tht  Baniral    Cnuniil.       Bpp,       18594,  133       E4X 
Flchi    30-338,63/04/14-8303340332 

B30324Q267  Foruiardi   idJl    info   rt    NRC   withholding   of   T  Htrpitir 
Intirvltu  u/aovt    Accountability    Projtet   011133  FOIA  rto,unti 
par   Commlition  S  30  207    tnitructloni 
CUMHIKGS.J       Off  let   of    Intpactor    k   Auditor.       B3/02/16       MALSGH.  M  0 

Offlci    of   th«   Qvniral    Couni*!         ipp         1B974    163        24X 
Flcht    30-388,  03/04/14>  830!J2«0252 


NRC  CONTRACTS  AND  MODIFICATIONS 


030303070?  Cornctid   notification  of    contract   t  itcutloni  Hod   3   to 
"EartHuaki  R«curnnc*    Intvrvali   «t   Nuelt«r  Pouar   Plant 
Situ    *  Contractor:Ertic    Maitarn>  Ine 

QUBTAVEiR  P        Technical   AnUtanci   Contracti   B^•ne^        FIN  B-7226. 
MRC-04-Bl-li7        83/04/14        BATSONi  M        Offici    of  Nuclear  Ragulatory 
Rinarch,    Dlnctor.      MURPHY,  A        NRC   -  No   Data  11  ad    Affiliation   Otvtn 
Ip          18309    104 

8309040280  Notification   of    contract   n*cutlon.Hod   &    to    "Elictroitatlc 
Copying  Svci    "   Contractor1  Literature   Raiaarch   Co 
SMITH.  P-  A       Dlvlilon  of  Contract*       NRC-10-79-361       83/04/29. 
BEBAW.  H,  J      Dlvlclon  of  Technical   Inf  ormation  l>  Docunant  Control. 
BAOOETT,  M       NRC   -  No   Dttalltd   Affiliation   Olvin         Ip         1B32&.349 

—  B3030402B4  Mod    6.  dvobltgatlng    balanc*    of    fundt    for    cloiaoutito 
'Eltctrottatlc  Copying  Si/ti   " 

BULLINOTONiR  L        Lltiraturi   Ri**arch   Corp,       SMITH,  P  A       DlvUlon  ef 
Contract!        NHC-10-79-3A1.       B3/04/S3        Ip         18324.346. 

8309040341  Notification  of   contract  ixacutianiHod   10  to   "Carver 


Counitllnj.  "  Contractor.  OlndapiElttiri  Handitton  fc 

Inc 

8M1TH.P.A       Dlvliton   of  Contract*.       NSC-10-79-387 

8PRINO€R-H,      Offica  of  Administration,      TAYLOR,  K. 

Divtlopnint  k  Training  Staff.      Ip       1B32&,  333 


83/04/28. 
Kanaginant 


—  8303040345  Hod    10,  daobllaatlng    balanca    of    fund*   raMaining   und»r 

contract   for    official    clotaoutito    "Caraar  Countalin|.  " 
MENDELBON,  I  N,      Binder.    EUtir,    Mandalion  l>  Hhvalar.    Inc.      SMITH,  A. 
Dlvtflon  of  Contraeti       NRC-10-79-387.      03/04/28       Ip,      18336:334. 

8309040993  Notification  of   contract  aitcutinn:    "Extnna  External 
Phanomina  eubcomnltttii  "  awardad   to  9»org»  Wathlngton  Univ 
HOVLE,  A,      AilHlnlitrattva   Contract*   Branch        FIN  B-1397. 
NRC-11-93-703        83/04/29.       FRALEY,  R  F        ACR8  -  Advisory  Co«wltttt  on 
Rtactor  Safeguard*        SAVIO,  R        NRC   -  No   Detailed   Affiliation  Olvan. 
Ip.       18331.234. 

—  -8309040933  Contract     *E«tr«>e  External  Phenomena  Qubconnlttaei  "  atfarri 

to  Oaprji   Maihlngton  Univ 

FOX.R  R       Otorge  Uaihlngton  Univ.      HE8ELLO,  J.  E.      Diviilon  of 
Contr*ett        FIN  D-1397        NRC-11-B3-703.       83/04/29.       4pp 
18351  239. 


B309040A39  Notification   of   contract   ixacutlon'     "Evaluation  of  Matl 
Accounting  Performance   at   Nuclear  Fuel    Cycle  Facilities" 
auarded  to  NUB  AC,  Inc. 

UIOOINS,  E        Technical   A»*i*tanca   Contracti   Branch.       FIN  fl-7379. 
NRC-02-B3-027       83/04/21       DAVIS,  J       Office  of  Nuclear  Material 
Safety  <•  Safeguard*,  Director.       MILLER,  M.       NRC   -  No   Detailed 
AffflUilon  fllven       Ip        iB336:2S3    " 


— 8305240272  Riqueitt   info  rt  Qfc    o-f   Incpector   *t  Auditor   (OIA)   inquiry 
Into    Zlmni«r  mattar  R*a*ont    for    ramo-val    of    document*   from  OIA 
ofc*    E)ue*tiDn«d   Withholding    of    docirninti    contributed   to 
delav    In   public    recognition   cf    tru«    itatu*    of   project. 
UDALL. K  K.      Houia   of   Rap   ,    Intirlnr    t    Iniular    Affair*       82/12/07 
PALLADINOjN  J.       Comml  talonir*.        Ip          1B394    169         24X 
Flchi    50-338.03/04/14.8309240532 

— 8305240273  Requ**t*    addl    info   re    8212:07    1  tr    (taking    explanation   of 
c Ircunitancii    *urroun.ding    cofflpllance  u/FOlA   requeit   fop 
docuntnt*    ptrtainlng    to   facility   Adtquacv    °'    Cummlnjt   rtply 
q.uaitioned 
UDALL.  M  .    81EBEHLITO,  J,      Hou*n    of  R»p,  .     Inttrior    It   In»ular   Affair* 

83/O3-/02.      PALLADINO,  N       Comml  iilontra.       2pp         18394,  170       24X 
Ffche    30-398,03/04/14,8309240292 

8309230311    Haapond*    to  6304 14  raqutit   far    Info   r*    fr*q.uincy   of  reactor 
•cram*    far  US  plant*  t  ixplinatlon  uhy    ccmparablt   Oapanm 
plant*    tiparltnce    feuitr    reactor    irnnn.Tabl*   pr-ovldlng 
number   of   trip*   etjterlinctd  for    l?SO>8i   Si  92  incl 
D1RCKS<M  J        Office   of    tht  Eiacutlve    Director    for   Operation*. 
83/03/04,       AHEARNE,  J       Commliilontr*.       ?pp         18999:317 

— B3 032 303 13  Requait*   info  rt  trip*   per   ur   per   plant   for  US  plant*  for 
lait  3  vr*  of  operation  lc  txplanatlon  uhy   Japanait   plant* 
ixparitnce    fawar    trip*, 

AHEABKE,  J.      conniiiloner*        83/O4/14.  Off  let    of    tht  Executive 

Director    for  Operation*,       Ip         18399,327 


— B309040643  Contract.    "Evaluation  of  Matl   Accounting   Performance  at 
Nuclear  Fuel   Cycle  Facilities, "  auarded   to  NUB  AC. Inc. 
PEREN8TE1N.J,  E        NUSAC,     Inc.      MORTON,  K.  V.       DivllJon    of  Contract*. 
FIN  B-7379        NRC-02-83-O27,       63/04/21        22pp.       16336'  SB* 

8309040630  Notification   of   contract   tiacutlon.Hod    1    to    "Eitabliiti 
Collaborative  Program  Between  State  d  Conmiiilon   to  Provlda 
Independtnt  Heaturenant*  of  Radioactivity    in  Effluant*  It 
In  Environ.    . .  "  Contractor  State  of  HI. 

SILVia.fi  H       Technical   Antitance  Contracti   Branch.       NRC -09-73 -01 4. 
83/04/29,          Director'*  Offica.    Offtce   of   Inipactlon  and  Enforcement. 
Ip.      18334. 3i9 

— 6303040*60  Hod   1, deobl igattng   fund*. to   "Ettabllih  Collaborative  Progra* 
Between  State  fc  Comilnlon   to  Provide   Independent 
Heaiuriment*  of  Radioactivity   in  Effluant*  V  in  Environ 
Around  Selected  Com* in! on  Licenied  Activities,  " 
REIVITZiL        Mliconiin,    State   of,       OUSTAVE.R  P.       Diviilon   of 
Contr*ct*.      NRC-03-73-014.       B3/04/S9.       Ip.       1633i'270. 

8309030389  Notification  of   contract  execution, Hod  3  to   "Leaie  of 
Vehicle*.  "  Contractor: H»  Try  Harder,  Inc. 

HROMBEfiO-B        AdMinlitratlve   Contract*   Branch.       FIN  B-8133. 
NRC-10-B2-377.       83/04/26,       CORLEY.J.  ,    9RANT. L.       NRC   -  No  Detailed 
Affiliation  fllven        Ip        1B332.0&3. 

— 8303050359  Hod   3, extending    period    of  performance    to   B40512,  to    "Leaia 

of   vehlclei,  " 

M  Ue  Trv  Harder.  Inc.   SMITH,  P.  A,  Dlviilon  of  Contract!.   FIN 

B-B133   NRC- 10-82-377.   83/04/26  Ip.   18332:064. 


NOWDOCKETED  ITEMS 
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93O3O904GG  Notification    of    contract   a  >ec  utioni  Mod    3   to    "PerformancB    of 
Engineered    Barrier*    In    Qiologlc   Repositorg    "   Contractor 
Solder   Anac.  Inc 

FIELDS, J  A        Divilion    of   Contract*        FIN  B-69B6-3        NRC-02-81-027 
B3/03/2B        DAVIS, J        Offic*    of    Nuclear   Material   Safety    b 
Bafaguardi,  Director        PITT1OLIO. L        NRC   -  Ho   Detailed   Affiliation 
Olv«n        Ip         18392  060 

--83Q3030404  Hod    9i eitab 1 l«h ing    provlilonil    overhead   rats    for    labor   coit* 
tf    increaiing    funding, to    "Performance    of  Engineered    Barrier* 
In   Ooologlc    Ripoiltorg    " 

PENTZ.D  L  Solder  AltOCiat»»  OU3TAVE.H  P  Divilion  of 
Contract  I  FIN  B-69S6-3,  NRC-02-B1-027  83/03/28  3ff 
18332  061 


— 0303060384  Mod  A,  modifying  monthly  buiinesi    Itr  reporting    requirement*. 
to    "Foundation!   &  Undirplnnlng   Rivieu  of    Remeifl*!    Mea*ure* 
for  Structure   on  Fill    for   Midland   Plants    113" 

POULDS.SJ        O.ot.ChnUal    Engineer*,      Int          0USTAVE,  R    P          DiviiJon 
of    Contract*         NRC-03-B2-092         83/04/18         3pp          18353   OB7         24X 
Flcht    50-329,83/04/12.8303060379 

8309090009    Notification   of    contract   tit  cut  1  on.  Mod   9    to    "Sit* 
Suitability   Aiiciimentt   Band   on  Saepagc   tt  Groundwffttr 
Condltioni    Aifaclatod    H/U  Recovery   Operation*    " 
Contractor    Hi  11 lam*-Robinetti   &  Anoc 

DELOATCH.V        Technical   Aillitance  Contract*    Branch        F1M.  fl-7383-3 
NRC-02-B1-O39       83/04/29        DAVIS,  J       Office    of    Nuclear   Material 
Safety   &   Safeguard!,  Director        Ip         19349  360 


B3O9O60174  Notification   of   contract   eneciition.  Mod   7   to   "Energetic 
Thermal    Interaction*    It   Coolant    Flow  Phenomena    Anoeiated 
H/Nuclear   Reactor  Coneepti,  "    Contractor   Purdui    Ruaarch 
Foundation 

FLEENOR.C        Divilion   of  Contract!        NRC-03-80-102        B3/O2/BS 
MATTSQN.R   J        Dlvliion    at   Bgttsmi    Integration    (pott   B11003) 
MEYER, J        NRC    -  No   Detailed    Affiliation   Oiven         Ip         18339.354 

— 8303060183  Hod   7i e«tending    period    of    performance    through   830322  fc 
reviling    billing    in*tructlon«, to    "Enepgetlc    Thermal 
Interaction*   fc  Coolant   Flow  Phenomena   Anoclatid   W/Nuclear 
Reactor  Concept*. " 

CREENKORN.R   A        Pupdue   Research    Foundation        OUSTAVE,  R   P.       Division 
of   Contraeti        NRC-03-BO-102        83/O2/23        2pp         18339. 35S 

B3D9O60233  Notification   of    contract   axectitloni Mod    3    to    "Revieu  of   Rept 
Entitled    'Simulation   of  Earthquake  Ground   Motion*    for   San 
dnofre  Nuclear  Oenaratlng   Station  Unit   1   -  Final  Kept.  "' 
Contractor   Univ   of   California   at   Ban   Dlago 

BH1TH,  P   A        DlvUion   of  Contract*        FIN  B-6531.       NHC-O3-78-1B6 
33/04/25        DENTON.K  R        Offlea    of   Nuclear  Reactor    Regulation, 
Director.       REITER.L.       HRC   -  No    Detailed   Affiliation   Oivtn         Ip. 
1839?  392,       S4X   Piche    90-206,  83/O4/SS, B30306O235. 

— 83O306023?  Hod    fli deobl igating    fund*    for    clQieouti to    "Revleu  of  Rept 
Entitled    'Simulation    of   Earthquake    Ground    Hotlan*    far   San 
Cnofpe  Nuclaar   0*nfr»tina   Station  Unit   1   -  Final   Rept,  '" 
*      California,    Univ      of,    Ban    Diego        SMITH. P    A        Divilion   of 
Contract*        FIN  B-6931.       NRC-03-7G-18&        83/04/23        Ip         18339, 393 
24X  Fiche.  30-206,  B3/04/29,  B30306O239, 

83O3CW.Q246  Notification    of    contract    eticutlon.     "Perform  Studlei    Re 
Data   &  Analyit*    of   Nuclear   Fuel    Cycle,  "    auiarded    to   Nuclear 
Anurance   Copp 

HOVLE, A        Administrative   Contracti   Branch        FIN  B -7386-3 
NRC-02-B3-037        83/04/26        BROWN, R  B        Program   Support   Branch. 
LOMENBERO.H.      NRC  -  No   Detailed  Affiliation   Olven        Ip,       IB33<7'346 

—  0309060291    Contract'     "Ptrform  Studie*   Re    Data    *•  ATiilijiii    of   Nuclear 
Futl   CYclei "  auapdad    to  Nucl«ar"  Aiiuranct   Corp 

DOIRON,  D.  0        Nuclear    Anurance   Corp        REBEiLO,  J,  E,       Dlvliion   of 
Contpacti        FIN  B-73B6-3        NRC-02-83-037.       83/04/H6        3pp. 
16399   347 

B3O3OA0320  Notification   of    contract    execution.     "Dnvelapinent   of   Rig 
Oulde   t  Regulatory    Anal«*e», "   »u«rd«d    to  Anatyii*    t 
Technologu 

HI 00 INS,  E,       Dlvl«lon   of  Contracti.       FIN  B-B649        NRC-03-B3-107. 
83/04/01.       THOHPBON,  H.  U.       Division   of  Human   Factop*   Bafetv 
SENDER. L        NRC    -  No   Detailed   Affiliation   Oivtn.        ip.       1B333-039 

— 3303060326  Contract      "Dtv«lopm«nt   of    Reg    Oulde    ti   RigulatoriJ   Analgm, ' 
•warrfid    to  Analuil*   Ir  Technology 

NOLF,  D  M        Analuil*   Ic  Technologu,     Inc.       MORTON,  K  V        Divilion   of 
Contract*.       FIN  B-B649.       NRC-03-B3-1O7.       B3/04/01        28pp. 
18393-  036. 


— B309090013  Mod   9,  mtinding    period    of    p ar f nrrnan c t    to    830920,  to    "Bite 
Sultabllltg   AttBiiminti    Band    on   B»«pag»    &   Oroundw*t*r 
Condition*   Anociatid  W/U  Ricovaru   Operation    " 

WILLIAMS.  R,E        Wtl  1  iami-Rob  initti   I.  Aiioclatilr     Inc         OUSTAVE.  R   P. 
Division    of   Contracti         FIN   B-7303-3         NRC-O2-B 1-039         B3/04/H1? 
Ip          183&9   361 

9303090030   Notification   of    contract    iiicutlon,  Mod    7    to    "Fire   Protection 
R*«e*rch    Program    "    Contractor  Underuritvr   Lab*,  Inc 
HOLLETT.B        Technical   Anlitanca  Contpacti    Branch         FIN    B-6197 
NRC-04-77-1S3,      83/04/29        BATSON,  M        Office    of  Hue  1  tar    Regulatory 
Ruearch^     Dirictor         NOTLEY,  D         NRC   -   Mo    Detailed    Affiliation   Given. 
Ip         18381     174 

— B30309003B  Mod   7, providing   no   coit   *>tBn*ion    until    B30930,  to    "Fire 
Protection  Rtitarch   Program   " 

*  Underwriter*   Laboratory        OUBTAVE, R. P        Dlvfilon    of   Contract* 
FIN   B-6197        HHC-04-77-122         03/04/29         Ip.         IB3S1     179 

8305090069    Notification   of    contract    locution, Mod   3    to   "Coord i natl on    of 
Cooperative   Organ! tationi    Participating    in   analogical, 
Oeophuiical    &  St limaloglcal   Studle*    "    Contractor    St    Loui< 
Univ. 

HOLLETT,  8        Technical    Anlitance   Contracti    Branch.       FIN   B-7S42, 
NRC-04-BO-SB9        83/04/29        BATSON, U        Office    of   Nuclear    Regulatorij 
Rei«apchj     Director        HASTLEfl,  S        NRC  -  No   Detailed    Affiliation   Clven 
ip         1B3B1.  156 

— 8309090117  Had  3>  extending   performance    to   831 108  at    nci   *ddl    coit,  to 
"Coordination   of   Coopirativi   Drgjniiatlon*   Participating    in 
Oaolooicali  Oeophijicial    &  Btiimolog ical    Studiti    " 

*  3t      Loult   Univ  ,    St      Louii,    HO        OUSTAVE,  R  P         Divilion    of 
Contract*         FIN   B-724EJ         NRC-04-BO-2a9         B3/04/29.        Ip  1B38I'  1S7 

8309090IS2    Notification   of    contract   neeution,  Hod    S    to    "Manual    to 
Define  Louar   Limit*    of   Detection    In  Radiological    Effluent   & 
Environ  Mia*jr*nenti   "  Contractor  MBS, 

DELOATCHj V.       Technical    Anlitanci   Contracti    Branch        FIN   B-8619 
NRC-03-B2-IB6        03/04/20         MATTSDN.fi         OffLca     of    Nuclear    Reactor 
Regulation,     Dlrictop        HEINKE.H       HfiC   ~  No    Detailed    Af  f  i  IU  t  Ion 
Olven         Ip         1B381.  12B, 

— 8303090131    Mod  2,  changing    parted    of   performance   to    B409OE    ti    increailng 
fund*,  to    "Hanual    to  Defln*   Louar  Limit*    of    Detection    in 
Radiological   Effluent  &  Environ  Hiaiupementi    " 

SHREvEj  D  B        Commrcer    D*pt      of,    National    Buraau    of   Standard*, 
OUBTAVE,R.P.      Divilion    of  Contract!        FIN  B-8615        NRC-03-82- 1 26 
B3/04/Z8         2pp          1B3B1.  129 

8303090291    Notification   of    contract    tuc ut  1  on,  Hod   2    to    "Comppeheniive 
Currtnt    (Real-Tlne)    Otophijiical    Data  Storage   It  Retrieval 
By*."  Contractor.  W3I   Corp. 

COLEMAN,  R        Adminlitratlv*   Contract*   Branch.       NftC-33-B3~4a&. 
83/03/03        BASSETT,  H        Divilion   of   Data  Automation    &  Management 
Information       JOHNSON.  C.      NRC  -  No  Detalltd   Affiliation   Olven        Ip 

10381.233 


B3O9O40341    Notification    of    contract    execution, Mod    1    to    "Oeotechnical 
On-Call   A**i*tanc«   far   Can   Review*."  Contractor. US 
ArMV,   Corp*   of  EnglneerK. 

FIELDS,  J,  A.       Divilion   of   Contracti,       NRC-03-82-107.       83/02/23. 
VOLLMER, R.H.       Dlvi»lon    of  Engineering,       HELLER.L.       NRC   -  No   Detailed 
Affiliation  Olvan.       Ip.       18333:024. 

— B3O3060391   Hod   1. changing   addren   for   «ubml**lon   of   invoica*   to, 
"Oeotechnlcal  Qn-Call   Anlitanct   for  C*i*  Ravlau*   " 
KAVANAUOH.P   F        Arniu,     Dept.     of,    Copp*    of    Englntar*        HAOAN,  T.  F. 
Divilion   of   Contract*.       NHC-O3-B2-107.       B3/OS/23        Ip.        18393;OS3. 

B309OA0379  Notification   of   contract   execution, Had  6   to   "Foundation*  fc 
Underpinning. Review  of  Remedial  Meaiupa*   for  Strueturei   an 
Fill    for  Midland   Plant*    1    fc   2,  H   Contractor- Qeotechnical 
Cnginteri'  Inc. 

FIELDS, J.  A.       Divlilon    of   Contpacti.       NRC-03-BZ-092        B3/04/IB 
VOLLMER,  R.H,      Divilion   of  Englnaeplng.      KANE.  J.      NRC  -  No  Detallad 
Affiliation  Olven.      Ip        1B3B3!084.      24X  Flehe: SO-329^ B3/04/12, 
O303060379. 


— B30S09030-0   Mod   Srcorrectly    itating   amount    cartlfltd    under    Mod    l,ba 
HComprih*ntlv*  Current    (Rial-Time)    Qaophuilcal    Data    Btopage 
&  Ritrlival    3(j t    " 

»     WSI    Corp        MATTIA,  H.  J.      Divilion    of    Contracti        NRC-33-83-496 
83/09/O3         Ip        1S3S1   236 

B305110005   Notification   of    contract   *>*cutlon>  Hod   4    to    "Ad    Koc 
Committee    fop   Revliui  of  Nuclear   Riactor   Llc«n»Ing    Reform 
Propoiali. "   Contractor, 0  Charnoff 

TOWNSEND,  B        Admlniitpati vt   Contracti    Branch.       FIN  B-8179. 
NRC-1B-B2-4B1       83/03/03       ROTHSCHILD,  T       Dffici   of   th*   0«naral 
Countil         Ip.       18431    249. 

— B30911000B  Hod   4. attending   period    of   parf ormance    to   931231,  to    "Ad 
Hoc   Commlttei    for   Revleu  b  Llcen*lng    Riform  Propoials, " 
*     Charnoff,    0.       REBELLO,  J  E.       Divi*ion   of    Contracti         FIN  B-B177, 
NRC-18-82-481.      83/09/03        Ip        10421    290. 
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8303110031   Notification    of    contract   e  tecution.  Mod    7   to    "Technical 
Ailittance    on  Biti   Chirac teriiatlon    &   Monitoring    " 
Contractor   US  Army  Carpi    of  Engineer* 

FLEENOR.C        Technical    Assistance  Contracts    Branch        NR  (7-02-31-036 
03/04/39        DAVIS.J        Office   of   Nuclear   Material    Saf»tu    fc 
Safeguard!.  Director.        PENNIFILL.R         NRC    -   NO    Dotalled   Affiliation 
Qfvin         Ip         1S4B1    311 


0303110904  Notification   of   contract    execution, Mod    4    to    "Radiological 
Evaluation   of   Burial   Orounds    "    Contractor  Radiation   Mgt 
Corp 

FLE6NOS.C        Technical    Assistance   Contract!    Branch,       NRC-02-BO-034 
83/04/19        DAVIB.J        Office    of   Nuclear  Material    Bafetg    & 
Safeguards,  Director        CROW,  B,       NRC   -  No   Detailed   Affiliation  Given. 
Ip         13419   399 


—  3309110041   Nod    7irevlslng    delivnry    schedule    far    task   r«pts    to    extend 

period   of   performance    to    830328,  to    "Technical   Assistance    on 
Site  Characteriiation   &  Monitoring    " 

MARCUSON.H  F       Armij  ,    Deot      of,    Corps    of    Engineer!        flUBTAVE,  R.  P 
Ttchnical   Asilitanct    Contract*   Branch         NRC-O2-B  1-036,       83/04/29 
Ip        18421   312 

6303110146  Notification    uf    contract   execution      "Advisory    Committee    for 
Ravleu  of  Dfc    of    Investigation  Policy    an  Right)    of  Licensee 
Employees   Undtr    investigation,"   4Warded    to    Deoevolts  fc 
PI  Impton 

TaWNSENDiB        Adratnlstra  tlve  Contracts    Branch         FIN  B-9IBJJ 
NHC-la-H3-4O7       83/OS/03        FOTHSCHrLD,  T        Office    of    the   General 
CauniEl        LEVI.  fi       NRC    -  No   Detailed   Affiliation  Olven         Ip 
1B421   341 

—  H3O3110I33  Contract      "Advls.org  Committee    for    Review  of   0*e   of 

Invt»tlgatlott  Policy    on    Right*   of   Licensee    Employees   Under 
Investigation,"   awarded    to  Debevnise   t*  Plimpton 
RUEHHAUSEN,  0  H       PLckard,     (-own  b  Qarrick,     Inn        REflELLO.J  E. 
DivUlon   of  Contracts.       FIN  fl-Biea        NRC-  1  B-B3-407        B3/05/03 
flpp        18121   343 

B303HQ1S9  Notification    of    contract   •  Jecutiom  Mod    3  to   "Computer   Band 
Software,  Installation,  1>»t  Ing   Documentation!  Training   tt  9i/i 
Integration    for    Implementation   of  NRC    TLB  13ir»ct  Radiation 
Monitoring  NRtuork    "    Contractor   Applied    Phijilcal   fachnoloigij 
OILDENHORN.A  J       Admlnl»tr»tlve   Contracts    Branch        NRC-lQ-ac-691 
B3/O-4/24       OORIE,  W        Office    at  Administration        COSTELLO,  F        NRC    -  No 
Dftallgd  Affiliation  Olvan         Ip. 


—  83O9110163  Mod  3i  redti-c  Ing    total    amount    of    contract,  to   "Computer    B«*«d 

Software,  Installation,  Testina  Documeintatlon.  Training  &  B\[i 
Integration  for  Imp  1  ••notation  of  NRC  TLD  Dlrvct  Radiation 
Monitoring  Nituork  Program  " 

*     Appllfd   Phu*lcal    Trchnalogu,    Ine         HA  e  AM.  T   F       Dlvi*lon    e-f 
•Cantracti        NRC-iO-a  0-691.      B3/04/2t        2pp         18434  342. 

9303110190  Notification   of    contract  *x«cutlon,  Mod    3  to    "Ad   Hoc 
Comnltt«>    for  Ravleu   of   Nuclear  Reactor    Licensing  Raforffl 
Prop  oials    "  Contractor.  Ohio   Stata  Unlv 

HOViLEiA.      AKminiitratlva    Contract.  Branch.       FIN   B-B17? 
NRC-1S-82-4B1        83/04/2B        ROTHSCHILD.T        Office    of   tht   Oantp*  I 
Counitl.       Ip        1B434   HBO, 

—  B3O31  10192  Hud  3,  extending    parlod   of    parfornanca    to  B31S31   fc    Increatl 

total    funding,  to   "Ad   Hoc    Commlttii    for    Review   of  Nuclear 

Raactor  Heenting  Rotorn  Propoial»    " 

REDMOND,  Ft  F       Ohio   Btate    Unlv       REHELLO,  J  £        Division   of 

Contract*        FIM  B-B179        NRC-1B-S2-4B1         B3/Q4S29        Ip         1H434  SB1, 

B30911D104  Notification    at   contract   oxicution.Mod    S3  to.    "Sacurifiy 
Burvty  Ouldas  &  Appraisal    Ouldi    "     Contr*ctor:D  Mrlflht. 
HOYLE.A       Adminlstrativa  Contracts  BraneJi.      N«C-10-B2-3S3       B3/05/03. 

BRADY,  B,J,       Division    of   Becurlty        KIDDj  D        HRC   -  No  Detailed 
Affiliation  Oivin        Ip         10434  277, 

—  93031101  9S  Hat  3i  rat  Imc  ting    new  rf»liv*ry    schvdvla   fc  payment,  to 

"Sacurltu  &urv*v  fiutdts    &   Appraisal    Quid*    " 

WRIOHTiD       Wright,  D.       HEEE-LLO-JE,       Division    of   Contracts. 

KHC-1Q-83-38S        83/O9/03.         Ip         1B434   H7B 

B30S1  1022?  Not!  ficatlon    of    contract    execution'     "Automated  t-ibrarv    Sgii" 
awarded   to  On  -Line  Computer   Byi,Inc, 

COUEMAN,R       Admlnlstratlva   Contract!   Branch         NRC-33-B3-494. 
83/09/09       BAfiBETT,  H       Office  of  fltfouTcd  Nanag«n*nt,    Director. 
ZUMBOLI,8       NRC  -  No  Detailed   Affiliation   Given.       Ip.       10434  269. 

—  B30  51  10232  Contract      "Automated  Llbrarv    9U»-  "    auardid    to   On-LIrr 

Computer  8gs,  Inc. 

LrNN.D.L.      On-Lin»  Co«jitit«r  Systems,     inc.      MATT1A-M  J.      Divialon   of 

Contracts        NRC-33-B3-494        B3/09/09.       IZpp.        1S434  3B6. 

B3031  10233  Nottfication    of    contract   ettcutionrMo'   3    to    "Investigation 
Into    State   of  Stress    in  Crust   Under  Martfc»«it«rn   US." 
Contractor  Columbia  Unlv. 

FIEL&S,  J,  A       Technical    Aislftanci   Contracti   Branch.      NRC-04-B1-1BO 
B3/D4/89       BATSON.H,  F.       Office   of  Nuclear    Reactor   Regulation. 
Director-      ZURFLUEHrE        NRC   -  No  Detailed    Affiliation  Dtven        Ip. 
1S434  263 


— B3031 10309  Hod   4. intending    period    of    performance    to   830901, to 
"Radiological   Evaluation   of   Burial    Qroundf,  " 

BOOTH,  L  F       Radiation   Manag*m»nt  Corp        SU0TAVE, R  P        Division  of 
Contracts        NRC -OS-BO- 034        83/04/19        Ip         !B4t9  360 

B309110939  Notification   of   contract    execution, Mod    10    to    "Technical 
Atslstance    In   Support   of  NRC  Reactor  Llcanslng    Action 
Program  Z   "   Contractor- Franklin    Inst 

FLYNN,M       Technical    Assistance   Contracts    Branch        NRC-03-81-130 
83/04/14        EJ8ENHUT,  D  0        Division   of  Licensing        CARRINOTON, H,      NRC 
-  No  Detailed   Affiliation   Olvan        Ip         19419    112 

—  8303110949  Mod    10, replacing    projact   officer   ft   certain  member!    of 
performance   evaluation   board   t    incorporating    revlted   Manual 
Chapter  320B, to    "Technical    Assistance    In   Support    of   NRC 
Reactor  Licensing   Action  Program  2   " 

ASHTON.A.H.      Franklin   Institute/Franklin  Research  Center 
0(JBTAVE,R  P        Division   of   Contracts        NRC-03-B1-130        83/04/14 
Spp        18415.  113 

8303120148  Notification   of    contract   execution.     "Listing    of   High 
Technology   B(i)   Firms,"    awarded    to  Miranda  Asioc,  Ine 
BAZINrJ       Administrative   Contracts   Branch        NRC-13~B3-44&,       S3 /O 5/03, 

KEHR.W      ofc   of  Small   l  Dlsadvantaged  Bus,    Utllltatlon  d  Civil 
Rights.      COLEHAN.H        NRC   -  No   Detailed   Affiliation   Olvan        Ip. 
1B433   269 

— B3031201SO  Contract'     "Listing    of  High    Technolagu    B(a)    Firms, "   awarded 
to  Miranda  Aitoc, Ine 

BERODOLL, T.  E       Miranda  Associate!.    Ine       MATTIA.HJ       Division  of 
Contract*        NRC-13-B3-44&        83/05/03        21pp,       18433' 290, 

8305120313  Notification   of    contract   execution'     "Fire   Protection  Pro)M« 
Review  casework  Plants  ij  "  awarded   to  Rolf  Jensen  it  Aisoc, 
Ine 

EDOEHORTH,  P   ,    FLEENOfi, C.       Technical   Assistance   Contracts   Branch        FIN 
B-SMB,      NRC-03-B3-1Q4        83/09/03        VOLLM6R,  R  H        Division   of 
Engineering        NOLAN,  F.       NRC   -  No   Detailed   Affiliation   Olven.       Ip. 
18443:189. 

— 9309120917  Contract.    "Fire  Protection  Program  Review  Casework  Plant* 
b<"   awarded    to   Rolf   Jensen   fa  Assoc> Ine 

UEBB.H,  A.      Rolf  Jensin  fc  Associates,     Inc.       MORTON,  K.  V.       Division  of 
Contracts.       FIN  B-B64B.       NRC-03-S3-1Q4        B3/03/03        13pp 
13443'  186 

8303120399  Notification    of   contract    execution1     "Advisory    Coneilttae   for 
Review  of  Ofc   of   Investigation  Policy   on  Rights   of  Llcan*** 

Employee*  Under   Investigation, "   awarded   to  Sehualb, 

Donnsnf*ld>Brav  *  Bilbert 

TOHNSGND,  B.       Administrative   Contracti   Branch        FIN  B-81B2. 

NHC-1B-B3-406        S3/03/Oi,       ROTHBCHIl-D,  T.       Office    of    the   Otneral 

Counsel        LEVI,R.       NRC   -  No   Detailed   Affiliation   Oiven,       Ip. 

18441,398. 

— B309120560  Contract:     "Advliory   Committee    for   Review   of   Ofc    of 
Investigation  Policy   Right*    of   Licensee   Employees   Under 
Investigation,"   awarded    to   Bchwalb,  Donnenfeld,  Br*y    li 
Sllbert 

SILBERT.E  J        Bchwalb,    Donnenfald,    Brau   li  Sllbert,       REflELLD,  J.  E 
Division   of   Contracts        FIN  B-aia2,       NRC-1B-S3-40A,       B3/09/0&. 
4pp        1B441-399. 

S309130299  Notification  of   contract   execution, Mod   1   to   "Carver 
Counseling   for  NRC  partlcipant<>Reglon   II."  Contractor-R 
Nawyn 

HOPPER, A,       Division   of  Contracts        NRC- 10-88-370.       03/03/0?, 
OOLDMAN, P.  J.       Management   Development   t  Trilninj    Staff        VAN  8ANTEN,L. 
NRC  -  No   Detailed   Affiliation  Olven.       Ip,       10460:042, 


— 8309130300  Mod   li  increasing   funding,  to 
Participants, Region   II." 

*     Nauyn,    R.      REBELLO,  J.  E.      Division  of  Contracts. 
B3/09/09.       Ip         !B4aO:043. 


Career  Counseling   for  NRC 

NRC-10-BS-370. 


3309130336  Notification  of  contract   execution:    "grievance  Review 
Examiner,  "  awarded   to  JE  Kaufm*nn. 

HOVLE,  A       Administrative  Contracts  Branch.      NRC-JO-B3-399.      83/03/10. 
BIRD,P,E,       Division   of  Organliation   and  personnel        JACKSON,  J       NHC 
-  No  Detailed   Affliction   Olven         Ip.       18460:044. 


—8303110834  Mod  23,  extending    expiration    date    to  831014,  to    "Investigation 
Into  state  of  Stress    in  Crust  Under  Morth»ast«rn  US." 
8TAH8AL»H,P.      ColuBbla    Univ       OUBTAVE.H.P.       Dlvialon  of    Contracts,, 
NRC-04-Bl-lao       83/04/29         1(1.       IB434-  S04. 


—6305130361  Contract:    "Orlevanct  Review  Ex*«lner>  "  awarded   to  JE 
Kaufnann, 

KAUFKANNiJE        Kaufmann,  J.  E,       REBELLO,  J  E.       Administrative 
Contracts   Branch        NBC- 10-83-399.       B3/OS/10.       Spp.       18460:045. 


NONDOCKETED  ITEMS 


B3QS16Q3Q4  Notification   of   contract    e<etutlon      "Conversion   of  Profiled 
T«»ttmon«    tor    Indian   Point  Hearing*,"    awarded    to   Central 
Data   Processing.  Ine 

MILES,  E   B         Administrative   Contracts    Branch         FIN   B-BB33 
NRC-33-B3-460         83/03/02         BABSETT, H   B         Office    of    Resource 
Management,    Director        FITTIiC        Atomic   Safety   and   Licensing    Board 
Panel         Ip          1S471    247         24X    Fiche    BO-247,  B3/03/O2, 8303160304 

— 8305160312   Contract      "Conversion   of  Profiled    Testimony    for   Indian   Point 
Hearing*."   awarded    to  Central   Data  Proem  1  ngi  Inc 
it     Central   Data   Praee**ino.     Ine        MATTIA.M   J        Division   of 
Contract*         FIN    B-BBS3        NRC-33-S3-460         B3/09/O2         2pp 
1B471    248         24X    Fiche    30-847.  83/O5/O2.  8303160304 

—  B30S16031&  Sollcltatlonj  of  fir   &   award    to    "Conversion   of   Profiled 
Testimony,   for   Indian  Point   Haarlngij"    to   Central   Data 
Processing! Inc 

COUCH. M  -J        Central    Data  Processing,     Inc         MATT  I  A,  M  J 
Administrative   Contract!    Branch         FIN   B-8B33         NRC-33-83-460 
B3/04/26        96pp        1B471   BSD        24X  Fiche    30-247. B3/03/02,  8309160304 

0303160318  Notification   of   contract    execution. Mod    1    to   "Div   of 
Engineering   Review   Support   on   Ballly   Nuclear   Plant    I    " 
Contractor   MT  Davlnon 

FIELDS.  J,  A,       Technical   Assistance   Contracts   Branch        FIN  B-7503 
NHC-Q3-BI-092        83/O3/06       VOLLMER. R   H       Division   of   Engineering 
LEAR.O.       NRG   -  No   Detailed   Affiliation  Olven         Ip         1B472  031        24 X 
Fiche.  30-367,  83/03/06,  B30316031B. 

— - Q3Q3160332  Mod    li  terminating   contract    tt   deopl iga ting    fundi.  to   "Div   of 
Engineering   Review   Support   an   Balllij   Nuclear   Plant   I    " 
DAVIS3DN.M   T        Darlsson,    H   T        OU9TAVE.R   P        Division   of   Contracts- 

FIN  B-7SOO        NRC-03-B1-092        B3/03/06        2pp         16472-032.      24X 
Fiche    30-367. B3/03/06, S30916031B 


— B3Q31706&1   Mod    I, raising    contract   ceiling   !e  adding    project   officer, to 
"  Inital  lat  ion,  0«lnital latlon    &  Maint   of   Support   Svci   for 
High   Frequency .  Very   High   Frequency   &  Ultra   High   Frequency 
Radio    Equipment    Own ad   &   Operated   by   NRC   " 
«      Metrocnm,    Jnc        SMITH,  P   A        Divliion   af   Contracts 
NRC-1O-B3-331          B3/O3/13          Ip          18496   348 

B3QS1706SS   Notification    nf   contract   eiecuti  on.  Mod   5   to   "Presentation 
of   OE  BUR/A   Design   &  Operation:   Courts*    "   Contractor   GE 
WOLLETT,  3        Technical    Assistance   Contracts   Branch        FIN   B-1S24 
NHC-Q3-BO-2B2        S3/03/13         BLAHA, J        Program   Support   Branch 
HAVENS,  D         HRC    -    No    Detailed    Affiliation   Given         Ip         1B4<?6    31B 

— 8303170673  Mod   5.  reducing    rates    for   three   courses   fc   canceling   one 
course,  to    "Presentat ion    of    ff£    BUR/6   Design    b   Operation 
Cour»B»     " 

PIERCE,  R    L         General    Electric    Co        CUSTAVE,  R   P         Division    af 
Contr»ct«         FIN   B-1224         NRC-O3-BO-2B2        B3/03/I3        2pp 
1B496    31? 

3309180038   Notification   of   contract   elocution,  Mod    1    to   "Consulting   Svc 
on    Indian   Point   Probabilistic    BaFetg   Study    "   Contractor 
Columbia    Unlv 

HOYLE.A         Admlnlitrative    Contracts    Branch         FIN  B-B644 
NRC-03-B3-1O6        S3/OS/10         DENTON, H        Office    of    Nuclear    Reactor 
flaBulatloin.    Oirnctor        CQDEL.L.  R        NRC   -Mo   Detailed   Affiliation 
Olven         Ip          IB499-2a1?         24X    Fiche    SO-347,  B3/03/1O,  S3031BQ03B 

— B3O31S0047   Hod    1. extending    period   of   performance   to   930630  &  changing 
payment   Si   general    provi  »lons ,  to   "Consulting   Svc   on   Indian 
Point   Probabilistic   Safotg    Study    " 

LEHI9i  J    P         Columbia    Unlv         REBELLO.  J  E         Division   of    Contracts 
NRC-03-83-t06         B3/O3/IO          Ip         1B4-J9   390         24X 
Fiche    SD-E47!  83/O5/lO,S3O5ia003S 


8303170063  Notification   of   contract    execution.     "Development   of 
Rag   Quids   t,  Regulatory   Analyiai,  "    awarded    to   Analysis   & 
Technology, 

HIQ3INB,  E         Division    of    Contracts         FIN   B-B643         NRC-03-B3-1O7 
B3/04/Q1        THOMAS,  H  L        Division   of  Human   Factors   Safety        BENDER.  L 
NRC   -  No   Detailed   Affiliation   Given        Ip         19495   030 

— -B30317007O  Forward*   two   fully    executed   copies    of   NRC-03-B3-107, 
"Dave  la  put  ant   of   Reg   Outdo   &   Regulatory   Analyse*   " 
KRAV:TS,D,L       Analy*l*  t,  Technology,    Inc        FIN  B-B64B 
NRC-03-B3-107.      83/04/06.      MORTON.K.V        Division   of   Contract*        If 
1B493'  O31 


B3031S041S   Notification   of   contract   e>eculiom  Mod  3   to   "On   Call   Malnt 
for   NHC   Computer   Poripheral   Equipment   "  Contractor-Computer 
Syi    Support   Corp 

PERLMAN,  J         Division    of   Contracts         FIN  B-B174        NRC-33-B3-431 
S3/O3/12         BASSETTi  H  5        Division   of   Data  Automation  &  Management 
In*  0-rmation        JOHNSON,  C        NRC   -   No   Detailed   Affiliation   Olven        Ip 
1BS03   337 

— 8305180421    Mod  3,  increasing    funds,  to   "On  Call   Maint    for   NRC   Computer 
Perlpharal   Equipment   " 

»      Compute-r   Systems   Support    Corp        SMITH. P   A       Division   of 
Contracts         FIN    D-B174         NR.C-33-83-431         B3/03/1H         Ip         18303-360 


— B3O3170077  Contract'     "Development    of   Reg   Oulde   &  Regulatory   Analysed" 
auiardec)    to   Analysis   &  Technology 

NOLF.D  H        Analysis   h  Technoloju,     Inc        FIN  B-B649        NRC-03-B3-1O7 
S3/O4/01         134pp        18493  O32 

Q3031 70403  Notification  of  contract   execution, Mod    1   to   "Reviewing 
ttydroggologlc    investigations   of   NV  T»»t   Bite-Project   C    " 
Contrac tor 'Hi  11  lams-Rob Inette 

BILVIS,  R        T«chnic*l   Assistance   Contracts   Branch.       NHC-02-B2-04A 
93/03/03,       DAVIS,  J.      Office   of   Nuclear  Material    Safety   & 
Bafaguardi,  Director,       JEFFREY.  P        NRC   -  Ha   Detailed   Affiliation 
Olven         Ip          1B497'044 

—  9303170614  Mod    liaddlng   new  project   officer,  to   "Reviewing   Hydrogeologlc 
Investigation*  of  NV  Test  Site-Project  C.  " 

«     MllllaMB-Roblnette  Si  Associates,     Inc        OUSTAVE.  R,  P.       Division    of 
Contract*        NRC -02-88-046.       B3/OS/03        Ip         18497,043, 

8305170606  Notification   of   contract    execution.  Mod    3   to   "OA   for 
Otatechnlcal  OC.  "  Contractor.  US  Army  Corp*  of  Engineer* 
FLEENOB.C.      Technical  At*l*tanee  Contract!  Branch       NHC -02-83-03 3 
93/04/28       DAVIS, J.      Offiee  of  Nuclear  Material  Safety  Ic 
Saf*gu*rdii Director.       PENNIFILL.R        NRC   -   No   Detailed   Affiliation 
Olven.      Ip.      1B497-024 

— 8303170607  Hod   S.modlfylng   reporting    requirement, revising   schedule    for 
«ubml**lon  of  tatk  h  updating  billing   Instruction*, to  "OA 
for  Beotechnlcal  QC   " 

MARCU80N.H  F.      Armij,    Dtpt.    of,    Corp*  of  enolntfert       OUSTAVE.R.P 
Technical  A»»l*tanee  Contracti  Branch.      NHC-OZ-BH-033.      83/04/2B. 
Spp.       18477.023 

B3O317064B  Notification   of   contract    execution,  Mod    1    to   "Installation. 
Dstlnitallation  t>  Malnt  Support  Svc*   for  High  Fr»<tu»nc«i  Very 
High  Frequency  &  Ultra  High  Fnqo»nc«  Radio  Equipment  Oun*d 
It  Operated  by  NRC,  "  Contractor. Metrocom,  Inc 

MCLEAREN,  T.       DlvUlon   of   Contraetsi        NRC-10-B3-331        83/03/13 
CORLEY.J        DivUion   of  Facllltle*   &  Operations        COHEN  i  S       NRC   -  No 
D*talled   Affiliation   Given        Ip.       18496.347 


B3031B0937   Notification   of   contract   eiecution      "Purchese   t    Init*l  latlon 
of   Multichannel    Analyier   Syi,  "    auarded   to  Nuclear   Data.  Inc 
MILES,  E   a         Administrative   Contracts   Branch        FIN  B-BSSS 
NRC-3I-B3-66>a        93/03/13        ENQELKEN.  R       Region   Si    Office    of   Director 
CDLLINS.J-T  .    HISEiR        ftagion   4,    Office   of   Director        Ip, 
1B903    131 

—  B3O31B0560  Contract      "Purchase   1<   Installation   of  Multichannel   Analvie 

S^»,  "   awarded    to  Nuclear  Data.  Inc 

*      Nuclear  Data.     Inc        MATTIA.  M  J       Dlvlilon   of   Contracts        FIN 

B-B835         NflC-31  -03-662         B3/O3/13        3pp          1B303-  122 

—  83051S05AH   Sol  ii  1  tationj  of  f  nr   &  auiard    to   "Purchase   t.  Installation   of 

Multichannel    Analyicr   3y»,  "    to  Nuclear   Data,  Inc 

RISSOiR   P        Nirclaar   Data.     Inc        MATTIA.M   J       Division    of   Contract*. 
FIN   D-aBSS         NRC-31-B3-662         B3/03/01         B9pp         1BBOB    123 


B3091B07B9   Notification   of   contract   aiecutlon.rtod   4    to   "A<T   Hoc 
Committoa    far  Revleu  af  Nuclear   Reactor  Licensing    Reform 
Proposals.  "    Contractor   Trial    Lawyer*   for  Public   Justice 
HOPPER.  A        DlvUlon   of   Contract*        FIN  B-B17?       NRC-1B-BS-418 
B3/OS/13        ROTM8CHILD,T        Office   of   the  General   Counsel         Ip 
1B5O3   330 

—  830SlflO79a   Mod   4,  extending    period   of   performance   to  931231,  to   "All  Hoc 

Committee    for   Rajvleu  of   Nirclaer   Reactor  Licensing  Reform 
Proposals    " 

ROISrtAN.A   Z        Trial    Leugerc    for   Public   Justice        REBELLO,  J  E, 
Division    of  Contracts        FIN   B-B17?       NRC-1S-82-41B       B3/03/13        Ip 
183O9    331 

Q30S190306   Notification    of   contract   a«scutior.,Motl  B    to   "Rovleu  t 
Evaluation    of  Geologic   b  Sai*mlc   Features   of   Nucls-ar  Po-uier 
Sltsi   1C   Contractor   USOB 

FIELDS.J  A        Technical   Amslstance   Contracts   Branch.      NRC-03-80-1  13. 
83/04/12        VOLLMER-fi  H       Divfllon   of  Engineering        JACKSDNi  R       NflC  - 
No    Detailed   Affiliation  Divan         Ip        1B323    134 

—  S3O910O314  Mad  B,  correcting  aioij  number  to  7   In  pravlout  mo*,  to  "Revieu 

h  Evaluation   of   Geologic    t-   Be  limit   Features   of  Nuclear   Pouer 
Site*   " 

«      Incerlor,    D*pt      of,    Ceolaglcal   Survey.      OUSTAVE.fi   P        Division 
of    Contracts         NSC-O3-80-113.        B3/04/I2         Ip         10383:183 


4B4 


0305200002  Notification   of    contract   xecut  Inn.  Mad    4   to    "Licencing 
Al* l«tancB/OBQtel:hnical    6  H^drological    Evaluation* 
Contractor  Barr  Englneerinj   Co 

FIELD, J  A       Administrate   Contracts   Branch         NRC-02-BO-033-03 
33/05/13        DAVISiJ       Office   of   Nuclear    Mate-rial    8af«tg    t, 
Bafe&uartt*, Director        GARCIA.P        MIC  -  No    Detailed  Affiliation   Given 
Ip         I03?8   33B 

— 830 3E-0000 4   Hod   4.  "tending    period   of  performance    to   B30930i  to 

"Licensing  Aulitanct/Ototiehnlcdl  &    Kjdrolog  1  cal 
Evaluation*    " 

•      Birr  Engineering   Co        OUSTAVEi  R  P         Division   of  Contrtc  ti 

NHC -02-80-033-03         83/03/13         Ip  163-28- 339 

B3O320QO62  Notification   of   contract   •  >ecut  I  urn  Mod    1    to    "ABC   Btenotcript 
Shorthand    "  Contractor  Montgomery   County    MD  Public   Schoolf 
DOHSEY.M        Administrative   Contract*    Branch        NRC -10-79-383. 
83/03/11        GDRIE.H  M       Office   of  Administration        GALLAGHERS  M        NRC 
-  NO  D. tailed   Affiliation   Olvin        Ip        1B94O- 126 


— 9303230S49  Contract      "Ejiecutlve   Development  Programi "   awarded    to   U9DA. 
Graduate   School 

«     Agriculture,    Depe      of-    Graduate   School  MATTIA,  M  J        Divltton 

of   Contract*        NRC-10-83-299        B3/O3/I7.  fipp         18943  B3B 

6305330234  Notification    of    contract   execution      "Managerial 
Competencies"   awarded    to   US  DA  Sraduate   School 
STEWART,  S.  D  .    BAZ1N,  J        Administrative   Contract!   Branch 
NRC-10-B3-300        B3/OS/I7        OOLDMAN,  P   J        Management   Development  Ir 
Training   Staff        ALLEN,  R  A,       NltC   -  No   Detailed   Affiliation  Oiv»n. 
Ip         1B343'231 

— 8303230374  Ltr    contract    "Managerial    Competencies"    detailing    tern*  of 
Talk    3i  providing    ti   developing    training    program    for    selected 
NRC   par*annel    In    accordance   w/itatement    of   work   ti    Hiled 
term*   &    condition* 

MATTIA.  M  J        Division   of   Contracts        NRC- 10-83-300        83/04/13, 
VARNER.91        Agriculture.     Dept      o#.    Qraduatu   School        App, 
18343  252 


—3303300071    Hod    1.  dtoi llgating   remaining    balance, to    "ABC   Steno*cript 
Shorthand   " 

PASCQE-S        Montgomery   Count (j,    MO        SMITH.  P   A        Diviiion   of 
Contracts         NRC-1Q-79-3B3        03/03/11          Ip          1SS40    127 

B309S0013I   N&tificfltion  of   contract   erttu  tion.  Mod   4   to    "MlcroMcJio 
Verification  t  Retrofit    "   Contractor  5BA   Subcontractor 
Lahat-Anderion.  Inc 

OTLDENHOflN,  A  J.      Admlni  itrative  Contract*    Branch.      NRC-10-BZ-t2!I 
S3/04/S9        BESAW,W  J       Division  of  Technical    Information  (•   Document 
Control        SKQCZLA3,  J  ,    SCOTT,  B       NRC    -  Ho    Qettilei)  Affiliation   Given 

IP      isasa  340 


8309230281   Notification    of   contract    execution, Hod   6    to    "Canadian 
Bftlimlc   Agreement    "   Contractor-Canadian  Commercial    Corp. 
MOLLeTT.S        Technical    Anlitanee   Contr»et«   Branch.       FIN  B-AH79. 
NHC-04-79-1BO        B3/03/13        BATSON,  M,       Office   of   Nuclur  ReggUt 
Reiearch,    Director        MURPHY     NRC   -  No   Detailed    Affiliation  Oivt 
Ip.       18376:339 

--0303830269  Mod   6,  providing    addl    funding    li   •ittnding    piriod   of 
performance    to  B40331    to    "Canadian  Commcrlcal    Corp    " 
8HAM.L        Canadian   Commercial    Corp        OUSTAVE,  R,  P        Plvl*lon   of 
Contract*        FIN  B-6273.       NHC-04-79-1SO        B3/O3/13        Bpp. 
1SB76:330 


— 830320Q134  Hod    4.  trtendlna    piriod   of    per-f  orm»nca    to  930603,  to 
"Klcrnficne  Verification   b  Rstrofit   " 

BE(?ODDLL,T  E       Small   Butlnm  Admlrli tra t£on         LABAT.V 
LaUat-Andeman.    Inc        HAOAN.  T  F       Division    of    Contract* 
NRC-10-88-4S9       83/04/29       Spp        1H3SB   341 


B30S230afl7  Notification    of    contract   axacutlon.  Mod    17   to    "On-C«ll 
Haint   for  NRC   Computer   Peripheral    Eituipnint    " 
DOHflEV, M        Adminiitrative   Contract*    Branch        FIN  B-81&2. 
NRC-10-7?-393,       B3/03/O2,       DORIE,  H  M        Office    of  Adwlnlf tratlon 
JOHNSDN.C        NRC   -  No   Detailed   Affiliation   Oivan         tp         IS343-29Q 


83032001-43  Notification   of   eiecution.  Mod  2    to    "Const  &  Callbr    at    Sr-°O 
trradtator  Hultipli   Doilmetvr   Irradiations    " 
Contractor  Unlv  of  MI 

FLYNN.M       Technical   Aiditonc*  Contract*    Branch.       FIN  B-BSBS 
NHC-04-83-024         B3/O5/13        FOREHAND,  M         Offfei    of    Nucliar    R»oul»tor(( 
B»*earch,    Director        DENNie.N       NRC  -  No    Detjiled    Affiliation   Given 
Ip         1BS40  243 

--8305300149  Mod  2.  titending    completion    date    for    3  months,  to    "Conit  fc 
Callbr  of  Sr-90   Irradlator    for  Hultipl*    Ooilnater 
Irradiation*    " 

BTEMPi.E,P  J       Michigan,    Univ     of       •QU8TAVE.H    P        Division    of 
Contracts,      FIN  fl-BHBS       NRC-04-8a-Q34         03/O3/13        Ip.       1B94O;  24A 

B3QS230024  Notification  of  contract  eiecutior,  Mod    1   to  "InUraflincu, 
Ajreirtint   to   Provide   NRC  Power  Plant  Location   Mapping    8vc»    " 
Contractor  USDS 

DORBEV.M       Administrative  Contracts   Branch         FIN   B-1299 
NRC-03-Bl-afiB       B3/03/09       COBBiL    I        Training    ft   Administration 
Staff        WE1N9TE1N.E       NRC   -  No  Detailed   Affiliation  Given        Ip. 
10342  S3S 

—  0308330031   Mo*    l.deobllgitlng    fund*,  to   "Interagancij   Agreement    to 
Provld*  NRC  Power  Plant  Location  Mapping   Bvci   " 

SaUTHARD,fi   B        Interior,    Dipt      of,    OtolajlcjH    BUrv*^        SMITH,  P.  A 
D)lvl*l.on    op   Contract*         FIN   B-I299        NRC-03-ai-2AB         83/03/09          IB 
18343   29? 

0303230159  Notification   of   contract   tieeutlonr  Mod    4    to   "Transient 
Prototypical    Steam  tfenerator    <«B-2)   Retearch    T««tlns 
Program    "   Contractor  He*tlnghou*e  d  EPfll 

BAISOEN,  L       Technical    Asilstance  Contracti    Branch         FIN  8-8232 
H!tC-  04-82-020.      B3/OS/13       BAT8DN,  H       Office    of    Nuclear  Regulatory 
R»*a»rch,     Director        HOPENFELD,  J,       NRC    -   No    Detailed   Affiliation 
Olven         Ip         IS  343  345 

--B30SS301A9  Ltr   contract  NRC-04-B2-020,  Mod    4.«rtar<ling   period   of 
performance    to   B30331,  to    "Transient  Prototypical    St««m 
Oanerator    (MB-a>   Re*earch  Testing   Pragram    " 

MORTON.K.V       NRC  -  No  Detailed   Affiliation   Given,       FIN  D-BSSS. 
(JRC-04-B2-Oao       B3/03/13       SPENCE-  L  W       Wei  t  i  nghouie  Electric    Corp 
RYTKONEN.B.B       Electric  Power  Ruearch    In«tltut*        2pp. 
1B343  34i 

6303230843  Notification  of   contract   eiecution,     "E««cuttve   DevHc-pmont 
Program.  "   married    to  UBDA  Oraduat*  School 


r  J      Ailmlniitrative  Contracts  Branch.      STEWART.  S  D.      Division   of 
Contracti       NRC-10-B3-S99.      83/03/17        OOLPMANrP    J        M»nag*ment 
Dev»lopment  fc   Training   Staff        ALLEN,H  A.      NRC   -   Ho   Ditailt-d 
Affiliation  Oivtn       Ip       18343  B37, 


--B30S330393   Mod    17, deobliflntlnfl    balance    of    fundt    for    contract   Cloieouti 
to    "On-Call   Malnt    for   NRC   Computer   Peripheral    Equipment    " 
ROOT, L  E       Computer  Sgitms  Support  Corp       SMITH, P,      Divlilon  at 
Contracts,       FIN  B-B162        NBC-10-79-393        83/O3/02        Ip        18343:291 

8303230299  Notification   of    grant   eiacution, Mod   3    to    "Natural   Convection 
Heat   Transfer    in   Spent   Breeder   Fuel    Shipping 
Configurations    "   Orantee. Howard    Univ 

MCDERMOTT,  D.       Technical    Assistance   Contract!   Branch,       FIN  0-1019. 
NftG-0-04-BI-007       99/03/11       BATSON,  H       Of  flea   of  Nuclear  Regulatory 
Research,    Director.       MURPHY, J        NRC  -  No   Detailed   Affiliation  Civen, 
Ip         1BS76  327 

— 3303230311   Hod   3< providing    addl    fund*. extending    period    of   perforeunce 
to  840^01    *   Incorporating    renswal    propoVal.to    "Natural 
Convection   Heat   Tranifer    In   Spent   Breeder   Fuel    Shipping 
Configuration*,  " 

HARRIS,  C  L       Howard  Univ       MORTON,  K  V       DlvUlon  of  Contract*.      FIN 
0-1019        MHC-Q-04-B 1-O07,       B3/03/11         Ip,       18376.320. 

6305230326  Notification   of    contract   axacutlon1     "Radiation   Monitoring 
Program  Heu,uiremintu  "   awarded    to  State   of   PA, 

MCDERMOTTiD        Technical    Milftance   Contracti    Branch        FIN  B-B394. 
NRC-2B-S3-407,       B3/03/12        MCQ8CAR.  J.       Region    t,    Office    of   Director. 
C08TeLLO,F        NRC  -  No  Detailed   Affiliation   Olven.       Ip         1BS77:  OT1 

— 8309230332  Contract.    "Radiation  Monitoring   Program  Requir»iMnt»r  " 
•warded    to    State   of   PA  Cooperative   agreement    encl 
*      Penn*vlvanl*,    Commonwealth    of,         MORTON,  K- V        Division   of 
Contract*        FIN  B-93S&        NRC-2S-83-607        B3/03/I2.       16pp. 
10B77-292 

83032iO081   Notification   of    contract   execution.  Mod    1    to    "Coaprahenilva 
Current    (Real-Tlme)   Oeaphuitcal    Data   Storage   fc  Ratrlaval 
BV*.  "  Contractor:  MSI   Corp 

OILDENHORN.A  J  ,    COLEMAN, R   C        Admlnl itratlve   Contracts   Branch, 
NRC-33-B3-436        03/04/08        BAS8ETT.  H        Division    o*   Data  Automation   fc 
Management    Information.       JOHNS ON i C        NRC   -  No   Detailed   Affiliation 
Olvin        Ip.       1S449  074 

— B303240007  Hod    1,  adjusting    language    of    itatejntnt    of  work,  travel 
eel  Ilngii  averhaad   rat*    ceil (ng> adding    special    provi*ion«   fc 
lncr*a*lng    contract   amount, to    "Camprahenilvi   Currant    (Real- 
Time)   Qaophvsical   Data   Stor«g    t  Retrieval    By*    " 

»      H8I   Corp.       MATTIA-M.  J        Division    of   Contracts,       NHC-33-B3-4B4. 
83/04/OB,       3pp         1B£49:077 

8303260206  Notification  of  contract   execution' Nod   1   to   "Computer 
Output  Microfilm  Production    "    Contractor   Anacomp, Inc. 
MCLEAREN.T       Administrative  Contract*   Branch       NRC- 10-83-297 
63/09/23.       BEBAH,  M  J.       Diviiion    of   Technical    Information   li  Docuflint 
Control.       SHOCILAS.J,       NRC   -  No   Detailed   Affiliation   Oiven,       Ip, 
1B647:  184. 


NONDOCKETED  ITEMS 
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— S3O326Q232  Mod    1, changing    location    for    pickup    &   delivery, to 
"Computer  Output   Microfilm  Production    " 

SEYMOUR, L   A         Anscomp,     Inc          HAOAN,  T   F         Dlvlilon    of    Contract* 
NRC-10-B3-277         B3/03/33          Ip          18647    1B3 

B 30 3260340  Notification    at   grant    *xecution.  Hod    I    to    "Condeniatlon   & 
Evaporation  Rate*    for   Nuel*ar    Aerosol*   Fl**ion  Product 
Releaie  tt  Hydrogen   Mitigation    "   Qrant«*'Unlv  of  MO  - 
Columbia 

HCDERMOTT,  D        Technical    A**i*tance    Contracti    Branch        FIN  O-1O24 
NRCO-04-81-26        83/08/13        BAT8DN,  W        Office    of  Nuclear    Regulatory 
R**«arch,    Director        LARKINBj  J        NRC    -  No   Detailed   Affiliation  Olvtn. 
Ip,        1S629   SBB. 

~ B3 0324 03 41    Mod    liincreailng    fund*   fc  *ittend*ng    p»rlod    of    performance    to 
B40730,  to    "Condensation   tt  Evaporation  Rate*    for   Nuclear 
A*roiol*   Flision   Product    Relaate    *.  Hydrogen    Mitigation    " 
BLOUNT.D  H        Ml**ouri,    Unlv      of,     Columbia        MDHTOM.K   V        Technical 
Atiiitance  Contracti   Branch       FIN  6-1024       NRCQ-04-B1-Q26 
83/O3/13.       Ip.       10629  289. 


8309020007    Partial    r*sponi»    to   FQ1A   renueit    For    documinti    r«   H«rrg 
Diamond    Labs    located    at   2800   Poudar  Hill   Road.  Adtlph  i.  ND 
from    17*5   to    prei»nt- Forward*    document*   reip-onilve    to 
requeit    Docunenti    also   available    in  PDR 

FELTON.J    M         Civilian    nf    Rules    and    Ricordi         83/01/11         SIMPSDN.C 
Affiliation   Unknown         Ip         18336   003 

— S0061SOS7B  Request*    amend    of   HatiyBypraduct   LiciniBi    19-17350-01, 
19-17230-04,19-17330-03    t,   BfJMj-348   Amend    ripldcil    C   Rout 
u/MD  Funkhouiar    •*    radiation    protection   officer  Reiume    tor 
MD  Funkhouser    and. 

TARAS.  D   H        Armu-     Dept      of.    H»adquart«rs  Materiel    Development   1< 
RaadlnaiB    Command          03933         aO/O3/EH  Lleeniing    Management 

Branch         Spp         18393   109 

— SOQ8BS031O  Matl/Hu.  product   Licenie    19-172SO-Q3    for   Dept   of    Armg,  Harry 
Diamond    Labi    IB    amended    p>r   80O503   Itr  Amend   4  addi 
conditions    of    ti*«    of    lionavd    matl 

QUIHH.P    R         Lleaniing    Management    Branch         90/07/13        Spa 
1B335  0?0 


B3O3260377  Notification   of   contract   ei.cutlon,  Hod   3   to    "Exam   of 
Agreement   Btnte   Program    "   Contractor,  Natl   Oovernori    Anoc 
MCLEAREN,  T        Admlnlitratlvt    Contract*    Branch        NRC-OA-B 1-293. 
B3/O3/14        KEHR.O  H        Office   o*  Btat*    Proopam«i    Director        LUBENAUi  J 
NRG  -  No   Detailed   Affiliation   Olvvn         Ip         1BM7.  SS6 

— 3303260330  Nod   3.  providing    coniiderali on    to   govt    for    late   deliverg    of 
contract   deliverable*,  to    "Eiam   of  Aflreemont    State    Program   " 
SCHEPPACH.R   C        National    Oov»rnor»  '    At»oclatlon        8M1TH.P  A, 
DlvUion   of   Contract*        NRC-Oi-ia-293        S3/OS/1A         Ip         1B647   237 

B3O9270090  Motiflc*tion   of   contract   aieeuUon.Mod    1    to    "Radiation 
Monitoring    Program  Requirement*,"  Contractor   State    of  HE. 
MCDEflHOTT,  D.      Technical  Atiiitance  Contract*   Branch       FIN  B-B303. 
NRC-31-83-&70        83/03/li        MEYERS,  D  H        Region   4.    Office    of   Director 
NICHOLAS,  J  0        NSC   -  No  Detailed   Affiliation    Olven         Ip         ISiil    332, 

— 8303270073  Hod    1,  correcting    BS.R   nunberuto    "Radiation  Monitoring 
Program  Requirement*    " 

*      Nebratlia,    Stati    of,       MORTON,  K.  V        Dlvlilon   of  Contracti        FIN 
B-B303         NRC-31-B3-670         B3/O3/li          Ip          1B661,  333, 

B3OS270097  Notification   of   contract   eiecutlon, Mod    S   to    "Source   Term 
Character! latlon   Re*ultlnfl   From  Eip loi I vi ly-Caui*d    Secondary 
Violation*    of   Spent   Fuel   Shipping   CaiH    " 
Contractor. DM1 

UOLLETT,  8,       Technical    Aniitance   Contracti    Branch,       FIN   B-A710 
NRC-04-80-1BO        B3/04/SB        FOREHAND, H        Off lev    of   Nuclear  Regulatory 
Raiaarch.    Director        LAHS,B.       NRC   -  No    Da  tat  led   Affiliation  Olven 
Ip         IBAi  1:330 

—8303270100  Mod    3, deobltgafclng    fund*,  to    "Source    Term  Charac terliat ion 
ffet'ulflng   From  Eiplo«lvt ly-Cauitd1  Secondary   Violation*  of 
Bpent  Fuel    Shipping    Calk*." 

LUKZ,F  J       Battell*  Memorial    Initltute,    Columbu*  Laboratorlti 
OUSTAVE,  R  P.       Civilian   of   Contract*,       FIN  B-6710,       NRC -04 -BO- ISO 
83/04/28        Ip         18i41-331. 

B3O9270103  Notification    of   contract   execution, Mod    2B   to    "Douncomer 
Effect!   Experimental    Program   "    Contractor' Criart,  Inc 
UOt-LETTiS,      Technical   A«*ltt*nca  Contract*   Branch       FIN  A-4070 
NRC -04-73- 162,       83/03/06,       BAT90N,  M        Office   of  Nuclear    Reoulatorg 
Rtiaarch,    Director        REYES.  J.       NRC   -  No   Detailed    Affiliation  Given 
Ip,       IBiil    342 

— S309270103  Mod   28, Incraaiing    funding, to    "Douncomer   Effect*    Cxperlmintal 
Prooram  " 

HICKIN,  R.  A,      Creare,    Inc       MORTON,  K  v,      Dlvttlon  of  Contract!       FIN 
A-4070        NRC-04-73-162.       83/O9/Oi.       7pp         18661.343, 

S3O3270108  Notification   of   contract   eiec utlon, Mod   3   to    "Technical 
Anlitance    In   Nuclear  Reactor   Cor*   Phu*ic«,  "    Contractor, 
Plekardi  Loue  i<  aarrlcti  AIIOCI  Inc. 

BILVI8.R.H        Technical    Anlitanc*  Contract*.    Branch.       FIN  B-3347 
NRC-04-73-213,       83/09/18,       BATSON. M.       Office    of  Nuclear    Reflulatoru 
Re**arch,    Director,       Ip,      18661;  34D 

— 8309270110  Hod  3, dvobl tgattng    fund*. to    "Technical   fltilitance   in  Nuclear 

Reactor  Core  Phg*lc*.  " 

PICKARD,  J  K  Plckard,    Lou*   *  Oarrlck,     Inc.       OUSTAVE,  R  P.       Civilian 
of   Contract*        FIN  B-9347.       NRC-04-73-213.       B3/OS/1B        Ip. 


-BOOB250337   Mall /BY  product    License    19-172SO-04,    for  D«pt   of   Armg. Harry 
Diamond    Labi    1*    amended    per    SOOS03   Itr  Amend   3  author!]** 
LJI*    of    llc«nted    matl    par   7BO11B   t,  OBI  I    appllcatian*  ti  B00909 
Itr. 

OUINN.  P    R        Licencing   Hanagement   Branch        90/07/O9        Ip 
1B336    O15 

-800B2304&3  Mntl/Bu product   Llcint*    19-17230-01    for  Dept   of   Army, Harrg 
Diamond    Labi    ti    am*ndtd    per   BOOBOS   Itr  Amend  3  adds 
conditions    of    u*l    of    llcaniad    matl, 

OUINNi  P    R        Licencing   Hanag*m*nt   Branch        BO/07/02-       IP 
18336  211 

-S1O3130267   Ro^ueati    amend    of    Matl/Bgproduct  Llceni*    19-17350-01    to 
delete   PA  Calduvll.UE  Bleilaler   lc  JE  Stafford,  add   KO  Kerr  1 1. 
CC    Caaaer   &  P   Sarlglanin   b   rsmove   radiation    detection 
Instrument* 

BENOIT,  M    R         Arm<)'     Dept      of          06602         31/01/23  NRC    -    No 

Detailed    Affiliation  Otvin         3pp        1S336  314 

-8104030770   Mail/Byproduct    Llcann    19-17230-01    for  Dspt   of   Arwgi  Harrg 
Diamond    Lab*    Is    amended    pir    B1O122   Itr  Amend   4  change! 
reading    o-p   Condltioni    12  li    16   re   nami*   of   unri   of    llcenied 
matl 
OU1NN.P   n       Licensing  Hanagemenfc  Branch       81/OS/23       Ip. 

18336    210 


-B1O4O60B?9   R*qu*«ti    amend    of   Ma t 1 /Byproduct  Licani*    17-17250-09   to 
add   P   Sarlglanfs    ai   altarnat*    operator  of  Co-60  facility    b 
d*leta    obcalet*    radiation  d«t*ction    Initrumenti 
TARAS.  D.       Army,     Dept      of,    Headnuarter*  Haterltl   D*velopment  1 
Rtaiineni    Command         36774        81/02/07  Llcenilng   Hanagement 

Branch  Ip          18335    104 

-8303020010   Amend    1    to  Hatl/Bijproduct  Licenie    19-17290-04    For  Dept   of 
Armg< Harrg    Diamond    Labti  author iilng    un   of    Irradiated 
tlectronic    equipment   &   threshold    detecton. 
OUINN,  P. R        Llc*HKlng   Hanag*m*nt   Branch        7B/06/O7        app. 
13333   OO4 


-9303O20O13   Application   to   ren*i»   tt  amend   Hatl/ByprotFuct  Llcenn 
OB-0243-t-Ol   fo-p  Harry  Diamond   Lab*,  authorli  Ing   ll*tcd 
Individuals   ai    u*en    of   Co-6O   ti  Ci-137  italid   lourcei    for 
callbr    of    radiation   dttBCtton    initrumenti 
CAMPAQNA'J  H,       Arny,    Dept      af         93B2O       67/04/03        10pp. 
18333   006., 


-9303020016   Faruardi    application  to  reneu  Hatl/Bgpraduct  Licentt 

08-02434-O1    for    Harry  Diamond  Lab*. Approval    racommanded. 

KCORAMt  T,  L        ArmU'     Dept.     of  ?3B20       67/04/10,  Atomic    Energy 

Commit  si  on.      Ip         1B333'  016 

-830S020O1?   Application   to   nneu   Matl/Byproduct  Licann  08-0-2334-01,  far 
Harry   Diamond   Labi, authorli  Ins    llited    Individual*    ai   ui»ri 
of   Co-60   Ic  Ci-137    lourcei    for    callbr   of   radiation   detection 
Instruments 
BISCO.HH,       Army,     Dept      of        67OK9        63/03/17       app        IB35S- 017 

-S303020022   Recommend*    that   encl    application   for   renewal    of    Matl/ 
Byproduct    Licinie    O8-02334-O1    for  Harrg   Diamond  Labi   aa 
approved.  W/o  tncl 

FLVNN,  R,  M,       Army,     Dept,     of.       69O27.      63/06/17  Atomic    Enirgy 

CommlislDn        9pp.        18339  019 


FOIA. 


FREEDOM  OF   INFORMATION  ACT  REQUESTS   AND  RELEASES 


B30902000&  FOIA   reque*t   for   document*    re    Harry    Diamond    Labi    located   afc 
3SOO  Powder   Hill    Road,  Adtlphli  MD   from    1?69    to    prviant, 
BIHPBON.C       Affiliation  Unknown.      32/12/13,  Office  of 

ABMlniitratlon       2pp,      1B3SS.OO1. 


-Q303020027   Ack   receipt    of   630417    notification    ditignatlng    OP  Hanson 
a*    radiation  protection    officer   t  chairman    af   radioactive- 
maitl*    control    board   Application    to  amend    llcenie   raqueittd, 
CUNNINSHAMiR        Atomic   Energy    Commliilon        ORDTL-032       62/O6/13 
Army,    Dapt,    of         tp,      18333' O2O 
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—8303050031   R.cons.nd.   approval    of    end    reqw.it    for  than9ei    in   Diamond 
Ordnance    Fu..   Lab    r-Klatlon   prot.ctlon   program   Radio!  iotOp» 

DAN  I  ELS."  V' Ar^'    D.pt      Of         HEDPB-PO        62/04/23  Atomic 

Energy    Com»U»lon         3pp         10333   021 

— B30S02OC-33  Suiniki   ruulti   of    teakoB*    taiti   on  Co-60   i.alld    lourcei   per 
Condition   13  of  Matl/Byproduct  Lic«ni.   OB-02934-01    Smtar 
tt«t    r»sov«d  contamination  of  0   3  i»Ci    from  one   naled 

HCCOSK.EY.  R   E        AroV'     Dipt      of         QRDTL-230         62/02/06  Atomic 

Energy    CoMilnian         Ip         16333   024 

— a30502OC-39  HjtI/Byprcduct  Lie.ni*   06-02534-01    for  Diamond  Ordnance   Fuze 
l.«b»,authoniinB   poneiilon  Ic  uie   of  Co-fiO  tracerlab    silver 

•       Atonic    Entrgy   Coewlnlon         37/03/01         2pp         18333   023 

— B3050WXH2  ft* eo<u.inli   approval    of   enc  1    application   for   riniual    of   Matl/ 
Byproduct   Llc«niil   08-02334-01    ic   OB-02334-02   for    Diamond 
Ordnatic«  Puit  Labi,  requesting   u«*   (•  poiienlon  of  246  B 
aCt    Co-60  (.   13   mCi    Ci-137 

DAN1ELS.R   0        Aray,     Dtpt      of         MEDP8-PO        61/08/01  Atomic 

Energy    Caomiiilon        Ip        16333  027 

— B3O5Q3QQ47  Application    for  renewal    of  Matl/flyproduct  Licenle 
OB-02334-Ol.authoriiing  RE  HeCoikey   as   radiation   protvction 
offlc*r    (,   potttnion   t-   tilt    of   243   mCl    Co-60   b    13   mCl    Ci-137 
itared    In   lut  plgi 
«       Army,    Dept      Of         3^390        61/07/12        6pp         16353   028 

— S305020049  Trip   rtpt   of    390414   vi*it    to  Diamond  Ordnance  Fute   Lab, 
U-athlng  ton,  DC  r*  ridloltotope    program  at    facility  Program    li 
United    Ic  don   not   n^ulr.    »vci    of    full-tin*   health 

BASaiN,  H        Atonic    Enirtjy   Carnmiiilon         39/04/14  Atomic    Energy 

Cctunlsilon        3pp         16333   036 

— 93QSO2QQ37  Application   -for  rtneual    of  Hatl/Byproduct  Llctnie 
ffle-03534-OI, juthoriilng   R  KcCoifcey   *f   devtlopment    lupirvlior 
&  EE  Conrad   it   radiological    tafetcj   officer   ai    unri   of  Co-60 
&  C<j-137  i.altd   iaurcei 
«       Aroi/,     D.pt      of         17433        39/03/03         4pp         10333   039 

—  B3O3O20043  Formrii   Dlaaond  Ordnance   Fun  Lab   application    for  matl/ 
byproduct   1 ic.ni*, luthorl ilng   uie   of   223  mCi    cobalt 
Eip»41t«d  handling    requeit.d  Liceno   needed    by   370313 
Related   natl    tncl 

BARKER.  R   F        Atonic    Energy   Comaiilion         37/04/15        BUCHANAN.  C   R 
Atonic    Enirgy   CoanlKfon        3pp         18333   043 

— S3O3O2OO7O  R.conntndi   approval    of   enc 1    application    for  matl/byproduct 
lle.nie    for   Dl.nond   Ordnanc*   Fuie    lab, authorl I  Ing    uie    of 
243   nCI    Co-60  l<  13  «C1   Ci-137   in   in  led   sourcn 

CALI_rSON,R  L       Army,    D.pt      of        MEDCE-OH       97/04/17       BUCHANAN.  C  R 
Atonic    Enirgy  Conmiiiion        tp        18333  046 

—8305030001   Foruardi  Harry   DlanonrJ   Labi   application   to  amind   Liccniei 
19-17230-01,19-17230-03,19-17230-04,19-17230-03   b   SNM-0348 
A«end    removi*  JE  Stafford   ai   radiation   protection  officer 
t   cubitltutei  CA  Rout* 

QUEEN,  H   C        Ar«i)-    Dtpt      of         9i381         76/09/06  fijdlol totop.i 

Lle«n*lng   Branch    (Pro   790301)        3pp        18333  047 

— 83O302>OO95   Application    to    aa.nd    Llctni.i    19-17230-01,19-17230-03, 
19-17230-04,  19-17230-03   I.   BNM-0348,  r.novlng   JE   Stafford    ti 
radiation  prottctlon   officer  «,  lubitltutlng   CA  Roue 
OOODWIN.CR       Army.    Dept      of        96361        7B/OB/11        2pp        18333048 


83030=013=  At!  tjctlpt   of   application   ,„  r.niwtl    „,  M. 

Currtnt  lic"li<  wili  "ot  •>"" 


"M?JS2i«t9|l«M.""l|,inS?in0  ""   <d<"-    tD  'P"11"*10"    '"  "«' 
cSKfiulL    'jl'-laS.^   ""w'S'^SrH1      AtomicEn.rgy 


i'ir'.11'  *""'"'•>   »'  D"«'""i  Drdnanc.  Fu»  Lab 

application    far   Licin»i«    08-02334-03,  OB  -03834-0* 

M-2S34-01   I,  Ofl-02334-03  fc  08-02»"oa?au"ormn9 

pact*i>lon  of  llit*d  radioactlva  inatl. 

KftAUU,  C   U       ArnV,    Dipt     of.       17435        30/03/04  .,.„_,      e 

Co.«al»*Un        ip        16339  OM  "/O3/84.  Atomic   En*rgV 


— 8303020187  Amend   3   to   Matl /Byproduct   Licinia    19-17280-03, author  1 1 1  no 
Br-90   for    u«»    at    chack    louro 

OUINN.P        Dlvliiotl    of   Full    Cycle   &  Material    Safntij        Q2/OB/3D 
3pp          18333   060 

— G303O20191   Amend   S   to  Hatl/Byproduct    Lionia    19-17290-08,  ravi  •  Ing 
Condition    16  r«    pomiiion   b   ute    of    llcaniid    m*tla 
COMBS.F        Radloliotopai   LUaniing    Branch    (Pr«    7903O1)         7B/O7/SV 
Ip          18333   063 

—0303030196  Amsnd    1    to   Matl /Byproduct    Liconin    19-17280-03,  author  1 »  1  ng 
itorage   of  Am-24I,  Sr-90   ai    check    lourco    In   Victorian  Hodoln 
A8B-10KQ-SR    aurvey    instrumint   b   716A  remote   area   monitori 
BABSIN.N        nadloi*otopei   Li  cent  ing    Branch    <Pr«    790301)         77/OB/39 
3pp         18395   064 

—8309020200  Mati/Byproduct   Llcaneo    19-17230-03   for   Harry    Diamond    Labi, 
authoriilng    ute    of   Am-241iSr-90   eealetf    »ourcei    for    itartup 
of   Triga   Mark   F  Reactor   !<   cheek    inures*    in   Victoretn 
Model i   AOB-10KQ-BR   ti   716A  remot*    area    monitori 

BAS81N.  N        Radioliotope*    Licenilng    Branch    (Pri    790501)         76/11/93. 
3pp         1B3S5-067 

— B309020201   Ac k    raciipt    of    application    for   reneual    of   Matl/Buproduct 
Lionie    19-17290-03  Llc«nt«    utlll    not    Bipire    until    final 
action    taken 

HICKEYW.U        DivUion    of   Fuel   Cycla   !<   Material    Safety         12134 
82/06/03         TARA8i  D         Armg,     Dept.     of          Ip          18339   O70, 

— 8303020204  Forward!   application   to  renew  Matl/Uuproduct  Llcenaa 
19-17230-03, authoriilng    pomiiion   L   ute    of   Sr- 90  Vlctoreen 
BB-1010A   itJiled    source   a«    calibr    lource 

TARA8,  D  N        Army.    Dtpt      of        DRC8F-P/B2-0073        82/07/37 
RadloliDtopei   Licenilng    Branch    (Pre    770301)         Ip         1B339. 071 

— 8303020207  Application    for   matl/byproduct    licenie> authoriilng 
HJ  Borliky    ai    radiation    protection    officer   S.   JM  McOarrity    •• 
altern«t».  for    ut«    of   Br-90  Victore»n   BB-1010A    *i«led    inure* 
ai   calibr   source 
»     Army,    Ddpt      of,       12134        B2/06/02         17pp         1S333  072. 

—8303020212  Nntlflei    that   Matt/Byproduct    Licente    19-17230-03   eipjr»«    an 
B20831    Renew*!    application   muit    be    filed   u/updatttd    info   r* 
radloliotope   program 

»     Llcentlng   Management   Branch         1213«.       82/03/20  Army,     Dint. 

of         Ip         18355-089 

— B3030B02ao  Matt/Byproduct   Licence    19-17290-05   for   Harry   Diamond    Labi, 
autnorliing    pomnlon   6   uie    of   Co-iO 
OUINN.P  R       Llcenilng   Management  Branch       79/03/10       3pp. 

18339   092. 

--S3Q302Q306  Amend   1   to  Mat J/Buproduct  Llcantu    19-17280-03, adding   Co-&0 
lealid    ioure»    to    ttimi    6, 7  fc  B, per    7801IH   application 
COMBB.F  C        Radloiiotopei   Licensing    Branch    (Pr»   790301).       7B/03/1B. 

Ip         1B333.093 

—3303020318  Mind   B   to   Matl/Buproduet   Llcenia    19-17230-03,  rtvUIng 
Condition    17  re   poiienian  i   uie    of    licenced    matl, per   780911 

appl  Icatlan. 

COMBBiF  C        Radlaitotopei   Lietniing    Branch    (Pra    790301)        70/09/89 
Ip          18333   096 

—8303020323  M*tl/Byproduet  Llceni*    19-172BO-OS  for  Harry   Diamond   L«bi, 
•uthorliing   poiietilon  of  37, 29i  Cl   Co-60  «*alid   tourc« 
for   uii   In  water  pool    Irradlator   for   Irradiation   of  matli 
••eluding   ejploilvit  b  flammable  mitl.. 

BASB1N.N       Radloiiotop*t  Llcentlng   Branch    (Pr»  790301)        77/11/14. 
3pp         18339.077 

— 830302030S  M«tl/Byproduet  License   19-172SO-OS  for  Harry   Diamond   L*tt, 
authoi-King   uie  37,296  Cl   Co-iO   lealed   lourcn   In  water   pool 
Irradlator   for   Irradiation  of  matli   eduding   eiploilvt  I 
flammabla  matlt, 
BAfiaiN.N,      Radloltotop**  Llcanilng   Branch    (Pr«  7903011.      77/11/03, 

3pp         18333;  100 

--8309020S2S  Amend    4    to  Matl/Byproduct  UU.nte    19-17250-05   for   H-rru 
Diamond  Lab, luting  P  Sarlglanii   ai   alternate   operator 
of  Co-60  facility  fc  removing    listed   radiation   detection 
initrumentt   from   Item   10. 
BENAIT.W.  R        Army,    Dept.     of        O6974.       B1/O1/03.       4pp.       1B33B:  103. 

--830S020939  Application  for  amend  to  Liceni.s  19-I7S30-04, 1- 
19-17230-01,19-17230-03  t  8NM-034B,  removing  JE  Stafford  as 
radiation  prottctlon  officar  fc  rtplaeino  CA  Rou« 

aUEEN,  H  0        Army,     D.pt,     of        7B/OB/U.  Rad toliotopt.   Llc.n.in8 

Branch    CPre   790301).       Zpp.       IB333-117. 


. 

Af«».     D.pt      of         37/04/12        3pp         16339,033, 


NONDOCKETED  ITEMS 
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-8303020343  Forwards    Harrg    Diamond    Labi    application    for    renaiual    &    amend 
of   Matl/flyproduct    License    19-1723O-03  Amend    deletes    16   g 
Po/Bo   neutron    source    from    Hit    of    sources    available    for 
e*linr   &    Inclusion   of    itorage    for    Am-241    source 

TAfiASr D   N         Army,     Dipt       of         SB40O         77/04/30  Division    of    Fuel 

Cuel*    b   Material    Safety          Ip          1B333    120 

-9303020350  Application    for   rentwol    af   Matl/Byproduct  License 
19-17230-Q3, authorlilng   <JE  Stafford   as    radiation    protection 
officer    b  JM  McOarrlty   li  CA  Roue   as   alternates   &    lilted 
user*    of    Am-241    b  8r-9Q   *g>al*d    sources 
LOWREY,  A        Armg,    Dept      of        9B4QO        77/03/23.       14Kp         1S333    121 

-Q 30 30203 3 4   Application    for   amend    to    Matt/Byproduct   Licanie 
OS-02334-10,  »uthoriiing   TB   Orucci, radiation   protection 
officer, as    usar    of   Am-241    beryllium   neutron    source   as 
•tartup    source    for    Trlga   reactor 
0      Army,     Dept       of         71783         76/10/06         3pp          16335    133 

-9309080558  Application    for   emend    of   Matl/Byproduct   Llcenle   08-02334-07. 
authoriiing    JE   Stafford    a*    radiation    protection    officer 
MCOHEOOR,T.       Army,    Dept,     of        B40J23        76/IO/O4        6pp         19353    138 


-0303030063   Application    to    amend    Matl /Bypr oduc t    License    08~OH334~09, 
substituting    TB   Qrueci    in    placi    pf   SP   Wanaon   ai    radiation 
protection    officer 

FLYNN.H    M         Armtj,     Dept       of          63/05/13  Atomic    Energy    Commission 

3pp          1B333   2O9 

-B303030073  Application    to    amend    Matl /Byproduc t   License    QB-OB334-09, 
substituting   TB   Orucci    in    place    of   OP   Hanson    a*    radiation 
protection    officer    W/o    end    resume 
FLYNW.  R    M         Army,     Dept       of          6&349         63/03/O9          Ip          1B353    213 

-B305030090  Forwards    Harry    Diamond    Labs    application    for    run*iu»l    of 
Mail/Byproduct    License,    OB-Q2334-1O   Approval     rec ommond ed 
SEIDLER.O        Army,     Dept      of         65/01/27  Atonic    Enerjy    Commission 

Ip         1B3S3   213 

-0303030037  Forwards    drauingi    For    encapsulation    pf    1O  Ci    Am/Do   neutron 
source    for    un    ai    startup    sourcs    In   HDL-DORF   Trlga    Mark    F 
reactor    Both   vendors    should    be    approved    as    possible    sources 
for    Item  Related    info    i>ncl 

BERMAN,  P    G         Armg,     Dept      of         6d/QS/Ol         OAS5IN, N         Atonic    Erergy 
Commisiilon        4pp         1B353  214 


-B30S020560  Forward!   Harrtj    Diamond   Lab*    application    to  reneu  b  amend 
Hatl/Byproduct    LlC>ni«f    OB-07534-O1    b   OS-D2934-07   Llc*nie* 
uilll    expire    on    72OB31    Approval    requested 

REHHIO,  A  M        Armyi     Dept,     of        2B793        72/O6/K9  Atomic    Energy 

ConMllilon         2pp          18335    144 

-8303020364  Application    for   renewal    of   Matl/B«produc t   License 
O8-02334-09, authorlilng   KA  Camann    as    radiation   protection 
officer   &  JM  McOirrlty    b  CA  Roye   «*   alternate    users    of 
Am-241    b  Sr-90   sources    for    Trlga   Mark    F  roaetor 
MDDNEY.  T         Armu.     D>pt       Of         27041          72/06/12.        17pp          1B3SS    146 

-B 30 3020 3 67  Application    for  renewal    of   Matl/Byproduct   License 
PB-02334-09,  authorlilna   TB   Qrucci    as    radiation   protection 
officer   b  ML  aieieler«JM  McOarrity.EO  McOarrv    b  RB   OiujUrf   ai 
uters   of   Am-241i8T— 90  fc  Hf-198 

CAMPAONA,  J,  H        Arfflij,    Dtpt      of        93702        67/06/12        12pp 
1B335    162 

-B3O3020571    Foruiardf    Harry    Diamond    Labi    application    for    renewal    of 
htatl/Bijproduct    License   OB-02534-09.  Approval    recommended,  H/o 
•ncl. 

MCHEEN,  C    M.        Armu>     Dept      Of         LOO/PE-IBB         67/07/17  Atomic 

Enirjg   CaMMisslon        Ip        1B3SS   174 


-B30S030092  Bubmits   addl    info    In    response    to   651101    request    re   63QB19 
application    for    poiiBst-lon    &    us*   of    Am-  341    beryllium   neutron 
source    UB   Nuclear   Corp    has    tuo    murcea    of    6    4S  t    10  Cl 
designated    as  Models    AM-SOO  &   Am-307 

ORUCCI.  TB        Army.     D*pt      of         69/11/30        BABBlNi  M        Atomic    Energy 
Commission         Ip  18379   066 

-S30S03009B  Request!    addl    info    r*   irmdel    nunbiri    at    htonsanto    Research 
Corp   b  Numec    Instrument   It  Contois    Corp    sourcasi  in   response 
to    630919    application    For   Am-241    beryllium   neutron    source 
BABBIN.N        Atomic    Energy   Commission        6S/11/Q1  Army,     ttept      of 

7pp         10353   217 

-0303030105  Application    for   renewal    of    Mat  1/Bijproduc  t   Licence 
OS~02334-O9r  author  liing    OP   Hanson    as    radiation   protection 
officer    b   WL  Oiesler    fc   PO  flerman   ai    u»ers    of    Po-2IO  &    Sr-90 
81SCO.H  M        Arni«,     Dopt      of         5314S-       63/OB^OS         llpp         1B353-  236 


-8303030123  Recommends    that  .amend*    b   ranauals    of   Habl/Bgproduc  t 
Licenses   OB-Q2334-01    t,   OB-  02334  -09    for   Harry    Diamond    Lab«    be 
approved   t  disposition    of    isotope*    an   Llcenta   OS-O2934-02   be 
tihoum  «•    stated    on    encl    cvrtlflcate    W/o    enc  1 
DANIELSi  R,  0        Army  ,     Dept      of,       63/08/01,  Atomic    Energij 

CommlSclOTi         Ip          13333    337 


-B30303000S  Recommend!    that   *ncl 
OS-02334-1O   be    approved 
FLVNN.R   M        Army,    Dept      of         LOO/E2 
Commit  t  Ion.       ip        1B355,  173. 


pplication    for   amend    to   License 

/09/29  Atomic    Energy 


-8309030020  Application    for   renewal    of  Hatl/Bijpraduct  License 
OS-02934-~10i  authorizing    posteislon   ti   use    of    SO   uCi    Am-241    b 
10  Ci   beryllium  n*utron   source 
BISCO.H  M        Army,    Dipt      of        7449S.       66/01/11         9pp         1B333    176. 

-6303OMO23  Notifies   that  amend    to  Llonse  OQ-02334-09  requtttlng 
possession  of   5  mCi   Au-199   in   liquid    form   canceled  Au-199 
••aled    source*    conilft    of    solid   metallic    falls 

ORUCCI,  T.  B       Armu.    Dept,    of       63/O6/S3.      BABBIN,  N       Atomic   EnerflY 
Cammliilon         Ip.       1B355    199 

-Q3O3030027  Recommend*    that  Au-lIB   in    liquid    form  be    deltted    from   650416 
application    to   reneu  Llcensi    OB-02334-09  Approval    also 
rt/questad 
FLYNN-R.H,      Armyi    D*pt     of        63/07/19.          Atomic   Energy  Commission 

Ip          18339,  1B6 

-6303030039  Application    for  renewal    of   h»U  /Byproduct   License 
OB-02S39-O9'Uuthorlilno    TB  Orucci    as    radiation   protection 
officer   b   possesilon   ti  use    of    Br-9O>  Au~19G  b   Po-210 
8IBCO,H,  M,       Army.     Dtpt.     of         65/06/01         llpp-       1B339:  1B7. 

-8303030047   Requests    addl    Info   re    ut*>    b   handling    of   AU-17B  *>  drawings    or 
•pact   for   sealed   sources  containing   Au-198,  In  response   to 
&S0416  application   to  amend   Llcenie  OB-02934-09 
flASBIN.N.      Atomic   Energy  Comm  1  islon.      63231,      63/06/21  Armg. 

Dapt      of.       Ip.       1B3S3.  199 

-8309030039  Application   for  natl/buproduct   lictnt  *j  authoriiing   TB  Orucci 
ae  radiation  protection  officer  b   llftted   Individual*   as 
uiars    of    3  fflCl    Au-198  auric    chloride    liquid    for    u*e   u/Trlga 
dot  inttru   studies 
BISCO,  H,  M        Army,    Dept      of         B9291,       69/04/1&        9pp         1B333'  200. 


-B309030142  Foruards    Diamond    Ordnance    Fui*    Lab*   application    for    amend 
to   Mitl/Byproduct    LU*n«e    OB-0233-1-09    for   Bi  430   mCl    Sr-9O, 
Approval    recommended.  Radiation    protection    program  adequate 
for    proposed    uaa 

DANIELS,  R    0         Armui     D*pt       of          49O63         63/O1/22  Atomic     Energy 

CommlsslOTi        Ip         18339   S3 8 

-8303030147  Application    for   amend    to   Matl/Bypr oduc t    License 
OB-02334-0'9   for    posseisilon   b   usa    of   Po-210 
DANIELS,  fi.o       Armu,    Dept      af       63 /OB/ 2 B  Atomic   Enargv 

Commission        2pp         1S333.341 

-B3030301S4  Forwards    Diamond    Ordnance   Fuie    Labt    application    to   amend 
Matl/Byproduct   License    OB-02334-09    to    Include    one   addl    Br-90 
sealed    source   Approval    recommended 

DANIELB,  R.  0       Armg,     Dept      of.       41312        &2/O2/BB  Atomic    Energv 

Commission        9pp         1B379  007. 

-8309030163  Application    for  amend    to    Mat  I/Byproduct   License    OB-02534-09> 
authorizing  OP   Hanson    to    perform    testi    for    leakage   b 
contamination,  replacing    A    Schutbel 
MCEVOY,  R    M,      Army,     D«pt      of,       62/O7/11        2pp         1S335   244, 

-830 SO 30 169  Application   for  rnitl /byproduct   1  leans*,  author! ling 
po-stesslon   Ic  u>a    of    Br-90    sealed    sources    included    In    lilted 
monitoring    Instruments. 
FL.VNN,  R   M,       Army,     Dept      of         68281         61/10/30        3pp         18333' 347. 

-8305030174   Foruards    Diamond    Ordnance   Fuie    Lab    application    for 
matl/byproduct    licente    for    1BSO  nvCl    Sr-90.  Approval 
recommended   Radioltotopa    facllltle*    MilBquate 
DANlELSrR,Q.      Army,    Dept,     of.      61/11/01  Atomic   Energy 

Commission       Ip.       18333:232 

-B309030179  Forward*   Diamond   Ordnance   Fuie   Lab   application   for 
m»tl /byproduct    license    for    possession   b    usa    of   20  Cl 
Po-210 

DANIELS,  R    0       Army,     Dtpt.     of        3870O        61/OB/17  Atonic    Enarjy 

Comml«sion.       Ip         1B393. 293 


-8303030103   Application    far   tntt I/byproduct    1  icens*,  author! r 
posie«*lon  b  ute    of   20  Cl    Po-810   lealed    neutron    source* 
8 1  SCO,  H,  M,      Army,    Dept     of        61/08/16        Spp        IB339<  534, 
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NONDOCKETED  ITEMS 


-830S030181?   Around    3    to    License    SNM-348,  rovi  s  i  nj    Subitemi    7   A-9   F    i 
Conditions    ID,  IS   I    tB  re   doslmetry,    jtudisi    ft  cjlibr    studies 
WALKER.  U   J        Division    oF   Fuel    Cycle   i   Material    Safety         B2/12/21 
Ip          1B333   259 

-H30503OI95  Amend   2    to   License   SNM-348,  revi  5  lug   Condition    IB   re 
possession  S<   use    of    licensed   mat!    described    In    Items   61  7  ti 
B 

GU1NN.P   R       Division   of   Fuel   Cycle   (,  Material    Safety        BQ/Q7/O9 
Ip          1B333   3*0 

-B303030201   Amend    1    tn  License   BNH-349,  revi  s  ing    possession   amounts    for 
Pu-B39,  Np-237,  depleted   U,  U-235   t   U-23B    encapsulated    fission 
foils   d   sources 

COMBS, F   C        Division    of   Fuel    Cycle    &   Material    Safety         78/10/30 
3pj>  18339   261 


-B303030269  Amend   3    to   License    9NM-34Q,  revttlng    Item*    7  4  8  1  adding 
Item   14   re    licensee    compliant*   w/*ttached    leak    teit 
conditions    for   PU   alpha    lources 

DOULOS.N    i     NUSSBAUMEfi.  D         Atomic    Energy    Commission         64/01/21 
GOLDSTEIN,  D    L         Army,     Dept       of          Ip          18355   333 

-8303030879  Forward i   Amend    2   to   Licence   8NM-34B  License    does   not 
authorlie    insertion   of   matt*    Into   nuclear    reactor    Insertions 
must   be   authoriiBd   H/o    encl 

JOHNSON,  L        Atomic    Energy    Commission        63/09/26        OOLDSTEIN,  B  L 
Army,     Dept      of          Ip          1B333   334 

-9 3030 302 Bl    Amended    License   SNM-34B    for   Harry    Diamond    Labsi author! ting 
enriched    U-233   as   Pu-Be   neutron   source   &   64   6   g    ai    fission 
foils 
*     Atomic    Energy    Commission        63/09/26        4pp         18333  335 


-83O3Q3O207  Fleneiued   License   ENM-34B   for    Harry    Diamond  Labs,  author!  i  ing 
possession  t  use    of   Pu-239.  U-235,  natural    it   depleted  U  & 
Np-337    encaplulated    Fission    foils 

LAVF1ELD,R  L        Atonic   Energy   Commission,     Directorate   of   Licensing 
72/12/19        2PP          18333   264 


-83 03 03 02 B6  License   BNM-34B    for   Harry    Diamond   I  abs,  authoriting    use   of 
16  g   Pu   encapsulated    as   Pu-Be   neutron    source,  12  mlcragrams 
encapsulated    In    fast    neutron    detectors    t   10   g    encapsulated 
as   neutron  activation    detectors 
JOKNBOM,  L         Atomic    Energy    Commission         63/02/27          Ip          1833 3   33?, 


— S3DS03QSia  License    EMM -34 9   for  Harry    Diamond    Labs,  author!  i  ing 
possession  6   ute    of    Pu-239,  U-23Si  natural    &    depleted  U  i 
Np-237    encapsulated    Fission    foils 

LAYFIELD.H   L         Atomic    Energy    Commission          68/07/15        3pp 
1B353   2,66 


-8303030213   License    SNM-34B    for   Harry    Diamond    Labs, author!  I  Ing 
possession  t   use    of    Pu  lc  U  enriched    in    U-233   fusion   foil 
JOHNSON, L        Atomic    Energ«   Commission         £>3/O7/16        3pp          1B333   2£7 

-B303030S1B  Application    to   amend    License    SNM-34B,  requesting    storage    of 
matli    prior  to    tram  Per,  »ubstl  tutl  ng  CA   Heine   as   alternate 
radiation   officer  &    listing   MJ  QorllH    as    radiation 
protection   officer 

MdTHERSBAUQH,  L         Army,     Dept      of         21639         62/11/52 
Radiolsotopis   Licensing   Branch    tPm   790501  >         12pp        13333  272 

-S3OS03O22S  Foruiard*   resume    of  MD  Funkhouser.  designates)   new  radiation 
protection  officer   at   Harry    Diamond   Labi-   replacing   C  Rou» 
W/o    encl 

TAFIAS.  D   N        Army,     Dept      of         1646?         80/03/22  R*dlolsotopes 

Licensing    Brancn     (Pr«    790301)         6pp          13393    2B4 


-8305030BB9  License   SNK-34Q    for   Diamond    Ordnance   Fuie   L*b, authorliing 
use   of    16   g   Pu   encapsulated    as   Pu-De   neutron    source    12 
mlcrograms    encapsulated    in    fast   neutron   detectors 
*     Atomic    Energy    Commit* ion        61/11/14        2pp         1B339  340 

-B30S030296  License   SMM-34Q    for   Diamond   Ordnance   Fuie   Lab, authorizing 
possession   &   use    of    16  g    Pu    encapsulated   *«   Pu-Be    neutron 
source  It    12  mlcrograms    encapsulated    in    fast    neutron 
detectors 

NUSBBAUMER,  D         Atomic    Energy    Commission         &1/O3/1S         Ip 
18333   342 


--B303030301   License   SNH-348    for   Diamond   Ordnance   Fute   Lab,auth 
possession   t   use    of    16   g    Pu   as    encapsulated    Pu-Be   neutron 

Atomic   Energy    Commission 


or! ting 


source 

DELANEV,  J   C 
1Q333   343 


&0/O2/03         2pp 


— B303030304  Amend  to   License   QNM-34Q,  correcting    docket   number   error    In 

Item  9  Correct  number    should    Be   7O-037B 

LAVF1ELD,  Ft  L  Atomic   Energy.    Commission        6B/07/24        HAAS.  C  F 
Army,    Dept      of        Ip         18333  343 


-83(13030233  Forwards    Harry   Piamond   Labs   response    to   780706    Itr   re 
License   SNM-348   Headquarters   concurs   u/responie 
Act    of    receipt   of    correspondence   re^ueited    W/o   encl 
TAR  AS,  D   K        Army,     Dept      Of         70667.       7B/O7/24         COKD3.  F 
Radleimotopes   Llcinslng   Branch    <Pre  790301}         Ip        1B3S3  289 

-B30503O339  Submits    addl    info   re    s'ecurlty    requirements,  radiation    safety 
Facilities  t,   procedures    for    storage   tt   use    of   Hp-237   foil 
matl    tfited   an  Harry    Diamond   Labs   application   for   reneual    of 
Licensfr    SNM-34B 

ffQODHIN,  C   R         Army,     Dept       If         78/07/11         CDMBS,  F        Radiol  sotopej 
Licensing   Branch    (Pre    790301)        2pp        10333:290 

-8303030249  Ru<iueiti   add  1    l|)fo    re    tecuritij    raquiraments, radiation    safety 
facilities  t>  procedures    for    use    lc   storage    of  Np-237  ic 
description  of    teal    testing    procedures    far    fission    Foils 
COM9S,  F       Ftadioisotopes   Licensing    Branch    (Pre   790301)        7B/07/06 
TARASi D  N       Army,    Dept      at'    Headquarters    Materiel    Development  & 
Readiness   CaiTimand          Ip          1B333   2tS 

-8305030251   Application    for   renewal    of  License   SNM-349,  ref  1  eetlng 
changes    In   location    of    lab   headnuar tersi  amount   of  Pu-33?   In 
Pu-Be    neutron   source   &  radiation   protection    officers  t 
users 

TARAB' D1  N       Army,    Dept      of        77/11/1S  Radiolaotopes    Licensing 

Branch     CPre   7903OU          17pp         18333    293 

-830503OS55  Ack    receipt   of   application   to   reneui  License  SNrT-348  License 
flip  ire    until    final    action    takan 

Radioisatope*   Licensing   Branch    CPre  J9O501)        09143 
TARAB,  D  N        Ar<<i|;>    Dept      of         Ip         18393310 


amend   &  renewal    of   License  SNM-348, 
use  of   9  76  mg   Fl!-239,O  24  g   U-233, 


Atomic  Energy 


(vising    eipiratlan   date    ta 
to    1 icent*  record 
>n        63/01/13       FLYNN,  R  M 


— B309030309  Forwards   reneued   License  BNH-34B> ref lectlng    leak   test 
condition    for   Pu  as    sealed    source   H/o    encl 

LAVFIELD.R  L        Atomic    Energy    Commission        6B/07/13        HAAS,  C  F 
Army,    Dept      of        Ip         1B3S3   346 

—8303030312  Application    for    raneuial    ic  amend    of   License   SNM-348. 
authorlilng   posstsilon  t,  use   of  34  7  g   Pu  fc   16  g   Pu-239j 
Np-237,  depleted   Uj U-S33  b  U-33B  neutron    source    In 
encapsulated    callbr    sources    &    fission    foils 
HAA3.C  F        Army,    Dipt      of        68/06/23        llpp         18333-347. 

—8303030320  Notifies    that  License   SNM-34B   «<pire«    on   680731. 
Application   for  reneual   of   license   should   be   filed   uiithln 
30  days  Notification   should    be    given   at    decision   not    to 
reniu  by   completing   encl    form  H/o   encl 

NUSSBAUMGR.D   A         Atomic    Energy    Commission         6B/03/26         SEIDLER,0, 
Army,     Dept      of         Ip          1B333. 3B8 

—8303030323  Forwards    renewed    License   SNH-34B.  H/o    encl 

JOHNSON, L        Atonic    Energy    Commission        63/07/16        SEIDLER.Q       Arnu. 
Dept      Of         Ip          1B333'339 

— B3030303S6  Foruiard*    »ddl  info    re    use    !i   storage    of   Pu  neutron   sourcei 

per  AEC   630604   request  Includes    description    of   Pu   neutron 

source   b  dimensions   of  tantalum  h   stainless    steel    source 
container. 
BEIDLER.  0       Armyi    Pept     of       69/07/06  Atomic  Energy  Commission 

2pp         I83S3   360 

—8303030332  Requests  *ddl  info  re  use  ti  storage  of  Pu  neutron  source 
It  personnel  monitoring  program,  tn  response  to  690303 
application  to  reneu  License  SNM-34S. 

LAYFIELD,  R  L   Atomic  Energy  Commission   63/O6/04   FLYNN,  R  N 
Army,  Dept   of    Ip    18339  363 

—8305030333  Application  for  peneui*!  &  amend  to  License  BNM-348, 
authorizing  13,4  g  Np-237.  34  3  g  Pu-239, 54  3  g  U-233  h  143  g 
U-23B  in  Form  of  fission  foils  for  callbr  studte* 

FLVNNrfl  M,   Army,  Dept   of    69/03/03     Atomic  Energy  Commission. 
IBpp    1B33&  001 


NONDOCKETED  ITEMS 
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-83O9030339   Matl/Buproduet    License    19-17330-04    for    Dept    of    Arm«>  Harry 
Diamond    Labs,  authorl  i  ing    use   of   290   mCl    irradiated 
electronic    equipment    ti   threshold    detectors    for    e«per(mental 
development    of    laser    device! 

BASSIH,  M        Radloisotopas   Licensing    Branch    <Prt    77O501)         76/11/24 
apf          1B356   013 


-B3O90flO18?   Application    far    renewal    t<  Amend    of   Hatl/By  product  License 
03-02:934-06    far   Harry    Diamond    Labs,  dele  tins   &    adding    Hated 
names    for    users   of   activated    electronic    equipment  & 
threshold    detectors    tar-    experimental    laser   development 
EINSEU.D    M         Armi).     Dcpt       aP          73/OI/O4         14pp         1B336    133 


-83O90306B4  Amend   S    to   Matl/Byproduct  License    19-17250-04,  mating 
editorial    changes    to    Condition    14 

COHB8.F         Redlolsotapvs    Licensing    Branch     (Pre    79OB01  >          78/Q9/29 
Ip          1B336   016 

-3305040060    Application    to    amend    License     19-17230-01,19-17390-03, 
19-17390-04,17-17390-09   &   SNM-34B,  removing    JE    Stafford    as 
radiation    protection    officer    It    «ubstltuting    CA  Roue 
GOODWIN,  C   R    ,    QUEEN,  US        Armg,    Oep  t      of,    Headquarters    Materiel 
Development    &  Readiness   Command        7B/OB/11  Radloisotopes 

Licensing   Branch    (Pre   790301)         3pp         1B396  023 

-3303040081    Act    receipt    of   application    for   renewal    of   MatWByproduct 
License    19-1723O-04   Llcenie   will    not    expire    until    final 
action    taken 

OUINN.P   R        Radloitotopes   Licensing    Branch    (Pre   790901)        92389 
78/01/27        TARASiD.  N        Armip    Dept      of,     Headquarter*    Materiel 
Development   &  Readiness    Command         Ip         10356  O26 


-0303040200   Foruardi    application    to    amend   Matl/Byprnd-iict  License 
08-O2334-06    for  Harr  g    Diamond    Labs   Amand    allows   for    mas 
pos-lBEslon    of    100   Ci    of    isotopes    resulting    from  ac  t  Ivation 
of    crystals    (laser   mat  la) 

KELl-EY,WD         Army,     D»pt       of          DALO-KAE-I         71/11/1O  Atomtc 

Energv    Cainmi  isiou          Ip          1B35&    146 

-8303040811    Application    for    amend    of  Matl  /Byproduct  License 
OB-O2334-06,  authoriilng    Hated    Individuals   aa    users    of 
activated    electronic    equipment   Si    threshold    detoctors    far 
eKperims-ntdl    development    of    laser    devices 
CAMPAGNAi  J   H         Army.     DBpt       op          23039        71/09/34          llpp 
147 


-8303040317    Application     to    amend    Ma  tl  /Byproduct    License   OB-O2534-Ot, 
Including    Connecticut  Avenue    Ci  Van  Mesa   Street    location   a* 
place   of    uiag*    for    Irradiated    electronic    equipment 

HAAS  i  C   F          Armyi     Dept      of          LDO/PE-ISB         69/09/03  Atomic    Gner 

Commission         Spp         18356    13Q 


-ga03O400B9  Application    for   rn-ntual    t   amend    of   Matl/'Buproduct   License 
19-17830-04,  removing    ED  MeOarru,FW   Ballcki    &  MB  Roth*tein 
from    Hit    of    authoriied    user*    of    licensed   oiatl    d   adding    CR 
KBlmbachiTL   Prultt    h  S  Share    a*   authorlied    usars 
TAR A3, D   N        Army*    Dept      of.    Headquarters   MaterloL    Development    t 
t)a«dines*   Command         92389.       7B/01/li,  Radioisotopvs    Licencing 

Branch    (Pr«   790301)       2pp        I83S6  OH7 

-•B3O3040093  Application   for   reniuial    ti   »m*nd    of   Natl/Bgproduct   License 
19-17230-04i  authoriilng    lltted    individuals    to    USB   ang 
byproduct  matl    ui/Atomic   Numbers   3-83    InclumlVBiiu/actlvattd 
•lactronlc    h   threshold    detectors 
RAr19DEN,J  J        Armg.    Dept      of         983B9        B3/O1/11         15pp         13336  029 

-63-03040103  Forwards   Harry   Diamond   Labs   application    far   reneual    of   Matl/ 
Byproduct  Llcinse    19-17230-04. 

TARASiD  N        Armu>    Dept      oft    Headquarters   Materiel    Development    ti 
Ra*dinesl   Command        94330        7B/03/1S  Radio  isotopes    Licensing 

Branch    (Pre   79OS01)         Ip         1B3S6'044 

-6309040114  Application    for  renewal    ti    amend    of   Hatl/Bgproduct  License 
19-17230-04,  author  1 1 ing    listed    Individuals   as   users   of 
ang    bgproduct   matl    u/ Atomic   Numbtrs    3-B  tt    electronic 

•  o.ulpment 

RrtMBDEK,  J  J        Armu.    Dept      of        94330        7B/O1/16         16pp.       1B356  047 

-8303040120    "Procadural    for   Maintaining    RadlDloglc'l    6afeti|i  " 
Admlnlitrative  CircuUr'6, 

•  Al-mg.    Dept,     of        23772.       37/10/31,       4Qpp         18336   063 

-8309040127  Forward!    application    to   amtnd   Matl/Bgproduct   License 
08-02334-06   for   Harrg    Diamond    Labs    Amend    reflects   neu 
location    of    headquarters    h   removes    Semiconductor    1<   Radiation 
Effects  Physics  Branch. 

TARASi  D  N        Armv     Dvpt.     ofi    Headquartars   Materiel    Development   h 
Raadlnen  Command        »RCBF-P17*-0090        76/10/O6  Office    of 

Nuclear   Material    Bafetg   t>   Bafeguardir  Director.       Ip.       16336-113 

-B30S0401BB  Application    for   amend    of    Mat  I/Byproduct   Licence   OB-O2334-O4, 
far   Harry    Diamond   Labi   No    changes    Indlcatad 
MCOREOOR.T.        Army,     Dept      Of          87039         76/10/04.        2pp.        1B3S6    113 

-B30S040169  Forwards   application    for    amend    to   Mat  I/Byproduct   Licence 
OB-O2934-O6   for   Harrg    Diamond    Lab*,  authorl Jing    lt«t«d 
individuals   as    users    of   any    bgproduct    matl   in/Atomic   Numb  in 
3-B3    in   activated    electronic    equipment 

RATCL1FF,  R.  H.       Army,    Dtpt      of         DALO-MAB-I         74/04/08.  Atomic 

Energy   Commission         Ip.       1B336, US 

-8308040179  Application   to  amend   Matl/B«produe t  License  O8-O2934-OA   for 
Harrg    Diamond    Lafas, authorlilng    li«t«d    Individuals   a*    users 
of   ang    bgproduct   matl    u/ Atomic    Number*   3-63    in   activated 
electronic    equipment  b    threshold    detectors 
EJNSEL.D.M.       Arm«,    Dept.     of        471O1         74/O4/18         16pp         10396' 116 

-8309040183  Forwards    application    for    r»nayal    of    Mat 1/Bgproduct    License 
08-02334-06    for   Harry    Diamond   Lab», Soleting    fc  adding    listed 
names    for   users    of   activated    electronic    equipment   & 
threshold    detector*    for   experimental    laser    development 
REHR10.A  a       Army,    Dept     of        DALQ-MAI       73/O1/11.          Atomic   Energy 
Commission.       Ip,       18336-132 


-8303040224   Application    for   renoual    of   Matl/ugproduct   License 
03-03534-O6   for   Harry   Diamond    Labs,  authorl  i  ing    lilted 
Individuals   ai   users    of   ang    matl    byproduct  u/Atninlc 
Numbers    3-3  w/acti vated    electronic    equipment 
CAMPAONA,  J   H         Army,     Dept       of          99B31         67/11/30         lOpp 
193 56    16O 


-8303O10234   Application    for   renewal    of   Matl/Bgproduet   License 
08-03534-06, authorizing    listed    Individuals    as    users    of  ang 
matl    product   ui/Atomic   Numbers    3-83  for   activated    electronic 
equipment 
BIBCO.H    U          Army.     Dept      of          74496        66/01/05         lOpp         1B396.    171. 

-B30304Q23(?    Application    for    amend    to  Licenses   QB-02S34-06  i   OS-02S34-OB, 
tlitjng    TB   Oruccl    as    radiation    protection   officer 

FLVNN.R    M         Army,     Dept      of         45/O2/34  Atomic   Energy    Commilllon 

Ip          1B356.  191. 

-3309040244    Application    to   amend    LIcent.i  09-08534-04    b  OB-D2334-OB, 
tubs tituting    TB   -Jrueci    as    radiation   protactton  officer 
ORUCGI,T    B,        Army,     Dept       of          LOO/E3         63/01 /2B         2pp          18336    102 

-8303040230  Apfl 1 ieatlon    for    renewal    of   Mall/Byproduct    License 
00—03934-06, author i i Ing    listed    individuals    as   usert    of 
activated    electronic    equipment    iubj    to  poit-irrad la t ion 
ft  am 
BISGO, H    U         Armg,     Dept       of.        37C1B        63/12/31         Spp          19396    EB4 

-H30S04025-&   Rtcommends    approval    pf    encl    request    for   renewal    of   Matl/ 
Byproduct    License    D9-02934-O6    for  Harrg    Diamond  Labi   H/o 
enc  1 

CHEATHAM,  J   R        Army.    Dept      of         370?a       64/01/30  Atomic    Energg 

Commission          Ip  18336     192 

-8303040266  Notifies    that   no    amend    to  Matl/Bgpr oduct    Licenses 
QB-02334-01, OB-03334-Oi    b    OB-03334-10   needed    re    designation 
of    OP  Hanson  as    radlatinn    protection   officer 

BA88IN. N        Atomic    Energy    Conml sslon        63/11/09  Armur    Dept      of 

Ip         18336    193 

-S303040272   Application    to   »m»nd   Matl/Bgprodut t  License   08-0233-1-06,  for 
Diamond    Ordnance    Fuie   Labs, designating   CP  Hanson   as 
radiation    protection    off  leer,  replacing   RE  ItcCoikey 
MCEVOY,  R.  M        Army,     Dept      c-f         62/10/02  Atomic    Energy 

Commiititm        app          1B334    194 

-B30SO40279    Hecnmmends    approval    of  Matl/Bvproduct  Llc«ns«   OB-OH934-06 
for    Diamond    Ordnance   Fuie    Lab*    for  290  mCl    of  411    isotopes 
w/Atomlc    Numbers    3-83 

DANIELSjR   0.      Army.     D*pt-     of.       90341        62/02/OB  Atomic    Energy 

Commit*  i  on,       lp.       18336    176 

-8303O40SB7    Application   for    reneual    of   Mafcl/Bijprodiic: t   License 
OB-02334-06i author j  ilng    listed    persons   as    user*   of    activated 
electronic    equipment    sub j    to    post-irradtatf on   exam 
HORTONj  B.  M         Armi|,      Dept-      Of          40B41         62/O1/11         2|ip          1S3S6    197 

-8309040290   AppllcatlQn    for    mat l/bgproduct    license    fop   Diamond  Ordnanca 
Fuie   Labii  requ-os  ting    listed    Individuals   ai    user*    of   all 
Isotopes    3-83  activated    electronic    equipment    sub  j    to 
post- irradiation    etam 
MCCnSKEY.  R    E         Armg,     Dept.      op         E3772         60/O1/26         7pp          1B396,  199 
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-9303040294  Recommend!    approval   of   end   application    for   Ma  1  1  /By  product 
License    OB-OH934-Q6    For    Diamond    Ordnance    Foie    Labs, 
author!  I  Ins   us*   of   SSO  rod    of  all    Isotopes    3--B3 

KRAUL,C,H       Army,    Dept      of        53772       60X01/23  Atomic    Energy 

Commission         lp         18336  206 

-B309040397  Amend   5  to   Matl/Byproduct  Licenifl    19-17230-01.  author  i  i  Ing 
ui  e    of    listed  mat!    at   Harry   Diamond  Labs 
HICKEY.J  H       Office    at   Nuclear  Material    Safety    k 
Safec-uards,  Director         B3/01/11         3pp         18336    207 


—8309040310  Amend   2   to   Matl/Byproduct  License    19-17250-0,1,  adding 
editorial   change   to   Condition   16 

COMBS.F       BadloUotopes  Licensing   Branch    (Pi-B   79O301  )         73/09/39 
lp          18336  212 

—9309040366  Amend   1   to   Metl/Byproduet  LUrnie   O9-02S34-01 ,  author!  i  Ing 
us*   of    tracer   lab   sealed   sources   It  Nuclear   Chicago  Model 
830233  containing   C&-6O  t,  Cs-137  at  Harry   Diamond   Labi 

*  Aadlolsotopei  Licensing  Branch    (Pre   790301).       B3/0"l/ll        3pp 
18336  S13 

— B303O40376  Matl/Buproduct  License   19-1723D-O1    for   Harrq   Diamond   Labi, 
authorizing   ust   of    tracerlab   sealed   sources   &  Nuclear 
Chicago  Model   330213   sealed    tources,  contain  1  ng   CQ-&O  & 
Cs-137 

BASS  IN,  N       Radio! so  tapes   Deeming   Branch    (Pre   79D901).       76/11/23. 
Iff        13396  316 

— 83090403BD  Notifisi   that   Mall/Byproduct  License-    19-17290-01    eipires    on 
B20B31   W/o  encl   renewal    forms 

*  Licensing   Management  Branch       62/09/20  Agriculture.    Dept 
Of,        lp         18396    319 

— 6303040387  Forwards  Harry   Diamond  Lab*   response    to   B210O7   reitueit    far 
eddl    Info   in   support    of   application   to  renew   Mat 1/Bypre-duct 
License    19-17290-01. 

TARrtS.D  N       Agriculture,    D»pt     of       DRCSF-P/B2-0033        82/11/O4. 
PATTERBDN.J  M       Radio  Isotopes  Licensing    Branch    (Pre   79O501 )         Jp 
16356  220 

— 8305040392  Forwards   instrument  calibr   procedures,  radiation   survey 
program  t,  personnel    exposure,   repts 

WILLIAMS,  R       Agriculture,    Dept     of       83/10/26  HRC   -   hlo  Detailed 

Affiliation  Oiven        63pf>        18356  221 

— B309040403  Ren.imti   add  1    info   re   instrument    calibr   procedure  ti 
radiation   survey   program  for  reneual   of   License    19-17250-O1 
for   Harry   Diamond  Lab*   Response   should   be    provided    per   Reg 
Guide   to  7 

PATTERSON, J  M       Assistant  Director   for  Material    Bafetg   &   Licensing 
12247        82/09/30  Army,     Dept      of        2pp          19336    292. 

— B30304Q408  Ack   raceipt   of  application   for   renewal    of  Jlatl/Byproduc t 
Licenie   17-17290-01 

HICKEV,  J  H       Asilttant   Director   for  Material   Safety    k  Licensing 
1BZ47        83/03/19  Armij,    Dept      of        Spp          1S356   294 

— 8305040414  Forwards  Harry   Diamond  Lab*  application   for   reneuial    of   rlatl/ 
Byprotfuct  License   19-17250-01   H/o   incl 

MOTHER 8 H AUOH,  L       Armg,    Dept      of       DRCSF-P/82-OO3S.       82/08/09, 
Radloisotopes   Licensing   Branch    (Pri   790301)         Spp         1S3SA   299 

— 8305040423  Application   for   renaual    of  Matt/Byproduct   Licensr 
19-17290-01,  authorising   KO  Karris   as   physicist.  CC   Casaer    !< 
P  Sarlglanls   as  Co-6O    IrraHIator  operator   t-  HJ   Boriskg   a* 
radiation   protection   officer 
BURKE,A   R        Army.    Dept.     of         12247        82/O3/12          16pp.        IB336  297. 

— B309O4045C-  Forwards  Harry   Diamond  Labs   application    to   amend    Matl/ 
Byproduct  License   19-17250-01  Amend   Iliti   nem   p»r*onnel   & 
deletes   flthtr   personnel    from   Hit   of   individual    user*, 
deletes    Instruments   h  add*  replacement   Instrumentatloni 
TAR  AS,  D  H       Amu-    Dept      of.      81/01/27  Radioi  (atop  es   Licensing 

Branch    (Pre    790901).         lp         16336  313 

— B30904046S  Foruerds  Harry   Diamond  Labs   application    to   amend    Matl/ 
Byproduct  Lictnsei   19-17B30-O1,  19-17250-03.  19-1729O-04, 
I9-17230-OS  ti  8NM-34B 

QUEENiW  0       Army-    Dtp*      of,    Hf *-dn,uarter«   Materiel    D«v*lopment   t 
Ri»dlnes*   Command,      9&3B3       78/09/06  Radlolsotopet   Licensing 

Branch    (Pre  79030 IK       lp        16396  326 

— B30904047S  Application    for   emend   to  Matl /Byproduct  Llcen*>i 

19-17890-01,19-17290-03,  19-17850-05  fc  SNM-34B   Amend    raqueet* 
removal   of  JE  Stafford  as  radiation  protection   officer  4i 
substitutes  CA  Roue 
QOQDHIN.C  R       Army,    Dept     of.      943B2.      78/08/11 


Sfp 


1B3S6. 


-83090404B4   Act:   receipt   of   application   to   renew  Mat  1 /Byproduct   License 
17-17290-01   License  uiill   not    mplre   until    final    action 
taken 

COMBS. F  C        fladloisotapes   Llcinslng   Branch    (Pre   790501)        Q9401 
77/O7/13        TARA8,  D   N        Army,    Dept      of.    Headquarters   Materiel 
Development   It  Readlneas   Command        lp         16356  329 

-B309040499  Foruiards   Harry   Diamond   Labs   application    to   renidi  M»tl/ 
Byproduct  Llcons*    19-17S5O-01   Ac k   of   correipondence 
requested 

TARASrD  N       Army,    Dept      of,    Headquarters   Materiel    Development   It 
Readlnesv   Command         DRCSF-P/77-0048         77/06/30  OfflCl   of 

Nuclear  Matertal   Safety   {<  8af«guards,  Director        lp         1S3B6  330 

-8309040301   Application   For   reneual    of   Matl/Bupraduct   License 
19-17290-01,  authoriilnfl    listed    individuals   as   users   of  Co-40 
b  C*-I37   sealed    sources   for   calibr   at   radiation   detection 
Instruments 
UOUREY,  A         Army.     Dept       of         SB4Q1         77/OS/26         14pp          1S3S6    331, 

-B30904O302  Forwards   Harry   Diamond   Labs   application   to   emend  Mat!/ 
Byproduct  License   OB-Q2934-01 

TAHAS,  D  M       Armv    Dept      of,    Headquarter*   Materiel   Development   & 
Ileadlnesi   Command        DRCSF-P/76-0093        76/1O/06  Office   of 

Nuclear  Material   Safety   &  Safeguards,  Director.       2pp         18396   349. 

-3309040310  Application   to  amend   Matl/flyproduct  License   00-02334-01* 
autho<rlilng   JE  Stafford   as   radiation   protection   officer   fc 
JH  McOarrlty   it  CA  Roue   as   alternate   radiation   protection 
of  f  icer, 
HCOREOOR,  T        Army,    D»pt      of        B4012        76/10/04        IHpp        1B35&-  347. 

-B30U04O319  Appliejitlon   to   renew  It   amend   Matl/Buproduct  License 
OB-02334-01,  autriorliing    lilted    individual*   a*   users   of  Co-40 
(i  Cs-137   sealed    sourca,  f  or   calibr   of   radiation   detection 
Instruments 
MOONEV,  T  H        Army,    Us  at      of        2S993        72/06/13,       14pp        18336-  361. 

-B3O5040S23  Notifie*    that   source*   will    be   used    for   calibr   of 
scintillation   detectors   t  TLD*    In   response   to   670626   Itr 
Calibr   pr-ocadure   discutxad 

ORUCCI.T  B        Army,    D*pt      of        AMKDO-RBB        67/06/29        BA8BIN.N 
Atomic    Energy   Commission        2pp.       18357  O13, 

-8309040994  Recommend*  application  to  amend  Matl/Bupraduct  Licenses 
08-025.34-O1, Q8-O2934-O6  (,  OB-OS534-10   for   Diamond   Ordnance 
Fuie   Lab*   be   approved   Amend   revises   name   of   radiation 
protection   officer 
DANIELS,  R    0         Army,     Dtpt,     of         ME0RS-PO,        62/10/29  Atonic 

Energy  Commission       lp.      18357  015 

-8309040596  Application   to   amend   Mail/Byproduct   Licence*   C8-02S34-01i 
08-02534-0&  &  OS-QB934-1O, revising   name   of   radiation 
protection  officer. 

MCEVOY.R   U.       Army,     Dept.     Of         43482         82/07/14         3pp          18337:Olfi 

-8309040999  Application   For   reneual   &  amend    to   Matl/Byproduct  Licenses 
OB-02334-01  a.  OB-02S34-09,  d«*lgnatlng  OP  Hanson  ai 
radiation   protection   of flceri  replacing   RE  McCotktij 
MCEVOV,R,W,       Army,    Dept      of        47842.      68/10/02,       Spp,       16397:020 

-S305040962  Recommend*)   approval    of   encl    application   for   anend   of   Hatl/ 
Byproduct   Licenses    08-02934-01    tt  OB-O2534-09   for   Diamond 
Ordnance  Fuie  Labs.  H/o    encl 

DANIEL8,R  o,      Army,    Dept     of,      49482       62/08/09  Atonic  Energy 

Commission       lp,      18357  082 

-B303040569  Application   to   renew  Mail/Byproduct   Llcente   09- 02934 -Ol    for 
Harry   Diamond   Labi,  author! ling   OP  Hanson   a*   radiation 
protection   officer   k   listed    Individuals   a*   usirs   of   Co-40  fc 
C i-I37  sources 
8ISCO.  HH       ArmVl    Dept      of        93144        63/07/16.       9pp.       18397:023, 

-S30S040373  Requesti    that   Harry   Diamond   Labs   Matl/Byproduct   License 
06-08934-01   be   annotated    to    list   TB  firuccl   as   radiation 
protection   officer   Reiumi   encl. 

FUVNN,  R  M,      Army.    Dept,    of       6A334       63/03/09.          Atomic  Energy 
Commt«»Ion.      3pp.      1B397'032. 

-830304097B  Application   for   Aneno"   4   to   Matl/Byproduct   License 
00-OB534-01,  »ub»tltuting  Tfl  Orueci  a*  radiation  protection 
officer 
ORUCCI.T,  B,       Army,    Dept,     of.       66554        63/02/19.      Spp         1B397.  O33 

-B30904O379  Act  receipt  of  application  for  renewal   of  Matl/Byprodue t 
Licenie  08-02534-01. Licenie  mill  remain   in  affect  until 
final  action   taken  Add  1    info  re  us*  &  handling   of  source* 
requested 
BA89IM.  N.      Atomic  Energy  Commission       67/06/26  Armyi    Dept.    of, 

10         18397:039 
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-93OSO  40393  Application    tor   ranaiual    &   amend    to    Licinie    SNM-348.  inc  1  ud  Ing 
TO    Qrucci    a*    authorlied    u*er 
FLYNN.  R   M        Army,    Dept.     of        64/12/30        4pp         1B337   036 

-33O9O40S86  Notlfle*    that   Llonn   SNM-34B    eiplrei    on   6S0131   Application 
tor    rintual    should    bi    lubmlttad    30   dayi    prior    to    eipiration 
of    Ileenie  Notification   of    nonrenaual    should    be    given   bg 
completing    end    farm  W/o    encl 
NUBBBAUMER.D  A       Atomic   Enirgg   Comtnliiion       64/12/19 

GOLDSTEIN,  B    L         Army,     Dept       of          Ip          18397   040 

-B3O80409B7  Notifia*    that   no   action   will    b«    taken    an  Harry    Diamond 
Labi    640417   application    to    amend    Licinia    8NM-34B,  par    64Q6O9 
telcon 

LAYFIELD.ft  L        Atomic    Energy   Comml«*lon        64/06/24        8EIOLER.  Q 
Arm«.    "apt     of        ip        19337  041 

-3303040  573  Application    for    amsnd    to  Licanie   SNM-348  rn    periodic    la*lt 

tBttl 

BIEDLER,  D        Army,     Dtpt      of        64/09/22  Atomic    Energy    Cortimiitlon 

2j>p.       18397-042 

-B30S040399  Application    for   amend    of  Llcanit   BNM-34S   to    Include    9  md 
Pu-239   for   Harry    Diamond   Labi 

eOLD8TE!N,B  L        Army.    Dipt      of        63/18/17  Atomic    Energy 

CoiMll**lon        app         1B337  044 

-930  SO  40403  Ditcuti*i    Condition    13   of   Licsnit   BNM-349,  in  reiponie    to 
631011    Itr  *  631003   teleon   Condition    13   doe*   not   authoriie 
actual    Iniertlon    of   matl    held    under    llctnia    into   any 
reactor    Insertion*    ihould    be    authoriitd 

NUaSBAUMER,  D  A        Atomic   Enirgg    Commisilon        63/10/23        HERMAN,  P    0 
Army,    Dept      of,        Ip         18397   047 

-B3QSO40A74  Req.ue«t*    cancallatlon    Itr    requiting    allocation   of   99  BX 
U-233   for   u*e   ai    thre«hold    detector    far    fait   neutron 
dotltiitry. 

BEflMAN.P.O.       Armg,     Dtpt.     of,       63/10/11         LAYFIELD,  R        Atomic    Enargg 
Co.mmi*»lon,       Ip.       1B337  048 

-8305040478  Forward*   addl    Info    rt   Harry    Diamond   Lab*   application    for 
•mind    to  Licenie   SNM-349   per    requeit 

OOLD8TEIN,  B   L        Armi(.    Dapt      of        A3/09/I3  Atomic   EnerflV 

20mmltlion,       7pp         18337'  049 

-830S0404B7  R«tiue*tt   addl    info    re    proctdurei    for    uie   &    itorage   of 
Np-S37iPu~237  ti   U-S39   fiiilon    foil*.  In   reaponie    to   630931 
r*q,U«*t    For   amend    to   Llcen*a   SNK-34B   for   Harrg    Diamond   Labi 
NUaaBAWIEft,  D.       Atomic    Energy   Comml**Un        63/07/17        DANIELS,  fi.O 
A-rmgi    Dtpt.     of        6pp.       18337-096 

-3308040696  Requoit*    allocation    of   31    g    U-235   a>   metal    of   99  3V,    purity 
for   fiiiion   foil   fait  neutron  doiimttry   iui   for  DORF-Triga 


--93O9090316  Appllcntipn    for   amend    to   License  SNM-34B.  reviling    Item  8  ra 
callbr   of   neutron    *urveg    materi    fc   doijgnjting   OP  Hanion   et 
auttiorind    matl    uitr 

DANIEU8.H   0          Armg-     Dapt      of         4.3/08/07  Atomic    Energy 

Commlsilon        3pp         18397  079 


-S3O309O319  Foruiardi   amended  Llonia   SNM-349  W/o   encl 
HUaSBAUMER- D    A         Atomic    Energg    Commlnlon         62/02/37 
Army.    D»pt      of        Ip         18337  OB2 


DANIELSiR   0 


—8309090323  Application    for   reneual    of    LIceniS   SNM-34S   for   poiseition 
uia    of    26   g    Pu,  12   mg    Pu,  I    g    Np-237   l>    90   g    depleted   U 
DANIELSiR   0          Armg .     Dapt      of         62/01/19  Atonic    Energy 

Commliiton         Ip         18397  OB3 

--S309090326  Notlflei    that   Llcenla   SNM-34B  eipirei    on  62O131    Renaw«l 
application    should    b>   filed   within   3O  dayi 

NUSaBAUMER,  D    A        Atomic    Energy   Commlnlon         61/12/01         DANIELS.  R    6 
Armyr    Dapt      of         Ip         1G397  OQ5 

— 83(1 90 5032 B  Foruiardi    diagram  of   cannliter   uiad    in  nuclear  accident 
doilmvtry    ay*> per    telcon   requait 

MCCDBKEYiR    E         Armg.     Dept      of         61/10/54        NUSSBAUMER,  D        Atonic 
Energy   Commlialon        2pp        18397  086 

--  B30303O330  Forward*  application    ta  amend   Licanie  8NM-34Bj  author  iilng 
poneiBion    !•    un    of    SO  g    depleted   W,  10  g   Pu-239  i   I    g 
Np-237 

DANIELS, R  ff        Army,     Dipt      of        61/10/09  Atomic  Energy 

Commie* ton        3pp         18397'  OB8 

— B30309O333  Application    to  amend  Licenie   BNM-348,  authorlling 
poi«a**lon    tc   uia   af    addl    12  mlcrogram*   Pu    in    form  of    calibr 
device* 
KRAULi  c  M       Armifi    D»pt     of       61/09/01  Atomic  Energg  Cummliilon 

2pp          1839-7:091 


-B30SOSO335  Foruard*  Licenia   8NM-34B  W/o    ancl 

DELANEV,  j  c        Atomic  Energy  Commlnlon       60/02/03 
Armyi     Dept      of.       Ip         IB337  0?3 


HIRHAN.W  8 


-8309090337  Foruiardi    Diamond   Ordnanca    Fuie  Lab    9711t3  application   for 
SNM   llcenie    C  tani  f  Icatlon  revleui  requeitad   W/o   encl 
FLEURV,  E,  R         Atomic    Energy    Commlnlon         60/01/28        STfiAUSER-WA 
Atomic    Energy    Comml**lon        Ip         18397  094 


-83Q909O339  Application    for   amend    to   Llcenii   SNM-348.  author  ii  ing 
pollution    Ii   uia    of    Pu 

KRAUL.C    U         ArmV     Dept      of         39/12/21 
3pp          18357:099 


Atomic    Enargy   Commliilon 


BERHAH.P.  9        Armg.     Dept.     of        63/OS/S1 
Enargg  Comnlitlon,       ip        1B337.062. 


NUSBBAUMEfi,  D.  A.       Atomic 


-B30S030342  Submit!   de-talltd  reiult*   of  radiation  lurvey  conducted  on 
771213-19, par    Licenie   Condition    16   Si  NIC   requirement* 
RAMSDEN,  J  J        Army,     Dept      of        73972        78/01/15       COMBS,  F 
Radiolgotopai    Llcantlng    Branch    CPre   790901)        Bpp,       18337- 10O 


-93O309O292  Requeit*    addl    info    re    procedure*    for    uaa   ti    itorage   Si 
deicriptlon   of    folliiln   rttponi*    to   630331    application    to 
aaend  Lictnia  SNM-34B 

fHJSBBAUNER,  D.  A.       Atomic    Energy   CommUtlon        63/07/19.       DANIELS,  R.  0. 
Army,    Dtpt.     of.        Ip,       18337  063, 

-B309O90297  Application    for   amend    to  Licenie   8NH-34B, authorlilng 
poittlllon   b  ute    of    13.4   g   Np-337,  54   3   g   Pu-239,  94    9   g    U-233 
fc    143  g    U-23B, 

DANIELS,  R,  8.       Armg,    Dept.     of.       4020.       63/03/31  Atomic   Energy 

CoMlllllon.       9pp.       18397. 064. 

-6305000301    Notifie*    that   RM  NcEvoy   621113    Itr   m*d«    part    of   rtcoi-dc, 
undar   Docket   7O-37S. Changt*    in    technical    &    *upervl*ory 
pirnannil    having    h**lth-«afety    reiponHlbllltle*    ihould    bt 
provided   on  continual   ba«l*. 

NU88BAUMER,  D.  A,       Atomic    Energy   Commliilon.       63/01/29        DANIELB.F)   D. 
Army>    Dept.     of         Ip         18397  073 

-B3OSO3O304  Application   for   amend   to  Licenia  8NM-34Bi  *ub»titutlrg   ML 
Ole>iel«p   for  M  Hunker   a*   luperviior   of   initrumtnt* 
incorporating   Pu   calibr   lourett 

DANIB.B, R,  0.      Army,    Dept     of       63/01/22.          Atomic   Energg 
CoAMllilon,       3pp,       19397:074 

-9303090310  Reo.u«*t*   nuclear   matl    draft   ra    rictipt    of    9   g    Pu    foil* 
contained    in   nuclear   •cctdant   doiimetry    ilfi. 

HANSON,  0  P.       Armg,    Dapt      of.       10769        62/11/86        LANE,  J        Atomic 
Entrgg  Co«ni*tion        Ip.       18337-077 


-B3O3030346  Concuri   u/*ncl  Harrg   Diamond   Lab*   radiation    luryeg    conductid 
on   771213-19  U/o   tncl. 

TARAS,  D.  N        Armg,     Dapt  of,       93972        78/03/28       COHH3,  F. 

RidloltotOM*    Ltcenilng  Branch    CPre   790901)         Ip.       1B397    108 

-B3O909O349  Forward*    Harry    Diamond   Labi    770922  re*ponia    to   770BH3 
InqulTy    re    procedurei    for   obtaining    authorltg    to   poivati, 
uia    &   transfer   radioactive  matl,  par  Licenia   OB-02334-12 
TARAS^D  N        Armu,    Dept      of.       77/09/26        COMBS,  F,      Radloltotopei 
Llcenilng   Branch    (Pra   790901)        2pp         1B397    109 

-9309090331   Foruard*    addl    info  re  Harrg    Diamond   Labi   application   for 
amend   of  Licania  03-02334- IE,  Training   procedural   for 
Individual*    uilng    Co-6O  dlteuned   U/o   end. 
RAMSDEN,  J  vJ        Armg,     Dept      of        9O132        77/09/28        CDHBS,  F 
Radlolcotope*    Llcanilng    Branch    <Pra   790901)         Ip.       18397:111 

-B30303O333  Raquait*    addl    Info    In   reiponie    to  application  for    He  true 
to    uie   radioactive    matl    In   cuitom-tfeilgned   uiatar  uall 
Irradiator   Deicrlptlon   of  operator*   training   programi modi   to 
facllltg  d   procadure*   to  conduct   dailg   check*  requattad 
COMBS,  F,       Radloiiotope*   Llcamtng    Branch    (Pra   7909011,      66795 
77/08/23.       STAFFORD,  J        Army,    Dapt      of        19pp        1B337'  114 

-B309090339  Application    for   «m«nd    to  Matl/Bgproduct  Llcani* 

OB-OS934-tSlallowlnD    for   aitabllthing   Co-60  uater-ue  H/frae- 
•lr   Irradiation  facility. 

QUEEN,  M,  0        Armv    Dapt,     of        86799        77/04/07.  Radio!  lotope* 

Licencing   Branch    <Pr«   790301)        3pp         1B337. 130 


-8303030312  Anend   to  Llctn*t  SNM-34S,  reviling    Item  S  n   authorltad   ut» 
of    llctnitd   matl, 

NU8BBAUKER,  D.  A.      Atomic   Energg   Commlnion.      62/08/13.      DANIELS,  R,  0 
Ar«4i    Dept,    of.       Ip        10337:078 


-8309090361   Application    for   amend    to  Matl/figproduct  Llctnie 
OB-09334-1K,  authoriilng    poiietiion    t<   u*e   of   26?  Ci   Co-60    In 
•ncapiulatvd    neutron    lourcei, 
MCOREGOR.T.       Arntv,     Dtpt.    of.      867V5        83/01/11,       30  pp        1B337    133, 
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— B305030363    "Co-60   Irradiator    Sys    for    Harri;    Diamond   Labs    " 

•      Neutron   Products,     Inc         B6793          93/O1/I1  I23pa  18337    1B4 

83030*0073  Addl    response    to   FDIA  request    fur    dncirmenti    re    efforts    to 
rc*  It    facility    more    earthquake    resistant    Dot  uraen,ts    1    through 
7    listed    an  epp    end    Documents   3   through    10   withheld    (ref 
FOIA   Exemption    3) 

FECTON.J   n         Division    of   Rules    an*    Records          B3/O3/ 1 4         WHARTDN..  R   0 
San   Dleso    State  College        3pp         19345    023         24X  Fiehe    30-20A, 
83/03/14,  B303Q60073 

— B2031B0052  Diicunes    facility    capability    to    ihut    down    safelij    For 
postulated    steam    1  In*    breaks    rejardless    of   whether    failure 
Kismically    Induced    Unit    to    remain    shut    damn    until     Issue* 
resolved 

DENTON.H   R         Office    of   Nuclear    Reactor    Regulation,     Director 
E2/03/02        REMICK.F   -J        Office    if    Policy    Evaluations         3pp 
10363    121         24K   Ftch*   30-206,83/03/14,5303060073 

— 9504190027    Update!    statui    df    resolution    of     steam    lint    brea*    b    seismic 
gpgcide    issues    for    f-acil  1  ty  ,  IdentI  f  1  eS    In   850302  memo 
DENTQN.H  fi        Office   of  Nueltar  Reactor    Regulation!     Director 
82/04/QB        REMICK.F   J         Office    of    Policy    evaluations         6pp- 
1636S    126        SAX   Flche    30-206,83/03/14,8303060073 

B3Q3060096  FDIA  request    for    current    salary    scale*    J./OT    OS   schedules   at 
applied    to  line    staff   positions 

WILLIAMS,  OS         NUTECH   Engineers,     Inc          OOW-93-029         83/O2/24 
FELTON.J   M        Division   of   Rules    and    Records  If  1B334-277- 

B3030o0112  Responds    to  FDIA  request    for    current    •salarij    scales    ft/or 

QQ   tchidulas  as   applied    to  NRC    staff    position*    Forwards 
App   A   documents 

FELTON.J  M       Division   of  Rules   and    Records         B3/O3/14        HILLIAMB.O   S 
NUTECH  Engineers,     Inc         3pp         18334    27B 

— 3309040117   App   4130-C  re   current   pay    administration    lalary    ixhediile* 
for   NRC    staff   positions 

*     NRC   -  Hn   Detailed   Affiliation   Oiven         32/12/10         ISpp 
18334  2BO 

9303060123  Addl    response    to   FOIA  request    for    three    categories    of 
documents    Forwards    29   slides    uierf    at    B2O916   meeting    ietueen 
WRC-QE  !•  OUR    1  Iceni  ees.  Remaining   33   slides    uiltfiheld 
(ref  FOIA  Exemption   4) 

FELTON.J   rl         Division    of   Rules    and    Records          83/03/15         VAN   ALLEN,  8 
Northern   Sun  Alliance        In         10339   333 

93O3060I3S   Ado!    response    to   FOIA  request    for    into    re   Nuclear   Metals, 
Inc. Including    incidents   of   employ"    ovBreapoiuret   Forwards 
App   A   documents    Info  partially  ylthhald    najnti    oP    overexposed 
indivlduaU    (reP  FOIA  Exemption  6) 

FELTON.J   tl         Qivliion    of    Rules    and    Records          B3/O3/O3         MODNEY,  B    C 
Loutll   Sun.    Lowell,    HA        3pp        1S393    163 

— e201Q7011Q   Confirms    BII213    telcon    agrenment    re    consultlno    ive  s.    for 
prnbabln   U  c-veretposure    Incident    described    in    enc  1    Wort 
involves   analysis    of    health    significance    of    uptake    &  mutt 
likely    Initial    update   nf  depleted    U   Outdance    tc    forms    end 
HAYNES,  R   C        Region    1,    Philadelphia,     Office    of    the    Director 
(01/03/01)         Bl/12/30         HURSH.J    B         Hursh.     J    B          12ap.        1B333    1"0 

— B20aOAOB4a  Fovuards    rept  on    last   quartor    1931    *tin    dose    to   Nuclear 
rutali,  Inc    B-mplogee 

ALLAHD,  D  J       Nuclear   Metals,     Inc         8£/O3/OI.       KENNEflAN,  J  D 
Division   of   Engineering    It  Technical    Programs         Bp         1B353   333 

— aB€6060B44   Rept   on    U»t   quarter    19H1    skin    dai*    to  Nuclear   Meta.li,  Inc 
tdiployeo 
AULrtfiD,  D  J       Nuclear   rlttals,     Inc         82/03/01         19pp.        18333   324 

— B303040141    Submits    final    rept  re   74O913    smote   *    vapor    emission   flt   3 
gallon    can  of  depleted   U  Analysis    of    container    tt   surrounding 
•na  revealed   no    ipread    of    contamination    Control    procedures 
improved    Info  partially    deleted 

OILMAN,  A   R        NucKar    Metals,     Inc          74/1O/24         ALLEN,  M         Region    1, 
Philadelphia,    Orfic*    of    the    Director         3pp         1B3S3    169 

— B305040145  Foruarili    771020  complaint   Tf    alleged    radiation  exposure    at 
Nuclear   Metals.  Inc,  In  response    to    771O31    telcon 

RILEY,  E   J        Labor,     Dept      of         77/11/03         NCCL.IMTDCK,  R,  Office    of 

inspection  b  Enforcement,    Office    of    the   Director        3pp  1S3S3    174 


— 6305040191    Submits    rept    re    employee   whole    body    overexposure    to   beta 
plus    oamma   radiation,  per    1OCFR20  403(«K1)    Film  badge 
revaluation   &  overexposure    of   U   confirmed    780330 
Reassignment    of    personnel    &    early    alert    procedure    initiated 
OILMAN. A  R        Nuclear   Metals,     Inc        7B/06/30  Region    1. 

Philadelphia,    Office    of    the    Director        3pp         18333    ISO 

— B303Q6Q1B?  Forwards    JE   Olenn   810106  memo   re   allegations   of   unsafe 
conditions   tt    improper    firing    of    employee    by   Nuclear   Metal*, 
Inc   No    further   action    planned    unless   written    complaint 
filed 

KINNEMAWiJ  D       Nuclear  Metals,    Inc       SI/01/13       SMITH,  0  H       Reglsn 
1.    Philadelphia,    Office    of    the    Director         Ip         18333   1B7 

— B303D60193   Dlscusees   allegations    by    former   Nuclear   Metals,  Inc    eeiployi 
re    unsafe   conditions   &    improper    firing.  Info    partially 


deleted 
OLENN,  J  E 
Ql/01/06 


Region    1,    Philadelphia,    Office    of    the   Director. 
KINNEMAN,  J  D        Region    1-    Philadelphia.,    Office   of    the 
Director        3pp         18333    1B9 


—  8303060200   Forward  i    "Analysts    of   Exposure    Involving    Depleted    U  at 

Nuclear   Metal*,  Apr    1981,"    coniultatit    rept 

WURSH,  J  B        Rochester,    Unlv      of,         B2/D2/18        HAVNEB,  R   C        Region 

1,    Office    of   Director.       Ip         18333  202 

—  B3QS06O20?   Discusses   allegations   made    by    Nuclear   Metals,  Inc    tfftplouti  rl 

unsafe   c-onditlons    involving    risk    of    employee    contamination 
Related    Info   end,  Info    partially    deleted 

ROUE,  C        Region    1,    Office    of   Director        03/04/23        KINNEMAN,  J.  D 
Region    1-    Office    of   Director         Ip         1S333  241 

—  B3O3060214    Notifies    of    results    of    inquiries    re   allegations  made   by 

Nuclear   Metals,  Inc    employee   No    items    of    concern    represented 
noncomp  llance   u/NRC   regulation!    or    safety    haiards 
KINNEMAN.JD         Region    1,     Office    of    Director         B2/04/02 
FIATARONE,  J   v         Labor,     Dept       Of          Ip.        1B333    242 

—  8303060220   Forwards    complaint    from  Nuclear   Metals,  Inc    employee   re 

unsafe   conditions    &   health    haiards    at    facility   Related    info 

enc  1    Info   partially    deleted 

FIATARONE.J  V        Labor,    Dept      of        S2/O2/Q2        KINNEMAN,  J        Region  1, 

Office   of   Director,       20pp         18333  243 

B30S040M4  Responds    to  FOIA  Requests   B2-439,  B2-471    1  02-479  re 
suppression   pool    dynamic    loads,  Ends:    to   Documents    3  t  4  fc 
rept   encl    in/Document   7  withheld    (raf   FOIA  Exemption   41 
FELTON.J  M        Division   of   Rules    and    Records        B3/03/17        HAFNER.B 

Affiliation   Unknown        2pp         18364   261. 

—  8305060153   Submits    schedule   &   program    for   analyzing   &   resolving    effect! 

of   LOCA  re    suppression   pool    hydrod^namtc    loads,  safety 
relief   valve   vent    clearing    b   steam   quenching    phenomena 
Schedule    coordinated    ui/OE  &   other    utlls 

HOFFORD,  A  W        Long    Island   Lighting    Co        BNRC-3O        79/06/03. 
STOLZ,J  F        Light   Mater   Reactors   Branch    1        4pp         18364  246 

—  8303060133  Requests   addl    info   re    suppression    pool    temp    limit   RetpanMt 

to  Questions    1,2,4  t   9  ulll    b*   provided    by    OE  Question  3 

must   lie   ansuered    by    utll. 

KN1EL.K        Light   Water   Reactors   Branch   S        77/OB/31,       WOFFOflDi  A  H, 

Long    Island   Lighting    Co        Sop         16364,203 

—  B3O3060160  Foruards   rept    "170  F  Pool    Temp    Limit    for   Safety   Relief  valvi 

Ramshead    Condensation   Stability,"    in    response    to   NRC 
question*   Applicable    <ubscale    test    results   ti    field    date 
survey   appropriate    during    lou   probaDlllty    events 
FULLER,  E   D        General    Electric   Co,       MFN  343-77,       77/07/06 
PARR.D  D.       Light   Mater   Reactori   Branch    3        Zpp         1B364  885. 


-0303060164  Responds   to  770831    Itr  ref  OE  rept   "170  F  Pool   Tt«p 
for   Safety    Relief   Valve   Ramihead   Condensation  Stability," 
in  response    to   Questions    1,2,4  Ii   B  Submlttal    date    for 
riipani*    to  Quettlon  3  ulll   be   provided 

BURKE,  T,  J.       Long    Island   Lighting    Co        77/O7/2A        KNIEL,  K        Light 
Hater   Reactors    Branch    2        Ip.       10364-287 

B3O3060171   Forwards   proprietary   "Suppression  Pool   Temp   Response   to 
Safety/Relief  Valve   Discharge    Through   Ramshead    In   Mark    I   h 
II   Containments,"    for    review   as    part    of   Mark    I    Task    7  B  t 
Mark    II    Task    B   6  Withheld    {ref    10CFR2   770) 
SQBON.L  J       General   Electric   Co.      MFN-138-78.      78/03/31 
BTOLZ.J  F       Light  Mater  Reactors   Branch    1,      2pp.       1B364.3OO 


-B303060156  Act   receipt   of   780630   transmitta  1    of    final    overe*posur» 
rapt, per    10CFR20   403(a) 

MCCLINTOCKiP.,0       Region    1.    Philadelphia,    Fuel    Facility   b  Material* 
Safety    Branch        78/07/13       OILMAN,  A  R         Nuclear   Metals,     Inc         2pp 
1B3S3   177 


-S303060133   Submits    schedule   b   program    for   analytlng    It  refolvlng    efftcti 
of  LOCA  re    suppression   pool    hydrodynamic    loads, safety 
relief   valve   vent    clearing    b   steam   quenching    phenomena. 
Schedule    coordinated    w/fiE  tt   other    utlls, 

HOFFOHD,  A  H        Long    Itland    Lighting   Co        SNRC-30        73/OA/03. 
HTOLIrJ  F        Light   Mater   Reactors   Branch    1         «,pp         IB364  S6A, 
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— 8303060133  Requests    *ddt    Info   TB    supprasiion    pool    tamp    limit   Response-* 
to  Questions    1,2,4  &   5  tut  1 1    tit    provided    bg    OE  Question  3 
muit   be   answered    bg    util 

KNIEL,  K        Light  Water  Reactor*   Branch    3        77/08/31        HQFFORD,  A  W 
Long    Iiland    Lighting   Co        Bpp         18364  283 


— B309Q90057    Notifies    thet    ieven    tape    cassettes    of    EE    Kent    821013 
interview  will    be    sent    far   reproduction   Tape*   will    bt 
returne-d    tor   us«    at    disposition 

BHACKLETQN, O   C          Region    3,     Office    of   Director         82/11/O3 
FAULKEMBERRV,  0          Region    3.     Office    of   Director         Ip          18301     169 


-83030601 to  Forward*    rept    "170  F  Pool    Tomp   Limit    for   Safety    Relief    Valve 
Ram*h*ad    Conden»atlon  Stability,"    in    respon*a    to   NRC 
qusitlon*   Applicable    subscale    tut   results   &    field    data 
survey    appropriate    during    loui   probability    event* 
FULLER,  E   D         General    Electric    Co         MFN   343-77         77/09/06 
PARR.  0  D        Light   Mater   Reactors   Branch    3        2pp         18364   2B9 


8309090234    FOIA  request   for   Ohio   Cltticna   far   Responsible  Energy    slith 
ti   seventh    set   of    Interrogatories,  Sunf  louer  Alliance    third 
let    of    interr-ogatorlei    tt  draft    responses    to    five    ASLB 
que*tions    re    hydrogen    iitue 

H1ATT.S   L        Ohio    Cltiiens    for   Responsible   Energy        83/02/14 
FELTQN,  J    M          Division    of   Rule*    and   Records         Ip          183B1    212 


-8305060164  Responds    to   770B31    1  tr   ref   QE  rept    "17O  F  Pool    Temp    Limit 
tar  Safety   Relief   Valve   Ramshead   Condensation  Stability," 
In   response    to   Questions    1.2.4   b  9  Submittal    date    for 
r*sponse    to   Question   3  uill    be   provided 

BURKE. T  J,       Lang    Island   Lighting   Co        77/O9/26        KNIEL-K        Light 
Water    Rlactors    Branch    2         Ip          18364    287 


83QS09O241    Responds    to   FOIA   requeit    for    Ohio  CitiienE    for  Responsible 
Energy   tt    Sunflower   Alliance    interrogator  lei   &   draft 
reiponses    to    ASLB    a,ucitlon*  Forwards   App   A  documents    Info 
partially    withheld    <ref  FOIA  Exemption   5)   W/o    encls 

FELTON.J    M         Division    of    Rule*    and    Record!         B3/O3/21         H1ATT.  8   L 
Ohio    Cltiiens    far    Responsible   Energy        3pp        1B3B1   213 


— 8305060171    Forward i    proprietary    "Suppression   Pool    Temp    Response    to 
Safety/Relief   Valve  Discharge    Through.   Ramshe«d    In  Mark    I   t> 
II    Contalneitnt*.  "    for   review   as   part    of   Mark    I    Task    7    3  tt 
Mark    II    Task    B,  6.  Withheld    (r*f    10CFR2   790) 
80BON.  L  J        Oeneral    Electric    Co        MFN-138-7B        78/O3/31 
8TDLZ.J  F        Light   Water   Reactors    Branch    1         Spp         1B364- 3OO 

— 8309060153  Submits    schedule   b   program   tor   analyiing    ti  resolving    effects 
of   LDCA  re    suppression   pool    hgdrodynamic    loads,  safety 
relief   valve   vent    clearing   t    it* am   quenching    phenomena 
Schedule    coordinated    ui/OE  It   other    utlls 

MOFFORDiA  M        Long    Island   Lighting    Co.       SNRC-30        79/O6/03 
STOLZ,  J.  F        Light   Mater  Reactors   Branch    1         tpp         1B364  2A6 

— 83OS060155   Riquexti    addl    info  re  suppression   pool    temp    limit  Reiponiea 

to   Questions    1<S<4   b  3  will    be  provided    by   OE  Question   3 
mutt   b«   answered    by    utll. 

KNIEL.K        Light  Mater  Reactors  Branch    2.       77/09/31        HDFFORD.  A  H 

Lang    Iiland    Lighting    Co        2pp  19364,233 

— B303060160  Forwards    rtpt    "170  F   Pool    Temp    Limit   for   Safaty   R*Uef    Valva 
Ramshead   Condensation   Stability'"    in    response    to  NRC 
ituestions,  Applicable    subscale    teit    resulte   h    field    data 
survey    appropriate    during    low   probability    ivent> 
FULLER.  E.  D.       Oeneral    Electric    Co        MFN  343-77        77/09/Ofi 
PARR.O.D.       Light   Mater   Reactors   Branch    3        2pp.       18364   2B3 

— 63050601 64   Respond!    to   770B31    1 tr  ref   OE  rept    "170  F   Pool    Temp    Limit 
for   Sefety,    Relief    Valv«   Ramshead   Condensation  Stability," 
In  rtiponse   to  Question*   1,Z,4  (<  9  Bubmlttal    dat*   for 
r«iponst   to  Question  3  uill   b«   provided. 

BURKE,  T  J.       Long    Island   Lighting   Co        77/O9/24        KMIEL,  K        Light 
Mater  RUBE  tort    Branch   2        Ip         19364, 307 

—8309060171    Forward*    proprietary    "Suppression  Pool    T*mp   Reipont*    to 
Safety/Relief   Valve   Ditcharg*    Through    Ramfhead    in   Mark    I   & 
II   Containment*,"    for   review  a*    part    of  Mark    I    Task    73d 
Mark   II  Task   B,  6.  Withheld    (ref   10CFR2  79O1 
8QBQN.  L  J        Oeneral    Electric   Co        MFM-13B-7B        78/O3/31 
STOLZ.  J,  F.       Light   Mater  Reactort   Branch    1         Epp         1B364  300 

8305090024  Addl    response    to  FOIA  request    for    documents    re    821 130 
•  pedal   imp   rept.  Forwards  App   A  document!  Portions   of 
Document*    1    tt  2    In   App    B  withheld    <r*f    FOIA  Exemption  6) 
Document*   3  fc   4   withheld    (ref   FQIA  Exemption   7> 

FELTON.J  M,       Division   of   Rules   and  Records        83/03/21.       OARDEi B 
Oovernnient   Accountability   Project.       4pp         10381    138        24 X 
Ftche: 90-306.83/03/21.8303090024, 

— B30909003B  Discusses    telcon  w/B   Kohn    tOovt   Accountability   Project 
COAP11    on   B211O1    re    tape   cassett**    It    tran*cri,pt    of    interview 
y/EE  Kent   on  821019  Transcript  unsatt »fae tory  !i  replete 
u/errors. 

8HACKLETON.  0.  C.       Region   9.    Office    of    Director        B2/11/04  Realon 

9.     Office    of   Director.       2pp.        1B3B1'164 


B3O5090SB5   FOIA  request   Por    all    documents   re   decision    to    terminate 
cons  t  of    Fat  I  lity 

DEvIENGE.A         Devience  t  O'Meara.    Ltd        B3/02/24  Offlc*   at 

Administration         Ip         18391   2SS        SIX   Fiche   SO-366, 83/OS/H4i 
8309090233 

B30309OS9B   Responds    to  FOIA  request    for   all    doeumanti    re   dec ii ion    to 
terminate    const   of    facility   Forwards   -documents    listed    in 
App    A 

FELTON.J   M         Division   of  Rulei   and  Records        83/03/21        DEVIENCE.  A 
DevlenCB    &   O'Meara,     Ltd        2pp         183B1    226       24 X  Fichft   90-366. 
83/03/21 ,  8309090373 

H3O509O306    Addl    response    to   FOIA   requeit   for   all    records   prepared    at 
Region   Illiall    investigators    involved    In    Investigation   of 
T  Houard    b   B   Mor*)l«   alligation*   fr  all    internal    records   re 
problem!    discovered    at    facility    Foruardi   App    B   document* 
FELTON.J.M        Division   of  Rules    and   Records        83/03/22       CAHDEr  B 
Government   Accountability    Project        2pp        183B1   216        24X 
Flche.  30-373.  83/03/22,  83 OS 09O3O6 

— B309O90313    IE    Inve  ntiaation   Rept*    50-373/B2-S!    tt    30-374/82-19    on 
B3O721-10O1    No    noncomp 1 1 ance    noted   Major   ar»aa    invistigated 
follouup    an    allegBtlan*   re   matl    proceurement  b  OA 
deflcl«ncle>   of    HVAC    ly*    installed    by   Zach   CD 
LArJKBDURY.R   D.  .     WEBTCOTT.H  M        Region   3,    Offlc*   of    Director 
9O-374/8Z-1S         S2/OB/16         4pp          1S3B1    219         24X 
Flehe    30-373,83/03/22.0303090306 

8309090-923    FDIA   request    for    addl    Info  r*   earlier   requ«it   an   Pilgrim   dtd 
021 1O3  concerning    ilmllar    documintatlon   for  Soabrook 
facilities 

BHOTMELLj  J  A        Massachusetts.    Commonlii«al  th   of,         33/01/03 
FELTOH,  J    K         Division    of   Rulei    and   Ricnrdf         =PP          19369    OO1         24X 
Flche    30-443,83/01/03,8303090323 

8309090929  Partial    response    to  FOIA  request    for   addl    info   re   B211O5 
request   pertaining    to    facility    Faruard*   App   A   document! 
Documents    alio  available    In  PDR  App   D    documents   completely 
ulthheld    (ref   FOIA  Eiemptlon  9) 
FELTON.J    (1        Division   of  Rules    and  Records        83/03/10       SHQTWELL.  J  A 

Kaitachusatti,    Commonwealth    of.         3pp        1B368  OO3        24 X 
Flcht    30-443,83/03/10,830309032? 

— B111O30653   Foruards    revisid   draft    discusilng    paper  re-   safety    goals   far 
nuclear    power   plants,  for    review  NRC   B1O723-24   second 
uorkshap    in   Happen   Ferry    comments   &  new   ideas    incorporated 
Comments    requested    by   SI  1019 

REMICK.F.J.       Office    of  Polity   Evaluations        81/1O/01 
PALLADINQ,  N.  J         Comml  **i  oner*.        Ip          1B34B   213 

— 8111030653  Revised    draft   diicuition  paper   re    vafety    goals    for   nuclear 
power   plant*, incorporating    B10723-24   second   workshop    in 
Harpers    Ferry    comment*  It  other   new    ideas 
*      Office    of  Policy   Evaluations        81/10/01        78 pp         1834B   214 


-B303090Q43  Discusse*    telcon   w/unidentif i*d   male    on   821104  r*  8   Kohn 
831019  requeit   for  tape   cassette*   of    Interview  w/EE  Kent  on 
821019,  Original    tape*    *ent    to    headquarter*    for   reproduction 
SHACKLETON.  0  C        Region   5,    Office    of    Director        82/11/04  Reoion 

9.    Office    of   Director         Ip.        183B1 ;  146 


-B309090047  Forwards    tape   cas 
request.  M/o   encl. 
SHACKLETON, 0.  C.      Region  9, 
FAULKENBERRV,  B.      Region   9, 


ittes    of   EE  Kent   B21019    interview, per 


Office    of    Director 

Office    of   Director 


82/11 /OS 

Ip.       18391:167. 


-B3O3090093  Requeit*    reproduction!    of    tape   cafsitt*    of    EE  Kent   B21Q13 
interview,  mailed   to  B  Faulkenberry, 

SHACKLETON,  D,  C        Region   9.    Office    of   Director.       B2/11/03. 
UARD,M  J        Director'*   Office.     Office    of    Inspection    and    Enforcement 
Ip        1B3B1.168 


-BS03I90093  Furuard*    branch    review  comments   of    facility    emergency    plan. 
performed    against    NUREO-0694   criteria  Addl    info  L 
commitments    required    prior    to  acceptance 

PAGANO,F.fl.       EP    Llcen*ino   Branch        82/O3/03        MIRAOLIA,  F  J. 
Licensing    Branch    3        20pp        1B36B  O14        24X   Flche    30-443,83/03/10. 
8305090539. 

-820519007B  Requeits    finding!   an   prompt   protective  action    decitinnmiklng 
in    Btate-i    of  VT,  NH  k   MA  Significant    problem  may   eitlst 
w/offsite    preparedness    in    listed    itates      "Bite   (t  Environ 
Interface,"    Chapter   S  encl 

ORlMESjB.  K        Division   of    Emergency    Praparednei*    (Pre  830103), 
82/04/27       KRIMN,  R  M       Federal  Emergency  llanagement  Agency       ipp 

18368   034         24X    FIch*    30-443.  B3/03/ 10,  8309090929 
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— 830SQ90614    "Estimate*    of  Evacuation    Time    for    Seabrool    Nuelear   Pouer 
Station    " 

*  HKM   Associates,  Int         83/Q3/10         SApp  183A8    133         SIX 
Fiche    30-443,  B3/03,'10,B303090329 

—  B11103Q<b53  Forward*   revised    drafl   discussing    paper    r«    tafety    goals    for 
nuclear    pguer   plants, for   revioui   NHC    B1O723-24    socond 
workshop    In  Harpers    Firry    comments    6    new    Idea*    Incorporated 
Comments  requested    by  811013 

REMICK..F  J       Office    of  Policy    Evaluations         BI/10/O1 
PALLADINQ.M   J        Commissioners          lp          1836B   213 

— Bill 030653  Revised   draft  discussion    paper   re    safety    goals    for    nuclear 
pouor    plant*,  incorporating   310723-24    second    workshop    In 
Harpers  Ferry   comments  &  other   neuJ    ideas 

*  Office    of   Policy    Evaluations         01/10/O1          79pp          18368   214 

— 8208190079  Requests    findings    an   prompt    protective    action    dec  i«  i  onmak  ing 
in    States  of  VT.NH  tt  MA  Significant    problem  may    exist 
u/offsito  preparedness    In    listed    states      "Site    t<   Environ 
Interface,"    Chapter   2  end 

CRIMES, D  K        Civilian   af  Emergenco   Preoarfldne* s    CPn    330103) 
88/04/27       KRIMM.R  M       Federal    Emergency   Management    Agency        App 
16369   O34         24X   FIche    50-443,  83/C-3/1O,  B3QSQ9OS29 

— 6303090614    "Estimate*    of  Evacuation    Time    for    Baabrook    Nuclear   Pokier 
Station    " 

*  HHM   Associates,  Inc         B3/03/IO         3fip  p          18348    153         34 K 
Fichs    50-443103/03/10,8305090329 

83030V0337  FOIA   request    for    tramcripfc    of    Commission   meetings 
dlsckrssino  821112  order  CCI-SS-33  t.    documents    supporting 
NRC    recommendation   to    Conmlsslon   re    Issuance    of    order, 
SAMP,  R  A       Shau,    Pittman.    Pot  ts   (.  Trowbr  i  dga         83/02/O9 
OIUMGLEY.D  K       Division  of  Rules   and    Record*         Eff         163i3    134.       S4X 
Fiche,  30-358,  83/02/09,  93 05090 3 37 

5303070942  Partial    reiponie   to  FOIA  request    for    transcript    of 
Commission  meeting*   discusilng    821112   order   &   dot  omen ts 
supporting   NflC  recommandatlon-s    to  Co-nun  Is  »Ion    ra    issuance    of 
nrd«r   Forwards  App   B   documents    App    A   documents    In   PDR 
FELTON.J  M       Division    nf  Rule*    and    ffacorrfs         93/03/17        SAMP,  R    A 
Shau,    Pittman,    Pott*  &  Troubrldge.       4pp         16369:136        Z4X 
Fl che -30-358,83/03/17.  B30309Q342 

—B303 090943  Submits    interim  rept    af  Nat!    Board    Notification   ASME    Code 
rtlated   innst  at   faeill tyj  per    Stata    of    OH.Blv   of    Boilrp 
Insp 

MCDONALD.D   0        Ohio,     Stata    of         83/05/12         HILrtH,  D   M         QMo,     State 
of        74pp        1936S  140       24XFiehe    30-353,33/03/17-9303090542. 

— 8303090549  Testimony   of  JO  Keppler    before    US   House    of   Representatives, 
Committee   on   Interior  <t   Insular  Affair  s,  Bubcomral  ttee    on 
Energv  &  Environ  on  BS0410  re   M  problems  &   related 
actlvltes  at   facillti)  Pp    1-12, 

KEPPLER,  J  0       HHC  -  No  Detailed  Affiliation    Dfv«n        82/O6/10 
12pp         IB363   21 4        24X   Fich*    30-3SB.  B3/O3/1  7,  S3O5O9O342 

— B3030905A1   Submits   Nitl    Board   Audit    Interim  Rept   3  re   ASME  Code    related 
const   at    faciUty,p0r  State    of  DH   Div    of   Boiler    Insp   Kept 
covers    activities   from  B20S07-093Q 

MC  DONALD,  D  J  ,    ALLISON.  C  H   .    SULLIVAN,  M  F.       Ohio,     Stata    of 
82/09/30       MILAN,  D  M       Ohio.    Statv    of         IBpp         19363361        SIX 
Flefte    30-33B, 03/03/17,8303090348 

B30512000S  FOIA  request    for  SandlM  Lab    el«c tromagnet  1  c    pulsa    ttudu, 
MAHSHALL^W  H       Hapletan   Intervenors         H3/Oa/27,       PAU.ADINO.N,  J. 
Commissioners        tp        IQ433  3&1 

3303130007  Responds    to  FQIA  request   for   Sandfa    Lab    electromagnetic 
pulse    study  NUREO/CR-30&9,    "Interaction    of   Electromagnetic 
Pulte   H/Commirieal   Pouer  Reactor   Byi,  "    sent    to    8  Gaidar*  par 
830323    telcon. 

FELTON.J  M       Division    of  Rules    and  Records         93/03/31,       MARSHALL,  H  H 
Mi  pi* ton   Intervenor*.       lp         18433  360 

8303120010  Ad  ill    response    to  FOIA   r-*o.ue*t    for    documents    r*    ciplorat  ion, 
mining   or  milling   af  U   in   specific  areas    of   WE  Forwards 
documents   listed   on  app  Review    of  remaining    documents    subj 
to   r nue it   in    progress. 

PEL  TON,  J  H       Division    of  Rules    and   Records        B3/O3/21,       REID,  A   B 
Brottn  Plow  Law  Office        lp         19443   2B2 

— 830S120014  Comments  on  Proposed   Draft  LB   BSO.par  811210   request.  Use  of 
uord   "Aitning"  may  caul*   some    problems   NRC    does    not   have 
jurisdiction  over  conventional    mining    of    source   mitl    or 
other  matl 

MOMTCDMERV, J  L       Region  4,     DalUi,     Office    o*    the    Director 
(el/03/Oi).      B2/01/19       DBAIN,  DT        N«lr**l^,     State    of         2pp 
ia-443  994, 


— S3031SO019  Discusses   920202   telcon  ui/J  Lange   re    proposed   U   in   situ 
project    in   ME    by    Wyoming    Fuels   Co  State    has    licensing    &    Insp 
jurisdiction   over    project    until    B2110S 

MONTGOMERY.  J   L         Region    4,     Office    of    Director         B2/02/OB 
COLLINS,  J   T         Region    4,     Office    of    Director         2pp          IB443-SS6 

— B30312Ou23  Foruards    info   re   810313  meeting    u/N£  Statl    officials 
concerning    itate  t  UMTRCA    topics    State    will    seek    amended 
agreement  after  B1I108  Agency    other    than   E  Simmons    dlv 
assigned    to    handle  U  mills 

MOMTOOMERVi  J        Region   4,     Dallas,    Office   of    the   Director    CB1/O3/QI> 
81/O3/1Q        YOUNQ.F        Office    of  State   Programs,     Director        4pp, 
18443   23 B 

— 83O9120033  Concurs    u/D   Drain    request    for   assistance    in    developing    MOU 
to    define   respective    rotas    in    connection  u/U  or    solution 
mining    in  northutst  NE  June    19S2  meeting    suggested    to    begin 
formulating    MOU 

COLLINS,  J   T         Region   4,     Office    of    Director         82/O3/03         DAVI5.J.9, 
Office   of  Nuclear    Material    Safety    b   Safeguards,  Director        KERRjfl,  U, 
Office    of  State   Programs,     Director         lp         18443  392 

— 8303120041    Requests    assistance    in  arranging   meeting    in   Lincoln,  NE   to 
dlscusi    requirements    h   develop    MOU  defining    roles    re   U  or 
solution  mining    in  northuiest   NE 

DRAIN,  D   T        Nebraska,    Btats    of        82/04/27        COLLINS,  T        Region    4, 
Office    of   Director         2pp          IS443   293 

— 0309120049    Informs    that   draft    MOU  ready    for    signature    pending    review  k 
concurrence    by    OELD  Due    to    changes    In    location   tt 
organ! zatloti   of   U   Recovery    Licensing    Branch,  MQU   should    be 
signed    by   regional    administrator 

COLLIN3,  J  T        region   4,    Office    of   Director        82/07/28        DAVI8.J  9 
Office   af  Nuclear    Material    Safety   &   Safeguards, Director        lp. 
18443   275 

— 8303120032  Forwards    draft   MQU   re    site   U   mining    in  NE   Draft   consider! 
all    previous   NRC   ofc    comments    h   is    acceptable    to   Stat*    of 
NE  Comments    should    be    provided    by   821013 
COLLINS,  JT        Region   4,    Office    of   Director.       82/10/01.      DIRCKS.  H  J, 

Office    of    the    Eiecutlve    Director    for    Operations.       BTELLO.V 
Regional    Operations   Si  Oenerlc   Requirements        KERB,  0  M       Office)   <of 
State  Programs.    Director        3pp         18443   29i 

— B3031200S6  Forward i    notice    of    Itiuanc*  d  availability    of  MOU  batuein 
NE  Dipt    of  Environ  Control    fc   NRC    for    In    situ  U  mining    for 
filing   5<  publication    in  FR 

COLLIH5.J  T        region   4i    Office    of    Director,       82/12/O1.      COMBSi  T.  ft 
Correspondence    &  Records    Branch         lp         19443  299 

—03051 200 12  Notlco    of    issuance   ti  availability    of   HDU   betuesn  NRC   fc  HE 
Dipt    of   Environ   Control    re    in    situ  U  mining 
COLLINS,  J  T,       Region   4,    Office   of    Director        BZ/ 11/30        lp. 
18443   3QO 

—0303120045  MOU   be/tueen  NRC   «  NE   Dept    of   Environ   Control    re    In    situ   U 
mining 

COLLINS,  J  T.       Region   4,    Office    of   Director        DRAIN,  D   T        Nebraska, 
BtatB    Of.       S2/11/O2         2pp.        1S443   301. 

8303120070  Addl    i-»ipon>«    to   FOIA   request    for    IE    Insp    Rept    30-358/81-13 
Portions   of   documents    listed    on   app   ulthheld    (rtf   FDIA 
Er*mptlon   4k 

FELTON.J  M        Divitlon  of  Rules    and    Records.       83/03/21        DEVINE,  T.  > 
ROBENTHAL      Oovernment   Accountability    Project        3pp         18443   193        24X 
Flch*    30-33B,  B3/O3/21,  9303120070 

— B303IH0074  Foruards    Electrical    Drafting    Btd    EDBB-126  revised    on   791003, 
Pagti  2-43   through  2-4B  of  Electrical    Installation  Spec 

H-2I73   It   Pages    8   3-89,8   3-30   »c   8   3-4,3    Of    FSAR,  ptr    request 

re    tray    loading    criteria,  Related    info    end 

COTTA.R   E        Sargent   fc  Lundy,     Inc        81/O2/1S,       BARRETT,  P.      Region  3i 

Chicago,    Office)    at    th*   Director        36pp         1H443'  19A        24X 

Flch*    30-338,83/03/21,8303120070 

8303120093  Responds    to  FDIA   request    by    WH  M«r«h*ll    that   B  Oilder 
receive   "Interaction   of   Electromagnetic    Pulia   U/Commercial 
Pouer    Reactor   9ys    "    Documents    forwarded, 

FELTON.J  M       Division   of  Rule,    and    Records        B3/O3/31        OADLEfi,  S, 
Affiliation  Unknourn         lp,       18433339, 

8309120224  Addl    response    to   FOIA  request    for    license    applications 
license  It    insp   rapt*   r*   Nuclear   Metals,  Inc    t  correspondence 
on   employee   overaxposures    to    1980  Foruiards    documents    listed 
in  App    A   Info    partially   withheld    (ref   FOIA  Exemption   £> 
FELTON.J.rt        Division   of   Rule,    and   Records        B3/03/O1.       MOONEV,  B.  C. 
Lout  11    Bun,    Louell,     MA.       9pp         1B460' 030, 
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~B11216QS39  Forward  i   urlnalyill   hlitory    farm   for   reviaiii   by   Occupational 
Health   Std*   Branch    Info   requeited   at   result   of   recent    imp 
Mt  Nuclear   Metal    in   Concord.  MA  where    employee*.   urine    »  hound 
concentration   of   U   In   eicesi   of   licensee   guide 
KINNEMAN.J   D.        Materials    Radiological    Protection    Section 
B1/I2/07       QRELLA-A  H        Fuel   Cycle   &  Material*   Safety   Section 
4pp          18462    186 

-8113290337  Ack   agreement   ui/propo»td    enforcemont   action   per   B11016  memo. 
•  Ince   revised,  ba*ed    on   NRC   eoniult*nt   conclusion   that 
t  valuation   of   U   uptake   could   not   establish    that   regulatory 
limit   ua*   exceeded 

THOMPSON,  D        Enforcement   &    Inv«*tiaatlon   Staff    (Pre   B20201  > 
EA-82-Q01?         S1/12/O1         KEPP»-ER,J         Region   3.     Chicago,     Office    of    the 
Director    (81/03/O1)         2pp          IB462    1O7 

-B309120B31    Imp   Finding!   h  Lie«n*ee   Ack   dtd   620424   of  License   SMB-179 
Imp    finding*   no   noncompllance    noted 
KLEVIN,  P   B        Atomic   Energy   Ccmmlsdon        62/04/24        Zpp        1846G  060 

-S3OStSQ!!40   Imp   Finding*   t>  LIeen*ee   Ack    dtd   £.31207   i.  OB   of   Licenia 
8MB-179   Imp    flndlngf.no   noncomp  1  ianct   noted 
•*     Atomic   Energy   Commi**ion        63/12/08        Ip         18460  06S 

-8303120346  Notiflet    that  Nuclear   Metals   Dlv  of   Te<fcron,  Ine   acquired   bg 
Whittaker   Corp   Approval    for   transfer   of    licenses    requested: 
THOMPSON.  P.       Nuclaar   Me  tali,     Inc        66/09/11  Atomic   Energy 

Cofflmitt  ion        tp         1B460  063 

-8309120231    IE   Inip   Finding*   <*  Lie.  met   Ack   dtd   671227  t>  SB   at   Ltcenie 
SHB-179.  ln*p    finding*   no   nnncomplUnee   notad 

QRELLA,  A  U   ,    BROWNE.  H  0        Atomic   Energy   Commission        67/12/29        Ip 
1B460  064 

-8303120857  Foru*rd*    IE   Imp   Flndlngi   t>  Licenses    Ac*   dtd   471  22  7   fa  SB 
No  noncomplianc*  noted  H/o  and 

KtRKMAN.R.  W        Atomic   Energy   CommUaion        CO   I    AWO,      6B/01/03 
AHREAU,  H.  A.       Whit  taker-   Corp         Ip         18460,  063 

-8305120B60   IE   Inip   Finding*   &  LUen««e   Ack   dtd   A<?1  2  02  -03  of   License 
SMB-179.  In*p   finding*  no  nnncnmpllance  notid. 
SMITH,  R  H,      Atomic  Ennrgu  Comnlnion       69/13/03       IP       13460  066 

-9309120264   Advlte*   that   re*pon»"   to   690BB2  application   for   Llcons* 
SMB-179   ha*   not   been   received    Info   re    Iftisanca   of   license 


LEE,  MR        Uhtttaker   Corp        69X10/22 
Energy   Commlnion        Ip         1S4601  067 


NUS9BAUMER,  D  A        Atomic 


-8303120268  Submit*    Hit   of   replacament   pagei    to   application   for   License 
BNH-69i  in  reiponie    to   6909H3  comment* 
IBBEROHrB.        Hh  It  taker    Corp         &9/1O/SS         NUBBBAUMER.  D   A        Atonic 

Energy  Conmiiilon,      2pp,      16460.065. 

-H303I20S69  Forward*   application    for    raneual    of   Llcenie   BNH-69, 
Application   reflted    in   loone    leaf    format   Incorporating    17 
itemt   from  680  B  06   Itr   H/o   *ncl 

KNEPPEL.D  &        Whittak.r   Corp        69/03/86        NUSSBAUMER,  D  A        Atomic 
Entrgy  Commliilon.      Ip        1Q46O  O7O 

-8305120274  IE  Intp  Finding*  &  Licence*  Ack  dtd   670903  b  04  of  Licunn* 
8NM-&9  &  BMB-179  Imp   find  ing*.  proper  av»luatlon»  not  madi 
of   certain   a*p«ct*   of   h«*lth   phyilc*   program   per   Section* 
II   b   4   through    II    b   6(b>    of   Licence   Condition   S 
BROWNE,  H  0,      Atomic  Energy  Commltsion       69/09/JB       Ip       18460  071 

-B309120279  Application   for   rentual    of   Licence   SMB-179,  agthorl  I  Ing 
po**«**ton   tc   me   of   U-233   tolld   matal   &  alloy    for 
fabrication   tt   eiparlmantat  ion 
OUI-trJESON.  P.  U        Mhlttaker   Corp        2696        69/OBV22        3pp         18460  O72 

-B303  120283  Notifle*   that  Llcen*a  SMB-179   explrai   on  690930   Reneual 
application   *hould   be   filed   within   30   day*   End 
certification   of   itatut   of   vource   matl   actlvitit*   form 
•hould   be   completed   for   nonreneual   of   tlcen** 

NUSSBAUMER,  D  A.       Atomic   Energy   Commi»«ion        A9/O7/23.      HANNA,  M,  J, 
Uhlttaker   Cofp.       Ip.       10460:079, 

-33031202S4   IE   Imp   Finding*   t  Llctni**   Ack    dtd    70O713  ti   16   of   Ltc*n*e* 
SNrt-69  li  5MB-179.  In*p  finding*.  no  noncomp  lianc*  noted. 
BMITHiR  H       Atomic  Energy  CommUfion.      70/07/16.      Ip,      1B460'076 

-93031  208B9  Kottfie*   that  no   lt*m*  of  noncompltance  obierved  during    in«p 

of   Llcenie*   BNM-69  !•  SMB-I79   Corraitlv*   meaiure*  Implewented 

re   Item  of  noncompliance  during  690903  tr  04    insp  9   Iiseraw 
replaced  DB  Kneppal  «*  crlticaiitv  officer 

SMITH,  R  H.      Atomic  Energy  Commli.lon       7O/01/06  Atomic  Energy 

Conunlnlon.      Ip        18460-077. 


-B303120294    IE    Insp    Findings   &   Licenses   Ack   atd   71O513  &   14  of   Licenses 
BNM-63   It    SMD-17?    Insp    findings    no    noncomp  I  iance    noted 
Related    Info   enc I 
SMITH. R   H        Atomic   Energy    Commission       71/03/14       32pp        13460  078 

-B30S12029B   DliEUisv*   74O913   annke  b  paper   emission   from  5-gallon  pail 
of   U  Fire   dcpt   rumovod   pail    Smoke   d  vapor   emission   ceased   No 
personnel    contamination  resulted   or   radiation   released 
Causid   by   reaction   between  matal   %   olt 

OILMAN,  A   R        Nuclear  Metals,     Inc        74/09/13  Region   1. 

Philadelphia,    Office   af   the   Director        3pp        1B460    129 

-B305120303   Discussin    map   at   License   SHE-179  radiation   control   program 
License    classification   should    be   changad   From  E-3   to   B-l 
Neit    imp    achedifled   during   Nov    1974 

JERMAN.P   C        Atomic   Energy   Commission,    Directorate   of  Regulatory 
Operation*        74/OB/22  Atomic   Energy   Cammlsslon.    Directorate   of 

Heaulatorg    Operations.        tp          1S46O    IS8 

-B30S120307   Foruarif*     Insp    Hspt    4O-Oi72/74-Ol    on    740930   6  31    Ha 
noTicompl iance  nnted 

NELSON, P   R        Atomic   Energy    Commission,    Directorate    af   Regulatory 
Operation*         74/OB/22-       TUFFIN,  W  B        Nuclsar   Metal*,     Inc         2pp 
1S460    139 

-S3O51H031O    Inip    Rept    4O-0672/71-01    on    740330   t>  31    No    noncompl  lance 
noted   Major   area*    Inspected   radiation   control   program 
JERMAN.P   C    ,    KMAPP   P   J       Region   t.    Philadelphia.    Office   of   the 
Director,        74/OBVSO         9p]>          18460    131 

-8303120316  Acl   receipt    nf  74O337   (,  0416   Hrs    informing   of   stapi   taken 
to    corroct    violations   noted    in   740213   Itr 

O'REILLY,  J   p       Region    1.    Philadelphia.    Office   of   the  Director 
74/04/26         TUFFIN.  M   B         Nuclear    Metal*.     Inc         Ip         IB460    110 

-6305120398   BuppU   740327   Itr    re    use   of   gloves   for   hand   protection, 
monitoring    of   hand   It   glove    exam  It  uie   of   breathing    tone   alt- 
lamplerpln   ruponte   to   74Q4O4    tilcon  Related   info   *ncl 
TUFFINiW  0        Nuclear   Metals,     Inc        74/04/16       O'REILLV.J  P        Region 
1,    Philadelphia,    Office   of   the   Director       9pp        18160   141 

-8303120336   Foruiardi    Insp   Rept*    40-067S/73-02  b  70-OOB2/73-03   on 
731227-58    &  7401(39-09  b   notice    of    violation    H/o    Inip    repti 
O'REILLY, J   P        Region    1.    Ph 1 l»delph  U.    Office   of   the  Director 
74/08/13        TUFFIN.WB        Nuclear  Metals,    Ine        2pp        19460146 

-8309120359   Notice    of   violation    from   Insp   op   73! 337-2 B  &  740103-09 
Noncomp I  lance*   noted    failure    to   conduct  adequate   evaluation* 
of   hand    exposure*,  to    survey    for   airborne  U-238  tt   to 
analifie    environ   uater   Si   toil    camples 

*      Region    1,    Philadelphia,    Office   of   the   Director        71/02/13       3pp. 
18460    148. 

-B30M2036I9>  Respond*    to   NRC   74O213   Itr   re   violations   noted    In    Insp  Repts 
7O-0002/73-03  fc   40-0672/73-02, Corrective   actions   finger 
doilmetere.   placed    on    Individual   employees   monthly    on 
rotating   basis   If  handling    employee*   turvayed 

TUFFIN.U        Nuclear   Metals.     Inc        74/03/S7       O'REILLY.JP        Region 
1,     Philadelphia,    office    of    the   Director        lipp        16460' 133 

-B309120372   Insp   Repts   40-Q672/73-OS  t,  70-QOB2/73-Q5   on  731227-28  & 
74010B-O9v  Noncompliance   noted*  fal lure   to   evaluate   do*e   to 
hands   of    Individual*    handling   U-338  b  insuring   gloves 
contaminated  U/U-23B   l>  daughter   product* 

JEDMAN.  P  C   ,    KMAPP, P   J       R*gion   1,    Philadelphia,    Office   of   the 
Dlractor,        7O-OOBB/73-03         74/03/O1         SOpp         18460    164 

-830 3120 376  Confirm*   740)104  &   07   telcons   re   actions   taken   to    correct 
violation*   noted    in   imp   on   7319E7  &  2B  Representatives   ulll 
visit   p-lant   on   74O107   to   evaluate   corrective  actions 
O'REILLY.J  P        Region   1,    Ph  i  laddph  lai    Office   of   the  Director 
74/01/07        TUFFIN, M  B        Nuclear   Metal*,    Inc        3pp        18460    184 

-8303130391   Respond*    to    IE   Bulletin  73-07   re   emlislon   of   corrosive   gates 
Into  va-ntilatlan   *yi    filtered    bij   HEP  A   filters  No  HEPA   or 
other   Cftlluloiic    filters    used    in  ventilation   sijs   exhausting 
nltrognn   oxldec,  Plastic    overurap   used    In  ditpotal. 
OILMAN.  A  H       Nuclear   Metel*f     Inc        IEB-73-07       73/12/22  Region 

1,    Philadelphia,     Office    of    the   Director        Ip        1B460   1B7 

-8305120430  Foruierd*  Intp  Rept  40-0673/73-01  on  730SH?  S.  30  No 
noncompl i»nct  noted,  Major  areas  Inipected  selective  eian  of 
procedure*  t  r*pre*entitlve  records,  lntervl*i>i*  u/persannel, 
mvaiurBment*  made  t>v  Inipoctor  li  observations  H/n  encl 
KELSON,  P.  R  Raglan  1,  Philadelphia,  Office  of  the  Director 
73/06/83  TUFFIM,M  B  Nuclear  Metali,  Inc  2pp  18460  191 

-83031 204 B-4    "Nuclear   Reactor   Fuel   Bvc*  Semiannual    Inip   II   Plan  fa  Field 
Matt  i,  " 
EPSTEIN,  E.,    MCCLTNTOCK,R        Office   af    Inspection  b  Enforcement, 

Office    of   the   Director        79/06/23        16pp        19460- (93 
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-B303120162    IE    Insp    Rept   40-0673/73-01     on    730539-30- No    noncomfl  I  lance 
Hated   Major    areas    inspected    mgt    interview    re    scope    of 
program   !<  operations,  eiterna  1   &   internal    exposure  i.  stac  k    air 
fflon  i  toring,  1  Iquld   watte  It   controls 

CPSTEIN,  E    ,    MCCLINTQCK.R    D         Region    1.     Philadelphia,     Office    of    the 
Director         73/06/23        4pp         10460   211 

-6303120466    IE    Insp   Findings   b  Licensee   Ack    dtd   760*10  of   License 
SHE -179    Insp    findings   no   noncomp 1 iance   noted   Radiation   data 
*he>t   encl 

EPSTEINjE        Region    1.     Philadelphia.     Office    of    the    Director 
7&/0&V1O         9(ip         19160   217 

-9305120472  Forwards   results   of   analyses    of    samples    taken   at  Nuclear 
Metals.  In   response    Co   771118    1  tr   l>    771BOB    telcon    W/o    stated 
guidelines    for   decontamination   of    facilities 

MCCLINTOCK.R   O        Office    of    Inspection    (•   Enforcement,     Office    of    the 
Director         77/13/27        CROHTHGF,  T         Labor,     Dept       of,     Occirpat  ional 
Safety    !>   Health    Admin         Spp         1B460   236 

-B3Q512Q474   Forwards    samples    of    lathe    turning     of    depleted    U    collected    on 
771116    in  machine   shop   at  Nuclear   Met-als    per   T  Crouther 
teleon 

FIATARONE,J   V        Labor,     Dept      of.    Occupational    Safety    t,   Health 
Admin        77/11/1B       MCCLINTOCK.R        Region    1,     Phi  lade Iph lar    Office    of 
the    Director         12pp         13460   337 

-6303120*79  Act    receipt   of   770510    1  tr   re    violations    noted    m    IE    Insp 
Rept   40-0672/77-01    Records    of    evaluations    denoting    true 
enpoiure   of    individual    eiposad    to    contamination    should    be 
maintained    for   review  during   neit    Insp 

NELSON.?  R       Region    1,    Philadelphia.    Fuel    Facility  &  Materials 
Safety    Branch        77/09/31        TUFFIN.  H  B        Nuclear    Metals,     Trie         lp 
18460   231 


-8303120309  Act    receipt    of   7Q0410    Itr    Informing    NRC    of    steps    taken   to 
cornet   violation*   noted    in    IE    Imp    Rept    4O-0672/7B-Q1 
Request   to  amend    lleenie   must   accompany    change*    to 
procedure*   noted    In   7B041B    Itr 

NELSON,  P    R         Region    1>     Philadelphia,     Full    Facility    t,    Material* 
Safety    Branch        70/03/11         TUFFIN,  U   B        Nuclear   Metal*,     Inc        2pp 
18460   B75 

-8303120311   Responds    to   NRC   780324    Itr    re   violations    noted    In    IE    Imp    on 
730223-0301    Corrective    actions   personnel    Instructed    to 
collect    floor    sweeping    in    containers    color    coded    to    Identify 
scrap    containing    licenced    matl 

TUFF  IN,  H   D         Nuclear    Metals.      Inc          7B/04/1B  Region    1, 

Philadelphia,    Office    of    the   Director        Spp         19460  B77 

-B305120514  Forwards   notice    of   violation    from    ln*p    on   780329  &  0301 
Methods    for    detecting    radioactive    contamination    ihould    be 
reviewed   Comment*    on    (making    in   restricted   area   requested 
NELSON,  P  R        Region    1<    Ph  i  le.de  Iph  ia,    Fuel    Facility    S.  Material* 
Safety    Branch        70/03/34        TUFFIN. H  B        Nuclear    Metals,     Ine        3pp 
1B160   279 

-B305130S13  Notice    of   violation    from    imp    on   7H022B  t,  O301    Noncompl  ianct 
noted    failure    to   perform    surveys   re    disposal    of    licensed 
matl    in  waste   &  radiation    eipoiur*    to    extremitle* 
*      Region    1,    Philadelphia.    Office    of    the   Director        7B/03/S4        lp 
1846.0   282 

-830312031B    IE    Insp   Rept    40-0672/78-01    on  780228  b  0301    Noncoihp  1  Unce 
noted    failure    to    evaluate    tupoiure    to    eibremltu    t   to   uear 
ring    doiimeter    in   restricted    area    Radwaste    found    In    trash 
ilunptter 

OLENN.J   ,    MCCLINTOCK.R        Region    1.    Philadelphia.    Office   of    the 
Director         78/03/13         Spp          1B460' 2B3 


-a3051S04BO   R.iponiJ)    to   NRC   77041B    Itr    re    violations    noted     In    IE    Imp 
Rept   40-0672/77-01    Corrective    actions    employee    mill    present 
badge    to   guard   at   eiit   Badge   sealed   within    cleanable   mylar 
•  nvelop  e 

TUFFIN,  M  I)        Nuclear  Metals,     Inc        77/O3/10        NELSON,  P  fi         Region 
li     Phi ladelphlflj    Fuel   Facility   b  Materials    Safety    Branch         3pp 
1B460   ZS3 


-9303120319  For-uardj    proposed    ack    Itr    to   Nuclear   Metal*    B01O09  reiponie 
to   notice   of   violation  fc  B007S?  notice   of  proposed 
imposition    of   civil    penalty 

ORIER.B  H        Region    1<    Philadelphia,    Office    af    the    Director. 
BO/11/19        THOMPSON' D        Eiecutlve   Officer    for   Operation*    Support. 
Spp         1B4&1    02b 


-8303120483   DltCUsses    IE    Insp    Rept    40-04.72/77-01    on   770329-   *.    forwards 
notice    of  violation 

NELSON,  P  R       Region    1<    Philadelphia,    Fuel    Facility   b  Material! 
Safety    Branch        77/04/18       TUFFIN, W  B        Nuclear   Metals,     Inc        2pp 
18460   299 

-B30S1204B9  Notice   of   violation   from   insp    on    770329  Noncompl lance    noted 
failure    to   perform  surveys    to   assure    compliance    u/ 
10CFF120    101    If    10CFR20   403   re    radiation    eipaiure    to    personnel 
monitoring    (film)    badge    for   Third    Quarter    1976 

*      Region    1.     Philadelphia,     QfPlc*    of    tho    Director         77/CM/1S         lp 
IO460  H37 


-8305120333  Foruiardt   draft    atiforcemant   action    Itr    it  notice    of   violation 
&  proposed    Imposition    of    civil    penaltu,    re    failure    to   melt 
NRC   &  DDT  requirement*    for    ihipment    of   raduraita    to    Barnuell 
burial    site 

OFilEfi.B  H        Region    1<    Philadelphia,    Office    of    the   Director 
BO/OB/B6        THOMPSON,!)        Etecutlve   Officer    for   Operation*   Support 
Spp         18441     107 

-B309120327  Amend    S   to  License    SMB-179, revltlng    Items    6  &   7   re   source 
matl   &  max   possession   b    use. per    751003   telegram 
DRAOONETTE.  K  E        Division    of   Fuel    Cucl»   b  Material    Safety 
79/10/OQ         ip          18461; 189, 


-B3031B0493  Ack   receipt   of    790919    Itr    Informing   NRC   of   stops    taken   to 
correct  violations   noted   in    IE  Insp    Kept    40-0672/73-03 
CROCKER,  H  H       Region    li    Philadelphia,    Fuel    Facility   b  Materials 
Safety    Branch         7Q/O9/97         TUFFIN, W    D         Nuclear    Metals,      Inc          lp 
1B460.239 


-9303120S30  Confirms    dlicunilons    re    possible   overexpaiure    of    employee 
to   airborne    concentration   of    depleted   U  Jfl   Hurth   d 
KM  Sirable    engaged    an    consultant*    far   NRC   Assistance 
requested 

KINNEMAN.J  D        Region    1,    Ph  1  Udclph ia.    Office    of    the   Director 
81/01/13         TUFFIN,  H    u         Nuclear    Metal*,     Inc         3pp          1B461     199, 


'B3091SO-194  Responds    to  NftC   780921    Itr    re    violations   noted    In    IE    Insp 
Rept  4O-0&72/7B-03  Corrective   actions   radiation   levels    along 
nu tilde   rear  wail    of   Sutler   Qidg    1    rlduced   to    1    m/h   Fencing 
placid    bBtueen   inds   of    bldgs 

TUFFIN. U  B        Nuclear   Metats,     Inc        70/07/19  Region    1, 

Philadelphia,     Office    of    the    Director          lp          184£0   237 


-S303120340  Discu**es    IE    Imp    Rept   40-067B/BO-04   on   001120  Proposed 
tranimittal    Itr   1  notice    of    violation   ti  proposed    Imposition 
of   civil    penaltle*    encl 

ORIER.B   H        Region    1>    Philadelphi*,    Office    of    the    Director 
01/02/03        THQMP8QN.D        Office    of    Inspection   &  Enforcement,    Office 
of    the   Director,       lOpp         1B461    SOS 


-83 OS  120-5 00   Foruards   notice    of   violation    from    imp    on   780727-28   Results 
of    im»ar   tampln  uithlr    license    guideline* 

CROCKER, K  U        Region    1,    Philadelphia,    Fuel   Facility   b   Materials 
Safety    Branch         79/OB/B1         TUFFIN-M   B         Nuclear    Me  tali.      Inc         3pp 
1Q460   260 


-830SI20&02  Dticusse*    IE    Insp    on   S01120  t<   forward*   notice    of   violation 
proposed    Imposition   of   civil    prnaltv 

STELLQiV        Director'*   Office,    Office    of    Inspection    and    Enforcement, 
EA-SI-23        81/02/24        TUFFIN.W  B        Nuclear    Metal*,     Inc         2pp. 
1B461   229 


-03031E0303  Notice   of   violation    from    Insp    on  7B0727-BS  Tuo    individuals 
working    In  rectrlcteif   area  received    exposures    to   sfcln    of 
8.94  &  B   19  rems,  re*pectlveli|,  during   First  Quarter  CV7S 
Draft    Insp   Rept  73-OS  end 
.      o._i_.    ,      nm-j-i-kj,      ntet~.    ««    the    Director         78/03/21         Hpp 


-8303120609  Notice    of   violation   t.   proposed  impo»ltton   of    civil    penaltu 

In   amount    of   »3,000  Noncompl lane*   noted  low    specific 

activity   radioactive   matl    found    leaking  from  Drum   98 

STELLD.  V,       Director'*   Office.    Office    of  Intpectlon    and   Enforcement. 
2pp         18461    531 


B  Noncompliance   noted 
rems  during 
exceeded 

lt<    Office    af   tfia 


-0303130614  Foruard*    info    from  State*    of   HA  Dept    of   BocUl    tt  Health   Bvct 
re    transportation   dtccrepancy    by    llceniee   Follouup    action 
requested. 

ORELLA.A  W        Office    of    In»pection   l<  Enforcement,    Pfflee    of    the 
Director        81/03/31        KNAPP, P        Region    1.    Philadelphia,    Office   of 
the    Director        Spp         18461,833. 
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—8303130617  Responds    *°   B10226    Itr   re    violations    noted    In    IE    inip    rept 
Corrective   action*   staging    arB*   completely    and    by    chain 
link    fencing    to    clearly    Delineate    region    from   rest    of 
comple»   Payment    of   civil    penalty    end 

TUFFIN.U   B        Nuclear   Metals.     Ini         EA-81-33        ai/OS/li        STELI.O.  V 
Director's   Office*    Office    of    Inspection  and    Enforcement        21pp 
1Q461    237 

—0303120620   Act    receipt   of   B1031&    Itr    It    payment    of    civil    penalty 
proposed    In   810226    Itr 

THOMPSON.D         Director's    OffleB    IPre    820301)          81/O3/27 
TUFFIN.U  H        Nuclear   Metals.     Inc         Ip         IB4&1    23B 


-0305130053   Forwards    B2Q513    request     for     addl     info    re     licensee 
application    for    renewal    application 

HIC«EY,J    M          Division    of    Fuo  1     Cycle    t    Matei-lal     Safety          02/O3/13 
KINMEMAN.J    D         Region     1,     Pffice    of    Director          2pp  !B4ia    174 


-9303130062   Act    receipt    of    B1111&    .application     for    renewal     of   Limns 
SMB-179    Addl     info    TB    temporary     job    site?    at    uihlch     source 
matls    blill     be    possessed     or     u&ed>  rad  1  a  t  Ion    survey    program   I* 
wait*    disposal    request*;!    W/n    stated    encl 

WANG.J    C          Division    of    FueJ    Cgcle    !.    Material    Safety          82/03/13 
OILMAN,  A    R          Nuclear    Mttals.      Inc          4pp 


— 9303120633   Discusses    licensee    810318    Plrt  Appro!    1O    16    U    chips    in 
drum   in  u*«tt   handling    area    ignited    by    spontaneous 
combustion  Flrt    spread    to    flammable   rnatl    Wipes    in   area 
revealed    gross    beta   contamination, 

CQ8TELLO.  F,  M        NRC   -  Ho   Detailed    Affiliation    Given        B1/O4/03 
KINNEMAN,JLD        NRC   -  No   Detailed    Affiliation    Olvtti        2pp- 
1B4A1   399 

— S  30  5 120627   Discusses   B1Q312    fire    caused    bij    auto-ignition    of    1O    Ib    of 

•ncipiulated   U  turnings. 

OILMAN, A   R,        Nuclear   Metals,      Inc          Bl/04/10,        GOSTELLO,  F         fiegion 
1.    Philadelphia,    Office    of    the  Director    <3I/Q3/O1)         3pp 
18461    361 

— 6303120630  Forward*    IE    Imp    Rept  4O-0£>72/81-01    on   810819   No 

noncomp  1  iatice   noted   Major    areas    Impacted    selective    examl    of 
procedures   &   representative    record»r  interviews   u/panonnelj 
measurements   fc   observations    by    intpector    H/u    anc  1 
K1NNEHAN.  J,  D        Region    1,     Philadelphia,    Office    of    the    Dlrvctnr 
IBl/03/01),       01/04/16,       TUFFIN.H.B         Nuclear    Metals.     Inc         2pp. 
1B4&1   264 

— 83OS120i33  Responds    to   B 10724   application    to  «mtrd    source   matl    Llceniv 
Addl    InfO  re    Incineration    Df    U  chips    &  turnings    requested 
WANOiJ  C.      Division    of  Fuel    Cycl«    (.  Material    Safety         17716 
31/09/27,       OILMAN, A  R        Mueller  Metals,     Inc.        Ip         1S4&1    297 

—8305120642  Requests    add]    info    r*   B10S27   application    to    amend   License 
BMB-179.  proposing    dilution    factor    of    143    be    applied    to   air 
effluent    releases    from  ventilation   stacks    par 
1OCFR2Q    106(d) 

HANO,  J  C        Division   of  Fuel    C«jcl«    d   Katerlal    Safety         G1/11/1B. 
OILMAN,  A   Ft        Nuclear  detain      Inc         2pp         18461    336 

— 9309120696  Foruards   EnPorceniBnt    Guidance  Memoranifum   BI-31    re    proposed 
enforcement   action    For    facility 

CARLSON,  R   T        Enforcement    (.    Investigation   Staff        EGM-&1-31 
81/12/13        STARBSTECKIiR         Division    of  Resident    &   Project 
Inspection        MARTIN,?  T        Division  of    Engineering    &   Technical 
Inspection        SMITH.  0  H        Division    of    Emergency   Preparedness    b 
Operation*!    Sup p port        Ip,        194 AH    lOi 

— B3O313000&  Ack   receipt  of  application    for   renewal   of   License   3MIJ-179 
License   uill    not   expire   until    final    action    taken   by    NRC 
HICKEV.  J  U        Division   of   Fuel    Cycle    b  Material    Safetg.       2000S 
81 /IB/20        OILMAN,  A  R        Nuclear   Metalli     Inc,        Ip          18462    109 


6303120498    Ad  ill     res-panie    to    FDIA    ron.ue3t     for    &ii    categories    of 
documents    Forwards   App    A    docunantl 

FELTON.J    M         Division    of    Rules    and    Records         B3/O3S23         HfATT,  S   L 
Ohio    Cltiietis    for-    Rmponi  1  b  la    Energy         Sp  p          16497    211          34  X 
FlcJie    30-271,  33/03/35,  D3O313OiaB 

—  H20730D17S    Details    of     IE     Inve»t  igation    Ropt    30-27J/G2-12    on   82060t-lO 

No    noncomp  1  ianco    noted    Major    ara-as    inveatlgatcd     liconaea 

actions    in    withholding    info    re    330424    logs    of    FeediLtator 

transient    Proprietary    d-atails    -flelettil    (raf    1OCFF12    790  > 

•       Region     I,     Office     of    Director          aH/07/2O         3E3p(i          1B437   H17         24X 

Plch«    30-371,03/03/23,  9308120409 

—  8303130223    Forward*    chronology    of    Region     I    action*    re    B2O424     lots    of 

feed  water    event.  Imp    1  nvci  t  iga  tion,  documentdtionii  meeting: 
in/state    &    licensee    of  f  Ic  la  1  s,  e  valua  t  inni   of    appropriate 
enforcement   action    Si    processing    civil    penalty 

HQLOBY.  D    J         Region    1-     Office     of    Director          B2/IO/13         AXELRHD,  J 
D-lrector'i    DPFictj     Office    of    Inspection    and    Enforcement        3pf> 
1B457    262         24X    Fiche     30-271,  B3/-Q3/23,  B303  1201BB 

B30312OS73   rOIA   requeit    for    list    of    all    siflort    licnnses    for   Cf-232 
since    beginning    of    19BO,  Int  ludino    to   yhon    license    issued, 
quantity    far   which    license    issued    &   ultimate    caniignee 
KRONZEK.  A    L         FDI    BorvJces          03/O3/O3         FELTON,  J   M         Division    of 
nulis    and    Records         Ip         1B44O   2O3 

3303130576  Responds    to   FDIA   r«q,uu5t    for    list   of    all    eiport    license! 
for    Cf-232    line?    beginning    of    I'FBQ.  includ  ing    to   uihum 
1  IcBni*    if  luedi  quantl  ty    for    unlch    license    issued   &    ultimate 
constgneo    Forwards    requested    info 

FELTON,  J   H          Divllion    of    Rules    and    Records         83/03/24         KRONIEK,A    L 
FOI     Berulees         7pp 


6309140192   FOIA   requect    for   all    documents    dtd    890)01    or    after    detailing 
or    referring    to   SALP    for    facility 

CLARKrR          San    Francisco    Examiner         B3/O2/23         FELTON,  J   U         D-ivUion 
of    RuUs     and    Rncords  Ip          [B462    190         24X    fiche    30-312,03/02/23. 

8305160192 

Q3O31A0173    Addl    rmjonn     to    FQIA    requeit    far    all    document!    dtd    QSOI01 
detailing    or    ^ePe•^^fn^|    to   SALP    For    facl  1  1  ty    Foruards 
•docgment-s    listed    in   App    A  Furttiar    search    for    document-a    In 
progreia 

FELTDN.J    M         Olvlilon    of    Rules    and    Uncords         H3/O3/31          CLAHH,  R   A 
San   Franciaca    Eiaminer         Bpp         1S1AE    191         24X   Fiche    So-312,  03/03/31, 


-B303130O11    Confirms   B20216    conversation  w/C   Rnnie    re    possible    quarterly 
skin  ovarexposure    to   emploi^iie    Detailed   rept    Forthcoming    Info 
dtltted. 

v\IMBACO,F  J        Nuclear  Mltkls.     Inc         S2/OK/1&        KINNEMAN,  J   0 
Region    1.    Office    of   Director         Ip         10442:110 

-8309130016  Confirms    telcon    re    application    for    renewal    of   License 
&MB-I79  Site   visit    scheduled    for    S2O3O4 

MICKEY,  J  U        Division   of    Fuel    Cycle    b  Material    S»f*ty.       EOOO3 
62/02/18        OILMAN,  A.  R        Mucl  ear    Metals.     Inc          Ip         18-462:111. 

-B30SI30031    Dlicustts   380186    telcon    re    small    crack    In    dike    during 
discharge   at   (]  neutrallied    acid    waste    to    lagoon  Potslblu 
causid    by    freeie-thau  cycle.  Dike    reinforced 

KINNEMANiO  D        Region    1,     Office    of   Olrai tor         92/O3/24  Region 

1,    Office    of    Dlrectof,       tp         10462-130, 

-B3D3130037  Commints   on   application    for    reneual    of   License   8HB-179 
Application    should   provide  mar*    iptclflc    procedure*    far 
frilling    personnel    &  clothing    «t    eilti    from    controlled   area 
KINMEMAN.J  D        Region    1.     Office    of    Director.       B2/O4/OI 
MILLER- V  L        Office    of  Nuclear  Material    Safety    b 
Safeguard*,  Director,       Zpp         1B4&2;  131 

-S3O9130O42  Poruardt   Rev  2    to    "NMI    Scrap   PaeJiaglng    Procedures  "    for 
disposal    of    depleted   U  uaiteti In    support    of    Dec    1731 
license  renewal   submittal. 

VUMBACOiF.  J        Nut  1  ear  Metal*.     Inc.       B2/O3/1O.       HICKEYi  J.       Division 
of  Fuel    Cycle   h  Material    Bafetij         Ip,       184i2;134 


-83110301*71    Provides    results    of    ru^ctor    operator    d   senior    reactor 
operator    exams    administer  ed    Jul    1981~3ept    19BS,  aa    Input    to 
BALP  rept    All    operators    pacaed    ciams 

BECKMAtl,  D    H         Operator    Licensing     Branch          B2/10/I9         KIMEH.B 
Sacriraimto    Municipal    Utility    District         13pp         IBIAaail         24X 


-32111B0301    Forward*   NHR    input    for    util    SALPioer    S21O14   at  ma 

MINER'S         aperltltig    Reactors    "ranch    4        S3/11/1&        8TERHBERO,  DM 
Riglon     3<     Office    of    Director          7pp          IBAhS   231,         24X 
FlchB    30-312,83/03/31, 


™B3O5i602OO  Nottfiei    that    SALP    board    scheduled    to  meet   B31123 
Evaluation    period    remains    Jul    19B1    -  9»pt    1932 
EMOELM.EN.fl    H        Region    3,     Office    of    Director         BE/1O/04 
DEHTOM,  H  R        Office    of    Nuclear    Reactor   Jlegul  at  ion,     Director 
DAVIS,  J  0         Off  lev    of    Nuclear   Material    Safety    & 
Safeguards,  Director         HICHEL90M,  C        Director's   Office         Ip 
18462    193         24X    Fiche     SO-31  2,  83/O3/3K  B3031o0193 

-33O91&0204    Faruards    SALP    evaluation  of    IAEA   safeguard!    liciniing 
activities    for    facility 

OIDBON,  J         Standardl  tatlon    i.  fipeclal   Projects    Branch        S2/10/1S 
HINER.S        Operating    R  factors    Branch    4        Spp         1B462    174,       24X 
Flclll!     B0-312i  03/O3/31,B30SliO193 

-B3031A0213    Forwards    draft   NR!5   SftLP    input    re    licensing    activities    for 
Jul    1981    -   S*pt    1982    Cofflments    recslvad    by   821115  will    be 
considered    m    final    rept 

MINER,  5         Operating    Reactor*    Branch    4        82/11/10        EIBENHUT,  D  0 
Division    of   Licensing         MATTBQNiFl        Division    of    Systems    Integration 
(pott   H11OOS)         VOLtHER.R         Division    of  Engineering         15pp 
1B44Z    194         2^X    Fiche     30-312,  B3/03/31  ,  B30giiiO193 
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—  B3O316021B   Forwards    SALP     For    Jul     tfBl     -    Sept    J9B2   Overall     performance 
of    licensed   activities    acceptable   Prof   !.    responsive 
attitude    In   dealings    m/NflC    It    In    day-to-day    conduct    of 
safety-related    activities    no-teuortliy 

STERNBERQiD   M         Region    3,     Office    of    Director          82/12/13 
ENGELKEN.R   H        Region    9,     Office     of    Director          Hpp  1B462   233         24X 

Flehe    30-312,83/03/31.  3303160195 


-8006090440  Responds    to   771010   memo   ri    enforcement   action   against   Broun 
&  Root  Enforcement   package    complete    No    enforcement   action 
tak»n   previously    since    earlier    Imps    did    not   substantiate 
illegal iona 

STGLLO,V        Office   of    Inipictlon   !•   Enforcement,     Office   of    the 
Dimeter         BO/03/13         BRADFORD. P    A         Commissioners         2pp 
18499    133         24X    Flche    30-000,03/03/09,8303180001 


— 9303140223  Forwards   SALP    evaluation    input. per    Sfcernberg    BB1014   memo 
Info   consists   of   safeguard*    Iteensing    portion 
MCCQRKLE.GU       PBUCI*   Reactor    Saf eguards    Licensing    Branch 
82/11/04         NOHDERHAUQ.  L         Region    3.     Office-    Of    Director         3pp 
1B-46S   233        24X   Flche     3O-313, 83/O3/31 ,  a30»1601?3 


-BOQi09Q443  Forwards   WA  Post    article    re    harassment    of   QC   personnel 
Lack    of    enforcement    action    questioned. 

BRADFORD,  P.  A         Commissioners         79/10/10         BTELLO.  V,        Office    of 
Inspection   &  Enforcement.     Office    of    the    Director        2pp,       18497  S37 
24X   Flche    30-000.83/03/09,8309180001 


8303160233  Partial    response    to   FO1A    request    for    all    document!   dtil 
B2O1O1    or   after   datallinj    or   referring    to   SALP    for    facility 
FELTON,J  M       Division    o-f    Rules    and    Records         83/O3/H4:        CLARK.  R        San 
Francisco   Examiner         Spp  18472-241          34  X    Flche    3O-312,  -B3/03/24, 

B303I6QS33 

— 92111OOOSB  Provides   engineering    ovaluatlon    of    aiOSO?    turbine/reactor 
trip   Event   review  agrees   iii/lleensee   Event    had    little    affect 
on    plant    safety  Automatic    function!    occurred    substan&ia I Ig 
a*    expected    given   concurrent    operator    actions 
PELLET.J  L       Reactor   Operation*   Analysis   Branch         AEDD/ES47 
82/10/36       SEYFRIT.K  V.       Reactor    Operations    Analysis    Branch         4fp 
IB472   290        34X   FUhe    30-312.  83/Q3/24,  B303160233 

—  B211I1064S  Discusses    llceniee   reporting    of    810B07    turbine/reactor    trip 
Proposed   LER  rule   you  Id    require    more    detailed    EC   complete 
event   ript  M/o    encl 

ORNSTEIN.Hl.        Reactor   Operation*    Analysis    Branch         AEOD/E249 
82/11/O4        SEYFRIT.K   V.       Reactor    Operations    Analysis    Branch         3pp 
18473   006        24K   Fiche: 30-312, 83/03/24, B3O31&O233 

— Q21119006B  Discus-set   performance    evaluation    of   EALP    for    -facility   LERs 
contained   adequate    Info    enabling    knowledgeable    reader"    to 
understand   evantsi  however,  LER   81-39    failed    to    adequately 
Inform  reader   of   event. 

SEYFRIT.K  V       Reactor    Operations    Analysis    Branch         82/11/03 
STERNBERQ.D  M        Division    of    Resident. Reac tor   Project   e.  Engineering 
Programs         lp         19473   O03         24X    Flche    30-312, 83/03/24, 83031 6O235 

— 8303160271   Notification    of    330103  meeting    u/ucil     In  Sacramento,  CA    to 
dlscu*«   SALP   for  Jul    17B1    -  Sffpt    19BS    Haeting    -agenda,    encl 
*      Region   3,    Office    of    Director.       82/12/02  Region    5,    Office    of 

Director        3pp        18473  013        24X   Flche    90-312.83/03/24.8309160293 

B3D31BOOOI    Addl    respond*    to   Ft) I A   request    for    seven    categoriei    of 
documents  r*  Broun  tc  Root.  Imc    (<   South    Teias    project   Foruiards 
App    B    documents  Documents    also    available    In   PDR   Addl 
documents  undergoing    review 
FELTOH.J  M       Division    of   Rules    and    Reeordo         B3/O3/O9         LINDEMAN.H  H 

Louanstein,    HBumim     R*ls.     Aielrad    &    Toll          &pp          £8497    219         24X 
Flche   30-000,  B3/03/09.  SSOSiaOOOI 

— 7903000034  Forwards   ipatl    r«    allegations    of    harassment    h    intimidation 
a»r    790324   request 

THOMPSON.  D        Excutlve   Officer    for    Operations   Support         79/04/12 
FORTUNA.R  A       Office    of    Inspector    b  Auditor         Bpp         184<?9    1ft,        24X 
Flche    30-000,  B3/03/0-7.  B30MBQ001 

— 79O91B0214  R*q.u«sts  vl«us   re    adaq.uacif    of    QA/QG    program    In    lloht    of 
FNO-79-179.     "Voids    In    Reactor    Containment   Mall    " 

KENNEDY.  R  T       Commisl  1  oners         77/06/23         OOSS1CK,  L.  V        Office    of 
the   Eieeutlve  Director    for    Operations         lp         18497-333        24X 
Flche    30-000,  03/03/09.  B30S1BOOO1 

— 80O3<140396  Responds   to    900419   memo   re    concrete   voiding    Discusses    status 
of    problems   b  repairs 

STELLO,  V       Office   of    Inspection   &   En  I  or  cement.    OfFUe    of    the 
Director        BO/04/23        BRADFORD,  P   A        Commissioner*         3pp, 
18499    139         S4X   Flche    30-OOO,  H3/03/O9.  8303190001 


-B 009 1207 7 3  Forwards  outlines  of  JP  Ahearne  &  V  Btello  proposed 
testimony  re  facility  before  House  Subcommittee  on  Oversight 
!i  Investigation 

8TELLQ.  V        Office    of    Inspection   tc  Enforcement,    Office    of    the 
Director        BO/07/11        AHEAfWE.  J  F   .    OILIN9KV.  V   ,    HENDRIE.J 
Commissioners        6pp         1B499    163        24X   Fiche    30-000,83/03/09. 
S3051S0001 


-S0091S0332  Advises    that   Region    4    should    assume    retponslb  1 1  Ity    for 
revleu  &  verification   of    corrective   actions    by    licensee   as 
follouup    action   associated    in/South    Texas    problems 
Headquarters   will    be   responsible    for   monitoring    reviews. 
THORNBURQ, H  D        Division   of   Reactor   Construction    Inspection 
80/06/24        SEYFRIT.K,  V.       Region    4,    Dallas,    Office    of    the   Director 
3pp         1G49-7   219         24X    Fichi    30-000,  B3/03/O9,  8303 180001 

-8010090450  Forwards    draft   Commission    Info   paper    re    plan    for   resumption 
of    const.  Comments    or    concurrences   needed    bg   800912. W/o   and. 
THORNBURO.H  D        Division    of   Reactor    Construction    Inspection. 
90/07/11         DENTON.H.R.       Office    of  Nuclear  Reactor   Regulation, 
Director        8HAPAR,  H  K        Office    of    thi    Eiecutlve   Legal    Director 
STELLO,  V       Office   of   Inspection  S-  Enforcement.    Office   of   the 
Director        9pp.       1B49?  222        24X  Flche    30-000,83/03/09,8309180001 

-9-010280578  Responds    to   Question   4   of   800923  memo    re    Eckhardt    hearing 
Major  Broun  &  Root  Corp    nuclear    conit   uiork   h  meld    deficiency 
status   -summarliid    Licensee   will    complete   visual    Insp    fc 
comply  in/corrective   actions    in   encl    AW 5  Code, 
STELLD,V       Office  of   Inspection  &  Enforcement,    Office   of   the 
Director        BO/09/23        AHEARNE, J  F.       Commissioners         Spp. 
1B497   228         24X    Flche.  90-OOO, B3/03/09,  8309180001 

-a0102BOSSI    Assigns    questions   resulting    from  BOO1? 23  Eckhardt   hearing 
AHEARNE, J  F        Commissioners        BO/09/23  Office    of    the   Executive 

Director    for   Operations        Spp         IB499   193,       24X 
Flche    30-OOO,  B3/03/09,  B30918000I 

-9103250395  Summarizes    events   re    910317    telcon   u/L   Sin  It  In   concerning 
allegations    at    facility    Improper    alteration    of    document*, 
removal    of    documents    to   prevent   NRC    insp   fc    Intimidation   of 
Broun  &  Root   personnel   have   been  alleged. 
UILBER.H  A.       Reactor   Projects   Sections    (Regions    a, 4   d   3) 
91/03/17       SEYFRIT.K  V       Region  4,    Dallas,    Office   of   the  Director 
8pp.       18499,242        24X  Pleha    30-000,  83/03/09,  B30 31 B0001 

-9303190064  Responds   to  Sosslcfc   request   to   reply   to   Inquiry   re  adequacy 
of  OA/QC   program, Licensee    continuing    to    look    for    addl    voids 
&   Is    evaluating    possible    alternate    designs    for    reinforcing 
steel   &    liner    stlffeners 

STELLO, V       Office  of   Inspection  h  Enforcement.    Office   of   the 
Director       79/07/31       KENNEDY, R,  T.      Commtss loners ,      3pp. 

1B497   334         24X    Flche    30-000, B3/O3/O9, B303IBOOOI. 

-B30318007S  Responds   to  Commissioner  Bradford   791019   inquiry   re 
newspaper   article    concerning    facility    tnsps      "Surprise    ln*p" 
announced   IE   insp   of   facility   QA  program  Allegations   re 
beating    of   QC    Inspector    could   not   be    substantiated. 
HUBACEK..U  0        Region   4,    Dallas,    Office    of    the   Director        79/10/26. 
REINMUTH.  0,  H       Division   of  Reactor   Construction   Inspection.      2pp, 
18497  S39        24X   Fiche    30-000,  B3/03/09,  B303 180001 


-B0052BQ93Q  Forwards   draft    Investigation   Repts    9O-49B/79-19  * 
SO-499/79-19  Final    review    Is    awaiting    concurrence    by    members 
of    team   located    around    country    Ravleiu    Is    expected    to    be 
compute  by  500413  briefing 

STELLOi  v       Office   of    Inspection   &   Enforcement.    Office    of    the 
Director        BO/04/11         AHEARNEj  J   ,    OIUNSRV,  V   .    KENNEDY.  R 
Commllltaners        173pp         1B498    3O4.       24X    Fiche.  9O-OOO,  S3/-03/O9, 
8309190001 


-83031BOOB3  Requests    that   response!    to  Commissioner   Bradford    Inquiries 
re  neuspaper  article   concerning   facility    tnspi   be   revised   to 
accommodate    listed    comments    by    Barber/Thompson. 
REINMUTH.  Q.  H        Division   of   Reactor   Construction    Inspection, 
79/11/05.      SEIDLE.U.C       Region  4,    Dalles,    Reactor  Construction  fc 
Engineering  Support  Branch       2pp        1Q497-241        24 X 

Flche    3O-OOO,  83/03/09.  B3O3180001 


-3006090239  Responds   to    9O0431    request    that    IE    intervleu   farmer    site 
QC    Inipectors  Of  49  persons    Identl f f edj 33   contacted. 
STELLO.  V       Office   of    Inspection    &  Enforcement.     Office    of    the 
Director        SO/09/ 13        BRADFORD, P. A        Commissioners         3pp. 
18499'  149,        S4X   Flche:  30-000,  B3/O3/ 09,  8303180001 


-B303IB0094   Discusses    recommendations    for    further    IE    Investigation  fc 
insp    efforts   at    facilities    Expanded    h   comprehensive    Insp 
program   should   be   Immediately   initiated  d  maintained   until 
confidence    established, Related    info    end. 

HAVES,  D   M        Region   3,    Chicago,    Office    of    the   Director        80/03/11 
THORNBURQ.H  D.      Division   of  Reactor  Construction   Inspection. 
42Ipp,       1B497  243        24X   Fiehe. 30-000,  83/03/09,  B3031B0001. 
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—  8309180131    Requeit*    into   re    scope   &   significance    of    void!    in    concrete 

at    lite    Retponi*    requested    by    BQO423 

BRADFORD,  P   A        Commis«  loners        BO/Q4/1B        DlfiCHS,  W  J        Office   of 
the   Eiecutive   Director    for   Operations         Ip         13499   138        24X 
Fiehe    50-000,83/03/09,  83QS1B0001 

—  8303180148  Advlies    that    staff    ihould    notify    Commission    In    advance    if 

proposed   actions    re    facility    investigation,  par    Commissioner 

Bradford    6004  IB  mama 

CHIUKiS  J        Office   of    th»   Secretary    of    the   Commission 

COMPB-80-16         80/04/28         DIRCK8,  W   J         Office    of    the    Eiecutive 

Dlrictor    for    Operations          Ip          IS499    142         24X 

Fiche    OO-OOO,  B3/03/O9,  83O31B0001 

—  8303180137  Forward!    enforcement    package    Including    enforoment    notica, 

draft    prm    release,  forwarding    Itr,  notice    of   violation, 

proposed    impoiltlon   of    civil    penalty    &   shoui   cause    order 

W/o    ends 

STEIXO.V        Office    of    Inip.itlon   t.   Enforcement,    Office   oP    the 

Director        BO/04/aa        AHEARNE,  J  F    ,     GILINSKY,  V   ,    KENNEDY.  R   T 

Commlsilontrs         Ip         18499'143        24  X   Plena   30-000,83/03/09. 

8303180001 

—0305180167    Informs    that   Commission    concensus   not    in    favor    of 
recommendation*    contained    in   B00418   memo    re    facility 
Investigation   Modified   vartlon    of   Suggntlon    I    further 
mollified    by    Commissioner    Kennedy.  Responses    enc  I   W/o    end* 
CHILKi  8  J        Office    of    the   Secretary    of    the   Commisiion 
COHPB-80-li         BO/04/SB,        BRADFORD.  P    A         Comml  stloner*          Ip 
18499,144.        24X  Fiche    3Q-OOO,  B3/O3/O9,  B3031BOOO1 

—  3309180175   Recommend*    that:    IE   jddrai*    Qfc    of   General   Counsel    Question* 

1-7   prior    to    enforcement    action    IE   mill    take    action    on 

B00301 

BRADFORD.  P.  A        Comm.i»slonir«        COCtpB-BO-19        BQ/04/3O 

AHEARNEiJ  F,      Commi»slonors        Ip        1B499   149       24X 

Fiche-  30-000,  B3/Q3/09.  B3O31B0001 

—  B3031B01B1    Dlscuite*   results    of    followup    Inquires    by   Region    IV   re 

terminated    Broun  fc  Root.  Jnc    QC   civil    engineer    inspectors 
8EYFRIT.K   V        Region   4.    Dalla*,    Office    at    the    Director        30/04/30 
DEYOUNO,  R   C        Office    of    Inspection  t,  Enforcement,    Office    of    the 
Director          Hpp          1B499'  146         24X    FUhe    SO-OOO,  B3/Q3/O9i  8303IB0001 

—  83031S01B9    Inform*    that   Commissioners    have   not    iupport«d    request    to 

atk    IE    to    address    Dfc    of    Oineral    Counsel    Ouvttioni    1-7  prior 
to    time    of    enforcement  action 

CHILH,  8  J        Office   of    the   Secretary    of    the    Comffliiifon 
COMPB-BO-19,       80/05/O2        BRADFORD.  P    A        Commi  «  ilonen         Ip 
18499    148.       24X   Fleh».  SO-OOO,  B3/03/O1?.  8303180001 

—6303160302    Inform*    of   neu  allagatlons    concerning    posifbl*    intimidation 
of    ac    Inapectors    received   while    preparing    respanie    to   771010 
mina.  Invetttgatlon  will    te    conducted    tn    verify    fecti. 
AppraprlatB   enforcement  action  will    be   taken 

STELLO'V.       Offlc*    of    Inspection   t>  Enf  orcemtnti    Office    of    the 
Director        83/03/09        BRADFORD,  P    A,       CommUiioner-i         Ip 
18499    iSS         S4X   Flthe.30-000.B3/03/09r830nl80001 

—  B3091B021I    Respond!    to   791O10   memo   re    niuipaper    article    concerning 

facility    &   quvitlon  related    to    e-nforcemant    action   following 
Region    IV    investigation    of   alltged    beating    of    Broun    d  Root 
OC    Inspector   Allegation    could    not    be    iub»tanti  *t»d, 
BTELLOiV        Office    of    Inspection   <•  Enforc«m«nti    Office    of    the 
Director.       83/03/0?        BRADFORD,  P,  A        CoiMtil*!  loners        Spp 
18479,133.       S4X   FUhe   SO-OOO.  B3/03/09i  8309180O01 

-B3031BOaai    Informi    that   NRC   will    be    nqueited    to    twitify    on    first    daij 
of    Housi    Subcommittee    on   Ovtrslght    !<    Invet  tlgatlons    hearing* 
tentatively    scheduled    to    begin   an   B007E9  ra    canst  problem  & 
NRC    investigation   of    facility, 

HAMMERER,  C.       Oft*l<:»    of   Congressional    Affair*        BO/07/09 
AHEARNE,  J,  F   ,     01LIMBKV.V.,    WENDRI6,  J,  M        Commi,  t*lonen        8pp 
IB499    137         24X    Flche:  SO-OOO,  B3/03/09i  8303180001 

—  B30S1B0234   Submit*    ichedule    of   Congressional    hearings    re    uiaiti    bill 

H.R,741B.We*t    V«ll»y  Bill    K  R   6B68   ».  South    Te»a«    pr&jeet 
Related    Info    encl.  ' 

REHM.T.A        Office    of  th<    E««eutiv>    Director    for   Operat(ons. 

BO/07/07.       STELLO.V  Office   of    Inspection   fc  Enforcement.    Offle»    of 
the   Director       DAVia.J.      Office   of   Nuclear   Matirial   Safety   l> 

Bafiguardi,  Director  4pp         IB499;  159.       24K  Flcho   SO-OOOi  83/03/09  > 
8309180001 

•-B3091B02SO   Foruard*   Chairman   Ahearn*    t>  V  Stello    tutlmany    prepared    for 
House   Subcommittee    on   Oversight    Si    Invettigatlon   hearing    ri 


830  3  190334    Statement     o-f    JF    Ahearno    to   House    Subcommittfl  B    gn    Overs  ig  Jit 
1  nvai  tiga  tlons    Pp     1-S 

AHEARHE.O    F         Conunl  91  1  oners          BO/O7/29         &pp          18499    171          34  X 
Fiche     SO-OOO,  33/03/O9,  030318QOO1 

B3O3ia0257    Statunent    of    V   Stallo    bsfore   House    Subcommittee    on  OvBniffh 
&    Investigations    BOO721?    hearlns    Pp    i-13 

STELLO.V         Dfflc*     of     InnpsctJon   t   Enforcement,     Office    of     the 
Director         60/07/29         lipp          19499    177        aiX   FUhB   5  0-OOO-,  83/03/09, 


—  B3Q31B0276    Foruardi    draft    Commission    info   paper    Intended    for 

pra»»ntatlon   during    ufk    of    SO0414  PB    Invest  1  pat  ion   (<  proposed 
«nf  nrcament   action   Comments    neadad    by    B00409 
THOHN3UR-O.  H  t>        Division    of   Reactor   Construction    Inspoctlon 
BO/04/O3          DENTQN,  H    R          Office     of    Nuclear    Rsactor    Rggulatlan, 
Director         SHAPAR-  H   K        Office    of    the   Eiecutive  Legal    Director 
STGLUO,  V         Office     of     Inap  ec  1  1  on   tc   Enf  orcemnnt,     Office     of     the 
Director          llpp  18199    304          24X    Fichu    5O-QOO,  93/03/09i  B3031B0001 

—  8309180315   Forward!    part   3    at    Commission   regulation!   re    practice    in 

conduct    of    formal    hearing*    b*fon   Commission   ad  jud  Icatory 

p*nal9    &    procedures    For    Initiating    enforcement  actions 

M/o   encl 

BURNS,  S   fl        Office    of    the    Eiecutive   Legal    Director        80/O5/29 

CQHTEI.B         Comrnont  1  1  n    Organized    for    Public    Service          Ip 

1849?   21B         24X    Flcht    SO-OOO,  S3/O3/07,  B303100001 

—  8303iao32A    lnform-5    that    Chairman    has   requBitaa    that    encl    Commission 

paper    re    plan    For    resumption    at   canst   be    forwarded    through 

L    Btckuii  t,  genefa  1    counsel 

STELLO.V        Office    of    Inspection  !<  Enforcemant,    Offlca    of    the 

Director         BOV09/18         D1RCKE,  U   J        Offle*    of    the    Executive   Director 

far    Operations  llpp  IB499    331         24X    Flclie    50-000,  B3/03/09, 

B3031BOOO1 

—  93O31B0337    DiscgisnE     impor  tancs-    of   MAS  LAP    dQctaton   re   protection  of 

confidential!  tg    of    informer*    &    allegera    Dissenting   opinion 
points    out    cautions    that    should   be   observed    In    Informing 
altegers    or    inform«nt» 

THOMPSON,  D        Enforcement    &    Investigation    Staff    (Pro  B202O1  ) 
Bl/03/14        ORIER.B    H        Region    1.    Philadelphia,    Office    of    the 
Director    (B1/O3/01  }         d'RElLLY*J  P        Raglan   Z,    Atlanta,    Office  of 
the   Director    IB1/D3/01)         KEPpLER.JO        Region  3.    Chicago,    Office 
of    the    Director     (01/O3/OII  Ip          19499   £44         24X 

Fiche    30-000,  03/O3/09,  S3O31BOOD1 

63031S0003    FDIA  request    for    document*   assoclatad   WlnveaSi  gation  of 
Nucl*ar   Pharmacy,  Inc    bi|   NKC    Dfcs    of    Inspector   &  Auditor   4 
IE 

EMSHHILLEFJ,  J  R         Mall    Street   Journal        B3/1O/S6  NRC    -   No   Detailed 

Affiliation   Given         Ip          IB303  O31 

B303IBOOOS   Addl   raiponi*    to    FOIA   req.uBat    for    documents   asioclated    ui/ 
Investlg-atlon   of    Nuclear    Pharmacy,  Inc    bg    Ofcs    of    Inspector    Si 
Auditor    &    IE  Foriiiard*    documents    ll*ts<>    In    Appi   Abu    Info 
partially    withheld    <r»f   FDIA    Exemptions   3   S-   7) 
FGLTQN-0    M        Dlvlilon    of    RuleJ    antf   Record*         33/01/12 
EMBHHILLER,  J  R         Mall    Strret    Journal        7gij>         IG303  092 

—  7911130333    Informs    that    Nuclear    Pharmacy,  tnc    ihipp«d   Xe-133   unit   datni 

not    fit    Pur   human    use    List    op    ih  loments.  date    distributed. 
activity    &   prescription   number    encl 

KEPPLE3,J-0        Region    3i     Chicago,    Office    of    the  Director        79/11/02 
COM15KEY.J        Bt      Michael    Hasp.    MLluauVee.WI        Spp         18303030 

—  B3O5180O1O    Documents    basis    for    certain   itstementi    contained    In    IE   I  nip 

Rept    79-Q1    for    Nuclear    Pharmacyilnc   Personally    Identifiable. 
info    it  olf-ted 

CICEYi  B  B,  Region  3.  Chicago^  Office  of  the  Director  79/09/2.1 
PAPEfilELLO,C.  -J  Region  3,  Chicaoo.  Office  of  the  Dlractor  3pp. 
1B303  039 

—  B3O5180O13    Discuasa*    BO  0139    interview  u/<JH   Snleitl    re  8001S1    meeting 

u/Kuclea-r   Pharmac  y  ,  Inc    concerning    notice    of    violation 


0-AMBLE,  D    K,       -Office    of    Inipector   (.  Auditor        BO/01/31 
STRICKLER.L  J        Office    at    Inspector   ti   Auditor        4pf>         18303,  Oo3 


STELLD.V.      Offlc*   of  Inspection   *<  Enforcemant.    Office   of   the 

Director.       80/07/23.  AHEARNE,  J.  F.  ,     OILIN8KY.  V.     HENDRIE,  JM 

Comnlii  loners        8pp.  1B49?'  Ii9        S4X  Flehe:  HO-000,  B3/O3/09- 
83031B0001. 


-B3O31SO01i    Dlscifites.    800189    interview  u/P£   Gael    (DOJ)    re   800121    me*tlng 
b«tueen   Nuclear    Pharmtcyt  Inc     (NPI)    d  NRC    concerning    NPI 
ooisetmlon   of    Xv-133 

OAMBCE.D.H        Office    of    Inipector   fc  Auditor        BO/OS/01 
3TR1CKLER.L  -J        Office    of    Inspector   t>   Auditor        Sff,        18303  067 

-93 05 I B 0021    Forward i    Rejion    III    791108    Itr    sent    to    certain    customers 
(hosps)    of  Nirelear    Pharmacy,  Inc    tKPI)    notifying    that    NPI 
cold    Xe-133   prepared    from    chemical-grade    bulk  matl   rather 
th«n    Prom  phai-m-grade    bulfc    tn*tl 

STRICKUEH.L  J        office    of    Inspector   &r  Auditor        79/ll/OA  Office 

of    Inspector    t.   Auditor.        Ip          1BS03  077. 
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-93031HOO3I    Discusses    791109  meeting   ui/DOJ   re    potential    for   developing 
prosecti  tab  le    cais    against    Nuclear    Pfiarmac  i|i  Inc     DOJ   has    no 
Interest    in   proceeding    m/criminal    action    if   violation   not 
of    sufficient    significance   to  warrant    civil    penalty 

STRICKLER.L   J        Office    of    Inspector    (c   Auditor          79/11/13  Office 

of     Inspector   4    Auditor         2pp          18303   082 

-B303I80Q37    Diecussa*    771109   briefing    ui/DOJ    re   deficiencies    in   case 
against   Nuclear  Pharmacy, Inc    concerning    purchase   of   Xe-133 
From  Union  Carbide 

STRICKLER.L   J        Office    oP    Inspector    t.    Auditor          79/11/14  Office 

of     Inspector    *•   Auditor         Spp         1(3503   094 

-3305180044   urges    NHC    not    to  mitigate    fine    for  Nuclear   Pharmacy,  Inc.  re 
unauthorized   acquisition  b  breakdoun    of   packaging   &   delivery 
of    Xe-133    unfit   POT  human   use    Other   vendor    violations   cited 
Personally    identifiable    Info    deleted 

*      Affiliation   Unlnoun         79/12/01         SNIEZ^K.J    H         Division    of    Fuel 
Facility    &  Material)    Safety        3PP        18303    OB5 

-B3Q31SOOIS2  Documents    recollections    of   statements    made   during   790323  mjt 
cnf orCHment   conference    re   procurement    &   distribution  of 
Union    Carbon    Xe-133   contrary    to   FDA   t    NRC    requirements 
DICEY. 3    9         Deflion    3,     Chicago,     Office    of    the    Director         79/12/03 
STfllCKUER.J        Office    of    Inspector   t.   Auditor         2pp         18303   OB9 


-9305100133  Urges    final    action    to   resolve   notice   of    violation    Issued   to 
Nuclear  Pharmacy, Inc    in    Aug    1979  Review   bg    another   agency 
not   sufficient    justification    to    forestall    prompt   action 
DOMENICI.P    V         Senate         80/01/09         AH EAR ME ,  J   F         Commissioner* 
2pp         1BS03    120 

-8303180153  Discusses   800109   1 tr    re    ponding    administration   action 
against  Nuclear   Pharmacy.  Inc    (NP1)    DOJ   currently    reviewing 
matter  No   operating    restrictions    placed    on    licensee 
DiRCKS.W  J        Office    of    the    Executive   Director    for   Operations 
aO/02/11         DOMENICI.P   V         Senate          lp          1B303    IBS 

-830S1B0159  Confirms    900227    telcon   re   Jan    1979    into    at   Nuclear   Pharmacy, 
Inc    (MM)    No    Indication    that   NPI    reused   Neui  England    Nuclear 
dose   vials    For   packaging    b   distributing    Xe-133   observed 
Interview  rept   enel    Personally    identifiable    info    deleted 
D1CEV.B  B        Mlchlgam    Univ      of        BO/02/27        STRICKLER.J        Office   of 
Inspector  b  Auditor        9pp         1B903    123 

-8303180166  Notifies    that   D  Leggett   (.  J  Fischer    provided    u/ll»ted 
statements   during    90031O  visitiper   DDJ   Instructions    re 
Nuclear  Pharmacy.  Inc    Investigation  Personally    identifiable 
info   deleted 

BTRICKLER.L   J         Office    of    Inspector    &   Auditor         8Q/O3/13  Office 

of    Inspector   &  Auditor         lp         18303    133 


-B3Q31B0056  Submits    amended    response    to  750S1O  questions    re    license 
application  Manufacturers    package    insert    for   all    radiophares 
dispensed    bij   use   will    tie    foruarilad    to    each    user. 

SANCHEZ, R   L       NuPharm,  Inc        75/04/23        DOVER, J   E       Division    of   Fuel 
Cycle    fc    Material    SafetiJ         3pp          18503    091 


-8305180174  Advises    that    listed    original    statements    placed    In  Nuclear 
Pharmacy. Inc    investigation    file    on   800313, Personally 
Identifiable    info   deleted 

8TRICKLER,  L   J        Office    of    Inspector   t  Auditor        SO/03/13.  Offle» 

of    Inspector   &  Auditor         lp         18303    133 


-8305180063  Application    to  amend    License   24-16919-O1 . reflecting 
corporate    name    change    to  Nuclear   Pharmacy.  Inc    &   change   of 
adtfros-s 

R£fWIS,  J   H        NuPharm,  Inc         B6499         77/03/13         HOVER,  J   E        Office    of 
Nuclear    Material    Safety    4   Safeguards,  Dlrifc  tor          lp         18303   094 


-8303180179  Forwards    DOJ  BO0307    1 tr    describing    frustrations    In   dealing 
y/NRC   during    consideration    of    passible    criminal    aspects    of 
Nuclear   Pharmacy. Inc    case 

CUMMINOg.J  J        Office    of    Inspector   1  Auditor        80/03/13. 
AHEARNE,  J   F         Commissioner*          lp          1B303,  134 


-B3QSIBOO7Q    Ducusse-s    791307   telcon    re    postponement   of   meeting   u/Nuclear 
PhariFiac-y.  Inc    (NPI)    Alligations    in  notice    of  violation  u/o 
foundation  Prompt    action   to  resolve   matter    requested 

VAKERICS.T   v        O'Connor    fc   Hannan         79/12/O7         STELLO.  v         Director's 
Office.     Office    of    Inspection  and    Enforcement        3pp        1Q503  093 

-3305160074    Confirmi    7912O5   telcon  re   withdrawal    of  Nuclear   Pharmacy.  Inc 
matter    from  consideration   by   OOJ    Investigation    of    source   of 
unauthorised   disclosures   of   confidential    info    requested 
VAKERTCS-T   V         O'Connor    tc   Hannan         79/12/07         CUMMINGS,  J   J         Office 
of    Inspector  b  Auditor         lp         18303  Ofa 

-83031BG08O    Documents    recollection    of    790323    enforcement   mjt   meeting    r« 
Nuclear   Pharmacy.  Ire   reason   for   distributing   Union  Carbide 
Xe-133 

PAPERIELLO,  C        Region   3.    Chicago.    Office    of    tha    Director 
79/1&/1O         STRICKLER.J         Office    of    Inspector    &    Auditor         lp 
18503    100 


-8303130156  Disagrees   u/800313  memo    to   Chairman    ra    civil    penaltfei 
resulting    from  notice    of   violation    issued    to   Nuclear 
Pharmacy.  Inc 
STELLD.  V        Director's    Office.    Office    of    Inspection   and   Enforcement 

BO/03/ IB        CUMMIN08,  J  J        Office    of    Inspector   b  Auditor        2pp 
18303    143 


-83Q31B019&  Discusses   BO0321    telcon   u/former    employee   of   Nuclear 
Pharmacy.  Inc,  re    unsafe   k   unethical    practice*    Intervleu   end. 
Personally    Identifiable    Info    deleted 

HARD.W  J        Eiecutlve   Officer    for   Operations   Support        BO/03/31, 
Executive   Officer    for   Operations    Support        7pp         1B303    149 

-8303180S07  Notifies    that    final    rept    of   800401    interview  placed    in 
Nuclear   Pharmacy. Inc    statement    file    on   800404   Personally 
Identifiable   info   deleted 

STRICKLER.L  J        Office    of    Inspector   &  Auditor        80/04/04  Office 

of    Inspector   &   Auditor         Hpp         18303    132 


-8303100092   Discusses    status    of   c.ther   NRC    ofc    actions    from  790614-1127 
re   NRC    criminal    referral    to  DOJ  re   allegations    of    improper 
activities    by  Nuclear   Pharmacyi Inc 

STRICKLER.L  J       Office    of    Inspector   &  Auditor         79/12/13 
CUHMINQS.J   J        Office    of    Inspector   t   Auditor          3pp          18303    101 


-8303150223  Notifies    that   original    S0031?   statement    placed    In  Nuclaar 
Pharmacy.  Inc    file    on   800404,  Personally    Identifiable    Info 

dBlltBd 

SmiCKLER.L   J        Office    of    Inspector   &  Auditor        80/04/04  Office 

of    Inspector   t.  Auditor         ISpp         IB 303    163, 


-9305180096  F-oruards    7712O1    Itr  re   allegations    of    improper   activities    by 
Nuclear    Pharmacy.  Inc   Ltr    includes    number    of    issue*   uihlch 
appear    to  warrant    further    Investigation  Personally 
Identifiable    Info   deleted 

COWER, C    C        Eiscutive    Officer    for    Operations  Support        79/12/19 
FOKTUNA.R         Office    of    Inspector    (c   Auditor          3pp          18S03    106 


-9303190233  Discusses    conflict    of    interest   on   part    of    former  Region    I 
employee   re   civil    penalty    action    against   Elfreth    Alley 
Apothecary,  part   of   Nuclear   Pharmacy. Inc, Personally 
identifiable    info    deleted 

FORTUNAifi  A        Office    of    Inspector   &  Auditor,       80/03/S9        BISCUIT, L 
Office    of    the   General    Coun*el         lp         18303    199 


-S3031BO100   Discusses   a 001 28    interview  u/J  Murray    re  900121    meeting   u/ 
Nuclear    Pharmacy,  Inc    on    proposed   notice   of    violation 
BINCLAIK.J.R        Office    of    Inspector    tt   Auditor         Bl/02/04 
STftlCKLER.L   0        Office    of    Inspector    &   Auditor         3pp         1B3D3    109 

-B305I8010A   Discusses    B002O5   intervleiu  u/V  Stello    re  BOO  121   meeting   in/ 
Nuclear    Pharmacy  I  nc    concerning    sales   of   Xe-133    not   approved 
for    human    use  Affidavit    end   Personally    identi  { lib  le    Info 
deleted 

OAMHLE.D   H        Office    of     Inspactor    &   Auditor         81/03/09 
STRTCHLER,  L   J        Office    Of    Inspector    t,   Auditor         6pp         18303    112 


-B303I60241    Discusses    corrective    actions    per   800310    Itr, in   relponie    to 
NRC   800407  Si  0219    Itr*   re   radiation    safety    for    personnel    Mar 
film  badge    results    Indicate    significant    Improvement 
Personally    identifiable    Info    deleted 

»      NuPharm,  Inc         EA-BO-003         BO/03/09         STELLO. V         Director's 
Office,    Office    of    Inspection   and    Enforcement        2pp         18303,200, 

-B30Si80247  Notifies    that   800316   statements    placed    in  Nuclear   Ph*rmacyi 
Inc    file    on   800603  personally    identlf lablo    Info   deleted 
STRICKLER.l.  j        Office    of    Inspector   &  Auditor        BO/06/O3  Office 

of    Inspector   &   Auditor         13pp,       18303  202 


-93031BQ111    Discusses    Senator  H  Schiflitt   BOO  1  03    Itr    re   Nuclear  Pharmacy, 
Inc    CNPI)    &  T  Drockett    responses   concerning    possible 
criminal    violation*    by    NPI 

BTRICKLER.L.       NRC   -  No    Detailed  Affiliation   Given        BO/02/19 
WRC    -  No    Detailed  Affiliation  Given        lp         18303-  1  IB 


Requests    expeditious   resolution   of    notice   of  violation 
Issued    to   Nuclear  Pharmacy,  Inc 

SCHttITT,  K         Senate         aO/01/02         AHEARNE,  J         Comml  ssioners         lp 
1B3O3'  119 


-83D31BOS58  Toruiards   Amend   b    to   Matl    Byproduct   License   4B-174A6-O1HD. 
Licence  may    be    subj    to    subsequent   action   by   NRC    or    DOJ 
resulting    from   *>am   of    past    actlvltlei    Involving    Xe-133 
Personally    Identifiable    Info    deleted 

DELMEDICO, J        Division    of   Fuel    Cycle   (<  Material    Safety        80/03/03, 
REAVIS.  J  H        NuPharm. Inc        3Hpp         18303  213 


NONDOCKETED  ITEMS 


471 


-B3Q3180263  Forwards   Nuclear    Pharmacy,  Inc    BOO&st,    Itr    discussing    actions 
Initiated    to    provide   man    safety    tor-    employees 
FQRTUNA.R    A         Office    of    Inspector    b    Auditor          BO/07/Q7 
QREEN3PUN,  J         Justice,     Dept       of          Lp          1BSQ3   247 

-03031B0269  Discusses   BQOi24   meeting    re    development    of    corporate 
radiation    safety    program  Personally    identifiable    Info 
deleted 

«      NuPharm, Inc         BO/06/S6        DAVIS,  B        Region   3<    Chicago.    Fuel 
Facility   &  Materials   Safety    Branch         4pp         1B3O3   21 B 

-B3QS1802BS  Forwards    document*    on    invastlgfltion   of    Muclear   Pharmacy. Inc 
(NPI)    per    QOOB27    commitment    re   NPI-MI  luaukee    diltrlbutlon    of 
non-NDA  Xenon    In   uillful    violation    of    license    condition 
Personally    Identifiable    info    deleted    W/o   enc  1  s 
FORTUNA.R    A         Office    of    Inspector    t.    Auditor         80/09/19 
OREENSPUN,  J         Justice.     Dept       of         3pp          1BS03    232 

-03051B0291    Forwards    sin    interview   summaries    prepared    by   Region    III 
r*   apparent   conflict    at    interest   by    farmer   Region    I    amployie 
concerning    Nuclear   Pharmacy,  Inc    Investigation    Personally 
identifiable    info    deleted 

FORTUNA.R   A        Office    of    Inspector  &   Auditor        30/11/23 
OREENHPUN. J         Justice.     Dept      of          lOpp          IS 303   259 


-B30919OQ8B    Flcpts    allegation    re    Zack    Co    falsified    documents     concerning 
KVAC    activities    at     facilities    per    NHC    Nightly    Neius 
broadcas  t 

*      Radio    TV   Reports,      lie          83/07/34  NfiC    -    No    Detailed 

Affiliation    Given          2pn  18906    124          24X   Fiche    30-000.03/03/11. 

B3Q31900&5 

-B30919Q097    Requests     itivptt 1 jat Ion    of    Region    III     inadequate 
investigative    oversight    re    QA   breakdown    d  passible    criminal 
falsification  «t    Zack    Co.  HVAC    contractor  at    facilities   AT 
Howard    t,    S   Marello    alligations    discussed 

DEV1NE.T    .     GARDE,  B          Governmant    Ac  countabl  1  ftu    Project         82/O7/26 
PALLADINO.N    J         Comrni  5%  1  nners          llpp  1B306    128         24  X 

Flche    50-000,93/03/11.3303190003 

-B3D31901O2    Affidavit    at    SL    Marel  lo    ro    OC     breakdown    J,    criminal 
falsif ication  at    Zack    Co,  HVAC    cnntractor   at    facilities 
MARELLQ,  S    L         Affiliation    Unknown          B2/Q7/26         22pp         I  B306     139 
24X    Flche    SO-000,  B3/O3/ I  1 . B303190OO3 

-B30919O1O3    Affidavit     of    AT    Houard    re    OC     breakdoun    &    criminal 
faliif i cat  ion  at    Zack    Co, HVAC    contractor   at    facilities 
HOWARD,  A    T         Affiliation    Untnoun         B3/O7/31,          99pp         IB30i     liO 
24X    FUhe    30-000,  B3/03/11,  S30519000S 


B30318030B   FOIA    PBqo«.t    for    BECY-aa-17    t>   SECV-03-19 

BFtEADY.J  C        KMC.     Inc        83/02/OB        CHILK.  3,  J        Office    of    the 
S»cret*rg    of    the   Commiiiion,        lp         IB SOS  329, 

8305160316  Respond*    to   FDIA   request    for   BECy-83-17  t    BECV-S3~E9 
Forward!    documents   Documents    also   avallablo    in    PDR 

FELTON, J  M        Division   of   Rulei    and   Records        B3/03/29,       BREADYi  J  C 
HMC-     Inc          lp          1 830 3   230         SIX    Ficht    3O-337,  B3/O3/B9, B3031B0316 

— 3303100322  SECY-B3-019 

Informs    of    propated    plan    to    convert    seven    remaining 
provisional    OLs    to    full-term  OLs   after    completion   of   SEP 
Phaie    II 

DIRCKS, H  J        Office   of    the    Eiacutlve    Director    for  Operations 
63/01/17          13pp          1B309    231 

— B3O31S032S  BECY-S3-O17 

Notifies    of   r«sults    of   SEP    r«vleiu   of    facILiti; 

DIRCK8, H  J        Office   of   the    Executive    Director    fur   Operations 

83/01/12         47pp          1BSOS    24A         24X    Fiche    3O-337, B3/03/29,  B303IB0316 

3309190005  Final    responte    to   FOIA   request    for    documents    re    Zack   Co   b/or 
work    performed    bg    Z«ck    in    const    of    Facilities   Forwards   App   A 
documents   Documents    denoted   u/asterlBk    available    in  PDR   App 
9,  C,D   ti   E   documents    ulthheld    (nf   FOIA   Coemption   7) 
FELTDN'J  M        Division    of   Rules   and   Records        B3/03/11 
PRENDERQAE3T-R        Prendergast,     R.  J        17pp         18306  057        24 X 
Flche,  30-000,  H3/03/ 11,  B3001 90000 

— S2082303Q6  Trip    rept   of   82QB02    aud it, ravleuing    seismic   h  qualification 
file    for    Zack    Co    equipment i  at    Sargent   t>  Lundy   Engineers    nfc 
In  Chicago,  IL 

ROBZTOCZY,  I   R        Enulpnunt    Qualification   Branch         B2/OBVO& 
HCHHENCER,A,        Licensing    Branch    2         Bpp          183O7   201         24 X 
Fictie    30-000,83/03/11,8303190003 

— 6305190043  Requests    vendor    Insp    of    fact  11  tim    having    contracts    ui/Zack 
Co   due    to   QA/QC    problems    at   Midland    re   HVAC   actlvitlec 
Zack    CD   correspondence   re    LaSalle    t.  related    Info    end 
FIDRELLI.O        Region  3,    Chlcaoo,    Reactor   Construction   *•  Engineering 
Support   Branch        BO/04/S1         PDTOPOUS!  U        Region    4,     Dallas,    Vendor 
Inspection    Branch          12pp          18306   O77         E4X    Flch*    3O-OOO,  83/03/1 1- 
8309190003 

—  3303190050  Summarlies   B2043O  meeting    u/presldttit    of    Zact   Co, HVAC 
contractor    at    facilities, re    potential    allegations    Zack    Co 
planning    to    terminate    several    emplogees    In   document    control 
section 

HAYES, D  M        Reolon   3,    Office    of   Director        B2/03/IS  Region    3, 

Office    of  Director         lp         165O6  089        31X  Fi eha . DO-OOD, 83/03/1 1 , 
830319000S 

— S303190061    Summarlte*    B805tO   telcon   w/T   Howard,  former    employee   of   Za.c* 
Coir*   allegations    concerning    Zack    Co. HVAC    contractor   at 
various   nuclear    power    const    alte*    Matter   will    be   puriued 
upon   return    of   C    Hell    on   or   about    8EO317 

PHILLIP,  0  A        Region   3,    Off IcD    of    Director        EI8  B2-35        B2/03/H1 
Region   3,     Office   of   Director         lp         18306   09O 

— 93031?OOB4  RD    fire    dampers    supplied    bg    American  Warming    Ik  Ventilation, 
Inc    declared    Inoperative   Caused    t>v    discrepancy    In    fuse    link 
assembly    tli*   Fuie  aiiemblles   ulll    ba    replaced.  JV  Winkle    Itr 
r«   new*   talecast    b  J   Dlerbeck    note    end, 

HOLYOAK,  R.H       Commonujtil tli   Edison   Co       82/O7/01        KEPPLER-J  0 
Region  3,    Office    of   Director        33pp.        18306   091         24 X 
Flehf    30-000,83/03/11,3303190003 


-8305190112   Deficiency    rept     re    errors    &    discrepancies    contained     in    HVAC 
ma t 1    Certifications    Procurement   documentation   will    bo 
re  val  idated  i  doc  ument   &    r-acords   mg  t    program  ulll    be    developed 
(.  -QA/8C    personnel    will    be    addeM   Also    raporta&le   per   Part   21 
CALKINS,  D    E    ,     EICHSTAEDT. C    L    ,     DEZUTEL. C    Z          Zack    Co         10CFR 
030    3SE          Bl/10/23          3IOpp          IQ506    2(3         34X    Flche    50-000,33/03/11. 
9303190003 

-9303190119   Re'pts    investigation   re   po-salblo    Plaued    equipment    at 
fac  1 11  ties,  per    Eijeuitness    Neus    broadcast 

*  Radio    TV  Reports,     Inc         B2/07/2&  NftC    -  No  Detailed 
Affiliation    Given          2pp           185O7    163          24X    Fiche    30-000,63/03/11. 
B3O3170005 

-3305190134    Offers    assistance    fc    cooperation    in     investigating    Zack    Co 
Suggestions    discussed 

DEWING,  T    ,     GARDE.  G    P         Government    Accountab  1 1 1  tij  Projec  t, 
B2/O7/37         PALLADINO.NJ        Commis s 1  oners        2pp        IS 307    167        S4K 
Plche    3O-OOO,a3/O3/lI,  B3O5190003 

-8303190128    Forward*    outline    nf    Investigation    ropt  re    Zack    doeumentati  on 
concerning   HVAC   activities   Discussion    of  matl    spec    i 
mechanical    properties    for    galvanized    sheet    steel    It   stlffener 
hanger    ti    support    steal    !»    L  OelOeorge    handiuritten  notes    and 
NORELIUS,  C    E         Region    3.     Office    Df     Director         02/07/28 
KEPPLER,  J   0    ,    DAVIS.  A   D    ,     FOSTER.  J        Ragion    3.    Office   of    Director 
23pp          1B307    Ifi9          H-VX    Flcha    30-000,83/03/11.8303190003 

-8309190133    Forwards,    results    of    analyaes    of   carbon   steels    received    from 
Region    III    on   B3O72A    NGS    atds    usad    to    quality    assure 
phosphorus. manganese    i>   eoppor    results    performed    on    same 
sample    solution 

OREEN.D    W         Argonne    Mational    Laboratory         92/OB/03         LAMKSDUHY,  R 
Region    3,     Office    of    Director        4pp         10307    1"?4 

-B30S1901A5  Confirms    telcon    ui/Tongue    re    Unit    1    suitchgear    heat    removal 
uelds   Certain  ueld-l    on    Unit  2,Dlv    II    sultchgaar   heat  removal 
iiji    mag    not    m*et    app-1  lca.ble    code    rBnuiremants 
HQLYOAH,  R   H        Coirmonuiea  1  th   Edison   Co         63/OB/06  Region    3, 

Office    of    Director  lp  18307    2OO          24X    Fiche    30-000,03/03/11, 

83031900OS 

-B303190191     Informs    of    atty.     Beneral    of    State    of     IL    intention    to    attend 
NRC   E1SOB11    meeting    u/utll    b  Onvt   AccouTitab  I  Utg   Project    to 
discuss    selection    of    third    party    to    Investigate  HVAC 
al  legations 

VAN  VFtANKENiJ         Illinois.    State    of         B3/OB/09       KEPPLER.  J  Q 
Region   3.,     Office    of    Director         Ip          18307   30?       S4X 
Fiche    30-000.83/03/11,  03051*70003 

-B305190153    Foruardi    results    of    reanalysea   of    carbon    stools    received    on 
B2O736  Analysis    results    of   NDS   carbon    J<   sulfur    std    data 
subtnt  tted 

OREEN.D.H        Argonne    National    Laboratory        S2/08/10       LAWKSQURY,  R 
Region    3,     Office    of    Director        Spp          1B307    210 

-83O51V014B    Introduction    of    850811    public   meeting    to    discuss    utll    plans 
re    employment    of    third    party    contractor    to    conduct 
independent    review   of    HVAC    sys   at    facilities 

*  NRC   -   No   D. tailed    Affiliation    Given        BS/OB/11        2pp 
IBS07-214         B4K    Fiehn    5O-000, B3/03/ 1 1 . B30319O009 
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-B305I7O167   Renusits    that   all    Interested    parties    be    furnished    proposed 
contract    betuten    util    &   CF    Braun    Far     Independent 
Invti  tiijat  inn    of    facilities   i   be    allowed    to    submit   written 
comments    before    agreement    flnalitBrt 

VAN   VRANKEM.J          Iljinoii,     State   of          B2/OB/12         KEPPLER, J   0 
Region  3.    Office   of   Director        Spp         19507   215        24X 
Fiche    30-000-83/03/11.8303170003 

-8303170179  PBHue-sts    that   Region    III    monitor   CF  Braun   activities    in 
independent   review    of   HVAC    sgs    at    facilities    &    that    T   Howard 
ti  9  Karelia   experience   t    knowledge    be    utlllied    in   revteu 
proeen  Utll   82O813    Itr    to  CF   Braun   &   Co   *ncl 

HOHARD.A   T         rtf  Filiation    Unknown         B2/OB/13         KCPPLEFf,  J   3         Region 
3,     Office    of    Director         llpp         1BSO7   21fi         2-4X 
Fled*    30-000,  63/03/1 1 ,  B305I700O5 

-8309190164  Confirm!   B20BIH    tolcurj  re    telephone    call    from  M  Cherry 
concerning    Zae*    Inveitlga  tlnn   &  c  1  rcumitain-c  et    mi-rounding 
termination  at    Zacfc    employees, 
DAVIS,  A  D        Region  3.    Office  of  Director        B2/09/li        FITZBEWALD, J 

Office   of    lnv«itiBJtion         Spp          1B3O7    23O         S4X 
Ficti*    BO-OOO,  B3/03/  11,03031  90005 

-9305190189  Notification   of  820824  melting    w/utll    in   Qlen   Ellyn,  IL    to 
discuss   status   -of    licensee    independent    HVAC    revleu 

*      Region   3,    Office    of   Director        68/08/18  Re-glon   3r    Office    of 

Director          lp          1S3O7   231         24X    Flche    SO-QQd  B3/03/1 1,  B3Q519O003 


-83051?O303   CQD-00349Q   fiOO 

Rev  0   to    "Assessment   of   Stitch   Meld    Strength    in   HVAC 

Ductwork    Conltj  LaSalle   County   Station  Unit*    I   In  3   " 

CHO,  F  L    .    K1SISEL.  I   T   .    MELIOI.A  V        Sargent   !<  Lundg,     Inc 

82/03/27          27pp          18307   31B.        SIX   Flch»    30-000,03/03/11,0309190005 

-B305190304    Discusses    concerni    on   behalf   of   AT  Houird   b  S  Marelloifor 
NRC   consideration    in  revleu    of  CF  Braun    final    proposal    to 
conduct    Independent  review   of  HVAC    sys   at    facllitiesr per 
B2O824  meeting 

DEVINE,T         Government  Accountability   Project        B2/09/04 
KEPPLER.J  0        Region  3,    Office   of   Director        6pp        18507,343        24X 
Flche    30-000,83/03/11,8303190005 

-8303190304    Clarifies    initial    action*    taken   r*   A  Howard   allegations 
concerning    Jack   CD   Agrees   u/RF  Marnlcb    handling    of    caie/   ui/ 
relative    prlorltg 

rO3TEFt,J    E         (teolon   3,     Office    Of   Director         82/07/07         KEPFLER,  J  C, 
Region  3,     Office   of   Director        3pp         18307   331 

-B30919O307   Dlicuaot    A  Howard    B20903  allegatic-ni   re   Zack    Co   tampering 
u/documtnt>   concerning   HVAC    actlvitiei   at   facilitlei. 
Further    investigation  uill    be    Implemented    if    deemed 
jppropridtB   by    mgt 
EHAFER.H.D.        Raglan   3-     Office    Of    Director.        82/09/11         MARIMICK.  R   F 

Region  3,     Office   of   Director,       3pp.       1S907'354        24 X 
Fieh«.  30-OOQj  83/03/1 1,8303190005 


-E3031902-07  Verifies    AT  Howard    receipt    of    four    cassette    tapu    of    320730 
discusiions   betueen  NRC  t   AT  Hoiuardi  SL  Marello  &   T  Devlne    at 
Region    III    ofc    In   Olen  Gllijn,IL 

•>       Reginn    3,     Office    of    Director         HOWARD,  A   T         Affiliation   UtilnoUn 
&2/OB/20  Region  3,    Office    of    Director.       lp         10307   253 

-B303-I90232  Requests    Investigation   re    discharge    of   AT  Houard    b 
S  rtareilo    from  Zack   Co,  per    6SOB19   discussion    u/ 
J  Fltigerald 

DAVIS.A   B         Region    3,     Office    Of    Director         B2/OB/a3         FOBTERj  J   E 
Region  3,    Office    of   Dlmetor        lp         193O7  99? 

-3305190274  Confi.mii    oral    direction   given    to   RD   Lanksburv    r»nu«»tlng 
that    lack    invest  1  git  Ion   detirmi-ne   adequjc^    of    qualification! 
of    Zack   personnel    involved    in    Zack   OA/QC    program   War  I    nay    be 
performed   bij   Region    IV 

DAVIS-A  8        Region   3,    OfFlce   of   Director        83/06/33        MOHELIUa. C  E 
Division   at   Engineering         lp        IB307  242 


— B30SI90329  flecponds    to  880704    Itr   containing    comments   on   CF  Braun 
proposal    for    independent   verification    of  HVAC    ig*   at 
facll i tie*   Comment    taken    Into   consideration    in   NRR  revleu 
of    proposal 

KEPPLCR.J   Q        Region   3,    Office   of   Director        82/09/13        DEVI  ME.  T 
government    Accountability    Project.       lp        1B507.397       S4X 
Flche,  90-OOO,B3/03/1 1,8905190005 

—8305190332  Foruarili    "UaSalle   Countg   Station    independent  HVAC   Rtvlei*.  ' 
Interim  rept.Rept   also    lent    to   JO  Keppler 

KEHPIAK.A    J         C   F      Braun   !<   Co         BL-&         S2/09/19,        8HGLTON,  B    K, 
Commoiiuialth    Edit  on  Co        lp         1B907   397        34X  Flche   90-000, 
83/03/11,  B30S190003 

— 8303190337  Foruardt   rtsulti   of    analgsts    of    »t«tl    received    on   BE0919, 
GREEN.  &  H        Argonna  National    Laboratory        82/07/29       LANKSBURYiR 
Region    3.     Office   of   Director        3pp         1890B' OB9 


-B30S190Sa3   Intratfuction   of   320634    public    meeting    to    dttcu*s    util 
preliminary    plans    re   indapcndant   rtviaui    of   HVAC    si;s   at 
facilities  Meeting    uill    focus    on   CF   Braun    tnchnicjl 
proposals 

•      NRC    -   Mo    DitBlleif   Affiliation    Blvin         83/09/24          lp          183O7    246 
24X   Fiehff    50-000f63/03/ll,  8305170005 

-63051 -90289  Forwards   T    Devlna   620313    Itr, AT  Houard    620B13    Itr    b  S3 
Marallo  S20BI6    Itr    for  NRR   i:on*id«r*t  1  on    In   aiieiiment    at 
util    propoial    an    third  party  revfaui  of   HVAC    iyf    at 
facilities 

BPEB3ARD, fi  L        Division   of  project   &   Resident   Programs.       83/OB/29. 
EISEhWUT'D  0        Division   of  Licensing.       lp         19907  293        24* 
Flclie    30-000,83/03/11,8309190005 

-B303190292  Advisii    that   AT  Howard    (t  83   Mart  Ho   to   not    object    to 
selection    of  CF   Braun    to   conduct    third    party    inveitlgat Ion 
of    charges    aeainst   Zack    Co,  *ui  j    to    listed    con-dltioni  ftelateil 
Into   i-ncl 

DEVINE,  T        Sovflrnment   rtceount»bll  I  ty    Project        B2/OB/f3 
HEPPLO,J        Region  3,    Office   of   Director         t£pp         19907    294        24 X 
Flchi    30-000,63/03/11, 8303190003 


-8303190341    Forwards   results    of    analysis   of   stBtlt   received    on  8209S4 
QUEEN.  D  U.       Argonn*  National    Laboratory,       82/10/11        LiWBBURY- fl, 
Region   3,     Office   aP  Director        2pp         tBSOB'OBS, 

-3309170393  Foru/ards   TE  W*tti   821019  ti   S3  memofl    to   CM  Schrotder 
responding    to  R  Lank (burg    questions    re  HVAC    ductwork    di»ljn 
h    tranimltt Ing    Rev  O  to   Project    Instruction   Pl-LS-4Si 
"R*vt»w  of   QC  DocunintaClon   for  LaSalii  County  Station   " 
SCHROEoen,C   U.      commonutalth   Edison  Co       5332N.      82/10/27 
KEPPLER, J  0        Region  3,    Office   of  Director.       9pp.       1890B'093        24X 
Flch«    50-000,83/03/11,8305170005 

-B3O91>90397   Rev  0   to  Project    Instruction  PI-LS-4S,     "Revleiir  of    QC 
Documentation    for  LaBalle   County   Station  Units    I   fc  2   " 
M      Bargant   fc  Lundg,     Inc,       62/10/21        7pp,       18908:102        24 X 
Ffclir    90-000,83/03/11,8303190009 

-3303110363   Forwards  Vols    1-4    to    "Independent  HVAC  ftevieu>  LaBaille  County 
HucU'r  Plant,"   final  rept. 

KEMPJAK.A  J.       C.F      Braun  fc  Co,       BL-23        BZ/10/27        BHELTDN,  B.  B. 
Cominanuealth    Edison   Co.       lp         18308.111.       24 X   Fiche'  90-OOO, 
B3/03/I1.  B3O319OOOS, 


-8 3 0 3 1 902? t  Comments    on   BB031 1    meeting   u/NRC  it  util    re    CF  Braun    audit   of 
facilities.  CF  Braun    should   rept    directly    to   NRC    &   should 
audit    all    critical    areas   at    factlitlai 

WiHELLOrS   L        Affiliation    Untnoun        SS/OB/16        KEPPLER,  J       Region 
3>    Office    of  Director        3j>p        18507   313        34X  Flche    90-OOO. 
B3/03/  1 1,  B30317O003 


-B30319C-367   Ack    receipt   of   CF  Braun   final    rept    of    Independent   HVAC 
revitui  at    facilities 

PHILLIPS,  R.W        Region  3,    Office   of   Director.       82/10/27  Region 

3,     Office    at   Director        lp         18908.112       B4X  Fiche.  30-000.83/03/11, 
fl-303 19000S 


-8305,19027?  Advlsei    that   HVAC   revieu   consisli    of    independent    revleu 
ravleui  of    allegations   ti    that  MRR  i   Region    in 
responiibl 1 1 tiei    deliniattd    pir   820824    meeting, In  response 
to  HR    Din ton  qu«»tton    (draft  memo) 

BOURN  I  A,  A        Licensing    Branch   S       62/08/26.       NOVAKi  T.  J1,       Asilstant 
director    for  Licensing.       lp         IB907  316 


-8305190374  For  ward i   Itr   from  Chicago-based   lau  firm  representing   *« 
Co,  requesting    withholding    of    documents   re  NRC    Investigation 
of    Zack    Co    par    10CFR2  790  Conference    call   uill    be   held   on 
821110  to   dlscuit   *ubj  U/o   incl. 

COLLINS- J.T        Region   4,    Office   of  Director.       82/11 /OB        KEPPLGR.-J. 
Region    3,     Office    of    Director.      CUNNINOHAMi  0.       Office   of    the 
Eiacutlve    Legal    Director         lp.       1B90B' 113 


-B305190302  Foruardt   Rev  0   to    "Aitettnent    at   Btitch    MeU    Btrcngth    in 
HVAC  Ductwork   Const. U»8al  1  e  Countu    Station  Units    1   «t  3.  "   QC 
rejectable  ueldi    have    sufficient   strength    to   mi*t   design 
requ!r*m»nti   of  HVAC  ductwork  &  need   not  be   repaired 
POLLOCK-i  R.H,       Sargent  t,  Lundu,     inc.       82/08/27,       SHELTONrB  R 
Comjronutalth   Edison  Co        ip        13307  317        24X   Fl che: BO-OOO, 
83/03/  1 1.  B3O3190D09, 


-B305190379  fiaquists    list   of   results    of    detailed    calculation*    on   ribar 
damag*    for    &47  concrete    elements   affecting   Unit    1    operation 
ti    approved    CF  Braun    proposal    far    independent   HVAC   ravleu. 
lack   Co    chronology   end 

QQOJDIE.JS         Illinois,    State    of        82/09/07.       KEPPLER,JO,       Region 
3,     Office    of  Director.       9pp.       16911:378        34X  Flche:  90-000, 
83/03/11,8-309190003. 
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— 3303190384   Advil**    that    field    imp    of   HVAC    igs   at    facility    completed, 
Including    review   of   Oavt   Accountabl  UK    Projtct   alienations 
against    Zacfc    CD   No    technical    basis    eiliti    for    further 
restriction    at    facility    pourer    level    W/relat*d    info 
KEPPLER.J  0        Region   3.    Office    of    Dire-ctor        B2/12/O3        DENTON,  H   R 

Office    of   Nuclear   Reactor    Regulation,     Director         llpp         18313  03 B 

24X   Flche    SO-000, B3/Q3/11.  8303190003 

— B3031v03S7  Rev    1    to    "LaBalle    County    Station  Technical    Proposal,  " 
Including    icope    of   uorki  uor-li    plan   to   accompli*)!    independent 
HVAC  rovieu, organiiatlan    chart    &  resumes    of    personnel 
assigned    to    project  Llit    of   matl    ipecs    for    HVAC    const    end 
»      C, F      Hraun    &   Co         82/08/23         34pp          18312    135         S4X 
Flch*    30-000,  03/O3/U,B303l90O05 


-9303190390   P   Donahua    ihow   Transcript    OB302   r*    nuclear    pouel 
Info   re    facilities   &   lack   Co   ancl 

»     Multimedia   Program  Production,     Inc         83/03/11         12Bpp 
1B9         S4X    Flche    30-QOQ.  B3/03/ 11,  83031 9QOQ3 


ifsty 


B3O3230061)   Responds     to    FOIA    raqueit    fop    SECY-a2-13D   Forwardi     requested 
document    Document    also    available-    tn    PDR 

FELTON.v)   M          Division    of    Rule*    and   Records         83/O3/31         PEDROj  J        NU3 
Corp         tp         1S343    137 

—  0303230070   BECY-B2-Q13D 

Informs    CoramliBinn    of    status   af    implementation   of   10CFR9O  48 
i.    App    R    to     10CFR5O    re    Flra    protection    pule    for    Thlrtf 
Quarter     1982:,  per    SJ    Chillk     BO  11  03    request 

DIRCKS.W  J        Office    of    thu   Executive    Director    fur  Operation* 
82/12/10         9pp  13343    13B 


a3Q323OUS   Final    reiponie    to    FOIA   request    for    Imp    repts  af    safety 
violations    at    Kerr-McO»e    Pi*    plant   at    Cremanti  OK    frqm  Au|(- 
Nov    1978   Forwards    JF    Donahue    731102   msffio    transmitting    IE 
Investigation    Rept    7O-1  193/73-01   iii/portlons   aaletsd 

FELTOM.J   M          Dlwliloh    at    Rules    ana    Records         63/03/22        WlDMER.fi   R 
Affiliation    Unknown          Ip  18543    194 


-9303190393  Ditcussei    Zack    Co    Part   21    rept   re    dual    traveler   record    «i, 
for    fabrication    of   duct   work    *<   hang'rt    at    fad  1 1  ty>  per 
H 20729   telcon   w/L   DelQeorg*   1<    C   Read    AT  Howard    raiume    encl 
WILLIAMS, C  C        NRG   -   Ho   Detailed   Affiliation   Given        B3/O3/11 
LANK8BURY.R.  D.       NRC   -  No   Detailed   Affiliation    Given.      6pp 
19313   317,        24X    Fiche    30-000.53/03/11.8303190003 

-930S19039i  Discu*fet   BS06S4    telcon   u/B  Qarde    of    Oovt  Accountability 
Project   r*  •negations   concerning    lack    Co   QA    program  at 
facilities  P*rsonally    Idtnfclf table    Info    deleted 

NORELIUB.  C.  E        Division    of    Engineering        92/07/12  Division   of 

Engineering         Ip,       10912  323        24X   Flche    50-000,83/03/11, 
B303190009 


— 8309190399   Handurittin   notes    re    meeting    u/utll    on  alligation* 
concerning    I act    Co   activities    at    facilities 
DAVIB.A.B        NRC    -  No   Detailed    Affiliation   OlVRn.       0S/07/16 
1B31S.333        24X   Flche    30-000,03/03/11,8303190003 


9pp 


-8305E30134    Fopuardt    R»oulatory    Inwsst I  gat  inn    Rept    70-1193/73-01    on 
73O717-21    No   significant    health   &    SJifaty   problomi  anoclatod 
y/occurrencas   r»porte>d    In   allegations 

DONAHUEi  J    F         Atomic    Enn-gij    Commission         73/11/02        FIOBELtl.O 
Atomic    Energy    Commission          4pp          IB 543     139 

-8303230139    Regulatory     Investigation    Root    70-1193/73-01    on    730917-31 
Major   area    invs-vtl  gated    anonymous    allegations    re    leaks    in    Pu 
ua*t<   drums    d   unsafe    practices    Info    r«    personnel    IntBrvleus 
deleted 

DOMAHUE.  J    F   ,    FINN,  J  A    ,     RIDOUAV,  K    H         Atomic    Energy  Commission 
73/11/01  IQpp  1B343    139 

-8303230179   Di«cu**as    lictniee    employe*    allegations   re   spilli    of  Pu  t, 
leaking    tanks  Facility    Insp   ui/emph-asi*    on    tncidants, 
ip  1 1  Isi  dec antamlna tlon    &    personnel    axposurei-    scheduled    for 
73O917 

DONAKUEiJ    F        Atomic    Enei-^y   Commisi  tan        73/09/04  Atomic   Ennroy 

Commlnlon          4pp  1B343     177 


8309200087  Respond*    to  FOIA  request    for    name    of  manufacturer    of    fuel 
rods    used   at    facility    Fuel    rods    mfg    bu    DfcH, 

FELTON,  J  M.       Dlvl*lon    of  Rules    *nd    Records        83/03/31        UNITED,  P.  J 
Affiliation  Unknown         Ip,       1G341.004         24*   Fiche'  30-330,63/03/31, 
B305EOOOB7 

B3O9200101    FOIA   r«o.uest    for   name    of   manufacturer    of    fuel    rods    useid   at 
facility 

UNITED,  P   J.       Affiliation   Unknoum        83/03/23        FELTDN-  J  M        Dlvlilon 
of    RuUi    and    Records.       Ip         1BS41-003        24X   Flche,    30-320.  B3/03/23, 
8303200101, 


— 9305230186  Updates    73O904   memo   re    licensee  «mpkoyee   allegations 

conctrnlrig    untafB    uorVlng    conditions    Una  to    possible 

contamination    of   uork    site*   R-elated    neus  ertlclei   &  press 
releaiD    encl 

DONArWEiO    F,      Atomic    energy   Commlss.ion  73/09/13  Atomic    Energy 

Commission          lOpp  1B343    161 

— B30923019i    Rev   1    to    Pu    Plant  Std   Operating   Procedure    KM-NP-37-2, 
"Liquid    Unite   Sol  1  iJl  f  Icat  ion    "   Related     Info    end 
MULKIN.R          Kirr-KcOe*    Nuclear    Cnrp          72/03/O2         31pp          133*3    191 


B30923OOO3  FOIA  request   for  all   c orr«»pond»nco  (,  repts  r*  NRC   Contract 
NRC- 19-92-493,     "E«p.rl  Opinion    on  Us*    of   PRA  k   Safety 
Ooalti  "   betuam  NRC  Ofc   of  Pollcij  Evaluation  ti  NUS  Corp 
6HOLl-¥,B.  C        Union    of   Concerned    Qciantltts        FIN  B-B17B 
NRC-19-S2-493        B3/03/U        FELTON, J.  M        Dlvlilon    of   Rules   and 
Records         Ip.        1S34&.  2eS 

S309230028  Responds    to  FOIA  request    for    all    correispondanci   I   repti   re 
MRC   Contract   NftC-19-B2-493,     "Expert   Opinion    on   USB    of  PRA  Ic 
8*fetij   Ooals,  "    betueen   NRC   Qfc    of   Policy    Evaluation  fc  NUS 
Corp. Forward*   App    A   document* 

FELTON, J  H        Dlvition    of  Rule*    and   Records        FIN  B-S17B. 
NRC-17-BB-493        83/03/31        SHOLLY- 9   C.       Union   of   Concerned 
Scientists.       2pp,        1B346  203 

--9309230039  Comments    on  HUREO-OBBO,     "Safety   -Ooals    for   Nuclear   Power 
Plants. Dt*eu»*lon  Paper,"    Feb    19B2  Proposed    policy    do«s   not 
contain    independent    numerical    guideline   for   early    fatality 
societal    riik, 

LEVINE,B        NU8  Corp        CO-BL-SB-8E        B2/03/SA,       REM1CK.  F.  J,       Office 
of   Policy    Evaluations.       9pp.       18946:  BiS, 

— B30 32300 47  Advl**i  that  B  Lnvlne  directed  to  provide  follouup 
dl*cuislon  Ii  advice  on  fafetu,  goals  re  82099A  urltt«n  rept 
k  B20719  meeting  u/F  Remit k  provldlnfl  advice  on  use  of  PRA, 
per  Article  I  of  Contract  NRC-19-S2-493 

MONTOOMEftV,  J  M.       Office   of   Pulley    Evaluations        NRC-19-BS-493 
BB/07/19.  Office    of   PolUij    Evaluation!.       Ip.       163461274. 

— B303230O37  Forward*  matl   from  O  Kaif«r   re   calculation  of   individual 

lociatal   risks   far   comparison  u/nfetij   goal*  Requests 

maatlng    w/O  Kals*r   V  R   Bland    to   discu*s    difference!    in 

prediction*    of   uiiighted    Individual    risk    requaitad 

LEVINE.S        NUS  Corp.       CD~SU-«?a-B2        B2/H/18.       2ERBE.J.E.       Office 

of  Policy  Evaluation*.      2flpp-      1B346.S73. 


B3O9S30099  FOIA  request    for   BECV-S2-I3D, 

PEDRO,  J        NUS  Corp.       CD-LI8-S9?a.       83/02/28 
Records.       Ip        1B343   136. 


Division  of  Rules  and 


— 0303230207    Forward*    Region    IV  660729   m«mo   re    Facility   cloieout    mrvei/ 
rasults   License*    ma'sujrenentt    In    6£>O6o?   Itr    subitantiatied 
bg    Region    IV  findings 

ROY,Q  W,       Atomic    Energy    Commlsilan        44,/03/OB        NUEE3AUMER,D  A 
Atonic    Energy   Comnliilon         Ip         18343   222 

— B305230232    Discusiit    closeout    Insp    aP    Licenses   SMQ-a&4  1<  8NM-693  on 
66O70i  Recommend*    that    licensee   IB    authorlred    to   transfer 
control    of    facilities    to    unllceniad    reciolfmt, 
WALKER,  D   L.       Atomic    Energy   Commission        6&/07/29        DUBINSKIiL 
Atomic    Energy    Comminion        4pp         1B343.2S3 

— 8305230233   Requests    author liatton    to    release/    vacated    facilities  at 
CuihlngrOK    to   refining    div   for   unrestricted    use   BlBgs    used 
bij    nuclear    products    dejit    cleaned    &    decontaminated    Ksalth 
physics    vurveij    Indicates    contamination    betou    limit! 
UULLERiO   B        Kerr-McOee    Nucleap   Corp         66/O6/09       NUSBBAUMER.  D  A 
Atomic     Enargy    Cammlsilon         4pp          1B343    337 

830S23O203  FDIA  rea.u**t    for    NRC    Inv»st  i  »*t  ion   Rtpt    1-33-OO3 

QORELICK.  H   S        Steinberg,     Qreemteliu     Qorellckr    Price  (t  Laveson 
83/O3/23        CHRISTOPHERr K         Office    of    Inveltlga tion        Ip         16343307 

B30323O215  Responds    to    FCIIA   r«quest    for   NRC    Invs it iflation  Rapt 
1-63-003  Rept  withheld     (raf    FOIA  Exemptions    9    b  7) 

FELTDN,  J  K         DiviUon    of    Rules    and   Records        33/03/03        ODRELICK,  M  B 
Steinberg.     Ortinsteln.     Oomlict,    Prlc*    t,  Law  son        Ip         lB343'3Oa 

B30323022O  FDIA  requait    for    names   8<  addrvasei    of    outside    lau    Plrmi 
which    have    parformeid    legal    svc    for   NRC   during    past  3  yrs 
Involving    Title   VII    or    ttttllar    imploumnnt   d Iscrimatlon 
matteriil    e    age    or    handicap 

SIMPSON- O  H        Slmpianr     0.  H,       83/03/2?  Office   of    Admin totratian 

Ip          18343    343 

6303230233   Responds    to  FOIA    request    for   name*    fc  addresses    of    outside 
lay    firms    uhich    have    performed    legal    svcs    far    NRC   during 
p«tt   3  yrs    Involving   Tltlo   VII    or   slmlKr  employment 
dl*crlmntion   matter*   No    records    tub j    to    request   available 
FELTON,  J  H        Dlvi«lon    of    Rules    and    Records        S3/QVB9        B  IMF  BON,  0  H 
BImp*onp    O   H.       Ip         18343' 344. 
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B30S23Q329    FDIA    request    for    three    categories    of     d 
PUNTENNEV.J         Safe    Energy   Coalition         B3/O2/14 
and    Records          Ip          18343   307 


Dlviiion    of   Rules 


8303230332   Partial    response   to   FOIA  request    for    three    categories    of 
documents   Forward*  App   A  documents    Document    3    aent    to    NF1C   61; 
State    of    VT    Si   approved    for    release    by    DDT    Rn-view    of    add] 
aocumont-s    in  pTO-jve^i 

FELTCN,  J   M         Oividnn    of   Rules   and    Records          B3/O3/21          PUNTENNEY.J 
Safe   Energy    Coalition        3pp         1B343  310 

—  330523033"    Ffi   Notice,  VQl   47,  Number    78    from    Research    &    Special    Projrams 
Administration    Belated    news    articles    &    Itr     from   State    of    VT 
to   DDT   secretary    end 
«       Tram  par  cat  ion.     Dept      of         8S/04/22         3Opp  18343    313 

B3Q3230243  FOIA  request  for  documents  m  msnting  butujsen 
rflpr««entatlves  of  ASEA-ATDM  (Sweden)  &  NRC  concerning 
J>rac«n  Inlierent  Ultimate  Safety  Reactor 

SHQLLY.S   C         Union    of    Concerned    Scientist*          83/04/13          FEU  TON,  J   M 
Division    OF    Rules    and    Records         Ip         18545    2A3 


— B1O330O27A  Comments    on   draft    "Reactor   Safety    Study    Methodology 
Applications   Program  Ftesulti    For   Grand   Gulf    1    BUR  Power 
Plant   "   omissions    &   simplifications    overstate   risk    of 
facility    operation 

HODOeS.M         Reactor    Systems    Branch         81/03/24         CURRY,  J        Qffle*    Of 
Nuclaar  Regulatory   Research.    Director        3pp         16373  233        24X 
Flche   50-000, 83/03/31,8305210234 

— B3O3240259  For ward 5    comments    on    draft   rept   re   Reactor    Safety   Btutfy 
Ma  thodBlogy.    Application!    Program   for    facility    Changes 
indicated    in  areas    of   validity    of    »ys    criteria   &   correctness 
&    approp lateness    of   assumption*    in    sys    analysis 
PARKER,  W  O        Dot*   Power   Co        004022        00/09/22        BERNEUO,  R 
Probabilistic    Analyiis    Staff    (Pre   801119)         llpp         18393    1B1        S« 
Flche    50-QOO,  83/03/31,9303840234 

"B3032402AQ  Forwards    util    comments    on  Reactor   Safety    Study   Methodology 
Applications   Progrlm  result*   Risks   associated   w/BWR/fi   plant 
cTesign  mi*r«j)re*ented 

CESARE-O        NRC   -  No   Detailed   Affiliation   Oiven        81/08/17 
CURRY.J        NRC   -  Ma    Detailed    Affiliation   Given        9pp         18393   195 
S4X  Fiche    30-000,83/03/31,8303340294 


B309230246  Partial    responie   to    FOIA  request    for    document*    re  meeting 
between    rBpr-esentattveS    of   ASEA-ATOM    (SuedenJ     k   NRC 
conjcci-nino.   Process    rnheront   -Ultimate  Safety   Reactor    Forwards 
App    A  documents.   Documents   also    in  PDH 

FELTGH.J   M         Division    of    Rules    and    Rocord*          B3/04/39          SHOLLY,  3    C 
Union  of    Concerned  Scientists        3pp         19345   3&A 

— 9305230351    Notifies    that   K  Hannen    of   ASEA-ATOM    (Huednn)    ha*    offered    to 
praient    Beminar   on    B30329    to    interested    staff    re    proposed 
*up»r    safe   L««    concept    called   Process    Inherent    Ultimate- 
Safetij    (PIUS)    reactor  List    of   participant*    end  I 
LAFLEUR,  J   D         Director '•   Of  fice,     Office    of    Inspection    and 
Enforcement         83/03/02         GARNER,  D    .    ABBOTT,  E    .     CDRWELLj  K         NRC    -No 
Detailed    Affiliation   Olven         3pp          18945    266 


"8305240263  Discusses    concern*    re   Reactor   Safetij    Study    Methodology 
Applications   Program    (RSSNAP)    evaluation    conducted    by   Sandl* 
Nsfcl   Labs   EicesiIvBly    tons ervatl va    calculation*    usad   Related 
corretpondance    encl 

DALE.L  F        Miitlsslppi    Power   (.  Light   Co        AECM-B1/1B4,       Bl/01/23 
BERNERO.R  H        Office    of  Nuclear   Regulatory   Research,     Director 
47pp         18993    SOD         24 X   Flche    30-OOOr B3/O3/31, B303B40234 

-83DS240269  Faruards    comments   &    corrections    to   Reactor   Safety   Study 
Methodology    Applicatloni   Program    (RBSMAP)    analyili    If   rept 
is    to   be   published, clear    statement    of   program  assumptions   & 
limitation*    should    be    included 

HERMAN,  J  A        Baltimore   Oat    k  Electric    Co        B2/03/09        BURDICK.O.R. 
Office    of  Nuclear   Regulatory    Researchi    Director.       33pp 
IB393   253         S4X    Fiche    30-000,83/03/31,8303240234 


--8305230394    Draft    of    "Touiard    Intrln«Ical  lu    Safe   l-Hfts    " 

HAHHE.R2.H         Oat    Ridge   Associated    Unlv         aS/O4/O4         G3pp 
IBS 43  SAB 

9305240097  Addl    response    to  FPIA  request    For    draft    inap    evaluation 
rafts    t<    coKimpnti    on  J   Keppler-   B2071V    Itr    re    -special    safety 
ir»a    of    facility    during  May-Jul    1983  Faruard-s    App    C 
dotunuriti 

FELTQN.J   M         division    of    Rules    and    Record!          83/O3/3I.        SARDE,  B 
Gov»l-nment  Accountability  Project        2pp         18393   013-        24X 
Flc  he-  50-373.  83/O3/31,  8303240067 

— 8303340098  Five    draft    summarlBs    of   affidavits   fc   ata  teirenta,  draft 
comments    on    follouup    of    al 1 egatlons,  mlnu tes    of   Region 
III    SS0329.O419.05O3    &   0706    staff   meeting:    &    draft 
Investigation    sch«dul*. Parson*! ly    Identlflabl*    info    deleted 
a      NRC   -   No    Detailed1   Affiliation  Given         83/03/29        36 pp 
18393   O18         24X   FlchB    50-373,03/03/31,9303310037. 


8303240335  FOIA   request    for   RFP   EDO-B3-436,     "Developing    D«c islonmaking 
Rationale    for   Establishing    Neui  Regulatory    Requirement*    " 
NEWMAN,  K  f>        Oebevolse   t>  Uiberman        B3/03/34        FELTOH,  J  M,       Dlvldan 
at   Rulei   and  Ricord*         ip         !Bi27  O31 

8303210363  Responds    to  FDIA  request    for   RFP   EDD-B3-436,     "Divalopino 
Decitlanmaking    Rationale    for   Establishing    Neiu  Regulatory 
Requirements    "    Forward*    document   Documint   also   available    in 
PDR 

FELTON,  J  M        Division   of  Rules    and   Records        83/03/31,       NEWMAN,  K,  A, 
ftebevolse   (*  Llberman        Ip         18637   032, 

—9305240367  RFP  RB-EDC-S3-43&,     "Developing    Decielonmakino   Rational    for 
Establishing   NCUJ  Regulatorv   Requirements,"   RFP    summary 
proposal    submission    instruc  tlon*>  no-of f ir   re*pon>e    form  tt 
solicitation  pactagi   encl 

MATT1A,  M  J        Admlnlitrativi    Contracts   Branch,       83/01/17        &7pp 
1S627  033 


—  9303240135    Dlscusse*    actions    planned    during    addl     irup    to    resolve 
concerns    re    adequacy    of   wortmanship    during    const    of    masonry 
ualls   R   LlplnsH    a«»i*tanc»    requested    to    resolve    Issue* 
starting    uk    of    B20B13 

SPESSARDjfl:   L         Division    of    Project    J.   Resident    Programs.        83/08/17 
EISENMUT.!"   O         Division    of    Licensing         3pp  1SS93    034         24X 

Flche    30-973,83/03/31,9303240087 

— 830525O144   Recommenifs    unesorted    access    to    protected    area*    for 
R  Llplnski    tt  S  Chan   RapSfac    sheet    transmitting    (valuation 
of    technical    rmpt,    "Assessment   of   Effects    ot   Nitfcad 
Reinforcing    Steel,"    end 

KEPPLER,  J   0         Region    3,     Office    Of    Director          B2/Ofc/14          REED,  C 
Cammojiuiaalth    Edison   Co        7pp         18393  QSi,        SIX 
Fiche    30-373,03/03/31.0303240087 

B3OBH40249   FDIA   r*quc*t    for    throe   cat«gories    of    documerita    re   Reactor 
Safety   Study  Methodology   Application  Program 
CNUflEO/GR-!&39, Vol*    1-4)   b   Interim  Rf 1  lab  1 1 1 tu    Evaluation 
Prnjram    (NUHEO/CR-aslS,  E787   1    2802) 

SHOLLY.S    C        Union    of   Concerned   Scientist!         83/O3/11         FELTON,  J  H 
Division    of  Rules    and   Records         Ip        1B393    178        24X 
FUhe    30-000.83/03/11,8303240249 

8305240334  Partial    response    to  FOIA  request    for    three    categoplis   of 
documents    ra   Reactor  Safety   Study  Methodology    Application    b 
Interim  Reliability   Evaluation   Program  rept*    Forwards 
App   A    documents  Search    for  addl    documents    In    progress 
FELTOM,  J  II        Division   of  Rules    and   Records.       33/O3/31         SHDLLV,S  C 
Union    of   Concerned    Scientists,       Spp,       1S593-17?        34X 
FIchfl    50-000,03/03/31,3303240234 


8305250025  POIA  request    for   RFP-RS-BO-tOS  &    technical    &   bufineil 
nctlnns  of  winning   proposal    for  NRC  Contract 

NRC-03-90-102 

BURKE,  8   Affiliation  Unknown   NRC-03-BO-102.   B3/03/OB     Division 

of  Rule!  and  Ricord*    Ip    IB99&.207 

830925OOS9  Respond1*  to  FOIA  request  for  RFP  Si  winning  proposal  under 
Contract  NRC-03-~80-10S  Foruarde  requested  document  RFP  also 
available  in  FOR 

FELTOM.  J  M,   Division  of  Rules  and  Records.   NRC -03-80- 102 
83/03/2?   BURKE, S.   Affiliation  unknown    Ip    18596. 208 

— 830B250034  R9-NRR-00-102 

RFP  RS-NRR-80-102  for  "Energetic  Thermal  Interactions, 
Recritlcall ty  4  Coolant  Flow  Phenomena  Associated  M/ 
Advanced  Nuclear  Reactor  Concept*  " 

DQUOHERTY,  D  J.   DivUion  of  Contract*   79/08/02   48pp 
IBS 96  809 

— 830389O03B  NRC  Manual  Chapter  3202,  "Publication  of  Unclassified 
Regulatory  b  Technical  Document*  Preparad  by  NRC  Contractors 
Including  Repta  Prepared  Under  or  Per  Interagancy 
Agreaments  " 
•«  Office  of  Administration    7B/O1/25   7pp    10376-897 

— B3053SQ043  "Publication  of  Regulatory  h  Technical  Document*  Prepared 
by  NRC  Contractor*' Including  Repts  Preparad  Under  or  Per 
Interagency  Agreements  " 

f>  Division  of  Technltal  Information  &  Document  Control,   78/01/29, 
4Spp    1B39A  B64 
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8303260397    Addl    response    to    FOIA    request    fur    transcripts    of    Commission 
B21O2B.  HOB    f>    12   meetings    re    issuance    of    921113    show    cause 
ordor   &   supporting    documentation   For wards    App   A   document* 
App    B    documents    withheld    (ref   FQ1A  Eiemptlotl   3> 

FEUTON.J   M         Division    of    Rules    and    Records          B3/03/28         SAMP,  R    A 
Bhau,     Pittman,     Potts    d    Troiubrldge          4pp          1B647    294         24 X 
Fiche    30-338, 83/03/28, 8303260397 


— B30SOAQ417    Submits     application     For    ml th hold  ing     from    public    dlsclost 
"Fracture-    Mechanics    Analysis     of     Indian    Point. Unit    3    Nut  I  ear 
Gen-crating    Etatl  on,  Steam    Generator    Girth    Ueld    Cracks    Under 
Pressurized     Thermal     Shock     Co-ntlltlnns     " 

COTTER. K    H         Fracture    Proof    Design    Corp         33/04/39  Office    of 

Nuclear    Reactor    Regulation,     Director         4pp          1934(3    SO 6         24X 
FtchB    90-206,63/03/03.0303060397 


-B3  052604  01    Forunrds    press    release,  ui  tness    list    &   JKeppler    final 
testimony    for    B30911   hearing    on   status    of    NRG   rev  leu   of 
conit   activities   at    facility 

HAMMERER, C        Offico    of   Congressional    Affairs        82/O9/I3 
PALLADINO.N,     OlLINSKY.v,     AHEARNE, J         Commissioners          Ip 
16647    290         24X    FIche    3O-33H,  83/03/28,  B30326O397 

-B309260409   Testimony    af    JO   Kepp ler     (Region    lit)     before    Subcommittee 
Energy    fc  Environ    af   Committee    on    Interior    &    Insular    Affalrl 
an   B3O914   re    quality    confirmation    pro-gram    in    Wash  Ington,  DC 
KEPPLER.J   0         Region    2,     Office    of    Director          B3/O9/14         62pp 
IB647   302         34 X    FIche    3Q-3SB.  B3/03/29, B3032AO397 


S30509O244   Responds    to   63032?   memo    re    mg  t    t,   technical    Issues   of   ATWS 
events    Issues     to    be    addressed     In    NLTREG-1000.     "Qenuric 
Implications    of  ATWS   Events    at    Salem  Nuclear   Poiuer  Plant    " 
RHR    capability    addressed     in    Unresolved     Safety    ISSUE    A-43 
DENION.H   R          Office    of    Nuclear    Reactor     Regulation,     Director 
83/01/29          EPLER.E    P          Epler,      E    P          Bp  p          IS3B1    084          24* 
Fiche    30-272. B3/Q4/29.  B3O5Q90a44 

a3O309Q56B    Forwards     rftr*ct    tsslimnnij     t>    affidavits    in    rasponae     to 
questions     posed    QIJ     ASLD    during     B304O7     telcon 

TRE9Y,8A         Hearinj    Branch     1          B3/O3/0&         BLOCK,  P   B          Atomic    Safety 
and    Licensing    Board    Panel         Sp p          18360  001         24* 
FIche    30-419,  83/05/03,  H3O3O90'34B 


OEM    TEC    IS      GENERIC    TECHNICAL    ISSUES 


S305OS0345  Sumftiarlies   830429  meeting    u/NRC    re    reactor   vend    Internals 
&    thermal    shield    plant    recovery    program  concerning 
pTBSiuriied    thermal    shock    Plant    may    safely    operate)   ui/a 
r»«6riction    from   pressurized    thermal    shock    considerations 
UHRIO,R   E        Florida    Power   &  Light   Co        L-83-2i3        83/04/H7 
CLARKi R   A        Operating    Reactors   Branch   3        19pp         18274  O7<?        24 X 
FIche    30-335,93/04/27,8303030343 

8305040323  Doard    Notification   03-O97    Foriuards    dlFferlna    prof    opi-nions 
re    iys    interaction    b    lafetij    classification    Info    relates    to 
Board    Notification*    B3-17  &  83-44   re   Unresolved   Safety    Issue 
A-17 

EIBENHUT.D  0  Division  Of  Licensing  B3/09/04  PALLADINQ,  N 
Commiisloner*  22pp  16337  139  24X  Flihe  3O-000,  S3/OS/O4, 
8303040323 

B303040405  M»mar*ndum   fc   ordtr    denying    Intervenor    83O42O   oral    mutton    to 
leie/p    record    open    on    it  tarn   tube    Integrity    tub  If  sue*  Record 

contains    sufficient    Info    to   make    daclsEon   re   Unresolved 

Safety    II»UB   A-3 

SMITH, I    U        Atomic    Safety    and    Licensing    Board    Panel         ISSUANCES  OL 

63/05/03  League    of   Women   Voters    of    Rockford,     3L        2pp 

18323   200         24X   Fiche    30-434.  B3/O3/O3,  O303O1O4O5 

S3OSO40730  Dltcuisei   AEOD/E309j     "Potential    for   Water   Hammor   Damage 
During   Restart    of   RHR   Pumps    at    BUR   Nuclear   Poiuer    Plants    " 
flacoinine.ndations    provided    do   not    extend    beyond    procedural 
development   &    operator   awareness 
HeLTGMES.C    J         Director'*    Office         AEOD/E309         83/04/32         E18ENHUT,  D 

Division   of   Licensing,       BPEI9,  T        Division    of    Safety    Technology 
Ip.       18338  067        24X  FIche    30-339,  03/01/22.  8303010730 


— B309090t07    Affidavit     of    FB    CofFman    on    UnresolvBd    Safety     Iniue    A-17, 
"Sijs    Interaction     in    Nuclear    Power    Plants,"    per    ASLQ    B30407 
telcon    request    Prof    qualifications    encl 

COFFMAN, F    D         Reliability    &    Rltlt     Assessment    nranch          83/03/05 
?pp          I03ibO    036          241    FIche     SO-443.  83/OS/03j  B3OS09036S 

— fl3O3090i4O    Affidavit     o.f    C£    Rossi     re    ASLB    0304O7    telcon    questions 
concerning    status    of    NR-C    position    on    Unresolved  Safety    Issue 
A-9,     "ATWS    "    Pt-of    qualifications     enc  L 

RDBSI,C    E          Instrumentation    !•    Control     Systems    Branch          Q3/O3/03 
Spp          18340    003          E4X    Fiche     30-443.  Q3/OS/O5,  B3O309056B 

— H30SG90i>46   Affidavit    of   AJ   Siuki*ulci    t,  TO  Dunning    ro   ASLB  830407 
Hueiti  one    on  Unresolved    Safety    Issue    A-47,     "Saf  etij 
Implications    of    Control    3if>    "    Prof    qualifications    encl 
SZOKIEWICIj A   0          Oenoric     Isiues    Branch         DUWNINO,  T   0 
In* trumentatian    S<   Control    Systtmn    Branch        83/OS/O9        9pp 
IB360   O93         24X    Fiche     3O-145,  83/O3/O3,  8303090365 

B30310O240    Foruarda    response<    Vo    Unreaolvcd   Safetif    Issues    A-I,  A-3,  A-l  1, 
A-12,  A-17,  A-40,  A-43,  A-44.  A-15,  A-4S,  A-47,  A-4B    k   A-49 
Responses    support    position    that    pi  ant    can   be    operated    safely 
until    resolution    of    open    Items 

MILLS,  LH          Tennessee,    Valleij    Autharitij         83/O5/03         ADENSAM,  E 
Licenslna     Branch     4          2Ap  p  1037?    290         S4X    Fiche    5O-43B, 83/OS/O3, 

B30910024O 

B309110194    Foruards    sup-p leman iary    response    to  B2O223  fa-month    response 
to   Odnerlc    Ltr   fll-07,  NUREO-Oiia.      "Control    of    Heavy    Loads," 
to   confirm  &    clarify    items    discussed    In  83QB04    telcon 
L!DEM,E   A         Public    Service    Electric    *<    Qas    Co       of    New   Jaraey 
GL-Bl-07         S3/04/S7          v^ROA,  3    A         Qparatitig    Reactors    Dranch     1         Bpp 
24X    Flcho    3Q-B72,  B3/O1/37,  9305110)15-1 


—  3309040737   Fopuiirds    AEOD/E309,     "Potential    fop    Water   Hammer    Durino 
Restart   of   RHR  Pumps    at   BUR   Nuclear   Power    Plant*    " 
RUBIN, 8        Reactor   Op*r*tlons    Analysis   Branch         AE0D/E309 
63/04/21        8EVFRIT.K  V        Reactor   Operation*    Analysis   Dranch         Ip 
1B6H3   319         24X    Fiche    30-359,  B3/O4/BH.  B3O304O73O 


— B30311013A    PBE-010B.     "Malnt    Procedures    " 

«       Public     Service    Electric    &    Gas    Co       of   Neu    Jerseg          OL-BI-O? 
83/04/27  l,037pp  IB1OO   OO1          S4X    Fiche    30-S73,  B3/04/27, 

83O31101S4 


— B3O304074S    "Potential    for   Hater   Hammir    During   Restart    of   RHR  Pumps   at 
BMP!   Hue  leaf   Power   Plantii  "    AEOD   engineering    evaluation 
rept 

RUBINiS   ,    LANIKiO        Director's   Office        AEDD/E3G9        B3/04/30 
S9pp         1B32B  069        H4X  FIcho    30-259,  83/04/22, 83Q5040730 


6303110395   Forwards    TB-aponie    to    open    Itsra   on   safe    load    paths   contained 
in    NRC   B3O923   technical    evaluation    rept   of   utll   £20201 
submlttal    re    control    of    ha-avg    loads    CNUREQ-OilE) 
CROUBE-B    P          Toledo    Edison    Co          946          B3/O3/O6         STOLZ, J   F 
Operating    Reactor*    Branch    4          1  Ipp         1B40&  2O1        EAX 
FIcho    S0-34ii.  B3/OS/Oi,  B303UO3B3 


S303O40395  Foruards    response    to   B20923    Itr    re    open    items    In   NUREG-Oil3, 
''Control    of  Heavy   Loads   «t   Nuclear   Power   Plants    "    Dynamic 
load    effects,  inservlc*    imp   &   eiatn    frequent ij    revleuvd   Ptitif 
11    niulti    expected    by    B30o01 

CHOUSE, R   P        Toledo   Edison  Co         943        B3/09/OS        STOLZ,  J  F. 
Opt-ratine   Reactors    Branch    4        7pp         1B343    1&7        24X 
Pie  he    30-34i, 83/03/03, 8303060393 

B3Q'S060397  Forwards    proprietary    version    of    "Fracture   Mechanics   Analyst* 
of     Indian   PointiUnit   3  Nutliar    Generating   Station, Steam 
Qen*rJtor   Olrth   Meld   Cracks   Under   Pressurlted    Thermal 
Shock   Conditions,"    Rtpt   withhold    (i-ef    (OCFR2  790) 
BAYNE.J  P        PoniBr   Authority    of    the    State   of   NBU  York         IPN-83-32 
33/03/03        VAROA,  8  A        Operating    Reactors   Dranch    1        Spp         1G348   203 
24X   Fiche    30-aBi, 83/05/03.  830B060397 

— B3OS060407   Forwards    proprietary    veriion   of    "Fracture   Mechanics    Analysis 
af    Indian   Point, Unit   3  Nuclear   Generating    Station, Steam 
Oinirator   Olrth    Mild   Cracks   Under    Pre*surliad    Thermal 
Shock   Conditions    "   Rept    withheld    (rnf    IQCFR2   770) 
COTTER, K  H        Fracture   Proof    Design  Corp         83/04/37  Office    of 

Nuclear   Reactor   Regulation,     Director         Ip.        1B348   209        24 X 
Fiche   SO-2B6. S3/O3/O3,  B303060397 


0303110413   Notification    of    CRQR    Meatlng    3B   on    B3031B     In    Dethcsdfl.MD 
to    discuss    proposed    rule,-     "Analysis    of   Potential    Pt-essur  1  led 
Thermal    Shock    Events."    pr  1  orit  i  lat  1  on    of   generic    safety 
Issues  &    operator    requalif  ica  t  ion    program  Revlebi  mutl    encl 
STELLQ.v          Regional     Operations     (.Generic    Requirements          H3/OS/10 
E13EKHUT>  D  O.      Office    of    Nuclear   Reactor   Regulation,     Director 
JORDAN,  E   L         Director's    Office,     Office    of    Inspection    and    Enforcement 

CUNNINGHAM,  n  E         Office    of   Nuclear   Material    Safetij    b 
9af  aguarris,  Direct  o-r          2pp  16394    221 

—  8303110433  Forwards    draft    FR    notice    &    supporting   regulatory    assessment 
an    proposed    rule,    re    presauriied    thermal    shock    CRGR   revi  oiu 
re<iue*ted    till  thin    2    uks 

DENTONj  M  R.      Office    nf   Nuclear    Reactor   Regulation,     Director 
B3/Q9/03        3TELLD,  V         Regional    Operations   &   Ganerlc    R»iiuiT»inentE 
3&pp 


B30512032B    Forwards    responaa    to    NUREO-0612,     "Control    of    Keavy    Loads    " 
Ac  k    of   receipt   of    matl    requested 

CRANE,  P    A         Pacific    Das    ft  Electric    Co         B3/03/09        KNIQHTON.O  U 
Llcnnilng    Branch    3         23Spp         1B432   043        24X  Fiche    9O-275,  83/03/09, 
8309120323 
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B-303130320   Summary    of    Q30423   meeting     ui/util     d    C-E     in    BetlSe  sda,  MD    re 
thermal    shock    to   reactor   pressure    vessel    u /removal    of 
thermal    shield     from    facility    Vieugraphs     and 

SELLS,  D   E         Operating    Reactors    Branch    3         B3/03/O3  Operating 

Reactors    Branch    3         l7pp          19141    341          24X    Flchs    30-339. B3/OS/O3, 
830912O330 

B3Q3130034  Acl    receipt    of    B21103    Itr    re    Intention    to    complete    PHase    II 
of    control    oF    h«avij    loads    issue    (NUREG-Oi(2)    Final    technical 
•valuation    rept   &  flRC    safety    evaluation    to    ensure    no 
o u 1 1 tatid  1  ng    deficiencies   remain  requested 

O/RFllTY,  J   M         Maine    Yankee    Atomic    Power    Co          KN-B3-94         B3/03/1O 
CLARK, R    A         Of  era  ting    Reactors    Branch     3         2pp          16437   O3I         34X 
Tlcna.  30-309,  S3/09/ 10,  B3Q3 130034 

9305130294  Forwards   safety   evaluation   d    Frantlin    Hes*accfi    Ctr    technical 
evaluation    repi,     "Control    of   Heavy    Loads    (C-10) ,  Oconee 
Nuclear   Poiuer    Station,  Ural  ts    1.3  &   3    "    Phase    1    action*, 
acceptable    per    NUREG-Q612 

STOUT, JF         Ooeratlno.    Reactors    Branch     4         83/04/30         TUCKER, H    B 
Out*    power    Co         3pp          1B437     179         24X    Fich*    SO-B69,  B3/Q4/2O, 
8305130274 


—9303390309  Staff    requirements   memo   re    B30427  mldyr    program  r*vl«w    on 
Info   requested    on   number    of    people   &   dollars    neossary    to 
handle   Waoto   Mgt   Act    at   uiell    as    questions   Chairman  Palladino 
will    be    addressing    by    leparate   memo 

CHILK.S   J        Office    of    the    Secretary    of    the    Commls«ion        MB30427. 
B3/09/06         OIRCKS.  W   J         Office    of    the    Elecutlve    Director    for 
Operations        3pp         18594   33B 

0309260290  Commits    to    resolution    op    three    open    Items    re   NUREQ-0612, 
"Control    of   Heavy    Loads,"    using    Quad   Cities    guidelines    Quad 
Cities   analysis    to   verify    stress    design    factors    fop 
dryer/separator    lifting    rig    applicable 

RYBAK.H        Commonwealth    Edison   Co        6611N        B3/09/19        DENTQN.HR 
Office    of   Nuclear   Reactor   Regulation,     Director         lp         18639  394        24X 
Ficfie    90-237,  B3/09/19,  B30326029O 

B3O5260E94   Forwards    response    to   830403  draft    technical    evaluation  r»pt 
r*   control    of    heavy    loads   Phase    1    review   complete   Ut  1 1 
position    accepted    per    830310    teleon 

flSH.R    E        Baltimore   Sas    b  Electric    Co        B3/09/24        EISENHUT.D.O 
Division   of   Licensing        Spp         18623    161        24X  Fiche    90-317.83/09/24, 
9309260294 


— S303130296   Safety    evaluation    supporting    Pha-se    I    actions    re   control    of 
heavy    loads    <NUR£G-0613) 

*      Office    of    Nuclear  Reactor    Regulation,     Director         93/04/20         lp 
1B437    IBS         24X   Rcfle    30-269,  B3/04/HO.  33031  30294 

— B3U40703B6   TER-C5306-374/375/37 

"Control    of   Heavy  Loads    (C-IO),    Oconee    Nuclear   Power    station 

Unlit*    1.2  &   3,"    technical    evaluation-   rept 

ROBERTS, 6        FranHln    Inst  1  tute/Frank  1  In    (teaearch   Center 

NRC-03-B1-13C1        TAC   OBOiS        83/03/31         CLEMENSDN,  F         WRC   -  No 

UotaiJeiJ   Affiliation   Given         £8pp  10437    1B3         24X 

Piche     50-249.  B3/04/30,  83091 303?4 

6305170110   NUREO-OB97   FC 

CONTArWMENT  EM£ROENCV   SUMP  PERFDRMUMCE    Toehnlcal    Findings 
Related    To  Unresolved    Safety    Is«ue   A-43 

3EF3Klr,A   M         Division    of    Safety    Technology          S3/O4/3O          129pp 
18493    007 


B30317O123   NUREQ-0069   FC 

USI    fl-43   RESOLUTION   POSITIONS 

B£R-KIZ,A   W        Division    of  Safety    Technologv 

16496  GS3 


330S17O59A    Requests   attendance    at  830519   public    msntinj    in    aetha*da,MP 
to    archange    Info   on    tuo   aspects    of  possible    ATMS 
requirements    for    final    ATWS  Tule< (Generic    Issue    A-07) 
ERMST,M  L        Division  of  Risk    Analysis         83/04/23        HMUTH,  0  f        KMC, 
Ine          4pp         18495   024 

8305230255  Summarizes    info    iupporting    position    that    postulated   pipe 
breaks    In   RCS  primary    loop    piping    should    oe    eliminated 
from    structural    design    basis    of   all    Ues t Inghouse    plants 
Testing    program    per  Oenerlc    Issue  A~2   documented 
RAHE.E   P        Uestlnghouie  Electric    Corp         NS-EPR-a76B        33/03/11 
VDLLMER, R    H         Division    of    Engireerlng          Spp  IB 337    139 

B30523097&  ForuariJi    "Control    of   Hea-vy   Loads    (C-1O>    H*Jdam   Neck   Plant,  " 
draft    technical    evaluation   rept   Response   ultliin   60    days    at 
r*c»lpt    of    Itr   requested 

CRUTCHPIELD.  D        Operating   Reactors   Branch    3         LS03-a3-03-044 
S3/OS/19        £OUM3I(,,WO        Connacticut    Yankee   Atomic    Pauer    Co        2pp 
18339   00*         S4K   Fiih«    30-313,83/03/19.8303230274 

— fl305S302B4   TER-CS306-35B   CRFT 

"Control    at   Heavy  Loadi    CC-IO)   Had  dam   NEC!:    Plant,"    draft 
technical    evaluation  r*pt 

BOMBEROER.C    ,     AHMED,  N       Fran tl  in    Institute/Franklin    Research 
Centftr        NRC-O3-B1-I30        Q3/O2/J5        CLEMEWSDN,  F        NRC   -  Ma   Detailed 
Affiliation   Olv*n       33pp        J6I39  DOS         24X    Fiche    30-213.33/09/17, 
S30 5230276 


B30927O320  Request*    eitension   until    83Qti3Q   for    completion   of    sp*cial 
lifting   rig    analysts    per  NUREG-0613  Extension   required    due 
to    late   receipt    of   Mastlnghouse    rtpt 

STEWART. W   L         Virginia    Electric    &   Pouer    Co         322         83/09/20 
DEWTOM, H  R        Office    of  Nuclear   Reactor   Regulation!     Director        lp 
16637    325         24X    Fiche    30-338,83/09/20-8309270230 

B303310240  Requests   addl    info    for    control    of    heavy    load*    revleu. 
Including    info   open    Items    for    updated    "Control    of   Heavy 
Loads    " 

CLARK,  R   A        Operating    Reactors    Branch    3        33/09/17        JONES i  W,  C 
OmahB    Public    Pouer    District         2pp          ISiiH    180         24 X 
Plche    90-2B3, 03/03/17.  B3033I0240 

—8305310241    TER-C 9506-336  DRFT 

"Control    of  Heavy   Loads    (C-10), Omaha   Public    Pouer    District, 
Fort   Calhoun  Station,"    updated    draft    technical    evaluation 
rept 

V08BUHY,F   ,     BOMuEROER,  C    •     SAP.OENT,  I    H         Franklin    Instl  tute/Fr»nlr  1  In 
Research   Center        NRC-09-81-130.       TAC   07991        S2/11/29 
CLEHENSQN.F        MRC   -  No   DetaiUd    Affiliation   Oiven        92pp 
1B2         B4X   Fiche    90-2H9,  H3/09/17,  830S310B40 


INSPECTION   AND   ENFORCEMENT 


8109040034   PNO-I 1-B1-09SA   on   81071 3, uhi le   performing    reactor   ves»*l 
Insp   m/r smote   video    cameras, looss    parti    discovered    in 
bottom   of   vessel    Part*    Idtntifled    as   missing    from    Internal 
vessel    structures   Caused    bu    corrosion    fatigue 

BRVANT,  J   C         Region    S,     Atlanta.     Office    of    the    Director     <BI/03/01) 
Bl/Oa/07        lp        10326   300        24X   Fiche    90-269,  81/08/07, 81090400E4 

S212040335    IE    Info   Notice   B3-14,     "Deuatered    Spent    Ion   Enehange  Retin 
Suscept Ift ( II ty    to   Eiothermic    Chemical   Reactlan    "    SVC    Hit 
encl 

TAVLOR.J  M        Division    of   safeguards   *    !nsp«ctlon   Programs    (Post 
83O103)        83/03/21  Consolidated    Edison   Co      of   Neui   York,     Inc. 

112pp,       10303  319        E4X   Fiche    90-000,83/03/21,8218060333 

8303040021    IE    tnfo   Notice   83-21,     "Defective   Emergency    Use   Respirator    * 
Svc    list   «ncl 

jORDAWiE  L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post  8301O3),       83/04/13  Consolidated    Edison   Co.     of   Neui 

York,     Inc         ISipp         18439    199        H4X  Fiche    90-000,83/04/19/8303040081 

B303040023   IE    Info   Notit*   83-28,     "BUR  Safety/Relief    Valve   Failure*." 
Svc    list    encl, 

JORDAN.E  L        Division    of   Emergency    Preparedness    &  Engineering 
Response    (Pott  830 I 03)         B3/O4/22  Consolidated    Edison  Co      of   New 

York,     Inc        11  Spp,       1B383-OB9        24X   Fiche-  90-OOO,  83/04/82.  8903040023. 


83033403 it.  First    nt    of    Interrogatories    on    p^ejsuriied    thermal    shoe  k 
contention   Certificate    of   Svc    end   Related*    correspondenc* 
LEWIS.  M    r         Leitils,     H        83/05/19  Office    Of     the    Executive    Legal 

Director          lp          IB971,  173         24K    Fiche    3O-332, 83/O5-/ 19,  B3O3240S16 

93Q3S503Q5   Requests    info   on  mhi(    resolution    of    Unresolved    Is*ue   A-17 
uil  1 1    precede  Unresolved    Issue    A-47   since    both    Items    are 
cl-aielg    related   Response   requested    by    S30317   using    sid1 
quaition    &   ansuer    -farniat 

FUNCHE8.J   L       Plannins  J<  Program  Analysia    Staff        83/05/11 
SF>EI3rT  P        Division   of  Safety    Technology         2pp         IBS 74   396 


9303040025   IE    Info  Notice   63-23,     "Inoperable   Containment    Atmoiphan 
Sensing    Sys    "    Svc    list    encl. 

JORDAN, E  L        Division   of  Emergency    Preparedness    &  Engineering 
Responte    (Post   030103)         83/04/S3  Consolidated    Edison   Co.     at  Nuu 

York,     Inc         It9pp         IB3S1    291        B4X  Fiche    90-000,83/04/29,8303040025 

B303040026    IE    Info   Notice   03-24,     "Loote  Parts    In   Secondary    Side    of 
Steam  Senerators    at   PUfts.  "    Svc    list    encl 

JORDAN, £   L        Division    of   Emergency    Preparedness   &  Engineering 
Response    (Post   S30103)         B3/O4/58  Consolidated   Edison   Co      of  N»u 

Yor*,     Inc         HSpp         18382  047.       S4X  Ficfie   90-000,83/04/88,8303040026 


S3O3040027    IE    Info   Notice   83~29i     "Standoy   Oa*    Treatment  Sys    Heater   High 
T»mp    Trip   Setpoint  Adjustment    "   Svc    list    encl 

JORDAN, E.L        Division    of   Emergency   Praparednm    l<   Engineering 
Reipon«e    (Post   030103).       B3/04/SS  Consolidated   Edison   Co      of   Ntu 

Yorti.     fnc         llBpp,       183B2    163        24X   FI  che,  30-000.  63/04/28,  8303010027, 


WOWDOCKETED  ITEMS 


47 


B30304QO2B   IE    Info   Notice   63-26,     "Failure    of    Safety /Rel (ef   Valve 
Discharge   Lin*   Vacuum  Breakers    "   Svc    list    end 
JORDANj E  L        Division   of   Emergency    Preparedness   &  Engineering 
Response    (Post   830103)        83/03/03  Consolidated    Edison  Co      of    Neu 

Vork,      Inc          182pp          1B441     1  7O         24X    Fiche    5Q-OOO.  B3/03/O3,  B30304Q02B 

B3Q304003Q    IE   Info   Notice   83-27,     "Operational    Response    to    Events 
Concerning    Deliberate   Acts    Directed    Against   Plant 
Equipment    "   Svc    list    end 

JORDAN.  6  L        Division   of    Emergency    Preparedness   t-   Engineering 
ftesponie    (Post    330103)          B3/03/O4  Consolidated    Edison   Co       of    Neui 

York.      Inc          112pp          183B3   282         24X    Fiche    30-OOQ, B3/O3/O4,  B30304O030 


B30502Q337    PNQ-I-83-03BA    on    EOQ427, rec i rculation     loop    A    riser     efara 
completed    One    ue  1  d     in     each     of     two     risers    had    trad 
indications    Data     forwarded     to    CE    for    mare    detailed    analysis 
Licensee    addressing    repair   method    &    impact    on    outage 
QLQUGH,     HCCABE.E          Region     I.     Office    of    Director         83/04/27          lp 
1B277    134          H4X   FlchE     3O-27B.  B3/O4/27. B3O3O2O337 

B30902O439    pNs-l-B3-OO?    on    S30427,  bomb     threat     phoned     In    tjij    unidentified 
male    caller   Evacuation    initiated    Search    conducted   u/nega  t 1  ve 
findings    Normal    operations    resumed    Authorities    notified 
MADDEN, W    .     CODY, A    T    .      JOYNER. J   H          Region     1,     Office    at    Director 
83/O4/37          lp          19H83    31O         34X    FicJie     30-319,  B3/O4/27, 8303020439 


8303040031    IE   Info   Notice   B3-EB.     "Criteria    for   Protective    Action 
Recommendation*    for    General    Emergencies    "   Bvt    list    emc I 
JORDAN,  E  L        Division   of   Emergency    Preparedness   &   Engineering 
Response    (Post    B30103J         S3/03/04  Consolidated    Edison   Co       of    New 

fork,      Inc          I19pp          1844!    OO1          24X    Fiche    50-000,63/03/04.8303040031. 

8303040033    IE    Info    Notice    83-29,      "Fuel    Binding    Caused    bu    Fuel    Rack 
Deformation    "    Bve    list    end 

JORDAN,  E  L        Division    of   Emergency   Preparedness    t-   Engineering 
Responie    (Post   83O1O3)        83X03/06  Consolidated    Edison   Co      of  Neui 

York,      Ine          113pp          18323   24B         H4X    Fiche    3O-OOO.  B3/O3/Q6,  B3O3040O33 

B303040034    IE   Info   Notice   83-30,     "Misapplication    of    Oeneric    Emergency 
Operating   Procedure*    (EOP)    Guidelines    "   Bvc    Hat    encl 
JORDAN, E  L        Division   of   Emergency   Preparedness   t  Engineering 
H«*£0nse    (Post   B30I03)         B3/03/11  Consolidated   Edlion   Co      of   Neu 

Yorki      Ine          114pp          IB 524   003         24*    Flche    3O-OOO, B3/O3/1 1 . B303O40Q34 

8303040040   IE    Info   Notice   83-31,     "Error    in   ADLPIPE   Computer   Proovam   " 
3vc    list   encl 

JORDAN,  E  L.       Division    of   Emergency   Preparedness    t.  Engineering 
R»«pon«t    (Post   830103)        83/09/19  Consolidated   Edison  Co      of   New 

York,      Inc          114pp          1B697   OO9         24X    Fiche    3O-OOQ.  S3/O3/19.  830304OO40 

S303Q4004&    1C    Info   Notice   03-33,     "Nonrepresentattve    Sampling    of 
Contaminated   Oil    "    gvc    Hit    encl 

JQRDANiE1  L        Division   of   Emergency    Preparedness   &   Engineering 
Raiponie     (Post    830103)         83/05/26  Consolidated    Edison    Co      of    MOD 

Vark.      Inc          114pp          1BM7   007         24X    Fichi    30-OOO, B3/03/26, 0303040046 

B3041IOI96   PNO-I-B3-02S, on  S30330,onlv    four    o#    fivs    packages   containinu 
radioactive   nutl    received    by    group    carrier   Missing    package 
contain*    330  mCi    Xe-133   incased    in    two    lead    pipes    Search 
Initiated 

DENNIS,  N    ,    BODY,  A,  T 
17?1B    Oil 


B30302O311     PNO-III-B3-03a    on    030436,  scram    circuitry    failed     to    operate 
properly     uhen    mode     aultch    movetf    tram    refuel     position     to 
shutdouin     position    Caused     by    three     loans    air  as     In    rectifier 


Region    1<     Office    of   Director         Q3/O4/01        lp 


8304120&82   PNa-Iv~S3-014A  on  83O3E3, uorker   received    apparent  30-40  r«m 
uhdle    body    exposure    Addl    blood    studies    being    conducted    but 
no    apparent    symptom*    observed    from   eiposure    Investigation 
continuing. 

EVfiRETTiR.J        Htglon    4,    Office    nf    Director        B3/O4/07         lp 
179B9    237 

030 4 200 139   PNA-II-B1-042  re   mallgram   sent    on   or   about    B10301    by    union 
at    Tenneiiee  Nuclear    Specialties, Inc    to    State    of    TH   alleging 
unsafa    working    conditions   at    Jonesboro.TN   plant   Licensee 
cit»d    for    inadequate    controls    over   airborne    U. 

WOODRUFF, R.L   ,    01BSDN, A        Region  2,    Atlanta,     Office    of   the   Director 
(8I/03/OU.        B1/OA/1I          lp          18631     190 

B304BBOa«?9   PNS-II-ao-OSO   on   B01104,bomb    threat    received    from   unknown 
fam*l«    caller   Const    site   not    evacuated    State    of    NC    t>    local 
lau    enforcement   agencies    notified 

HALL,  B.  L    ,    MCOUIRE,  D        Region   2.     Atlanta.    Office    of    the   Director 
80/U/O4          lp          IB233    330         34X    Flche    3O-4OO,  BO/1 1/04,  3304860399 

B303020iB3   PNQ-v-BS-OIB   on   B304S1, util    received    Itr    from  C-E    informing 
of    error    In    equivalent   voltages    corresponding    to    setpoint* 
asioclatad    u/steam  generator    high    delta    pressure    trip 
function    Corrective    action    being    developed 

BISHOP.T    H         Region    3.     Office    of    Director         83/O4/H3          lp 
IBS77.  SVS         E4X   Flche    30-361,  B3/04/H3,  B3O302O1B3 

B3O302O2SC   EN-B3-OH8. on   B30303,  notice    of   violation   &   propovsd 
imposition   of   civil    penalty    In   amount   of    *!Oj OOO    to    ba 
tsmued.  Action   based    on    failure    to    control    ace  etc    into 

protected    It  vital    area*   &   unauthorlied    entry 

ROSANO,  R.       Director's   Office,    Office    of    Inspection   and  Enforcement. 

83/O4/8B.        lp         18277  277        24X   Fiche    3O-293. 03/04/23, 830302QS32 

9309020271    PNQ-I I I-B3-031A'  on   B3042li piece    of    solid    radioactive   mat) 
appearing    to    be   U  metal    found    in    unsecured    shed    behind 
r*«td*nc«    In   Waterfordi MI,  Matl    placed    In    shipping    container 
li    »nt    to    Univ   of   MI    for    Interim    (tor-age- 

BRENIANSKI.D   ,    MILLER, J,       Region    3.    Office    of   Director        83/O4/B9 
lp          13877.230 


JORDAN,  M    , 
18281    233 


ER.  M          Region    3,     Office    of    Direct 
Flche     5O-331,  S3/O4/a7j  B3O5O3Q31  I 


lp 


B303030094    PNQ-I-a3-O4O    on    B3O4S3,  prates  tars    arrived    at    north    gate 
Oate    closed    &   access    established    through    soutft    gate    Mo 
press    release    planned 

CONTE.fl    j     KEIMIO.R          Region     1,     Office     of    Director         B3/O4/2B          lp 
193OO    179          24X   Flche     3O-2B9.  83/04/SB,  a303O300-?t 

B30503O11B    PNO-I-83-03B    on   B3043S,  three    1-ir.eh    long   aiial     Indications 
&   one    circumferential     indication    in   heat   affected    i-ona    of 
rec  Ir  culatlurl    pump    riser    discovered    Cairscd    by    1  n  terg  panu  lap 
stress   corrosion    cracking 

BLQUOH,     MCCABE      Region     1.     Office    of    Director         03/04/26          lp 
1B3QB    1B7         24X   Fiche     30-27B,  B3/O4/2&.  Q3OSO3O1  IS 

B3O303O236    PND-1I-B3-O3O    on    B3O42B,  c  ontro  1  led     shutdown    begun     due     to 
steam   generator   tube    last    uihlch    increased    Prom   0    1    to    D  303 
5pm   Licensee    plan's    to    keep    plant    out    of    svc    For    3  uli    bo 
repair    leak    &   conduct    pddy    current    testing 

HARD  IN,  A    K    ,     VERRELLI,  D   M         Region    3.     Office    of    Director          B3/O4/2B 
lp  183OO   O3S         E4X    Fiche     3O-Sil.  B3/04/3B,  9303030256 

B30303O294    PNS-I-B3-OOB    on   B30434.  soc  uri  ty    officer    overheard    voicus 
from    storage    trailer    in    protected    area    Officers    apprehended 
four    contractor   emploije-es    exiting    trailer    rear    mindou    Search 
revealed    mari  juana    cigarette   Emplaijees    suspended 

MCKEQWM,  L    ,     OODY,  A    T    .     JOVNER,  J   H          Region     I,     Office    of    Director* 
H3/04/23          lp          1B397     144          34X    Ficho    SO-HBo,  S3/O4/25,  S303Q3O2<74 

B303030313   PNS-V-B3-OO5    on   E30436.  reg  i  an    dispatched    reactive    Insp    team 
to   revleu    findings    It    status    to    date    nf    II  cent  as 
Investigation    of    >-a.fetij    significance    of    recent    vandalism 
event    on    830419   involving    gauges    In    coolant    pipe 
MCQUEEN-  A    D    ,     NDRDERHAU9,  L    R          Region    3,     Office    of   Director 
S3/O4/27-         lp,        18297    049         24X    Fiche    30-273,83/04/37.83050-30313 

B30S03O374    PND-  1  1-B3-O31     on    B30429,Unit    I     cancellation    announced 
Caused    by    1  ou/er    than    anticipated    growth    In    customer    demand 
for    power 

IQNATONISjA    ,     DANCE,  H   C          Region    S.     Office    of    Director          83/04/39 
2pp          1B3O&    302         2.4X    Flctte    3O-191,  33/01/39.  8303030374 

B30S03O405   EM-H3-OS7    on   830503,  not  Uc    of    violation    t.  propased 
Itnpositlan    of    civil    penalty    In    amount    »4Oi  OOO    to    be    1-ssued 
for    1  teens  ee    failure    to    per  Farm    evaluations    to    ensure    dose 
itds    for   worlers    eipoaed    to    radiation    not    aicaeded 

FLACK,  E    .     AXEU1AD.J          Director's    Office,     Office    of    Inspection    and 
Enforcement         S3/Q4/SB          lp  1  8306    312         34X    Flche    SO-230,  B3/04/2S, 

830SO30403 

93O303D430  PNO-I-S3-O41    on   B3O4E3,  iuhi  1  a    closing    reactor    trip    breaker 
IB    to    test    neuly    Installed    reactor    manual    trip    sultcneai 
breaker   mould    not    latch    In    closed    position    Caused    by 
unattached    coll    spring    at    latch    mechanism   end 

LAZARUS,  U    •     KEIHIGj  R         Region    1,     Office    of    Director         B3/04/3S         lp 
IB3O&.349          24X   Fiche     30-S7H,  B3/04/aBP  6303O3043O 

•B30303Q457   PWB-1-B3-O1O    on   B3Q437.  Bech  tel    safety    representative 
received    telephone    rail     that    bomb    located    in    reactor, 
Search   of   reactor    bldg    conducted    ui/negat  i  ve    results   Police 
notified    No    prevs    release    planned 

MCHEOHN,  L    ,     KUEHNER.W    ,     JOYNER.  J         Region    1,     Office    of    Director 
03/04/28          lp          1BB94     130          24X    Flcho    SO-334,  B3/O4/2B,  B30S030459 

8305030149   EN-B3-029    an    S30305.  not  Ice    of    violation    (c  proposed 
imposition    of    civil    penalty    In    amount    of    f\,  OOO   mill    be 
Issued  Action    based    on    violation   re    licensee    Failure    to 
conduct  adequate    survey/  causing    employee    overeiposure 
FLACH4E    .     AXELRAD.J         Region    3,     Office     of    Director         83/O5/OS          lp 
1B30B  243 


478 


NONDOCKETED  ITEMS 


B30SO3O534   PNO-I-B3-039    small    fire    occurred    beneath   auilliary    boiler   A 
located     in    turbine    bldg    Caused    by    small     amount    of    all    an 
concrete    pad    Fire    sit  Ingul shad   using    hand    ei  tinjuisher 
CDNTE.R    ,     KEIMIG.fl        Region    1,    Office   at    Director        83/O4/26         Ip 
16303    190         34X    Fiche    SO-2B9.  63/04/26.  B303030534 


B30S1000Q4  PN5-1-B3-011    an  S30504. security    officer    raceived    bomb 
threat   on    Inside    plant    telephone    line    from  male    caller 
Search    initiated   No    bomb    found    Call    conildired    hoai 
MCKEQHN.     CODY,     JDYNER      Region    f.     Office    at    Director         83/09/04 
18377   251         34X    Flche    30-272,  B3/Q3/04,  83O310QOO4 


8303040193   PNA~83-OG7    on   830303,100    uC  I     1-139,3   mCl    Tl-201    !<   B 
Oa~47    -stolen     from   US   Priority    Transport    vehicle   near 
Colonie    Touin.NV   Packages   not    found    Press    release  mag    be 


CAMPBELL,  tt 
18326   333 


Region    1,     Offica    of    Director 


Ip 


B303100094    PNS-V-B3-OO6    tin    930304.  artlc  le    in    Trl-Clty    Herald 
erroneously    quoted    utll    spokesman   J  Britton   a*    laying    1-700 
or    1,800  craft   markers   will    be    asked    to    take    vacations 
during   S307O3-15   or    be    laid    of*   Util    will    clarify 
HDRTENSEN,  H   P    ,     NORDERHAUQ,  L   R         Region    5,     Office    of    Director 
B3/03/05         Ip          18377   261          24X    Fiche    3O-313.  B3/03/O3, B305100094 


B303Q40201    PNA-B3-OQ7A    on    330303.  1OO    uCl     1-123, 3mCi    T1-2OI     &   B 
Ga-4.7    stolen     from   US   Priority    Transport    vehicle    near   Calonle 
Town,  NY    Pad  .age    of    1-129   found    on    830313    In    home    of    suspect 
CAMPBELL-M         Region    1,     Office    of    Director         63/03/15         Dp 
IB 326   334 


B309100098  PND-I I-B3-034    on   930504. 1 icennaa    Issued    news    release   re 
Inoperabl li ty    of    two   auiillary    feeduater    pumps    on   B3O419 
Caused    by   valvei    Inadvertently    closed    on   830414 

JULIAN,  C  A   ,    LEWIS, R   C        Region   2,    Office    of    Director        B3/09/03 
2pp         19377   238         24X    Fiche    30-230,  B3/03/O3.  S3O310OO9B 


6305040445   FOD-I 1 1-B3-D33    an    B3042B,  contrac t    health    physics    technician 
observed    u/ small    vial    containing    unite    poiudery    substance 
Preliminary    test    identified    substance  as    cocaine    Individual 
denied    access    to   site 

CHBCSTOFFER.G    ,     CREED.  J    ,     MILLER.  J         Region   3,     Office    of    Director 
B3/04/29         Jp          1B32I    27?         24X    Fiche    30-331,83/04/29,8305040443 


8303100258  PNO- 1-93-044   on   B304B0, d tes« 1    generator    1C    tripped    off   bui 
during    1    h    test   Caused    by    biafoullng    in    svc    mater    sys 
Licensee   plans    comprehensive    program  of    svc    uiater    sys 
chlorlnatlan   &    Imp    to    evaluate    eitent   of    biofoullng 
NDRRHOLM.L    .     TR1PP.L    .     KEIMie.H         Region    1,     Office    of    Director 
G3/03/04         2pp          18373   317         24 X    Flche    30-372,  B3/03/04, B30310023B 


B305Q50189  PNO-I-S3-043   on  B3Q4BB.  during    packaging   of   uas  te,  emp  Ic-yee 
ruptured    plastic    bag    &   spread    Pu-33B  contamination    in    lab 
Employee    clothes    6    shoes    discarded    Employee    decontaminated 
Cleanup    uiill    itart   830902 

QLENN.J    ,     K1NNEMAN,J         Region    1,     Office    of    Director         B3/04/29         Ip 
1B343   25B 


B30311025B  PNO-I-B3-047   an  B30304, contractor    employee    entered    ropetf-off 
area   for   radiographic    exams    of    pipe   welds    &   received    approi 
40  mrem  done   No   overexposure    Identified    Industrial 
radiography    suspended    pending    completion    of    evaluation 
HCCANN,     MCCABE      Region    1.     Office    of    Director         B3/03/03         Ip 
19393   290         24 X   Fiche    3O-3BB,  83/03/03.  B30S1 1023B 


S303050193    PNO-I-33-043    on   B3O430,  Troi  let-    gauge   34-ll-B,  c ontalning 
approi    4O   mC  i    Am-241     damaged    at    const    site    Caused    by 
accidentally     cracking    gauge    case    ui/backhoe    bucket    Wipes 
taken   &   analiji?d   Oajge   shipped    to   manufac  turer    far   repair 
LADUM,  R    ,     KINWEMAN.  J         Region    1,     Office    of    Director         B3/03/02         Ip 
1B337    133 


S303110262  PNO-II-B3-036   on   B3O30B,unlt    achieved    initial    crltic«lity 
iu/o    incident   Actual    parameters    in    close    agreement   u/ 
predicted    condl tions 

(JEJFELT.  0   M    >     IONATONIB,  A         Region    2,     Office    of    Director         83/09/09 
Ip         18393    13B         SIX    Flehe    30-370.  B3/03/09,  83031 1OB62 


830504-0387    PNO-I-83-045    on    B30503,  f  hutdotun     initiated    due    to 
containment   pressure    increase    to    O   6  psi    &    unldentiPled 
containment    leakage    of   3  4    gpm  Rec I rculat  Ion   pump    cooling 
kiater    leakage    noted 

MCCABE,  E    .     KEIMIG-R         Region     1.     Office    of    Director         B3/O3/03 
1B343    165         24X    Flche    50-377, B3/O5/O3, B3DS0603B7 


8309110299  PNO-I-B3-04B   on   B30439, potential    nonconf ormance    identified 
in  conduct   of   nondeatrocti ve    evaluation    on   approi    2,400 
lafety   &  nonsaFety-related    melds, involving    procedural 
violations    during   magnetic    particle   exam 

CERNE,  A   ,     GALLO.R         Region    1,     Office    of    Director         83/O9/06         Ip 
1B393   333         24X    Flch«    3O-443.  83/03/06.  B3O31 1029? 


8303040530   PNO-I-83-Q44    on    830303,  e  f  f  ect    of    continued    feeduiater    flow 
due    tn    f filled    open    Feeduater    regulating    valve    incorporated 
per    atfdl    questions   re    licenses   response    to    IE  Bulletin 
flO-04,     "Analysis    of    PUR    Main    Steam   Line    Break 
ftRCHITZEL.     MCCABE      Reolon    1.     Office    of    Director         IEB-BO-O4 
83/03/03          Ip          IB347   292         34X   Fiche    90-317, 83/O3/03,  B30SO&0330 

03050,60939  PNO-1-83-045A.  nn  B3O303.  druiuel  1    entry    identified    packing 
teak    on  recirculatlon    pump    discharge    header   cross    connect 
motor    operated    valve    MD-&3A   Cause    not    stated   Region    I   mill 
respond    to    media    Inquiries 

MCCABE,     KEIMIG       Region    lj     Office    of    Director         83/03/04          Ip 
1834B   362         SAX    Flchs    30-277,  B3/03/O4,  B30306033a 


9303110399  PNO-II-B3-033   on   B30307,flre    detected    In    clrcoitru    of   on* 
of    three    component    cooling    water    pumps   Licensee    declared 
alert  Caused    by    faulty    relay    Relay    replaced   &   pump    restored 
to  operabi llty 

BUTCHER, R    C    ,     CANTRELL.F   B         Region    S,     Office    of    Director         B3/03/09 
Ip         1B406    189         24X   FlChB    30-393, B3/03/09i  83051 10399 

B303110439  PN3-I-a3-012   on   030305, llcgnsee    Informed    Region    1    that 
contract   health    physic*    employee    of    lust    for   Resource   Mgt 
arrested    on    suspected   multiple    federal    drug-related    charges 
Individual    access    to   site    voided    •«    of   830305 

HCKEOWM,    BAILEY,    CODY      Region    1,    Office    of   Director        33/03/05        Ip, 
18405   087         24X   Fiche    30-2Bi,  83/03/03, B3031 10439 


6303060380   PNO-V-B3-019    on    B30302,  A    5    Rtchter    scale    earthquake    occurred 
approx    63    miles     from    facility    No    damage     identified    Strong 
motion    seismic    recorder    not   actuated   Media    Interest 
eip«c ted 

K1HSCH.D   F         riegion    3,     Offite    of    Director         B3/03/03         Ip 
1834?    057         24X    Flche    3C— 273,  B3/O5/O3.  B303060S90 


8303180413  PND-I-B3-043D    on   B3O3O3, ultrasonic    testing    conducted    on 
Simple  2  recirculatlon   riser   tuelds   I-   one    RHR   uield    an   Unit   S 
to   determine    If   Unit    3   crack    Indications    exist    on   Unit   2  RHR 
shoued    cracks    on    both    pipe   b   ilbou   side 

BLOUOH,     MCCAOE      Region    1.     Office    Of    Director         83/03/01?         Ip 
18431     133         24X    Flche    30-577, B3/O3/09, B3O3120412 


G3050<?OIB4    EH-B3-Q31    on    B3051O,  not  i  c  e    of    violation   1<   proposed 
Imposition    of    civil    penalties    in    amount    of    *40i 000  ui  1 1    be 
Issued    to    utll    Action    bated    on   Tech    Spec    limiting    condition 
for    operation    violation   re    secondary    containment    integrity 
BA.RBEH.G    ,     AXELRAD,  J        Director's    Office.     Office   of    Inspection   and 
Enforcement          B3/O3/O3         Ip          IB364    001          24X   Flche    30-271,83/03/03, 
B3D509O1B4 

6303090224    EN-B3-O30  on   630309,  not  1  e  e    of   violation  !<  proposed 
Imposition   of    civil    penalty    in  amount   of    I- 40, 000   issued    to 
licensee    Action   based    on  serious    uieaknesses    in    internal    A. 
external    dose    monitoring    b   procedural    compliance 

FLACK. E    ,    AXELRAD.J        Director's    Office,    Office  oF    Inspection  and 
Enforcement         83/03/04         Ip          1B363   349         24X   Fiche    30-280,83/03/04, 
B30309Q224 

830509O397   EN-83-032  on   B305OS.  not i CB    of   violation  i  proposed 
imposition   of    civil    penalties    in    amount    of    *BSO,  000   tn  he 
issued    Action    based    on  violation    oF   Tech   Spec   requirements 
r«   T«»ctor    trip    breaker    failure 

KLINGLER.G  .  AXELRAD.  J  Director's  Office,  Office  of  Inspection  and 
Enforcement  83/O3/05  Ip.  IB363  339  24X  PichB  30-372,83/03/03. 
B30 509039 7 


8303120434    PN9-1-S3-013    on   83O3O2, Lomer    Allouays    Creek.  NJ,  pol ice    dept 
Informed    licensee   of    planned, peaceful    demonstration    to 
protest    Facility   restart    scheduled    for   830SOB  No   press 
release   planned 

MCKEQWN.L    ,     OODV.  A   T    .     JOWER.  J         Region     1,     Office    of    Director 
B3/03/06         Ip          1B431     131          24X    Flche    30-272,  B3/03/06,  B3031B0434. 

83031GOI3B  PNO-I 1-83-032   an  830301, contractor    employee    suffirid    broken 
arm,  fractured    pelvis   &   possible    skull    fracture    in  machine/ 
shop   accident   Caused    by    cotton    glove    caught    bu    valve    item 
pulling    person    into    lathe   u/contamlnated    valvi 

ROQOE.J   F   ,     DANCE.H   C         Region    Zi     Office    of    Director         8.3/03/02 
£pp          18437    277         24X    Fiche    50-321,  83/05/03.  B30313013B 

3309130142  PNO-1 1-83-038'  on   B30510, safety    injection   pumps    inadvertently 
actuated    during    heatup    In   preparation    for    restart    Caused    by 
losi    of  vital    dc    electrical    bus    Damaged    batteries    replaced 
JENISDN.H  M  ,    JULlAN.c.A,      Region  2,    Office   of   Director,      B3/05/10 

Ip         13433    131         24X   Fiche    30-2BO, B3/O3/10, B303130142 

B3051301A5  PNO-II1-B3-034A   on   B30307, Insp    performed    at    refinery 
facility    due    to   damage    caused    by    flrv    on   B30307   Radiation 
survey    performed    on    nuclear    gauge    Involved    In    fire 
determined    gauge    intact   w/shutter   remaining    open 

W1EDEMAN,  D    ,     MILLER,  J         Region    3,     Office    of    Director         B3/05/10         If 
1943B    113 
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S303130173   PNO-II-B3-037    on    S30310, unusual    event    declared    per 
emergency    plan   after   ventilation    ays    stopped    operating    In 
bldg    inhere    high    enriched   U   recovered    from   scrap   Caused    by 
electric   motor   &   backup    blouer 

C  OR  YELL,  0   P    .     OIBBON.A   F         Region   2.     Office    of    Director         83/03/10 
lp          18437   203 


3305200586    PNO-II-B3-Q39    two-    int  irrgranular    stress    corrosion    cracks 
found    on    ret irculation    line    end    cap    ueld   Crsc*s    found   during 
ultr-aionic     imp    per     IE    Bulletin    S3-O2   Further    u&ld     insps 
p  lacinBd 

DLAKE,J   J    ,     BUTCHER, R    C          Region    2,     Office    oF    Director          IEB-83-Oa 
B3/03/I&          lp          1B914    347          24X    Fiche    5O-239,  83/03/16,  B3O52O03aB 


8309130186   PNQ-II-83-O33    on    B3O5OI .  inadvertent    safety     injection 
occurred   Canted    bg    spurious    signal    during    tests    of   steam 
generator   D,  Lou    power   OL   received    on   B3Q303  Si    initial 
crltlcallty    planned    during   wk 

MEJFELTiG,,     lONATONlB.  A         Region   2,     Office    of    Director         B3/OS/02 
lp          18440    049         34X   Flche    SO-37O, B3/O3/O2.  S3O3130I06 


9303240002    PNO-1  H-B3-037    on    B3O509, Reg  I  on    111     radiation    specialist 
learned    that   main    steam    line    noble    gas   monitors    not    ijet 
installed    per   B3O314    commitment    date    Oft    at    Investigation 
Investigating    failure    Monitors    to    be    installed    bij  mid   Jung 
LOVENDALE. P    .     PAPERIELLQ.C          Region    3,     Office    of    Director         B3/03/ 
lp  18349    133         24X    Flche    50-366.53/03/19,0303240002 


B3O31301B7  PNO-V-B3-QB3   on  B30509,  uihi  le    performing    addl    ultrasonic 
etams,RCS  piping    in   area   of    one   uield    determined    less    than 
min  null    thickness    ipeclfied    by    code   Caused    by    uelds    being 
ground    smooth    during    original    preservlte    eiam 
KIRBCH.D  F        Region    3,    Office    at   Director        03/03/11         lp 
1843?   347         24X   Flche    3O-S73,  B3/03/H,  83O31  301  B7 


6303240439   EN-93-035    on    B3QS2G.  no  t  i  ce     of    violation    i,   proposed 
imposition    oF   civil    penalties    in    amount    op    *4, OOO   issued    to 
licensee    Action    based    on    one    violation    Involving 
falsification   of    radiation    survey    records 

KLINQLERpQ    ,     AXELRAO, J          Director's    Office.     Office    of    Inspection    and 

Enforcement         B3/Q3/20          lp  18572    337 


S3Q.3160009  PNQ-V-03-021    on   030427, leak    discovered    in   component    cooling 
water    piping    sys    Caused    by    potentially    inadequate    melds    in 
pipa    ipool    Visual    Imp    &  NDE   to    be    performed    to   verify    ueld 
Integrity 

KlfiSCHrD  F        Region    9.    Office    of   Director        B3/03/1O        lp 
1         24X    Flehe    30-273.83/03/10.8305160009 


830SS5023B  PNO-I-B3-QS2    on    B30520,  plant   uent    critical    for    fint    time 
iln-ca    B3O223    Realtor     startup    &    required    reactor    trip    breaker 
testing    completed    uiithtn    24    h    Poutr    ascension     to    100K 
eip«cted    avor   next    several    tjnijs 

NORRHOLM.L    ,     JACOBS.  R     .     CREENMAN'  E          Fleglan    lj     Office    of    Director 
B3/03/23  lp          1BS93    358          24X    Fiche    30-272.83/03/23,0303350239 


83O31703S7  PNO-1  II-B3-034    two    nuclear    gauges,  con  talnlng    ISO  mCl    Cs-137 
h   300  mCi    C»-137.  Involved    in    facility    fire,  Came    of    fire 
not    stated   No    evidence    of    contamination    found 

WIEDEHAN,  D   ,    MILLER.  J        Region    3.    Office   of    Director        B3/O5/09         lp 
1B4&B    137 

63031  90072  PNO-t-83-031    on  03O31  d,  veh  le  le    ran    stop    sign  *    struck 
1  Ic-ensee-ounid    van   carrying    radioactive   matl    Package    nob 
damaged   &  no   contamination    Found   Package    returned    to    site 
far    repackaging. 

THOMAB.    CONNER      Region    1.    Office    of    Director        03/O3/1A        lp 
06B         24X    Flcht    30-219.  83/03/16,  B30S190072 


0309190079  EN-B3-034   on   B309BO.  no  tlce    of    violation   b   proposed 
Imposition   of   civil    penalty    in   .amount    of   »40,  000    to   <>e 
Itiuid   Action    based    on   violation    re   operating    reactor   u/ane 
train   of   HPSI    Incapable    of   automatically    starting 

BARBER'S   ,    AXELRAD.J        Director's   Office.    Office   of    Inspection    and 
Enforcement        B3/O3/17        lp         18302  067        24X  F-lehe    50-3O9.  83/OS/17, 
8303190079 

B305-190161   PNO-1  11-83-036   bio««tag*   fc    in    vivo    count    of    licensee   mork«r 
indicated    potential    thorium   uptake   Cause    unit  noun  Mo 
potential    exposure    sources    Identified    Addl    medical    tests 
scheduled   for  830316 

OREOEFtrL  R.  ,    MILLER,  D  E   ,    PAPEBIELLO.C    J        Region    3,    Office    of 
Director        B3/03/13        lp         1B302  23B 


S303S3OS37    PNO-I  I-83-D4 1     on    330520.  unusual    evant     declared     1    fi    after 
process   ve-ntllation    sys    stopped    operating    in    bldg   where 
high    enriched   U  recovernd    from    scrap    Caused    by    failure   of 
electric    motor   Employees    evacuated    No    conta/nlna t Ian   noted 
KAHLE.J   fl     .     01BBDN.A   F          Region    2.     Office    of    Director         B3/03/30 
lp          1S5BQ    22A 

B3O3260314   PMO-1 1 1-83-030    on    93051 9r reactor    placed    In   hot    shutdown   to 
Investigate    It   repair    steam    leak    (n    drain    Una    betuevn 
moisture    separator    *•    preheater    in   nonsaFety-rela ted    turbln* 
sys    Addl    steam   leak    found    in    turbine    control    valve    Flange. 
WALKER, R    D    ,     SHAFEfi,  W    D         Region    3,     Office    of    Director         83/O3/SO 
If          19623     1?B         34*    Flche    5O-B63, B3/03/30,  B3O52603I4 

B303S7O113   PN5-V-83-OO7    DTI    B30920.  uhl 1 e    performing    security    duties, 
upon    approaching    truck    being    of  f  1  aaded,  lecur  1  tij    officer 
observed    Individual     throwing    article    into    cab    Invest! gat  ton 
reve-alsd    cocaine    in    small    glass    container    Police    notified 
BCHAEFER.  D.  W   ,     NOftDERHAUO,  L   U.          Region    5,     Office    of    Olrector 
B3/O3/23          lp          1863B    IAS         S4X    Flcha    30-212,  63/OB/S3,  B3O53701 13 

B303270132  PND-I I l-OS-OS1?   on   030333. util    employee    entered    protected 
area    through    open   &    unmnnltor&d    entrance    to    receive  uhole 
body    count    Individual    escorted    out    of    area    Region    III  will 
investigate. 

CREED, J   .     HINfl.J         Region    3.     Office    of    Director          B3/03/23         lp 
1S63S    19?        24X   Flche    90-333,63/03/23.8303270193 


S3OS19"0233  PNO-H 1-83-033.  on   B3031 1,  1  icen«ee    stopped    uiorli    on   neui 
Installetion    of    pipe-whip    restraints    on    safety-related 
piping    per   830313   conf Irmitoru    action    1 tr   Restraints 
Installed   u/o   adequate   procedura*    or   QC    imp    program 

DAWIELSON.D  H  .    LITTLE.W  8        Region   3,    Office   of   Director        B3/03/13 
lp,         1B301    318         24X   Fiche> SO-434,  B3/OS/13,  B3O3190233 


B30331O174    PNO~II-031-O4a    on    830331,  ercp  loyee    injured    uhiU   pretsurii  itig 
Jnf latable,  bl»ddBT-l  1  k «•    pipe    plug    Rupture    of    bladder    caused 
employee    left    hand    to    hit    adjacent    piping    resulting    in  cuts 
tt   broken    bone*   Hand    decontaminated 

IONATONIS,A    .     GIBBONrA    F        Region   3,     Office    of   Director        B3/OS/S3 
2pp          19632    St7         ?4X    Flche    30-3&9, H3/O3/23,  B3O331Q174 


S303J 70336  PWI-B3-090  on  830513,  100   gallons    of    contaminated    water 
discharged    from   auxiliary    bldg    sump    onto    ground    betuevn 
•uxin*ry   l>    fuel    handling    bldgs    Cause    under    investigation   No 
offslt*   release    occurred    Contaminated    sail    removed. 

8UMrtERS,R   ,     THIPP.L        Region    1,     Office    of   Director        B3/OS/13        lp, 
1BSOO  233        B4X  Fislli    30-S7S,  B3/03/13,  8303190336 

B3-OSH00344  PND-IV-B3-OI9- on  B3O317,  ind icatians    of    InteroranuUr    stress 
corrosion   cracking    In   h«it-«Pf »tt*<*    ione    of   ueltfs    in   RGB 
idantifled   Dat*    forwarded    to    OE    for    detailed    *n*lijmi»- PCS 
loops    Inspected 

DUBOIBiD   ,    MESTERhlAN.T  F        Rspion   4,    Office    of    Director         IEB-83-02 
B3/O3/17         tp          1B316   233         24X    Fiche    30-29B, B3/03/17. B3O3200344 

Q3O52OO430  PNO-I I-B3-040   on  fl3O915/tuo    utH    employees   b    one    former 
•jnploy*e   arrested    for    cocaine   h   marijuana    possession   Arrest 
occurred    offslte   Employee*   not    Involved    in    licensed 
op«r*tor   activities. 

LAND18.K   D  ,     DANCEiRC        fi«Jlon    3r    Dfflc"   of    Director        83/O3/17, 
If          18S17'130        24X  Flche    3O-333- B3/03/17, 8309200430 

9309200497  PNO-I-B3-049  all    licensee   commitments    requirad    ppr    restart 
completed   Actions    to   attest    t>   mitigate    svc    uatrr    blofoullng 
In   support  of  plant  heatup   anticipated   to   occur   on   83OS1B 
completed 

NOHRHOl.M,L   ,    COLLINS,  8        Region    1,    Office    of    Director        83/09/17 
lp          1B314   032        24X   Fiche   30~37B< B2/03/ 17,  0303200497 


MI6C 
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B303O2Q342  Eubmitj   requested    Info    re    generic    DA   problems    in    equipment 
qualification    Induttry    Prob 1 ams    include    failure    of 
organl  iflti-ons    to    Include    10CFRBO,  App    11   &  Part    31 
requirement!    in   purchase    orders    or    contracts. 

BANOARTiR   L         Division    of   Vendor    4i   Technical    Programs        83/04/22 
TAYLOR, J  M         Division    of    Safeguards    %    Inspection   Programs    {Post 
S30103)        3pp         1B277   O73 

B30S03O7O4  Foruiardi    comments    on    NRC    reliability    program  plan    repts 
per   B5021O   request   Foreign    eiperlenc«    In  rel iab-1 1  i  ty 
programs    should   be    considered 

IPPOLITO.T  A         Operating    Reactors    Assessment    BrancJt        B3/O4/IB 
THADANI.A   C         Reliabllitij    t.  Risk    As ae lament    Drjnch.      2pp         18309   109 

B30304O396   "Per  formanc*    Tests    of    Coitimerc  i  al   PeT-sonnel   Monitoring   Svcs,  " 
740723-730123 

NICHOLS.L   L    ,     NEWTON.C    E.       Commerve.     Dept      oF,     National    Bureau  of 
Standards         NICHOLS.L    L         Battelle    Memorial    Institute.    Pacific 
Northwest    Laboratory.       75/01/33         IBpp         13336   OBO 

— 8011IB07B2   BNML-3139 

"Teit    of   Performance    of    Personnel    Dosimeters    " 

NICHOLS.L   L        Dattelle    Ha-morial     Institute,     Pacific  Northuest 

Laboratory.       NHC-I         77^04/30        37pp         183-34  099 
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6303090204  Responds    to  830334  memo   requesting    assistants    in    updating 
safeguards    program   plan    Far   FVB3-9?    Standard  1 jatl on    & 
Special   ProjBcts   Branch   responsible    far    Interface    u/NMSS    on 
reactor    safeguards  matters 

EISENHUT.D   0         Division   of   LicBnslnj         B3/04/21          BURNETT, R   F 
Dlvtllon    of   Safeguards         2pp         1B3B1     111 


8303230311    Forwards    "Failure*    of    Clan    IE  Safety-Related   Biuitchgear 
Circuit   Breakers    to   Close    an   Demand    "   Results    suggest    that 
training    covering   associated    logic    !<   operation   may    be 
appropriate    for    breaker!    equipped    ui/anti-pump  Infl    control! 
KELTEMES.C    J         Director'*    Office         83/04/29         DENTON, H,  R         Office   of 
Nuclear   Reactor    Regulation,     Director        2pp         1B541    277 


630309037?  Responds    to   B30304    invitation    to    attend   Natl    Organ! lation    of 
Test   Research   8.  Training   Reactors  831O20-21    meetings   WJ 
Dtrcks    J.   V   StBlld    unable    to   attend    due     to    prior    c  amml  tman  ts. 
however, H   Dentnn,  Director    of   NRR, mi  1 1    attend 

DIRCKS.W  J       Office   of    the  EiecutJve    Director   for    Operations 
83/03/02        CLARK, L        Masiacnuse t ts    Institute     of    Technology         3pp 
163SI     071 

--8303090290   Requests    desionation    nf    appropriate    NRR    personnel     tn    attend 
t  prepare  response   to  L  Clark    invitation    to   attend   Natl 
Organfiation   of   Teat    Research   te  Training   Reactors    annual 
meeting    on  931020-21    In  Cambridge,  MA 

DIRCKS.W  Office  oF  the  Eiecutlve  Director  for  Operations 
B3/C4/11  DENTON, H  Office  of  Nuclear  Reactor  Regulation, 
Director  IP  18381  073 

--830SQ90313   EitEnds    invitation    to   attend    Mat!    Organ!  jattan    of   Test 
Research   t.  Training   Reactors  S3 1030-21    annual    meeting    at 
MIT   Agenda   for  Qct    1?B2  meeting  &    list    of    attendees    end    as 
Indication  of  program  format  &  content 

CLARK, L        Massachusetts    Institute    of    Technology         S3/O3/04 
DIRCKS.W       Office   of    the   Eiecutive    Director    for    Operations         lOpp 
18381    074 

8305090295  Concurs    in  83O329  statement    of   tuor  t    re    development   of    data 
base    for    10CFR30  53<e)    &  Part  21    deficiency    reporting 
DENTON.H  R       Office   of   Nuclear   Reactor   Regulation,    Director 
63/04/22        HELTEMES.C    J        Director's    Office         2pp          18381     841 

— 8304140328   RBquesti    comments    on    deve  1  opme-nt    of    data    OJie    for   managing    li 
analyzing    info  reported   under    10CFR2I    fc    IOCFR30    35<«>    Data 
could   provide    info  re  capability    to   determine    similarities 
or    trends    In   reported    deficiencies 

HELTEMES.C  J        Director's   Office         B3/O3/E9  NRC   -   No    Detailed 

Affiliation   Given         3pp         1B381    243 

B305120AO7  Foruiardl    documentation   re  LERs    on   r-eactor    trip    breaker 
failures    but  we  en   BOOI01    (<   830222, per    330329    request    Manu, 
trip    breaker   failures    unreported  uh«n    occurring    during    mode* 
when   opBrabilltu   not  required   6y    Tech    Specs 

DENTON.H       Office   of  Nuclear  Reactor    Regulation,    Director,       B3/O4/2B 
HELTEMES.C  J       Director's  Office        2pp         1B44O    127 

— B212070092  Discusses   review  of   LER    failure1   data    for    reactor   protection 
sys    electrical   &  mechanical    components    No    bails    found    to 
support    Industry    Intuitive   guess    that    ratio    of   electrical 
to   mechanical    failures    Is    1O    to    1 

KENDALL,  R        Instrumentation  '/  Control    Systems    Branch        02/11/17 
PYATT.D   U        Reactor    Risk    Branch          33pp          IB44D    12? 

— 33031 20il 3  Summary    of  82090B  operating    reactor    events   meeting 

MIHAOLIA.F  J       Assistant  Director    for    Safety   Assessment        B2/O9/16 
EISENHUT.D  P       Division  of   Licensing         llpp         1S440    185 

— B304040591   Requests   documentation  or    other    info    re    reviews    or 
analyses    of   rtactor    trip   breaker    failure    repts   performed 
BOOtQl-830222   by    B3O411 
HELTEMEH.C   J        Director's    Office         B3/03/a<7         HAYNES- R    C         Reoion 

1,  Office  of  Director  O'REILLV.J  P  Jleglon  2,  Office  of 
Director  KEPPLER,  J  0  Region  3.  Office  of  Director  Spp 

1B440    196 

— S30401OI39  Discuttei    study   of    two    Is-tues   re    Implications    of   reactor 
trip    failure    on  NRC   program   for   collection   &  analyst*    af 
operational    experience   Preliminary    outline    for   study   and 
Preliminary   draft   of    study   uill    be    sent    by    630401 

MELTEMESiCJ        Director 's   Of  flee          B3/03/3B         MATTSON.  R    J        Salem 
Generic    Implications    Task   Force        Spp         1S440    198 

S30319Q33i  Notifiet    that    JE  Olenn  uill    be    available    for   meeting    on 
B3031&    to    ditcuss    recent   application    for   Co-4O    f  ac  i  1 1 1(]>  per 
B3040B   request 

ALLAM,  JM       Resion    1,    Office   of   Director        03/O3/O4        CAWFJBELL.E 
Andover   Tounihlp,    NJ        2pp        18300  023 

— 8309190361   Requesti  NRC   representative    attend   me-eting    o-f    planning 
board   tt  other  municipal    agencies    to    discuss    proposed   C-o-£0 
facility 

CAMPBELL.  E        Affiliation  Untnoun        B3/04/Oa,       HAVNES-  R   C        Region 
1,    Office   Pf   Director,       lp        18300-026 


— B309230S19  Forwards    "Failures    of   Class    IE  Baf etu-Relatad    Sultchgear 
Circuit    Breaker*    to   Close    on   Demand    "   Results    suggest 
that    training    covering    associated    logic    ti   operation   inau,    be 
appropriate    for    breakers    equipped   ui/anti-pump  ing    controls 
HELTEMES.C    J         Director's    Office         93/O4/29         WILKINSON, E   P 
Institute    of  Nuclear    PoDer   Operations        2pp         18341    279 

— 8305330324   Foruards    "Failure*    of   Class    IE  Saf >tg-Relat«d    Buitchgear 
Circuit    Breaker*    to   Close    on   Demand,"   Results    suggest    that 
training    covering    associated    logic    &   operation   may    be 
appropriate    for    breakers    equipped   u/antl~pumplng    controls 
HELT£MEB.C    J         Director's    Office         83/04/29         BOBBIN, 0         Nuclear 
Safety   Analyst!   Center         lp         1B341    3B1 

— 8303230531    "Failures    of    Class    IE  Baf ety-H>lated    BuitchgBar   Circuit 
Breaker*    to    Close    on   Demand    " 

CKIRAMAL.M        Reactor   Operations    Analyd*    Branch,       AEQD/C301, 
83/04/30         30pp          18376   336 

830323D29B  Notification    of    830317   meeting   u/HAFA    Intl    Carpi  American 
Nuclear    Insurance   b  TECo    in   Bethesda,MD    to    di*cu*i 
application    of   acoustic    emission    testing    as   alternative    to 
volumetric    in*p    method    of    inservlce    insp    of    component* 
VISBINQ, 0        Opuratlng    Reactors    Branch    4        83/09/09        BTDLZ, J 
Operating   Reactors   Branch    4        Spp         18394. 3dl 

8305240149  Responds    to   630413    Itr    re    deletion    of    nonradiological   water 
quality-related    requirement*    from  OLi   NRC   Mar    1983  actions 
consisted    of    issuance    of    license    amends    to    delete 
requirement*    from  OLs    for    facilities   u/NPDES   permit 
EISENHUT.D   Q        Division    of   Licensing        63/03/10        DREYi L  A 
Affiliation  Unknown         lp         1B64B    121 

— B3041B0420  Requests    description    of   NRC    action*    taken    in   Mar    1983  re 
deletion    of    nonradlological    uiater-quali ty-related 
requirements    from  OL*    Alio   requests    info    re    changes   made    in 
requirements   on  radiological    releases 

DREY.K        Affiliation   Unknown        83/04/13  Office    of   Nuclear 

Reactor   Regulation,     Director,       lp         18648    122 

6305240131    Foruards   DOE  responses    re   review   of   SIC    reactor    prototype, 
Uindsur  Site,  far   revleiu  &   comment   Reply    requested    by 
830323    since   DOE  const   mods    have    already    begun    at    lite 
H/o   end* 

THOMAS, C  o        Standardliatlon   b  Special    Project!    Branch        83/09/11 
LEAR,fi.      Structural    &  Oaotechnlcal    Engineering    Branch,       lp. 
18&48    120 


B30S26037B  Speich    entitled    "NRC   Vieius    on   Svc    Supplier*    RoUt, 
Qualifications   tt  Acceptab  1 1 1  tifi  "    presented    at   830319 
conference    on    nuclear    svcs    business    in    19BO*    in   Uaihlngton, 
DC 

BTELLO,  V        Regional    Operation*    b  Oenerlc   Requirements        83/03/19 
3pp         18i47,231 


NUHEO  REPORTS  AND  RELATED   CQHHEBPDNDENCE 


B303HB0319  Foruard*    order    confirming    licensee    commitments    on   po«t-TMI- 
related    isiuet   Order    based    on    commitments    contained    in    utll 
response*    to  NRC   Generic    Ltrs    BS-03   fc   82-10 

9TCJI.Z,  J  F        Operating    Reactor*    Branch    4,       OL-Ba-03        S3/03/14 
HANCOCK, J  A        Florida   Power   Corp        3pp         17713  234        24X 
Flche    30-302,  B3/03/14, 8303280319 

— B3O3SB032S   Order    confirming    licensee    commitments    on   past-TMI-related 
Issues 

PURPLE.R,  A        Assistant   Director    for   Lie»n«ing        83/03/14, 

Florida   Pou*r   Corp,       10pp.       17713  237        24X   Flche    30-302.83/03/14. 

0303280319 

8304180027   Foriu»rds   revl*ed    order    confirming    license,!    commitment*   on 
post-THI-related    is*ues, correcting    info    re    implementation 
schedule    for    Item    II    &   3,     "Post-Accident   Sampling," 
STOLZ,  J  F        Operating    Reactors    Branch    4        83/03/30        BECKHAM, J  T 
Oeargla  Power    Co,       4pp         17937  320        24X  Fiche- 30-321, 83/03/30, 
8304 1 20027 

— 8304120042   Order    revl»ino    *chedule    for    suhmlttal    of    info   r»    Item 
II    B,3,     "Po*t-Accldent    Sampling,"    Prom  B30401    to   630701 
PURPLE.R    A.       Division   o*    Llonsinn        OL-B2-03        83/03/30. 
Oeorjla   Puuiir   Co        lOpp         17997  324        24 X   Flche    SO-321.  83/03/30, 
B304 120027 


(MONDOCKETED  ITEMS 


S3041BOS4B  Forward*    proprietary   WCAP-BSQO.  Rev    1.  HCAP-B301,  WCAP-8302, 
UCAP-8821,  draft   responses    to    questions    an   WCAP-1O079   1< 
related    info    re    neiu    small    break    evaluation  modi!    par 
NUREO-0737.  It«m    1 1    K  3  3O  Ends    withheld    (ref    1OGFR2   790) 
RAHE, E  P        Hestlnghouse   Electric    Carp        NS-EPR-2746        83/04/12 
THOMAS- C   0        Standard t ration   &  Special    Project*    Branch        2pp 
17?97,  049 

B30BO20O6&  Forwards  BER   band   on  review  of  NUREO-O737, Item   III   D  3  4. 
"Control    Room  Hab Itablli ty, "    submitted    in   801219  t<   821019 
Itrs    Control    room  habl  tabl 1 Ity    iy»    acceptable 

CRUTCHF1ELD,  D         Operating    Reactors    Branch    5         LSO9-B3-04-Q74 
83/94/29         VANDEWALLE,  D    J         Consumer*    Power    Co         4pp          lB27i   236 
24X    Fiehe    30-833. 83/04/29.  B3O302O066 

— 8307000328  Notifies    that    control    room  meat*    requirements    of    SRP    3  2    1 
2.8.2,2   E  3  t  i   4   fc  Qenaral    Design    Crltirla   4   8<    19. 
Coneluiloni    bated    on    pr*iant    plant    tyi   b   presumes 
implementation    of    effective   HVAC   modi    by    llceniea 
MURPHY, D  M        Battelle   Memorial    Inititute,    Pacific    Northwest 
Laboratory        FIN   B-S333        SS/O3/24        HULHAN, L    0        Accident 
Evaluation   Branch         2pp         19274  842        24X   Flche    90-293.83/04/27. 
8303QEOQ66 

&309020B09  Forwards    response    to  NRC   83O31&    Itr    re    NUREQ-0737,  I  tern 
II.K.3    13.     "RCIC   Automatic    RBI  tart    "    RCIC    iy*   modified    to 
(••locate    tlgnal    for    high    reactor   vessel    water    lovel    trip 
Frnai   RCIC    turbine    trip    valve    to    steam   supply    valv»» 
BAVNE,  J,  P        Pouer   Authority    of    the   State    of   New    Vork        JPN-B3-34 
83/O4/2B        VA8SALLO.  D  D        Operating    Raactort    Branch   2        2pp 
1B27B    133        84X  Flche.  30-333,  S3/04/2B,  830302020"? 

6309020339  Foruardi    supplemental    raspons*    to   Generic    Ltr  S2-2B, 
"Inadexiuate  Core    Cooling    Instrumentation   Byi"   &   NUREG-0737, 
Item    II   F   3.H/one    ovarslie   drawing.  Aperture    card    IE 
available    In   PDR 

CAREY,  J,  J        Duquesne   Light  Co        OL-B2-2B,       83/04/21        VAROA,  B  A 
Operating    Reactor*    Branch    1         2Zpp         16373' 178        S4X 
Fleh»" 30-334.  83/04/21,8303020339 

B30SOSO3&2  Forward*    plant-specific    responses    to    six    NRC    questions    re 
tifetuyrtllef   valve    letting    CNUREO-0737    Item    II. D    D.per 
921217  request   Safety/relief    valve    discharge    piping    utillies 
y   quencher  w/spa.rg»r   at    ditcharge    pipe    ailt 
FIEDLER. P  B       General   Public   Utilitiat   -  GPU  Service  Corp        B3/O4/27 

CRUTCHFIELD,  D        Operating   Reactor*    Sranch    9        21pp         18274    098        S4X 
FIcht.  30-21 9i  B3/04/H7.  B30SOa0362 


B3O302O449  Application    to    amend    License    DPR-46.  ihang  inj    Tech    Specs    to 
Incorporate    NUREO-0737    Items    per    83O110    Generic    Ltr    83-02 
PILANT.J   M         Nebraska    Public    Poiuor    Oistrlct         GL-83-02         83/04/37 
VASBALLO,  D   D        Operating    Re  act or »    Branch   2        3pp         IB2B3    173        S4X 
Flche    30-29B, 83/04/H7.  83O302O447 

— S303O20464   Propoted    Tech    Specs    changes    re   Generic    Ltr    B3-02  concerning 
NUREO-0737     Items 

«      Nebraska    Public    Power    District         GL-83-02       B3/04/27        3pp 
1B263    176          34X    Flche    SO-2-JB,  33/04/27,  6303020449 

83O502Q433   Foruiardi    addl     info     per    WRC    931210   requett    rt    Oeneric    Ltr 
B2-2S    concerning    Inadequate    core    cooling    ig>   Procurement   of 
reactor   VBK.SBI    live!     inttrumenta  tion    5ij5    completed    Syt 
lnit*llatlon    30V,   complete 

EURY.L   W         Carolina    Pautr    k    Light    Co         LAP-B3-83         83/04/2A 
EISENHUT.  D    S         Diviilon    of    Licensing          2pp          18281    322         24X 
Fiche    SO-ail.  B3/04/2irB3O302O433 

S3OS02O4SB   Foruiariii     info    re    NUHEO-0737.  I  t«m    II    D    1.     "Performance 
Teitlng    of    BUR   Safety/Relief    Valves."    per   NRC   830104 
raqUBit  Applicability    of    load    combination    info    to    BUR   Guneri 
Oroup    generic    teit    rept    accgptable 

RVBAK.B  Commonwealth  Edlio-n  Co  ABStN  B3/04/27  DENTDN.  H  R 
Office  of  Muclear  Reactor  Regulation.  Director  IBpp  1B283  311 
24X  Fiche- &0-334.  B3/04/27,  830S02043B 

B303020338   NUREO/CR-20OO    VOE   N3 

LICENSEE   EVENT   REPORT     (LER)     COMPILATION    For    Month    Of    March 

1983 

»      Oak   Ridge   National    Laboratory         FIN  A-9135       ORKL/N8IC-200 

S3/04/30  Director's    Office          132pp          1B3B3    182 

B30S020947  NUREO/CR-3O91 

REVIEW  OF   WASTE  PACKAQE    VERIFICATION   TESTS  Semiannual 
Report   Covering   The    Period   April-September    I9B2 

aiDA.O  T   i    EASTWOOD,  D    ,     JAIN,  H        Brookhaven  National    Laboratory        FIN 
A-3167         BN4--NUREO-31630         B3/O4/30  Division   of    Watte   Management 

147pp         Available    at    NRC          *i    DO          1S2B3   033 

03O302O597  Foruardi    safety    evaluation    on  NUREO-0737,  Item    II   D  2  a, 
"Plant  Shielding   Modi    fur    Vital    Area    Access    "   Requirements 
met 

VAS9ALLO,  D  D         Operatlns    Reactor*    Dranch    2        83/04/2S        FARRARr D 
Commanuialth    Edison    Co          Spp          1B2B4    222,       24X   Fichi    30-251,  B3/04/Z2. 
9303020397 


B30SO2O383  Confirm*   B30302    (ubmlttal    date    for    proposed    solution    to 
three    remaining    open    item    on  NRC    review    of    upgraded 
Auxiliary    feeduater    sys    per   NUREO-0737.  I ttm   II    E    1    1 
Contractor   requested    to    provide    cost    estimate    for    ibudif, 
RODRIOUGIiR   J        Sacramento   Municipal    Utility    Dlitrlct        93/04/27 
BTDLI.J,  F        Operating    Reactors    Dranch   4         lp.       18276  313        24X 
Fiche:  30-312,  63/04/27,  B30SOSO3B3 


B3O303OO10  Advlies    that    position   concerning   nonestabllinment    of 
backup    emergency    operation*    facility    (EOF)    unaccep tattle 
Flans     to    aitabllih.   EOF  b<j    83O60I    nust    ba    submitted    ti  mil  it 
meet    NUREO-O737, Bupp 1     1     (Oenerlc    Ltr    62-33)    criteria 
EIBENHUr,  D   0          D(Vi«ion    of   Licensing.        EL -83-23        B3/04/29 
DIXOMi  P  M        South    Carolina    Electric    &  £a*   CD        3pp         18310  393 
Flche     30-39D,  B3/04./25,  83O303OO1O 


83O302O3B4   Forwards    response    to   82:1113    request    for    addl    info  re 
NUREO-0737,  Item    II    E    1    2  l<    II   K    2    1O  Schedule    for 
installation   of   auxiliary   feeduiater   *yi    confirmed   W/H 
overtlit    drawingt   Aperture    cards    are    available    In   PDR. 
RDDRieUEZ,R   J.       Sacramento   Municipal    Utility    District        B3/04/2B 
BTOLZ.J  F        Operating    Reactori    Branch    4        3pp         1B2B3  329        24 X 
, 30-312, B3/O4/SB, 8303020384 


34pp 


— O303OS039S  BWMP-2OO04    (6-76)    R3 

Rev  3  to  "Autlllary  Fiedwater  8gi  Sys  Detcrlptlon 
*  Bab  cock  i.  Wllcox  Co  13-1120980-03  B3/04/04 
1B3S3  332  24X  Flche  30-312,  S3/04/2B, B303O203S4 


S 305020387  Responds    to   NRC   830203    Si  0330   question!    re   proposed    SRP 
Amend    19.  No   need    exist*    to   arbitrarily    Increase    Initial 
power    to   account    for   uncertainty    In    power    level    Errata    sheet 
d    transient    summary    of    feedwater    controller    Failure   end, 
CURTI8.N  M.       Pennsylvania   Pooler    &  Light    Co        PLA- 14,40        83/04/2B 
fiCHUENCER.A,       Licensing    Branch    S,       4pp         18276  314        24 X 
Fi  eh* ' 30-387,  B3/04/28, B3090203B7 

930502O388  Responds    to   B30322  request    for    addl     Info    on    Instrumentation 
tyi   -for  detection   of   inadequate    core   coaling    (Oanerlc   Ltr 
BZ-9B)     Installation    completed   tt    sys    currently    being    tasted. 
Status,  of   conformance  w/NUREO-0737, Item   II   F  S  ancl 
6CHUYLER, J  0       Pacific   Oaf  I.  Electric   Co       OL-8a-2B       83/04/37 
EIBENHUT.D.O       Division  of  Licensing.      7pp        1BH76-3SV       24K 
Flch*    30-273,  B3/O4/27r B30302039B 

6305O2O421   Forward*  addl    Info   r*   tmergency   plan   per  821206   request   Info 
addresse*   Question   B   4   concerning    plant    personnel    response 
capability    during    emergency    situation   per    staffing    goals    In 
tiufpl     I    to   NUREO-0737. 

KOESTER,  0  L        Kanies   Oas    I.  Electric    Co        KMLNRC    83-031.       B3/04/29. 
DENTOff. H  R       Office   of  Nucl*»r  Reactor  Regulation'    Director        iOpp. 
18273;  100        24X   Flehe- 30-4BE,  B3/O4/27,  B30302O421 


830903O139  Forward!  safoty  evaluation  based  on  review  o-f  utll 
lubmittals  r*  TM1  Action  Item  II  D  1>  "RC8  Vents  "  Licanni 
venting  capability  acceptable. 

VAS8ALLO,D  B         Operating    Reactors    Branch.    2        83/04/19        BAVME,  J  P 
Pouer    Authority    of    the    State    of    New   Vork        4pp        IB309   833        24X 
Fichi     30-333J B3/04/1B,  B3O3030I33 

— H30331002O   B14/TER-D-7 

"Btltctffd    Operating    Reactor    Issues    Program    IIiRCS  Vents 
(NUHEG-O737.  Item    II    B    D."    final    technical    evaluation  rept 
HELDiJ  T        Energy    Incorporated         HELD,  J  T        Lawrence    Llvermore 
Laboratory          FIN   A-OHBO         TAC    44373         B3/03/OB         ALBERTHAL,  G         NRC 
-  No  Detailed   Affiliation   Olven         4pp         18309  237        24X 
FlcKe    90-333. 63/04/18.  S303030E39 

B3OS030144   Foruiards    application    for    proposed   Amend   23   to   License 
NPF-14, changing   Llcenie   Condition    S   C    (ZBICgHl)    to   extend 
completion:   data    for    safety    parameter    dltplay    syi    to  831230. 
as    part    of    NUREO-0737,  Item    IIJ    A    1    2    (Oenerlc   Ltr  82-33) 
CURTIS, N  M        Pennsylvania   Fomer    8<  Lloht   Cn        PLA~lfi34        83/04/29. 
BCHUENCERi  A         Licensing    Branch    S.         lp          18306   328         24K 
Flche    90-3B7iS3/04/2?r 8303030114 

— 330303-0133   Application    for    proposed    Amend   23   to  License  NPF-14, 
changing   Llceni*  Condition   2  C    (SBMgld)    to   extond 
completion    date    for    safety    parameter    display    syi    to    B31230, 
as    part    of   NUHEO-O737,  Item    III    A    1    S 

CURTIB,M  W.       Pennsylvania    Pouer    fc   Light  Co,       OL-B2-33,       83/04/29 
Spp          1B3O6    32"?         S4X    Fl  Che:  3O-3B7,  B3/O4/H?,  8303030144 

B30S030443  Application    for   amend    to   Licansei   DPR-6H  !.  DPR-71, 
•uppl ementlng    830616   request    for   ml icel laneau*   Tech   Spec 
rev*    originally    scheduled    Car    completion    during   B2Q901 
refueling    outage. Outage   1   mads    to    be    completed    by   B30&S4 
HOWE, P. W        Carolina    Pouer    &   Light    Co         LAP-B3-IOO        83/04/28, 
VASSALLO.D   B.       Operating    Reactor*    Branch    S        2pp         1S30B  E22        24X 
Flche. 90-324.  83/04/88.  B3O30304A3 


482 


NONDOCKETED  ITEMS 


— 8305030*31    Proposed   Tech   Specs    re    sat eCy-related   hydraulic    »nubb*r»i 
post-ace  Jde-nt  monitoring    instrumentation' gai  analyror    5ys, 
reactor    coolant    leakage   detection    sija   &   remote   shi/tdoun 
men  1  tor  ing    Instrumentation 

*      Carolina    Pouer   t.   Light    Ca          B3/O4/2B          19pp         1B30B    324         24X 
Fiche    30-324.  B3/04/3B,  3309030463 


3305040346  Requests   remittance   of   Class    III    fee    for   881110  application 

re   noncnnformanee   u/NUREO-0737,  Itim    1 1    E  4  3  on    containment 

isolation   dependability 

DIGCS.H  M        License   Fee  Managsment   Branch        B3/04/S7        CURTIS.  W  H 

Pennsylvania   Pouier   &  Light   Co         lp         1B331    330        24X 

Fichi    30-3B7,  B3/04./H7,  B303040346 


B303Q3Q49I     Forwards     relpunie    to   B21210   Generic    Ltr    B2-2B   re     inadequate 
cor*    cooling    Instrumentation   sgij  1  nc  1  utfing    reactor   coolant 
inventory     sys    flescripti  on(  cnnf  ormance     summary    to    NUnEO-0737> 
Item    II   F  2  &    proposed    Implementation    schedule 

RAWDAIZA,  J   B         Maine   Yankee    Atomic    Power   Co         GL-B2-3S         B3/O4/29 
EIEENHUT.D   C         Division    of   Licunslna          34pp          IB39S    1  1Q         24X 
FiehB:30-3O9,  B3/O1/29,  S30303049I 

6305030319    Advises    that    separate     iodine    particulate    samplinj     SIJB 
initalled    £<    temporary  mods   performe-d    on   vent   monitoring    iy», 
per    NRG   S3O314    order    re    NUREG-O737,  I  turn    II    F    1.  Attachment    2 
Unit    1    9Hj*    operational    Unit   2   syi    will    be   completed    shortly 
ALEXICH.K   P         Amarican    Electric    Power    Service    Corp         AEP   NRC    0678E 
83/O4/S9         DENTON,  H  R         Office    of    Nuclear   Reactor   Regulation,- 
Dir*ctor         Hpp         1B29S   334         24X    Flcfie    30-313.83/04/29,0305030319 

3305030999   Advisei    that   applicable    recommendations    contained     In    B&H 
Topical   Rept   BAH-15&4,     "Integrated   Control    Sit   Reliability 
Analyils,"    will    be    Implemented    prior     to    fuel     loading    to 
fulfill    requirement!    of   NURES-0737.  Item    It    K    2   9 
MILLS,  L   M         Tennenet   Valley   Authority         83/01/26        AD  ENS  AM,  E 
Licensing    Branch    4         lp          1B303    299         24X   Fichu    50-438,  B3/04/26, 
B303030S3B 

0303030S88   Forwards    response    to    B3O219    repeat    fnr    atfdl     info    re 
NUREO-0737,  I  tarn  II    D  3   re   poit-aet;  ident    sampling   sijs   Areas 
liiscuned    Include    radiological    &    chemical    analgils   capacity 
t    reactor    coolant    gat   analyiis 

PILANT-M         Mearaska   Public    Pouier    District         UQA5300026         83/O4/22 
VASSALLO,  D    B         Operating    Reactnn    Branch    2         4pp         IB3O9   354.        24  X 
Fiche*  SO-S9S,a3/04/-23.  6303030SBa 


S3O3O3OA06  Foruardf    reiponse    to  Ocncpic    Ltr  S3-1QC  re   program   for 
reiolution    of    NUREG-0737,  Item   II.  K   3   9.     "Automatic   Trip 
of    Reactor    Coolant    Pump  i    "   Pump    trip    can   be    achieved 
safely    b   reliably    by    op  eratnr.  uhen    required 

MILLS,  LH         Tennessee   Valley    Authority          GL-B3-10C         03/04/22 
ADEMSAM.E         Licensing    Hranch    4         6pp  18303    173        24X 

Flche    30-390,63/04/22,  B30303060£, 


8303040664  Forwards   Buppl    3   to    SER    (NUREO-OBB7)    W/o    encl 

VOUNQHLQOD, B  J        Licensing    Branch    1        83/O4/27        EDELMAN, M  R 
Cleveland   Electric    Illuminating    Co        2pp         18336  266        24X 
FIcha    30-440,83/04/27,0303040664 

B3030406i9  Forwards   BER    on   BWR   Owners   Group    genaric   response    to 
NUREO-0737,  Item    II   K   3    IB,     "Mod    of   Automatic 
Deprcssuriiation  Sys    (ADS)    Logic    "   Response    acceptable   u/ 
stipulated    conditions   Response    req.ue«l«d    expediently 
SCHHENCER.A         Licensing    Branch    2         83/04/23         CURTIS,  N   W 
Pennsylvania  Pouier   &  Light   Co         lOpp         18336   33S        24X 
Fiche    30-3B7,  B3/04/23,  B303040669 

B3030406S2   NUREO-0027 

INTEGRATED   PLANT   SAFETY   ASSESSMENT   REPORT,  SYSTEMATIC 

EVALUATION  PROGRAM  -  LACROSSE  DOILINO  WATER  REACTOR, Dackit 

NO     30-407    (Dairyland  Pouer   Cooperative) 

»      Division    of   Licensing        S3/O4/30        494pp         1H334    142        24X 

Fiche    30-409.  B3/04/30,  B3030406BS 

S30S0406BA  Requests   responses    re   relief    from   surveillance   requirements 
of    equipment  uhlch   would    result    in    excessive    exposure   Tech 
Spec    change   requests, scheduling    for   recovering    affected    iys 
&  rev   to   recovery    plan   requested 

BARRETT,  L  H  TMI  Program  Of  flea  NRC-TMI-B3-024  S3/04./H7 
KANfJA.B  K  General  Public  Utilities  -  CPU  Service  Corp  3pp 
18336  329  24X  Fich«  3O-3BO,  B3/O4/27,  8303040696 

9303040639   MUREO-0040   V07   N01 

LICENSEE   CONTRACTOR    AND   VENDOR    INSPECTION   STATUS   REPORT 
Data  As   Of   March   31,  19S3    (White   Book) 

*  Region   4,    Office    of   Director        83/04/30        2B4pp         18332  001 

B309040693   NUREO-OS40   V04   HOI 

TITLE   LIST   OF   DOCUMENTS   MADE   PUBLICLY   AVAILABLE    January    1- 
31.1963 

*  Division   of   Technical    Information   *  Document   Control        B3/(H/30. 
377pj>         1B332   2S3 


830303Oi3fl   Application    tp    amend    Licenses    DPR-97   t,   NPF-3j  Vevl  » i  ng    Teen 
Specs   re  TMI    Action   Plan    Items    I    A    1     I    3,  I   A    1   3,11   E    4   1, 
II    E    4    2    5-7,  II    K   3   3,  II    K   3    13,  II    K    3   33,  1 1    K   3    15, 
II    K    3    19,  ri    K    3   S7,  II    K    3   43   fc    II    F    1-4 

BECKHAMi  J   T        Georgia  Power  Co        NED-S3-a67        83/01/22        STDLZ.  J  F- 
Qpiratfng    Roasters    Branch    4         Bp-p  1B303   S83         24X 

Fiche    30-321,53/04/22,6303030634 

— 8303030&6S   Revised    Tech   Specs   re    TMI    Action  Plan    Items    I   A    1    13, 
I.  A    13,  1IE41,IIE4S   3-7,  1 1    K    3   3,  1 1    H    3    13,  II    K    3   S5< 
II    K   3    IS,  II.  K   3    19,11    K   3   27,  fl-K    3    43   &    II    F    1-4 
*       ffrorola    Poiuer    Co         83/04/23         31pp          10303   293         E4K 
Fleh»   50-3ai.D3/O4/22,  33050306.34, 

B3Q3040311   Foruiardi    reiponte    to  B 3 020 2   request    for   addl    Info   re 
NUHEQ-0737.  Item    1 1    F    1   6,     "Containment   Hydrooen  Monitor    " 
Info    ri  water    level    monitors    to    be    provided    bij   B306J3 
BAVNE.J  P        Poo/er   Authorltg   of    tha   State    of   Neu  York        JPN-S3-3O 
B3/OS/02         VASSALLO,  D   B         Operating    Reactors    Branch    3         3pp 
18323-300         24X    Fiche    50-333,83/03/02.0303040311 

830304,0317  Responds    to  NIC   request    for    add  I    info  re   TMI    action    plan 
1  t*ms   Hat!    supports    utll    position    that    nonsaf et unrelated 
equipment    fall*    outside    ccnp?   nf    Franklin  Research  Ctr 
revieu  Justification  not   necessary 
LENTINE.F   6         Commonuealth    Edisnn    Co         6491M         B3/03/O3         DENT  ON,  H   R 

Office    of    Nuclear    Reactor   Regulation     Director        2pp          IB323    2B9 
H4X   Pick*    30-393,83/03/03,9303040317. 


8303040740  NUREO/BR-0031    VQ4  N6 

POWER   REACTOR   EVENTS   September-October    1902. 
MA9SARO,  8   A    .     TRENERY,  8    E         Director's    Office 
1G327    143 


83/04/30        33pp 


B303040769  Forward*    safety    nvaluatlon  b    technical    evaluation   rept    r* 
TMI    Items    I   A  a   1    4    "Upgrading    of   Reactor   Operator   &  Senior 
Reactor  Operator  Training"  &   II   fl  4   "Training   for  Mitigating 
Core   Damage    "   Programs    satisfy    NUREO-0737   requirements 
STDLZiJ  F        Operating   Reactors   Branch   4        83/04/20        BECKHAM.J  T, 
Georgia  Power  Co        3pp         1B327  3OO        24X  Fiche    90-381,93/04/20, 


B30303002S  Foruards    status,  description   b   schedule    for   meeting 
requirements   re    emergency   response    capabilities,  per   Otnerle 
Ltr   BS-33    (Buppl     1    to    NURBG-07371 
FIEDLER,  P   B        General    Public   Utilities   -  GPU  Service    Corp        OL-8S-33 

SS/Ofl/13        EISENHUT,  D  0        Division   of   Llceniing         17pp.       1B342    11B 
24X   FlchB    50-219,  B3/04/I3,  B309O30022 

8303030026  Forwards   NEDO-S2B07,  "AnaUjsi  s    of   Scram  Discharge   Vol   Su* 
Piping    Integrity    "  No    further   action    planned    re    equipment 
qualification   &   ig»    design  modi    Identified    In    generic    SER 
(NUREO-OB03) 

BAYNE,  JP        Power   Authority    of    the   State    of   Mew  York        JPN-B3-39, 
B3/03/03        VASSALLO,  D   B.       Operating    Reactors    Branch    3        2pp. 
1B339  313         24X   Fichf  30-333,  83/03/03,  B30S0300S6 


3303040362   Respondi    to   B30217   !,   0407    requests    for   addl    info   r* 
NtJREO-0737,  Item    II,  B  3   17,     "ECC8  Outagui    "    Info   compilsd 
from   equipment    inoperahl  II  ty    record    uhlch    U    completed    each 
Ihlft   during    cold   ihutdoun 

HURFORD.W  J  Carolina  Pouer  tc  Light  Co  LAP-B3-144  B3/04/B9 
VARffA.8  A  Operating  Reactor*  Branch  1  4pfl  18323  194  24X 
Fiche.  90-afcl,  B3/04/a9,  B3O3040363 


93-05050889  Submits    progresi    rept    re   TMI    Items    1 1    F,  1    1    t,    1 1    F.  1. 2  ft 
effluent  monitor  mads    Vendor    scnedular   uncertainties 
resolved   Remaining   wort    consists    of    training    operators, 
sofeuare   changes   b  minor   wiring    change 

COUNSIL,  W  e        Northeast   Nuclear   Energy   Co      tiubs.     of  Northeast 

Utilities).       COUNBIL.W  0        Northeast   Utilities        B10767.       B3/04/2? 

CRUTCHFIELD,  D        Operating   Reactors   Branch    S        2pp.       1S33B  OiZ       S4X 

Fiche    30-34 3.  53/04/29,  8303030229 


8303040474    InPormi    that  analysis   of   aircraft    traffic    for    facility    per 
Integrated    assessment  rept    (NUREG-O823J    follewup   accepta-blt. 
CRUTCHFIELD, D        Operating    Reactors   BrancJi    3        La03-83-O»-OQ3 
B3/03/03       FIEDLER, P   D        Ceneral    Public   Utllitlta   -  GPU   Service   Corp 
2pp.        18319   313         B4X   Fiche   30-319.  33/03/03,  8303040'174 


B303030293  Forwards    draft   SER   of  NUREO-0737,  Item    II. B  3,     "Post-Aceident 
Sampling   "  Eight  of   11   criteria  mat  Criterion  2,10  &   11 
incomplet*  Addl    Info   requtvted    to    complete   reviecii  of  PAHS 
««* 

VAROA,B,A        Operating    Reactors   Branch    1        83/04/22,       UHRIO.R.E. 
Florida  Pouier   &  Light    Co        Sipp         18332  074.       84X 
Fiche- 30-B30,  B3/04/2B,  B303030293 


NONDOCKETED  ITEMS 


483 


8309090426   NUREO/CR-SOO1 

BUR   REFILL-REFLOOD   PROGRAM   TASK   4    3-BINQLE    HEATED   BUNDLE 
FINAL   REPT 

SUTHERLAND.  W  A   ,    BARTON.  J  E  .    FINDLAY.  J  A        General    Electric   Co        FIN 
B-3B77        EPHI    NP-2372        B3/04/30  Dlvliion    of    Accident    Evaluation 

B3pp        Available   at   NHC        »9   90        18332  S99 

8309090432  NUREfi/CR-3140 
CONTAINMENT   BUMP   TEST  DATA 

SCHMIDT,  H  H        Sand fa   Laboratories        FIN  A-1296        SAND8a-29B3 
83/04/30  Division   of   Safety    Technology         73pp        Available    at    NRC 

•9   00         18332   22? 

B305Q60001    Forward*    EOSiQ   summary    of    discussion   re   radiological    effluent 
Tech   Specs    during    B2O60S-03  plant   vtilt   Final    draft    of 
proposed    radiological    effluent    Tech    Specs  &   offslte    doie 
calculation   manual    should    be    developed   uitthtn    60    days 
CLARK, R  A        Operating    Reactors    Branch    3        53/04/29        FAY. C    M 
Mliconiln    Electric    Power    Co         49pp          18333:263         24X 
Fich*   30-266,83/04/25.8309060001 

— -S309060Q07  NUREQ-Q472  007  R03 

STANDARD   RADIOLOGICAL   EFFLUENT   TECHNICAL    SPECIFICATIONS 
FOR  PRESSURIZED  WATER   REACTORS  SEPTEMBER    19B2 
«     NRC   -  No   Detailed   Affiliation    Olven        PWR-ST9-I        82/09/O3 
S3pp,        18393   308.        24X   FIthe    90-366,  83/04/S5.  S303040001 

B303040017  Forward!   SER   re   utll    reiponios    to   NUREO-0737,  Items    1 1   F    1    4. 
"Containment   Preiiure   Monitor,  "    II    F    1    3,     "Containment    Water 
Level    Monitor"   &    II    F    1    6,     "Containment   Hydrogen   Monitor." 
Item*   reiolved 

CLARK,  R  A.       Operating    Reactor!    Branch    3        B3/04/2.I        STEWART,  W  L 
Virginia   Electric    tt  Power   Co        Bpp         18334:314        34 X 
Flchf  3Q-33B,  83/04/21,83030600:7 

B3OSOeQ04S  Forward*    BER    lupportlng    utll    response*    to   NUREG-0737. I tem» 
II. F.  1.4.     "Containment   Pressure   Monitor,"    II    F    1    3, 
"Containment  Mater   Level    Monitor"   8c    II   F    1    6.     "Containment 
Hvdrogen  Monitor    "    Items   reiolved 

CI.ARK.H.A.       Operating    Reactori    Branch    3        83/O1/21        LUNDVALL.AE 
Baltimore   Oas    8.  Electric    Co        9pp         10334  27?        24X 
Fich*    90-317,83/04/31,8309060043 

8303060100  Advice*    that   requirements    of    NUREO-0737, TMI   Action   Plan 
It  tint    II. F    1.4,11    F    I    3  «.    II   F.  1.  &   met  &    item   resolved 
Criteria   requiring    equipment    to   be    environmentally    o.ualiflid 
ulll    be  reviewed    under    environ   qualification   program 
CLARK,R.A        Operating    Reactors    Branch    3        B3/O4/31        MUSPLF,  D.  M 
Northern  8tate«  Pouar  Co       9pp        IB394  268       34X 

Flche; 90-2B2, 83/04/21, 8309060108 

Q30S060233  NUREO/CR-3 1 36 

AOUIFER  fiESTORATIOM  AT    IN-SITU  LEACH  URANIUM  MINES  EVIDENCE 

FDR  NATURAL  RESTORATION  PROCESSES 

DEUTBCHiH  J,  ,    BERNE,  R   J  ,    BELL,  N  E        Battelle    Humor  la  1    Institute. 

Pacific   Northwest  Laboratory        FIN   fl-3379.       PNL-4604        83/04/30 

Dlvliion   of   Health,    Biting   b  Haste    Management.       96pp        Available    at 

NHC        «3.  90.       18339' 001. 

B3OSQ6Q306  Requnt*    that    portion    of   830423  rfl*ponia    So  Generic   Ltr 
83-02  be   withdrawn,  Portion  re    Item    II,  F.  1,     "Add!    Accident 
Monitoring    Instrumentation. "   will    be   reevaluated    upon 
receipt   of   NRC    guidance 

6UCMA,L  T        Georgia   Pouer   Co,       NED  83-278        B3/OS/02        STOLI,  J  F. 
Operating    Reactors   Branch    4        Ip         18344   323        24X 
Flchl- 30~321>  S3/09/02,  B303060306 

9305060387  Reiponds    to   Nau  England   Coalition    on   Nuclear   Pollution  Si 
State   of   NH   lubmtttal*    iubiequent    to  030407-08  prehoarlns 
conference,  Objectt    to  uord    "omliilon"    In   reworded 
Coalition   Contention    I    D.  2 

LESSV.R.  P.  Hearing  Branch  3  IBBUANCE8  OL  B3/O3/01.  HOYT.H, 
LUEBKE.E.A,,  HARBOUR,  J.  Atomic  8af*tij  and  Licensing  Boarrf  Panel. 
4pp.  1B344-OB1,  24X  Flth*'  30-443.  B3/03/04,  6303060339 

B303060347  NUREO/CR-3229 

EXPLORATORY  ASSE8BMENT  OF  POBTIRRADIATION  HEAT   TREATMENT 
VARIABLES    IN  NOTCH  DUCTILITY  RECOVERY  OF  A933-B   BTEEL 
HAWTHORNE,  J.  R.       Haterlals   Engineering    Testing    Services,     Ine,       * 
EN9A,     Inc        FIN  B-8133        B3/04/3O  Office    of   Nuclear  Regulatory 

R«iaarch.    Director        20pp        Available    at   NRC.       *3  29        18337.097. 

3303060399  Forward!   response   to  920923   Itr   r*   open   Itams    In  NUREO-O612, 
•Control    of   Heavy   Loads   at   Nuclear    Pouter   plants    "   Dunanilc 
lo*d    effects,  ln*»rvlct    insp   It    exam    fraquency   revi«u*d   Phase 
II   result!   expected   bg   S30601 

CROUSE,R.P        Toledo   Edison  Co        943        93/05/02        BTOLZ- J,  F 
Operating  Reactors   Branch   4       7pp.       18343   167.      24X 
Flche.  90-346,  03/03/02,  B309060393. 


8303060399  Cnitiments    an    proposed1    rule   re    safety    goals    evaluation   plan 

Mllano   Natl  Nuclear    Regulstorij    Agent^   presently    involved    In 

similar    but  more   restrictive    task    Rcnuesti    to   tie    kept 

Informed    of  proceeding! 

GARFtlBBA.,3  Institutu    di     Inga-gnerla  Nuclearu-    Milan.    Italy 

48FR10772  B3/O4/26  Docketing    !<   Ssrvices    Qranch         Ip 

18343    13? 

B303Qi04I3  Forwards    reaolutlnn    of    open    Items  ra   NUREO-0737r  I  tem   II    B  3, 
"Poi  t-Acc  i  dent  Sampling   Siji,"    per    B30213  evaluatian   & 
830314    telcon  No    significant   radiation   effects   anticipated, 
LATHAM.W   K         Sacramento   Municipal    Utility    District         B3/OSJ03 
STOLZ.J   F          Operating     Reactors    Branch    4         2pp          18343   279         24X 
FIchc    30-312.83/03/02,8308060413 

8309O&O431    Forwards    application     far    amend    to   Licenie    DPR-A4.  changing 
Tach    Spso    6   9   1,6    9    1    4,6    7    1    7,6  t   1    8,  h  9   2  &  Tables 
3   fi-I    tt   4    4-1    to    reflect    conta  innient    isolation    valvo    mods    & 
NRC   &  utll    organl la tional    changes 

BAYNE,J  P         Power    Authority    of    tho   State   of    Neu  Vork        lPtJ-33-34 
83/09/03          VARGArS    A         Operating    Raacton    Branch    1         3pp  18391     199 

24X    Fled*     3O-2B4,  B3/O3/03,  B3O3O6O431 

— 83O3060432   Application    for    amend    to  License   DPR-64,  changing    Tach    Specs 
6   9    1.6    9    1    4,6    ?    1     7,6    9    I    B,  6    9   2   6   Tables    3   6-1    tt   4    4-1 
to    reflect   containment    isolation   valve  mods    &  NHC   ft  uti  1 
organl xa tional    change* 

BATNEhJ.P        Pou.r-   Authority    of    the   Etate    of   Neu  Vork        83/09/03 
Ip          18331    SOS          24  X    Fiche    SO-HB6,  83/03/03.  B303060431 

— 83050&0433   Proposed    changes    to    Tech   Specs  6  9    1,6  9    1   4,6.9    1    7, 
6   9    1    B,  6  92!,    Tablet  3   6-1    &   4  4-1    to   reflect   containment 
Isolation   valve    mod*    Si  organ! rational   changes   U/one   overs  tie 
drauing    Aperture?    card    is    available    in  PDH 

*  Power    Authority    of   the    State    of  Neu  York        B3/O9/03         13pp 
1B33I    SO3        24X  Fiche   SQ-SBti*  83/05/03,  B303O60431 

B3030604S7   Foruardi    draft   responses    to  NUREQ-0737,  Homs    1C    1,1    C  6, 
T.  D    1,1    D    a,  1   0    1    -tc    III   A    1    3  Responses  utll    be    incorporated 
Into   FSAR    by    Juno    1993 

BRADLEY,  E    J        Philadelphia    Electric   Co        B3/09/04        SCHHENCER,  A 
Licensing    Branch    S         "7pp         1S3S1     160       24X  Fiche   3O-332,B3/03/O4, 
B3090&0437 

8309060965  Foruiards    SER    (NUP.EO-0979)    re   application   for    final    rfaiign 
approval    for   GEB3AR    II    i  Ffl    notice  H/D  NUREO 

THOHAB.C   O        Standard  i  iition   &    Special    Projects   Branch        63/04/EQ 
aHERUOOD.e   0        Oeneral    Electric    Co        2pp        18339  210        3tX 
Fiche    30-447. B3/04/SS. B30S060BAa 

— 830306056B    Notice     of    aval  1  abll  1  ty    of    SER    INUREB-0971?)    on    proposed    final 
design   approval    for    OEBSAR    II 

BR1NKMAN, D   G        Standard! lation   &  Special   Projects    Branch. 
33/04/28.         Ip  1B339'31S         34X    Flche    30-147,  B3/O4/BB,  B3O30603&2 

9303060643  Advlsei    that    Class    III    Fee  appropriate   for    each    lilted 
application    'Had   u/NRR    for    reviuui  Request   of   830331    far 
e«emptian    From  ordei-r  confirming    commitment   to    implement 
NUREO-0737,  not   eiempt    from    Fee-s 

MILLER, H  O        Licenie    Fee  Managamant   Branch        B3/OS/02 
RODRIGUEZ,  R,  J         Sacramento    Municipal    Utility    District         3pp 
1B33B.362.       »4X   Flcho:  30-312,  B3/OD/02,  B303060649 

9303O606SB  Foruards    iaf«ty    evaluation  re   NUREO-O737,  Items    1 1    F   1    4, 
11    F    1    3   fc    II    F    1-  6   on    containment   pressure,  uatar    levil    & 
hydrogen   monitor!    Utll    BO121O    submlttal    t,  83O21S  rev 
acceptable   Environ    qualification    to   be   revleued    aeparatelij 
VAROA, 8  A         Operating    Rut  tors    Branch    1        B3/04/22        STEWAHT.HL 
Virginia   Electric    h   Poutr    Co         2pp        1B337  357       34X 
Fich*    9O-2BO.S3/04/SS, B309O60&3B 

— 8309060663    Safety     evaluation    re    TMI    Action   Plan    Items    INUREQ-0737) 
II. F   1    4,     "Containment  Pressure   Monitor,"    II   F   1    3* 
"Containment  Water    L«v«l    Monitor"   fc    II, F   I    3,    "Containment 
Hydrogen   Monitor    "    Design*    acceptable, 

*  Office    of  Nuclear   Reactor    Regulation!    Director        83/04/22        9pp 
IB337:  339.        84X    Fiche-  5O-2BO,  B3/04/22,  B303O6043B 

B309O6O674    NUREO/CR-2924 

RADON  DIFFUSION    IN   CANDIDATE   SOILS  FOR  COVER  I  NO  URANIUM 

MILL   TA1L1NOB 

giLKER.H    B    ,    KALKWARF,  D.R         Battelle  Memorial    Initlttite,    Pacific 

Northuest    Lahorataru.       FIN   B-2269        PNL-4434        93/04/30  Division 

of   Health,     Siting    h  Haste    Management        32pp        Available   at   NRC 

•9  00        1B39B  800. 

8309060678    NUREO/CR-BOOS  R01 

CHECKLIST    FOR   EVALUATING)  EMERGENCY  OPERATING  PROCEDURES  USED 

IN  NUCLEAR   POWER   PLANTS 

BRUN£,fi   C    ,     WEINBTEIN.M        HPT,     Inc        »      Sandla   Laboratories        FIN 

8-3098        3ANDB1-7O74         S3/O4/30  Division   of  S«feguarif»   & 

Inspection   Program*    (Post    B301O3J        39pp        AvailabK   at  NRC.       *4   90 

18338.268 
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H30SQ406aO  NUHEG-04S3  V09  N03 

SYSTEMATIC    EVALUATION   PRO&HAM    STATUS   SUMMARY   REPT   Data   A»    OP 

Hai-cn    31,1783    (Buff    OooM 

»      Office    of   Resource   rtanaoement,     Director        B3/03/31        63pp 

18338  2?s 

9303090013  Forwards   SER    (NUREG-O9i0.  Supp  1    1>    Including    Addl    info 
received    from  applicant  &   ACRS    comments 

•ORACE.  d  N        Clinch    River   Breeder   Reactor  Program  Office        83/09/05 
LQWOEWECKEfi,  J       Energy.    Dept      of,    Clinch   River   Breeder  Reactor  Plant 
33pp          10369   322         24X   Ficha    3O-S37,  B3/O5/02,  83O3090013 

B30  3090035   NUREQ/BR-OOOA   R01     ER 

INSTRUCTIONS   FOR    COMPLETING   NUCLEAR    MATERIAL    TRANSACTION 
REPORTS  Form*   DCJE/NRC-741.  741A    And    740M 

*  Office    of    Nuclear  Material    Safety   &  Safeguards.  Director 
S3/Q9/04         lp        18381    1<?9 

B303Q90040  NUflEQ/BR-0006  R01 

INSTRUCTIONS   FOR  COMPLETING   NUCLEAR   MATERIAL  TRANSACTION 
REPORTS  Form*    DQE/MRC-741.  741A  Ana    740M 

*  Office    of   Nuclear  Material   Safety  U  Safeguards,  Director, 
63/04/30          lOapp          1B3BO   27i 


9303090044  WUREfl-0730  R01 
NRC    INCIDENT  RESPONSE  PLAN 

*      Director's    Office,    Office    of    Inspection   and  Enforcement 
03/04/30         37  pp         Available    at    NRC         *3   75         1B331    043 


8103100108  Application    to   amend   Licenses   DPR -33  «c  DPR-37, revising 
radiological    effluent   Tech    Spec*    in   accordance   w/Rev  3    to 
NUREG-0472      "Off«lte   Dole   Calculation   Manual"   alto    encl 
STEWART,"  L        Virginia   Electric    tt  Power   Co         171        93/09/04 
DENTQN.H  R        Office    of   Nuclear   Reactop   Reaulatlon.     Director 
VARCAi  5  A        Operating    Reactor*    Branch    J         3pp         18371    346        24X 
Flche    30-280-83/03/04.8303100108 

— -8303100111   Proposed    revi    to   radiological    effluent    T»eh    Specs,  In 
accordance    w/Rev   3    to    NURE0-0472 

*     Virginia  Electric   I  Power   Co        B3/OS/04        87pp         1B37I   349.       24V 
Flehe   30-aBO.  B3/OS/04,  83031O010B 

S3Q3100110  Responds    to   030413    Itr    re   TM1    Action    Item    II   K  3    IS-    "Modi 
to  ADB  Sy«   Logic    "   Oni    of    two   option*    (2   or    4>    mill    be 
Implemented   Choice    based    on    benefit    to    design    impact   on 
schedule. availability    of   hardware   &  analuii*    &    total    edit 
BOLJCHEYiQ  D        Uaihington  Public    Power   Supply   System        002-B3-4QB 
83/09/04        SCHWENCER.A        Licensing   Bra.neH    2        lp         18373' 032        24X 
Flche    30-397.63/03/04,0303100110 

8303100114  Forward!   review   of    eiisting    «pec<    re    containment    cooling    tus 
operablllty   No  modi   required   Revised    Section  3  3,     "ESF  t 
Auilllaru   Sy«,"   yiii    be   conilstcnt   u/NURe9-O492  t<  utll    b» 
lubmltted   ai   part   of  Amend    33 

OI6SLER.C   H        Mliconiin   Public    Servic*   Corp.       NRC-B3-102        83/09/06, 
VAROA.  B  A        Operating    Reacton    Branch    1        6pp         1B373  020        24X 
Fiche    30-303,  B3/09/06.B305100114 


B303090144  Summarl  1*1    review  of    completed  Generic    Item  fl-24  re 
containment   jujt-jt   &   vent   I*  TK1    Action  Plan    Item   II   E  1  2 
SER    b   "Qv«rri><le  d  Rent   of  Control    Circuitry    In 
Ventilation/Purge    Isolation   tt   Oth«r    ESF  Sij*    (B-24),  "   »ncl 
CLARK'R  A        Operating   Reactor*    Branch  3       S3/O4/2O       STEWART.  M  L 
Vlroinia   Electric    t,  Pounr   Co        3pp         18367  072       34X 
Fich*    3O-3 


—  830SO7OH7  Safety    evaluation   approving    containment  purging/venting 
during    normal   operation*   &   override  &   reset   of   control 
circuitry    In   vent  Hatlon/purgo    italation   &  other  ESF    ig» 
*      Office    of   Nuclear  Reactor    Regulation.    Director        83/04/30        fipp 
13367   O73         24  X   Fich*    30-333.  S3/O4/2O.  8303O70144 


SSIBMrCITV   AND  TECTONIC  RELATIONSHIPS  OF  THE  NEMAHA  UPLIFT 

AND  MIDCDNTINENT  OEOPHVSICAL   AKOMAI.Y  Final   Project  Bumnnrij 

BURCHETT,  R    H        Ncbraita,    5t«te    of         LUZA,  K  V       OkUhoffla,    State   of 

VAN  ECK.Q  -J        Java   Geological   Survey        FIN  A-3774       B3/02/EB 

m  vdion  of   Health.     Siting    ic  Matte   Management        42pp        Available  at 

MftC,       »13  OO        1S367    179 

8303090200  Foruardi    re»RQn*e    to  NUHEO-0737    Item    It   K  3   13.    "RCIC 
Autpmatle   Rtttort    "    RCIC   "it    motif  If  4    inch    that  reactor  high 
uater    level    signal    will    automatically   close  RCIC    turbine 
•tteam    lupply    v^lve.  should   valv*    be    oftn. 
KARRINOTON.U  D       Boston  Edlian  Co.        63-10B        B  3/04/3?        VA8BALUQ.D.B 

0)perJtlng   R'actort    Br*nch   s         lp         1B363  361        24X 
Flehe-  SO-2931.  83/04  /S9.  B30309O20O 

8308090380  A£l    receipt:   of   030131    Itr    requeitlng    addl    info  re 
NOSEQ-0737,  lt»m  1  1    H  3   29,     "dual  i  f  Icatton  of   ADS  Accumulator 
Sgi,  "    Info    req,ueited    from  CE   Response  will    be    submitted   bu 
B30630. 

ZIMMERMAN,  S  R  Carolina  Poue-r  &  Light  Co  LAP-S3-119  B3/O3/09 
VA&BALLO.D  S,  Operating  Reactors  Branch  2  lp  1Q363  34O  24  X 
Fiche:  30-334,  63/03/03,8303090330 

83010904*2  Foruardi   BttU  'Bounding   Analytical    Aneilment   of  NUREO-0&30 
on  CDCrt  b  Operating    IH/Ft  Llnlti."    per  030331    commitment 
WESTAFER-O,  R.       Florida  Pou*r    Corp.       3F-O4B3-32       83/04/39 
STOLZ.J.F        Ope-ratltig   Reactors    Branch   4        If         IB  36?   193        S4X 
Flehe    3O-30Bj  83/04/29.8303090463 

—3303090464   77-1140999-01 

"Bounding   Analytical    Allotment    op   NUREO-0630  an  LOCA  t 
Op  *r*  tins    'W/Ft  Limit*," 

«      Bab  cock   «,  Milco>   Co        B3/O4/a9        29pp        1S362   134        H4X 
Flche   30'-3OaJ  93/04/29. 


B303100I4B  Forward*   SER.Suppl    3    <NUREO-QB37)    W/o    encl. 

CUTCHIN,  J  M        Hearing   Branch    4         ISSUANCES  OL        S3/O3/09 
BLOCH.P  B   ,    BRIOHT.O  D  ,    KLINE.  J  R.       Atomic    Safety   and   Llcenilno 
Board  Panel         lp         1B374  273        24X  Fiche   30-440,83/03/09,8305100148 

8303100173  Forward*  addl    info   re    initrument  accuracy    &  related    d*ta    for 
containment   prenure    moni tor*,  containment   water    level 
monitor*   t  containment    hydrogen   monitors    (NUREO-0737. It*mi 
II  F   1   4.II    F   1    3  fc    II    F    1    6), per   S2111B  reque*t. 

O'TOOLE.J  D        Consolidated   Ed  lion  Co.     of   M*u   York,     Inc.       83/04/39 
VAftOA.8  A        Operating   fieaetor*   Branch    1         14pp         16374  B74.      H4X 
Fiche   30-247,83/04/29,0303100173 

8305100197  Forward*   comment*   re   proposed   NUNEO-D737   Tech    Spec*,p*r 
630321    Itr   requett   Commenti    (hould    not    be    Interpreted    a< 
formal   poiition   or    commitment    to    ipeciflc    coune    of    action. 
DENTE,  T  J        dWR  Owner*   Oroup        BWRnO-«313        S3/O3/04        EIBENHUT,  D  0. 
DlvUlon   of  Lie«n*ing        4pp.       19374  311 

S303100229  Forward*   rtipon»e    to   queitloni    railed    during    830422  t»lcon 
re   util    plani    concerning   NUREO-O737, Item    II    F    1, 
"Containment    Initrumentatlon   Upgrades    "   Dedicated    recorder 
for   hydrogen   concentration  trill    be    provided 

RODRIGUEZ, R  d       Sacramento  Municipal    Utility   District.       83/09/04, 
8TOL2.J  F        Operating   Reactor*   Branch   4        3pp         IB374:  126        Z4X 
Flche;  30-313,  03/03/06,  8303100229. 

830SI00344  Submit*    info   ra   NUREO-O737,  Item   II   E   1.1,     "Auxiliary 
Faeduater   Bys   Upgrjd*   Revliu,  "    per  830407  rea.u««t    Info 
r«iolv«s    protection    of    igi    from    internal    mliille*    &  addl 
protection   required    for   condeniate    itorage    tank 

RODRIGUEZ. R  d        Satramenlo   Municipal    Utility   Dl*trict.       S3/09/02. 
8TOLZ.  J  F,       Operating    Reactor*   Branch   4        2pp         1B37G' 231        Z4X 
Flche    BO-31B,  B3/03/02,  8303100344 

B303100347  Forward*   addl    juitif ication   supporting    adectuacy    of    tilt   of 
electrical    load    to    latiify   Llcenie   Condition  2, C  & 
MCAP-B921.     "Betpolnt   Study, Duke    power.  Ml  11  lam  B   Mcoulre 
Nuclear  Plant, Unit*    1    fc  2    '•   Rept  withheld    <ref    10CFR2  790). 
TUCKER, H   B.        Duke    Pouter    Co         B3/03/OS         DENTON.  H   R,        Office    of 
Nuclear  Reactor   Regulation,    Director        ADEN8AM,  E.  O,       Licensing   Brant* 
4        Spp        18378  323        24X  Flche    30-36?,  83/03/05,  B303IO0347. 

B30S10Q3S6  Forward*    re*pon««t    to   Mew  Ennland   Coalition   on  Nuclear 
Pollution    fourth,  ilith,  eighth,  twelfth,  fourteenth    tt   fifteenth 
motion*    for    tummary    dtipotltlon 

LESBV.R  P,  Hearing  Branch  3  ISSUANCES  OL.  83/03/21.  HOYT.H  , 
LUEBKE,  E  A  <  HARBOUR,  J  Atomic  Safety  and  Llcenilng  Board  Pan»l 
2pp  16411.  001  24X  Flcho-  90-443,  83/03/31,8303100336, 


B3030904B&  For  war  J«   reipont*    to   Suppl    3  of  BER    (NOREO-OS28) , 
auction  3    1O>    -Seismic   &  Dynamic    Qua  1 1 M cation    of  Selimlc 
Category    1    Mechanical   li  Electrical   Equipment    " 
FUYNM.J  D        Cincinnati   Oa*    d  Electric  CO        83/O3/03,      DENTOW,  H 
Office   of  Nuclgir  Reactor   Regulation.    Director        4pp        18360 •  223 
24  K   Fich*   MJ-3S8.  B3/O5/03.  B3030904BA 

B30309O393  Requests  renlttan^e    of    fee   due   for   review  of  830317    amend 
application    ra    Implementation    of   NUREB-0737    Item*,  providing 
jutt if icatlon   for   Imposition   of    fees    In  retponi*   to  830401 
Itr   eontaitinu    -fee 

KILLER,  M  0        License  Fee  Management   Branch        83/03/02, 
RODRICUEZ'R    J.       Sacramento  Municipal    Utility   Dlitrlct        lp 
18367  360        B4X  Fieh*. SO-312,  B3/05/OB, B3O3090333 


-B30B100419  Affidavit   of  RO  LaOrange    on   utll    commitment    to   qualify 
uide-rang*   prenure    transnltteri    p»c  NUREO-OS8B 
requirements.  Commitment   acc»ptaBU 

LAORANOEiR,  0,      Eq,ulpment  Qualification   Branch         ISSUANCES  OL. 
83/03/18,       3pp        18411-047        24X   Fiche    30-443, 83/03/21, 830310033*. 

-S30S100489  Affidavit   of  JT  Wiggin*    on    utll    propood   alternative*    to 
NUREO-0737,  item    I.  A    1    1    requirement,    re    shift    technical 
advlior   petition   Propotal    acceptably. 

HlflOINS,  <J,  T        Division   of   Project   &  Resident  Program*.       ISSUANCES 
OL,        B3/03/17.       2pp          18411.037.        24X   Flehe.  SO-443, 83/03/31, 
6303100356 


NONDOCKETED  (JEMS 


485 


—  9309100454  Affidavit    of  RO  LaOrange    an    quallf  leatl  on   of   Cla*i    IE 

•  lictrlc    valve    operator*    Installed    Inside    containment   Util 
commit  ted    ta    qualification   pir   NUREO-O38B 

LAORANOE.R,  fl        Equipment  Qualification   Branch         ISSUANCES  OL 
B3/03/IB         3pp          1B41I.064         24X    Flch*    50-443,83/03/21.8303100396 

930510034S  Advises    that   u/e<c«ptlon    of    Item   II    K    3  31    an   compliance 
hi/10CFR90    36,830324    comments    applicable    to    3303X1     draft 
Bsntrie    Itr   Review  of   B30324    submlttal    T«    comments    on    draft 
NUHEO-0737  BUR   Tech   Bpeci    r*o.u*sted 

COUNSIL.H  0        Northeast   Nuclear   Energy   Co      (subs      -of   Northeast 
Utilities)          COUNSIL.H   0         Northeast    Utilities         B  107  03         S3/O3/OS 
EISENHUT-D    0         Diviiion    of   Licensing         2pp          18378   212         S4X 
Fiche    30-349,  83/05/03,  B303100368 


830311O126   NUREO/CR-3013 

REVIEW   OF    THE    HAMCKO    SECD   NUCLEAH    flENERATINO    STATrON   UNIT 

NO      1     AUXILIARY   FEEDMATER    SV3TEH   RELTADILITV    ANALYSIS   Docket 

No      9O-312    (Sflcramonto    Municipdl    Utility    District) 

ILEERO,  D   .     YOUNGBLODD,  R    ,     PAPA2OSLOU.  I    A         Broaktiaven    National 

Laboratory          FIN  A-3393         BWL-NUREG-5J6SO         83/O4/3O  Diviiion    of 

Safety    Technology          49pp         Available    at   NRC          *4    79         184  16    Sbt,        24X 

FichB.  50-312.B3/04/30.  B3091I012A 

B30S110127   NUREG/Cn-31S7 

CREVICE   CORROSION   OF    TITANIUM    ALLOY    TICODE-I2    IN   SIMULATED 

ROCK   SALT    BRINE   AT    ISO    CENTIGRADE    Topical    Report 

AHN.T.H  •    LEE.J)  B   ,     BOO,  P         Brookhaven   National    Laboratonj         FIN 

A-3237         BNL-NUREO-31693         B3/O4/30  Division    of   Health,     Siting    (• 

Wait*   jManagomant        2Bpp         1B414  317 


830S110003  Forwardi    evaluation   of    Ion    of    dlichargt    back    pressure    on 
punp    operablllty    ra   NUREG-0737.  Item    II    E    1    1    ic   830131    SER, 
ptr-    IE  Bulletin   BO-04.  Gperablll  ty    of    auxiliary    feedwater 
pumps  after    extended    operation  at   runout    flaw  addressed 
OIEBLER,  C  M,       Wisconsin   Public   Service   Corp         NRC-83-103        83/O9/OA 
VARffArS  A        Operating   Raacton   Branch    1.       9pp         1B4QB:2BO        24X 
Fichf.  90-309.  83/03/06,  83031  10003 

B309110O09  Comment!    on   adequacy    of    implementation    of    NUR6Q-0737,  I  tern 
III.  A  2   li     "Emergency   Preparedness.  Upgrade   Emergsncy  Plans 
to    App  Ei  10CFB30.  "   Offsfte   &   oniite    emergency    preparedness 
adequate. 

CRUTCHFIELD,  0        Operating   Reactor*   Branch   5        LSD3-B3-09-O23 
B3/O3/09,       FIEDLERiP   B        Oeneral    Public    UtIlltUi   -  OPU  Service    Corp 
3pp        18409'  023        24  X   Fichi-  50-219,  83/03/09,  83O31  10009 

B3Q91100S4  Revised    ttattment   of   P   Vacca   on  830419    re    SECY  S3-AS 
concerning   rev   to    10CFR39>     "Hunan  UIB   of   Byproduct   Matl    " 
VACCA,  P  C        Aniitant    Director    for   Material    Safety    *  Licenilng 
83/04/1?.       7pp.       16112  338 

—  8309110029  Support*    J  Dvlnedlco   83022  B   itatement   of   differing    prof 

opinion  re  SECY  B3-i2   (propoiad   rev  to   10CFR39) 
VACCA.P   C.       Aniitant   Dirictor    for   Material    Safety   &  Llctnilng 
B3/03/OB.       PALLADINQ.N   .    01LIN9KV.V-,     AHEARNE.  J        Cafflfliiiiionert 
lOpp.       IB412  349. 

—  8305110030  Teitimong    of    J  Delmidlco    on  530417   In   opposition    to  HECV 

Q3-&2   (propoied    rev   to    10CFR39). 

DELHEDICD.J        Anlitant   Director    for   Material    Bafatij   b   Littnilng 

B3/04/1?        4pp         1B412'339. 

B30S110027  NUBEO/CR-3119  V01 

NUCLEAR  POWER  SAFETY  REPORT  I  NO  SYSTEM  FEASIBILITY  ANALYSIS 
FINLAYSON.  F.  .     IMS,  J        Airoipace    Corp        FIN  B-B233.       83/04/30 
Dlvifion   of   Facllltg    Op.rationi.       39pp        Available    at    NRC.       14   30 
18419:249. 

0303110049^  Comment  i   on   Implemintatlon  of  WUREO-0737i  Ittm  III  A  B   1. 
"EnMrgeneU   Preparednaiii  Upgrade   Enirganci;  Plani    to    App    Ei 
1OCFR30.  "    Onalte   ti   offilte    emergency    pr«par*dn*n   adequate. 
CRUTCHFIELD,  D.       Operating    Reacton   Branch    3.       LSO  3-  83-  03-084 
B3/09/10.       KAYiJ  A.       Vanket   Atomic   Electric   Co        3pp.       13409,014, 
34X   Fiche.  BO-029,  B3/O9/10,  S3031  10049 


83O51  10131    NUREO/CR-3O73 

CONSTITUTIVE    RELATIONS     IN   TRAC-PD3 

ROHATOI'U    S    ,     JO,J    ,     NEYMOTIN.L          Brookhavon   National    Laioratorg 
FIN   A-321S          BNL-NURES-31616         83/04/30  Division   of   Accident 

Evaluation          43pp          18112    294 

B3031  10148   NUREO/CH-2774    VO4 

PHYSICS   OF    REACTOR    SAFETY   Quarterly    Report.  Oc  tober    - 
Dacember    1<?BZ 

*      Argonna    National     Uaboratarg          FtN   A-2013         ANL-83-34         B3/O4/30 
Dlvl*lon    of    Accident    Evaluation          3Ipp          IB113    173 

B3O911O194  Forward  a    Bupp-lemen  tjrij    rasponse    ta   62O2H3  4-montti    rtspante 
to   Generic    Ltr    81-07.  NUREO-06iar     "Control    of  Htavg   Loads," 
to    confirm   Ii    clarify    items    diicusiBd    In  B20S04    telcon 
LIDEN,  E  A,        Public    Service    Electric    tc  Qa«   Co      of   Main  Jersey 
•&L-B1-O7        83/04/27         VAROA.  S   A         Operating    Reactors   Branch    I         Bpp 
1B37T   O07          24X   Ficti«    90-272,33/04/37.8309110154 

—  3303110196  PSE-OIQB,     "Kainb   Procedures  " 

»      Public    Service    Elwctric    tr  O*B    Co  of  Naw  vTenav        OL-B1-07 

B3/04/B7          1,317pp.         1B399     1O1          24X  Flche    50-273,83/04/27. 
B309H0154 

8309110162  NUREO/CH-3320 

MECHANISTIC    ASPECTS    OF    STRESS-CORROSION.   CHACKINO   OF   TYPE   304 
BTAim,EBB    BTEEL    IN    LWR    SYSTEMS 

NICHOLS,  F   A         Argonn*    National    Laboratory        FIN   A-3212       ANL-B3-19 
B3/04/30  Division    at   Fnglneerlng    Technalogij        67pp        134IB   3S7 

B30S1I0174   NUREO-0940    VO2   NO1 

ENFORCEMENT   ACTIOMB   BIONIFICANT  ACTIONS  RESOLVED  Quarterly 
Progress   Report.  Januar  u-Marcfi    I9S3 

»      Director'i    Offleei     Office    of    Inspection    anrt    Enforciment 
83/04/30        HBijip         1Q4  1  1  •  Oi,i 

S3031i017i   NUREO/CR-25&B 

BUR  BEFILL-REFLOOD   PROGRAM    TASK   4    4    -  CCFL/REFILL  SYSTEM 

EFFECTS   TESTS    (30  F    SECTOR)     5STF   SYSTEM   RESPONSE    TEST 

RESULTS 

SCHUMACHER,  D.  O    ,    ECKERT.  T-  ,     FIMDLAY.  J  A        Otneral    Electric    Co.       FIN 

B-9877        OEAP-B304A        B3/04/30  Division    of   Accident   Evaluation 

130pp.        Available   -at    NRC          *£>.  OO          18413   069 


B305110099  Advitei    that    on«it«   &   offsite   cm*rgancg    preparedness 
adequate,  Eaerjency    plani    upgraded    per  NUREO-O737, I  tern 
III    A.2.  li     "Emergency    Pr*par*dn*ii>  Upgrade   Emergency  Plant 
to   App  E,  10CFR30.  "   Item  eomplata 

CRUTCHFI6LD,  D        Operating   Reactor*    Branch   3        LS03-B3-09-OS2 
83/03/09.       DIETCH.R.       Southern  California  Edison  Co        3pp. 
16408.106.       34X   Fieht:  90-206,  83/03/0?,  B30911O039. 


8303110114  NUREO-OB71    V02  N02 

SUMMARY   INFORMATION  REPORT,  Data    A*   Of 

<Brown  Book) 

*     Management   Information  Branch       B3/04/30, 


ril   30,  1983, 

93pp        1^419:199 


saosuoaoa 

REACTOR  SAFETY   RESEARCH  PROORAMB  Quarterly    Report,  October  - 
December    1982. 

EDLERj  3  K        Qattalle    Memorial     In»tltutB,    Pacific    NorthuiBit 
Laboratory         FIN  B-2101         PNL-4273-4.      B3/O4/30  Division  of 

Accld*nt   Evaluation         &9pp.       Avallabli    at  NRC         *3, OO        1B41S   O01 

B309110S23  Recpnndl    to   81 1O31 ,  BBO7OS   i   83OI04   requests   for   Iiceptlon 
from  T*fcl«    1    of  NUREO-O737j  Supp  1     1    requirements    r»    location 
of    emergency    operation*    facility    Exception    grant«d, 

EI8ENHUT.D    O         Division    of   Licencing        B3/04/29        UHRIO-R  E        Florida 
Pouer   ^  Light   Ca        3yf.        18434:334        24X  FlctiP    50-290,93/04/29, 
B3O311O223 


B30S1  10110  HUREO-09i9 

REPORT  OF  THE  EVALUATION  TEAM  ON  THE   QUALITY  OF   CONSTRUCTION 
AT   THE  IIMMER   NUCLEAR   POWER  STATION. 

«      NRC  -  No  Detailed   Affiliation  fitvcn       B3/O4/30.      3?lpp 
l.       S4X   Flcha    90-338,  B3/04/3O.  B3031  1O1  18 


B309110119  NUHEO/CP-0039 

THE  MAN-MACHINE   INTERFACE  AND  HUNAN  RELIABILITY      AN 

ASSESSMENT  AND  PROJECTION. 

HALL.R.E   .    FRAOOLA-  J.  R.  ,    LUCK  AS,  M  J        Institute    of    Electrical    S. 

El*ctronie   Engineari.       FIN  A~38i7        BNL-NUREfl-91379.       03/O4/30 

Off  let  of  Nuclear  Regulatory  Research'    Director       269pp.      1B414.001, 

B309110120  NUflEO/CR-2069  R01 

SUHMARY  REPORT  ON  A  SURVEY  OF  LIOHT-MATER-REACTOR   SAFETY 

8VSTEMB. 

HEDDLESONi  F,  A.       Oak   Ridge   National    Laboratory,       FIN   B-0431. 

ORNL/NSIC-1B1/R.      B3/09/31  Dlvitlon  of  Rlik   Analysi*       3S6pp. 

18417:001. 


8309110227   NUREQ/CR-3O74 

APPLICATION  OF   REDUCTION  METHODS    TO  NUCLEAR   POWER   PLANT 

STRUCTURES. 

MILLER. C   A    ,     PKILIFPACOFOUt-0      Qr ookriaven  Nat  1  ana  1    Laboratory         FIN 

A-32I6        BNL-NUREQ-31A23        83/04/30.  Division   -of   Engineering 

Technology.       9Bpp         1B413   DOS 

B305110S37  NUREO/CR-S331    V03  N3 

SAFETY   RESEARCH  PROORAM9  SPONSORED   BY  OFFICE   OF   NUCLEAR 

REOULATORY  RESEARCH.  Ouar fcer Itf   Proores*   Report,  July    I   - 

September  3O,  l*?aa 

KOUTSrH  J  •     BANI.R   A    .     CERBONE,  R    J        Bronkhavtn   National   Laboratory 

FIN  A-3011,        DNL-NURES-31434         B3/O4/30.  Division  of  Aeeldetlt 

Evaluation.       163pp        18419-032. 

6303110240  NUREO-074B    VO3    NO 3 

OPERATINO  REACTORS   LICENSINO    ACTIONS   SUMMARY   Data   As  Of 

April    30,1963    (Grange    Book) 

*     Management   Information  Branch.      53/04/3O,       3i7pp        1S4SO  001. 
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930511O3QB   Application    far    amend    to    DLs    re-vialng    Tech    Specs    3/4    823. 
3/4   B   2   4    !<   3/4   a    S   3    to    Increase    confident*    of    battery 
operahllilg  !<  provide    time    to   correct    batterij    conditions 
CLAYTON, F   L        Alabama   Power    Co          B3/03/Q3         VARGA,  S    A         Office    of 
Nuclear   Reactor   Regulation,     Director          3pp          18373    19B        ?4X 
Flche    3Q-34B,  B3/OS/03,  0305110303 


— S309UQ30B    IE    Insp    Rept    30-333/B3-Q7    an    B3032B-31    No    noncowp 1 UflCi 
noted    Major   areas    inspected    licensee   actions    taken    to   comply 
in/requirements    described     in    NUREO-O737,  Itam    II    B    2,     "Design 
Review   of  Plant   Shielding    " 

BRICGS,  L   ,     HAVERKAMP.D    ,     EAPEN,  P         Region    1,     Office    of   Director, 
S3/O4/22         Bpp          1S393   333         24X    Fiche    30-333.  S3/04/S6,  B3OS1 10501 


8303110374   Forwards    addl    info    re    NUREG-O737,  Items    II    F     1    4,  1 1    F     1    9   & 
II  F    1   6  concerning    containment    pre-s  3  ure,  water    level    4 
hydrog*n   moni  tore,  respective  lu,  p  er    BSOIOA    request    Ma 
obstructions   would    prevent    hydrogen    from    escaping    from    core 
FIEDLER. P    B       General   Public   Utilities    -    GPU  Service    Corp         83/OS/DA 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3         8pp  1B4Q6    279         24X 

Ficha    30-219,83/03/06,930511037-1 


B305I10S12    NUREG/CR-32il 

COOPERATIVE   TEST   PROQRAM   ON   CRACK   ARREST    TOUGHNESS 
MEASUREMENT  Final    Report 

FOUHNEY.W   L    .     HAHN,  0    T    ,     HOAQLAND,  R    0         Maryland,     Univ      of         FIN 
B-0119         83/04/30  Division   of   Engineering    Technology        SOZpp 

Available    at   NRC        «7   00        18414    17B 


B3051103B3   Forwards    response    to    opart    item    on     safe     load    paths     contained 
In   NHC   820933    technical    evaluation    rept    at    util    8302O1 
lubmlttal    re    control    of    heavy    loads     (NUREG-O6ISJ 
CHOUSE,  n   P        Toledo   Edison   Co         746         33X03/06         STQLZ, J   F 
Operating    Reactors    Branch   4        Upp-         19406   301         34X 
Flche    90-34i,B3/03/04,  B3ffS1103BS 

B3Q3110415   Notification    of    CRBR   Meeting    3B    an    B3051B     in    DethBsda.MD 
to  discuss    proposed   rule,     "Analysis    of    Potential    Pressuri rad 
Thermal   Shock    Events,"   pr  ioriti  la  1 1  on    of    generic    safety 
laiuei   !<   operator    renual i f ication    program   flivieu    matl     end 
STELLO,V        Regional    Operations    &   Generic    Requirements         03/05/10 
EISENHUT.D   0        Office    of    Nuclear    Reactor    Regulation,     Director 
JORDAN,  E  L        Director's  Office,    Office    c-f    Inspection    and   Enforcement 

CUNNINQHAM.R   E        Office    of   Nuclear    Material    Safety    & 
Bafeouards.Director         Spp         1B394    221 

— 8305110423  Forwards   proposed  Commis*  1  on    paper    discussing   pr  ior  i  ti  idt  ion 
of    generic    safety    issue)    &    transmitting    draft    NUftEQ-O933i 
"Prioritiiatlon  of  Generic   Safety    Issues    "    ProceSures    for 
identifying    b  managing    issues    enc  1 

DENTON,  H  n       Office   of  Nuclear    Reactor    Regulation.     Director 
03/03/02        DIRCKS.W   J         Office    of     the    Eiecutlve    Director     for 
Operations        77Ipp        1B374  29? 


OF  6EMISCALE  MOD-2A  SYSTEM  OHI/SBLOCA  EXPERIMENTS 
BH1MECK,  D  J  EO60,  Inc  FIN  A-603B  E0e-2ai6  83/04/30 
Civilian  of  Accident  Evaluation  42pp  18413  184 

B3051  10323   NUnEO/CR-31B4 

PBF   LOCA    TEST   LOC-4   FUEL   BEHAVIOR    REPORT 

nnauoHTON,  j  H  ,   VINJAMURI.K  ,   HAORMAN,  D  L      ee&e.    inc      FIN  A-S 

EOO-2241        S3/04/30  Division    nf  Accident   Evaluation        6Bpn 

1B413    113 


NUREO/CR-2743 

PROCEDURES  FOR   USINO  EXPERT  JUDGMENT   TO  ESTIMATE  HUMAN 
ERROR   PROBABILITIES    IN   NUCLEAR   POWER    PLANT   OPERATIONS 
SEAVER.D   A   ,    STILLWELL.H  Q        Decision   Science    Consortium    Inc        » 
Sandia   Laboratories        FINrt-lIBB        SANDBa-7034        B3/04/30 
Division    oP  FaclHtu   Operations         127pp         18413pa37 

B3051300Q3   Responds    to   03031i    Itr    requesting  revieu   of   RCIC   «yi 

automatic    restart    per   TKI    Action    Itam    II    K  3    13  Acceptance 
criteria    Identified    in    Itr    satisfied 

ZIMMERMAN,  S  R        Carolina   Power   4  Light   Co  LAP-83-1S4        B3/Q3/O?, 

VASBALLO,  D  B        Operating    Reactors   Branch    3  tp         1B4S3-076        24t 
Fichft    30-324,  B3/OS/09,  B305120003 


0305110437   Forwards    "Bounifing    ftnalutic.il     rtssBBsmenl    of    NUflEO-063O   nn 
LOCA   S.   Operating    kW/FT   Limits,"    per    83O4O3    ItT 
CRDUSE.R   P         Toledo    Edison   Co        ?43         83/O3/06         BTOL1.  J  F. 
Operating  Reactors    Branch    4        lp         1H404  3^O        aax 
Flthe    SO-3*6.  83/03/06,8305110437 


—  -B30311O443   77-1  143162-00 

"Bounding    AnalgtUal    Assess 
Operating    ktl/FT  Limits    " 
«      Babcock    b   Wllcoi    Co         B3/03/O6 
Flche    30-346,  63/03/06,  9303110437 


nt    OF    NUREQ-O630    on    LOCA   t 

S3pp          IB1QH    321          24X 


B305II04S7   NUREO/CR-276? 

CQHPAHISON  OF   FIELD-MEASURED   RADON    DIFFUSION    COEFFICIENTS 

WITH  LABOJIATCRY-MEASURED   COEFFICIEWTS 

LEPEL.E   A   ,     SILKEH-W   B    ,     THOMAS,  W   V         Batcella    Memorial     Institute, 

Pacific   Northuest    Laboratory         FIN    Q-S2A9         PNL-4414         B3/04/30 

Division   of  Healthj    Siting    &  Waste    Management         36pp         Available   at 

NfiC         »4    BO         1B413   214 


8305110467   NUREQ/CR-3216 

HEISSDAMPFftErtKTDH    (HDRI    STEEL   CONTAINMENT   VESSEL    AND   FLOOD 
MATER   STORAGE   TANK   STRUCTURAL   DVWAMICS    TEST 

OOfiMAN.V   W   ,    ABEWDTS.J   0   ,     THINNES.C    L         EGJ-O,      Inc          FIN   A-63O& 
EGfl-3249       B3/04/30  Division    of   Engineering    Tec  hno  1  ogu 

\B413   10t 


B3031  10476   NUREO/CR-3235 

ANALYSIS   OF    REINFORCED   CONCRETE   CONTAINMENT   VESSELS    WITH 
NONLINEAR  SHEAR  INO  STIFFNESS 

CONLEV.C   H   ,     WHITE,R    N   ,    QERCELY,  P         Cornell    Unlv         FIN    B-368B 
83/04/30  Division   of  Engineering    Technology         111pp.       Available 

at    NRC         *S    50         IB413   252 


B30312Q08B  Requests   revleiu   schedule    ror    applicant   response    tn    Oeniflc 
Ltr   B3-33    re  NUREO-0737,  Bupp  1    1    concerning    emerqincij 
l-eiponse    capaollltu   M/o    encl 

YQUNOBLDOD,  B  J        Licensing    Branch    1        QL-82-33        83/04/87        MOORE,  V 
Human  Engineering   Section        ROSA,  F        Instrumentation   t  Control 
Branch         PAflANO,F        Emerflency    PreparednBa*   Licanslng    8r    (after 
t*B    I!.E>          Spp          1B443,  191          SAX    Flche    30-000,83/04/29.8303120000 

33031  201  li   Advises    that    onilte   ti   offsite    amergencg    preparedness 
adequate    per    IOCFR30.  App   E  Emergency    plans    upgraded    per 
NUREQ-0737,  Item   III    A  2    1    Item   complete 

CRWTCHFIELD.D         Operating    Reactors    Branch    3         LS03-83-QS-026, 
B3/O5/11         FARRAR.DL        Common  wealth    Edison   Co        3pp         1B4S3'  O40 
84X    Fiche    aO-010,  B3/O3/1  1,  B3O312O1  16 


Informs    that    post-implementation   review   info   on  NUflEO-0737P 
Items   II   F   1   4.  II  F   1    9  &   II   F   1   6  uill   not  be   provided 
until   B3O7O1    due    to   higher    priority    post-TMI   mark 
KRIEOER.R   W        Southern   California   Edison   Co        B3/O3/10 
CRUTCHFIELD,  D        Operating    Reactors    Branch    3,       lp         1B427-  192.       24K 
Flche    30-306,  B3/03/10,  S303120189 


Forwards    response    to   NUREQ-0612,     "Control    of   He*vu   Loadi  " 
Ack    of  receipt   of  matl    requested 

CRANE,  P   A        Pacific    Oa*    t.  Electric   Co        83/DB/09        KNIOHTON,  0.  K 
LicenslnB     Branch    3         SSSpp          18492   042         24X   Flche    30-273,83/03/09. 
8303120325 

B30312037O   Foruardl    Accident   Evaluation   Branch    SER    input   r*   NURED-0737, 
Item    III    D    3  4,     "Control    Room  Habl  tability    "    Syt   acceptable 
CRUTCHFIELD,  D        Oparatino   Raactors    Branch    3        LSQ5-B3-OS-027 
G3/05/1E          FARRftR,  D,  L         Commonuaalth    Edison    Co         6pp          10432   29-9 
B4X    FiehB:SO-B37,a3/03/ll-B303120370 


S30SI10483  NUREQ/CR-0169   V01 

LOFT  EXPERIMENTAL   MEASUREMENTS   UNCERTAINTY   ANALYSES 
nETHODOUOOV    AM>   SUMMARY 

LASSAHM.fl   D        EO&0,     Inc         FIN   A-6043         EGQ-SO37         03/04/30 
Division   of   Accidsnt   Evaluation        4£pp         18413  O30 

8305110491    NUREQ/CR-27-44   V02 

HUMAN  RELIABILITY   DATA   BANK.   FOR   NUCLEAR    POWEfl    PLAMf 

OPERATIONS  Volume  a  A  Data   Bank   Concept   And   Sustem 

Description 

COMER, H  K  ,    KOSINSKY.E  J  ,    ECKEL,  J.  S        General    Physics    Corp        FIN 

A-UBB        SANDBa-7037.      83/04/30  Division    of   Facility    Operation! 

177pp         18414   001 

9303110301   Foruardi    IE    Insp  Rept  30-333/83-07   on    330328-31    No 
noncempliance   notid 

STAROSTECKl.R        Division  of   Project  i   Resident   Programs.       63/04/36 
MCWEILL.C  A       Pouer  Authority   of   the   State    of   Neu  York         2pp 
18393  350        H4X   Fiche    30-333,83/04/26,9305110501 


— B303I20374    Advises    that    licensee   propoiad    program  re  NUnEO-0737,  Iti* 
III    D  3  4,     "Control    Room  Hab 1 taoll 1 ty, "   acceptable 
MURPHY,  D    U        Battell*   Mamorial    Institute,    Pacific    Northwest 
Laboratory        FIN  B-2323        B2/03/S3        HULMAN, L   0        Accident 
Evaluation   Branch        Spp         18432  301         24X   Flche.  30-237. 83/03/lIj 
8303120370 

0303 12 03 S3   Forwards    RCS   pressure    temp    (P-T)    curves    requested    In 
Section    3   3  2   of  BER    <NUREO-Oa37>    P-T   curves   bill}    be 
submitted    as    part    of    final    Tech   Bpac    suhmisllon   Submlttal 
resolves    £ isue 

VAN   BRUNT; E  E        Arliana   Public    Service   Co        ANPP-a3714-WFQ/ 
83/O9/09         KNI5HTON,  G        Licensing    Branch   3        4pp.       18433' 120        24X 
Flehff, 30-32B, B3/OS/09.  B303120389 

83031SO44Q    Faryards    IE    In*p   Rapt   90-337/03-03   on    B30111-0324  ti   notfci 
•of  violation 

LITTLErH,  3        Region   3,    Office   of   Director.       83/04/23        REED,  C 
Commonwealth   Edison   Co        2pp         18431,091         24  X  Ficha.  30-237i  83/04/39, 
8303120440 


NONDOCKETED  ITEMS 


487 


— 8303120449    IE    Imp  Rept    50-237/33-03    an    B301II-0324    Noncompl Unee 

noted    failure    to  control    rec  Ireulatlon    riser    pipe   ueld    rod 

stud*,  unused    rod  t>   unuied    roll!    of   G3OBL-16    stainless    ite'l 
ulre 
KEV.H   J    .     DANIELSON,  D   H         Region    3,     Office    Of    Director          IEB-82-03 

B3/04/S1          llpp  18431    094         24X    Fiche    30-B37, B3/O4/23, 
B3O312044O 


S3O313Q294   Forwards    safety    evaluation    &  Franklin   Research    Ctr     technical 
•  valuation    rept,     "Control    of    Heavy    Loads    (C-10 ) .  Ocona-e 

Nuclear   Power    stat  igjii  Unl  t»    1,2  &    3    "  Phase    I    actions 
acceptable    per    MJ1EQ-O&I2 

STOLZ.JF         Operating    Reactors    Branch  4          B3/O4/2Q         TUCKER,  H    D 

Dute    Pouier    Co         3p  p  1S437    179         24X  Fiche    30-269,  S3/04/3O, 

B30313O294 


B30B12Q362  Summary    of    269th    ACRS   meeting    on  B2O7O9-11    re    safety    goals 
for    nuclear    poiuer    plant* 

•      ACRS  -  Advisory    Committee    on   Reactor    Safeguards        83/03/09. 
ACRS   -  Advisory   Committee   on  Reactor   Safeguard*        239pp         18442  211 


— 8305130396   Safety    evaluation    supporting    Phase    I    actions  re    control    of 
heavy    loads     (NUREC-0&12) 

*      Office-    of    Nuclear    Reactor  Regulation,    Director        83/04/30        Ip 
1B457    182          34X    Flcne     3O-2&9.  B3/04/2O,  S303130E94 


B30513OOOB    Informs    that    emergency    otfiite    facility    (EOF)    operational 
bi/eieaption    Df    issuance    of   Procedure    1213  &    installation   of 
dedicated    phone    line*    at   near-site    support    ctr   <•   EOF,  per 
Oaneric   Ltr  B2-33 

UH«IQ, R   E        Florida   Power  t-  Light   Co        QL -82-33        83/05/09 
eiSENHVT,  D   0         Dlvlvlon    Of    Licensing          Ip          18436   336         24 X 
Fich«-  SO-230,  83/03/09,  8303130008 


rlear   Power   Station 


— B30407Q2B6    TSR-CS5(Ki-374/373/37 

"Control     of    Heavy    Loads     (C-10),     Dconi 

Units    1,3   &    3,"     technical     evaluation    rept 

ROBERTS,  3        Franklin    1 ns 1 1 tute/FranV 1 1 n  Research   Center 

WRC-O3-B1-13O         TAC    OBOAS          B3/O3/31          CLEMEN50N.  F         HRC    -   Ho 

Detailed    Affiliation    Oiven          23pp  18437    1B3         24X 

Fietie    30-269.  33/O4/2O,  0305130294 


B3Q3I3QQQ9  Updates    progress    in   meeting    scheduler    commitments    per  NRC 
83O3I4   order   re    Implementation    of    post-TMI    Action    Item 
II    F    1.     "Addl    Accident  Monitoring    Instrumentation    " 
FAY.  C   W        Wisconsin   Electric    Pauer   Co        B3/03/Oi        DENTQN,  W  R. 
Offlce   of  Nuclear   Reactor   Regulation,     Director        CLARK, R  A 
Operating    Reactors    Branch    3         3pp          19436    341          24 X 
FieJie    30-266.83/03/06,8305130009 

0303130020  Forwards    addl    justification   required    by    SER    (NUREO-OB47I 
showing    that   research    ti   test   results    tn   area   of    hydrogen 
control    capabilities    Independent    of    containment   spray 
conditions    or   boundary    pressure    retaining    capabilities 
M1LL9.L  M        Tennessee    Valley    Authority         B3/03/1O        ADENBAM.  E. 
Licensing    Branch    4        4pp         1B437    129        24X   Fiche    30-390, B3/03/10. 
3303130020 

B30513Q03B  Responds    to   830316  rsquest    for    addl    info    re    NUREO-0737.  Item 
U.K. 3  2B.     "Verify    Qualification    of   Accumulators    on 
Automatic    Depressurliatlon   Bys    Valves    "   Environ   &   seismic 
qualification   mill    be    in   accordance  u/IE  Bulletin    79-01 D 
RYBAK,  fl        Commonwealth    Edison   Co         IEB-79-01B        B3/OS/1-0 
DENTON. H  R        Office    of   Nuclear    Reactor   Regulation,    Director        2pf» 
10436'  339        24X  Fiche    30-000,  B3/03/1O,  B303130O3B 

S30313OO39  Foruards    supplemental    info    to   82101S    response   T«   NUREQ-O737, 
rtsm    I!    Q    3.     "Post-Accident   Sampling    Sys    "   R**ponte    to 
HKC    Question   9(b)    not    presently    available    Info   will    b* 
iubmltted    by   830613 

BAYNE,  J  P        Power   Authority    of    the   State    of   New  York         1PN-B3-3S 
93/03/10        E1SENHUT.  D  0.       Division    of   Licensing         16pp         1B437  010 
24X   Fiche    30-286, 83/O3/10, B30S130039 

B30513OO34  Ac h    receipt    of   821103    1 tr   rt    intention    to    complete  Phasr    II 
of   control   at   heavy   loads   ittus    (NUREO-Oil2)   Final   technical 
tvaluattlon   ript   &  NfiC    safety    evaluation    to    ensure    no 
outstanding    deficiencies   remain   requested 

OARRITY,  J,  H,       Maine   Yankee   Atomic    Power   Co        MN-B3-94        B3/03/IO, 
CLARK.  R  A        Dperatino    Reactors    Branch   3        2pp         18437   031        24X 
F Iche. SO-309. B3/03/10.  8303130034 

6303130067  Advises    that    uttl    endorse*   Rev  3    to   SAW-10092P   (.  BAW-I0134P 
4.1    recponse   to  NUREO-0737.  Item    II    K  3  30,     "Revised    Small 
finali    LDCA  Methods    to   Shou  Compliance   W/1OCFR50.  App   K    "    Hork 
on    iteim  will    not    commence    until    repts   approved    by    NRC 
UCSTAFER'Q  fi        Florida   Power  Corp        3F-03B3-07        B3/03/O9 
8TDLZ. J  F        Operating    Reactori    Branch    A         Ip         18436   243        24X 
Fiche     30-302,83/03/09,8303130067 

S3 031 DO 099  Foruard«    licensee  B3042B    Itr  re    emergency    feedwater 
instrumentation  l>  control    (EFIC)   iy>  d   upgraded  auxiliary 
f*«du*ter   »u«-  NUREO-0737,  Items    II   E  l.S  fc   II   K,  2   10  Ltr 
provides   neu   Info   on  mod    completion    schedule   U/svc    list 
BAXTER, T.A        Bhaui,    Plttman.    Potts    It  Trciubr  idge        BAXTER.  T  A 
fl«er*mtnto   Municipal    Utility    District        B3/O3/11        fiOBENTHAL.  A  S    , 
BUCK.J.H.    KDHLiC,  N        Atomic    Safety    and    Licensing   Appeal    Panel        3po 
13437' 223         24X    Fiche, 30-312.  83/03/1 1.  B30S130O99 

0303130116  Advises    that   mods    to    purgi    sy«   not    required    Su-fflcient 
margin   eil*ts    to   allou   check   valve    to   perform    intended 
safety    function.  Item   clota*    out   S'A   of    rated    thermal    power 
portlo-n   of   License    Condition   S  C.B 

UHHIO, R   E        Florida    Power  &  Light   Co,       L-e3-2B6.       83/03/10 
EIBENHUT.D  0,       Division   of   Licensing        2pp         1B43S.097        24 X 
Flcn*-  30-3B9,  83/09/10,  83031301 18 

030  3 ISO  Mi  Lists    documentation    to   be   provided    re    9Efl   Outstanding    Issue 
3    fNUREO-0833),     "Seismic    Analysis,"    per   NRC   rftqueit   it 
630433  meeting    M/Bargent   !<  Lundy    In   Bethud*.  MD,  satisfying 
site-specific    spectrum   concerns 

HfLLER.OE  Illinois  Power  Co.  U-Oi3A  B3/03/10  BCHHEMCEH.  A 
Licentlng  Branch  2.  3pp  1B43B;  124  24X  Fiche  30-461.  S3/03/10, 
8305130146, 


8305130326   Comments    on    NUREQ/CR-3324     Items     Unprotected     tr»n>ie-nt 
overpouer   accident    &    unprotected    loss-of -f loui    accident 
should    be   reviewed    at   ACR8    full    committee  meeting 

KAETENBER8,H    E         ACRB   -    Advisory    Committee    on    Reactor    Safeguards 
33/03/25         CARE ON, M          ACRS    -    Advisory    Committee    on   Reactor 
Safeguards          4pp          1Q497    3O3 

B30S130341    NUREO/CR-3114    ER« 

PRDCEED1NOH    OF    WORKSHOP    ON   COGNITIVE    MODELING   OF   NUCLEAR 

PLANT   CONTROL   ROOM  OPERATORS   August    1 5-1B,  19S2,  Dedhamj 

MaxachusottK 

«      Oat    Ridge    National    Laboratory         ORNL/TM-B614        S3/O3/10  Office 

of    NucJaar    Regulatory   Researchi    Director         Ip         1B443  392 

33051 AOO1S   Bubmft-s    schedule     For     providing     info    rif    NUREO-0737.  I  tern 

II  B   3r     "PdEt-Accldent    Sampling   Capability    "  Furmal 
procedure    for    relating    radionucllde    c ancentrat  1  ons    to    core 
damage    expected    by    startup    from    19B4    refueling    outage 
MANOAM.C    V          Niagara    Mohauk    Power    Corp  B3/03/11         EIBENHUT, D   O 
Division   of   Licensing          Ip         IB4D3    163         24X  Fiche   30-220,03/03/11, 
93O316OOI3 

0309160022  Advises    that    onilte    t<   offsite    emergBncy   preparedness 
adequate   t>    energency    plans    upgraded    per   NUfiEO-0737,  Item 

III  A    2    1    Item    complete 

CRUTCHFIELD,  O        Operating    Reactors    Branch    3       4.505-33-03-033 
S3/O3/13         CDUNBIL,  U    0          Connecticut    Yan*e«    Atonic    Pouier   Co         4pp 
1B43S   349         34X    Flch*    80-000,83/03/13,8305140032 

B305160041    Toruards   marked-up    F5AR   pages    describing    equipment    far 
sampling   l>   monitoring    procene    &  effluent    stream*   during 
postulated    accident*    Submit ta  1    closes    out    commitment    in 
Section    11     D    S    IPige     lt-14>     n f    SER,  NUREO-O992 

BOUCHEY.O  D        Washington   Public   Pouer    Supply   System        G03-B3-417 
B3/03/10        5CHWENCER,  A        Licensing    Branch    2       2Opp        18444' OO9        24X 
Fiche    30-397.93/09/10,3303160041 

B30M60039  Clarifies    commitments    re    timing    (of   completion   of 
pr»op»rationa 1    testing    at    auxiliary    aldg    ventilation    sys 
Review   of   SEH, NUREO-OB76, indi cates    misunderstanding   may 
exist 

TflAMM.  T  R        dutimonujealth    Edison  Co         A334N       B3/05/I1         DENTON,  H  R 
Office    of  Nuclear   Reactor    Regulation,     Director        2pp         18433    110 
24X   Fichu   30-454, 63/OS/I1,  3303160037 

830316019&  Addl    response    to    FOIA  request    for   all    documents   dtd    BSOiOl 

detailing    or    referring    to    SALP  for    facility   Forwards 
documents    listed    in    App    A    Further    search    for   documents    In 
progress 

FGLTON,  J   M          Division    of    Rule*  and    Records         83/03/31          CLARK.  R   A 

Ban  Francisco    Examiner         Sop,  194.63    If  I         BIX   Fiche    30-312,83/03/31, 
8303140193 

— S3O3160S04   Forwards    SALP    evaluation    of    TAEA  la-f-aguard s    licensing 
activities    for    facility 

OIBSDN.J        Standard  1 1 ati on   fc   Special    Project*    Branch        B2/10/1B 
MINefltS        Operating    Rdactors    Branch    4         SpP         IB46S    194        24X 
Flche.30-31S, S3/03/31,  83O516O193 

B309170O4B  Advises    that   WUREO-0737,  Item    III    A  2    1.     "AmonJ    IOCFR30  t> 
App    Ei  "    considered    complete    follaulng    comprehensive  2-uik 
onilte    emergency    preparedness    appraisal 

VAROA,  8    A         Operating    .Reactor*    Branch     1          B3/O3/11         UTLEY,  E   E 
Carolina  Pouier    &  Liflht    Co         3pp         18494    101        24X 
Flehe    30-24,1,83/03/1.1.9305170040 

B305170037   NUHEO-096B    SOI 

SAFETV   EVALUATION   REPORT   RELATED   TO    THE    CONSTRUCTION   OF   THE 
CLINCH  RIVER    BREEDER   REACTOR   PLANT    Docket   No      30-337,  tU  S 
Department    of    Energy.  Tennessee    Valleyi    Authority    And  Project 
Management   Corporation) 

»      Clinch   River    Brteder    Reactor   Program   Office        B3/O3/31        36pp 
18493,  139         S4K    Fiehe^ 3O-337.  S3/03/31r B3O3170037 
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B30317O064  Responds    to   3304! 2  petition   &    O4JB    amend, requesting    that 
NRC    order    PSEtO  to    ihou    cauie    uihu,    fac  1 1  I  ty    restart   should 
not    bff    reitrained  Petition   denied    based    on    enc  1    Director's 
Oeci i i  an 

DENTCM. H  P.         Office    af  Nuclear    Reactor    Regu lation,    Director 
B3/O4/2?         RODRICUEZ.J   H         Nsu    Jersey.     State     DiF         3p  p          19494     164 
24X    Ftche    50-272.  B3/04/29.  B305170D64 


8303170133   NUREQ/CR-3S33   V02-04 

TECHNICAL   ASSISTANCE   FOR    REGULATORY   DEVELOPMENT   REVIEW   AND 

EVALUATION   OF    THE    DRAFT   EPA   STANDARD   40CFR19I    FOR    DISPOSAL 

OF  WISH-LEVEL  WASTE 

•      Sana i a   Laboratories        FIN  A-1163        SANDB2-1337        83/04/30 

Dlvlilon    of   Malta   Management        316PP        Available    at   NRC        *9  00. 

19479    233 


— B3Q3170095  Safety    evaluation   re    restart    of    facilities   Licensee 
acceptably    revised    1  expanded    sur vel 1 1 anc«    testing    programs 
to    address    reactor    trip    issue 

*      Office    of  Nuclear   Reactor    Regulation.     Director         DD-B3-Oi6 
B3/04/2S         43pp          18494     193         S4X    Flch*    3O-37S.  83/04/29,  B3Q3J 70044 

9303170036   NUREQ/CR-3240 

COMPARISON   OF   CRBR    DESIGN    ffASIS    EVENTS    WITH    THOSE   OF 

FOREIGN   LMFBH    PLANTS 

AOHAVWL.  A  K        Broolenaven   National    Laboratory         FIN  A-3364 

BNL-NUflEQ-31663       83/04/30  Clinch    River    Breeder   Re-actor    Program 

Of  Pice         BSpp         Avail  ibis    at    NRC          *9    00          1B493"  I°3         34X 

Flche    30-537,  93/04/30,  6303170086 

6303170088   NUREO-05BO    VI2   NO4 

REGULATORY   LICENSING   STATUS   SUMMARY    REPORT    Data    As   Of    April 

30, 1983    (Blue    Book) 

*      Management    Information    Branch         B3/OS/31         6Bpp         1S4V3   377 


3305170092  NUREC-OBOO   B04 

STANDARD   REVIEW   PLAM   Proposed    Rev! 
Containment  Heat  Removal    Systems 
*      Office    of  Nuclear   Reactor  Regulation 
83/03/16         lOpp         13473    303 


4   To   b   5  2. 

Director        PSRP-6    2    3   R4 


0303170093  GoariJ   Notification   93-i2    forwards    NRC    evaluation   team 
Independent   assessment   of    installed    sap aty-rela tsd 
•  O.uipment   H/o    rept 

NOVAK,,  T  M        Di viilon    of  Licensing         B3/O3/10  Atomic   Bafetij    and 

Lionitng    Appeal   Panel        7pp        1 61 95   317         34X   FUhe    3O-338t  83/05/10, 
B303 170093 

—  S30317009B   Foi-iuards    MHC   evaluation    team    rept    CNUREO-0969)    re    onflte- 
hard'uiare    evaluation    conducted   830124-0304    M/o    and 
DIRCKa.H  J        Office    of    the  Eiecutlve    Director    for  Operations 
B3/O3/04         PALLADirJO.N    ,     QILINSKY-  V    .     AHEARNE.  J        Commit*  loners 
Ip,        ia4-?3   333        H-4X   FJche    3O-3S8,  B3/O5/IO,  B30S  170093 

9309170076  NUflES-OBS?   SD3 

SAFETY   EVALUATION   REPORT   BELATED   TO    OPERATION1   OF    THE   PERRY 

NUCLEAR    POWER    PLANT,  UNITS    1    AND    S   Dockit    Na»       30-440   And 

SO-441    (Clevfland   Electric     Illuminating    Company! 

>      Office   of   Nuclear   Reactor  Regulation,     Director        B3/04/30        73pp 

10492   303         24X   Flehe    30-440,  B3/O4/3O,  S303I7OO96 

B303170101    NURE!(J/CR-24B2  V02 

REVIEW    OF   DDE   HASTE   PACKAGE    PROGRAM   SubtasK    I     1    -    National 
Masfee    Package    Program  Part's    1   And    2 

SI3KIND,B   >    H3IEH,  D   ,    SHAD,  ^       Braatliavan    National    Laboratoru         FIH 
A-3164         QML-NUREO-31494         G3/04/3O  DIViilon    Of   Haste   Management 

!29pp        Available   at   NRC         *&  00         1 B477   OB7 

930517OI1B   NUREHJ-0897   FC 

CONTAINMENT  EMER8ENCY  SUMP   PERFORMANCE   TecJinlial    Findlnoi 
Related    To   Unrasolved    S»Pat(j    Iisue    A-43 

SERKIZ.A  14        Dlvliion    of   Safetij    Technology         83/04/30         12?pp 
1B473   007 

S30SJ70121    NUREO/CR-3173 

NEH   MAEJRID   SEIEMOTECTONIC    STUDY   Summary    Of    Activltln 

I977-19B1 

BU3CHBACH,  T  C.       St      Lduls    Univ  ,     St      Louis,     110        83/03/31, 

Dlvlilon    af  Health,    Siting    &  Wants    Management         214pp         Available   at 

NRC          *7    OO          1B490   309 

B30S1701Z2  NUREO/CR-3E35  V01 

TECHNICAL   ASSISTANCE    FOR   REGULATORY    DEVELOPMENT   REVIEW    AND 

EVALUATION   OF   THE   DRAFT   EPA    STANDARD    4OCPR191    FOR    DISPOSAL 

OF  H ION-LEVEL   WASTE 

ORTIZ, N  R        SgniflB   Laboratarlti        UAHJ.K   K        Scienct  Application*. 

Inc         FIN  A-UfiS       BAMDB2-1S37        B3/O4/30  Division    of  Maite 

Managentnt        2Spp        Available  et   me         *3  S3         1S493   13<b 


9305170133   NUREO/CR-3333   V03-06 

TECHNICAL    ASSISTANCE   FDR   REOULATORY   DEVELOPMENT   REVIEW   AND 

EVALUATION  OF  THE  DRAFT  EPA  STANDARD   40CFR191    POR   DISPOSAL 

OF  HIOH-LEVEL  WASTE 

*     Ban H 1 9   Laboratories        FIN  A-11&3        SANDSS-1337        B3/04/30 

Division   of   Maite   Management         146pp        Availabli   at   NRC        *i,  30, 

1B479    107 


S305I70137  NUREG/BR-0023  V09  N4 

INFORMATION  REPORT  ON  STATE  LEGISLATION 

KERR,  0  H   Office  of  State  Program*,  Director 

1B494.001 


83/03/31    Mpp, 


B309170149  NUREO-0972 

DRAFT  ENVIRONMENTAL  STATEMENT  RELATED  TO  THE  OPERATION  OF 
SHEARDN  HARRIS  NUCLEAR  POWER  PLANT  UNITS  I  AND  S  Doctet  Not 
9TN  30-40O  And  9TN  30-401  (Carolina  Pniuer  And  Light  Companu) 
»  Office  of  Nuclear  Reactor  RaguUtion,  Director,   93/04/30 
18477:316    24X  Fiche  30-4OO,  83/04/30,  B309170149 


SZOpf. 


0305170133  NUflEfl-0967  FC 

USI    A-43  RESOLUTION  P09ITIDMS 

S£RKIZ,A  W        Dlviilon    of  Safati;    Tnchnafogv 

1849ft  O33 


B3/O4/30         74pp 


6303 170 ISO  Foruards    addl    Info    requested    In   B3030Z    Itr   rt   PDRV/BV 
fallur«s   Ji   chillengi*   Further   ref    should    b*   made    to   080623 
response    to  NURE8-0737, Item    II    D    I 

OIEflLER,C    W        Wi*con«in   Public    Btrvlce   Corp         NRC-B3-10B        B3/O3/13 
VAROA,S  A        Operating    Reacton   Branch    1        3pp         184i6-291.      24X 
FlchS    SO-303.  03/03/13,  B303170130 

33O917021B  Forutrds    riiponn    to   B3020B  &  0317   reo.ueiti    for   «ddl 
Info   re  NUREQ-0737,  Items    II   F    1    4,     "Containment   Prinur* 
Monitor,  "    II   F    1    3,     "Containment   Water   Level    Monitor"   & 
II   F   l,6i     "Containment   Hydrogen   Monitor    " 

LENTINE,F  C        Commoniuealth   Edllon   Co        636&N        83/03/13        DENTON,  H  R. 
Oftie*   of   Nuclttr  Reactor  Regulation,    Director       Bpp        13466  332, 

B41C   Fiche    30-393,  B3/O3/13,  B30317O218 

9303170235   SECY-B3-1SB 

Inform*    Commisilon    of    findings    of   Salem  ATMS   generic 

implication!    task    force   ri    overall    mgt    capability    & 

performance   S<  reactor    trip    i(Jt    rellablUty 

DIRCKB,  H  J.       office    of    the   Executive   Director    for   Oper*tit>ns. 

03/03/03        139pp         1B476    1B4        24X  Fiche-  30-S72, 93/03/02, 0303170232 

9303170346  Forward!    IE    In«p    Rept    SO-397/B3-13   on   B30404-OB  No 
noncomp 1 lanci   noted 

9TERN8ERO.D  M        Region    9,    Office    of  Director,       83/04/17 
CARLISLE,  C    S        Washington  Public    Pouer   Bupplu    Sy*t»m        app 
18463  348        24X  Fiche    30-397,  83/04/19.  83031?034u 

—B303170349   IE   Inip   Rept   30-397/B3-13  on  B3Q404-OB  No   noncompl lance 
noted    Major   areas    ln*pected    praopiratlonal    teit   program, open 
Itimi,  IE    bulletin/circular   reiponse, TMI    <NUREO-0737) 
activities   &    Independent    ln*p 

HILLETT.D  J   ,    DODDS,  R   T        Region    Si    Offiet    of    Director        IEH-BZ-O4 
Q3/04/191        3pp         10463,270        B4X  Fiehe    30-397,  B3/04/19,  Q30317O346- 

8303170369  Comment*   on   NUREO-0737-  Item    III   A  S.  I,     "Emei>o.en«u. 
PrepereUne*!,  Upgrade   Emergency   Plan*    to   App    E,     10CFR30    " 
Onslti  &   offiite   emergency    preparednei*   adequate. I  ten 
completft 

CHUTCHFIELD.D        Optratina   Reactor*   Branch    3        LS03-83-Q3-O36. 
93/09/16        VANDEMALLE,D  vl,       Consumer*   Pouer    Co.       Bpp         18 464 '077. 
S4X   Flehe    3O-193,  83/03/16,  B30917O369 

9303170416   Notifies    that    oniita   h   offiite    emergency    preparednit* 
adequate.  NUHEO-0737,  I  ttm    III,  A  2,1,     "Emergency   Preparednes*, 
Upgrade   Emergency   Plant    to  App    E, 10CFR30, "    compliti 
CRUTCHFIELD,  D       Operating  Reactors   Branch   9.      LS03-B3-09-037 
B3/03/16        LINDER.F        Dalryland    Pouer   Cooperative        3pp         19469-230. 
24X   Fiche,  9O-409,  83/03/16,  8309170416 

8303170499  Forwards    proposed    xchedule    for   resolution    of   SEP    integrated 
assessment    open    item*    Identified    In   NUREQ-OB23,     "Integrated 
Plant  Safety   Aimiment    "    NRC   uill    be    informed    Immediately 
of   any    schedular   difficulties 

KAYrJ  A        Yankee   Atomic    Electric    Co        PYR93-49        83/03/02 
CRUTCHFIELD,  D.       Operating    Reactors    Branch    9.       3pp.       1B469. 321        S4K 
Flchi    30-029,83/09/03,0303170439 


B30917O12B  NURE 0-0020  VO7  N01 

LICENSED  OPERATINO  REACTORS    STATUS  SUMMARY  REPORT  Data    At  Of 

December   3i,  ifSS   (gray   Boot) 

•      Management    Information   Branch.       83/01/31         3-?lp.p        IB47S  O7A, 


8303170471    Respond!    to  Generic    Ltr    92-33    (NUREO-0737, Buppl    1)    r* 
emergency    response    capability    requirements,  Progret*    in  art*! 
of    safety    parameter    ditplay    sys, detailed    control    room   design 
rivleuii   &   einBre*ncv    revponie    facilities    iumm*riied 
SASKIN.K   P        Southern   California   Edlion   Co        OL-SB-33.       03/03/13. 
EISGNHUT.  D  O,       Office    of  Nuclear   Reactor   Regulation,    Director        Bpp 
(8470  077        B4X  Flch*' 30-361,  S3/O3/I3,  8303170471 
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B30S170496   Forward*     IE    Imp    Rept    30-273/83-09    on    930322-23   81   0314-18    No 
noncompllance    noted 

BOOK,  H   E         Raglan    3,     Office    of    Director         83/04/22         CRANE,  P    A 
Pacific    Dal    b   Electric    Co         2pp          19470    043         24 X 
Fiche'  30-273,83/04/22,  B30317O494> 


— B303180397    "Preliminary    Design    Assessment    of  Byron/Braiduood   Generating 
Station    Control    Room    Human   Factors    Engineering   Review," 
Sup  pit    I    &    1 1 

n      Cdfflfnonuiealt'i    Edison    Co-         B3/04/3O         221pp          1S4B7   O02         SIX 
Flche    50-000, B3/O3/09.  03051BO3B3 


— 6303170301     IE    Imp    fitpt    30-S73/93-09    on    830222-23    t    O311-1B   No 
noncompllance   not*d    Major   areas    Inspected    Implementation   of 
NUHEO-0737,  Item    II    F    1.     "Add!    Accident    Monitoring 
In*trumentetion   " 

OAflCIA.E  H   ,    WENSLAWSKI.F  A   ,    BOOK.  H  E        Raglan    5,    Office   of 
Director         83/O4/Z2         7pp          1S47O   O47         24X    Ftche    30-373,83/04/22, 
B3Q317049i 


B3Q3180433  Forwards    safety    evaluation    re    BUR   Owner s  Group    BQ1230 
r«spOn*e    to    NUfJEQ-0737,  Item    II    K   3    43.     "Deprenurl  ia  1 1  on 
H/Othsr   Than    Automatic    Depress-uriia Hon   Bya    "  No   mods 
required 

CRUTCHFIEUD.D        Operating    Reactor*    Branch    S       LS03-B3-03-041 
S3/03/I7        FIEDLER. P.B         Genera  1    Public    Utilities    -   GPU   Service    Corp 
2pp          IBdBi     193         24X    Fiche    3Q-219,  B3/03/17,  Q3031BO-133 


B3O3L70313  Foruardi    IE    Imp   Rapts    30-36I/B3-I4    ti   90-365/93-14   on 
83O321-30  l<  notice    of   violation 

BCARANO.R   A.       Division    of   Radiological    Safety    ti   Safeguards   Program 
83/Q4/1B,       PAPAY.L   T        Southern   California   Ediion  Co        Epp 
1B467   260         24X    Flche    30-361, 83/04/18. B30317O313 


— S3031B0440   Safety    evaluation   of    BWR    Owners    Group    generic    response    to 
NURES-O737j  I  tern    II    K    3   45,     "flepr  es  »url  latlon   W/Other    Than 
Automatic    Depre*  sur  i  i»t  i  on   Sg*    "    No    mods   required 

»      Operating    Reactor*    Branch     3         93/03/17        4p  p          134B6    197         24X 
Flche    30-219, 83/03/17, S3O3IBO433. 


— 8303170330    IE    Imp    Rept*    30-3M/B3-14   tc    30-363/63-14    0-n    B303SI-30 
Nnneompllance   noted    failure    to    perform   surveys,  inform 
worker*   Si  properly   monitor    liquid    radioactive    effluent 
release 

VUHAB.O  P  ,  HENSLAWSKI.F  A  ,  BOOK,  H  E  Region  3,  Office  of 
Director  30-348/83-14  B3/04/14  lOpp  1B467  264  24X 
FlCne-30-3&l.  Q3/04/18r 83031 7031 3 


33O31BQ46B  Forwards    responses    to    NRC    concern's   railed    at    B3Q21B  meeting 
u/util    to    clnse   out    open    1  tarns    re    emergency    fiaduater 
control    sya> p»r  MUREO-O767, aup p  1    1    W/B3  ovarslze    drawings 
Aperture   cards    are    available    In   PDR 

KAUfilN.L   V        Louiilana    Poufsr   &    Lijht    Co        W3PB3-14B1         B3/OS/13 
KNIOKTQN,  0    U          Licensing    Branch    3         31pp          10403    131          84X 
Flch»    30-3B2,  B3/03/I3,  B3051B044B 


B30M7033a  Faruardt   3ER   9uppl    1    (NURCS-0994)    W/o    encl 

JOHNSON.  0  E        Huarlng    Branch    4        83/O3/1&        KELLEY,  J  L   ,    FOSTER,  R   F   < 
CALLIHAN,  D.       Atomic    Safety    and    Licencing    Board   Panel         IP 
194iS, 160        24X   Flche- 30-413, B3/03/16. B303170334 

B3O9170379   NUREO-OB37   V02   N03ER 

NRC   TLD  DIRECT   RADIATION  MONITORINO  NETWORK  Progril*  Report, 
July   -  September    19B2, 

*  Dlvleion   of   Technical    Information    It  Document   Control,       B3/04/ZB 
tp.        19496.  113 

6305170643  NUREO-0896  801 

SAFETY  EVALUATION  REPORT  RELATED   TO  THE  OPERATION  OF 
BEABROOK  STATION,  UNITS   1    AND  2  Docket   No.      3O-413  And 
30-444.  (Public    Service  Company    of  Neui  Hampiti lr*i  it    al     ) 
»     Dtvlfion   of  Llctntlng.      83/04/30       33pp       Available  at  NRC 
M.  30        18481    332.       24X  FichB    30-443,  83/04/3O.  B303 170668 

B303170fc74   NUfiEO-IOOO  V01 

OErCRIC    IMPLICATIONS  OF  ATHB  EVENTS  AT  THE  BALEW  NUCLEAR 

POWER   PLANT  Oeneric    Implication* 

«      Dfflc*    of   Nuclear   Reactor   Regulation!     Director        B3/04/30        147pp. 

Available    at  NRC.       »A   30        1B4B1.1B3        H4X   Flche' SO-B78. 83/04/30, 
B303 170674. 

B3oSt707t2  NURES-0934  801 

SAFETY  EVALUATION  REPORT  RELATED   TO  THE  OPERATION  OF  CATAWBA 
NUCLEAR   STATION, UNITB    1    AND  S   Docket    Not      30-413  And    30-414 
(Duka   Pouier   Companviet   al    ) 

•  Dlvlilon  of  Lionilng.      83/04/30       3&pp       Available  at  NRC 
•4,73,       IB481.  126        24 X  Flche    30-413^83/04/30,830317071? 

H3031300B1    Foruardi    Amend    90   to   Llcenn   DPR-49   fc  Tiotice    of    lnuanci   fc 
av*lUbllltu    Amend    delete*   requirement*    for    ihlft    technical 
advlior   to  be   on  duty   during   refueling   per  TKI  Action   Item 
I.  A  1    1 

VAflBALLO.D  B,       Operating   Reactor*   Branch   2        B3/03/O3.      ARNOLD,  D 
laua   Electric    Light    tc  Power   Co.       3pp.       18303:870        24X 
Fi Chi! 30-331.  83/03/03, B3031B0081 

— 83051 80091    Amend    90   to  Lictnii    DPR-49. deleting    raquiremtnt    for    thift 
technical    advltor    to   ba    on    duty    (luring    refueling    per   TMI 
Action    Item    I.  A    1.  1 

VASBALLO,  D  B.       Operating    Reactor*    Branch    2.       83/09/O3.       4pp 
18303:873         24X    Flche    30-331,  93/03/03,  8303180081, 

S3O31SO161    Informi    that   NUREO-0737,  I  ten   III, A   2    1,     "Emergency 
Preparednnii  Upgrade   Emergency   Plan*    to    App    EilOCFA30," 
compttte. 

STOLI.J  F       Operating  R«=tor*  Branch  4.      CLARK,  R   A,      Op«r«tlna 
R»actor*   Branch   3        83/03/ft         QRIFFIN.J  M,       Arkan*«*    Pouer    h  Light 
CO.        3pp          1BB02   348         24X    Flche    30-313,  83/O9/1 li B3031B0161 

83091G0169  Inform*   that   »meroencij   plan   upgrad*   to.  meet   10CFR30  App  E, 
NUREO-0737,  Item   ill  A  2  1   requirements   eomptata. 

VAR0A.8  A.       Operating    Reactor*    Branch    1.       B3/03/13        STEWART,  H.  L. 
Virginia   Electric   h   Pouir   Co        3pp         IB 302:331         24X 
Fieh»: 30-280,  83/03/13, 8303180169 

8309180309  Foruardi    "Preliminary    Di*lgn  A«t«ftm*n,t    of   Bgron/Bralduood 
0*ntr«tlng  Station  fc  Control   Room  Human  Factor*   Engineering 
R*vltw,  "  Suppl*   I   ti   II 

flHARTZrE.D        Commonwealth   Edtion  Co.       6346N        B3/03/09        DEN  TON.  H  R 
OfMce   of  Nuclear   Reactor   Regulation!    Director         lp         1B4B7:001        24X 
-  30-000,  B3/O3/09,  83051B0383. 


B3-0318O347  Forwards    order    extending    completion   date   for    Installation   of 
ptant   mads    needed    to    comply    U/NURE9-O&61    Extension    granted 
until    90   day*    after    start    of   Fuel    Cycle   *)    11983    refueling 
autag •) 

VA88ALLD.D   B         Operating   Reactors    Branch    2        83/03/03        PILANT. J  M 
Nebraska   Public   Pc-uier    District         Spp         1BSO3  084        2 IX 
Fiche    30-299,  B3/03-/O3,  83031B0347 

—  B3031B0348   Order  modifying    81O113    ti   820913    order*,  ei tending    completion 
date    Far    Installation    of    plant   mod*    needed    to    comply 
ui/NUREG-Ofiil    Extension   -granted    until    90    days    after    start    of 
Fuel    Cycle    9    [1983    refueling    outage) 

PURPLE, R    A         Division   oF   Licensing.       83/03/03  Nebraska   Public 

Power   District        4j>p          1B303    QBA         24X   Fiche    30-298,83/03/03, 
B30318Q317 

B3O31BOS63  Forwards    revised    order    ••»  tab  1 1  shing   630930    completion   <S«t» 
for    implementing  NUREQ-O737f  I  terns    I  I    0   3   re   fat  t-acc  Ident 
sampling   &    1 1    F   I    1    A    II    F    1    3   Fe    accident   monitoring 
VASSALLO,  D   B          Operating    Reactors    Branch    2         83/05/05         UTLEY,  E   E 
Carolina  Puu.r   h  Light   Co,       2pp         1B304  334       24X 
Flch*    30-324,83/03/03,  B3031B0363 

— 830SIBOS64   Revised    order    confirming    licensee   commitment*    to    Implement 
NUREO-0737,  Items    II    B.  3    re    post-accident    sampling    1.    1 1   F,  1    I 
t    1 1    F    1     3    re   accident    mom  1  tor  ing,  6  ij    S3O930 

PURPLE.R   A       Division   of   Licensing.      83/03/03  Carolina   Power  t, 

Light   Co          Opp          183O4    336          34  X    Fl  che.  30-334,  B3/03/O3,  B303-180363 

8303IBOS6B    Inform    that    emergency    plan    upgrade    to   meet    IOCFR50   App  E. 
NURES-0737,  Item   III.  A   2    1,  complete    Item  cloud 

VAROA.B,  A        Operating    Reactors    Branch    l         B3/03/13.       UHfilO,  R   E 
Florida  Power    t  Light    Co         3pp         1B3O3  S9A       E4X 
Fiche    30~B30,83/03/13,B3051fi036Q 

B3O3190373  Foriuarils    SER    supportlna    licensee    refponsel    to   NUHEO-0737. 
Item*    II    F    1    4.     "Containment   Pr»«iure    Monitor."    II    F   I    9, 
"Containment   Mater    Level    Monitor,"    &    II   F    1    In     "Containment 
Hydrogen  Monitor   " 

VAROA,  S  A         Operating    Reactors    Branch    1         83/03/02        OIEBLER. C   W 
Wiicontin   Public   Service    Corp         2pp         1S3O3  30B        24X 
Flche    90-3O3,  B3/OS/O2,  8303160573, 

— 83031605SO    Safety    evaluation   supporting    llceniee  re-sponie*    to 
NUREO-0737,  Item*    II, F    i    4,     "Containment    Pressure    Monitor." 
II    F   1    3,     "Containment   Mater    Level    Monitor."    &   II   F.  1,6, 
"Containment   Hydrogen   Monitor," 

*      Office-    at   Nuclear    Reactor    ReaulAtinn.    Director,       83/O9/02        ipp 
18303:310         24X    FEcAe    30-303,33X05/02,0305180573 

83031 BOA 91    Farward*    revised    order    modifying    completion   dates    for 
NUREO-0737,  Itemi    I  I    B    2,     "Plant    Shielding,"    II    B  3,     "Post 
Accident  Sampling"    fc    1 1    F    1    2,     "Accident    Monitoring 
Instrumentation  " 

VAR0A.9.A        Operating    Reactor*    Branch    1         B3/04/2B        FARRAR.D  L 
Commonuealth    Edi*on    Co         2pp,        189O3    1S1        24 X   Flc he: 30-293, 83^04/28, 
B303180691. 

— B303180702  Reviled    order   modifying    completion    date*    for   NUREO-O737r 
Item*    II    B.2,    "Plant    Shielding,"    II   B   3,     "Post-Accident 
Sampling"    &    II   F    1    2,     "Accident    Monitoring    Instrumental ionf " 
per    Qeneric    Ltr >    82-O3   &    B2-10 

EIBENHUT,  D   O       Division    of   Liten^lng        OL-B2-O3        83/04/2B. 
Commanusfllth    Edi»on    Co         9pp         189O3.1B3       21X 
Fiche    30-299, 83/04/28,  B3031BO491 
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8305180743     Informs    that    NUREG-0737,  I  tern     III    A    2    1,     "Emargency 
Preparedness.  Upgrade    Emergency    Plaits     to    App    E.  10CFR3O.  " 
completed    Item  closed 

*      Operating   Reactors    Branch    1         03/03/13        DDLAN,  J        Indiana   & 
Michigan    Electric    Co          2Pp  1 8306    (MS         24X    Flehe    3O-31  9.  63/03/13, 

B305IBO745 

B30SIB07Ba    MUREG/CR-3016 

EVALUAT1CN   DF   THE   SPLIT-H    APPROACH    TO   MDDELINft   NQN-BUOVANT 

RELEASES   FROM   VENT   STACKS 

RAMSDELL.V  <J        Battelle   Memorial     Institute,     Pacific    Northwest 

Laboratory         FIN    B-2314         PNL-4314         B3/04/3Q  Division    of    S<;«teros 

Integration    Ipoit    811005).        fl'pP          Available    at    NRC          »4    73 

1BS02   377 


B303190253   Informs    of    status    of   NUREG-0737,  I  tern    II    F    1    3  re 
containment   high-range   radiation   monitors    Qualified 
in-containment   Electrical    terminations   ulll    be   made    par 
IE    Bulletin    79-O1B    t.   NUREQ-038B    schedule 

STEWAflT.lJ    L         Virginia   Electric    fc   Podier    Co          1EB-79-01B         03/05/13 
DENTON.H  R        Office    of   Nuclear    Reactor   Regulation!     Director 
CLARK,  R   A         Operating    Reactors    Branch    3         Ip          1B90I    333         24X 
FIche    30-339,  83/03/12,0303190233 

H303I90343   Foruards    Rev    I    to    NUREe-072S,     "NRC    Incident   Response    Plin, 
In    response    to   030427   itr    requesting    updated    Itr    of 
agreement   W/o    enel 

HIND,  J   A         Division    of   Radiological    <*   Material*    Safety    Programs, 
03/09/13         LARSON.C    E         Nortliern    States    Power    Co         2pp         1B3OQ-22S, 
24X    Flthe    30-000,  B3/O3/13,  B3O319O343 


B30S1B0796 

THE  KRC'S  LIMIT  ON  INTAKE  OF  URANIUM  ORE  DUST 
MCOUIftE,  S  A  Division  of  Facility  Operations 
Available  at  NRC  *3  SO  IHS04  327 


33/0  »  /30         30p-p 


0305180334   Foruards    safety    evaluation    of    utl  1     submittals    re   NURBQ-O737, 
Items    IIF14.  IIFlSfcllFlAon    containment   pressure, 
water    level    fc  hydrogen    monitors   Requirements    raiolved 
Equipment    environ    qualification    to    tis   reviewed    separately 
VARGA.S    A         Operating    Reactors    Branch     1          B3/O3/C2         UHRIQ.  R   E 
Florida    Power    b   Light    Co         2jp  IBSOfi    O31          24X 

Flche    30-330.  B3/O3/  03,  B30S1  BOB  54 


Safrtij    evaluation   of    utll    submittdls    re    NUREG-0737.  I  terns 
1  1    F    1    4   re    containment    pressure    monitor,  II    F    1    5   an 
containment    mater    level    monitor   &    II    F    I    6    re   containment 
fnjdrog«rt   monitor   Llcen-see   design   acceptable 

«      Office   of   MucJear   Reactor    Regulation.    Director        B3/03/03        3pp. 
1B30&    033         24X   FlchB'  5O-23O,  B3/03/03-  8303190934 


Foruards     IE    Insp    Rept    50-322/B3-09    on    030413-13   Mo 
noncornpliance   noted 

BIAROSTECK1.  R         Dlvl'Sion    of    Project    &   Resident    Programs         B3/O3/O3 
POLLOCK,  M   S         Long    Itland    Lighting    CO         Sfp  1930S    043        24  X 

Fiche    30-322,  B3/03/03,  B303190031 

—  S3O51<?OO3a    IE    Imp    Rept    3O-322/B3-O9    on    030413-13   Mo    noncomp  1  ianee 
noted   Major    areas    inspected1   NUREG-O737    i  terns,  f  c-1  lawup    an 
previous    Imp    findings    fc   r«viei4i   of    llcentae    controln    over 
portable   radio    transmissions    in    plant    areas 

WIGGINS,  J   T    ,     GALLON    M         Rejlon     I,     Office    of    Director         93/05/03 
13pp          1830?   045         34X    Fiche    30-332.63/03/05,0303190031 

B30S19O032   Faruardi    reipanie    to    outstanding    environ    qualification    item 
identified    In   Section   7   S  of   Sirppl    &    to    SER   fe    technical 
evaluation;   rep  t    Info    supports    full    paiiier    licensing 
TUCKER  rH   B          Duke    Puuier    Co          63/03/13         DENTON.  H   R         Dffic*    of 
Nuclear   Reactor    Regulation,     Director         ADENBAM,  E.  0        Licencing   Branch 
4         5pp          IB5O2    O3B         24X    Flche    30-37O.  B3/03/  12,  S3O317OO32 

3305190094  Advises    of   Nftc    evaduation    findings    of    automatic 
depreituri  i  atlnn    sya    logic    mod    options    in    regponic    to    TKI 
Action    Item    II    K   3    IS   Utl  1    should    advise   NRC    of    uhlch    action 
will    bt    1/nji  1  emente-d   &    furnlih    necesiarij    design   &    into 
VOUNGBLOODj  D    J         Licensing    Branch     1          B3/04/H7-        EDEUMAN,  M   R 
Cleveland   Electric    Illi/mlna  ting    Co         2pp         1B9S3    I?4        549! 
Flche    50-4^0,  63/04/27^  B3031?009fi 

33051900'??  Forwards    tafety    evaluation    for   THI    Action    Items    I   A   S   1    4. 
"(/parading    of    Huaetor   Operator   &    Senior  Reactor   Operator 
Training"   !,    1  1    0   4,     "Training    for    Mitigating    Core    Damage    " 
Training    l>   requalif  icat  ion   programs    acceptable 

WSBALLu,  D   0         Operatlns    Realtors    Branch    H         B3/O4/21?         UTLEV,  E    E 
Carolina    Power    6-   Light    Co         3pf          10323    175.        StX 
FUhe-30-3a4,  B3/O4/21? 


B303200031    Notifies    that  NUREO-0737,  I  tera    III    A  2    1,     "Emergency 
Preparedness,  Upgrade   Emergency    Plans    to   App    E,  IOCFRSO,  " 
completed    Item   cloied 

CLARKiR    rt         Oporatino    Reactors    Branch    3         B3/03/12         FAV,  C    H 
Wisconsin   Electric    Pouer   Co        3pp         1BS40    114        24X 
Flche    30-266,  S3/OS/12,  Q303SOOOSI 


B3032O0023   Notifies    th«t   WUREO-O737.  I  tern    III    A   S    t,     "Emergency 
Preparedness,  upgrade  Emergency   Plans    to   App    EilOCFRSOi" 
completed    I  torn   closed 

CLARK,  R    A         Operating    Reactors    Branch    3         83/03/13,        MUSOLF,  D.  M 
Northern  States   Pouier   Co        3pp         18340    117        24X 
Fiche    30-232,33/03/13,  B303BOOOS3 

B3Q320Q03O  Notifies    that   NUREO-0737.  Item    III    A  2    1,     "Emerg»nc|( 
Preparedness,  Upgrade  Emergtncy    Plans    to   App    E,  IOCFRSO.  " 
complete-d    Item  closed 

CLARK,  R    A         Operating    Reactors    Branch    3         83/09/12         WITHERS,  B    D. 
Portland    General    Electric    Co        3pp         18340   ISO.       S4X 
Flcho    30-344,83/03/12,6303200030 

B30520O040    Informs    that    on*ite    ti   offslte    emergency    prepartdneii 
adequate    &   emergency   plans    upgraded    per   NUREO-0737/ 
Item    III    A  S   1    Item  closed 

CLARK,  R  A        Operating   Reactors    Branch    3        B3/03/11         JONES,  H,  C 
Omaha   Public   Power    District        3pp         IB34O    183        24X 
Fiche,    30-2B3,  63/03/11,6303200060 

8309300068    Informs    that  B30403  methodology    submlttal    re   radlatton 
environ   for    equipment   qualification    Ins  ids   containment 
acceptable,  per   NUHEC-0380  Submlttal    also    provides    ref    for 
radiation    levels    outside   containment 

CLARK,  R  A        Operating  Reactors    Branch    3        03/03/13.       QAHRITV,  J  H 
Maine    Vankee-  Atomic    Pouer   Co        2pp         1B340    ISB        SAX 
Flcho    30-307,  B3/03/13iB30320006B 

8303200090  Notifies    that   NUREO-0737i  Item    III    A  S    1,     "Emergency 
Preparedness,  Upgrade   Emergency    Plans    to   App    E,  10CFR30,  " 
completed    Item  closed 

CLARK,  R  A        Operating   Reactors    Branch   3        63/03/11         UHRIO.  R   E 
Florida  Pouier   t,  Light   Co        3pp         IB341    001        S4X 
Fiche     30-333,03/03/11,  S3032000?0 

B305200094  Notifies    that   NURE8-0737,  Item    HI    A  2    1,     "Emergency 
Preparedness.  Upgrade  Emergency    Plants    to   App    E,  lOCFRSOj  " 
completed    Item  closed 

CLARK,R  A        Operating   Reactors    Branch   3        B3/03/10        STEWART,  H   L 
Virginia   El  »c  trie    1  Pouer  Co        3pp,       19340   335        24X 
Flehe    30-339,83/03/10,8303300094 

B305200122  Forwards   DEB  ti  FR    notice   H/o   DES 

KNIOHTOM,0  W        Licensing    Dranch    3        B3/O3/12        UTLEV,  E,  E       Carol  i 
Pouer    1  Light   CD,       2pp         1B32S  346        24X  Flche.  30-400.  83/03/12i 
830320012S 


330519-0147    Discusses    Issuance    of    revised    pulley    scatement    ri   utll 
potition    on   MUREO-O737.  I  tern    I.  C    £.     "Verify    Performance    of 
Operating    Expsrianee    "   Policy    ulll    be    integrated    Into 
eilsttng    operations    procedure    04   83O9(H 
HAflRINOTON.H   D         Boston   Edison    Co          B3-I26         B3/O9/13         VA8SAULO.  D   B 

Operating    Reactors    Branch    2         ip         10302  O70        34 X 
FU*e    30-393,  B3/03/ 13i  93031  9O147 

83Q319O199  Motion    to   amend    petition    to    Intervene    by    adding    Contention 
BAPL    Suppl    7<     "Instrumentation    for    Detection    of    Inad«q,uate 
Core    Cool  in j    "   flood    cause    eitats    for    late    filing    Certificate 
of   Svc    encl 

BACKUS, R   A        Seacoast    Anti-Pollution  Leagu*        BACKUS. R    A        Backufi 
Shea   it   Meyer          ISSUANCES   DL         B3/O3/16  Atomic    Safety    and 

Licensing    Board   Panel         3pp         1B502  203        24X  Fifha    30-443,63/03/16, 
B-303190199 


— B303200125  Notice   of   availability    of   DES 

KNIOHTON, O  M        Licensing    Branch   3        83/O5/12        2pp         183S8  34B 
SIX    Flche    30-400,83/03/12,8303200129 

S309S00199  Support*    utll    onslte    emergency    prepandneis    &   upgraded    plan 
par  NURGO-O737, Item   III   A  2    1,     "Emergency    Prepar*dne*si 
Upgrade   Emergency   Plans    to   App    E,  10CFR30    "    Item  complete 
VARGA.SA        Operating   Reactors    Branch    1        83/03/11         CAREY,  J  J. 
Duquesne  Light   Co        3pp        18340  222        24X   Flche   30-334,83/03/11- 
8303200193 


B303200198  Draft   Commission   paper    re   NRC    intention    to   publish 
NUHEC-0906,     "Guidance    for    Implementation    of    10CFRSO  34(g)," 
rule   requiring   applicants    to    evaluate   differences    from  SRP, 
DIRCKSj H  J        Office    of    the  Etecutlve    Director    for   Operations 
83/03/02         21pp          18340   247 
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— 93Q32QQ204  Forwards    draft   Commission   papor   advising    of   NRC    intent    to 
publiih    NUREO-0906.     "Guidance    for    Implementation    of 
1OCFR30    34<g>     " 

DENTON,  H  R        Office   of   Nuclear   Reactor  Regulation,     Director 
B3/04/21          DIRCKS, W   J         Office    of    the    Executive    Director    for 
Operations        3pp         1B940   266 


—3305230039   Comments    on    NUREG-OBBO,     "Safety    Goals     for    Nuclear    Pouicr 
Plants    Dlacuinion    Paper,"    Pub    1982    Propose!)    policy    does    not 
contain    independent    numerical    guideline    for    early    fatality 
societal    risk 

LEVINE,  5         NUS    Corp          CQ~SL-3a-82         B2/O3/26         REtllCK.  F   J         Office 
of    Policg    Evaluation's          9p  p          18346    263 


8303200246  Forwards    safety    evaluation    of    util    submittal    re    procedure 
verification   t   de*lgn   nod    per  NUHEO-0737, Item    I  I    K.  3   32, 
"Automatic   Switchover    of   RCIC  Suction    "    Item  resolved 
vASSAU,0,D  B        Operating    Reactors   Branch   2        83/05/03        BAYNE.J  P 
Power    Authority    of    the    State    of   New   York        3pp         16940  206        24X 
Flch*    30-333. 83/O3/OS,  B303BO0246 


— B3O5230OH7   Advlsei    that    S   Irvine    directs*     to    provide    follouup 
discussion    &    advice    on    safety    goals    r*    S20536  written   rept 
ti    820713  mooting   u/F  Retnick    providing    advice   on    use    of  PRA, 
par    Article     I     of   Contract    NnC-l9-82-4«73 

MONTGOMERY.  J   M         Office    of    Policy    Evaluations         NRC-19-B2-493 
03/07/19  Office    of    Pol  leg    Evaluations         Ip          10S4i   374 


6305200433  Foruardi    revised   li   reformatted    comprehensive    list   of 
NUREO-O737    Homing    Issue*    containing    status   h   priority 
assigned   far  open   Items 

ZIMMERMAN.S   R         Carolina    Pouer    t.   Light    Co         LAP-B3-1SO         93/05/17 
VAROAiB   A         Operating    Reactors    Branch     1          llpp  1B317    134         24X 

Ftcli*    30-261.  B3/03/17,  B30320043S 


— B3O3230O'37   Forwards    matl     from    0   Kaiser    ra    calculation    of    individual 
societal    rtsks     for     comparison   u/iafetu,     goals   Requests 
rousting    u/O   Kaiser    «•    R    Bland    to    discuss    differences    In 
predictions    of    weighted     Individual     risk     requested 

LEVING, S         NUS    Corp          CO-SL-9B-B2         82/tl/lB         ZERBE.  J   E         Office 
of    Pnltcy    Evaluations          2Spp          18946    375 


8303300302   Foruardi   master    lists    &   »ys    component    evaluation  worksheets 
far   NUREQ-0737    environ    qualif Ication    of    electrical    equipment 
mads    installed    in   harsh    area 

HUKILLiH  D        General    Public    Utilities    -  GPU  Service  Corp 
3811-83-076        83/03/16        9TOLI, J  F        Operating    Reactors    Branch    4 
33pp          1B313.0B2         24X    Fiche    3D-2B9, 83/03/16,  B3O9200S02 


3303230115   Foruards   safety    evaluation    of    util    submlttal    re   procedure 
verification    &    design    mod    per    NUREQ-O737.  I  torn    II    K  3  33, 
"Automatic    Sultchovar    nf    RCIC    Suction    "     Item   resolved 
VASSALLQ,  D  Q        Operating    Reactors   Branch    3        B3/O3/D5        SINCLAIRiJD 

Vermont     Yankee    Nucloar    Power    Corp          3pp  10346    344         24X 

FlcJie    30-271,  S3/03/03,  E303S30113 


B303BOO316  Forwards    order    confirming    util    commitments   on   poat-TMJ- 
rvlated    l*sues   Order    based    on   commitments    in   util    8BO317  d 
O303    Itrs   responding    to   Generic    Ltrs    B2-03  &  82- 1O 
MADSEM, 0  L        Region   4,    Office   of    Director        OL-B2-OS        B3/04/B7 
LEEiO  H        Public    Btrvice   Co      of    Colorado        4pp         1B516  043        24X 
Flchi    90-267,  B3/04/S7i830920091a 


830SB30127   ForuiardB   emergency    operatlnff    procedures    aeneratioti   packa 
per    NUREG-0737j  Suppl     I    (Generic    L-tr   92-331    "Raqu  irementa    for 
Emergency   Response   Capabllitij    " 

OARRITY,  J   H         Maine    Yankee    Atomic    Pouer    Co         OL-B2-33         B3/03/17 
CLARK, R    A        Operating    Reactors    Branch    3         3pp         1S331    263       34X 
FlcJie    3O-309,  B3/O3/17,  B3O5E3O127 


— 9303200923  Order    confirming    llceniee    commitments    on   post-ThM -related 
iisuas   Schedule    changes   acceptable    for   TMI    Items    1    A  3    1. 
II.  B.  B,  II    B   3,  II   B.4   &    IJ    F    t 

OAOLlARDOi  J,  E.       Division    of   Resident'    Reactor  Project    ti  Engineering 
Programs        83/04/27  Public   Service  Co      of   Colorado         llpp 

183I&   049         24X   Flche; 30-267.  B3/04/H7i B3O320O316 


0303230138   Forwards   8ER    supporting    licensee    compliance  U/NUREO-O737. 
Item    II    B    2    S,     "Required    Plant    Modi,"    &    design    revleu    of 
plant   shielding    requirements    for    access    to   vital    areas 
CLARK, Ft    A         Operating    Reactors    Branch    3          STQLZiU   F         Operating 
Reactors    Branch    4        83/03/11         ORIFFIN.J    M        Art-ansas   Pouer  &  Light 
Co          2pp          1B346    349         34X    F  i  Che    3O-313,  83/03/1 1 ,  B30333012B 


B3D9SO0317  Forward!    list    of    additions    ti   deletions    of    lafety-rela tetf 
shock    luppretiori    Installed    to    conform  u/acceptance    criteria 
In  NUREO-0661,  Proposed    change    to   T*ch    Specs   ulll    b* 
submitted    by    B30&OI 

SINCLAIR, J.B        Vermont    Yankee  Nuclear   Power   Corp         FVV  S3-37 
83/03/17,       VA89ALLOi D  B        Operating    Reactors   Branch    3        3pp 
13316:000         24X    Fiche    30-271,83/03/17,8305300317 

3303200360  Faruardi   amended   Table   3-1    of    Section    II    F,  3, App   B 
reflecting    clarification   of   addressing    TMI    Action    Item 
II    F  2  re    Inadequate    core    cooling    detection    instrumentation, 
Open    Item   4    af   CE00AR-F    BER 

SCHERER, A  E       Combustion  Engineering,    Inc.      LD-83-046       03/03/13 
EIBENHUT.D  0,       Division    of   Licensing        4pp         1B514  279        24 X 
Fithe: 90-470, 83/03/13.  8309200368 

9303200631    Documents    review  of   procedures   tt   practices    used    In    control 
of    design  &   const   of   Byron   Station    &  highlights    Important 
flnd'Infls   Conit    of   Byron   m«et»    requirements    of    F9AR   &   BER 
<NUREQ-087&),  Supporting    documentation    encl 

REED,C.       Commonuealth   Edison   Co        6434M        B3/O3/I1         DEN TON , H  R 
Office    of   Nuclear   Reactor   Regulation,     Director         lOpp         18921    OB3 
24X   Fiche    30-000,83/08/11,8303200621 

— 8303200633  Rept   of    B 10927-30  audit    to   virifu   Sargent    It  Lundij 
conformance    to  NUREO-0300  re    environ    qualification    of    Cl<a*i 
IE   electrical    equipment. 

MARCUS,  O.F        Commonwea  1  th    Edison    Co        01/10/Oi        6pp.       18322   ISO 
24X  Fiche    30-000- 83/03/1 t, B3Q32OQ621 


— 83OS230145  Safety    evaluation    supporting     licensee    compliance 
U/NUREO-O737, Item    II    B    2<     "Design   Review   of   Plant   Shielding 
Access     to    Vital    Areas    " 

*      Office    of    Nuclear    Reactor   Regulation,     Director        03/03/11        2pp 
18346    351          HflX   Fi  c)i  e  •  SO-313,  S3/03/1 1,  S30S23012B 

Q30323023O   Advise*    that    Tech    Specs    from  Amends   47  i  36  re    eullllaru 
feeduater    *us    surval I  lance    satiafg    open    Item  noted    In  S2O702 
SER     on    NUREQ-O737, Item    1 1    E     I    2,     "Auxiliary    Feeduater    Bus 
Automatic    Initiation   &   Flou    Indication    " 

vAR6A,S   A        Operating    Reactors   Branch     1         GL-B2-li       83/09/16 
CAHFYjJ1   J         Duquoln*    Light    Co         2pp  1B313    132         24K 

Fiehi    30-334,83/03/16-8303230230. 

B30S23Q242   Forwards    safety    evaluation   of    util    B30B31    submlttal    re 
proceduro    verification    !«    design    mod    per    NUREQ-O737,  I  tern 
II. K  3   22,    "Automatic    Sultchover    of    RCIC    Suction    " 
Requirements    met 

VASSALLOrD   B          Operatinj    Reactors    Branch    2         B3/O3/03         PILANT.J   M 
Nebraska    Public    Power    District        Sff         18313235        24 X 
Fiihe    5O-29B, B3/O3/OS,  B3O323O242 

B30323024B   Forwards    safety    evaluation    supporting   resolution   of 
NU«EO-O737.  Item    II    K    3    22,     "Automatic    Switchover    of   RCIC 
Suction,"    baBfltf    on   review    of    util    311231    t>   S  SO  903    suamittali 
re    proceduro    verification    It    design  mod 

VA-BSALLDfD   D          Operating    Reactors    Branch    2         83/O3/03         MUSOLF,  D   M 
Northern    States    Power    Co.       Spp         1BS43    244        21 X 
Ftehe    30-263.  S3/O3/03,  B3O323024B 


B30S200707  Forwards   requast    for   addl    Info   on   NUREO-O737, Item    1 1    K  3  20 
re    qualification   of    automatic    depreiiurliatlon    *u« 
accumulator*   Reiponie   requested    wittiln   43   days 

VASSALtO, D   B        Operating   Reactors    Branch   2        83/03/11.       FARRAH, D  L 
Comnonuealth    Edison    Co.        3pp          1B328   390         24X    Fi che:  30-OOO, B3/OS/1 1 , 
8308200707. 


B303230276   Forwards    "Control    of   Heavy   Loads     (C-1O)    Haddam   N«ck    Plant," 
dr«ft   technical    Evaluation    rept   Response   euithln   6O  daus    of 
racDlpt    of    Itr   requested 

CRUTCHFIELD,  D        Operating    Reactors   Branch    3       LSQS-a3-0 3-044 
S3/O3/I9-      COUNSILrH   O        Connecticut    Yankee  Atomic   Pouer  Co        Spp 
IB 339   006.        B4K    Fiche    5O-SI3. 83/03/19,  9303830276 


8303230003  FOIA  request    for   all    correspondence   &    repti    re    NRC  Contract 
NRC-l'9-B2-493,     "Eipert   Opinion    on   Use    of  PRA  fc  Bafoty 
Coals,"   betuien  NRC   Ofc    of    Policy   Evaluation  &    NUS  Carp 
BHOLLY,  3  C        Union    of   Concerned    Scientist!        FIN   B-S170 
NRC-19-B2-473,       B3/03/11         PEL  TON,  J,  M        Division    of   Rules   and 
Record*.       Ip.       10344,262 

B3O3230Q29  Responds    to   FOIA  request    for   all    corresp ond *nca   t   rtpt*    re 
MRC   Contract   NRC-I9-B2-493,     "Eipert   Opinion   on    Use    of   PRA  8. 
Safety    Ooals, "    betueen   NRC   Ofc    of   Policy    Evaluation   &  NUS 
Corp. Forwards  App   A  documents 

FELTON.J  M        Division   of   Rules    and    Records        FIN   B-817B. 
NRC- IT-82-493        83/03/31,       BHOLLY, S. C        Union    of    Concerned 
Scientist!         2pp.        1B34&   B63 


—3303230284  TER-C3506-33B   DRFT 

"Control    of    Heavy    Loads    (C-10)    Hiddan  Nack   Plant,"    draft 

technical    evaluation,   rept 

BOMBERGEfl,C    ,     AHMED,  N        FrankUn    Institute/Franklin  Research 

Center        NRC-03-81-1 3O        83/O2/I3        CLEMENBQN,  F.      NfiC   -  No   Detailed 

Affiliation    Siven         33pp          1B33?  OOB        24X  Fiche   30-213,  B3/05/ 19, 

3303230376 

8305230279   Foruardi    lofety    evaluation    of    plant   mods    tt  design  review  of 
shlBliling    fur    vital    areas    per    NUREQ-O737,  I  tern   II    B  2  2 
fill  quired    mods    completed    t,    acceptable. 
VAEBALLO,D  B         Operating    Reactors   Branch    3       B3/O9/03        BIHCLAIR,J  B 

Vermont    Yankee    Nuclear    Power   Corp        App         1B343   S6B        24X 
Ftche    3O-271, B3/O3/O3,  B3O523O879 


492 


NQNDOCKETED  ITEMS 


8305230312  Forward!    request    far    ad  ill    info   needed    to   complete    review   of 
utll    910313   response    to   NUREO-0737,  T  tern    II    K    3    23. 
"Qjallf  ication   of  ADS  Accumulators    "    Response    requested 
uithir.   49   days   of   receipt   of    Itr 
VASBALLO.D   D        Operating    Reactor*    Branch    S         83/O5/11         SINCLAIR. J   D 

Vermont   Yankee    Nuclear   Power   Carp         3pp         18343   301        24X 
Ficha   50-271,83/03/11.6305230312 


0303340199  Provides    info   re    emergency    operation!    facility    In  reiponse 

to  NRC    request   Uhen   control    room  HVAC    it    upgraded   as   result 

of   NUREQ-0737,  Item    III    D   3   4, technical     support    ctr    HVAC    Will 

be  reviewed    bo    ensure    uniformity    of    design 

BA6KIN.  K  P        Southern   California   Edlion   Co        83/03/20 

CHUTCHFIELJJ.  D        Operating    Reactors   Branch    3        2pp         18348  O10       24X 

Flcha    30-206.  B3/03/20,S3032401'70 


B303330323  Fortaards    emergency    procedures    generation    package    containing 
procedure   $uidel  Ines,  writer*    guide   fr    training    program   in 
responie    to   NUREO-0737,  Supp  1     1     IQenxrlc    Ltr    B2-33), 
"Requirements    for  Emergency  Re-spans*    Capability    " 
CuUNSlL.U  «       Northeast  Nuclear    Energy    Co      dubs      of  Northeast 
Utilities)         COUNSIL,  M   0        Northeast    Utilities          AO2937         83/O3/13 
CHUTCHF1ELB,  D        Operating   Reactors    Brancil     3          la  18333   24-4         B4X 

Fichs    30-243,03/03/13,9303230333 

B30323Q5Q3   Summary    of    CRQR   Heating    33    on    B3O42S    re    8.fllem   fl-enei-ic 
Implications   Tast   Force   findings,  par    NURE3-JOQO 
STELLO,  V       Committee    to  Review    Qenerlc    Requirements        B3/O3/13 
DIHCKSi  H  J       Office   of    the  Eiectitlve    Director    far    Operatlon-i        -)pp 
18537    164 


8303240246  AdvUes    that    requirements    of   NUHEO-0737,  Item    III   A. 2   1, 
"Emergency   Preparedness, Upgrade   Emergency    Plans    to  Meet 
App    E    to    10CFR30,  "    satisfied 

VARGA.B  A        Operating   Reactors    Branch    1         63/03/16        FARRAR, D  L 
Commonwealth   Edison  Co        3pp         18393  3O3        24X   Fiche    30-H 93 ,  93/03/1  £.. 
B30334Q246 

B303240249  FOIA   request    for    three    eategorUs    of    documents  re,  fi«»ctar 
Safety    Study   Methodology    Application   Program 
(NUHEQ/CR-1639, Vols    1-4)    fc   Interim  Reliability   Evaluation 
Program    (NURE6/CR-8S13, 2797    J.    2B02) 

SHOLLV,  8  C        Union    op   ConcBrned    Scientists        03/03/11        FELTONiJ.M. 
Division   of  Rules   and    Recordi         tp         1B393    17B        H4X 
Flche    SO-OOO.B3/03/11.S303240249 


6303230341    Advises    that    utll    endorse*    DWF1    Owners    Group    rept    NE DO -23 07, 
"Analyiii    of  Scram  Discharge   Vo  1    Sijs    Piping    tntegrlty    " 
Propnssd   amend    to  License  NPF-14   ulll    bo    submlttad    to 
reFUct  position 

CURTIS,  N   W        Pennsylvania   Power    EC   Light    Ca         PLA-1669         B3/O3/19 
8CHWENCER,  A        Llcensltio    Branch     3         2pp  1H337    333         24X 

Fiche    30-397,93/08/19,9303230541 


8303240254  Partial    relponse    to   FOIA  request    for    three    categorlt!   of 
documents    re   Reactor   Safety   Study   Methodology    Application   tt 
Interim  Reliability   Evaluation  Program   repts   Forwards 
rtpp    A  documents   anarch    for   addl    documents    in   progress, 
FELTON.  J  M       Division    of   Rules    «nd   R«eords.       B3/03/31        SHOLLYi  B,  C 
Union   of  Concerned   Scientists        2pp         1B393    179        24X 
Flch»   30-000.  S3/03/31.S303240234 


8303230383   Foruards    backfit    cost     Info     In    response    to    930208    1  tr   Tuo 
3t300   kU   stand  bij   dlesal    oeneratcirs.  dtesa  I    generator    bldgi. 
auilllary    aldg    add  1 1  (on,  asinc  ia  tei!    electMcal    equipment    tt 
neu   computer    sys    added    per   NUREQ-0737 

MATTIMOE,  JJ        Sacramento   Municipal     Utility    tUstrlct         B3/O3/16 
TaURrELLOTTE.O        Regulatory   Reform    Task    Force        Ipp         18S41    319        24X 
Fiche    30-313,83/03/16,  H3052303B3 

8305230334  Submits   editorial    rev    to    Specific    Action    10   per   $21228 
response    to  Generic   Ltr  81-0-4    re   measures    ta    minimize 
intergranular   itre»s   corroiion    cracking    General    &    specific 
corrective   actions   discussed   NUREG-0313    compliance    achieved 
aCHROEDEfi.  C  W       Commonwealth    Edison.    Co         GL-91-04         83/05/19 
LAINAS.O   C         Licensing    Branch    2         4pp  1B337   313         34X 

Fiche    30-373,63/03/19,9303230834 

G30523Q639  Advises    that   NUC   has    considered    fr    reviewed    constituent 
HD  Turner   cammanti    on    B302SQ   New    Yorker    magaiine    article 
on   lafstg    goal    program  Mist  Bad  ing    impressions    corrected 
DIRCKS.W  J       Office   of    the   Eiecutive   Director    for    Operations 
93/03/03        JACH90N.H   M        Senate          22pp          IB376   336 

9308230645   Forwards   NUREO-OB97,  Sup p  1    3    to    SER    H/o    «ncl 

VOUN0BLOOD.B  J        Licensing   Branch    L         33/03/09        EDELMAN.M   R 
Cleveland    Electric    Illuminating    Co        3pp.         13313   3iO        24X 
FicKa    30-440.93/03/09.9303230643 

8303240015   HUREO/CR-3330 

EFFECTS   OF   TEMPERATURE   ON   FATIGUE   CRACK   GROWTH   DF   AS08-S 

STEEL    IN  LHR  ENVIRONMENT 

CULLEN.W  H       Materials   Enolneerino    Testino    Service*.     Inc 

TOH(10NEN,K  ,    DEMPPAINEN,  M        Finland         FIN  D-8133        MEA-SOI3 

83/04/30  Division   of  Engineering    Technology         3Bpp        Available   at 

NRC         -14    30         18394    173 

8303240022  Forward!   Bupol   2   to    SER    (NUREQ-O'JiBJ    re    evaluation    of    addl 
info   on  prevlouilv    identified    outstanding    review    Itemn 
BRACE,  J  N       Clinch  (liver   Breeder    Reactor   Program   Office         93/03/20, 
LONOENECKER,  J        Energy.    Dept      of,     Clinch   River    Br-eedar   R«*ctor   Plant 
16pp         1B377   314         24X   Fiche    30-337,33/03/20,8305340022. 

B303B40036  Forwards   request    for   OKD   rovieui  1    supporting    statenunt   re 
NUREO-0737, T« I    action    plan 

NORRY.P  G.      Dffiee   of   Administration        83/03/1*        SCURRY,  M        Office 
of  Management  g,  Budget        Ip         18394   260 

B303240O97    Informs    that   License   Condition   2   C    lll>a    on  NUREO-0737i 
Item  II  K  3  10.    "Anticipatory    Reactor    Trlpi"    satisfied 
3af*ttf   evaluation   »ncl 
NOVAK.  T  M       Assistant   Director    for   Licensing         B3/O3/17         TUCKER, H  0. 

Duke   Power  Co        6pp        18374    1S3        24X   Flche   30-361?,  B3/O5/17, 
6305240077 

B303240193  Forwards    lummary   of   NUflEO-0737  Tech   Spec    revlsu    to    determine, 
consistency  a/guidance   crit«ria    provltfed    In  830110   Generic 
Ltr    93-02 

SINCLAIR. J  B  Vermont  YanVee  Nuclear  Power  Corp  OL-B3-OH. 
B3/03/17  VASSALLO.[>  0  Operating  Re-aetors  Branch  2  3pp 
1B349  032  24X  Fiche  50-271 .  a3/O3/17.  B3O32401(93 


B3O32402B4  Forwards    IE    Insp    Rept    3Q-331/B3-03   on   B30321-23  No 
noncompllBnce    noted 

PAPEfilELLO.C   -J         Region    3.     Office    of    Director         93/03/1B,        L1U.L 
laina  Electric    Light   &  Pouer   Co        2pp         1BS4B  OSB        24X 
Flcfie    30-331.83/03/16,8303840384 

—8303240292    IE    Insp    Rept    30-331/03-03    on    630321-23   No    nonconp  ll*ne» 
noted   Major    areas    Inspected    radiation    protection    program   for 
operation  t.  refueling,  including    organiiation   &   staffing. 
st*ff   qualification*,  training    t,   outage    planning. 

HUSTER.L   J    ,     PAUL.R   A    .     GREOEB.L   R         Region    3,     Office    Ot    Director, 
83/03/17         17pp          1B34B   O9O         24X   Fiche    30-331. B3/O3/1B. B3032402B4 

8309240333  Forwards,     "Identification   b   Listing    of   Electrical    Etui  point 
Important    to   Safety    per    10CFR30,  49   "    Non*af ety-related 
electric    equipment   u/fvllure    that   mould    prohibit 
accompliihment    of    safety    functions   not    identified 
HAYNGiJ  P        Power   Authority    of    the   8tat«    of   Neti  York        IPN-B3-*3 
83/05/80        VAROA.S  A        Operatino   Reactors    Branch    1        36pp. 
18349   23?         24X    Flche    30-SB6,  B3/03/20,  B3032403BB 

B3Q324Q343  Mlthdraus   commitment  re  NUREO-0737, Item  I   A   I  3.    "LlciniEni 
E>am  Criteria    "   Recommendations    to   delete    requirement   for 
use   of   simulator   exam  a*   part   of   operator    license   eiam 
program  approved    per   631012  Oenerie    Ltr   B2-1B  I.  SECY  92-232 
HElDERiL  H        Vermont   Yenkee   Nuclear   Power   Corp        SCSI.       83/OS/l? 
VA3SALLO.O  B        Operatihg    Reactor*   Branch   2        Spp         18372:339       24X 
Flch»    30-271.03/03/19,8303240343 

B303240360    Informs    that   response    to  NUfiEG-0737.  Item   II. E,  1   if, 
"Emet-gancij   Fnduitor    Byi   Automatic    Initiation   b   Flou 
Indication,"    per   B30411    request, will    be    provided    by    B3QM4, 
Charge    dlscus-sed   u/E   Tourigny 

MARBHALLrJ  R        Arkansas   Power   &  Light   Co        2CAN03B30&       B3/03/I7 
CLARK.R  A        Operating   Reactors    Branch   3         Ip.       1S374' 002        B4X 
Flche    30-368,83/03/17.8303840360 

B303240372  Foruards    responses    to   NRC   B30118   reo,ueit    for    info   ra 
accident   moni torlng,  to   aid    in    post-Implementation   reviau    of 
NUREO-0737.  Items    1 1    F    1    4.  1 1    F,  1    3  fc    1 1    F    t.  6. 
UHRIO.  R  E        Florida   Pouer   &  Light   Co        L-83-10        83/03/17. 
CLARK,  R.  A        Operating    Reactors    Branch    3         17pp         18373078        24)1 
Fiche    30-333,83/03/19,6303240372 

B3092403<?°  Discusses   830313   commitment    to   provide   result*    of   BtH 
supplemental    ECCS   calculations    addressing    impact    of    cladding 
mod4li    presented    in  NUREQ-0630,     "Results    of   Bounding 
Analysis    "   Revised   NUREO-063O   being    preparait    by   BhU 
MARSHALL.  J  R        Arkaniai   Pouier   &  Lioht   Co.       1CAN03B3O4        33/03/18 
STOLS.J  F        Operating   Reactors   Branch    4.       2pp         1B371.042,       34X 
Fiefte- 30-313,  83/03/1B,  B303B40399 

6303240447   Provides    status    of    implementation    of   SER   recomamiatlcni 
re  NUREO-0737,  Item    II,  K  3    16,     "FeasabiHty   Study   - 
Challenges   tt   Valve   Failure!    "    Preventive   malnt   program  uilll 
be  available    for    site    review    In   2  months, 

SMITH,  J  L        Long    Island   Lighting    Co        SNRC-B73        B3/03/2O 
DEMTON.H  R,       Office    of   Nuclear   Reactor   Regulation,    Director.      Sp|>- 
18372  33B        34X  Flche    30-322, 63/03/20.  6305^40447 
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B3052"t04SB  Forward*    »tatui    of  environ   qual  1  f  icat  i  on    of    electrical 

equipment    per     1QCFR3O   49(g)  All    nqiilpm-Bnt,  eice  pt    auilllary 

fendLrater    pump    motors, meets  NUREG-09BB    guidelines     For 
Category    I!    plant 

BASK  IN, K   P         Southern    California    Edison    Co         83/O9/2O         KNIOHTDM,  G 

LUenilng    Branch    3         3pp  1B349    286         34X   Flche     30-361,  83/03/2O, 
B30324O43B 

8303240587    Informs    that   NUREG-0737,  Item    II    K  3   45,     "Depressurl latlon 
U/Dtlirr    than    Automatic    Depressur 1  ration    Sys,  "     completed 
ftim    closed    Safety    evaluation    end 

VA99ALLO,D   Q         Operating    Reactors     Branch    2         83/03/1B         MU3DLF, D    M 
Northern   States    Power    Co         7pp          10993    29O         24X 
FiChe    30-263,  B3/03/I8, B30324O337 


8305230145    Informs     that    NUJIEG-O737,  I  tern    111    A   3    1     re    emergency     plan 
upgrade     to    meet     10CFR5O    App     E    requirements    complete    for 
facility    Item    closed 

VASSftLLO,  D    B         Operating    Reactors     Branch    2         B3/OS/19         PILANT,  -J   M 
Nebraska    Public     Power     Dlitnct          3po          18396    193         24* 
Flche    30-290,  B3/03/ia.  8303230143 

B3Q5290!Ai.   Forward!    Bupnl     1     to    SEF1     (NUREO-O96B)    ra    evaluation    of    addl 
info   on    previously    identified    as    outstanding    rev) em    Items 
since    preparation   of    SER    Response    to   comments    for   ACRS 
B3D419    rapt    to    Commission   also    end    U/o    ends 

GRACE, J    N         Clinch    Rlvsr    Breeder    Reactor    Program   Office         03/05/19 
LONOENECKERi  J          Energy,      Dopt       of,     Clinch    River    Dreader    Reactor    Plant 
2pp          18596    14O         S4X    Flchn     50-337,03/09/19.8305250164 


B303S4O9&O    Inform*    that    NUREG-0737,  Item    II    F    1,     "Containment    High 
Range    Radiation   Monitor,"    completed    Item   closed    Safety 
•valuation    encl 

VASSALLO.D    D         Operating    Reactors    Branch    2         33/03/13         MORI3I,A    V 
Boston    Edison    Co         4pp          1S393    336         24 X   Flche     30-293,33/05/13. 
3305240360 

9303240364    Informs    that      NUREQ-0737,  Item    III    A   3     1,      "Emergency 
Praparadne««.  Upgrade    Emergency    Plans    to  App    E,  10CFR3O,  " 
completed    Item   closed 

VABBALLD, D   B         Operating    Reactors    Branch    3         03/05/18         LIU, L         I ou 
Electric    Light    &    Power    Co         3pp          18393    34B         24* 
Fich«     30-331,83/03/19,6303240564 


B30S2501B3   Forwards    IE    Insp    Re  p  t    5O-2S9/B3-10   on    B3042Q-S2   >'   35-30 
Joint    he-adquarterE/Reg  Ion     I     insp     Initiated    to    evaluate 
effectiveness    of   GPU   actions    to    ensure   adherence    to 
procedures     since    Is&uance     of    NUREG-OOBOi  Supp  1    J 
REHM,  T    A         Office    of    tne    Eiecutlve    Director    for    Operations 
33/03/16         PALLADINO, N    J    ,     G1LIN5KY.V   ,     AHEARNE,  J        Cammiss  i  oners 
Ip          18596   O01          24X    Ficho    30-539,33/05/18,8305350183 

03032 5Q3E-i.   Forwards    IE     tnsp     Reft    30-364/83-09    on    330323-31    No 
noncomp I  iant  e    noted 

BTAROSTECK1,  R          Division    of    Project    fc   Resident    Programs         83/05/13 
QRONS,  J    C         Poui«r    Authority    of    the    State    of   Neui    Vork         2pp 
18627    017         24X    Fiche     SO-2B4,  33/03/13:  B309350326 


0303340971    Notifies    that   NUREO-0737,  Item    III    A  2    1.     "Emergency 
Preparvdnessi Upgradi    Emergency    Plans    to   App    E,  10CFR8O, " 
complited    Item   closed 

VASSALLQ,  D  D        Operating    Rtacton    Branch    2,       S3/05/1B 
HARRIM3TON.H   D         Hatton    Edison    Co         3p p          1BS94    817         34K 
Fich*    30-293, B3/03/1B,  8303S40371 


—  8303230230    IE    Insp    Rept    50-286/83-03    nn    830320-31    No   no-ncomp  1  iance 
noted    Major    areas    Inspected    licensee   actions    taken   to    comply 
u /requirement*    of    WUREG-O737,  1 1  em    II    B   2.     "Design   Revleu  of 
Plant    Shielding    " 

HftvERKAHP.D   R    .     KEWMV.  T    J    .     EAPEM,  P   K         Region     I.     Office    of 
Director          83/03/13  12pp  1S627   019         24X    Flche    30-206,83/05/13, 

B3052302SA 


Informs    that   NUREO-0737,  I  tern    III    A   2    1.     "Emergencg 
Priparednen, Upgrade   Emergency   Plans    to   App    E,  10CFR5O, " 
complBtBil    Item   closed 

VASBALLO,  D   D         Operating    Reactorn    Branch    2         B3/O3/18         MUSOLF,  D    h 
Northarn  States   Pouer   Co        3pp         1BS93   345        24X 
Flche, 30-263,83/03/18, S303240372 


Q30 32 50331    Summary    of    Pouier    Sy-5    Branch    830405-09   site   audit   n 
tupply    for   aifilllari)    Peeduiater    sijs    per   SEfi  Conf  trmatorij 
IiBues     13,17    t,    23    {Eattiari     1     7    of    NUREQ-OB30) 
EDISON.  G   E    ,     HQLONICH.J   J         Licensing    Branch    1          B3/O3/12 
YOUNOBLDaD.B    J         Licensing     Dranch     1          7pp          19627    100         24X 
Flche    30-000,03/03/12,3305230231 


3303340373  Notifies    that   NUREO-O737.  Item    II    K  3    45,     "Depressor i lati on 
u/Qthir    than   Automatic    Depressurliation   Bys, "    completed 
Ittm    closed   Safety    evaluation    encl 

VASSALLD. D  D        Operating    Reactors    Branch    2        93/05/18        FARRAR,  D   L 
Commonwealth   Edison  Co,      7pp        18993  338       34X   Fiche   30-294,03/05/18, 
Q303 240373 

3305840574.    In  Corral    that   NUREO-0737,  I  tern    III    A  2    1.     "Emergency 
Prapai*edne»ii  Upgrade   Emergency   Plan*    to   App    E,  10CFRBO,  " 
completed    Item   closed 

VA.8BAU-O,  D   B         Operating    Reacton    Branch    2         33/09/18         RHODE,  G   K 
Niagara    Mohauk   Power   Corp        3pa         1B394   214        24X 
Fichi     30-220,83/03/101  8303240376 

B30S240S91    Informt   that  NUHEO-0737.  Item    III,  A  2   t,    "Emirgancu 
Pripandntisi  Upgrade   Enirjincij   Plans    to  App   Ei  tOCFR30i  " 
completed    Item   closed 
VAB8ALLO, D  B        Optratlng   Reactors    Branch   2        33/O3/1S        SINCLAIR,  J  B 

Virmant   Yankt*   Nuclear  Pouer    Carp        3pp         18594    211         B4X 
Flche,  3O-271,83/O3/ia,  0303340391 

9305290082  Forwards    Suppl    3    to   BER    (NUREO-OS92)    H/o    encl 

BCHMENCER.A        Lleansinfl    Branch    2        B3/O3/19        FEROUEONiR   L. 
Haifilnoton  Public   Power  Bupplu   Bustem       2pp        1B396  307       24X 

FJchi.  30-397,  63/03/19,  8303290092 

B30Sa8013i  Foruardt    rtq.ue»t    for    addl    info    re   NUREO-0737,  I  tern    II    K  3  28, 
"Qualification    of   ADB  Accumulator!    "    Info    requested   within 
49   day*. 

VAS9ALLO, D   B        Operating   Reactors    Branch   2        93/O3/1 1        PARRISiH   0 
Tennevive   Valliif    Authority        3pp         10396   201        24X 
Flcfl  e:  30-259,  83/09/1 1 ,  8303290136 

B303S90137   Informs   that  NUREO-0737   Item   III   A  2,  1   re   emtrgency   plan 
upgrad*    to   meet    10CFR50  App    E   req.uir*ments   complete    for 
faci  1  Itij.  Item   closed 

VAB8ALLO,D  B        Operating    Reactors    Branch    2        33/O3/18        BAYNErJ.P 
Pou*r   Authority    of    th*   State    of   New  York        3pp         18396  201.       24X 
Flch*1  30-333,  83/09/18,  6303230137 


8303250366   FoTuarbs    Draft    7    of    Rev    3    to   MJREQ-0742*     "8td    Radiological 
Effluent    Tech    Specs    for    PWFJs,"    at    guidance    In   developing 
final    9Ubmls»ton    gf     radiological     effluent    Tech    Spot; a    Tech 
Spaci    requaoted    ulttiln    6O   daijs    U/o    encl 

VASSALLO.D    B         Operatlno    Reactors    Branch   3        B3/03/1B        PILANT.JM 
Mabraslia    Public    Pnuer    District          2pp          18393   33b         24X 
Flche    3O-29S,  B3/09/  IB,  S3tt32SO266 

B309230283   FoTuardi    reipotiie    to    E3GO2O4    SERs   &   HRC    B30412    Itr    re    environ 
qualification    of    sa-P  ety-re  la  ted    electrical    equipment   Ut  i  1 
plans    to    addres'3    remaining-    outstanding    action    Items 
1  nc  ludBt) 

CLAYTON,  F  I.        Alabama    Power   Co         93/OS/20       VflflGA,  3  A        Office   of 
Nuclear    Reactor    Regulation,     Director        110   p        18696  251        S4X 
Flche    SO-34B,  33/03/20,  B3O33303O3 

830923029-4    Memorandum    of     lita    supporting    mntlona    for    summary    disposition 
of    emer-gency    planning    issues    Hearing    time    should    not   be 
spent    on    basB-le-ss   allegations    Notice    of    appearance    encl 
BAXTER. T   A         Union   Electric    Co          BAXTER,  T   A        Shaui,     Plctman.     PottJ    Sc 
TYoubridge         ISSUANCES   OL        B3/O3/20  Atomic    Safety    and  Licensing 

Board    Panel  14pp          1B3B3    O01          24X   Flchs    30-4B3, 63/03/30, 

9303230294 

— 8303230387  Affidavit    of    MM  Clark    r  u    Reed    Contention   2O   on   authorl  mtion 
of    excess    exposure!    to    uorlers    tt    spec    of   decontamination 
action    iBVali    Planning    need    for    author  1  ration    per 
NUREO-Oi94,  Section     III    E    3,  mat    Prof    qua  1 1  ficaC  ions    encl 
CLARK, U   M          Union    Electric    Co          CLARK,  M   M        Call  sway    County,     MO 
ISSUANCES    OL         &3/Q5/J3         7pp  IB 397   273         Z4X 

Flche    30-433.83/09/30.3303230294 

8303E30377   Forward*    "GE-NEBS   Electrical   Penetration  Assembly 
Qualification   Program,"    Vols    1    t.    2    to    "Response'    to    IE 
Bulletin    79-01B    Quad    Cities   Nuclear    Pouer   Station  Uniti    1    t< 
2"    «  Vcls    I    t,  S    to    "JteiponEe    to    IE   Dulletin   79-0)0 
RYBAK, B        Conmonuealth    Ed  1  ion    Co         IEQ-79-OiB        83/09/19 
DEN  TON,  H  R         Office    oF    Nuclear    R«actor   Regulation,    Director. 
Z,  llBpp          16578    001          S4X    Flche    30-000,33/03/17,8303830377 


B3032B0141    Informs    that   NUREO-0737,  Item    III    A  2    1    re    ameroency    plan 
upgrade    to   meet    10CFR30  App    E  requirements    complete    for 
facilltv    Item   clottd, 

VASBALLO,  D  B        Operating    RMCtors    Branch   2        B3/03/18        FABRAR,  D   L 
Commonwealth    Edison   Co        3pp         IBS9i    I9B        24X   Fiche    90-334, B3/OS/1S, 
S3O32SO141. 


8303230437  Foruiards    IE    Insp    Repb    50-249/B3-07   on   330411-14  No 
noncomp 1  lance    noted 

3TAROBTECKI, R         Division    oF    Project    h  Resident   Programs        83/03/11 
COUNBIL.W  G        Northeaft   Nuclear    Energy   Co      (subs      of   Northla»t 
Utilities)         Hpp         1B3B0   O73         34 X   Fiche    30-243,83/03/11.8303230437 
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-B305230-H3    IE    Insp    Rept    3Q-243/B3-07    n 
noted    Major    areas    inspected    actions 
ui/NLJREO-0737,  Item     II    D    3.      "Design   Ro 
Shielding    " 

BRIGGS.L    ,     EflPEN.P    .     PLISCO.  L.         Reg  i 
03/O5/0-9         App          13988    077          34X   Fie 


830411-14   No   noncornpl iance 
ali-en    to    comply 
Biii    of   Plant 

1,     Office    af   Director 
50-243,  83/03/1 1,  B3D5230437 


B3052S0459   Fo-ruJaTds     IE     tnsp    Rept     SO-336/S3-O9    on    830411-14    No 
noncompliance    noted 

STARCSTECKI,  R         Division    nf    Project    (.   Resident    Programs         83/03/11 
CQUNSIL,  W   0         Northe-ist    Nuclear-    Energy    Co        (iub!       of   Northeast 
Utilities)          2pji  1BSBB    O96         24XF!=he     3O~336j  S3/OS/1  1,  B3032SQ439 

—  B3Q3230463    IE    Jnsp    Rapt    SO-336/B3-09   on    830411-14    No   noncompl  jance 

noted    Major    areas     Inspected  licensee    actions    taken    to    comply 

^/requirements    discussed     In  NUFtl?-Q737.  Item    1  1    B    2   re    design 

revleu   of    plant    shjeldlnj 

LAZARUS-  M   J   ,     HAVeRKAMP,  C*   R  ,     EAPEN.  P    K         fleoion     1.     Office    of 

Director         83/03/09         £pp  13388   09B         24*    Flcne    30-336,  B3/Q3/I1  . 

330323043'! 

3305330473   Forward*     "St    Lucie    Units    1    i    2    &    Turk  fry    Point    Units    3   (<   4 
Detailed    Control    Roam   Design    Rev  it  us   Program   Plan.  "    per 
B3Q413   tomnitment    re    Suppl     1     to    NUREQ-0737 

UHRIO,  R    E         Florida    Pouer    tt    Light   Co         L-83-313         63/03/50 
EISENHCJT.D   0         Division    of    Licensing          Ip          IBS  SB   333         24X 
Fiehe    30-000.83/03/30.8305330472 

8303B30479    Forwards    responses    to    B30411     1  tr    rtr    environ    qualification 
of    »af  etij-rela  ted    electrical    equipment    Justification    for 
continued     operation,  p  er    NLJHEG-Q737.  TMI     Action     I  tern    11    0    4 
provided   Wo-sponse    to    IE   Bulletin    79-01B   lull!    be    revised 
TUCKER,  H    B         Duke    Pouer    Co          IEB-79-01B          83/05/19         DEMTQN.  H    R 
Office    of    Muclear   Reactor    Regulation,    Director         27pp         18389   005 
24X    Flche    SO-267,  B3/O3/19.  B303230479 

8303230477   Forwards    IE     Insji    Rept    3O-213/B3-12    an   B3O411-14   No 
noncnmpllanc.B    noted 

STAROSTECKI.n  Division  of  Project  «.  Resident  Program*  93/03/11 
COUNSIL.W  C  Connecticut  Yankee  Atomic  Pouer  Co  2pp  I  8SOB  233 
24*  Flche  30-233,  83/05/1  1  ,  83Q523O497 

—  3309250504    IE    Imp    Rept    50-313/83-12   on    930411-14    NO    nonccmpl  iance 

noted    Major    ar-nas    imported       licensee    actions    taken    to 

comply    id/requirement*    detcriiffd    in  NUREO-O737,  I  torn   11    B  2, 

"Design   Revieui    of   plant  Shielding    " 

BAUNACK,  W   H    ,     EAPEN.  P    K    ,     PLISCO,  L   R          Region    1.     Office    of 

Director         H3/O5/EO         9p  p  1S5BB   237         24  X    Ficfie    30-213^  B3/O3/11, 


8303290314    Forwards    safety    evaluation   re    BUR   Owners   Croup    r«*pons*    to 
NUREO-0737.  Item    II    K    3    43.  "Deprenurl  lat  1  on    U/Otner    Than 
Automatic    Depressor  1  tat  i  on   3us    "    Action    an    item   complete 
V1B8ALLO,  D   D         Op*rattJlg    Rejctors    Branctt    3         B3/O3/  I  B         RHODE.  Q   K 
Niagara  Jlabawl    Power-   C-orp         2pp         IBS93   310        3*X 
Flche    30-320.83/05/18.8303330314 

—  3305250523  Safety    evaluation    supporting    BUR   Ouiners   Croup    generic 
resnanie    to    Item    1  1    K   3   43    of   NUREG-0737,  "DepraaaurUatlon 
W/Qther    Than    Automatic     Depressurl  latl  on    3os,  " 
*       WRC    -    No    Detailed    Affiliation   Given         83/05/18         3pp 
18393    312         Z4X    Fiche     30-22O,  SS/OB/ia,  B3O33S03  14 


B3Q5230336  Notifies    tliat    noble    gaa    monitor-*  tack    high-range  radiation 
monitor    (MURGO-0737,  1  tern    II    F    111))    reported    as    being 
operable     In    B3O319    orderi  became    inoperable    on    830426   Cauigd 
bo   moisture   contamination    Neu   monitort    ordered 

TUCKER,  H   B         Duke    Puuer    Co         €3/O3/19         DEN  TON,  H    R         Office    af 
Nuclear   Reactor    Regulation.     Director         2pp          1B5B8    183         24X 
Fiche    30-2&9,  83/03/17,  S303S50336 

93Q5360QOB  Comment!    an    rec«nt   iiiorlc    ft   proposed    programs   re   accident 
i»o.u*nca    precurior    study   ft   use    af    operational    aip  er  ience,  at 
S7*,6h    &   377th    rtCRS    meetings    on    930414-16    t,   0312-14 
T»»[iec  t  Ively 

EBERSOLEi  J  €        ACRS   -   Advlsorq    Committee    on   Reactor   Safeguards 
83/03/18         DlRCKSpW    J         Office    of     the   Eifcutlve    Director    for 
Operations          7pp          186-4?   O98 

6303-360037  Forward*    supplemental    resfoniei    to  Pouer   Si/*   Branch 
que-ttians   Tt    fflESSAR-I  I    ac/dc    power    sys/DJ  lanca-of-p  lant 
Interfaces   Reapontea   ulll    be    Included  u/Anend    13    to    5ER 
SHERWOOD.  G   C         General    Eluctl-ic    Co         MFN    O71-83         83/D9/24 
E1SEMHUT,  D  6.       Division    of    Licensing        Iflpp         IB&SS   310        04  X 
FichB.3O-447,  B3/05/24,  3303260037 

—  8303260040  Foruiavds    draft   rt/nend    13    to  OEBSAR-l  r    Amend    resolves    select«d 
outstanding    t>   confirmatory    issues    Identified    in   SER 
(NUREG-0'774)    &  eompl*t«s   Sua<iectton    1    9    1    on  GESSriR-II/FSAR 
Interfaces 

E  HER  WOOD,  0  0        General    Electric    Co       MFN  090-83        Q3/05/24 
EISENHUT,  D   O         Division    of    Licensing         446pp          I  B622   320         24  X 
Flche    30-447,83/05/24,3305340037 


9303260094   Provides    info    iSantifging    electrical    equipment    important 
to   tafety   within    scope   of    10CFR3O  49(g)    already    qualified 
Bchtdolps    Fnr    qualification    nf    post-accident    instrumental  Ion 
encl 

HUKILL.H  0        Oeneral    Public    Utilities    -   QPU  Servic*   Corp 
3211-83-137         03/03/20         DENTON,  H   fi         Office    of    Nuclear   H*«Ctor 
Reoulation,    Director        3pp,       18399  314        24X   Fiche    SO-2B9,  83/03/BO. 
8303S&OO94 

9309260114    Informs    that    reiponae    tfl  NUREO-0737,  I  tern    II    K  3    13  r,  flciC 
restart    complete    for    f  ac  1  1  i  ty.  based    on   830413   commitment 
to   folJnw  GE  Ouiners    Group    conceptual    design 
VASBALLOjD   B         Operatlno    Reactor*    Branch    S         03/03/SO        SINCLAIR.  J   B 

Vermont    Yankee  Nuclear   Pouier   Corp        2pp         18649  063        24X 
Fiche    30-271,83/03/20.8303260114 

0303260130    Informs    that   NUREO-0737,  Item    II  K   3  43   re    depresllfrl  tatlon 

u/oth«r    than   automatic    d«ppres»uri  latlon  >i|s   would    not 
contribute    to   plant    safety    (c   no    plant    design    or    opereation 
mod   required   Safety    evaluation    encl 

VASBALLO,  D   Q         Operating    Reactors    Branch  2         B3/03/1B 

HARRINGTON.  U   D      Boston    Edison    Co         Zpp  194,49   032         B4X 
Fiche    30-293,  83/03/18.8303260130 

B303260134    InPormi    that   NUREO-O737.  I  tern    III    A  S    1    re    emergency    pUn 
upgrade    to  me<t    lOCFRSO.App    E   requirement*    complete    for 
Facility    Item  cloied 

VASBflLLO,  D  8        Operating   Reactors   Branch    S        S3/O3/18        UTLEY.  E  E 
Carolina    Pouier  &  Light   Co        3pp         18649  049        S4X 
Flcne    30-334,  Q3/03/1B.  0303260134 

B305260167   Forward,    request    for    addl    Info   re   NUHEQ-0737.  Item    II   K  3,  SB 
on   qualification   of   automatic    depressuri  latl  on    syi 
accumulatori   Response    within   43   dayi    requested 

VA68ALLO,  D  B        Operating   Ftaactars    Dranch    2        03/05/11        LIU,  L        low* 
Electric    Light   b  Power   Co        3pp         18618    117        24  X 
Fiehe    30-331,83/03/11,8303260167 

B3032oOI70  Foruards   request    for   addl    info   re   NUREO-0737,  I  tern    II    K.  3  SB 
on   qualification    of   automatic    dnpf  msuri  lation    «<ji 
accumulators   Response    requested   within    43    days 

VASSAULO.D   B         Operating    Reactors    Branch    2         03/O3/11         PILAMT.J.M 
Nebraska   Public   Power   District        4pp         1864B    1(3        Z4X 
Fiche    30-E9S,B3/03/ll,B3032fiOI70 

8303260175  Forwardi   request    for   addl    Info    re    MUREO-O737,  Item    II    K,  3  SB 
on  qualification   of   automatic    depratturl  ration    ii|t 
accumulators  Response    uilthln   43  days    requested 

VASBALLO,  D  D        Operating   Reactors    Branch    3        83/03/11        MQRIB1.A  V. 
Boston    Edison    Co         3pp          18648    110         24X    Fiche    30-293,83/03/11, 
B3Q5260I73 

B303260177    Inform*    of   NRC   determination    that    onslta    t  offiit» 
emergincy    preparedness    adequate    ti   emergency    plan*    upgradtd 
per  NUREO-0737,  Item    III    A  S    1. 

VASSALLO,  D  B        Operating    Reactors   Branch    Z        83/03/18        PABRIH,  H  0. 
Tenneisee    Valley   Authority        3pp         1B64B    107        Z4X 
Fiche    30-239,  03/03/18,  8303260177 

8303260187  Forwards    safety    evaluation   re    BUR   Owner*   Group    response    to 
NUHEQ-Q737,  Item    II    K  3   43.     "Depressurl  zation   H/Other   Than 
Automatic    Deprtssuri  lation   8ys    "   Action    complete 

VASBALLO,  D  D        Operating    Reactors   Branch    2        83/03/18,       PARR1B.K9 
Tenneisee    Valley   Authority        2pp         1B64B   099        S4X 
Fiche    30-239,83/03/18,8303260197 


Forwards    safety    evaluation   re   BWR   Owner*    Croup   reiponi*    to 
NUREO-0737i  Item    II    K   3  43,     "Deprt««ur  1  latlon  M/Other    Than 
Automatic    Depreisurliatlon   BUI    "    Action    complete 

VASSALLO.D   B        Operating   fiaactors    Branch    2        63/03/18        LIU,  L        Inu* 
Electric   Light   &  Power   Co,       Spp         18648  OS9        24  X 
Flche    30-331,  83/03/10,8303260192 

8303260301    Forwards    request    for   addl    Info   r*   811231    response    to 
NUREO-0737.  Item   II    K   3  28,     "Qua!  If  teat  Ion    of   Accumulators    on 
Automatic    Depressur  1  latlon   9v*    "    Reply    requested   within   30 
t!nj!   of    \tv   T»c»ipt 

VAS9ALLD.D-B        Operating    Reactors   Branch    2        83/03/11        MUSDLF,  D  Pf 
Northern   States   Power    Co        3pp         18648  067        24X 
FieflB   3O-2&3,  83/05/11,  fl303E60201 

9303260207  Forward*   revised    order   confirming    llcenne    commitments   on 
NUREQ-0737,  Item   II   F.I,     "Post-Accident   Monitoring,"    per 
83O331   J.  0411    Itn.Cxtonded    completion    schedule    to   840313 
acceptable, 

VARQA.S  A        Operating    Reactors    Branch    1         OL-82-03        83/03/il. 
UHR10.fi   E        Florida   Pouier   t,  Light   Co        3pp.       18629  340,       24X 
Fiche   30-830,83/03/11,8303260207 

—  8309260211    Revliad    order    confirming    licensee    commitments    on    poit-THI 
related    Issues 

EISENHUT,  D  Q        Division    of   Licensing        QL-82-03,       83/03/11. 
Florida  Power   d  Llaht  Co        9,po         1862.9  343        S4X 
Flchd    30-230,83/03/11,8303260207 
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8303S6O209  Forwards    request    for   addl    Info    re   B20101    response    to 
NUHEO-0737,  Item    II    K    3   20,     "Qualification    oF    Accumulators 
on   Automatic    Depressuri  lation    Sijs    "    Reply    requested    uithin 
43   d*ys    of    Itr   receipt 

VABBrtLLQ.D   D         Operating    Reactors    Branch    2         S3/QS/I1         BAVNE.  J   P 
Pouer    Authority    of    the    State    of    New    York         3pp          1B629   354         34 X 
Flehe    30-333,83/03/11.3303260209 


B30327003Q   Forwards    response     to-   830316    request    to    document    compliance 
u/acceptance    criteria    S.    schedule    for    NUREG-O737,  1  tem 
II    K    3    13.      "Separate    HPC I     &    RCFC     Initiation   Levels    " 
Criteria   will    be  met 

M1LLS.L   M          Tennessee    Valley    Authority          a3/05/24         DENTON,  H   Ft 
Office    of    Nuclear    Reactor    Regulation.     Oil  cctor         2pp          1B63B   306 
34X   Fiche    3Q-239,  B3/O3/S4,  B3O327O03O 


B30326Q3B3  Forwards    renuestr    for    addl    info    re  810133   response    to 
mfREG-0737,  Item    II    K   3   23.     "Qualification    of    Accumulators    on 
Automatic    Depressor!  ration   Sys    "    Reply    requested    uithin  30 
day*    of    Itr   receipt 

VASBALLQ.D   B         Operating    Reactors    Branch    2         83/O3/1I         UTLEY,  E   E 
Carolina    Power    S.   Light    Cd         3pp          1B629    337         24X 
Flcfit    30-384,83/03/11.3303360203 

G303BAO290  Commit*    to   resolution   of    three    open    items    re   NUHEQ-O612. 
"Control    of   Heavy    Loads,"    using    Quad    Cities    guidelines   Quad 
Cities   analysis    to   verify    stress    design    factors    for 
dryer/separator    lifting    rig    applicable 

RVBAK.B         Commonwealth    Edison    Co         6611N         B3/O3/19         DENTCN,  H   R 
Office   of   Nuclear    Reactor  Regulation,    Director         Ip         18623-334        24X 
Flefce    30-237,03/03/19,8303260290 

B3Q526O294  Forward!    response    to   B304QS   draft    technical    evaluation   rept 
re   control    of   heavy    loads    Phase    I    review   complete   Uti  1 
position    accepted    per  830313   tele  on 

ABH.fi  E.       Baltimore    Gas   &  Electric    Co        33/03/24        EISENHUT.D  0 
Division   of  Licensing        Spp         18623    161         24X  FichB    30-317,83/05/24, 
8303H60274 

S303SAOB96  Forwards    safety    evaluation    of    BUR   Owners    Group    generic 
response    to   NUREO-O737, Item    II    K   343,     "Depressor  1 nt ion 
H/Other   Than   Automatic    Depressurliation   Sys    "   No   mod    to 
plant   design   or    operations    required    Action   complete 
VAS8ALLO. D   D        Operating    Reactors   Branch    3        83/03/19        SINCLAIR,  J  B 

Vermont    Yankee   Nuclear   Power    Corp         2p p         1B6H7  330        24X 
Flehe    30-371.03/03/13, B30326Q296 

8305240297   Foruiard*    safety    evaluation    of    BHR   Owners    Group    generic 
respansi    to   NUREO-0737. Item    II    K   3  43,     "Depresaurliation 
W/ather   Than   Automatic    Dipressurl  lation  Bus    "    No   mod    to 
plant   design    or    operations    required    Action   complete 
YASBALLO.D  D        Operating   Reactors    Branch    2        B3/03/IB        BAYNE.  J  P 
Pow*r  Authority    of    the   State    of   New   York        3pp         1S629  323        24X 
Flefie    30-333,33/03/18,3305260297 

B30BaA0300  Forwards    safety    evaluation    of    BUR  Owners   Group    generic 
response    to   NUREQ-0737,  Item   II    K  3  43,     "DepresBuri jatlon 
U/Othir   Than  Automatic    Depresiuriiatlon   Sys    "   Altornative 
model   uiould    not    contribute    to    plant    safety   Ha  mads   required 
VAB9ALLU.D  B        Operating    Rtactors   Branch   2        B3/OS/18        PILANT,  J  M 
Nebraska   Public    Pouiar   District        Bpp         1B629   316        34.X 
FichB    30-393,  03/03/13. B303260300 

B30BS&O333  Response    to   ABLB  830316   scheduling    order   Addl    statement   re 
NBC    ust   of   PRA  &   rept    on   NUREQ-0737,  Item    II    K  3    19  encl 
Schedules    for  NRC    issuance   of    document*    discussed    at    tecond 
•  pedal    pnh»aring    conference   valid    W/Certif Icate    of    Svc 
HODODON,  A  P        Hearing    Branch    2        83/03/24        9pp         1B623   019        S4X 
Flch«    30-332. B3/03/24, B303S603B3 

— B305260327  Forwards    evaluation   of  QWR   Dinners   Group    generic    raspoitse    to 
NUREO-0737, Item    II    K  3   IB,     "Mod    of   Automatic 

Dtpressuriiation   Sys   Loflie   -   Feasibility    for  Increased 

Diversity    of   Some   Event  Sequences    "   Response  requested 

SCHWENCER.A        Licensing    Branch    3        B3/03/S3  BAUER,  E  Q 

Philadelphia    Eltctric    Co         9pp          1B623   03B  24X 
Flche    30-332, 83/03/24, B3032AO322 

— B304140161    Forwards    safety    evaluation   of   mods    proposed    by   BUR  Owners 
•Oroup    re   NUHEQ-0737,  I  tern    II    K  3    10,     "Mod   of  ADS   Logic    " 
Two   options   proposed    acceptable  M/o    encl 

HQUBTQN.R   M        Assistant   Director    *or   Reactor    Safety,        83/04/01 
LAINA8,0  C        Assistant   Director    for   Safety   Assessment        3pp 
19&33  037        24X  Fiche   30-332,  B3/OS/24,  B30326O3B2 

0303270003  Forward*    proposed    Tech    Specs    in    form  of  marked-up    Rev   4   to 
IWRetJ-0432,     "8T8   far   Wistinghousi   PWRs- " 

TUCKER, H,  B         Duke    Power   Co         83/O3/BO         DEN TON, H   R         Office    of 
Nuclear   Reactor   Regulation.    Director        ADEN SAM, E  0        Lie»n*ing    Branch 
4          741 pp          1B&30-O01         24X   Flche-  3Q-4 13, B3/03/30. B3O327Q003 

B30327O026  Provides    clarification    of   wtil    position   on  NUREG-O737,  Items 
1    A    1.3,     "Min   Shift   Crew"    &    III    A    1-3,     "Staffing   tevel    for 
Emergency   Situations    " 

MAN3AN,  C   V        Niagara   Mohauk   Power   Corp         B3/03/24        VASSALLO,  D   B 
Operating   Reactors    Branch    3        2pp         13633  304.       SIX 
Fl  cha-  30-220,  83/05/24-  8305 E 70 026 


B30'327OO-39   Forwards    request    for    addl    fnFa    re    personnel    training    as    part 
of   NRC    review    of   application    for    OL 

BCHWENCER.A         Licensing    Branch    2         33/03/33        CAHILL.  W   J         Gulf 
States    Utilities   Co          3pp.  13662   097          24K   Fichc    SO-4SB.  33/03/23. 

8303370039 

33032700-33   Advises    that    fuel     load    scheduled     for    B40B15   V    commercial 
operation    planned    on    830213    NUftEG-Q737   Suppl     1     (Generic 
Ltr   02-33)    requircma-nts    re    flmergency    plans  will    be  met 
CADMAM.W   K          Hamas    Ba-s    t.    Electric   Co          GL-B9-33        93/03/33 
DENTON.H   It          Office     of    Muclear    Reactor    Regulation,     Director         2pp 
18638    230          24X   Fiche    SO-4S2-,  93/OS/23,  S3OS270053 

B3O3270O60   Forwards    safety    evaluation    gf    utll    response    to    SER, 
NUREO-09IA,  Item   3    Tff    effluent    radioactivity    monitoring 
sys    alarm    setpoints    *.    surveillance   requirements  Monitoring 
*US   accoptable 

CRUTCHFIELD,  D         Opflrating    Reactors    Branch     S        LS05-H3-03-05B 
83/O9/26         MAIEF1.J    E          Sochsster    Gas    1<   Electric    Corp          4pp 
1B638    333          24X   Fithe     30-2-14,  33/O3/2J.,  S3O3270060 

B303270077   Advises    that    NUREO-O737,  I tem    III    A   3    I,     "Emergency 
preparedness.  Upgra-de    Emergency    Plans     to    App    E,  IOCFR30.  " 
cnmp lute 

CHUTCHFIELD,  D        Operating    Reactors   Branch    S        LSOS-83-O3-034 
83/03/23         MAIGR.J    E          Rochester    Oas    i    Electric    Corp         Spp 
10638     133          24X   Fithe     3O-244, 83/03/23,  B3O3270077 

83D337O030  Requests    extension    to  831013    to    provide   schedule    for 
accomplishing    proposed    actions    to   close    outstanding    isiue    re 
IE   Bulletin    79-OSD     16em»    Eiemptions     from    10CFR50   49   t,   Rev   S 
to   Reg    Ouiile    1    97- 

RODRIOUEZ.R    J         Bacramento    Municipal     Utility    District          IEB-79-OID 
83/03/30         STOLZ.J    F          Operating    Reactors    Branch    4        2pp          1B&3B   291 
SIX    Fiche    30-313.  S3/05/20, 33032700BO 

B3O5270002   Updates  830413    Itr    re    installation  t<  operablllty    of   post- 
accidant    sampling    sys    per    NUREG-0737i  I tem    II    B   3   Items 
agreed   upon    at    930512   meeting    listed    Installation  uor k    uill 
b i    campletad    during    current    refueling    outage 
FIEDLER. P    B         Qeneral    Public    Utilities    -    GPU  Service  Cc-rp        93/03/30 

EIBENHUT.D    G         Division    nf    Licensing          3pp         IB63B   SB9         S4X 
Flche    30-219J  B3/03/3O,  33032-70093 

B30327O109   NUnEO/CP-OO43 

JOINT   NRC/AN3    MEETINO    ON   BASIC    THERMAL    HYDRAULIC    MECHANISMS 

IN  LWR  ANALYSIS 

H30,  Y   Y   ,     LEE,  R        American    Nuclear    Socletg        63/04/30  Office   of 

Hud  ear  Regulatory    Research.     Director         6l2pp         10649    1 12 

B3O327012B  Advises    that    updating    inservlce    insp    program   uilll    tie    delayed 
until    Aug    I9B3  Commitment    to    eiamlne    control   rod    drive    scram 
discharge    vol    piping    welds    utll    be   met    d    unaffected    by    delav 
in   update    nf    Iniervlce    Insp    program 

OUCHA,  L    T         Ooorgia    Power    Co         NED-B3-2S4.         B3/03/19         BTOLZ,  J   F 
Operating    Reactors    Branch    4         Ip         lBi39  217        34X 
Fiche    30-321,  B3/03/19,  0303-270128 

B3O3270144   Advises    that    QA    program  described    In  NEDO-1 1309-O4A  being 
implemented    satisfactorily    Results    of    Insp   published 
(luarterlY    In    NUREO-OO40 

COLLINS,  J   T          Division    of    vendor    b    Technical    Programs         83/03/34 
BRUOOEMAN,  M    II         Qeneral    Electric    Co          Spp         IBA3B   203 

B30327O170  Forward*    "Bt    Lucia    1    ft   3  t,   Turkey  Point  314    Detailed 
Control   Haom  DB»lgn   Revituis    Program  Plan,"    fulfilling    030413 
commitment    per   NUREO-0737r  Buppl    1 

UHRIO,R  E         Florida    Pouier    fc  Light   Co         L-B3-323       B3/O3/14 
EIBENHUT.D    O         Division    of    Licensing  Ep         1863B   073         24X 

Fiche    30-335,93/03/14,  B3O3S7017O 

6303270310  Forwards    dl"    input    to    emergency    planning    fof    auppl    to  SER 
Hatl    updates    Info    contained    In  Section    13  3,    "Emergency 
Planning    o*    Half   Creek   Generating   Station   SER,"    {NURES-OBB1, 
Apr    19B2> 

PAOANOi  F   0         Division    of    Emergency    Pre-parednes s  !•  Engineering 
Response     (Post   030103).        83/09/33         YOUNG BL 00 D,  B   J         Licensing    Branch 
1          Wpp  1B637    H61          21X    FichB    3O-4B2,  83/03/23, 8303270310 

8303270H13  Forwards    IE    Insp    Repts    30-350/83-03  J.    50-231/B3-05  on 
B30U3-0223  No   none  omp  )  lanc«    noted 

DAMCE.H  C.       Division    of    Project    d  Resident   PrOBrams        83/03/06 
UHRISiR  E        Florida    Power-   &   Light  Co         2pp        10637  329.       24X 
Fiche: 30-23O, B3/OS/O4,  B3O3270213 
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— 0303270319    IE    Insp    Repts    30-250/83-03    t.    30-331/03-03    on   330113-0223   No 
noticompl lane  e  noted    Major   areas    Inspected    fol louup    on 
prtviou*    Insp    findings. IE   bul I* t i ns P p aat-TMI    Imp  lamentation, 
surveillance    testing    t,   malnt    activities 

vOOT-LDWEI-L.  R    ,     AGLE5,  J   A         Region    2.     Office    -Of    Director 
JULIAN,  C         Division    of    Project    *    Resident    Programs          30-331783-03 
B3/09/05         Bpp          1B637    331          24X    Flcne    50-230,93/09/06,0303370215 

B3 0327 0220  Requests    eitensio-n   until    B 30620   for    complBtion   of    special 
lifting   rig   analijsls    per    NUREG-OAI3    Eitenmion    required    tfus 
to    la  to  receipt   of   Uestlngh ousa    rept 

BTEUAJtT.W   L         Virginia    Electric    &   Po-iuer    Co         32S         83/03/2O 
DENTON.  X   t         Office    of    Nuclear    Raactar    Reaula  tltjn,     Director 
CLARK, R   A         Operating    Reactors    Branch    3          Ip          18637   323         24 X 
Fiche    30-339.  B3/03/20.  B30327O220 

B30327O274   Ack    receipt    of   B304O1    1 tr    Informing    HRC    of    stuns    taken   to 
correct   violations    noted     In     tE     Inap    Rept    5Q- 333/B2-34. 
Reo.ujred    actions    to    Improve    QA    program    lilted 
KARTINiT  T        Division    af   Engineering    b    Technical    Programs        S3/03/23 

MCNEIUL.C    A         Power    Authority     of    the    State    of    Neu    Vorl         Sff 
Ifli43    131         a«   Ficfie    30-333!  93/03/33,  B30527O274 

—8303270534   Responds    to    NSC   B301S8    Itr    re    violations   noted    tn    IE   Imp 
Rept   30-333/82-24    Corrective    actions    ile-tign   verification 
by    supervisors    In    Design    &    Analysis    Procedure    3    11    tt   3    IS 
revised    per    Imp    rept   Rev    to   oe    completed    by   Apr    1903 
BAYWEiJ   P         Power    Authority    of    the   State    OF    N«u    Vor*         JPN-83-2B 
B3/04/Q-I         HAYNES.R    C         Region    I.     Office    of    Director          15ap 
16443    133         24X   Fiche    3O-333,  B3/03/23, B3OS270274 

B30927Q433   Discusses   E&W  Owners    Croup    emergency    procedure   guidelines 
(abnormal    transient    o-psratlns    guidelines    -   ATOSJjper   830303 
Itr    D»G*lled    schedule     for    eipanilon    of    technical     base*     for 
procedure    ulll    be   submitted    o»j    end    of   June 

HMITNEV-D   E>       Babcock    t,  Uilcoi    Operating    Plants    Owners    Group 
HHITNEV.D   D         Sacramento    Municipal    Utility    District         OL-B2-33 
B3/05/21         EISEWHUT.n    0         Division    of    Ulcen*ing         2pp          19642   2B9 

B30527O479  Act   receipt    of   S3 032 5    Itr    informing    NUC    of    steps    taken    to 
correct  violations    noted    In    IE    Insp    Rept    30-2&1/B3-Q2 
LEWIS,  ft  C        Division   of   Project    &  Resident   Programs         B3/04/Q7 
UTi-EY.R    E         Carolina    PoUBr    te   Light    Co         2pp          13614    O33         21X 
Fiche    30-261,  83/04/07,  aa03a7C")7«7 


B305310Q46    Informs    of   NfiC    daterminati on    that    onslte   b   offsit* 
•mgrgencij    preparedneis    adequate   fr    emerganci;    plans    upgraded 
per   NUREQ-0737,  Item    III    A   3    1    Item   complete 

CRU7CHFIELD.  D        Operatlnfl   Reactors   Branch    S        1,803-03-03-063. 
83/03/27         VA^DeWAl.LE,  D   J         Consumers    Power    Co         3pp          19693:149, 
24X   Fiche    50-235,03/05/37,3303310016 


8303310073   Submits    Info   re   analgges    t,   repairs    of    large-dlami b»r 
stainless   steel    piping    ueldi    per    Inservice    Insp    conducted 
during    19B3  malnt/refuel Ing    outage    Identifying    unacceptable 
ultrafonic    indications    in   reclrculation   t.  RHH    sys 
BECKHAM,JT        Georgia   Pauer   Co         1EB-03-OS        B3/03/26        BTOLI.JF 
Operating    Reactors   Branch    4        9pp         1B633  343        SAX 
Fiehe    30-366,B3/03/36,B303310073 


— B3053100B4  Provide*    ruponsB    to    IE   uullitln   83-02   ri   itreti    corraHon 
cracking    in    large-diameter    stainless    steel    reclrculation    syi 
piping   at   BUR   plants 

flECKHAM.J   T         Otorylf    Power    Co         ICH-B3-O2         S3/O5/26 
O'REILLY.J  P        Region   2,    Office    of   Director        39pp         18633   334 
24X    Fiche    30-366,83/03/26,8303310073 

— 830S310092  DiicusiBi    potslble    impocitlon    of    augmented    leib    detectlan 
requirements    for   RCS   due    to    dlicovery    of    unacceptable    pipe 
flau    indication!    In   reclrculation   tt  RHR    sg«   Utll    commltm»ntt 
to    incorporate   NUREQ-0313,  Rev    1.  Section    IV  B    1    a   2 

BECKHAH,  J  T        Oeorgla   Pou«r   Co        NED-83-322        03/09/29        STOt-Zi  J  F 
Operating    Reactors    Branch    4        Spp         !B69i  032        24 X 
Fiche    5O-36fc,B3/03/36.  B309310073 

8303310DSB  Discusses   plant-specific    evaluation    of    relief   t<   safety 
valvBi    t   related    discharge    piping    analgifi    par   B30707    Itr 
Tvledgne   analgils    revealed    that    discharge    piping    »<jt    will   a* 
overloaded   d   supports    stressed    beyond   allowable    limit*, 
HUNTER,  R  S        Indiana   It  Michigan  Electric    Co        AEP   NRC   09B9F 
83/09/97        DENTOM,  H  R        Office    of   NuclRar   Reactor  fttgulatlom 
Director        2pp         1B63B  065        SHY.  Fiche    80-313,83/03/27,8303-310068 

B30S3100?4  Forwards   revised    description    of   NUREO-0737, Item   II.  F  S. 
"Inadequate  Core   Cooling    Instrumentation,"    providing 
sufficient    info   to   close    Item  It   corresponding    requlremunt 
in  SER 

DHUMMOMD-F  J        Louisiana  Power   (.  Uoht   Co,       W3PS3-1348        63/03/33, 
KNIOHTON-0   M       Uieensing    Branch    3        34pp         1B633  039        S4X 
Ft chfl -90-383,  03/09/23,  B3033 10094 


— B303270SO&    IE    Imp    Rept    SO-261/a3i-02    on    B30110-O31O   Noneomp  1  iancfi 
noted    failure    to    Implement    equipment    control    procedures* 
to    initiate   prompt    corrective   action    It    to    maintain 
annunciator   procedure* 

HEISEiB        Region   3,    Office    oP   Dlrectcr        HEMIS, P         Dlvlsfdn    of 
Project    b   RBslifent    Proc-rami          63 /OS/ 23          12pp          18644,042         34 X 
Fiche    30-261,83/04/07,3303270479 


8309310147  Response    to   8APL  motion    to   amend    petition    to    Intervene,   r* 
SER   open    Items   Motion    should    be    denied    on    ground*    of 
tUelinuts- Certificate   of   9vc    end. 

DH3NAN,  T  0        Public   Service    Co      at   Nau  Hampshire,       DICNAN,  T  *        Rcf»* 
(,  Gray        ISSUANCES  OL        63/09/34  Atomic   Safitg    and   Licensing 

Hoard   Panel        Bpp         1 9651    209        24 X   Fiche    30-443.  03/05/24,83053101*7 


B30S270197   Forward*    I£     In*p    Ripti    30-269/83-09.  3O-S7O/B3-0?   S< 
50-287/33-09  on    330308-11    No    noncomp  lianee   noted. 

DANCE.H  C        Division    of    Project   &   Resident   Programs         3O-2H7/B3-09 
83/04/09        TUCKER,  H   B         Duke   Rawer    Co        Spp         1B64&    1-72        34  X 
Flehe    30-3-69.  B3/04/03,a3U'3270497 

—  B30327091B    IE    Insp   Repti    50-269/83-09,30-270/83-09   &   50-237/33-07  on 
33030B-11    No   noncompl  lanca   noted    Major    areas    ICKtpectBd 
HUREO-0737,  Item*    II    B   S.     "Plant  Shielding    Hods"   &    1  1    0  3, 
"Post-Accident   Sampling    Sija    " 

COLLIWB.T    R         Region.   2.     OfflC«    of    Director          SO-27Q/B3-09 
03/04/01          7pp         1B64&    174         24X   Fiche     50-269,  B3/01/05,  B305S70497 


830527034,1    Foruards    IE    Imp   Jl»pts    30-339/33-10  &    30-389/33-39    on 
S3CO1&-1B  No   non-compliance    noted 

DANCEiH  C        Div«lon    of   Project    i.  Reiident    Programs         B3/04/04 
UHRIO.R   E        Florida   Pouor   tt   Light   Co        2po         1B645  331         24X 
Fiche-  3O-333,  33/04/06,  930327036  1 

—  8309270576    IE   Insp   Repts    30-333/63-10   &    30-359/83-35    on    B30316-IB   No 
noncomp  1  iance   noted    rfijor    areai    inspected    Unit    I    plant    tours 
during    refueling   outage   fc   Unit    S    follouup    of    licensee 
actions   on    Inipector    Identified    items 

HfiAY.J   R    ,     DARR.K   P         Region    2.     Office    of    Director          3O-3B9/S3-23 
B3/OV05         Bpp         1B645   323         24X    Fiche    30-333.83/04/06,6303270361 

8303310038  Advises    th*t    rc<tuir««nent«    of   NOREO-0737.  I  tem    1  1    F   t    4, 
"Cotitatninent  Pressure   Monitor,"    II    P    1.3,     "Containment    Mater 
LBV*!    Monitor"    d    II   F    I    4,     "Containment    Hydrogen  Monitor-" 
retolved.pcr  S2I220  &  BOiaiS   iifbmlttals 

CRUTCHFIELD,  D        Operating    Reactors    Branch    S        LB03-B3-03-060 
83/03/27        FARftAR.D  L        Commonwealth    Edison   Co        7pp         18693  213 
Z4X  Fiche   30-000,  B3/05/S7,  83033100BS 

S3-0331O039  Foruards    info-   re    ichedtile    for   gteam   generator   wodirptr    SER 
(  NUflEO-0047  )    design  change  I 

MILLS-L  M        Tennessee    Valleif   Authority         03/O3/Z7        ADENSAM,  E 
Lic#niins  Branch    4        Spp         IB633  307.       24X    Flehe    30-390,03/03/37. 
B3O931O03? 


8309310170  Advises    that    tabli    of    contents    d   table    of   cross~re*(    to 
NUREG-0&34    planning    stdf/evaluatlon   criteria   adequate    to 
locate   portions   relevant    to    contentions   Refer*nced    portions 
at   plant   listed 

BAXTER  T  A        Shau,    Pittman.    Potts   I<   Troubr Idae,       ISSUANCES  OU 
B3/QS/2&        REEQ.J  0,       Affiliation  Unknown        7pp         18632  326        24X 
Fiche   30-4B3, 03/09/36.  S303310170 

B309310173  Forward   Rev   1    to    "Rept    of    Independent   Review   of  Environ 
Qualification  Programs    to   NUR £0-0338    " 
PETRICK.N  A        atandardiitd   MucUar   Unit   Pouer   Plant   Bustem        83-0030 

fl3/03/27        DENTON,  H  R        Office    o*  Nuclear    Reactor   Regulations 
Director         344pp,        1B639    144         24X   Fiche    30-000,  B3/O3/27, S3OS310178 

B309310300   Informs    of   plans    to   perform  modi    to   Meitlnohoute  Model 
D3/D3   iteam  oenerators    per   SER    < NURE-QW6 )    issued    on 
B30316  Plant-specific    mod    detail*    encl 

TUCKER,  H  D        Duke   Pouer   Co        83/O9/1B        DENTON,  H  Ft.       Office   at 
Nuclear   Reactor  Regulation.    Director        ADENSAM,  E  0        Licensing   Brinch 
4        7ap,       18631-014        24X  FichB'  SO-413,  S3/O3/IS,  S3033 10200, 

B3033 10205  Advises    that    in«t*l  latlon   of    tuio  Controlotron   sonic    flow 
devices    on    each    flow  path    to    oncf-through    steam   generators 
satisfies   requirements    of   restart   SER    (NUREO-06SO),  Bl 1214 
parti*!    Initial    decision   b  NUREO-0737.  I  tern    II    E.  t 
HUK1LL,H  D        Oeneral    Public    Utilities   -  QPU  Servic*   Corp 
921I-S3-I3&        B3/09/24        8TOLZ,  J.  F        Operating    Reactors    Branch    4- 
Ip        1S698   13?        34X  Flehe.  90-88?,  03/09/24.  B303310203. 

B30331D20B  Foyards   check    In    payment    of   review  re    nontonf orm*nc»    u/ 
MUREO-0737.  Item    II,  E  4,2,  p«r    830437  riquest 

CUfiTIS.N  W        Pennsylvania   Power   t,  Liflht  Co.       PLA-16B3        83/03/23 
BCHMENCER.A        Licensing    Branch    2        Ip         1863B.  133        24X 
Fiche   90-3B7, 93/03/39,  830331O2OB 

B3O93 10309   NUREO/Cfi-3100 

RELAP3  ASSESSMENT  PKL  NATURAL  CIRCULATION  TESTS 
THOMPSON.  S,  L,  ,    KMETYK,  L  N.       S.ndia   Laboratori  *s        FIN  A-1Z03 
SANDB2-2903        83/04/30.  Division   of   Accident   Evaluation        &0pp. 

1B6&3-  132 


NONDOCKETED  ITEMS 
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83Q331O210   MJREO/CR-2326 

CALCULATIONS   OF    REACTOR    ACCIDENT   CONSEQUENCES   vEHStDN    2 

CRAC2   COMPUTER   CODE  Users   Quids 

fl  ITCH  IE,  L   T   .    JOHNSON,  J  D   ,    uLQND.fi    M        Sand  la    Laboratories        FIN 

A-1042         BANDB1-I994         83/O4/30  Division    of    Ri*fc    Analgiii 

146pp          IB663   311 

B30331O213  Forward i    safety    evaluation    of   util    B3032B   response    ta 
NUBEO-0737.  Item    II    K  3  21.     "Coi-e   Spray    t,  LPCI    Sys   Lou   Level 
Initiation    "    Proposed    mod    designs   acceptable 

•CHUTCHF1ELD,  D        Operating   Reactors    Branch    3        L 309-83-03-062 
83/03/37         FIEDLER, P    B         General    Public    Utilities    ~   OPU   Service    Corp 
4pp.        18633    142         24X    FtchB    30-217,  B3/OS/27.  8303310213 

8303310231  Advisei  that  response!  to  NUREO-O737,  I  tern  III  D  3  4, 
"Control  Room  Habitablllty, "  atCBptab  1  e ,  comp let  Ing  action  on 
Item  Safety  evaluation  end 

VASBALLO.D   B         Licensing    Branch    3         03/03/17         FARRAR.D   L 
Commonwealth    Edison   Co         4pp          18662   233         24X    Ficha    30-234,83/03/17. 
83OS3 10231, 

B30S31O234  Summary    of   830411    meeting    u/util    In   Bethasda.Mu   re    schedule 
for    completing    items    in  Generic    Ltr    02-33,  0uppl    1    to 
NUREO-0737   requirement*    for    emergency    response    capability 
LAZO, L        Licensing    Branch   3        GL-B2-33        S3/OS/11  Licensing 

Branch    3         12pp          18662   234         S4X   Flche    30-412, B3/OS/ 1 1, 830S31O234 

8303310237  NUHEO/CR-2000  V02  N4 

LICENSEE  EVENT  REPORT    (LEfit    COMPILATION   For    Month    of  April 

1983 

*      Oak   Rldgi   National    Laboratory        FIN  A-9133        ORNL/NSIC-2OO 

B3/09731  Dlrector'i    Office,        114po          18iB3    11B 

8303310240  Requests    addl    Info    for    control    of    heavy    loads   review. 
Including    info    open    item*    for   updated    "Control    of    Heavy 
Loads    " 

CLARK,  R  A        Operating    Reactors    Branch   3        B3/OS/17        JONES,  W  C 
Omaha  Public   Pouier    Diitrict        3pp         136,62,  ISO        24X 
Flch*    90-2B3,B3/03/17.B303310240 

--B3OS310241    TER-C 3306-3 56    DRFT 

"Control    of   Heavy   Load*    (C-1Q),  Omaha    Public    Power   District, 

Fort  Celhoun   Station,"    updated    draft    technical    evaluation 

rept 

V08BURY.F  ,    BOMBERGER,  C    ,    5  AH  CENT,  I   H        Franklin    Institute/Franklin 

FUsearch    Center        NRC-03-01-130        TAC   07991         02/11/29 

CLEMENSON.F        NftC   -   No   Detailed   Affiliation   given        32 pp 

IB 642    IBS         24X    Flch*    30-203,  B3/03/17r 8303310240 


630304OQ2B    IE     Info    Notice    33-26,      -'Failure    at    Ba  f  &ty/Re  1  IB  f    Valve 
Discharge    Line   Vacuum   Breakers    •     Svc     lint    ant  I 

JORDAN.  E   L          Division    of    Emergency    Preparedness    ti   Engineering 
Response     (Post    B3O1O3)          B3/O5/03  Consul Idatetf   Edison   Co       of   Neu 

Yori,      Inc  122pp  18441     170          24X    Fiche    SO-OOO.  83/O3/03, 8303040026 


"Qper-a  tiona  1     Response 
E  ted    Against   Plant 


B30304OG30    IE    Info   Notic*    83-27,      "Operational     Response    to    Events 
Concerning     Deliberate    Acts    Dii 
Equipment    "    Svc    li-it    snc  1 
J-DRDAN,  E  L         Divislatt    of    Emergency    Prepar  edne-s*   tr  Engineering 
Response     (Post    930103}          B3/O3/O4  Consul Idatetf   Edison   Co      of    Neu 

York,      Int  113pp  1B3B2   282         24X    Flche    3O-OOO,  S3/03/O4,  B303040030 

0303040031     IE    Info   Notice    83-2B,     "Criteria     for    Protective    Action 
Recommendations    for    General    Emorgonc  1  at    "'    Svc    1  lit   end 
JORDAN, E  L         Division    of    Emergency    Preparedness   !i  Engineering 
Responie     (Pott    830103)          S3/O3/04  ConsolHisteU   Edison   Co      of   Neu 

Yort.      Inc  U9pp  18441     OO1          24X    Fiehe    3O-OOO.  S3/O3/O4.  B303040031 

B30304OO33    IE    Info   Notic*    83-39,      J1Fuel     Qindlng    Cauied    by    Fuel    Bact 
Deformation    "    Bvt     lint     end 

JQROANi  E  L         Division    of    Eraergenci;    Pr  epaTednesi    d  Engineering 
Ruponie     (Pout    B3O103)          03709/06  Consolidated   Edison   Co       of    Neu 

York.      Inc  119pp          1B523    24B          Z4X    Flchtt    3O-OOO,  63/03/06. 8303040033 

83O304O034    IE    Info  Notice    83-3O,     "Misapplication    of  Generic    Emergency 
Operating    ProceiJurei    (EOF)    Guidelines    "   Svc    list    end 
JORDAN, E  L         Division    of    Emergency    Preparedness   &  Engineering 
Response    (Post    B3O1O31.        83/O3/11  Conaol 1  dated   Edison   Co      of   Neu 

York.      Inc  114pp          18334    OO3         24X    Fiche    30-000,93/03/11,8303040034 

8303040040    IE    Info  Notice    83-31,     "Error    In    ADLPIPE  Computer  Proflram  " 
Svc    1  1st    end 

JORDAN,  E  L         Division    of   Emergency   Preparedness    tt  Engineering 
Keiponie    (Pott    9301O3)          83/O5/1?  Consolidated   Edison    Co       of   Neu 

York,      Inc  114pp          18A77   OO9         24X    Fiche    50-000,03/08/19.8303040040 

8303040046    IE    Info  Notice    83-33,     "Nanr epres enta t £ ve   Sampling    of 
Contaminated    Oil    "    Svc     list    enc  1 

JORDAN.E  L         Division    of    Emergency    Preparedness   &  Engineering 
Response     (Po«t    S3O1O3)          B3/09/26  Consolidated    Ediion   Co      of   NBU 

York*      Inc  1  Hpp  1B-647    OO7          34X    Flche    3O-OOO,  B3/O5/36,  B3O3040016 

8309020403    Oiscuiie*    DOE    agreement    re    Region    IV    equipment    qual  iPlcation 
imp    program   tt  cansultant    svc    provided    from  8S1QQ1-B3D32S 
Areas    needing    greater    einphatla    or    improvement    listed 

PHILLIPS,  HB         Region    4,     Office     of    Director          FIN   D-3IO1         83/04/88 
BANOART.R    L         Division    of    Vendor    &   Technical    Programs        2pp 
18273   073 


CORRESPONDENCE   WITH   OTHER    OROANIZATIONB 


8212060393    IE    Info    Notice    93-14,     "Diuatured    Spent    Inn   Etchanga   R>iln 
Buicaptlbllltij    to   Exothermic    Chemical    Reaction    "   Svc    Mat 
•nc  1 

TAYLOR,  J  H        Division   of    0af*guards    !•    Inspection  Pragrami    (Post 
B3O1O3),       B3/O3/21  Consol  idated    Edison  Co      of    Neu  York,     Inc 

UBpp        1B30B  319        24X   Flchi    30-OOO,  63/03/S1.  8212060388 

B3O304O021    IE    Info   Notice   83-21,     "Defective   Emergency   Uie    Respirator    " 
Svc    Hit  end 

JORDAN.E  L        Divition    of   Emergency    Preparedness   &   Engineering 
Rtlponii    tPoct   830103)        83/04/13  Consolidated   Ediion  Co      of  Neu 

Yart.     Inc         136pp         18433    135        S4X    Flehe    3O-OOO.  S3/O4/1  S.  3303040021 


"BUR    Safety/Relief    Valve    Failure! 
Engineering 


8303040023    IE   Info   Notice   83-32. 
Bvc    Hit    encl 

JORDAN,  E  L        Division   of    Emergency   Preparadneis 

Riiponte    (Pott   83O1D3)         B3/04/22  Consolidated   Edison  Co      of   Meu 

Yorfc.     Inc         l(2pp.       1B3B3'OB9.       24X    Flche    DO-OOO,  83/O4/22,  0303Q40023 


O3D9020411?  Fa.i-ua.rds    "Indian   Paint    Plans   verification  Analysis"   re 
•  mergoncy    planning,  for    info    Certificate    of    Svc    encl   Relateil 
e  orre  spnnd  enc  e- 

GLASS, S  H        Federal    Emergency   Management    Agency        ISSUANCES  SP 
B3/04/29        OLEAQDH,  J  P         Atomic    Safety   and    Licensing   Board    Panel 
62pp          10373-  150         21X    Fiche    30-347,  S3/O4/23.  B3O30204  17 

B3OS04O001    Rusponds    tn   approval    reituest    for    info   collection   re    10CFR73 
concerning    phytlcal    protection    of    plants    k  mat  Is  Request 
*ppravf<f    through   8S1O31    under   OMB  Number    3130-OOOa,  per 
Papiruork    Reduction   Act 

aCURHY-N         Office    of    Man«9»ment    S,    Budget          DMQ    3150-0002         83/04/83 
SCOTT. 8        Document    Management    Branch        2pp         1B336  31? 

8305040003  despond*    to    approval    roquBst    for    info    collection   re 
10CFR70  32(E)    concerning    changes    In    physical    security    plans 
Request  approved    through    S3 1331    undar-   OMB   Number   3130-0009, 
per   Paperwork    Reduction   Act 

SCURRY,  N        Office    of   Management   &   Budget        OMB   3 130-0  007        S3/04/26 
SCOTT. B        Document   Management    Branch        2pp         1B336  3B1 


B3030400S9    IE    Info   Notice   B3-23,     "InoperabU  Contilnmtnt   Atmosphtre 
Sansing  Bys   "   Svc    list   end 

JDRDANiE  L        Division   of   Emergency    Preparedness   d   Engineering 
R*«pons>    (Post    B301O3)        83/04/23  Consolidated   Edison  Co      of   Neu 

York.     Inc.       119pp,       1B3B1    291        S4X    Flche    3O-OOO,83/O4/23,B303O4OOSD. 

S303O40026    IE   Info   Notic*   S3-24.     "Lod«e   Parts    in    Secondary   Side   of 
Steam  Oenerators   at  PHRi    "   Bvc    lltt    encl 

JORDAN'E  L        Division    of   Emergency   Preparedness   &  Engineering 
R*ipante    {Post   8301O3)        B3/04/2B  Contol Irfated   Edison  Co.     of  Niu 

York,     Inc.       llSpp         IB3Q2  047,       24X   Fiche    80-000,83/04/20,8303040026, 

8303040027    IE    Info   Notic*   03-23,     "Standby    0*f    Treatment  BIJI   Htater  High 
T*«p    Trip    Setpolnt   Adjuitmtnt    "    Bvc    list   encl 

JOADANiE  L        Division    of   Emirgency   Preparednets   l>   Enginairlng 
Response    (Fo*t   830103)         B3/04/20  Consolidated   Edlion  Co,     at  Neu 

YOTk,     Inc         JlBpp         1B3B2,  16S        S4X   Flche    30-000,83/04/38.0303040027 


8303060306   Responds    to   Q30126    Itr    re    Uaitchestar   County, NY  bus   driver 
issue, Roc kland   County .  NY    plan    lisua    &  question*    raised    re 
FEU  A   brleFlng    t,   itatus    rept    on    offsite    Bmergnncg 
pr«par*dne«i 

KRIMM.  R  VI        Federal    Emergency    Management    Age-ncij        Q3/09/04 
CHILK.  0  J         Office    of    the    Secretary    of   the   Cammlssion         i6pp 
1034B    331  24X   Ficn*    30-347. 83/O3/01, 83O306O3O6 

— 830306062?  Respond*    ta   request    for    clarification  of    issue    on  uhether 
stat*    emtrgancy    plan    can    substitute    for    county   which    does 
not    have    emergency    plan   State    can    substitute    pUn   but 
NUHEO-06S4    place:*    heavy    resource    nurdan   on    atBto 
OIUFFRTDA'L   O        Fa-deral    Emergency    Management   Agency        S3/04/15 
PALLADIND.N   J        Commlnlanei-s         Hpp         18348   347       24X 
Flche   90-24-7,  B3/OB/Q4t  B3O304Q30A 

B3O9070O06   Responds    to    approval    r»qu»st   for    info    collection   re   NRC 
Form   3,    "Current   Occupational    External   Radiation   Exposure    " 
Request  approved    through    96043O   under  OMB    Number   31SO-O006, 
per    Paperwork    Rttfuctlon   Act 

SCURnY,N        Offlc*    of    Management   b    Budget        OMB    3130-0004        B3/04/2B 
SCOTT. S        Document    Management    Branch        2pj)         19369  334 
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8303090209  Forwards    survey    of    Oft    procedures    applied    bij    INEL    to-   computer 
code    activities    for   NRC-funrfed    programs 

BANOART.R   L         Division    of    Vendor    !,    Technical    Programs         B3/C-S/O4 
HATTSOM.R   J        Division    of   Systems    Integration    (post    SHOOS)         3pp 
18361    041 


— B305230469  Discusses    activities    of   ANB  Special    Commute*    on  Sovrci 
Terms  Meeting    ta    discuss    source    term    Issue    &   present   work    of 
corf  mi  ttee   pro  pot  ad 

STRATTON.W  H        American  Nuclear   Society        B3/03/32        PALLADlNOr  H 
Commissioners         2pp          13342    132 


0303090659  Generic    Ltr  B3-20    t 
holders    of  CPs    re    Integrated 
of    pliant    mods   Svc    list    end 
EISENHlfr,  D   Q         Division    of    Licensing 
Consolidated    Edison   Co      of  New  Yorbr 
Fiche    30-000,63/03/09.8303090639 


all    operating    reactor    I icensees 
chedu]  i  rig    for    Imp  I  ementati  on 


B3/09/O9 
18627    153 


0303230474   Forward*    "NRC/FEMA    Joint    Quarterly    Rapt    to   Conor*!!    on 
Emerstncy   Preparedness.  Jan-Mar    I9S3    " 

PALLADIND.NJ       Comml  11  lonsrs        OIUFFfllDA.LO        Federal    Emtrgirtc^ 
Manaoement  Agency        83/03/03        SIKPSOH,  A  K        Senate,    Etwironnint  1 
Public   Works         2pp          tQ3HH    134 


03051QQ123-  Forwards    post-exercise    evaluation    far   910729    Bierc  1«  i  f  ina  1 
rapt    of    reF»*rcl3B    an    Bl 1007    &    final    eierciie    rept    of    930116 
eierciss   No   manlf  leant    flefltlencles    cited 

KRIHM.fi   W       Federal    Emergency    Management   Agency        03/O4/OB 
JDRBANiE    L         Division    of    Emergency    Preparedness   4:   Engineering 
Response     (Post    B301O31.        2pp  1B373    010         24X    Fiche    50-293,  B3/O4/OB, 

3303100132 

— B303100126  "Zion  Nuclear    Qoneratins    Station   Small-Scale   Joint    Emergency 
Eiercl  se,S3Dl 18,  "    final    rept 

*  Federal    Emergency    Management   Agency        83/03/04         7lpji 
1S373   030         24X    Fiche    SO-293, Q3/04/OB-  B303I OOI32 

— B30SIOQ131    "Zlnn    Nuclear  Power    Station  Reeirerc  1  ss,  Ul  /XeTiosha    County 
(Small-Slate)    HI  10O7,  "    Final    rept 

*  Federal    Emergency    Management   rtgency         B2/O4/30        32p  p 
IB373    121         24X    Flehe    50-295, B3/Q4/OB. 8303100123 

—  9305100(36  "Posl-Eierc ise  Evaluations  Eterc i SB  of  Stato  &  Local 
Radiological  Emergency  Response  Plans  for  IL  <•  HI  (Near  Zion 
Nuclear  Power  Station)  " 

*  Federal    Emergency    ManaoBmsnt   Agency         B1/O7/29        <54pp 
IB373    153         24X    Ftche    3O-29S.  B3/O4/OB,  S3051O0122 

B309100I43  Submits    status    of    off site    emergency    preparedness    issues   re 
FEMA   regions]    verification*    through   B30304    I    data    received 
through    B30331    concerning    acAeduJe    For    completion    of    Issues 
at    facilities 

HRlMMiR    W       Federal    Emergency    ManagemBnt   Agency        93/04/36 
JORDAN.E   L        Division   of    emergency    Preparedness   6   Engineerlna 
Response     (Post    B3D103)          9pp          1B379   OOI          24X   Fiche    SO-SSf,  03/OH/SA, 
B3QS100143 


—8305330479   "NHC/FEMA  Joint   Ounrterlg    Rept    to   Congross    on    Emtrgincu 
Preparedneasi  Jan-Mar    19B3   " 

»     NRC   -  No  Detailed   Affiliation   Given        *      Federal   e«i*ro.«ncu 
Management   Agencg         03/03/31          39pp          1B342    136 

H3Q3340Q36  Forwards   request    for   OMB    raviaw  &    supportino    «tat*(nint   M 
NUfiEO-0737,  TM1   action    plan 

NdRRY,  P   8         Office    nf   Administration         B3/03/19         SCURRY.  M         Offlet 
o*  Management  t  Budget         ip         18394   260 

0303340188  Forwards    INPO    "Evaluation   of  Oyster   Creek   Nucloar    generating 
Station.  19flS   "   Evaluation   conducted  8210HB-H01 


DRUNNER.e  J        Division    of  Project   h  Resident   Program. 
TAVLOR.JM        Dlvl»lon    of   Reactor  Programs    (Pre   830103), 
18371    313        24X  Fiche    30-219i  83/03/06,  S3032404BS 


B3/OS/OA 
If 


B30324O476   "Evaluation    of   Ogster  Creek   Nuclear   Oeneratlna    St*tlon. 
1982    " 


•      Institute    of   Nuclear   Poiuer   Operations        83/03/31 
1B371    31o        S4X   Fiche;  3O-219,  B3/05/06.  B3052404BS 


44pp 


8303340310  Forwards    "HE  Olnna   Nuclear   Power   Plant,  19B3  Evaluation    " 
BRUNNER.E  J        Division    of   Engineering    i.   Technical    Programi 
83/03/06        TAVLOR.J  M        Division    of   Safeguarift    t,   Inspection   Program! 
(Poit  B30103)        CA9E.E  O        Office   of   Nuclear   Reactor   Regulation, 
Director        Ip        1SS71    H74        24X   Fiche    3O-S44.  83/O3/O6,  8303240310- 


—  8305240519   "BE  Oinna   Nuclear   Poyer    Plant    19HS  Evaluation, 
during   uiks   of  BS0331    b  06O7 

»      Institute   of  Nuclear  Power   Operations        B3/DVQ6        4 
18371    273         B4X   Fiche    00-244,  B3/03/O6r  B3032403  10 


conducted 


6303120421    ACS    receipt    Of    F£MA   aaOflBl     Itr    i    "Final    Eiercise    Rept    - 
Joint    State   t  Local    Railiolc-glcal    Emergency    Reaponie 
Eierclce    "   Emergency    prepdredn«ds    does    nut    provide 
reasonable   assurance    that    protective    measures    lat 1 J    be    taken 
ALLAN, J   M         Region    1.     Office    of    Director          B3/O3/04         RANDAIZA, J, B 
Maine    Yankee   Atomic    Pouer    Co         3pp.        IB133    153         2-4X 
Fiche    50-309,83/05/04.8303120421 

— 6303120426   Forwards     "Final    Eierciae    Rept    -    Joint   State    &   Local 
Radial og lea  1    Emergency   Response    Eiercise    for   Maine    Yankee 
Atomic    Power   Plant,"    conducted     on    B21211 

MCLCH/fiMLfN,  £         Fitferal    Emergency    Management    Agency          93/04/01 
RIRCKS,U  J        Office    of    the    Executive    Dire-ctor    for   Operations         If 
18433    133         24X    FIchs    3O-3O9,  B3/O3/04, B303120431 

—B30 5 120427   "Final    Eiercise   Rept   -    Joint   State   6   Local    Radiological 
Emergency    Response    Eierclae    for    Maine    Yankee   Atomic    Power 
Plant    " 

*      Federal   Emergency  Management    Agency         B3/03/31         83pp 
18433    156         34X    Fl che:  30-309,  B3/O5/O4, 03O3I2O431 

6303300498   Foi-uarils    FEMA   evaluation    of    prompt    notification    iyi     proposed 
for   Uarren    Dunes    State  Park    Propoaetf    sys    adequate    to  uiarn 
1007,   of   surrounding    population    Sys    uill    be    eiainineif    by 
NRG   during    n«it    emerQEnctj    p-reparerfjiesa    insp 

UIMD.J  A        Division   of   Radiological    (•  Materials   Safety    Programs. 
33/03/30         SOUTHWQOD,  R    J         Michigan,     State    of          Ip          1B313:O01          24X 
Flehe    30-315,  B3/05/2O,  6303300438 


B3052i037S  Speech    entitled    "NRC   Looks   Ahead, 
meeting    of   plant  manager*    In  Atlanta,  GA 
BTELLO,  V       Regional   Operations   &  OenerU    Requirements 
&pf>         1S647   278 


presented   at    B30323    IHPO 
S3/03/23 


330327010?  NUREO/CP-0043 

JOINT  NRC/AN8   MEETINO   ON   BASIC    THERMAL   HYDRAULIC    MECHANISMS 

IN   LWfl   ANALYSIS 

HBU,  Y  V.,    LEE.R        American   Nuclear   Society        83/04/30  Office   pf 

Nuclear    Regulatory   Research,    Director        &12pp         1B649   11B. 

B3O5310047  Responds    to  8303H3    Hr    outlining    specific    proposals    for 
ameliorating    facility    offslte   preparedness    situation   tc  views 
on    emsrgency   preparednei*    regulation   FEMA  will    asilst    in 
impr-oving    federal    laus    re    emergency    preparedness 
OIUFFRIDAiL  0        Federal    Emergency   Management   Agencg        03/03/23 
CUDMQ.M  N       Neiu  VorV,    State    of        4pp         1B633  2H4        24X 
Fiche    80-247.03/03/23,8303310049 


PROPOSED   RULE 


0304270179   Advises    of   rtv   In   due    date    for    submittal    of   propound    final 
run   on   Tech   Specs    to  CROR   &  AEOD,  Final    package   will    be    due 
»t    CHOa    on   B30731    t,   at    AEOD    on   B30B30 

THOHAS.C    0        Standardiiotlon  i.  Special    Projects    Branch        83/O4/I9 
EISENHUT,  D   0         Divl»ion    of    Licensing         2pp          IS244    169 


— 3303B00465  Respotiifi    tp   821213    Itr    re    potential    inadequacies    of    public 
notification    sys   at    Warren   Dunes    State    Part    in   event    of 
nuclear    emergencn    Based    on    info    provided,  proposed    sijs    uoulJ 
be   adequate    to  -liiarn    surrounding    populotlan 

ANDEHSON.J  T        Feileral    Emergenci/   Management   Agiancg         B3-/04/O1 
KEPPLER,  J.  0         Region   3,     Office    of    Director         3pp          18313   002         24.X 
Flcha    50-315,03/03/20,8303200438 

B30&230469  Respondi    ta   330332    Itr    discussing    activities    of   ANS  Special 
Committee    on  Source    Terns    Info   meetlns    to   present   iiioTk    of 
committee   uielc  Dire  if 

PALLADINO,  N  J        Commissioners        83/05/03        STHATTON^M  fl        American 
Nuclear   Society         Ip         13312    131. 


S3042B0121    Package   of   two   comments    opposing    proposed    rulq    re    NRC    policy 
itattmint    on  reglonelliafclon 

HAY.DC,    TREXLER.R  C        Aff 11 iatlon   Unknown        4BFR12619        S3/04/B2 
Office   of    the   Secretary    of    the   Commission        2pp         18291:393 

G30SD20422  Motion    to   allow  Citlttns    Assoc    for   Sound   Enirgy    to    fll* 
written  argument   on    issue    In    Heu   of    presenting    oral 
argument   at   630119   hearing   Citizens    do   not   have    finances    to 
come,    to  B*thasda,MD   for   40-mlnute    argument, 

ELLIS,.;        Citlnns   Association   for   Bound   Energij        83/01/11  Ato«le 

Safely   and   Licensing   Appeal    Panel        2pp         1B2B3  001        24JC 
Fiche-  30-443,  B3/01/11,  B3030K04Sa 

— B3OSOK0430  Written   argument    on    issue*    to    be   argued    orally    on   63011?  In 
BethesdaiMD  Citiien*   Asioc    for   Sound  Energy    unable    to   attend 
or    find    representative   Whistleblouer    protection    discussed 
ELLIS,  J        Cltiiens   Alfoclation   for   Sound  Energy        83/01/11. 
Atomic    Safety   and  Licensing    Appeal    Panel        63pp         1B2B3  O03.       34 X 
FIch*   30-443,  83/01/11,3303020432. 
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— 8309O20437   Forward*    Citiiens   Assoc     for    Sound    Energy    witness    J   Doyle 
affidavit    re    blacklisting    due    to    testimony    at    hearing! 
ELLls. J        Citiiens   Association    for   Sound    Energy        83/01/18 
ROSENTHAL.A  8        Atomic    Safety    and   Licensing    Appeal   Panel         lp 
18SB3   Q6B         24 X    Flche    5O- 443, 83/01/1 1 ,  B30SD2O422 


draft    NRC    policy    statement   on 


B30306O2B9   Comments    on    proposed     rule 
r eg lonal 1 tati  on   Supports     rule 
ETCHBflUM.  W    H         Maryland,     State    of          48FI112619    OS')         B3/04/20 
tHRCKSi  M  J        Office    of    tlie    Eieeuttve   Director    For  Operations         In 
1B344    324 


--B3O3020444   Affidavit    of    J  Dogle    re    blacklisting    due    to    testimony   at 
hearings   NRC    should    take    immediate   &   stringent   measures    to 
(tap    insidious    practice   NRC   current    protection    far 
whistleblomers    i*    farce   Si   charadu  Certificate    of    Svc    end 
DOYLE,  J         Affiliation    Unknown         B3/OI/17         4pp          1B283   069         24* 
Flche    SO-445.  B3/O1 /1 1 , 8305Q2O422 


B3-Q3O6O294   Comme-nti    on    proposed    rule    rs   d ecen era  1  i  lat ion    of   NRC 
licensing    functions   Requests   maintaining    centrallied 
1  icensing    June  tlon    for    radlopharm    business    to    enhance 
saftti/    of    emp i oyees.  cu stomers    tr   public 

WHITE,  L   M         Syncor    Interne  t  Intial          4BFR12619   O3O        83/04/29 
Docketing    &  Services    Branch         app         1S344  320 


6303030069  Comments    on   B30413   final    10CFR3O  73    rulemaklng    package    re 
LERt   Concerns    listed 

MARTIN.J   Q         Region    9,     Office    uf    Director         B3/O4/27         HELTEMES,  C    J 
Director's    Office         2pp          18300   33B 

8303030416  Package    of    tuio   comments    supporting    proposod    rule    10CFR35  re 
jroup    licensing    for    certain   Group    IV  medical    devices 
RDBIN90N-R   0        American   College   of   Nuclear   Physicians        STRAUSS.  R  J 
Affiliation  Unknown        4BFR131B9        B3/O4/29  Docketing    t  Services 

Branch         4pp          18306   316 


83Q3Q603B3  Package   of    tftree    comments    on   proposed    rule   re    planned 
ftudl»s    of    QA    program;     far    const    of    nuclear    pauier    plants 
GUSTAFSON,  L    D         Affiliation    Unknown         KEMBV.  W   O         Duke    Power    Co 
WEISS, E   R         Union    of    Concerned    Scientists          4BFR9106         B3/O5/Q3 
Docks  ting    t,   Services    Branch          29pp          1&344     IOB 

B3Q3060436   Comnients    an    prapoiad    rule     10CFR35    re    group    licensing     fo 
certain  Group    IV  medical    devices    Supports   rifle 
GARCIA, M   J          Affiliation    Unfcnoun          48FR131B?    O1O        B3/Q3/02 
Docketing    &  Services    Branch         2pp          LB343    14? 


83090304-18  Comments    on   proposed    rules    10CFR2  t   90    re    granting    temporary 
OLt   Opposes   rule 

LEHKS,  H   I        Lewis,     M        4BFR14726  002        S3/04/3H  Office   of    the 

Secrttarg    of    tho   Commission         IP         IB30&   347 

B303030430  Comments    an   proposed    rule   re   alternative    programs    for 
improving    QA  &  QC    In   const    of   nuclear    power    plants    NRC 
cons  Iterations    should    be    to   assure    that    regulatory 
framiiuork    combine*    activities    of    licensee   &  NRC 

OPREA.Q  W        Houston   Lighting   &   Power   Co        48FR9106   O13        B3/01/22 
CHILK.B  J        Office    of    the   Secretary    of    the   C-ommisslon        9pp 
1B2T2    194 

B309O30437  Comment*    on   proposed    rule    re   QA  programs    for    const   of 
nucl*»r    poiiier    plants   Supports    improvBrnent    of    QA   program 
CQMPTQN,  N         Affiliation    Unknown         4BFR7106   014         B3/04/25  Office 

of    til*  Secretary    of    the   Commission        4pp         1830 A  320 


83030i0437   Comnientt    on    proposed     rule    re    OA/QC     for     canit    of   nuclear 
paiuer     plants    prepared     6  ij    D    Hubbard     an    behalf     of    NRDC 
Bupports   rule 

O'NEILL, J         Affiliation    Unknown          49FR9106    022         S3/05CD3 
Comml  s  sionors         If         1Q343    MS 

Q30506043B  Comments    on   proposed    rule    re    planned    studies    of  QA  programs 
•for   co-net    of    nuclear    poujer    plants 

TIERNAN.J   A          Baltimore    Oas    t.   Electric    Co          4BF.R91O6   O3 !         B3/04/3? 
Docketing    Si    Services     Qrancfi          3p  p          1B343     151 

B303060373  Comments    on    proposed    rule    10CFH30   re    environ    qualification 
Hang    operating    plants    operating    u/unqua lifted    equipment    i 
a/a    justification   NRC    mado    finding    that    justifications 
adequate   NRC    should    bo    ob 11  gated    to    enforce    requirements 
WEI8S.E   fl         Harmon    t,    Weiss          47FRa876   OS7         33/04/1? 
PALLADIND,  N   J    ,     ASSELSTINE.J    ,     AHEAffNC,  J   F         Commis.  (onen         2pp 
1S34Q    349 


630SO30441   Package    of    three    comments    on    proposed    rule   re    planned 
i.tudl*t    of  flA   programs    for    const   of   nuclear    power    plants 
KELLY.  R  B        Btone   ti   Mobster   Engineering    Corp        UHRIG.R  E        Florida 
Pouer    (<   Light    Co         ALLEN,  R    E         Power   Engineering         4BFH9106 
93/04/29  Docketing    t>  Services    Oranch         13pp         1B3O6  2 BO 

B3Q3Q304.72  Comments    on   proposed    rule   re   NRC    policy    statement    an 
r*g tonal  1 zatlon   Supports   rule   Special    attention    should    be 
glv<n    to   areas    of    staff  ing. regional    ofcs   h  mechanisms    to 
•••urn    uniformity    in    program  administration 

OIESE,  B  J  Minnesota,  State  of  IBFRlHil1?  02B  B3/O4/26 
CHILKi  a  J  Office  of  the  Secretarg  of  the  Commission  lp 
19306  214, 


B30&110012  Comments    on   methods    for    improving    ^ualitg  of    nuclear    pouei- 
plant     const. per   630320    request    Focus    of    NRC    QA/GC    programs 

should    be    shifted    auiay     from    program    content    ti   more  towards 
actual    program    performance 

MARIANI.L    P    .     CARNEY,  J         American    Nuclear    Insurers         4BFR91OA    031 

B3/OS/O3        DEYDUNO,  H   C         Director's    Offlcej     Office  of    Inspection  and 
Enforcement         3pp         1B409    020 

B305180S4i  Comments    on    proposed    rule    n?  NRC   polici)    statement    on 
r eg lonal i intl on   Supports    rule 

WITHEflS.B    D        Portland    General    Electric    Co         H9FR12619   033 
B3/OS/02  Docketing    V  Services    Branch        Syp         18WQ  O60 


B30 5030490  Commints    on   propoied    rule    10CFR33  adding   Group    IV  medical 
dtvlc*    for    initantaneous    imaging    ui/I-129   sealed    lourco 
(liiitcope)    Supports   rule 

TANSEYiW  J        Downars   orovs   Orthopedic    Associates.    Downers   Orovo-r     IL 
4BFR 13139  007        S3/O4/S2  Docketing    t*  Services    Branch         Ip 

174 


630 303 O4 B7  Comments    on    proposed    rule    re    policy    statement    on 
rvglonalliation   Opposes    rule 

WDRTHGN, M        Affiliation  Unknown        4SFR13617   O2t        83/O4/20 
of    th-s  Secretary,    of    th>  Commission        lp         1930S  a  SO 

B3Q3Q3'059S  Comments    on   proposed    rule   re    polici)    statement   on 
regional! tatlon   Bupports    rule 

TEDFOnDfC   F        Arliona,    Stato    of        4BFRlBil9  O27        83/O4/22 
Docketing   &  Services   Branch        2pp         1B3O6  089 


83031803-72  Comments    on    proposed    rule    re  NRC   policu,    statement    on 
reg lanal 1 l atton  Opposes    rule 

ELLIS,  J  Citiiens  Association  Far  Sound  Energy  4SFR12619  D33 
83/05/02  BTELLO.V  Regional  Operations  *,  Generic  (leauiremen  ts 
7pp  1B470  OA2 

S3O91B0306  Commonts    on    pToposed    rule    re    planned    studies    of  QA  programs 
•fo-r   conlt    af    nuclear    power    plants    Opposes   rule    Present    DA 
programs   adequate    Imp  1  e-mcn  tati  on   &    timeliness    of    programs 
require   more    active    participation 

ECKERT.R   M         Atomic     Industrial    Forum         4BFH91O&    023         S3/03/0& 
Docketing    h    Set-views    Branch          3pp  1B4B6   014 

— B303ISO313    "Positive   Experience    in    Designing    ti  Constructing  Nuclear 
Power   Plants    " 
*      Atomic    Industrial     Forum         B3/O1/31         3Bpp          18484.   017 


S3090&Q&3&  Comments    on   proposed    rule    re    dacentrall tation   of   NRC 
h*adq,uartlr    function*   Opposes    rula 

FfiEY.D  O        Bassafrai   Audubon   Society        IBFHISoi?  031         B3/O3/O2 
NRC    -   No   Detailed   Affiliation   Given        2pp         18349    191 

9309060344  Comments    on    proposed    rule    10CFR50  re    changes    to    regulations 
on    Tech   8a*ci    for   nuclear    power    reactors   Endorses    concepts 
embodied    In  rule   Urgas   Commission    to    implement    rule    on 
schedule   reflecting    priority 

CCJUNBIL,  H  0        Northtast   Utilities    Service   Co        COUNBIL,  H  0 
Northeast  Utilities        47FR133&?  032        83/04/25        CHILK,  S   J        Office 
at    thi  Secretary    of    the   Commission        3pp         18345   193 


B3051Q0330  Comments    on   propojod    rule    re    planned    studies    of  OA/QC 
programs    for    const    of    nuclear    pouier    plants    Extension  ol» 
deadline   far    public    comments    requested    so   public    Input   ulll 
b*    considered     in   studies 

FREY.O   0         Sassafras    Auiuco-n    Society          48FH7IOi    024         93/O5/OS 
HARPSTERjT    L          OA    Branch          Kpp  134B6   OSS 

9309180334  Package   of    three    comments    opposing    NRC    policy    statement   on 
reg lonal i latt  on 

PENNEti.P  S         Illinois,     State    of         flLJZICKA.W  0        Union   Cdrbtde   Corp 
RUSLIiMO.D    H          Intei-ion     Dept       of.      Oeologlcal    Survey         •1BFR12611f 
B3/OS/13  0octettng    b    Ssrvicas    Branch         3pp          1B4B&   289 


9303060234  Comments    on    proposed    rule    10CFJH40   re    removdl    of  Appi    A 
through   H   from    financial    protection  requirements   d 
Indemnity    agreement!   Opposes   rule 

OUCHA.L  T.       Seargia   poutr   Co        4BFR93B4   018        a3/04/2S  Docketina 

&    Service*    Branch         Eop         1B343  522 


B30S18034I    Package   of    tiuo    comments    opposing    proposed    rulai    10CFHS  d  50 
re    issuance    t,f    temporary    DL   &    significant    hazards 
c-onilderatloci 

DOUGHERTY,  J  Q        Doughtrty,     J  D         LANPHER,  L    C         Hirkpacr  icfc.    Lockhflrti 
HJ11.     Christopher   *•  Phillips         18FR14926        33/05/06  Office   of   the 

Secretary    at    the  Commission         l?pp         1B4B6    Stf) 
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B3031B0342   Comments    on    proposed    rule    10CFR50   re    stds    for    determining 
whether    license   amend!    involve   no    significant    hazards 
com  ld->ratl  nns    Supports    rule   Changes    to    current    Commission 
practices   can   be   achieved  m/o   compromising    public    safety 
HELFR1CH.R    E        Yankee   Atomic    Electric    Co         4BFR14B64   016         83/05/06 
Docketing    b   Services    Branch         6pp         18492   001 

B3031B0347   Package    of     two    comments    opposing  proposed    rules    10CFRE   ti   SO 

r«     i  nuance    oF    temporary    DL   !.   significant  haiards 
com  Id  eratlons 

HI  ATT,  S   L         Ohio   Citizens    for   Responsible  Energy         TIEOKE,  J   H 
League    of   Women   Voters    of   Suffolk    Co    ,     NY        18FR14726         B3/03/O3 

Docketing    !>   Services    Branch         3pp         15-135  291 

3305180331    Comment!    on    proposed    rule    re    NRC    policy    statement    on 
peg  lonjl  1  lation  Policy   has    potential    to    improve   quality    of 
nuclear   regulation    If   definitive   policies   t   proper   mat 
controls   are   developed    In   .advance    of    Implementation 
DWEN.H   H        Atomic    Industrial    Forum        4BFRI2619   032         B3/05/04 
Docketing    Si   Service*    Branch         4pp         1B489   27  B 

S3031B0333  Package   of    three   comments   opposing   NRC   policy    statement    re 
reg  tonal  i  lation 

LEVltJE.S  H       Pennsylvania   Btate   l/nlv        RICHARDS,  W  J        American 
Nuclear    Society         BUDN1TZ.R   J        Future    Resources   Associates,      Inc 
4BFRI2619         33/03/09  Docketing    &   Services    Branch         6pp 

1B4BS   363 


B303180396  Comments   on   proposed   rule    10CFRSO  re    stds    for    determining 
whether    license  amend    involves   no   significant   hazards 
considerations    Rule    does   not  meet   Congressional   man-date 
WE  I  S3-  E   R    ,     3  1  SHOP,  L   L        Union   Of   Concerned    Scientists         48FR14BA4 
003       B3/05/06  Commissioners        I7pp        1S4B5  245 


5309180436  Comments    on    proposed    rule    10CFR33   re    adding    device-    to 
Schedule   A.  Group    VI    used    for    Instantaneous    imaging,  ui/l-HS 
sealed    source    (Llilscope)    Supports    rule 

SDNDAOiT   J         Good    Samaritan    Hasp       Douners    Grove,  !L         48FR131B9    Oil 
83/05/05  Docketing   b   Services    Branch         lp         I84B6    194 

5309190449  Package    of    two    comment*    opposing    proposed    rules    1OCFRB   fc 
90   re    Issuance    of    temporary   OLs 

LATHAM.  S   B         Twomey,     Latham   i   Shea         REYNOLDS,  N    S    ,     HQHIN,  U   A 
Dabevolse    t.   Liberman         4SFR14926         B3/Q3/O9         CHILK,  S   J        Office    Of 
the   Secretary    of    the   Commission         lOpp         1Q4S6    1S4 

B3051B04S4  Comments    on    proposed    rules    10CFR3  d   90   re    isiuance    of 
temporjir^   OLs 

BRADDUHY.R    B         Stone    t.   Wabster    Engineering    Corp          4BFR14926    OO7 
33/09/04  Docketing    t>  Services    Branch         lp         19406   183 

B3051B04iO  Package    of    two    comment*    opposing    proposed    rule  lOCFfiSO  TI 
ilgnlflcant    hazards    considerations 

TIERNEY,  JE    ,     AHRENB,  P    .     STERN,  P         Minnesota.     State    of  4BFR14B44 

83/03/10            Docketing   &   Services    Branch         13pp         1B403  101 

B303200S18  Package    of    two    comments    opposing    proposed    rul*   re    NRC 
policy    statement    on  regionalliatlon 

DEH1TT.R  B        Concumers    Power    Co        OACE.  K        NucJear    Information   & 
Resources  Services        4BFRI2619        83/03/16  Docketing   t  S»rvlc»i 

Branch        9pp         18317   099 

B303200223  Comments   on    proposed    rule    re    studies    of    QA/QC    prograni 
at   nuclear    power   plants    Supports   rule 

CAMPBELL,  E  E        Slnnlsllppl    Alliance    for    the   Environment    (8AFE) 
4BFR9106   023         B3/09/I3  Office    Of    the    Secretary    of    th« 

Commission         3pp          18317    1OO 


03051B03SB  Package   of    five   comments    on   proposed    rule    lOCFRSO  re    stds 
for    determining   whether    license    amends    involve    no 
significant    haiards    cons  ideraticns 

KEARNEY.J   J        Edison    Electric    Institute         T1ERNAN.J   A         Baltimore    Oa* 
&  Electric   Co        *     LeBoeuf,    Lamb.    Leiby  b  MscRae        48FR11864 
83/O5/09  Docketing    &   Services    Branch         19pp         IB495   826 

3303130363  Comments   on    proposed    rule    10CFS50  re    environ   qualification 
NRC    shirking   re-spans  Ibil  ity    to   enforce   environ   qualification 
rule   promulgated   on   830106 

CURRAN,  D   .    WEISS.  E   R         Harmon   !.   Welts         47FR3B76   OBB         B3/O3/O4 
PALLADINO.N   J   ,     ASSELSTINE,  J   .     AHEARNEi  J   F         Commissioners         3pp 
I94B3   214 


6303800294  Comments    on   proposed    rule    re   NRC    policy    statement    on 
reg  lonal  1  tatlon   Support*    regional  liation    concept 

ROBINSON,  R   0        American   College   of   Nuclear   Physicians        4BFR1S6I7 
044        B3/OS/Ii  Docketing    C.   Services    Branch         lp.       16316  272 

9303200304  Comments    on   proposed    rule    re    NRC   policy    statement    on 
regionalliatlon  Opposes   rule    Potential    problem   re    handling 
generic    issues    as   result    of    occurrences    in    plant!    under 
const    foreseen 

RAHE.E   P         WestinghOUSi    Electric    Corp          4SFRIBA19    043        83/OS/12 
CHILK,  B  J        Office    of    the    Secretary    of    the   Commission        2pp 
18317   021 


6305180364  Comments   on    proposed   rule    10CFR30  re    stdl    for    determining 
whether    license   amends    Involve  no   significant    hazards 
considerations    Rule    vague   EC   unsatisfactory 

ODUOHTY.J         Seatoast    Anti-Pol lutinn   League         4BFR14S64    Oil 
B3/O3/O6  Docketing    b   Services    Branch         lp         16490   394 

S30S1B03&9  Package   of    tun   comments    opposing    10CFR50  re   stds    for 
determining   uhether    license  amends    Involve   no    significant 
safety    hazards    consideration 

FREY.D   0        Sassafras    Audubon   Society         DDROSHOW, J         Three   Mile    Island 
Alert         4BFR14864        B3/O5/09  Docketing    fc    Services    Branch         4pp 

1S490   330 


6303180376  Comments   on    proposed   rules  10CFR2  !<   50  re    sioniftcant 

baiardi    consideration   E<    issuance    of  temporary    OL   Supporti 
r-ulat 

CDNUAY,  B        Atomic    Industrial    Forum         48FR14926        B3/03/06 

Docketing   &  Services    Branch        4pp  1S4B2  039 

B3031S03S3  Comments  on    proposed   rule    10CFR50  re    nqtiflcatlon   t 
consultation  u/state    in   emergency    situation  Situation   snouliJ 
eilst  utiin   plant   already    in    shutdoun  could   tie    prevented 
from  startup    because   NHC    failed    to  act    In   tlmsly  manner 
BRADBUHY, R  B       Stone   &  Uebster  Engineering  Carp        4BFR14B64  004 
S3/O3/04  Docketing    !•   Service!    Branch         lp          1B49O   343 

B303S804O4  Packaje   of    tuo  lomments   opposing    propoied   rule    10CFRSO  re 
stds    for   determining    uhether   license   amend    involves   no 
significant   haiartfs   considerations   &  notification  of   & 
consultation   u/ttates 

AXELRAD.M       Louensteln,    Newman.    Rais,    Atelraif   fc  Toll        HI  ATT,  S   L 
Otiio  Citizens   for  Responsible  Energy        46FRl4Bi4       33/05/09 
CHILK, 3  J       Office  of    the  Secretary   of    the  Commlislan        Spp 
1B484   001 


8303100433   Comments    on    proposed    rule    10CFR35   re    adding    device    to 
Schadule  A.Qroup  VI    used    for    instantaneous    imaging   u/[-l23 
tealed    source  Supports  rule 

DEYE.J  A       American  Association  of  Physicists    in  Medicine        4BFR131S9 
012       83/09/O3       PALl-ADINQ,  N  J       Commissioners        Spp        I84B3  300 


B303S0044I    package    of    tuio    comments    opposing    proposed    rule    10CFR3O   r* 
notice  fe   state    consultation    stds    For    determining    uhether 
license   amends    Involve    no    significant    hazards 
considerations 

CQUNSIL.ua        Northealt   Utllltie*        LEWIS,  M   I         Leuisi    H       -4aFF)14fl64, 
B3/03/li        CHILK, B  J        Office    of    the    Secretary    oC    the  Commiolcn 
13pp        1H3IB    128 

S303S00436  Requests    comment    period    for    proposed    rule    on   HA  programs    be 
extended   until    full    Impact    of   QA  breakdown    leading    to  ATW3 
at  Salem   fully    assessed   fc  reported 

LEM13,  M   I        Leuls,    M        4BFR9106  036        83/05/12  Docketing    t 

Services   Branch        2pp         13312  360 

8303200461    Comments   on    proposed    rules    10CFR2  &   SO   re    issuance    of 
temporary   OL   Supports   rule 

PATTERSON,  J  D        Kiddle    South   Utilities.     Inc      -  Middle   South    Energy, 
Inc        4BFR14926   01O        Q3/09/O6  Docketing    &  Service*   Branch         Spp 

1B313   021 

8303200470  Submits   UCS   comments    on   proposed    rule    re   NRC    policy 
statement   on    reglonaliiatlon   Opposes    rule 
WEISS,  E   R         Harmon   t   Weiss         4BFR12il9    044         33/03/17 

Commissioner*       6pp       1B313  013 

8303330324  Revised    procedures    for    processing    Ilcant*    amends    for    pou»r 
reactor    testing    facllltlei    (Sholly    legislation), Interim 
final    rule*    for   notice   fc   state    consideration   <•   stds    for 
determining    whether   amends    involve   no    hazards    enel 
EIBENHUT,  D   0.        Division    Of   Licenslno         83/03/06          17pp          1837A:  17*. 

— 830B230333    Interim   final    rule    for    10CFRZ  &    10CFR30   re   revised 
procedures    For    processing    license   amend*   h  notice   fc    state 
consultation 

CHILK.S       Office    of    the    Secretary    of    the   Commission        DLOP-3BB, 
B3/04/04         34pp          18376    196 

-'8309110381    "Strfs    for   Determining   Whether   License   Amend*    Involve    No 
Significant  Hazards    Consideration!    "    Interim   final    rule 
Dissenting    vieuis    of  Commissioners    A*selstlne    t>  Ollinsky   rt 
use   of  Sholly    amend    encl 

CHILK.S  J,       Office    of    the    Secretary    of    the   CommUtion        DLQP-22S. 
83/04/04        49pp         1B97&  230 
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S303S.3O4BO   Responds    to    B30314    Itr    urging    implementation   of    ipsnt    fuel 
provision*    of   Nuclear    Waste   Policg    Act    (P   L   97-433) 
Proposed    rule    10CFR33i     "Criteria    fur    Determining    Adequacy 
of  Available   Spent   Nuclear   Fuel    Storage   Capacity"    enc  1 
PALLADINO.N   J         Comml  ill  oners         83/O4/27         R1LEY.R    II         South 
Carolina.    State    at        2pp         1B342  027 


—3305230493   Comments 


proposed    rule     10CFR5O 


amends    involve    no    significant    haiards 


uhetner  licens 
e-ons  i  d  erat  i  on  5 
HURFORD.H  J  Carolina  Pomet-  !i  LigHt  Co  4SFF)I4S64  0)B 

CHILK.5   J         Office    of     the    Secre-tary    of    the    Commission 
18389    300 


itds    for    determining 


83/03/16 
3pp 


— 8303230423   Proposed    rule     10CFR53,     "Criteria    t,   Proceduras     for 
Determining    Adequacy    of   Available   Spent   Nuclear    Fuel 
Storage   Capacity    " 

CHlLKj S  J        Office    of    the    Secretary    of    the    Commission        83/04/26 
20pp          18342   029 


QA    program      for 


B3O3B50317    Package    of    two     comments     on    proposed    Ttili 
const    of     nuclear    power    plants 

WILKINSON,  E    P          Institute     of    Nucle-ar    Power    Operations         MAR  I  AMI.  L   P 
CARNEV.J         American    Nuclear    Society         4BFR91OA          B3/03/33 
DE YOUNG  -  H    C          Directnr'5    Office,     Office    of     Inspection   and 
Enforcement          3n  p          13388    268 


9303240133   Ac h    receipt    of   830319    Itr    expressing    concern   re   Commiasic 
treatment    of    license    amend    request    concerning    rsracking    of 
spant    fuel    itorage    pool*    In    Interim    final    rule    License 
amend    requests    eiamlned    on   case-by-case    basis 

PALtADINOiN   J         Commissioner!         33/04/22         SIMPSON, A    K         House    of 
Rep    i    Environment   fc   Public    Uorks        2pp         18974    001 


0309230329-   Forward*    J    Jackson     comments    on    proposed    rule    re    QA    progrt 
for     const    of    nu<  1  0ar    pouter    plants 

BTINSON.  R    C         Management    Analysis    Co         48FR91O&    D29        83/04/33 
DIRCKS.W    J         Office    of    tfce    Eifrcutive    Director     For    Operations          lp 
IQ38B   530 


-B3O324Oli7  Act    receipt    of   B30315   1 tr    expressing    concern    re    Commission 
treatment    of    license    amend    request    concerning    reracUng    of 
*p«nt    fu»l    storage    pools    in    interim   final    rule   License 
amend    requests    examined    on   case-by-case   basis 

PALLADINOiN        Commissioners        B3/O4/22        HART,  G        House    of  Rep    . 
Environment   &  Public    Works        Spy         18394  003 


—  3303230335   Comments    on    proposed    rule    re    QA    prog 
nuclear    po 
o  x  per  i  ence 

JACKSON,  J         Management    Analysis    Co 
TAYLOR,  J   M         Division     of    Bafeguard-s 
B30103>          3pp          IB  3B8    231 


for    const    of 


er    plants    Recommends    strong    emphasis    on  QA    tng  t 


4BFR91O&    O29        83/04/23 
Inspection    Programs    (Po 


-B309240179  Ac h    receipt    of   830313  ti   24    Itrs    expressing    concern    re 
Commission    treatment    of    license    amend    requests    concerning 
Tsracking    of    spent    fuel    storage    pools    In    Interim    final    rule 
Amend    requests    examined    on   case-toy-case    basis 

FALLADINO.N  J        Commissioners        B3/O4/22        MITCHELL.,0    J        House    of 
Rep    .     Environment    (<  Public    Marks        2pp         18371   005 


83QSS70003    Comment*    on    proposed     rule    re   NRC    policy     statement    on 
regional tiotlon    Majnr    technical    activities    re    plant 
licensing    should    remain   ulthln   NHR    jurisdlcat ion 

HRADBUHY.  R   B         Stone    V   Weoater    Engineering    Corp          4BFR12619   049 
93/O3/li  Docketing    &    Services     Branch          tp  1663B   323 


— B30&2*0190    "Btdi    fop    Determining    Whether   License   Amends    Involve   No 
Significant   Haiards   Cons  1  derations. "    10CFRSO    interim   fln»l 
Tula.  Amends    rsgulatlon    to    ipeclfy    atds    for    determining    if 
requested    amend    to   OL    Involves    significant    hajards 
CHILR. 6,  J        Office    of    the   Secretary    of    the   Commission        83/O4/O4 
44pp.        18394    007 

93032JQ37H   Comment*    an    prapDied   rule    ro    planned    studies   of   QA   programs 
tOT    const    of   nuclear    pouer    plants, Supports    program 
*      Affiliation   Unknown        4GFR9I06  02G        03/05/1-5  Docketing    (< 

Serv£c»s    Branch         lp         18392    10O 

9309230381    Comments    on    proposed    rule    re    planned    studies    of   QA  programs 
•*OT    const    of    nuclear    paiuir    plants,  Supports    1NPQ   const   t, 
•valuation    program.  Further    use    of    third-party    svcs   may 
resi/It    In  reduction    of    utll    reiponsibl  1 1  ty 

EDELMANi M   R         Cleveland    Electric     lllumlnatlno    Co          tePR9106   0?7 
S3/03X1A  DDCkttlng    fc    Services    Branch          lp          1B39S    IO1 

Q30325040i  PscVage   of   tuio   comments   supporting   propoCEd   rule   re  NRC 
policy    statement    on    regional liatlon 

REYNOLDS, N  S,       Debevolse   &  LlUsrman        BRADBURY,  R   B        Stone    (•  MebstBr 
EnginearinB    Corp        40FR1B619        B3/03/19        CH1LK, 3   J        Office   of    the 
Secretary   of   the  Commission       7pp,       18392  084 


S30B2304O9  Comments    on    propoiad    rul 
regional liation  Supports    rule 
MUSOLF. D.       Northern   States   Power   Co 
Docketing   fc  8ervlcei    Branch        2pp 


re   NRC    policy    statement    on 

4BFR126I9   090         B3/03/Id> 
183B3    330 


B3O3290413  Package    of    two    comments    opposing    proposed    rulo    re    NRC    policy 
•tatanent    on   regionalizat Ion 

UHRIOiR   E       Florida   Pouer   b  Light  Co       *     Affiliation  Unknown 
•48FRI2619.       83/03/20  Docketing    &   Services   Branch         7pp 

105Q3  274, 

B303K9042O  Gamments    on    proposed    rule    ro   NRC    policy    statimont    on 
rtj  1  ona 1 1 latlon  Supports    rule 

KEARHEYi  J  J        Edison   Electric    Institute        4BFR1H619  O47        B3/O3/16 
CHILK.&  J        Office    of    the   Secretary    of    the   Commission        Epp 
13533:291, 

830523042-2  Comments    on   proposed    rule    10CFR30  re    license   amend* 
Involving    no    significant    hazards    consideration    NRC    proposal 
vague   tt   open    to    interpretation 

*      Affiliation   Unknown        4BFRM864   019        83/03/11  Doth. tins   k 

Svrvlcec   Branch         lp         18383  338 

8303330489  Forwards   comments   on  proposed   rule   10CFRSO  re   »tds   for 
dftarnlning    whether    license    amends    involve    no    significant 
haiards   considerations. 

FLYNNi6  F.       Carolina   Power   S.  Light   Co        4SFR14864   019        83/03/li 
CHILK.6  0        Office    of    the   Secretary    of    the   Commission         lp 
189881  299. 


PROJECTS   -    PREBOCKET    LICENSING 


BG0303O6S9    Clarifies    definitions    of    plant    ti    project     low    level    raduastos 
to    be   used    in    developing    Nest    Valley    Domonstra  t  ion    Project 
mgt    plan    J<   subsequent    environ    assessment   documenta  tlon 
HrtNNUM,  W   H         Ensrgy,     Dept       of          S2197         B3/O-1/OI          CLARK,  A   T 
Advanced    Fue-1    tt    Spent    Fuel    Licensing    Branch          2pp          IB309    13B         S4X 
Fie  No    3O-E01.93/O4/Oli  a3O3O3OtBB 

9305040093    Forwards    comments    on    B3O224    topical     rept,     "Topical    SAR    for 
Castor   Catk    Type    ISF51     (Dry    Storage]    "    Revised    rept    still 
lacks   adequate    definition    re    design    requirements   & 
at  j  ec  tl  vet 

RQUSEiL    C         Advanced    Fuel     &    Spent    Fuel    Licensing    Branch         83/04/32 
ROLLINS,  J  D        Gesellschaft    Puer   Nuklaar    Service,     mbH        33pp 
1S32S    197 

BG090&02&I    For  wards   Vo  1    2    bo    "Annual    Environ   »Ep  ti  Rail  lological,  19BS  " 
SIE9ER,J    D         Dunuesn*    Light    Co          ND1HBL    2463         QS/  04/25 
UICOINTON,  D        Operating    Reactors    Branch    1         lp          183-14    193        24X 
Fiche    30-334.  B3/O4/23,  030SOAOa6I 

--930306026°  Yol  a  to  "Annual  Environ  flept,  Had  i  c-log  i  cal,  19B2  " 
*  Duq,uesne  Light  Co  83/04/23  136pp  19344  194  2-tX 
Flche  30-331,  93/04/25,  B3OSO6026I 

B303090212   Forwards   propriatery    "West  l  nijhouae   Atfvancad   PWR   Pretenderlng 
Module    5   *  Chemical    b   Vol    Control    Sijs    "    Application   for 
UJlthholding    &  Affidavit    enc)    Rept    uilthheld     (ref    lOCFfia  790) 
RAHE.E   P         Uestlnghous«    Electric    Corp         NS-EPR-2739        83/04/29 
0          Division    of    Licensing         3pp          18362   343 


—  B3QSQVO3Q3  Application    for    withholding    proprietary    "Wastjnghouse 
Advanced   PUR    Pretend  er-lng    Module    3  -  Chemical    tt   Vol   Control 
SKI   "  Affidavit  uncl 

UIESEMANNj  ft    A         Mestlnghauae    Electric    Corp          AW-  63  -36         83/04/S7 
EIBEHHUT.  D    0          Division    a  F    Licensing         9pp  13363   344 

B3OS100339  Notifies   of    applicant    request    for    leave    to  ulthrfraw  appeal 
in    Instant  matter 

ADRADNA,  J  r!        8p|egel    4   HcDiarmid         ADRAQNAr  J  M        Pacific   Oas   i< 
Ele-etrlc    Co          ISSUANCES    A          83/OS/O?         ROSENTHAL,  A   9   ,     MOORE,  T   S   , 
EDLES,  0   J        Atomic   Safety    and    Licensing    Appeal    Panel         lp 
16370   339, 

B3O3I0034&   Advi*»s    that    author    mill    present   830318    oral    argument   on 
behalf    of   util    re    intervanor    Northern   California    Power 
Ag»nc\j    appeal    from  83O1  19  memorandum  t>    order 

FALLIN,  J   F        Pacific    Oa  c    &    Electric    Co         ISSUANCES  A        B  3/05/0-1 
SHOEMAKER,  C   J        Atomic    Safety    and    Licensing    Appeal    Panel         lp 
18379   O1S 

8303110343   Order    granting    Northern   California    Pouer   Agtnctj    motion    for 
leave    to   witluJrau  appcat    from   33O117  memorandum    t>   order    In 
antitrust    protneding    Order    scheduling    appeal    from   B3051G 
or*I    argument    vacated 

SHOEMAKER,  C   J        Atomic    Safety    and    Licensing    Appeal    Panel         ISSUANCES 
A         B3/O3/07  Pacific    Oas    k    Electric    Co         lp         1B40A    186 
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S30313O27A    Reqiuc-sts    addl     info    re    B302Q1    affidavit    requesting    Apps    1,3. 
5.6    !.    1O    of    Rev    1     to    "rofical     SflR     far    Castor    Cask    Tijpe 
ISFSf     <n?n    Storage),  "    tie    withheld     <ref     1OCFR9   5    t,   2   790) 
HOUSE, I-   C         Advanced    Fuel    &    Spent    Fua  1    Licensing    Branch         B3/Q5/03 
ROLLINS. J    D         ffesellscliaft    fuer    NuHear    Servico,     mbH         Ip 
1B454   226 


B30SOEQ133  Supplemental    Part   21    Rept   6   re    possible    thermosfcatic 
valva  malfunction    fail-safe    to    full    cooling    position  Loui-r 
overrun   assemblies    in   Robertshau   valves    on    diesel    generator 
sets   replaced   u/assombl 1 es    using    cotter    pins 

MORIARTV.J  H  Colt  Industries,  Inc  B3/O4/21  KEPPLER,  J  0.  fttfli 
3.  Office  of  Director  Ip  1B27B  219  24X  Fiche  50-4B3.  B3/Q4/2I. 
8305020133 


3303160363   Forwards    nonpi'oprietary    i.    proprietary    varsions    of    "Topical 
Hept    for    REft   S023    Drif    Storage    Cask     for    BUR    Spent    Fuel,"    pep 
1OCFR7S   Affidavit    to    withhold    proprietary    info    eneE    W/o 
(iropr  l»tary.   version 

PARKER,  PE         Ridifialgh,     Eflgers    tt   Associates         22161         B3/O4/14 
ROUSE, L   C         Advanced    Fuel    6   Spent    Fuel    Licensing    Branch         4pp 
19473    021 


83090302?!    Supplemental    response    to   Part   21    rept    re    postulated   plpt 
cracfc    In   HPC1.  RC1C,  reac  tor    water    cleanup    sut    t  main    steam 
line    drains  Required   modi    mill    be    Installed    to   meet 
requirements    of    environ    qualification    program 

DIETZ.C    R         Carolina    Power    &    Light    Co         BBEP/B3-1260         B3/O4/S4 
O'REILLY,  J   P         Region    2.     Office    of    Director          In          10300   061         24X 
FicJie    30-324,93/04/36.  B303030291 


— 8305140345    "Topical    Rnpl    for    REA   2O23   Dry    Storage    Catk     for    BHR    Spent 
Fuel    " 

»      Hidihalgh,     Eggeri    &   Associates          22(61         B3/04/04         574pp 
1S473   023 

B30S1BOB05   Respondi    to   B 3O329    Itr    requesting    records    of     former    NRC- 
licen-sad    burial    area   Arrangement    should    be  made   u/DOE    for 
site   access 

UNITE,  I    L        New   York,    State   of-     Energy   Research   6  Deve  Iflpment 
Administration         222)3         93/04/12         CUNNINGHAM,  R   E         Division    of   Fuel 
Cycle    tr  Material    Safety         Ip         18505   350 

B3051B081O  Respond*    to  B30307    I tr    advising    of   continued   monitoring    of 
Series    19BO   t-    E9B2    uiells    b<|    DOE   Ultimate    disposition    of 
til*  11*    ulll    ba    determined    by   DOE  b  ERDA   prior    to   completion 
of      project 

DEHOERjT  K        New   York,    State    of.     Energy   Research    &   Development 
Administration         32214         B3/O4/I3         CUNNINGHAM,  R    E         Division    of    Fuel 
Cycle    &    Material    Safety          Ip          16505   352 

8309230013   Forwards   Rev    1    to   "Functional    t,  Operational    Requirements 
For    Component    Test    Stand,"    for    comments    b<j    B30515 
HLJNNUM.W  H        Energy,     Dept      of,     Idaho   Operations  Off        83/O4/10 
CLARK.  A   T        Advance-d    Fuel    t<  Spent    Fuel    Licensing    Branch        Ip 
18342   233         24X    Flclie    30-301.  33/04/1  B.  8303230013 

— 83OS230020    Rev    1     to    "Functional    6   Op  era t lona  1    Requirement*     for 
Component    Test    Stand    " 

«      Mi*t    Valley    Nuclear    Services    Co    .      Inc          B3/03/23         32 pp 
18342   23S         S4K    FichB    SO-201.  B3/04/IB, 930333001 5 


9303030300  Part   21    rapt   re    linear    indications    Identified    In   BA   104 
grade    pipe    Initially    reported    on   830413  Caused    bij    mfg 
procasi    error   &   ultrasonic    eiam    inadequacies    All    iiamlils 
pipe   put    on   hold   &   magnetic    particle    examined 

CARLISLE, C    9         ^aldington   Public    Poiuar    Supplg    System         002-63-34? 
83/04/15         MARTIN.J    D         Region    3,     OffiiB    of    Director         IBpp 
1B297   070         24X    Fiche    30-397,  B3/04/ 13.  H3O3030300 

B30303037O  Seventh    interim   deficiency    rapt    re    failure    of   bolts    ti   nuti 
to  mvet   A5TM   specs    Initially    reported    on    S10924  Result*   of 
analysis    of   bolting    mat  I    will    be    evaluated    Neit    rept   uill    be 
submitted    By    B3O7Q7   Also   reported    per    10CFR31 

MILLS,L   H         Tennessee    Valley    Authority          lOCHi    050    S3E        B3/04/3U 
O'REILLY,  J   P         Region    S,     Office    Of    Director         2pp          10304-217         34  X 
Fiche    30-43D.  B3/04/2B,  8305030370 

6305030387  Part   21    rept    re    pipe    clamps    for    snubber/ltrutl    oriintii!    in 
off-a»ia    direction    Initlallu    reported    on    B30224  it   by    IE 
Info   Notice  B3-13  Clamps    ulll    be    replaced    by    end    of   Fall 
19B3  refueling    outage 

DIETZ,C   R        Carolina   Power   &  Light   Co        B SEP /83- 1220        B3/04/3S 
O'REILLY.J  P        Region   2,    Office    of   Director        2pp         1BB92  316       24X 
Fiche    50-324,  03/04/23,  B30S0303B7 

83030404B4    Interim   deficleney    rept   re    none  on  form Ing    condition    on 
Class    IE    loin  voltage    sultchgear    mfg    by    Broun    Doverl 
Electric    Initially    reported    an   821252  Melding    fit    planned 
for   cubicle   EP2C05  Final    rept   will    be    submitted    bg    831130 
EDELMAN,  M   R         Cleveland    Electric     Illuminating    Co          10CFR   050    3SE 
B3/04/27         KEPPL6R.J   G         Region    3r     Office    of    Director         2pp 
1B3I9   393         24X   Fiche    SO-440.  B3/04/27.  B3030404B6 


B30323004i    Forwards    "Topical    Rept    for    REA   3023   Dry   Storage  Cask    for   OWR 
Spent    Fcelj "    for    revlau 

PARKER, P    E         Rldlhalgh,     Eggera    t,   Assqciates          I09B/B3/57         B3/04/14 
BQUSE.  L  C        Advanced    Fuel    &  Spent   Fue^l    Licensing    Branch         Ip 
18343    133 

— B305S3OOS6   Forward*    affidavit    rsituoting    uithholdtng    of    proprietary 
info    included    In    "Topical   Rept    for    REA    3023   Dry   storage   Casfc 
for  BUR   Spent   Fuel- "    tret   lOCFHS  790) 

PARKER, P   E         Ridihalghi     Eggers    It   Associates         1O7S/B3/9B 
B3/04/lfl         HOUSE, L   C         Advanced    Fuel    &    Spent   Fuel    Licensing    Branch 
3pp          1B543    133 

83052 40A 14    Requests    commtnti    on    "Oealagical    RECommenda tion)    For 
Investlgaclon    of   HRC    Disposal     Area."    by    B3O327 
HANNUM.U   H        Elnergy.     D«pt      of,     Idaho   Operation!  Dfc        33311 
83/44/21         CLARKrA    T        Advanced   Fual    h   spent   Fuel    Licensing    Branch 
Ip          18393    142         BtK    Fiche    50-201,  B3/O4/21, B303S406H 

— H303S4O6IB   "OeoloBical    Recommendat i ons    for    Invest i gallon  of   NRC 
Disposal    Area    " 

*       West    Valley    Nuclear    Services    Co    .     Inc          5221?         93/03/li         21pp 
IB313    143         24X    Fiche    3O-2O1.  S3/O4/21 , B3O5S4O61  4 


8305040494  Final    deficiency    rept    re    potential    breach  of    i*«l    intejrltu 

of   hydrogen    igniter   Model    6043   glow   plug    component  supplied 

by   Power   Sys    Initially    reported    on   S3 0207    Igniters  repaired 
Also   reportable   per   Part    21 

EOELMAM,  H  R        Cleveland   Electric    Illuminating    Co  10CFR  090  33-E 
83/04/27        KEPPLER.J  0        Region   3,    Office    of    Director        2pp 
1B319   354         24X   Fichu    90-440.  B3/04/27,  0303040494 

G30S050122  Second    Interim  deficiency    rept   re    unqualified    fltr-hnu 
connections    Initially    reported    on   521027  Problems 
reanalyied   &   flex-hose    qualifications    performed   Alio 
reportable    per   Part   31 

MILLS.L   H         Tennessee    Valley    Authority          IOCFR   030   33E         B3/04/SO 
0'REIULY,J  P        Region   2.    Office   of   Director        2pp         18342   190        84)! 
Fiche   50-438,83/04/28,  S3050S013B 

S303050124   Final    deficiency   &  Part   21    rupts    re    pressure    boundary  mitl 
supplied    by   Tube  Line   Corp    falling    to   meet    Tech   Specs, 
Item   123    Initially   reported    on    B 3 0330    Items    returned    to 
vendor  Neu   fittings    purchased 

PARBDNS,  ft   N         Carolina   PouiBr    &   Light    Co          IOCFR    050    33E        83/04/Bfl 
D'R6!LLY,J   P         Region    2,     Office    of    Director         4pp          18341-343         S4f 
Fiche    50-400,83/04/28,  B3050301S4 


B3052A0393  Responds    to    Itrs    requesting    comment    re  disposal    of    low 
level    raduast*    DDE    plan    far    dls-pasal    acceptable    Detailed 
uaste    packaging    info,  per    1OCFRAU requested    C-omments    encl 
CLARK, A  T        Advanced    Fuel    It  Spent   Fuel    Licensing  Branch        B3/09/14 
HANNUM,  H   H         Energy.     Dept       of          I4pp  1(3617    193 


REPORTS    AND    RELATED   CORRESPONDENCE 


S30413O354   Part    21    Rept    U-48    &    interim    deficiency   rept    re    GE   ARR-30 
AKH-SO  circuit   br Baker*    Initially    reported    on  £3021 1 
Assessment    of    safety    Implications   &  corrective   actions 
re-quested    of   AE  Final    rept    eipected    by    B3O429 
SCHHELt,  D   F,        Union   Electric   Co          IOCFR   OSO    55E        83/04/07 
EPEBSARD, R   L        Division   of  Project  *  Resident  Programs        Ip 
179S2    130         24X   Ficlie.  3O~O00,  B3/O4/07,,  830-41  SO354, 


0305050183    Interim  deficiency   f.  Part  21    repts    re    base   met»l    defftt   in 
spool    piece    supplied    by    Southuest   Fabricating    Ic  Wilding    Co, 
Initially    reported    on   S30124  Vendor   directed    to    shou 
preventive   measures   Final    rept   btj   830801 

PARSONS.R  M  Carolina  Power  fc  Light  Co  IOCFR  030  35E  83/01/89 
0'REIL(-Y,J  P  Region  2.  Office  of  Director  4pp  18342' B40  S4X 
Fiche'  30-flOO,  03/04/29,  B3050501B5 

8305090239  Final    deficiency   fc   Part   21    repts    r«   480-volt    «ultehjt*r 
design   defect    In    secondary    disconnects    Initially    reported    on 
921 102  Broiun-BQverl    completed    change-out    of    all    aid    styl* 
stationary    secondary    disconnects 

PARSONS.R  M  Carolina  Pouer  fc  Light  Co  IOCFR  030  3SE.  83X04/29 
0'REILLV,JP,  Region  2,  Office  of  Director  4pp  IB339-OJ4.  2*X 
Fiche  SD-400,  83/O4/29,  8303030259 

03031102<J2  Third    interim  defieiency    rept   r*    linear    indications    ir   N*tl 
Valve   (•  Mfg    Co    spool    pieces    Initially    reported    on   820924. 
Vendor  requested    to    supply    list    of    spool    piece*   u/Heat   Code 
L63487  Iftil    sualtlng    reply    Also   reportable    per    Part   21 
MILLB.L  M        Tennessee    Valley   Authority         IOCFR  O3O   33E        B3/03/02 
O'REILLV.J  P        Region    2,    Office    of    Director        2pp         1B393.234        S4X 
Fiche  30-437,03/03/02,8305110293 
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83031 1O313   Part   21    rept    re   blow- out    panel    In   east   &   meat   penetration 
areas    Initially   reported    on   B305O6   Structural    framing   lys 
designed    to   protect    flow   transmitter   &   related    Instrument 
tubing 

BARKER, N    R         Si  1 bert/Commonueal th    Cos         B3/05/Q9         DEVuUNQpR   C 
Director's    Office,     Office    of    Inspection    and    Enforcement         Epp 
[8393    19&         24X    FichB    30-393,  B3/O3/09,  B3031 10313 


8303130113  Part  21  rept 
assemftl  ijiresutting  in 
damper  counterbalance 
fui  ly  met  Inves 1 1  oat i i 


HILL.T    D         Ritalin   Manufacturing    Co 
Office    of    Inspection    and    Enforce 
Ficha    SG-400,53/05/1O,  O3D313O] 13 


loiu   natural    frequency    of    caunterb-a  I  anc  i 
icceptable    stresses    on    baclidraft 
%    Seismi-c    qualification    criteria    not 
itin-g    underiuay 


nt 


B3/O3/10  Director's    Office. 

7ff          1943B  001         SIX 


B3Q9110322  Part   21    rept   re   ring    duct   stiffoner   failure    Initially 
reported    an  830306  Design   change   to   eliminate   alrfloui- 
inducect    vibration    St    redesign    of    ring    stiffener    submitted 
to    util 

BARKER,  N   R         Qi  1  ber  t/Commonuea  1  th    Cos         83/09/09         DEVOUNS,  fi    C 
Director's   Office,    Office   of    Inspection   and   Enforcement        2pp 
1B393    177         S4X    Fiche    SO- 373,  B3/O3/0?,  83O31 10322 


B30513014B  Revised    interim    Deficiency    Hejifc    DEFI    82-76   re    Target    RocH 
valves   not   moating   Tech   Spec    requirement's    Initially   reported 
on    B21134    RcvlG«d    test    plan    reviewed    by    Dechte!    Final    rept 
ff i pec  ted    by    B3QB23  Alto    reported    per    Part    21 

VAN   BRUNT.E    E         Ariiona    Public    Service    Co         BER    B2-76         03/05/O3 
STEINBERG, D    M         Region    3,     Office    c-P    Director         4pp         1343B    117         24X 
Flthe    30-320,93/03/03,0303130143 


8-3Q31  103-24   Part   SI   rept   re   Type   BA-1   Clan    IE   relays   Silicon    controlled 
rectifier    (SCR)    In   trip   output   circuit   mag   cause   random   trip 
output   Hestinghous  e   corrective   action    Includes   replacing   SCR 
w/burn-in   SCR 

DUVALL,DVD         Broun    Dover!    Corp       (subs       Broun    Dover!    t   Co    ,     Ltd    ) 
PTSl    83-S07-OQO         B3/04/27         STELLO,  V         Director's    Office,     Office    of 
Inspection   and   Enforcement        3pp         16393  378        24  X 
Fichu    50-000,03/04/27,8303110324 

9305110427   Part    21    tc    deficiency    repts    re    misopevat  I  on    of    DS-4Ii    reactor 
trip   undervoltage   devices    Initially   reported   on  330420 
Attachments   Mill    be   replaced   ui/devlces   in/widened    grooves 
to  accommodate   niu  retaining    rings   Mfg    drawings   revised 
RAHE.E,  P         Mestlnghouse   Electric    Corp         NS-EPH-2733         03/04/21 
]>EVaUN9,R  C        Director's   Office,    Office   of    Inspection  and 
Enforcement         3pp,        10403    095         24X    Fiche    30-OOQ.  63/04/31.  B3031  10427 

B3<0311044(   Final    deficiency   rept   re    faulty   relays   mfg    by   Drouin   Hover! 
Electric    In  au«ilt*ry   pnuier   distribution   sys    initially 
reported    on  82032B  Four   relays   returned    to   vendor    For 
repair   t,   reinstalled    at   facility   Also   reported   per    10CFR21 
KILLSj  L   M         Tennessee    Valley    Authority         1OCFR    090    3-3E         03/03/02 
O'REILLY,  J  P         Region    2,     Office    of    Director         2pp          10373   34B         24X 
Flcht    SO-439,  B3/03/02,  B30311044! 


Interim   deficiency   rept   re   misapplication   of   ITE  Gould 
circuit    breakers    in   post-LQGA   hydrogen   recomblners   supplied 
by   Rockwell    Intl    Initially   reported    on   B3032B   Matter    under 
invest*  IgatiDti  Final    rept   by   B30B00  Reported   per   Part   21 
MANNO.S  F       Niagara   Mohawk   Power   Corp        64B9        83/04/26 
BTARDBTECKI,R         Region    1,     Office    of    Director         2p  p          18433    072         24X 
Flch«:  9O-000,  03/04/26,  9303120392 

—  B3031EO404  Part   21   rept   re   failure   of   post-LOCA   hydrogen   r«comblner 

conponant   during    IEEE-323   qualif  Uat  ion   program  Circuit 

braakar  not  properly   selected   for  specific  application  Plant 

oparatarc   notified   of   deviation 

EMPEY,  D  C        Rockwell    International    Corp        B3GSO-14B3        B3/03/11 

COLLINS,  J  T         Region    4,     Office    of    Director         3pp          18433    074         24X 

Fiche    30-000,83/04/26,8303120392 

G309-1S0473   Part   21   rept   re   defect    in   shielded   multl  conduc  tor    cable 
Inttallftd   in  HVAC   control    panels   KCC   Pouters   personnel 
attached    hold    tags    to    13  HVAC   control    panels   Li/defect 
Evaluation   being    conducted 

HALL,  D    P         Illinois    Power    Co         1A06-L         B3/03/04         KEPPLER-  J  0 
Region   3,    Office   of   Director        2pp         18431   049        SIX 
Flefia,  »0-000,  83/03/04,  83031S0473 

—  B30312Q4S4  Part   81   rept   ri   defect    in   shielded    mul  ticonductor   cabte 

installed    in   HVAC   control    panels   All    suspect   panels 

ln*pietid   (<  nonconf  ormance   rept   ulll    be    issued    for 

applicable   sftis 

FAUCONNEAU,0        Mark    Controls    Corp         03/O4/1B  Director'*    Office, 

Of  fie  a    of   Inspection   and   Enforcement        2pp         18431    031        24  X 

FIchi.  30-000,  03/03/04,  0303120473 

3309130027   Part   21   t.   final   deficiency   rept*    (Item   106)    re    incorrect 
design   at   480-volt   tuiltchgear   on   secondary    disconnects 
Ditccmnactt   Installed    in   breaker   cradle   will    ba   replaced 
PARSDHB.R    M        Carolina    Power    t>  Light    Co         10CFR    OHO    33E         B3/04/39 
O'REILLY,  J   P         Region    2,     Office    of    Director         4pp          18437    129         S4X 
Ficha:  M-400,  83/04/27,6303130027 

B305taOOSO  Deficiency   rapt   re  Class    IE  motor   control    ctrs    from   ITT 
Ooultf    containing   weld    defects    Initially   reported    on 
03O40B   y»ndor   evaluation   to   be   completed   by   Jul    1983 
Extension   until   930713  requested   Also   reported    per  Part   21. 
PARHON3,R   M,      Carolina   Power   *.  Lioht   Co        10CFR   03O   3SE        S3/O3/O6 
O'SEILLY,  0  P        Region   2,    Office   of   Director         Ip         1B434:2£4.      24X 
Ficha:  30-400,03/03/06,  B303130050 

930S13O1O7  Final    Deficiency   Rept   DER   B3-2  re   valve    operators 
acc.ldenfca.lly    Interchanged   by   Past-Seal    on   Inside   t   outside 
c-antaljimint  valves    Initially   reported   on   B30123  Op  era  tori    to 
b«   raplaced   Also   reported   per   Part   21   tau,   Pasi-Seal 
VAN  HRUMT.E  E.      Arilona   Public   Service   Co        IOCFH   O9O  33E,      83/03/03 

BTERNflEHO,  D  M,       Region   9,    Office    of   Director        4pp         18437217        24X 
Fleha-  30-328,  83/03/03,  0303130  107 


8305130134   First    interim   deficiency    rept    re    defects    In   pipe   clamps   mfg 
bg     ITT    Gnnnell     Initially    reported    on    B3O4O6   Utll    requested 
vendor    to   provide   response   re    action    taben    to   prevent 
recurrence    of   problems    Also   reportable    unile-r   Part   21 
HILLS, L    M         Tennessee    Valley    Authority  lOCFfl    O3O   3SE         B3/O3/O& 

O'REILLV.J   P         Region    2,      Office    of    Director         3:pp         1B437    102         24X 
Fiche    30-43fl, B3/05/06.  8305130134 

3303130109    Final    Deficiency    Rept    DER    03-12    re    malfunction    of    CE    add-on 
electric    interlocks   -used    ui/Class    lE.Siie   S.atarters    in 
4BO-volt    rnntor    control    ctrs    Initially    reported    on    B303091 
Design   change   packages    i-ssued   Also    repartable   jer   Part  Si 
VAN   BHUNT.E    E         Ariiona    Public    Service    Co          10CFR    030   53E         B3/O3/03 

STERNBEnO.I>   M         Region    3,     Office    of    Director          Spp         18439    34O        24X 
Fiche    SO-32S,  B3/03/O3,  030513O139 

B3O313022?  Part   21    rept   re    potential    ASh1£   Section    111   t.  V   violation 
Initially   reported   on   B3041S   Scops   &   condition    of 
nonconf  ordiane  e    under     Investigation 

WHEATON,  U   R         Dorg-Harner    Corp          a-B3-O07/WRW         93/04/1S 
MARTIN.  J  B         Region    S,     Office    of    Dirsctor          4op          1B43?    336         24X 
Ficne    SQ-440,  B3/O4/1S,  B3O3I3O222 

B30513034B    Interim   Deficiency    Hept    RDC    70(03)    re    restart    of    control 
complex    chiller    following    loss    of    offslte    poujer    or   LQCA 
Initially    reported    on    B3O4O7   Final    rspt    ejpocted    by    830915 
Also   reportud    per  Part    2i 

EOELMANj M  R         Cleveland    Electric     Illuminating    Co         10CFR    03O    55E 
H3/03/06         KEPPLER.J   G         Region    3.     Office    of    Director         2pp 
1B439   312         24X    Ftche    3O-44O. B3/O5/OA, O3O3 1 30240 

Q305130264    Interim    Deficiency    Rept    DER    B3-1&    re    failure    of    dieset 
generator   governor   fc   voltage   regulator    to   autDma,tical  ly 
reset   from  manual/tent   mode   upon    loss    of   pouer    Initially 
reported   on    B3O31S  Also   reportable    per    10CFR31 
VAN    BRUNT.E    E         Ariiona    Public    Service    Co         DER    03-14   BSE         B3/O3/03 

STERNDEHG,  D    M         Region    5,     Office    of    Director         4pp         18439.238         51 X 
Ficfie    30-53B,  B3/03/O3,  Q303I302S4 

9303190005   Final    response    to    FOIA   request    for    documents   r«    lack    Co  &/OT 
dfOr  t   performed    by   Zaci    in    const   of    facilities   Forwards  App   A 
documents   Docifments   denoted   w/aEterisk    available    In  PDR    App 
DiC.D  St  E   documents   ulthheld    (ref   FQ1A   Exemption   7) 
F ELTON,  J  M        Division    of   Rules    and    Records         B3 703/11 
PHENGERGAST.  R          Prendergast,    R    J          17pp  1E350A    03?        24X 

Fiche    SO-ODD,  B3/O3/H,  B3D317OOO3 

— 33OS17O112  Deficiency    rept    re    errors   t    discrepancies   contained    in  HVAC 
m*tl    certifications    Procurement    documentation   mill   he 
revalldatodi  document   1    rscords   mg  t   program  mill    be   developed 
&  OA/OC   personnel   ulll    be   added    Also    reportable    par  Part   SI 
CALKINSiD   E         Zaci    Co          10CFR    O50    53E         31/1O/23        31Opp 
IHSOfi    215         B4X    Ficha    SO-OOO,  S3/O3/ 1 1 ,  03O317O003 

8303200429    Final    Significant    Deficiency    Rept    S2-Gfa    re    failed    shDareil 
pinion    keys    In   Llmltorque   motor   operators    supplied   tg 
Wmtinghoule    All    deficient    keys   replaced   Also   reportable 
per   Part   21 

WDOLEVER.E   J         Duquesne    Light    Co          10CFR    O30    35E         B3/O3/1O. 
ALUAN.J         Region    1,    Office    n f    Director          5pp          10317    143         24X 
Fiche    30-412, B3/O3/IO,  03O52OO427 

B3O32O049S   Supp 1 ementary    Part   21    rept   re    adequacy    of   svc   uater    cooling 
tower   structure   Transverse    ihear    design   adequdte   No   defects 
exist   Design    of    structure   mods    expected    ta    be    completed    by 
630630 

SARBTEM,  O  E        United   Engineers   &   Constructors-     Inc      dubs      of 
Raytheon  Co    )         83/04/29  Region    1,    Office    af   Director        3po 

13314   033         24X    Fichfl    30-443J 93/04^29, 03O52O0493 

8303230523  Flrial    riaflciencij    rept    re    UestinDhauBB    reactor    trip 
tujltcdgear   untfervol  tage   attachments   u/ de-sign    discrepancy 
Initially   reported   on   830422   Attachments    replaced   Mfg 
drawings   b  QC    procedures    mndified    Also    reported    per  Part   21 
DPREA.O   W        Houston    Lighting    (<   Power    Co          IOCFH    QSO   35E         03/O3/1B 
COLLINS,  J  T        Region   4,     Office-   of   Director         4pp        1B336  31?        24X 
Fiche    SO-49B,  03/O3/J0.  B303S30923 
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6303230545   Second    interim    reft    re    generic    deficiencies    at   Consolidated 
Control!   Corp    Initially    reported   on    B20916  Evaluation 
Indicates   G.C    problems   corrected    !.   equipment    failures    random 
AllQ    reported    per   Part    31    Neit    rept    by    B3I117 

MILLS. 1-   M         Tennessee    Galley    Authority         IOCFR   050    33E         83/O3/18 
O'REILLY.  J   P         Reoion   3,     Office    of    Director         2pp          18337   063         S4X 
FUhe    30-438.83/09/16.8303330343 

9303240336   Part    31    rept   re    bolting    parti    for    ASME    III    NF   Class    1    pipe 
supports    an    rigid    struts    or    pipe    clamps    for    struts    or 
inubbers    Initially    reported    an   930313  Bolting   parts    greater 
than  2-inch    slie    not   examined 

HOVI.L  NFS  Induitnei,  Inc  PT21  83~87i-QOO  83/03/16 
DEVQUW3.  Ft  C  Director's  Office,  Office  of  Inspection  and 
Enforcement  ip  19371001  24X  Fiche  30-000. B3/OS/ 16, 8303340336 

B303240405  Reujfnmends    considerat  ion  tie    afforded    to   contacting    listed 
utlli    to    determine   review  (.  mod    status    of   deficient   vertical 
lift  metal-clad    siintchgear  mfj   by  OE 

PQTAPOVS.  U         Division   of   Vendor    6   Technical    Programs         93/03/19 
BAERiR  L        Engineering   &  Generic   Communications   Branch        2pp 
18374   27? 

3305350433  Final    rept   re    deficiencies    in  Ameron  cement   mortar    lining 
Initially    reported    on  BS0321    Correction!    to   each    deviation 
listed    Also   reportable    per    10CFR21 

MILLS. L   M        Tennessee   Valley    Authority         IOCFR   030   S3E        83/03/20 
Q'REILLV.J   F         Region   Z,     Office    of    Director         6pp         18SB3   273        24X 
Flche    30-390.  83/05/30,8303830433 

5305370625  Part  31   rept   r*   potential   problem  u/3-phaso   rectifier 
ais«mlJly    in  eiclter  not    connected    In    parallel   which    could 
cause   premature   failure    Initially   reported   on  B30S3O  Utlls 
will   measure   vibration 

HAISLER.R    K        Litton    Industr  ies.  Inc         S3/O3/20        KEPPLER, J   0        Region 
3,     Office    of    Director         3pp         18646   212        24X   Fiche    30-000,83/05/20, 
3303270623 


B30302O316   Forwards    QA   Program    Insp    Rept    99900403/02-04   on   tiHOa2a-Q7i7, 
Ha   noneomp 1  lance    noted 

POTAPOVS,  U        Region    4,     Office    of    Director        83/03/02        BRUOeEMAN.  H  K 
General    Electric    Co        2pp         18277    14O 

-.-9303020319  QA  Program    In*P    Rept    99900403/82-04   on  820620-0719  No 
noncompllance    noted    Major   areas    Inspected    interview   of 
formar    employee    re   number    of   Mark    Itl    containment    unresolved 
issues    per  Part   21    requirements 

WILLIAMSON.  E   L    ,     BURCH,  R    K    ,     ALDERSON.  C    E         Region    4,    Office    af 
Director         82/08/20         4pp          18277    142 

B303020346  Confirms    QA   program    Insp    at   Tuitin.CA   plant   an  B30B02-04i  f»f 
030413    telcon 

POTAPQVS,U        Region    4,     Office    af    Director        83/04/38        CHIN,  A 
Radiation   Sterlllieri,  Inc         Ip         13277  064 

8303020364   Act   receipt    of   830529  &  0407    Itrs    Informing   NflC   of   *tipi 
taken    to   correct   nonconf ormance   noted    in    QA   Program   In«p 
Rapt   99900403/BS-03 

POTAPOVS.U         Region    4.     Office    of    Director         83/04/28         BflUOOEMAN.  U   M 
General    Electric    Co         Ip         18284  025 

— 3303020365  Responds    to   NRC  830317    Itr    requesting    addl    Info   r« 
nonconformance    noted    tn  OA  Program    Insp    Rept    99900403/83-03 
Requirement!    far    design  actions    formally    documented    in 
engineering    operation   procedures 

BQHL..L  E        General    Electric   Co,       83/04/O7        POTAPOVS,  U.      R 1-9  ion  '. 
Office    of    Director         2pp          18S84    O26 

—3305020366  Aek   receipt    of   B302EB   Itr    informing   NRC    of   itept    taken  to 
correct   nonconfarmance   noted    in   QA  Program    Insp   Rept 
999004O3/B2-03  Addl    info   needed    re    actions    on   design   action 
item    list 

PDTAPOVS.U       Region  4.    DPfle*   of   Director       83/03/17 
BRUSOEMAN, W  H        Oaneral    Electric    Co         Ip         IB2S4.02B 


8303310139  Seventh    interim  deficiency    rept   re    inconsistency    between 
asiumptlons    far   pipe   break    in  LOCA  t    structural   analyse! 
For   connecting   pipes    in    affected    loop    Initially  reported    on 
801121  Went  rept  by  031118  Also   TBportnil   per  Part  21 
HILLS, L  M        Tennessee   Valley    Authority         IOCFR   030   33E        83/03/23 
O'REILLV.J  P         Region   2,     Office    of   Director        2pp         18636    123        24X 
Fiche    30-439,83/03/23,9303310138 

8305310214  Eighth    interim   deficiency   rept   re   B1U  nonconservative 
inalijfis   of  neutron   flux    Initially   reported   on  801103  Also 
reportahle   p»r  Part  21   Util    auattlnj    result!   of  BtW 
«nalij*i5  Neit   rept  will    tie   suamltteif    by   S31O24 

MILLS.L   M         Tennessee   Valleu    Authority         IOCFR   OSO   33E        83/03/23 
O'REILLV.J   P        Region   3,     Office    of    Director        2pp         18638    146         24X 
Fiche    30-138.  83/03/S3,  B303310214 


QUALITV   ASSURANCE    INSPECTIONS 


3305020234   Confirms    QA   program    insp    on    030324-37   at   Radiation 
Technology, RockauayiNJ  plant, per   830423   telcon 

POTAPOVS,U        Region   4,    Office    of    Director        83/04/33         WELT,  M   A 
Radiation   Technology        Ip        18291   29S 

B30502026I   Ack    receipt  of  830303   Itr    informing  NRC  of    step*    taken    to 
iorr«et  nonconformanci  noted    in  HA  Program   Insp  Rept 
99900913/93-02 

POTAPOUS.U        Region    4,    Office   of    Director         83/04/28         DIETZ,  0   R 
Isomedli.     Inc      (subs      of   Masefield  Enterprise!,     Inc    )         Ip 
18877   231 


— 3305020369  Forward*    response    to   NRC   830202    Itr   re   nonconfonti-anct  not 
in  OA  Program   Insp    Rept   9 9 900 4 03 / 82- O3  Corrective   actions: 
Engineering   Operating    Procedure    33-4   OO.     "Change   Control 
Board,"    revised    on   820714 

BOHL,  L   S         Oeneral    Electric    CO         83/02/28         PQTAPOV8,  U        Region   4) 
Office   of  Director        2pp         18284  027 

830S020420  Summary    of   830422  meeting    u/He<tingnoute    In  East  Plttitur^ft 
PA  re   reactor    trip    breaker   problem   Changes    in   mfg    controls 
&  OA  program  planned    Attendance    ll*t    encl 

POTAPOV3,U        Division   of  Vendor   (<  Technical   Program*        83/04/29 
Division   of   Vendor   It   Technical    Programs        4pp         1B273    IB4 


8309020448  Confirms   QA   program    in«p 
p»r   83042O    telcon 
POTAPOUS.U         Region    4,     Office    of    Director.        83/04/88 

Stone  &  Webster  Engineering  Corp        Ip        18203   179, 


t   Cherry   Hlll.NJ  ofe    on  H30502-0i 
KELLVrR   B 


8305030330  Forwards    QA   Program   Insp   fispts    99900373/83-01   b 
97900296/8e-01    re   Agaitat  OP DC -7 40  reUv    defects   Amerac* 
Corp    should    be   contacted    to    determine    likely    cuttomer*    of 
grade   relays  Wo    encl 

POTAPOVSiU        Division    of   Vendor   t>  Technical    Progr*<n»        33/04/29, 
DAERi  R  L        Division   of   Emergency   Preparedness    it  Engineering    H«ipunt» 
(Post    830103)         Epp          18297    161 

8303030349  Forwards   QA  Program    Insp   R«pt    999007S9/B3-01    on  821 129-IB03 
POTAPOVS.U        Region   4,    Office    of   Director        83/04/13.       BUNDS TEDTj J  E 
Uooduard   Governor  Co        Spp         18397    118 


— B303O20268  Responds   to  HHC  830207   Itr    re   nonconformance   noted    in  OA 
Program    Insp  Rept  9990Q9I 3/8S-02  Corrective   actions 
operators   given    formal    Instructions    re   calculation   of   dose 
rate  1  QC  ifianuali   revised 

TYMPANICK.L  Iiomedli,  Inc  Isubs  of  Maiefleld  Enterprises, 
Inc  J  B3/O3/09  POTAPOV9,U  Reslon  4.  Office  Of  Director 
ISpp  IBS? 7  332 

8305020289   Foruiardt   OA   Program    Intp    Rep*    99900403/82-03   on   8206SH-0701 
d  0713-13  t  notice    of  noneonf ormance 

POTAPOVS.U       Division  of   Vendor  fc  Tecfinlcal   Programs        83/02/02 
BRU50EMAN.  H   H        Oeneral    Electric   Co         2pp         18277    176 

— 8305Oa0295  Notice  of  nonconformanc*   from    insp   on  820628-0701   &  0713-19 
»     Region  1,    Office   of   Director       83/02/OS        Ip        18277   178 

—8303020307  QA  Program   Insp  Rept  99900403/82-03  on  820628-0701   & 
0713-13  Moncompliance  noted   documented   Instructions    or 
procedures  not  utlllied    to  communicate   quality  requirements 
re    dispoiitJonlng   of  potential    deslg-n  action    items 
CHAMBERLAIN,  D  i    HALE, C  J       Region  4,     Office   of  Director        82/08/19 
17pp         18277    179. 


—8303030351    OA  Program    Insp    Rept   99900759/B3-01    on   821 129-1203,  No 
noncompliance   noted    Major   areas    inspected' defective    governor 
furnished    to  Pallsadet   t   deficient   EQB-13P   actuator 
furnished    to   Stewart   &   Stevenson   Svcs, Inc. 
FOSTER-W  E  ,    BARNES,  I       Region  4,    Office   of   Director       83/03/31. 

13pp         16297, 120 

B30S030333  Forwards   QA  Program   In«p   Rept    99900769/83-01    on  830207-10  i 
notlc*   of   noncanPorm'nce, 

POTAPOVS.U        Region    4r    Office    of    Director        B3/04/15        HEBS,L,fl, 
Pacific    Air   Product*    Co         2pp          18291    342 

— 8303030362   Notice    of    noneonf ormance    from    Insp    on   B30207-10, 

*     Region   4.    Office    of    Director        83/04/13.       Ip.       18291.344. 

— -8303030366  OA  Program    Insp   Rept   999007^9/83-01    on   830207-10 
Noncnmpl lance   noted: record*   not   maintained    to    indicate 
(valuation  made    for    repeatability    of   defectively-mounted 
Blade    locks    in    saf etq-relatHd    flra    dampen. 

OLLER.fi  E   ,    BARNES.  I.       Region    4.    Office    of   Director,       83/04/13. 
16pp         1B291    343 
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9303030363  Forwards   QA  Program    Inip    Rapt   9990D033/B3-O1    on  930123-28 
Follnwup    on    failure    to    perform   verification    of    torq.ua 
adequacy    requested   U/o    end 

POTAPQV3,(J        Division    of   Vendor   &   Technical    Programs         93704/23 
NORELIUS.C    E         Divilion    op    Engineering          lp          1B3O6    277 

B3O9030377  Forwards   QA  Program    Insp    Rept   999007i-?/B3-Ol    on  830207-1O 
Identifying    potential    loots    locks    on   fire    dampen    at 
Me  Outre    itation   U/o    enc  1 
POTAPOVS.lj        Divltion   of   Vendor   &   Technical    Programs         B3/O4/S9 

L        Division    of   Project   &   RBI  id  ant   Program!         lp         1830&  273 


B3Q3030413  Recommend!    actions    be    taken    to   verify    whether    melding    in 
placi    hat    bain   accomplished   Si    Impact    of   mounting    on    seismic 
qualification   re   vendor    Imp   at   En-Tronic    Control*    of 
dlesel    generator   high    voltage    cubicle!   fc    foundations 
FdrAPOVB.U         Division    Of    Vendor    6    Technical    Programs          B3/O4/29 
CREWBiJ  L        Division   of   Res  Idinti  Reactor    Project    b   Engineering 
Program        lp         18306   319 

B303Q304S7   Informs    that  AITS  FO3034iB2  ro    defective    diesel    generator 
governor   at   Palisades    closed    following    in*p    at    Engine    h 
Turbln*    Controls    Dlv  of   Woodward   Governor    Co   U/o    QA  Program 
Imp    Rept   99900759/82-01 

POTAPOV3.U        Division   of   Vendor   (.   Technical   Programs.       VITS  82-294 
63/04/37        BPES3AHD.R  L        Divltion   of   Project    &  Resident   Programs 
tp          1S306   276 

0303030466  Forwards    QA  Program   Insp   Rept   99900033/83-01    on   030135-35 
&   notice    of  nonconf  ormance 

FOTAPOVSiU        Region   4,    Office    of   Director,       B3/O4/IS        CARGO.  A  E 
Anchor  /Darling   Valve    (tub*      Anchor/Darl  Ing    Industrie,*)         2pp 
1B294:  199 


— B3030SQD90    Notice    of    violation     from     inso     on    B3022B-03O4 

»      Region    4.     Office     of    Director          B3/O4/3I          lp         13342   O3l 

— 3305050091    Notice    of    nnncunf ormanc*     from    iilip    on    830230-0301 

»      .Region    4,     Office     of    Director          B3/04/21         3pp         IB343   03? 

— 8305090093   QA    Program     Insp    Rept    999D0017/B3-Q1    f>n   B30a9B-0304 
Noni omp 1 larce   noted    failure    to    post    r agu la t loni/proeflduret 
In    either    of    tun    fabrication    shop    bldg-a    tj    failure    to 
j  nn  orate    noncoti  forma  nee    rapti    for    five    rejected    fittings 
CONW/W, J    T    .     BARNES. I          fleglon    4.     Office    of    Director         83X04/20 
?pp          1B342    O33 

B305O30094    Foruard*    OA    Program     [nsp    Rept    99900401/93-01    on   fl3030B-lO 
No   noncomp t lance   noted 

POTAPOVB.U         fluglan    4.     Office    of    Director         B3/O4/19         ETWERIDQE.M   R 
Combustion    Engineering.      !nc          Spp  18342    013 

— B303030097   QA    Program    Insp    Rept    9t?fOO401./B3-01    on   030303-10   No 
noncomp I  lane  a   noted    Major1    areas    inspected    itatut  of   previous 
ln*p    findings    re     shoulder    gap    problems    at     five     facilities 
MCNEILL,  W   H    ,     BARNES.  I          Region    -4,     Dfflc*    of   Dtrsctar         B3/O4/1S 
&pp  13213    014 

O3O5050102   Foryard*    OA   Program    Imp    Rapt    99900003/03-01    on    B3030B-10   & 
notice    of    nonconformanc a 

PQTAPDVS^U         Region    4,     Office    of    Director          B3/O4/ai 
LICHENBEROER, H         Combustion    Engineering*      Inc         3pp         1B341    319 

— 83050301O4   Notice    of    noni onf ormance    from    imp   on   H3030S-10 

«      Region    4,     Office    of    Director          B3/04/&1          lp         1B341    353 


— 8303030471    Notice    of    nonconf ormance    from    insp    on    a3O12S-2B 

*      Region   4,    Office    of   Director        B3/O4/12.       2p  p         1BE?4    134 

--8303030475  QA  Prooram   Imp    Rept   99900053/83-01    on   B3Q123-2a 
Moncompl lance   noted    design  rept    for   9OO-lb    feoduater 
Isolation  valves    furnished    to   Uaterfard    Unit  3    did    not 
•ddrest    validity    of   valve   closing    design 

KELLEYiW  D.I    BARNES- I        Region   4.    Office    of    Director         B3/O4/O7 
lOpj         1BZ94    13i 

B309030509  Forwards    QA  Program   In.p    Rept   99900373/83-01    on   830-214-13   & 
notices;    of   nonconf ormanee   !<  violation 

POTAPOVS. U        Region   4,    Office    of   Director        S3/O4/12        DEKKEH. H   A 
Entrontc   Co        3pp         16295  309 

— 9303030311    Notice    of   violation    from   Insp    on  B30214-1B 

«      R«glan   4,    Office    of   Director        B3/04/12.       2pp         tBS9B.30B 


—8303030110  QA   Progpara    Insp    Rept    999001302/63-01    an  B303Q8-1O 
Noncompl lane e    noted    failure    to    enter    release    number    for 
poison    pallets    tc   compression    sleeve    used    far    Lot    1 13- 1    & 
traveler    for   Lot    128-1    missing    relaaie    number 

MCNEILL,  M   M    ,     BARNES,  I          Region    4,     Office    of    Director.        33/04/19 
App  1B3.41    323 

B3O905O107   Forwards   flA  Pr-ograni    Insp    Rept    999O0340/H3-01    on    03022S-23 
No   noncompllance    noted 

POTAPOVS.LJ         Reolc-n    4,     Office    at    Director          B3/O4/13         O'CONNELLiT   J 
NPB    Industries,     Inc          Spp  13342    167 

— 830SOSO11I    OA  Program    Insp    Rept   9990O34S/B3-01    on  830222-23  No 
noncompllance    tinted    Major    areas    inspected    status   of 
previous    insp    findings,  mPg    process    < ontrnl, equipment   calibr 
ti    proc  urement    tfocumertt    control 

OLLER.R    5    i     BARNES,  I          Region    4.     Office    oP    Director         83/04/04 
llpp         19342    1A7 


— B30303031B  Notice  of  nonconformance   from    imp    on   B30314-1B 

*      Rfglon  4,    Office   of  Director.       B3/O4/12        Spp         16293   3tO 

— B30B03OS23  OA  Program    Imp   Rept   99900373/83-O1    on  830214-tB 
Noncomplianc*   noted    current   copies    of    Section    306    of   Entrgv 
Reorganiiatlon  Act    not   pasted   <t   procedures    not    adopted    to 
provide    for   deviation    (valuations   ti    Informing    director 
FOSTER, W  E   ,    BARNES, I        Region   4.    Office    of    Director         33/04/04 
9pp         18299-312. 

6303030-920  Request*    guidance    for    Insp    of  vendor*   not    committed    to    App    B 
of    1OCFR30  or    10CFRS1.  Inip    of   Woodward   Governor    Co 
dlicuned   QA  Program    Insp    Rept   99900799/B2-01    not    encl, 
DANOART.R   L        Division   of   Vendor  &  Technical    Programs         B3/04/2O 
TAVLORiJ,       Division    of   Engineering    It  Quality    Assurance     (Pre    B30103) 
Spp.       1SS93-321 

83OB030944  Faru*rdi   QA  Program   Imp    Rept   997007&9/B3-O1    on   630207-10    re 
potential    loose    locks    on   fire    dampers   W/o    enc  1 

POTAPDVS.U        Division   of   Vendor  &   Technical    Programs         a3/O4/H9 
STARO9TECKI.R        Division   of  Project  d  Resident  Programs         lp. 
1830 3  2&9 

B3O5O 30048  Forward!   QA  Program   Insp    Rept   9V9003O3/83-O1    on   630309-10 
Ho   noncompliance   noted 

POTAPOVB.U        Region  4,    Office    of   Director         B3/O4/31         METTA.B 
Applied   Engineering   Co        2pp         18339.094 

— B309030071   OA  Program    Imp   fiept   99900303/83-01    on  33030B-10  No 
tioncomp  1  lance   noted   Major  areas    inspected   mgt    meating".  status 
of    previous    Imp    findings, lOCFfial    Insp.  QA   progranrfflfff 
process  control. corrective  action  t  audits 

BUTTON, J  W   ,    BARNES, I        Region   4>    Office    of    Director        83/04/20 
7pp         1B33?  096 

83030900SB  Forwards    QA  Program    Imp   Rept  99900O17/B3-01    on   B3022B-0304 
ti  notices   of  nonconformance  fc  violation 

POTAPOVS,  U        Region   4.    Office    of   Director.       83/O4/21         ANBER9OM.  « 
Dravo   Corp        Spp,       1B34S;02B 


3303050114   Forward i    QA   Proa  ram    Insp    Hept    9990091 1/B3-01    on    830207-11    & 
notice    of    noncon t ormanee 

POIAPOVEpU        Region   4,     Office    of    Director         83/04/13        3RUOGEMAN,U  H 
Qen»ral    Electric    Co          2p p  1S34S    160 

—  930SOSO113   Notice   of    non-canf ormanee    from    insp   on   S 3020 7-1 1 

*       Region    4.     Office    of    Director          S3/04/13         Spp         18342    182 

— 3305030117  QA  PrDjrem    In*p    Ript   99900911/33-01    on  B30207-11 

Noncompllance    noted    environ    qualification    testing    Initiated 
before    ravlaiii    approval    It    Issuance    of    product    perforniince 
q-ualldcBtlon    Spec    PP03   S2A3768 

AGEE.J'R    ,     PH1UUIPS.H   8        Region   4.     Office   of   Director        B3/04/OB 
itpp.        16342: 1B4 

8303090145  Foruardt   QA    Program    In*p    Rept    9990O264/B3-01    on   930214-18 
No    noncomp 1 iance    noted 

POTAPOVS.U        DivKlon    of    Vendor   4   T«chnlcal    Programs        83/04/19 
HAOOARD.K   D         Dr*gon    Valves,      Inc          Spp  IB34I    O93 

— B309O9014?    OA   Program    Insp    Rept    799002&4/B3-OI    on  Q302I4-13   No 
ndncomp 1 lantB    noted    Major    areas    Inspected   QA  program 
(organlittlonli nonconf ormance/ corrective   action,  process 
control,-  final    Imp ,  anemo  1 1/   &    test    b   audlti 

BUTTON.  J   M   i     BARNES,  I         R.jJoJl    4<     Office    of  Director        93/04/19 
9pp         13341:095 

B303090140  Dlscusse*   OA  Proai-sm    Insp   Rept    99<?00224/B3-01    on   330314-13 
Appropriate    corrective    action    taken    b   problem  re    ECCS 
cabinets    incorrectly    wired    tfetarmined    not    generic 
POTAPOVB.U        Division    of   Vendor    fc   Technical    Programs        83/03/O2 
SP£8BARD,R,  L        Division    of    Project   &   Resident  Programs         lp 
18341    360 

0303030163  Foruards   QA   Program    Insp    Rept    7990O799/B3-01    on   B3O314-17 
Ic   notlcei    of    nonconformane e    t<  violation 

PDTAPOVS.U        Region    4.     Office    of   Director        63/04/31        LDTT. J    E 
E   L      Manufacturing    Peeblas,     Inc         Spp         1B339  352 
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— B303Q30I69  Notice    of   violatinn    from    insp    oti    830311-17 

*       Region    4,     Office    of    Director          B3/04/31          Ip  18339333 

— B3050S0171    Notice    of    none onformanc e    from    insp    oti    B3O314-I7 

»       Region   44     Office    of    Director         33/04/21          Ip  1S339   336 

— 5303050179   GA    Program    Imp    Rept    <?°90O7?3/B3-Q1    on    B30314-17 
Nc-ncampl lance    noted    ail    unidentified    electrodes   urere   not 
discarded    &    current    copy    of     1OCFR21    not    posted 

KCWEILL.H   M    ,     BARNES. I          Region    4,     Office    at    Director         83/04/20 
7po          19339    337 


S3 030 9 0371    Ack    receipt    of    B30418    Itr    Informing   NRC    of    slept    taken   to 
correct   noncnnformance    noted    in   OA  Program    Insp   Rept 


<?9?00312/B3-01 

POTAPnVS.U         Region    4,     Office    of    Director         B3/03/04 

Quatfrei    Corp         Ip          18363   336 


BUPP.UP 


— B30S09Q3S8   Responds    to    NRC    830323    Itr    re    noneonf ormanct   not  id    in   QA 
Program   Imp    Rept   999005 ! 2/B3-01    Corrective   actions   audit 
completed   an   921006  QA  procedure    revised    to   require 
advisement    should    any   response    to   external    Imp    not   be  ntt 
BUPP.L   P         Quadrei    Corp         LPB-B3-022         93/04/1B         POTAPOV9,  U 
Region   4<    Office    of   Director        2pp         1B363  337 


B30505Q177    Forwards    OA   Program    Insp    Kept    99900333/B3-O1     on   030222-23   J< 
notices    of    nonconf ormant*   &  violation 

POTAPDVS.U         Region    4,     Office    of    Director         93/G4/I3         ADAMSrJ 
Conai    Corp          2pp          1B341    O3"? 


93Q90?u3B6  Forwards   QA  Program    Innp    Rept    9v9002B3/B3-01    on  630220-0304, 
notice   of   violation    &   notice    of    nonconformanee 

POTAPOVS,U        Region    4.    Office    of   Director        93/04/SO       MANCHESTER,  E 
BIH  Cable  Systems.    Inc       2pp        18363  03 a 


— 8305050181    Notice    of    violation    from    insp    on    B30222-25 

*      Reflion    4,     Office    of    Director,        B3/O4/13          Ip  16341    O4I 


— B305090393  Notice   of   violation    from    in«p    on  030220-0304 

«     Region  4.    Office    of   Pirector        93/O4/2O        Ip         (B363  040 


— 93030SO1B4    Notice    of    nonconf ormance    from    inip 
*       Region   4,     Office    of    Director          83/04/13 


on    B3O2 23-25 
Zpp  18341    042 


— 5303070406  Notice    of   nonconf ormance    from    Insp    on   B3022B-0304 
»      Region    4,     Office    Of    Director         83/04/20         3pp          1B363:OM 


-6303050192    OA   Program    Imp    Rep  t    9V90O323/83-01    on,    B302S2-23 
Noncorap 1  lane e    noted    records    for   all    laati    auditors    not 
updated    annual  l«r  1OCPRS1    &   praceif urei    not    posted    EC    testing 
for    Brand -Re i    control    cables    not    par formed 

BM1TH.A   L   .    PHILLIP BiH   5        Region    4.     Office    of    Director        S3/O4/07 
18pp          13341    O44 


—9303070413  OA  Program   Imp   fiept    999002B3/83-01    on  B30229-0304 
Nnncomp tiance   noted    safety-related    testing    svci    procured 
from  Assoc iated   Testing   Labs   &    Isomedli.Inc    u/o    ipicifyinfl 
appllcabllitg    of    10CFR21    provision* 

SMITH.A  L  ,    PHlLLIPBiH  S        Region   4.     Office    of   Director        B3/OV1& 
IBpp          1B363   044 


930505021°  Forwards   QA   Program    Insp   Rspt    9990O5S5/B3-O1 
No    noncamp  1  lane  e    noted 

Region    4.     Office    af    Director          03/04/13 
monuicaLt'i    Co»         2pp.       3B33Q  O7& 


on   B303EB-0304 


B3DS09039S  Forutards   OA  Program    Insp    Rept   <? 9 90 0370 / S3- 01    on  B30131-0204 
It  notlie   of   noneonf ormance 

PDTAPOVSpU        Region   4.    Office    of   Director        83/04/20        KULB.B, 
Qarritt   Corp         2pc>          18363   026 


— 3303050336    OA   Program    Imp    Rapt    99-?QQ525/B3-CH     on    830228-0304   Mo 
noncamp liance    noted    Major    areas    inspected    status    of    previous 
imp    findings,  intern*!    audit    program  &    review  of    de-sign 
activities    associate*   u/c lamp-indue ed    local    pipe    atreites 
HARRELL-P    H    ,     HALE. C    J         Region    4.     DfFlce    of    Director         B3/04/I3 
Iflpji          1B33B   079 

B305QS0337  Forwards    QA  Program    Insp   Rept   999O0224/03-OI    on  B30214-18 
No    noneompl lance    noted 

POTAPDVS.U         Region    4,     Office    Of    Director         83/O4/13         KEYEB.  M   A 
Salleij    Controls    Co     (sut»       of    Dab  cock    &    Uilcni    Co     )          3pp         18337   302 

— B3030S-0241   flA  Program    Imp    Rept    9790C-224/93-01    on    B3O214-1S  No 
noncomp  1  lanes    n-oted   Major    are-as    inspected    10CFR30   33B   rept 
fa   wiring    errors    In   emergency    core    cooling    actuation    syi   at 
Midland    Unlti    1     It   3 

PARKER.L  B    ,     BARNES. I         Beaton    4,     Office    of    Director        03/04/14 
24pp          IB337   303 

930503025!    Forwards    OA  Prnoram    Insp    Rept   999007OS/B3-O1    on  830117-20 
ft   notltffi    of    noncon f orinanco    b   violation 

PDTAPOVS.U        Region    4,     Offite    of    Director        93/O4/S1         SflDLIER,  R  C 
WiJlB    Laboratories         3pp          16337    342 

— B303OS0255  Notice    of   violation    from    insp    an   B30'117-20 

»      ft«olon  4,    Office    of   Director        63/O4/21         Ip         1 B337  345 

— 93-03050258  Notice    of   none on f ormance    from    insp    on   930117-20 

*      R«glon    4.     Office    of    Director          B3/04/21          2pp  10337   344 


— B30S07039H  Notice   of   nonconformanee    from    imp    on  030131-0204 
»     Region   4,    Office   of   Director,       B3/04/20        Ip         1B363  029 

—9303090403  OA  Program    Insp    Rept   99900370/0 3- Oi    on   S30131-OS04 
tJoncorap  1  lance   noted   NRC   not    forma  11  g    notified    ptr  Part  21 
that   shipped    solenoid    wives    contained    defect   &  QA  program 
did   not    include    identification   &    control    «<JI 

SUTTON.J  W  ,    HAMILTON.J        Region   4,    Offic*   of   Director        B3/CH/14, 
9pp         1B363   O29 

030S090450  Conflrmi   OA   program    imp    at   Proc**i    Technotogy    on    830£07-l£> 
per    B20423    telcon 

POTAPOVS.U        Region   4,    Office    of   Director        B3/03/04        WELT.  M  A 
Process    Technology.     Inc         Ip         IB362  264 

0309090479  Forwards   OA  Program    Insp    Rept   999003B7/B3-01    on  B30B07-10  i 
notice   of   nonconf ormance 

COLLINS,  J  T       Region   4,    Office   of   Director        83/04/20 
DIBBONNETTE,P        OA   Technologies.     Inc    /General    Atomic    Co        3pp 
1B362  323 

— B3030904B2  Notice   nf   nonconf ormance    from    in»p    on   B30B07-10. 

*      Region  4,    Office    of   Director        33/04/20        3pp         IB 342   32B, 

— B30S0904B9  OA  Program    Insp   Rept    999003B7/B3-01    on  8302 07- 1O 
Noncompliance   noted    B203S3    Itr    to  NRC    failed    to   assure 
adherence    to    stipulated    text  methods   6    series    of    training 
union*    did   not    provide    clear    direction 

MCWEILL,  W  H  ,    BARNEfi,  I        Region  4.    Offlc«    of   Director        63/04/15. 
7pp        13362  331 


— B3O3O5026-2  QA   Program    Imp    Rept   79900903/63-01    an  83O1 17-20 
Noneomp  liance   noted. -Faf  lure    to    po9t    current   regulations, 
Insufficient    info    in   O.A  manual    &    failure    to   conduct    mgt 
audit    of   QA    program 

AOEE.J   R         Region    4.     Office    Of    Director         PHILL1PS.H   S        Division 
of   Vendor  Sc   Technical    Programs        93/04/14         J3pp         13337  346 


8303100336  Ack   receipt    of   930125  (,  032?   Itrs    informing   NRC   at    step* 
talen    to   correct   nonconf ormance    noted    in   OA  Program    Inip 
Rept   99900702/82-08 

POTAPDVS.W        Region   4,    Office    of   Director        B3/O3/04        HDLBROQK.HH 
MVle   Laboratories         Ip         19379  337 


9305090001    Act    receipt    of   830331    Itr    inf a-rroing    NRC    at   steps   taken   to 
correct   nuncanFarnancet    noted    in   QA  Prcijram    Insp    Rept 
•579007A 1/83-01 

PDTAPDVS,  U        Region    4,    Office    of    Director        83/04/31.       MORROW.  R 
Reliance    Electric   Co         Ip         1936-1    D52 


— B303100343  Requests    addl    info   r*    responses    to   Nonconf ormanetf    A  3.A  2 
C   noted    In   QA  Program    Inip   Rept   99900902/8 2-0 B    Info 
requested    uithln   23   days 

POTAPOVS.  U       Region    4,    Office    of   Director        93/03/14 
HOLBROOK.W   U         Wgle    LaboratortBs         2pp          18379   339 


—9303090003  Responds    to  WHC   B3032S    Itr   re    nonconformanc »s   noted    in  OA 
Program    Intp    Rept    9790Q7&1/B3-01    Corrective   actions    last 
phase    of   retraining    program   completed    BH1 130  Evaluation  of 
supplier*   of    calibr    ivc   uil  1 1    be    completed    630 SEO 

KORRCW,  H        Aetlance  Electric    Co        B3/O3/31.       POTAPQVS. U       Region  4, 
Office    of  Director        2pp         I B3M   033 


— 830310034?  Responds    to   B30314   request    for    addl    info   r>  Nonconf arwirietl 
A  3. A  2  ti  C   QA  personnel    instructed    in   raiponsibllltles   tfl 
keep   approved   procedure    list    current 

HOLBRQQK.W  U       VJule   Laboratories        B3/03/S9        PDTAPOV8.  U.       flaglon 
4,    Office    of   Director        3pp         1B378- 340 
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— B3031O0353  Responds    to   NRC   030104    Itr    re    nonconf ormance    notod    in  OA 
Projram   Insp   Rept   99900903/03-00   Corrective    actions   QA 
program   changed    to    eliminate    requirement    far    QA/safety    jab 
requirements    review 

HCH.BROCK.WW         Wyle    Lac-orator  lei         83/01/35         pnTAPQvS.U         Region 
4.     Office    of    Director          l&pp          1B37B   343 

9303120305   Confirm!   QA   program    imp    on   830309-13   at    Chicago    ofc    per 
930904    telcon 

POTAPOVB^U         Region    4,     Office    of    Dlrectnr         83/03/06         PATTERSON.  R    U 
Sargent    tt   Lundy.      Inc          lp          18424    2O7 

B3Q3I2O394    Forwards    QA   Program    Imp    Rept    999007A3/82-O3   on   S20188-0310 
Ho   noncampl lance    noted 

POTAPOVS^U         Region    4.     Office    of    Director         03/O2/09         KOH,  E 
Hlttman   Nuclear    b   Development   Corp      (subs      Hlttman  Corp     )        Sap 
1B432   33O 

— S30512O397   QA   Program    Imp    Rapt    799007AB/S3-OB    on    B2Q128-0310   No 
noTlcampl  ianee    noted    Major    areas    Inspected    allegations    hij 
former    employee    re    quality    of    HN-100   Series     1.HN-1Q03    t> 
HN-20O   shipping    casks, 

SHEPHGRD.R   E    ,     CARLSON,  R    T         Region    1.     Office    of    Director 
02/07/19         6Spp          1B432   352 

S3Q51B04B2   Confirm*   QA  program    insp    at   New  Haven, CT    plant    on   B30606-1O 
per    630303    to  Icon 

POTAPQVS.U        Region    4,    Office    of   Director        83/03./1O        REED,  E   3 
Rockbeitos   Co         lp         1B431    O34 

6305170341    Confirms   QA  program    insp    at   Culver   Clty.CA  plant    on 
330323-27, per   S3O3Q4   telcon    Insp   will    cover    equipment 
qualification    testing    of    safety-related    equipment 

POTAPQVS.U        Region   4.    Office    of    Director        03/03/13        BNOLER.  0  J 
ANCO    Engineers,     Inc          lp          1B46B   037 

8309170547  Confirms    QA   program    imp    at   HhlppanuiNJ  plant    on 
B3Q331 -Q602. per    B3O509    telcon 

POTrtPOVB.U        Region   4,    Office    of    Director        83/03/13        DIETZ.O  R 
Isomed"!*,     Inc      (subs      of   Masefield    Enterpr  iaas ,     Inc     )         lp 
1846?   033 


— 330320037-?   OA   Program    lns|>    Rept    IfJOOOSb/BS-Ql     on    B302I4-1S 

Noncnmp  1  lane B    notetf    failure     to     Implement     Fully    QA    program    t 


meet  trainln-g  t.  Indoctrination 
CONUAV.  J  T  ,  BARNES,  I  Region 
iBpp  1B317  337 


•merits 
Office    of    Director 


83/O4/21 


0305200395    Responds    to    noncan-f ormanc as     noted     in    OA    Program    Insp    Rept 
79900743/92-01     on    331006    t,    O7    Revs     to     procedures    &    data 
sheets    for   TVA    unite    returned     for    mod     or    rework    uill    DB 
completed    by    B3O130 

DUVALLiD    D         Broujn   Dover!     Corp        dubs       Gfoun    Baverl    t.   Co    ,     Ltd     ) 
B3/O1/01         POTAPaVS.U         Region    4j     Office    oF    Director         2pp 
1B31Q    175 

B3O530O411     Ack    receipt    of    B301O4.1!     &    O3O9    1  trs     informing    NRC    of     mteps 
taken    to    correct    noncon  f  orrnance    noted    in  Q-A  Program    Inap 
Hept    99900743/93-01 

POTAPOVS.U         Region    4.     Office    of    Director         S3/O3/10        DUVALL,  D    D 
Broun    Boverl    Corp       (subs       Brtnun    Boveri     &   Co    .     Ltd     )         lp          1SS17     164 

— 9305300-115   Respondi    to    MftC    63O215     Itr     PB    nonconFormante    noted     in    OA 
Program    Insp    Reft   99900743/B3-O1    Corrective    actions   QA 
procedure  written    to    define    steps    necessary    to    imp  lenient   mod 
of    relays    returned    frc-m    field 

DUVALL,  D  D        Droun   Doverl    Cor<i       (subs      Broun    Boveri    t/  Co   ,    Ltd    ) 
B3/03/O9         POTAPQVS.U         Region    4.     Office    at    Director         3pp 
18317     163 

—3305200413   Ack    receipt     of    B3O1D4    I.    11     ltra     informing    NRC    of    stept    taken 
to    correct    none onf ormancc    noted    tn    QA  Program    Insp   Rape 
99900743/03-01    Understands    procedures  will    be    generated    to 
prevent   recurrence    Addl     info    needed    re    Item   C 

PDTAPOV9.U         Rejlon    4,     OfftCfl    of    Director          03/O3/13        DUVALL.  D   D 
Broun    Boveri    Corp      dubs      Broun    Boveri   t.   Co    .     Ltd    )        Spp 
18317    14B 

— B3D9200422   Responds    to    NRC    32120-2    Itr     re    none  onf  ormance    hotel     in    QA 
Program   Insp    Rept   9990O743/S2-OI. CorractlvB    actions    test 
procedures    !>   data    sheets    mill    b-e   reviled    by    B3O130 
DUVALLiD   D         Droiiin    Boveri    Corp        <subs      Broun    Boveri    'f   Ca    t     Ltd     ) 
03/01/11          PDTAPOVS.U         negian    4,     Office    of    Director         3pp 
IB317     173 


83-03200303  Ack    receipt   of   B3Q217  t,  0414    Itrs    informing    NRC   oP    itepi 
taken    to    correct    nonconf ormances    noted    In  OA  Program    Imp 
Rept    99900003/S2-02 

POTAPOVg.U         Region    4,     Office    Of    Director         B3/03/10         JACOB  I,  W   H 
Me*4inghous>    Electric    Corp          lp          10316   2BO 

—3303200313  Responds    to   NRC   030322    Itr    requesting    addl    Info    re 
nonconf ormances    noted    In   QA  Prooram    Insp    Rept 
9990QOO3/B2-02  Corrective    actions   meetings    held    iu/o,ual  itij   fc 
customer    ive»    unglnBiri    to    review  customer   needs 
HUaao,  HL        Mtstlnghouse   Electric    Corp        PA-93-O12.       B3/O4/14 
POTAPOV8,U       Region   4,    office   of   Director       2pp-       1B316>201 

— 3308200323  Ack    receipt   of   030217    Itr    informing    NRC    of   steps    taken    to 
correct   nonconfurnianoi    noted    In   QA   Program    Insp    Rept 
999OOOO3/B2-oa  Addl    info   needed    confirming    that    actions 
Implemented    r*    documentation    of   reviews 

POTAPQVa.U         Region    4,     Office    of    Director         B3/O3/22         JACOHI.H   M 
Mestln^house   Electric    Corp         lp         1B31&  2B3 

— B3032O0332  Re. potidi    to   NRC   830110    Itr   re   nonconf o-rmance*   noted    in    OA 
Pnm*'«n   In*p    Rept    99900005/B2-02  Corrective    action* 
procedures    for    order   (.   spec    review   evaluated    ill/quality  * 
customer    svc    englnnri 

RUBSQ.H  L        Mettlnghousa   Electric    Corp        PA-S3-O08        63/O2/17 
POTAPlDVB.U        Region   4,    Office    of   Director        3pp         19B16   20B 

B3Q320O333  Forwards   QA  Program    Insp    Rept   7990OS03/B3-01    on   B3031B  ffo 
noncompl  lance   noted 

POTAPDVS.U        Region   4,    Office    of   Director        B3/03/04        HGNDHICKSON,  T 
Burns    1<   Kot   Co         2pp,        18316   220 


8303200443   ConflrmB   OA    program    imp    on    B30M3-16   at    Milford.OH   plant, 
per    030437   telcon 

POTAPOVB.U         Region    4,     Office    of    Director         83/OS/t7         FAFIWELL.C    H 
Faruell    tHondrli.     Inc  lp          19317     I  IS 

8305200446    Ack     receipt    of    021 J22    b   930314    1 tr^     informing    NRC    of    steps 
taken   to    correct    non-c  onf  ormanc  e   noted     in  QA    Program   Insp 
fiept    999007B3/B2-01 

PDTAPOV9.U         Reijlon   4,     Office     nF    Director          B3/OS/1Q        FLANNERV,  E   J 
nrunsuick  Co-         lp        1B513   OA5 

— H30320O437  ftBsponifi    to   NRC   S3OI31    Itr    re   nonconf  ormance  noted    in   OA 
Progr-am   Insp   Kept    99900 703/8 2-01    All    procedures    will    be 
Pull i/    operational    by    B3D&3D   Rev    to   OA  manual    defining 
procedure    for    handling     latent    defects   added 

FLANNERY.E   J         Brunswick    Co         93/O3/14         PDIAPOVS.U        Region    4, 
Office    at   Director         Sf>  p         1B313   O46 

— B305300462  Ack    receipt    of    BS11S2    Itr    informing   WRC    of    steps    taken   to 
correct  nonconf ormanee    noted    in    QA  ProgTam    Insp    Rept 
•J990O70E/S2-01     Requests    addl     Info    par    F    Vallmer    830107 
telcon    re    atiif  1  tt,  tool    insp    card    Initiation   &    labeling 
PQTAPOVSiU         Roaian    4j     Office    of    Director          fl3/Ol/3i 
FLANNERY.E  J         Brunsuick   Co         2pp         18513   O4B 

—  8309200448  Fleipandi    to   NRC   B2110S    Itr    re    noncorvf ormance   noted    in   QA 
Program   Insp    Rept   999007B2/B3-O1    Corrective    actions   QA 
procedural    changes    will    be    Imp  lament ed    &    Fully    operational 
bu    630630 

FLANNERY.E   J         Drunsuicl    Co         8S/I1/23         POTAPOVS.U        Region    4j 
Office    of    Director          27pp  1B313    050 


— B3052O0340  QA  Program    Insp    Rapt  99900303/83-01    on    83031B  No 
noncompllance    noted    Major    area*    Inspected    piping    strots 
•nalijsii    in   area    of    pipe    clamps   mFg    by   E-Bgs    d    itatui    of 
previous   nonconf ormancts 

P    ,    HALE.C   J        Rvglon   4,    Office   of    Director        S3/05/04, 

ssa 


&PP 


S30S2O0370  Forward*    OA  Program   Insp    Rept   <79900054/83-01    on  S30214-1S 
it  tiotic*    of  nonconf ormance   Response   requested    within    30 
days. 

POTAPOVS.U        Region   4,    Office    of   Director        83/04/28.       WILSON.  A  K 
Henry   Pratt  Co       3pp        18517  349 


9303300369  Ack    receipt    of    B3043B    Itr    Informing    NHC    of   steps    takan    to 
correct    nonconf ormance    noted    In    OA  Program    Insp    flept 
99900319/B3-OI 

POTAPOVfi.U         [teglon    4.     Office    of    Director          83/05/13        HOMES.  J   II 
Bechtel    Corp         lp        1B314   041 

— B303200S93  Responds    to    NRC    B30331    Itr    ra    nonconf ormance    noted    In   QA 
Program   Imp    R*pt   999O0519/B3-01    Corrective    actions 
Procedure   EDPI    4, 63- IB   revlsaif    to    allou  revleu    through 
approval    process   of    field    change    notice   &    request 
KOMES.JM         Bechtel     Carp          QA3-B3/113         03/04/23        POTAPQVS.  U 
Raglan  4.     Office   of    Director         3p  p         1B314    042 


— B30K0037t>  Notice    of   nohconf ormance    from    insp    on  S30314-IB 

*      Btgion  4,    Office    of   Director        83/04/3B        3pp         18517   332 
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S3O32Q0621    Documents    revleu   af    procedure:    &   practices    -used    In    control 
of    design    &    conit    of    Byron   Station    &    highlights    important 
findings   Const    of   Byron  meets   requirements    of   FEAR   &    SER 
(HUREG-OB76)    Supporting    documenta  t  i  on    encl 

REED.C         Commonwealth    Edison    Co         &431N         83/05/11          DENTON.  H    H 
Office    0*    Nuclear   Rtactor    Regulation,     Director         lOpp  10531    OBS 

24X   Fitrhs    80-000,  83/05/11,  B3Q520D621 


—8303240363  Respond*    to   NRC   B30118    Itr    re    nonconf ormanca>    nottd    In  QA 
Program    ln»p    Rept    999002B9/B2-03  Corrective    action*    Hit    of 
vendors    used    far    califir    svcs    reviewed. updated   &   added    to 
nuclear    product!    approved    vendor    list 

KIL1NAZZD,  P  L  Borg-Warner  Corp  Q-B3~049/NM8  B3/O3/02. 
POTAPOVS,  U  Dl  via  I  an  of  Vendor  Si  Technical  Programi  Bap 
18373  076 


— a3QS20-D&B4   Advise*    that  Westinghouse    QA    program   implementation 
described    in   HCAP-B370iRev  9A.  la  t  i  sfoctoru 

SEYFRfT.K    V         Region   4i     Dallas,     Office    of     the   Director    <ai/O3/OI  I 
81/04/30         ELEMBER.R   J         Hefttnshouse    Electric   Corp          Spp 
IB3S2   239         24X   Ficha    50-373,  83/05/11..  8303200631 


B3052404QO  Ac  k    receipt   of   B30904    Itr    Informing   NRC    of    steps,    taken   to 
correct   nonconformance    noted    In  QA  Program    Imp    Rept 
9 9900903/33-01 

Region   4,     Office    of   Director        S3/03/20        HQUBTEAUiL 
Laboratories         Ip         18374    192 


B30920D66B   Forwards    QA   Program    Imp    Rept    99900774/83-01     an   83O317 
&    notice'    of    nanconf  arnnnce 

POTAPOV3,  U        Dlvljion   of   Vender   fc   Technical    Program*         03/09/04 
EOOEHB.P    E         Rlrflhalgh,     Eggers    J=    Anociatos          2pp          18519   099 

—  B303200&73  Nnfcice    of  nonconformanea    from    Inap    on  B3.03.i7 

*      Region    A,     Office    of    Director         B3/O3/O4          Ip          1BS19    1OJS 

—  8305200478   Qrt    Program    In»P    Rept    99900774/83-01     on   830317 

Noncnmpl  lance    noted    design   change    failed    to    eliminate 
formation    af    void    In   siphon   tuba 

MCNEILL.H  H    ,     BARNES,  I        Region    4f    Office    of    Director        B3/Q3/03 
3pp         19514    103 


B3QS230497    Foruardi  flA  Program    Inap    Rept    97900036/83-01    on  9302M-1B 
AITS    Item!    F027QQa30,FOaro030i,  302   S.   303    re     failed    pneumatic 
actuators    closed  H/o   encl 

PDTAPOVSiU        Dlvlilon   of   Vendor   fc   Technical    Proorams         B3/03/19 
LEUIS.R   C         Dlvlilon   of   Project    k    Rail  dent    Programs          Ip         IB  337    141 

0303230514    Foruardi  flA  Program    (nip    Hapt    99'!OO05&/93-01    on  830314-18 
Insp    uncovered    leakage   ii  closure    problems    u/Hanrv  Pratt 
butterfly    valve*  H/o   encl 

POTrtPOVS.  If        Division   of   Vendor   &   Technical    Program*         83/03/19 
gpESSARD.Jl   L        Blvliion   DP   Project    4.  Reiltfent   Programs         3pp 
IB537    14H 

B30S3fl0333  ConFirmi  OA  program  imp    at   Hunt»vIlU.AL    test    facility    on 
830627-0701.  per    33031  1    ttlcon    Imp    will    idHrifi    electrical 
equipment    qualification  process   for    safe  tij-re  lited   Class    IE 
equipment 

PCirAPDVSi  U         Region    4.     Office    of    Director         B3/O3/2Q         SMITH.  E   W 
Hifla   Ltftoratoriei        Ip        19373  341 

9303240336  Ac  I,    receipt  of  S3  04  15   Itr    informing    NftC  of    atepi    takan    to 
correct    deviation  noted    In    QA  Proeran    tnsp   RepG 
99900273/B3-01    Vendor  not    ncuied    from   compliance  Extension 
for    reiponse    granted   until    830601 

POrAPOVS.U         Region    4,     Offlc*    Of    Dlrictor          B3/03/2O          SCHMIDT.  W   J 
Ueitlnghocjsc   Electric  Corp        2pP         1934?  361. 

S3052403U   Acl    racelpt   of  B30413   Itr    informing    NfiC  of    *t*fi    tatan    to 
correct    nonconf  ormance  noted    In  QA  Program    Imp    Rept 

SLEMBER.fi    J 


Region    4j     Office    of    Director         S3/O3/2O 
Ueitlnohouse   Electric  Corp        Iff         18374:077 

9305240346  Reiponif*    to  NIC  630317    Itr    re   nonconform-ance    noted    in   OA 
program   Imp    Rept   999009J)O/e3-Ol    Corrective    ^ctioni    te*t   d 
eiecutlon  &    tait   tfata   control    procedure   manual    rtvlied    to 
Include    de*cr[ptlon  &  u*e    of  route    eird-t 

SLEMBER,R   J        Heitlnghou»«  Gltclrii:    Corp         P  IfcDA-83-719       B3/O4/13 
Region    4.     Office    of    Director         Spy          IB574   OBO 


6303210332   Ack    receipt    of  830302  tc  0422    1  trs    Informing   WHC   of   itepc 
ta^en    to    correct   noncanformancei   noted    In   QA  Program    Imp 
Rept    99900389/82-03 

PDTAPOVSrU         Region    4.     Office    of   Director          B3/03/SO         TESTUUIDE'R   R 
Borg-Warner    C-orq         Ip         IS373   073 

—  B30324O337  Reipo-ndi    to  WRC   930323    Itr   re    none  onfornance   noted    in   uA 

Program   Imp    Rept   999002B9/S2-03   Corrective    actloni: 
penannel    tn-structti)   not    to   utlllia   v*ndon    not  appearing 
en    approved   vendor    Hit 
MIUINAIZO.  p.  L       florg-Harn«r  Corp        a-B3-OB3/PLM       63/04/23 

POTAPOVS.U         flejion   4,    Office   of    Director.        Ip         HS375   074 

—  930324Q3&1    Ack    racept   of  830302   Itr    informing    HRC  of    itept    taken    to 

correct    nonconf  ormincet    noted    in   OA  Program    In*p  Rept 
979  OOSB9  /B2-03  Rei{uetti   a~e«cr  Iptlon  muthotf*    to   prevacit 
recurr«nt»   ti   uie  of  vendor  not   on    approved    litt 
PQTAPOVB.V         Region   4,    Office    of    Director         83/09/29 
TESTHUIPH.R  R        Berg-Warner  Corp         Ip         1B37»  075 


— 3303340403  Raipondi    to   WRC  S30421    Itr    re    nonconf ormance    noted    In  QA 
Program    Insp    fiept    97900903/B3-01    Corrective    action* 
procedures    revised, mgt   audits   &   purchase    orden   reviewed    fc 
audits    supervised    by    lead    auditor 

HQUBTEAl/.L         Wyle    Laboratarle*         B3/03/O4         POTAPOVS,  U         Rtglon   4, 
Office    of   Director        4pp         1B374    193 

B303240411    Acli    receipt    of   B30429    Itr    Informing    NRC    of    steps    taken   to 
correct  nonconformance    noted    In   QA  Program    Insp   Rept 
99900301/93-01    Eitanilon   of   30    days    for    response    granted 
POTAPOVS.U        Region    4,    Office    of   Director        B3/03/20        MAHLrH.H 
Bechtel    Corp          Ip          18573   334 

— 9305240413  Responds    to   NRC   83D330    Itr   re   nonconf ormanee    tinted    in  QA 
Program    Insp    Rept   99900301 /S3-01    Corrective    action*   30-day 
eitenslon   requested    to   prepare   rept   re    supplier    surveillance 
program    improvements    Drawings   will    be    revised 

UAHLiH   W         BechtBl    Corp         B3/04/29         POTAPOVS.U         Region    4f     Office 
of    Director         2pp          18373   393 

8303340419  Confirms   OA   program    insp    at  Rich  land, HA    site    on   630606-10, 
per  B30S34    telcon    Imp    lufll    addrei*   QA   program 
Implementation 

POTAPOVS.U        Region   4,    Office    of    Director        B3/03/20        VOUMEB,C.-J 
En  ion   Nuclear   Co   ,     Inc      l»ub»      of   Emon   Corp    ),       Ip         1B37-4    2BI 

G309240424  Confirm*    QA   program    inap    at   Columbia, 8C    *lt»    on   g30i20-S41 
p«r  B30E24   telcon    Insp    mill    addreo   QA  program 
Implementation 

POTAPOVB.U        Region   4,    Office    of   Director,       83/03/20        JACOB  I,  H.It 
H**tlnahouse   electric   Corp         Ip         18373  033 

B309240426  Foruards   QA  Program    Insp    Rept   99900311/83-01    on    B30S28-0304, 
notice*   of   violation   &   nonconf ormanc* 

POTAPOVS.U        Region   4,    Office    of   Director        B3/04/23,       OREENE.  R 
General   Electric    Co        3pp         1B974, 13B 

— 8303240433  Forwards    corrected   notice    of   violation    for    QA   ProgrftM   Inta 
Rept    9990031 1/B3-01 

POTAPOVS.U        Region   4,    Office    of   Director        83/03/03        OREENE-R 
General    Electric    Co         Ip         13374-131 

--6309240437  Corrected    notice    of   violation    from    imp    on   8302SB-0304 

*  Region   4.    Office   of    Director.       S3/03/03        Ip.       18374.132 

--B30S24044S  Notice  of  violation  from  Imp  on  830228-0304 

*  Region   4.    Office    of   Director.       B3/09/03        Ip         18374-133 

—3305240492  Notice   of    nonconf ormance    from    imp    on   B3022B-0304. 
»     Region   4.    Office    of   Director        83/O4/83        Spp         1B374    134. 

—8303840442  QA  Program    Imp    Rept   99900311/83-01    on   830230-O304. 
Noncompliance   noted    failure    to   notify    NRC    of   4    li-W 
vertical    lift   metal-clad    suitchoear    failure    to   comply   u/ 
momentary    current    tests    per   ANSI    Std   C37   20-1974 
FOSTERjM  E   ,    BARNES.  I        Region   4.    Office    of   Director        83/04/2) 
lOpp        1B374    136 

8309S40431    Informs    that   OA  programmer   SWBQAP    I-74A>Rev  C, 
satlifactorily    impl emented. Continuing   OA   program 
acceptability    contingent    Upon    satisfactory    Implementation 
verified    through   Vendor   Programs   Branch    imp*, 

COLLINS.J  T        Region   4,    Office    of   Director,       B3/03/20        KELLY,  R  C 
Stone   !<  Webster   Engineering    Corp        2pp         18374.  1S4. 

—8305240435  Adviie*   that  S*W  latlsfactorily   tmplementt   QA   program  jtr 
SU9QAP    l-74A>R*v  C   Confirmation   recommanded. 
CHAMBEflLAlN.D        Region   4,    Office   of    Director        B3/09/1S. 
COLLINS.J  T       Region  4.    Office  of  Director       Spp        18374.  ISi 

B30S2A0291    Foruard*   830313   *econd    interim   deficiency    rept   pe    cable 
testing,  partial ly   reipondlng    to   enforcement    action*    from 
Insp    of  mfg   &   testing    activities   Final    rept    scheduled    for 
830630  W/o   encl 

POTAPOVS.U        Region    4,    Office    of   Director        83/09/20        BAEHi  R.  L. 
Engineering    b  Senerlc    Communications   Branch.        Ip         1B625    16O. 
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B30327OJ44  Adviles    that   GA   program    described    In  NEDO-1 1309-Q4A   being 
Implemented    sati*f actori  ly    Results    of    ln»p    published 
HUirt.rliJ    In   NUREO-0040 

CDU-INS.J  T        Divlilon    of   Vendor    b   Technical    Program!        83/05/24 
BRU90EMAN,  H   H         Oeneral    Electric    Co         2pp          1B63B    303 

— 8005270149  Dlscuue*    corrective    actions    on  nanconf  oraiances   noted    In    I 
Intjpi    lines    Jan    1980  flE   satisfactorily    Implemented    OA 
program   per   NEDD-11209-04A  Confirmation    of    Implementation 
recommended 

CHAMBERLAIN, D         Divlilon    of    Vendor    &    Technical    Program*         B3/OS/20 
COLLINS. J   T         Region    4,     Office    of    Director          Ip          18633   203 

B 3052702.6 7    Forward*    flA   Program    Imp    Rapt    99900722/03-01    on   830526-0304 
Si   not  leu    of   violation   t  nonconf  ormance 

FOTAPCVS.U        Region   4.    Office    of   Director        B3/O3/13        JOHNSON,  I    0 
Robert    Bhau   Controls    Co         3pp          13614   274 

— B30527O272  Notice    of   violation    from    insp    on   B3022B-O304 

*      Region    4,     Office    of    Director         B3/03/I3         Ip          18644    277 


— 8303270377  Notice    of   nonconf ormanct    from    in*p 
*      Region   4,    Office    of   Director        B3/05/13 


an    B3O22B-0304 
Ip          1B644    278 


— S3032702B6  OA  Program    In«p    Rept   99900722/83-01    on   B3022B-O304 
Honcofflpllance    noted    copies    of    Part   SI    at   Energy 
Reorganliation   Act    of    1974    po*ted    tc   procedures    adopted    per 
regulation*   not    readily    available    to   personnel 

PARKER, L    B    i     BARNES,  I         Region    4,     Office    of    Director.       83/03/12 
8pp.        1B644   27? 

83032702*1    Forward*    QA  Program    ln*p   Rept   99900031 /03-O1    on  B30aSB-O303 
li   notice    of   nonconformance 

PDTAPOVS.U        Region   4.    Office    of    Director        B3/03/13        PATTY,  D  F- 
Blnflham-HilUmette    Co         3pp.        1B644   303 

— B30927Q29B  Notice    of   noneonf ormance    from    imp    on   83022B-0303 

*      Region   4,     Office    Of    Director         B3/03/I3         Epp          1B644   309 


-3303200671    Draft    Reg    Guide    5    XXX,     "Guidance    for    Hi  icul  laneoui    Amend*    to 
10CFR73   95    " 

»      NRC    -   No    Detailed     Affiliation    Given         63/05/04        26pp 
13521    040 

-83O5200A77   Draft   value  /inipac  t    accessment   of  miscellaneous    amends    re 
phijilcal    protection    of    nuclear    power   plants 
»      NRC    -    Nn    Detailed    Affiliation    Given         B3/03/03         19pp 
1B321    066 


RESEARCH   AND    TECHNICAL    ASSISTANCE   REPORTS 


S2061002O4   FoTuards   SAl-l-lBi-OS-OW-l  .      "Design   Revieu   of    Foi-MquJlett 
Reinforcing    Bar    Sptic*    Sij  s  P  "    technical    evaluation    rspt 
JOHNSON,  D    H          Science    Applications,      Inc         NRC-03-82-096         B2/06/OB 
NRC    -    No    Detailed    Affiliation    Olven          Ip          1B6B3    243 

—  B2O6100210    "Design   Review    of    Fo  i-Houilett   Reinforcing   Bar    Splice    9ys, 
technical    evaluation    rept    " 

+      Sclance    Application*,      Inc          NRC-O3-B2-096         SAI-1-1BA-03-04 
Q2/OA/OS         62pp          1B6B3    244 

83O30B01SS    "De-sign    Reviaui    of    Dayton    Bar-Drip    Reinforcing    Bar   Splice 
Byi,  "    technical    evaluation    rept 
*      Science   Applications-     Inc         NRC-03-B2-094       SA1-1-1B6-03-61 

NRC  -  No    Detailed    Affiliation   ffiven        60pp         1B926   044 


—  8303080187    "Design  Revieu    of    Dai|tnn    Bap-Grip    Reinforcing    Bar    Splice 
Syi,  "    teclinjca-l    evaluation   rept    refs 

«      Science    Application*,      Inc          NRC-O3-B2-096         SAI-1-1B6-03-61 
B3/02/3Q  NRC   -   No    Detailed   Affiliation  Oiv&n       473pfl 

LBSSt,    104 

B3030B0194    "Design   Revieui    of    Dytdldag    Thraailbar    Reinforcing    Sys,  " 
technical    evaluation    rept 

«       Science    Applications.      Inc          NPJC-Q3-B2-09*         8A1-1-1B6-03-61 
B3/03/SB  NRC   -  No    Detailed    Affiliation   Oiven        37pp         1B527   219 


— 0303870307  OA  Proorflm    In*p    Rept   99900031/83-01    on  8302BB-O303 
Noncnmpllance   noted    no    documented    evidence    that    committed 
training    of    pump    engineering    perionnel    r>   HX    deiign 
accomplished 

KELLEV.W   D   ,     BARNES.  1         Region    4.     Office    of    DirBctor         B3/09/12 
iSpf         1B644  311 

B3032703&2  Foruardt    OA  Prooram    In»p   Rept    999004Q4/83-O1    on   B30314-16 
Net  noncomp  1  lance    noted 

PQTAPOVSiU        Region    4.    Office    of    Director        B3/O3/1O        8l_EMBEft.  R   J 
Me*tlnghouie   Electric    Corp        2pp         18i42   048 

— 0303270311   OA  Prooram   Imp   Rept  99900404/83-01   on  830314-16  Mo 
noncompliance   noted,  Major   area*    Inipec  ted'  d  1  f  Ference    oetuiten 
poit-ueld    heat    treatment    on    Indian   Point   Unit    3   steam 
generator*   h   generator*    In    other    plantf 

CONHAV.J  T.  .     BARNES,  I        Region   4,    Office    of   Director        83/O3/O4 
6pp          18642   030 


fiEOQD 


REOULATORV  OUIDEB 


B3031603O2  Reg   Oulde   B  31    Talk   OH  941-4,     "Info    re    Enuring    That 
Occupation*!    Radiation   Exposure*    at   U  Hill*   Hilt    be    ALARA    " 
»      Qffle»    of   Nuclear    Regulatory   He*e«reh,    Director        B3/OS/31 
1S46Z   336 


12PP 


B30920D&19  Notlflcatian    of   CROR  Meeting    40   on   B 30601    in    Bethe*da,MD 
to   di*cuii    propa**d    amend    to    10CFR90  re    hydrogen   control 
requirement*,  propoted    iniidtr   rulemaking    pacliaga   b   operator 
reo.eja llficntion    program 

3TELLQ,V        Co/nmlttee    to  Revieu  Oenerlc   Requirement*         S3/09/1B 
EISEMHUT,  D  Q.       Office    of  Nuclear   Reactor   R»gulatlon,    Director 
JORDAM,  E  L        Director'*  Office,    Office    of    ln*pectlon   and   Enforcement 

CUNNINOHAM,R   E,       Office   of   Nuclear   Material    Safety   »> 
Safijuardi, Director.      2pp        1B3EO  13B 

— a30»a006S4   Draft   Reg    Ouide    3   XXX,     "Std   Format   Si    Content   Ouida   for 
Nuelaar   Reactor    Accel*   Author! tat  Ion  Plan    " 

•  NRC   -  No   Detailed   Affiliation   Olven        83/05/03        37p p 
1B92O   28? 

— B30S20O6it    Draft    value/impact    *tatement    of    power    reactor    aec»»« 
authoriiation   rule   Amend    to    10CFR73  propo«ei(    to    «»taihli»h 
uniform  mln    criteria    for    granting    Individual!    uneicorted 
ac ceu    to   protected    area* 

•  NRC   -  No   Detailed   Affiliation  Oiven.       03/O3/03        47pp 
1B5SO   326. 


—  6303080203    "Design  Review   of    Duiuldag    Threadbar   Reinforcing   Sqs,  " 

technical    evaluation    rspt   refa 

*      Science    Application*,      tnc         NRC-O3-B2-096         SAI-l-IB6-03-6t 
B3/02/28  NfiC    -   No    Detailed    AFFlllation   Given        3"?6pp 

18327    279 

83030B0209   "DeHlgn  Revl  etu    of    Cadiiield    Reinforcing   Gar   Splice    8g»,  " 
technical    evaluation   rept 

+       Science    Ap  p  1  1  cat  I  unit      Inc          NJ1C-03-B3-0')6        SAI-1-186-O3-61 
B3/02/2B  NRC  -   No    Detailed    Affiliation  Given        BOpp         18524    17B 

—  83O30BO315    "De»lon    Review    of    Cadueld    Reinforclni)    Bar   Splice    By*," 

technical    evaluation   rspt   rets 

»      Science   Applications,     Inc         NFiC-  03-93-096        BA  1-1-  166-03-61 

B3/O2/28          4B8pp          IS  521    558 

B303030025   "Quorterlg    Mg  t    Rept    QRNL  Projects    fur  NRC  Ofc   of    NflR    " 
LOTT9,  A  L        Dak    Ridge    National    Laboratory        B3/04/01  Office    of 

Muclear    Regulatorg    Research,     Director        176pp        IB326    134 


"Definition    of    Scenarios    &    Evaluation   of  Method*    for 
Analysing   Source  Terms    of   Major    Accidents    Involving  U 
Hniaf  luoride    at   NRC   Licensed    FOB!    Cgcle  Facilities," 
monthly    programs   rept    for    Mar    19B3 

SIMAN-TOV.H        Union   CarbiiJe    Corp        FIN  B-0493       B3/04/2? 
BERN8TEIN,S        Tranmpor  tat  1  on   S.   Matarlali   Risk    Branch        3op 
18353    OBI 

B30S1100A3    "Invattlgation    of    Vantllation  Component   Reiponie    to  Laroe- 
Pr«s*ure  Puliea,"  monthlij    pragres*    rept    for   Fob    1983 
OREOQRY.W  S        Lo*   Alamoi    Scientific    Laboratorij        FIN  A-7O28 
83/04/CB        BOLQEROrD    E        Tr*n*p  orta  tlon  !<  MateriJla  Rlilc    Branch 
bpt         1B4EQ   31B 

B30S110OB3   "Investigation    of    Vertflation  Component   Response    to  Larn«- 
Prei*ure   Pulse,  "   monthly    progress    rBpt    for  Mar    19B3 
OREOORY.W  S        Los  Alamos    Scientific    Laboratory        FIN  A-702B 
B3/04/21        SDLBERO,  D   E         Transportation  (.  Materials  Risk    Branch 
&t>p         184  11?    334 

B30S130292   "  InveB  tioat  I  on    of    Accident-Induced   Flow  fc  Matl    Transport    in 
Nuclear   Fati  llties.  "    monthly    progress   rept    for   Mar    19B3 
MARTIN,  It  A    ,     QREOORY,  W   B        Los    Alamos   Scientific    Laboratory        FIN 
iH-7029        83/03/10        BERNSTEIN,  S        Transportatlqi*  fc  Material*   Hisl 
Branch         7jip  18458    003 

B305230133   "Oeneric   Study    of    R*tJcle    of   Contaminated  Matls,  "   monthly 
progr«is  rept    for  Apr    1VB3 

TRAVIS,  C   C         Oak   Ridge   National    Laboratory        FIM  D-OB24 
NRC-60-10-O1-03         33/03/10         DICEHOUSE.H   J         Transportation    k 
KateriaU  Risk    Branch         3pp.       tB3?&    1B8 
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B3Q323O168    ''Accident    Aerosol    Cfiarac  fcer  I  lata  on.  "    informal    monthly 
progress    rapt     For   Apr    I963 

OWCZARSKI.P   C         Dattelle    Memorial     Institute,     Pacific    Northuest 
Laboratory         FIN   B-22B7         63/O5/I1          BERNSTEIN,  S        Division    o-f    Risk 
Analysis          3p  p          16596    142 


— 3303030722  Requests   CROR   revlem   of    end    Commission   paper   to    •mind 
10CFR71     re    transportation    regulations, per    B3O120   memo 
M1NQOUE.R  D        Office    of   Nuclear   Regulatory    Research,    Director. 
B3/O4/H3.         STELLD,  V         Regional    Operation!    &   Generic    Requlr tnenti, 
226 pp          66766    146 


0303230174    "Accident    Aerosol    Cftarac terf  la tion,  "    informal     monthly 
progress    rapt    for  Mar    1133 

OHCZARSKI.PC         Battelle    Maraoi-ial     IiistltutB,     Pacific    Northwest 
Laboratory         FIN   B-23B7         93/03/11          BERNSTEIN.  S         Division    of    RUt 
Analysis         5pp          IB 396   34 B 


REVIEW    GRP      NIC    RESEARCH   REVIEW    GROUPS 


B3O31B0429   Fnruarils    response    to    330200    Itr    re    backfilling    costs    of 
two    nuclear   pouer    plants    All     three    units    have    combined 
Cdpaallitij    of    J.S39HWE    (summer)    net 

HADLEY,  C    0        Northern   States    Payer    Co          B3/O3/13         TQl/RTELLDTTE,  J 
Regulatory    Reform   Task   Force          6pp          18541    O4I         24X 
Flche    30-000,  03/03/13,  83031B0429 

83QS040&30  Notifies    of   CRGR    Meeting    3fr    on    B3O429   to   discuss     findings 
of  Salem  Generic    Implications    Task   Force 

STELLQ.  V         Committee    to   Re  view    Generic    Requirements         a3/04/37 
eiBENHUT.D    Q         Office    of   Nuclear    Reactor    Regulation,     Director 
JQRDAM,  F  L        Director'!  Office,    Qfflra    of    Inspection   and   Enforcement 

CUNNINGHAM. R    E,       Office    of    Nuclear    Material    Safety    & 
Safeguards.  Director        3pp          1B334,    306         24X   Fiche    3O-270,  B3/04/27, 
3303040630 

B3G3050334   Summary    of   B30301    meeting    m/Nuclear    Util    Fire    Protection 
Croup,  EPMi  Debevoiie    1>   Llbsrinan.  CPC,  Bechtel    &   CPU   re 
clarification    of    Fire   pro  tac  tion,    rul«,App    R    tfl    IOCFF13Q 
WAMBACH.T    V         Operating    Reactors    Oraivch    3         LS03-83-04-01? 
83/O4/1I  Operating   Red c tori    Branch    9         4pf         1B332   O23 


5303120460   Requests    info    re    issue    solutions    accepted    by   NRC  which   hive 
&    have    not    been   addressed    in   SER/supp lemantal    SERs    Info 
neaded    to    document    evaluation    on    each   Licensing    Review  Group 
II    generic    issue 

STEFANO.J    J        Licensing    Branch     1         83/03/02         HOLTZSCHER,  D   L 
Illinois    Power   Co        2pp         1B443    173        24X   Flche    30-000,03/03/02, 
830312-0460 

— B3Q31SQ47O    Requests     Info    re    issue    solution!    accepted    by    NRC    which   h«.V4 
tc  have    not   been   addressed    in   SER/supp  lemental    SERs    Info 
•needed    to   document    evaluation    on    each    Licensing    Review  Croup 
II    generic    issue 

STEFAND.J   J        Licensing    Branch    1         83/O3/Q2         POWELL,  P         Uash  Ington 
Public    Power    Supplg    System         Ip          18443    174         24X 
Flche    3O-000,  B3/03/02< 83O312046O 

— B303120477   Requesti    info   re    issue    solutions   accepted    by   NRC   yhlch  hlvt 
&    have    not    been   addrelled     In    SER/iUpplemental    SERt    Info 
needed    to    document    evaluation   on   Bach   Licensing   Review  Croup 
II    generic    issue 

STEFANQ,  J   J         Licensing    Branch    1         83/O3/O2         REED.  H   J         gulf 
States   Utilities    Co         Ip         18443    173        24X   Fiche    50-000,93/03^03, 
6305120440 

— 830512O4B5   Requests    info    re    issue    solutions    accepted    by   NRC    which   h»v» 
£c   have   not    been   addressed    in   SER/supp  lamental    SERs    Info 
needed    to   document    evaluation    on    each    Licensing    Review  Group 
II    generic    issue 

STEP  AND,  J   J        Licensioo    Branch    1         B3/O3/O2         RICHARDSONi  j   D. 
MifsiHsippi   Power    t,  Light   Co        Ip         10443    174        H4X 
Fiche    5O-OOO,  83/03/02,8303120460 


Comments   on  nroposeJ    rule    re    safety    goals   evaluationi   plan 
M llano   Uatl    Nuclear  Regulatorij   Ajoncij    preEently    Invo-lved    In 
similar    but  mare   restrictive    Cask    Request*    to   be    kept 
informed  of    proceedings 

OARftlBBAiS        Initltuto   dl     Inaegneria    Mucleare.    Milan.     Italy 
48FRLO772         33/O4/36  Docketing    &    Services    Branch  Ip 

1B343    151 


—9305120491    Requests    Info    re    isiui    solutions    accepted    bg   NRC   unico    h*v* 
h   have   not   been   addressed    in  BER/supp  laaiental    BERs    Info 
needed    to   document   evaluation   on    each    Licensing   Fteviiu  Croup 
II   generic    Issue 

SieFANO,  J   J         Llconslng    Branch    1         B3/03/O2         BUZIELLl.ErT 
Cleveland   Electric    Illuminating    Co         Ip         1B443    177        S4X 
Flche    3Q-OOQ,  83/03/02,  B303 130440 


930S110413  Notification   of  CHCR    Meeting    3B   on   B30518   In    Bsthasda, HD 
to   -discuss    proposed    rule.     "Analysis    of    Potential    Pressurized 
Thermal   Shock    Events."   prior  1  6i  za  tion    af    generic    safety 
issues   J  operator   requal  1  tica tion    program   Review  matl    encl 
STELLO,  V         Regional    Operations    &    Conor  ic    Requirements          B3/03/1O 
EISEHHUTiO  Q        Office   of  Nuclear   Reactor   Regulation.     Director 
JORDAN.  E  I-         Director's   Office.     Office    of     Inspection    and    Enforcement 

CUNNINGHAM,  R   E         Office   af    N  if  clear    Material    Safety   i 
Safeguard!, Director         2pp          1 B394    SSI 

— 8305110123   Forwards    draft   FR    notice   &    supporting   regulatory    assessment 
on    proposed    ru-le  re   pressitriied    thermal    shock   CROR   revleu 
requested    uithln  2  inks 

DENTQN,  H  R        Office   of  Nuclear   Reactor   Regulation,    Director 
83/O3/03         STELLO,  V        Regional    Operations    b   Generic    Requirement" 
34pp          18394    223. 


Discusses    guidelines    developed    to   aid    in   revleui  of    IE 
Bulletin   79-13  re    lonj-term   operability    of    deep    draft    pumps 
Alternate    q.ual  If  ication   method    Incorporating    vibration 
monttor-ing    t<  ltd    plant    test    procedures   proposed    encl 
NOVAK,  T  M        Assistant   Director    for  Licensing         IEB-79-13       B3/03/03. 
HOLTZSCHER, D   L         Licensing    RevI«W   Group     II         App          1B440.336         8*X 
Flcho    30-000,  G3/OB/03,  Q3031Z0367 

8305170373  Notification   of   CRGR   Meeting    37    on   B30311    in   Btthtsda,  MB  to 
discuss    methodology    used    to   prioritize   generic    safety    lllut* 
t    operator    requallf icatton   program 

STELLO,  V        Committee    to   Review  Oen*ric   Requirements        B3/04/S7 
EIBENHl/r.O   0        Division    of   Licensing        JORDAN,  E  L        Dlrictop't 
Office.    Office   of    Inspection   and   Enforcemont        CUNNINOHAMiR  E 
Office    af   Nuclear  Material    Safety   b  Safeguards, Director        Bpp 
1S493   3&B 


-B3051104SQ  Foruiards    proposed    Commission    paper    discussing   priori  tl  tat  ion 
of    g  marie    tafetij    liiu«s   &    transmitting    draft  NUREG-0933, 
"Pr  tori  1 1  iation   of  Oenoi-ic   Safety    Ism/ea    "    Procedures    for 
Identifying   &   managing    issues-    encl 

DENTON.H  tl        Office   of  Nuclear   Reactor    Regulation.    Director 
B3/05/02         DIRCK8.U   J        Office    of    the    Eiecutive    Director    for 
Operations         771pp         18374    259 

-B303I  10432  Fnruards    options    For    operator    requa  1 1  f  ication  ei-ams 
Adminn teTeil    req.ual  1  f ications    option   recommended 
OENTOM.H  R        Office   of  MucledP   Reactor   Regulation,    Director 
93 /O  3/07         OIRCK3.  H   J        Office    of    the    Ziecutlve    Director    for 
Operations        fipp        18394.  31O 

-830SI1O4B5  Notification  of    CROR    Meeting    37   an   830533    In    BethB&da.HB    to 
discuss  proposed  amend    ta    1OCFR71    re    transportation 
regulations   &    to   review    proposed    ATklS    rule    10CFR30   to 
STELLCI.V        Regional    Operations    &  Generic    Requirements        83/03/10 
EISENHUT.  D   0         Office   of    Nuclear   Reactor    Regulation,     Directc-r 
JORDAM.E  L        Director's   Office,    Office    of    Inspection   and 
Enforcement        CUNNINGHAM,  R  E.       Office    of   Nuclear  Material    Bafatg   *- 
3afegu»rd».  Director        3pp          1Q31&   314 

"8305110493  Foruiards    proposed    FR    notice    &   regulatory   analysis    on   ATUS 
rule    10CFR30  60  Addl   reo,o  lrem*r*ta    discussed   at  CRS«    830430 
briefing    added   Elpedltlous    rssjanse    requested 
rttNOCUE.R   n        Office   of  Nuclear   Regulatory    Research,     DirectoT 
33/05/06        STELLO.  V       Regional    Oporations    t*  Osneric    Requirements 
33pp.        1B396   320 


B3Q3170713   Lists   agenda    items    from  CROR   Meeting    37   postponed   until 
830510  Hunting    39    Items    re   methodology    used    by   NRR    to 
prlarltlia    generic    safety    issues   tt   briefing    on   operator 
reqifaltf  Ication   program  among    tt*ms    postponed 

9TELLO-  V        Regional   Operation*   Si  Generic    Requirements        H3/OS/04 
EISENHUT,  D,G        Office    of   Nuclear   Reactor   Regulation,    Director 
JORDAN,  E   L-       Director's    Office,    Office    of    Inspection   and   Enf  ore  «»»ne 

CUNNINGHAM.R        Office   of   NucUar   Material    Safety   & 
Safeguards,  Director         3pp          1B47&   H53 

0303I707IS  Summaru    of    B30503  meeting   u/NRR   &   CROR    to   clarlfg    icopt  fc 
intent    of    proposed    licensee   actions    stemming    from  Salem 
Oenertc    Implications   Task    Force   Rept    (MJREO-IOOO,  Vol    2) 
Meeting    -suggested    to    discuss    recommendations    on    Item  3 
TAYLQR'M    ,     SCHWINK,  W        Regional    Operations    &  Qenaric   Requlrvnieiiti 
B3/03/06         BTGLLO,  V    ,     MuRLEV,  T         Regional    Operations    i   Oenifle 
fiequlrnmentB        3pp         1849i    199 


B30S  190010   Summarv    of   CROR   Meeting    34    on   B30420   ra    technical    pocltiont 
concernlnq    uaste    classification   t>   form,  status    of   proposed 
AT  US   i   proposed    IE   bulletin    on   Haijuard    Tyler   Pump   Co 
pumps  &   spare    parts 

STELLD,  V         Regional    Operations    fc   (?Bh*ric    Requlremtnt*         B3/OS/D4, 
DIRCKSiW   J        Office   of    the   executive    Director    for   Operations.       ?PP 
18923   213 

8303L90Q4&   Commends    represent  atlves    of   BUR/A   utlls    participating    In 
Licensing    Review  Qroup    II    fov    efforts    In   resolving    issues 
generic    to    BUR/6  OL  applicants 

EISENHUT,  D    B         Division    of    Licensing         83/O3/O3         EDELMAN,  M   R 
Cleveland    Electric    Illuminating   Co        2pp         1B323    17B        24X 
Flche    30-000,  B3/03/03,  S30S17004& 
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--8305190O34  Commends    representatives   of   HUR/6   utils    participating    in 
Licensing   Review   Group    II    for    efforts    in   resolving    Issues 
generic    to    BUR/6    DL    applicant! 

ErSENHUT.D   0         Division    of    Licensing         B3/OS/03         HALE,  D   P 
Illinois    Poiuer    Co         Hpp          18523   200         24  X    Flche     30-000.93/05/03, 


8303230270    "Active    Mod    Pr  o  je  c  t  s,  Op  erat  i  ng    PUF),   I  9B2    " 

*       Consufliers    Power   Co          B2/12/3I          4po  18376   332         24X 

Flche    SO-000.  32/12/31,  Q3OS23O27C- 


—  S303  190060  Commends  representatives  of  BUR/i  utils  partlc  Ip  atlno.  in 

Licensing  Review  Group  II  for  efforts  In  resolving  issue* 
penarlc  to  BWR/6  OL  applicant* 

EISENHUT.D  0    Division  of  Licensing    B3/03/O3    FER8USO.N.  M  R 
Washington  Public  Power  Supply  Sustain    app    1B323  2O2    24  X 
Flche  30-OOO.  S3/O3/O3,  B3O31<?a04i 

—  B30819006B  Commend!  representatives  of  BUR/6  utila  participating  in 

Licensing  Review  Oroup  II  for  efforts  in  resolving  Issues 

penvrlc  to  BUR/6  OL  applicant* 

EISENHUT.D  O    Division  of  Licensing    83/O3/03    MCQAUQHY,  J  P 

r11**l»sippl  Pouer  t,  Light  Co   Spp    18323  204    24X 

rich!  50-000,  B3/O3/O3.  B3Q3190046 

—  3303190077  Commands  representatives  of  BUR/6  utils  participating  In 

Lie  truing  Rsvieu)  Oroup  II  for  efforts  In  resolving  Issues 

generic  to  BUR/6  OL  applicant* 

E1BENHUT.D  0   Division  of  Licensing    B3/03/03   CAHILL,  J   Gulf 

States  Utilities  Co    2pp    18523  2O6    24X  Fiche  30-ODO.  S3/O3/O3, 

8305190016 

9303200533  Forwards  "Summary  of  CRGR  Activities  for  Apr  1983  " 
SCHHINK.  H   Committee  to  Review  Generic  Requirements   B3/03/17 
Committee  to  Revieu  Generic  Requirements   4pp    18316  021 

B305200M9  Notification  of  CRGR  Meeting  40  on  B306O1  in  Bathesda,  MD 
to  itlicuit  proposed  amend  to  10CFR30  re  hydrogen  control 
requ  1  ri/nents,  proposed  Insider  rulemaklng  package  tt  operator 
re  qua  llfication  program 

El  TELL  O.  V   Committee  to  Review  Generic  Rec-uirenients.   83/09/18 
EISENHUT,  D  Q   Office  of  Nuclear  Reactor  Regulation.  Director 
JORDAM.  E  L   Director's  Office.  Office  of  Inspection  and  Enforcement 

CUNNINGHAM.  R  E   Office  of  Nuclear  Material  Safety  & 
Slf  •guards.  Director   Zpp    1BS20  1  3S 

—  a30SB006E3  Forwards  draft  Commission  paper  on  amends  to  1QCFR3O  re 

hydroflen  control  for  review  &  comment 

MINOOUE.R  D   Office  of  Nuclear  Regulatory  Research.  Director 
S3-OB3    B3/OS/12    BTELLO.  V    Committee  to  Review  Generic 
Requirements    Ip    1B5SO  160 

—  9303200627  Draft  Commission  paper  requesting  approval  for  FR 

publication  of  amends  to  10CFR30  re  hydrogen  control 
Recommends  affirmation  at  open  meeting 

DIRCKS,Hvl   Office  of  the  Eiecutive  Director  for  Operations 
03/03/10    94pp    18320  161 

—  930  320  0634  Forwards  draft  Commission  paper  re  Insider  iafeguardi 

rultmaklnj  package  for  concurrence  List  of  safety/safeguards 

review  committee  recommendation!  in/appropriate  cross- 

r«fer*nc>  to  areas  changed  by  CRGR  also  ancl. 

DAVIfl.  J  0   Office  of  Nuclear  Material  Safety  b 

Safeguards.  Director   03/03/13   BTELLO.  V   Committee  to  Revleui 

Oenertc  Requirements    34pp    10330*233 

—  S303S00654  Draft  Reg  Guide  3  XXX,  "Std  Format  &  Content  Guide  for 

NuelMr  Reactor  Access  Authoriiation  Plan  " 

•  NFJC  -  No  Detailed  Affiliation  Oiven   B3/O3/O3   37pp 
1B320  289 

—  B303200ttl  Draft  value/Impact  statement  of  power  reactor  access 

authorization  rule  Amend  to  IOCFR73  proposed  to  establish 
uniform  min  criteria  for  granting  Individuals  unescorted 
access  to  protected  areas 

,*  WC  -  No  Detailed  Affiliation  Olven   83/O5/Q3   47pp. 
19920  3B6 

--8303SOO&64  Draft  value/Impact  aceaasroent  of  nuclear  power  reactor 
search  procedures  rule  Amend  to  IOCFR73  33<d)U)  proposed 
to  clarify  requirements  for  searches 

•  NRC   -   No    Detailed    Affiliation    Olvon         G3/O3/O3         Zffff 
ISS21    Oil 

—  83Q3SOQ)i71    Draft  Reg    Guide    3   XXX.     "Guidance    for   Mlscul  l»neou*   Amends    to 

IOCFR73   33,  " 

•  NRC  -  No  Detailed  Affiliation  Given   93/OS/O4   36pp 
(G9K1  040 

—  Q303SOOfo77  Draft  value/Impact  accessment  of  miscel  laneous  amends  re 

phij-tical  protection  of  nuclear  pouer  plants 

«   NflC  -  No  Detailed  Affiliation  Given   B3/O5/O3    19pp 

1BS21    066 


B3032303B3  Foruarda  capital  coat  analysis  far  I 
reflecting  doth  actual  costs  6  estimates  foi 
in  progress 

SMITH. S   H        Carolina    Power    fc    Light    Co         83/O3/22 
Regulatory    Reform   Tasl    Forte  13pp  18343    277 

Fiche    30-000,  93/03/22.  B305S30aB3 


act  f i  tt  ing    enpendltures 
mods    planned    or 


TDURTELLOTTE,  J 
24  X 


a30333O3(.4    Forwards    cost     info    asaoctated    u/bacV  fitting    nuclear    units, 
per    JL   Maulden    B30224    tumrnitment 
MARSHALL,  J   R          Arkansas    Poiuep    !.    Light    Co          B3/03/1  I         TOUHTELLDTTE,  J 

Regulatory    Reform   Task    Force          llpp  16546    734         24X 

Ftche    30-313,  B3/0.3/1 !.  8305230344 

B303S3036B    Forwards    "Rept     on    DC    Coofc    Nuclear    PaLiei-    Plant    Bacfcfittlng    6 
BugulatnTij    Impact   Casts,"    providing    cast    ana  lysl  s,  per  83O2QB 
request 

WHITE. W   B         Amerltan    Electric    Power    Co    .      [tic         S3/O3/30 
TOURTELLOTTE.  J         Regulatory    Reform    Task    Force         7pp         18544    336         24X 
Fiche    3O-315,  03/O3/30.  B3O323O36B 


B3O32303B7    Responds 
ml  1 1  ion    spent    on   -b 
ml H  Ion    T  equ IT  ed    t 
ARTHUR,  J    M         Ouqua 
RegulatDTy   Reform 


o    33O20B    request     far    bacVflt    Info    Total    of 
ckfitting     through    Jul     1993    Addl    *30 

complete  uark  on  NRC  imposed  b-ackflti 
ne  Llaht  Co  B3/O3/O1?  TOURTELOTTE,  J 
ask  Force  17pp  18546  245  SIX 


Flche    3O-334.  B3/03/09.  B3O323O3S7 


B3Q523Q393   Foruiai-is    analysis    of    estimated    b-ac  k  f  i  tting    costs    per 
B302OB    Itr    Estimated    »174    milUoti    spent    for    backflUlng 
Qackflcting    e  i  pandl  tunes    will    average    4O7    of   annual 
erpendl  tores    from    1977    through    l^as 

HANCOCK,  J   A         Florida    P  aider    Corp          NCAa3-OH13         03/03/35 
TOURTGLLOTTE,  J         Regulatory    Reform    Task    Force         2pp         (B343   353 
Flche    30-302.  H3/O3/a3,  B305330393 


batkfittlnj    &   upgrading 
NRC-requlred, 


S3  0323  0403  Forwards    info    on    cos-ts    incurred    fro 
f  flci  11  ties,  per    B3O21O    request    Modi    catffgorii 
TMl-lessons    learned    or    uttl-  initiated 
DIECKAW.H         General    Public     Utilities     ~    GPU    Service   Corp         B3/03/09 
raUnTELLQTTE.  J         Regulatory    Reform    Task    Force         9pp         1B576   3IB         24X 
Flche    30-000.  B3/O3/OB,  B30S230102 

B3O523D407    Informs    that    backfitting    inatl    mill    be    foruarded    as    soon   as 
available.  In   reapunse    to    B30203    Itr 

FUHOWSH.  M   H         Pacific    Bas     !<   Electric    Co          B3/O2/23         TOURTELLaTTE,  J 
Regulatory   Reform  Task    Force         Ip         J  S543   337        24X 
Flche    30-OOD.  B3/OE/23.  B3O323O407 

9305230303    Summary    of    CROR    Meeting    33    on    830433    re    Salem   Generic 
Implications    T-a-sk   Force    findings,  per   NUttEG-lOOO 
STELLOiV        Committee    to    Hovleiu  Generic    Requirument-s        B3/05/I3 
OIRCHS.W  J        Office    of    the    Elecutive    D'lrectnr    for  Operations        4pp 
19337    1&4 

B305230307   Summary    of  CRGH    Meeting    36   on    G30429   re   actions    derived    from 
Balam  generic    implications    rept   List    of    attendees    Bncl 
BTELLQi  V         Committee    to    Reviou    Generic    Rc«iifl  reinent*         B3/03/13 
DIRCKS,  W   J        Office   of    tha   Eiecuttve    Director    for   Operations        4pp 
19337   320 

B305E303B1    Foruiardi    lists     of    NRC     initiated    t,    THI-relateil    backflt     ttumi. 
In    response    to    B3Q2QB    Itr    Dackflttlng    coats    resulting    From 
utils   own   needs    also   provided 

HITHERS.B    D         Portland    General    Electric     Co          B3/03/34 

TOURTELLOTTE,  J         Regulatory    Reform    Ta  s  It    Force         4pp         18941    314         24X 
Flche    30-344,  B3/03/E4,  B30323GSB1 

B3  0523  0333  Forwards    backfit    cost    info    in    response    to   830308    Itr    Two 
3i  30O    kW    -standbij    dleiel     generaturi-i  dleiel     generator    bUgi 
iuniliaiy    bldfl    addl  tl  om  assoc  1  ated    electrical    equipment   k 
neu   computer    sys    added    per    M1RE.Q-Q737 

rlATTIMOE,J  J        Sacramento    Municipal    Utility    District        B3/O3/16 
TtHIRTELLOTTE.  J         Regitlatory    Reform    Task    Force         4pp         1B34I    318         24X 
Fiche    30-312,  B3/O3/16,  B3D3230-5S3 

B303aa03BS    Forwards    baekfitting    S<    rejulatori)     Impact   cost    data    for 
Mrduara    d  F  onharduiara-r  e  lated    backflts    Requirement    for 
adtftng    one   add  1    senior    reactor    operator    to    each    operating 
shift   mill    cast    *&QO,  000    per    yr 

REZNICEK,  B   H        Omaha   Public    Foyer    District         S3/O3/04 
TOURTELLOTTE,  J        Regulatory    Re-form   Task    Force         16pp        1B541    322 
24«    Flche    3Q-2B3,  83/O3/04,  830SS30530 

B3  OS  23  0597    Encourages    industry    approach    to    formulation   of    backfitting 
rulo    in    line   ui/Regulatory    Reform    Task    Farce    affortjper 
BZlSSt    Itr 

DYBON.J   B.      Poiue-T-   Authority    of    tlie    State    of    Neu  York        B3/O3/02 
TOUKTELLOTTE,  J         Regulatory    Rtform    Task    Force         2pp         IB34I    330         24X 
Flche    SO-000,  83/03/OS,  S305230397 
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9.3Q32306QB    Provides     1  ump     »um   numb-or    representing    direct    cost     impact    of 
regulatory    proliferation    during    apprni    period    from  NHC   CP    to 
low-power    OL.  in    response    to    330203    request    re    back-f  1  ttinj 
cos  t* 

LUTHE^O"   C         MlsiiialpPi    Pouar    4,    Light    Co         S3/O3/04 

TDURTEU-OTTE.  J         Regulatory    Reform   Task    Force         2pp          IBS41    34O         21X 
Fiche    50-416,62/03/04.8305230606- 

930333061*.  Forward!    info    in    response    to   B3O208    1  tr    requesting    backfit 
cost  data    For  operating    nuclear    unit*   Cost    categor 1 iaa 
according    to   NRC    impos  *6>  TMI    t«    non-TMI    backf  i  ti.  ut  i  1- 
irUtlated    t<    hybrid    backfiti 
CDUNSILiWG         Connecticut    Yaniee    Atomic    Power    Co         010731          B3/O3/21 

TOUHTELLuTTE,  J         Regulatory    Reform    Task    Fores         2S|»p          LBS43   039 
84X    Fiche   3O-OQO.  93/O3/31 ,  B30323O&16 

8305230693    Acli    receipt    of    1  tr    requesting    cost    analyst!    of    batkfltting 
requirement*    Imputed    by    NRC    Facilities    will     require    some 
baclflt   mods  Costs    ulll    be   almost    identical    to   Byron 
Increases 

SHIELDS.  S  W  Public  Service  Co  of  Indiana,  fnc  SVP-OOBO-B3 
63/03/10  TOURTELLOTTE,  J  Begulatory  Raform  Tali  Force  2pp 
1B542  352  24X  Fiche  30-346. B3/O3/ IO, B30S230634 


6303230(769   Notifies    that 
until    CRGR    Meeting    40.  t 
Melting    33    scheduled     fo 
8TELLD,  V         Regional    Op* 
EIBENHLJT,  D   Q        Office 


perator    req.ua  H  flcat  ion   program   postponed 
ntatlvely    acheduled    For   Q306O1    CRGJT 


830SIB    in    Bethesda, MD 

tions    &  Generic   Hequirmnonts        B3/03/17 

Nut  1  Bar   fteactc-r   Regulation,     Bl  ret  tor 

JORDAN,  £  L        Director's    Office,    Office    of    Inspection   and    Enforcement 
CUNNINGHAM,  It  E        Office    of   Nuclear   Material    Safety   t 

Safeguards.  Director         ip         19342   335 


930323Q716  Responds    to  830209    request    for    bac  fcfi  tt  ing    expenditures 
Actual    -cost   at   OL    date    UBS    *3B3    million   Projected   adtfl 
future    cost    for   NRC    Imposed    mod*    cotisepvat  i  vely    PStinated    at 
*2fc,  900.000 

CROUBE.a   P         Toledo    Ed  i  son    CD         33/02/13         TOURTELLDTTE.  J 
Regulatory    Reform    Task    Force          lOpp          IB542   294         24  X 
Fiche    SO-31&.  B3/O2/IB.  B3O5230716 

83032307SO'  Forwards    list    of    utits    reap  Dnd  ing    td   requests    tor    coit 
figor  t-t    on   taclif  i  ttlng 

TOWRTELLOTTE,  J         Regulatory    Reform   Taik    Force         B3/04/11 
PALLADINO,N   J   .     OILINSKY,  V    i     AHEARNE.  J   F         Comml  lalanera          3$y 
18342   S73         24X    Flcha    50-OOO,  83/Ofl/l  I  ,  030923O7SO 

9305230724  Forwards    extlmated    annual    regulatory   fc  nonrejul  atory 
iipindltures    in   6302O9    Itrs    re    cost    of   bac  Itf  1  tt  Ing    Combined 
ca-pacltv   of    facilities    It   <?94   rUe 
BURSTETN.S         UUconslrt    EleCtrU    Power    Co         B3/O2/33         TOUHTEtLOTTE,  J 

Regulatory   Reform  Taifc    Force         3pp         18342  SA9        24X 
Fiche    5n-S 


B3  0523  07  38  Foruards    listing    of   regulatory-induced   major   plant    mods 
cacti    Silt    at   nuclear    staff    nearly    doubled    since    TrlT 
aecl«f*nt  Total    upendltures    *or    IE    Bulletins    79-01.  77-O2  & 
79-14    modi    provided 

OIEBLER,  C    H        Hlsconlin   Puhlit    Service    Cor-p          IEO-79-01 
raURTCU-OTTE,  0         R^ulat«r<|    Reform    Task    Forc«         App          IB542    Z63 
Fiche    50-303.  83/Q3/2S,  03OS23072B 


B3051B0314    Responds    to    POIft    request    for    BECY-B3-17   t>   8ECV-B3-19 
Foruardi    documents   Documents   also   available    in   PDR 
FELTQM,  J  14       Division    of  Rules   and   Records        B3/03/29        BAEADV.J  c 
KMCi     Inc         IP        18303   330        24X   Fiche    30-237, 83/03 /H9.  830 51 BQ316 

— B3031B033Q  8ECV-B3-017 

Notifies    of   results    of    SEP    revieiu   of    facility 

DIRCKB,  M  J        Office    of    the    Eiecutivo   Director    for   Operation! 

B3/OI/12       47pp        18303  346        24X   Fiche    30-H37, B3/03/29. 


—6303160332   SECY-B3-019 

Inform*    of   proposed    plan    to    convert    seven  remaining 
provisional    DLi    to    full-term  QLs    after    completion   of  SEP 
Phase    II 

DIRCKSi  W  J        Office    of    the    Eiecutive    Director    for   Operation! 
B3/01/17         13pp          1B303    531 

B30923GO&5  Respond*    to   FOIA  request    for    SECY-B2-13D  ForuariTs   riijut 
document    Document    also   available    In   PDR 

FELTON,J  M        Division   of   Ruin,    and   Records        83/03/31        PEDRO,  J 
Corp          Ip         19543    137 

—  9303330070  9ECY-B2-013D 

Inform   Commission   of    status    of    implementation    of    10CFR3D  49 
t>   App   ft    to    IOCFR30  re    fire    protection   rule    for   Third 
Quarter    19B3,per   SJ  ChilV   B01103   request 

DIRCKB.W  J       Office    of    the    Eieeutive    Director    for  Operations 
B2/1B/10         9pp         1B343    13B 

B 30323 0230   SECY-B3-047 

Provide-s    Commission  u/info   r>pt   explaining    status    of 
activities   re    fraudulent    practices    of   Ray    Miller,  Inc 
DIRCKS.H   J       office    of    the   Eiecutive    Director    For   Optrat loni 
83/02/16        30pp         1B6H7    123 

B30S270118   8ECY-B3-I93 

Requests    Commit t ion   approval    to    transmit    comment!    to  EPA  on 
proposed    stds    for   U  t<   thorium  mill    tailings    at    licensed 
commercial    processing    sites   Comments    re    grounduater 
prabactlon   tt  radon   stdi    not    supportive    of    EPA   pt-opoitd   rule 
DIRGKS, H  J        Office    of    the    Executive   Director    for   Operations 
83/O3/2O        BBpp         1B661    K3i 


STATE   PROO     STATE  PRQQRAMS 


B303Q40192  PNA-B3-007   on  Q3 0303,  100   uCl    1-123.3  mCl    T 1-201    ti  B  «C1 
C4-67   stolen    from  US  Priority    Transport   vehicle   near 
Colonie   Town, NY  Packages    not    found   Press    release   may   bt 
lnuad 

CAMPBELL. H       Region    1,    Office   of   Director        83/04/04        Ip 
18326  333 


B3030402OI   PNA-B3-007A   on   630303,100   uCl    1-123, 3mCI    Tl-201    fc  C 
Os-67   ttolen    From  US  Priority    Transport   vehicle    near   Colonle 
Toyn.NY  Package    of    1-123    found    on   B30313    in    home    of    suspect. 
CAMPBELL.M        Region    1,    Office    of    Director        B3/03/15        If 
1B336.  334 


POSITION   PAPERS   DEFDRE   THE   COMMISSION 


6302280090   SECY-  03-05"? 

Requests   approval    to   publish    enc  1    technical    criteria    for 
regulating    geologic    disposal    of   high    level    r»duiaste    as    final 
amende    to    10CPR60   W/draft    final    rule   on    LOCFFtciQ 
DIftCKS.U  J       Office    of    the   Eiecutive   Director-    for    Operation* 
B3/02/09         430pp          1B62?   001 

H304B20093   SECY-B3-O59D 

Bubrniti    proposed    responses    to   cojnmenti    of   Commiss  i  oners 
Gllinsfcy    !«  Ahearne    re    BECV-B3-3"?   concernln")    technical 
criteria   !.   conforming    amend*,    to    disposal    of    high    level 
raduaites    In  geologic    repositories 

DIRCKSiM  J       Office    of    the    Executive    Director    for    Operation* 
83/04/11         Sopp          18627    1«?0 

8305020B20  BECY-63-lflO 

Prsients   NRC  revleut  of   &   recommendat  I  ons   on.   util    830131 

Ttvind    schedule    t  to  it    info   re    recovery 

DIRCKS.  W  J       Office   Df    the   Execirtive    Director    for    Operations 

83/04/13         33pp          IBaafl    Si!         24X    Fiehe    30-320.63/04/13,8303030330 


6303170233  SECY-B3-I3B 

Informs  Cojnmlsslon   of    finding*    c-f   Salem  ATUS   gsjurle 

implications    task    for-ca    re    overall   mgt    capability    b 

par<f  armance  t<  reactor-    trip    sijs    reliabllltij 

DIRCKSjH  J       Office    of    the    Executive    Director    For   Operations 

83/05/03         13^pp          19476    184         B4X   Fiche    30-272,83/03/02,8303170333 


830.3040690  Notification   of    contract    execution*  Mod    1    to   "Citabllih 
Collaborative   Program  Bttwten  State   &  Commltilon    to  Provld* 
Indajiendtnt   Measurements    of   Radioactivity    in   Effluents   b 
In   Environ  "   Contractor   State    of   MI 

BlLvia.R   M        Technical    Assistance   Contracts    Branch        NRC-05-73-OH 
B3/04/29  Director's    Office,    Office    of    Inspection   and   Enfarct*ml 

Ip         18336  269 

— 3303040660  Hod    1,  deob llgatlng    Fund*,  to    "Establish   ColUhoratlw  Prejr 
Betueen   State   1  Commission    to   Provide    Independent 
Measurements    of  Radioactivity    in   Effluent!    b    In  Environ 
Around   Selected   Commission   Licensed    Activities    " 
FteiVlTZ.L        Uisconslnr    St«te   of        OUBTAVE.R.P        Divider    of 
Contracts        NRC-OS-73-Q14        83/04/39        Ip         1B336  370 

63030&04&4  Provides    technical    comments    h  recommendatinnt    on   Stall  >'  *•* 
radiation   control    program  Program   for   regulation   of 
»grtim«nt   matls    adequate)  houiever>  outdated    radiation  control 
regulations   prevent    compatibility    determination 

COLUNSiJ  T        Region   4,    Office    of   Director        B3/09/Q2        BABDL.  B  •> 
Kantan     State   oF        Bpp,        1B33I    169 

aSOSlOOOBi  Confirm*    discussion    of   NRC   revleu  t,    (valuation    of  fitatf  °' 
LA    radiation    control    program  Program   adequate.  State    should 
focus    efforts    on  reducing    backlog    of    inspt   Technical 
comments   b  recommentfationf    »ncl 

COLLINS, J  T        fieaion   4,    Office    of   Dlr«ctor        B3/03/03 
StMONEAUX,FP        Louisiana.    Stat*    oF        4pp         JB377' S36 


NONDOCKETED  ITEMS 
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3 3051 20O 10  Addl    response    to   F01A  request    for   documents    re    etploratlon, 
alnlng    or   milling    of    U    In   specific:    area*    of   NE  Forwards 
documents    listed    an   app    fievieu   of    remaining    document*    suhj 
to  r •HUB it    In    progress 

FELTON,J   K         Division    of    Rules    and    Record!         B3/O3/21         REID,  A   D 
Irakin    Plow   Lam   Qfflct          Ip          18443    2B2 

— 8303120041    Requests    assistance    in   arranging    meeting    In    LincalniNE   to 
discuss   requirement*   &   develop    MOU   defining    ralei    re    U  or 
solution   mining    in    northwest  NE 

DRAIN,  D   T         Nebraska,     State    of         SS/04/27         COLLINS,  T         Riglon    4. 
Office    of   Director         2pp          19443   293 

— 8309120043   Informs    that    draft   MdU  ready    for    signature    pending    ravieu  d 
concurrence   by    QELD   Due    to   changes    in    location   it 
organliation   of   U  Recoverg    Licensing    D ranch.  MQU  should    be 
ilgnad    b(j   regional    administrator 

COLLINSiJ   T         Region    4.     Office    of    Director         B2/O7/38         DAVIS,  J   0 
Office   of  Nuclear   Material    Safety    St  Saf  eguards,  Director         Ip 
1S443  293 

— B3Q912Q03B  Forwards    draft   MOU   re    site   U  mining    In  NE  Draft    considers 
all    previous   NRC    ofc    comments    &    is    acceptable    to  State    of 
NE  Comment i    should    be    provided    by    B21013 
COLLINSiJ  T        Rifllon   4,    Office    of    Director        B2/1O/01         DIRCKS.  W  J 

Office    of    the   Executive    Director    far   Operations        STELLO, V 
Regional    Operations   t>  Generic    Requirements        KERR.  0  U        Office    of 
Stats   Programij     Director        3pp         1Q443  396 

—  9309120036  Forwards    notice    of    Issuance  &  availability    of   ttQU  betuieen 
NE    Dept    of  Environ   Control    &  NRC    for    in    situ  U  minlna    for 
filing   Jt  publication    In   FR 

COLLINS, J  T        Region   4,    Office    of    Director        BE/ 12/01        COMBS,  T  R 
Correspondence   fc  Records   Branch         Ip         18443  299 

--B309I2O06H  Notice    ef    issuance   &   ava I laoi  1  ity    of   MOU   oetuivrn   NRC  &  ME 
Dept    of  Environ   Control    re    In    situ   U  mining. 

CCK-LINB,  J   T         Region    4,     Office    Of    Director         B2/11/3O         Ip 
18443   GOD 

--BSOSiSOOiS  MOU   b*tueeti  NRC   S,  NE   Dept    of    Environ   Control    r»    In    situ  U 
mining 

COLLINS,  J  T        Region  4i    Office    of    Director        DRAIN.  D    T        Nebraska, 

State   of        B2/II/Q3  2pp         1B443   301 

— -S303iao014   Comments    On  Proposed    Draft  LD   350j per   B112IO  request   Use    of 
uord    "mining"    mag    cause    tome    problems   NRC    does   not   have 
jurisdiction    over    conventional    mining    of    source   matl    or 
other  matl 

MONTGOMERY- J  L        Region  4,    Dallas,     Office    of    the   Director 
<Bl/03/01t        62/01/19        DKA1N.DT        Nebraska,    State   of,       2pp 
18443  2B4 

— 8305120019   Distunes   820202   tele  on   ui/J  Lange    re    proposed   U   In    situ 
project    In  NE   by    Wyoming    Fuels   Co    State    has    llcsnilng    b    Insp 
jurlidictlon   over    project    until    831103 

MONTOOMERV- J  L        Region   4.    Office    of    Director        82/02/08 
COLLINS, J  T        Region   4.    Office    of   Director        2pp         18443  S96 

— B303130023  Forwards    info   re   810313  meeting    w/NE  State   officials 
concerning    state    b  UMTRCA   topic*, State   will    seek   amended 
agreement   after   B11JOB  Agency    other    than   E   Simmon*    dlv 
assigned    to   handle   U  mill* 

MONTOOMERY,  J.       Region    4.    Dallas,    Office    of    the   Director    (81/03/01 J 
ai/O3/tB        VOUNO, F        Office    of   State   Programs,    Director        4pp 
18443  BBS. 

— B3051K003S  Concurs    u/D   Drain   nquest    for    assistance    In    developing   MDU 
to    define   respective    roles    In    connection  u/U   or    solution 
mining    in   northuect  NE. June    1992  meeting    suggested    to    begin 
for«wlating   MOU 

CDLUNS.J.T       Region  4,    Office   of   Director       82/03/03       DAVIS,  J  0 
Office   of   Nuclear    Material    Safety    b  Safeguards, Director        KERR,0  W 
Office   of  State   Programs,     Director        Ip         1B443  372 


B303170I37  NUREQ/HR-Q029  V09  N4 

INFORMATION  REPORT  ON  STATE  LEO I SLAT I ON 
KERRiO.M        Office    of    State   Programsi    Director, 
16494:001 


14pp 


B30919O014  Act   receipt    of.B30411    1  tr   re  NRC   revleui  of    Dept   of  Environ 
Coniit-vatlon  radiation    control    program  on   B3Q309  or    10 
Schedule   permitting, author   mill    meet   w/reprtientativis    on 
830310 

UILLlAMB'H  0        Neu  York,    State    of        B3/04/28,       ALLAN,  J   M        fiejlo-n    1, 
OfflCit    of    Director          Ip,        18901    337 

630 5 1 90S A4  Faruards    responies    to    spacifle    technical    comment!  & 
recommendation   per   B3O2Z3    Itr   re    evaluation    of   NV  Cltg 
radiation   control    program, 

B£MCER,D  J        Neui   York,    NY.       S3/04./22        HAYNES,  R   C        Region    1,    Office 
Of    Director         9pp          189O1    H48 


B3O5300320   Can-firms    administrative    tr    technical     review   t>   evaluation 
findings    re    State    OF     ID    radiation    control     progfam   Program 
adequate    Technics)    comments    (,    r  ec  oidmenda  1 1  on*    enc  1 

COLLINS.J   T          Region    4,     Office     nf    Dii-ector          83/O3/13         PURCE- T   L 
fdaho.     State     of         Spp  1G317    O33 

83O3330326    Notification    of    contract    eiecution       "Radiation    Monitoring 
Program   Renui  t-efnants.  "    auiarded    Co    State    oF   Prt 

MCDERMQTT,  D          Technical    Asslstdnca    Contracts    Branch         F1W   D-9356 
NRC-BB-B3-6O7         B3/Q5/ia         MCOECAR.J         Region     1-     Office    of   Director 
COSTELLD.F         NBC    -   Ho    Detailed    Affiliation    Given          Ip         1B377   371 

— B30SB3Q332   Contract       "Radiation    Monitoring.    Program   Requl rements,  " 
auarded    to    State    of    PA    Cooperative    agreement    end 

*  Penniy  Jvanla,     Commonuea  L  tli    of>  MDHTON,  K    V         Division    Of 
Contracts          FIN   B-B3S6         NRC-2B-S3-6O7          83/03/12         li(ip 
1BS77    292 

B303S4D377   Notification    of    contract    e le cut i on- Mod    3    to   "E»am  of 
Agrevment   State   Program    "    Contractor    Natl    Governor*   Alioc 
MCLErtBEN.T         Administrative    Contratti     Branch          NRC-Oi-Ql-293 
83/03/16         KERR.OH         OFfice    Of    Stats    Programs.     Director         LUDENAU,  J 
NRC    -   No    Detailed    Affiliation    fflven  Ip  13617    BSfi 

— B30SS603BO  Mod    3,prdvidl[ng    cons  1  dera  t  ton    to    govt    for    late    dellverij    of 
contract    d e 1 1 verab lesi  to     "E>am    of    Agreement    State    Program    " 
fiCHEPPACH,  R    C        National    Governor*'    Association        SMITH, PA 
Division    •af    Contracts          NHC-Oii-lB-293          03/05/14         Ip          IB647    H37 

B305a7009O  NotiFfcatiQn    of    contract    e i ecu 1 1 an.  Mad    1    to    "Radiation 
Monitoring    Program  Requirements    "    Contractor    State    of  NE 
MCDERWOTT,  D,        Technical     Assistance    Contracts    Branch         FIN    8-8S03 
NRC-3t-a3-i70         83/03/le,         MEVESS.  D    M         Region    4,     Office    of    Director 
NICHOLAS, J    E         NRC    ~    No    Detailed    Affiliation    Slvan         Ip          1B661    332 

— B30S27OO93  Mod    1, correcting    DtR    numbers,  to    "Radiation  Monitoring 
Program  Requirements    " 

*  Nebraska,     State    of         MORTON,  K  V        Division    of    Contracts        FIN 
B-B303         NftC-3 1  -63-670          B3/05/16          1  p          19661    353 

83092:70130  Ac  k    receipt    of    B30407    1  Er    accepting    results  of   NRC   review  of 
MD   Deft    of   Heal tli   (•  Mental    Hygiene    radUtion    control 
program 

BUCK.C    R         MaryUnd.     State    of          83/03/11          ALLAN,  J   M        Region    !. 
Office    Of    Director          Ip  18639    B14 

9305270163  Responds    to    B30S02    Itr    re    RJ   Do  da    evaluation  of    agreement 
ma  tit   portion    of    state    of    LA   radiation    control    program  b 
concern    rs    overdue    Intps   Staff    relatively    n«u  &    several    more 
months    af    on-the-jol    braining    necescarij 

PDRTEH.B    J         Louisiana,     State     of          93/O3/10         COLLINS,  J   T         Region    4, 
Office     of    Director         2pp  IB63B   OA3 


VENDOR  REPORTS  AND  RELATED  CORRESPONDENCE 


B21O1902S3  SujgiBsts    imp  1  enivntati  on    of    omerjeficil    responie   guideline 
pr-ogram    In    thre*    iteps,  inc  1  ud  tnj    preparation    of    plant- 
•peclflc    procedures   List    of    questions   &    concerns    end 
EISENHUT.D   0        Division    of    Licensing         B2/09/17        HINUSLEV,  0  D 
Wes  tlnghoUBi    Operating    Plants    Ouner  s    Group         topp         I830B   309 

B30324002b  Dlicussls   revieu    of   B2040&,  0601,  11O3   E.    830216  stibmittals   on 
VAEC-129iP,     "DHBK  Limit    Methodology    &  Application    to  ME 
Yankee    Plant    "    Critical    haat    flui    correlation   acceptable    for 
application    to    facilltg    re>laad    u/MxI'l    fual    assemblies 
CLARK,  fl    A         Operating    Reactors     Branch    3         83/03/07        OrtRRlTV.  JH 
Maine    Yankee    Atomic    Power    Co        2op         17i9O  »99        24X 
Flche    50-3O9,  B3/03/09,  8303240026 

—  B30106O137    FATE-B2-114 

"R*Vleu   op    YAEC-1&T6P    -    DNBR    Limit    Methodology    (,   Application 
to  Maine    Yankee  Plant    " 

HESSON,  0   H        Battvlle   Memorial    Inititutej     Pacific   North  unit 
Laboratorij        82/1B/3I  NRC    -    Mo   Detailed    AfPiliatior   Given, 

7pp          I7t70   SOB        S-4X    FlChE     90-307,83/03/09,8303240026 


B3041B034a  Forwards   proprietary    WCAP-8200,  Rev    lr  WCAP-B301.  WCAP-B3Oa, 
WCAP-flBHI.  draft   responses    to   question*   on  WCAP-10079  & 
related    Info   re    neu    small    break    evaluation    model    per 
NUREG-0737,  Item    II  K    3,30   Enc  1  •   withheld     (reF    IQCFfiS  7?0  ) 
RAHE,E   P        Uestinghouie    Electric    Corp         NS-EPR-2746       B3/04/12 
THOMAS,  C  0        Btandardiiation    ti   Special    Projects    Branch        2pp. 
17997.  049 

—  Ba041BQ33B  Requests    that    draft    ansiuen    to   HKC    questions    on  HCAP-IOO79, 
"NOTRUMP,  Nodal    Trariflent    Email    Break    t  General    Netuork 
Code,"   a*   withheld    per    IOCFR3   790 

HIESEMflNN.R   A       Hestinghous»    Electric    Corp         AW-B3-27        B3/04/13 
THOMAS,  C    0        Standardliatlon   fc    Special    Projecti   Branch         Ip 
17997  031 
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83043000O1    Foruaril-s    Endorsements    !  Oi    ti     EO3    to   NELIA   Policies    NF-1I1    fc 
NF-B3.,  respectively 

DOTHMrtM,  J         McDermott,     Ine         B3/O4/ 1 1  DIN1TZ,  I         Division    of 

Engineering          3pp          19066   O92 

3305030272  Forwards    Affidavit  AU-BQ-27    In    support   of    request    to 
withhold    proprietary     Info    r«    effect    of    radiation   on 
Insulating    mstls     in    Histlnghouse    medium    motor    per 
1QCFR2    79O   TK   encl    utll    draft  83O4I3    1 tr 

UIESEMANN,R    A         Wfratinghouse    Electric     Coi-p          CAW-B3-2S         03/04/13 
THOMAS, C    Q         Division    of    Licensing          -Jap         1B277    19i         24X 
FUne    50-266,63/04/13,6303020272 


— B3030EQ39H    71-1C2-RADKC~R1 

Nonprapri  ntarij    version    of    "Effect    of    Radiation   on 
Insulating    Matli    Used    In    U»sti ngh ouse    Medium   Motors     " 
BflRTKO.  J         Westlnohouso   Electric    Corp         71/O4/10         39pp 
13277   2O5         24K    Fiche    30-266,  83/O4/13.  B30SO3O27a 


3305020231    Foruardi    results    of   survey    c-f    QA   procedural    applied    by 
HNIJL    to    computer    code    activities    for    NHC~f unded    projrams 
BANOART,  R    L         Division    of    Vendor    &    Technical    Programs         83/04/28 
MATTSON  R   J        Diviilon   of  Systems    Integration    [post    B11O03)        3pp 
16277    171 


8305030364  Forwards    response    to  821113    request    for   addl    Info   re 
NufiEG-Q737.  Items     1 1    E    1    2   6    1 1    V.    3    10    Schedule     for 
initallatlon    of   auilllarij    feediaater    sys    conFirmed    W/ll 
ovtrs.de    drawings    Aperture    cards    are    available    In   PDJJ 
RuDfJIOU£Z,R  -J        Sacramento  Municipal    Utility    District        03/04/2B 
STOLZ.J    F         Operating    Reactor!    Branch     4         3pp          1B2B3-329         H4X 
Flche    30-312,33/04/28.  B303020384 


—8303020372   BWNP-20004    <&-7o)    R3 

Rav  3  to  "Auxiliary  F»aduiater  Syg  Eys  Description 
*  Bab  CDC  t.  tt  Wilcoi  Co  13-J 12OS8D-O3  83/04/04 
10383  332  24X  Flche  30-312,  B3/O4/2B,  B303O2O3B4 


34pp 


S30503039B    Forwards     "BWJ    177    Fuel    Assembly    Ounors    Orc-up    Safe-End    Task 
Force  Wept    on   Generic    Investioat ion   oF    HPl/Makeup   Moiile 
Component   Cracking,"    in    reaoonie    to    BER   Open    Item  9    on 
cracking    in  RCS  makeup    noriles 

CCuKiJU         Consumers    Power    CD         32343         03/04/13         DENTOM,  H   R 
Office    of    Nuclear    Reactor    Regulation,     Director         3pp          18273   OO1 
24*    Flche    30-329,  83/04/13.  B30302O39B 


S303030410  Provides    further    specific    Info   re   ATMS  Salem    Incident 
implication*    on  BbU  plants   BfeW   control    rod    drive    trip    igs 
contains    higher   degree    of   diversity    than   any    other    trip    Iiji 
in    industry 

ROY,  D   H         Eabcock    (,    WiUoi    Co         B3/04/SB         DENTON.  H         Off  let    of 
Nucliar   Reactor  Regulation,    Director        2pp         183Oi  313 

6309030426  Foriuardi    proprietary    version   of    WCAP-lO24ir     "Wei tinghouit 
BUR  ECCB  Evaluation  Model    "   Computer   Codes   GOBLIN.  DRAGON  (. 
CHACKA   for   QE   BWR  N3SS   designs    comply    w/requiriinents    at  App 
K    to    10CFR3O   46   R>pt    withheld     (ref    1OCFR2    7?O) 

RAHE,E   P         Mestinghouse    Electric    Corp         NS-EPR-2730         B3/04/2B 
THOMAS,  C    0         Standard i lation    &   Special    Projects    Branch         2pp 
18274    17O 

— B30303043B  Requests    withholding    of    proprietary    version   of  WCAP-10241, 
"Meitlnghouse   BHR   ECCS   Evaluation  Model,"    per    10CFR2  770   b 
10CFR7    5(4) 

UIESEMANN,  R    A         Mestlnghouse    Electric    Corp         B3/O4/S8         THOMAS.  C   0 
Standardisation   &   Special    Projects    Branch         lp         1B274    17S 

8305040302  Summsri)    of   03042B  meeting   u/Chem-Nuc  lear   tc  FCTC    In    Silvir 
Spring, MO  re    IE   Info   Notice   B3-lOr     "Clarification   of   Several 
Aspects  Re   Use   of   NRC-Certi f led    Transport   Packages    " 
DDEOAARDEN,  R  H        Transportation   Branch         B3/04/26  Transportation 

Branch         2pp          18326    341 

8309040433  Forwards    proprietary    vieiugraphi    entitled    "Probability    at 
Turbine  Overspeed,  "    from  S3040G  meeting    u/NttC    in    Betheada, 
MD  Affidavit   for   withholding    end    vieugraphs    ulthheld    (ref 
1OCFR2   77O) 

TIMO.  P  P        General    Electric    Co        83/O4/2S         IPPDLITO,  T  A        Dpiratll)} 
Reactors    Branch   3        lOpp         18319    13S 

B30504043B  Formardi    "Core   Spray    Design   Methodo logy    ConPirmati an  Tuti,  * 
per   established   procedures 

PFEFFERLEN,  M  C  General  Electric  Co  MFN-067-B3  S3/04/11 
MIRAOLIA'F  J  Assistant  Director  for  Safety  Assessment  lp 
18320  231 


—8309040466   NEDO-2471H-A 

"Core   Spray    Design  Methodology    Confirmation   Tests    " 
SANDOZ.B   A    ,     MVERS,  L    L    ,     MOOD,  J   E         General    Electric    Co 
79NED122R1         B3/03/31          2I7pp          10320   252 


— -B305020404    77-1 14  1  514-DO 

"BiiW    177  Fuel    Assembly    Owners  Group    Safe   End    Task    Force  Rept 
on   Generic    Investigation   of   HPI/Mafceup    Noiile  Comporent 
Cracking    " 

*      Babcock    &   Wilcc-»    Co         83/04/13         6I(ip          10273   OO5         24X 
Fiche    50-327,  83/04/13,  B3O302037S 

B30S020S02   Forufards    comments    on  C-E   Gainers   Croup    calculation*   re 
d-apr«*auriiat  ton   &    DHR    capability     of    C-E    plants    u/o 
preisurlier   POUVs,  discussed  at  83O1 13  meeting    u/C-E   Dinners 
Group    in    Eettinda,  MD 
NQVAKiT    M         Assistant   Director    for    Licensing          63/04/19        MAURIN.L   V 

Louisiana    Pome?    i    Light    Co         4;p  1S2B4   333         54X 

Fiche    5Q-3S2, 83/04/19, 030SO20302 

B30502O524    MotiPication   at   B303O5  meeting    u/OE    in  Beche«da,nD   to 
discuss    ImprovernEnts    in   physics   methods    b   subinlttal    of 
tup  leal    reptt 

FIEND,  D         Core    Performcnce    Branch          33/O4/2O         EERLENCER.C   H        Core 
Performance    Branch         2pp         1B2B4    2O2 

B303O30013  FcTii<ards   MRC   consents    on  C-E  Owners    Croup    study   r« 
dtprenuriia  t  [on   tt  DHR   capabillbij    of   C-E   plants   a/a   PORVi 
Info   re    need    for    PDRVs    in    plant*    required   bg    830630    in   order 
to    ae   ton  side-red    in    final    decision 

NOVAK. T  M  Assistant  Director  for  Licensing  63/04/20  VAN 
BRUNT, £  E  Ai-liona  Public  Service  Co  4pp.  1B3IO  34?  24X 
FUhe  5O-32B,  B3/Ofl/2O,  B303030013 

83-05030292   Forwards    proprietary   versions    of   XN-NF-CC-3B  t/  Suppl    li 
"Users   Manual    for   PTBPHR2, FORTRAN  Prooram  fov    Simulation   of 
PUR    Plant    Transients    "   flepts   iuithh«14    <ref    10CFR2    790J 
RB    Stout    affidavit    encl. 

CHANDLER.  J,  C        Enon   Nuclear  Co    ,     Inc       (subs,     of  Enon  Corp    ) 
JCC:041    83         83/04/20         THOMAS.  C    D         Standard  1  tat  1  art   !,   Special 
Projects    Branch          4pf          1B300   023 

B30303O337  Forwards    proprietary  4   nonproprietary    versions   of    "Rad waste 
Solidification   Si/s    "    Affidavit   for   uithholdlng    document 
encl    Proprivtarv    version  withheld!    (ref    10CFR2   790) 
POWELL, R    H    J         NUS   Copp         PS-53-03a7         63/04/27        THOMASiC   0 
Standardliatlon    b  Special    Projects   Brancft        flpp         I BH92  318, 

— 9303030343    NP-PE-53-O37S   HO 

Nonproprietar^    version   of   "(JUS  Proeeis   Svci    Coi-p    Topical 

Rept    on  Raduaite   Solidification   S«*    " 

#      NUS   Corp          B3/04/3O         33pp          18392   322 


B305040S65   Forwards    Rev   7    tD    WPPaS-QA-004,     "OpHrational    QA   Prooram 
Description    " 

DDUCHEV.Q  D        Washington   Public    Pouier    Bupplu    Syitim        008-63-384 
B3/04/36         ORIMES,  D    K         OA   Branch          lp          18320    139 

—0303040590  Supports   Rev  7   to   HPP8S-QA-004,     "Operational    QA  ProBTa 
Description,"    reflecting    orgnnliatlanal    changes   Revised   rept 
meets   criteria    of   App    B    to    IOCFR90 

HARPSTER,  T   L         QA   Branch         Q3/03/S3         BOUCHEY.  Q    D         Washington 
Public    Pouier    Supply    Syitem         Spp          10320    160 

—  B30S040il3   WPSS-QA-004   RO7 

Rev  7   to   WPP5S-uA-004i     "Operational    QA   Program   Description    " 
*     Washington  Public   Power    Supply   System        83/03/16        B9pp, 
18320    16S 


8303030026   Forwards    NEDD-222O9,  "Atlalu»  1  *    Of    Scram    Discharge   Vol    S|j* 
Piping    Integrity    "    No    further   action   planned    re    equipment 
qualification   &   lyi    design   mods    Identified    in    generic   BER 
(NUREO-O8O3) 

BAVNE,  J  P        Pouer   Authority    of    the   State    of   New  York        JPN-93-31?, 
83/03/03         VASSALLOiD    B         Operating    Reactors    Branch    2         2pp 
1B339   313         34X   Flche    30-333,83/03/03,6303030026 

B30303O034  Forwards    correction    to    Item   3   of    030329    Itr    clarifying 
emergency    procedure    guidelines    in  C-E  Qum»r«    Group    BHtlBH 
submittal    Discrepancies    in    termination    criteria    for 
once-through    cooling    clarified 

WELLB.R  M        C-E  Operating   Plants   Owners   Oroup        WELLS,  R  W        Northiatt 
Utilities         RUH-03-E3         83/O4/22         EISENHUTi  D   0         Division    of 
Licensing        2pp         18339    108 

8303030200  Forward  «    proprietary   version    of    "Counterf  loui  Preheat  Stian 
Generator   Tube   Expansion   Rept    "   Rept   ulthheld 
(ref    10CFR2   790) 

RAHE.EP        Mestlnghouse   Electric    Corp        NS-EPR-273I        83/04/SO 
EIBENHUT,D  0        Division    of   Licensing         lp         10338    153 

—8303030200  Application   for  withholding    "Counterflou  Pr.htat   Steam 
Generator   Tube   El.  anilon   Rept,"    from  public    disclosure   per 
10CFR2   79O 

HIEBEMANN.R   A        Westlnghouse   Electric    Corp        AW-83-33       S3/O4/20 
EI3ENHUT.D   0         Division    of    Licensing          lp          1B338    134 
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B3Q3O50347    Informs    of    feus    due    for    review    of   Amend   6    to    Topical    Rept 
DUHE-l-A  re  OA   program 

MILLER,  W   O         License    Fee    Management    Branch         B3/04/SS         GRIER.G   H 
Duke    Power    Co          Ip          1B332   O21 


Application    to  amend    License    DPR-49,  revising    App   A   Tech 
Specs    re   mai    critical    power   ratio    operating    limits    for  BtB  & 
9i8R/PBiSR    fuel    types    to   allow    implementation   of    turbine 
control   valve   mod 

RODT.L   D         laua    Electric    Light    EC   Pouei-   Co         NQ-B3-1152         B3/OS/01 
DENTON.H   R         Office    of    Nuclear    Reactor   Regulation,     Director         Ip 
18349    OSS         SIX    Flcht    50-331,  B3/O3/O4.  8303060060 

—  830SQfc0076   Y1003J01A46   ROl 

R«v    1    to    "Supplemental    Reload    Licensing  Bubmittal    for    Duane 
Arnold   Atomic    Energy   Ctri  Reload    6   " 

WAONER.R   L    ,     ZARB1S.H   A    .     CHARNLEV-  J   5  General    Electric    Co 

83/03/31         HQpp          1B343   033         34  X    Fiche  30-331,83/03/04,9303040060 

eM306OE04  Summary    of   830320  meeting    ui/CE    In  Silver  Spring.  MD   re    design 
criteria    for   nodular    cast    iron    casks   No    objections    bo    basic 
concept   expressed, 

QDEOAARDEN.R  H        Transportation   Branch        33/04/21  Transportation 

Branch         Ip          1B339   361 

S3OS04Q-33B  Forwards    topical    rept    evaluation    of   BAU    1014KP),     "TAG  0-2 
Fuel    Pin  Performance   Analysis,"   Rept   acceptable   Publication 
of   proprietary   h   nonpropr  ietary    versions    of   rept    requested 
ulthin  3  month  i    of    Itr   receipt 

THOMAS,  C  D,       Standardliation   &  Special    Projects    Branch        03/04/13 
TAYLOR,  J  H        Babe  DC  k    t,  Hilcoi    Co        2pp         18333    112 

—  B3040S0009  Nonpropr  letary    topical    rept    evaluation   of  BAH-10t41j 

"TACQ-2  Full    Pin   Performance   Analysis    "   Rept    acceptable 

•  NRC   -  No   Detailed    Affiliation  Given        83/03/31        31pp 
18393    114 

S305O7Q2I2  Forwards    proprietary    "WestinghousH   Advanced   PUR   Pretender  Inj 
Module   3  -  Chemical    &  Vol    Control    ags    "    Application   for 
withholding   b  affidavit    encl    Rept   withheld    (ref    10CFR3  790) 
RAHE.E   P         Uistlnghouse    Electric    Corp         NS-EPR-27S9         03/04/29 
EIBENHUT.  D,  0.        Division    Of   Licensing         Hpp          1B363   34E 

—  B3D3090SOZ  Application    for   withholding    proprietary    "Hestinghouse 

Advanced   PUR   Pretendering   Module    3  -  Chemical    %  Vol    Control 
BIJ«    "   Affidavit    encl 

H1ESEMANN.R   A         Hestlnghous*    Electric    Corp         AU-83-36         B3/04/29 
EISENHUT.D  0        Division    of   Licensing        9pp         10362  344. 

3303090317  Forward*    topical    rept    evaluation   of   XN-NF-79~6<P(.NP),     "E*xon 
Nuclear  Analysis    of   Power    Distribution   Measurement 
Uncertainty    for   Meitlnghouie   PWRs,  "    defining    basis    for 
•cciptance    of    rept 

THOMAS,  C   0        Btandardliatlon   t,  Special   Projects    Branch        TAC    12026 
Q3/C4/28         CHANDLERiJ   C         Affiliation   Unknown         2p  p          1B3B1     103 

—  8305090328  Topical    rept    evaluation    of    XN-NF-79-4    (P&NPJi     "Ex«on 

Nuclear   Analysis    of   Power   Distribution  Measurement 
Uncertainty    for   Westinghouse   PWRs    "    Rept   acceptable 

*  Core   Performance    Branch        TAC    12026        B3/O2/23        9pp 
1B3Q1    109 

B30B09O467  Forwards   Riv   6    to    "QA  Program,  "    per  NRC   B30414  -request 
TAYLORiH  B        Sargent  t  Lundy,     Inc        0037-00        B3/O4/29        HAABSi  U  P 
Dlvdlon   of  Engineering   &  Quality   Assurance    (Pt-e   330103).       Ip 
IS3AO.  134 


830509O312   Responds    to    S3O4O4    staff    r  equi  r  emants    memo    re    briefing    on 
OHFi    studies    an    C-E    plants     Investigation    mill    be    completed    by 
930630   tc   results    of    s  tudy.  c  one  I  us  i  ons    &    recommendations    uill 
be    presented     to   Commission    by    Aug-Sept 

DIRCrtS,W   J         Office    of     the    Eiecutivs    Director    for    Operations 
03/04/35         CKILK.S    J         Office    oF    the    Seci-etary    of     tfte    Commission 
Ip          18381    246 


—  830509O51i    Staff    requirements    memo    re    83O4O4    brisflng     on   DHR    studies    on 

C-E    plants    Commission    req.HB5tffd    NHC    accelerate    study    & 
solicit    t,   address    ACRS  views    an    Issue 

CHILK.S    J         Office    of    the    Secret-arij    of     the   Commission         M930404 
33/04/04,          DIRCR3,  W    J         Office    of    the    Executive    Director    for 
Operations          Ip          1B3B1    249 

B30309O33S   Notlficatinn    of    canceled    83O5O5   meeting    u/GE    in   Bethesda.MD 
bo   discuss    improvements    in    CE   physics   methods   &    subraittal    af 
topical    repts 

FIENd,  D         Core.    Perfnrmance    Branch          33/04/28        DERL1N<TER,C    H        Core 
Performance    Dranch         2pp         1S367   33d 

B305090551    Advises    that    branch    has    reo.uested    Div    of    Accounting    t. 
Finance    to    bill    utll    for    review   of    ffav    13   to   Topical    Jiept 
CPC-1A.     "QA  Manual    For    Midland    Muclear    Plant,  Vol     I    " 
MILLER.  M  D        License   Fee   Management    Oranch        B3/O4/23        BVHD,  U 
Consumers    Pouer   Cn          Ip  1S367    361          24X    Flcho     30-339,03/04/23, 

B30SO90991 

0303090534   Forwards    topical    rept    evaluation    of    NEDE-34O1  l-P-A-4, 
"Bari-ier   Fuel    Amend    to    QE    Std    Application     for   Reactor    Fuel     " 
Rept    acceptable 

THOMAS.  C   Q         Standard!  rat!  an    b    Special    Projects    Branch         B3/04/13 
CHARNLEV,  J   S         General    Electric    Co         2pp          IB3B1    254 

—  H303O9O337   Tftpical     rept    evaluation    of    HEDE-HIOl  l-P-rt-4,     "Dorrier    Puel 

Amend    to   OE  Std   Application    for   Reactor   Fuel    "    Rept 

acceptable 

*      Core    Performance    Branch          B3/O4/13          13pp          IB3SI    25i 

S30509O597  Forwards    request    tor    addl    info    re    review   of    Addendum   3   to 
WCAP-B72Q,     "Improved    Analytical    Moflets    Uaed    in   West  i  nghouse 
Fuel    Rod   Design  Computations/Application    for   BUR    Fuel 
Analysis    "    Response    by    B3O6as   requested 

THOHAS.C  o        Standardization   &   Special    Projects    Dranch.        Q3/0&/02 
RAHE.E    P         Hffstinghouse    Electric    Corp          3pp         1S3£>7   341 

H3O3100197   Forwards    comrnenti    re    proposed    WUREQ-0737    Tech    Specs,  par 
B3Q321    Itr   request    Comments    should    not    be    interpreted    a» 
formal    position   or    commitment    to    specific    course    of    action 
DENTE.  T   J         ntJR   QuneT»    Group          BUROO-B313         B3/O3/OA         EISENHUT.D   O 
Division   of    Ltcenain.)         4|>p         18374  311 

830510O2£B   Forwards    Me-s  tlnohouae    Rev    t     to    Procedure     18I-154r 
"Preservice    !.    Inservice    Insp    of   Reactor   Vessels    "   Prc-cedure 
meet*    Intent    of  Rag    Quids    l,JSO,Rev    1    as    roferencei)    In 
Oenerlc   Ltr    33-13 

CAREV,  O   J         Duquesne    Light    Co          B3/09/Oi         VAUGA,  S   A         Operating 
Reactors   Branch    1          1  p          18371     le>O         E4X    Fichs    50-334,83/03/06, 


— B303090469  8L-TR-1A  R06 
"OA  Program    " 
TAYLOfi.H  9   ,    ACKMANN, L 
193iO    133 


Sargent   &   Lundy     Inc        83/04/2E        4Spp 


0303100373  Rev    1    to   Procedure    151-154.     "Prsservice    !r    IntervicP    Into 
of    Raactnr    Vessels     " 

ADArtONlS.O   C    .    LE    FEDVRE.  0    J    ,     VANG,  J   A         Was  tltighouse   Electric 
Corp         03/03/16          75pp  1H371     161          34X   Tlcho    50-334,93/03/06, 

B3031002AB 


e3O310O3lt   Forwards    response    to    8EQB3O    req.uo-st    far    adi)-!     info    Si 
pagis    to  DAM-10023-IP),R>ev    t,     "Reactor    Vemel    Model    Flau 
Tests    for    BO3  Fuel    Assembly    Core    "   Encl    ulthheld    (ref 
lOCFRa   790) 

TAYLORrJ  H         Dabcocl    fr  Wilcoi    Co         B3/03/O2        THOMAS.  C    Q 
Standardiiatlon  fr  Special    Projects    Branch        2pp         (9370  09B 


B30309O4B3  Foruards    errata   fc  addenda    to   NEDO-34O1 1-ft-UB,    "Licensing 
Topical    Rtpt.OE   Std    Application    for    Reactor    Fuel     (Sup pi     for 
Ufll"    l>   to   NEDO-Z4011-A,     "Licvnilng    Topical    Rept   OE   Btd 
Application   for   Reactor  Fuel    " 

CHAflHLEY, J  B        S*n>ral    Electric    Co        MFN-07B-S3        B3/O3/04 
THOMAS,  C  0        Division    of   LUnming         Ip         1B36O  363 


— B30SO<?0493  NEDQ-2401 1-A01 1-A-U3 

Errata  t>  addenda   to   "Licensing   Topical   Rtpt  GE  Std 
Application    for   Reactor   Fuel    (Suppl    for   US)    " 
BHEBHCIOD,  00        fieneral    Ellctric    Co        B2NED09B,       B2/08/31 
1 8360'  264 


72pp 


— 8303O90497  NEDO-2401 l-A-3  ERR 

Errata   6  addenda    to    "Licensing    Topical    Rept   QE  Std 

Application   for   Reactor   Fuel    " 

*      Oenaral   Electric    Co.       B2WED037        B2/Q0/31         I31pp 


3305100362  For-uiardl    Y1003JOIA33,     "Supplemental   Reload   Licensing 
Subfflittfll    for   Bruniuick    Stfam  Electric.   Plant, Unit    1. 
R«load   3(W/o   RBcireulat ion   Pump    Trlpl."    Inaifvurtentlg 
omittod    from  8303O2    TecJi    Hp«c    rev  request 

2IMMERMAN.S  R  Carolina  POuier  I<  Llnht  Co  LAP-H3-1&7  83/03/O6 
VAS9ALLO.D  D  Operating  Reactors  Drancli  H  Ip  19379  OS9  24X 
Fiche  30-333,  B3/OS/0*..  B3O31O036E 

— B3051O037O    Y1003J01A33 

"Bupp  Ivnenta  1   Reload    Licensing    Submlttal    for   Brunsiiiict   Stiam 

Electric    Plant, Unit    1, Reload   3    (U/o   Rec  Irculat Ion  Pump 

Trip)    " 

ZANARDI,  O    ,     HILLj  R    T    ,     CHARNE.EV.  J   S         Oeneral    Electric    Co 

B3/01/31          BBpp          1B379    060         24X   Ffchff    50-333,  a3/03/O6i  B303100363 


18360-336 
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9303110360  Forward!   UCAP-10353.  nonprapnetary    version   of   WCAP-1O196, 
"Second   Cycle   Performance    qf   Beaver  Valley    Unit    1  Fuel    " 
Application    for   ulthholdins   WCAP-10196,  lubml  ttid   on  8302O2 
mcl 

CAREV.U   J         Duquesne    Light    Co          93/09/02         VARBA,  S   A        Operating 
Raactors   Branch    1          lp         18392    146        24X    Fiche    50-334,53/09/02. 
B303110360 


B 30 5 16036 3  Forward*    nanproprletary    b  proprietary    versions   of    "Topic*! 
Ript    for  REA  3023   Dry   Storage   Calk    for    BWR   Spent   Fuel, "    ptr 
10CFR72  Affidavit    to   withhold    proprietary    Info    encl    M/o 
proprietary   version 

PARKER,  P  E        flldlhalgh,    Bggers    (,  Associate!        S21&1        83/04/14 
RQUSE'L  C        Advanced    Fuel    &   Spent   Fuel    Licensing    Branch        4pp 
1B473  031 


—•8303110377  Application   for    withholding    proprietary   UCAP-10196.     "9ecor 
Cycl*   Performance;   of  Beaver   Valley   Unit    1    Fuel,"    per 
10CFR2   790   Affidavit    tne I 

MlESEMANN.fl    A        Westinghouse    Electric    Corp         CAW-B3-13         83/04/20 
VAHQAiS   A         Operating    Reactor*    Branch     1          Spp         18392    147         S4X 
Flche    30-334-  83/05/02,  83031 IO36O 

—B3031 10390   MCAP-lQ35a 

Monproprietaru,   veriion  of,     "Second   Cycle  Performance   of 

B«aver  Valley   Unit    1   Fuel    '• 

PRITCHETTjF    A    .    KUNIBH1.H    ,     ROBERTS,  E         Hestlnghouse    Electric    Corp 

83/05/02         66pp          1B39B    134,         34X   Flehe    30-334.  B3/ 03/02, 
9303110340 

B303110437  Forward!    "Bounding    Analytical    Ane»*m*nt   of  NUREO-063O  on 
LOCA  &  Operating    kW/FT  Limits,"    per  B3O40S   1  tr 
CROUSE.R   P         Toledo    Edison    Go          943        B3/O3/Oi        STQLZ. J   F 
Operating    Re-acton    Branch    4          lp          IB404    32O         24 X 
F  i  e  h  B;  30-346.  83/03/06,  B303 1 1  0*37 


--B3051 10443   77-1142162-00 

"BouniJinj   Analytical   Atsestment    of  KUR EG- 06-30  on  LOCA 
Operating    *H/FT  Limits   " 

*      Sabcoc*    (,   Ullcoi    CD         83/O3-/OA        26 pp          IB404   321 
fieh«    30-346,83/03/06,6305110437 


B303 120016  Submits   organ! iat  1  Dnal    charges    within  utit    power   generation 
div  Effective   B3040I.  nuclear    fuel    ivc   rfi ( iolvtJ  ji   builntu 
•  •gment  !•  integrated    Into    field    technical    »vc,  Orjani  latlon 
chart    <ncK 

TiAVLOR^J  H         Babcock    t   Hilcor    Co         B3/O4/32         HAAS.  M   P         Quality 
AJiuranc*   Branch        3pp        18423-04.3 

830318002-?  Forwards   renueit    for   addl    info    re   HCAP-B720,  Addendum  BJ 
"Utt  tlnghoui«   Re  vi  soil  PAD  Coda   Tharmal    Safety   Model    " 
Reiponiei   ihoutd   be    received    by    630923 

THOMAS, C  0        Stand»rdliatltm   fc   Special    Projects   Branch        B3/09/03 
RAHE.E   P         Meitlnghauie   Electric    Corp         Slpp          1B443   B57 

3303120073  Apprise*   of    BicW  Ouners   Oroup    plant    r  plant   *mergincij 

pracidure   technical    guideline*   Abnormal    tram  nt   operating 

gultfelinei    progran  ulll   be    enhanced  u/hlgner  vel    generic 

document,  eipanding    emirgency    opir»tion    t«chni  1    base* 
UHITNEY'D  D,       Babcoct  &  Wile  or    Operating   Plan       Ouneri  Oroup 

WHITNEY,  D  0,       Sacramento  Municipal   Utllitu    Di  rlct        B3/03/04 
EISENHUT'D   Q.        DivlHon   of    Llcantlng         Spp          1Q427   361 

9305120241   Foruardi  proprietary    &   nonpropri* tary   respaniei    to  NRC 
BS0319  request    for   addl    info    re    neiiuremant   uncertalntlii  k 
"Ship*  Annealing  Factor  Component    of  Axial    Shape    Index  " 

Froprlataru   rtiponse   t,  rept   ulthheld    (raf    1OCFR2  790) 
COUNSIL.W  O    •     BEARS- C   F        Northeait   Nucl*ar    Energy   Co      dubs       Of 
HorthB.it  Utilities)        COUNSIU.  W.  0       No-rthea.t  Utilities        A02724 
B3/05/03       CLARK, R  A       Operating    Reactor*   Branch  3        16pp 
16429    131         24X   Flche,    30-336,83/05/03,3303120241 

— 8305120252   CEN-247(NI-NP 

"Shape  Annealing   Factgr   Component   of  Axial    Shape   Indei 
Uncertainty    - 

*      Conbuttion   Engineering.     Inc.        83/03/31          4Bpp         18429    167         E4X 
Flche    30-336,  B3/03/03,B303120241 

B30B130k26  Forwards   r»»ppnse    to    q.ueitlons    Included    in  B3O203   Itr    re 
Hydrogen  Control  Duin»rs  Oroup    program  Questions  a  V  9  must 
b«    addressed    on   p  lint-spec  if  it    bo-sis   Tentative  arrangement! 
made    for  meatlng  w/€antBlnnant    Sys    Branch    an    B30603 
RICKARDSQN.J   D         Hydrogen   Control    Ouners    Oroup,    BHR-*   Mark    III 
RICHARDSON,  J   0         Mississippi    Power    t   Light    Co         HON-O11         83/O3/1I, 
HQUSTON.R  H        Division  of  System*    Integration    (post  811003)        S3pp 
19437   231         24 X   Flch*    30-416,  63/09/11,  B3O3130126 


—8309160363    "Topical    Rtpt    for   REA  2023   Dry   Storage   Cask    far    BUR  Spent 
Fuel    " 

*  FHdlhatgh,  Eggtrs  &  Associates    38161    B3/O4/Q6    974pp 
19473  023 

B30317030B  fiequesti   withholding    proprietary    version    of    "Correction* 
to  Critical    Crack   Slie, "    per    10CFRB,  790  Affidavit    encl 
COU.IEB.A  R        Westlnghouse   Electric    Corp        SE-B3-01        83/04/13 
5CHIFFOEN3,  J  0        Materials   Engineering    Branch        ?pp         18463   001 

— 8305170307  Forward*    proprietary    l<  nonpronr letary    versions   of 
"Corrections    to   Critical    Crack    8iie    "   Proprietary    version 
withheld    (ref    10CFR2  7?O) 

DICKINSON,  J  D        MestinghousB   Electric    Corp.       SE-33-OZ       83/09/13 
BCHIFFOENB.J  0        Materials    Engineering    Branch         lp         1B463- 010 

— B305170311    CT-230S4A 

Nonpropr ietaru   version   of    "Corrections    to   Critical    Crack 
Site    " 

*  Uefttlnghoifie  Electric    Corp        83/04/19        6pp         1B463  Oil 

3305170354  Clarifies   commitment    to   apply    100K    insp    to    selected 
components    of   PB-30  &   DB-416   undirvnl tage    trip    attachment!' 
In   response    to  NRC   request*   Neu  OC    procedure    will    be   applied 
to  DB-30  attachment* 

RAHE-E  P  Meitlnghouse  EUctrlc  Corp  NS-EPR-2762.  83/03/04 
DENTON,H  Office  of  Nuclear  Reactor  Regulation.  Director  2j>p 
IB467  021 

9303180243  Forwards    response    to   B30407  *<  2B   telcon   request*    far   addl 
Info  rt  Rev    1    to   proprietary   WCAP-10021      "W»»tlnghoun 
Uet  Annular   Burnable   Absorber   Evaluation   Rept    "   Response 
withheld    Cref    10CFR2  790), 

f)AHE,E  P        Hettlnghouse   Electric    Corp        33/04/2?        THOMAS,  C   0 
Standard  1 latlon  h  Special    Projects    Branch         lp         18487,223. 

— 8309180273  Application    for   uii thholdlng    response    to   request    for   addl 
info  re  Rev    1    to   proprietary   WCAP-10021      "Westinghouse  W»t 
Annular   Burnable   Absorber   Evaluation   Rept,"    From  public 
disclosure 

MIEBEMANN,  R  A        Mestinghouse   Electric    Corp        AH-B3-39.      33/04/39. 
THOMAS, C   0        SUndardltAtlon   b   Special   Projects   Branch.       la 
18487   224 

8303190290  For u« rat    changes    in   KPOP-l.Rev   3  re   QA  vnglneerlngi providlne 
Insp  plan   to  QC  b  removing   requirement   for  reviewing   design 
Jocuments   NflC   approval    of   activity    requisted 
MILLER,  D  B        Consumers    Power   Co        CSC-6694        83/03/06        HARRISON,J  J 

Region  3,    Office   of   Director         lp.       1B301.0B3        24 X 
Flche   SO-3H9,  S3/OS/06,  B30319O298 


—8303190300   MPQP-1    R06   DRFT 

Draft   quality    plan    for    underpinning    activities. 
•     Consumers   Pouer   Co,       MPQP-1        83/03/03,       23pp 
Flche    30-329,83/03/06,9303190298 


B303200072  Foruardi   revised    page*    to    fundamental    nuclear   matl    control 
p  lani  deleting   refs    to   NRC    documantt   ti   reptt    no    longer 
applicable.  Revs    include   description   of    neu   fuel    rod    item 
control    syt  M/o   encl, 

LICHTENBEROER      Combustion   Engineering,     tnc        B3-04        83/03/04 
JACKSON,  R        NRC  -  No   Detailed   Affiliation   Qiven        lp         18540.130. 

S303200S32  Deficiency    rept   re   potential    defect    in    steel    spring    bands 
60  ampere    Fuseholders.  Initial ly    reported    on   830504 
Metallurgical    testing    of   broken   bands    continuing    Ntit   rtpt 
ulll    be    submitted   ulthln  30   days 

DWYEfi,  P  II        general    Electric    Co,       83/03/10.       DEYQUNS,  R        DIrectcr'i 
Office,    OfFici    of    Inspection   and   Enforcement        Spp         18916  O07. 


B303160063  Foriuerds  Endorsement    124    to  NSL1A.  Policy  NF-1 

ROBBINB.J   0         Harsh    !•  McLennan.     In«         83/03/2?        SALTZMAN,  J 
Assistant  Director    for  State   b   LIctntee    Relationi       2pp        18451    034 

B303160OB4  Forwarrfs  Endorsement    124    to  WELIA  Pol  leu  NF-34  b  Endorsement 
39    to   rWELU   Policy   WF-39 

ASHBUftN.D  J       Marsh   |c  McLennanj     Toe        B3/O3/OA       SALTZMAN,  J 
Assistant  Director   -for  Bt*te  I,  Licensee   Relations       3pa        IB430  333 
S4X  FI  che '5O-OB7.B3/03/06,  33031 AOOB4 


9303200421    Documents    re  vie  ID  of    procedures   It   practices    used    in    control 
of   design   tt   const   of  Byron  Station  t   highlight*    Important 
findings  Const   of   Byron  meets   requirement*    of   FBAR   tc  SER 
(NUREO-OB76)    Supporting    documentation    encl 

REED,  C        Commonwealth    Edison   Co        6434N        03/OS/li        DEN  TON,  K,  R, 
Office   of  Nuclear  Reactor   Regulation'    Director         tOpp         1B321    089. 
24X  Flche    SO-000,83/03/11,  830S20O621, 

— B3052006B4  Advis**    that   Mestlnghousa   QA   program    implementation 
deicrlbed    in   HCAP-B37O, Rev  <?A,  satisfactory 
8EYFRIT.K  V        Region   4,    Dallas,    Office    of    th»   Director    <B1/03/01). 

81/04/30       SLEMHER,  R  J       Mestinghoust  Electric   Corp.      2pp. 
183SS  839        24X  Fiehe    30-373,  B3/03/1 1.  S3O32006B1 


NONDOCKETED  ITEMS 


517 


8309230535  Bummariies    Info    supporting    position    that    postulated   pips 
brnti    In  RCS  primary    loop    piping    should    be    eliminated 
Iron  sti-uctura.1    design    basis    of   all    Westlngho«j.e    plants 
Tutfng    program   per   Generic    Is»ue   A-2   documented 
RAHEiE    P         Uestinghouse    Electric    Corp         NS-EPR-276B         83/03/11 
OOU.NEB.R   H         Division    of    Engineering         Spp          1 0337    139 

93Q5S3OS03  Requtiti   addl    info    to    complete   review    of    Rev    IS    to   QA 
program   topical    rept   Specific    questions   iulll    ba    provided 
1    lilt    prior    to   B30S26  meeting    in  Framingham,  MA.  per    B3&313 
ttlcon 

MARTIH.  T   T        Division    of  Engineering    t.   Technical   Program*        83/OS/13 
JOHNSON, W   P         Yankee    Atomic    Electric    CD         2pp          18537    172 

S309240144   Forwards    draft    proprietary   Amend    2   to    Rev  3    to    EDR-KP1-A. 
"EdiTerm   Nuclear  Safety-Re  lated    Ei  tea-Safe  tg   (,   Monitoring 
(H-flAfO    Crane*    "  Affidavit    dtd    B310QB    end    Rept   withheld 
<raf    10CFRB   790) 

HOLLDRAN,  R   W        Holloran   &  Associate*        B3/03/li        MOHAN,  D 
atandardliatlon  &  Special    Projects    Branch        3pp         1B373    126 


— Q303260313   Updated    deficiency    rept    re    core    barrel    bolting     ultrasonic 
tut    indications  Boltt    visually     inspected    Hairline   crack    at 
•  hank    to  head    junction    indicated    Repair    plans   dependent    on 
results,    at    louier    core    barrel    insp 

TAYLOR,  JH         Dabcoclc    fc    Mtlcof    Co         S3/Q4/2S         DEYCUHG,  R    C 
Director's    Office,    Office    oF    Inspection    and    Enforcement        3pp 
1B623    SID         SAX   FichB    30-000,03/03/19,0303260309 

8303360320   Forwards   NEDO-24SB2,     "Mar*    1    Containment   Program   Plant- 
Unique  Load    Definition, Brunsulck    Steam  Electric   Plant   Units 
1*3"    Attachment   detailing    pressure/temp    calculations   also 
tut  1 

IIMMERMAN.a  R  Carolina  Poiuar  t,  Light  Co  LAP-33-170  33/03/24 
VASBALLQ.  D  D  Operating  Reactor*  Branch  S  Ip  IB623  03Q  S4X 
Fleh*  30-324,  S3/03/24.B30326O320 

—8303260323   NEDQ-243B2   RQ1 

"Hark    I    Containment   Program   P  lant-Uniqife   Load   Definition. 
Bruniuilck    Steam   Electric     Plant    Units     1     t,    2     " 

»      General     Electric    Co          8INED0070         81/10/31         61pp          1B6S5   059 
H4X    Flche    90-324,  B3/Q3/S4.  G305H6O320 


— 3308240134  Forwards    draft    proprietary   Amend   2   to  Rev   3   to  EDR-KPJ-A. 
"Etferers   Nuclear    Safety-Belated   E>tra-Saf ety    8.  Monitoring 
4JC-8AM)    Cranes    "    Rept   withheld    (r*f    10CFR8  790) 
HOU-ORAN.R   H        Holloran   b  Associates        83/03/13        MDRAN,  I> 
Stindardiiation   tc  Special   Project*    Branch        3pp         IS 373    129 

B30S24O310  Forward!    Endoniment    59   to   NELIA  Policy   NF-193  &  Endorsement 
B9    to   MAELU   Policy    MF-94 

NILSON. R.       Elion  Nuclear   Co   -     Inc       (subs      of   Exxon   Corp    )        83/03/17 
SALTZHANi J        Office    of   Nuclear   Reactor   Regulation,    Director        3pp 
IB949'  189 

H3O 5240431    Informs    that    OA   program, per   SW3QAP    1-74A. Rev  C. 
•atlifactorlly    Implimented   Continuing   QA   program 
acceptability    contingent    upon    ctlifactory    Implementation 
verlMid    through   Vendor   Programi    Branch    Insps 

COLLINS,  J  T        Reulon   4-    Office    of    Director        B3/OS/20        KELLY.  R   D 
Stona   &   Uebiter   Engineering    Corp        2pp         18574    124 

— B3OS24Q433   Advises    that   8ku   satisfactorily    impleminti   OA   program  per 
BW9QAF    l-74Aifiev   C   Confirmation    recommended 
CHAMBERLAIN,  D        Region    4,    Office    of    Director        83/OS/1B 
COLLINS.J  T        Region    4i    Office    of   Director        2pp         10574    124. 

fl30S240BO5  Forwards    Rev    I    to   CPC-2A    "OA  Program   Description    for 
Operational    Nuclear   Power   Plants    "   Changes    do    not    reduce 
commitments   accepted    by    NRC    on  830112, Submittal    serves   ai 
annual    rept 

VANDEUALLE,  D  J        Consumer*   Pouier   Co        B3/03/11         KEPPLER>J  0        Region 
3j    Office    of   Director        Zpp         1B379    116        24X    Flche    30-000, B3/03/11, 
0303840303, 

--8305240 369  CPC-2A  R01 

Rev    t    to    "QA  Program   Detcrlptlon    for   Operational    Nuclear 

Pauar   Plants   " 

REVNOLDB.  J,  H,  .    DEUITTiR.B    ,    COOK.  J.  M        Contumtr.   Pouer  Co, 

B3/01/10       90pp         19973   116        S4X  Flche   30-000.^3/03/11,8303240309, 

8309290150  Notification    of    830603  meeting    w/DWfi-HyiJrog en   Control    Owners 
Oroup    tn  Bethesda.MD    to   dlscust    hydrogen    control    program  ti 
antrgiricv    procedure    guideline* 

HOUSTON,  D        Licensing    Branch    S        83/09/17        SCHWENCER, A        Llcvnting 
Branch    B        4pp         18396' 171        S4X   Fie  ha    30-41&,83/09/17,830329O1SD 

83032309-14  Forwards    safety    tvaluation   re   QUR  Owners   Oroup    response    to 
NUREO-0737. Item   11    K   3  49. "Depreisur  1  latlnn  W/Othar    Than 
Automatic    Deprenurl tatlon   Sy«    "    Action    on    item   complete. 
VASSALLO,  D,  B,       Operating    Reactors    Qranch    2        83/O3/18        RHODE.  0  K 
Nlaajr*   Hohawk    Power   Corp,       2pp         18393  310        24X 
Flcht    SO-2BO,  83/03/18,  8309B30314 

— 9308230323  Safety    evaluation    supporting    BUR  Ouinert  Oroup    generic 
risponi*  to   Item   II   K.3,43  of  NUfiEO-0737,  "Doprassurl latlon 
M/Qther   Than  Automatic    Depressurliation   8y«    " 
*      WRC   -  No   Detailed   Affiliation  Olven        83X03/18        app, 
18593  318        24X   Fiehel 30-EEO, B3/09/1B, B309250314 

B303Si030*?   Interim  deficiency    rept    re    core    support    structure   bolting 
Initially   reported   on  83041?  Evaluation  of   corrective  action 
In  progress.  Next   rept   mill    be    sent   by    G31101, 

COOK,  J  (4       Consumer!   power  Co       83-03  HI       83/03/19       KEPPLER,J  0, 
Region  3,    Office   of  Director.      3pp.       1B623.20O       S4X 

FicNe: 30-000,  83/03/19,  8303260309 

— 8309S6O311    Deficiency    rept   re    ultrasonic    teit    abnormal    indications    In 
upper  barrel   bolting   of  reactor   Internal*.  Initial Ig   reported 
on  830328,  Results    of    Internal    bolt    intp    discussed    Addl    Info 
will    be    forwarded, 

TAVLDR.J  H.       Babcock    &  Wilcon   Co        B3/04/11.       DEVOUhlO.R   C 
Director's   Office.    Office    of    Intpactlon   and    Enforcement        9pp 
18625  B05        H4X   Fiche,  30-000.  B3/09/19.  8309260309 


3303240396    Requt-stf    board    notification    be    Isiuad    to    board*   associated 
u/C-E   plants    currently    ui/o    PDRVs    NRC    briefed    Commission  on 
B30404  r»   status    of   DHR    studies    in/emphasis    on  need    for 
PORVi    In    current    C-E    designs 

MATTSDNj  R   J         Dlviilon    of    Syate-mi     Integration    (pool   B11005) 
B3/04/2B         ElSENrtUT,  D   0          Division    of    l-Uorvslng         Ip         1S629    360 

B305270006  Forwards   proprietary    !•    nonprapr ietari;  versions    of  vieugraphs 
presented    at   830331    meeting    r*    Kounter    flcui   preheat   steam 
»an«rato,r   program  Propr  i e tary    version    withheld 
IreP    10CFR2  790) 

RAKE.E  P        Wosiinghouse   Electrte    Corp         N&-EPR-3747       B3/Ofl/ll 
EISENHUT.  D  O        Division    of   Licensing         HOPKINS.  B        NRC   -  No  Detailed 
Affiliation    Given         Ip  1BA3S    140 

— B3Q827OQ12  Submifci   application    far   withholding   vieugraphs    presenteil   at 
B3Q331    meeHnif    re    counterfloui    preheat    •steam  generator 
program   from    public    disclosure    Cref    10CFHH   790) 
Nonpropriatarij   vieiiigraohs    enc  1 

UIE8EMANN,  R    A         Heltlnghouae    Electric    Corp         AW-Q3-24         33/04/11 
EISENHUT. D   G         Division    of    Licensing  12pp         1B&3B    141 

8305270144   Advises    that   QA   program   described    !n  NEDQ-l  1209-04A   being 
implemented    sa ti*f actor i 1«    Results    of    Inap    published 
quarterly    in    HUREO-0040 

COLLINS.  J  T.       Division    at    VaniJor   ft    Toehnical    Progi-ams        83/03/24 
QRUOOErtAN.  U    H         Oeneral    Electric    Co          2pp          IB63B   203 

— B309270149  D'iscusses    corT»ctivc    actions    on    nonconf  ormanc  es   notid    in   IE 
inspi    since   Jan    1980   OE    sa  1 1  *f  at  tor  1 1  ij     i  mp  lementeif  QA 
program  per   NEDD-1 1H09-04A  Confirmation    of    implementation 
recommend  «d 

CHAMBERLAIH,  D        Division    of    Vendor    &    Technical    Program*        B3/03/20 
COLLINS. J  T        Region    4,     Office    of    Dirtictar        Ip        IB638  503 

B3032702B9  Application    to   amend    License    DPR-30. changing   core   protection 
safety    1 Imi ts, protect Ive    syi    max    aXlouabla    setpolnte   brad 
position    Units 

TUCKER.  H  B        Duke  Poui.r    Co         B3/03/19         DENTON,  H  R        Office    of 
Nuclear    Reactor    ReouUtion,     Director         BTOLZ.JF        Operating    Reacton 
Bf»neh    4         4pp          1B641    S24          24.X    Flche    30-269,83/03/19,0303270239 


--83QS27O309   BAW-1774 

"Oconee   Unit    1   Cycla    3  Reload    Rapt 
*      BabcoeH    B*    Wile  01    Co          93/03/2B 
Flcha    30-269, B3/Q3/lf,  8303270399 


46pp 


9305370340  Foruardi   application    to   amend    Llceme  DPR-39  t<    "Bupplemental 
Raloa<F   Llconiing   Submittal    for    JA  Fi  tipa  trlct  Nuclear  Pouer 
Plant,  Relo«d    3    "  Amend    channel    stil    i-Blojd    licensing 
submlttal    for    Porthcofning    fleload    S/Cijcl*   i    core 
HAVNE,  J  P        Pouer  Authority    of    the    Stato    of   Neui  York 
83/03/23        VASSALLO,  D    B         Operatinfl    Reactors   Branch   2 
18643   071         34.X    Fiehe    30-333- 83/O3/S3,  83O3B-70340 


OPN-83-47 
Zpp 


—  9303270373  Y1O03J01A96   RO  1 

Rev  O   to    "Supplemental    Reload    LUanaing    aubmlttal    for    JA 
FitipatrKk    Nuclear    Pouer   Plant, Reload    3    " 

ZARBI8.H   A    ,     HAONER.R-L    ,     CMARNLEY- J    S        General   Electric    Co 
B3/O3/31.        23pp          IB643     1O3         24X    Flche    50-333.  B3/03/23.  B303270340 

B3J03S70361   Submiti    topic*    to    be    dJi»eu«sed    during   030S2i  meeting   re 
natd    for   addl    info    to    complete    NRC    r«vleu    of   Rev   12   to 
operational    QA    program    topical    rept 

MARTIN. T,T         Dlvilion    of    Ensfneertno;    b   Technical   Program!        B3/03/SO 
OOHNBQN.W,  P         Yankee    Atomic    Electric    Co         2pp        1B63B   361, 
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MONDOCKETED  ITEMS 


6305270'!  32  Discusses    3&U  Owners    Group    emergency    procedure   guidelines 
(abnormal    transient    operating    guidelines    -    ATQG).per    830303 
Itr   De  tailed    schedule    for    expansion  of    technical    bases    for 
procedure  ulll    be    submitted    bij    end   of    June 

WHITNEY,  D  D        Babco-ck    &   Wilcor    Operating    Plant!  Owners    Group 
HHITNEY.D   D         Sacramento   Municipal    Utility    District          GL-B2-33 
83/05/21          EI8ENHUT.  D   0         Division    of    Licensing         3p.p          18442    269 

030527Q4B1    Forwards    proprietary     "Vantage    5   Fuel    Sjs,  Wast  I  nghouse 
Presentation    to   NRC    Staff,  "    presented    at    83D31O   meeting    & 
application    for   uithholdlng    infn    from    public    discloauro 
RAKE,  EP         We»tlnghaus«    Electric    Carp          N3-EPR-S7&Q         B3/OS/1B 
RUBENSTEIN.L    S        Militant   Director    for    Core   «-  Plant    Systems         2pp 
034 


—  0303270433  Submit*    application    for   withholding    proprietary    info    re 
Uestlnjhou-se    Vantage    5    Fuel    sys   design   meeting    presentation 
from  public    disclosure    (ref    10CFRZ  790) 

WIESEHAWN.il    A         WeitingfiOU-se-    Electric    Curp         AW-83-37         63/03/18 
fiUBENSTEIN,  L   S        Assistant    Director    for    Core  t>  Plant    Systems         IP 
18&44   O96 


B3Q309063O  Summary    of   630316  meeting    uj/DOE    In   Silver   Spring, HD  re 
UMTRAP  vicinity    properties 

FLOHY. C   A         Lou   Level    Was  to    Licensing    Branch          83/04/28 
HieOINflDTHAM,  L        Lou  Level    Wasts  Licensing    Branch        2pp         183A7  330 

B30S0906Si>  Forwards    Hit   of    docoments   uithln   Div   of    Waste  Mgb   re 
K   Dunn  F01A  63-193   request 

STILL, N        Division    of    Watte    Management         03/Q4/O&         BEVEfllOOE.  0 
Program  Support   Branch        4pp         10367  323 

B303Q9O643  Forwards   NSC    comments    to  DOE    on    proposed    high    livel   waitt 
repository    siting    guidelines    W/o   encl 

BHOWNINQiR  E        Division   of   Waste   Management        S3/01/1B       LEWIS, N  D- 
Washington.    State   of        Ip         18367  306 

6303070647  Trip    rept    of   030419-21    UBQS    low    level    watte   research 
meeting)    in   Urbana, IL  &   at   Sheffield    situ 

8IEFKGN.D  L        Lou  Level    Waste   Licensing   Branch        83/04/27. 
HAWKINS,  E  F        Lou  Level    Waste   Licensing    Branch        4pp         IB3BI    SOB. 


WASTE   MOT         NUCLEAR    WASTE   MANAGEMENT 


8303290596    Forward*    proposed     schedule    for    Basalt   Uaate     Flotation 
Project  010.923  visit 

yRIGHT.R    J         High    Level    Waste    Technical     Development    Branch          OQ196 
BI/OS/21          GORArJSON.R         Energy,     Dept      of          3pp         17743   235 

8303290B13  Discusses    progress    made    since    Jul    17SO  site   visit    re 
regulations    for    high    level    raduaste   repository 

MRIOHT.H   J        HigJi    Level    Haste   Technical    Development    Dranch         OO266 
ai/10/07         LIVINGSTON, V   E         Washington.     State    of         3pp          17748   O73 

B3O5060319  Foruards    "Sr<athing    Zone    For   Airborne  Partitulate*,  Cotter 
Enplouees    foi-  Month    of    Mar    19S3"   b  "Breathing    Zone  Sum  mart; 
fop    CY63    " 

CAIN.  J         Cotter   Corp          OOS32         S3/O4/13         HAZLE,  A    J         Colorado.     State 
Of         Spp          IB 353   O64 


8305070653  Trip    rept    of    loui    level    waste    compact   negotiators  B3031S-1A 
meetings    in   Atlanta. 6A 

JACKSON,  K        Lou  Level    Uflste   Llcentlng    Branch        83/04/27 

HIQQ1NBOTHAM,  t        Lou  Level    Haste   Licensing    Branch        Spp  16381- 279 

a3050706Si  Forwards. for    concurrence  reviewi Commission    paper 
recommending    publication   of    proposed    suspension    of    portion! 
of   APp   A   to    10CFR4O  re   U  mill    tailings    reguletlons 
Telephone   response    by   63042?   requested    H/o   encl 

BROUNINO,R  E        Division    of   Wants  Management        83/04/2B       KERR.O  W 
Office   of   State  Program*.    Director        CUNNINGHAM,  O,  H        Office    of   thi 
Executive   Legal    Director        CUNNINGHAM,  ft  E        Division   of  Fuol    Cycle  l> 
Material    Safety        Spp         183B1    277 

S305090661    Ac k    receipt    of  S3030B   1 tr    Inviting    participation    in 
2-d*U   meeting    on    "HIPP  Site   Suitability    for   Raduast* 
Dlipoial."   on   B30912-13    In   Carlsbad,  NM  NRC   cannot 
participate    in  meeting    or    evaluation 

MILLEH.H  J       High    Level    Waste    Technical    Development   Branch, 
03/03/31        NEILL.R   K       MEW  Mexico.    State    of        2pp         1Q3B1    040- 


— 3305060333   "Breathing    Zone    for   Airborne    Part  i  culates.  Cotter   Employees 
for  Montn    of   Mar    19B3"    &    "Breathing    Zone   Summary    for    CYQ3    " 
*      Cotter   Corp          0232         B3/O4/13        2pp          1B333   O66 

9303070567    Responds    to    topical    rept    on  RflDMAN   computer    code    to    claisify 
&  document   packaged    lou    lev«l    waste   per    10CFR61   Pro-gram 
*hovs    promise    as    valid    tool    for   uaste   genuratdrs    to    use    as 
part    of    compliance    u/Part   61    requirements 

RDLES.O   M         Lou   Lave!     Uaste    Licensing    Branch         93/O3/2B-        TUITE. P   T 
Matte    Management    Group,     tni  Ip         10367    339 

8303090573   Forudrtfa    listed    publications    per    code    evaluation 
"Documentation    of   Computer   Cades    for   High    Level   Waste   MSt" 
also    encl    No    sljni f leant    changes   ei pec  ted    prior    to    final 
promulgation   W/o    encls, 

KNAPP.  M  R        High   Level    Uaste    Licensing    Management    Branch        B3/04/12 
BEBMANIS.H   L         Rou    F      WBiton.      Tnc         Ip  18367    338 


B30509D670  Forward    comments    on    topical    rept    "Hesults    of   Test    Progran 
far  floldif  ication    of  Contaminated   Uaste   Lubricating   Gill," 
State   of  HA   comments    should    be   addressed    uparatelu   H/o 
encl 

JOHNSON,  T  C        Lou  Level    Waste   Licensing    Br»nch         83/04/27 
A        Vlkem   Induatries,     Inc         Ip         18369  362 


B303O90A79  Revivus   marded-up  handout   on   high    level    uaste  ref  laciing 

enactment   of  Nuclear  Halt*  Policy   Act    In   Jan    19B3  M/o   encl 

anOUNINQ-R   E        Division   of  Haste  Management        B3/O3/29       COaK.O 

Office   of  Public   Affairs  2pp         1B3B1    SB9 

B30S090679  Foruiards   24   radiological    assessment   repts    for   prop»rti«i 
in   Edflemont.  SD  re   pretence    of   residual    radioactive   matl 
R»pt*    submitted    to   DOE    for    remedial    action  W/o    encls 
MARTIN,  D  E       Lou  Level    Maste   Licensing    Branch        B3/04/2B        flEIDT.  J  H 
Environmental    Protection   Agency         Ip         1B3B1.SBB 


830509O37A  rormard*    fir»t    11    radiological    assessment   repts    for    detected 
areas    of    residual    radioactive    matls    in   Edgemont,SD  Add1! 
repts    lull  I    be    submitted    99   available   U/n    encla 

MARTIN.  D  E        Leu  Level    Usste   Licensing    Branch        S3/O4/OS.      BRICH.R 
South    Dal ota,     state    of          tp          1B367   337 

8303090593  Comments    en    ravteiii  of    Atlantic    Reiearch  Corp    i-*queit    to 
alloti    onslte    disposal    of    ioil    contaminated    u/Sr-70  Pdtential 
dose    cammi tment    limited    to    leu    than  2   mrem    to   bone   provided 
o>  in  ting    inater    not   within    250    ft   of  Sr-70 

HIOOINBOTHAM.  L        Lou  Level    Uaite  Licensing    Branch        33/04/21 
PAOE,  R    O        Uranium  Fuel    Licensing   Branch        3pp        183i7    334 


B309070696  Foruiards  NRC    "Technical    Criteria    for   Disposal    of  High   Level 
Raduait*    in  Goo  log  it   Repos itor  leii "    10CFR60, Subpart   Ei per 
S304I2   Itr  Final    version    to    be   released    on   NRC   approval   W/o 
encl 

DALL.M  J       High   Level    Uaste   Llcenling    Management   Branch        B3/Ot/SJ 
SNITH.Q  R        Michigan.    State    of        Ip         18381,337 

B305O90703  Foruards   response    to   830312  request   for    comment   on    r«*«dl«l 
action   concept    paper   for   U  mill    tailings    site   at   Green 
River.  UT 

MARTIN,  D  E        Lou  Level    Waste   Licensing    Branch        83/04/32 
MAULEY,  J  A        Energy.    Dept      of        3pp         1S3B1'2B4 


B305090586  Submits    ecu-rent    t.  projected   activities    in    fuel    cycle    program 
area    Resource    estimates   %    level    of   effort  may    change   after 
evaluating    1983   budget 

BROWNING,  R   E        [H vision   of  Hatte  Management        83/04/13. 
CUNNINGHAM.  R  E.       Division    of  Fuel   Cycle    1.  Material    Safety        2pp 
1B3&7   340 


H303I10024  Forward*    comments    to   DDE  on  830807   proposed    siting 
guidelines    110CFR960).  established    in   response    to   Nuclear 
Uaste  Policy   Act   of    1982  requirements   NRC    comment!    on  DOE 
FR  notice   also   provided    kf/o    encl 

DIRCKS.M  J        Office    of  Nuclear   Reactor   Regulation,    Director 
83/04/23         MATHEBON,  S   M         Utah.     State    of.        Ip          18411,396, 


B30SQ9O6Q6  Trip    rept   of    830324   visit    to  Rio    Algom  mill    In    Grand 
Junction. CO 

PENNJFILL.  R   A         Law   Level    W»St*    Licensing    Branch         63/04/11 
HICQIWBOTHAM,  L         Lou   Level    Uaste   Licensing    Branch         3pp.        18381:237 

B305090617  Comcnenti    on   Rev    1    to    "Selection    of   West  valleg    Demonstration 
Project   Low  Level    &   Traniuranlc    Waste  Form   "    insufficient 
technical    data    In    document    ED    judge  adequacy    of    either 
cement    or    asphalt    for    solidification 

HieoiWBElTHAM,  L  Low  Le-vel  Waste  Licensing  Branch  B3/Q4/13 
fiQUBE.L  C,  Advanced  Fire!  &  Spent  Fuel  Licensing  Branch  4pp 
13367.333, 


030511006B   Informs    that  830406    Itr   S.  attachments    sent    to  H  Bell. Conn 
of  Reg   Guide  4    17   ancl.U/o    encl 

URIQHT.R  J        High   Level    Uaste    Technical    Development    Branch 
B3/O4/26       HOV1B,  J.  B       Hovis,    Cockrill,    Ueav«r  t.  Bjur       Ip, 

1B.421    237 

S3O911013B  Forwards    info   on   SO   contaminated    properties    In  vicinity   of 
Qrand   Junction    site  Remedial    action   being    prepared.  W/o   encl. 
BAUBLITZ.J  E        Energy.    D»pt      of        83/04/19,       HAWKINS,  E  P        Lou)  LtvtJ 
Maite   Llcenling    Branch         Ip         1S451    39B 
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8303110142   Forward i   final    draft;   remedial    action   concept   paper   for 
Conn  1  son    Inactive    U   mill    tailing!    alts    Comments    requested 
6u   830306   W/a   encl 

HOHLEY,  J,  A        Energy,     Dept       of         83/04/18         HAWKINS,  E         Lou  Level 
Haiti    Licensing    Branch          Ip          16421    330 

8309110147   Forwards   J  Hayes   comments   on   draft   ANS    16    1    std   H/o   encl 
JOHNSON.  J    C         Lou  L*vel    Waste   Licensing    Branch         B3/04/07         GuDBEE,  H 
Oik   Ridge   National    Laboratory         IP         1B434    111 

B3GS1KJI39   Forwards   separate   responses    to   RADMAN   code    topical    comment* 
provided    by    Btatei    of    SC, HA   &   NV   Code    will    reinforce    QA 
program  &   survey   acceptab i 1 ities 

TUITEiP    T         Haste    Management    Group.     Itie         03/04/13         JOHNSON.  T         NRC 
-  Ha   Detailed   Affiliation   Olven        <bpp        18434   097 

Q3Q5U017B   Summarizes   B3041B  meeting    a /DDE  t,  Battelle    in   Qa i thevsburg , 
MD   re   ilting   guidelines    (proposed    10CFR96J 

PFLUM,C-<J        High   Level    Wait*   Licensing   Management   Branch        93/04/23 
BOYLE. R.R        High   Level    Watte   Licensing   Management    Branch        2pp 
1B434-SAO 

63O51 101B3   Forwards   24   radiological   assessment   repts    far    properties   in 
Edoifflonti 3D  iii/datected   presence   of   residual   radioactive 
aatlt   Addl   rvpts   uill    bo    submitted   W/o   er|cl 

NARTINiD.  E        Lay   Level    Waste    Licensing    Branch         B3/O4/2Q         DRITCH.R 
South   Dakota.    State   of         Ip         18434  2S2 

0303-1 1021B   Foruards   comments   on   proposal    for   transuranic   waste   sorting 
*t   Uest   Valley    per   B304OS  request   Concept   acceptable 
HI001NBOTHAM.L        Lou  Level   Waste   Licensing   Branch        B3/04/13 
ROUSE.  L  C        Advanced   Fuel   &  Spent   Fuel   Licensing   Branch        4pp 
1B434  330 


B30302009B  License    far   Mitsubishi     Intl    Corp    to    eiport    300   mCi    Cf-252 
to    Japan 

ZIMMERMAN, J   V         Assistant    Director    for    En  p  art/  Import   f.    International 
Safeguards         64-7739-83         S3/O4/24,          I  p          1 B30B   263 

930 502 02 SB    Forwards    application    to    eiport    sit    depleted    U   blankl 
to    Unl  ted    Kingdom 

QDMER.D         Nuclear    Metals,      ITIC         B3/O4/14         WRIGHT.B        Office    of 
International   Programs.     Director         Ip         18303   361 

— B303O3029fr    Application    to    export    30    4    leg    depleted    U.  in    sic    depleted 
blanks,  to  United    Kingdom 
«       Muclear   Ke-tals,     Inc          B3/O4/14          Ip          18308  262 

B303O2O353    Foruards    application    for     license    to    eiport    slightly    enriched 
U  hciafluorlde    to   Japan 

OSHJMA.S        MitsuOlshl    International    Copp       (subs      nf   Mitsubishi 
Carp     )         HBA-34S3-O1         S3/O4/11  Assistant    Director    for 

Eipor  t/lmport    t*    International    Safeguards          3pp         13284   071 

— B303020S57  Application    for    license    to    export    BO, 420    tg    slightly 

enriched  U   heiaflunrlda    to    Japan 

SHIMA.S  Mitsubishi     International    Cor-p       (subs      oFHitiubiihi 

Corp    I  HSft-5463-01          B3/O4/14          Ip           1B3B4    074 

B30503001Q   roruards   application   far    lite-rise    to   eiport    one   Fission 
counter, Model    HS-P4-OEJ05-134,  to    Meat    Germany 

BAER,O         Diac    Corp         C-4-522         B3/O1/11          HEMDY,  E        Assistant    Director 
for    Eipor t/lmport   d   International    Safeguards        2pp        18310   286 

— B30503003i>  Application    for    license   to    eiport   one   fission  counter.  Model 
RE-P6-oa03-134,  to   Host    Germany 
BAER.D         Disc    Corp         C-4422         -D3/O4/11          Spp         IB3IO  2BB 


fl3O52403S6    "RADON-222  Ripts    far   Fib   b  Mar    17B3, "   based   an  TLD  chips 
for  prabei   placed   on   B30Z11   ti  removed   BG0405  Replacement 
pT&b»i   not  av»Iltbl«    during   Mar   due   to   procurement    of   nay 
lab    to   perform   ivcs. 

CAIN,  J         Cotter    Corp         OQEB7         B3/O4/23         HAZLE,  A   J         Colorado,     State 
m         3pp          1B647   H91 


B30903O077    RequestB    Eieciitlve    Branch    position    re    Trananuc  lear.  Inc 
application   for    license    to    e-iport    highly    enriched  U   to 
Denmark   U/o   encl 

ZIMKERMAM.  J   V         Assistant    Director    for    El  port  /Import   !.    International 
Safeguards         00390        S2/IO/O&         3TOIBER.C    R         State,     Dopt       of         Ip 
IBS  10    339 


"Brtathlng    Zone   Rept   for   Apr    I9B3"   &   "Cumulatlvs   Breathino 
Zone  Summary    for   CYB3   " 

CAIHi  J        Cotter   Corp        00277        B3/O5/13        HAZLE,  A  J        Colorado,    Btate 
of,       2pp          1B44B   021 

3305310211    CCS/B116R029 

"Otologij    fc  Hgdrologu    of   Yucca  Mountain   4  Vicinity, NV  T«»t 
filter"   final   rept  M/three   ovenlie   figures   Aperture   cards 
art  available    in   PDR 
READ£,M    T    ,    MCKAY, E   D         COS,     Inc         83/03/31         71pp          186»1    330 


B30303O250   Application   to    eiport    5OO    liter-s    doutarium   to  Korea 

HWANU, T         PaciPit     International          453         B3/O4/1B         Ip         18309339 

B30S04039S   Addl    info    re    330335   application    to    «iport    1    kg    U-235    to 
Indonesia   Quantity    reduced    to   23O   g, contained    in   reactor 
irradiation   targets,  Co   ailaij   concerns   raised    re   eiport 
MOWSV, U  R        QA   Technologies,     Inc    /Genaral    Atomic   Co        IEL-4O69 
B3/O4V13        ZIMMEnMAN.J        Aasietant    director    Por   Eioort/Import   b 
International    Bafeguards         9pp         1B32&   301 


D305310E17  Confirm*  030601  meeting  H/J  Baublltz    (DDE)    in  Bitheida.MD 
to   dlicuis   lmplennnt*tlon   of   UMTRCA   for   Cannon«bui-B   site, 
PAOE.R.O        Uranium  Fuel   Licensing   Branch        B3/O3/23        H100INB01HAM,  L 
High  Level   Haite   Licensing   Management   Branch        FONNER.R        Office   of 
tn*  E>«cutlv*   Legal   Director        CROW, W  T        NRC   -   No   Detailed 
Affiliation  Oiven        Ip         1S66S   34 B 


EXPORT  AND    IMPORT  LICENSES 


6305020001    Llcenie   for   OE   to   export   500   pieces   of    ilrconiuin   tubing 
to  Uftit   Oernany 

IIMMEfiHAM.J  V        Assistant   Director    for   Enport/Import   b   International 
Safeguards        BDH-044-83        B3/04/S3        Ip        1B30B:30B 


B30S04!O53S  Forwards   applications    For    licences    to   eiport  500   piece* 
scrap    ilrconlum    tubing    to   West   Germany   «.    1O   pieces   ilrconlum 
tub*    shall    to   Japan 

HILSON.B    D         General    Electric    Co         GDW-046-B3        B3/O4/14         HEMDY,  E   0 
NRC   -  (Jo   Detailed   Affiliation   Oiven         Ip         19331   S39 

— g303Q405i,l   Application   Por    license    ta   eiport    300  pieces   scrap   i  irconium 
tubing    to  Uest   Carman ij 
*      Oeneral    Electric    Co.        QDW-O44-S3         B3/O4/14         ip         183SI    240 

— B30S040S67   Application    for    license    to   aipart    10   pieces   »ir*onium   tube 
(hell    to   Japan 

U1LBON,  D    D         General    Electric    Co         DDU-013-83        B3/04/14         1(1 
18331    241 


0303020003  Requests   Executive   Branch    position   re   OA   Technologies,  Inc 
application   to   amend    license   to   eiporti decreasing   quantity 
from   1.1    kg   U-S39   to   290   g   U-239 

ZIHMERKAN.B  V.      Assistant   Director   for   Export/Import   b   International 
Safeguards        B3/Q4/S6        CTOIBER,C   n        State,    Dept      of        Ip 
1 B30B ' 3O7 

83D90ZD003  Application   to   amend    license    to   eiportiadding   addl    120   g 
U-233  &   «<fdl   ultimate   consignee 

MAflCHAL.J       European   Cammunltles,    Commission   of        AG/IS43       83/O4/1-4 
ORIFFIN,  J  A,      Energy,    Dept.    of       Ip        10308,306 


B303040637   Applititian   to    import    lire    clad    U/Zlrtaloy   t,  U/2(rcaloi)  t 
mttal    components   b   icrap    uaste    from  Canada 

RE8AN.N  A         Dabcack    E.   Wilcox    Co         83/04/13  Assistant   Director    for 

Eiport/Import   &    Internat lanal    Safeguards        2pp        1B336  2B1 

B305040A39   Inform*    that   Disc    Corp   B304I1    application    for    license    to 
eiport   proportional   counter   to   Meit   Oermanij    meets 
re>(iuirefnonti   of   Atomic   Energy   Act   Liccnso    issued   u/o  normal 
15   day   ualting    |>erlod 

ZIMMERMAN.  J  V        Assistant   Director    for   E*port/Impor t  d   Intornational 
Safeguardi        B3/04/22  Asiistant   Birector    for  Ei  port/Import   i 

International    Safeguards         Ip         16336   33 O 


B3OS020O21   Application   to   amend    licenses   for   export   &   import,  extending 
eipiration   data   by    1    yr 

BALALIS.C   D,      Union   Carbide   Corp        B3/04/1B        WRIOHT.B        NRC   -  No 
Detailed   Affiliation   Given        Ip         1830B  309, 

3305020094  Ltr   of   assurance   re   Hestinghouse   application    to   opart 
200  g  U-235,  contained   in  3.600  g   total  U,  to  United  Kingdom 
M ARC HAL ,  J      European  Cnmmunitte*,    Commission  of.      B3/04/I4 
CRIFFIMrJA       Energy,    D*pt.    of       Ip       1B30B  244. 


0303040644   Notifies   that   QE   Q30414   application   for    license   to   export 
ilrconium    tube    shells   to   Japan   meets   requirements   of  Atomic 
Energy   Act   License    issued    u/o   normal    15   day    waiting    period 
ZIMNERMANj  J  V        Asllstant   Director    (For   EiporS/Impor  t  &   International 
Safeguard*        B3/O4/29  Assistant   Director   for  Export/ Import   & 

International    Safeguards         Ip         IB336   279 
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B3Q304O63B   Amend    3    to    Ed  I  ou    Intl    Co    as    agent    for    Mie  rotec,  Itic 
•  ip art    liccn it,  changing    name    of    ultimate    consignee    t. 
extending    expiration    date    to    10O501 

ZIMMERMAN,  J  V        Anlstant   Diraetor    for   E  i  port/  Impor  t    8.    International 
Safejuirdi         MS.B-1          B3/04/26          lp  18336    S6B 


B30909Q723  R»o,uests   renewal    of   Export   LlcantttS    XU-B499  t,  XU-B499 
which    tipire    on  830401    No    change    in    quantity    &  matlt 
expected 

OONERiDA        Nuclear   Metal*.     Inc        83/04/29        HEMHY, E        Offtc*  it 
International    Program*,    Diroctor         lp         18391    976 


0309040665  Requests    EiecutfvB    Branch    poiition   re    Hit  tub i)h i    Intl    Corp 
application    For    license    to   eiport    enriched    U    Co   Japan 
ZIMMERMAN, JV        Assistant    Director    for   Ex  port/ Impor t    &    International 
Safeguard!         93/04/26         STOIBER. C    R          State.     Dept       of          lp 
18336   265 


0305090730  Formal-ill   Ffl    notice    re    applications    for    license*    to 
import/export   nuclear    facilities    or    metis 

ZIMMERMAN,  J  V        Assistant    Director    for   Export/Import   EC   Internal lonil 
Safeguards        82/09/03        COMBS- T  R        Correspondence    fa  Recordi   Branch 
lp         18381    273 


B30503044O  Amend    3    to   &A    Technolog 1 ei. 1 nc    export    1  ic  inaa.,  add  1  ng 
ultimate   conilgne*    !*    increasing    quantity    of    matt    to    3    167 
kg    LJ-235,  contained     in     19   IB"?    kg    U,  f  or     eiport     to    Italy 
ZIMMERMAN.  J  v        Assistant   Director    for   Ei port/Import    Si    International 
Safeguards         IEL-B013        83/O4/2B         lp          18392    226 

3305060006  App  1  icat  ion    to    export    tuo    fission    coun  fcers,  Mod*-l 
R6-P-O-2403-114,  to    Argentina 

BKAHUPlW   D         JUutir-Stoltes.      Inc          A-97O3         B3/04/19         Spp 
1 S3 54   309 


Matlfies    that   OE  330414    application    for    llcenft    to    eiport 
jirconiwm   tubing    to    Meet    Otrmany    maet-g    requirements    of 
Atomic    Energy    Act.LIcenie    Issued    ui/o    normal    19    day 
waiting    period 

UrlrtESMrtfJ,  J  v        Adl&Cant   Director    for    Eipart/  Impor  t    &    International 
Safeguards         B3/O4/29  Anlitdnt    Director    for    Eipor  t/Impor  t    & 

International    Safeguard*         lp         13334    383 

B305060032  Ltr    oP    a*«urance    re    amend    to    license    tn   oiport    33,790    kg   U, 
contained    In    1.13S    fcg    U-S35,  to    Suieden 

MACNUSON.L         Sue-dftn,     Oovt    of,  B3/O4/I9          GRIFFIN.  J   rt         Enerjy. 

Dept       of         lp          16394   361 

B30SOAOiS7  Executive    Branch    position    re   SUUCO,  Inc    application    to    export 
9   1}    U-S35,  contained    in   7O    kg    U,  to    Taiwan   Uicenie    should    b> 
granted 

DEV1KE.  J  B  State.  Dept.  of.  Uureau  of  Oceans  &  Ititl  Environ  & 
Scientific  Affair*  83/04/29  SHEA,  J  R  Office  of  International 
Prooramsi  Direi tor  3pp  18397*303 

B3050oOfi?0  Appl icat Ion    for    amend    to    eiport    1  ic env>> increas inj   SNM   bg 
313  39   g   U-23S,  contained    in    1,573  74    g    If,  to    Japan 
MOWRV.  H  B        OA  Technologist,     Inc    /General    lUomic    Co         IEU-407? 
83/04/23        ZIMMERMAN,  J        Assistant    Director    far    Export/Import    h 
Intirna-tional    SaPeguardi,       tp         16357   307 

83-09070010  Application    to    import    26,  OOO    kg    U,  enriched    to   3  30  X   U-239, 
from  Franc* 

MAR C HAL. J        Exxon    Nuclear    Co    >     Inc       (cubs      of   Eixon  Corp    ) 
11003139        S3/O4/Z9          ZIMMERMAM, J   V         Ai*l«tant    Director    for 
Eitpor t/Import   &    International    Safeguards         2pp         1 83 A 9   399 


— 030509 07 31    Notice   of    receipt    of    applications    for    licenses    to    Import / 
export   nuclear    facilities    or    mat  Is 

ZIMMERMAN.J  V        Assistant   Director    for   Export/Import   b 
International    Safeguards        83/09/03        2pp         1B381    274 

6303090733  License    for   Westinghouse    to    export   200   g   U-239,  contains!    In 
9,600  g  U,  to   United   Kingdom 

ZIMMERMAN,  J  V        Assistant   Director    for   Export/Import  tt    International 
Safeguards         KMH-393         83/04/29         2pp          183B1    271 

8309090736  Amend   S   to   Union  Carbide   Corp    export    license,  extending 
expiration   date    to   S407O1 

ZIMMERMAN.J  V        Assistant   Director    for  Export/Import   &    Internallonil 
Safeguards        EB1        83/04/29        lp         1B3B1    27O, 

8309090779  Amend    1    to   Exxon    export    license, lncraa*lng    quantity    to 
1,139   >g   U-S39,  contained    In   33,730    kg   U,  to   Sweden 

ZIMMERMAN,  J  V        Assistant   Director    for   Export/Import  fa    International 
Safeguards        83/04/29        lp         1B3B1    269 

8309990783   Inform!    that   Amend    (    to   Export    License    X8NK-1903  *tv    he 
isiuad   No   matl    changed    circumstances    since    issuance    of 
License  X8NM-1974 

MOORE, R  N        Assistant    Director    for   Export/Import   &    International 
Safeguards,       83/04/28  Assistant   Director    for   Export/Import  * 

International    Safeguards         lp         1B3B1    26B 

8309130234  Application    for    license    to    export    one    component    cat*   stud 
for    specially    prepared    coolant    pumps    for    nuclear    tvc, to 
Spain 
PEARSON,  A        Borg-Uarner   Corp        836V3070        B3/OS/02        lp         16437: 174 

8309130363  Amend    1    to   NucUar   Metals,  Inc    export    license,  extemdinjf 
expiration   date   until    B60601 

ZIMMERMAN,  J  v       Assistant  Director   for  Export/Import  t>   International 
Safeguards        83/09/03        lp         18437    171 

8303130269  Amend    1    to   Nuclear   MataI*,Inc    export    license,  extending 
expiration    date    until    B&0&01 

ZIMMERMAN,  J  V        Assistant   Director    for  Export/Import   fa   International 
Sifiguards       83/09/03       lp        18497   170 


830309QO14  Appl icj tion    for    liconse    to    export    2. 303    Ib    2ircaloy    treK, 
u/pur«    ilrconlum    1  ln*r<  to   West    Oermani; 

AERNI-  B  L        Teledun*   Hah   Chang    Albany         8&2!H2}     (JFM)         S3/O4/27 
lp          19369    336 

8303090013  Ajip  1  ica tion    for    license    to    eipgrt    one    in-core    detector 
containing    D  D01    g    U-233    to   Melt   OBrmanij 

POCHAL      Mistinghouse   Elittric    Carp         ZE10534        B3/04/21,       lp 
18369   397 


8309130273  Eiecutlve   Branch    position   re   Ed  low    Intl   Co   application   for 
license   to   export   40  my    Cf-29Hi In    form   of    cermet   ulri. to 
United  Kingdom  Llcinse    should    be   amended 

DEUIME.J  B        State,    Dept      of        83/03/03        SHEA,  J  R        Office    of 
International    Programs,     Director         lp         16457' 169 

8303130301   Application    for    license    to    uport   2,002  mCi    Cf-292,  in   forn 
of  -cermet   ulrt,  to  France. 
HANNETT.D        Traninuc  lear,     Inc.       TNP-426        83/09/02        Spp         1B4S7.  J67, 


8309090042  Amend    2    to   Union    Carbide   Corp    Ilcenie    to    import    10,8    kg-   U, 
containing    up    to    1O   tg    U-239    H\    33   MTR    plan-type    fuel 
clement*,  from  France. 

1IMM6RMAN.  J  V        Assistant    Director    for   Export/Import   &    International 
Safeguards          83/O4/29          If  16381     19B 


B303  130303  Application    for    license    to    export    two   WX-333SA  BF3    cauntir 
tubis   Si  eight   WX-3335B   uncompensattd    lonliatlon    chambers    to 
Mftt  fitrmenu 

POCHAL.U  F        Mestinghouie   Electric   Corp         ZE    10149        B3/O5/C3        lp. 
18437    166 


S303090114  Application    for    licenie    to    export   97,  OOO    Ib    Zircalov    trti 
tt>  Milt    Oermanu. 

AEaNIiB    L        T«lnfi/n«   Mah   Chang    Albany         E9O7IJFM)         S3/04/21         lp 
13331:  131 


8303130309  Application    for    llcan«f    to    export    primary    r»circul«t  ion  pt»P 
accessories   to  Spain 
PEARSDN,A       Borg-W'rner  Corp,      823-V-aa07  Bl        B3/03/OZ       lp. 

1Q437    169 


B30309O49B  Llcenie    for   OA  Co    to    export   mlscEl laneous    ipeciallv    design 
or    pr'Jiartd    replacement    part*   &    components    for    use    In   Tr-fga 
II    r*»i*rch    reactor    to    Zaire; 

ZIMMERHAN.J  V        Assistant   Director    For   Eiport /Import   &    International 
Safeguard*        [£{.-3096.      93/04/29        lp        18381   24Q 


8303160294  Fnruard*   application   for   export   license   for  minor   nuclear 
•  iport  Ltr    of   aiturance    required,  H/o    end 

ZIMMERMAN.J  V       Anistant  Dir»ctor   for  Export/Import  fc   International 
Safeguards        83/09/11        RAYMOND.  J  F        Energy,    Dept      of         lp, 
18473  07B 


8309070500  Lictn*«    for   Unlinshom*    to    eiport    one   compentJted 
lonliatlon   chamberi Model    Wt-6377, to    ZaEre. 

ZIHMERrfAN, J. V        Assistant   Director    for  Ejp ort/Impor t   i<    International 
Safeguards         IE  20394.       83/03/02         lp.       1833 I    291 


S 309 14 0294  Forwards   Exxon  Nuclear   Co, Inc    application    far   *m«nd    to 
export   license    Increasing    quantity    of   U-233  Ltr    of 
assurance   required    M/o    end 

ZIMMERMANr  J,  V,      As«lstant  Director   for  Export/Import  1<  Inttrnit icnal 
Safeguards        B3/OS/11         RAYMOND,  J  F        Energy,     Dept,     of         lp 
18472  077 
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830316Q898  Application    for    license    to    eipnrt    BOO   guide    thimble    tubes    to 
Japan. 

YIMOTQ.H         C       Itch    S,    CD     (America),      Inc          Mdt-144         33/05/10         Sop 
10473:073 


8303170582   Ltr   of    assurance    ro    eiport    of    4O3    kg    U-233,  contained     i  n 
13,  41B    kg    U,  to    Japan 

SHIRAKAWA,T         Japan,     ftovt     of,  83/O3/O3          GHIPFIN.JA        Energy, 

Dept       of          1(1  10496    113 


B3t>91fr03QO  Amend    1    to   OA   Co    siport    1 1  cents,  chang ing    name    of    licensee    to 
OA  Technologies,  Inc 

ZIMMERMAN* J  V        Assistant    Director    for   Export/ Impart   1.   International 
Safeguard!          IEL-3096         83/03/12         Ip          1S473   066 

B3Q51603Q1    Forwards    application    for    license    to    eiport    cerium    fluoride 
to   Canada.  United    Kingdom, Austral!*,  West    Germang,  Japan.  France- 
b  The    Netherlands 

flENNER.R    9         M   t>   T   Chemicals,     Inc         83/03/03         HENLEY.  E         NRC    -   No 
Detailed   Affiliation   Olven        Spp         18472  063 


9305170994    Application    for     I  icenae    to     import    23,600    kg    U. containing 
1,000    kg    U-333.  from   France 

KlELifl   R          Eixnn   Nuclear    Co    ,      Inc        Outs       of    Ej«on    Corp    )         83/04/29 
ZIMMERMAN. J  V        Astl»tant    Director    for    Eiport/  Import  S,   International 
Safeguards         Sfp  1 8496    109 

3303 170  394    License    for   We*  t  i  no.lif>UBB     to    eipart    9    1  g    U-235,  contained:     in 
190    leg  U.  to  Suiiden 

ZIMMERMAN,  J  V        Amiitant    Director    for    Eip  art/  Impor  t    S.    Intern*  t  ional 
Safeguards         MMH-3-41         B3/O3/1O         Spy  1B49S   O2O 


--B303  1  6O303  Application    for    Home    to    eiport   cerium   fluoride    to   Canada, 
United    Kingdom,  Auitral  la.  Mist    Oarmang,  Japan,  France  &  The 
Netherlands 
BENNER.R   0        H  4   T  Chemicals,     Inc         83/09/03        Ip         IQ472   063 

—  S30516Q305  Requests    info   whether    new    license   required    bo    export   cerium 
fluoride    to   Canada,  United    Kingdom,  Austral  ia.  Hast    Germany. 
Japan.  France   &  The   Netherlands 

BENNER.R   0        M  Si   T  Chemicals.     Inc         83/04/07,  NRC   -   No    Detailed 

Affiliation  Qlven        Epp         18472  066 

B3051AQ30A    Informs    that   License    XSNM-2030  mag    be    issued    No    motl    changed 
clreum*tancB«   slnci    issuance   of  License   XSNM-2003 
MODflE,R.N       Assistant   Director    for   Eiport/  Import   h    International 
Ba-feguards        83/03/10  Assistant   Director    for   Export/Import   & 

International   Safeguards        Ip        1G47B  063, 

3309160307   License    for   Mitsubishi    Intl    Corp    to   export   363    kg   U-235, 
contained    In    to.  954    kg    U.  to   Japan 

ZIMMERMAN.  J  V        Assistant   Director    for    Export/Import   t   International 
Safeguard!         HSA-94B2-0?         83/03/11          Sff          18472   060 

B30916030?  License   for  Mitsubishi    Intl   Corp   to  eipart  b&2   kg   U-233, 
contained    In    19,734    kg    Ui  to   Japan 

ZIMMERMAN,  J  V        Assistant   Director    for   Export/Import    tt   International 
Saff  guards        H3A-34S2-QB        83/03/11         2pp         1B472   098 

0305160310   License    far   Ed  low    Intl    Co    to    export  362    hg    U-233,  contained 
In   14,410  kg  U.  to  J*p*n 

IIMMEFHAH.  J,  V        Anlstant    Director    for   Export/Import    b    International 
a«f«BU»rd«,       B3/O3/11         Epp,       1B472  056 

8305160313   License    for   Telvdyne   Mah   Chang    Albang    to    export  2.203    16 
Eirealoy    to   Utit   Oermang 

Z1MM6HMAN,  J  V        Assistant    Dlnctor    far    E,  port  /Import   b   International 
axfe^uards         2&33CS)  (  JFM)          S3/O3/O1          Ip          1S472.039 

B30'91£O319   License    far  Nuclear   MetalSi  Inc    to    export    30   4    kg    depleted 
Uicontalntd    In   6  U   bUnki.to   United   Kingdom 

IIHMERMAN.  J  V.       Assistant   Director    for   Export/Import    d    Intarnatlanal 
S»f*gu»rdl        I-20I-7        B3/03/11         Ip         18472  094 

3305170120  Requests    Executive    Branch    position  re   Nl«sho    lu«l    American 
Corp    application    for   amend    to    licenses!  increasing 
q.uantftv    of    highlg    enriched    U   fot-    export    to  Japan 

ZIW1EHMAN,J  V        Assistant    Director    for   Export/Import   fc    International 
Saftguardl.       83/03/11        HTOIBER,  C   R        State,    D«pt      of         Ip 
-  021 


—  93&9I70129  Application    to    amend    1  icentei,  changlno    quantitg    to    12,  H7O 
tj,c<mt»lntd    In  27  026   kg   h  23,047   kg,  contained   In   93   174 
>'a,*or    Kport    to   Japan 

VAMANA,K        Nls*ho-Iual    American  Corp         HPD-0763        63/03/04 
KQOREiN        Assistant    Director    Far   Export  /Import    It    International 
Stftguaroi         Ip.       IB  496  022 

8309170979  Ltr    of   assurance    re    export    of   3B2   kg    U-E33,  contained    In 
14i410    kg   U,  to   Japan 

SHIRAKAWA.  T        Japan,    Oovt    of,.       83/03/03        GRIFFIN,  J.  A        Entrog, 
Dipt,     of        Ip         18496,  120 

03  O3  170  5  70  Application    for   amend    to    export    license.  extending    expiration 
J«ti    to   B6Q&30 

MILBOH-H  D       Oeneral   Electric  Co       BDM-050-B3       B3/OS/02. 
URIDHTiB.L        Office    of    International    Programs,    Director.       tp 
184?A.  116 

9303170380  Ltr   of    aisuranc*   re    export    of   363    kg    U-S33.  contained    in 
10,334   kg  U,  to  J»n«n, 

BHIBAKAHA.T.       Jep«n,    Oovt    of,         83/03/03        ORIFFIN.JA        Energgf 
Dept.     of.       Ip.       16496'  114. 


B303170A09    Infnrmi    that    Llcenie    XBNM-2023   naif    be    issued  No  natl    chang«d 
c Ircumstancti     skncg    issuanc«     of    Llcani?    XENM-2003 
naORE,R  N        Assistant    Director    for    E  i  port/ Import    t-    International 
Safeguard*.        83/O5/10  Assistant    Director    for    E  iport/Impor  t    E> 

Internatianal     Safeguard!  Ip  18497    O23 

3303170611     Informs    that   Llcenie    XSNM-2017    maij    b«    timed   Na  matl 
changed    c Ircumatancei    since    issuance    of    Llcenie    XSMM~2005 
MOOREiH   N        A»«i-»t«nt    Director    for    Ei por t/Import   i    Internatlo-nal 
Safeguards        93/05/10  Assistant    Director    tar   Eiport/Impnrt   fe 

International     Safeguards  Ip  IB497    O22 

8309170616  Formardl    applications    to    export    32,000   tg    U, enriched    to 
3   B3'/.  U-239  tc   nuclear    fuel    harduare,  to   France    W/o 
application   to    export    hardware 

KIEL,  0  R        Euan    Nuclear    Co    i     Inc       (subs      of    Gnon    Corp    )        B3/O3/09 
IIMMEfiHAN.J   >J        Astlitant    Director    for    Eipor t/Imp ort  &   International 
Safeguards         Ip         18477   013 

—9303170631    Application    for    license    to    export    32,000    kg   U, enriched    to 
3  83K   U-S35,  to    France 

KIELiO   ft         Exxon   NucL*dr    Co    ,      Inc        <-subj       of    Enon   Carp     ) 
93/05/03         Ip  16497    Olb 

B3051Q0067   Farutards    appllcabloni    fur    licansei    to    export   52,000    kg    U, 
enriched    to  3   63V.   U-235  t    nuclear    fuel    harduare    to   France 
W/o    X9NM-2043   application 

KIELjO  R        E«ion   Nuclear    Co    ,     Inc       Isubn      of   E.ion   Corp    )        B3/03/09 
ZIMMERMAN,,)  V        Anlstant    Dinttor    far   Ex  port/  Import  fc    International 
SaP«guardi         Ip         IB*1??   34"? 

— B3O5I80073  Application    far    llcanse    to    eipcrt    nuclear   fuel    rod    hardware 
tc    cage    assanib  1 1  ei    to    France 

KIEL,0    R        Cxxali  Nuclear   Co    ,     Inc,     (tubs      of    Etxon  Corp    ) 
B3/09/03         Ip          18499    348 

B3031Q007B   Forwards    application    for    export    license    far  minor   tiuclear 
eiport  Ltr   of    assurance    Inquired    W/o    eric  1 

ZIMMERMAN,  >J  V        Assistant    Director    far   El  port/ Impor  t   t>   International 
Bafvguards        B3/09/11         RAYMOND,  J  F         Energv     Dapt      of        Ip 
1B49?  33? 

a3031SOOBi    Amend    3    to  OE    t  OE   Technical    Svc  a    Co,  Inc    export    license, 
•(tending    expiration    date    to   030630 

ZIMMERMAN.  J   V        Assistant    Director    for   £i por t /Import  S.   International 
Safeguards         QDW-050-B3          33/05/12          Ip  18499    36O 

Q3031800?0   Amend    9    to  OE   export    1  Icenie.  « <  ten  A  1  ng    expiration  date    to 
060630 

ZIMMERMAN,  J  V        Anlttant    Director    for    export/Impart  t>   International 
Safeguards        BDM-093-B3         B3/O3/12         Ip          IB199    361 

B3091B0931    Llcanie    for    OM  Corp    to    export    stainless    steel    spara    parti 
to   Canada 

ZIMKEHMAN.J  V.       Atiiitflnt    Director    for    Eiport/ Import  b   Interna tinnal 
Safeguards         B404.8         B3/O3/O1?         Ip,         1 B304    353 

B3091B06I7  Application    to    amend    eipart    1 tcen*e. ex  tending   eiplratlcn 
<f«t«    to   BiOitJO 

MILBDN'O.D        Oenerat    Electric    Co.       BDM-033-83        83/09/02 
HRlOHTiB   L        Office   of    International    Programs.,     Director        Ip 
1BSO9  316 

S3031B06S9  Ltr    of    Assurance    re    export    of   277    kg    U-B39,  contained    In 
9,601    kg    U,  to    Japan 

SH1RAKAWA.T        Jaftan,     Oovt    of,          33/03/03        OR1FFIN,J  A        Energy, 
Dept      of         Ip,        18305,323 

B303 180703  License    for    C»rat,Inc    to    export    11    31    kg    thorium,  c ontaind 
In    19  0    kg    thorium   f  l<u<>M4f  i  to    Suit  mr  land, 

IIMMERMAN,  J    V        Assistant    Director    far   £lpar t/Import  t>    Internal  1  anal 
Safeguardi        83/09/O1         Spp          1930i    Oil 
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8303160709-  Application    to    amenrf   Eiport    Licenses    XSNM-1778    t,   XSNM-1779. 
changing    quantities    to    12  S7O    kg    >f  SS  OAf    kg,  r«sp*ctlvu  1  ij 
V^MAMA.K         NiSShD-Iuai    American   Corp         MPD-O763         H3/O9/O4         MOORE,  N 
Assistant   Director    for   Export/Import   &    International    Safeguard* 
Ip          16906    O43 


83Q326001B  Application    to  amend    license    increasing    dollar   amount    of 
export   to   Uest   Germany 

KIEL,  0  R        Euan   Nuclear   Co    ,     Ine       (subs      of   Enon   Corp    )        B3/03/tO 
ZIMMERMAN. J  V       A*sistant   Director    for    Ei port/ Import  &   International 
Safeguard!        Ip         18649  096 


3303180713   Application    For    license    to  e-port  77    lo   U  oulde   powder    to 
Japan 

WILSON. B    D         General    Electric    Co         BDU-O31-B3         83/09/02         Ip 
044 


8305260027  License    for  C    Itoh    if  Co    (America)    Inc    to    export  300   gulf* 
thimble    tubes    to   Japan 

ZIMMERMAN. J  V        Assistant   Director    for   Export/Import   fc    Internat lanal 
Safeguards        MOI-144        83/03/13        Ip         18649  099 


9303190818   Llr    of    assuratics   re    eiport    or  65,000    kg   U,  conta  inino   2,632 
«fl    U-233    &    ISP    kg    U- contain  In?    S    kg    U-333,  to    Sweden 
MAGHJU3CJN.L         Suaden,     Qnvt   of,          B3/O5/O9         RAYMOND.  J   F         Energy, 
Dept       of          ip          18505   330 


0305360029  License    for   Byron   Jackson  Pump    Dtv   to    export    can    »tud    far 
use    In  coolant   pump    to   Spain 

ZIMMERMAN,  J  v        Assistant   Director  for    Export/Import   &   International 

Safeguard!         B36VG070         B3/O3/SO  Ip          18649   O94 


9305130819    Ltr    oF    aaiurante   re    tiport    of   682    kg    U-233,  contained     in 
I1?. 734    *g    U. to    Japan 

SHIRAKAHA.T         Japan,     ffovtof,          83/03/03         GRIFFIN,  J   A         Energg, 
Dipt      at          Ip          18503   359 


8303260034  Licenie    for  Reactor   Exper iments,  Inc    to    aiport    11    S    mg 
Pu-239.ai    metal    dl  sc. encapsulated    on    nlclceli  to   Japan 
ZIMMERMANrJ  V        Aulstant   Director    for   Export/Import   &   International 
Safeguard!        1046        83/03/SO        2pp         1864?   092 


9303190836    Ltr    of    assurance    re 
11,439   k.g    U.  to   Japan 
SHIHAKAWA, T         Japan.     Qovtof. 
Dept       af          Ip.        10505   31,3 


ipart    of   341    kg    U-235,  contained    in 
B3/05/03         GfJIFFIN,  JA         Energy, 


6303160831    Application    to   amend    export    Hi  erne,  increasing    quantity 
to    901    323    kg    U-233   contained     in   37,509    kg    U 

HANNETT,  D    A         Triminue  1  oar,      Inc         TNP-399         B3/OS/03         HOOREr  N 
Office    of    International    Programs,    Director        Ip        IB3O6  COG 

8303160933  Application    to    amend    export    license,  Increasing    quantity 
to    2.330    kg    U-239- 
KIEL.fi  R        Ed  on   Muclear  Co    .     Inc      t»ub«      of   Euan  Corp    )        93/03/03 

ZlHM£f!MAN,  J   V         Aisiitont    Dtrnctor    For   Eiport/lmp  ort    &    International 
Safeguards          Ep          1B3OA    009 

8303160835  For ward  a    application    to  amend    license    to    eiport   623  62  g 
U-233*  to    jajan 

ZIMMERrWW.J  V        Auiatant  Director    for  Export/Import  4    International 
Safeguard!         B3/O3/tO.        GRIFFIN.  J   A         Energy.     Dept      of  Ip 

19306   Oil 

— 8305130939  Application    to  amerid    llcenie    bo   export    635    63   g 
U-239, to    Jjpin 

MQWflVi  H   R-        CA   Technologies.      Inc    /General    Atomic    Co          IEL-4072 
83/04/25        ZIHMERMAN.J       Assistant    Director    for   Elport/Import  & 
International    Safeguardi         Ip         18906  O12 

B303 190033   Requests   Exacutive   JJranch   poiitlon  re    Safetg    Light  Corp 
application    for    license    to   eiport    dlipersod    tritium, 
cuntalnnJ    in    le  IF-lumlnoui    dei/lcet,  gai    chroma  tograph 
detector    Foils    tt  accelerator    target  devices 

ZIMMERMAN.  J  V.       Assistant  Director    for  Export/Import  &    International 
Safeguards        83/03/09        BTDIBER-C   R        State,    D&pt      of,     Bureau   of 
Oceans  !•    Intl      Environ,     &  Scientific    Affairs         Ip        10323    196, 


9303260055  Requests   Executive   Branch    pniition   re   H»i t inghoust 
application   for  amend    to    licenia    Increasing    quantity    of 
U-833  for    export    to   Yuaoslavia 

ZIMMERMAN. J  V        Aislitant   Dirtctor    for   Eiport/Import  fc    Internatlon*! 
Safeguards         33/O3/1S         3TOIDER,  C    F1         State,     D*pt       of.     Hur«*U    nf 
Oceans   t    Intl      Environ      b   Scientific    Affairs         Ip         18649  OBA 

— 9309260057  Application    to   amend    license    increasing    quantity    of  U-235 
for    eiport    to   Vugoslavla 

HEflBCH,M  M        WBstinjhome   Electric   Corp        MMH-373        B3/03/11. 
ZIMMERMAN,  J  V       Assistant    Director    for    Export/Import   fc 
International    Safeguards         Ip         1B649  087 

8305260040  Ltr    of  assurance   re.    Edlou   Intl    Co    export    of   79,000    Ig    Ur 
containing    3,037  3   kg   U-S33  &  Transnuc l«ar> Inc    export   of 
19  739  kg   U,  containing    393  S    kg    U-33S   to   Su/edsn, 

HAGNUSON,L         Bueden.     Oovt    of,.        83/03/12         RAYMOND,  J   F         Entrgg, 
Dept      of         Ip          18649   OB3 

6303360064  Application    to   Amend    license    to    import   23,000    kg   U, 
containing   782    kg   U-233,  from  France 

KIEL,  0  R        Eixon  Nuclear  Co    ,     Inc      (subs      of  Exxon   carp    )        03V OS/ 13 
ZIMMERMAN,  J  V        Assistant    Director    for   Export/Import   Si   International 
Safeguards        2pp         16649  083 

8303260067  License    for   Pacific    Intl    to    export   90   g    deuttrium   to   South 
Korea 

ZIMMERMAN.J  V        Assistant   Director    for  Export/Import   fc    International 
Safeguards        433        83/03/13         Ip         18649  OSS 

8303260070  Application    to   amend    license    to    export    addl    3,210   kg    U, 
contained    In  90,420    kg    U-233, to    Yugoslavia 

HERSCH.  M  M        URitinghouse   Electric    Corp        MMH-373        83/03/11. 
ZIMMERMAN.J  V        Assistant   Dir»ctor    for   Export/Import   «.    International 
Safeguards        Ip         18649  OS1 


—8305190037  Application    for    license    to    eiport    120, 000  Ci    tritium   to 
vai*Eou-9    countries 

MILLER.  J         BafBtu   Light   Corp         83/04/22         HEMBRY.E         Al»(«tant 
Director    For   Eiport/Import    &    International   Safeguards.       Ip 
1S323    197 


8305260075  Application    for   Amend    1    to    license    increasing    dollar 
amount   of    export 

WILSON,  B   D        General    Electric    Co        DDW-Q5B-B3        B3/O3/10.      HEMSY, E  0 
NRC  -  No  Detailed    Affiliation   Dlven        Ip         18649.080 


9303190432   Withdraws   S3O3O3   ,<eq.ueit    for    amend    to    eiport    license 
HAHHEri.  B    A         Trannnuclear,      Inc         TNP-39B         B3/03/JO         MOORE,  N 
Office   of    International    Programs,     Director         Ip         18533"  167 


S3052600?0  Forward »    application    for    export    license    for   minor   nuclear 
•iport  Ltr   of   assurance   required   M/o    encl 

Z1MMEHMAN,J  V        Assistant   Director    for   Export/Import   (.    International 
Safeguards        S3/O3/19        HART,  Y        Energu,    Dept      of,       Ip.       18449  O73 


8303200129  Foruartfs    notice    of   receipt   of  applications    for    1  icen* es   to 
eiport/import   nuclear   matl   Request    for   hearing    or   petition 
for    leave    to    intervene   maij   b*    filed  u  1th In  30   daijs    of   FR 
notice    publication 

ZIHKERMAN.J  V        Asilftant  Director    for  E»p ort/ Import  k    International 
Safeguard)        83/O3/U         COMBE,  T  R        Correspond  «nce    tt  Record!  Branch 
Ip.        1832B   343 

— B305-2O0137  Notice   of   receipt    of  application    For    licenses    to   Eiport/ 
import    nuclear  mat! 

ZIMMERMAN,  J  V        Assistant   Director   for   Export/Import   & 
International    Bfiftauard!        83/03/11.      Spp        1S32S  344 

8303350169   Forwards    updated  rep t    of   export    lie  anting    action*   b   summarv 
of   pending    export   applications    a!    of  B3043O 

ZIMMERMAN. J  V        Assistant  Dirtctor    for  Eiport/Import  fc    International 
Safeguard*         89/03/13  Assistant  Director   for  Elport/Import   & 

International    SaFeguardi.       40pp         18396    147 

8305EiOOti  Aeiiuesbs   Executive   Branch    position  ra    Exxon  Nuclear 
application    for    license    to   eiport  U   to  Taiwan 

ZIMMERMAN,  J  V.       Assistant  Director    for  Exnort/Impor t  t,    International 
Safeguards         63/03/17         STOIBEfi, C   R         State,     DSpt      of          ip 
1,844?   097 


3303260097  Responds    to  830303   request    for    confirmation    of    end    Ut«    of 
matl    for   eiport    license   application   End    uie    statmint    encl 
HANNETT.B   A        Transnuc  Uar,     Inc        TNP-426        83/03/16        HEMBY,  E, 
Office   of    International    Programs,    Director        £pp.       18649.073 

0303260113  Foruards   application    for    export    license    for   minor   nuclear 
export  Ltr   of   assurance   required   H/o    me) 

ZIMMERMAN.J  V        A*»istant   Director    for  Export/Import   tt   International 
Safeguards        83/03/17        RAYMOND, J  J        Enargu,    Dept      of        Ip 
1864?   067 

B30326Q105  Amend  7  to  Ed  low  Intl  Co  export  llcens*, authorlxlng 
retran*fer  of  Cf-35H  mlcrogram  source  from  United  Kingdom  to 
Iraq. 

ZIMMERMAN.J  V,       Assistant   Director    for   Eiport/Import   t    International 
Safeguards        TRC-fl        B3/OS/12,       Ip         1B64B    1O6 

8303260 IB?  License    for   OE    to    export   0,135    kg    U-233, contained    in    12 
full^-clad,  Irradiated    fuel    segments   tt  0  07O   kg   Pu    to    Denmark 
fa  0  230   kg   U-233,  contained    In   22   fullij-cla<f    irradiated    fuel 
segments   ti  0   110   kg    Pu    to  Norway 

ZIMMERMAN,  J  V        Assistant   Director    for  Export/Import   k    International 
Safeguards        BDW-Q03-B3        83/O3/17        2pp         1B64B' 097 
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G3OSiii&Q171    Amend    1    to   OE    eiport    license 
to    b*   ifportid    to  Japan 
ZIMMERMAN.  J  V        Assistant    Director    fo 
B*f •  gu.irdi         BDW-05B-83         03/03/16         Ip 


revising    total    value    of    Item* 
Eiport/Import  Si    International 


B3Q5260£Ofl   License     for    Teledijne    Hah    Chang     Albany     to    eiport    97,000    Ib 
Zlrcalijy    ti-ei    to   We  1 1  Germany 

ZIMMERMAN. J   V         Assistant    Director     far    EKJIDT  t/Irapart    S,    International 
Safeguards          JFM-2107        B3/OS/IB          Ip          lB643Of,9 


8305<2£O:[94    License    for   Telsdijne   Uah   Chang    Albany    to   eiport    Ki  303    Ib 
Ilrealoi;    treiiu/pure    Zirconium    liner,  to   Mast   Germany 

IIHHERKAM,  J  V        Anistant   Director    for   Eiport /Import   &    International 
Sir«gu«rdl.        JFM-2623         83/03/1B         Ip          18MB   OBB 


B30324O317  Application    For    licensa    tg    e»port 
vririchgd   U   dioi  ids-,  t  o  Japan 

OKADA.S        Mltjui    !,    Co      (USA),      1  nc        (sub 
MBK-F3-Ra         83/03/11          Ip 


&,  B65  kg   U-239,  as 

of    Mitsui    I,   Co    ,     Ltd    ) 


63OS26O197  Licini*    for   8«p«ratlvi   Work    Unit    Corp,  Inc    to   export    3    kg 
U-aaSj  conteintd    in   70    kg    U, to    Taiwan 

IlHHERMANrJ   V         Anlitant    Dirtctor    for    Eiport/ Import   &     International 
S*#*gu»rds        S3/O3/13        2pp         1B648  072 


B3052AO330   Application    for     license    to    export    3    mndulaB    (7S-MOD-2Q7) 
including    support    ma,tl    for    penetration     to    Sul  tier-land 
POCKAL.W   -     SCHHALJTZ.C   E         Westinghauae    Electric    Corp         ZE-105O3 
S3/O3/11          Ip          1B629   390 


830324,0199  Anind    1    to   Mitiublshi    Intl    Corp    export    1 1  ceniBj  rut  1  acting 
cha/rigi    in    *nd    uti    to   Qinltai    Unit    1 

V        Alilltant   Director    for   Export/Import  t    International 
HSA-5482-09         S3/O3/19         Ip          1664B   071 


8303270032  Forwards    FR   notice    of    afl p 1 icat ion*    For    licenses    to 
Impart/export   nuclear   facilities    or   m-atLs 

ZIMMGRHAN-J   V         ftssista^t    Director     For    Eiport/ Import   d    International 
Saf*3U*rds         83/09/16        COMBS. T    R          Public     Document    Branch          Ip 
ISfiiE    102 


Licinsa    for   Westinghouie    to    eiport    one    unit    in-core 
d>t»ctor,ht-DdBl    WLH379B,  to  Wnt   Oerra*nij 

ZIMMERMAN.  J  V        Alliltant    Director    for    Elport/Iraport   &    Internat  i  anal 
S«f»flu«rd«.       ZE1033H        83/03/19         Ip         1B64Q  O70 


83OS3AO203  License    far   Ueitinghoust    to    eipart    tuo   DF  3  counter    tui&s   b 
tight   tincofflptntated    ioniiatlon   chambers    to   Wnt  German  ij 
ZIMKERMAN.J  V        Assistant    Director    far   Eiport/Import   t>    International 
8*p>egu«rd«         ZE    10147         83/09/20         Ip          1B64Q   066 


— 630927O034   Notiee    of   applications    for    licenses    U    import/eiport 
nuclear    facilities    or   matl« 

ZIHMEflMANjjy        Assistant    Director    for    Eipor t/Import   t 
International    Safeguards         83/05/16         2pp         IBiiS   1O3 
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number  and  the  symbol  for  the  category  of  information 
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8309270336* 

90-321         Q 

BELIBLEiO    A 

B30327044B* 

90-338         0 

BEt-IBLE,0  A 

B305270394* 

30-333         Q 

BEL.L.N 

B3051002&3 

30-460         0 

BEXL.M 

S309B40347 

30-46O         G 

BELL.N 

8305310003 

9O-460         G 

BELL.N  C 

B303O60233 

NUREO 

SeLLAHV,  H    R 

B3O3O2O340 

30-317         Q 

BELLAKY,  R.R 

B303290360 

30-213         0 

BEL.TZ.  I    L. 

B309  100369* 

30-43B         A 

8EMIB.P 

B30327030S* 

30-4OO         0 

BErtlfl-P 

B303370401* 

30-261         Q 

BEH:S,  P. 

8305270506* 

30-S61         Q 

BEMIBfP 

830527063  1» 

30-400         ft 

BEMIS-P. 

8303270i39» 

30-324         0 

BENAIT,  M.  R 

B303020523* 

FOIA 

BEMJEUrR  C 

B3031&0301 

XPORTLIC 

BEM4ER,R   C 

8303160303* 

XPORTLIC 

BENNER,  R-  0 

B305  160305* 

XPORTLIC 

BEiWIT,  H  R 

8103130267" 

FOIA 

BENT  ON,  J 

B303090592* 

30-443         0 

BOWDQLL,  T.  E, 

B303120130* 

CONTRACT 

9ERODOLL.  T.  E 

8303200134* 

CONTRACT 

BEHOIH,  J.K 

B30S270339 

30-336         8 

BERLIN,  K. 

8305  160032 

30-339         O 

BERLIN,  K. 

8303160034 

30-929         G 

BERLIN,  K 

8305160080 

30-329         G 

BERLIN,  K 

83031&OOBO 

50-329         0 

BERLIHtK 

B303160086 

90-329         G 

B£RLIN>K 

B3031AOOS6 

90-929         0 

BERHANrP  « 

8303030087* 

FOIA 

BERMANrP.O 

8303040674* 

70-378 

BERMANfP.O 

B30S040i'?i* 

70-378 

B£RNABEI.L 

8305  1902  16 

80-329        G 

BERNABEl.L 

8303190216 

30-329         G 

BERNABE1.L 

S305260166 

30-329         G 

B£RHABE1.L 

8305260166 

30-329         G 

BERNARD.  H 

8303170100 

30-223         P 

BERNARD.H 

B303170114 

30-112         P 

BERHHOFT,  S,  L 

8309100397* 

90-303         S 

BSRNHOFT.  S  L 

B30B27019B 

30-309         B 

BERRY.  I.E 

8303100333* 

30-231         8 

BERRY.  Z  r. 

8303110496* 

90-330         8 

BESEI.  J.E. 

8305230314* 

50-438         Q 

BEVERLY,  K 

8305310119 

30-237         S 

BEVERLY,  K  P 

8309310138 

30-237         S 

BEYER.  B   R 

B3030607O3* 

30-346         F 

BIDrtrO.  T 

8303020347 

KUREG 

BIDINOEfl,0  H 

B303030077* 

70-1237 

BIDINDER.D.  H. 

8305250607* 

70-371 

BIE1_AHSKI,A  P 

8303060461 

30-399         G 

BIELAUSKI,A  P 

B303060461 

30-399         G 

BIELAHBKI.A  P 

8303170397 

30-434         G 

BIELANSKI.A  P 

8303170277 

30-434         G 

HIELAHSKI,A  P 

B30S170563 

30-434         0 

BlELAUflKIrA  P 

8303170363 

30-434         C 

BltR.J 

B30304OS42* 

30-133         G 

BTER.J 

B303040343* 

30-133         G 

BTOBEE,  D 

8305200691* 

30-373         P 

BILANIH,  A.  J 

8303130104* 

30-271         P 

alMBERrfl  H 

8303170464 

30-44O         0 

BIRCH,  M  L. 

8303200440* 

SO-369         P 

BIRXEL..R   A 

B3D3300370 

30-369         P 

B-IRKEL.R   A 

8305030673 

30-369         8 

BIBCKOFF,  C   A 

B3033404S2 

30-329         G 

BISHOP,  L  L, 

B305030541 

30-443         G 

BISHOP,  L  L 

8303030541 

80-443         G 

BISHOP,  L,  L 

8303040449 

30-329         G 

HI  SHOP,  L  L 

8303040449 

30-329         O 

BISHOP,  L.L 

S30306O382 

PR 

BISHOP,  L.L 

8303180336 

PR 

BISHOP,  R.M 

8303020093 

30-245         I 

BISHOP,  T  U 

8303020183 

30-361         S 

BISHOP,  T.H 

8305170332 

90-273         0 

BISHOP,  T.H 

B303170339 

30-361        Q 

BiaHOPrT.W. 

B30B17O363 

30-206         a 

BISHOP,  T.H, 

8305170417 

30-361         a 

BISHOP,  T.  » 

6303170474 

30-361         0 

BISHOP.T   H 

83052403930 

30-273         0 

BISHOP.T   H 

8305260237 

30-273         Q 

B1SBETT.P. 

8309230305* 

30-289         Q 

BLACKMON,  T  0 

8303130133* 

30-373        F 

BLAKErE  L 

8303180277 

50-2B9        G 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

BLAKE.  E    L 

B3031B0277 

50-3B9 

G 

BLAKE,  J    J. 

5303200958 

30-239 

8 

BLAKE.  J   J 

8305370094" 

90-395 

Q 

BLAKE,  J    J 

830  927O2449 

90-33B 

a 

BLAKE,  J    J 

83O527O269* 

90-303 

a 

BLAKE.  J    J 

B3O52T027&* 

90-324 

a 

BLAKE,  J    J 

0305270315* 

SO-3B9 

a 

BLAKE,  J    J 

8305270339" 

50-339 

o 

BLAKE,  J    J 

B3  05270342* 

30-324 

Q 

BLAKE,  J    •} 

B3032703B9" 

30-261 

Q 

BLAKE,  J   J 

8303370402» 

30-369 

0 

BLAKE,  J   J 

8303270406* 

90-400 

Q 

BLAKE,  J   -J 

B3O327O47S* 

30-393 

Q 

BLAKE,  J    -J 

83O3270492* 

90-400 

Q 

BLAKE,  J    0 

8303270337* 

90-43B 

a 

BLAKE,  J    0 

B3Q3370374* 

90-290 

a 

BLAKE.  J    -J. 

B305270699* 

90-390 

a 

BLOCH.P    B 

S3  03090960 

50-449 

o 

BLOCK,  J.  D 

8303340337 

30-217 

G 

BLOND,  R.  H 

B303310310 

NUREG 

BLQB80M.  J   N 

B30502O363 

40-B452 

BLQUQH 

83000Z0337 

30-378 

S 

BLQUOH 

83030301  IB 

50-278 

S 

BLOUOH 

B3OS120412 

SO-S77 

B 

BLOUNT,  D   H 

930326  0341* 

CONTRACT 

BLUBAUOHiR    E 

3305130363 

40-3453 

BOOOEM,  0 

B3OS250175 

40-1163 

BDERQERS,  M 

83O3IB0439* 

90-170 

u 

BOOAROUS.H  H. 

8303240930 

90-247 

C 

BOQAF1T,  D 

B3O3130047* 

30-302 

R 

BODDEN,  O 

B3O3020407 

40-1162 

BOOER,  B.  A, 

B3O3  17  009-5* 

30-289 

0 

BQHUL   8 

8303020369* 

GA799 

BOHL.L  G 

B3030B0369* 

OA999 

BOHM.M   P 

8335130335 

90-337 

0 

DOHM.M  P 

B305100353 

50-337 

8 

BOLIN.R 

B  30327  0048* 

90-320 

P 

BOLON.A    E 

8305030375 

SO-  123 

R 

BOLON.A    E 

8305310006 

90-123 

P 

BOHBEROER,  C 

B  30523  0284  * 

90-213 

P 

BQtiBEftOER.C 

B3053  10241* 

90-2B3 

P 

BOOK.H  E 

B30S100416* 

90-237 

O 

BOOK.H  C 

S3O5160029 

90-142 

Q 

BOOK,H  E 

B303160067 

70-734 

BOOK.H  E 

0303160076* 

70-734 

BDOK.H  E. 

B3O317033S 

50-397 

0 

BOOK.H  E 

8303170343* 

50-397 

0 

BOOK,  H  E 

B30917049A 

30-379 

0 

BOOK,  H  E 

B305170301* 

30-379 

O 

BOOK,  H  E 

B303I70930* 

30-361 

0 

BOOK,  H  E 

B305170962 

30-344 

Q 

BOOK,  H  E 

B30S  170367" 

50-344 

0 

BOOK.H  E 

B30S2&OB69 

40-8137 

BOOK.H  C 

8303360373* 

4O-B137 

BOOKER,  J,  E 

830503042? 

9O-49B 

8 

BOOKER,  J   E 

8303040135 

30-498 

S 

BOOKER.  J,  E 

83O3Q60475 

90-458 

S 

BOOKER,  J  E. 

B303  100198 

50-438 

A 

BOOKER,  J  E 

B3031203B1 

30-439 

3 

BOOKER,  J   E 

8305130343 

30-498 

Q 

BOOKER,  J   E 

81303  1  20367 

30-49B 

S 

BOOKER,  J  E 

8303120409 

9Q-43B 

S 

BOOKER,  J  E 

B3O3120413 

30-458 

S 

BOOKER,  J  E 

8305120424: 

50-498 

S 

BOOKER,  J  E 

B303I703B1 

30-438 

S 

BOOKER,  J  E 

B305I703B9 

30-498 

S 

BOOKER,  J  E 

8303170479 

30-43B 

B 

BOOKER,  J  E 

B30S200131 

30-498 

3 

BOOKER,  J   E 

8305200264 

90-49B 

a 

BOOKER,  J   E 

B30SZ00390 

90-438 

a 

BOOKER,  J   E 

8305230007* 

90-49B 

F 

BOOKER,  J.  E 

830  923  043  B 

90-438 

S 

BOOKER  i  J.  E 

83O523D462 

30-43B 

a 

BOOKER,  J.  E 

83D324046B 

30-438 

s 

BOOKER,  J,  E 

B3092£02J.B 

90-438 

s 

BOOKER,  J  E, 

8303260279 

30-438 

B 

BOOKER,  J   E 

B3032&0318 

50-439 

S 

BOOKER,  J.  E 

8305310043 

30-498 

S 

BOOKER,  J.  E 

83Q33I01O2 

90-43B 

I 

BOOTH,  L,  F 

830  31  10909" 

CONTRACT 

BORDENICK,  B  K 

83090304B8 

90-322 

a 

BORDENICK,  B    H 

B30909012? 

30-322 

o 

BORDENtCKrB  H 

B30  30901  36* 

90-322 

0 

BORDENICK,  B  H 

S3Q3S00196 

90-323 

0 

BORDENICK,  B  M 

8303100222 

30-333 

o 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

EDRDENICK.  B    M 

8305100223 

90-332 

G 

BORDENICK,  B    11 

8305100224 

30-332 

G 

BORDENICK.B    M 

830510023B 

9O-322 

0 

BORDEHICKrB    M 

8305100239* 

90-332 

0 

BORDENICK,  B    M 

8305100233 

90-332 

G 

BORDENICK,  B    M 

8305100380 

90-322 

G 

BORDENICKrB    H 

8305100398 

30-322 

0 

BOaOENIGRrB    M 

8303200590 

3O-322 

0 

BOSDENICK-B    tl 

B30323D373 

30-332 

G 

BORDINE,  T    C 

830S020394 

90-193 

P 

BORDINE,  T    C 

8305130319 

90-133 

a 

BORDINE,  T    C 

8303190317 

3O-133 

a 

BORDINE,  T.  C 

8305230044 

30-133 

a 

BOHOMANN.  E    A 

8303030528 

30-338 

K 

BOflGMANN.  E   A 

8309170434" 

50-3SB 

a 

BORGMANN,  E   A 

8303170333* 

50-358 

A 

BORGHANN.  E    A 

8305190168 

50-338 

A 

gORGMANM,  E    A 

8303190278 

30-33B 

A 

HOHGMANH,  E    A 

8305190314* 

5O-338 

A 

BOHGMANN,  B    A 

8305240012* 

5O-35B 

Q 

BQaOMANN,  E    A 

8303240016* 

50-33B 

a 

BORN.  C    L 

8303090910* 

30-445 

T 

BOBNAK.R    J 

B3031  30040  n 

5D-445 

0 

BDTHMAN.  J 

8304200001 

TOPHEP 

BOUCHSY,  G    D 

8305030166 

3O-460 

K 

BOUCHEY,  0    D 

B309040969 

TQPREP 

BOUCHEY,  G    D 

8303090199 

3O-397 

a 

BOUCHEY.  0.  D 

B30S  100097 

30-90B 

A 

BOUCHEY,  0.  D 

8305  1001  ID 

90-397 

A 

BOUCHEY,  0.0 

8305  1  00246 

30-460 

K 

BOUCMEY,  0.  0 

8305100304 

50-508 

A 

BOUCHEY,  0.  D 

B303  1  20233 

50-397 

K 

BOUCHEY,  G    D 

8303160041 

90-397 

E 

BOUCHEY,  G.  D 

8305170136 

30-397 

A 

BOUKNIGHT.R   J 

B303200633* 

90-395 

S 

BOUKNIGHT.R  J 

8305390349 

SO-395 

8 

BOUQUARD.M   L 

B30B23Q664*         COMMISSION 

BOURN  I  A,  A 

8305  190399  * 

FOIA 

BOHDEN,  T    J 

83D52404B1 

30-348 

I 

BOWMAN,  M    E 

B303O3Q3B8* 

90-318 

S 

BOYD.  D  C 

B305Q2034B* 

30-315 

Q 

BOYO.  D  C 

8303  100271* 

90-295 

a 

BOYD,  P  C 

8305170174* 

30-135 

a 

BQVD.  D  C 

8305200247* 

90-253 

a 

BOYD,  D   C 

B305240037* 

90-295 

a 

BOYD.  D  C 

83052  40309  * 

SO-3I5 

a 

HOVER,  V  S 

8305060913 

30-377 

0 

BOYER,V   8 

B305  1  00399 

30-277 

F 

BRADBURY.  R    B 

8303  1  B0383 

PR 

BRADBURY,  R    B 

8305180494 

PR 

BFlABBURY.fi    B 

8303230406 

PR 

BRADBURY.  R    0 

8303270003 

PR 

BRADFORD.  L 

8305100212 

30-289 

G 

BRADFORD.?    A 

8006Q90443C 

50-498 

A. 

BRADFORD.  P   A 

8303180121* 

30-498 

A 

BRADFORD.  P   A 

B305-180175K 

90-498 

a 

BRADFORD.  W   H 

B30»27037Qit 

90-349 

Q 

DRADHAM.A   S 

8305090321  it 

90-393 

F 

BRADLEY.  E    J 

8301310260 

90-392 

K 

BRADLEY.  E    J 

8303020355 

90-393 

E 

HRADLEY,  E    J 

B30  3030434 

30-352 

E 

BRADLEY.  E    J 

8303030299 

30-352 

A 

BRADLEY.  E    «J 

8303030307* 

30-332 

A 

BRADLEY.  E   J 

8303030021 

SO-277 

P 

BRADLEY.  E    J 

8303050027" 

SO-277 

P 

BRADLEY.  E    J 

B30  5060497 

30-333 

A 

BRADLEY,  E    J 

8303130330 

90-332 

A 

BRADLEY.  E    J 

8309130096 

30-353 

A 

BRADLEY.  E    J 

8303170187 

3O-332 

A 

BRADLEY.  E  J 

9303170228 

5O-333 

E 

BRADLEY.  E    J 

8303180343 

90-333 

A 

BRADLEY.  E   J 

B3091803B9 

30-333 

E 

BRADLEY,  E   J 

8303180402 

30-332 

A 

BRAD-LEY.  E   J 

8305IB0414 

30-332 

E 

BRADLEY.  E   J 

83051  B04  19 

3O-33H 

A 

BRADLEY.  E   J 

B3Q31B0433 

90-333 

A 

BRADLEY.  E  J 

8303180431 

30-332 

E 

BRADLEY,  E  J 

8303190339 

30-332 

C 

BRADLEY,  E  J 

B30S200615 

30-332 

E 

BRADLEY,  E  J 

B3OS330496 

3O-332 

A 

BRADLEY,  E  J 

B3D3B40307 

30-277 

J 

BRADLEY,  E  J 

8309230133 

30-332 

A 

BRADLEY,  E   J. 

8303270373 

30-332 

A 

BRADLEY,  E   J 

8305310009 

50-332 

E 

BRADLEY,  E   J 

8303310043 

90-352 

E 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

BRAeQEH.C    E9 
BRANDENBURG.  B 
BRANDENBURG.  B 
BRANDENBURG.  B 
BRANDENBURG.  B 

B3092006B8* 
8303020423 
B3090303B3 
9303040503 
8303100208 

9O-373        P 
50-247        0 
S-0-247        G 
50-247         0 
30-E47         0 

BRANDENBURG.  B 
BRANDENBURG.  B 
BRANDENBURG,  B 
BRAND  I.  V   A 
QRANNEN,  J 

8309130064 
830-3130071 
B3O524O527 
9305200549 
83Q3IB0499* 

90-247         0 
90-247        0 
90-247        G 
90-332        S 
30-322        M 

BRANNEN,  J 
BRANNIN,  J   P 
BRANSCOME,  J   M 
HREADY.J   C 
BREAKEY,  T 

83031B0461* 
B3O91  70250* 
6303170601 
B309  180308 
S3D9260180 

30-322        H 
SO-339        S 
40-3493 
FOIA 
3Q-  15S         G 

BRENIIER,  J   S 
BRENIZER,  J   S 
BHENNAN,  P    J 
BRENNER,  L 
BRENNER,  L 

B309230548 
8305270226* 
Q30S240517 
8303020370 
8305040429 

30-376        P 
30-62           0 
30-247        H 
30-322        0 
30-323        0 

BRENNER,  L 
BRENNER.  L 
BRENNER,  L 
BRENNER,  L 
BRENNER,  L 

B309060499 
B303090309 
B303  170538 
B3091B0136 
8309240432 

SO  -332        0 
30-323        0 
SO  -392        0 
SO  -392        0 
30-322        0 

BRENNER,  L 
BRENNER.  L 
BRENNER,  L 
BRENNER,  L 
BREHSTER.  A 

8305240460 
83052903-34 
8303270563 
8303270599 
8309190201* 

BO-322        G 
30-322        G 

50-322        0 
30-322        T 
30-135        P 

BHEY.H   L 
BHEY.H   L 
BREY,  H   L 
DREY,  H   L 
BHEY.H   L 

8309020462 
8305160048 
B30  3  160093 
830  9  1  703  BO 
830S240477 

30-267        P 
30-267        P 
30-267         P 
30-267        P 
30-267        P 

BRICKS,  0 
BRIDEN,  D   W 
BRIQOB,  L 
BRI008,  L 
BRIGHT,  0  0 

83031300B6I 
8303060702* 
8305110308" 
8303230443* 
830SQ303B2 

50-244         P 
30-346         F 
30-333        Q 
30-249         G 
30-142        0 

BRIGHT,  G   0 
BR-IOHT,  0  0 
BRIGHT,  0   0 
BRIOHT,  0   0 
BRIOKT,  0  D 

8303060320 
8303100330 
83051  30076 
8303130079 
8303  130  ISO 

SO-  142        0 
3D-  142        0 
30-142        0 
30-142        G 
30-142        0 

BRIOHT,  0  0 

BRIMKMAN.D  S 
BK  I  XEY,  P 
BROB3T,  0   E 
BROCK,  B   L 

8305160163 
B30306096B* 
B3051901BI* 
B3031  90290* 
B303160078* 

30-142        C 
3O-447        E 
3O-273        S 
30-317        9 
70-734 

BROHBEROi  B. 
BROHET.E   J. 
BROMET,E   J. 
BROOKS,  E  H 
BROOKS,  J 

8303090385 
B303270022 
8303270027* 
8303270306* 
B303230679* 

CONTRACT 
5O-320       P 
3O-320       P 
5O-416       Q 
COMMISSION 

BROPHY.J  J 
BROUGHTON.  J-  H 
BROWN,  C.  H 
BROWN,  E.  J 
BROWN,  E.  J 

8303170347 
B3031  10923 
B30320D611* 
B30B090341 
8303090333* 

30-407        P 
MURES 
90-263         Q 
30-267         B 
30-267        S 

BROUN.  E  J, 
BROUN.  E.  J 
BROUN,  0   D 
BROUN,  0.  D 
BROtttl,  0.  D 

B309230373 
8303230619* 
B303030297 
8303030497 
8303120477 

90-237       S 
30-237       B 
7O-846 
4O-279 
40-8027 

BROWN.  H  H 
BROUN.  H  H 
DROUN.  H.  H 
BROUN.  H  H 
BROWN,  J.  M 

B303060S18 
8303060318 

B3031  20300* 
8309120300* 
S3030302S3* 

30-322        G 
30-322       0 
90-322        0 
9Q-322        0 
70-378 

BROWN.  R.U, 
3ROMN.S  D. 
BROWNE,  14  0 
BROWNE,  H  fi 
BROWNING,  R   E 

B305090163* 
8305290271* 
8303120231* 
8309120274* 
S305O903BB 

30-458        Q 
30-287        P 
40-672 
4O-672 
HASTE   M&T 

BROUNIN&.n  E 
BROWNINO,R  E 
BROWNING,  R   E 
BROUNLEE.V   L 
BROWNUEE,  V   L, 

B30&090643 
B303090636 
8303070679 
8303270328* 
B303270337* 

HASTE  MOT 
WASTE  MOT 
WABTE  MOT 
30-424        Q 
90-424       0. 

BROWNLEE,  V  L 
BROHNLEE,  V  L 
BROHNLEE.  V  L 
BROWNLEE.V  L 
BROWNLEE,  V  L 

8309270338* 
S309270462* 
S309270492* 
8309270329* 
8309270990* 

90-269       Q 
BO-393        0 
9O-937        0 
90-302       0 
50-366       0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

BROVH1LL.  J   T 

6303230703 

30-28?        U 

BRUNE,  R   L 

8303060673 

NUREO 

BHUNNER.E   J 

830524  O48B 

30-219        R 

BRUNNER.G   J 

6303240310 

30-244,         R 

BRUNNER.J   E 

B309240332 

90-32?        0 

BRUTSCH.H  A 

B3031OO3Q9 

30-213        F 

BRYANT.  D 

S3032OO636 

30-4  4O        0 

BRYANT,  J 

B30327O33B* 

30-269        0 

BRYANT,  J 

830327O4J1* 

30-26?        Q 

BRYANT.  J   C 

S10904O024 

90-26?        8 

BUCK,C   R 

8303270130 

State    Prog 

BUCKLES.  J 

S30916Q026 

90-313        J 

BUCKLEY,  B 

B3Q306O312* 

90-33?        P 

BUDNITZ.R    J 

B3091BO333 

PR 

BUDUANI-R    N 

B30317O7OI 

30-461         A 

BUDIIK,  D  M 

B30324O137 

90-329       K 

BUFE.J  L 

B3030SOQ29* 

90-302        B 

BUFE.J  L 

83051  70402* 

30-302        8 

BULLINQTOW.R   L 

B3Q304Q2B4* 

CONTRACT 

BUPP.L   P 

B30309O3BB* 

GA999 

BURCH,  R   H 

8303020319* 

QA999 

BURCHETT.R   R 

830309CU42 

NUREO 

BURDOIN,  J 

830917O364* 

30-328        0 

BURDOIN.  J  F 

8309170390* 

30-903        Q 

BURDOIN.  J   F 

83031  7O337* 

90-32B        Q 

SURGE,  C   A 

8305130309* 

30-272        F 

BUR8ER.F   -J 

B30S170007* 

30-271         R 

BURKE.  A  R 

E30304O423* 

FOI  A 

BURKE.  D  J 

330327043?* 

30-2BO        0 

BURKE.  D   J 

8303270490* 

30-200        0 

BURKE,  S 

B303230O23 

FOI  A 

BURKE,  T   J- 

8303060164* 

POIA 

BURNETT,  P,  T 

B30327O470* 

90-416         Q 

BURNETT,  P,  T 

B30S27O321* 

90-36?        Q 

BURNS,  S   0 

6309180315* 

50-49B       A 

BURSTEIN.  fl 

83030&O40B 

30-264       P 

BURSTEIN.S, 

B30311O073 

30-266       P 

BURSTEIN,  S 

83031  1O1B1 

30-266        P 

BURSTEIN.  S 

8303110201 

30-266        P 

BURSTEIN.  5 

B305120408 

90-266         0 

HURBTEIN.  S 

8303170144* 

90-266        d 

BURSTEIN.B 

B309230724 

90-266        P 

BURTON.  J   W 

0303310034 

30-296         B 

BURWELL.  S. 

B30309O37B* 

90-443        0 

BURWELL,  S.  B 

B30909Q6QQ* 

90-443        0 

BURHEtL.  S.  B 

B303  ISO  1O9 

30-443        A 

BURWELL.  S.  B 

8303160244* 

30-443         Q 

BUBCHBACH.  T  C 

83091  70  131 

NUREO 

BUSK,  M   M 

8303  16O  174 

30-392         0 

BUSH,  H,  H 

8303240316 

90-332        H 

BU9H.S  H 

B30S13O339 

30-337        O 

BUSH.  S.  H 

8303130339 

30-937        D 

BU3HNELL.T   E 

8309130232* 

90-344        S 

BUTCHER,  R   C 

8303110399 

90-393         S 

BUTCHER,  R    C 

83032OO38B 

30-299         8 

BYRD,  R, 

B3030S017B* 

50-416        S 

BYRD.R, 

B30313Q200* 

30-416        G 

HYRD,  R. 

8303170431* 

30-416        B 

BYHD,  R. 

8303170433* 

30-416        B 

BYRD,  R. 

B3092O02B6* 

30-416        B 

BYRD.  R 

8303390379 

30-416         S 

BYRD.  R 

83033  I  O204 

30-416         S 

BYRON,  P  M 

B3090202BS* 

90-341        Q 

CADHAN.W  K 

8303330370* 

30-402        I 

CADMAN.H  K 

830927O058 

30-4B2        A 

CAHILL.M  J 

8309  170  4  69 

30-498        K 

CAIN.  J 

8303060319 

HASTE   HOT 

CAINi  J. 

8303360336 

WASTE   MOT 

CAIN,  J. 

B309260360 

HABTE  MOT 

CALDHELL,R   A 

B309D3030B* 

70-846 

CALKINS,  D    E 

B30319Q1  12* 

90-329        B 

CALLAN.L  J 

B304190194* 

90-313         0 

CALLIBON.R  L 

B30902O070* 

FDIA 

CAMP.M  J 

B30324Q370* 

UO-313        8 

CAMPAGNA.J  H 

B30303Q013* 

FOIA 

CAWPAONA.  J  H 

8309020367* 

FOI  A 

CAMPAQNA,  J  H 

8309040  2tt* 

FOIA 

CAMPAONA,  J.  H. 

8309040324* 

FOIA 

CAMPBELL,  E 

8309190361* 

MISC 

CAMPBELL,  H 

830904O  1  92 

IfcE 

CAMPBELL,  M 

B30304O2Q1 

UE 

CAMPBELL,  S  E 

8303200922 

PR 

CANTER  iH  L 

8309170431* 

90-361        0 

CANTRELL.F  8 

9309110399 

30-393        B 

CANTRELL.F  S 

330527O370* 

30-34S        Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 

CATEOORY 

CANTRELL,  F  B 

B3032703B1* 

30-239 

a 

CANTRELL.F   S 

8303H7043B* 

30-416 

a 

CANTRELL.F   S 

8303270496* 

30-318 

a 

CANTRELL.F  S 

83032705^2* 

30-395 

a 

CANTWELL,  P   F 

8309060372* 

30-293 

8 

CANTUELL,  P   F 

8303310160 

30-304 

B 

CAPHTON,  D  L 

8303230460* 

90-287 

a 

CAPHTON-D   L 

B303290306* 

30-B77 

a 

CAREY,  J    J 

B303O20339 

9O-334 

p 

CAREY,  J   J 

8303060604 

9O-334 

p 

CAREY.  J  J 

830306O609* 

30-334 

p 

CAREY,  J  J 

830310O26B 

30-334 

a 

CAREY.  J   J 

B30310O337 

30-334 

p 

CAREY,  J,  J 

B30311O360 

30-334 

p 

CAREY,  J   J 

8303110424 

90-334 

R 

CAREY,  J.  J 

B30320O439* 

3O-  334 

Q 

CAREY,  J  J 

B30324O401 

30-334 

P 

CAREY,  J   J 

B30924O404 

3O-334 

a 

CAREY,  J  J 

B3032SO316 

30-334 

p 

CAREY,  J  J, 

B30327O187 

39-334 

p 

CARFAQNQ,  P 

B20921O332* 

30-336 

p 

CARLISLE,  C.B 

B303030300 

3O-397 

a 

CARLISLE,  C   S 

S30303O324 

30-397 

A 

CARLISLE,  C  S 

S303030SOO 

30-397 

8 

CARLISLE,  C   B 

8303030307 

30-397 

a 

CARLISLE,  C   S 

B30S13O106 

90-397 

a 

CARLISLE,  C   B 

B303130243 

30-397 

K 

CARLISLE,  R  U 

S3033  10002 

5O-247 

T 

CARLSON,  J 

8303240373* 

5C—  273 

Q 

CARLSON,  J  D 

8303170339* 

90-278 

Q 

CARLSON,  J,  D 

B309260262* 

30-373 

U 

CARLSON,  R   T 

8303120377* 

OA999 

CARLSON,  R   T 

8303120636* 

70-925 

CARNEY,  J 

B3051  10012 

PR 

CARNEY,  J 

9303230317 

PR 

CARR.A  V 

B30309046B 

30-413 

& 

CARR,  A  V 

B303  100282 

30-413 

G 

CARR.A   V 

S3031O0342 

30-413 

C- 

CARR,  A  V, 

8303100419 

30-413 

0 

CARR,  A  V 

8303310023 

30-413 

G 

CARROM,  H. 

B303040479 

90-4OO 

0 

CARROM,  H 

8309040483* 

90-400 

0 

CARROM,  H, 

8303040492* 

90-4OO 

G 

CARROM,  H 

B30304047B* 

30-4OO 

0 

C  ARROW,  H 

B303060471 

30-4OO 

0 

CARRDM,  H 

8303  130073 

30-400 

0 

CARROM,  H 

8303  130088 

30-40O 

0 

CARROM,  H, 

8303240446 

90-4OO 

9 

CARROM,  H 

8303240331 

30-4OO 

e 

CARTEAUX,  P. 

B309120377* 

30-3  1  3 

a 

CARTEAUX,  P 

8303170444* 

90-313 

a 

CARTEAUX,  P 

B3031704B1* 

90-316 

8 

CARUSO,  R. 

830302036  I 

30-323 

R 

CARUSO,  R 

B309I90491 

90-322 

A 

CARVER.  A  H 

8303030377* 

30-337 

S 

CARVER.  A.  M 

8303030128* 

30-327 

3 

CARVER,  A,  M, 

8303030217* 

30-32B 

a 

CASE,  E  0 

8309170110* 

30-272 

3 

CABELLI.A  E 

8303230176* 

71-4V6 

CABSCLL,  A 

8303200720* 

30-33B 

p 

CATTON,  I 

B3D313O321 

ACRB 

CAUDLE,  R.  E 

8303  180684 

71-9190 

CAVANAOH,  R. 

B30S  170272 

30-322 

0 

CAVANAGH,  R 

8303170272 

90-922 

0 

CAVANAOH,  R 

83091  70272 

30-923 

0 

CAVANAOH,  R, 

8303170272 

30-322 

0 

CAVANAOH,  R 

8309170272 

90-S22 

Q 

CAVANAOH,  R 

8303170279 

90-332 

0 

CAVANAOH,  R 

8303170347 

30-332 

0 

CAVANAUGH,  H 

8309170290 

30-382 

H 

CAVANAUOH,  H 

8309200431* 

30-313 

a 

CERBONE.R   J 

8303  U  0237 

NUREO 

CEftNE,  A 

8303110299 

90-443 

B 

CERNE,  A.  C 

8303030119* 

90-443 

0 

CE8ARE,  0. 

B30324O260* 

30-41  A 

P 

CHACKE8,  K  H 

B303  100257 

90-483 

0 

CHAFFEE,  A  E. 

8309170421* 

30-341 

Q 

CHAMBERLAIN,  D 

B309020307* 

QA999 

CHAMBERLAIN,  D 

B309030474* 

90-483 

0 

CHAMBERLAIN,  D 

B303240433* 

QA999 

CHAMBERLAIN,  D. 

8309270  147» 

QA979 

CHAN,  E.  I 

8303160146 

30-946 

0 

CHAN,  E.  I. 

8303  160  IBB 

30-S4i 

0 

CHAN,  E    I. 

8303170003 

30-346 

0 

CHANDLER,  J.  C. 

0305030292 

TOPREP 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESS  I  OM 
NUMBER 

SUBJECT 
CATEOORV 

CHANDLER,  L  J 
CHANDLER,  L   J 
CHANDLER,  L   J 
CHANDRA,  U 
CHANS.  0 

B3091OO197 
83091  OO220 
83031  AO  127 
B30523029Z* 
8303200393 

90-361         G 
90-361         G 
50-273         G 
30-337         A 
50-440         0 

CHAPLIN.  &  D 
CHAPLIN.  B  D 

CHAPLIN.  8   D 
CHAPLIN,  B   D 
CHAPLIN,  S   D 

8303030335* 
9303110379* 
83093  1  0004* 
B30931OD07* 
830531O01O* 

SO-3BO         B 
30-320         S 
90-330         B 
30-320         8 
30-320         B 

CHAPLIN,  S  D 
CHAPLIN.  8   D 
CHAPLIN.fl  D 
CHAPLIN.  8   D 
CHAPLIN.  B  D 

8305310014* 
8305310019* 
8305310024* 
830331  O030* 
830S3L0036* 

90-320         S 
30-330         8 
90-330         8 
90-320         S 
30-320         B 

CHAPLIN.  8  D 
CHAPLIN,  B  0 
CHAPLIN,  8  D 
CHAPLIN,  B  D 

CHAPLIN,  B  D 

8305310041* 
83033  £004  7* 
B3033  10036* 
B3093  10066* 
8305310072* 

50-320         B 
30-320         S 
30-320         B 
50-320         S 
30-320         8 

CHAPLIN.  B  D 
CHAPLIN,  8  D 
CHAPLIN,  8   D 
CHAPLIN,  S  D 
CHAPLIN,  B  D 

B30531O087* 
B30331O091* 
8305310076* 
3305310101- 
8305310107* 

90-320         8 
50-320         S 
90-320         B 
50-320         8 
30-320         8 

CHAPLIN,  B  D 
CHARNLEY,  J.  E 
CHARNLEY,  J  8 
CHARNLEY,  J  B. 
CHARNLEY,  J  B 

B305310114* 
9303060039* 
8303O6007&* 
8309090483 
B3031OO370* 

30-320         8 
50-321         P 
50-331         P 
TOPREP 
30-323         P 

CHARNLEY.  J.  B 
CHEATHAM.  J,  R 
CHEN,  C 
CHEN,  8 
CHEN,  M,  P 

8303270379* 
B30904O29A* 
B303O6O277* 
8305200720* 
5305090378* 

30-333         P 
FOIA 
90-244         P 
90-338         P 
30-443         G 

CHEN,  H  P 
CHIANSI.N  J 
CHIANOI.N,  J 
CHICK,  D  E 
CHICK,  D  E 

B309230449* 

8303030601 
B30511O232 

8305020482 
B3030B04B4* 

90-445        Q 
90-400        8 
90-400        B 
90-443        0 
90-443        0 

CHILK,  B 
CHILK,  B  J. 
CHILK,  3.  J. 
CHILK,  3,  J, 
CHILK.  B  J 

8305230333* 
8304040470 
8309030522 
B30503053B 

8305040069* 

PR 
90-277        0 
90-443        G 
50-70          G 
30-2B?        G 

CHILK,  8,  J. 

CHILK,  S.  J, 
CHILK,  S  J 
CHILK,  8  J 
CHILK.  8.  J, 

S303O40436 
8303030013 

8303060274 
B303Q&0676 
8303090516* 

30-398        0 
30-449        0 
30-498         0 
10CFR 
10CFR 

CHILK,  8  J 
CHILK,  8.  J 
CHILK,  B,  J. 
CHILK,  S,  J. 
CHILK.  B.  J. 

8303100299 
8303110381* 
8303120309 
8309130039 
8309  13006  1 

90-287        G 
PR 
50-247        0 

70-143 
30-277        0 

CHILK,  B.  J, 
CHILK.  B.  J. 
CHILK.B   J. 
CHILK,  B  J. 
CHILK,  B.  J. 

8303130068 
8305160130 
8309160167 
8303170488 
8303170473 

90-352        0 
90-289        G 
30-247        0 
40-2061 
50-272        0 

CHILK.B  J 
CHILK.8.  J. 
CHILK.B.  J 
CHILK,  B,  J 
CHILK,  B  J. 

8309180148* 
S3031B0167* 
B3051B01B9* 
B3092Q04B1, 

8309300488 

30-498        A 
90-47B        Q 

90-498        Q 
30-373        0 
30-flSB        0 

CHILK,  B.  J. 

CHILK,  S.  J. 
CHILK,  B.  J. 
CHILKi  S.  J. 
CHILK,  8.  J 

83052.00325 
8309200948 
93092O0394 
83052O056Q 
8305B00970 

90-358        0 
30-135        0 
30-443        0 
90-277        G 
40-3061 

CHILK,  a.  J. 
CHILK,  8,  J. 
CM  ILK-  S  J. 
CHILK.S  J. 
CHILK.B.  J. 

B309230423* 
8305840190* 
83092409S2 
8309240923 
8309840366 

COMMISSION 
COMMISSION 
90-361        D 
30-247        0 
90-3            T 

CHILK.S.  J. 
CHILK.  B.  J. 
CHILK.B.  J. 
CHILK,  B.  J. 
CHILK.  B   J. 

83082  50296 
B30&29030B* 
83098  30324 
8309830590* 
8303260174 

IOC  PR 
OEN   TEC    IB 
90-289        0 
30-389        P 
30-397        G 

CHILK.S.  J. 
CHILK.S.  J. 
CHILK.  B.  J. 
CHILK,  S,  J. 
CHILK,  S.  J. 

8309260176 
8309260178 
8303310009 
8309310011 
8309310019 

30-498        0 
90-396        0 
30-272        0 
90-44S        9 
90-47B        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOaRY 

CHILK.8    J 

8303310017 

30-277 

G 

CH1LK.S    J 

B309310O18 

90-339 

0 

CHILK.S    J 

83053  I  Ooai 

90-133 

G 

CHIRAMAL.  H 

8303230931  • 

ruse 

CHO,  F  L 

B3031903O3* 

90-373 

P 

CHOULE8,  N   C 

B3D9260334* 

30-373 

a 

CHRIBSOTIMOS,  N 

B30931O1  12« 

50-294 

Q 

CHRIBTA-MARIA 

8303040342* 

90-133 

G 

CHRISTEL.  B 

8305310163 

90-237 

3 

CHRIST  I  ANSON,  M 

B3032fi0231« 

30-338 

a 

CHR1STMAN,  J   N 

B3050404S.1 

30-323 

G 

CHfllSTMAN,  J   N 

3309040461 

30-332 

c 

CHRISTMAN,  J   N 

8305130077 

50-323 

0 

CHRISTMAN,  J  N 

8303130077 

30-382 

G 

CHRISTMAN.J   N 

8305160006 

95-322 

0 

CHHISTMAN.J  N 

830S160Q06 

90-322 

G 

CHRISTOFFER.  0 

B309020397« 

90-233 

Q 

CHRISTOFFER.O 

S30904O443 

30-331 

B 

CHURCHILL,  B  W 

830502O43B 

90-266 

0 

CHURCHILL.  B   M 

8303020438 

50-26A 

0 

CHURCHILL,  D  W 

8303170291 

30-266 

G 

CHURCHILL,  B   W 

S30317O291 

30-266 

0 

CHWASTYK.  J  J 

8305120323* 

50-320 

T 

CILIHHGRO.R  L 

B304130364* 

90-440 

Q 

CILIMBERO.Ft   L 

8305120420* 

90-373 

Q 

CILLIB.H 

B30317O367* 

90-344 

Q 

CINQUEHANI.  D 

8309240337 

90-3-17 

H 

CINTULA,  T  C 

B30904D146 

30-318 

B 

CINTULA.  T  C 

830904O130» 

30-318 

S 

CLARDV.  L   B 

330510O218* 

30-331 

0 

CLARK.  A   T 

B30326O393 

PROJ 

CLARK.  D  0 

S3O303Q333* 

50-334 

8 

CLARK.  L 

8303090315* 

HISC 

CLARK,  L 

83031  A  0043 

90-2O 

B 

CLARK,  R. 

B303160192 

90-312 

Q 

CLARK,  R.  A 

8303B40026 

90-3O7 

P 

CLARK.  R-  A, 

8303020600 

90-3O9 

P 

CLARK,  R   A 

B303020602 

30-333 

P 

CLARK,  R    A 

830304Q7B?» 

30-317 

P 

CLAFtK,  R   A 

B30304O793* 

90-317 

P 

CLARK.  R   A 

8303060001 

50-266 

P 

CLARK.  R.  A 

8309040013 

90-2  92 

P 

CLARK,  R   A 

830506O017 

90-33B 

P 

CLARK,  R    A 

830S060023 

90-232 

P 

CLARK,  R    A, 

330S06OO39 

50-333 

P 

CLARK,  R   A 

8303060042 

50-3O9 

P 

CLARK.  R   A 

8305060043 

30-317 

P 

CLARK,  n.  A 

B30  90600  9B 

50-336 

P 

CLARK.  R   A 

8305060063 

90-339 

P 

CLARK.  R.  A, 

S303060077 

SO-317 

F 

CLARK,  R,  A 

830306O1O8 

90-303 

P 

CLARK,  R    A. 

830306O1SO* 

90-339 

P 

CLARK,  R.  A 

3303060140* 

30-333 

P 

CLARK.  R.  A 

8303060666 

30-344 

P 

CLARK.  R  A 

8303060667* 

30-344 

P 

CLARK,  R,  A 

B30506O670* 

90-344 

P 

CLARK,  R   A 

830SQ9O144 

90-338 

P 

CLARK.  R  A 

B30S09O460» 

90-243 

P 

CLARK,  R.  A 

8309090546 

30-266 

P 

CLARK.  R  A 

83051  1O1  28 

90-338 

P 

CLARK.  R   A 

3305110169* 

90-368 

P 

CLARK.  R  A 

8303110173 

50-313 

P 

CLARK.  R.  A 

B309UOI99* 

30-313 

P 

CLARK.  R.  A. 

8309110209* 

30-313 

P 

CLARK.  R,  A, 

03091  10224* 

30-336 

P 

CLARK,  R  A, 

83051  10340 

9O-866 

F 

CLARK.  R  A, 

B305I1O625 

90-313 

P 

CLARK,  R,  A, 

8303120193* 

30-333 

P 

CLARK.  R  A 

B3091SO49B* 

30-266 

P 

CLARK,  R.  A, 

8303120304 

30-313 

P 

CLARK,  R.  A 

B30912O906* 

SO-313 

P 

CLARK.  R.  A 

8305130010 

90-339 

P 

CLARK.  R.  A 

B30313O017* 

50-338 

P 

CLARK,  R  A, 

S3031601B3 

90-213 

P 

CLARK,  R.  A, 

B303160S01 

90-30-91 

P 

CLARK.  R  A, 

B309170259* 

50-317 

P 

CLARKi  R.  A, 

B30517O612 

9O-309 

P 

CLARK,  R.  A. 

8303170419 

90-301 

P 

CLARK,  R  A 

B309  170622 

30-313 

P 

CLARK.  R.  A 

B309170A57 

30-2B2 

F 

CLARK,  R.  A, 

B30SIB0036* 

30-369 

P 

CLARK,  R  A, 

B3051B0161 

50-313 

F 

CLARK.  R.  A. 

B303  1B0967 

30-333 

P 

CLARK  -R.  A, 

B309180B77* 

30-317 

P 

CLARK,  R.  A. 

B309I80947 

30-313 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CLARK,  ft    A 
CLARK'  ft    A 
CLARK**    A 
CLARK..  R    A 
CLARK.  R    A 

330520002  1 
83Q32O0023 
S3O32O003Q 
93032OOOAO 
83032OQ06B 

30-2i.fr 
50-23? 
30-344 

90-235 

90-309 

CLARK,  R    A 
CLARK,  R    A 
CLARK,  R    A 
CLARK.  R    A 
CLARK,  H    A 

B3032O007B 
B3032000B1 
9305200090 

0305200091 

9303200710* 

3O-317 
80-336 
30-333 
30-333 
3O-333 

CLARK.  R    A 
CLARK.  R    A 
CLARK,  Ft    J 
CLAfiK,  W   M 
CLARK.  W   « 

9305930123 
S3033  1024-0 
B3033003B7 
0303330304* 
930SS  30304* 

50-313 
50-335 
50-260 
SO-4S3 
30-4H3 

CLARK.  W   M 
CLARK.  W   H 
CLARK.  W   M 
CLARK.  M   M 
CLARK.  U   M 

8303a303O4« 
9303S303.34* 
B303  230354  * 

9303S30334* 

93O3230S36" 

30-483 
50-483 
30-4B3 
30-483 
30-4B3 

CLARK.  H    M 
CLARK.  W  H 
CLARK..  W   H 
CLARK.  W  M 
CLAY.  E  L 

93O3K30336B 
830529053611 
930923O387* 
8309230987» 
330  52701  3  ?» 

30-463 
30-483 
30-483 
30-4B3 
70-1113 

CLAYTON,  F    L 
CLAYTON.  F    L 
CLAYTON.  F   L 
CLAYTON.  F  L 
CLAYTON.  F   L 

S305Q2O4  9  6 
8303030580 
9309030149 
B303Q3Q19-S 
B3Q31O0132 

50-349 

30-364 
30-34B 
30-34  B 
30-364 

CLAYTON.  F  L 
CLAYTON.  F   L 
CLAYTON.  F   L 
CLAYTON.  F   L 
CLAYTON.  F  L 

5305110257 
8305110308 
9303160O94 
8305200306 
B3D&200337 

50-364 
30-349 
30-349 
30-340 
30-361 

CLAYTON.  F   L 
CLAYTON.  F    L 
CLAYTON.  F   L 
CLAYTON.  F   L 
CLAY  TON.  F    L 

B303200B7? 
B30323O94O 
B30324O171 
B30  5240440 
0303290233 

30-349 
30-340 
30-349 
30-349 
3O-349 

CLAYTON.  F   L 
CLAVTON.F   L 
CLAYTON.  F,  L 
CLAVTONj  F.  L 
CLEMONS.  P 

B30  33303  53 
930*350371 
9303230331 
830931  OS  01 
93051  1032Q« 

30-349 
30-348 
30-349 
30-348 
30-309 

CLEMOHS,  P 
CLINE,  W-  E 
CLIME,  W   E 
COCHRAN.T   B 
COEH,  R. 

8305190171" 
8303270427" 
B30SB7O446» 
B303  100276 
9303340366 

30-271 
30-416 
30-393 
30-937 
50-349 

COFFEY.  -J  A 

CQFFEV.J  A. 
CDFFMAN.  F,  D 
COOAN.  H 
COOAN.  N   J 

9303030501 
9303250402 
S303Q906Q7« 
B303290303* 
6303230460* 

30-299 
30-S39 
30-443 
30-2B9 
30-389 

COHEN.  L    A 

COHEN.  W   S 
COLBURN.T   0 
COUEMAN,  R 
COLEMAN,  R 

6303090*25 
8309310239* 
6303130493 
9303090291 
B3031  10229 

30-347 
90-309 
30-266 
CONTRACT 
CONTRACT 

CDLEMAN.R   C 
COLEY.J   L 
CDLEY.  -J   L 
COLEY.  J.  L 

COt-EVi  J  L 

6303260081 

8303270179* 
830327Q276* 
B30927034H* 
8309270639* 

CONTRACT 
90-389 
30-324 
BO  -324 
30-370 

COLLIER,  A    R 
COLLINS.  D,  J 
COLLINS.  D.  L 
COLLINS.  J   T 
COLLINS.  J   T, 

8309170302 
83031  10267* 
830327003S* 
9305030433* 
B  3030  6  0466 

TO  PREP 
3O-277 
30-32O 

BO-285 
State   Pr 

COLLINS,  J.  T 
COLLINS,  J.  T. 
CQLL1NB,  J.  T 
COLLINS,  J    T 
COLL  IKS,  J    T 

B309O90479 
83O3  1  00096 
B30S  1  OO303 
830912O03S*- 
8303  120043* 

OA779 

State    Pr 
90-482 
FOIA 
FOIA 

COLLINS,  J    T 
COLLINS,  J.  T 
COLLINS,  J.  T 
COLLINS,  J.  T 
COLLINS,  J.  T 

B309  120092* 
B3031Z0096- 
B3Q9120Q62* 
9305  120063* 
8303170374* 

FQIA 

FOIA 
FOIA 
FOIA 
FOIA 

COLLINS,  J.  T 
COLLINS,  J.  T 

COLLIN9,  J.  T. 
COLLINS.  J.T 
COLLINS.  B. 

330320028  3- 
8305200320 
9303240431 
S3QS270144 
B303200497 

30-388 
St*U   Pr 
OA91?? 
(JA999 
30-272 

630 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEflORY 

COLLINS.,  B   J 

B30S23Q431* 

30-29           Q 

CQU.INB,  T   R 

aao32703aa» 

30-327         0 

COLLINS.  T   R 

8305270430* 

30-369        Q 

COLLINS,  T   R 

83  03270  3  IB" 

30-269         Q 

COLLINS,  T   R 

S305270A66* 

30-239         0 

COLLINS,  H   E 

S30S26030B 

90-129         U 

COLOMBO,  R 

3305240326 

30-312         R 

COLOMBO.  R    H 

8309030290* 

30-312        8 

COLOMBO,  R    W 

S30303036I* 

90-312         8 

COLOMBO,  H    W 

8303130231* 

50-312         S 

COMBS'  F 

8303020191* 

FOIA 

COMBS'  F 

8303030249* 

7O-370 

COMBS.  F 

B3030306B4* 

FOIA 

COMBS'  F 

B30SO40310* 

FOIA 

COMBB,  F 

83030B039S* 

FOIA 

COMBS.  F    C 

8308030306* 

FOIA 

COMBS'  F    C 

a3030a031B» 

FOIA 

COMBS'  F    C 

3303030201* 

7O-370 

COMBS'  F    C 

83  03040  4B4* 

FOIA 

COMER.  M   K 

B303110491 

NUREO 

COMPTON,  N 

B30S030437 

PR 

CGNLEV.  €    H 

6303110474 

NUREC 

CCNLON.  T   E, 

B3QS8602430 

30-410        Q 

CDNLON.  T   E 

03032701010 

50-389        0 

CONLON,  T    E 

B305270200* 

30-337         0 

CQNtDN.T    E, 

830S27023i* 

30-3B9        0 

CQNLQN.T    E 

8303270293" 

SO-3B9        Q 

COW.QN,  T    E 

830327034B* 

50-400        Q 

CONLQN.  T    E 

8303270379* 

30-3B9        Q 

CONLON.  T    E 

9303270404* 

30-413       Q 

CQNLQN.  T    E 

B30327041SS 

90-438       Q 

CONLON.  T    E 

B303270420* 

30-390       Q 

CaNLON'T    E 

8303270342* 

30-3B9        Q 

CONLON'T    E 

8305270331* 

50-400        0 

CONLON'  T    E 

B30S37061B" 

30-43B        0 

CONLQN,  T    E 

B30S370632* 

50-400        0 

CCNNAUGHTON.  K 

B305100176* 

30-454         0 

CONNER 

8305190072 

30-219         S 

CONNER,  E.  L 

8303090078 

50-269        P 

CONRAN.  J 

a3D3030293» 

30-247        P 

CONTEi  R. 

8303030094 

50-2B9         B 

CONTE'  H 

S303O30334 

30-S8"?         8 

CONTEi  R. 

B303160199* 

30-287         Q 

CONTE,  R   J 

B303H304600 

30-389         Q 

CONUAY,  B. 

83091B037B 

PR 

CtMJAV.  J    T 

8303030466 

30-329       Q 

CQMWAV.  J    T 

83O303O093* 

QA999 

CONWAY,  J   T 

B303200379* 

QA999 

CONVEY,  J-  T 
COOK.G  8, 

B3033703110 
B305160122 

OA999 
3Q-44~0        Q 

COOK,  J 

8305I3013flo 

50-333       R 

COOK,  J   W 

8305020398 

30-339        E 

COOK'J  H 

8303030111 

30-329       H 

CDDKrJ    Irl 

83030601B3 

30-339       A 

COOK,  J   W 

8305090032 

30-329       R 

cacw,  J  u 

8303110303 

30-327        E 

COOK.  J   W 

83051301820 

30-329       Q 

COOK.  J   H 

B303i702B3 

30-329       8 

COQK.J  U 

B303  170391 

30-3H9        B 

COOK.J   W 

S303  170409 

30-329        B 

COOK.  J   W 

6303170440 

30-329       S 

caaKi  J  u 

B30S1704B9 

30-339       B 

coaKi  J  M 

B303170S39 

30-329        A 

COOK.  J   U 

B303200349 

30-329        S 

COQK.J   H 

B3032006BO 

30-339        B 

COOK.  J   U 

33032400080 

30-327        Q 

COOK.  J   U 

8303240010 

30-327        8 

COOK,  J   U 

83033403650 

30-139        P 

COOK.  J   H 

B303360S1B 

30-329        S 

COOK,  J   M 

8  30  326  023  5 

50-329        8 

CDOK.J  M 

8303260309 

30-330        8 

COOK.J  M 

0303240324 

3O-329        B 

CDOK.J   W 

8303270037 

30-339        R 

COOK.J   M 

B30S270063* 

30-327        K 

COOK.R   J 

B309100217 

30-329        T 

COONEV.M  J 

B3031  10316 

30-277         8 

COONEV,  «   J 

8303110340 

30-278        S 

COONEY,  M   d 

B309  11  03490 

30-S7B        S 

COONEY,  M   J 

8303120338 

30-277         B 

COONEY,  M  J 

8303120473 

90-277         B 

COOPER.  W  E 

B303050E99 

30-279       R 

COOPER'  W,  E 

B3031B0393 

30-275        R 

COOPER  >  H  E 

8303200338 

30-273       R 

COOPER.  W  E 

8303270296 

30-273       P 

COOPER  i  U   E 

B30327030SO 

30-273        P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

COOPER.  M  E 

B303S70317 

30-273 

P 

COPELANO.V  0 

8303110141 

90-135 

0 

CORMIER,  M 

8303170067* 

30-142 

0 

CORMIER,  H  H 

8305030524 

30-148 

& 

CORMIER.  H  H 

8303030968 

30-142 

0 

COHMIER,  H  H 

B305030574 

30-142 

0 

CORMIER,  W  H 

8303090473 

30-142 

0 

CORMIER,  M  K 

B303240479 

30-142 

0 

CORMIER,  U  H 

8303240499 

30-I4S 

0 

COflREN,  0 

B3O3230323 

30-247 

o 

COBYELL,  0  P 

8303130173 

70-143 

COftVELL,  0  P 

83032703040 

30-332 

Q 

CORYELL,  0  P 

8303S704BOO 

70-1191 

COffYELL,  fl  P 

83032703360 

70-27 

COftYELL,  0  P 

830927064S* 

70-143 

COSS,  B  U 

8303190002 

70-2932 

COSTELLO.F  M 

B3031  206230 

40-672 

COTTA.R  E 

8303120074* 

90-333 

a 

COTTER,  B  P 

8309030948 

3D-4SB 

0 

COTTER.  B  P 

8309130030 

30-322 

0 

COTTER.B  P 

B309130110 

30-50B 

G 

CDTTER.K  H 

B303030412* 

30-286 

P 

COTTER,  K.  H 

83090604070 

30-286 

P 

COTTER,  K  H 

83090604170 

50-2B6 

P 

COTTER,  K  H 

S3053004120 

50-286 

P 

COUCH,  M  J 

B30S  1603  16* 

30-247 

0 

COUNSIL,  W  0 

B304I106S6 

30-213 

a 

COUNSIL,  W  0 

B3030S0399* 

30-213 

a 

CQUN3IUW  0 

B30S030404 

30-243 

p 

COUNBIL.  H  0 

B303030404 

90-243 

p 

COUNSIL,  U  0 

8303030620 

30-243 

p 

COUNSIL,  U  0 

S305030620 

50-243 

p 

C01W8IL.  U  0 

B303040034* 

30-243 

F 

CDUNSU..U  0 

B303040447 

30-336 

P 

COUNSIL,  U  0 

B303040447 

30-336 

P 

COUNSIL,  U  0 

8303050034 

50-213 

P 

CQUN8IL,  W  0 

3309030094 

30-213 

P 

COUNBIL,  U  0 

0303030034 

90-213 

P 

CDUNSIL,  H  0 

0303030112 

30-213 

P 

COUNSIL,  M  0 

8303030229 

30-243 

P 

CQUNB1L.U  0 

3303090227 

30-249 

P 

CQUWSIL.W  0 

3303060213 

30-213 

F 

CDUNSIL,  M  0 

0303060213 

90-213 

F 

COUNSIL,  W  0 

0305060244 

PR 

COUNBIL,  W.  0 

0303060244 

PR 

COUNSIL,U  0 

0309060424 

90-336 

Q 

cawaiL.w  o 

Q3Q3Q60424 

30-336 

a 

COUNBIL,U  0 

0305060433 

30-423 

3 

COUNSIL,  M  & 

8309060433 

30-42.3 

3 

COUNSIL,W  0 

0303090404 

30-213 

P 

COUNBIL,  W  0 

8303090463 

30-213 

P 

COUNBIL'  U  & 

0303090465 

30-813 

P 

COUNBIL,  U  0 

8303090463 

30-213 

P 

COUNSIL.  H,  0 

9303090471 

30-243 

P 

CQUNSIL,  H  0 

6303070471 

30-243 

P 

COUNSIL.  M  0 

0305100331 

30-813 

P 

COUNSIL,  M  0 

6303  10036B 

30-349 

P 

COUNBIL.  M  0 

B30310036B 

30-343 

P 

COUNSIL.  W  0 

83091003B3 

30-213 

P 

CQUNSIL,  U  0 

8303110069 

30-213 

F 

COUNBIL,  M  0 

B303110974* 

90-213 

F 

COUNSIL.  U  0 

83031109740 

90-213 

r 

COUNBIL,  M  0 

8303110374* 

30-213 

F 

CQUNSIL.  H,  0 

8305120241 

50-336 

p 

CQUNSIL,  H,  0 

8303120241 

50-336 

p 

COUNSIL,  M  0 

S3031601S3 

30-213 

p 

COUNBIL,  M  0 

8303170213 

30-213 

F 

CDUNSIL'  U  Q 

830S1B026B 

90-243 

P 

COUNSIL.  U  0 

83031  8026B 

90-249 

P 

COUNSIL.  U  0 

8303180304 

30-243 

P 

COUNSIL.  M  & 

B3031B03D4 

30-249 

P 

CDUNSIL.  M  0 

B303170303 

30-213 

S 

COUNSIL.  U  0 

&305200441 

PR 

CDUN3IL,  U  0 

8303200333 

30-423 

0 

COUNBIL.M  9 

8309200333 

90-4H3 

S 

COUNSIL.  U  0 

6303200307 

30-423 

A 

CDUNBIL,  U  0 

8303230323 

30-243 

K 

CGUHSIUW  0 

S3Q323O323 

30-243 

P 

COUNSIL.H  0 

S303230SOB 

30-336 

P 

COUNSIL,  M  0 

8305230308 

30-336 

P 

COUNBIL.M  0 

8303230616 

90-213 

P 

COUNSIL.H  0. 

8309830616 

30-213 

P 

COUNSIL,  W,  0 

S303230616 

90-213 

P 

CQiJNStU,  W  Q 

8303290310 

90-213 

P 

CDUNSIL.  H  0 

B303230S10 

30-213 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

COUNBIL,  W  0 

63092909690 

90-21  3 

a 

COUNBIL,  W  0 

8303270036 

30-423 

a 

CDUNBIL,  H  0 

030327QO36 

90-423 

9 

COUNBIL.  M  0 

B303270037* 

30-423 

Q 

CQUNSIL,  W  O 

0305270037* 

30-423 

a 

CQUNSIL,  W  0 

030327O074 

30-336 

a 

COUNSIL,  H  0 

0303270074 

30-336 

a 

COUNBIL,  W  0 

0303270114 

90-249 

p 

COUNSIL.  M  0 

8309270114 

30-249 

p 

COUNTS.  K 

83030303210 

30-399 

F 

COUOILL.  C 

B303  190266* 

30-219 

a 

COX.H  T 

03031  10234s 

30-24  1 

B 

COX,  H  T 

3303230423 

30-S61 

s 

CDYLE.L  M 

0303060994* 

90-249 

8 

CQYLE,  L  H 

8303040611* 

30-237 

S 

CRAOIM'J  0 

0303270317 

BO-B73 

P 

CRANE.  P  A 

03030201  OB 

90-133 

F 

CRANE.  P  A 

8303030  IBB* 

90-273 

F 

CRANE.  P  A 

0303030510 

90-273 

P 

CRANE.  P.  A, 

8309040320 

30-27  S 

P 

CRANE.  P  A 

03090403280 

30-279 

P 

CRANEiP  A. 

0309090178 

30-273 

P 

CRANE,  P  A 

0305040299 

30-323 

a 

CRANE,  P.  A 

03031S0042 

30-273 

p 

CRANE.  P  A, 

03091203S9 

30-275 

p 

CRANE'  P  A 

9309120333 

30-273 

p 

CRANE.  P  A 

0309160172 

30-273 

p 

CRANE.  P.  A 

03091  90  1S7 

30-273 

F 

CRANE.  P  A 

8303240238 

30-279 

a 

CRANE,  P  A. 

8309240379 

30-279 

p 

CRANE.  P  A 

B3032602740 

30-275 

a 

CRANE.  P  A 

8305270622 

30-279 

0 

CRANE,  P  A 

8303310130 

30-K79 

p 

CRANE,  P  A 

83093101390 

90-273 

p 

CRAWFORD,  V  A 

B309030994 

30-929 

0 

CRAWFORD,  V,  A 

8309030994 

90-929 

a 

CREED,  J 

8309040449 

90-331 

3 

CREED,  <J 

B309270132 

30-239 

a 

CREED,  J  R 

83030203970 

90-233 

a 

CREED,  J  R 

B3090309210 

30-264 

a 

CREED.  J.  R 

83O9D604180 

80-293 

a 

CREED.  J.  R 

8303  100343* 

30-196 

a 

CREED,  J  R 

B309  1003710 

90-136 

a 

CREED,  J  R 

83091302340 

70-1309 

CREED.  J.  R 

B3092004820 

70-923 

CREWS.  J  L 

8309030073 

30-341 

a 

CREWS,  J  L 

83090302000 

90-273 

p 

CREWfi,  J.  L. 

8303160087 

30-928 

& 

CREMS.  J  L 

8303170331 

50-928 

o 

CRLENJAK.'R  V 

83032703300 

30-366 

a 

CROCKER,  H  M, 

83090901910 

90-293 

0 

CROCKER,  H  H 

8303120493* 

40-672 

CROCKER,  H,  W 

830  B  130300ft 

40-672 

CROCKER,  H  W. 

83092402320 

30-29 

a 

CROCKER.  L  P 

83091700440 

90-2B9 

0 

CROCKER,  L.  P 

8309230460* 

90-33? 

a 

CROSBIE,  K  L 

B303230026 

70-1339 

CROSBIE,  K,  L 

8303230033* 

70-13S9 

CROSS.  R.  W. 

8303120230* 

30-281 

p 

CRQS8HAN,  M  A. 

83O5090163* 

30-43B 

a 

GROSSMAN.  M.  A 

83091001420 

90-433 

a 

CflQBBMAN,  W.  A 

83091700090 

30-3BS 

a 

CROSSMAN.  W  A 

B30317O224* 

30-498 

a 

CROBBMAN,  V  A 

B3092303140 

30-498 

a 

CROUBE.R  P, 

S30904030B 

90-346 

f 

CROUSE,  R  P. 

8309040472 

90-346 

p 

CROUBE.  R.  P. 

8309040491 

30-316 

F 

CROUBE.  R.  P. 

6303040497* 

30-314 

P 

CRCXJ6E.R.P. 

B303060393 

30-316 

P 

CROUSE.  R  P 

8303060919 

30-346 

a 

CROUBE.  R  P. 

9303110393 

90-346 

p 

CROUBE.  R  P 

8309110437 

30-346 

p 

CROUSE.  R.  P. 

8303130032 

30-3*6 

p 

CROU6E.fi,  P 

S30517046H 

90-346 

p 

cRouae.R  P 

83031  BOA  11 

90-346 

p 

CROUSE,  R.  P. 

B3092Q03370 

30-346 

a 

CROUBE.  R.  P. 

83092009140 

30-346 

a 

CROUSE.  R.  f. 

B3092009200 

30-346 

a 

CROUSE,  R.P. 

B3092009270 

90-346 

a 

CROUSE.  R  P, 

8303200993 

30-346 

p 

CROUSE.  R.P 

8309230716 

30-344 

p 

CROUBE,  R.  P. 

83092400720 

30-346 

a 

CROUSE.  R.  P. 

6303240851 

30-346 

p 

CROUSE,  R  P. 

B309240331 

30-346 

p 

CROU8B.  R  P 

8309240423 

30-346 

p 
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ACCESSION 
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SUBJECT 
CATEGORY 

CRQUSE,  R   P 
CROUBE.R    P 
CROUBE.R   P 
CHOW.H  T 
CROW,  H   T 

B303260S41 
6303260243* 
0303260303 
6303030074 
83OS110117 

30-346         P 
3O-346         P 
3O-316         Q 
7O-  1237 

4O-8033 

CHOWDER,  J   D 
CfiOHE,  J 
CROWE,  J 
CROWLEY,  B,  H 
CRUTCHFIELD.  D 

B3O3  190029" 
8303350372» 

83OB2B03731 
8303270339" 
8309020O60 

3O-293         9 
5O-4B3         O 
9O-493         0 
30-333         Q 
3O-244         P 

CRUTCHFIELD,  D 

CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CfiUTCHFIGLD,  D 

83D3020O66 
6303020121 
B30B030499 
0303040166 
0303040312 

SO-2S9         P 
30-243         P 
30-344         P 
30-133         P 
30-293         P 

CRUTCHFJELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD.  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 

6303040474 
8309040460 
0303040526 
0303040537* 
8303040340" 

30-219         P 
30-237         P 
30-29          P 
30-133         O 
30-133         O 

CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CFIUTCHFIELD,  D 
CRUTCHFIELD,  D 

83O906022B* 
8303060234" 
8303060373 
8309060301  • 
8303060383" 

3O-206         P 
3O-206         P 
3O-206         P 
3O-206         P 
3O-206         P 

CRUTCHFJELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIEtD,  D 
CRUTCHFIELD,  D 

8303070426 

0303090436" 
8303090463* 
B3D909040B 
B303090491" 

3O-243         P 
50-243         P 
3O-249         P 
3O-21  3         P 
30-213        P 

CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 

B303090492B 
0303110009 
B3OD110O49 
B3O3110OS9 
8303110067 

3O-21  3        P 
30-2  S  9       F 
3O-29          F 
30-2O6         F 
90-193        F 

CRUTCHFIELD,  D. 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 

8309110074 
8309120116 

8303120370 
8303160023 
8303160230 

30-293         F 
30-10           F 
30-237         P 
30-213        F 
30-133         0 

CRUTCHFIELD.  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 

CRUTCHFIELD,  D 

6303170369 
B3O9170416 
0303100392 
6305100433 
63O9190O16 

30-139        F 
30-4O9        F 
30-133        P 
30-219        P 
30-409        F 

CFIUTCHFIELD,  D 

CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CfiUTCHFIGLD,  D 

8303200300 
8303200432 
S30B330276 
0303240490 
8305360062 

30-233        Q 
30-4O9         Q 
30-213         P 
30-29           P 
30-4O9         P 

CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D 
CRUTCHFIELD,  D, 
CRUTCHFIELD,  D 

0303370002 
03OB270O07 
B3O3270O60 
0303370077 
0303310028 

30-409        P 
90-259         F 

30-244        P 
BO-244        F 
30-237        P 

CRUTCHFIELD,  D 

CRUTCHFIELD,  D, 
CHUTCHFIELD,  D 

CRUTCHFIELD,  D 
CULLEN-  W.  H, 

8309310046 
8309310108 
B303310190 
8303310213 

8303240013 

30-293        F 
90-219        P 
30-206        B 
30-219        P 
NUREO 

CULVER,  «  M 

CUM  I  NOG,  E 
CUKHIN08'  J. 
CUhtHINOS,  J.  J. 
CUHMIN08,  J.  J. 

83031300471 
8303200D78 
8309240267* 
B1082B0739* 
B3O31B0178" 

30-302        R 
90-440        0 
30-398        3 
CPMMI08ION 
FOIA 

CUMH1W9.  J.  0. 
CUHHINS,  J.  E, 
CUNNIN9HAM,  A  L. 
CUNWNOHAH.A  L, 
CUNNINGHAM,  0  E. 

B309240S63* 
B304190184* 
03O9B703S4* 

B303270B2B* 
B303020030 

30-338        Q 
30-313        Q 
90-302        Q 
30-2S9       Q 
7O-  1007 

CUNNINGHAM,  0  E 
CUNNINOHAM.  0  H, 
CUNNINflHAM,  R. 
CUOMO,  H,  M, 
CUOMO,  M.  M 

B3O3030930 
B303100&14 
6309030037* 
B3O9  130204* 
B3O3310O70* 

70-794 
30-409        O 
FPIA 
30-322       0 
BO-247       U 

CURRAN,  D. 
CURRAN,  D. 
CURRAN,  D 

CURRAN,  D. 
CURRAN,  D. 

8305030B41 
8303160002 
B30B1  60002 
8305  160019 
8303160019 

30-443       0 
30-44.3       O 

30-443       0 
00-443       0 
30-443       O 

CUflRAN,  D 
CURRAN,  ft,  N 
CURRAN,  R.  N 
CURTIB.N.  M 
CURTIS,  N.  H. 

8308  160363 
B303200i37« 
B309200A91* 
B309020387 
B303030144 

PR 
30-373       P 
30-373        P 

BO-3B7        P 
90-3B7        P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CURTIS,  N    W 

B305t>30133« 

3D  -38  7         P 

CURTIS,  N  M 

S30506O343 

80-337         3 

CURTIS,  N   M 

B30510030B 

30-3B7         P 

CURTIS,  N   W 

8303110097 

30-3B7         K 

CURTIS.  N   W 

B30313D114 

30-387         P 

CURTIB.N  W 

3309180646 

70-3983 

CURTIS.  N  M 

8305190383 

30-3B7         P 

CURTIB.N  U 

B30  3  190293 

SO-3B7         P 

CURTIS,  N  M 

B30S190319 

50-3B7         S 

CURTIS,  N   U 

B303H30341 

3O-3B7         P 

CURTIS,  N   VI 

8303-S70064 

3O-3B7         P 

CURTI8.  N   W 

B30  53  10208 

30-3B7         P 

CUTCHIN.J   M 

B30  5020477 

SO-44O         O 

CUTCHIN.J  M 

B30  3030326 

SO-440         T 

CUTCHIN.J  M 

B3090904B7 

50-440         G 

CUTCHIN.J  M 

B30510016S 

9O-440         G 

D'AHORE.M 

B30  52704  39" 

70-1131 

D'  AMOURS,  N  E 

B303130087 

30-443         G 

DALE,  L  F 

B30419037B 

30-416        P 

DALE,  L   F, 

93O31IO273 

30-416        8 

CALE,L   F, 

B3O311O41B 

30-416        B 

DALE,  L   F. 

8303190013 

30-416         J 

DALE.  L,  F. 

B305240143 

30-416         P 

DALE.L   F. 

B303B40263* 

90-416         P 

DALE.L   F. 

B303240496 

30-41A        P 

DALTHOFF,  B  L 

8303020079 

90-277        P 

DALTROFF.  3.  L 

B303030027" 

90-277        P 

DALTftOFF.S   L 

B309170401 

50-277        P 

DALTROFFiS  L 

B309S40428 

50-277        P 

DALIELL.  0  M 

6303240317 

30-247        H 

DANCE,  K  C 

B303030371 

30-491         S 

DANCE,  H  C 

B303130I38 

90-331         B 

DANCE,  K  C 

B3Q320043Q 

30-333        S 

DANCE,  H  C 

B303S00336 

90-369       Q 

DANCE.  H  C 

8303270076 

30-389        Q 

DANCE,  H  C 

8303B70112 

90-302        Q 

DANCE,  H  C 

8309270146 

30-369         Q 

DANCE,  H,  C 

B303270134 

30-369       0 

DANCE,  H  C 

8303370176 

90-399       a 

DANCE,  H  C 

B303270197 

00-337        O 

DANCE,  H  C 

0303270209 

SO  -302        O 

DANCE.  H,  C, 

B30S270213 

30-390       0 

DANCE,  H  C 

8303270332 

90-3B9        Q 

DANCE.  H  C 

0303270233 

90-338        O 

DANCE.  H,  C 

830S270B40 

30-3B9        O 

DANCE,  H  C 

8303270242 

90-2BD        Q 

DANCE.  H  C 

030B270247 

30-30S        O 

DANCE,  H  C 

B303270B32" 

90-280        a 

DANCE,  H  C 

0303270360" 

90-302        Q 

BANCE,  H  C 

8305270273 

30-337       Q 

DANCE.  H.  C, 

030S270BB7 

90-333        0 

DANCE.  H.C, 

8303270369 

90-3B9       Q 

DANCE,  H  C 

B303270310 

30-3B9       a 

DANCE,  K  C 

B303370314 

90-537       Q 

DANCE,  H  C 

830BH70320 

90-4B4        Q 

DANCE.  H  C 

8303270324 

30-413       Q 

DANCE.  H  C 

B3O9270326 

80-269        Q 

DANCE.  H  C. 

6309270327 

30-369        a 

DANCE.  H,  C. 

6309270329 

30-339        Q 

OANCE.  H  C 

3303370330 

3D-'324        0 

DANCE,  K,  C. 

8303270332 

90-321         0 

DANCE,  H  C. 

8303270343* 

30-321         Q 

DANCE.  H,  C 

83O9270347 

30-302       Q 

DANCE,  H,  C. 

83O32703BO 

90-321        Q 

DANCE.  H  C, 

8303270339 

30-335       a 

DANCE.  H  C 

B3O3270374 

30-369        O 

DANCE.  H.  C, 

B3O3S70376 

30-330       O 

DANCE,  H  C 

B30327038B* 

30-369        Q 

DANCE,  H  C 

8303270305 

30-369        0 

DANCE,  H,  -C. 

0303270393 

30-413        Q 

DANCE,  H  € 

6303270403 

30-269       G 

DANCE,  K  C. 

B303H70414 

30-338       Q 

DANCE,  H  C 

0303270423 

3O-2BO        0 

DANCE.  H  C 

B30S270433* 

30-269         Q 

DANCE,  H  C 

8303270447 

30-389        Q 

DANCE,  H  C. 

8309270449* 

30-393        0 

DANCE,  H,  C 

8303270496 

30-302        Q 

DANCE,  H,  C 

8303370478 

30-937       0 

DANCE.  H,  C. 

6309270403 

30-360       0 

DANCE,  H  C 

6309K7049I 

30-366       O 

DANCE,  H  C 

6309270497 

30-369       0 

DANCE,  H  C. 

8303S7031  1 

3-0-369       O 

DANCE,  H  C. 
DANCE.  K  C. 

B303S70317 
8305370323* 

JO-333         Q 
50-366        0 

DANCE,  H  C 

8303H  70330 

50-333         0 

AUTHOR 

ACCESS  I  ON 
NUMBER 

SUBJECT 
CATEOOJ1' 

DANCE,  H   C 
DANCE.  H   C 
DANCE,  H,  C 
DANCE,  H   C 
DANCE,  H   C 

B305370361 
8303270363 
B30S370568 
B303S70370 
8303270390 

30-33  S 
50-280 
50-251 
30-321 
30-413 

DANIELB.fi    0 
DANIELS,  R    0 
DANIELS.  R    0 
DANIE-LB,  R    & 
DANIELS,  R    0 

3303020031* 
8303020042* 
03030301  2S» 
83Q303OI42* 
93Q3O2OI47i 

FQIA 
FOIA 
FOIA 
FDIA 
FOIA 

DANIELS,  R-  0 
DANIELS,  R.  0 
DANIELS,  R.  0 
DANIELS,  R    0 
DANIELS,  R   ff 

8303030154* 
8303030174* 

83O303O179" 
93030^0279* 
8303040954* 

FOIA 
FOIA 
FOIA 
FOIA 
FOIA 

DANIELS.  R    fi 
DANIELS,  H    0 
DANIELS,  R    0 
DANIELS.  R   Q 
DANIELS.  R    0 

B30504OS62* 
B3050S0397* 
8303030306" 
830305031  in 
8303O50322* 

FOIA 
70-378 
70-378 
70-379 
70-370 

DANIELS,  R.  G 
DAMIELSQN,  D    H 
DANIELBBN.  D    H 
DANIELBGN,  D   H 
DANIELSQN.D    H 

83O303Q33O* 
B304  130364* 

B3O302036O* 
B30512034B* 
830912042O" 

70-37B 
30-440     ' 
30-331 
30-461 
30-373 

DAMIELSON,  D    H 
DAMIELSON.  D    H 
DANIELSON.  D   H 
DANIELSON.  D    H 
DAVIS,  A    B 

9309120449* 

B303190O27* 

8303190-1B3* 
9303190233 

830319OIB4" 

50-237 
50-434 
50-233 
50-454 
30-373      . 

DAVIS,  A   B 
DAVIS.  A  B 
DAVIS,  A   B 
DAVIS,  F    X. 
DAVIS.  F   X 

8303190232" 
8303I9O276" 
8303190399" 
8303170314 
8303170319 

FOIA 
FOIA 
30-373      . 
30-434 
30-434 

DAVIB.F    X 
DAVrs.F    K 
DAVIHr  J  O 
DAVIS.  M    J 
DAVIS,  H    J 

830317033)4 

B30"5170533 
8305200634* 
B30527O439* 
830327O47O* 

30-434 
30-434 
REVIEW   0 
BO-2BO 
30-2  BO 

DAVIB,P    R 
DAVIS,  IP    R 
DAVIBBOM,  M   T, 
DE  AOA2IO.  A   U 
DEANDA.  L 

830316034-6 
8303160246 
8303140332" 
B303170669 
B30  92006  36 

50-293 
50-293 
50-367 
30-346 
30-440 

DEB.  A  K 
DEBBAOE.A   0 
DEBGER-T   K 
DEBS.B,  T. 
DEBS.  B   T 

8305170  116 
830S270356* 
830918081O 
830327O3B4* 
830  52706  69" 

40-6300 
30-321 
PflOJ 
30-230 
SO-239 

DEIOL.H   J 
DEIOL.H    J 
DELANEY.-J  C 
DELANEY.J  C 
DELCAIZO,  T   J 

B30  5  1S0626 
8303230697 
B30S0303O1* 
B303  030333* 
8204300177" 

71-3A07 
71-36O7 
70-378 
70-370 
30-309 

DELHEDICO,  J, 
DELMEDICO,  J 
DEL-DATCH.  V 
DELOATCH,  V 
DEMPPAINEN,  M 

9309110030* 
8303180283" 
B3O3O9OOO9 
B303090122 
B303340015 

HUREO 
FOIA 
CONTRACT 
CONTRACT 

NUREO 

DENISON.E 

DEN1SON.E 
DENISON.E 
DENISGN.  E 
DENNIS,  N 

9303030573 
830SQ305BI* 
93091B0417 
8303230234" 
9304110196 

50-273 
50-273 
90-S73 
80-273 
I&E 

DENTE,  T.  -J 
DENTOM.  H 
DENTOM,  H  ft. 
DENTOM.  H   R 
DENTOM.  H  R 

B30S100197 
B3031306O7 
B203  1  90032* 
B304  190027* 
B3030  20373 

TDPREP 
MIBC 
SO-2O6 
90-20i 
50-447 

DENTON,  H  R 
DENTOM,  H  R 
DENTON,  H  R 
DENTDM,  H-  R 
DENTOM,  H  R 

B303030019* 
B30304009A 
B303040138 
B3030  40334 
B30904093A* 

30-3B9 
30-146 
SO-2B9 
50-153 

30-133 

DENTOM,  H   R 
DENTON,  H.  R. 
DENTOM.  H  R 
DENTOM,  H  R 
DENTON,  H   R 

830BO  40623 
8303040727 
8303070244 
830307029ft 
B30311O423* 

SO-153       , 
30-317      ' 
SO-27S       ' 
MISC           i 
REVIEW   Oft 

DENTOM.  H  R 
DENTON.  H  H. 
DENTOM,  H  R 
DENTOM,  H  R 
DENTOM,  H  R 

93091  1042B* 
83031  1O4G2* 
8303  1  7O064 
830317QOB3* 
8303200204  * 

REVIEW  OR 
REVIEW  QRI 
30-272      ' 
30-272      i 
MUREG        ' 

532 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DEN  TQM.  H   R 

B3Q9230189 

30-320 

T 

DENTON.H   R 

8309340216 

30-289 

Q 

DENTQN.X   R 

3305240220" 

30-389 

O 

DEUTSCH.  U    J 

B303060333 

NUREO 

DEVIENCE.A 

B303090BB3 

30-366 

A 

DEVINCENTIS.  J 

9303030006 

50-443 

F 

DEVINCENTIS.  J 

9303030006 

30-443 

F 

DEV1NCENTIS.  J 

S3O3I60039 

30-443 

S 

DEVINCENTIB.  J 

8309190164 

30-443 

S 

DEVINCENTIS.  J 

8303190164 

30-443 

B 

DEVINCENTIS.  J 

8303300393 

90-443 

3 

DEVINCENTrS.  J 

0305200353 

30-443 

B 

DEV1NCENTIS.  J 

83C-3S00403 

90-443 

B 

DEVINCENTIS,  J 

8309200403 

30-443 

3 

DEVINCENTIE.  J 

8305330344 

30-443 

S 

DEVINCENTI3.  J 

B3032S0244 

30-443 

S 

DEVINCENTI8.  J 

830  33700  19 

30-443 

A 

DEVINCENTIS.  J 

B30  32700  19 

30-443 

A 

DEVI  HE.  A 

630  3300398 

3O-44O 

0 

DEVINE.H   F 

030523002? 

30-409 

J 

DEVINE.  J   B 

030  30606  87 

XPORTLIC 

DEVINE.  J  B 

8305130373 

XPORTLIC 

DEVINE,  T 

8303190097* 

30-339 

a 

DEVINE.  T 

8305190134* 

90-373 

a 

DEVINE,  T 

B303I90H92* 

30-373 

a 

DEVINE,  T 

B303190304* 

30-373 

a 

DEMEY'L   S 

63030304^0 

30-329 

s 

DEH6Y,  L   S 

B3091  I026B 

30-339 

a 

DEWEY,  L  9 

B3092700S4 

30-9H9 

& 

DEMEV.L  S 

8309310074 

30-529 

s 

DEMITT.R  B 

8303020079 

30-293 

F 

DEWITT.R  B 

B3031002B7)> 

90-333 

P 

DEHITT,R  B 

630  93002  18 

PR 

DEWITT,R  B 

8303240363* 

30-193 

P 

DEYE.J   A 

B30  9  180425 

PR 

DEYOUNO.R    C 

8305030469 

30-483 

a 

OEYOUNQ.R    C 

8303120145 

30-443 

a 

DEZUTEL.C    Z 

93051901  12* 

30-329 

3 

DI    CIACOMO,  C   0 

8303240554 

30-347 

T 

DIAB,  B 

8303090618* 

30-443 

0 

DICEY,  B   B 

8303180010* 

FOIA 

DICEY,  B   B 

B3031B0032* 

FDIA 

DICEY,  B   B 

6303180139* 

FOIA 

DICK,0   F 

6303110426 

30-244 

P 

DICK.O   F 

B303180340 

30-244 

P 

DICK,0    F 

Q3D51S0361 

30-344 

F 

&ICK.O    F 

8303360337 

50-244 

P 

DICKEY.  F 

8304160313* 

30-311 

a 

D1CKHONER,H  H 

83031  90190 

30-338 

A 

DICKINSON,  A  C 

B3Q3Q30447* 

30-219 

S 

DICKINSON,  J   D 

83091703O7* 

TQPREP 

&IECKAMP.H 

83090204A5* 

30-219 

I 

DIECKAMP.H 

83033304O2 

3O-211? 

P 

I>IEDERICH,O   J 

8309240318 

30-373 

B 

DIEDERICH,*?   J 

8309020086 

30-373 

8 

D1EDERLCH.G   J 

B30S020109 

30-373 

8 

OIEDERICH,  &   J 

8303020203 

30-373 

S 

DIEDERICHiO-   J 

8303020341 

30-373 

a 

DIEDERICH,  0  J 

8303030351 

50-373 

B 

OTEDERICH.O-   J 

8303040363 

30-373 

R 

DIEDERICH,  G   J 

8303060398 

30-373 

B 

OIEDERICKiO    J 

8303040493 

30-373 

3 

DIEDEfirCH,  0    J 

8303110447 

30-373 

R 

DIEDERICH,  0    J 

8303  I  70374 

30-373 

B 

SIEDERICH.O    J 

83031703B3 

30-373 

B 

CIEDERICH,O    J 

8303340007 

30-373 

S 

DIEDERICH,  O    J 

6303340025 

30-373 

S 

DIEDERICH,!?   J 

8303240073 

30-373 

a 

DIEDEHICH,G    J 

8303340329 

30-373 

s 

DIEDERICH,  &    J 

8303240334 

30-373 

8 

DIEDERICH,  O  J 

B309240394 

90-373 

e 

DIED6HICH,  0    J 

B303240381 

90-373 

B 

DIEDERICH,  O   J 

B309340423 

30-373 

S 

DIEDEfilCH,  G   J 

8303370193 

30-373 

S 

DIEDERICH,  0   J 

8305270237 

90-373 

8 

DIETZ,  C   R 

63030302?  1 

30-324 

8 

DIETI.C   R 

8303030333 

30-324 

8 

DIETZ,  C  R 

8303030387 

90-324 

8 

DIETZ,  C  R 

63030304  1  1 

30-334 

8 

DIETZ,  C.R 

8309030463 

30-323 

S 

DIETZ,  C  R 

8303030477 

30-324 

B 

DIETI,C  R 

8309030303 

30.-329 

8 

DIETZ,  C.R 

8309030312 

30-324 

8 

DIETZ,  C  R 

8303030930 

30-324 

8 

DIETZ,  C,  R 

8303030340 

90-334 

B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

IHETZ.C    R 

83O3030il2 

30-324         B 

D-IETZ.C    R 

8303030143 

30-333         9 

DIET2.C   ft 

8303030201 

30-329         S 

&IET2.C    R 

S3O303O242 

BO-334         S 

1JIETZ.C    R 

83O3Q3O2&9 

30-324         B 

D1ETZ.C    R. 

83O31004I2 

30-334         R 

DIETZ,  C    R. 

B3O31102B2 

30-323         S 

DIET2.C   R. 

83O91301O8 

30-339         8 

DIETZ,  C    R. 

83O313O167 

90-334         S 

DIETZ.  C    R. 

S3O313O17O 

3O-324         8 

DIETZ,  C   R 

830313Q177 

30-324         S 

DIET2-C    R 

8309300338 

30-334         B 

DIETZ,  C    R. 

8303270236* 

30-324         0 

DIET2.C   R. 

830327O331 

30-324         Q 

DIETZ,  C    R. 

83O327>03BS* 

90-334         fl 

DIETZ,  C    R 

83O937G399* 

50-324         0 

DIETZ.  C    R 

B3O9270610* 

BO-334         Q 

DIETZ.C    R 

B3O92706E7* 

30-324         0 

crogs,  R  M 

9309030014 

30-399         P 

DIOOS,  R    M 

0303010034 

80-320         P 

DIOfiB,  R    M 

9303040546 

90-397         P 

DIQQBi  R   M 

030  3040  547 

30-344         0 

DIQOB,  R    M 

B3O50606.3B 

30-312         P 

DIQQBu  R   H 

9303070399 

90-319         P 

DIOOS..R    M 

B30  3  100791 

90-369         P 

DIOQSjH    H 

83O920O1B6 

30-237         P 

DiaOB.fl    M 

8305260379 

90-293         P 

DIOOB.fl    M 

B30S26O3B1 

90-389         P 

DIOOS.  fl    M 

8303310224 

30-393         P 

DIONAN.  T    0 

830304O30O 

30-443         0 

DIONAN,  T   0 

830904O30O 

30-443         0 

DIONAN,  T  O 

83O  3040316 

30-443         0 

DIONAN,  T  0 

83Q304O533 

30-309         0 

Dl  OMAN-  T  0 

83O304O533 

30-309        0 

DION  AN,  T  O 

B3O931O147 

30-443        & 

D10NAH.T,  0 

B3O931O147 

90-443        0 

DIMEGLIO,  A   F 

9303240334 

30-193         8 

DIHEQLIO,  A    F 

8305230443 

90-193         8 

DIRCKS-H 

0303090290* 

MISC 

DIRCKS.W,  J 

B3022BOO9O 

8ECV 

DIRCK8,W  J 

S304220OB3 

BECV 

DIRCKS.H  J 

83O303O93O 

30-380         P 

DIRCKB.H  J 

B3O904O094 

30-2B9         0 

DIRCKS.H  J 

0303040700* 

10CFR 

DIRCKS.H  J. 

B3O9090279 

MISC 

D1RCKS.  M   J. 

8305090304 

90-289         0 

D1HCKB,  U   J. 

0309090912 

10CFR 

DlflCKS.  H   J. 

63031  1OO24 

WASTE  HOT 

DlflCKB.H   J 

B3Q317009B* 

90-398        A 

DIRCKS,  H,  J. 

9303170232 

30-272        S 

DIHCK8.  U   J. 

83QS1S0133* 

F01A 

DlflCKS,  M   J 

83091  80322* 

FDIA 

DIflCKS,  H    J. 

83O3  IB032B* 

30-237         P 

DIRCKS.H   J 

8305200  19B 

NUfiEO 

DIRCKS,  U  J. 

8305200627* 

REVIEW  ORP 

DlflCKS.H  J 

93O9230O7O* 

FOIA 

DlflCKS.H   J 

B3O923O639 

NUREO 

D:RCKS,W,  J 

8303240019 

90-537        U 

DIRCKS.H  J 

830BS40073 

COMMISSION 

DIHCK8.tr   J. 

83O924OB13 

30-273         F 

DIRCKS.H    J. 

B3Q924043-7* 

90-2B9         0 

DIRCKS.U    J, 

63092901*2 

30-330         R 

DIRCK8.H    J. 

B3Q323022B* 

30-361        P 

DIRCKB.H    J, 

B3Q3230230 

8ECY 

DIRCKS.H    J. 

B30S290311 

COMMISSION 

DIRCKS,  H   J 

8303330983 

90-289        P 

DIRCKS,  W.J 

83092701  IB 

8ECY 

D1RCK8.H   J 

83033  1QS3B 

30-309        H 

DIXON.  0.  U 

8303030627 

30-399        8 

DIXON,  O.W 

830305003.7 

30-399        8 

DIXON,  0.  M 

8303050233 

30-399        B 

DIXQN.  0.  M 

830S03O317* 

30-393        F 

DIXDN,  O.  H 

3303060619 

30-393        P 

DIXON,  0.  M 

8303100099 

30-393        B 

DIXON,  Q.  M 

8309100301 

30-399         P 

DIXON,  D  U 

9305180373 

30-39B        F 

DIXON,  D  W 

0305180442 

90-399        P 

DIXON.  O.  M 

93O31804A9 

30-399        Q 

DIXON,  Q  M 

93O5S00311 

30-393        Q 

DIXON,  0.  U 

0303B005  1  0 

90-399        8 

DIXON,  0  VI 

B3O9SOO513 

90-399        E 

DIXON,  0.  W 

830920O&2& 

30-393         8 

DIXON,  a  w 

0309830349 

80-393        S 

DIXON,  Q  H 

0309230492 

90-393        P 

DIXON.  0  U 

830927042Z* 

90-399        Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOAY 

DIXON,  0   M 

0303270441* 

30-393         a 

DOBEL.  H   F 

B303270539 

90-33B        J 

DODD3,  R    T 

9309170349* 

30-397         a 

DODD3-R    T 

8309170381* 

30-397         9 

DODD3,  R    T 

8303170387* 

30-508        a 

DODD3,R    T 

8303170390* 

30-3OB         Q 

DODD8.R    T 

8303170439. 

90-3?7        d 

DODDS.R    T 

83031  70498* 

90-3OB         d 

DDERFLEIN,  L   T 

63031103910 

90-333        Q 

DDIRON,  D   0 

83090&O2S1* 

CONTRACT 

DDMENICI.P  V 

0303180123* 

FOIA 

DONAHUE,  J   F 

830923O134* 

70-1193 

DONAHUE.  J   F 

8303230139* 

70-1193 

DONAHUE.  J   F 

8303B30179* 

70-1193 

DONAHUE.  J   F 

9309230  18i* 

70-1193 

DONNELLY,  P    M 

8303270451» 

30-331          9 

DONNELLY.  P   M 

8309270460* 

30-331          B 

DOOLITTLE,  E   L 

8303290103 

30-423         A 

DOROSHON.  J 

8309180369 

PR 

DOROSHOW,  J 

8309200669 

30-299        0 

DOROSHOW-  J 

8303240444 

3Q-12B9        0 

DQROBHQU-  J 

8309340449 

90-289        0 

DOR8EY.  M 

8303200062 

CONTRACT 

DORSEYi  M 

B303230O24 

CONTRACT 

DORBEV,  M 

8303230207 

CONTRACT 

DOUGHERTY,  D  J 

830B2B0034* 

FQIA 

DOUOHERTY.J  B 

8303  130072 

90-322        & 

DOUOHERTY,  J  B 

0303130072 

90-322        0 

DOUOHERTY.J  B 

8303180341 

PR 

DOUGHTY,  J 

8309180364 

PR 

DOULOS,  N 

S30903026B* 

70-378 

DOYLE.  A   J 

8303230372* 

30-482         I 

DOYLE.  J. 

6303020444* 

30-443        0 

DOYLE,  J 

B30304O313* 

30-443        T 

DOYLE,  J, 

8303040333 

90-449        T 

DOYLE,  J, 

8303110334 

80-443        T 

DOYLE,  J 

8309130137 

90-443        T 

DRAODNETTE,  K  B 

8303120327* 

40-*  73 

DRAIN,  D,  T 

8309120041* 

FOIA 

DRAIN,  D,  T, 

8309120O6S* 

FOIA 

DREY.  K 

8304180420* 

MISC 

DRI8KILL.D,  D 

8309200236* 

50-332        D 

DRUOA.R   J 

8303030316* 

30-334        B 

DRU&A.  R.  J 

8309110393* 

30-334        B 

DRUOA,  R.  J. 

B30312O411* 

30-334        S 

DRUOA,  R   J 

8305160064* 

30-334        S 

DRUOA,  R.  J 

8303  190309* 

30-334        8 

DRUMMDND.  F.  J 

B3D9200342 

90-3B2         S 

DRUMMOND,  F  J 

83032701  3B 

30-36.2         S 

DRUMMDND,  F  J 

S309"270147 

90-3B2        S 

DRUMMOND,  F  J 

B30927O194 

30-382        S 

DHUMMOND,  F   J 

8303270373 

30-382        S 

DfiUMMOND,  F  J 

B3093  10094 

30-3B2        C 

DUBQIB,  D. 

8303200344 

30-398        S 

DUBRY,  N 

B30302O348X 

90-315        0 

DUBRY-  N.  E 

8303240309* 

30-315        0 

DUCK,  J.  R, 

B30303O379 

30-389        J 

DUCK,  J   R 

830304O180 

30-348         J 

DUCK,  U  R 

8309040186 

30-335        J 

DUCK,  J.  R. 

8309040202 

90-32  1         J 

DUCK,  J  R 

B303040204 

30-302        -J 

DUCK,  <J.  R. 

830304O20B 

30-23O        J 

DUCK,  J  R 

830304O243 

30-327        J 

DUCK,  J  R 

B303  160003 

30-2S<?        -J 

DUCK,  J.  R 

B30319O022 

90-3O2        -J 

DUCK,  J,  R 

B303200270 

30-321        -J 

DUCK.  J  R 

B303230027 

30-321        J 

DUOOAN,  J  0. 

B30S16O004 

40-738O 

DUBOAN,  J  0 

0303160238 

40-7380 

DUOOAN,  J.  0 

83031  60261* 

40-7980 

DU&STAD,  D 

8303160076* 

30-282        R 

DUNAWAY,  F  R 

8303100271* 

30-295        <3 

DUNCAN.  P.  S, 

8309060936* 

90-332         A 

DUNLAP.J  M. 

8309190313* 

30-27  1        Q 

DUNN,  W  L 

8309310137* 

90-244        e 

DUNNINO,T.  0. 

B30309O629* 

90-443        0 

DUNNING,  T  Q 

B309090A46* 

90-443        C 

DUPONT'8  0 

8303170403* 

30-373        0 

DUPREE,  D, 

8309240323 

90-327        R 

DURDEL,  R 

830906O&08K 

90-346        F 

DURR,  J. 

830909O147« 

90-377        fl 

DURR,  J. 

B309S9O909* 

BO-2B6        0 

DURR,  J.  P. 

8303  11  0338* 

30-289        Q 

DURR,  J.  P 

8309230299* 

flO-219        Q 

DURR,  J.  P 

8309290979* 

30-387        fl 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DUTTON,  D  E 

8303030086 

50-424 

A 

DUVALL,  D  D 

8303  11  0324 

30-269 

S 

DUVALL.  D  D 

B303200393 

QA977 

DUVALL,  D  D 

S30  3200413* 

QA999 

DUVALL  i  D  D 

8303200432* 

QA999 

DMYER.P  M 

8303200332 

TOPREP 

DVNNER.A  R 

8303030005» 

30-33B 

0 

DYWNER.A  R 

B3030S0003* 

30-322 

0 

DVNNER.A  R 

B309070136* 

30-322 

0 

DVNNER.A  R 

S30S24034B 

30-322 

0 

DYNNER.A  R 

830324034S 

30-3S2 

0 

DVNNER.A  R 

83033  10O63 

90-322 

O 

DVNNER.A  R 

B303310063 

30-322 

Q 

DVBON,  J  B 

8303330377 

30-286 

P 

EAPEN,  P 

B3031  10308* 

30-333 

0 

EAPEN.  P 

8303290443* 

30-243 

0 

EAPEN.  P  K 

8303230230* 

30-286 

Q 

EAPEN.  P  K 

8303290314* 

30-3O9 

a 

EAPEN,  P  R 

8303230463* 

50-336 

a 

EAPEN.  P  K 

8303230904* 

30-213 

a 

EARLEV.  A,  F 

B303030397 

30-322 

Q 

EARLEV.  A  F 

830  3090024 

30-322 

T 

EARLEV.A  F 

83050)90024 

30-322 

T 

EARLEY-A  F 

8303090029* 

90-323 

T 

EARLEV.  A  F 

B305O90029* 

50-322 

T 

EARLEY-  A.  F. 

8305090136* 

30-332 

0 

EARLEY,  A  F 

8303100237* 

90-322 

& 

EARLEY.A  F 

B303  170378 

30-322 

0 

EARLEY,  A  F 

B30517037B 

30-322 

0 

EASLEY.  A  F 

8303  190382* 

30-322 

0 

EARLEY,  A.  F 

B3051903B2* 

30-323 

0 

EARLEV.  A  F 

8303300631 

90-322 

0 

EARLEV,  A  F 

8303310091 

30-322 

0 

EARLEY.A  F 

8303310091 

50-322 

0 

EASON,  T.  0 

8305180466* 

30-393 

Q 

EASTUDOD,  D 

8305020947 

NUREO 

EBER80LE,  J  C 

8303090366 

ACR8 

EBER80LE,  d  C 

8303130337* 

30-443 

A 

EDEfiSDLE,  J  C 

8303240033 

ACRS 

EBERSOLE,  J  C 

8303290074 

ACRS 

EBERBQtE.U  C 

S30S23007B 

ACRS 

EBERBOLE,  J.  C 

830  B26000B 

ACR8 

EBERBQLE,  J  C 

830  9360  104 

ACRS 

EBNETER,  6 

8303390303* 

30-289 

0 

ECCLE8TON.  K  T 

B303O4027B 

30-273 

P 

ECCLE8TON,  R,  T 

8305060266 

30--273 

P 

ECCLE8TON,  R  T 

8303120163 

30-273 

P 

ECCLEBTON,  R  T 

8309180197 

30-293 

P 

ECRART,  D  E 

8303170497 

30-440 

0 

ECKEL,  J.  8 

8303  U049J 

NUREO 

ECRERT.R  M. 

B3051B0306 

PR 

ECRERT.  T. 

8303110196 

NUREO 

ECKHARDT,  J  H 

8309170361* 

30-361 

a 

EOKHARDT,  J  H 

8305170537* 

30-528 

a 

ECDNDMOS,  N 

8309270244* 

50-33B 

a 

ECONOMOS.N 

8303270267* 

30-302 

Q 

EDDLEHAN,  M 

8309060489 

30-400 

0 

EDOLEHAN,  U, 

B30S110149 

50-400 

0 

EDDLEMAN,  M 

8305110322 

50-400 

0 

EDDLEMAN,  M 

8305110361 

30-400 

0 

EDDLEHAN,  M. 

8303110366 

30-400 

0 

EDDLEHAN.  M. 

83031  2028  B 

50-400 

0 

EDDLEHAN,  W 

B303170S28 

30-400 

0 

EDELHAN.  K.  R. 

B3032B0039 

90-440 

A 

EDELMAN.  M.  ft. 

B3O3020308 

30-44O 

S 

EDCLHAN.  H.  R 

8303020900 

50-440 

8 

EDELMAN,  M.  R 

8303040463 

30-440 

6 

EDELMAN,  M  R, 

8303D404S6 

50-440 

S 

EDELMAN,  M  R 

830904049-6 

30-440 

8 

EDELMAN,  M  R 

8303040316* 

90-44O 

T 

EDELMAN.  M,  R 

B3O3090470* 

50-440 

0 

EDELMAN,  K,  R 

8305100013 

50-44O 

B 

EDELMAN,  H.  R 

8303100333 

30-440 

5 

EDELMAN,  M.  R. 

8309100374 

30-440 

S 

EDELHAN,  M  R 

8305110300 

30-440 

E 

EDELMAN,  M.  R 

8308  130236 

SO-440 

3 

EDELMAN,  M.  R 

8303130248 

30-440 

S 

EDELMAN.  M.  R. 

S3O9  170203 

50-440 

a 

EDELMAN.  M.  R 

83O5S30106 

50-440 

E 

EDELMAN,  M.  R. 

8303330143 

50-440 

A 

EDELMAN.  M.  R. 

B309330270 

90-440 

A 

EDELMAN.  M.  R. 

8309390381 

PR 

EDELMAN,  H.  R 

9309260267 

30-440 

E 

EDQAR.E.  C. 

B30B11032B* 

50-244 

S 

EDOAR.  0  L. 

8303240390 

50-937 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOHV 

EDOARiQ   L 

B30324O394* 

SO-337 

ff 

EDOAR.O    L 

83051  10220 

90-337 

O 

EDOAR.O    L 

B30312O313 

90-337 

0 

EDOAR.O    L 

B3031  90339 

90-337 

a 

EOOAR,0    L 

8303200636 

30-337 

o 

EDOAR,0   L 

8303300648* 

90-337 

0 

EOOAH,  0.  L 

8305340473 

5O-337 

O 

EDOAR,0   L 

B3092404BO 

3O-537 

9 

EDOAR.O   L 

8309340303 

30-337 

S 

EDOAR.O   L 

B30931O1BB 

SO-  337 

S 

EDQEWORTH,  P 

B30312O313 

CONTRACT 

EDISON,  O   E 

8303230331 

30-4B2 

E 

EDLER,8   K 

8303110208 

NUREO 

EOER.K   -J 

8303240034 

7O-13O1 

EOLE.D   M 

8305330478 

3O-J12 

H 

EICHDAUM.W   M 

8303O602B9 

PR 

EICKENHOLZ.H 

B3051A<M42» 

30-293 

a 

EICH9TAEDT.C    L 

B30319Q112* 

50-337 

S 

EINSEL,  D   U 

8309040179* 

FDIA 

EINSEL,  D   U 

B30S0401B9* 

FOlfi 

EIBENHUT.D   0 

B21O19O233 

TQPHEP 

EIBENHUT,  D   0 

B303O4O044 

30-273 

P 

EISENHUT,  D    0 

B30902O495 

30-3 

P 

EI8ENHUT.  D    0 

8303030010 

90-373 

F 

EISENHUT,  D   0 

8303030O16 

50-3BV 

P 

EISENHUT.D  0 

8303030191 

90-275 

P 

EISENHUT.D.  0 

8303030577 

90-313 

P 

EIBENHUT,  D   0 

B303O40323 

30-247 

P 

EISENHUT,  D  0 

8305040349 

SO-327 

H 

EIBENHUT.D   0 

3305040330 

3O-327 

H 

EISENHUT,  D   0 

8305O&OOB4* 

BO-317 

F 

EISENHUT,  D  0 

B309OAO333* 

3O-333 

F 

EI8ENHUT,  D   Q 

B305O  &0660 

30-4.07 

P 

EISENHUT,  D  0 

8305060694* 

30-361 

P 

EISENHUT,  D    0 

B3O3O7O197* 

9O-331 

F 

EIBENHUT,D  0 

8309070204 

MISC 

EIBENHUT.D  0 

B3030902B2 

30-273 

P 

EIBENHUT,  0   0 

8303O70i39 

90-3 

P 

EISENHUT,  D    0 

8303110034 

90-3 

F 

EIBENHUT,  D   0 

B305  1  1  OO37 

30-331 

P 

EIBENHUT,  D,0 

0309  1  10223 

3O-230 

F 

EISENHUT.  D   0 

B30911O313 

3O-2S7 

P 

EIBENHUT.D  0 

B30911O342* 

5O-2&& 

F 

EIBENHUT,  0  0 

830312OO85 

30-273 

P 

EIBENHUT.D  0 

8303120524 

90-128 

P 

EIBENHUT,  B  0 

8305120532* 

90-L2B 

P 

EISENHUT,  D  0 

8303120344* 

30-12B 

P 

EISENHUT.  D  0 

8303120385* 

90-373 

P 

EI8ENHUT,D,  0, 

8305120611 

30-275 

P 

EISENHUT,!)  0 

8303130343 

30-3S2 

A 

EISENHUT,  D  0, 

B  309160185 

30-275 

R 

EISENHUT,  D   0 

B30916O331 

3O-33  1 

P 

EIBENHUT,  I>  0 

B30917O333" 

3O-361 

P 

EIBENHUT,  0  O 

B30917O649 

90-369 

S 

EIBENHUT,  D,  0, 

S303170i66« 

BO-28E 

F 

EISENHUT,  D  0 

8303170689* 

90-313 

F 

EISENHUT,  D  0 

830  91  BOO  19* 

30-395 

P 

EISENHUT,  D.  0 

B30313OO34 

3O-267 

P 

EISENHUT,  D  0 

B3031BOO3B* 

90-367 

P 

EIBENHUT,  D  Q 

B303IB0097 

9D-14& 

P 

E18ENHUT.  D  0 

S3031802E4M 

90-327 

P 

EIBENHUT,  D.  Q 

B3031SO977* 

30-333 

F 

EIBENHUT,  D  0 

B30S  100622 

3O-273 

H 

EIBENHUT.D,  0 

93051.BD702* 

90-295 

P 

EISENHUT,  D  0 

8305IS0790 

90-361 

S 

EISENHUT,  D  0 

8305100830 

90-272 

B 

EISENHUT.  D  0 

8303  190  836* 

90-272 

3 

EIBENHUT,  D  0 

B30319O046 

3O-377 

A 

EIBENHfJT,  D.  0 

B30317O094* 

3O-377 

A 

EISENHUT.  D  0 

B303I7O060* 

50-397 

A 

EIBENHUT.D.  0 

B30317O06B* 

50-377 

A 

EISENHUT,  D  Q 

B303I7O077# 

50-377 

A 

EISENHUT,  D  0. 

8309200190 

30-382 

a 

EI8ENHUT.D,  0 

8309200266 

50-378 

p 

EISENHUT.  D  0 

B30323O206 

50-273 

R 

EIBENHUT,  D  0 

8308330214 

30-27S 

R 

EISENHUT,  D,  O, 

8305330324 

PR 

EIBENHUT.  D.O 

5303230381 

30-3O9 

P 

EIBENHUT.D  0 

S303230704 

30-470 

A 

EIBENHUT.D  0, 

8309239066 

30-275 

R 

EIBENHUT.D  0, 

B30326O147 

MIS-C 

EISENHUT,  D  0 

8303240211* 

30-230 

P 

EL-A8HRY,  M.  T 

8303240307 

30-327 

B 

ELDRINOHOFF.V 

B303H50B76* 

30-4B3 

O 

ELDRINOHOFF.V 

B303E30976* 

SO-4B3 

e 

AUTHOR 

ACCESSION 
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SUBJECT 
CATEOaFi' 

EL  IN,  J   0 
ELLIOTT,  C    W 
ELLIOTT.  M   R 
ELLIOTT.  N   R 
ELLIOTT,  N   R 

B3QS170537* 
B305Q7047S 
B303240541 
B305240S46 
0305370303 

so-sea 
so-352 

30-247 
30-247 
30-347 

ELLIS.  J 
ELLIS,  J 
ELLIS,  J 
ELL  1  Si  J 
ELLIS,  J 

B2  12300009 
8309020425 
8303020430* 
8303020437* 
B305040296 

5O-443 
30-445 
30-445 
30-445 
3O-449 

ELLIS,  J 
ELLIBi  J 
ELLIS.  J 
ELL  1  S,  J 
ELL  1  3,  J 

630304049  "9 
8303040507 
8309040313 
8303070443 
8309110137 

30-445 
50-443 
50-449 
90-449 
50-443 

ELLIS,  d 
ELL  I  S,  J 
ELL  1  3,  J 
ELLIS,  J 
ELL  I  S,  J 

83091  10332 
83091  10347 
8303110397 
83091  1036B 
83091  10397 

30-449 
3O-443 
50-443 
30-443 

&0-44S 

ELLIS,  J 
ELL  I  S,  J 
ELL  1  3,  J 
ELLIS.  J 
ELL  1  9.  J 

63031  30066 
B303130173 
B3051702B7 
6305  1709  13 
B3051S027E 

30-443 
30-443 
30-449 
SO-445 
PR 

ELLIS,  J 

ELSASSER.  T 
ELSASSER.  T 
ELBA9SER,  T  C 
ELSAS8ER,  T   C 

B3052003Q4 
B309160142*- 
8309350443* 
830902033S* 
8303090836* 

30-445 
30-393 
50-245 
50-37 
30-77 

EL8A3SER,  T   C 
ELSABSER,  T   C 
ELHASBEI],  T   C 
ELSASBER,  T   C 
ELBABSER.  T   C 

8309060027 
B3031  10395* 
B3Q32  30307" 
8305290496* 
8309230465* 

30-273 
30-223 
3O-2I3 
3Q-IB4 

3O-336 

ELBASBER.  T  C 
ELSASBER.  T  C 
ELSEN.  M   J 
EMCHJ,  R  L 
EMCH,  R   L 

B309290904* 
B3052702Q8* 
B305100416* 
B3Q5040196 
8305090184 

50-2  1  J 
3Q-1B4 
30-237 
30-133 
30-13-3 

EMCH.  R  L 
EHCH,  R  L 
EMERSON.  W 
EMPEV.  D  C 
EM8HMILLER.J  R 

B30S1  40031 
8305310143 
8309080069 
B303I  20404* 
8305180003 

30-133 
50-159 

30-423 
30-410 
FOIA 

EN0BLDM,  M.  R 
ENOELKEN,  R    H 
ENOELMANN.  R 
ENOLE.L   B 
EN0LE.L   B 

B303230104 
8305160200* 
8309040003 
830906010? 
B3Q5200707 

71~*)133 

90-31  3 
40-B9B4 
30-338 
30-3  3B     , 

EPLER.E   P 
BPPLE,  Q 
EPFLE.  0 
EPSTEIN,  E 
EPSTEIN,  E 

B30S090239* 
83Q92S0373* 
8303330973* 
8305120494* 
83091  20463* 

30-272 
SO-4B3 
00-493 
40-673 
40-672 

EPSTEIN,  E 

EPSTEIN,  Ft    B 
ERICKBON,  K   T 
ERICKBON.K   T 
ERICKSONrK   T 

83031  20466* 
8309270366 
8309D30646* 
8303030646* 
8303030646* 

40-672 
30-2147 
50-347 
30-347 
3O-247 

ERNST.  H  L 

EBTEV.H  P. 
EURYi  L  H 
EVftY,  L  H 
EUftY.  L  M 

S303  170996 
6309030717 
B309030433 
8309200007 
B30923Q347 

OEN    TEC 
40-fl064 
30-261    ' 
30-261 
90-261 

EVANS,  C.  A 
EVANS,  C    D 
EVANS,  J  H 
EVERETT,  R    J 
EVERETT,  R-  J 

8309260304* 
S309270086* 
83032600O4* 
B304  120983 
B30903Q30B* 

3Q-27B 
3O-393 
71-3J53S 
I&E           l 

70-B46   ' 

EVERETT,  R,  J 
EVERBQLEi  P.    E 
FAIR.  J   ft. 

FALCONER,  D 
FALCONER,  D 

B30906Q462 
8309260004* 
8303030474* 
6305270330* 
8303370411* 

40-BOB4 
71-5333 
3Q-4B3 
30-267   , 

30-26f  1 

FALCONER,  J  C 
FALCONER,  J  C 
FALL  IN,  J  F 
FARIS.J.  A, 
FARLEY,  J  H 

6305020425 
9309030429* 
8309100346 
B309O6060B* 
B3092404B4* 

50-443  ! 
30-443 
PROJ 
50-346  ! 
BO-34B 

FAfiMAN.n.F 
FAHRAR.  D.  L 
FARRARiD   L 
FARRAR.D   L 
FARRAR,  D   L 

8309200691* 
83030201  O6* 
8303030119* 
8309060  1B4 
8309  I  30  144* 

30-373  I 
3Q-1Q 
90-43<&  '• 
30-404  | 
50-373  1 

534 
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AUTHOR 
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NUMBER 

SUBJECT 
CATEGORY 

FARRAR,  D   L 
FARRAH,  D   L 
FARRAH,  D   L 
FARRAH,  D   L 
FARRAR,  D   L 

B305170331" 
030317043511 
B30SS00523* 
8305300540* 
9303240308* 

30-374 
30-373 
30-434 
30-454 
50-373 

Q 

a 

0 
0 

a 

FELTOH,  J   M 
FELTON,  J   M 
FELTON,  J   M 
FELTON,  J   M 
PEL  TON,  J   M 

B303  120007 
8303120010 
03051  20070 
8303120099 
8305120224 

FOIA 
FOIA 
30-33B         Q 
FOIA 
40-672 

FARRAR,  D   L 
FARRAff.  D   L 
FARHAH  ,  0   L 
FARRAR,  D  L 
F  ARRAH.  D   L 

830324031  9» 
B3052602S2. 
B3Q3270193* 
8305370409* 
0303310095 

50-373 
30-434 
30-436 
30-434 
30-293 

a 

a 
a 
a 
a 

FELTDN,  J  M 
FELTON.  J   M 
FELTDN,  J  M 
FELTON,  J  M 
FELTON,  J  M 

B30S1S0483 
8305120366 
8309120976 
B305120974 
8305130307 

30-271         Q 

30-267         F 
FOIA 
30-389         F 
30-273         F 

FARRAR,  D   L, 
FARRELUR   E 
FASRELLV,  T   J 
FASANO,  A 
FAUCONNEAU.  0 

9303310117-* 
0305260334* 
0303030331 
U303030I64* 
8305120484* 

50-237 
30-373 
50-247 
50-320 
30-461 

a 

Q 
0 
0 

a 

FELTON,  J   M 
FELTON,  J  M 
FELTON,  J  H 
FELTON,  J  M 
FELTUN,  J  M 

8305130310 
0305160193 
6303160233 
0303160279 
8309160203 

30-397         F 
30-312         Q 
30-312         8 
30-387        F 
30-369        F 

FAULHENUERRY,  D 
FAULKENDERRV,  H 
FAY,  C    V 
FAY,  C    H 
FAY,C    U 

8305240390 
83052  4  03  9  3  » 
8303030279 
8305030360* 
0305030376 

90-279 
30-273 
30-301 
SO-301 
30-266 

Q 
0 
B 
S 
5 

FELTON,  J  M 
FELTON,  J  M 
FELTON,  J,  M 
FELTON,  J  H 
FELTON,  J   M 

83091602B3 
0303160292 
8303180001 
830S1B0009 
B303180316 

30-313        F 
30-413        F 
30-49B        A 
FOIA 
30-237         P 

FAY,  C    W 
FAY.C    W 
FAY,  C    W 
FAY.C    U 
FAY.C    W 

B305Q3030S* 
0303030S23 
8305130009 
9309130034 
B305160169 

50-266 
30-266 
30-266 
30-266 
50-266 

3 
F 
P 
S 
K 

PEL  TON.  d  M 
FELTON,  J  M 
FELTON,  J  M 
PEL  TOM,  J  M 
FGLTQN,  J  M 

B30  3  190009 
B3032000B7 
8305230007 
B30333002S 
B30S230063 

30-329         0 
30-330         P 
90-43B         F 
FOIA 
FOIA 

FAY,  C    M 

FAY,  C    W 
FAV,  C    W 
FAY,  C    W 
FAY,  C    H 

0303160171* 
8309170252* 
S305170S63* 
0305190236 
3305200929 

50-266 
50-266 
30-266 
50-266 
30-266 

n 
a 

Q 

s 

Q 

F6LTON,  J  M 
PEL  TON,  J  M 
FELTON,  J  « 
FELTON.  J  H 
PEL  TON,  J  M 

8303S30113 
0303230213 
9303230223 
8303230232 
0303330246 

40-1478 
FOIA 
FOIA 
FOIA 
FOIA 

FAV,  C    W 
FAY,  C    H 
FAY,  C    W 
FAY,  C    W 
FAY,  C    W 

0305240131 
S305240331 
0305340350 
0305240379 
8303240412 

50-266 
50-3O1 
SO-301 
30-266 
30-301 

p 

s 
s 

B 
8 

PEL  TON.  J  M 
FELTON,  J  M 
FELTOM,  J  M 
FELTOM,  J  M 
FELTON.  J  M 

B3032400B7 
B30S240234 
B30S240369 
8303290029 
8303260397 

30-373         Q 
30-343         P 
FOIA 
FOIA 
30-338        A 

FAV-C    W 
FAY.C    M 
FAY.C    W 
FEIERABEND.C    D 
FEIL.R    A 

B3052  40497 
3303270341 
03052  7055B 
8303240061  » 
6309170439(1 

30-266 
30-266 
50-266 
30-282 
50-397 

P 
Q 
0 

a 

0 

FELTZ,  D  E 
FERO,  D  A 
FERO,  D  A 
FERO,  D  A 
FEflOUSON.R   N 

B303030292 
8309030171 
B309030178* 
B309030004 
8309200637* 

30-128         P 
30-34  1        A 
30-341        A 
30-341        A 
30-373        P 

FEITKNECHT.C 
Ft'UCH.  F   B 
FELCH.F    B 
FELTON.  J   M 
FELTON.  J   M 

830S030S93 
8309020429 
0308030429* 
B3042704S4 
B303020007 

30-334 
30-443 
30-443 
30-313 
70-378 

Ft 
0 
G 
F 

FERNANDEZ,  C 
FIATARONE.J  V 
FIATARONE,  J   V, 
FIEDLEH.P   B 
FIEDLER,  P  B 

B2092  1033S* 
8309060220* 
0305120474* 
B309080362 
8303030365 

90-336        P 
40-672 
FOIA 
30-219        P 
30-319        F 

FELTQN.  J   PI 
PEL  TON,  J  M 
FELTON,  J    H 
FELTQN.  J  d 
FELTON,  J  H 

0309030076 
0309030104 
B3030301SO 
9309030S14 
B305030231 

50-393 
90-293 
50-275 
90-3B2 
SO-399 

F 
F 

F 
F 
F 

FIEDLER,  P  B 
FIEDLEfl.P  B 
FIEDLER,  P  B 
FIEDLER,  P  B 
FIEDLER.  P   B, 

0305030441 
0309030022 
0303110374 
8303160023* 
0303170338 

90-219        8 
90-219        F 
90-219        P 
90-21,9        Q 
30-219        P 

FELTON,  J  M 
FELTON,  J   N 
FELTOM,  J  M 
FELTON,  J  M 
FELTON,  J  M 

B3050306S3 
9309030693 
0305040007 
8303040023 
9309040069 

SO-331 
50-269 
30-305 
90-243 
50-494 

F 
F 

F 
F 
F 

FIEDLER,  P   B 
FIEDLER,  P  B 
FIEDLER,?   B 
FIELD,  J  A 
FIELDS,  K  C 

8303200900 
B309230436 
8303270082 
B303200002 
S303030637» 

90-219        0 
30-219        R 
30-319        P 
CONTRACT 
30-393        8 

FELTDN,  J  M 
FELTON,  J  M 
PEL  TON.  J   M 
FELTDN.-J   M 
FELTON.  J  M 

8309040339 
83090403S9 
B30304O373 
0309D40304 
8303040614 

90-3 
30-313 
30-330 
30-369 
50-283 

F 
F 
F 

F 
F 

FIELDS,  H  C 
FIELDS,  J   A 
FIELDS,  J   A 
FIELDS,  J   A 
FIEUDS.J   A 

8305030061* 
8303030400 
0303060341 
8309060379 
8303110333 

90-399        B 
CONTRACT 
CONTRACT 
30-329        A 
CONTRACT 

FELTON.O   M 
FELTON,  J   fi 
FELTON,  J   M 
PEL  TON.  J  M 
FELTON,  J   M 

8303040620 
B3O304O640 
0305050203 
8303030300 
0305090311 

30-339 
30-321 
30-307 
30-289 
30-393 

F 
F 
F 
F 
F 

FIELDS,  J   A 
FIELDS,  J   A 
FIEND.  D 
FIENO,  D 
FINAMOftC,  B   A 

830316031B 
8309190506 
8303020324 
8303090932 
8303030303 

30-367        A 
CONTBACT 
TOPREP 
TOPREP 
30-937         0 

FELTON.  J  M 
FELTON,  J.  M 

FELTON.  J   M 
FELTON,  J  M 
FELTON,  J   M 

B305030377 
B3050A0073 
8303040113 
8305060123 
B30SOA0133 

30-320 
50-206 
FOIA 
FOIA 
40-672 

F 
P 

FINAMORE,  B  A 
FINAKORE.B  ft. 
FINAHORE,  B  A 
FINAMORE.B  A 
FINAMORE.  B  A 

0303  I  002  10 
8303100330 
8303100390 
B30S120291 
8303120291 

30-337        0 
30-337         0 
30-337         Q 
50-337        0 
30-337        0 

FELTON,  J   M 
FELTQN,  J  M 
F£LTON.  J   M 
FELTON,  J   Hr 
FELTON.  J  M 

B303040M4 
S30304O33B 
0303060373 
9305060S93 
B303060&16 

FOIA 
30-403 
30-313 
30-34A 
30-340 

F 
F 
F 
F 

FINAMORE,  8  A 
FINAMORE,  B  A 
FINAMDRE-B  A 
FINAMORE.  B  A 
FINDLAY.J  A 

8303  liO  149 

B303160IB1 
8303190231 
B309340333 

8303050426 

30-337        0 
90-337        0 
30-337        0 
30-337        0 
NUREfl 

FELTON.  J   M 
FELTON.  J   M 
PEL  TON,  J  M 

FELTON.J  M 
PEL  TON-  J   M 

0303060627 
8303060673 
8303060692 
9303090024 
8303070241 

30-317 
90-299 
30-346 
30-206 
FOIA 

F 

F 
F 
H 

FINDLAY,  J  A 
FINK,  J 
FINLAYSON.F 
FINN.J  A 
FINNGRAN,  J  C 

B303I  10196 

8303340344 
8303110027 
8303330139* 
B303090923* 

NUREO 
30-440        0 
NUREO 
70-1193 

30-443         T 

FELTON.  J   M 
FELTON,  J   M 
FELTON,  J.  M 
FELTDN,  J  M 
FELTON,  J  M 

B309090292 
B303090306 
0303090329 
B30S090S42 
8303110369 

90-966 
50-373 
30-443 
90-33B 
30-213 

A 
0 

F 
T 
P 

FIORELLliO 
FIORELLI.O 
FIQRB-LI.Q, 
FIORELLI,  0 
FIREBAUOH.L 

8303170382* 
8303170364* 
8303190049*1 
B303230139* 

8303040346* 

50-32B         0 
30-338         Q 

90-33.9         a 
FDIA 
30-369         B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATE8QRY 

FIREBAUflH,  L 
FISCHER  ,  D 
FISCHER,  D 
FIBCHER.B 
F1TZOERALD,  J  A 

83090409600 
9305170015 
0303170079 
B30517O117 

S304040391 

90-369        B 
5O-31  I        f 
90-372        P 
50-273       P 
30-323       U 

FITZGERALD,  J  A 
FITIOERALD.  -J   A 
FITZflERALD,  J   A 
FITISERALO,  J  A 

FITZ0ERALD,  J  A 

8303180552 

B3Q51  80366 
8305180430 
B3OMS0437 
8303180445 

90-322        U 
50-325       H 

30-332        H 
M-V70        U 
90-322        H 

FITZPATRICK.  B 
FWACK.  E 
FLACK.  E 
Ft-ACKt  E 
FLAQO,  D.  M 

B30912046B* 
8309Q30405 
B303Q3046B 
8303090224 
B30S240944 

90-266         0 

so-aso      a 

IfcE 

50-aao      o 

30-440        0 

FLANAOAN,  0  0 
FLM1AOAN,  0  D 
FLANNERY,  E  J 
FLANN.ERY.E  d 
FLEENOR.  C 

8303190208 

03031  9O20a 

0303300497* 
B3Q8a004fcB» 
B30SOA0174 

30-322        D 
50-332       6 
GA999 
WiV> 

CONTRACT 

FLEENOR,  C 
FLEEMOR.C 

FLEENOR.  C 
FLEEHORiC, 
FLEISCHAKER,  D. 

0309110031 
S3QS1  1QSO4 

B303120313 
S3O517OtOt 
B303060451 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
30-273        0 

FLEIBCHAKER.D 
FLEISCHAKER,  D 
FLEIBCHAKER,B 
FLEISCHAKEH,  D 
FLEIBCHMANN,  R 

8309090438 
B30309043B 
830S2OO273* 
8303200273* 
83053701  17 

30-279        » 
90-Z73        * 
50-275       P 
90-279        P 
3O-Z7B        B 

FLEISCHMANN,  R 
FLEI8CHNANN,  R 
FLEIBHER.Z   S 
FLEISHER,  I    8 
FLEUHY.E  fl, 

B3032701S4 
8309270239 
8305030039 
8303200609 
B309050337* 

30-277        B 
30-277        S 
90-347        0 
30-247        fl 
70-378 

FLORV,  C   A 
FLYNN,  J.  D, 
FLYNN.  M, 
FLYNN,  M 
FLYNN,  R  M 

B309Q90620 
8303090486 
3305110337 
8309200143 

B30SQS003a» 

HASTE  MOT 
30-358        E 
CONTRACT 
CONTRACT 
FD1A 

FLYNN.  ft   M 
FLYNN,  R   H 

FLYNN,  R.M 
FLYNN.  R.  M 
FLYNN,  R  H 

830903000B* 
8303030027* 
S30S0300ta» 
0303030073* 

8303030169* 

FOIA 
FOIA 

FOIA 
FOJA 
FOIA 

FLYNN,  R   M 
FLYNN,  R.  M 
FLYNH.H  M 
FLYNN,  R.  H, 
FLYNN,  S  F. 

0305030333* 

0305040239* 
B305O4OS73* 
0303040583* 
8305240446 

70-378 
FOIA 
FOIA 
70-378 
50-400        0 

FLYNN,  B,  F. 
FLVNN,  8.  F 
FQLEY,  T 
FORD,  J  1. 
FORD,  0.  T 

8303240931 
B3O92904B9 
B30S100433* 

B303030001 
8309050100 

90-400        0 
PR 
50-247        ft 

71-6894 
7O-1SOI 

FORD,  J  T 
FORD,  J   T 
FOREMAN,  H 
FOR  TUNA,  R.  A 
FOHTUNA.R   A 

B309030203 
8303260376 
83O9S70634 
8303180233" 
B30S180363* 

70-1201 
70-1801 

SO-3B2        6 
FOIA 

FOIA 

FDRTUNA.  R   A, 
FORTUNA,  R    A 
FOSTER.  D  0 
FOSTER-  D  0 
FOSTER,  E  R, 

8309180283* 
83051  90291* 

eaosiooihi 

8309230492 
8305270087 

FOIA 
FOIA 
50-424        8 
90-424        B 
50-336        a 

FOSTER,  d.  E 
FOSTER,  W.  E. 
FOSTER,  H  E 
FOSTER,  H  E 
F0URNEY,  H  L 

8303  I  90306* 
8305030351* 
B30SOSOS8S* 
8303240462* 
B305I  10512 

FOIA 

QA979 
OAV?9 
QA999 

NUREfi 

FQX.R.  H 
FRAOOLA,  J.  R 
FRAHM.  K 

FRAHH,R. 
FHAHH.  R. 

8309040993* 
8305110119 
8303060482* 
B303Q4i04B9» 
8305110274* 

CONTRACT 
NUREO 
90-272        B 
30-31  1        B 

30-3  n      a 

FRAHM,  R 
FRAHH.R, 
FRAHM,  R 
FRftHM,  R 
FRAHM,  R 

8305160057* 
B303U0102» 
83051  60  123* 
830S170370* 

0303200397* 

30-311        8 
30-311        3 
30-311        8 

so-sii      a 

30-272        S 

FRAHM,  B 
FRAHM.  R. 
FRANCIS,  E, 
FRANCIS,  E. 
FRANK,  L. 

830S300346* 
8309230501 
8303030293 
8305030362* 
8303  190440 

30-311        8 
90-31  1        B 
40-8728 
40-B728 

30-244        fl 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FRANK,  L 

9303190465 

30-369 

a 

FRANKLIN,  E   N 

93032300B6* 

71-36O7 

FREDRICKSDN.P 

9303270629* 

30-439 

Q 

FREEMAN,  M  D 

9303260404 

40-8769 

FRENCH,  J  F 

B303240317 

30-347 

H 

FRENCH,  L   D 

B303030997* 

30-29 

5 

FREUDENTHAL,  N 

B303030273* 

40-B729 

FfiEUDENTHAL,  N 

9303130363 

40-9O£>4 

FREUDENTHAL.  N 

8309170242 

40-0064 

FREUDENTHAL,  N 

B303S30193 

40-9102 

FREUDENTHAL,  N 

93032A03B9 

40-299 

FREY,  D  0 

B30306023& 

PR 

FREY,  D  0 

9303180330 

PR 

FREY,  D  G 

83031  B0369 

PR 

FRIZZLE,  C    D 

8303130123 

30-309 

P 

FROUNFELKER.fi 

B3032402BO 

30-133 

J 

FfiOUNFELKER,  fi 

8303240270 

30-293 

J 

FRYE,  J   H 

83090303B2 

90-142 

0 

FRYE,  J   H 

8303060920 

90-142 

0 

FRYE,  J  H 

8303100330 

90-142 

0 

FFtYE,  J   H 

9305130039 

90-70 

G 

FRYE,  J.  H 

930S130076 

90-142 

O 

FRVE,  J.  H 

B305I30079 

50-142 

0 

FRYE,  J  H 

9305130130 

90-142 

G 

FRYE,  J  H 

8303  160  I  i3 

50-142 

0 

FRYE.J  H. 

9303260171 

30-3SS 

0 

FfiYLINO.R 

830M00067 

30-272 

I 

FUHRMAN,  0  R 

8303020909 

30-317 

9 

FUHB,  A 

B3032602B6 

30-263 

S 

FULLER,  C   H 

930S23Q4S7" 

30-267 

R 

FULLER,  E  D 

9303060160* 

FDIA 

FULTON,  J  F 

9303060277* 

90-244 

P 

FUNCKE5,  J   L 

8303290303 

GEN  TEC    ; 

[8 

FIWBU9H,  M  H 

8303230407 

90-133 

P 

GAD,  R.  K 

B305  040300 

30-443 

G 

OAD,  R   K 

S30S040300 

90-443 

0 

OAD,R   K 

8303040316 

30-443 

0 

GAD,  R.  K 

9303040333 

90-309 

G 

GAD,  R.K 

8303040333 

30-309 

0 

OAGE,  J 

8303190209 

30-44O 

0 

GAGE,  K. 

9309300213 

PR 

OAOLIARDO,  J   E 

930S020SZ9 

90-4B2 

A 

OAOLIARDD,  J   E 

8303100093 

90-443 

Q 

OAQLIAttDO,  J  E 

8303200329* 

50-267 

0 

OALEF,  8,  R. 

8303190342 

30-247 

G 

GALLAGHER,  P   J 

B3032404&4 

30-247 

G 

DALLO,  J 

B303060493 

90-199 

G 

OALLO,  J, 

9303060493 

90-199 

0 

OALLO,  J 

8309120299 

80-434 

G 

CALLQ,  J 

B303  120279 

90-494 

G 

OALLQ,  J. 

9309130183 

30-193- 

0 

OALLO.  J 

930S1301B3 

30-133 

0 

OALLO,  J 

8303200610 

90-199 

0 

OALLO,  J 

9309200610 

90-199 

G 

OALLO,  J 

9309240433 

30-133- 

0 

OALLO,  J, 

8303240498 

30-133 

0 

OALLO,  R 

G303O30333* 

30-30? 

a 

OALLO,  ft 

830311029? 

80-443 

B 

OALLO,  R  M 

B309030117* 

90-443 

Q 

OALLO,  R.  M 

B305i9003B» 

30-322 

a 

OALLO,  R   M 

8303230431* 

30-2? 

Q 

OALLO,  R   M 

8303230430* 

90-271 

a 

GALM,  D  T 

83030Z0073 

70-69B 

OANBLE,  D  H 

83031  BOO  13* 

FOIA 

GAMBLE,  D  H 

B30B1B0016* 

FOIA 

GAMBLE,  D.  H. 

B3031B0106* 

FOIA 

OAMMIE,  0.  B 

6305240302 

30-31  7 

j 

OAfiCIA.E  H 

830S170S01* 

30-273 

a 

GARCIA,  M  J 

B30BO60436 

PR 

GARCIA,  P.  J. 

B303I20496 

40-3433 

OARCIA,P   J. 

9303130297 

40-3433 

GARDE,  B 

8303170097* 

30-38? 

a 

OARDEiB.P. 

8309170124* 

30-373 

G 

GARDNER,  R.  N 

8309100217 

90-329 

T 

OARLAND,  M  L, 

0305240363 

40-279 

GARLAND,  U  L 

3309260368 

40-2?? 

GARNER-  L.  M. 

B309&70633* 

30-324 

a 

OARRIBBAiS. 

830906037? 

NUREO 

OARRITY,  J.  H 

9303020373- 

90-309 

a 

OAftRITY,  J  H 

8309090220 

30-309 

p 

OARRITY,  0.  H. 

8303060494 

90-30? 

B 

OARRITY-  J.  M. 

B303O6093B 

30-309 

B 

OARRITY,  J  H, 

83031104S3 

90-309 

B 

OARRITV.J  H 

8303130094 

30-307 

P 

QARRITY,  J  H 

8303130078 

30-309 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORV 

OAHRITY,  J   H 
GARHITY.J   H 
OAHRITY.  J   H 
GARR1TY.  J    H 
QARRITY,  J    H 

B30316O065 
93O5I9O3OS 
8305200341 
Q3O3SOD360 
S30930O467 

50-309         S 
3O-3O9         P 
90-309         F 
30-3O9         B 
90-309         S 

CARRITY.  J   H 
GARRITYiJ   H 
OARRITY.  J   H 
GARRITY,  J   H 
OARRITY,  J   H 

B  30  52  OD  469 
S3O320O327 
Q30320O37B 
0303230127 
B3052303B3 

3&-  309         f 
30-309         a 
30-309         I 
30-309         F 
90-309         P 

OARRITY,  J   H 
OARRITY,  J   H 
OARRITY,  J  H 
OAHRITY,  J    H 
OARRITY,  J   H 

B305230472 
B30324O266 
S30524O270 
B3052  50429 
Q30531O047 

90-309         S 
3O-3O9         P 
30-309         P 
30-309         a 
30-309         0 

OAHY.R    J 
OAHY.R    J 
OARY.R.  J 
OARV,  R-  J 
OARYi  R-  J 

B30M6O13B 
B3031  70029 
B3052QOS9B 
B305SOO4I9» 
93032006744 

5O-4.45         H 
7O-2932 
9O-44S         S 
30-443         a 
90-443         0 

GDANSK  1,8 
QEARS<  Q 
GEARS,  Q. 
GEARS.  O 
GEARS,  Q  E 

B3051BO424 
G3030&O6B4 
S303I70322 
B30SS30318 
B303040704 

30-247         G 
90-378         IP 
30-277         F 
30-277         P 
90-277         P 

GEARS,  0,  E 

GEARB'O  E 
OEHR.A  C 
GEHR.A  C 

OEHR,  A   C 

B303040716 
B3051SO007 
B30524O482 
03053  1  O2  J  3 
030S31021S 

50-277         F 
90-S7H         P 
90-329         0 
30-S2S         0 
9O-32B         G 

OELhfAN.K  R 
GEL  MAN,  M  R 
OELKAN.K  R 
GERDEMANi  F   M 
OERDEMAN,  F   H 

B303Q3Q335 
830303O333 
B305190219 
B305040047 
830526O41B 

3O-33B        G 
30-339         <5 
90-33B        G 
40-7S69 
40-Bi9fl 

OERETYj  H,  F 
OEROELY,  P 
OETTV,  B,C, 
01BBONE,  T   D 
OIBBONS,  T   D 

B30SZ30037 
B303110476 
830317O342K 
B30327O430* 
a30337O342» 

90-219         J 

NUREQ 
90-133         S 
90-390         Q 
30-3B9         O 

QIBBON.A 
OIBSONiA  F 
OIBSON.A  F 
OIDBDN.A  F 
GIBBON,  J 

8304200139 
B305130173 
B303230937 
B3093I0174 
B30S1AOJ!04« 

IfeE 
7O-  143 
7O-143 
90-369         8 

50-312      a 

Q1BBON,  J 
QIB60N,  R  L 
OIBBON,  ft  L, 
QIEBE.D,  0 
QIEBLER,C.  W 

930317OO14* 

830504O43S 
8305310033 
8303030472 
a305<J303l4 

3O-336         R 
5O-413         H 
30-413        0 

PR 
50-303        Q 

GIEBLER'C    M 

OIEBLER-C   M 
OIEBLEftiC   M 
OlEBUERiC   M 
01EBLER.C   M 

3303030600 
B30304O009* 
B30305O106 
3305  1OO  102 

aso&toom 

50-303         P 
30  -SOS         F 
30-3O3         R 
90-303        P 
30-303        P 

QlEBLEfl'C   M 
OIE-8LER,C   U 
OIESLER'C   H 
OIESLER'C    » 

OIESLER.  C    H 

3303100389 
9303110003 
3305130230 
8305  17O  150 
8305170267 

30-303         8 
50-303         P 
90-303        R 
5O-30S        P 
SO-3O3         S 

OIEBLERi  C.  M 
01EBLER-C   H 

O:ESLEB,C.  H 

OIESLEfl.C   W 
OIESLEfl.C   M 

B305170323 
B30523O30D 
B303230729 
B30  3270009 
B30S27O19B 

90-303         B 
5O-3O5        P 
30-303         P 
30  -303         P 
50-303         B 

0100EY,  C   A 
GILBERT.  L    D. 
GILBERT,  R   A 
OILDENHORN,  A   J. 
OILDENHORN.  A   J 

B305200473» 
S30323O314* 
8303310086 
8303H0139 
8309200131 

30  -3D^        P 
50-4SB         Q 
50-237        P 
COMTRACT 
CONTRACT 

01LDEMHORN,  A,  J 
GILDNER-M.  L 
OILINaKY.  V 
GILINSKY,  V 
OILLEN.D  H 

B30526OOB1 
H30303O337" 

S30923OS09IF 
Q30323O440* 
8303(30385* 

CONTRACT 
30-440         T 

30-320        T 
3G-2B9        U 
40-B732 

OILLEN,0.  M 
OILLEN,  D,  M, 
OILLEN,  J. 
OILLMAN,  D. 
OILMAN,  A  R 

930  3  tOO  337 
B305160239* 
B3051301S3* 
B3031  10270 
B3030&0141* 

40-B769 
4O-B673 
3O-2B6         P 
90-338         G 
40-672 

OILMAN,  A,  R, 
OILMAN1,  A  R 
OILMAN,  A  R 
OILMAN,  A  R 
QILRAY,  J  W 

B303060191* 
B30512029B* 
S30B  1  20-301* 
8303(20627* 
83031OO261 

40-672 
40-672 
70-82 
40-672 
30-3E9         T 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

GINSBERG,  T 

8305110237 

NUREG 

QlflAHDj  E    H 

830527OS74* 

30-2BO         Q 

OIUFFRIQA.  U    0 

83050606^7* 

30-247         0 

GIWFFRIDA.  U    D 

B30SS30474 

COMMISSION 

Olt/FFRIDA.  L   0 

9  30  5  2306  7O 

50-3              F 

QIUFFRIIJA.L    0 

8305310049 

30-347        F 

GLASS.  S    M 

93030204  [9 

90-247         0 

QLA9SPIEGEE-.H 

B3QS0405O6 

30-440         T 

QLEASON,  J   P 

B303040464 

90-247         C 

OLE  AEON,  J   P 

B305ISOI33 

SO-S47         0 

OLE  AEON,  J   P 

8303190143 

50-247         Q 

OLE  I  BSE  M,  A 

8305160193 

30-440         0 

QLENNnJ 

8305030109 

ItE 

GLENN.  J 

3303120518* 

10-673 

GLENN,  J    E 

930  S  0601  93  « 

40-673 

GLENN,  J    E 

8305120507* 

40-672 

QLO£HSEM,  W   D 

S309270614* 

90-346         Q 

QL0VER,  K   S 

8305040606* 

30-369         F 

GQDDARD.H    J 

9305100401 

30-153         C 

GODDARD,  R    J 

9303120336 

30-461          0 

ODDDARD,  R,  J 

9303170592 

90-309         0 

QDDY 

B303100D04 

90-372         S 

OODV 

830311043? 

90-286         S 

OODY.  A    T 

8304  1  10  176 

HE 

OQDY.  A   T 

83041803549 

70-1143 

OODY,  A  T 

83050204  51? 

50-219         S 

OODY,A   T 

B309030274 

30-SB6         3 

ODDY,  A    T, 

93050901  ?0« 

50-247        Q 

OODY,  A    T 

9303120434 

50-273         S 

ODDY,  A   T, 

B305  190313* 

30-27!         Q 

GOLDBERG,  J   H 

930923009-6 

50-499         K 

0-OLDBEHO.,  J   H 

9309250058" 

30-49H         K 

GGLDBEHO,  J   H 

9303310177 

50-498         A 

GOLDBERG.  J   R 

83090300  >3 

50-389         0 

00LDBERQ.  J  R 

8305090401 

50-239         0 

GOLDBERG,  J   R 

8303100231 

90-289         a 

QQLDBEHO,  J   R 

830517003? 

30-3B9         0 

GQLDBERQ.  J   R 

9303300632 

90-2  H<?         0 

GOLDBERG,  J   R 

9309240323 

50-289         0 

OOLDBERO,  M   L 

S305350337 

30-847         0 

0  OLDEN,  D    M 

83031  10323 

NUREG 

GOLDEN,  M   P 

B303i202oa 

50-H86         J 

GOLDEN,  M   P 

83Q31601O9 

90-346         J 

GOLDEN,  M    P 

9303160157 

50-272         J 

OOLDNANN.  K 

8305230  1Q7 

71-9019 

OQLDMANN,  K 

93052301  1H« 

71-9015 

GOLDSTEIN,  B    L 

9303040399* 

70-37B 

GOLDSTEIN,  6    L 

93030406  7B« 

70-378 

GOLDSTEIN,  D   B 

9303  170337 

50-922         G 

GOMER.Q 

B30302028B 

XPDRTL1C 

OOMERiD    A 

93050  907H3 

XPDRTL1C 

GOODIE,  j  s 

830S1'90379* 

30-373         P 

GOODMAN,  L   S 

9303020170" 

90-409         S 

GOODMAN,  L    6 

9303020182" 

50-409         S 

GOODMAN-  M   J 

9309170235* 

30-5H8         A 

GOODWIN,  C   R 

a3050a0095» 

FOIA 

GOODWIN.  C   R 

9305Q3QS39* 

70-379 

GOODWIN-  C   R 

9309040060* 

70-37B 

GOODWIN,  C    R 

9303040470* 

FOIA 

ODREL1CK,  M  S 

63032302O3 

FOIA 

GORMAN.  V   W 

8303110467 

NUREQ 

OOWERrO,  C 

3309130199* 

90-449        Q 

QDUERrO.  C 

03*03180096* 

FOIA 

GRACE,  J.  N 

0303090013 

90-537         E 

GRACE,  J    M 

0303240022 

90-937         E 

OR  AC  Ei  J   N 

8305250  life 

30-537         E 

GRACE,  J   H 

83Q32600O1 

50-337         L 

OR  ACE,  J   N 

S303260002* 

30-937         L 

QRAEBSER.  K   U 

8303030440 

30-304         S 

QRAeaSER.K  L 

8303060143 

90-299         S 

SRAESSEft,  H  I. 

9305060523 

90-243         S 

ORAEaSEH.K  L. 

0305060567 

90-299        S 

ORAESBER,K  L 

0305120013 

30-393         R 

GRAESSER.K  L 

0305130196 

90-304        8 

ORAESBER.K  U 

0303340214 

90-304        S 

GRAESSER.K  U 

630534031  1 

30-393         3 

OHAEBSER.  K  L. 

03  033  1  0!  60 

90-304         S 

GRAHAM,  E    T 

S309160H9 

50-293         S 

OSAHW1.  E    T 

0309230339" 

30-293         S 

OftAMrt.  K,  A 

3303050119" 

30-443        Q 

ORANNIS.  A  B 

0303540341 

50-247        H 

OHAVEB,  R    H 

0309200600 

50-213         S 

ORAVEB,  R    H 

9303270324 

30-313        Q 

ORAY,  E 

3303110330* 

90-EB9        Q 

OREEN,  D.  W 

0309190132" 

FOIA 

536 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

GREEN,  D   W 

830S190133* 

FOIA 

OREEN.  D   W 

8305190337* 

FOIA 

GREEN.  D   W 

830519Q34I* 

FOIA 

OREEN.  H   J 

B304  190499 

30-327         S 

GREEN,  H   J 

B3Q303Q176 

50-327         S 

GREEN,  H   J 

3305030266 

50-296         S 

OREEN.  H   J 

B30S030569 

30-327         S 

OREEN,  H   J 

B303030IB3 

30-327         8 

GREEN,  H   J 

0305050193 

SO-327         S 

OREEN.  H   J 

8305030211 

30-328         S 

OREEN.  H   J 

B3Q303D31B 

so-aaa      B 

OREEN.  H  J 

B3Q3030Z3B 

30-26O         8 

OREEN.  H   J 

0303030266 

30-339         B 

QREEN,JH   J 

830S100O13 

30-259         8 

GfiEEN,  H   J 

B303100031 

30-260         S 

OREEN,  H   J 

83051  000  61 

30-239         B 

GREEN,  II   J 

6303  100  1O7 

30-396         3 

GREEN,  H   J 

8303100235 

30-260         8 

GREEN,  H   J 

03051  IO323 

30-327         8 

OREEN,  H   J 

03031  10333 

30-259         3 

QRESN.H   J 

8303110373 

50-327         S 

ORE£N,H   J 

83091  IO409 

30-328         8 

GREEN.  H   J 

B30313O08S 

50-259         B 

GREEN,  H   J 

B305130131 

90-26O         8 

OREEN-  H   J 

8303170030 

30-296         8 

OHEEN,  H   J 

B3031  70330 

30-26O         S 

OREEN,  H   J 

83032002BB 

30-260         8 

OREEN.  H   J 

9305E00420 

90-260        8 

OREEN.  H   J 

B303200437 

30-327        S 

GREEN,  H  J 

8303200377 

30-327         S 

GREEN.  H   J 

B303230S30 

30-337         S 

OREEN,  H  J 

8303290342 

30-328         8 

GREEN,  H   J 

B30S3503S7 

50-260         B 

OREEN,  H  J 

63092303BO 

3O-328         S 

OREEN,  H  J 

8305230100 

SO-328         B 

GREEN.  H  J 

B303230433 

3O-328         8 

OREEN.  H  J 

B303230326 

30-327         B 

OWEEN.H  J 

8303330532 

50-327         S 

OREEN,  H  J 

8303310034 

30-296         S 

QREENBAUM,  R 

B3031B044S" 

3O-322         H 

OREENBAUM.R   L 

8309190209 

30-440         O 

SR£ENE,O   A 

B303110237 

NUREO 

GREENE,  H   J 

8305230508 

3O-296         S 

GREENKORN.R    A 

B3Q30601S3* 

CONTRACT 

OREENHAN,  E 

B30323023  B 

SO-27B         3 

OREOER.L   R 

8303060634* 

40-8202 

OREGER.L   R 

B303  100402* 

30-337        Q 

ORECeft.L   R 

8303120333* 

50-371        a 

OREQER,L  R 

3303  170333* 

30-293        O 

GHECER.L  R 

8303190161 

70-8 

OflEQER.L  R 

9303210026* 

HO-333         Q 

ffREOER,  L  R 

8303240292* 

30-331        0 

OREOER,  L   R 

8-303240340  » 

40-3392 

•OREOO,  H 

83032309Q3* 

90-267        0 

GREGORY,  E 

8303  1B04  9-7* 

30-322        H 

OflEOORY,  H  8 

B3031  1006H 

REB 

OflEOORV,  U  8 

8303110003 

RE5 

OREQQRY,  H  8 

B3Q5  130392 

REB 

OR  ELLA,  A  H 

8303130351* 

40-672 

CRELLA,  A   H 

8305130614* 

FOIA 

ORIER,  B    H 

0303  120519* 

40-672 

ORIER,  B    H 

B309  130333* 

40-672 

QRIEH.B    H 

8303  120340* 

40-672 

GRIFFIN,  H  B 

8303100307* 

50-483         Q 

GRIFFIN,  J 

83QS2602iQ 

30-313         3 

GRIMES,  B   K 

B20BI  9007  fl« 

50-443        F 

GRIMES,  B  K 

8303030474* 

50-4B3        0 

CRIMES,  8   K 

B305  100414* 

30-133        0 

QROSCUPiO  H 

8303030436 

50-347         P 

GHOS9MAN.  H 

8303260172 

50-46O         0 

QRDTENHUIS.M 

B3031  10030 

50-303         P 

ORUCC1.T.  B 

8305030033* 

FOIA 

GHUCCI.T.  B 

S3030  30092* 

FOIA 

OHUCCI.T  B 

S303040244* 

FOIA 

ORUCCI,T.  B 

8303040323* 

FOIA 

CNUCCLT   B 

6303040378* 

FOIA 

OUCHA.L   T 

8303030261 

30-321        H 

OUCWA.L   T 

B303060031 

50-331        P 

OUCWA.,  L.  T 

8305060334 

PR 

»UCWA«L  r 

S3QS060306 

80-321        P 

flWCWA.L.  T 

B305060469 

50-321        F 

flUCHA,L  T 

8903160144 

50-321        Q 

•OUCWAi  L.  T 
flUCHA.  L.  T. 

8303160199 
8303200-133 

30-366       P 
30-321        P 

4UCUA,  L,  T 

8309840230 

30-366        P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

GUCUA.L    T 
GUCHA,  L    T 
QUCHA,  L    T 
OUERRY.J    E 
GUILD,  R 

83O533O530 
83O326D298 
B30527012B 
B30S06O377 
B3O306OZ32 

30-321         F 
30-366         P 
50-321         0 
30-23B         R 
30-413         0 

GUILD.  R 
GUILD,  R 
OUINN,  P 
OUIMN.P    R 
OUIMN.P    R 

B305060B52 
B30S31O135 
930502O1B7* 
80OS2SO310* 
80OS23O337* 

50-413         G 
50-413         0 
FOIA 
FOIA 
FOIA 

QUINN,  P    R 
QUINN.  P    R 
OUINW.  P   K 
QUINN,  P    R 
OUINW,  P   R 

8008230463* 
B10403O770* 
83D30ZO010* 
S30302O220* 
&3OS03O195* 

FOIA 
FOIA 
FOIA 
FOIA 
70-37B 

OUINN,  P   H 
GULDEMONO,  H  & 
OUMMESON.P   U 
OUMMO,  R 
OUPPY,  J  O 

83O304OOB1* 
S3OS24OS47* 
S  303120279* 
B3051ZD326* 
8305110837 

FOIA 
30-373        Q 
40-.672 
30-330        T 
NUREO 

QUSTAF50N,  L   D 
OUSTAVE.  R   P 
OU8TAVE,R    P 
OUBTAVE,  ft,  P 
0USTAVE.  R.P 

S3  0306  0382 
83O303O707 
83030404,40* 
83O3050404* 
B30S060183* 

PR 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

OUBTAVE,  R    P 
OUSTAVE,  R.  P 
OUSTAVE,  R.  P 
OUSTAVEiR    P 
OUSTAVE,  R   P 

83O50&O384* 
8309090O12* 
8309090038* 
830  30901  17* 
8303090131* 

50-339        A 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

OUSTAVE,  R,  P 
OUSTAVE,  R   P 
OU8TAVE,  R   P 
OUBTAVE,  R   P 
QUSTAWE.R   P 

B3O3110O41* 
8309110236* 
B30S1  1O&09* 
8303110343* 
8303160333* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
90-367        A 

OUSTAVE,  H   P 
GU3TAVE-R   P 
SUBTAVE,  R,  P 
OUBTAVE,  R   P 
GU9TAVE-R   P 

B30317Oi07* 
B303I7O614* 
830B170&93* 
B30S19OS14* 
830330O004* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

OUBTAVE,  R    P 
OUBTAVE.R    P 
OUBTAVE.R    P 
OUSTAVE,  R    P 
OUBTIN,  H  L 

B303200M9* 
B3Q333QSB<J* 
8303270100* 
8303270110* 
83033  1OO97* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
30-366       Q 

OUTKAN,  D, 
OUTMAN,  D 
OUTMAM,  D 
fiUVNN.  T  P. 
HAAS.C  F 

8303030619* 
6305030619* 
83050306  I  9* 

830326OZ31* 
8309030312* 

30-847        0 
30-247        0 

50-247        G 
30-338         Q 
70-378 

KAAS.C   F 
HAASS-  W  P. 
HAAB8<M  P 
HADLEY.C   D 
HAGAN,  T  F 

B30S04O217* 
830309O632* 
B30S230004« 
8303180489 
8305040331* 

FOIA 
30-443       0 
30-588       A 
30-243        P 
CONTRACT 

HAOAN,  T  F. 
HAOAN.T  F 
HAGAN,  T  F 
HAORMAN,  D  L 
HAOUErR  L 

8303110163* 
8303200134* 
83093602-32* 
8303110323 
8303130469* 

CONTRACT 
CONTRACT 
CONTRACT 
NUREO 
30-266        Q 

HAHN,  G  T, 
HAIRSTON.H  0 
HAIRSTON,U  0 
HAIRSTON-U  0 
HAIRBTONiM  O 

B30S1  10312 
8303030339* 
83O3O90  1&4* 
B303O5013S* 
B3030502O3* 

NUREO 
30-364        B 
30-348        B 
50-34B         8 
50-348         S 

HAIRSTON.M  0 
HAIR3TON,U  O 
HAIHBrON,  M  0 
HAIRSTON.M  0 
HA!RSTON,U  0 

83O5100139* 
03031102(40* 
8303300337* 
0303200362* 
8303330344* 

30-364        8 
30-364        B 
SO-348        R 
30-3i4         R 
50-34B        8 

HAIHSTON.H  Q 
HAIRSTONi  M  O 

HAinsroN.w,  o. 

HAISLEB,  H  K 
HAIST.  D  P, 

B303S30S90* 
8303330333 
8303290381 
S303270425 
83O317039O* 

50-348       8 
30-349        8 
30-348         8 
30-321        8 
30-308        Q 

HALE.C    J 
HALE.C    J 
HALE,  C    J 
HALL,  B. 
HALL,  B    L. 

8303020307* 
830309022A* 
B309300340M 

830-9100109* 
8304SS0279 

QA999 
QA997 
OA979 

90-334        Q 
50-400        S 

HALL,  D.  P 

HALL,  D   P, 
HALL,  D   P 
HALL,  D.  P. 
HALL,  D.  P. 

8304090243 
B303O201I1 

B30304027B 
S303O60376 
B30B  180473 

50-461        K 
90-461        Q 
30-461        6 
30-461        Q 
90-461        8 

AUTHOR 

ACCESSION              SUBJECT 
NUMBER                   CATE90RV 

HALL,  D   P 

B303340413*        80-461        A 

HALL,  D   P 

8303240421*         30-461         A 

HALL,  D  P 

8309260247*        3O-461         i 

HALL,  D   P 

B309270017           30-461         A 

HALL,  D  P 

B30331OI29          9O-461        g 

HALL,  D  P 

B30S310183          30-441        B 

HALL,  R    E 

830311O119          NUftEO 

HALL.H   E 

8303110237           NUREO 

HAMILTON,  J 

B309D9O403*        QAWJ 

HAMMOND,  W  J 

8303100099          30-313       F 

HANCOCK,  J  A 

8303230393          30-30B       p 

HANDBOY,  L 

8303200636           30-1  4O        0 

HANNERZ.  K 

6303230234*        FOIA 

HANNETT,  D 
HANNETT,  B   A 

8303130301            XPOftTLIC 
8303180831           XPORTL1C 

HANNETT.B   A 
HANNETT,  B,  A 
HANNUM,  W  H 

8303190492          XPORTL1C 
B303360097           XPOHTLIC 
B30903O6BS           30-201         P 

HANNUM,  W  H 

8303240614          90-2OI        p 

HANSON,  0  P 

8303090310*         70-37B 

HANSON,  W  A 

83031S0133*        90-449       Q 

HARDIN,  A  K 

B3030302S6          30-261        & 

HARDIN.  A  K 

8309270401*        90-361        D 

HARDING,  H  R 

B304J90937«        30-337       9 

HARDING,  M  R 

8309030183*        30-327        g 

HARDINO,  M  R 

8309030979*         30-337         g 

HARDING,  H,  R 

83030301280        30-327        g 

HARDINO,  M  R 

B  30  3  03  0206*        30-327        8 

HARDINO,  M  R, 

8303090317*        90-338        B 

HARDING,  M  R 

8303030224*         30-338         & 

HARDING,  M  R 

HARDINO,  M.  R 

B3031  10329*        30-327        8 
83031  103B2»        30-337        B 

HARDINO.  M  R 

83031  10419*        30-328       9 

HARDING,  M  R 

B309200432*        30-327        S 

HARDING.  M  R 

8303200981*         30-337        B 

HARDINO,  M  R 

HARDINO,  M  R 
HARDINO,  M  R 

830923O936*        90-327        S 
B303290342          90-32&        B 
B3093303BO          30-338        B 

HARDINO,  M  R, 

8309330400          90-323        S 

HARDINO,  M  R 

3303230433          SO  -328        B 

HARDINO,  M  F1 

8303230926          90-327        3 

HARDING,  M  R 

9303290332          90-327        8 

HARP8TER,  T  L 

83030409BB*        TOPREP 

HARRELL.  E  M 

83090301  9S          90-33B        8 

HARRELL,  E  W 

B303030165*        90-338        8 

HARRELL,  E.  M 

B309030279          90-339        8 

HARRELL,  E  U 

8309030283*        90-337        S 

HARRELL,  E.  U 

B303030337          30-339        S 

HARRELL,  E  M 
HARRELL.E  It 

8303030364"        90-339        B 
B309030611           50-338        3 

HARRELL,  E  H 

8303030619*        30-3  3H        B 

HARRELL,  E  M 
HARRELL,  E  M 

B303030633          90-339        B 

8303030640*        90-339        Q 

HARRELL,  E,  M 

8303090186          30-339        B 

HARRELLiE  M 

B309030191*        90-339        S 

HAHRELL,  E.  H 

8303090310          30-339        B 

HARRELL,  E  U 

HARRELL,  E  M 

8305030213*        90-339        8 
8303030371           30-339-        8 

HARRELL,  E,  M 

B309090B76*        30-339        & 

HARWELL.  E.  U 

B309  100023          90-339        B 

HARRELL,  E,  M 

8309100039*        30-339        B 

HARRELL,  E  H 

HARRELL,  E  M 

8309  100299          90-339        B 
83051  0036  5*        50-339        B 

HARRELL,  E  M 

8309110289          90-338        8 

HARRELL,  E  M 

83031  102B8*        90-33B        S 

HARRELL,  E  14 

B3091  10330          90-339        8 

HARRELL,  E  U 
HARRELL,  E  H 

8303110336"        90-339        B 
8309110493          30-339        S 

HARRELL,  E  H 

83031  10463*        90-339        8 

HARRELL,  E  M 

83031  70406          30-338        a 

HARRELL,  E  U 

B303170413*        30-33B        B 

HARHELL,  E.  M 

8303200146           30-338        S 

HARRELL,  E  H 

B309200379          50-339        8 

HARRELL,  E  U 

8309800284*        90-339        G 

HARRELL,  E  M 

830920O374            90-338         8 

HARRELL,  E,  M 

8303200383»        30-33B        B 

HARHELL,  E   U 

B30923O2BB            90-330         8 

HARRELL,  E  U 

B30  32  30384          50-339        8 

HARRELL,  E.  M 

B303230417          90-338        B 

HARRELL,  E  U 

B30927O323          90-338        8 

HARRELL,  E.  M 

8303370333          90-339        S 

HARRELL,  P,  H 
HARRINOTON,  M.  D. 
HARRINGTON.  M.  D 

HARRINGTON,  H  D. 

8309030226*        QA999 
B304  1  80390           30-293        P 
B303020134           90-393        R 
8309030290           30-893        Q 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

HARRINGTON,  W  D 

B30309020O 

30-393         P 

HARRINOTON,  W    D 

B305100I3B 

3O-E93         R 

HARRINGTON,  H   D 

B3051  10334 

30-293         S 

HARR1NOTON,  U   D 

8305110356 

30-293         8 

HARRINQTDN.U    0 

83091  103B4 

BO-S93         S 

HAHRINOTON.W  D 

8303130133 

30-S93         H 

HARRINOTON-H   D 

8305160O44 

SO-293         P 

HARRINOTON,  H  D 

8303160061 

3O-293         P 

HARRINOTQN.U   D 

B30S160134 

3O-293         H 

HARRINOTON,  H    D 

B309I70173 

30-293         F 

HARRINOTON,  H   D 

B305  170343 

90-393         P 

HARRINOTON,  U   D 

9309  1704  IB 

90-293         P 

HARRINOTON,  H    D 

B3091703H9 

30-B93         R 

HARRINOTON,  H   D 

S303190DZ4 

90-293         S 

HARHINOTDN,  H  D 

B303190147 

30-293         P 

HARRINGTON,  U  D 

B30319017A 

30-293         8 

HARRIWTON.H  D 

B303I90326 

30-293        8 

HARRINOTON,  M   D 

8303200899 

30-293         P 

HARRINGTON,  W  D 

8303200447 

30-293        P 

HARRINOTON,  W  D 

8309230434* 

30-293         Q 

HARRINOTON,  H  D 

8309230430 

30-393        F 

WARRINOTQN.  W,  D 

B30S230S09 

30-293         3 

HARRINOTON.  W   D 

8303230516 

30-S93         8 

HARRINOTON.  W  D 

8303230933 

30-293        8 

HABRINOTQN,  W   D 

83092700)73 

3O-293         Q 

HARRIS,  C   L 

830323031  1» 

CONTRACT 

HARRIB.D. 

8303170466 

3O-223        F 

HARRIS,  J.  R 

S309270ZOO* 

30-337         Q 

HARRIB.J  R 

8305S70419* 

30-438        Q 

HARRIS,  J  R 

9303270331* 

30-400        Q 

HARRIS,  R   J. 

B303200637* 

30-373        P 

HARRIS.  S 

B309290436* 

30-483        0 

HARRISON,  F. 

8303100417* 

3O-324         R 

HART.  0. 

8309110364* 

COMMISSION 

HARTMAN,  B  L 

8309240465 

30-460        0 

HARTHAN,  B.  L, 

8305240469 

90-460         D 

HARTMANN,  P.  L 

S3D5I00371* 

3O-293         <J 

HARTZMAN,  R   N 

830S  160024 

SO-247        0 

XARTZHAN,  R   M 

8303160024 

SO-247        Q 

HARVEY,  R   V 

B303B40592 

71-639O 

HABBE,  R. 

B309120447* 

90-373        9 

HAS6E,  R  A. 

8309260290* 

SO-461         0 

KA8BE.R.A. 

8303260334* 

90-373         O 

KAUOHEY,M  F. 

8303180094 

90-410        A 

HAVERHAHP,  D 

83091  1090B* 

50-333        fl 

HAVERKAMPiD.  R. 

8303230230* 

90-286         3 

HAVERKAHP,  D  R 

8303830465* 

30-336         a 

HAWKINS,  E  F 

8303170371* 

70-a 

HAWKINS-  F  C, 

8303170193* 

30-94.6         3 

HAWKINS.  F.  C, 

8309170319* 

50-346        0 

HAWKINS.  F.  C, 

8309190296* 

90-331          a 

HAWKINS,  F.  C. 

B303B60290* 

90-461         a 

HAWKINS,  F,C 

8309260290* 

30-409        a 

HAWKINS,  F  C 

B30S260334* 

30-373        a 

HAWTHORNE,  J,  R 

8303060347 

NUREO 

HAYES,  D.  W. 

8309020339* 

90-461         a 

HAYEB,  D.  M 

8303I00176i* 

90-434         0 

HAYES,  D  W. 

8309170022* 

SO-461         a 

HAYES,  0  U 

8309  180094* 

30-498        a 

HAYEB,  D.  W. 

83031  900  3D* 

90-32?         a 

HAYES,  D  W. 

B30924026S* 

BO-496        a 

HAYNEB.H,  C. 

B20107011ON 

40-672 

HAZELTINE,  J 

8303110097* 

90-373         P 

HEAD.Q  F 

B30927030B* 

90-366         11 

HEALEY,  J.  A 

B309240317 

50-247         HI 

HEATHERLY,  T,  L. 

8303270303* 

SO-390        a 

HE  BEL.  C 

8303130230* 

3O-234          3 

HEDOLE80N,  F.  A 

B30911012O 

NUREO 

HEIDER.  L.  H. 

B309240343 

50-271         V 

HEIDER.L  H, 

830BB40338 

90-29            P 

HCIDER.L,  H, 

83098903  i9 

90-271         P 

HE-IMBACH-L, 

83032403  IS 

90-247        F 

HEIBHHAN.R.  F. 

8309120133* 

90-445        0 

HEISHMAN.R.F. 

8309860299* 

50-397        a 

HBLD,  J,  T. 

8303310020* 

90-333        P 

HELD,  J  T 

6303310030* 

5O-333        P 

HCLFRICH,  R.  E 

8309180342 

PR 

HELOEBON,  K.  A, 

B303360371 

7C--S20 

HELLER.  J 

B30302034B* 

90-319        0 

HELLER,  J  K 

8303200247* 

90-239        a 

HELLER,  J.  K, 

8309840037* 

90-233        0 

HELTEMES.C,  J. 

8304010157* 

MIBO 

HELTEMES.C,  J. 

83O4040371* 

MIBC 

HELTEMES,C,  J 

B3041403ZBt 

MIBC 

HELTEMES.C.  J. 

8303040730 

30-299        P 

AUTHOR 

ACCESS  I  OK 
NUMBER 

SUBJECT 
CATEOOIiY 

HELTEMES.C    J 
HELTEMES.  C    J 
HELTEMEB.  C    J 
HENRY,  L   0 
HENRY,  P-C 

B3O923051  1 
B303230319* 
B3032303E4* 
B30S1O02S2 
H3031  I03BO 

Ml  EC 

MIBC 
MISC 
3O-37            S 
30-303          B 

HENRY.W.  0 
HENSLEY.  K    D 
HeWBLEV.K    0 
HERDT.A   R 
HERIN3,  R    F 

S30SO603B2 
83OSO90099 
B3O92006SB 
B3O3S70179* 
B3O9O30237 

PR 
70-143 
70-143 
30-399         Q 
30-313         P 

HERINQ.  R    F 
HERINO,  R    F 
HER  IWO,  R    F 
MERINO,  R   F 
HERMANN,  R 

B3O5090363 
S303160O94 
B3O3160ISI 
fl  309360281 
S30S  170027 

30-31B         R 
3O-3I3         R 
3O-313         P 
30-313         P 
3O-22O         P 

HERNAN,  R   M 
HERNANDEZ,  &    H 
HERR.  J  C 
HERR,  R    K 
HERRINOTON,  F    A 

8303040336 
8305260262* 
B3O9060277* 
B305  100307" 
0303060383* 

50-329         E 
30-273         Q 
90-244          P 
5O-4H2         Q 
30-H9B          I 

HER8CH.  M  M 
HERSCH.  M    M 
HESSON.O   M, 
HIATT,  S    L 
HIATT,  a    L 

3303260097* 
B3O9260070 
B3OIO60137* 
3303040523 
B3O9040341 

XPORTLIC 
XPORTLIC 

30-309         P 
SO-  4  40         Q 
SO-  44O         0 

HIATT,  3   L 

HIATT.  8   L 
H1ATT.  8   L 
HIATT.  S   L 
HI  ATT.  S   L 

9305040544 
B309090234 
8303170303 
B3031  70341 
B3051  00347 

5O-440         0 
FOIA 
5O-440         O 
30-440         O 
PR 

HIATT,  8   L 
HICKEY.  J  W 
HICKEY.  J  U. 
MICKEY,  J  W. 
MICKEY.  J  W 

B3QMB0404 
9309020201* 
3303O40297* 
B3O30404OBK 
B309130O06* 

PR 
FQIA 

ForA 

FOIA 

4O-672 

HICKEY,  J  ». 
HICKEY.  J  M 
HICKIN<R  A 
H1CK.B,  M  M 
HIOOINBOTHAK.  L 

8303130016* 

B303130O93* 
B309270109* 
B309240494 
S3030909S2 

4O-672 
4O-673 

CONTRACT 
SO-247        0 

WASTE    MQT 

HIOOINBQTHAttr  L. 
HIOOINBOTHAM,  L 
HILL.D   H 
HILUR    T 
HILL,  T.  B, 

8303090617 
B3O91102IB 

B3O90603B3D 
0303100370* 
0303130113 

WABTE    hCJT 
HASTE   MOT 
50-293          I 
80-329        P 
SO-40O         S 

HJLL-T   R 
HILL-  T   K 
HILL,  W   H 
HIMD,  J 
HIND,  J   A, 

B309200  399 
B305200696 
8305170284* 
8303270192 
8303260177 

50-440         0 
3O-440         O 
3O-49B         Q 
30-253        8 
40-2O61 

HIND.  J    A 
HIND.  J   A 
HIND.  J.  A. 
HIND.  J.  A 
HIND,  J,  A 

83O910O379 
B309IOC-3B7* 
B30S  100409* 
B3  03170138 
83  03  190343 

30-237        Q 
3  0-337        a 
90-139        0 
30-266        -Q 
30-263         F 

HIND,  J    A 
HIND.  J.  A 
HIND.  J  A 

HINDS,  J  M. 
HINMAM-  H,  B 

B30S2D049B 
B30927O486 

B305270493* 
83032402681* 
8303020133* 

5O-3  1  5         F 
30-303         a 
30-305         0 
50-496         Q 
FQIA 

HIHRICHB,  0 
HINRICH3,  O 
HINRICHS.O 
HIPBHER.  W  M 
HIPBHER.U   M 

8309O3O38I>« 
B30903O407* 

8309160O23* 
6303110134 
830S1101SS 

30-247         B 
90-2-17         B 
30-247         B 
27-48 
27-4B 

HIHBCH.  D 
HIRBCH.  D 

HIRSCH.  D. 
HOAOLAND,  R   0. 
HODODQN,  A   P 

8303170329 
8303200496 

B309SOO632 
8303110312 
6303060339 

30-142         0 
90-142         & 
90-142         0 
NUREO 
30-392        0 

HODODQNiA   P 
HODGES.  V, 
KDOAN.  C.  F. 
HOOAN.  J.  J 
HOLBRdOK,  M  M 

8309260322 

et033O0276* 
030519020? 
S30974O317 
B30310O349" 

30-392        0 
30-416        A 
9O-440        0 
90-247        H 
QA999 

HQLBRDOK.  W.  M, 
HOLCOMBE,  J.  C 
HOLDEN.C.  F 

HOLDER.  E   T 
HOLDER,  E   T, 

B30S10O3SS* 
9303130178 
9303250430* 
830  9090245* 
B309O3O272* 

QA999 
3O-2O6         H 
90-27  1         Q 
SO  -260        S 
90-259        8 

HOLDER,  E   T. 
HOLDER,  E.  T. 

HOLLAND.  S  A 
HDL.LORAN,  R   M, 
HOLLORAN,  R.M 

8309-IOOO14* 
B30  SI  70034* 
830  9230  271* 
8303240144 

B303240194* 

90-259        S 
30-296        S 
50-2B9        P 
TOPREP 

TOPREP 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR' 

HDUMDECK,P 
HOLMGECKrP 
HOLMBECK,P 
HOLMES  -RAY.  P 
HQLODY,  D   O 

8303170369* 
930517096** 
83O5  17096?* 
8303270930* 
8303130523' 

90-434 
50-431 
30-434 
50-366 
50-271 

HQLONICH,  •}    J 
HDLQN1CH,  J    J 
HOLT.  R    R 
HOLT,  H    H 
HOLT.R    ft 

3308250193 
8303030231 
8309030627* 
8305030629" 
8  3O  503062?* 

5Q-4sa 

50-482 
SO-247 
50-247 
5O-247 

HOLWAY.F     I 
HaLYOAK..  R    H 
HCH.VOAK,  R    H 
HOLZMERi  M 
HQPCRAFT,  C    P 

8305230331 
B305190QH4* 
B3O319O145* 
8303020348* 
B30324003I 

50-443 
50-373 
30-373 
50-3  1  5 
71-9163 

HOPPER,  A 
HOPPER.  A 
HOfllN.  M   A 
HOHIN,  M  A. 
HQRIN.W   A 

S305  13029? 
8305180795 
8303090013 
8305030013 
8  3O  3  100267 

CONTRACT 
CONTRACT 
50-445 
90-4-13 
50-445 

HORIN.M   A 
HCRIM-M   A 
HORIN,  W   A 
HOSIN.W   A 
HORTON.  B    M 

8305100267 
830313026Q 
830513026O 

8303  iao>i  4? 

83050403371 

30-449     . 

50-443 
50-449 
PR 
FQIA 

HQ3EY,  C    M 
HOSEV.  C    M 
HOU3TEAU,  L 
HOUSTON.  D 
HOUSTON,  R    W 

8305270269* 
8305270334* 
B3Q324Q403* 
8303330190 
B304  140161* 

50-seo 

50-SSO 
QA999 
50-4  16 
50-352 

HOUSTON,  R    H 
HOUSTON,  R.  U 
HOUSTON.  R    W 
HQUTBjP    5 
HOUTB,  P   S 

B30302Q090* 
83031  7037  B* 
8303170383* 
8303370040* 
8303870046* 

50-373 
30-373 
30-373 
50-33O 
50-3BO 

HDVI.L 
HOWARD.  A   T 
HOWARD,  A    T 
HOWARD;  A    T 
HOWARD,  T  R 

B3Q32403S6 
B303190IO8* 
S30319Q177* 
83091902O7* 
83050307O5 

50-443 
30-32? 
30-373 
FQ1A 
40-8334 

HCUE,P    W 
HQWEhP    M 
HOME.  P    W 
HOWE,  P    M 
HOME,  P    U 

830S0302BB 
83050304  6  S 
8303060176. 
8303200397 
830520062  S 

30-324 
50-324 
50-323 
50-324 
50-3S4      , 

HOME.  P   M 
HOME.  R.  3 
HOVLE.  A 
HQYLE.  A, 
HOVLE.  A 

B3Q8240434 
B30320Q314 
8303040952 
8309060246 
8309110190 

30-334 
30-30? 
CONTRACT 
CONTRACT 
CONTRACT 

HGYLE.  A 
HOYLE.  A 
HOYLE.  A 
HDYLE.  J 
HOYLE.  J  C 

8303110194 
8305130336 
B305IB003S 
8309060468 
8303060230 

CONTRACT 
CONTRACT 
30-247      . 
30-247 
30-277 

HOVLE.  J   C 
NOYLE.  J   C 
HDYT,H   F 
HOYTrRF 
HOYTfH   F 

8303060338 
B3D3Q'?0499 
830429034  1 
8303030570 
8303060463 

30-28? 
30-337 
90-443 
90-443     ' 
30-443 

HOYT,H   F 
MOYT.H   F 
HOYT»H   F 
HOYT.H   F, 
HOYT>H   F 

B30309Q30B 
B309100HOO 
B309I301B1 
B303I7047S 
B3Q9S40431 

30-443 
30-443 

90-443     ' 
30-443 
30-443 

HOYT-H   F 
H3IEH,  D 
HSU.  Y    Y 
HIA  C.  K 
HUANQ.A  Y 

8303870598 
8305170101 
8305370109 
83051002S1* 
83051002ai» 

30-443 
NUREC 
NUREC 
SO-352 

30-332 

HUBACEH,  M  G 
HUBBAHD,  K,  3 
HUBBARD.  M   J 
HUBBARD,  R    B 
HUDSON,  S.  D 

83051  8007  »* 
B303  19020? 
B3032006S6 
83032601  83* 
8303S00392" 

50-498     > 
50-440 
30-440 

50-273 
50-28O 

HUttSPETH,  J   B 
HUEBNER,L   0 
KUETER.L.  -J 
HUFFMANi  0   M 
HUFFMAN,  0   M 

8303060621* 
8303030392* 
8303240292* 
8303270297* 
8309270387* 

30-34  B 
30-4frl 
90-331 
30-333     , 
30-869 

HUFFMAN,  0   M 
HUGHES,  J 
HUSHES.  J 
HUQHES.  J 

HUSHES,  J 

830  927046  6* 
B30  30303  16* 
B30  9030816* 
B30  30303  14* 
B30  30305  16* 

90-302     ' 

30-431     P 
50-434    ; 
30-4S4.      . 
30-434    f 

538 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOCRV 

HUSHES.  P    0 

63031  10390* 

30-303 

B 

HU8HEB,  P    0 

B3Q31301SB* 

30-302 

S 

KUKILt.H   0 

B305020332* 

30-289 

Q 

KIMIUL.H   D 

6305030075 

30-28? 

e 

KUKILL.H   D 

8309030102 

30-289 

S 

•HUKlLt.H   D 

6303030436 

SO-3B9 

5 

HIMILL.H   D 

6303060374 

30-289 

P 

KLMIH..H   D 

83030604SB 

50-3B9 

R 

KUKILL.H   D 

9305060647 

50-2B9 

R 

KUKIL1-,H  D 

8303070433 

5Q-2B9 

P 

KUKILL.H  D 

83031  10296 

30-289 

S 

KUKILL.H    D 

Q30S1  10333 

30-S89 

S 

KUKILL,  H    D 

8305110346 

30-289 

S 

HUKILL,  H    D 

3303120035 

30-299 

P 

KUKILL,  H    D 

8305130063 

30-  339 

P 

KURIL!.,  H   D 

83051  30070* 

SO-2B9 

P 

HUKILL,  H    D 

83051  30  ISO 

SO-2B9 

F 

HUKILL,  H    D 

8303190138 

50-269 

P 

HUKILL,  H   D 

83051  70340 

30-289 

R 

HUKILL,  H-  D 

8309200173 

50-289 

P 

HUKILL,  H   D 

8303200503 

SO-2B9 

P 

HUKILL,  H   D 

9305200347 

30-3B9 

S 

HUKILL<  H   D 

8305250267 

30-2B9 

P 

HUKILL,  H-  D 

9305240003 

50-389 

0 

HUKILL,  H   D 

B3QS260094 

30-38? 

P 

KUKILL.H  D 

aso5270203 

50-26? 

H 

HUKILL,  H   D 

8305310209 

50-2B9 

P 

HULMAN,  L    0 

3303100248" 

30-329 

T 

HUNNICUTT.  D  M 

6303100009* 

30-192 

Q 

HUNNICUTTrD   M 

8303100142* 

30-43B- 

Q 

HUNNICUTT,  D    M 

B3D5  100249* 

50-443 

0 

HUNNICUTT,  D   M 

B3Q3830314* 

30-456 

a 

HUNNICUTT,  D    M 

8303230447* 

30-445 

Q 

HUNNUMjM   H 

8303230013 

30-201 

p 

HUNSTAD.A   A 

B305B10153 

50-304 

5 

HIMJSTAD.A   A 

B303240166 

50-262 

S 

HUNT-  M    D 

S303S701O1* 

30-3B7 

a 

HUNTER.  £    H 

0309240331* 

SO-33B 

Q 

HUNrER.fi    3 

S303160104 

30-313 

p 

HUNrEfl.fi    8 

S303S40086* 

30-313 

Q 

HUNTER,R    5 

9309310089 

50-313 

p 

HURFORD.W   J 

8303040363 

30-261 

p 

HURFORD.U   J 

S3033400O4 

30-324 

p 

HURFORD,  U    J 

B30S250493* 

PR 

HURSK,  J   S 

B30  5  060300* 

40-672 

HWAHO.  T 

8303030230 

XPORTLIC 

HVLKA,  R 

9303060517* 

30-237 

S 

IAVEWDITTI,  A 

B303370073 

30-220 

8 

IBEN,  C   A 

B303020I34* 

30-234 

S 

IDEKER,  R   1. 

B30S030694 

70-143 

fDEKER,  R    L 

3303190033 

70-143 

lONATGNIB.A 

3305030374 

30-491 

S 

lONATQNIB.A 

83091  10262 

30-370 

S 

IQNATONIS.A 

B30313O1B6 

30-370 

S 

10MATOMIS,  A 

9305270140* 

50-369 

Q 

JONATOHI8.A 

8303310174 

30-369 

S 

IONATDNIS.A   J 

9303270334* 

30-413 

a 

I9NATONIS.A   J 

3303270411* 

30-267 

a 

lONATQNIS.A   J 

3303270483* 

30-337 

a 

IONATONIS.A    J 

8303270*02* 

30-413 

a 

I  LBESG.  D 

B305110I26 

30-312 

p 

IMS,  J 

8303110037 

NUREO 

IPPOLITQ,  T.  A 

0303030704 

HISC 

IHBY.fl   J 

B303030272* 

50-276 

5 

IRWIN.  0  R 

8303110315 

NUREO 

IRHIN.fl    S 

B303240517 

50-347 

H 

IS  LEV.  T 

6303130205* 

80-346 

8 

ISLEY.  T 

B303240341 

30-346 

S 

IB9EROW,  S 

8303120369* 

40-673 

JJM1BCKJ«,K   N 

B30302002H 

30-413 

E 

JABBDUR.K   N 

8  30324  0021 

30-413 

E 

JABBDUR  ,  K   N 

8305230211 

30-4  13 

0 

JACKIW,  1    N, 

B303020336* 

90-303 

0 

JACKIW..  I    N 

830512046B* 

30-266 

a 

JACK  I  W,  I    N 

830324006  I* 

30-262 

a 

JACKSON-  0 

8305040134* 

71-9175 

JACKSON,  J 

8303=30333* 

PR 

JACKSON,  K 

8305090633 

WASTE  MOT 

JACKSON,  L 

830937O27B* 

30-337 

a 

JACKSON,  L  H 

B30927O442* 

SO-338 

Q 

JACOBS.  R 

8303230339 

30-372 

5 

JACQUES,  P 

B30502007B* 

30-316 

6 

JACOUES,  P 

8303020131* 

30-315 

S 

JACOUES.P   H 

8303130101* 

30-313 

S 

JAFFEfD    H 

B303040783 

30-317 

P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

JAFFE.  D  H 
JAFFE,  D  H 
JAFFE,  D  H 
JAFFE.  H 
JAIN,  H 

8303170346 
6305180336 
6303160769 
8305240441 
S30502O347 

30-317    P 
30-317    P 
30-317    P 
30-247    H 
NUREO 

JAKUBA1TIS,  T  C 
JAKUBAITIS.  T  C 
JANO.  J  C 
JAPE,  F 
JAPE,  F 

B30S060344* 
B3O3240214 
8303110277* 
S303270131* 
830  32  7024  9* 

90-373   8 
30-304    5 
90-317   0 
50-369   0 
90-369   Q 

JAPE,  F 
JAPE,  F 
JAPE,  F 
JAPE,  F 
JAPE,  F 

3303270306* 
8303270367* 
8303270493* 
8303270470* 
B303S703S1* 

30-416    a 
30-339    0 
30-389   O 
90-416    0 
30-367    0 

JAPE.  F 
JAPE.  F 
JAPE,  F 
JAR  HOE,  E  D 
JAUDQN.J  P 

B30S270526* 
B305270362* 
6303270387* 
8305180183 
8303  I  00361* 

30-237   0 
30-370   Q 
90-291    Q 
40-8039 
30-313   Q 

JAUDQH.J  P 
JEM  I  SON,  K  H 
JENKINS,  0  R 
JENKIN9,0  R 
JENKINSiO  R 

8303230348* 
8303130142 
8309270116* 
8305270397* 
6305270387* 

30-313    Q 
30-280   8 
70-1113 
30-339    fl 

30-267    Q 

JENKINS,  D  R 
JENKINB.O  R 
JENK1N8.0  R 
JENNINGS,  F 
JERMAN.P  C 

8303270427* 
8303370446* 
8303270466* 
8303030257* 
8303130303* 

90-416   Q 
30-373   Q 
30-302   fl 
90-128   P 
40-673 

JERHAN.P  C 
JERMANiP  C 
JO.  J 
JOHNSON,  A 
JOHNSON.  B  D 

8303120310* 
8303130372* 
6303110131 
8305170964* 
B303020138 

40-672 
40-672 

NUREO 
30-328    0 
30-299    S 

JOHNSON,  B  D 
JOHNSON,  B  D 
JOHNSON,  B  D 
JOHNSON,  B  D 
JOHNSONiB  D 

8309020173 
8309040473 
83050603B8 
6309100076 
B30S100170 

30-233   8 
30-233    0 
30-239    B 
30-233    R 
30-235    P 

JOHNSON.  B  D 
JOHNBON,  B  0 
JOHNSON,  B  D 
JOHNSON,  B  D 
JOHNSONiB  D 

8309100378 
8303100396 
8303130140 
8309130208 
8309130229 

30-253   B 
30-353   8 
30-239    8 
30-233   8 
30-333    S 

JOHNSON,  B  D 
JOHNSON.  S  D 
JOHNSON.  B  0 
JOHNSON.  B  D 
JOHNSON.  B  D 

8305240011 
B309240043 
8303240371* 
8305240410 
6305310166 

30-233    3 
30-233    Q 
30-293   Q 
90-293   R 
90-23~3   S 

JOHNBON.  B  D 
JOHNBON,  B  D 
JOHNSON,  B  14 
JOHNSON,  C  E 
JOHNSON,  C  E 

8309310177 

8303310202 
8206100304 
8309100142* 
8309230314* 

30-253   8 
30-333    8 
RE6 
30-438   0 
50-438    0 

JOHNSON.  E  H 
JOHNSON.  F 
JOHN80N.fi  E 
JOHNSON.  0  E 
JOHNSON,  0  E 

8303200336* 
8305110089* 
8303030904 
8303030376 
8309030080 

30-382    Q 
50-373   P 
30-413   Q 
90-413   G 
30-413   0 

JOHNSON,  0  E 
JOHNSON,  0,  E 
JOHNSON.  0  E 
JOHNSON.  0  E 
JOHNSON.  0  E 

8303100332 
8303110462 
8303130036 
8303170336 
8303230035 

30-413   0 
30-413   0 
30-413   0 

90-413   0 
30-413   0 

JOHNSON.  J 
JOHNSON,  J.  C 
JOHNBDNiJ  D 
JOHNBON,  L 
JOHNSON,  L 

8303160142* 
9309110147 
8303310210 

6303030213* 
8309030278* 

30-373   Q 
WASTE  MOT 
NUREO 
70-378 
70-378 

JOHNSON.  L 
JOHNSON.  L 
JOHNSON.  P  H 
JOHNSON.  T  C 
JDHN90N.  T  L 

83050302B6* 
6303030323* 
6303170437* 
8303090670 

8303030086 

70-378 
70-378 
30-89    a 
WASTE  MOT 
40-1341 

JOHNSON,  T  L 
JOHNSON,  T  L 
JOHNSON,  T,  L 
JOHNSON.  H 
JOHNSON.  U  D 

8309230199 
8309S30270 
8303290373 
8303230473* 
8304130194* 

40-7669 
40-8786 
40-8786 

30-283   Q 
30-313    0 

JOHNSON,  M  D 
JOHNSON,  H  D 
JOHNSON,  U  D 
JOHNSON,  U,  D 
JOHNSON.  U  0 

8309100116* 

8309100160* 
B303  100244* 
8309100361* 
8303230348* 

30-482    a 
30-402    Q 
30-283    a 
30-3  13   a 
30-313   a 
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JOHNSON,  W  D 

8303230480* 

30-482 

a 

JOHNSON,  M  K 

830BB30S48* 

80-483 

0 

JOHNSON,  W   K 

B3032S034B* 

30-483 

o 

JOHNSTON,  0 

8303170332* 

30-328 

a 

JONES,  D   M 

8309270167* 

70-143 

JONES,  D  U 

83033  1O022* 

70-1201 

JONES,  U  C 

6303030136 

30-283 

p 

JONES.  W  C 

8303030427* 

90-283? 

F 

JONES,  W  C 

8309040619* 

30-26  S 

F 

JONES.  W   C 

8303060069 

30-283 

I 

JONES,  U  C 

8303060  1B6 

30-283 

f 

JONES,  U   C 

8309180603* 

90-283 

F 

JONES.  M   C 

8305160027 

30-289 

P 

JONEB,  W.  C, 

83031&011I 

90-283 

R 

JONES,  W  C 

8303170463 

90-2B9 

R 

JONEB.  M  C 

6303340474 

30-2B5 

P 

JONESON,  B   J 

6303120471* 

40-21  S 

JONESON,  B   J 

8303120476* 

40-213 

JORDAN,  E  L 

8303040021 

30-3 

a 

JORDAN,  E  L 

8303040023 

30-3 

9 

JORDAN,  E,  L 

8303040023 

30-3 

a 

JORDAN,  E  L 

8303040026 

30-3 

a 

JORDAN,  E  L 

8303040027 

30-3 

a 

JORDAN,  E  L, 

8303040028 

30-3 

Q 

JORDAN.  E  L 

8303040030 

30-3 

a 

JORDAN,  E  L 

8303040031 

30-3 

Q 

JORDAN,  E.  L, 

8303040033 

30-3 

Q 

JORDAN,  E  L 

8303040034 

30-3 

0 

JORDAN,  E  L 

8303040040 

30-3 

Q 

JORDAN,  E  L 

8303040046 

30-3 

0 

JORDAN,  H 

8303270011* 

80-261 

P 

JORDAN,  N. 

8303020311 

30-331 

S 

JORDAN,  M  J 

8309020480* 

30-1O 

a 

JORDAN.  K  J 

8309100218* 

30-331 

a 

JORDAN,  U.  H 

8309270634 

90-382 

0 

JORDAN,  W  S 

8309160002 

30-443 

0 

JORDAN,  M  S 

8309160002 

30-443 

0 

JORDAN.  W  B 

830316O01? 

30-443 

a 

JORDAN.  U  S 

8309160019 

30-443 

0 

JOROENBEN,  B    L 

8309200247* 

so-aas 

a 

JOROENSEN,  B  L 

B305240037* 

90-293 

a 

JOSHUA,  C 

8309240317 

90-247 

H 

JOY.  J 

6303340494 

90-247 

a 

JOYNER 

6309100004 

30-272 

B 

JOVNER,  J, 

8309030437 

30-334 

B 

JOVNER,  J 

8303  120434 

30-272 

S 

JOYNER,  J  H 

8303020499 

90-319 

S 

JOYNER,  J,  H, 

B303030Z94 

90-SB6 

S 

JULIAN.  C 

8309270217* 

30-2  30 

a 

JULIAN.  C 

8303*270439* 

50-290 

a 

JULIAN,  C 

6303370344* 

30-33S 

a 

JULIAN,  C.  A, 

83091  0009B 

30-230 

s 

JULIAN,  C   A. 

8303130142 

90-8SO 

8 

JULIAN.C.  A, 

8303270433* 

30-33B 

a 

JULIAN.  C   A 

830327O490* 

90-280 

a 

JUNOE.M  A 

8305110363* 

30-317 

B 

JUNOE,  M  A 

B303  190332* 

90-318 

9 

JUNOE,  M.  A. 

B305230S6Q* 

30-317 

B 

KAHLE,  J   B, 

B303330337 

70-143 

KAHLE,  J   B 

8303270121* 

90-3O2 

a 

KAHLE.  J  B 

B30927O469* 

90-111 

a 

KALIVIANAKIS,  N 

B303020142 

90-29-4 

B 

KALIVIANAKIB,  N 

6309030321 

30-234 

8 

KALIVIANAKIS,  N 

830906O39O 

30-234 

S 

KALIVIANAKIB,  N, 

8303090231 

71-634& 

KALIVIANAKIS.  N 

8303130212 

90-384. 

S- 

KALIVIANAKIS,  N, 

8303170372 

30-2B4 

R 

KALIVIANAKI8.  N 

B309240317 

30-234 

B 

KALIVIANAKI8,  N 

8303240321 

30-334 

S 

KALIVIANAKIS.  N. 

830326O286 

30-26  5 

S 

KALIVIANAKIS,  N 

8303310142 

30-234 

e 

KALIVIANAKIS.  N, 

8303310132 

30-S*» 

8 

KALKMARF,  D.  R 

B309060&74 

NUREO 

KALKHARF,  D.  R 

B303110437 

NUREO 

KALMAN.  K  L 

8303230283 

40-B697 

KALNINS,  A 

8303230271* 

30-28? 

P 

KAMMER.  D  B 

8309030343 

90-390 

E 

HAMMER,  D,  S 

8309040633* 

90-237 

F 

KAMMER,  D  S 

8303130029 

30-327 

P 

KAHNETt.  D  S 

8303130041 

90-327 

F 

KAMMER,  D  8 

B303340394 

30-327 

P 

KAMMER-  D.  S. 

B3032S0473 

30-239 

P 

KAMMER,  D.  S, 

B30927O233* 

30-39O 

a 

KAMMER,  D.  S. 

B30327O392* 

90-438 

a 

KAMMERER,  C 

8303180221* 

30-498 

A 

PERSONAL  AUTHOR  INDEX 
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V 

KAMMEHER.  C 

B30333D199* 

9Q-33Q 

T 

HAMMERER,  C 

9303260401  * 

90-395 

A 

KANOA.  B  K 

B30303046E 

30-32O 

R 

KANOA,  B  K 

9303030327 

30-32O 

S 

KANOA.  B  K 

B3090600Q2 

30-32O 

F 

KANOA,  B  K 

S30311O321 

30-32O 

S 

KANOA,  B  K 

9303110370 

3Q-32O 

S 

KANOA,  B  K 

B303I20013 

30-320 

H 

KANOA,  B  K 

9305  1203  12 

30-32O 

T 

KANOA.fi  K 

B303I70435 

30-320 

P 

KANOA.  B  K 

B30317O44B 

30-38O 

P 

KANOA,  B  K 

B303B00363 

OO-32O 

F 

KANOA,  B  K 

0303240348 

30-33O 

R 

KANOA,  B,  K 

6303230233 

90-32O 

P 

KANOA,  B  K 

93092303S3 

30-32O 

R 

KANOA.  B  K 

B30S3  10001 

30-32O 

B 

KANOA.  B  K 

93033  1003B 

30-33O 

P 

KANOA.  B  K 

B30331011Q 

30-32O 

P 

KANOA,  B  K 

9303310136 

30-32O 

P 

KANTDR.  F. 

B30317003B" 

30-289 

O 

KAPLAN.  C 

S30303060B 

30-247 

o 

KAPLAN,  C 

S303S4093S 

30-247 

& 

KAPLAN,  C 

8303240332 

90-247 

C 

KARMAN,  H 

8303170002 

30-482 

O 

KARMAN.  H 

83031  70383 

90-261 

0 

KARSCH.fi.  D 

B30S030474* 

30-493 

a 

KASTENBERO.M  E, 

9303130326 

ACRB 

KAUFMAN.  P  H 

8303E&O182 

30-273 

0 

KAUFMANN-  J,  E 

6303130361* 

CONTRACT 

KAVANAUOH.P  F 

930306033  1« 

CONTRACT 

KAMACHI.M, 

930317073B 

71-9033 

KAY,  J  A 

8303060192 

30-3? 

F 

KAY,  J  A 

B309060213 

90-29 

F 

KAY.  J.  A, 

9303100226 

50-3? 

P 

KAVi  J  A 

B3031  10010 

90-39 

F 

KAY,  J,  A, 

83O317O489 

50-29 

P 

KAY,  J  A 

8303240364 

30-39 

P 

KEARNEY,  B 

9303030711 

40-2259 

KEARNEY-  B, 

9305060222 

40-8348 

KEARNEY.  B 

8303  160276 

40-299 

KEARNEY.  J,  J 

83031B033B 

PR 

KEARNEV,  J  J 

8303230420 

PR 

KEARNY,  B. 

6303130312 

40-2239 

KEATINO,  D.  E 

830312034B* 

30-461 

a 

KEATINO,  0  E 

8303  120420* 

50-373 

« 

KEATINO,  D  E, 

B305190183* 

30-235 

a 

KEATINO,  D  E 

B303260231* 

30-33S 

a 

KEATINO,  L  A 

B303  100223* 

30-333 

0 

KEIHIO 

B303060338 

90-277 

s 

KEIHIO.fi 

B363030094 

30-289 

S 

KEIMIQ.R 

8309030450 

90-272 

B 

KEIMIO,  R 

9303030334 

50-289 

S 

KEIM10.  R. 

B3030&0387 

90-277 

8 

KEIMIO.  R 

8309100238 

90-273 

8 

KEIMIO.  R. 

8303160199* 

90-299 

a 

KEIMIO,  R,R 

8303170091* 

50-287 

Q 

KEIMIO,  R  R 

83051  70366* 

30-219 

a 

KEI8ER,H  M 

9303030334 

30-3B7 

B 

KEISER.H  H 

9303060442 

30-387 

8 

KEISER.H.  M 

B303060392 

90-387 

B 

KEIBER.H  M, 

B3091  10241 

30-3B7 

B 

KEIBER,  H.  W 

B30911034B 

30-3B7 

B 

KEIBER.H  M 

B3031  10421 

30-3B7 

B 

KEIBER.  H  M 

B303120422 

30-3B7 

B 

KEISER.  H  U 

8309160134 

30-3B7 

B 

KEI8ER.H  M. 

8305160132 

30-307 

8 

KEI8ER,H  W 

8303160140 

30-3B7 

B 

KEISER.H.  W. 

8303200933 

30-3B7 

S 

KEIBER,  H  U. 

8305200640 

30-3B7 

B 

KCI8ER.H  M. 

8305330471 

30-387 

B 

KEITH,  H.  N. 

8309110264* 

30-333 

8 

KEITH,  H  N 

8305110408* 

90-333 

B 

KEITH,  H  N 

9303110416* 

30-333 

B 

KELLEY,  D.  L, 

9303170318* 

30-44S 

a 

KELLEY,  J  L. 

9303040412 

30-40O 

0 

KELLEY,  J.  L 

8309170472 

30-413 

0 

KELLEY,  H.  D. 

8309030473* 

OA799 

KELLEV.  W  D. 

8303040200* 

FOIA 

KELLEV,  U,  D 

8303270307* 

OA999 

KELLY,  E  M. 

6305030333* 

50-309 

a 

KELLY,  J  A 

8303020436 

30-313 

a 

KELLY,  J.  A 

B303030308* 

70-846 

KELLY,  J.  A 

B30B360304* 

30-299 

a 

KELLY,R.  B, 

B303030461 

PR 

KELLY,  W  J 

8303240397 

30-273 

3 
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KELLY,  H   J 

B3O3270249 

30-273 

S 

KEMPER.J   S 

S303O20339 

30-352 

A 

KEMPER.J   B 

83O303020S 

30-352 

Q 

KEMPER,J   S 

B303O60507 

30-352 

A 

KEMPER.J   S 

S3O3  100275 

90-332 

A 

KEMPIAK,  A    J 

B3051  90332* 

90-373 

P 

KEMP  I  AH.,  A    J 

B3031  90363* 

30-373 

P 

KENDALL,  R 

B2I2O70092* 

MISC 

KENNEDY,  D    M 

B303110396 

30-233 

K 

KENMEDV,  fl    P 

B303170344* 

30-32? 

A 

KENNEDY,  R    T 

79071S02I4* 

30-498 

S 

KENNY,  T   J 

83O51O0410* 

50-2B6 

a 

KENNY,  T   J 

8305230230* 

90-2S6 

a 

KENYON,  B    D 

8303100016 

90-307 

p 

KENYON,  B    D 

8303100019* 

9O-3B7 

p 

KENYON,  B    D 

8303370235 

30-3S7 

o 

KENYPN.  T   J 

8309240660 

9O-390 

A 

KEPPLER,  J   -0 

7911130353* 

FOIA 

KEPPLER.  J    0 

8303030336 

3O-461 

Q 

KEPPLER,  J    U 

B3OSD20339H 

30-4  fol 

Q 

KEPPLER,  J   0 

B3OSO60410 

30-293 

Q 

KEPPLER,  J    0 

B303O90549* 

30-3  3S 

T 

KEPPLER,  J    0 

B3OS100124 

50-339 

T 

KEPPLER,  J    0 

B3O513035B 

30-4  O9 

a 

KEPPLEft.J   0 

B3O5  170392 

30-329 

H 

KEPPLER,  J  O 

B30317043B 

50-434 

a 

KEPPLEft.J  O 

8303190269 

30-33H 

a 

KEPPLER.  J  O 

8305190329* 

90-373 

a 

KEPPLER,  J  O 

B305  190384* 

90-373 

a 

KEPPLER,  J  0 

830S200454 

30-358 

A 

KEPPLER,  J  0 

B3Q320039B 

30-330 

A 

KEPPLER,  J   0 

8303240080 

40-3061 

KEPPLER,  J   0 

B3O3S403BO 

30-266 

a 

KEPPLER  rJ  G 

B309S40406 

90-461 

A 

KEPPLER,  J  O 

8305S40407 

90-461 

A 

KEPPLER.  J  0 

8305350141* 

50-373 

F 

KEPPLER,  J.  C 

8303260246 

50-441 

A 

KEPPLER.  J   O 

830SS60310 

50-329 

Q 

KEPPLER,  J  0 

0305260405" 

30-398 

T 

KERCH,  H 

8303290573* 

30-387 

a 

KERN.  P 

83051B0499* 

50-322 

H 

KERNS,  K 

9305130120* 

30-306 

P 

KERR,0   M 

8303170137 

NUREO 

KESHISHIAN.P    I 

8301150133* 

50-449 

* 

KEBBLER.P   J 

8303240517 

30-247 

M 

KETILACH.N 

8303240339 

70-29B3 

KETZLACH.N 

8303240563 

70-29B3 

KEUPER,  J  S 

8305230135* 

30-332 

A 

KEY,  M  J 

B30S020360* 

50-331 

Q 

KEV,  M  J 

8305120449» 

SO-237 

a 

KHLAFALLAH.M   Z 

B3031007B1* 

30-3B2 

A 

KIBLER,  D   R 

8303340231 

30-331 

S 

KIBLER,  D  R. 

8309270429 

30-331 

B 

KIEL.O   R, 

83031.70304 

XPDRTL1C 

KIEL.O   R, 

8303170616 

XPORTLIC 

KIEL.  0  R 

8309170621* 

XPORTLIC 

KIEL.O  ft 

83031BOO67 

XPORTLIC 

KIEL.O  R 

83031BOO73* 

XPORTLIC 

KIEL.O  R 

83031808-33 

XPORTLIC 

KIEL.O,  R 

830  3  3600  18 

XPORTLIC 

KtEL.O   R 

83D9Z60O64 

XPORTLIC 

KIKBRELL.  M 

8303370011* 

30-261 

P 

KINCAID.R   H 

8303170344* 

30-339 

A 

KINO.J   P. 

8309240342 

30-32S 

A 

KINNEMAN.  J. 

8309O901B9 

IttE 

KINNEMAN.  J. 

8309030193 

IbE 

KINNEMAN,  J.  D 

811S160299* 

40-672 

KINNEMAN,  J.  D 

&309090166* 

40-3079 

KINNEMAN,  J.  D 

8303060189* 

40-673 

KINNEMAN,  J.  D 

B309O60214* 

40-672 

KINNEMAN,  J.  D 

B305  120930* 

40-673 

KINNEMAN,  J.  D 

8305120630* 

40-672 

KINNEMAN,  J.D 

B305  130031* 

40-672 

KINNEMAN.  J.  D 

B30B  130037* 

40-673 

KINNEY.W  U 

8309020332* 

30-37 

a 

KINNEY.U  M. 

B303O3Q336* 

30-97 

Q 

KINNEY,  U,  U 

8309110379* 

30-233 

a 

KINNEY,  U,  M. 

B309250496* 

30-164 

a 

KINNEY,  N  U 

8309370208* 

SO-1B4 

a 

KINTNER.L  L 

8309120022 

30-338 

A 

K1RK.W   F, 

B30923098S* 

70-371 

KIRKHAN.R  W 

B309120397* 

40-673 

KIRSCH,  0  F 

S3090609BO 

30-375 

a 

KIRSCH.D  F 

8309130187 

30-273 

s 

KIRSCH.  0  F. 

8309160009 

BO-273 

8 

AUTHOR 

ACCESSION 
NUMBER 

BUBJECT 
CATEGORY 

KIRBCH,  D   F 
KlflSCH,  D   F 
KlflBCH.  D    F 
KIKECH.  D    F 
KlftSCH.  D    F 

B30S17O331?* 
930SI70361* 
B303E7O3A3* 
B303  170430* 
93O5  170421* 

3O-373 

3Q-2O6 
30-3A1 
50-3A1 

Q 
Q 
0 
0 
Q 

KIRBCH.  D   F 
KIRBCH,  D   F 
KIRSCH.  D  F 
KIRSCH.  D    F 
KIRSCH,  D   F 

B3OS17043S* 
9303170437* 
B3O31704BO* 
93O5260262* 
B3OS26O272* 

30-89 
50-B7 
30-361 
30-273 

30-273 

Q 

a 
(I 
a 
a 

KIRSHS,  S    B 
KISH,  J    N 
KISISEL,  I    T 
KIBTER.H 
KISTEFi.  H   S 

B303100166* 
B3O9170153* 
B3O3  170303* 
B3O31O0410* 
B3O91O0433* 

3O-443 
3O-B46 
30-373 
30-2B6 
30-247 

Q 
Q 
P 
0 
fl 

KISTER,  H    B 
KISTER,  H    B 
KISTER,  H    B 
KI8TER,H  B 
KISTER.H   H 

830S  1103*71* 
83051  1O30B* 
S30319O334* 
330S200395* 
9303230230* 

50-333 

50-333 
30-4  1O 

50-22O 
30-286 

0 
0 

Q 

a 

KISTER,  H  B 
KISTER,  H   B 
KITLER,  E   J 
KLEIN,  D 
KLEINSOROE.W   P 

3303250453* 
8303330338 
B303  120330* 
9303100009 
B3O32  70402* 

30-244 
30-286 
50-32O 
30-192 
30-369 

a 

0 
T 
P 
O 

KLEINSdRQE.U   P 
KLEINSOROE.W   P 
KLEVIN.P    B 
KLUIArD    L 
KL  INOLER  ,  0 

B3O52704O6* 
9303270476* 
B3OQ120234* 
83D3  1  1  0396 
B3O3090397 

90-400 
3O-393 
4O-&72 
50-410 
30-272 

a 

D 

a 

KL1NOLER.O 
KMETYK.L  N 
KNAPP,  M   R 
KNAPP.  P    J 
KNAPP,  P    J 

93O5S40437 
B303310E07 
9303090372 
9303130310* 
B3O3I30372* 

It<E 
NUtiEG 
WASTE    MOT 
40-673 
40-672 

KNEPPEL,  D  S 

KNICELEY,  J-R 
KNICELEY.  J   R 
KNICELEY.  J  R 
KNIEL,  K. 

B305  120269* 
B303030331* 
3305100365* 
8305200493* 
8303060133* 

7O-S3 
3O-264 
9O-136 
70-923 
FQIA 

a 

Q 

KNIGHT.  H   R 
KNIOHTON,  Q  W 
KNIOHTON.O  W 
KNIOHTON.O  W 
KN10HTQN,  0    U 

G3OS260333 
63O30  30306 
6309020390 
B30303-OO22* 
830306  029B 

80-546. 
50-400 
30-3B7 
80-3B7 
3O-3B9 

f 

A 
E 
F 

P 

KNIOHTON.  0  W 
KNIOHTON.  0  U 
KNIGHTON.  0  W 
KNIOHTON.  8  W 
KNIOHTON,  0  W 

83D3D6O3O3* 

63051  1O179 
B303J1O1B2* 

SO-3S9 
ao-361 

30-361 

30-361 
30-361 

P 

P 
P 
P 
P 

KNIGHTQN.Q  W 
KNIGHTGN.O   M 
KNIOHTON.O  W 
KNIOHTON,  Q  W 
KNIOHTON,  O   M, 

B3O3  130332 
B3O3I  30333 
6303(70229 
B3O9170236-* 
B3031  70377 

80-443 
SO-443 
3O-361 
3O-36J 
50-100 

A 

A 
P 
P 
A 

KNIOHTQN.O  W 
KNIOHTON.O  W 
KNIOHTON,  Q  U 
KNIOHTON,  0   W 
KNIOHTON,  Q   U 

B305180034 

8305180032* 
S3  0320  01  23 

50-373 
50-373 

30-375 
30-400 
30-40O 

P 
P 
P 
D 
D 

KN1QHTON,  0  W 
KNIOHTON,  0  W 
KNIOHTON,  0  W 
K.NIOHTON,  0  W 
KNIOHTON,  0  H 

8303300197 
B3O3300303 
8303200209 
B3O3330O03 
B30B330263 

30-400 
30-400 
30-40O 
30-92S 
30-412 

D 

D 
A 
A 

KNIGHTON.  0  W 
KNIOHTON,  0,  H 
KNIOHTONj  0.  W 
KNIOHTONj  0  W 
KNOP  i  R   C 

B3O3230273 

830324003S 
S3  03260  038 
S3  03030-339* 

50-338 
SO-40O 
30-328 
50-443 
SO-461 

E 
E 
A 

E 

a 

KNOP,R    C 
KNQP,  R   C. 
KOESTEH.O-  L 
KOEBTER.O  L 
KOEBTER.O  L 

B3D3170O13 
6303340364 

S30303O394 
B30303O378 

50-461 

30-436 
50-182 
50-482 
50-4S2 

Q 

a 

F1 
8 
8 

KOE9TER.  0    L 
KOEBTER.  0   L 
KOESTER.  0   L 
KOESTER,  0   L 

KOESTER.  0   L 

B3OSO30492 
B3QSO30&22* 
8303060316* 
B3O3200333 
B3O32304B9* 

50-182 
50-482 
30-183 
50-182 
50-482 

8 

a 

Fi 

KdESTER.O.L 
RQESTER.  0   L 
KOESTER.  0    L 
KOLTAY,  P 

HOMES,  J  W 

B3O5230567 
83033IOI10* 

B3O331014S 
B3O3IO0433* 
B3O3200593* 

50-483 
50-183 
30-4B2 
3O-247 
QA999 

H 
a 

B 
Q 

i 

540 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

KONKLIN.  J   E 

B303030EB3I 

30-341         ft 

KONKLIN,  J.  E 

B303030337* 

30-440         T 

KOSINSKY.  E   t 

) 

B3051  10491 

NUREO 

KOSLA,  B 

B305  1B01  29 

40-3393 

KOSLA.  B 

B30517O724 

40-3392 

KQSMAN.H    D 

8303060383* 

30-39B         I 

KOUTS.H   J 

B3031  10337 

NUREO 

KRAFT.  D   C. 

B305300196* 

50-1  4B         O 

KRAUL.C    W 

B303020169* 

FQIA 

KRAUL.C    W 

8303040394* 

FOIA 

KRAUL.C    U 

8309050333* 

70-378 

KRAUL.C    H 

B303030339* 

70-37B 

KRAUSE,  D   F 

8309060414* 

30-319         B 

KRAUSE,  D   F 

B30S240374* 

50-313         B 

KRAUSE.  R    W 

B305  120439* 

50-293         S 

KHAVITS.  D   L 

3303170070* 

CONTRACT 

KRECHTINQ,  J 

E 

8309030271 

30-279         R 

KRECHTINO.  J 

E 

3309030938 

50-373         R 

KRECHTINO,  J 

E 

B3091C-0173 

50-279         R 

KRECHTINO,  J 

E 

B3031  20203 

30-373         R 

KRECHTINO,  J 

E 

8303170311 

30-379         R 

KRECHTINO,  J 

E 

B305  180377 

50-273         R 

KRECHTING.J 

E 

B30S330213 

50-379         R 

KRECHTINO,  J 

E 

B303230936 

30-373         R 

KRECHTINO,  J 

E 

8309350466 

30-279        R 

KRECHTINO,  J 

E 

330331  0186 

30-373         R 

KRICH.R    M. 

8305030155 

30-288         8 

KRICH.R   M 

8303030642 

90-255         S 

KRICH.R    M, 

3309100306 

90-253         B 

KRIEOER,  R   W 

B305  100377 

30-206         P 

KRIEOER,  F)   H 

B303130166 

50-306         P 

KRIEOER.R   H 

B3031301S9 

30-206         P 

KRIMM,  R   W 

B309060906 

80-347         0 

KRIMH.R   W 

B309100123 

30-393         F 

KRIMM,  R    W 

830S10O143 

30-2B9         F 

HfiQNIEK,  A  L 

8305130973 

FOIA 

KRUS.  H  E 

u 

8303270387* 

30-291         0 

KUCZYNSKI.L 

A 

8309030338* 

90-387         8 

XUCZYNSKI.L 

A 

8309060998* 

30-387         S 

KUCZYNSK1.L 

A 

B303I  10247* 

30-3B7         S 

K.UCZYN5KI.L 

A 

B3031I033B* 

30-387         S 

KUCZYNBKI.L 

A 

B309160191* 

30-387         S 

KUCZYN5KI.L 

A 

B309200646* 

30-387         S 

KUHMS.W  O 

830302046S* 

80-319         I 

K  UNDER,  0    A 

8309120335* 

50-330         T 

KUNISHI.H 

83031  10399* 

90-334        P 

KUNKEL,  r  C 

8303270379 

90-247        H 

KUSHNER.  14 

8303030439 

50-334        8 

KUZO.Q  B 

8309370394* 

30-302         Q 

KHDK.K 

8303160043 

50-20          S 

LABAT.  V 

8309200134* 

CONTRACT 

LACEY.  W  S 

S30903O311 

50-334         8 

LACEY,  H  S 

8308  11  0343 

30-334         S 

LACEY.  W  S 

8308120403 

90-334         S 

LACEY.  W  S 

8305160058 

90-334         S 

LACEY.  W,  3 

8303190189 

30-334         S 

LACEY.  M   S 

8305330930 

90-334         8 

LADUN.R 

B303030193 

ItE 

LAFLAMME,  9   J 

8303230483* 

90-309        S 

LAFLEUR,  J   D 

8305230351* 

FOIA 

LA8RANQE,  R  0 

8309100419* 

90-443         0 

LAORANOE.  R  G 

8303100424* 

30-443         0 

LA1NAS,  9  C 

B30806O393 

30-347         P 

LALK,  K 

8303250363* 

30-483         0 

LALKr  H 

B30323O363* 

50-4B3         0 

LAM8,C 

B3031703BU 

90-434         0 

LAMB,  C 

B3051703B1* 

30-434         0 

LAMBhC 

83031703BU 

90-494         0 

LAMBERT,  N  E 

8303160129 

30-362         P 

LANDERS,  D   F 

8309270001 

90-323         A 

LANDQRAF.  L   C 

B3090904BO 

30-341        F 

LAN  DOR  AF,  L,C 

83090904BO 

30-34  1        F 

LANDIS.K  D 

3303200430 

30-333         8 

LANBRIEU,  P  R 

H 

8309390387 

90-394        R 

LANDSMAN,  R  B 

8303100817 

30-329        T 

LANDSMAN,  R  B 

S30310D361 

90-329        T 

LAKE,  V  M 

8303270333 

30-333         0 

LANJK,0 

8303040743* 

30-239        P 

LANKFORD,  J 

830309046  U 

30-399        Q 

LANKFQRD,  J   D 

B309270167* 

70-143 

LANKFORD,  J  B 

B303310022* 

70-1201 

LANKFORD,  J.  B 

B309310134* 

70-1113 

LANKSBURY,  R 

t> 

83030?0313* 

90-373        Q 

LANKBBURV.  R 

0 

B303  170403* 

90-373        Q 

LANK8BURY,  fl 

a 

8309240247* 

30-373        0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEflQRY 

LANK8flURY,R  D 

8305260224' 

90-440 

Q 

LANPHER.L  C 

8303030001 

90-322 

0 

LANPHER.L  C 

8309030001 

30-322 

0 

LANPHER.L  C 

0305  1001  87 

50-323 

0 

LAMPHER.L  C 

8303100137 

50-323 

O 

LANPHER.L  C 

03051  80341 

PR 

LARIZZA.Q  F 

8303330364* 

90-244 

S 

LARSON,  C  E 

8303180392 

90-S63 

Q 

LASSAHN,  0  D 

8303110485 

NUREO 

LATHAM,  S  B 

8309100201 

30-322 

0 

LATHAMiB  S 

830910011*? 

PR 

LATHAM,  H  K 

8303060413 

90-312 

P 

LATHAM.  W  K 

8309060429 

30-312 

P 

LATHAtt,  M  K 

0309130160 

30-312 

B 

LAUHEN60N.  J  A 

B3030?0496 

30-482 

0 

LAUHEN80N.  J  A 

8309090303 

30-482 

0 

LAUREHSON,  J  A 

8309160131 

30-332 

0 

LAWSQN.L  T 

0305260261 

50-269 

J 

LAYFIELD.  R  L 

8309030207* 

70-378 

LAYFIELD,  R  L 

8309030212* 

70-378 

LAYFIELD,  R  L 

83DS030264* 

70-378 

LAYFIELD,  R  L 

B303030304» 

70-378 

LAYFIELD,  R  L 

8300030309* 

70-378 

LAYFIELD,  R  L 

B303030332* 

70-378 

LAYFIELD,  R  L 

B3030405S7* 

70-378 

LAZARUS,  H 

B30S030490 

90-272 

B 

LAZARUS.  W  J 

8303290463* 

90-336 

Q 

LAZO.L 

83091  70  1B6 

30-412 

F 

LAZO,  L 

8303170199 

90-412 

C 

LAZO,  L 

8303310334 

30-412 

F 

LE  FEBVRE.  B  J 

8303100273* 

BO-334 

Q 

LE,N  D 

8303120133* 

30-449 

Q 

LEAVERTON.  W 

8303240317 

90-334 

8 

LEDDICK,  R  S 

830303048? 

30-308 

B 

LEDDICK.  R  S 

B303  160049 

30-308 

S 

LEE.B  S 

B303110127 

NUREO 

LEE.M  R 

B303120264» 

40-672 

LEE.N  R 

8305310103 

30-438 

I 

LEE.D  R 

8303090214 

30-267 

P 

LEE,  0  R 

8309030223* 

30-267 

P 

LEE.R 

B303270109 

NUREO 

LEE,  T  D 

8309200318* 

70-143 

LEE,  T  D 

8303270613* 

70-143 

LEECH.  P  H 

830911021? 

30-336 

P 

LEFAVE-W  T 

8303100166* 

30-443 

0 

LEIDICH.O  R. 

8303040316* 

30-440 

T 

LEMON,  C  E 

8309200379* 

90-329 

A 

LEMPQE8,T  E 

B3041  10916 

30-230 

R 

LEMPQE9.  T  E 

8309060426 

90-220 

8 

LEKPOEB,  T  E 

8309060933 

30-220 

S 

LEMPOEB.  T  E 

8309160097 

50-220 

R 

LEMPOE8,  T  E 

0309  170393 

50-220 

R 

LEMPOEB.  T.  E 

8303200283 

90-320 

B 

LEMPQES.  T  E 

8309200383* 

90-320 

Q 

LENAHAN.  J  J 

8309270236* 

30-3B9 

Q 

LENAHAN.  J  J 

B30S27034B* 

90-400 

0 

LENAHAN,  J  J 

8309270379* 

90-3B9 

a 

LENAHAN,  J  J 

8303270633* 

90-400 

a 

LENTINE,F  O 

8303040317 

90-299 

p 

LENTINE.F  O 

8309  1702  IB 

90-a?S 

p 

LENT!  ME,  F  O 

8309200331 

30-299 

a 

LENT  I  ME,  F  O 

8303240473 

90-2?3 

p 

LENTINE.F  O 

B303240306 

90-299 

p 

LENT  I  ME,  F  O 

8303290077 

30-299 

P 

LEONARD,  J  R 

8309160286* 

90-369 

F 

LEPELi  E  A 

8303110497 

NUREfi 

LESSY,  R  P 

8309030317 

37-39 

LESSY,  fi,  P 

8303060329 

30-443 

0 

LES8Y,  R  P 

83031  001  38 

30-443 

0 

LESSV,  R  P 

8309  1002  19 

90-443 

ft 

LESSV.  R  P 

8309100221* 

90-443 

0 

LESSV.  R,  P 

8303100334 

30-443 

0 

LESfiV.  R  P 

6303100356 

90-443 

0 

LESSY,  R  P 

8303100379* 

90-443 

0 

LESSV.  R.  P 

8303100392* 

30-443 

0 

LESSV.  R  P. 

8303100411* 

30-443 

0 

LESSV.  R,  P 

8303100423* 

30-443 

<9 

LESSY.  R.  P 

8309100430* 

80-443 

Q 

LESSV.  R.  P 

8309100432* 

90-443 

Q 

LETSCHE,  K  J 

83031B0297 

30-382 

0 

LETBCHE,  K.  J 

8309120297 

90-322 

e 

LETSCHE.  K  J 

8303120329 

90-323 

o 

LET8CHE.K  J 

830912032? 

30-323 

0 

LEVI,  I 

8309160028* 

80-347 

0 

LEVI.  I 

8309  160028* 

30-347 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

LEVI.R  P 

B309230006 

ADVCM 

LEVI.R  P 

8303230010* 

ADVCM 

LEVI.R  P, 

8309230017* 

ADVCM 

LEVI.R  P 

8303230039* 

ADVCM 

LEVI.R  P 

8303230032* 

ADVCM 

LEVI,R  P 

B303S30040* 

ADVCrt 

LEVI.R  P 

B303230Q4B* 

ADVCtf 

LEVIN,  H 

B30S200933 

50-329 

A 

LEVIN,  H  A 

8304220313 

90-329 

A 

LEVIN.  H  A 

8309200373* 

90-329 

A 

LEVIN.  H  A 

B30331019B 

90-329 

H 

LEVIN,  H  A 

B30331O203* 

30-33? 

R 

LEVINE.  D  L 

8303260004* 

71-9392 

LEVINE.  J  M 

B309060991* 

30-313 

F 

LEVINE,  J  M 

8303260349 

30-368 

8 

LEVINE,  8 

B309230039* 

FOIA 

LEVINE,  B 

B303B30097* 

FOIA 

LEVINE.  8  H 

B30S1S0353 

PR 

LEMIB.H 

B3091Q067B* 

ACRB 

LEWIS.  J  P 

8303180047* 

90-247 

P 

LEMIS.  K.  B 

B30316O177 

30-33B 

0 

LEWIS,  H  I 

83030304  IB 

PR 

LEWIS,  M  I 

B309200441 

PR 

LEWIS,  H  I 

8303200436 

PR 

LEWIS,  M  I 

B309240316 

30-332 

0 

LEWIS,  N,  D 

8303310076 

90-460 

fi 

LEWIS,  R  C 

8303100098 

90-290 

3 

LEWIS,  R  C. 

8309270202 

30-339 

a 

LEMI8.R  C 

8309270380 

90-302 

a 

LEWIS-  R  C 

9303270343 

80-339 

a 

LEWIS,  R  C 

8303270349 

30-3B9 

a 

LEWIE,  R  C 

8303270362* 

90-399 

a 

LEWIS,  R,  C, 

8309370369* 

30-389 

0 

LEWIS.R  C 

B309370394 

90-338 

0 

LEWIS,  R  C 

8303270413 

90-393 

a 

LEWIS,  R  C 

8303270421* 

30-33B 

a 

LEWIS  rH  C 

B3O3270433* 

80-393 

a 

LEWIS,  R  C 

B3OB270437* 

30-338 

a 

LEWIS,  R  C 

B303B70474* 

80-261 

0 

LEWIS,  R  C 

830327047? 

90-261 

a 

LEWIS,  R  C 

8303270494* 

90-261 

0 

LEWIS,  R  C 

8303270499 

90-302 

0 

LEWIS,  R  C 

8309270907 

90-3B9 

43 

LEWIS,  R  C 

B3O3H70909* 

90-302 

0 

LEWIS,  R  C 

S303270912 

30-393 

Q 

LEWIS,  R  C 

8303270319* 

90-393 

Q 

LEUIB,R,C 

B3Q3270327* 

90-2BO 

Q 

LEWIS,  R  C 

8309270929* 

30-389 

0 

LEW  IS,  R  C 

B303370399 

90-339 

a 

LEWIS,  R,C 

S30S270379* 

90-339 

0 

LEWIS,  R  C 

8303270380 

90-324 

0 

LEWIS,  R,C 

8303270396* 

90-416 

Q 

LEW  IS,  R  C 

B30  9270621* 

30-324 

0 

LIANOi  C  Y 

B309100166* 

80-443 

0 

LICHTEN&ERQER 

8303800072 

TOPREP 

LICITRA,  E  A 

8309110022 

30-32B 

A 

LICITRA,  E  A 

8303170319 

90-928 

A 

LICITRA,  E,  A 

8303240233 

50-529 

A 

LIDEN,  E  A 

8309090013 

30-272 

P 

LI  DEN,  E.  A 

8303090437 

90-272 

P 

LIDEN,  E  A 

B3091  10007 

90-311 

P 

LIDEN,  E,  A 

B3O9110134 

90-272 

P 

LIDEN,  E  A. 

830917032B 

30-372 

P 

LIDEN,  E.  A, 

B309330094 

30-311 

P 

LIDEN.  E.  A 

3303330304 

30-373 

P 

LIEBERMAN,  J, 

8309040949* 

30-139 

0 

LIEBLER,  0.  H 

8309040247* 

90-3 

F 

LIN,  D  L 

8303110432* 

30-373 

R 

LINDELL,  H 

8309270046* 

30-330 

P 

LINDER,  F 

B309030146 

30-409 

8 

UNDER,  F 

8305100039 

30-409 

P 

LINDEHi  F. 

8303120066 

30-409 

P 

LINDER,  F 

6309130112* 

30-409 

a 

LINDER.  F 

B3091  60090 

90-409 

F 

LINDER,  F. 

B3032303?B 

30-409 

p 

LINDER,  F, 

8309240327 

30-409 

a 

LINDER,  F. 

830331016V 

80-40? 

F 

LINDSAY,  F  J 

8309130211* 

30-304 

8 

LINDSAY,  I  D 

B30310032G 

90-498 

a 

LINEMAN,  J  J 

8303030096 

40-1341 

LINEMAN-  J  J 

8309060369* 

40-B7B3 

LINEHAN,  J.  J 

8303130319 

40-4493 

LINEHAN,  J  J 

8303130333* 

40-8783 

LINEHAN,  J  J 

8309130336 

40-8663 

LINEHANr  J,  J. 

83O31703B3 

40-BOB4 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
C  ATE  CORY 

LINEHAN,  J   J 
L1NEHAN.  J  J 
L1NEHAN,  J  J 
U  NEMAN,  J  J 
LI  NEMAN,  J  J 

8303  I  70S  fS 

8309290199 
8303290270 
B3O9230S79 
B3O  5230279 

4O-BO&4 
4O-7&69 
40-97B6 
40-B7B6 
40-B7B& 

LINEMAN,  J  J 
LINEMAN,  J  J 
LINNEMANN.  R   E 
LINNEMANN.  R  E 
LINNEMANN,  R   E 

3305230293 
8309250  993 
B3O939042B* 
B30  9230428* 
830929049B« 

40-BA97 
40-H7S6 
30-133 

30-4B3 
SO-4B3 

fi 

O 
G 

LINNEHANN.R  E 
LINNEMANN.  R   E 
LINNEMANN,  R   E 
LINNEMANN,R   E 
LINNEMANN.R  E 

83O923049B» 
B3O92304A8* 
B3O3BSO46B* 
8303250452* 
83O9Z964B2* 

50-483 

50-4  B3 
90-4  S3 
90-493 
9O-4B3 

0 
Q 

0 
Q 
0 

LINVILLE.  J  C 

LIPINSKI-W.C 
LIPtNSKI.H  C 
LIPINSKIrM  C 
LIPINBKI,M  C 

03O3UO391* 
B305130340 
B309I3034O 
B30913034? 
S303130349 

30-333 
ACRS 
ACR9 
50-937 
30-337 

O 

a 
a 

LIBENO.R  T 
LITTLE.  B  H 
LITTLE,  0,  V 
LITTLE,  U.  S, 
LITTLE,  H  & 

83OS110314* 

83O30?0283» 
B309130I41* 
B304  120409 
B30413O3&2 

30-333 
30-341 
30-2iO 
30-373 
3O-440 

8 
G 
8 

a 
a 

LITTLE.H.  S 
L1TTLE.H  S 
LITTLE.  H  B 
LITTLE,  M  8 
LITTLE,  IJ,  B 

S303D2035B 
83O9040B1B 
B309120349 

B  303  120361 
B30S12O344* 

90-331 
30-305 
50-4A1 
30-374 
3O-374 

o 
o 
a 

Q 

o 

LITTLE.  H.  9 
LITTLE.  W  S 
LITTLE,  H  8 
LITTLE,  H.  8 
LITTLE.H  S 

6303  1204  IS 
83O312O440 
G3O912O444* 
8309190019 

8305190178 

30-373 
30-237 
3O-237 
BO-434 
SO-SS9 

a 
o 
o 
a 
o 

LITTLE,  M  B 
LITTLE,  M  B 

LITTLE,M   B 
LITTLE,  M  8 

LIU.U  C 

8303190233 
6303260236 
8303260239* 
S30931O113 
8303Z7O492* 

BO-434 
3O-44O 
30-44O 
90-237 
30-400 

a 
a 
a 

a 
a 

LIU.U.  C 
LIVEHMOfiE,H  H 
LLOVD,  M 
LOCHBMJM,  D  A, 
LOCHBAUM.  0,  A 

8303270-537" 
S3O3  1  70O22* 
3309240023* 
B303  1OOO83« 
B309230397 

90M3B 
30-4*1 
80-337 
SO-S39 
BO-2AO 

a 
a 

u 
a 

a 

LONOENECKER,  J 
LONOENECKER.  J 
LONOENECKER.  J 
LONOENECKER.  J, 
LONOENECKER.  J 

B303O&09Z4 
B30917O449 
8309200439 
8309230  U3 
9309330295 

90-337 

3O-337 
S  0-337 
a-0-337 
90-337 

E 
A 
B 
A 
A 

LOOKABAUOH,  A 
LOT  I  TO,  E, 
LOTITO.E,  M 
LOTTBi  A.  L 
LOUDERBACK,  T  E. 

B30909O392« 

B309SOO9B4* 
3303300364 
8303030029 
B3O316Q232 

SO-443 
90-317 
90-317 
RES 
40-8714 

0 
R 
R 

LOUDERBACK,  T  E 
LOVE.R.  B, 
LOVENDALE.P, 
LOVENDALE,  P  C 
LOVENDALEiP  C, 

B30326O3B3 
6303ia042B» 
B30324OOOS 
B309100402* 
B30S17O333» 

40-8714 
90-546 

30-266 
30-237 
90-299 

0 
B 
0 
Q 

LOVENDALE,  P  C, 
LOWREV,  A, 
LOHREV,  A 
LUCK.M  D. 
LUCK,  U,  D 

83OS24002t» 
83O90K093O* 
B3030403DU 
B303240390 

B30911022O 

90-299 
FOIA 
FOIA 
80-937 
30-337 

Q 

0 
O 

LUCK.H.  D 
LUCK.  H.  D. 
LUCK,  M,  D. 
LUCK,U  D, 
LUCK,  U.  D. 

B303190339 
0303200606 
8309200&4B* 
B303240479 
8303240480 

90-937 
30-337 
30-937 

SO-S37 
90-907 

0 
0 

o 

Q 
O 

LUCK.M.  D 
LUCK,  U.  D. 
LUCKA8.H  J 
LUDHIO,  H.  C. 
LUDWIO.H.  C 

B303240903 
83O93101B8 
8309110119 
B3O3U0329" 
B3031103S2M 

30-837 
30-337 

NUREO 
00-327 
90-327 

4> 

0 

8 

a 

LUDHIO.M,  C 
LUDHIO.H.  C. 
LUOMIO.M,  C 
LUDUIO.U  C 
LUEBKE,  E.  A 

B303200432* 
6300330336* 
6303390300 
6303390932 
6303030332 

30-3B7 
30-327 
SO-32B 
90-327 
30-142 

a 
a 
a 

3 

0 

LUEBKE.  E.  A 
LUEBKE.  E.  A 
LUEBKE,  E.  A, 

LUEBKE.E.  A, 
LUEBKE,  E.  A, 

B3O3Q6032O 
6303100330 

B  303  1300  76 
B303I30O79 
&30313Q130 

30-142 
90-J42 
30-142 
SO-142 
90-14H 

a 

0 
0 

& 

0 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGOn1 

t 

LUEBKE.  E   A 
LUKE.F    J 
LUNDVALL.  A    E 
LUHDVALL.A  E 
LUNDUALL.A   E 

B30516Q163 
830527G100* 
8303020344* 
8303060402 
B30304O41S 

30-143 
CQHTRACT 

30-317 
30-317 
30-317 

0 

a 

P 

a 

LUHDVALL.A  E 
LUNDVALL.A  E 
LUNDVALL,  A   E 
LUNDVALL.A  E 
LUTKEN,  D.  C 

B30319O393 
B305200&SO 
B305aOO&3B» 
B3  0520  0631 
B303230600 

50-317 
50-317 
50-317 
50-3  1  7 
50-416 

B.  o  o  a:  o. 

LUTHIN,  M   H 
LUIA,  K   V 
LYNCH,  M   D 
LYNCH.  M   D 
LYNCH.  M  D 

8303260388 
8303090162 
B  303  11  0630 
B  303  J  20231 
6309530207 

40-229 
NUREO 

50-341 
30-341 
SO-341 

F 

A 
A 

LYNCH.  H  D 
LYNCH,  0.  D 
LYNCH,  0  D 
LYNN.D  L 
LYONS,  J   E 

830355021*? 
B303180030 
B30S1B0041* 
6303110332* 
8303110214 

3C-3  41 
SO-369 
30-369 
CONTRACT 
30-39 

f 
P 
P 

P 

LYQNB,  P.  J 

LYONS,  P    J 
LYONS,  P   J 
MA.J  S, 
MAi  J.  B. 

63032*0306 
63032^0399 
830  32  &  039  9» 
8303030474" 
8305270301* 

40-299 
40-299 
40-299 
50-4  B3 
30-4S4 

a 
a 

HACDOHALO.  C 
MACDONALD.C   E 
MACDONALD,  C  E 
MACDONALD,  C  E 
MACDONALD,  C   E 

83050902  1  4 
8305020002 
8305020004* 
3303020009* 
8303030716 

71-i700 
71-7177 
71-7177 
71-7177 

71-7103 

MACDONALD.C  E 
MACDONALD,  C.  £ 
MACDONALD,  C.  E 
MACDONALD.C    E 
MACDONALD.  C.  E, 

8303030720* 
B3030  40096 
B303040147 
9309  D  4070  D 
B30304077B 

71-9103 
71-7181 
71-7079 
71-1 

7I-71O6 

MACDQNALD.  C-  E 
MACDONALD.C    E 
KACOONALDiC   E 
MACDONALD,  C   £ 
MACDONALDpC    E 

B305M07B2 
93030407B6 
B30304071?! 
8305030436 
9303060133 

71-5332 

71-9901 
71-6533 

71-9135 
71-9173 

MACDONALD.C    E 
MACDQNALD,  C    E 
MAC  DONALD,  C    E 
MACDONALD.C   E 
MACQONALD.C   E 

aa030i>0187 
B3030t01?0* 
B3D9060BOB 
B305060Bia« 
B30509D04B 

71-6294 
71-6294 
71-3979 
71~3979 
7I-3B14 

MACDONALD.C   E. 
MACDONALD.C   E 
MACDONALD.C   E. 
MACDONALD.C   E 
MACDONALD.C   E 

83050'J0036» 
8309090113 
8305090121* 
8305070133 
930  30901  40* 

71-3B14 

71-39BO 
71-39BO 
71-3873 
7J-3875 

MACDOKhLD.C    E 
MACDONALD.C    E 
MACDONALD.C    E 

MACDONALD.C   E 
MACDONALD.C   E 

0303070143 
8309090190* 
6305HOOU 
630  9U  00  13* 
B30  51  10013 

71-3874 
71~9B74 

71-9103 
71-9103 
71~4986 

MACDONALD.  C.  E 
HACDOMALDj  C    E 
HACDONM.D.C    E 
MACDONALD.C  E 
MACDONALD.C  E, 

8305110017 
8303110019 
8309110021 
B30  Si  10023 
83O5UOO33 

71-9111 

7  1  -90BO 
71-9049 
71-6717 
7  1  -99O  1 

MACDONALD,  C.  E 
MACUONALD.  C,  E 
MACDONALD.C   E 
MACDONALD.C  E 
MCDONALD,  C  E 

83O311CD39* 
8305110143 

B303110130 
B3O3U0131* 
B343110211 

71-9901 

71-9044 
71-9100 
71-9100 
7  1  -9079 

MACDOMALO,  C.  E, 
MACDONALD.C   E 
MACDONALD,C   E 
MACDONALD.C  E 
KACDOHALO,  C  E 

B3D3I  10612 
8399110614* 

8303130236 
&3031302&1* 
8309160276 

71-9789 
7  1  -9789 
71-495 
71-49* 
71-6499 

MACDONALD,  C  E. 
MACDOMALD,  C  E 
MACDONALD.  C.  E 
MACDONALD.  C.  E 
MACDONALD.  C,  E 

B3031602BO 
B303170097 
8303170102* 
6303170108 
8309170113* 

7  1  -907i 
71-4966 

71-49S6 
71-9010 
71-9010 

MACMNALD,  C  E 
MACDONALD,  C.  E 
MAC  DONALD,  C.  E 

MACDONALD.  C.  E 
MACDONALD.  C.  E, 

8303170243 
B3Q917O231* 
9309170253 
6303)702*0* 
8303170386 

7  1  -90  1  5 
71-9013 
71-9191 
71-91  Bl 
71-6346 

MACDONALDrC  E. 
MACDONALDrC  E, 
MACDONALD,  C.  E, 
MAC  DONALD.  C.  E 
MACDONALD.C,  E. 

83031  703B7 
B3091703B9 
B309  170391 
B303  170992 

83031a0630» 

7  1-9091 
71-6601 
71-9191 
7  1-91  IB 
71-9407 

AUTHOR 

ACCESSION 

NUMBER 

SUflJEC' 
CATEGDI 

MACDQNftLD.  C    E 

8303a40S56» 

7l-i»90 

MACDONALD.  C    E 

B3O3BAO33O 

7  1  -f\  'SI 

MACDONALD.  P    E 

B3O3J  1OSS3 

MUIIEO 

MACKAY,  S    D 

B3O518OO40 

5O-324 

MADDEN.  W 

B3O302O499 

50-219 

MADEDA.T    J 

B3O5O3O521* 

so-ati 

MADEDA.T   J 

B3OSOAO418* 

BO-299 

WADEDA.T    J 

B3O913O234* 

70-1300 

MADEDA,T    J 

B3O32OO4B2* 

7O-9S9 

MADBEN,  O   L 

B3O3O30137 

9O-49O 

MADSEN,  S    L 

B  303090066 

30-120 

MADSEN.O   L 

Q3OB1OO137 

30-4  BB 

MADSEN.O   L 

B3OB10OS47 

30-449 

MADSEN.O   L 

B3Q3  120373 

3O-44S 

MADBEN,  0  L 

B3OB1700O4 

30-302 

MADSEN,  0    L 

8303I7Q21H 

90-190 

MADSEN.O  L 

83  OS  170309 

ao-449 

MADSEN,  0    L 

830S17O329 

so-s^o 

MADSEN.O   L 

93QS3OO192 

90-140 

MADSEN.O    L 

33033OO231 

90-3QK 

MADSEN.O   L 

B3033Q0323 

ao-a-JB 

MAD8EW.  0    L 

S3OS9OO4IA 

3Q-445 

MADSEN.O    L. 

53O330091& 

SO-2A7 

MADSEN.O   L 

B3Q3SQ(H>t,t. 

50-4.49 

MADBEN.  0   L 

3303330305 

30-43P 

KADBEN,  0.  L 

B3O9230449< 

30-449 

MADSEN,  0-  L 

B309S309&6 

SO-2A7 

MADSEN.O   L 

B3O9340003 

30-443 

MADSEN.O   L 

B3039AO301 

30-S9B 

MADSEN,  0.  L 

B3O531009O 

00-267 

MADBEN,  0  L 

B3033I0221? 

50-367 

MAONUSOH.  L 

9303060O32 

XPORTLIC 

MAONU8QN.  L 

B3091BOB1O 

XPORTLIC 

MAftNUSON.  L 

B3O9^AOQ&O 

XPQftTLIv 

MAIER,  J  E 

S3O9Q30O21 

30-244 

MAI  EA,  J   E 

8303030333 

30-244 

MAIER.  J   E 

33O3O9024B* 

00-344 

MAIER..J   E. 

Q30906O271 

30-S4-1 

MAIER,  J   E 

B  30  3060404 

3O-S44 

MAIERrO  E 

83031IOO&3 

SO-S44 

MAIER,  J  E 

B3091  10318 

9O-S44 

MAIER,  J   E 

8309130034 

90-244 

MAIEB,  J   E 

83051A01I4 

90-K44 

MAI  EH.  J  E 

B305190I70 

30-H44 

KAIER,  J   E 

B3091'?0234 

30-244 

MAIER,  d  E 

8303  23  04  32 

30-S44 

MAIER,  J.  E, 

8303230361 

90-H44 

MAIER,  J.  E 

B3O327O37B" 

30-K44 

MAIER,  J  E 

B30B31O020 

30-344. 

KAl£R,  J   E 

B3O93IO083 

30-344 

MAIEH,  J.  E 

8303310129 

3O~3t4 

MAIER,  J,  E 

83033IQH13 

30-244 

MAIER,  J.  E 

83D331O232 

9O-S14 

MALLETTjR   H 

8303230272* 

30-337 

MALLBRV.C    H 

a303O4O199* 

71-9O79 

MALLORV.  C    M 

B30323O730 

7|-71»l 

MALLORV,  C   H 

B30926O33S* 

71-9191 

MALLOY.E  A 

MALODY.C   M 
MALOOY,C   M 

8303240917 
93O310CH7O 

BSOBIOOlBt 

9O-347 
70-1237 
7O-IH97 

MALODY.C   M 
MALDNEY.J  M 
MALONEY,  J  M 
MALONEY,  J  M 
MANOAN,  G    V 

8303180&12 
830B17037&- 
8303170376* 
8303170376" 
8304210233 

70-  1  23V 

30-434 
90-434 
30-404     , 
90-410 

MANOAM,  C    V 
MANOAN.  C    V 
MANGMJ,  C    V, 
MANOAN.  C    V 
MANOAN.  C    V 

B303O3O91S 
8303O40483 
8303040493K 
930BO30020 
8303030031* 

90-410 
90-230 

90-aao   , 

50-220 
30  -2  2O 

MANOAM,  C    V, 
MANCAW,  C.  V 
MANOAM.  C.  V 
MANOAM.  C.  V 
MANOAM.  C.  V 

8309100273 
8303110315 

eaosiaooaa 

830816001* 

B303ao0349 

90  -2  BO 
30-410 
90-410 
00-230 
90  -a  BO 

MANOAN,  C.  V 
MANOAN,  C.  V 
MANOAN,  C.  V 

B305S30574 
3309940402 

90-410 

9o-aao   ' 

MANOAN,  C,  V 
MANOAN,  C   V, 

S3093&QOB6 

90-<tlO    ' 
30-410 

JU»27OO2-6 

ao-asro   [ 

MANOAM,  C.  V 

83051370073 

a  o-aoo   \ 

MANNO,  a  F 

n^o^!3008*11 

BO-244 

MANNO.  B,  F 
KANITO.  8  F. 

3309120392 
B30SI/-0093 

30-410    ' 
30-410 

30-410    ; 

542 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGDHV 

MAfJND,  E   F 
MANNO.  B   F 
MANSES.  U   C 
MANSER  H   C 
MANSER,  U   C 

S30S2S0430 
S30S27O&43* 
B  30303  0699 
8305180832 
8305190003 

30-410         S 
30-410         Q 
70-143 
70-143 
70-143 

MANSER'  U  C 
(1ARCHAL,  J 
MARCHAL.  J 
MARCHAL,  J 
IIARCONNET,  J 

B-303340Q31 
B30S02O009 
B30502O07& 
B30509G010 
B3O5270O1H 

71-143 
XPORTLIC 
XPDRTL1C 
XPORTLIC 
30-261         P 

MARCUS.  0   F 
MARCUS,  1}   F 
MARCUS.  «   F 
MARCUSON,  W  P 
MARCUSON,  U  F 

B309EOO653* 
B3033006&S* 
83032006791 
B303IIOO41* 
B3D917O&07* 

30-373        P 
30-373        P 
30-373        P 
CONTRACT 
CONTRACT 

MftRELLD.S   L 
MARELLO.S   L 
MAR&ULIES,  M   E 
MAROULIES,  M   B 
MARffULIES,  M   B 

B3O519O10S* 
83OS19O29&1 
3303100413 
8303170483 
330327001  4 

50-327        0 
30-373        Q 
50-261         0 
30-308        Q 
30-261         0 

MARIANI.L   P 
MARIANI.L   P 
MARKEY.  E    J 
MARKEY.  E    J 
MARSHALL,  J  R 

B30311CKM3 
83033303-17 
8303330333" 
B305aa0733» 
B30334O4BO 

PR 
PR 
50-389        U 
COMMISSION 
30-313        P 

MARSHALL,  J   R 
MARSHALL.  J   R 
MARSHALL,  J   R 
MARSHALL,  J  R 
MARSHALL  .  J  R 

830  43704  26* 
B3D  3030373 
8309020416 
B30  5030331* 
3303030385 

50-313        F 
50-368        S 
90-366        P 
50-313        Q 
30-313         S 

MARSHALL.  J   R 
MARSHALL,  J  R 

MARSHALL,  J   R 
MARSHALL.  J   R 
MARSHALL.  J   R 

B3O304O433 
B303030125 
330503031  A 
3305060432 
B305090333 

50-313        R 
30-313        P 
90-313        P 
50-313        S 
50-313        P 

MARSHA.LL.  J  R 
MARSHALL,  J   R 
MARSHALL,  J  R 
MARSHALL*  J  R 
MARSHALL.  J   R 

8309090421 
B303070440 
B303  100331 
8305120414 
9303120431* 

30-313        J 
30-313        P 
90-313         P 
30-313         S 
50-313        Q 

MARSHALL,  J   R 
MARSHALL,  J  R 
MARSHALL.  J  R 
MARGHALL,  J  R 
MARSHALL.  J   R 

63051  60a<3Q» 
B303I7O35I 
B3O3  190363 
8303200319* 
830320[>32& 

30-313        F 
30-313        0 
30-313        J 
30-313         Q 
9O-3I3        F 

MARSHALL,  J  R 
MARSHALL,  J  R 
MARSHALL.  J   R 
MARSHALL,  J  R 
MARSHALL,  J  R 

B3D9S00445 
83OS200490 
8305200541 
B3Q3200573 
8303200590 

90-313        S 
50-313         B 
30-313        P 
30-368        R 
50-368        P 

MARSHALL,  J   R 
MARSHALL.  J   R 
MARSHALL,  J   R 
MARGHALL,  J  R 
MARSHALL,  J  R 

03O3230364 
8305230733 
B303340O34* 
B3O  3340  133 
8309240360 

50-313        P 
30-368        P 
30-313        Q 
30-313        H 
30-368        P 

MARSHALL.  J   R 
MARSHALL.  J  R 
MARSHALL,  J  R 
MARSHALL,  J  R 
MARSHALL,  J  S 

630331037') 
83O92602&O 
83O527006S 
93053  101*!  9* 

aaoso9osi7» 

30-313        P 
30-313        S 
30-313        P 
30-313        Q 
9O-443         T 

HARSH  ALL,  M  H 
MARSHALL.  H   J 
MARSTON,  R    R 
MARTIN 
MARTI-N,  D   E 

B3O3120003 
S3O3  120333* 
S303270116» 
B3031203B1 
B309O90376 

FOIA 
30-320         T 
70-1113 
30-334         S 
HASTE   MOT 

MARTIN.  D   E 
MARTIN,  D-E 
MARTIN.  D   E 
MARTIN,  D-  E 
MARTIN,  D  E 

B305090S79 
83O30907OS 
9303110183 
830S  17039"? 
B303B  30397 

HASTE   HOT 
WASTE   MQT 
WASTE   MCT 
40-299 
40-299 

MARTIN.  J 
MARTIN,  J   B 
MARTIN,  J  B 
MARTIN,  J  B 
MARTIN,  J   B 

B3O9O30t&4» 
6305030069 
83O31C001  1 
33052-40264 
S305Z6027O 

30-397         Q 
PR 
30-346        F 
30-361         Q 
90-275        Q 

MAflTINi  R  A 
MARTIN,  R   E 
MARTIN,  R  E 
KARTINi  R   E 
MARTIN,  H    E 

B305I3029S 
33O31  10072 
83031  10O79 
8303130O26 
83O9970OI2 

RES 
30-352        F 
30-332        A 
30-35S        A 
90-332        A 

MARTIN,  R    E. 
MARTIN,  T  J. 
MARTIN,  T,  J. 
MARTIN,  T  J 
'    T    T 

B303200170 
03050*0470 
B3031  10339 
a3031704-?0« 
83O41B0341 

30-332        A 
30-334         S 
30-334         3 
50-334        0 
70-1143 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODHV 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN.  T  T 
MARTIN,  T  T 
MARTIN,  T  T 

B304B30132 
B30  9020238 
S3030S03S6 
8305020395 
8303050133 

70-2953 
30-272    0 
30-309    0 
30-213    Q 
70-466 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN.  T  T 
MARTIN.  T  T 
MARTIN,  T  T 

8305050134 
B309030141 
8305050144 
8305030161 
B303090176 

70-1402 
30-277    0 
30-293    0 
40-3079 
70-12S4 

MARTIN,  T  T 
MARTIN.  T  T 
MARTIN,  T  T 
MARTIN.  T  T 
MARTIN.  T  T 

B3O303O187 
B30S030246 
8303110261 
8303110276 
8303110314 

50-247    Q 
30-244    Q 
50-277    Q 
50-317    Q 
SO-  30  9    0 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN.  T  T 

B30S110331 
83031  2037S 
8303160018 
8303190163 
8303190187 

30-289    Q 
50-322    Q 
30-219    Q 
30-275    0 
30-271    0 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
HARTIN,  T  T 

B303190310 
B309  190330 
8309200383 
8303200436 
B303230493 

90-271    Q 
70-371 

30-220    Q 
30-334   Q 
30-289    0 

MARTIN,  T  T 
MARTIN.  T  T 
MARTIN.  T  T 
MARTIN.  T  T 
MARTIN,  T  T 

8305230505 
S305230571 
8309240227 
8309240239 
8303230291 

TOPREP 
30-309    P 
30-29     Q 
30-272    Q 
50-S19    Q 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN.  T  T 
MARTIN,  T  T 
MARTIN,  T  T 

8309390299 
8309290310 
6303230314* 
B3032504BO 
B3092904BB 

30-277    Q 
30-309    0 
30-309    0 
30-B71    Q 
90-412   3 

MARTIN,  T  T 
MARTIN.  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 

8303290495 
B303230903 
8309230971 
B309S70033 
8303270274 

50-269    Q 
90-286    Q 
90-387    0 
30-423    Q 
30-333    Q 

HARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  W  J 
MAHTINOYICH.  M 
MARL/CUT.  C  H 

8309270361 
8309S70392 
8303060233 
8303030114* 
8309030992* 

TOPREP 
30-333    Q 
NUREO 
30-373    8 
50-461    R 

MASON,  C  C 
MAESARO,  S  A 
MAST,  L 
MASTERSON,  V 
MASTERSON,  V 

8305240323 
8309040740 
8305200998 
B3032403S1 
8303270193 

30-327    R 
NUREO 
30-440   0 
30-373    S 
90-373   S 

MABTERSON.V  V 
MATHENV,  D  C 
MATHEWS,  T,  P 
MATHIS.C  J, 
MATHIS,  C  J 

B305060909* 
B303130199* 
8309170470* 
8304110696 
8303230939 

90-373   8 
30-346   8 
30-383    R 
SO-B93    B 
90-293    R 

HATH  IS,  C  J 
MATH  IS,  J 
MATHI8.J  L 
MATTHEWS,  B  A 
MATTHEWS,  B  A 

B303230337* 
8303270367* 
8303270962* 
S303030477 
8309030466 

30-293   R 
30-339    0 
90-390   Q 
90-261   H 
30-261   0 

MATTHEWS,  B  A 
MATTHEWS,  B  A 
MATTHEWS,  H  A 
MATTHEWS,  H 
MATTHEWS,  H 

B309030493 
8303180299 
S3091B0498 
8303230980* 
83032909BO* 

30-261    0 
90-261    O 
30-261    0 
30-483    0 
90-483    0 

MATTIA,  M  d 
«ATTIA,M  J 
MATTIA,  M  J 
MATTIA,  H  J 
MATTIA,  M  J 

8309090300* 
8309110232* 
B30312D190* 
B30SI60312* 
8303160316* 

CONTRACT 
CONTRACT 
CONTRACT 
90-247    0 
90-247    0 

MATTIA,  M  J 
MATTIA,  M  J 
MATTIA,  M  J 
MATTIA,  M  J 
MATTIA,  M  J 

6303180360* 
B3031B0562* 
83032302491 
8309230274* 
8303S403&9* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
FOIA 

MATT1A.M  J 
MATTIMOE,  J  J 
MATTSON,  R  J 
MATTBON.R  J 
MATTSON,  R  J 

8303260087* 
8303230983 
83090309B7* 
8309230221* 
8303360396 

CONTRACT 
30-312   P 
90-312    P 
30-36  1    P 
TOPREP 

MAURA,  F  A 
MAURIN.L  V 
MAURIN.L  V 
MAURIN.L  V 
MAURIN.L  V 

6304120412* 
8309020341 
8309020411 
8303020450 
B303020479 

30-373   0 
SO-3B2   A 
30-362   S 
30-3B2   B 
30-382    B 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 
CATEGORY 

MAURIN,  L  V 
MAURIN,  L  V 
MAURIN,  L  V 
MAURIN,  L  V 
MAURIN,  L  V, 

8303O50017 

8303060367 
0303060433 
83O3Q60366 
B3030609B7 

3Q-38E   R 
90-30?   Q 
30-362   B 
30-382   6 
33-302   B 

MAURIN.  L  V 
MAURIN,  L  V 
MAURIN,  L  V 
MAURIN.L  V 
MAURIN,  L  V 

B30S1300I9 
8303170323 
0303170265 
8303170327 
8303170331 

90-3B2   8 
50-302   8 
30-362    B 
30-3D2   S 
30-382   S 

MAURIN.L  V 
MAURIN.L  V 
MAUR  IN.  L  V 
MAURIN,  L  V 
MAXWELL.  0  F 

0303170104 
6303170473 

0303170300 
03031  601  AS 
B303030337* 

30-363   8 
90-382   Q 
30-3B2   8 
30-382   A 
30-440   T 

MAXWELL,  0  F 
MAXWELL,  0  F 
MAXWELL,  J  C 
MAXWELL,  J  C 
MAY,  D  C 

830327030B* 

9303370631* 
B3031  30347 
6303130347 

Q3042BQ121 

30-100  a 

30-400   Q 
30-443   O 
90-443   O 

PR 

MAYWEATHER.L 

MCALPINE.E  J 
MCALPINE.E  J 
MCALPINE.E  J, 
MCALPINE.E  J 

83041  90372» 
B30320031B* 
0303270149* 
B3O3270199* 
8309270167* 

30-341   Ft 
70-143 
70-1131 
70-1113 
70-143 

MCALPINE.E  J 
MCALPINE.E  J 
MCALPINE.E  J 
MCALPINErE  J 
MCALPINE.  E  J 

8303270294* 
0303270304* 
B3092704QO* 
B303270336* 
B303270613* 

70-1201 
30-332   a 
7O-1191 
70-27 
70-  H3 

KG  ALP  I  HE,  E  J 
MCALPINE,  E  J 
MCALPINE.E  J 
MCBREARTY,  R  A 
MCBRIOE,  L  M 

B309270648* 
83033  I  0022* 

B303310134* 
03O3230293* 
8309030146 

70-143 
70-lfiOE 

70-:  113 
30-219   0 
30-267   F 

MCCABE 
MCCABE 
MCCABE 
MCCABE 
MCCABE 

83030301  IB 
B30  3060930 
8309060338 

0305  1  10238 
5309120413 

90-278   8 
90-317   8 
90-277   B 
3Q-3BB   B 
30-377   B 

MCCABE,  E 
MCCABE.  E. 
MCCADE,  E,  C 
HCCABE,  E.  C, 

MCCANN 

£330  3020337 
8303060387 

8309030208* 
B3031  10149 
8303110298 

90-270   fl 
30-277   8 
30-317   Q 
30-307   Q 
30-388   0 

MCCARTY.  C  U, 
MCCLINTOCK,  R 

KCCLINTOCK,  R 
MCCLINTOCK,  R 
MCCLINTOCK,  R  0 

0303030709 
0303120494* 
B303  120307* 
B303  1B03  IB* 
8303060136* 

40-9788 
40-473 
40-672 
40-472 
40-&72 

MCCLINTOCK,  R  d 
MCCLINTOCK.  R,0 
MCCLUBKEY,  0 
MCCOLLUM,  W 
MCCOLLUM.  M, 

8309120462* 
8309120472* 
8309160196 

830303062B* 
H30303062B" 

40-472 
FOIA 
30-4*0   0 
30-34  B   p 
30-249   P 

MCCONNELL.  T 
MCCORKLE,  0  W 
MCCD8KEY,  R,  E 
MCC03KEY.R  E 
MCCOBKEV.R  E 

0303160206* 
930  3  160223* 

9303020035" 
8309040290* 

B303030338I> 

30-369   F 
90-312   D 
FOIA 
FOIA 
70-3  7B 

MCCRDRY'B  L 
MCCRORY,  8  L. 
MCDEHMOTT,  D 
MCDERMOTT,  D 
MCDERMOTT.  D 

S30317O31Bt 
8303230479* 

8303230398 
9303230326 
8309260340 

9Q-U3   fl 

90-203   a 
CONTRACT 
CONTAACT 
CONTRACT 

MCDERMOTT,  D 
MCDONALD,  D  0 
MCDONALD,  D  O 
MCDONALD,  D  0, 
MCDONALD,  D.  <J 

8303270090 
0303090943* 
B303I70104 
83031  BQ341 

B303090961* 

CONTRACT 
3Q-39B   A 

30-230   F 
30-230   P 
30-33B   A 

MCDONNELL,  L  J 
MCDUFFIE,  M  A 
MCDUFFIE,  M  A, 
MCDUFFIE,  M  A 
MCDUFFIE,  M,  A 

5309310134 
8309020  1Z4 
B303060333 
8300110248 
B30M  10394 

30-309   R 
90-400   E 
30-400   E 
30-400   E 

so-400  e 

MCDUFFIE,  M,  A 
MCDUFFIE,  M,  A 
MCDUFFIE,  M  A 
MCDUFFIE,  M  A. 
MCDUFFIE,  M  A 

9303  120467 
8309160017 
8303160031 

8303160109 
B3031702B2 

90-400   A 
90-400   E 
30-400   E 
30-400   E 
90-400   A 

MCDUFFIE,  M  A 
MCDUFFIE,  M  A 
MCDUFFIE,  M  A 
MCDUFFIE,  M  A 
MCDUFFIE,  M  A 

83091B0400 
830920032? 

8309200384 
8303200442 
8303200676 

30-400   E 

30-400   E 
30-400   E 
30-400   E 
30-400  -  K 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

MCDUFFIE,  M  A 

8303290494 

30-400    E 

MCDUFFIE,  M  A 

8309260234 

30-400    E 

MCEVQY.  R  W 

8305030163* 

FOIA 

MCEVQY,  R  M 

8303040272* 

FDIA 

MCEVOYrR  M 

B30304053&* 

FOIA 

MCEVOY.R  M 

S30304033<7* 

FOIA 

HCFAflLAND,  C  R 

B30S27O317* 

3O-337    Q 

MC8ARRY,  J  M 

8303040338 

30-413    0 

MCOARRY,  J  K 

B3D904O938 

30-413    Q 

MCOAHRY.  J  M 

830309031  1 

30-413    0 

MCOARRY,  J  M 

830310028?* 

30-413    0 

MCOARRY,  J  M 

B30310O289* 

30-413    0 

MCOARRY.  J.  M 

830310-0297* 

30-413    Q 

MCOARRY,  J  M 

0309100297* 

30-413    0 

HCOARRY.  J  M 

B303I00303* 

30-413    0 

MCOARRY,  J  M 

8305100305* 

30-413    0 

MCOARRY,  J  M 

8305180338 

PR 

MCOAHRY,  J  M 

8303240483 

90-413    0 

MCOARRY,  J  M 

8309240483 

30-413    0 

MCOAUOHY,  J 

B303  110291 

30-416    S 

MCOAUOHY,  J  P 

B304110321 

30-416    P 

MCOAUOHV,  J,  P. 

B30411032B* 

50-416    P 

MCOAUOHY,  J  P 

B304230O37 

30-416    P 

MCOAUOHY,  J  P 

B303030993 

30-416   S 

MCOAUOHY,  J  P 

B303030362 

30-416    8 

MCOAUOHY.  J  P 

B305030073 

50-416    F 

MCOAUOHY,  J  P 

8303030077 

30-416    F 

MCOAUOHY.  J.  P 

9309090131 

30-416   8 

MCOAUOHY,  J  P 

8309030167 

30-416   S 

MCOAUOHY,  J  P 

B303030227 

30-416    8 

MCOAUOHY.  J.  P 

8309130194 

30-416    5 

MCOAUOHY,  J  P 

8303170424 

30-416    8 

MCOAUOHY,  J  P. 

B30S  170427 

30-416    S 

MCOAUOHY,  J  P 

B30917043O 

90-416    8 

MCOAUOHY,  J,  P 

B3032002SO 

30-416    B 

MCOAUOHY,  J.  P 

8303200484 

90-416   8 

MCOAUOHY,  J  P 

8309200923 

90-416   S 

MCOAUOHY,  J  P 

B309200604 

30-416    8 

KCOAUOHY,  J  P 

8309290072 

30-416   R 

MCOAUOHY.  J  P. 

8309230365 

50-416   8 

MCOAUOHY,  J  P 

8309290403 

30-416    S 

MCOAUOHY,  J  P 

8309230434 

30-416    E 

MCOAUOHV,  J.  P 

8303290487 

30-416   8 

MCOAUOHY,  J  P 

8309290913 

30-416   B 

KCOAUOHY,  J  P 

8309290379 

30-416    B 

MCOAUOHY,  J  P. 

S305270400* 

90-416   Q 

HCOAUOHV,  J  P 

8309270410* 

90-416   0 

KCOAUOHY,  J  P 

8309270473 

30-416    S 

KCOAUOHY,  J.  P. 

8309270313 

30-416    B 

MCOAUOHY,  J.  P. 

8309270393* 

30-416   Q 

KCOAUOHY,  J  P 

8309310063 

90-416    B 

MCOAUOHY,  J.  P, 

8303310069 

SO-416   B 

MCOAUOHY,  J,  P. 

8309310146 

90-416   8 

MCOAUOHY,  J,  P 

8305310196 

90-416   B 

MCOAUQHY,  J,  P. 

8305310204 

90-416   S 

HCOAUOHY,  J.  P 

8309310207 

30-416   8 

HCORATH,  R. 

8309200374* 

30-309   8 

HCOfiAH,  T,  L 

8305020016* 

FDIA 

MCOREOOR,  T. 

8309020398* 

FOIA 

KCOREOOR.  T. 

8309040198* 

FOIA 

MCOREOOR,  T. 

8303040310* 

TDIA 

MCOREOOR,  T. 

8303050361* 

FOIA 

KCOUIRE,  D 

8304280299 

90-400   8 

HCOUIRE,  D.  R. 

8309030371* 

70-27 

HCOUIRE,  D,  R 

8309090418* 

90-390    Q 

KCOUIRE,  D  R. 

B303090461* 

90-399   Q 

HCOUIRE,  D.  R. 

6309100109* 

90-324   0 

HCOUIRE,  D,  R 

B3092702I2* 

90-302    Q 

HCOUIRE,  S.  A 

8305180796 

NUREO 

HCOURREN,  H  J 

8309190223 

30-33B    0 

KCINTOSHi  M.  D. 

83092004400 

50-367    P 

MCKAY,  E.  D, 

8309310211 

WASTE  MOT 

KCKEEN,  C.  M 

8305020371* 

FOIA 

MCKEOHN 

8303100004 

90-272   B 

MCKEOWN 

6309  11  0439 

30-286   8 

MCKEOHN,  L 

B309030294 

90-286   8 

MCKEOHN,  L 

330903049? 

90-334   8 

MCKEOWN,  L. 

B309  120434 

90-272   8 

MCKINNEY.  C.  J 

B309090239* 

50-399   8 

HCKINNEY.C  J. 

B303  100091* 

90-393   8 

MCKINNEY.C  J 

B309200318* 

90-399   B 

MCLAUOHLIN.L 

8309290302 

90-339   B 

MCLEAREN,  T. 

8309170648 

CONTRACT 

MCLEAREN.  T. 

B30326020A 

CONTRACT 

MCLEAflEN,  T. 

B303260377 

CONTRACT 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MCLOUGHLIM.  D 

B3O312O426* 

SO-  309 

F 

MCNE1LL.C    A 

9305110259 

30-333 

S 

MCNEILL.C    A 

H303I1O4OO 

3O-333 

3 

HCN6ILL.C    A 

9309110403 

30-333 

S 

MCNEILL.C    A 

9305110510 

30-333 

S 

MCNEILL.C    A 

9303130132 

30-333 

R 

MCNEILL.C    A 

8305230434 

30-333 

8 

MCNS1LL.  C    A 

9305370199 

50-333 

R 

MCNE1LL,  C    A 

83O3270399* 

50-333 

a 

MCNEILL,  U    M 

83O3030097* 

aAf!9 

HCNE1LL.W    K 

3303090110* 

Q  A  999 

MCNCILL,  U   M 

83O3030179* 

OA979 

MCNEILL.  H   M 

8303090483* 

QA999 

HCNEILL.  M   M 

B3Q3-20067B* 

OA799 

MCPHEHSON,  D   M 

S3OS-1  90209 

9O-440 

s 

MCQUEEN.  A   D 

9303030313 

30-279 

a 

MCQUEEN,  A    D 

8303240393* 

3O-27S 

a 

tICQUIHE,  D   fi 

B305200363* 

3O-369 

Q 

MCBPEDON,  T  0 

9305240317 

30-347 

H 

MEIBENHEIMER.  J 

8309190201* 

30-133 

p 

MEISENHEIMER.  J 

B303190HB4* 

30-339 

A 

ME18TER.J   R 

83092006-88* 

3D  -373 

p 

MELIOI.A   V 

S3O5190303* 

SO-373 

p 

MELLO,R   M 

S3O  9230  292* 

30-537 

A 

MENCZER.W    B 

3305160202 

30-339 

H 

MENDELSON,  I   N 

83O90403«» 

CONTRACT 

MEHDEZ.  R 

B3O3120428* 

30-346 

Q 

HENDONCA.  M   M 

83O9170339*'i 

30-373 

a 

HENDONCA.  M  H 

S3O51704BO* 

30-361 

Q 

MENDONCA.  M  H 

8305260562* 

30-273 

Q 

MERRITT.B 

B3O  9060  371* 

30-349 

S 

MERRITT.S 

B30  5170  HOi 

30-337 

S 

MERR1TT,  B 

B30524D33S 

30-237 

3 

MERRITT.S 

0309240494 

90-337 

B 

KEfiR  I  WEATHER.  N 

8309260243* 

30-440 

a 

MERR  I  HEATHER.  N 

B30S370342* 

90-3B9 

Q 

MEYER,  O 

8309290314* 

30-309 

Q 

MEYER,  0  W 

83O923Q460* 

30-3B9 

Q 

MEYER.  0  H 

8309230306* 

30-277 

Q 

MEYER,  T   A 

8309160119* 

30-344 

S 

MIDDENOQRF.W    B 

830  9060  536* 

30-392 

A 

MIOURA.H   J 

33041804-91 

30-311 

S 

HI  DURA,  H  J 

B30S130309* 

30-372 

F 

MILES,  E  B. 

B30S16Q3Q4 

30-247 

0 

KILEfl.  E  B. 

B3051B0337 

CONTRACT 

M1LINAZZQ.P  L 

B30524Q337* 

QA777 

KILINAZZO.P  L 

B303240363* 

art999 

MILLER,  C  A 

B3D51  10227 

NUREO 

HI  LLER.  D 

B3O  31  70390* 

30-434 

Q 

MILLER,  D 

8303170370* 

BO-494 

8 

MILLER,  D 

8309170970* 

SO-4S4 

& 

MILLER,  D  B, 

B3O9170I31 

SO-329 

A 

MILLER,  D   B 

8303170373 

50-329 

R 

MILLER,  D,  B 

9305170397 

30-339 

A 

MILLER,  D  B 

8309170422 

30-33? 

A 

MILLER,  D.  B 

8303170467 

30-329 

A 

KILLER.  D  B 

B30»1900fi3 

30-339 

A 

KILLER,  D  B 

B30919028Q 

30-339 

A 

MILLER  -D  B 

B3G319O298 

30-339 

Q 

MILLER.  D  B. 

B30S20O389 

30-329 

A 

MILLER.  D  B 

B3Q324O333 

30-329 

A 

MILLER.  D  B, 

8303340427 

SO-329 

A 

MILLER,  D.  B 

8309310190 

SO-329 

A 

MILLER,  D  E 

8309120333! 

5O-374 

Q 

KILLER,  D  E 

B3Q917O353* 

5O-299 

a 

MILLER,  D,  E 

B30319O161 

7O-B 

MILLER,  D,  E 

8309340340* 

4O-339-2 

KILLER,  D  P 

83Q31IO471 

WHEO 

KILLER.  D  3. 

83O3  160099 

3O-309 

O 

KILLER,  D  S. 

83OB160O99 

SQ-309 

Q 

KILLER.  D  B 

930-3  190259 

30-309 

O 

KILLER.  D  8, 

8303190293 

3O-309 

O 

KILLER.  D  B 

83O924O4B3 

3O-309 

O 

KILLER,  D,  B, 

8305240493 

SO-309 

0 

KILLER,  D  8 

8303240493 

3O-309 

C 

HILLER.H  J 

S303090A&1 

WASTE   HOT 

KILLER,  J, 

8305020271 

I&E 

KILLER,  J 

B3D304Q443 

30-331 

8 

MILLER.J 

8303130163 

IbE 

MILLER.  J 

9303170997 

IfcE 

MILLER,  J. 

B303  190037* 

XPQRTLIC 

MILLER,  J.  R 

8305080389 

30-333 

Q 

MILLER.J  R 

8303030313 

30-364 

a 

MILLER,  J  R 

8303100323 

30-136 

Q 

MILLER.J  R 

6305100363 

3O-136 

Q 

AUTHOR 

ACCESSION 
NUMBER 

BUBJEC 
CATEOD 

MILLER,  J    R 
KILLER.  J    R 
KILLER,  J    R 
MILLER.  K    V 
MILLER,  K   V 

B3O5  130237 
9303-170123 
8303  30047  2 
B30SZ30424* 
B30S230424* 

7O-  1  300 
30-373 
70-925 
50-4B3 
30-483 

MILLER  r  K  V 

KILLER.  K    V 
MILLER.  L    F 
KILLER,  L    K 

MILLER.  L    K 

B30S350544* 
B3Q3230344* 
B305  1  7042  1  * 
B305  1  7002  1  • 
S3O317OI47" 

30-483 
30-483 
30-361 
30-278 
30-31  1 

MILLER,  hi    A 
MILLER.  M    E 
MILLER,  M    E 
KILLER.  M    I 

MILLER.  M,  I 

B3DB11O122 
B303110337 
B3O3  1  902O4 
B303120273 
8305I20H73 

30-339 
30-337 
30-337 
30-329 
30-339 

MILLER.H  S 
MILLER.M  S 
MILLER,  H   S 
MILLCn.M  S 
FULLER.  M  T 

830SOSOOO7 
6305030007 
B305  1300A7 
B3O51300£? 
B30303O151* 

30-333 
30-332 
30-333 
30-333: 
30-293 

MILLER.  M.  T 
MILLER,  R   L 
MILLER.  R  U 
MILLER.  W 
MILLER.M   H 

B303240E32* 
9303  03003  i 
B303H7O046* 
8305130347* 
B30927O293* 

50-29 
71-9310 
3O-330 
30-331 
30-38? 

HILLEfi.W  H 
MILLER.  M  0 
KILLER  rW-  0 
MILLER,  M  0 

MILLER,  H,  0 

830337040  4» 
S309O20913 
8303-D30S77 
B303050347 
8305060649 

30-413 
30-219 
3O-239 
TDPREP 
30-312 

MILLER,  U   O 
M  I  LLER  ,  U   O 
MILLER,  M  0 
HI  LLER,  M,  0 
MILLER,  M   0 

B3030903S1 
B30SO  90983 
B303  1  1  0028 
9309110144 
8303190B33 

30-329 
30-313 
30-366 
30-393 
30-213 

MILLER,  W  D 
MILLER,  M  O 
MI  LLER,  W  O 
KILLER  ,  W   0 
MILLER,  M   Q 

8303300073 
8305200173 
B30S20017S 
B30526O372 
83033  10327 

30-320 
30-33  1 
30-867 
30-S39 
30-206 

M1LLIOAN,  M  H 
MILL1GAN,  M   H 
MILLS.  L    M 
MILLS.  L.M 
HILLS.  L   M 

B30SD3D274 
B30320D394* 
830SO30041 
8305030072 
3305030033 

30-332 
30-322 
30-390 
30-390 
30-390 

MILLS,  L    n 
MILLS-  L    K 
MILLS,  L    M 
MILLS,L.  M, 
MILLS,  L.M 

B309O3O1S1 

B305Q30232 
8309030370 
8309O30434 
8305030930 

30-39O 
30-43B 
30-438 
30-390 
30-438 

MILLS,  L    M 
MILL8.L.  M 
MILLS.  L    M 
MILLS,  L   M 
MILLS,  L    M 

8303030378 
B3  05030606 
83-09030623 
8305O4OE53 
B305010SI  1 

30-390 
30-390 
30-299 
30-39O 
30-337 

MILLS,  L.M 
MILLS,  L.M 
MILLS,  L    M 
MILLS.  L    M 
MILLS,  L  M 

83030S0047 
8303030067 
8303030078 
B303030130 
8303O301S-2 

30-390 
30-390 
30-39O 
30-43B 
SO-43B 

KILLS,  L  M 
MILLS,  L  M 
KILLS,  L.  n 
KILLS,  L.  K 

KILLS,  L.  K 

B30S03013a 
830305018B 
9305030232 
8303030243 
83D3100101 

90-329 
30-390 
30-390 
30-390 
30-327 

MILLS.  L   M 
MILLS,  L   M 
MILLS,  L  K 
MILLS,  L  M 
MILLS,  L   M 

B3031001B9 
0303100234 
8303100240 
B30S10039S 
8303110292 

90-31B 
30-239 
30-43B 
30-439 
30-439 

MILLS,  L   tl 
MILLS.  L   M 
MILLS.  L  M 
MILLS.  L  M 
MILLS.  L   M 

B303110304 
B305UO317 
8305KO319 
83031EO406 
B303UO-141 

90-43B 
30-390 
30-39O 
30-43B 
30-439 

MILLS.L   M 
MILLS,  L   H 
41ILLS,L   M 
MILLS.L   M 
HILLS.  L   M 

83031  1O309 
8303130003 
B303I3002O 
B303  1  3OOG7 
B303I3O133 

90-391 
90-239 
30-390 
30-439 
30-390 

MILLS,  L,M 
MILLS,  L   M 
MILLS,  L   M 
KILLS,  L  M 
MILLS.L    M 

8303130147 
8303130134 
8303130217 
B303170143 
B30B17O237 

30-43B 
30-43B 
30-390 
30-337 
30-366- 

542 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGQHV 

flANNO,  S   F 
MANNO,  S   F 
MANSER,  H   C 
MANSER,  IJ   C 
MANSER,  H   C 

B303230430 
B3Q3270643* 
B30  303  0699 
B30S  180952 
B305  190003 

30-410        8 
30-410        Q 
70-143 
70-143 
7O-I43 

MANSER  i  W   C 
MARC  HAL,  J 
MARC  HAL,  J 
MARC  HAL.  J 
MARCDMNET,  J 

8303240031 
3303020005 
B303020096 
8303070010 
8303E7Q01I* 

71-143 
XPORTLIC 
XPORTL1C 
XPORTLIC 
30-261         P 

MARCUS,  0   F 
MARCUS,  0   F 
MARCUS,  0   F 
MARCUSON.W   F 
MARCUSQN,  M   F 

8305200633- 
8303300665* 
B3032O0673* 
B30S110041* 
6303170607* 

30-373        P 
3O-373        P 
30-373        P 
CONTRACT 
CONTRACT 

MARELLQ.B  L 
MARELLO,  S   L 
tlAROULIES,  (1   Q 
MARQULIES,  M   B 
MARQULIEB,  M   B 

9305190102* 
9303170276* 
8303100413 
93031704S3 
B3Q527OOI4 

30-3E9        Q 
30-373        0 
30-361         0 
30-308         0 
30-261         0 

MARIANI.L   P 
MAR1ANI.L   P 
MARKEY,  E   J 
MARKGY,  E   J 
MARSHALL,  J    R 

8303110013 
8303290517 
9303230399* 
9303230733* 
B3032404BO 

PR 
PR 
30-287        U 
COMMISSION 
30-313        P 

MARSHALL,  J   R 

MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J.  8 
MARSHALL,  J   R 

9304270426* 
B3030a0373 
B305Q20416 
9303030331* 
8303030383 

50-313        F 
30-368        S 
30-36B        P 
30-313        0 
SO-313        S 

MARSHALL,  J  R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J  R 
MARSHAL!,  J   R, 

9303040453 
83030301  23 
8303030216 
8305060432 
8303090333 

30-313         R 
30-313        P 
30-313        P 
50-313        S 
50-313        P 

MARSHALL,  J  R 
MAS  SHALL.  J,  R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J   R 

S305090421 
8305090440 
8303100351 
8303120414 
9303120431* 

30-313         J 
30-313        P 
30-313        P 
50-313        S 
30-313        0 

MARSHALL.  J   R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J   R 

8305160290* 
9305170531 
B3Q31  90363 
B305200319* 
6305200326 

50-313        F 

30-313        Q 
30-313        J 
30-313         0 
30-313         F 

MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J  R 

8303200443 
8303200490 
8303200541 
8303200373 
8303300580 

30-313        B 
50-313        S 
30-313        P 
30-368        R 
50-368        P 

MARSHALL,  J   R 

MARSHALL,  J   R 
MARSHALL.  J   H 
MARSHALL.  J   R 
MARSHALL,  J   R 

8305230364 
8303230723 
8305240094* 
8303240139 
8303240360 

30-313        P 
30-36S        P 
30-313        Q 
30-313         H 
50-368        P 

MARSHALL,  J  R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J   R 
MARSHALL,  J  S 

8303340397 
8303260860 
8303270063 
830331O197* 
0303090317* 

30-313        P 
30-313        S 
30-313        P 
30-313        0 
30-443         T 

MARSHALL,  H   H 
MARSHALL,  M   J 
MARBTON.R  R 
MARTI  M 
MARTIN,  D   E 

8305130003 
8303120338* 
83092701  16* 
B30313D3B4 
8303090576 

FOIA 
30-32O        T 
70-1113 
50-334         B 
WASTE   MOT 

tfAHTIN,  D  E 
HARTIH,  D   E 
HARTIH,  D   E 
MAHTIN.  D  E 
MARTIN,  D   E 

8305090679 
8303070705 
8303110183 
8303170599 
8303230377 

WASTE   MOT 
HASTE  MQT 
HASTE   MST 
40-399 
40-279 

MARTIN,  J 
MARTIN,  J  B 
HABTIN.  J  B 
MARTIN.  J  fl 
MARTIN,  ,J  n 

8303030164* 
B303030069 
8303100011 
8305260364 
8303240270 

30-397         Q 
PR 
30-344         F 
30-361         Q 
30-273         0 

8303130292 
83031  1OO72 
B303110079 
6303130026 
8303  1900  12 

RES 
30-332        F 
30-332        A 
30-332        A 
30-332        A 

6305200170 
6305060470 
B30511Q233 
B305  170470* 
B30418Q341 

30-332        A 
30-334         S 
30-334         S 
30-354         0 
70-1143 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN.  T  T 
MARTIN.  T  T 
MARTIN.  T  T 

8304230132 
830502023B 
8305020386 
B305020393 
9303030132 

70-2933 
30-272    3 
30-309    0 
30-213    B 
70-466 

MARTIN.  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MAHTIN,  T  T 

83030S0134 
9303030141 
8303030144 
8303030161 
8303030176 

70-1402 
30-277    Q 
30-293    0. 
4O-3077 
70-1324 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 

8305030187 
9303050246 
8303110361 
9303110376 
8303110314 

30-247    Q 
50-244    a 
30-277    G 
30-317    Q 
30-309    0 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 

33031  10331 
9305  1  20378 
8303160018 
8303190163 
8305190187 

90-289    Q 
30-322    Q 
30-219    0 
50-272    a 
30-271    Q 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 

8303190310 

8303190330 
8303200382 
8303200436 
8303330433 

30-271    Q 
70-371 
30-32O    Q 
50-334    fl 
50-289    a 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 

8305230305 
8305230571 
8305S40327 
8305240283 
8303230291 

TOPREP 
30-309    P 
30-29     0 
50-272    0 
50-219    Q 

MARTIN,  T  T 
MARTIN.  T  T 
MARTIN.  T  T 
MAHTIN,  T  T 
MARTIN,  T  T 

8305330299 
8305230310 
8303230314* 
8303250480 
8305350489 

30-277   8 
30-309   0 
30-309    0 
30-271    Q 
30-412    fl 

MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN,  T  T 
MARTIN.  T  T 

8305230495 
8303230303 
8303250571 
8303270033 
8309270274 

30-289    0 
50-286    Q 
90-387    Q 
90-423    Q 
30-333    0 

MARTIN,  T  T 
MARTIN,  T  T 
MART  IN,  H  J 
MARTINOVICH,  M 
MARUCUT,  C  R 

8309270361 
8303270392 
8305060333 
8305020114* 
8305030392* 

TOPREP 
90-333    Q 
NUREO 
30-373    S 
90-461    R 

MASON,  C  C 
MASSARO,S  A 
MAST,  L 
MASTERSON,  V 
MASTERSON,  V 

8303240323 
8303040740 
8303200598 
8305240331 
8303270193 

50-327    R 
NUREO 
30-440    0 
30-373   S 
30-373    S 

MASTERBON.V  V 
MATHENY,  D  C 
MATHEHS,  T  P 
MATHI8,  C  J 
MATHIS.C  J 

8305060509* 
8305130193* 
8305170470* 
B304110696 
8305230333 

50-373    B 
50-346    B 
30-233    R 
30-293   B 
30-293    R 

MATHIS.C  J 
MATHI8,  J 
MATH  IS,  J  L 
MATTHEWS,  B  A 
MATTHEWS,  B  A 

8303230337* 
8303270367* 
8303870962* 
8305030477 
83030304B6 

50-273    R 
90-333    Q 
30-39O    O 
50-261    H 
30-261    0 

MATTHEHS.  B  A 
MATTHEWS,  B  A 
MATTHEWS,  B  A 
MATTHEWS,  H 
MATTHEWS,  H 

8305030493 
83031B0299 
8303130432 
8303230390* 
B303S303BO* 

50-261    Q 

30-261    0 
30-261    O 
50-433    Q 
50-483    O 

MATT!  A,  M  J 
MATTIA.M  J 
MATT  I  A,  M  J 

MATTIA.M  J 
MATTIA,  N  J 

8305090300* 
83031  10232* 
8303120130* 
8303160312* 
8303160316* 

CONTRACT 
CONTRACT 
CONTRACT 
30-847   G 
30-247    0 

MATTIA.M  J 
MATTIA.M  J 
MATTIA.M  J 
MATTIA,  K  J 
MATTIA.M  J 

930519D960« 
9305180562* 
8305230249* 
8303230274* 
8303240369* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
FOIA 

MATTIA.M  J 
MATTIMOE,  J  J 
MATT8DN.R  J 
MATTBDN.  R  J 
MATTSON.  R  J 

8309260087* 
8303230583 
8305030587* 
8303250221  * 
8303260396 

CONTRACT 
30-318    P 
30-312    P 
30-361    P 
TOPREP 

MAURA,  F  A, 
MAURIN.L  V 
MAURIN.L  V 
MAURIN.L  V 
MAURIN.L  V 

8304180412* 
8303020341 
8303020411 
8305020450 
8305020479 

30-373    Q 
50-382    A 
30-383    B 
30-388   B 
30-392   8 

AUTHOR 

ACCESS  I  ON 

NUMBER 

SUBJECT 
CATEGORY 

MAURIN.  L  V 

8303030017 

30-382   R 

MAURIN.L  V 

B3Q3060367 

30-382    3 

MAURIN.  L  V 

8303060433 

90-382   9 

MAUfilN.  L  V 

8303060366 

30-382   S 

MAURI  N,  L  V 

8305060397 

50-382    S 

MAURIN,  I.  V 

B309130Q19 

90-382   B 

MAURIN.L  V 

B303  170223 

90-382    B 

MAURIN.L  V 

8303  170263 

30-382    B 

MAURIN.L  V 

8303170327 

30-392   B 

MAURIN,  L  V 

8309170391 

30-382    B 

MAURIN.L  V 

8309170484 

90-392    S 

MAURIN.L  V 

8309170492 

30-385    S 

MAURIN.L  V 

B303  170300 

30-392    B 

MAURIN.L  V 

8303180468 

30-382    A 

MAXWELL,  0  F 

8309030337* 

30-440    T 

MAXWELL,  0  F 

B30927030B* 

30-4.00   Q 

MAXWELL,  0  F 

B303270631* 

30-400   a 

MAXWELL,  J  C 

B303  130347 

30-443   0 

MAXWELL,  J  C 

8303130347 

50-443   0 

MAV.  D  C 

8304280121 

PR 

HAYHEATHER,L 

8304130372* 

90-361   R 

MCALPINE.E  J 

8309200318* 

70-  1  43 

MCALPINE.E  J 

8309270149* 

70-1191 

MCALPINE.  E.  J 

B303H7O199» 

70-1113 

MCALPINE.E  J 

B303270167* 

70-143 

MCALPINE.E  J 

8309270394* 

70-1301 

MCALPINE.E  J 

8309270304* 

30-332    d 

MCALPINE.E  J 

B3Q32704BO* 

70-1131 

MCALPINE.E  J 

B309270336* 

70-2-7 

MCALPINE.E  J 

8303270613* 

70-143 

MCALPINE.E  J 

B30327064B* 

70-143 

MCALPINE.E  J 

B3033IQ02B* 

70-1201 

MCALPINE.E  J 

B303310134* 

70-1113 

MCBREARTY,  R  A 

8303230273* 

30-219   <1 

MCBRIDE.  L  M 

8303030146 

30-26.7    F 

KCCABE 

8303030118 

30-27B   S 

MCCABE 

8303060930 

30-317   S 

MCCABE 

8303060338 

30-877   B 

MCCABE 

8303110238 

30-389   B 

HCCABE 

S3O3120412 

90-277   B 

MCCABE,  E 

B309020337 

30-279   B 

KCCABE,  E 

8303060387 

30-277   B 

MCCABE,  E  C 

8303030208* 

30-3  1  7   Q 

MCCABE,  E,  C 

8309110149 

30-367   Q 

MCCANN 

8309  1  1  0238 

30-3BB   B 

MCCARTY,  C  L 

8303030709 

40-B7SB 

MCCLINTOCK.R, 

8303120434* 

40-672 

MCCLINTOCK,  R 

8309130307* 

40-678 

MCCLINTOCK.  R 

B30912031B* 

40-A7S 

MCCLINTOCK-  R  0 

B303060136* 

40-473" 

MCCLINTOCK.R  0 

8303180462* 

40-6.7S 

MCCLINTOCK,  ft  O 

8309180472* 

FOIA 

MCCLUBKEY.  0 

03091  60  196 

50-440   0 

MCCDLLUM,  W 

B30303062B* 

30-B43   P 

MCCOLLUM,  W 

B3030306UB* 

80-843   P 

MCCONNELL,  T 

8303160286* 

30-369   F 

MCCORKLE,  0  M 

8303160222* 

30-312    a 

MCC08KEY.R  E 

830302003S* 

FOIA 

MCCOBKEY.R  E 

8305040290* 

FOIA 

MCCOSKEV,  R  E 

8309090328* 

70-378 

MCCRORY.  8  L 

B30B17031B* 

30-448   Q 

MCCRORY.  S  L 

B30923Q473* 

30-283   d 

MCDEfiMQTT,  D 

8303230298 

CONTRACT 

MCDERMOTT.  D 

B303230326 

CONTRAC  T 

MCDERMOTT,  D 

8309260340 

CONTRACT 

MCDEfiMOTT,  D 

8309270090 

CONTRACT 

MCDONALD,  0  0 

B303090343* 

30-338   ft 

MCDONALD,  D,  0. 

8303170104 

30-290    F 

MCDONALD,  D  0. 

8303180341 

30-29O    P 

MCDONALD.  D  J 

8303090361* 

50-338    A, 

MCDONNELL.  L,  J. 

B309310134 

30-303    R 

KCDUFFIE,  M  A 

B3090SOI24 

30-400    E 

MCDUFFIE,  M,  A 

8303060339 

30-400   E 

MCDUFFIE,  M  A 

8303110248 

90-400   E 

MCDUFFIE,  M  A 

630  3  1  10294 

30-400   E 

MCDUFFIE,  M.  A 

8309  120467 

90-400   A 

MCDUFFIE.  M.  A 

B309160017 

90-400   E 

MCDUFFIE,  M  A 

8303160021 

30-400   E 

MCDUFFIE.  M.  A 

8309160109 

90-4  OO   E 

MCDUFFIE,  M,  A 

8303  1702B2 

30-400   A 

MCDUFFIE,  M  A 

8309180400 

30-400   E 

MCDUFFIE,  M.  A 

8309200329 

30-400   E 

MCDUFFIE,  M,  A. 

8309200334 

30-4OO   G 

MCDUFFIE,  M  A 

8303200442 

30-400   E 

MCDUFFIE,  M  A 

B303200676 

90-4QQ  —  K 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MCDUFFIE.M  ft 

B309230494 

30-400         E 

MCDUFFIE,  M  A 

B303260334 

30-40O         E 

HCEVOY,  R   W 

8303030163* 

FOIA 

HCEVOY,  R  U 

B303040272* 

FOIA 

HCEVOY.  R  M 

8303040996* 

FOIA 

MCEVOY,  R   M 

S30904O339* 

FOIA 

MCFftRLAND,  C   R 

8303270319* 

30-537         O 

HCOARRY.  J  M 

8303040B3B 

30-413         0 

MCOARRY,  J  M 

B30904093B 

30-413         O 

MCOftRRY.  J  M 

83O3O90311 

90-413         O 

HCOARRV,  J  H 

B3031003B7* 

30-413         0 

MCOARRY,  J,  M 

B309  100289* 

30-413         O 

MCOARflY.  J  M 

8303100297* 

90-413         O 

MCOARRV.J  M 

8303100297* 

30-413         O 

MCOARRY,  J  M 

S303100309* 

30-413         O 

HCOARRY,  J  M 

8309100303* 

30-413         0 

MCOARRY,  J  K 

B3031B039S 

PR 

MCOARRY,  J  M 

8303240483 

90-413         O 

MCOARRY,  J  M 

8303240483 

30-413         0 

MCQAUQHY.  J 

B3031  10291 

30-416         S 

MCCAUOHY,  J  P 

B304110321 

90-416         P 

MCOAUOHY,  J  P 

B304110328* 

30-416         P 

MCOAUOHY,  J  P 

S3042B0037 

90-416         P 

MCOAUOHV,  J  P 

8303030333 

30-416         8 

MCOAUOHY,  J  P 

8305030362 

50-416         B 

MCOAUOHY,  J  P 

8305090075 

90-41i        F 

MCOAOOHY,  J  P 

8303030077 

30-416         F 

MCOAUOHY.J  P 

8303030131 

30-416.        S 

MCOAUOHY,  J  P 

B305O30167 

30-414         S 

MCOAUOHY,  J,  P 

S303030227 

90-416         S 

MCOAUOHY,  J  P 

B309130194 

30-416         8 

MCOAUOHY,  J,  P 

B303  170424 

90-4  1  4        B 

MCOAUOHV,  J  P 

8303170427 

30-414        6 

MCOAUOHY,  J  P 

83031  70430 

90-416        8 

KC8AUOHY,  J  P 

B30S200280 

90-414        S 

HCOAUSHY,  J.  P 

B3032004B4 

90-416        8 

MCOAUOHY,  -J  P 

8309200523 

50-416        8 

MCOAUOHY,  J,  P 

8309200604 

50-414        S 

MCOAUOHY,  J  P 

3303230072 

50-416        R 

MCOAUOHY,  J  P 

B303230363 

50-416        S 

HCOAUOHY,  J  P 

8303230405 

30-416        8 

HCOAUOHY,  J.  P 

8303B90434 

90-414         B 

HCOAUOHY,  J  P 

8303250487 

30-416        S 

MCOAUOHY,  J  P 

8309230313 

30-416        8 

MCOAUOHV,  J.  P 

8309230379 

30-416        8 

MCOAUOHY,  J,  P 

B305270400* 

30-416        Q 

HCOAUOHY,  «J  P 

8309270410* 

30-416        Q 

MCOAUOHV,  J.  P 

B309270473 

30-416        8 

MCOAUOHY,  J  P 

B305270315 

30-416        8 

MCOAUOHY,  J.  P. 

8305270393* 

30-4  16        0 

HCOAUOHY,  J  P 

8303310063 

90-414        B 

MCOAUOHY,  J  P 

B30  33  10049 

50-416        8 

MCOAUOHY.  J  P 

8303310146 

30-416        8 

MCOAUOHY,  J  P. 

8305310196 

30-416        8 

MCBAUOHY,  J  P 

B30B310204 

30-416        8 

MCOAUOHY,  J.  P 

B30S310207 

30-416        B 

MCflRATH,  R 

8303200374* 

30-309        8 

MC8RAW.T   L 

B303020014* 

FOIA 

MCOHEOOR,  T 

9305020338* 

FOIA 

MCOREQDR,  T 

8303040  13B* 

FOIA 

MCQREOOR,  T. 

B309040310* 

FOIA 

MCOREOOR,  T. 

8309030361* 

FOIft 

MCOUIRE.D 

B3042B0299 

50-40O        8 

MCOUIRE,  D  R 

8303030371* 

70-27 

HCOUIRE,  D  R, 

8303070418* 

50-390         0 

MCOUIRE-  D.  R 

8303090461* 

30-393        Q 

HCOUIRE,  D  R. 

B303100I09* 

30-324         Q 

MCOUIRE,  D.  R. 

B303270212* 

30-302         Q 

MCOUIRE,  S.  A 

83031  B0796 

NUREO 

MCOURREN,  H  J 

8303190223 

30-338        0 

MCINTOBH.K  D 

8303200440* 

30-369        P 

MCKAY,  E.  D, 

8303310211 

WASTE   MOT 

MCKEEN.C   M 

8303020371* 

FOIA 

HCKEOHN 

8309100004 

30-272        B 

HCKEOWN 

S303  110439 

30-286        S 

MCKEOMN,  L, 

8305030294 

90-236        B 

MCKEOUN,  L 

B305030439 

3O-3S4         8 

HCKEOWN,  L 

B303120434 

50-278        S 

MCKINNEY.C,  J 

8309050239* 

30-375        8 

MCKINNEY,  C   J 

8303100091* 

9O-373         8 

MCKINNEY.C   J. 

8303200519* 

90-395        B 

MCLAUGHLIN,  L. 

B305250302 

50-335        8 

MCLEAREN,  T. 

Q309170648 

CONTRACT 

MCLEAREN,  T. 

8303260206 

CONTRACT 

MCLEAREN,  T, 

8309260377 

CONTRACT 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATeOORY 

MCLOU9HLIN.D 

3305120426* 

50-309         F 

MCNEILL.C    A 

3305110257 

50-333         S 

MCNEILL.C    A 

8305110100 

30-333          8 

MCNEILL.C    A 

8305110403 

30-333         S 

MCNEILL.C    A 

B30911051O 

50-333         S 

MCNEILL.C    ft 

8305130132 

90-333         Fl 

MCNEILL.  C.  A 

0305330434 

30-333          3 

MCNSILL.C    A 

B303270IB7 

30-333         R 

MCNEILL.C    A 

B30  5270399* 

50-333         Q 

KCNEILL,  H    M 

8305030097* 

Qrt999 

MCNEILL.  W    M 

B303030UO* 

QA799 

MCNGILL,  H    M 

B3O3O30179* 

QA977 

KCNEILL,  H    M 

8303090185* 

QA999 

MCNEILL,  W    n 

B30320067B* 

QA799 

MCPHER30N,  D   M 

B3031902O7 

30-44O         0 

MCQUEEN,  A,  D 

8303030313 

30-873         S 

MCQUEEN,  A   D 

B303240393* 

90-279         O 

MCQUIRE.  D   fl 

B303B00363* 

30-34?         O 

MC8PE.DON,  T   0 

8303240317 

50-247         H 

MEI8ENHEIMER,  J 

B30S  1902O  1  * 

30-153         P 

MEI8ENHEIMEF1,  J 

63O31902B4* 

50-3E9         A 

MEIBTER,  J  R 

B30  3200669* 

30-373         P 

HELIOIrA  V 

B3O319Q3O3* 

SO-373         P 

HELLO,  R   M. 

S30S  230292* 

30-337         A 

MENCZER,  M.  B 

8305140203 

30-3  3B         H 

MENDELSON.  I   N 

8308040345* 

CONTRACT 

MENDEZ.R 

B305IB042B*, 

30-546         a 

MENDQNCA.  M  M 

83031  70337*  ^ 

50-273         Q 

MENDQNCA,  M  M 

8300-1  704  B0» 

50-34,1          Q 

MENDONCA,  M  M 

830SS60242* 

30-273         Q 

MERRITT,  B 

B3Q3060971* 

90-349         S 

MeRfi  ITT,  5 

B30&I7Q140* 

SO-  237          S 

MCRRITTi  S 

8309240333 

30-237         S 

HERRITT,  S 

8305340494 

50-237         S 

HERRI  HEATHER,  N 

8303260843* 

50-440         Q 

HERRI  HEATHER,  N 

8305270342* 

90-3B9        Q 

MEVER.  0 

8303290314* 

90-309         0 

MEYER,  0  U 

8303230-460* 

50-299         0 

MEYER  ,0  M 

6305230304* 

50-277         Q 

MEYER,  T  A 

B3Q3160117* 

90-244         B 

MIDDENDQRF.U   B 

B303060S36* 

90-332         A 

MIDURA.  H    J 

8304180471 

50-31  1          8 

HIDURA,  H   J 

B30  31  30309* 

30-27E         F 

MILES,  E.  B 

B3OBI60304 

90-247         0 

MILEfl.  E.  H, 

8303160337 

CONTRACT 

MILINAZZO,  P  L 

B30S24O337* 

OA997 

MILI«AZZQ,P   L 

B303240363* 

QA977 

MILLER,  C    A, 

B303110227 

NUREQ 

MILLER,  D 

B3O3I7Q370* 

30-434         G 

MILLER,  D. 

B3O3I7039O> 

30-434         0 

MILLEft,T>. 

83Q317039Q* 

30-434        0 

MILLER.  tt   B 

8303170131 

30-329         A 

MILLER,  D   B 

B305  170373 

30-329        R 

KILLER,  D   B, 

B3O31  70397 

30-329         A 

KILLER,  tt  B 

B3D317042Z 

30-3S9        A 

MILLER  i  D   B 

8309170447 

3O-327         A 

MILLER,  D   B, 

B3O919Q063 

80-329         A 

MILLER,  D  B 

B303I902BQ 

30-329         A 

MILLER,  D   B 

B3Q319029B 

30-327         a 

MILLER,  D   B 

6305200339 

30-329         A 

KILLER,  D.  B 

83032403-33 

30-339         A 

MILLER,  D   B 

8309240427 

BO-  327         A 

MILLER,  D.  B 

B30331O19O 

SO-  329         A 

MILLER,  D.  E 

830  5  120333" 

30-374          Q 

KILLER,  D.  E 

B3O9  170393* 

80-273         0 

MILLER,  D.  E 

8303190161 

70  -a 

MILLER,  D.  E 

B303240340* 

40-3372 

MILLER,  D,  P 

B3O91IQ47I 

NUREO 

KILLER,  0  S 

8309160099 

30-309         0 

KILLER,  D  B 

8303160099 

30-309         0 

MILLER,  D   B. 

8305190235 

30-309        0 

MILLER,  D   8 

8303190233 

30-309         O 

MILLER  ,0  8 

830324  04B3 

3O  -309        0 

MILLER,  D,  8 

8309240493 

30-3O7        0 

MILLER.  D   B 

8309240493 

30-309        0 

MILLER,  H.  J 

830309066  1 

WASTE   MOT 

MILLER,  J 

3303020371 

rfcE 

MILLER  •  J 

8309040443 

90-331          S 

MILLER.  J 

8303130169 

IbE 

MILLER,  -J 

B303170339 

IfcE 

MILLER,  J, 

8309170057* 

XPORTLIC 

NILLERi  J  R. 

B30S020389 

50-293        Q 

MILLER-  J  R 

B3Q3030313 

30-264         0 

MILLER,  J.  R 

8303100323 

30-156        fl 

HtLLERj  J.  R 

B3031  00363 

30-  i  34      a 

AUTHOR 

ACCESSION 
MUMBEA 

SUBJECT 
CATEGORY 

i 

KILLER.  J  R 

B303130327 

70-1308 

MILLER,  J  R 

8303170423 

3O-373 

Q 

MILLER.  J  R 

8309200472 

70-925 

MILLER.K   V 

B303B30424» 

50-483 

O 

MILLEH.K   V 

8303230424* 

30-483 

o 

MILLER.K  V 

8303S30944» 

30-483 

O 

MILLER.K  V 

8303230344* 

30-483 

0 

MILLER.  L  F 

B3031  70421  » 

30-361 

0 

MILLER.  L   K 

B3D5I70021* 

3O-272 

R 

MILLER.  L   K 

8309170147* 

30-31  1 

R 

MILLER.M   A 

B3091  1012H 

SO-  329 

Q 

MILLER.  M   E 

B30S110337 

3O-337 

O 

MILLER,  K   E 

8309190204 

3O-937 

O 

MILLER.M    I 

8309  IS  0273 

30-329 

O 

MILLER.M    I 

8303120373 

30-329 

o 

MILLER,  M  S 

8305030007 

•50-322 

G 

MILLER.M  S 

830305-0007 

30-322 

0 

MILLER.M   9 

8309130069 

90-322 

0 

MILLER.M  S 

B303  130049 

30-322 

o 

MILLER.M   T 

8305030131* 

30-393 

a 

MILLER.M  T 

8309240332* 

SO-S9 

Q 

MILLER,  R   L 

8309020036 

71-9310 

MILLER,  R  » 

8303270046* 

30-320 

p 

MILLER,  H 

830313034?* 

50-331 

R 

MILLER  ,W  H 

8309270293* 

30-39? 

a 

MILLER,  M  H 

B3032  70404* 

50-4  1  3 

o 

MILLER,  M  0 

B3Q5020313 

50-219 

p 

MILLER.M,  0 

B303030679 

30-239 

X 

MILLER,  W  0 

8309030347 

TOPREP 

MILLER,  U   0 

8309060649 

30-312 

p 

MILLER,  U   D 

8309090951 

30-32? 

A 

MILLER,  U   0 

8303070333 

50-312 

P 

KILLER,  M  0 

B30S1  £0028 

90-266 

P 

KILLER,  H  D 

B30S1IOI44 

30-295 

P 

MILLER,  W   0 

8303180833 

5O-2I3 

F 

MILLER,  H  0 

B305200073 

go-320 

F 

KILLER,  H  Q 

8305200172 

3O-331 

F 

MILLER,  M  0 

B30320017B 

30-267 

P 

MILLER.M  0 

B30S260372 

90-259 

f 

MILLER,  H  0 

8303310227 

30-206 

P 

MILLIOAN.M  H 

8309030274 

30-322 

S 

MILLIffAN.M   H 

8309200394* 

30-322 

fl 

MILLS,  L  M 

8303030041 

30-390 

A 

MILLS,  L  M 

8309030072 

50-390 

B 

MILLS,  L  M 

8309030082 

30-390 

S 

MILLS,  L  M 

B303030121 

30-39D 

A 

MILLS,  L  M 

B3DS030252 

30-43B 

a 

MILLS,  L  M 

B3O5030370 

50-43B 

3 

KILLS,  L  M 

B303O30434 

30-390 

A 

MILLS,  L  M 

B30303Q538 

50-438 

A 

MILLS,  L  M 

S30903D978 

30-390 

B 

MILLS,  L  K 

8303030606 

30-370 

A 

MILLS,  L  M 

B30SD30625 

30-239 

a 

MILLS.  L  M 

B305040293 

30-390 

A 

MILLS,  L  M 

830S0403I1 

30-23? 

p 

MILLS,  L  M 

B3030S0047 

30-390 

B 

MILLS.  L  M 

B30SOS0067 

30-390 

S 

MILLS,  L  M 

B303030078 

30-370 

S 

MILLS,  L  M 

B303030I20 

30-438 

S 

MILLS,  L  M 

8303030122 

30-438 

S 

KILLS,  L  M 

8303030192 

30-328 

B 

MILLS,  L  M 

83090301  SB 

30-370 

S 

MILLS,  L  M 

B309050232 

30-370 

S 

MILLB,  L.  K 

8303030243 

30-370 

8 

MILLS,  L  M 

B303100101 

30-327 

F 

MILLB,  L  K 

83031  00  1B9 

SO-318 

A 

MILLB.  L  M 

8303100234 

30-239 

F 

MILLS,  L  M 

8309100240 

SO-43B 

A 

KILLS,  L  M 

8309100338 

30-438 

A 

MILLB,  L  M 

B303110293 

30-439 

S 

MILLB,  L  M 

8303110304 

30-438 

3 

MILLS,  L.  M 

8303110317 

30-390 

B 

MILLS,  L  M 

8309110319 

90-370 

B 

MILLS,  L  M 

83031  J0406 

30-43B 

8 

MILLS,  L  M 

83091  1O441 

30-439 

B 

MILLS,  L  M 

83031  10SOS 

30-391 

B 

MILLS,  L  K 

8303130003 

30-239 

P 

MILLS,  L  M 

83031300EO 

S  0-370 

E 

MILLS,  L  M 

B30S  130089 

30-439 

S 

KILLS,  L  M 

B305130I33 

50-390 

8 

MILLS,  L,  M 

B30913O147 

SO-43B 

B 

MILL9,  L  M 

8309130194 

30-438 

e 

MILLB.L  K 

8303130217 

30-390 

s 

MILLS*  L  M 

B30317014B 

30-327 

p 

MILLS,  L  M 

B303  170237 

50-9A6 

A 

544 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MILLS.  L   M 
MILLS.  L   M 
MILLS.  L   M 
HILLS.L   M 
MILLS,  L   M 

B30S170aBB 
8303170299 
8303200187 
6309200274 
0309300375 

3O-39O          S 
30-390          B 
50-438          S 
30-390          S 
50-390          G 

HILLS.L   M 
MILLS.  L   M 
MILLS.L   M 
HILLS^L   M 
MILLS,  L   M 

8303200325 
9303300343 
8303200387 
8303200319 
8303200367 

50-390          A 
30-39O         S 
SO-39O         B 
30-43B         S 
3Q-43B         S 

MILLS,  L   M 
HILLB.L   M 
MILLS.  L   M 
MILLS,  L   M 
MILLS.  L   M 

B303330433 
B303230447 
83033304B2 
B303230S45 
9303230331 

30-390         8 
30-390         S 
30-390         8 
50-433         S 
30-438         fi 

MILLS,  L   M 
MILLS  ,L   M 
HILLS,  L   M 
MILLS,  L   M 
MILLS.  L   M 

B303230S6S 
8303230369 
8303230573 
B303250421 
8303330423 

90-433         S 
30-390         S 
50-39O          S 
30-390          S 
5O-39O          A 

MILLS.  L   M 

MILLS,  L   M 
MILLS,  L   M 
KILLS,  L   M 
MILLS,  L   M 

8303250133 
8303370021 
B303270030 
8305270133 
8303370171 

5O-390          3 
30-239          P 
3Q-KS7         P 
30-39O         O 
30-259         O 

KILLS.  L   M 
HILLS,  L   M 
MILLS,  L   M 
MILLS,  L   M 
MILLS,  L   M 

B305270177 
8303270206* 
B303270393* 
8303270386* 
B303370567* 

30-237          a 
50-2  &<?          0 
50-239          Q 
50-435          d 
50-39O         O 

MILLS,  L   M 
KILLS,  L   M 
MILLS,  L   M 
MILLS,  L   M 
KILLS,  L   M 

B303270597* 
B30327060a« 
6305370653*1 
B30S27066Q* 
8303310039 

50-43B          0 
30-43B          S 
30-259         Q 
50-239          0 
30-37O         E 

MILLS,  L   M 
MILLS,  L   M 
KILLS,  L   M 
MILLS,  L   M 
MILLS,  L   M 

B3053  10053 
B3053  10077 
B30531013B 
B303310167 
B303310172 

30-327          P 
50-327         O 
5O-43B         3 
30-327          F 
50-370          S 

MILLS.  L   M 
MILLS,  L   M 
MILLS,  L   M 
MINECK,  D   L 
MINECK,  D   L 

B3033101B? 
8309310193 
B305310214 
B305030394 
8303060472 

50-327          P 
50-438          3 
50-438          3 
50-331          8 
50-331          S 

MINECK,  D  L 
MI  NECK,  D   L 
MINECKiB    L 
MINECK,  D,  L 
MINECK,  D.  L 

B303  130094 
B30S1S0346 
B303240221 
B303240236 
B305270429 

50-331          B 
30-331          R 
30-331          B 
30-331          3 
50-331          S 

H1NECK.D   L 
KINER.  S 
MINER,  8 
MINER,  S 
MINOGUE-R  S 

B305270440 
B2111S0301* 
630  3060363 
B305160213* 
83050307231 

50-331          3 
50-312         a 
50-269          P 
50-312          Q 
REVIEW    GRP 

M1NO-OUE,  R  B 
MINCQUE.  R  B 
MINOR.  Q   C 
MIRAOLIA.F  J 
MIRAOLIA-F  J 

B309  110493* 
B3O  52  00623* 
B30316006B 
8305120613* 
8303360306 

BEVIEU    ORP 
REVIEW    ORP 
50-443          G 
MISC 
30-4  SB          E 

MIB-F  J 
MISAK,  A 
MISAH.,  A 
MITCHELL,  G  J 
MITCHELL,  G   J 

B3031B0816 
8303060391* 
6303170376* 
8303110384* 
830311060M 

71-9QBO 
30-234          S 
3O-234          R 
COMMISeiDN 
COMMISSION 

MITCHELL,  J 
MITCHELL.  J 
MITCHELL,  J   A 
MITTL-R    L 
KIZUNO-0   S 

8303350360* 
8303250360* 
B30310034B* 
B3093101B3 
B305030464 

30-403          G 
30-483          Q 
30-339          T 
3O-334          V 
30-443         Q 

M1ZUNQ.G   & 

HI  Z  UNO,  0   B 
MIZUNO.O  8 
MIZUNO,  G  S 
MIZUNO,  G   S 

B3050304B3 
B303030490 
B3030403C>0* 
830  30903  60 
B303130&33 

SO-  337          0 
50-537          0 
30-443          D 
30-443         Q 
30-443         0 

MQLCHANYiH   J 
MQNTEL,  0 
MONTEL,  0 
MONTEL.  Q 
MONTGOMERY,  D 

B303110160 
8303170372* 
B303170572* 
8309170372* 
B3033700B6* 

3O-3B7          P 
30-454          O 
80-494          0 
30-484          0 
3O-395          Q 

MONTGOMERY,  D   M 
MONTGOMERY,  D   M 
MONTOOMERY-  J 
MONTGOMERY,  J  L 
MONTOOMERY,  J  L 

B30S270334* 
B30937032B* 
8303  120023* 
8303120014* 
8309120017* 

30-302          Q 
SO-S59         fl 
FQIA 
FOIA 
FQIA 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MONTGOMERY,  J   H 

B303230047* 

FOIA 

MDDMEY.  Q 

8305030713 

40-8697 

MOONEY.  0 

83031A0209 

40-8902 

(•KIDNEY,  Q 

B3032  30241 

40-B697 

MGONEV,  J 

B309110403" 

50-347         B 

MOONEY,  J 

8309160079* 

50-247         8 

MODNEY,  J 

8303230483 

30-247         B 

MOdNeV,  T 

8309020364* 

FOIA 

MOONEY.  T    P. 

830904091  9» 

FOIA 

MOORE.  D    E 

0303090418* 

SO-390         Q 

MOORE,  D    E 

8303270B12* 

30-302         Q 

MOORE.  J    E 

B3090204M 

30-247         0 

MOORE  i  R    N 

83090907B2 

XPORTLIC 

MOORE,  R    N 

B30  3  160306 

XPORTL1C 

MOORE.  R    N 

B3031  70609 

XPORTUIC 

MOORE.  R    N 

8305170611 

XPORTLIC 

MOOR  HE  A0.  C    J 

8309230703 

30-289         U 

MORGAN,  € 

B303030S49 

30-247         0 

MORGAN.  C 

B303030549 

90-247         0 

MORGAN,  C 

8303100200 

90-247         0 

MORGAN,  C 

8303100203 

30-247         Q 

HOP  CAN,  C 

8303130064 

50-247         0 

MORGAN,  C 

B3051  30064 

30-247         0 

MORGAN.  C 

8309130071 

30-247         0 

MORGAN,  C 

8309130071 

30-247         0 

MORGAN,  C 

8305240466 

90-347         0 

MORGAN.  C 

B303240466 

90-247         0 

MOHIARTY.J  M 

8303020133 

50-483         S 

MOHLEY,  J    A 

0305110142 

WASTE   MOT 

MORRILL,  P    J 

B303260S72" 

30-279         Q 

MORRISON.  C   M 

8309110433* 

30-309         8 

MORROW,  H 

B3090900O3* 

QA999 

MORTENSEN.W  P 

B30S1000'?'! 

50-913         S 

MORTON,  D    K 

B30D030474* 

90-4B3         Q 

MORTON.  K    V 

B30S040643* 

CONTRACT 

MORTON,  K    V 

8309060326* 

CONTRACT 

MORTON,  K    V 

8309120917* 

CONTRACT 

MORTON,  K   V 

8309170077* 

CONTRACT 

MORTON.  K    V 

B30S23016?* 

CONTRACT 

MORTON,  K    V 

B3032G0311* 

CONTRACT 

MORTON.  K    V 

8303330333* 

CONTRACT 

MORTON.  K    V 

8305260341* 

CONTRACT 

MORTON,  K    V 

B309270093* 

CONTRACT 

MORTON,  K    V 

B303S701G50 

CONTRACT 

MQSER.  R    N 

B30318067O 

71-6272 

MO8ER.  R    1 

8303230090 

71-3607 

MOSLAK,  T 

B303030164* 

30-320         Q 

MQTHERSBAUGH,  L 

0305030?!  8* 

70-378 

MOTHERS!)  AUQH.L 

B303040414* 

FOIA 

MQTL.  0.  P 

8309230169 

71-496 

MOTL,  O   P 

8303230  174» 

71-496 

MOWRY.  W    R 

8303040395 

XPOSTLIC 

MOWRY.  H    R 

8309060690 

XPORTLIC 

HOWRY.  U    R 

B3091B0839* 

XPORTLIC 

MR-OCZKA.E   J 

8303040301 

30-249         B 

MRDCZKA,  E   J 

8309170010 

30-336        R 

MROCZKA,  E   J 

8309170010 

90-336        R 

MROCZKA.  E   J 

8303230349 

30-243         S 

MROCZKA,  E   J 

B3032700B9 

30-336         S 

MROCZKA,  E   J 

B3032700B9 

30-336         S 

MRDCZKA,  E   J 

8309270239 

30-336         8 

MROCZKA.  E   J 

8309270239 

30-336         B 

MftOCZKA.  E    J 

B303270494 

90-336         B 

MROCZKA,  E   J 

B303270494 

90-336         3 

KUDUFFtE.  M  A 

8303270023 

30-400         E 

MULKIKIN.R  P 

8303100249* 

30-443         0 

MULKIN,  R 

B303230I-56* 

70-1193 

MUHA-  F   E 

Q3032601BO 

30-133         G 

MURPHY.  D. 

8309110367* 

30-239         S 

MURPHY,  D   W 

8E070a052B* 

30-233         P 

MURPHY.  D   H 

8303120374* 

30-237         P 

MURPHY,  0    L 

B309  170393* 

30-434         0 

MURPHY,  J   L 

B3031  70993* 

90-434         0 

MURPHYrJ   L 

8303170S93* 

30-494         0 

MURPHYrM   E 

8309100361* 

30-313        Q 

MURPHY,  M   E 

B303230475* 

90-2BS         Q 

MURPHY.  W  P 

B303170O06 

50-271        R 

MURRAY.  B 

83092400O3* 

30-443         Q 

MURRAY.  T,  D 

8305060608* 

90-346        F 

MURRAY.  T  D 

B305040702* 

50-346         F 

MURRAY.  T  D 

B303130093 

30-346         8 

MURRAY.  T  D 

8309130190 

30-346         S 

MURRAY,  T  D 

B30917D162 

30-346         S 

MURRAY-  T   D 

B3031703O1 

30-346         S 

MURRAY-  T   D 

B303190149 

30-346        R 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

MURRAY.  T  D 

0303210219 

90-346 

B 

MURRAY,  T  D 

8303240341 

30-346 

B 

MURRAY,  T  D 

B30S260293 

90-346 

B 

MURRAY,!  D 

8309310038 

30-346 

B 

MURRILL,  P  W 

8309310102 

30-458 

I 

MUBELER.W  J 

83031S0244 

90-322 

a 

MUBELER.W  J 

8305190324* 

90-322 

0 

MUSOLF.  D 

8309020320 

50-233 

0 

MU8QLF,  D 

S3030204BB 

90-263 

8 

MUSQLF-  D 

8303030603 

30-263 

H 

MUSOLF.  D 

B30S1203B9 

30-282 

P 

MUSOLF,  0 

8303  160036 

30-292 

R 

MUSOLF.  D 

6303140092 

30-263 

R 

MUSOLF.  D 

8309230923 

90-283 

F 

MUSQLF.  D 

S303H40153 

50-3O6 

S 

MUSOLF.  D 

8303340166 

90-232 

S 

MUSOLF,  D 

8303290409 

PR 

MYERS,  D  D 

B3Q3270635* 

30-324 

a 

MYERS.  L  L 

B3Q3040466* 

TOPREP 

MYRA80,  A  L 

8305160078* 

30-263 

R 

NADEAU,  J  P 

8303290331 

30-443 

H 

NAIDU.  K  R 

030912036B* 

30-374 

a 

NAPUDA.  0 

6303230460* 

30-3S9 

a 

NAPUDA.  0 

8309230314* 

90-3O9 

a 

NARDACCI.O  A 

8309020219* 

90-SB9 

n 

NARDACCI.O  A 

8303060463* 

30-2B9 

R 

NARDI.A  J 

8309180019 

71-9O70 

NARDOCI.F  H 

8303100003* 

90-369 

8 

NARDOCI.P.  6 

B3091  102B3» 

30-349 

8 

NARDOCI.P.  B 

8303170269* 

50-370 

6 

NARDOCI.P.  B 

B30317039B* 

30-369 

B 

NARDOCI.P  B 

8303290404 

30-369 

B 

NARDOCI.P  B 

B303290439 

90-37O 

B 

NARDDCr-P  B 

B303250499 

30-370 

B 

NARDDCI.P  B 

B303310032 

30-369 

B 

NARROW,  L  M 

B309O90119* 

90-443 

a 

NASH,  B 

B30SO30304* 

30-2B9 

F 

NEIGHBORS,  J  D 

B309090045 

30-280 

P 

NEIGHBORS,  J  D 

8309090321 

30-2BO 

P 

NEJFELT,  0 

8303130186 

90-370 

B 

NEJFELT,  0  M 

B3031  10262 

30-370 

S 

NELSON.  P  R 

B3031S0307* 

40-67O 

NELSON,  P  R 

B30S1  80430* 

40-47S 

NELSON-  P  R 

B309  120478* 

40-672 

NELSON,  P  R 

B309  1204B3* 

40-679 

NELSON-  P  R 

B309  130309* 

40-672 

NELSON-  P  R 

8303120314* 

40-672 

NELSON,  R  H 

8303060349* 

90-309 

S 

NELSON-  R  L 

B303020396* 

90-30  & 

q 

NERSES,  V 

8303170141 

30-333- 

F 

NEVEL-  M 

6305100367* 

90-322 

H 

NEWMAN,  J  H 

3309240917 

30-B47 

K 

NEWMAN,  J  R 

8303020434 

30-49  B 

0 

NEWMAN,  J  R, 

8303020434 

30-49  B 

0 

NEWMAN,  J.  R. 

B30906Q499 

30-479 

ff 

NEWMAN,  J  H 

B309110B23 

80-498 

O 

NEWMAN,  J  R 

8309110229 

90-493 

0 

NEWMAN-  K  A 

8303240399 

FOIA 

NEWMAN.  P.  T 

830S040421* 

30-400 

0 

NEWTON,  C  E 

8303040396 

MISC 

NEYLAN,  A,  J 

8309020367 

30-398 

A 

NEYLAN,  A  J 

8309020432 

90-398 

A 

NEYLAN,  A,  J, 

8303020439 

30-338 

A 

NEYMOT1N.  L 

8303110131 

NURE9 

NICHOLS,  F  A 

8309110162 

NURE9 

NICHOLS.  L  L 

BO  11  180782* 

MISC 

NICHOLS.  L  L 

B303040996 

MISC 

NICHOLS,  L  L. 

8309040996 

MISC 

NICHOLSON.  N  A 

8303280182* 

40-2061 

NICHOLSON-  N  A 

8305270302* 

30-303 

a 

NIOHTINCALE,  E 

S309SA0231* 

30-33B 

a 

NILSONi  R 

8303240310 

TOPREP 

NIMITZ.R  L 

8309190174* 

30-272 

a 

NIX.H 

B303030690* 

30-3B1 

F 

NIX.H.  C 

B3030306B7* 

90-321 

F 

NIX.H  C 

B309090030 

90-321 

B 

NIX.H  C 

B309030083 

90-321 

s 

NIX.H.  C 

8305110269 

30-321 

a 

NIX.H  C 

8309110270 

30-321 

B 

NIX.H  C. 

B3031102B9 

90-331 

B 

NIX.H  C 

B303110364 

30-331 

B 

NIX.H  C 

8309110373 

50-36A 

a 

NIX.H  C. 

8305110404 

90-321 

a 

NIK-H.  C. 

8303110410 

30-346 

a 

NIX.H  C 

3303110429 

30-366 

8 
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AUTHOR 

ACCESSION 
NUMBER 

9UBJECT 
CATEGORY 

NIX,  H   C 

8309110431 

30-321 

B 

NIX,H   C 

B303130233 

50-366 

8 

NIX.H  C 

830317017B 

30-321 

B 

NIX.H  C 

8303170234 

50-321 

S 

NIX,  H  C 

B303170276 

30-366 

S 

NIX.H   C 

B3051703B9 

30-366 

S 

NIX.H,  C 

B30317O434 

30-321 

B 

NIX,H  C 

8303170442 

30-321 

B 

NIX,  H  C 

B303170481 

30-366 

B 

NIX.H.  C 

8309170302 

30-366 

8 

MX.H  C 

S305  180277 

90-321 

R 

NIX,  H,  C 

8309230463 

3O-366 

8 

NIX,  H  C 

8309230486 

50-366 

8 

HIX.H  C 

B309230493 

30-366 

8 

NIX.H  C 

B30923036B 

30-321 

8 

NIX,  H  C 

B30527O123 

3O-366 

8 

NIX.H  C 

8309270234 

90-321 

8 

NIX.K  C 

8303310124 

90-366 

8 

NIX.H  C 

8303310166 

50-321 

8 

NIX.H  C 

8309310180 

9O-32I 

3 

NIX.H  C 

9309310206 

90-366 

S 

NOLF,  D.  M 

9303060326* 

CONTRACT 

MOLF,  D  M 

B303170O77* 

CONTRACT 

NORDERHAUO,  L   R 

B303240906 

70-29 

NORDERHAUO.L   R 

8303030313 

90-275 

B 

NORDERHAUO,  L   R 

83031  OOO74 

90-313 

B 

NORDERHAUO,  L   R 

8303100127 

70-734 

NORDERHAUO,  L   R 

8303240314 

9O-312 

Q 

NORDERHAUO.L   R 

0303260242 

90-206 

Q 

NORDERHAUO.L   R. 

8309270113 

90-312 

8 

MOREL  I  U9.  C   E 

B303020O94 

50-373 

Q 

NORELIUS,  C   E 

8303020110 

30-496 

a 

MOREL  I  US.  C.  E 

8305020  12B 

50-266 

p 

NORELIUS.  C.  E 

S309020224 

90-436 

Q 

NQRELIUS.  C.E 

8309020264 

90-341 

a 

NORELIUS,  G   E 

B309020874* 

90-341 

a 

NORELIUQ,  C   E 

8309020347 

30-313 

o 

NORELIUS,  C   E. 

9309020349 

90-305 

a 

NORELIU8,  G   E. 

9303060441 

90-237 

a 

NORELIUS,  C.  E 

93091000S7 

30-309 

a 

NORELIUS,  C  E 

8309100096 

UO-346 

a 

NORELIUS,  C   E 

8309170273 

90-233 

a 

NORELIU8,  C   E 

B303170477 

SO-373 

p 

NOHELIUB,  C   E 

H309J704B9 

90-319 

a 

NORELIUB,  C,  E 

9309  170  1  28* 

30-373 

a 

NORELIUB,  C.  E 

8303170396* 

30-329 

a 

NOREHU8,  C   E, 

B303200912 

90-4B3 

a 

NORELIUS,  C  E 

8303240241 

30-373 

Q 

NORELIUS,  C,  E 

8305240244* 

30-373 

a 

NORELIUB.  C   E, 

B30S240301 

30-373 

a 

NORELIUB,  C.E 

8303240924 

30-494 

Q 

NORELIUS,  C  E 

8303260278 

30-434 

a 

NORELIUS,  C   E, 

8309260313 

30-331 

Q 

NORKIN,  D   P. 

8309030474* 

30-493 

a 

NOBRHOLM.  L. 

B30910O29B 

30-272 

B 

NORRHOLM,  L 

8309200497 

30-272 

8 

NORRHOLH,  L 

B309230C3B 

SO-272 

8 

NORRHOLM,  L.  J. 

8309290314* 

90-309 

Q 

NOHRY,  P,0. 

9309240036 

ano 

NORTON,  d.  F. 

8303040922* 

30-303 

a 

NOTHELFER,  T 

B305200307* 

30-237 

8 

NOVAK.  T  M, 

9309020302 

30-382 

A 

NOVAK,  T.  M 

B30903O013 

30-928 

A 

NOVAK,  T.  M. 

8303040010 

80-399 

P 

NOVAK,  T.  M 

8303040289 

50-397 

A 

NOVAK.  T.  M. 

83090407BO 

30-322 

Q 

NOVAK.  T.  M, 

8309060009 

30-382 

8 

NOVAK,  T  M 

9303090277 

30-440 

A 

NOVAK,  T  M 

8303090394 

30-329 

E 

NOVAK.  T  M. 

B303070722 

BO-443 

A 

NOVAK,  T.  H. 

8309110140 

30-329 

A 

NOVAK,  T.  M. 

8309120969 

50-416 

a 

NOVAK,  T.  M 

B30S130344* 

30-332 

A 

NOVAK,  T.  H, 

B309  160240 

30-44i3 

Q 

NQVAKiT  M, 

B309  170093 

30-339 

A 

NOVAK,  T.  H. 

8309170619 

90-413 

E 

NOVAK,  T.  M. 

S309170721 

90-460 

A 

NOVAK,  T.  M. 

8303170723 

30-369 

P 

NOVAK,  T  M 

9309180213 

90-327 

P 

NOVAK,  T.  M 

B303200D13 

90-373 

P 

NOVAK,  T.  M. 

8309200199* 

90-3B2 

a 

NOVAK,  T  M 

8303200723 

30-273 

R 

NOVAK.  T   M 

8309230199 

30-308 

A 

NOVAK,  T.  M. 

8309230624 

30-390 

A 

NOVAK,  T.  M. 

8309230717 

30-367 

8 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

NOVAK.  T    M 

B303240097 

90-3b? 

P 

NOVAK.  T    M 

8305230209 

50-361 

P 

NOVAK.  T    M 

S305230267 

30-369 

P 

NOVAK.  T    M 

83092601S2 

30-361 

P 

NOVAK,  T  M 

8309260203 

30-50B 

E 

NOVE.  E   D 

S3032O0300* 

30-260 

3 

NDHLE8,  S   H 

6309270973 

30-443 

Q 

NUOENT,  E   L 

B  3032  60397 

40-2239 

NU88BAUMER.  O 

B309030268« 

70-378 

NUSSBAUMER,  D 

B  303030296" 

70-373 

NUBBBAUMER.  D 

B30SO406970 

70-37B 

NU88HAUMER.D   A 

B30SO30320* 

70-37B 

NUSSBAUMER.  D   A 

B309O40386» 

70-37B 

NUSSBAUMEH.  D    A 

8309040603B 

70-379 

NUSBBAUMER,  D    A 

6309O50S92* 

70-37B 

NU8SBAUMER,D    A 

B309OS0301* 

70-37B 

NUBSBAUMER.D    A 

8309050312* 

70-37B 

NUS8HAUMER,D    A 

B3030903190 

70-37B 

NU98BAUMER.D  A 

6303030326" 

70-378 

NUSSBAUMER.D   A 

B309I202S3» 

40-672 

NYKIRK,  J   W 

8309030091* 

90-29D 

F 

NYKIRK.  J  W 

8303030  117« 

30-293 

F 

NYSTROM.  R    H 

83031  O03B2* 

50-438 

A 

NY8TROM.R   H 

8303100395" 

90-438 

A 

O'BRIEN.  J  P 

8303170480* 

30-361 

<9 

O'HGA.  P    B 

8309030181 

71-9100 

0  'NEIL,  J  H 

8303240330 

30-4OO 

C 

O'NEIL,  J.  H 

9305240550 

30-400 

<? 

O'NEILL.  B 

S303O30164H 

90-320 

a 

O'NEILL.  B 

83031  60199* 

30-289 

Q 

O'NEILL,  J 

8303060437 

PR 

O'NEILLr  J 

B3091  20287 

30-189 

o 

O'NEILL.  J 

B303240328 

90-135 

C 

O'NEILL,  J  H 

8303190243 

90-1S9 

o 

O'NEILL,  J  H 

9303200630 

30-4OO 

o 

O'NEILL,  J  H 

9303200630 

30-4OO 

0 

O'NEILL.  K 

B309240312 

90-440 

& 

O'REILLY.  J  P 

B305O90191 

90-23f 

Q 

O'REILLY,  J  P 

S303070434 

90-393 

O 

O'REILLY.  J  P 

8303120316* 

40-672 

O'REILLY,  J  P 

8303120336* 

40-672 

O'REILLY.  J   P 

9303  130374* 

40-672 

a'REILLV.  J  P 

930912039S 

30-230 

a 

O'REILLY,  J  P 

9305120404* 

50-290 

o 

O'REILLY,  J  P 

9305230541 

SO-  280 

<* 

O'REILLY,  J  P 

B303230346* 

50-280 

a 

O'REILLY,  J  P 

S303270275 

30-416 

a 

O'REILLY.  J  P 

B30S2704Z3 

30-269 

o 

O'REILLY,  J  P 

9303270461 

50-26  1 

a 

O'REILLY,  J  P 

9305270313 

50-2B"0 

a 

O'REILLY,  J   P 

B3032703B3 

50-416 

o 

O'REILLY,  J  P 

9303270464* 

50-259 

a 

d'ROURKE,  A  P 

3305240533 

30-247 

T 

O'ROURKE.A  P, 

8309240939* 

30-247 

T 

O'TOQLE,  J 

8^09390483 

90-247 

8 

O'TOOLE-d,  D 

8309030373 

90-247 

S 

Q'TOOLEj  J.  D 

B3b3030400 

90-247 

8 

O'TOOLE.J  D 

B30S040242* 

30-3 

F 

O'TOOLE.J  D 

S30S100173 

30-247 

P 

D'TOOLE.J  D 

8309  1  1  0302 

30-3 

R 

O'TOQLE.J  0 

8309110393 

30-247 

S 

O'TOOLE.J  & 

B309130018 

90-247 

P 

O'TOOLE.  J  D 

B303130022» 

90-247 

P 

O'TOOLE.J  t> 

9303160020 

30-247 

3 

Q'TOOLE.J  » 

9303160073 

90-247 

e 

DBERO.C    R, 

8305170009* 

90-362 

Q 

ODEffAARDEN,  R  H 

8303040302 

TOPHEP 

ODEOAARDEN,  H  H 

8303060204 

TOPREP 

ODEOAARDEN,  H   H 

8309170373 

71-6639 

QESTMAWN.M   J 

B303170B4B* 

30-434 

a 

QEBTMAMN.M.  J 

9309370270* 

30-34  1 

a 

DOLE.  K  M. 

B309040337 

40-9714 

OKADA.  & 

B309260317 

XPORTLIC 

OLLER.R    E 

8309030366* 

QA999 

OLLER.R    E, 

8309090111* 

QA999- 

DLLINOER.H  H 

83050-40654* 

90-321 

F 

OL8EN,  A  F 

B309020323 

70-834 

DLBHANi  L  N 

8309110216 

30-434 

A 

DPREA.O,  M, 

B303O30430 

PR 

dPHEA.O  W. 

B303O60496 

30-478 

B 

OPREA,  0.  U 

B30S170510 

90-49B 

8 

OPREA,  0.  W 

B3092304I& 

90-498 

S 

OPREA,  0.  W 

B309230S29 

30-478 

8 

ORDERS,  M, 

8303S70160* 

50-369 

Q 

ORNBTEIN,  H  L 

8211110643* 

50-312 

B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATECQRV 

ORTIZ,  H   R 
OBH1MA,  8 
CSTER,  J 
QSTER,  J 
OU8RE.R   P 

B30S170122 
630  3020  9  53 
B305230900 
6305340-339 
B30  3240326 

NUREB 
XFORTLIC 
30-10           J 
70-E973 
3O-312        R 

CWCZARSKI.P    C 
OWCZARSKI.P    C 
OMEN.  W  H 
OWEN,  U  H 
PAGANO.F   O 

830S29016B 

8303230174 
8303OS0008 
8303180331 
0303130093* 

RES 
RES 
30-413         A 
PR 

30-443         F 

PAQANO,  F    0 
PAOE,  H   0 
PAGE,  R   0 
PAQE,  R   <9 
PAOE,  H   0 

630  32702  10 
B303030074 
8303030337 
83OS030706 
83O3Q40707 

3O  -482        E 
7O-12S7 
4O-B027 
4O  -2061 
4O-B033 

PAOE,  R   0 
PACE,  R   0 
PAOE,  H   0 
PAOE,  H  5 
PAOE,  R   & 

83O316017B 
8305180176 
S3OB1B0319 
8303180329 
83031  HO  739 

7O-27 
4O-6900 
40-7708 
4O-86 
4O-8406 

PAOE,  R   Q 
PAOE,  H   0 
PAOE,  R    0 
PAOE,  R   0 
PAOE,  R  0 

83OSIB0763 
83O31BOB20 
B3031B0824 
B3031B0834 
B305  180090 

7O-992 
40-9406 
40-7708 
40-B763 
70-923 

PAOE,  R   0 
PAOE,  R   0 
PAGE,  ft  0 
PAOE,  R  0 
PAOE,  R  0 

B303IBD83B 
B303180899 
8303190001 
8303190004 
8303190008 

70-124 
70-992 
7O-33 
7O-2973 
7O-33 

PAOE.R   0 
PAOE.  R.  0 
PAOE.R  0 
PAOE.R  0 
PAOE,  H  0 

83O3BOQ134 
83O920OI99 
B3O920O163* 
83QS23O601 
9303290603 

40-7708 
7O-2982 
7O-29B2 
7O-33 
40-B027 

PAOE.R  0 
PAOE,  R,  0 
PALLADIND.N 
PALLADINQ.N 
PALLADIND.N  -J 

8303590603 
8303310217 
9303230209" 
8303240167* 
8303100141* 

7O-37  1 
WASTE  MOT 
30-320         T 
COMMISSION 
90-329         T 

PALLADINO.N  J 
PALLADINQ.N  J 
PALLADINO.N  J 
PALLADIND.N  J 
PALLADINO.N  J 

830  5  130060 
83O3130090 
8303230394 
8303230360 
8303S30377 

50-277        0 
30-322         0 
COMMISSION 
COMMISSION 
30-289        U 

PALLADIND.N  J 
PALLADINO.N  -J 
PALLADIND.N  J 
PALLADINO.N  J 
PALLADINO.N  J 

B30S2303B4 
0303230397 
8309230413 
B3O32304HO 
0309230435 

ADVCM 
COMMISSION 
COMMISSION 
COMMISSION, 
9O-289        U 

PALLADINO.N  J 
PALLADINO.N   J 
PALLADINO.N   J 
PALLADINO.  N   J 
PALCADINO.  N   J 

03OB230446* 
8303230497 
8303230443 
8309230474 
B3O933O660 

9O-289       U 
COMMIES  I  OH 
COMMISSION 
COMMISSION 
COMMISSION 

PALLADINO,  N   J 
PALLADINO,  N   J 
PALLADINO.N   J 
PALLADINO,  N   J 
PALLADINO.  N   J 

8303230676* 
8309230698 
B30933O732 
8303240094* 
8305240133 

90-3            F 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

PALLADINO.N   J 
PALLADINO.N   J 
PALLADINO,  N   J 
PALLADINO.N   J 
PALMER.  R    A. 

B30924O179* 
B3Q5B40232 
B30324O296* 
B3033100S9 
8303280136* 

COMMISSION 
90-398         Q 
30-398        Q 
BO-247         U 
30-313        S 

PALMER.  R    A 
PALMER.  R    A. 
PALMER,  R    A. 
PALMER.  R.  A 
PALMER.  R   A 

8303020177. 
8309020198* 
B3O3060406* 
9309  130  174" 
83Q9J3Q191* 

SO-316        S 
9O-316         6 
90-319         S 
90-316         S 
30-313        S 

PALMER,  R   A 

PALMER,  R   A 
PALMER,  R   A 
PALMER,  R    A. 
PALMER,  R,  A. 

8309240330 
B30S270107 
8303270227* 
8303270230* 
B30B270444 

50-315        S 
30-313         S 
30-316         S 
30-316         S 
30-313         3 

PAL  HER.  R   A. 
PANDEY,  8 
PANDEY.  8 
PANOBURN,  0.  C 
PANOBURN,  0.  C 

B3OB31O179 
82O9S1033S* 
8309200720* 
8309290245 
8309290991 

90-316         S 
30-336         P 
30-338         P 
40-8432        , 
40-8492        ; 

PAPAY.i.  T 
PAPAZOQLOU.  I    A 
PAPERIELLOjC 
PAPERIELLO,  C 
PAPERIELLO.C    J 

8303090278 
83001  101S6 
83031BOQBO* 
8303240002 
83O3  030336 

30-361         q 
30-312         P, 
FOIA 
90-266         S 
30-tO           0 

546 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

PAPERIELLd,  C 

J 

0303060633 

40-S202 

PAPER  IELLO.C 

J 

B3051000BO 

30-346         0 

PAPER  IELLO.C 

J 

B30S12O346 

30-374         Q 

PAPER1ELLO,  C 

J 

B305130149 

30-373         F 

PAPER1ELLD,  C 

J 

B30517O33B 

50-454         Q 

PAPERIELLQj  C 

J 

B30517O337 

50-295         Q 

PAPER  IELLO,C 

J 

B30517O344* 

30-295         0 

PAPER  IELLO.C 

J 

83051  7O503 

30-313         0 

PAPER  IELLD.C 

J 

8305170343 

70-  1  30B 

PAPERIELLQ.  C 

J 

B303I9O161 

70-Q 

PAPER1ELLO.C 

J 

0303240020 

30-253         Q 

FAPEFilELLQ.C 

J 

3303240234 

30-331         Q 

PAPERIELLQ.  C 

J 

9305240337 

40-3392 

FAPERIELLO.  C 

J 

8303210376 

30-155         F 

PAPERIELLO.C 

J 

B3052403B9 

30-292         F 

PAPERIELLQ,  C 

J 

3303270241 

50-341         Q 

PAPERIELLQ.  C 

J 

B3Q337O605 

5O-346         0 

PAPERIELLO,  C 

J 

8305310176 

50-331         Q 

PARIS,  0    H 

8303040464 

50-247         G 

PAR  19,  0    H 

B30S09043B 

30-247         G 

PARIS,  O    H 

B30S  130030 

30-247         G 

PAR  1  8-  P,  C 

8303030412" 

50-2B6         P 

PARIS,  P    C 

3303300412* 

3O-2B6         P 

PARKER  ,L    B 

3303050241* 

GA999 

PARKED,  L    1? 

B30327O286* 

QA999 

PARKER,  M    E 

9303170174* 

50-133         Q 

PAfiKSH,  P   £ 

B303  1  60363 

PROJ 

PARKER.  P    E 

5305230041 

PROJ 

PARKER,?    E 

8303330056* 

PROJ 

PARKER,  M   O 

B305O2O326 

30-413         A 

PARKER.  W   D 

8303240339. 

50-2B7         P 

PARSOKS,  Fl   K 

6305050134 

30-400         3 

PARSONS,  R   M 

B305Q501S5 

30-400         S 

PARSONS.  R    M 

8303050359 

50-400         S 

PARSONS,  R   H 

8305130037 

30-400         S 

PARSONS.  R   M 

B309130OBO 

50-400         B 

PERSONS,  R   H 

B3O513O216 

50-400         S 

PAKBQNS.  R    M 

8303230442 

30-400         S 

PABSQNS,  R   M 

B3032703SHI 

50-400         Q 

PARSONS,  R   M 

6305370333* 

50-400         Q 

PAftSQNS,  R    M 

8303270615* 

50-400         G 

PA5C  IAK*  M   J 

S3051  10277* 

30-317         Q 

PABCQE.  S 

B3032OO071* 

CONTRACT 

PASTVA.  M    J 

S.30503O3A1* 

50-334         S 

PASTVA.M    J 

8303030419* 

30-334         S 

PASTVA,  M    J 

3303030473* 

50-333         S 

PASTVA,  M    J 

33Q503053A* 

30-324         B 

PASTVA,  M    J 

B3030  30547* 

30-324         S 

PASTVA,  M    J 

330503061  B» 

50-324         8 

PASTVA,  M    J 

S3030  50344  * 

30-334         S 

PASTVA,  M    J 

B3050  50367  » 

30-324         S 

PASTVA,  M    J 

B3051102B4* 

50-333        S 

PASTVA,  M   J 

83O513Q172* 

50-324         S 

PASTVA,  M  J 

8305130184* 

50-324         S 

PATE.D   & 

8305030372 

30-S37         C 

PATE.R    J 

B3Q31704BO* 

30-361         0 

PATEREDN,  D   A 

3303110402* 

30-333        R 

PATTERSON.  J    D 

8303200461 

PR 

PATTERSON,  J   P 

B30S31D1B1* 

50-331         0 

PATTERSON,  J   W 

B303040403* 

FOIA 

PATTERSON,  M    D 

B30  387  0029 

30-317         P 

PATTERSON.  W   F 

830S1001SS 

30-443        G 

PATTERSON.  M    F 

8305100231* 

3O-443        0 

PATTERSON.  H    F 

8305100392* 

50-443         G 

PATTERSON.  W    F 

8305100411* 

50-443         0 

PATTERSON,  U    F 

B3  05  100430* 

30-443        0 

PATIEREONrH  F 

S3  05  1  00432* 

30-443         O 

PAUL.R    A 

B3  05  1OO  402* 

50-237         0 

RAULrR    A 

83Q5240292* 

30-331         Q 

PAULX.  G    L 

830927O3B1* 

50-239        Q 

PAULSON.  W  A 

B3O5030414 

30-206         P 

PAULSON,  H   A 

83O3O30O3S 

30-206        P 

PAULEQN.W   A 

3305060235 

30-2O6        P 

PAULSON,  H   A 

8305260263 

30-206         P 

PAVIS,  O.  S 

830323O560a 

30-317        B 

PAYNE,  M  T 

B3O5240SOQ 

30-400        S 

PAYNE,  M    T 

S3.O5240SQO 

30-400        H 

PAYNE,  M    T 

9305240907 

30-400        8 

PAYNE,  M    T 

83032405O7 

30-400        8 

PEAS30N.  A 

B30313OS54 

XPdRTUC 

PEARSON.  A 

B3Q5130305 

XPQRTLIC 

PECK.  C   C- 

B305060634* 

40-B202 

PECKi  C    C 

8303240340* 

40-3392 

PEDRO,  J 

8303230059 

FOIA 

PEERY,  H  W 

8305370325* 

30-62           Q 

AUTHER 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

PEERY,  M  M 

B3052704S80 

30-393    Q 

PELIZZA.  M  S 

B30316022B 

40-8786 

PELL,  W  R 

B30S1  90039 

30-322    H 

PELLET,  J  L 

B2111QOO3B* 

30-312    S 

PELLET1ER,  J  P 

8303030101 

50-271    S 

PELLETIER.  J  P 

S3030301C8" 

30-271    S 

PENNER.P  S 

83031BO334 

PR 

PENNIFILL.  R  A 

8305090606 

HASTE  HOT 

PENTZ,D  L 

83  03050  4  01  * 

CONTRACT 

PERCH,  R 

8303  100426 

30-38B    A 

PERENSTE1N.  J  E 

8303040643* 

CONTRACT 

PERLIS.  R  0 

B303090143 

50-498    G 

PERL1S,  R  Q 

8303100334 

30-443    G 

PERLIS,  R  O 

B305  100373* 

30-443    G 

PERLIE,  R  O 

B305100435* 

30-443    0 

PERL  IS,  R  0 

8303110339 

30-498    G 

PERLHAN.  J 

B3031S0412 

CONTRACT 

PERNY,  C 

8303090461* 

30-393    Q 

PERRY,  J  F 

B305  130341* 

30-320    T 

PESCHEL.  J 

B303020348" 

30-313    Q 

PETERS,  R 

B305230439. 

30-333    S 

PETERBEN,  J  C 

B305200634« 

50-143    T 

PETRICK.N  A 

8303110014 

50-482    A 

PETRICK.  N  A 

B303110047 

50-482    E 

PETR1CK,  N  A 

B303130007 

30-482    A 

PETRICK,  N  A 

B3031  80393 

50-4B2    E 

PETRICK.  N  A 

B303310175 

50-463    A 

PETTENOILL.H  J 

8303120490 

40-8602 

PETTENOILL.H  J 

B3031  30496 

40-3433 

PETTENGILL.  H  J 

8303120501 

40-299 

PETTENQIUU.H  J 

9305130377 

40-3433 

PETTENQILL.H  J 

B305130317 

40-8584 

PETTENOILL.H  J 

S30313032S 

40-6622 

PETTENGILL.  H  J 

B303  160339* 

40-8673 

PETTENSILL,  M  J 

8305250245 

40-B452 

PETTENORL,  H  J 

8305250371 

40-8432 

PETTENGILL.  H  J 

8303250594 

40-8330 

PETTY,  J  C 

B305110333* 

30-270    3 

PETTY.  J  C 

B30517033B* 

30-J69    S 

PETTY.  J  C 

8303170566* 

30-267    S 

PFAFF,  S  J 

B305020439 

40-6639 

PFEFFERLEM,  M  C 

B30304043B 

TOPREP 

PFLUM,  C  G 

B3031  10178 

WASTE  MOT 

PHILIPPACOPOULO 

8305110227 

MUREG 

PHILLIP,  0  A 

B303  190061* 

FOIA 

PHILLIPS,  D 

B303B0039B 

3O-440    G 

PHILLIPS,  H  5 

8303020403 

ORG 

PHILLIPS.  H  S 

830B030117" 

OA999 

PHILLIPS,  H  S 

830S030172* 

QA999 

PHILLIPS.  H  S 

S30S030263* 

OA999 

PHILLIPS,  H  B 

830  3090413* 

QA999 

PHILLIPS,  H  W 

8303120155* 

30-443    Q 

PHILLIPS.II  P 

8305270614* 

30-346    Q 

PHILLIPS,  fi  W 

8303190367* 

30-373    P 

PICKARD,  J  K 

8305270110* 

CONTRACT 

PICKELiT  U 

8305130346 

ACRB 

PICKEL.T  W 

B305130346 

ACRS 

PIEHL.fl  H 

S30324O339 

30-313    8 

PIEMQNTESE.  A  P, 

B3051  10430* 

30-387    S 

PIEMONTESE.  A  P 

8303230477* 

30-387    S 

PIERCE.  F  U 

B303240547 

30-247    0 

PIERCE.  R  L 

B303  170693* 

CONTRACT 

PIERINOER.P  A 

B30303038B* 

50-318    B 

PIERINGER.P  A 

B30523052B* 

30-31B    3 

PIOOTT,  D  R 

B305170I93 

30-361    G 

PIOOTT.D  R 

830519O193 

30-361    0 

PIOQTT.  D  H 

B303190213 

30-361    G 

PIODTT,  D  R 

8303190312 

30-361    G 

PICOTT,  D  R 

B30319O232 

30-361    G 

PILANT,J  M 

B303030449 

30-29E3    P 

PILANT,  J  M 

8305030393 

30-298    P 

P1LANT.  J  M 

B303030334 

30-298    P 

PILANT.  J  M 

8303030113 

30-29B    P 

PILANT,  J  M 

B3030603BO 

30-29B    1 

PILANT.  J  M 

B303370369 

SO-29B    P 

PILANT.  M 

8309030588 

90-298    P 

PLAINE,  H  H 

8305330700 

50-28?    G 

PLAINE,  H  H  E 

8303230443* 

30-289    U 

PLATT.U  E 

8303240483 

30-329    G 

PLIML.O 

B30S0300B4* 

30-295    r 

PLIML.O 

B303030114* 

30-393    F 

PLIML,  8 

8305060679* 

30-293    F 

PL  I  SCO,  L 

8303110308* 

30-333    Q 

PLISCQ,  L 

8303230443* 

30-343    Q 

PL1SCO,  L  R 

8303230460* 

30-289    Q 

AUTHOR 

ACCESSION     SUBJECT 
NUMBER       CATEOORY 

PLISCO.L.  ft 

8303230230*    50-386   O 

PLI8CO.  L  R 

8303250463*    30-336    Q 

PLIBCO,  L  R 

8303230304*    50-213   fl 

PLOBKI.T  J 

B305  100090*   50-346   Q 

PLOSKI.T  J 

B3O5870614*    30-346    Q 

PLUMMER.M  C 

B303200307*    50-337    & 

POCHAL 

B30S0900I3     XPDRTLIC 

POCHAL.M 

830326033O     XPORTLIC 

PDCHAL.  W  F 

8303130303     XPOHTLIC 

POLK.  P  J 

830  5  03  028  4     30-S36    P 

POLLOCK.  M  S 

B3030S0109     30-322    0 

POLLOCK,  M  S 

8303120306*    30-322    0 

POLLOCK,  M  B 

B30S12031I*    30-323    Q 

POLLOCK,  M.  B 

B30312O380*    30-322    Q 

POLLOCK,  M  S 

B3031B0331*    30-322    Q 

POLLOCK,  R  H 

830319030H*   90-373   P 

POMEROY.  P  M 

8303130392     30-143    O 

POMEROY,  P  H 

8303130332     30-443    Q 

POOLE.  J  M 

B303200332*   30-393   Q 

POPPE,  L  K 

8303170733     71-3026 

PORTER.  B  J, 

8305270163     Stat*  Prog 

PORTER.  D  M 

B303030I64*    30-397    Q 

PORTER,  H  A 

B303090073*   30-1S8   0. 

P08NEH,P 

8305030633*   90-347   0 

POSNER,  P 

B309240343    30-247   O 

POTAPDVS,  U, 

B303020B94    QA999 

POTAPOVS,  U 

B303020261    OA9?9 

POTAPOV8,  0 

B3090202B9     QA999 

POTAPOVS,  U 

8309020316    QA979 

POTAPOVS.  U 

B305020346     OA9?9 

POTAPOVS,  U 

6303020364    OA999 

POTAPOVS,  U 

8303020366*    OA999 

POTAPOVS.  U 

8305020420     QA9?9 

POTAPOVS,  U 

8303020448     QA999 

POTAPOV8,  U 

B309030330     OA999 

POT  AP  DVB,  U 

8309030349    QA9'79 

PQTAPOVS,  U 

8309030338     OA999 

POTAPQVS,  U 

8303030363    QA997 

POTAPOVS.U 

8303030377    OA999 

POTAPOVS,  U 

8303030413    OA999 

POTAPOVS,  U 

830S030427     OA999 

PDTAPOVS,  U, 

B303030466     QA999 

PQTAPOVS,  U 

8303030309     QA999 

POTAPOVS,  U 

B303030344    QA999 

PDTAPDVS,  U. 

830SOS0068     QA999 

POTAPOVS,  U 

830S0300BB    QA999 

POTAPOVS,  U 

8303030094    OA999 

PQTAPdVS.  U 

B303030I02     QA999 

POTAPOV8,  U 

B30303O107    OA999 

PDTAPOVS,  U 

8303030114    QA999 

POTAPOVS,  U 

B30S030145    OA979 

POTAPOVS,  U 

8303030160    QA999 

POTAPOVS,  U 

8303030162     OA999 

POTAPnVS,  U 

B303030177     OA999 

POTAPOVS,  U 

8303030217     OA999 

POTAPDVS,  U 

B303090237    QA979 

POTAPDVS,  U. 

B30309D291     OA999 

PQTAPOVS.  U. 

B309O90001     OA999 

POTAPOVS,  U 

8303090371     QA999 

POTAPOVS,  U 

8305090386     QA999 

POTAPOVS,  U 

B30S07039B    QA999 

POTAPOVS,  U 

830S090490     OA999 

POTAPOVS,  U 

B30310O336     QA999 

POTAPOVS,  U 

B30S  100343*    aA99S> 

POTAPOVS.  U, 

B309  120309     OA799 

PQTAPOVS,  U 

8303120394     QA979 

POTAPOVB,  U 
POTAPOVS,  U 

B30912O4B2     0  A?  99 
8303  170541     QA979 

POTAPOVS,  U 

8303170949     QA999 

POTAPOVS,  U 

8309200308     QA999 

POTAPOVS,  U 

8309200323K    QA999 

POTAPOVS,  U 

B309200333     OA799 

POTAPOVS,  U 

8  3D  3  2003  70    QA999 

POTAPOVfi,  U 

B309200411    QA999 

POTAPOVS,  U 

83092004  IB*    QA999 

PQTAPOVS,  U, 

8309200443    QA999 

POTAPOVS.  U 

8309200446     QA999 

POTAPOVS,  U 

830  9200  4  6  21   QA79? 

POTAPOVS.  U 

8309200589    QA999 

POTAPOVS,  U. 

B303200668    BA999 

POTAPOVS,  U 
POTAPOVS,  U 

8309230497    OA999 
B309230914    QA999 

POTAPOVS,  U 

B309240333    QA999 

POTAPOVS,  U 
POTAPDVS,  U 

B3O3240336    QA999 
8303240344    QA999 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
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/ 

POTAPQVB,  U 

9303340333 

QA999 

POTAPOVS,  U 

B30324036I* 

QA999 

POTAPOVS,  U 

B3032404OO 

QA999 

POTAPOVS,  U 

B30S240405 

PT21 

POTAPDVB,  U 

B309240411 

QA999 

POTAPOVS,  U 

B303240419 

QA997 

POTAPOVS,  U 

8309240434 

QA999 

POTAPDV8,  U 

9305340426 

QA999 

POTAPOVS,  U 

B30924O433* 

GA999 

POTAPOVS,  U 

B303S60291 

QA999 

POTAPOVS,  U 

B30S370267 

QA999 

POTAPDVa,  U 

B309270291 

OA999 

POTAPOVS,  U 

B3093703QS 

OA999 

PDTTERFIELD,  A 

B3090306QB 

30-247 

O 

PDTTERFIELD,  A 

B30S03060B 

30-347 

O 

POJTERFIELD,  A 

B30503060B 

30-347 

Q 

POTTERFIELQ,  A 

930303064  U 

30-247 

O 

PDTTERFIELD,  A 

B303030641* 

30-S47 

0 

POTTERFIELD.  A 

B3090306S2* 

30-247 

O 

POULK,  R   M 

B3Q913Q176* 

90-324 

S 

PDULK.fi    M 

B3092O0343* 

30-334 

S 

PDULOS,  8   J 

B309Q60384« 

30-339 

A 

POWELL,  R    H   J 

9309030337 

TDPREP 

POWERS,  0  A 

8309120SS6 

30-337 

0 

POUEB8,  D   A 

9309120596 

30-537 

0 

PRELL,  J,  A 

B305230306* 

30-277 

Q 

PR1CHARD,  R    P 

B303180210 

71-6639 

PRICHARD.  R    P 

8303240061 

71-6333 

PRITCHETT,  P   A 

8303110398* 

30-334 

P 

PROCTOR,  S  D 

B30310Q264 

30-329 

0 

PROCTQR.B.  D 

930310024,4 

30-329 

0 

PROCTOR,  9   D 

8303100418 

30-329 

0 

PROCTOR,  a    D 

B  303340373 

30-329 

0 

PROCTOR,  S    D 

B303240491 

30-327 

0 

PROCTOR.  S    0 

8309240491 

30-329 

0 

PfiOVENZANOiV   P 

8303040441 

90-339 

0 

PROVENZANO,  V  P 

B30S0403Q9 

30-329 

0 

PUCEL,  P 

B3Q3030709 

40-B72B 

PUNTENNEY,  J 

830323022? 

FOIA 

PURPLE,  R   A 

83033S0323* 

30-303 

P 

PURPLE.  R   A. 

8301120042* 

30-321 

P 

PURPLE,  R   A 

S  3031  7064  S* 

30-301 

P 

PURPLE,  R   A 

83091S034B* 

30-298 

P 

PURPLE,  R   A 

8303180366* 

30-324 

P 

OUEEN,  H  D 

8309020031* 

70-37B 

OUEENiW  0 

830302033-7* 

70-37B 

OUEEN.  W   D 

8303040060* 

70-378 

OUEEN,  W,  0 

B30304046B* 

70-37B 

OUEEN,  H  0. 

8303030359K 

TOIA 

OUICK,  D 

B303S70303* 

90-390 

a 

BAHE,E,  P 

B304iaOS4Q 

TDPREP 

SAKE,  E.  P 

8303030426 

TOPREP 

RAHE.E  P 

B3030503OO 

TOPREP 

RAHE.E  P 

B303Q90212 

PROJ 

RAHE.E  P 

B303H04B7 

30-334 

8 

RAHEi  E,  P 

a3D91704DB 

90-434 

T 

RAHE,  E.  P 

8303170954 

TOPREP 

RAKE,  E  P 

83031B036E 

TDPREP 

RAHE.  E  P 

8309300304 

PR 

RAHE,  E  P. 

8309230293 

TDPREP 

RAHE,  E.  P 

B303270006 

TOPREP 

RAHE.E  P 

0303270491 

TOPREP 

RAJAN 

8303170413* 

30-434 

T 

RAJAN.  J  R 

0303070378* 

90-443 

0 

RAJKI.S 

B303170433 

30-440 

0 

HAMSDELL.J  V 

0303100792 

NUREQ 

RAMSDEN.  J  J 

8303040093* 

FOIA 

RAMSDEN,  J.  J 

B303040114* 

FOIA 

RAHQDEN,  J  J 

B3030SQ343*. 

FQIA 

RAM8DEN,  J  J 

B303Q5033I* 

FOIA 

RAMSEY,  C. 

8303130447* 

30-373 

Q 

RANDALL,  R   0 

8303060428* 

90-220 

S 

RANDALL,  R   0 

0303060340* 

30-S20 

a 

RANDALL,  R   0 

8303200270* 

30-220 

8 

RANDALL,  W.  I 

8309020423 

30-443 

Q 

RANDALL,  M    I 

B309O20429* 

30-443 

0 

RANDAZZA.  J,  B 

8309O304?! 

30-307 

P 

RATCL1FF,  R   H 

B309040169* 

FOIA 

RAHSDN,  R.  J, 

B30S170B49 

30-322 

0 

RAWBON,  R,  J, 

B303230367 

30-322 

0 

RAY.H,  B 

8303030396 

30-361 

B 

RAY,H  H 

8303030337* 

30-361 

8 

RAY,H.  B 

8303030360 

30-361 

8 

RAV,H  B 

8303030432 

30-361 

B 

RAV.H  B 

8303060448 

30-362 

B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

RAY,  H  B 

8303060450* 

50-363          S 

RAY,  H   B 

B30506O467 

90-361           5 

RAY,  H   B 

83-03060909 

50-361           3 

HAY.  H   B 

S3O3060314* 

3O-361          S 

RAY,  H   B 

83O516OO11 

50-361          3 

RAY,  H,  B 

B3O3t6OO14» 

5O-361           S 

RAY,  H   B 

B3O5I6O047 

5-0-31,3          B 

RAY,  H    B 

83O316O09U 

50-362          3 

RAY,  H    B 

B3O3160033 

5O-361          S 

RAY,  H    B 

B3O316OOi>9i> 

5O-361           S 

RAY,  H    B 

B3O316O1O1* 

30-36  1          3 

RAY.H    B 

83O916O110 

5O-362         3 

RAY,  H   B 

B3O316O1I3* 

5O-362         a 

RAY,  H    B 

83O316O120 

30-362         S 

HAY.  H    B 

B3O9UO135* 

50-363         S 

RAY,  H    B 

83O9270131 

30-361          S 

RAY,  H   B 

B3O92701S7 

30-362         a 

RAY,H    B 

Q3D327D243 

30-361          S 

RAY.H   B 

B3O3E7O331 

50-361          S 

RAY,  H   S 

B3D337O408 

5O-361          a 

READE,  M   T 

B3O331OS11 

WASTE    MOT 

REAVIB,  J   A 

S3O317O460* 

30-269         R 

REAV1B,  J   A 

B3O317OS40* 

3O-369         H 

REVWI8,  J   H 

B3O518O063* 

FOIA 

RE  HELLO,  J  E 

B3OS04O533* 

CONTRACT 

REBELLO,  J  E 

8305060231* 

CONTRACT 

REBELLO,  J  E 

83O511000B* 

CONTRACT 

REDELLO,  J   E 

83OS11O133* 

CONTRACT 

REBELLO,  J   E 

B3O5I1O193* 

CONTRACT 

REBELLO,  J  E 

B3O31  10178* 

CONTRACT 

REBELLO,  J   E 

B3O912O560* 

CONTRACT 

REBELtO,  J  E 

B3O5  130300* 

CONTRACT 

REBELLO,  J  E 

B3O913O361* 

CONTRACT 

REBELLO,  J  E 

B3OS180047* 

30-247         P 

REBELLO,  J   E 

B3O9ia0793»- 

CONTRACT 

REBELGHEKI.T    H 

B3O5290309* 

50-213         O 

REDANO.R    T 

B3O9170333* 

50-399         O 

REDMOND,  R   F 

B3O3110192* 

CONTRACT 

REDUANZ.F  J 

B3O31B0284*- 

30-321          R 

REED.C 

B3O9030234* 

90-436         Q 

REED.C 

B3O506O994» 

30-373         O 

REED,  C 

B3O3170167 

50-294          Q 

REED,  C 

B3O317O134* 

SO-294          O 

REED,  C 

83OS20O621 

50-373         P 

REED,  J  R 

8305240344 

30-440         0 

REEDY,  R  F 

83O31BO427 

30-273         R 

REESIDE,  D, 

B3O304OS60* 

30-369         8 

REEBIDE.W   0 

B3O304O346* 

30-369         6 

REEVES,  E   A 

83O3090016 

3  0-34  B         P 

REGAN,  N   A 

8303040637 

XPORTLIC 

REHM,  T 

Q3O502056S 

30-339        A 

REHM.T  A 

8303040777 

COMMISSION 

REHM,  T  A 

S3O311O139 

COMMISSION 

REHM.T  A 

S30317O717 

COMMISSION 

HE-HM.T  A 

B3D318O236* 

30-49B         A 

RE.HM.T  A 

6309230121 

COMMISSION 

REHM,  T  A 

B303E301S3 

30-387         Q 

REHRIO,  A   U 

8309020360* 

FOIA 

REHR10,  A  M 

8303030260* 

70-378 

REHRKJ,  A  W 

B30504O183* 

FOIA 

RE1MAWN,  F  M 

B3O317O304* 

90-34  1          Q 

REIMANN,  F  U 

8309260224* 

50-440         O 

REIMERS,  0  A 

8303030376* 

50-331          S 

REIMERS,  0  A 

8303240236 

50-331          B 

REINMUTH.O  U 

B3031900B3* 

30-49B         O. 

REIS,  M  P 

B309160176* 

30-275         P 

REtVITZ.  L 

8303040A60* 

CONTRACT 

REMICK.F   J 

8111030693M 

FOIA 

REMLEY,  M  E 

B3O3310219 

70-23 

REMLEY.  M  E 

B3O3310220* 

70-23 

RENNER,  A  E 

83O3120304 

30-440          0 

REPKA.D  A 

B3O31O0323 

50-322         0 

REPKA,  D,  A 

B303170B63 

30-322          0 

REPKA,  D  A 

8303200390 

30-322          0 

REPKA,  D  A 

83O326OS71 

30-332          0 

REOU/S,  0 

8303060378 

30-261          P 

REQUA,  0 

630906067B 

3O-26L          P 

REOUAi  0 

eSOSUOAlB 

3O-361          F 

REOUAr  0 

8303160346 

30-26,1         P 

REBETAR,  J 

8303270434. 

30-336         8 

REBSLER,M  C. 

6303020310 

30-2B7        R 

fiEVELEY,  H  T 

B30910O371 

30-322        0 

REYE3,  L   A, 

B30412O41S* 

30-373          Q 

REVE9,  L   A 

93O30H0337* 

SO-483          Q 

REYES,  L   A 

B3O3170304* 

3O-34I          0 

AUTHOR 

ACCESSION 
NUMBER 

SUJJJECT 
CATEOOft 

REVES,  L    A 
REYES,  L   A 
REYNOLDS;  J   R 
REYNOLDS,  J   R 
REYNOLDS.  J   R 

B305170403H 
B305260Sa4« 
B3031  1O213 
3305110333 
3305120263 

30-373 
30-440 
30-273 
30-373 
SO-273 

REYNOLDS.  -J    R 
REYNOLDS,  J    W 
REYNOLDS.  N    S 
REYNOLDS.  N    S 
REYNOLDS.  N    S 

B303  1  202Q  5 
8305240365* 
B30329O3B2 
B3033903B2 
8305020173 

30-275 
30-133 
30-397 
30-397 
90-460 

REYNOLDS.  N    8 
REYNOLDS,  N    S 
REYNOLDS,  N    S 
REYNOLDS.  N    5 
REVNOLDS.N    3 

S305D2O473 
8309030007 
S30SO3O009 
3303050013 
3305050018 

SO-460 
50-460 
30-460 
50-443 
30-443 

REYNOLDS.  N   S 
REYNOLDS,  IN    S 
REYNOLDS,.  N    S 
REYNOLDS*  N   S 
REYNOLDS,  N    S 

B30SO  50019 
8305050019 
830906041  1 
6303060491 
S305O7O5O7 

30-460 
30-46O 
30-308 
90-SOfl 
90-443 

REYNOLD'S,  N    S 
REYNOLDS,  N    3 
REYNOLDS,  N   S 
REYNOLDS,  N    S 
RE/MOLDS,  N    S 

B3050  90307 
83031O0270 
B303J00270 
83031  002-55 
8  309  10  0293 

SO-44S 
50-443 
30-443 
50-443 
30-449 

REYNOLDS,  N   S 
REYNOLDS,  N   3 
REYNOLDS,  N  S 
REYNOLDS,  N  S 
REYNOLDS,  N   S 

B303100321 
8303100321 
B  305  130260 
8305130260 
83031  7O3  16 

5O-445 
SO-443 
30-445 

SO-443 
3O-460 

REYNOLDS,  N   B 
REYNOLDS.  N   S 
REYNOLDS,  N  S 
REYNOLDS,  S 
REYNOLDS,  S 

B303I7O316 
83031  B0449 
B305230406 
83051103381 
8305240321 

SO  -460 
PR 
PR 
30-2H9 
SO-234 

REYNOLDS,  S    D 
REYNOLDS,  S   D 
REZNICEK.B   U 
RHEE,  S 
RHODE,  6   K 

B305050147* 
B305S305O9* 
B30323O9BB 
8303240207 
B305040O43 

30-377 
30-2BA 
30-283 
50-237 
30-32O 

RHODE,  Q.  V. 
RHODE.  0    K 
RHODES,  M 
RICCAflDELLA.  P 
RICE,  D   A 

B30306O046* 
830323OS32» 
8303D3O346H 
B305060033* 
B30503026B* 

30-220 
30-4  1  0 
40-802? 
30-321 

90-29 

RICHARDS,  B    L 
RICHARDS,  D    L 
RICHARDS,  J 
RICHARDS,  3 
RICHARDS,  W  J 

B30527O167» 
B30331O022* 
8303030256 
8303230S03" 
8303IBO353 

70-143 
70-1201 
30-416 
30-2H7 
PR 

RICHARDSON.  J  D 
RICHARDSON,  J   D 
RICHARDSON,  J   D 
RICHMOND,  J  S 
RICHTEH.L 

8303130136 
8309  130126 
B303230O7B 
B3D53I0164 
B3091300<?3< 

50-416 
30-416 

30-4  1  6 
30-305 
50-346 

RICHTER,  L, 
RIDDLE,  D  H 
RIDQMAY,  D 
R  I  DQUAY,  D 
R  I  DOUAY,  D   A 

B303170171* 
8304270399 
8303  1  2037  1 
330S  1  2O3<?  1 
8303060463 

30-346 
71-9133 
50-482 
30-482 
30-482 

RIDOMAY,  D   A 
RIDOHAYi  D   A 
RIDOWAV.D.A 
RID&MAY,  D.  A 
RIDOMAY,  K   R 

B305130I37 
B303ia0429 
8309130439 
83052  404B7 
3303230139* 

50-261 
50-3B3 
30-OB2 
50-2B9 
70-1193 

RILEY,  E   J 
R  I  LEY,  J   L 
FULEY.  J   L 
RILEY,  R    H 
RINOrH    A 

8309D6O143* 
830306O292 
8303060332 
S30323O42B* 
8303020397* 

FOIA 

30-413 
30-413 
C  OHM  IBS  101 
50-483 

RIPLIN&,  E  J 
RlSSO.fi,  P 
RITCHIE,  L   T 
flITTER.D 
RIVEHBARK.O   M 

83051  10512 
S  305130562* 
830331O210 
B305230703 
8309040711 

HUREO 
CONTRACT 
NUHEQ 
50-2B9        ' 
50-366 

RJVENBARK.  0   U 
FtDBBINS,  J.O 

ROflERDS,  H   U 
ROBERDS,  H  W 
R03ERTS.E 

B30S04074B 
B30316O063 
630310O116* 
E3032304BO* 
8303110398* 

30-321       , 
TOPREP        , 
30-4BS 
30-4SH       ,. 
30-334       |t 

ROBERTS,  hi  F1 
ROBERTS,  a 
ROBERTS,  H 
ROB  INBOH-  D 
ROBINSON,  D. 

83090304B1 
830407  02B6* 
B305110OB9* 
B309020171* 
B309020312* 

40-B681 

SO  -369       ',. 
50-373       .. 
30-316 
30-313 

648 
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AUTHOR 

ACCESSION 
NUMBER 

SUDOECT 
CATEOORY 

ROBINSON,  D 

B30302Q321B 

SO-3  1  3         3 

RO  BINE  ON,  D 

6303060411" 

&O-3  1  5         8 

ROBINfiOW,  D. 

6305120324* 

50-3  16         S 

ROBINSON.  D 

830324014* 

3O-31&         3 

ROBINSON,  D. 

8303240343 

SO-3  13         B 

ROBINSON,  fl    0 

8303030416 

PR 

ROBINSON,  R    9 

8303200296 

PR 

fiDCRETT.  D   R 

B303240046 

71-166 

RDDQERS,  H   R 

3305230324 

30-327         S 

RODRIOUEZ.  P 

S303  1  90320 

90-347         0 

UDDRIOUEZ.R 

j 

8303020391 

3O-3I2         P 

RDDRIOUEZ.ft 

j 

8305020384 

30-312         P 

RDDRICL"EZ,R 

j 

830302041  J 

30-312         P 

RODRIOUEZ.R 

j 

8303020163 

30-313         0 

RODRIGUEZ,  ft 

j 

3303030287 

50-312         8 

RODRIGUEZ,  R 

j 

830303035! 

3O-3  13         S 

RODRIGUEZ.lt 

j 

83030604  19 

50-312         P 

RODRIOUEZ.fi 

j 

830310O2S? 

30-313         P 

RODRIGUEZ..  R 

j 

8303100296 

50-312         P 

RODRIGUEZ,  R 

j 

B309  1  00338 

30-312         P 

BDDRIOUEZ.R 

j 

B305  100344 

SO-3  1  2         P 

RODRIGUEZ  >R 

j 

8303  100381 

3O-3  13         Q 

RODRIGUEZ,  R 

j 

8305  130  I  OS 

90-312         B 

RODHlflUEZ,R 

j 

8303130163 

3O-3  IS         B 

RODRIGUEZ,  R 

j 

9303130219 

SO-3  12         S 

RODRIGUEZ,  R 

j 

B309J304S6 

9O-312         G 

RODRIGUEZ,  R 

j 

3309370080 

3O-312         Q 

RODRIOUEZ,  R 

j 

B3Q5310171 

5O-3I2         P 

ROOAN,  H   E 

8303740936 

30-219        0 

ROGERS,  H   R 

B304  190337* 

3O-327        B 

RDQERS,  H.  R 

8305030183* 

5O-327         8 

ROOERS,  H   R 

83050  30206* 

50-327         S 

ROGERS,  H   R 

9303030231* 

50-328         8 

ROGERS,  H  R 

B30SIIO-U9* 

30-328         S 

ROGERS,  H   R 

8305200561* 

30-327         S 

ROOERS,  H  R 

8305350342 

30-3  SB         B 

ROGERS,  H   R 

8303230400 

30-32B         B 

ROGERS,  L   G 

9303120347* 

30-320         T 

RQ.QERS,  P 

8303020378* 

50-368         S 

ROOERS,  P. 

S30303O39D* 

30-313         B 

ROGERS,  P. 

8305060454* 

30-313         S 

ROOERS,  P 

830312041B* 

30-313         S 

ROOERS,  »   H 

8305030690* 

30-321          F 

ROOOE,  J 

8305270160* 

30-369         Q 

ROQOE,J   F 

8303  1  3OI3B 

30-321          S 

DOHATOI.U   S 

8305110131 

NUREO 

ROHRER.D   H 

63030903B4* 

5O--445         B 

RDHRER.M  V 

8303030261* 

3Q-41&         8 

ROHRER.M  V 

8303  1  1  0279* 

30-116        S 

ROHRERrM  V 

6303170126* 

3O-41A        S 

RDHRER,  M  V 

B30920Q493* 

&0-416        S 

ROHRER.M  V 

0303200332* 

30-416         B 

ROHRERiM  V 

B3Q3H  30187 

90-416         S 

ROHRER.M  V 

B30931O069 

90-416        S 

ROHRER.M  V 

03033  1O207 

30-416         S 

ROIBMAM,  A    Z 

B303la0792« 

CONTRACT 

ROLES,  Q  H 

8309090967 

HASTE   MOT 

ROMAN,  T  M 

8305170399" 

9O-22O        R 

ROMANO,  F   R 

8303040470 

90-332        H 

ROMANO,  F,  R 

8309260181 

5O-332         Q 

ROMO.L  R 

8303170396* 

30-3  B9         H 

RODNEY,  V  L 

8303I10O43* 

30-331         P 

RODNEY,  V  L 

830317006? 

30-271          P 

RODNEY,  V  L 

83031B0093* 

30-331          P 

RODNEY,  V   L 

8303  1  B022?* 

30-293         P 

ROOT-L   D 

830503013! 

30-331          Q 

ROOTrL    D 

83030403BT 

3O-331          Q 

ROOTrL   D 

83030600*0 

30-331          P 

ROOT,L   D 

B30310009S 

30-331          P 

ROQT.L    D. 

83031O032O 

30-331          Q 

RDOT.L    D 

B303IO0372* 

30-331          d 

ROOT,  L    D 

83032303d? 

3O-331         P 

ROOT,  L.  D 

8309240120 

30-331         P 

RDOT.L    D. 

8303240311 

30-331         (I 

ROOT.L    E, 

8303230293* 

CONTRACT 

ROBAK.  S 

B3052703OS* 

9O-3O3         Q 

ROSANO.  R 

B303020232 

30-293         a 

ROSE.J   J 

8303040314* 

30-382         E 

ROS8,F   W 

8305060367* 

40-8783 

ROSS,  F.  W 

8303  1  7O39S 

40-8064 

nos8,u  o 

8303270374  » 

30-280         Q 

ROSSBACHrt    M 

8303100410* 

30-236         a 

ROSSI,  C  E 

830909O640* 

30-449        0 

HOSZTOCZYj  I 

R. 

8208230306* 

30-373        P 

Rare,  A 

830BSOO636 

30-440         O 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

ROTHSCHILD,  M   U 

8309030314 

30-449 

O 

ftOTHSCHILO.M    U 

S303D40S97 

30-443 

0 

ROTHSCHILD,  M    U 

830S09036S 

30-443 

0 

ROTHSCHILD.  W   U 

8305130013 

90-443 

0 

ROTHSCHILD.  M    U 

B309160147 

30-443 

0 

HOTHSCHILD.il  U 

B309270013 

30-443 

0 

ROUBE-L   C 

B303040092 

PfiOJ 

ROUSE,  L   C 

8303130276 

PROJ 

ROUSE,  L   C 

B309170S6B 

70-B 

ROUSE.  L   C 

B309  170970* 

70-B 

ROWS,  C 

3303060509* 

40-672 

RQHE,  C   A 

B303030166* 

40-3079 

ROUSDME.  F 

B30B100343» 

30-329 

T 

BOY,  D-  H 

B3030304IO 

TOPREP 

ROY.O   M 

B303230207* 

40-I47B 

ROZAK.S 

B303S70270* 

90-341 

a 

RUBENBTEIN.D 

3301120436* 

90-247 

p 

RU8ENBTEIN,  D 

B3050302B7* 

90-247 

p 

BUBENBTEIN.L    B 

B304130499* 

30-434 

F 

RUBIN.  S 

B3O904O737* 

90-237 

P 

RUBIN.  S 

B303040743* 

90-239 

P 

RUDD,  C  C. 

830319021  4 

90-440 

0 

RUDIN'L 

8303240317 

30-247 

H 

RUDY-C  R 

8303180117 

40-6300 

RUEBHAUBEN,  0    M 

8309110133* 

CONTRACT 

RUFF.  A  B. 

B30327061B* 

30-43B 

a 

RUITER.O.H. 

B309130231* 

90-309 

R 

RULAND.H.  H 

8303270370* 

30-348 

a 

RUNCD,  F 

83031804B9* 

30-322 

H 

RUNCD,  F 

83091B0461* 

30-322 

H 

RUNKLE,  J 

B309060932 

90-400 

0 

RUNKLE,  J 

B309060932 

50-400 

0 

RUNKLE,  J. 

B303090479 

30-400 

C 

RUSLINO,  D   H 

8303180334 

PR 

RUSSELL,  L    B. 

83030303B3 

30-318 

S 

RUSSELL,!.    B 

8305060635* 

30-317 

F 

RUSSELL,  L    B 

83091  10332 

30-317 

8 

RUSSELL,  L    B 

B3031600B1 

30-318 

8 

RUSSELL,  L    B 

8309  190287 

30-317 

8 

RUSSELL,  L    B 

B30919034B 

90-3  IB 

S 

RUSSELL.  L    B 

B309830910 

30-317 

S 

RUSSELL,  L    B 

B3O9230922 

90-3  IS 

S 

RUSSELL,  U   B. 

9303230553 

30-317 

S 

RUSSELL,!-   B. 

8305870072 

30-317 

S 

RUSSELL,  L    B 

8303270403 

30-317 

B 

R.USSQ.  H   L 

8309200319* 

OA799 

nussa,  H  L 

B309200332* 

QA999 

RUTLCDOE,  C 

B309260144 

40-8902 

RUTTENBERG.  J    I 

8303120296 

90-392 

0 

RUZICKA,  W   0. 

8303170304* 

30-34* 

0 

HUZICKA'VI   0 

B30917030B* 

30-34 

Q 

RUZICKA,  M  Q 

B3091S0334 

PR 

HYANiR  F 

B309120344* 

30-320 

T 

RVBAK,  D 

B304040SAB 

90-237 

a 

RYBAK,  B 

830303043B 

90-234 

p 

RVBAK,  B, 

8303040446 

30-237 

p 

RYBAK,  D 

B30  9040320 

30-237 

p 

RYBAK.  B 

B309040991 

30-B37 

p 

RYBAK,  B 

B309090043 

30-234 

p 

RYBAK,  B 

B303  100092 

30-237 

a 

RYBAK,  B 

B30910D190* 

30-10 

a 

RYBAK,  B 

B30313003B 

90-237 

p 

RYEAH,  B 

8303130209 

90-237 

p 

RYBAK,  B 

8303180376 

BO-237 

p 

RYBAK,  B 

8303200279 

30-237 

B 

RYBAK,  B 

8309240243 

30-237 

F 

RYHAK.  B 

B305290377 

90-237 

a 

RYBAK,  B 

B309260S90 

90-237 

p 

RYBAK,  B. 

8303270373 

30-237 

a 

RYBAK,  B 

8303270419 

30-237 

p 

RYBAK,  B. 

8303310037 

30-237 

p 

SALTZMANr  J 

B30S1S0787 

70-2973 

SAMP.fi  A 

B309090937 

90-398 

T 

SANCHEZ,  R.  L 

8303180096* 

FDIA 

BANDERS.  ».  F 

830327038B* 

90-424 

a 

BANDERS,  M   F 

8303270337* 

90-424 

0 

8ANDOZ,  B   A 

B309040466* 

TOPREP 

SANDQUIST.e  M. 

B309  190380* 

90-407 

p 

9ANTDRO,  M    P 

B3031S0194 

71-91BO 

SAROENT.  A.  V 

B309090901 

30-443 

0 

SAR0ENT,  A   V 

8303070302* 

30-443 

0 

SfcROENT,  I 

8208060249* 

90-338 

p 

&ARQENT.  I    H 

B3033  10241* 

50-385 

p 

SARSTENrO    E 

B303800499 

30-443 

S 

8AUBERMAN,  A 

B309240317 

30-247 

H 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRV 

BAWICKI,  J 

B304040394* 

SO-322       U 

8CALETTI.D  C 

B30312007B* 

SO-70           P 

SCAHANO.fi   A 

8303170313 

50-361        fl 

8CARAND.R   A 

B303240393* 

SO-279        0 

SCHAEFER,  D   W 

3305270113 

30-312        & 

SCHAEFFERiM   A 

B303270033* 

90-320        P 

8CHAPKER.  J   F 

B303270496* 

30-31B         Q 

BCHEPPACH,  R  C 

9305260300* 

CONTRACT 

BCHERER.A  E 

B303020400 

30-470       E 

BCHERER,  A  E 

B30507033B 

30-470        E 

BCHEREH.A  E 

B3031B0120 

30-470         B 

BCHERER.A   E 

B3031201BS 

30-470        E 

SCHERER.A   E 

B305I300B1 

90-470         E 

SCHERER.A  E 

B303  170326 

30-470        A 

SCHERER.A   E 

B303  170327 

30-339        S 

SCHERER.A  E 

B309200B68 

30-470        E 

BCHHIDT.H  C 

B303IO0123 

30-443        A 

BCHMIDT.H  C 

B303I0013Q 

30-443        R 

SCHMIDT.H  C 

8309310131 

3O-443        A 

SCHMIDT.U  H 

9303030432 

NUREO 

BCHMITT.H 

0303  190  11  6* 

FOIA 

SCHMITTDTEL.P 

830306063) 

4O-8697 

SCHMUTZ.  T.  A 

8309110443 

3O-537        0 

SCHNAUTZ.C  E 

8303260330 

KPORTLIC 

8CHNELL,  D   F 

8303240307 

90-4B3        A 

SCHNELL,  D  F 

8304190334 

3O-4B2        3 

SCHNELL,  D   F 

9303030263* 

9O-4B3        Q 

8CHNELL,  D  F 

8303060293* 

30-483        fl 

fiCHNELL,  D  F 

83031701360 

3Q-4B3        Q 

SCHNELL,  D   F 

83031  70  1BB» 

9O-4B3        9 

BCHNELL.D  F 

B3051  70227* 

3O-4B3        0 

SCHNELLiD   F 

B309200318* 

SO-4B3        a 

SCHROCK.C   A 

B30917O271* 

3O-3O9        B 

BCHROEDER.B  A 

8303130202* 

90-S37        R 

SCHROEDER.C    M 

8304290034 

3O-373        P 

BCHROEDER.C  M 

8303030161 

30-373        P 

BCHROEDER.C   H 

8303040349* 

30-373        Q 

BCHROEDER.C.W, 

8303100332 

3O-374        S 

BCHROEDER.C   U 

8303110082 

30-373        P 

SCHROEDER.C  U 

8303190333* 

30-373        P 

BCHRQEDER.C  M 

8303230984 

30-373        P 

8CHROEDER.C    W 

8303240110 

9O-373        P 

BCHROEDER.C  H 

8303240111 

3O-374        A 

BCHULER.  R,  T, 

8309240317 

30-S-I7        H 

BCHULER,  R    T 

8309240317 

30-247        H 

SCHULER.  T.  R 

8303  1901  79* 

3O-244        B 

SCHULERiT   R 

9303190230" 

30-844        S 

SCHULLKE.  D.  A 

9303030226* 

3O-SS2        P 

SCHULTZi  C 

8309060444* 

30-2t»        Hi 

SCHULZ,  R.  D. 

8303  190334* 

3O-4IO        Q 

SCHUHi  H  5 

B303100160* 

3O-4B2        Q 

SCHUMACHER,  D  0 

9303110196 

NUREO 

SCHUMACHER,  M 

B303270270* 

3O-34  1         Q 

SCHUMACHER,  H  C 

B3032B01B2* 

40-SObl 

SCHUMACHER,  M  C 

B30B17024B* 

30-434        fl 

SCHUMACHER,  H  C 

B30327Q802* 

3O-3O3        Q 

BCMUYLER.J  D 

93030203B0 

3O-S7S        P 

SCHUVLER.J  0 

830304032B* 

3O-273         P 

SCHUYLER,J   0 

8309310133* 

3O-273          P 

BCHWENCER.A, 

6303300772 

3O-3B7         P 

SCHWENCER.A 

8304290013 

3O-33H        F 

SCHWENCER.A 

8303030106 

9O-4S8        E 

BCHWEMCER,  A 

8303040327 

30-332        A 

BCHWENCER.A, 

8303040616 

9O-3B7        P 

BCHWENCER,A 

8309040669 

90-3B7        P 

8CHWENCER.A 

8303040677 

9O-498        A 

SCHHENCER,  A 

8309030366 

SO-3B7        Q 

SCHWENCER,  A 

8309030402 

9O-373        F 

SCHWENCER,  A 

8309090602 

90-4BB        A 

8CHWENCER.  A 

8303090633 

30-410         A 

SCHWENCER,  A 

B30309064B* 

90-410        A 

8CHWENCER,  A 

B303U0171 

3O-373        P 

8CHWENCEH,  A 

5303110616 

30-438        £ 

SCHHENCER,  A, 

B303120SBQ 

3O-373        P 

BCHWENCER.A 

B3O3I20393* 

3O-373        P 

BCHWENCER,  A 

B303170604 

30-43?        E 

BCHWENCER.A 

9303170703* 

9O-461         A 

SCHUENCERiA 

8303200091 

3O-3B7          F 

BCHHENCER,  A 

8309200176 

3O-3B7         P 

BCHMENCER,  A 

8303230088 

90-397         E 

BCHWENCER,  A, 

83032603270 

3O-333         O 

SCHWENCER,  A 

830326034B 

30-498         C 

BCHWENCER,  A 

8303270029 

3O-416         F 

SCHWENCER,  A 

8303270039 

9O-438         A 

BCHHINK.W 

8303170718 

REVIEW  QflP 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

scHuim.  u 

8303200335 

REVIEW   ORP 

SCOTT,  B   E 

B30  3270438* 

30-416 

O 

BCOTT.  D  J 

8303020246 

3O-249 

S 

BCOTT,  D  d 

8303060416 

3O-237 

S 

BCOTT.  D  J 

830  5060496 

90-237 

S 

BCOTT,  D  J 

8309060311 

3O-237 

B 

SCOTT,  D  J 

B3O3060363 

30-249 

a 

BCOTT-  D  J 

S3O90603B1 

3O-249 

B 

BCOTT.  D  J 

B3O  306  0390 

3O-237 

6 

SCOTT.  D  J 

B303060&03 

50-337 

S 

SCOTT.  D   J 

83O313D197 

3O-237 

R 

BCOTT,  D   J 

8303170134 

3O-337 

S 

BCOTT.  D   J 

B303170139 

3O-237 

S 

SCOTT.  D  J 

83O3240S02 

3O-237 

a 

SCOTT,  D  J 

B3O3240B07 

3O-237 

s 

SCOTTi  D  J 

B3O334Q333 

30-237 

B 

BCOTT.  D  J 

B30924036& 

30-249 

S 

8COTT-D   J 

B3O3240494 

90-237 

S 

BCOTT.  D  J 

S3O3310149 

9O-237 

B 

BCOTT,  D  J 

B3O53101SB 

3O-237 

B 

BGOTT.  D  J 

8305310165 

30-237 

B 

SCOTT,  D   J 

B3033101B2 

50-237 

S 

SCOTTON.L   N 

83O3100144* 

30-293 

R 

BCUHHY.  N 

S3O5040O01 

ono 

SCURRY,  N 

B303040003 

ORO 

SCURRY',  N 

8305090006 

ORO 

SEARS,  C   F 

S303030404 

90-243 

P 

SEARS,  C   P 

B3O3030404 

30-249 

P 

BEARS,  C   F 

B3O5060B13 

SO-213 

F 

BEARS.  C.  F 

B3O3060213 

30-213 

F 

BEARS.  C   F. 

8303060433 

30-423 

8 

BEAMS,  C.  F 

B30SOA04S3 

30-433 

8 

SEARS,  C  P 

B3O9090404 

50-313 

P 

SEARS,  C   F 

S309090469 

90-213 

P 

SEARS,  C   F, 

B30S090463 

90-213 

P 

BEARS,  C   F 

B3O9090469 

30-213 

P 

BEARS,  C   F. 

B303090471 

90-243 

P 

BEARS,  C,  P 

8303090471 

30-243 

P 

SEARS,  C,  F. 

83O51003B3 

30-213 

P 

SEARS,  C   F. 

8303120241 

30-336 

P 

SEAflB.C   F 

B3O3  120241 

30-336 

P 

SEARS.  C   F 

B3091A01B3 

90-313 

P 

BEARS.  C.F. 

B3O929O910 

90-213 

P 

SEARS,  C.  F. 

B3O3290310 

90-213 

P 

BEARS,  C   F 

8303270036 

30-423 

S 

BEARS,  C,  F. 

B30S27003& 

SO-4E3 

B 

SEAHB,  C.  P 

83OS270037* 

30-423 

Q 

BEARS,  C   F. 

B309370037* 

30-423 

Q 

BEARS,  C.F 

B309K70074 

30-33,6 

a 

BEARS,  C  F 

B303270074 

30-334 

a 

SEAHB,  C   F. 

B309270114 

B0-a43 

p 

SEARB,  C.  P 

83O527O114 

30-24  B 

p 

BEARS,  P 

B309300340* 

QA999 

BEAVER.  D  A. 

9303110929 

NUREO 

BEIDENSTICKER 

8309130390 

90-337 

0 

8EIDENSTICKER 

B30S13039D 

30-337 

0 

BEIDEN8TICKER 

B3031BO637 

30-937 

0 

BEIDENSTICKER 

B3031B0637 

90-337 

0 

BEIDUE.  W.  C. 

83041  30  143 

90-313 

0 

BEIDLE,  H.  C 

8303020413* 

30-313 

Q 

SEIDLE.M.  C. 

8305030329 

90-313 

Q 

BE  IDLE.  H  C 

8309030423 

90-389 

F 

SEIDLE-H  C 

8309030417 

30-492 

Q 

SEIDLE.M  C 

8303100006 

30-192 

Q 

8EIDLE,  M.  C. 

8303  100007* 

BO-  192 

Q 

SEIDLE.M.  C 

8303100112 

30-482 

a 

SEIDLE.M  C. 

9303100131 

30-4B2 

Q 

SEIDLE.M.  0. 

8303100341 

SO-SB9 

Q 

BEIDLE.H.  C. 

9303100348 

90-313 

a 

BEIDtE,  M  C 

6309120449 

90-313 

a 

BEIDLE.H.  C. 

0303200313 

00-313 

a 

SEIDLE.U  C, 

8303230337 

90-313 

a 

SEI  OLE,  W.  C. 

8309230444 

30-289 

a 

BEIDLEiM.  C. 

8303230473 

30-483 

a 

BEIDUE,  M,  C. 

B3032304B9 

90-483 

a 

BEIDLE,  M  C 

8303240047 

30-313 

a 

BEIDLE,  H.  C. 

8309240173 

30-283 

a 

SEIDLEi  H.  C. 

8309310104 

50-482 

a 

BEIDLG-W  G 

9309310194 

00-313 

a 

BE  IDLER.  0. 

B30303OOBO* 

FOIA 

SEIDLER.g. 

8303030326* 

70-37B 

&EIFFERT.  S.  0, 

B30916020C 

40-2297 

BEIFFERT,  S  0, 

8303200031 

40-4492 

&EIKEN,  8, 

8309040430 

90-4B2 

8 

aeiKEN,  8.  J. 

8309020073 

90-4B2 

B 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATESOHV 

8ELAN,  J   C 

8209OZO602* 

50-333 

P 

SELAN,  J   C 

B304O6O47l» 

3O-333 

P 

SELJON-  R 

6305200656 

3O-44O 

G 

BELLS,  D   E 

S30S11O105 

30-333 

P 

SELLS,  D   E 

8305120146 

50-335 

P 

SELLS,  D   E 

Q30512O499 

30-333 

P 

SELLS,  D   E 

8305  1  30320 

3O-333 

P 

BELLB.  D  E 

8303  17O  103 

30-333 

P 

SELLS.  D   E 

8303840399 

3O-339 

P 

SEMMEL,  H 

6303100290 

30-133 

O 

SEMMEL,  H 

8303  100290 

30-133 

Q 

SEMMEL,  H 

8303190366 

30-133 

G 

BEMMEL,  H 

Q30S  1  90366 

SO-  133 

O 

SEHMEL,  H 

B30319O371B 

3O-133 

O 

SEMMEL,  H 

S30S19O371" 

30-193 

Q 

BEMMEL  i  H 

S303190373B 

go-  133 

Q 

8ENCER.D   J 

B309  1  9O264 

St-at*    Pro 

"3 

SERINI.B    L 

B303  190007* 

70-2973 

SERKIZ.A    H 

830S17O1IB 

NUREO 

8ERKIZ.A    H 

8303170133 

NUREO 

BERNE,  R    J 

8305O&0233 

NUREH 

SERRANO,  M 

8304H20237* 

30-321 

P 

SESTAK,  P 

830  3030382* 

SO  -27  3 

K 

SEBTAK,  F 

B309030943" 

3O-273 

R 

BE8TAK,  P 

B303100179" 

30-273 

R 

9EBTAK,  F 

83031  001B3" 

30-275 

R 

SESTAK,  P 

8303120211* 

50-275 

R 

SESTAK.  F 

830  31  203  16* 

SO-273 

R 

SESTAK.  F. 

B305-17O517* 

9O-273 

R 

8ESTAK.  P 

B30  3  230221* 

SO-27S 

R 

8ESTAK.  F 

B30  9  230359* 

30-275 

R 

SESTAK.  F 

8303230467* 

30-273 

R 

SESTAK.  F 

B303310191* 

SO-273 

R 

SEYFRITiK   V 

8211130069* 

30-31B 

Q 

BEYFRIT.K  V 

83031S01B1* 

30-49S 

Q 

BEYFRIT,K  V 

B30  3200684* 

30-373 

P 

SEYMOUR,  L   A 

B3032&O23B* 

CONTRACT 

BHACKLETON.O  C 

B303O9OD3B* 

FOIA 

SHACKLETQN,  O   C   . 

8303O9O043H 

FDIA 

SHACKLETQN.O  C 

B30309O047* 

FOIA 

8HACKLETQN.D  C 

8305O9O093* 

FOIA 

SKACKLETON.O  C 

8303O9O037« 

FOTA 

BKAFERi  M 

8303O2O311 

3O-33I 

S 

SHAFER.M   D 

B30  5020  100 

9O-IO 

O 

BHAFEft.U   D 

B3031O0181 

BO-tO 

Q 

BHAFER.W  D. 

8305100213 

3O-331 

Q 

SUFFER,  H,  D, 

030  31  00216* 

3O-331 

O 

BHAPEft,H   D 

8309100217 

50-329 

T 

SHAFERiM,  D 

B30  S  100261 

3O-329 

T 

SKAFER.W  D 

B3051O0262 

SO  -293 

0 

8HAFER.M   D, 

B3051OOEttfl 

30-293 

Q 

BHAFER,  H  D 

B30S12O4S& 

30-266 

0 

BhEAFER,  U   D 

B3DSLSO463* 

BO  -266 

Q 

BHAFER,  M.  D 

830913010? 

30-409 

Q 

BHAFER!  H.  0 

830917O16& 

30-133 

Q 

BHAFER,  U   D 

830-9  17O14B* 

80-133 

Q 

SHAFER.W,  D. 

B303190307* 

30-339 

Q 

SHAFEfl,  W.  D 

83D32O0339 

3O-233 

Q 

BHAFER  .W.  D 

B3033OQ344* 

3O-233 

O 

SHAFEfl.W   D. 

8309200391 

30-863 

O 

BHAFER,  U.  D 

B3052-I0029 

30-2B2 

O 

BHAFER,  U.  D 

B30324O03S 

30-233 

Q 

SHAFER.  H.  D 

B3O3340067 

30-344 

O 

SHAFER.W   D 

B303S4007B 

50-313 

Q 

BHAFER  -H   D 

8303240302 

30-3  1  3 

G 

SHAFER,  M.  D 

83032  t  0306* 

5O-31S 

Q 

BHAFSRi  H.  D 

8303240367 

3O-233 

Q 

SHAFER.  H  D. 

83O3S60314 

30-263 

B 

8HAFCR.H.D. 

B3O331010S 

30-354 

Q 

BHAFFNER,  J  A 

B3031I018O 

27-39 

BHANBAKY.M 

83031  10320* 

90-309 

O 

BHANSAKY.  M 

8303190174* 

90-372 

Q 

BHANBAKY,  M 

8303190191* 

30-271 

O 

8HAN9AKY.N  M, 

B303110267K 

30-877 

O 

SHANNON,  J  B. 

B303S&0149 

40-B064 

SHAD.  J 

B303I70101 

NUREO 

SHAPIRO,  R. 

8303100236 

30-332 

0 

SHAPIRO,  R, 

83091O0374 

30-322 

O 

SHAUB-E   T 

B3O3830460* 

90-SB9 

Q 

SHAUB.E  T. 

B3O3S90306H 

30-277 

Q 

BHAUB.E,  T 

8305S90S03l> 

30-289 

<t 

BHAH,  U. 

8303a302ff9« 

CONTRACT 

SHELLEY,  H  J 

8309^00032 

40-B027 

SHEPHERD,  R.E 

B309  120397* 

OA999 

SHERWOOD,  0,  4 

B303240338 

90-44.7 

A 

AUTHOR 

ACCESBIOM 
NUMBER 

SUBJECT 
CATEGORY 

SHERWOOD.  0    0 
BHERUOQD.  0   G 
SHERWOOD,  ft   G 
SHERWOOD,  G   G 
SHERHOODjO   S 

830302033  S 
B3030304O3 
B30SQ90493" 
6305100398 
B3032QOI37 

30-447         E 
30-447         A 
TCPREP 
30-447         E 
30-447         A 

SHERWOOD.  0    G 
SHERWOOD,  0    G 
SHEWMAKER.  R    E 
SHIELDS.  S    W 
SHIELDS.  3    M 

8305260037 
83032600  4B* 
8303030*74* 
D304230147 
9303030116" 

30-447         E 
30-447         E 
30-483         0 
50-346         A 
30-346         8 

SHIELDS.  S   M 
SHIELDS,  S    W 
SHIELDS.  3    H 
SHIELDS,  S    U 
SHIELDS,  S    U 

8305030391 
8305040494 
S3Q3120437 
83O3I30U9 
8303130207 

30-346         S 
30-346         S 
30-346         A 
50-346         A 
30-346         S 

SHI  ELDS,  S    W 
SHIELDS,  S    W 
SHIELDS,  3    W 
SHIELDS.  S   M 
SHIELDS,  S    U 

8305170306 
83051703-04 
3303200289 
8303300239 
8303230634 

30-546         A 
50-946         A 
30-946         F 
30-346         F 
30-546         A 

SHIELDS,  S   U 
SHIELDS.  B    U 
SHIPPER  ,  J   D 
SHIPPER,  J    D 
SHIPPER  ,  J    D 

B3092404QB 
8305260332 
B30317033& 
8303340397 
B30327O249 

30-346         6 
30-346         S 
30-133         8 
30-273         S 
30-273         3 

SHI  MA,  S 
SHIMECK,  D   J 
SHINE,  C 
SHINE,  C 
BHINOLETON.E   D 

8303020337* 
83031  1031B 
8303030624* 
B305030fc24* 
B30309026I* 

XPORTL  1C 
NUREO 
30-343         P 
30-243         P 
30-416         B 

SH1NOLETON.E  D 
SHINQLETON..  £   D 
BHINOLETON,  E   B 
8HINQLETON,  E   D 
SH1HAKAHA.  T 

8303  110279* 
83051  7042i* 
8303310043 
83053  103Q7 
8303170373 

30-416         8 
50-416         S 
30-416         8 
50-416         S 
XPDRTLIC 

SHIRAKAHA.  T 
BHlHAKAWArT 
8HIRAKAMA.  T 
SHIF1AKAHA.  T 
BHIRAKAUA.T 

8303170530 
83031  70S92 
83091S0629 
S3031S08I1? 
8303180826 

XPOHTLIC 
XPORTL  I  C 
XPORTLIC 
XPORTL  I  C 
XPORTL  I  C 

SHWELY.  C 
SHOEMAKER,  C    J 
SHOEMAKER.  C    J 
SHOEMAKER,  C    J 
SHOEMAKER.  C    J 

8305190447 
83030303SO 
8305040304 
8305110345 
830311035Q 

30-36B         P 
30-332         0 
30-33B         0 
PROJ 
30-358         0 

SHOEMAKER.  C    J 
SHOEMAKER.  C    J 
SHOEMAKER.  C    J 
SHOEMAKER,  C    J 
SHOEMAKER  ,C    J 

0303120314 
B3031203I9 
B30S1300B3 
B30Sa00637 
B303240S20 

30-483         0 
30-289         0 
30-463         G 
30-275         0 
50-133         C 

SHOEMAKER.  C    J 
BHOLLY.  S  C 
SHOLLY,  8   C 
BHOLLY.  S   C 
SHON,  F   J 

8303270604 
8303230003 
B303B30243 
6303340249 
B303Q40464 

50-289         8 
FOIA 

FOIA 
50-245         P 
30-247         0 

SHOW,  F   J 
SHQTWELL,  J   A 
SHREW.  D.  B 
fiHYMLOCK.M  B 
SHYMLOCK.M   D 

8303  I  30030 
B30S090323 
8303090131" 
83052704  3  S» 
8305270544* 

50-247         0 
30-443         F 
CONTRACT 
30-333         0 
30-33B         0 

SIEBER,  J    D 
BIEBERLINO,  J 
SIEDLEH.O 
BIEFKEN,  D   L 
S1EGEL.  H. 

3305040261 
8303340273* 
B303040593* 
83030906.47 
8303160337 

30-334         R 
50-33B         0 
70-373 
HASTE  MOT 
90-293         P 

BILBERO.  0    E 
BILBERO.  vl    E 
BILBERS.  -J  E 
SILBERO.^  E 

aiLBERQ.J  £ 

B303020470 
8305020470 
83030403G7 
830  30403  ft? 
3309040306 

30-440         0 
30-440         0 
30-410         0 
30-44O         0 
30-440         T 

SILBGRO.  J    E 
BILBERO,  J    E 
GILBERT.  E    J 
SILBERT.E,  8 
BILKER,  W    a 

8309240313 
8309240313 
B303120540* 
B30  923001  2* 
8303060674 

30-482         0 
30-483         0 
CONTRACT 
ADVCM 
NUREO 

BILKER.  H    0 

SILVER.  K 
SILVERrK 

8ILVI8.R 
SILVIS.R    M 

B305I10437 
8303170105 
B303240G2B 
8303170403 
8303040490 

NUREO 
30-289         P 
30-889         P 
CONTRACT 
CONTBAC  T 

BILVI8.R    M 
BIMAN-TGV.  M 
SIMPSON,  A  K 
SIMPSON,  C 
SIMPSON,  Q  H 

8303270108 
B303060349 
B30S1  10984* 
8303020006 
8303230930 

CONTRACT 
RES 
COMMISSION 
FOIA 
FOIA 
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AUTHOR 

ACCESSION 
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SUBJECT 
CATEGORY 

SIMPSON,  J   M 

3303130263 

30-4B3        G 

StHPSOM.  J  M 

83031  90388 

30-432         & 

SINCLAIR.  J   B 

B303130103 

30-271         P 

SINCLAIR.  J   D 

B30  52003  17 

50-271         P 

SINCLAIR,  J   B 

830334O193 

30-271         P 

SINCLAIR.  J   fl 

8305270141 

50-271         P 

SINCLAIR,  J   0 

83-033  1O212 

30-271         F 

SINCLAIR,  J   R 

830S1EOIOO* 

FOIA 

SINCLAIR,  L   U 

6303160089 

50-2B6        P 

SINCLAIR,  M 

8305250313 

30-339        0 

SINCLAIR.  M 

B3Q326O169 

30-3S9        0 

SINISIrO    M 

B3O512C006 

30-213        J 

SINISI,  J    11 

8305120039 

30-393        J 

SINISi.  J    M 

B3O512O110 

30-244         J 

SINISI.  J   M 

8305120136 

30-245        J 

SINISI,  J    M 

8305120300 

50-29           J 

SISCQ,  H   H 

B30  50200  19* 

FOIA 

SISCO,  H   U 

8305030020* 

FOIA 

SISCO.  H   U 

S3O503OO35* 

FOIA 

9IBCO,  H   W 

9305Q30053I 

FOIA 

SISCO.  H   W 

S30S0301O3* 

FOIA 

SISCO.  H   U 

3303030105* 

FDIA 

SISCO,  H   M 

93030^023-4* 

FOIA 

SISCD,  H   » 

(3303040230* 

FOIA 

SISCO,  H   W 

83030  1QS49* 

FOIA 

SISIUNDi  B 

8303020547 

NUREQ 

SISKIHD,  B 

0303I70IO1 

NUREG 

SKARUPA.J   D 

6305060006 

XPOflTLIC 

SMILES,  L    J 

0303090310* 

30-443        T 

SKINNER,  P   H 

6303270442* 

30-338        0 

SKINNER,  P    H 

B305270994* 

50-333        Q 

SKOL09.  J    L 

S303270462* 

30-393       Q 

SKOLDS,  J    L 

93O  3270  533* 

50-393         0 

SKOV.  D   D 

B30  3360273* 

40-H137 

SLA  TEW.  N    0 

8305250432* 

30-483        G 

SLA  TEN,  N   G 

9303250S5.2* 

30-483        0 

SLENDER,  R    J 

B303240346- 

OA999 

SMITH,  A 

9303040345* 

CONTRACT 

SMITH,  A    L 

8305030192" 

OA999 

SMITH,  A   L 

S30909O413* 

GA999 

SMITH,  D    fl 

B30313033O* 

50-320        T 

SMITH,  C    F 

3303310143 

30-329        A 

SM1TH.G   C 

8304180934* 

70-1143 

SMITH,  0    C 

B303  170313* 

so-s;i      Q 

SMITH.  I    W 

B3050«0409 

30-454         C 

SMITH.  I    « 

B309160-163 

50-434         Q 

SMITH,  I    M 

8303200321 

50-434         S 

SMITH.  J   A 

8303120333* 

50-330         T 

SMITH.  J   C 

8303030410 

40-6632 

SMITH,  J  C 

630  5030277 

40-6622 

SMITH-  J  L 

8303040303 

50-332        E 

SMITH.  J   L 

B30504030B 

30-333        £ 

SMITH.  J  L 

8303120328 

30-322        S 

SMITH,  J  L 

B3O3I60070 

30-332       E 

SMITH,  J  L 

S30S  160095 

SO-323        A 

SMITH,  J  L 

B303240447 

50-332       A 

6MITH.  J  L 

B30B270O  1  3 

90-323       £. 

SMITH.  J  L 

83033  10030 

30-322       A 

SMITH,  M 

830317024? 

40-8064 

SMITH,  N   A 

83091  3025O» 

50-2S1        P 

SMITH,P 

B309230293* 

CONTRACT 

SMITH-P   A 

8303040230 

CONTRACT 

SMITH,  P    A 

B3O3O402B4* 

CONTRACT 

SMITHiP,  A 

B303O4034  1 

CONTRACT 

SMITH,  P   A 

S30505P389* 

CONTRACT 

SMITH,!1-  A 

B303060233 

50-206        P 

SMITH,P   A 

8303040339* 

50-206        P 

SMITH,  P  A 

B303I70661* 

CONTRACT 

SMITH,  P    A 

B3O3  1  8042  1C 

CONTRACT 

8MITH.P-  A 

930  330007  1* 

CONTRACT 

SM1TH.P    A 

8303230031* 

CONTRACT 

SMITH.P-  A 

B3033603SO» 

CONTRACT 

SMITH,  R 

8303030131* 

30-293        Q 

SMITH,  R    D 

830-3060363 

40-8783 

SMITH,  R   C 

B303  130322 

40-8732 

SMITH.  R    D 

B303  130330 

4Q-B7B3 

SMITH,  R    D 

8303160231 

40-8693 

SMITH.  H   D 

B303  160233 

40-S743 

EM1TH.H   D 

8303  1  602S& 

40-8673 

SMITH.R    D 

8303240396 

40-8663 

EHITH,  R,  H 

B30S  130260* 

40-673 

SMITH.  R  H 

B309120SB4* 

40-672 

SMITH.R,  H 

8303120299* 

40-673 

SMITH,  R    H 

B3031E0294» 

40-673 

SMITHpS  H 

B3Q3230SB3 

50-261         P 

AUTHOR 

ACCESSION 
NUMDER 

SUBJECT 
CATEGORY 

SMITH,  W  ff 
SMITH.  H  0 
SMITH.  W  0 
SMITH,  W  C 
SMITH.  W  <3 

8303380126 
B3O3020072 
8305030141 
8303030161 
B3O3020192 

90-313 
90-316 
90-313 
90-316 
90-316 

S 

B 
B 
S 
S 

SMITH.  U  O 
SMITH.  W  0 
SMITH.  W  0 
SMITH.  W  Q 
SMITH.  N  O 

8303020299 
B3O3020317 
8303020440 
B303060400 
B30313031S 

30-313 
30-313 
30-313 
50-313 
SO-316 

S 

s 
s 
a 
a 

SMITH.  M  0 
SMITH,"  O 
SMITH.  U  Q 
SMITH,  H  G 
SMITH.  W  O 

B3O3  120396 
B303130097 
8303130166 
8303130178 
8303130206 

30-313 
50-313 
30-316 
30-313 
30-313 

B 

e 
a 

3 

e 

SMITH,  H  0 
SMITH.  W  O 
SMITH.  U  0 
SMITH,  H  0 
SMITH,  M  0 

83O3  17-0441 
8303170446 
8305240143 
83O3240329 
8305240330 

30-313 
30-316 
30-316 
SO-31S 
30-319 

6 
S 
8 
3 
B 

SMITH.W  Q 
SMITH.W  0 
SMITH,  W  0 
SMITH,  W  0 
SMITH,  W  Q- 

8305240345 
8305240363 
830  5270087 
8303270107 
8303270223 

30-315 
30-319 
30-319 
50-319 
90-316 

B 
B 
S 
S 
S 

SMITH,  W  G 
SMITH,  W  0 
SMVTH.  C  W 
SNELL.  H  G 
SHOW,  B  A 

B303270444 
8303310179 
8303190247* 
B30531O1S1* 
8303230526 

30-313 
50-316 

50-289 
SO-331 
50-244 

B 
8 
R 
0 
S 

BNYDER.  B  J 
SNYDER,  B  J 
SNYDER-B  J 
SNYDER.H  L 
SOBON,  L  J 

8309180238 
8303180345* 
830S1B0233* 
8305060389 
830  50601  71* 

30-320 
30-320 
30-330 
40-8384 
FOIA 

P 
P 
P 

SDDER8TROM.  J 
SOLLENBERGER.  D 
BDLLENaEHGER  ,  D 
SQLNIT.  A  J 
SOLNIT,  A  J 

B30527O04B* 
8303170399 
B309250397 
8303030646* 
8303030646* 

30-320 
40-299 
40-279 
30-347 
30-347 

P 

G 

BOLTI8.  K  S 
SONDAO.  T  J 
SQO.P 
8DO,  P 
SOO.P 

8305190309 
8303-180-436 
B303020347 
8305110127 
8309  1  70  J  01 

90-440 
PR 
NUREG 
NUREG 
NUREG 

0 

SQREN9EN.  J 
SOUDER.J  L 
SOUTHARD.  R  B 
SPECTORiS  M 
SPENCE.O  P 

B305S7004B* 
B309020963 
S309B30031* 
B3092304BB* 
0305040091* 

30-320 
50-146 
CONTRACT 
30.-244 
30-383 

P 
H 

S 
I 

SPENCER.  D 
SPENCER.  D 
SPENCER,  D  A 
SPENCER.  D  A 
SPESSARD,  H  L 

B30SQ20236* 
B30903QS31* 
830924031  B 
8309240423 
B30S020330 

50-373 
50-373 
30-373 
30-373 
50-483 

S 

S 

s 
s 
a 

SPEBSARD,  R  L 
SPESSARD,  R  L 
SPESBARD.  R  L 
SPESBARD,  R  L 
SPEBSARD.fi  L 

B305O203S4* 
B30303025B 
8305060254 
B303060342 
8303060347 

30-483 
50-483 
30-483 
30-373 
30-436 

0 

a 

Q 
0 

Q 

SPESSARD,  H  L 
SPESSARD.  R  U 
SPESSARD.  R  L 
SPESSARD,  R  U 
SPESSARD,  R  L 

B3D310D3S8 
8303120419 
83051204330 
83031  20438 
8303120443* 

30-341 
50-346 
30-346 
50-373 
50-373 

Q 
Q 

a 

a 

Q 

SPESSARD,  R  L 
SPESSARD.  R  L 
SPESSARD.  R  U 
SPESSARD.  R  L 
SPESSAHD-R  L 

B3031  30129 
8303130139 

8305170130 
0305170182 
8303  170223 

50-434 
30-373 
50-4B3 
30-4B3 
30-483 

a 

0 
Q 

a 
a 

SPESBARD,  R  L 
SPEBSARD,  R  L 
SPESSARD,  R  L 
SPESSARD,  R  L 
SPESSARD,  R  L 

8303170241 
8303170294 
8303170398* 
8305170332 
8303190289" 

30-266 
30-341 
30-341 
30-374 
30-373 

Q 

s 
a 
a 

0 

SPESSARD,  R  L 
SPESSARD.  R  L 
SPESSARD,  R  L- 
SPESSARD.  R  L 
SPESSARD,  R  L 

6303200330 
8303200407 
8303200421 
03032O03OB 
9303200S09 

50-346 
50-233 
30-237 
30-434 
50-346 

Q 

s 

a 

Q 
G 

SPE8SARD.  R  U 
SPESSARD,  R  L 
SPEBSARD.  R  L 
6PES8ARD.  R  L 
SPEBSARD,  fl  L 

B3032O0336 
9305240183* 
0303Z60239 
8303270191 
S303270476 

30-434 
30-373 
30-133 
30-436 
30-434 

Q 

Q 
Q 
0 
Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATGOOHY 

BP:ELEB,P,R 

8P1ELES,  P  R 
BPITZBERQ,  D  B 
BPRAOUE,  R  L 
SRENIAWSKI.D 

B303230171 
B303260364 
3305080474 
8303030474» 
B30302O271 

40-B697 
40-8300 
40-843? 
80-483   ffl 
HE 

STACHNIAK.R 
STAMBAUOH,  P 
STANFILL,  0  W 
STANFILL,  0  W 
STANFILL,  0  W 

9305170143* 
8303110236* 
8303230341* 
B303230341* 
B303290336* 

30-237   B 

CONTRACT 
90-4B3   9 
30-4B3   0 
S-0-4S3   0 

STANFILL,  0  W 
STANCE.  B  J 
STANCE.  S  J 
STANCE,  S  J 
STANSBERRV.  W  H 

B303230336* 
B3Q3030693* 
S30  3  030307* 
B3030303B1* 
B30327044i« 

30-483   0 
90-2B9   F 
30-289   F 
30-320   F 
30-393   a 

STAPLETON,  B  W 
STAPLGTON,  B  H 
BTARK,  R  H 
8TARKEY.  R  B 
STARKEY.R  B 

8303100371* 
8303130234* 
8303  11  0390 

B303030399 
8303030249 

80-136   Q 
70-1309 
30-337   A 
30-261   B 
3O-26I    3 

BTARKEY,  R  B 
BTARKEY,  R  D 
STARKEY.R  B 
STAROSTECKI.  R 
STARQSTECKI.R 

B309110231 
8303230433 
B303Z704B7* 
S3030202Z6 
B303020332 

90-261   S 
30-261   8 
3O-2A1    0 
30-289   Q 
30--97    0 

STAROSTECKI,  R 
STARQSTECKI.R 
STAROSTECKI.  R 
8TARQSTECKI,R 
BTAR08TECKI.R 

03050203*3 
8303030139 
S303030131 
B30303019B 
B303030330 

80-277   3 
90-277   0 
30-320   B 
30-317   fl 
50-307   0 

STAROBTECKI-R 
STAROBTECKt.R 
STAROSTECKI.  R 
BTAROBTECKI-R 
STAROSTECKI.  R 

8303030116 
B303030172 

8303030223 
8303100403 
8303100487 

30-443   0 
30-334   4 
80-97    0 

30-286   D 
30-247   0 

6TAHDSTECKI.R 
STAR03TECK1.R 
8TAR08TECK1-R 
aTAROBTECKI.R 
STAROSTECKI,  R 

B309110369 
83031103B8 
83031  10901 
8303120301 
8309160083 

30-333   Q 

30-Z23   Q 
30-333   0 
30-322   Q 
80-334   0 

STAftOSTECKI.R 

STAROSTECKI.R 
STAROBTECKI.R 
BTAROBTECKI.R 
STAROSTECKI.  R 

8305160137 
8303160194 
B30S  170487 
B309  170493 

8303190017 

BO-293   G 
3O-2B9   0 
SO-  334   0 

30-34    0 
30-39    Q 

STAROSTECKI,  R 
BTAROBTECKI.R 
STAROSTECKI,  R 
STAR09TECKI,R 
STAROSTECKI,  ft 

8309190031 
B309I90Z60 
8303190331 
6303200386 
B309230429 

30-322   0 
30-219   a 
30-4  1  0   Q 
30-22.0   q 
90-293   Q 

BTAROBTECKI.R 
BTAROSTECKI.  R 
STAROSTECKI,  R 
STAROSTeCKI.R 
BTARDSTECKI.  R 

8303230329 
9303230226 
8303230307 
S303230427 
B30323Q437 

3O-410   Q 
30-286   Q 
30-813   fl 
30-39    3 

3o-a4s  a 

8TAR08TECKI,R 
STARQSTECKI.R 
STAflOSTECKI.  R 
STAROBTECKI,R 
STAROSTECKI,  R 

B309230438 
B30S230447 
B303S30434 

B30SS30499 
B309230497 

80-244   fl 
30-271   fl 
30-184   Q 
30-336   Q 
30-213   Q 

STAROBTECKI.R 
BTAROSTECKl.R 
BTAROSTECKI.R 
STAROBTECKI.  R 
STAROSTECKI,  R 

8303290963 
S309270043 
8303270204 

S303S70B71 
S30327063B 

70-371 
30-272   D 
30-184   0 
30-Z44   * 

30-41O   fl 

STAROSTECKI,R 
STASEK,  S. 
STEPANO,  J  J 
STEFANO,  J  J 
BTEFANO,  J  J 

8303270696 

9303020490* 
0309120130 
8303120460 

(3303120470* 

30--412   0 
90-  I  O    0 

30-440   fl 
30-397   E 
30-397   E 

STEFANO.  J  J 
BTEFANO.  J  J 
STEFANO,  J  J 
STEFANO,  J  J, 
STELLO,  V 

0308120477* 
B3091SO48S* 
8303  12049  I  » 
0303S30189 
8009140296* 

30-397   E 
30-397   E 
30-397   E 
30-440   A 
30-49B   A 

STELLO.  V. 
9TELLO,  V, 
STELLO,  V, 
STELLO,  V, 
BTELLO,  V. 

B0032B0930* 
8006090238* 
8OO&090440* 
SOOB120773» 
B0102B097B* 

30-498   fl 
30-498   Q 
30-498   9 
30-498   A 
3Q-3B4   P 

STELLO,  V 
STELLO,  V 
STELLO,  V 
STELLO,  V 

STELLO.  V 

8303040630 
B30911041S 
B30911O489* 
8303120602* 
8303  120609* 

30-272   8 
REVIEW  OHP 
REVIEW  VHP 
40-672 
40-A72 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOQRY 

STELLO.  V 

8309170273 

REVIEW   GRP 

STELLO,  V 
STELLO,  V 

8303170713 
B303180O64* 

REVIEW   GRP 
50-498         Q 

BTELLO,  V 

B3031BOL37* 

SO-  4  98         Q 

STELLO  i  V 

8303180186* 

FOIA 

STELLO.  V 

8303180202* 

5Q-49B         Q 

BTELLOi  V 

83031BQ211* 

30-498         Q 

BTELLOi  V 

03031B0230* 

5O-498         A 

BTELLOi  V 

83031B0257* 

30-498         T 

STELLO  i  V 

B30  51  80326* 

3O-49S         A 

BTELLO,  V 

B30319001O 

REVIEW   ORP 

STELLO.  V 

B3Q32OO619 

REVIEW   QRP 

BTELLO,  V 

8303230303 

REVIEW   ORP 

STELLO  i  V 

B3Q3B30907 

REVIEW   GUP 

BTELLO,  V 

8303230669 

REVIEW   ORP 

STELLOi  V 

B30B260375 

ORQ 

STELLO.  V 

B30326037S 

MI  EC 

STEHPLE,  P    J 

6305200  149* 

CONTRACT 

8TEPHENSON,  C    J 

830SII0342* 

3O-HB9         S 

STEP  TOE,  P 

8305100341 

5O-329         0 

STEPTDE,  P 

B30B  100341 

3O-329         O 

STEPTOE,  P   P 

8303B70347 

3O-329         O 

8TEPTOE.P  P 

8303270347 

30-329         O 

STERN,  P 

8303030343 

30-309        S 

STERN.  P 

B3O9030367* 

3O-309         Q 

STERN,  P. 

8303180460 

PR 

STERN.  P 

6305210386 

30-309         O 

BTERNflERO,  D  M, 

B303160S1B* 

30-312         Q 

STERNBERO,  B  M 

83031  70346 

30-397         Q 

STERNBERQ,  D   M 

B303  170373 

30-397         Q 

BTERNBERO,  D  M 

8305170377 

30-328       Q 

BTERNBERO,  D   M 

8303I703B4 

30  -SOB        Q 

BTERNBERO,  D   H 

0303170431* 

3O  -361         Q 

STERNBERG,  D  H 

83031  70429 

30-89            Q 

BTERNBERO,  D  M 

8305170436 

30-397         Q 

8TEHNBERO,  D  M 

B30  SI  70494 

30-30B         Q 

8TERNBERO,  D  M 

8303170360 

30-328         Q 

STERNBERO,  D  M 

8305170364* 

30-328        Q 

STERNBERO,  D   M 

B3052602S2 

90-397        Q 

BTERNBERO,  D   M 

830S2603I9 

30-328         Q 

STETKA.T  F 

8303270323* 

30-302       0 

STEHART,  J,  M 

B303200440* 

30-367       P 

BTEWART,  S  D 

8303230243 

CONTRACT 

STEWART,  8  D 

8303230234 

CONTRACT 

BTEHART,  U  L 

8303040173 

30-338        P 

STEWART,  H  L 

BSOfl  040409 

30-33H         P 

STEWART,  H  L, 

8303030126 

30-280         F 

BTEHART,  U  L 

8303060061 

30-281         Q 

STEWART,  W,  L 

8303060100 

30-281         F 

STEWART,  M  L 

9303040233 

30-339         P 

STEHART,  W  L 

8303060336 

90-280       P 

STEWART,  H  L 

8303090139 

30-S8O       a 

8TEHART,  W  L 

8303100108 

30-2BO       P 

BTEHART,  W,  L 

B303100315 

30-2BO       Q 

BTEHART,  M.  L 

8303  1  20047 

30-339       fl 

BTEHART,  W  L 

8303120244 

90-sai      p 

STEWART,  W  L 

83031203B6 

30-33?        P 

STEWART,  M,  L 

8303130033 

30-280        F 

STEWART,  H,  L 

B303180372 

30-2BO       P 

STEWART,  H  L 

8303190233 

30-339        p 

STEWART,  H  L 

8303200163 

90-28O        P 

STEWART.  W,  L 

8309200499 

30-B0O        P 

STEWART,  W.  L 

B30  3260232 

30-B8O       P 

BTEWARTiM  L. 

8305240323 

30-330-       P 

STEWART,  W  L 

6303H70143 

30-330-       Q 

9TEWART.U  L 

8303270130 

90-339        P 

STEWART,  M.  L 

8303270220 

30-338        P 

9TEWART,  W  L, 

830927024B* 

30-B80        Q 

STEHARTi  H,  U 

830SB704Q7* 

30-338        Q 

BTEHART,  M  L 

83032704  1  A* 

30-338        Q 

BTEHAfiT.  U.  L 

8303270426* 

90-33B        a 

STEWART,  W  L 

8303310099 

30-339        P 

8TIEDE,H  L 

83091:30139* 

30-494        a 

BTILES,  H 

B3Q92Q0426* 

90-260        8 

STILES,  H,  A 

8309100113* 

30-S96         S 

STILL,  N. 

8,303090626 

HASTE  HOT 

STILLER,  M.  A 

8303200408* 

30-4B3        0 

BTILLHELL.W  0 

8303  1  10520 

NUREO 

8T1N80N.H  C 

8303230339 

PR 

8TQETZEL,  0  A 

83050303  i  7 

30-331         Q 

BTOHR.J  P. 

8309030360 

70-27 

8TOHH,  J  p. 
StQHR,  J  P 

8309200310 
8309270113 

70-143 
70-1113 

8TQHR,  J  P. 

B309270142 

70-1131 

BTOKfl,  J  P. 

9308270  195 

70-143 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

STOHR.J   P 

83032701  Si 

70-1  113 

STOHR.J   P 

83O3270161 

70-143 

STOHR.J   P 

B3O3270174 

70-1201 

STOHR,  J   P 

B30327028B 

30-332         a 

BTOHR.  J   P 

B30327045O 

7O-1151 

STOHR.J   P 

B305270467* 

70-1191 

STQHR.  J  P 

B30327O34B 

70-27 

STOHR.J  P 

S30S27O600 

70-113 

STOHR.J   P 

8303270640 

7O-143 

STOHR,  J   P 

83033IO016 

70-1201 

STOHR,  J   P 

B30M1O109 

70-1113 

STOHR.  J   P 

H30531Q120 

7O-1I31 

STOHR,  J   P 

830531O132 

70-1113 

STOLZ.  J   F 

8303230319 

30-302         P 

8TOLZ.  J   F 

8304130027 

50-321         P 

STOLZ,  J   F 

830502OS92 

50-312         P 

STOLZ.  J   F 

830S03O3B9 

50-346        F 

BTOLZ,  J   F 

B303O4O769 

30-321         P 

STOLZ,  J   F 

8305060671 

50-321         P 

STOLZ,  J   P 

B303O9O111» 

30-269         P 

BTOLZ,  J   F 

830309O13B" 

30-269         P 

BTOLZ,  J   F 

S303090147 

90-313         P 

BTOLZ,  J   F 

S3O9D9O134* 

90-313         P 

BTOLZ,  J   F 

B303G90179* 

50-313        P 

BTOLZ,  J   F 

83050  9O384 

50-3O2         a 

STOLZ.  J   F 

830B0903B9* 

50-302         0 

BTOLZ,  J   F 

8305O90608 

30-269         P 

BTOLZ,  J   F 

B305  1  1  O629 

50-313         P 

BTOLZ,  J   F 

B30313O037 

30-3O2         P 

8TOLZ,  J  F 

S30S1  20304 

90-313         P 

BTOLZ,  J   F 

B30312Q306" 

30-313         P 

STOLZ,  J   F. 

8305  130294 

90-269         P 

BTOLZ,  J   F. 

B30517O622 

50-3  1  3        P 

8TOLZ,  J   F. 

B30917O673* 

50-346         P 

BTOLZ,  J  F 

8309I7O677 

30-313         F 

BTOLZ,  J   F 

B30317O6B2* 

30-346        P 

STOLZ,  J   F. 

83091BO008* 

3O-278        P 

8TOLZ,  J   F. 

B303IBO014» 

30-278        P 

STOLZ.  J   F 

83091SO043* 

30-269        P 

STOLZ.  J  F 

83091BO06B* 

30-S69        P 

STOLZ.  J  F 

B3031BO099 

30-2B9        P 

BTQLZ,  J   F 

8303  1  BO  102 

S  0-34  A        P 

BTOLZ,  J  F 

B30318O104* 

50-2B9        P 

BTOLZ.  J  F. 

B30318O114* 

3O-346        P 

STOLZ,  J   F. 

8309  ISO  120* 

30-2B7        P 

STOLZ,  0  F 

B309LBO131 

30-269       P 

STOLZ,  0  F 

B30518O161 

3O-313        F 

STOLZ,  J  F 

8309130187" 

30-346         P 

STOLZ,  0,  F 

B3Q51B0694 

30-313         P 

STOLZ,  0  F 

8303180S49 

30-313         P 

BTOLZ,  0  F 

8303200100 

SO-  277         O 

STOLZ,  J  F 

B30S20O103 

30-269        P 

BTO(.Z,  J  F 

8303200238* 

30-277         Q 

STOLZ,  0  F 

8303230O14 

30-313         a 

BTOLZ,  J  F. 

8305230128 

30-313         P 

BTOLZ,  J  F, 

3303310033 

30-2b9         P 

8TONE.  J 

B20B060249* 

3O-338        P 

STORR,J  F. 

3309230603* 

30-4  JO        A 

STOTZ,  J, 

8303130193* 

3O-346        S 

BTOTZ,  J 

830S31OO38 

30-346         S 

8TRAKA.  M 

8303030379 

30-123        R 

STRATOULY,  D  C 

9303030282* 

30-273        R 

STRATOULY,  D  C 

8303030943" 

90-273        R 

BTRATOULY,  D  C 

S30317Oi)17« 

30-273        R 

STRATTQN,W  R 

9303230469" 

COMMISSION 

STRAUSS,  R,  J 

8303030416 

prt 

8TREETER.J  T 

8303020382" 

90-309        0 

8TREETER.J  F 

83030-2.0467 

90-  1O          a 

STREETER.J  F 

83091OO364 

30-331         a 

BTREETER,  J,  F 

8303  1701  48 

30-34,6        0 

BTREETER,  J  F 

B3Q317Q303 

30-346         a 

BTREETER,  J  F 

B30317030B* 

30-34&         a 

BTREETER,  J  F 

B30317039B 

30-373        a 

BTREETER,  J  F 

8303170100" 

30-373        Q 

STREETER.J  F 

8303  170231 

30-331        U 

8TREETER.J  F. 

8309240221 

30-440        a 

BTREETER,J  F 

830926-0244 

30-441        a 

STREETER.J  F 

B3032&O296 

3O-4O9        a 

BTREETER,  J  F 

83032  6O329 

30-373     a 

BTREETER.  J  F 

83092  6-O331* 

90-373        a 

•BTREUTKER,  S  R 

8303040109" 

71-91B1 

STREUTKER,  S  R 

8303060142* 

71-9173 

•STREUTKER,  S  R 

830306.0148" 

71-9175 

BTR1CKLER,L 

8303180111" 

FOIA 

STRICKLER,  L  J 

83091800210 

FOIA 

AUTHOR 

ACCESSION               SUBJECT 
NUMBER                     CATEGORY 

STRICKLER.  L   J 

B3031B0031"         FOIA 

STRICKLER,  L   J 

B3031BOO37"         FOIA 

STRICKLER,  L    J 

B30S1B0092*         FOIA 

STRICKLER,  L   J 

B3O51BO1A6"         FOIA 

STRICKLER,  L    J 

83031B0174"         FOIA 

STRlCKLERj  L   J 

8303130207*         FOIA 

ETRICKLER.'L   J 

3303130223*         FOIA 

STRICKLER.  L    J 

8303130347*         FOIA 

STKiNGHAM,  S    D 
STRINGHAM.  S    D 

8304130034            71-494 
S304130042*         71-494 

STflUMWASSER.M 

B3031  10212             50-373         0 

BTRUMWASSER  ,  M 
STRUMWAS9EH,  M 

B3031  10217             50-273         C 
B3091I03S3            30-273         G 

STUART,  t>   L 

B3O529D327             30-443         C 

BTUCKY,  S    W 

B30520063B            50-133         C 

STUftKEY,  J    J 

B3032404B7"          50-313         P 

STURKEY,  J    J 

B3O3240493H          50-313         p 

SUERMANN,  J   F 

8303230499            30-369         P 

SUQAHMAN,  R    J 
aU8ARMAN.fi    J 

8303310013             30-352         G 
B303310O13            50-332         G 

SULLIVAN.  M   F 
SUMMERFIEUJ,  T 

B305090561"          30-338         A 
B30  5200665*          30-373         P 

BUMMERS,  R 

8303190336            50-272         S 

SUMMER,  H    L 

B3Q317O443*          30-321          S 

SUMMER  ,  H  L 

B3031  70499*          50-366         B 

SUNDIN.R    E 
SUTHERLAND,  H   A 

8303250193             40-8102 
0303050526             NUREQ 

SUTPHIN,  R    N 

B3D917O3139          30-346         Q 

SUTPHIN,  R   N 

S305190256*          30-331          Q 

SUTPHIN,  H    N 

B30526023B*          30-409         Q 

BUTTON,  J   W 

8303050071*          OA999 

BUTTON,  J   W 

S305030149*          OA999 

BUTTON,  J    H 

B303O904O3"          QA999 

SUHAL,  O    M 

S30S120230*          50-281          P 

SWAN,  H 

B3  05270  3-03"          30-390         0 

S  WANS  ON,  E 

B30502034B"          30-319         0 

SUANSON,  E    R 

B305240309*          30-313         Q 

BHAHTZ.E  0 

83  03-03  027  O            30-434         3 

SWARTZ,  E    D 

B303060S39*         50-436        0 

SWARTZ,  E    D 

B30S10Q237             30-434         A 

BMARTZ,  E    D 

8305130001            50-456        A 

SWARTZ,  E   D 
SMARTZ,  E   D 
SWARTZ,  E    D 

SWARTZ,  £   D 

S-303130031             50-434         f\ 
8309180383           30-494        A 
B3032402B7            30-436         A 
B  30327  0079           30-436        F 

BWARTZWELDER.H 
5WARTZUELDER  ,  R 
SMARTZWELDER.fi 

830931006m          30-320         S 
B3Q331O07S"          5O-320         S 
B3033100BO"          50-320         S 

SHETLAND,  P 
SWEZEYrM 

8309230314*          30-309         a 
B3052405-17           30-217        H 

SUIOER.H   A 
SWIOER,  M  A 
BVLVIA,  B    R 

8303210315            30-440         Q 
8303240319             90-440         Q 
B30  3  190273"          30-35B        G 

SZCZECH,  R    A 

SZCZECH,  R    A 

B3O50301  I2«         30-299       3 
8303030127"         30-2B9        S 

BZCZECH,  H    A 
3ZCZECH,  Ft    A 
SZCZECH,  R    A 
SZUK1EUICZ,  A   J 

83051  10287*          5Q-2B9        S 
8303110391"          50-389         E 
830320035  1  "          3O-289         B 
S303O90646*         30-445       O 

TAM,  P    S 

B30304O621              3O-334         p 

TANQUEE,  D. 
TANSEY,  M  J 

8303240202            3O-237         S 
83D90304BO            PR 

TAFIA.  O    1 
TAPIA.J    I 
TAPIA,  J    I 

B3O3O9O57B*          9O-449         G 
03031000O9+         SO-  192       Q 
B3Q5B30449*          3O-443        d 

TARAS,  D. 

S104Q60B97*        FOIA 

TARAS,  D    H 

900&16O^7Di»           Prl  T  A 

TARAS,  D    N 

8309020204*          FOIA 

TARAS,  D.  N 

83O5020549"        FOIA 

TARAS,  D.  N 

B305030225*          7O-37B 

TARA3,  D.  N 
TARAB,  D.  N 

B3OB030233"         7O-378 
B3O5030251"          7O-37B 

TARASi  D,  H 

83030400B9D         FOIA 

TARAS,  0  N 

8303040103"         FOIA 

TARAB,  D   N 

B303040127"         FOIA 

TARAS,  D.  N 

8308040387"        FOIA 

TARAS,  D   N 

83OS0404BO"        FOIA 

TAR  AS  i  D   N, 

330304O489*        FOIA 

TARAS,  l>  N 

830S  04090?*         FOIA 

TARABiD   N. 

8309090346*        FOIA 

TARAS.  D  N 

8308050349*        TQIA 

TAUBER,  H 
TAUBER.  H 
TAUBER.  H 
TAUBER,  H 

B3O9OH0370             30-341         A 
B3O51QQ119            9O-341         A 

830517O662           7O-2926 
B309B30332            30-341         A 

552 
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AUTHOR 

ACCESSION 
NUMBER 

SU3JECT 
CATEGORY 

TAYLOR,  H   S 
TAYLOR  rH   S 
TAYLOR,  J   H 
TAYLOR,  d   H 
TAYLOR,  J   H 

0303090467 
B303O9O4.69* 
B3O310O316 

B3t>3i2ooia 

B3Q32&O311* 

TO  PREP 
-fOPREP 
TOPREF 
TOPREP 
3Q-33O         S 

TAYLOR.  J   H 
TAYLOR,  J   M 
TAYLOR,  J   M 
TAYLOR.  J   H 
TAYLOR,  M 

8303260313" 

S2  13060395 
83Q31600S2* 
8303130267* 
B303170718 

50-330         S 
30-3               0 
30-309         S 
3Q-4O9         Q 
REVIEW    ORP 

TAYLOR,  P   A 
TAYLOR  iP   A 
TAYLOR,  R 
TAYLOR,  R   0 
TAYLOR,  R    0 

B3QS27O24B* 
8309270433* 
B30S2402S9 
830  9090  9  7B« 
8303090630* 

30-3B9         Q 
90-389          Q 
3O-373         S 
30-443         O 

30-445         O 

TEDFORD.  C   F 
TENNYSON,  V   H 
TERrtD,  D 
THIEB.  A   C 
THIHNE6,  C   L 

B3O  5030  998 
B3O3  120099* 
9305090651" 
B3O  8-0904  33 
B3051  10467 

PR 
30-273         P 
90-443          0 
30-287          P 
NUREO 

THOMAS 
THOMAS,  C   0 
THOMAS,  C   0 
THOMAS,  C   0 
THOMAS,  C   0 

B303-I90Q72 
B304270179 
8303030379 
8303  0603  58 

8303060B6Z 

30-219          B 
PR 
30-447         E 
TOP  REP 
50-447         E 

THOMAS,  C  0 
THOMAS,  C  O 
THOMAS.  C  O 
THOMAS,  C  O 
THOMAS,  C   0 

B30509Q217 
G303Q90334 
83030903*7 
8309120029 
B303I20037 

TOPflEP 
TOPREP 
TOP  REP 
TOPREP 
30-7O            P 

THOMAS,  C.O 
THOMAS,  C  D 
THOMAS,  C  0 
THOMAS,  C  0 
THOMAS,  C  D 

8303120067* 
S3031200B9 
8303120094* 
9303130017 
B3051SOO60 

SO-7O            P 
30-73            P 
9O-73            P 
50-47O         E 
30-447          A 

THOMAS,  C  O 
THOMAS,  J 
THOMAS,  M 
THOMAS,  M 
THOMAS,  R  D 

8303240131 

83Q3I902A6* 
83O3270I31* 
B3O3270362* 
B30S100416* 

HtSC 
3O-S19         Q 
50-349        0 
50-39O         d 
30-837          G 

THOMAS,  R  D 
THOMAS,  R   D 
THOMAS,  B 
THOMAS,  W  V 
THOMAS,  W  V 

83-03160078* 
8303360273* 
B30320099B 
B30310Q011 
B3031  10437 

7O-734 

4O-BI37 
3O-440         0 
5O-346        F 

NUREO 

THOMASON.P   V 
THOMABON,P  V 
THOMPSON,  D 
THOMPSON,  D, 
THOMPSON,  D 

8305060374 
8303120433 
790B080036* 
B11H29OS37* 
B30M20A20* 

3O-29B        S 
9O-29B        S 
30-496         Q 
70-923 

40-672 

THOMPSON,  D 
THOMPSON,  D 
THOMPSON,  0 
THOMPSON,  H  L 
THOMPSON,  P 

8309I70O&7* 

B30SISD337* 

B3Q320O598 
B30  50305  87* 
S303120B46* 

SO-  MB         0 
30-49B         A 
30-44O         0 
30-312         P 
4O-672 

THOMPSON,  S  U 
THOM8EM,F   T 
THOMBEN.F   T 
THOMSEN-F   T 
THOMBEMiF  T 

8309310209 
8303310029 
83033IO029 
B30931Q082 
B3033IO082 

NUREO 
30-922         0 
30-525         Q 
30-522         0 
30-  922          Q 

THONUS,  L 
THONU8,  L 
THOfiffERSEW,  J   0 
THORQERSEW.J  6 
THORNBIVHQ,  H  D 

8303  030  144* 

8305160  1*9* 
83091QO397* 
B30327019B 
8009120332* 

30-320         Q 
30-239         Q 
30-303         S 
30-305         S 
90-498         Q 

THQRNBURC.H  D 
THOHNBURO.H  0 
THQR9EN.E  O 
THULL,  T,  3 
THULL,  T  S 

8010O9049D* 

8303180276* 
8303270986 
83030-60313* 
B3O92303B7* 

30-478        A 
3O-49B         0 
3O-247         O 
3Q-S4S        S 
90-243         S 

THURMOND,  S. 
TIEDKE,  J  H. 
TIERMAN.J  A 
TIEHNAN,  J  A 
TIERNAN,  J  A 

B3032304O6* 
B3O3J&0347 
B309040396 
B30S04043S 
8303180338 

COMMISSION 
PR 
50-3  1  7        P 
PR 
PR 

TIEftNAN,J.A 
TIERNEYiJ.E 
TIETZrO 
TILUEY,  R 
TILUYjfl 

B30324  0269* 
B3031S0440 

B303310142 
8303020061 
B30304O671 

30-317         P 
PR 
SO-234        S 
71-6717 
71-493 

TILLED  R 
TILLMAN.  A 
TILLHAN.A, 
TIMQ.P   P. 

TIPPS.B  s 

830904067?* 
8303030371* 
6303200343* 

8303040433 
B3O3Q3O04Q* 

71-493 

70-87 
30-369        0 
TOPREP 
90-321          & 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

TIPPB-S   B 

B3050300B7* 

90-321 

B 

TIPP8,  B   B 

83091  10S72* 

80-321 

8 

TIPPB,  B    B 

8303110273* 

30-321 

8 

TIPP8,  S    B 

830S110E93* 

50-321 

E 

TIPPS.S    B 

B3031  10389» 

30-366 

B 

TIPP8,  S,  B, 

B3O3110412* 

30-321 

S 

TIPPB,  S    B. 

Q3O3110417* 

30-366 

B 

TIPPS,B  B 

3303110434* 

90-321 

8 

TIPPS,  S   B 

83OS110436* 

30-366 

S 

TIPPS,  8    B 

830  3  130  342* 

50-366 

S 

TIPPS,  8    B 

B30317O262* 

50-321 

B 

TIPPS.S    B. 

B3O317O284* 

90-366 

8 

TIPPB,  8    B. 

83O31  70394  t 

30-366 

8 

TIPPB,  5   B 

B3O317043B* 

30-321 

S 

TIPPS,  S    B 

83OS1  70906* 

30-366 

S 

TIPPS,  B   B 

S3-05B304fiBf 

30-366 

S 

TIPPS,  8    B 

83092304?0* 

30-366 

S 

TIPPS,  8   B 

8303230498* 

30-366 

B 

TIPPS,  B   B 

S3  03230377  » 

50-321 

S 

TIPPS,  8   D 

B30B27O123 

00-366 

B 

TIPP8.S   B 

8303270234 

90-321 

S 

TIPPB,  9   B 

B3OB310124 

30-366 

S 

TIPPB-  8   B, 

S30331O166 

90-321 

S 

TIPPB.S  B, 

S3O331O180 

90-321 

8 

TIPPB,  S   B. 

B30  33  10206 

30-366 

B 

TDBIN.H  J, 

930309044  1* 

30-393 

Q 

TOBIN.W  J. 

B3OB100109* 

SO-3B4 

a 

TODD.J   T. 

8303120430* 

30-3B7 

8 

TODD.J  T. 

83  0920036  U 

30-387 

8 

TODOROVICH,  M 

H 

8303240453 

30-247 

H 

TOMAN,  0   J 

B30317O106> 

90-272 

S 

TOHPKINB.B.  A 

B303020394 

90-483 

O 

TOMPKINB.B    A 

S3O9020405 

30-332 

0 

TONER,  K   A 

8399020202 

90-133 

P 

TONER,  K   A 

83O916009O 

30-239 

P 

TONER/  K.  A 

8303190196 

30-133 

P 

TONOim,  T.  M 

83O90204BO* 

30-10 

Q 

TOHRONEN,  K 

8303240015 

NUREO 

TQSCANItK 

8303200645 

30-247 

0 

TOTH.A,  D. 

S3O31703BU 

90-3?7 

Q 

TOTH-A  D. 

83OS1  70439* 

90-397 

0 

TOURIONY,  E    0 

83031  IO169 

90-368 

P 

TOURTELLOTTE 

.  J 

830923O72O 

30-313 

P 

TOWN8END,  B 

8309110009 

CONTRACT 

TOWNBEND,  B 

8303110146 

CONTRACT 

TOWNBEND,  B 

8305120355 

CONTRACT 

TRAMM,  T.  R 

830304O074* 

90-434 

F 

TftAMMr  T-  R 

830316O09? 

30-494 

E 

TaAMKELL.<!    M 

B30311O176* 

90-368 

P 

TRAMMELL.C    M 

B30311O23O* 

30-336 

P 

TftAMMELL^    M 

6303120171* 

30-333 

P 

TRAMMELL,  C    M 

B30912O303* 

30-266 

P 

TRAMMELLjC.M 

830B12O312» 

90-313 

P 

TRAHMELL.  C    M 

B30B  130023* 

30-338 

P 

THAMMELL.  C    M 

630B  170273* 

30-317 

P 

TRAMMELL.  C    M 

B30B1B0049* 

30-368 

P 

THAMMELL,  C    M 

B3031B06I4* 

30-317 

P 

TRAMMELLjC.M 

B3OB200089W 

3O-336 

P 

TRAMMELL,  C    M 

B3O5200724* 

30-338 

P 

TRAUTMAN,  D   J 

B3O3  1  30201* 

50-346 

B 

TRAVISiC.C 

B  3032501  93 

RES 

TRAVIS,  W-  H. 

B  303260003 

71-3392 

TREBY,  8  A 

B3OS040331 

90-445 

0 

TREBY,  B.  A 

S303090S&a 

30-443 

Q 

TREN6RY.  B    E 

B3O9040740 

NUREO 

TREXLER.fi    C 

B304SB0121 

PR 

TRIMBLE,  D    C 

830903O209* 

30-317 

0 

rsipp.L. 

B303  100293 

90-278 

S 

THIPP.L. 

B3O9  190336 

30-272 

S 

TRIPP.L  E 

B3OB0401B4 

90-219 

a 

TRIPP.L.E, 

83OB0301BO* 

90-334 

a 

THIPP.L.  E 

8303060037 

90-392 

Q 

THIPJM..  E 

6303160091* 

90-334 

Q 

TPGSKOBKI.H. 

M 

83O3050180* 

30-334 

0 

TROUBRID9E,  D 

F 

e30309043I 

30-289 

a 

TROWBRID-0-E,  0 

F 

S30307043I 

90-289 

Q 

TROUBRIDOE,  0 

F. 

6308090470 

30-261 

0 

TRDUBRID^E,  O 

F 

830309O47O 

90-261 

0 

TROMBRID&E,  0 

F 

3303120292 

50-2B9 

G 

THOWBRIDCGrO 

F. 

S3O312O292 

50-289 

0 

TROW  BRIDOE,  Q 

F 

8309130092 

30-261 

0 

TROMBRID0C,  Q 

F. 

63O313O092 

50-261 

0 

TROUBRIDOE,  D 

F 

8303130162 

90-261 

0 

TRDUBRID9E,  0 

F 

8305130162 

30-261 

0 

TROMBRIDAE,  C 

F 

9303160012 

90-289 

O 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATE-MfiY 

TROWHRIDOErO  F 

B3092404S7 

30-289       g 

TUCKER,  H   B 

8303020020 

30-4  1  3        £ 

TUCKER,  H.  B 

B309020372 

30-269       P 

TUCKER,  H,  B 

8303040229 

90-369       S 

TUCKER,  H   B 

8303040273 

30-369        S 

TUCKER,  H,  B. 

8303040469 

90-370       P 

TUCKER,  H   B 

83O9O40964 

30-249       f 

TUCKER,  H  B 

8303040397* 

30-369        F 

TUCKER,  H  B 

8303090133 

90-367       F 

TUCKER,  H  S 

8303090193 

30-370       B 

TUCKER,  H  B 

B303030234 

90-26?        B 

TUCKER,  H  B 

8303030283 

30-367        P 

TUCKER  .H,  fl 

8309060224 

SO-36?       P 

TUCKER,  H  B 

8303060403 

90-349       8 

TUCKER,  H  B 

8305060413 

SO-34T       P 

TUCKER,  H  B 

8303O90472 

90-367        8 

TUCKER,  H  B 

8309100002 

50-369       9 

TUCKER,  H  B 

8303100007 

30-369       P 

TUCKER,  H  B 

8303100148 

90-369       0 

TUCKER,  H  B. 

83031003S7 

SO-369        B 

TUCKER,  H  B 

B3031O0347 

50-369        P 

TUCKER,  H  B. 

8309100366 

SO-369        S 

TUCKER,  H   B 

8303100383 

30-3A9        P 

TUCKER.  H  B 

83091100B9 

30-369        G 

TUCKER,  H  B, 

8303  11  028  1 

SO-369        B 

TUCKER,  H  B 

8305110323 

90-270        B 

TUCKER,  H,  B 

8303130029 

90-249       P 

TUCKER,  H   B 

8303130138 

30-369        8 

TUCKER,  H  B 

8303130192 

30-349        F 

TUCKER,  H  B 

8309160289* 

90-369       F 

TUCKER,  H  B 

8303160293* 

30-413       F 

TUCKER,  H  B 

8303170298 

50-370        B 

TUCKER,  H  B 

8303170277 

30-36?        P 

TUCKER,  H  B 

8303170292 

3O-413        8 

TUCKER,  H,  B, 

830!»  170296 

30-413        F 

TUCKER,  H  B 

S3031  70324 

50-269    *  B 

TUCKER,  H.  B 

8303170395 

50-369        B 

TUCKER,  H  B 

8303170493 

50-269        H 

TUCKER,  H  B 

6303170307 

90-369        B 

TUCKER,  H  B. 

8309170936 

SO-369        B 

TUCKER,  H.  B. 

8303170361 

9O-S69        B 

TUCKER  rH,  B 

8309190020 

BO-370        F 

TUCKER,  H  B 

8303190032 

3O-370        E 

TUCKER,  H,  B 

8309200401 

30-413        E 

TUCKER,  H  B 

8309200438 

90-369        P 

TUCKER,  H  B 

8303200476 

SO-410        E 

TUCKER,  H  B 

8309200S44 

50-269        d 

TUCKER,  H  B 

8303230278 

30-369        F 

TUCKER,  H  B. 

8309230281 

30-369        P 

TUCKER,  H  B 

8303230282 

30-413        B 

TUCKER,  H  B 

8309230287 

30-369        P 

TUCKER,  H  B 

8303230290 

90-370        P 

TUCKER  -H  B, 

8303230404 

3O-3A9        B 

TUCKER,  H,  B. 

8303230439 

3O-370        8 

TUCKER,  H  B 

8309290442 

SO-369        P 

TUCKER,  H.  B 

8309290449 

30-414        8 

TUCKER,  H  B 

8303230479 

90-869        P 

TUCKER,  H.  B 

8303230499 

9O-370        8 

TUCKER,  H.  B 

8309290907 

30-370        B 

TUCKER,  H  B 

8303230323 

90-370        8 

TUCKER,  H  B 

8303290949 

30-369        fl 

TUCKER,  H  fl. 

8303230396 

30-269        8 

TUCKER,  H  B 

8309270009 

50-413        A 

TUCKER,  H  B 

8303270069 

30-413        8 

TUCKER,  H.  B. 

8303270299 

50-249        P 

TUCKER,  H  B 

8303270366* 

SO-369        0 

TUCKER,  H  B, 

8303310092 

30-369        8 

TUCKER,  H.  B 

8303310081 

30-369        0 

TUCKER,  H.  B. 

8303310200 

SO-413        E 

TUETKEN,  R,  P 

8309160060 

30-434        a 

TUFFIN.M. 

8303120369* 

40-672 

TUFF  IN,  W  B 

8303120332* 

4O-672 

TUFF  IN,  H.  B. 

8309120480* 

40-672 

TUFFINrH  B. 

8303120494* 

40-472 

TUFFIN,  M.  B, 

8303120311* 

40-472 

TUFFIN-W  B 

8303120617* 

FOIA 

TUITE,  P.  T, 

8303110138 

HASTE  MOT 

TULODIESKIrD 

8309310203* 

30-329         R 

TURCOTTE,  R.  L 

8309310012 

30-131         P 

TURK,  S.  E, 

8309060317 

90-937        O 

TURK.S  E 

8309100022 

30-937        O 

TURK,  S  E 

8309110490 

SO-337         O 

TURK,  S.  E. 

8303110433* 

90-937        O 

TURK,  8   E. 

8309130063 

3O-937         O 

TURK,  S.  E, 

8303160128 

30-337        0 
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ACCESSION 
NUMBER 
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TURK.  B  E 

B309200642 

90-388 

0 

TURK.  8   E 

8309240070 

30-337 

0 

TURNER,  D 

83051  705BB* 

50-454 

0 

TURNER.  D 

B305  1703B8" 

50-434 

0 

TURNER.  D 

B305  170988* 

50-494 

o 

TURNQUEBT.L 

8309310182 

90-237 

8 

TM1SDALE,  L  A 

B3O531O137* 

90-244 

P 

TVMPANICK.  L 

B30SO20268* 

QA799 

UDALL,  H 

8303240273* 

50-338 

a 

UDALL.  H,  K 

B30904O143* 

30-207 

u 

UDALL.  H  K 

B303230349* 

COMMISSION 

UDALL,  N  K 

8309240273* 

5O-33B 

a 

UDERITZ.R    A 

8303020150 

90-27B 

s 

UDERITZ.n,  A 

B303O20136 

30-272 

p 

UOERITZ,  R   A 

B305O202A7* 

90-272 

a 

UDERITZ.R   A 

B3030402&2 

90-272 

s 

UDERITZ.  R   A 

83091£0089 

90-272 

a 

UDERITZ.R   A 

8305240271* 

90-272 

Q 

UDERITZ.R   A 

B305270033* 

30-272 

Q 

UHRIO,  R   E 

8309020084 

30-333 

a 

UHfilO,  R   E 

B309O2016B 

90-339 

p 

UHRIO.fi.  E, 

8309020349 

30-333 

p 

UHRIO.R.  E 

8303020519 

30-333 

p 

UHR10,  R    E 

B30303016B 

SO-231 

R 

UHH10.R.  E 

S30303O3O& 

30-3B? 

8 

UHRIO.R   E 

B303030340 

30-333 

0 

UHRIO,  R.E. 

B303030341 

30-333 

R 

UHRIO,  R.E 

8303030392 

90-230 

Q 

UHRIO.  R.E 

8303030461 

PR 

UHRIO,  R.E 

8305030604 

30-3B7 

S 

UHRIO,  R   E 

B3030409&3 

30-333 

F 

UHRIO,  R.E 

8309090432 

90-230 

P 

UHRIO'  R   E 

8303070476 

90-333 

P 

UHRIO,  R   E 

8305100001 

90-230 

a 

UHRIO,  R    E 

8305100088 

50-389 

B 

UHRIO,  R.E 

8305  100  103 

90-339 

P 

UHRIO,  R   E 

B303100169 

30-25O 

P 

UHRIO.  R.E 

8309100183 

30-333 

J 

UHRIO,  R.E 

B30S100227 

30-3B9 

B 

UHRIO,  R   S 

B303  100236 

30-333 

P 

UHRIO,  R.E 

B30313000B 

30-290 

F 

UHRIO,  R.  E 

83031301  IB 

90-389 

P 

UHSIO,  R.E 

8303130121 

90-333 

P 

UHRIO,  R,  E 

8303160010 

30-231 

P 

UHRIO,  R,  E 

8303170336 

30-3B9 

F 

UHRIO,  R.E 

B30S  170463 

30-333 

P 

UHRIO,  R.E 

B309170520 

50-290 

P 

UHRIO,  R.E 

8303170346 

90-290 

F 

UHRIO,  R.E, 

830.5300181 

90-389 

B 

UHRIO,  R,E 

9303200346 

30-333 

F 

UHRIO.R  E 

B3032004B9 

90-333 

F 

UHRIO,  R.  E. 

B30923093S 

90-333 

P 

UHRIO,  R   E 

B309240372 

30-333 

P 

UHRIO,  R   E 

B303S30272 

90-333 

P 

UHRIO,  R.E 

8303S50393 

90-333 

P 

UHRIO,  R.E. 

8303230397 

90-339 

P 

UHRIO,  R.E 

B309290419 

PR 

UHHIOiR.  E. 

B303230416 

3O-3B7 

S 

UHRIO,  R.  E 

8303230493 

3O-3B? 

P 

UHRIO,  R   E 

B3092904A2 

9O-333 

P 

UHRIO.R.E, 

B309230472 

90-290 

P 

UHRIOrR.E 

B303S304B1 

9O-339 

P 

UHRIO,  R.E. 

8303250919 

30-830 

P 

UHRIO.R.E. 

8309270104 

30-3B9 

P 

UHRIO,  R.E. 

B30S270125 

90-389 

P 

UHRIO,  R,E. 

8303270127 

90-290 

a 

UHRIO.R.E. 

B303270133 

90-389 

p 

UHfllOrR.E, 

B30B27016B 

30-333 

p 

UHRIO,  R.E 

8303270170 

30-333 

p 

UHRIO,  R.  E. 

8303270231 

90-339 

p 

UHRIO,  R   E 

B309S70360* 

90-389 

a 

UHRIO.R.E 

8309270920* 

8O-3B7 

a 

UHRIO,  R.  E. 

B303H70972* 

30-333 

a 

UHRIOiR   E. 

8309310034 

30-290 

p 

UHRIO,  R   E 

83093101  B4 

30-389 

p 

ULIE,  J. 

8303  120447* 

90-373 

Q 

UNKLE,  T.  J 

8303110363* 

9O-317 

S 

UPRIOHT,C.M 

B303270278* 

30-537 

Q 

UPRIGHT,  C.M 

B309270319* 

80-337 

Q 

UPRIOHT.C.M 

83O927O396* 

30-321 

Q 

UPRISHT,  C   M 

B30327044B* 

90-338 

Q 

UPRICHT,  C.  M 

8309270974* 

90-335 

a 

URBANIK,  T. 

8303070386* 

90-443 

o 

URYC,  B. 

8303030371* 

70-27 

URVC,  B, 

830  3200343* 

30-369 

a 

AUTHOR 
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URYC.  fl 
UTLEY.  E   E 
UTLEY.  E    E 
VACCA,P    C 
VACCA,P    C 

8309270212* 
8303D6O620 
83092  7  OOOB 
6303  11  0026 
B3031100S9* 

90-302 
30-324 
30-261 
NUREO 
NUREO 

a 
a 
p 

VAKERICS.  T    V 
VAKERICS,  T    V 
VALDEB,  8   A 
VAN   BRUNT,  E  E 
VAN    BRUNT,  E   E 

B3Q51SO07Q* 
830918OO74* 
8  3031  7O  197* 
8303O2QOB9 
8309030285 

F01A 

FOIA 
30-389 
30-S2B 
30-52B 

3 
K 
8 

VAN   BRUNT.  E   E 
VAN    BRUNT.  E   E 
VAN    BRUNT,  E   E, 
VAN    BRUNT,  E   E 
VAN  BRUNT,  E  E 

B303030346 

830912O3B3 
83051300BS 
8303130107 

50-  327 
SO-  328 
90-323 
90-928 
30-5EB 

B 

3 
E 
3 
3 

VAN    BRUNT,  E   E 
VAN   BRUNT.  E  E 
VAN  BRUNT,  E  E 
VAN   BRUNT,  £  E 
VAN    BRUNT.  E   E 

8303130124 
B303130127 
B30313O148 
8309  13O  137 
8305  1  3D  161 

30-328 
90-32B 
30-32B 
90-323 
90-529 

S 
S 

s 

8 

3 

VAN  BRUNT.  E  E 
VAN  BRUNT,  E  E 
VAM  BRUNT.  E  E 
VAM  BRUNT,  E  E 
VAN   BRUNT.  E   E 

83051  30  168 
3305130169 
9305130183 
830513OIB9 
830313O210 

30-328 
30-323 
90-323 
30-323 
9O-323 

8 

B 
S 

S 

s 

VAN  BRUNT,  E  E 
VAN  BRUNT,  E  E 
VAN  BRUNT.  E  E 
VAM  BRUNT,  E  E 
VAN  BRUNT,  E  E 

S303  130226 
8303130289 
3303130264 
B30916O071 
8303160078* 

30-329 
90-32B 
30-928 
30-928 
30-323 

s 

8 
S 
A 
A 

VAM  BRUNT,  E  E 
VAM  BRUNT,  E  E 
VAN  BRUNT,  E  E 
VAN  BRUNT,  E  E 
VAN  BRUNT,  E  E 

8305200332 
830S20O417 
B303230317 
3309260321* 
B30326O386* 

50-328 
30-323 
90-328 
90-328 
30-928 

F 
A 
B 

a 
a 

VAN  BRUNT,  E  E 
VAM  DE   KAMP.  J 
VAM  ECK.O.  J 
VAN  KOVICB,  J 
VAN  KOVICB.  J 

B303310161 
8303120073* 
830307O162 
8303  t  30499* 
B30918O461* 

90-928 
30-273 
NUREO 
50-322 
SO-322 

A 

p 

H 
H 

VAN  VRANKEN.  d 
VAN  VRANKEN.  J 
VANDEL,  T.  E 
VANDEHALLE.D  0 
VANDEUALLe.D  J 

B30319OU7* 
8303170133* 
B30306O477 
B30310O290 

30-373 

30-373 
30-546 
50-293 
30-233 

a 

0 

o 

s 

B 

VANDEHALLE,  D  J 
VANDEWALLE,  D   J 
VANDEHALLE-  D   J, 
VANBEMALLE,  D   J 
VANDEWALLE.D  J 

B30310O279 
3309120147 
8303170300* 
3303170404 
8305170410 

30-293 
30-293 
30-295 
30-133 
3O-133 

P 
F 
0 
F 
P 

VANDEWALLE,  D  J 
VANOEMALLE,  D.  J 
VANDOORN.  P.K 
VANDOORH.  P.  K. 
VANO.J  A 

8303240509 
8303260266* 
830327  O334* 
B303270602K 
3309100273* 

30-153 

50     193 

30-413 
50-413 
50-334 

P 

a 
a 
a 

VARELA.  A 
VAROA,  B  A 
VARQA,  B  A 
VAROA,  S  A 
VAROA,  B  A 

8303300001 
8303300002* 
9303300003* 
B304S7O093 

3O-2B7 
30-2.93 
30-293 
30-279 
30-293 

a 
P 

p 

p 
p 

VARQAi  S  A 
VAttOA>B  A 
VAROA,  B  A, 

VAROA,  S.  A 
VAROA,  S  A 

B30S02094S 
8303020379 
8309040090 
B309O4O117 
B309O40129* 

30-3 
30-3 
30-303 
30-309 
30-3O3 

F 
F 
P 
Q 

a 

VAROA-  B.  A 
VAROA,  B  A, 
VAHOAj  8  A 
VAROA,  S  A 
VAROAi  B  A 

830  3  040363* 

B30304O91B 

8309040647 
B30304O667 

9O-319 

90-313 
30-334 
30-319 
30-309 

p 
p 

F 
P 

P 

VARQA,  8  A 
VAROA,  B  A. 
VAROAi  S.  A 
VAROA,  B,  A 
VAROA,  B  A 

8309030073 
B303030280 
B303090273 
B30906O633 

3O-230 
90-286 
30-2B& 
50-23O 
30-290 

P 

F 

a 
P 
p 

VAROA,  6.  A 
VAROA,  B,  A 
VAROA,  6,  A 

VAHOA.  B.  A, 

83O30&0698 

B30307O019* 
B30909O029 
8303090032* 
B303070037* 

30-280 

9O-34B 
90-280 
30-348 
3O-280 

P 

F 

a 
p 
o 

VAROA,  9,  A, 
VAROA,  B,  A 
VAROA,  S   A 
VAROA,  S.  A 
VAROA,  B.  A 

8303090031* 
B303090070* 
8303090083 
8303090104* 

8309090387* 

9O-2BO 
30-230 
90-290 
90-290 
90-2BO 

p 
p 
a 

0 

p 
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VAROA,  3   A 
VARflA.S   A 
VAROA,  B   A 

3303090339" 
33031  1O092* 
83031  tOOSib* 

9O-2OO 
90-3O9 
30-3O9 

P 
P 

P 

VARfiA,  S  A 
VAROA,  B    A 

83031  1033B 
8309160349* 

30-261 

F 

P 

», 

3O-261 

P 

VAROA,  B    A 
VAHQA.  3    A 
VAROA.  3    A 
VAROA.  3    A 
VAROA,  S   A 

9303170019* 
3303  I  7002  B  » 
83051  7004  B 
a309!700BO» 

30-31  1 
3O-31  1 
30-261 
30-319 

P 
P 
F 
P 

VAROA.  8   A 
VAROA.  B   A 
VAROA.  B    A 
VAROA,  S   A 

83O31700B4* 
8309E7Q09Q* 
8303I7011S* 
3305170119" 

30-H73 

30-272 
3O-319 

30-372 

P 
P 
P 
P 

3O-372 

P 

VAROA.  S   A 

VAROA.  S    A 

3305170997 

3O-261 

P 

VAROA  .  S    A 

8305170637 

50-30.6, 

P 

VAROA  .  3*  A 

03051  7064-1 

30-247 

P 

VAROA.  S.  A 
VAROA,  B    A 

3303170634 
8303170639 

50-261 
30-364 

0 
P 

VAROA,  8.  A 

B30317O71  I 

50-319 

P 

VAROA,  S  A 

83031  SO  1A9 

30-SflO 

r 

VAROA,  S.  A 

B309IBOS36. 

3O-3I  3 

p 

VAROA.  S    A 

B30SIB096B 

90-230 

r 

VAROA,  S  A 

B30S1B0973 

SO-3Q9 

p 

VAROA,  B   A 

B30S1B09B6 

30-261 

p 

VAROA.  8   A 

B3051B0691 

30-293 

p 

VAROA.  S.  A 

8305180712 

90-340 

p 

VAROAi  8   A 

8303180731» 

30-340 

i- 

VAROA.  B.  A 

8303160814 

30-31  A 

p 

VAROA,  3  A 

830  31608  3  B 

30-313 

p 

VAROA,  S  A 

B3031B0834 

90-230 

i' 

VAROA,  8.  A 

6303300097 

90-290 

F 

VAROA,  8  A 

8303200191 

30-247 

0 

VAROA,  S  A 

83032001  95 

30-334 

F 

VAROA,  S  A 

3303230230 

30-334 

P 

VAROA,  8.  A 

8309240104 

30-309 

a 

VAROA,  3-  A 

8303240246 

30-293 

r 

VAROA,  S.  A 

8303260207 

90-230 

p 

VAROA,  8.  A 

8309310221 

30-B72 

p 

VA3SALLD,  D  B 

83033O0396»t 

30-260 

p 

VASBALLO.  D   D 

83033Q04QB" 

30-360 

p 

VASSALLO,  D    B 

8304210030 

9Q-2KG 

p 

VASSALLO,  D   B 

8303O20O96 

90-293 

F 

VAB8ALLO.  D  B 

B3050E0332 

90-271 

p 

VASBALLO,  D  B 

0303020969 

30-»SO 

r 

VASBALLO.  D  D 

8303020977 

50-234 

p 

VASSALLO,  D  B 

8309030066 

50-333 

p 

VASSALLO,  0  B 

83030301  35 

9O-333 

p 

VASBALLO,  0   B 

8303040095 

30-331 

p 

VASBALLO,  D    B 

8303O401QB* 

30-331 

\> 

VABBALLO,  D.  B 

S303Q4OI  1  3* 

3O-33I 

p 

VA6BALLO,  D,  B 

8303060279* 

30-H73 

i> 

VASSALLO,  D  D 

B303O60!?91  •* 

30  -!2  93 

c 

VASBALLO,  D  D 

B303OA094Q 

30-333 

F 

VABSALLD,  D  B 

8303090  1B6 

30-331 

F 

VASSALLO,  D  B 

83031  10039* 

30-331 

P 

VABSALLO,  D  D 

B30S1  10234* 

30-331 

P 

VASSALLO,  D.  D 

83031  10243* 

S  0-331 

P 

VASSALLO.  D  D 

8309110396* 

30-331 

P 

VASSALLO,  D   B 

8309110366" 

BO-331 

P 

VASSALL-D,  D  0 

8303120169* 

30-293 

P 

VASBALLO,  D  B, 

B3Q51EQIB7" 

SO-893 

P 

V  AS  3  ALL  O,  D.  D 

S30316034.O* 

SO-  2  90 

P 

VASaALLa,  D   B 

83031*03^2" 

80-890 

P 

VASBALLO,  D.  B 

830517003311 

30-930 

P 

VASSALLO,  D.  D 

8309170Q6O* 

30-BBO 

P 

VASSALLO,  D.  B 

8303170071* 

30-B71 

P 

VASSALLO,  D   B 

8303170073* 

9Q-B71 

p 

VASSALta,  D  B 

8303170716 

30-231 

. 

VASSALLQ,  D   D 

8305170719 

30-331 

- 

VA3BALLQ,  D.  B 

8  309  IS  0026 

30-H9B 

i 

VA9BALLQ,  D.  B 

8303160037* 

90-293 

VASSALLQ,  D.  D 

83091BO04B* 

3Q-3S4 

u 

VAflSALLO,  D.  B 

83Q9IBOO&1* 

3Q-3B4 

»' 

VASSALLO,  D,  D 

B3031B0071* 

90-298 

VABSALLO,  D   0 

8303180061 

30-33  I 

[ 

VASSALLO,  D   B 

8303  1  BO09  1  * 

90-331 

' 

VASSALLD,  D.  B, 

8303180204* 

90-293 

VASSALLO,  D    S 

8303180947 

90-390 

', 

VASBALLO.  D    B 

8303180363 

30-324 

VASBALLOrD.  B. 

8303180972 

30-333 

VABBALLOrD   B 

93031  90733 

30-331 

VABSALLO,  D   0 

8303180771 

3O-2&0 

VASSALLO,  D   11 

8303180BQJ 

50-331 

t 
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VASSALLO,  D   3 

B3031BQ849 

50-239 

P 

VASBALLO,  D   B 

8305190099 

50-324 

P 

VASSALLO.D   a 

8303200246 

30-333 

P 

VASBALLO,  D   0 

9305300707 

50-237 

P 

VASSALLO-  D   D 

830520070H 

30-371 

F 

VASSALLO,  D   D 

0305330049 

50-271 

P 

VASSALLO.  D   B 

B303230113 

50-271 

P 

VABSALLQ,  D   Q 

B3Q523Q17S 

30-324 

P 

VASBALLO.  D   B 

6309230242 

50-299 

P 

VASSALLO,  0   B 

8309230249 

30-263 

P 

VASSALLQ.D   n 

8303230293 

30-271 

Q 

VASSALLQ,  D   D 

830333027? 

90-371 

P 

VABSALLQ,  D   D 

8303230312 

30-27! 

P 

VASSALLG,  D   D 

8303S40337 

90-363 

P 

VASBALLO,  D   8 

8303340560 

30-393 

P 

VASSALLO.,  D    Q 

B3Q5240962 

30-363 

P 

VASSALLO,  D    B 

8305240564 

30-331 

F 

VASSflLLO,  D    D 

B3Q  5240571 

30-293 

F 

VASBALLO,  C-   B 

B3Q5240S72 

50-363 

F 

VASSALLO*  &   B 

B305240573 

50-234 

P 

VASBALLO,  &   B 

B303B40976 

30-220 

F 

VASSALLQ,  D"   B 

B303240591 

30-371 

F 

VABSALLO,  &   B 

B3Q33SQI36 

SO-239 

P 

VASSALLO,  D-  B 

8303250137 

50-333 

F 

VASBALLO-  D    B 

8303230141 

SO-234 

P 

VASSALLQ,  D  D 

B305230145 

50-298 

F 

VASSALLQ.  D   0 

B3Q5230266 

30-298 

P 

VASSALLO.  D   D 

B30  33303  14 

30-220 

P 

VASSALLO,  0   B 

B303260114 

30-27  1 

P 

VASSALLO,  D   B 

0305260130 

30-293 

P 

VASSALLO.  D    B 

8303360134 

30-3  SI 

F 

VASSALLO.  D   0 

8309260167 

30-331 

P 

VASSALLO.  D   D 

8305260170 

30-298 

P 

VASSALLQ.  D   B 

B303260I75 

30-293 

P 

VASSALLO.  D   B 

8303260177 

50-239 

F 

VASSALLO.  D   B 

8305260187 

50-299 

P 

VASSALLO.  D  B 

9305260192 

50-331 

P 

VASSALLO,  D   B 

8303260201 

30-263 

P 

VASSALLO,  D   19 

8305260209 

30-333 

P 

VA3SALL.Q.D   D 

6303260295 

50-324 

P 

VA3SAU_QrD   B 

B303260296 

30-271 

P 

VASSALLO,  D   B 

8309260297 

90-333 

P 

VASSALLO,  D   B 

8303240300 

30-298 

P 

VABBALLEJ.  D   B 

8303270043 

30-271 

Q 

VASSALLCJ,  D   B 

83052700551 

30-271 

Q 

VASBALLO.  D   B 

B3053  10231 

50-254 

P 

VAUQHAN,  C    hi 

8303030168 

70-1113 

VAIKJHAN,C   M 

3303310115* 

70-1113 

VEGA.  A 

8303090313* 

30-443 

T 

VENDER,  J 

9305190330* 

90-293 

S 

VERRELLI.D 

B30S090409 

50-3=70 

Q 

VERRELLI,  D 

83091OOIOO 

50-324 

0 

VERRELLI.D   M 

9309030236 

30-361 

5 

VEflRELLI.D  M 

8303B700B3 

30-399 

a 

VERRELLI.D   M 

8303270091 

30-399 

a 

VERRELLI.  D  M 

9303270196 

30-62 

a 

VERRELLI,  D   M 

B30527022B 

30-390 

a 

VERRELLIi  D   11 

9303270229 

30-261 

Q 

VERRELLI.  D   M 

9303270230 

3O-324 

Q 

VERRELLI.  D   M 

830527O263* 

3O-321 

Q 

VERRELLI,  0   M 

8303270266 

50-239 

Q 

VERRELLI,  D   H 

8309270271 

30-400 

Q 

VERRELLI.  B   M 

S3032702B3* 

30-416 

a 

VERRELLI,  D   M 

8303270290 

30-390 

a 

VEfiRELLI,  D   M 

B309270292* 

50-400 

a 

VERRELLIrD  H 

B30S270300 

30-416 

Q 

VERRELLI,  D   M 

S303270313 

30-327 

Q 

VERRELLI.,  D   M 

8303270316 

30-68 

Q 

VERRELLI,  D   M 

8303270333 

30-324 

0 

VERRELLI,  0   M 

8303270341 

3O-400 

0 

VERRELLI.  D   11 

9303270339 

30-348 

Q 

VERRiELLIrD   M 

9303270372 

30-438 

0 

VERRELLI,  D   M 

B30S270377 

30-400 

o 

VERRELLI.  D   H 

B30S27D380 

SO-2&1 

Q 

VERRELLI,  B   M 

B303270389 

30-416 

Q 

VERRELLI.  B   M 

9309S70390 

90-261 

Q 

VERRELLI,  D  M 

9303270391* 

30-400 

Q 

VERRELLI,  D   H 

8303270396* 

30-439 

Q 

VERRELLI,  D   M 

B303270409 

90-416 

0 

VERRELLI,  E>   « 

8303270413 

30-390 

a 

VERRELLI,  &   H 

830S270417* 

30-4  1  6 

Q 

VERRELLI,  D-   M 

83032704  IB* 

30-416 

Q 

VERRELLI.  0   « 

8305270431 

30-393 

Q 

VERRELLI,  &   M 

8305270436 

30-393 

0 

VERRELLI.  B-   H 

9303270463 

30-416 

0 
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NUMBER 
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VERRELLI.D  M 

8303270464 

30-393 

a 

VERRELLI.D  M 

93032704&3 

30-111 

a 

VERRELLI.  D  M 

9309270468 

50-318 

a 

VEflRELLI.D  M 

B3032704B4 

30-400 

a 

VERRELLI.D  M 

9309270310 

3O-239 

a 

VERF1ELLI.D  M 

8305270314 

90-239 

Q 

VERRELLI.D  11 

8309270321 

90-433 

Q 

VEfiRELLI,D  M 

8303270940 

30-370 

Q 

VERRELLI.D  H 

8303270946 

30-400 

Q 

VERRELLI.D  M 

8309270337 

30-390 

Q 

VERRELLI  >  D  M 

83032703B2 

90-438 

Q 

VERRELLI.D  M 

9303270BB9 

3O-43B 

Q 

VERRELLI.D  M 

8303270601* 

30-438 

a 

VERRELLI.D  H 

9303270609 

30-400 

0 

VERHELLI.D  M 

83032706164 

30-439 

Q 

VERRELLI.D  M 

8303270620* 

90-400 

G 

VERRELLI.D  M 

9303270623 

30-400 

0 

VERRELLI.D  M 

8303270643 

90-299 

0 

VERRELLI.D  H 

B3032706S1 

90-390 

a 

VERRELLI.D  H 

93O527O693 

30-239 

a 

VERRELLI.D  hi 

B30327063B* 

30-239 

Q 

VIETTI.A 

9303100422 

30-273 

P 

VINJAMURI.K 

B3091  10923 

NUREO 

VIS9INO,  0 

9305230298 

MI  EC 

VIB81NQ,e  B 

0303230019 

30-313 

P 

VDOLER.  B  H 

8303S30239 

30-352 

0 

VOflT,  H  E 

8305240317 

50-247 

H 

VQ8T-LOHELL,  R 

8303270219* 

3O-23O 

Q 

VOIOT.H  H 

8303130098 

30-346 

D 

VQIOT.  H  H 

8309130098 

50-346 

0 

VDIOT.H  H 

8303130099 

30-546 

0 

VOIOT.H  H 

B303  130244 

90-346 

0 

VQIOT,  H  H 

9309130244 

30-546 

& 

VOIOT.  H  H 

8303130244 

30-346 

a 

VOLLMER,  R  H 

B3022504BO* 

30-470 

A 

VQLLMER.R  H 

8303170133* 

30-423 

A 

VORDERBHUEOOEN 

8305170337* 

90-328 

Q 

VOHDERBRUEQGEN 

8303170364* 

30-92B 

Q 

VOSBURY,  F 

B303310241* 

30-283 

P 

VUMBACQ.  F  J 

8305130011* 

40-672 

VUMBACD.  F  J 

B303  130042* 

40-672 

HADE,  D  H 

8303090321* 

30-443 

T 

WAGNER.  A  0 

B30927043B* 

90-416 

Q 

WAGNER,  M  E 

B309090093 

30-289 

a 

WASNER.H  E 

8303030032 

90-460 

0 

WAGNER,  M  E 

8303090481 

50-289 

0 

WAQNER.M  E 

B303  100231 

30-289 

0 

WAONER.M  E 

8305170039 

30-289 

0 

WAGNER,  M  E 

B303200B76 

30-4.60 

& 

WAGNER,  H  E 

8303200392 

30-460 

0 

WAGNER,  P  C 

B30S200167 

30-267 

P 

WAGNER,  P  C 

9303310027 

30-267 

P 

WAONEH.R  L 

8305060076* 

50-331 

P 

WAGNER.  R  L 

830327037B* 

30-333 

P 

WAHI.K  K 

9303170182 

NUREG 

UAHL,  H  U 

8303240413* 

QA999 

WALDORF.  E  J 

8303170461 

30-440 

0 

WALDRUP.U 

B303060613* 

30-23B 

R 

WALKER,  D  L 

8305230222* 

40-1478 

WALKER,  J  R 

8305190346 

30-443 

a 

WALKER,  R  D 

9303100218* 

30-331 

Q 

WALKER,  R  D 

8303200611* 

30-263 

Q 

WALKER.  R  D 

6309240247* 

90-373 

a 

WALKER,  R  D 

8309860314 

30-2A3 

B 

WALKER.  R  D 

83033101  I2» 

90-254 

a 

WALKER.  H  J 

8303030189* 

70-378 

WAUL.fi  B 

8303130288 

40-8829 

WALLING,  G  E 

8303030  13B* 

30-333 

s 

HALLINOi  0  E 

8303100278* 

50-339 

8 

WALSH,  M  A 

8305040329 

30-443 

0 

WALSH,  M  A 

B303110137 

30-443 

T 

HAHBACH,  T  V 

8303030334 

REVIEW  ORP 

WANO,  J  C 

8303120633* 

40-672 

WANO,  J  C 

8309  120642* 

10-672 

WANO,  J  C 

8303130062* 

40-672 

UARCLOUD.  J 

8303300636 

30-440 

0 

UARO.E  C 

8303030221* 

30-2B8 

F 

HARD,  K.  D 

B304  150364* 

30-440 

a 

WARD,  K  0 

8303190027* 

30-434 

a 

WARD-W  J 

8305  1  0030  7* 

SO-4B2 

Q 

WARD,H  J, 

8303180196* 

FOIA 

WAHEMBQURC,  D 

8303060479 

90-267 

8 

WAREMBQUR5,  D 

8303060346 

30-267 

R 

WAREMBOURG,  D 

8303090489 

30-267 

R 

WAREMBOURG,  D 

8303230426 

30-267 

R 
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ACCESS  I  ON 

NUMBER 
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CriTEOOlY 

UAREMBOURG.  D 

8309310111 

30-247      P 

UAREMBOURQ,  D   M 

8309120370* 

90-8*7      F 

HAREMBOURO,  D   M 

B303  120378* 

BO-347      F 

WAREMBOURO,  D  U 

B30SS00494 

BO-267      P 

WARHOL,  U  N 

8303180200 

40-7OT7 

WARWICK,  R   F 

8303130171 

BO-3S?      Q 

WARWICK,  R   F 

B3031  70321 

3Q-329      A 

HAflNICK,  R   F 

8309170447 

30-336      a 

HARNICK,  R   F 

8305170350 

30-398      A 

WARWICK,  R   F 

S305190312 

30-398       A 

WARNICK.R   F 

8303190316 

30-ase     s 

WARWICK,  H   F 

S3032003B7 

30-329       a 

WARWICK,  R    F 

8303240001 

30-336      a 

WARNICK,  R   F 

B303240006 

30-329      0 

HARNICK,  R   F 

B305B60223 

50-33B      0 

WARNICK,  R   F 

B3D32602S3* 

BO-33B      0 

WARWICK,  R   F 

B303B60336 

30-3BB      A 

WARNICK,  R    F 

8309270076 

30-38?      a 

WARNICK,  R    F 

8303270S99 

30-327      A 

WARREN,  R   P 

B303  120397* 

30-330      f 

WASSERMAN,  8   P 

B303020401 

30-247      9 

HABSERMAN,  S  P 

B303020401 

90-247      0 

WABTLER,8   L 

B303  130298 

40-G34B 

WABTLER,S,  L 

8303170S&3 

40-80B4 

WA3TLER,  8   L 

B303I  70989 

40-EOB4 

WATERS,  J  J 

B30B200701* 

30-213      9 

WATERS,  J  R 

8303100271* 

30-299      a 

WATFORD,  P   S 

8303240023 

30-373      B 

HATTELET.P  L 

8309200688* 

30-373      P 

WEBD.W  A 

B309120BI7* 

CONTRACT 

WEOBT,  W  F 

8303  160037* 

SQ-14S      Q 

WEIOANDT-J  T 

B303270373 

30-247       H 

WEINKAH,  E  J 

B3031904B2 

3D-4SB      F 

WEINKAM,  E  J 

9303260309 

50-43B      C 

WEINSTEIN,  M 

B309060673 

MUHEO 

WE  I  BE,  S, 

B303270401* 

30-261       Q 

HE!  BE,  B 

8303270906* 

30-261        a 

WEI  SB,  D, 

S30311O298 

30-409       R 

WEIB9,  D 

B309830033* 

70-1339 

WEISS,  E  R 

8303030902 

90-337       0 

WEISS,  E  R 

830S030902 

9O-937       0 

HE  I  SB,  E   R. 

8303030902 

30-337       0 

WE  1  89,  E  R 

B3030603B2 

PR 

WEISS.  £  R 

B30S060973 

PR 

WEISS,  E  R 

B3QS  100204 

50-247       0 

WEI8B,  E  R 

S303  100204 

30-247       0 

WEISS,  E  R 

B30S1  60073 

50-287       0 

WEISS,  E,  R 

B30S160073 

30-289       0 

WEISS,  E  R 

S303160149 

BO  -537      9 

WEISS,  E  R 

8309160149 

30-337       0 

WE  1  69,  E  R 

B303160149 

50-337       0 

WEIB8.E  R 

B30S1601EU 

SO-  337       & 

WEIBS,  E  R 

8305160181 

BO-  337       9 

WEISS,  E  R 

8309160181 

30-337       ft 

HEISB,  E  R 

S3O91B03S6 

PR 

HEI99,  E  R 

8309180363 

PR 

WEI  99,  E  R 

8309  190321 

30-337       8 

WEIBS,  E  R 

B303190221 

SO-M7       ff 

WEISS.E  R 

B303  190221 

SO-937       ft 

WEI  SB,  E  R 

B305200470 

PR 

WEISB,  E  R 

8309240338 

BQ-2*7       ft 

WE1SB,  E.  R 

8305340338 

50-2*7       0 

WEISS,  E  R 

8309240942* 

90-2*7       ft 

WEISS,  E  R 

8309240942* 

30-2*7       ft 

WE  1  98,  E  R 

B309340993 

30-337       ft 

HEISB,  E  R, 

9303240993 

SO-M7       ft 

WEISS,  E  R 

8303240333 

SO-M7       ft 

WEISS,  T 

B305340B95 

5O-S47       T 

WEISS,  T 

B3032409B3* 

SO-S47       T 

WELLS,  D  A 

8303020083 

30-3*1        B 

WELLB,  D,  A, 

8303030476 

90-341        B 

WELLS,  D  A 

8303030383 

90-341        B 

WELLS,  D  A 

8309030376 

3O-34  1        8 

WELLS,  D  A 

B3091000I9 

3O-34  1         B 

WELLB,  D  A 

B30310011S 

30-311        8 

WELLS,  D  A 

B30H1  00  184 

30-341        9 

WELLB,  D  A 

B303  100393* 

30-3-41         fl 

WELLB,  D  A 

B309100399* 

30-341         Q 

WELLB,  D,  A 

B309  170307 

30-341        9 

WELLS,  D  A 

B30917O339 

30-341         B 

WELL  S,  R 

8305110326* 

3O-320       B 

WELLS,  R  A 

8305030369 

30-341        S 

WELLS,  n.  W 

8303090034 

TOPREP 

WELLS,  R.  M 

8303050034 

TOPREP 

VfENDERLICH.R   L 

B309230513* 

90-317       8 
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WENBLAWSK1.F   A 
WEN8LAW8KI.F   A 
W£NSLAW9K!,F   A 
HENSLAWSIU.F   A 
WENSLAWSKI.F  A 

8309170343* 
B30S1703O1* 
83031  7032  1» 
8303170330" 
8303170347* 

30-397 
90-273 
30-36  1 
30-361 
90-344 

Q 
Q 
Q 
Q 

a 

WERNER,  R    P 
UERSAN.  D 
WESCOTT,  H   M 
WESLEY,  D   A 
WESTAFER.O  R 

B3031100&9 
B303  170333 
B3030202B5* 
B309170344* 
8305030036 

30-213 
30-392 
30-341 
30-329 
50-302 

F 
O 
Q 
A 
P 

WEBTAFER.O  R 
WE8TAFER,  0,  R 
WESTAFER.O   R 

HESTAFER.O  R 
UE9TAFER,0  R 

8305030030 
B3030S001i 
B303Q90462 
B30313000H 
8303130012 

50-302 

90-302 
90-302 
30-303 
30-302 

P 

S 
P 

P 
P 

HEBTAFER.O  R 
WEBTAFER,0  R 
HESTAFER.O  R 
HESTAFER-0  R 
WE8TAFER,  0  R 

8303130043 
8305130067 
3303130179 
8305170399 
8305190344 

30-302 
80-302 
50-302 
90-302 
30-302 

R 
P 
9 

3 
P 

HE9TAFER,  O.  R 
H£8TAFER,0  R 
WE8TAFER,0  R 
HEQTAFER.O  R 

UEBTAFER,  0  R 

8309800370 
8303270233* 
8303270230* 
8309570312* 
B305270318* 

90-302 
30-302 
30-302 
30-302 
30-302 

P 
0 

Q 

a 
a 

ME9TAFER.O  R 
HEaTBROQK.K  B 
HE9TBROOK,  K   B 
HEBTCOTT,  H  M 
HEBTERMAN,  T 

B309S703O3* 
B3032S0279 
8303200279 
8303090313* 
8303230475* 

30-303 
40-8786 
40-8786 
30-373 
30-209 

Q 
Q 

a 

HEBTERMAN,  T  F 

HEBTERMAN.  T,  F. 
HEBTERMAN,  T  F 
HEflTERMAN,  T  F 
MEQTERMAN.T  F 

8309100249* 

0303170318* 
B309  170333* 
B303200344 
B30323D449* 

30-449 
30-443 
30-398 
30-39B 
30-449 

Q 

a 

0 
8 
0 

HEBTERMAN.  T  F 
HEBTERMAN.  T  F 
HESTON.  R.  T 
HEBTONrR   T 
HETHY.C.M. 

8309240009* 
8309260304* 
B3090&0929 
0305060936* 
8303030240* 

50-443 
90-298 
30-332 
90-332 
50-389 

Q 

a 

A 
A 

F 

METHV.  C   M 
HETHY.  C   M. 
HETHY.  C.  M, 
WETTERHAHN.M  J 
HETTERHAHN.M   j 

83031&OS82* 

8305170310 
0309330016 
83030Z0441 
8303020441 

30-399 
30-389 
71-3937 
30-338 
30-392 

F 
8 

& 

0 

HETTERHAHN.M,  J 
HETTERHAHN.M  J, 
HETTERHAHN.M  J, 
HETTERHAHN.M  J, 
HETTERHAHN.  M,  J, 

8309030517 
8309030963 
8303030963 
B3030&0478 

83090^0478 

B7-39 
90-33S 
30-332 
30-392 
30-33D 

0 
0 
0 

& 

HETTEfiHAHN,  M  J, 
HETTERHAHN.M  J, 
UHALENiR   J 
HHEATON,  W.  R 
WHEELER.  L. 

8308240489 
030924  04B9 
B305060472* 
0309130222 
0309110018 

30-392 
30-332 
90-237 
90-440 
90-300 

0 

0 

s 

8 

A 

WHEELER.  L  L 
WHICHER.  J.  M 
HHICHER.  J,  M 
HHICHEH.  d,  M. 
HHICHER.J  M 

8309110016 
830303090D 
B309D30300 
0309030308 
0303100286 

30-443 
30-494 
30-434 
90-434 
30-434 

A 

T 
T 
T 
0 

HHICKER.  J,M 
HHICHER>  J.  H, 
HHITAKER.H  A. 
WHITE,  I.  L 
WHITE.  L.  H 

83031002B6 
B3031002B6 
B3032006B3N 
B303100B09 
0303060274 

30-494 
30-494 
30-373 
PROJ 
PR 

0 
Q 

P 

WHITE,  R  N 
WHITE,  W.  8 
WHITED.P.  J 
WHITENER,  H  L 
WHITENER,  H,  L 

8309110476 
830923036Q 
6303200101 
8305270367* 
830927O326* 

NUREO 
30-318 
80-320 
30-333 
30-S39 

P 
P 

a 
a 

WHITNEY,  D  D, 
WHITNEY,  D.  D 
WHITNEY,  D   D 
WHITNEY,  D.  D, 
WHITNEY,  0.0 

8309  120073 
B303  120073 
0303270432 
Q30927O432 
83041107061 

TOPHEP 
TOPREP 
TOPREP 
TOPREP 
90-293 

B 

HHITNEY,  0.  0 
WHITNEY,  0.  0. 
HHITNEY,  0.  0. 
HHITNEV.  0.  0 
WHITNEY,  0  0 

B309110341* 
93091  10369* 
B3091  I039H* 
03031  70B3H*- 
03052,1051  9» 

80-393 
80-293 
80-293 
30-293 
30-293 

8 
8 
8 

R 
8 

HHITNEY.O  & 
HHITNEYiM,  A 
WHITflDN.  D.  R 
HICKS,  F 
WIEBE.  J 

B30923O521* 
830906O303* 
B30913O091K 
8309170466 

9305030141* 

30-293 
30-309 
90-239 
90-229 

90-320 

9 
B 
B 
F 
Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MIEDEHAN,  D 
WIEDEHAN.  D 
WIEDEHAN,  D  Q 
HIELAND,  R   H 
WIEBEWANN.  R    A 

B303130163 
B30517O359 
B309IHO46S 
B30519O2B4* 
B30418035B« 

I&E 

I&E 
40-318 
30-329         A 
TOPfiEP 

HIESEMANN,  R    A 
UIE9EMANN,  R    A 
WIE8CHANN.fi    A 
WIE9EHANN,  R    A 
WIE8EHANN,  R    A 

S303Q20272 
S3O303O438* 
8303050308* 
B3O303O28B« 
B3O3090B03X 

30-366         P 
TOPREP 
TDPREP 
30-369         P 
PRDJ 

MIEBEMANN,  R   A 
WIEBEMANN,  R    A 
WISBEMANN,  R    A 
WIESEMANN,  R    A 
WIESEMANN,  R    A 

B3091l0377» 
B3O9170411* 
B3O31BO273- 
B3O9270012* 
B30337O4Ba» 

30-334          P 
9O-434          T 
TOPREP 
TOPREP 
TOPREP 

WUJQINB,  E 
WHJ8IN9,  E 
MIQOINS.E 
WIOQINS.J  T 
WI  COINS,  J   T 

S30304O639 
B3030603SQ 
B30317O063 
B305  100429* 
B3O3190O38* 

CONTRACT 
CONTRACT 
CONTRACT 
50-443         O 
SO  -322         Q 

HI  001  US,  J   T 
WIOOINTON.  D  L 
VJIGQINTQN,  D   L 
UILHERiH  A 
WILCOVE.  M  N 

B305230314* 
8309040394 
B3O3170O76 
B1O3290383* 
B30910OI47 

30-309         O 
30-313         P 
30-313         P 
3O-49B         Q 
30-329         T 

WILCOVE.M  N 
WILCQVE.M  N 
WILCOVE,  M  N 
WILCQVE,  M  N 
WILCQVE.M  N 

B305120S95 
83  09  190239 
8303240039 
S3  03230376 
S303260276 

30-329        0 
30-329        Q 
30-339        0 
SO-3HO         0 
30-329         0 

MILCDX.J  P 
WILD,  P.  A 
WILKENBON 
WILKINSON,  E  P 
WILLETT,  D  J 

B3O3270629» 
8393240223 
B3O406OI26* 
B3O3230317 
8303170349" 

3O-438         a 
30-329         A 
90-440         E 
PR 
50-397         Q 

WILLIAMS,  C  C 
WILLIAMS,  C  C 
WILLIAMS,  C  C 
WlLLIAMSrC   C 
WILLI/*H9rC   C 

B30303O337* 
B305040322* 
8305120360* 
B30912O42B* 
83O512O447* 

30-44O         T 
30-303         0 
30-374          0 
90-946         0 
30-373         8 

WILLIAMS,  C   C 
WILLIAMS.  P  L 
WILLIAMS,  H  & 
WILLIAMS.  J 
WILLIAMS.  J 

83O919O393* 
B3O5B4O061* 
83O919O014 
8395120342 
B3O3120410 

90-373         S 
30-293         a 
Stiti    Prog 
90-338        Q 
50-33B         8 

WILLIAMS.  J 
WILLIAMS.  J 
UILLIAM9.J 
HILLIAM9r  J 
WILLIAMS.  J 

S3O912O429 
83O912O432 
Q3O312O446 
83O912O4B7 
8303130111 

50-353        B 
30-358        S 
3O-333        8 
30-333         S 
SO-358         K 

WILLIAMS.  J 
WILLIAMS,  J 
WILLIAMS.  J 
WILLIAMS.  J 
WTLLIAMS.  J 

S303170324 
83O910O490 
B3O319O32B 
B3O3300336 
8303360227 

50-33B         S 
50-338        F 
&0-338         B 
30-358         S 
30-358         S 

WILLIAMS.  J 
WILLIAMS,  J  M 
WILLIAMS.  J  W 
WILLIAMS.  J  W 
WILLIAMS.  J.U 

8303260337* 
B  309030  127 
B3O5IOOK31 
B309  100269 

B30911O4B7 

3O-338         A 
3O-339         3 
30-231         S 
30-339         a 

SO-23O         S 

WILLIAMS,  J,  H 
IJILLIAM3,J  W 
WILLIAMS,  J.  H 
WILLIAMS,  0.0 
WILLIAMS,  R 

B309170191 
8309170244 
8309390302 
S3O5060096 
B3O9040392* 

50-399         3 
50-333         3 
30-333         8 
FOIA 
FOIA 

WILLIAMS,  R  E 
WILLTAM8,R  E 
WILLIAMS  iV  3 
WrLLIAMBiV.S, 
WILLIAMSON,  E    L 

B3090Z049L 

0309090012* 
B303Q30446K 
030324031  1 
0303020319* 

4O-6622 
CONTRACT 
30-304         S 
30-293         8 
OA999 

WILBQN.B.D 
WILSON,  B.D. 
WILSON,  B,D 
WILSON,  B.D 
WILBDN,  B    D, 

9303040B3B 
S303040567*- 
93O5170S70 
B3O51B0617 
B30S1B0713 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
XPOHTLIC 

WILSON,  B.D. 
WILSON.  F,  W 
WILSON,  J.  H, 
WILSON,  J,  L 
WILSON,  J1  L 

8303260079 
8309070163 
8309240230 
3309030118 
83O309012U 

XPORTLIC 
NUREO 
30-3B2        A 
30-281         8 
30-281         8 

WILBON,  J  U 
WILSON,  J  L. 
WILSON,  J,  L 
WILSON,  J.U 
WILBdN,  J.  L. 

B3O9090130* 
B303100113 
8303100  120M 
B305100129* 
B309130123 

30-SBI         S 

so-2ao      s 

30-300         B 
30-3BO        S 
30-281          8 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR' 

WILSQN.J   L 
WILSON,  J   L 
WILSON.  J  L 
WILSON,  J  L 
WILSON,  J   L 

B30913Q130* 
B305  130136* 
9305130198 
3305130203' 
9303130229 

30-201 
50-281 
50-2  BO 
30-2SQ 
30-280 

WILSON,  J   L 
WILSON,  J   L 
WILSON,  J   L 
WILSON,  J  L 
WILSON,  R 

6:303130243* 
B3053304K4 
B303230433* 
B305230431* 
6305170456 

90-2BO 
30-2B1 
30-281 
30-2B1 
30-4OO 

WILSON,  R 
WILSON.  R 
WILT,  D    D 
WILT.  D.  D 
WILT.  D   D 

8  305  170436 
8303170491 
fl  3050  10323 
8305010497 
8303040407 

50-40O 
30-400 
50-440 
30-440 
30-440 

WILT.  D   D 
HILT.  D-  D 
WILT-D.  D 
WILT-  D.  D 
WILT.  D    D 

6305040540 
B30504094B 
8309100294 
8303100294 
H  305  1003*7 

30-440 
SO-440 
30-440 
30-440 
30-440 

WILT,  D  1> 
WILT,  D  I> 
WINOO.  M    D 
WIRE.  K,  fi 
WIBENBURO.M   ft 

B3Q31  00367 
6  3033  10031 
B303I70340* 
83030AOS04* 
B3091S033B 

30-440 
30-440 
30-260 
30-390 
PR 

W1EHNIE.  R   Q 
WITHERS.  B   D 
WITHERS.  B  D 
WITHERS.  S  D 
WITHERS.  B   D 

2303240300 
3305040417 
B3Q9060600 
83-03060606* 
8305130144 

30-247 
30-344 
50-344 
50-344 
30-344 

WITHERS,  B   D 
WITHERS.  B   D 
WITHERS,  a  0 
WITHERS.  B  D 
WITHERS,  B    D 

5303130224 
8309130240 
B3031B0266 
B3092DOOI3 
9305530331 

30-314 
30-344 
PR 
50-344 
30-344 

WITHERS.  B   D 
MITHERS.fi   D 
WITHERS,  H    D 
MrTHEHSrB    D 
HITHERB.G    D 

0305260273 
8305270  182 
8309270196* 
8303270209 
0303270211" 

30-344 
30-344 
30-344 
30-344 
30-344 

HIZNER,  D  Q 
HOFFQRD,  A   W 

WOULD.  P   R 
HOJCHOUSKI.A   V 
WOLFE.  S  0 

3309270037 
£3303060153* 
B309020357* 
8303020472* 
9303120322 

90-319 
FQIA 
30-4  B3 
30-263 
50-332 

HQLFE.  8  J, 
HOLLETT,  S. 
MOLLETT,  S 
HBLLETT.  9, 
WGLLETT.  S. 

9303270634 
8303090090 
9303090068* 
9303170609 
93093302B1 

30-393 
CONTRACT 
CONTRACT 

CONTRACT 
CONTRACT 

UOLLETT,  S 
WOLLETT,  S 
WOLVENOYK,  A 

waat),.£  c 

WOODr  J.  E 

9303370097 
8303270103 
B303200177 
9303110344 
3303040466* 

CONTRACT 
CONTRACT 
70-37  1 
30-309 
TOPREP 

WOODHEAD,  C  P 
HOODHEAD,  C  P 
WDODHEAD,  C   P 
WOODHEAD,  C,P 
WOODHEAD,  C   P 

0303030494 
03031  0031  S 
B3Q3160164 
0303170001 
0309170063 

30-142 
30-142 
30-1413 
30-142 
90-142 

WOOBHEAD.  C   P 
WOODHEAD,  C   P 
WOCDHEAD,  C  P 
WOODUANiD  R 
WOODRUFF,  R   L 

S  303  170067* 
3309200613 
B  30324  0521 
B3Q3090330* 
B3042&0i3<? 

50-142 
30-142 
30-142 
30-443 
HE 

WDOLEVER.E  J 
WOOLEVEft,  E  J 
WQOLEVER,  E  J 
WOOLEVER.e  J, 

wocH-eveR,e,  j 

B303020436 
8303100104 
8303110393 
B3Q31B023A 
B303IB02B3 

30-413 
30-412 
30-412 
30-412 
90-412 

WDOLBVER,  E  J 
WDOLEVER,  E.  J 
WOOLEVEft,  E  J 
WDOLEVER,  E  J 
WWJLEVEft.  E.  J 

83051  a  053"? 
B30320-0421? 
B3Q924024B 
B30323049B* 
8305270662* 

30-41= 
30-4  IS 

30-412 
50-412 

50-*\a 

WOOLSEY.R   T 
WtKN.8EY,R  T 
WOW,  BEY.  R.  T 
WOOLSEYrR.  T 
WOOL8EY,  R   T 

8309120490 
530512050  i 
8305130293 
8305170583 
8  3O3  170903 

40-B603 
AO-a?*) 
40-2239 
40-299 
40-399 

WORTHEN,  M, 
WRAY.  J  R 
WRAY.  J  R 
WRAY,  J  R 
HRIWT.D 

B30903Q4B7 
8309370397* 
6303270334* 
B30337Q376* 
B303I1019B* 

PR 

30-381 
3Q-33B 
80-333 
CONTRACT 

556 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUflBEfl 

SUBJECT 
CATECORV 

URIOHT.  0    C 

8303  1701  74  » 

50-193         0 

MRIOHTtN    A 

8305100243 

50-339         T 

HSJOHT.N   A 

B30S2400i-3 

30-329         0 

WHICHT.fi    0 

B3052303i.&* 

30-483         G 

WRKWT.R    0 

BSOSaSOSAi* 

30-433         S 

WRIGHT.  R    J 

B30329059S. 

HASTE    MOT 

WRIGHT.  R    J 

B303290913 

HASTE    MOT 

WRIQHT.R    J 

B303  11006B 

WASTE    MOT 

WR1GHT.R    M 

83092701  79» 

30-3B9         0 

WULLER.O    E 

B303340346 

50-461          A 

HULLER.O    E 

8305O30359 

50-461          R 

WULLER.O    E 

B305130146 

30-461          E 

WULLER.O    E 

6303200667 

30-461          A 

WULLER.O    E 

0303210142 

30-161          A 

WULLER.O    B 

830  3  330  2  33  » 

40-1478 

WUNDERLKH.  J 

6305310)92 

30-265         8 

WVWOARDEN,  B 

S303D30&71 

40-3392 

WVNOARDEM,  G   D 

8305250604* 

40-8OS7 

VAMAMA.  K 

83031  701  23» 

XPDRTLIC 

VAMAMA.  K 

8305130709 

XPORTLIC 

YANDELL.L   A 

B30S100244" 

30-283         B 

YANO,  M   S 

6305270501  » 

50-494          0 

YARQER'K 

B3031702O3* 

50-316         B 

YAROER-K 

6305240293 

50-346         9 

YARGER.K 

B30531003Q 

30-346          8 

YORK,  J   H 

630  52704  92* 

30-40O         B 

YCWW8,  F 

6303160199* 

50-2  B9         fl 

YQUNO.  H    A 

B303100172 

30-454         8 

YQl/NO.M    A 

B30  5230236 

SO-  142         0 

YOUWOrM    L 

6305230331 

30-443         H 

YOUNO.  T 

B305170392» 

30-528         0 

YOUH3.  T. 

3303170337* 

30-328         Q 

YOUMO.  T 

8305I70364* 

30-328         0 

YOUNQ.  Y.  A 

8303060369* 

40-87B3 

YOUNO.  Y,  A 

8305130333* 

40-8783 

VOUNQBLQQD,  B 

J 

8305O40006 

3Q-4S3         A 

VOUNOBt-nCID,  D 

J 

830  30400  62 

30-434          F 

VOUHaBLOQD,  D 

J 

830  3  0406  64 

30-440         E 

YOU  MO  BLOOD,  D 

J 

8305  0606  4B 

50-423         A 

VDUNOBLOaa,  D 

J 

9303110193 

30-346         A 

YOUNSBLOODi  B 

J 

830  31  200  SB 

30-482         F 

you  MO  ELD  no,  D 

J 

8305120392 

5O-434          A 

YDUMOBLOaD,  B 

J 

8303120610 

30-443         Q 

YDUNOBLOnD,  B 

J 

B30319001?*. 

30-440         A 

VDUHflBLOPD!  D 

J 

8305230637 

30-443         A 

VOUNOELOOD,  D 

J 

B30  3230630 

30-33B         A 

VDUHODLOaD.  B 

J 

830  S  2  306  33 

30-546         A 

VGUMOBLDOD,  B 

.J 

6305230643 

30-4  4O         E 

VOUNOHLOOD,  fl 

J 

B305S30649 

50-4  4O         E 

YOUMOBLOaD,  B 

J 

630  52306  S3 

50-33B        A 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

YOUNOBLOOD.  Fl 

B3031  10126 

30-312         P 

YOUNQLINa.E   J 

B303190H71 

30-322         0 

YUHAB.  0   P 

8303170343* 

30-397         0 

YUHAS,  Q   P 

B3051  70330* 

30-361         0 

YUMOTO,  H 

8305160S98 

KPDRTL1C 

YUNDT.  C    P 

8303130143 

30-344         B 

ZAHLER.R    E 

B30S240387 

90-289         0 

ZAHLER.R    E 

B3052402B7 

50-289         Q 

ZAHLER.R    E 

B309240486 

30-289         0 

ZAHLER.R    E 

8303240487 

30-289         0 

ZAKLEA.R    E 

8303230202 

30-289         0 

ZAHLEA.R    E 

9305350802 

30-2B9         0 

2AHLEft,R    E 

9303230203  « 

30-269         8 

ZAHLEft.R    E 

8305250308* 

30-2B9         0 

ZAHLER.R   E 

9303250B25* 

50-2S9         0 

ZAHLER.R   E 

B30323D223* 

50-289         0 

I  AWARD  1,0 

B303  100370* 

30-323         P 

ZARBIS,  H   A 

8303060076* 

30-331         P 

ZAR6IS,  W   A 

830327037B* 

30-333         P 

ZIEHER-P    D 

830SIB0261 

30-309         (J 

ZIMMERMAN.  J   V 

3303020001 

XPDRTLIC 

ZIMMERMAN,  J   V 

8309020098 

XPDRTLIC 

IIMHERMAN.  J   V 

3303030097 

XPDRTLIC 

ZIMMERMAN,  J  V 

0303040&39 

XPDRTLIC 

ZIMMERMAN,  J  V 

B30S040644 

XPORTLIC 

IIMMERMAN,  J   V 

8305D4065B 

XPORTLIC 

ZIMMERMAN,  J  V 

S303040663 

XPDRTLIC 

ZIMMERMAN,  J  V 

8305030440 

XPORTLIC 

ZIMMERMAN,  J  V 

3303060014 

XPORTLIC 

ZIMMERMAN,  J  V 

0303090042 

XPORTLIC 

IIMMERMftM.  J   V 

8303090498 

XPORTLIC 

ZIMMERMAN.  J   V 

8305090SOO 

XPOHTL1C 

ZIMMERMAN.  J   V 

8305090730 

XPORTLIC 

ZIMMERMAN.J  V 

6303090731* 

XPORTLIC 

ZIMMERMAN.  J  V 

8303090733 

XPQRTLIC 

ZIMMERMAN.J   V 

8303070736 

XPDRTLIC 

ZIMMERMAN.  J   V 

8309090779 

XPDRTLIC 

ZIMMERMAN.J   V 

8303130263 

XPDRTLIC 

ZIMMERMAN.J  V 

8305  130269 

XPDRTLIC 

ZIMMERMAN,  J   V 

B3031A0294 

XPORTLIC 

ZIMMERMAN,  J   V 

8303160296 

XPORTLIC 

ZIMMERMAN.J  V 

8303160300 

XPORTLIC 

ZIMMERMAN.J  V 

8303160307 

XPORTLIC 

ZIMMERMAN.J  V 

8303160309 

XPORTLIC 

ZIMMERMAN.J  V 

8303160310 

XPORTLIC 

AUTHOR 

AC  C  FSB  I  ON 

NUMBER 

SUBJECT 
GATEWAY 

ZIMMERMAN.  J 
ZIMMERMAN.  J 
ZIMMERMAN.  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 

V 
V 

V 
V 
V 

8309160313 

B30916Q313 
83091  70  120 
8309170994 

8303180076 

XPOfilLlC 
XPORILIC 
XPOBTLIC 
KPOfllLIC 

X-POHILIC 

ZIMMERMAN.  J 
ZIMMERMAN.  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 

V 
V 

V 
V 
V 

830918OO8& 
B3091BOO90 
B3031S0331 
0305100703 
83O918O833 

XPORTLIC 
XPOTTLIC 
XPWILIC 
XPDRILIC 
XPORILIC 

ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN.  J 

V 
V 
V 
V 
V 

8303  190033 
0303200139 
9303300137* 
8303230163 
830326OO  1  6 

XPOftTLIC 
XPMU.IC 
XPORTLIC 
XPORTLIC 
XPORTLIC 

ZIMMERMAN.  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN.  J 

V 
V 
V 

V 
V 

B3O3260O27 
B3032i0029 
B3O32&OO34 

83032600&3 
8303260067 

XPDRTLIC 
XPDRTLIC 
XPORTLIC 
XPDRTLIC 
XPORTLIC 

ZIMMERMAN.  J 
ZIMMERMAN.  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN.  J 

V 
V 
V 
V 
V 

B30326009Q 
B3O92&O1  13 
B3O326Q189 

8305260169 
8309260191 

XPORTLIC 
XPORTLIC 
XPOflTLIC 
XPORTLIC 

KPOfl  TL  1C 

ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN.  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 

V- 
V 
V 
V 
V 

B303260194 

8303260197 
8309260193 
B303260199 

830  526  0203 

KPQRTLIC 
XPDflTLIC 
XPDRTLIC 
XPOflTLIC 
XPORTLIC 

ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN,  J 
ZIMMERMAN,  R 
ZIMMERMAN,  8 

V 
V 
V 

p 

R 

830926  0204 
B3O327OO32 
83O927O034* 
8309230493  » 
830302OOO3 

XPQRTLIC 

xpoflTLic 

XPDRTLIC 
30-244        D 
XPORTLIC 

ZIMMERMAN.  8 
Z  IMMERMAN,  B 
ZIMMERMAN,  8 
ZIMMERMAN,  8 
ZIMMERMAN,  8 

R 
R 
R 
R 
R 

83O902O163 
8303070390 
B30309O43A 
B30910O36.2 
B30312O003 

30-400        R 
3O-3B4        P 
90-324        P 
50-32.9        P 
30-324        P 

ZIMMERMAN,  S 
ZIMMERMAN.  S 
ZIMMERMAN,  S 
ZIMMERMAN,  S 
ZIMMERMAN,  S 

R 

R 
R 

R 
R 

8309200433 
8303200600 
8303240417 
8303360022 
8309260320 

80-ail        P 
90-261        H 
30-400        K 
3O-261        P 
90-334        P 

ZWOVICH,  E 
ZUPKO,  J  M 
ZUPKO,  J  M 
ZUPKO,  J  M 
ZUPKQ.  J  M 

A 

830320O63& 
B3OSO60476 
B3030604BO 
8303110271 
B3O9  110274* 

30-440        D 
3O-272        B 
30-311        B 
3O-3I1        B 
30-31  1        S 

ZUPKO,  J  M 
ZUPKO,  J.  M 
ZUPKO,  J  M 
ZUPKO,  J  M 
ZUPKO-  J  M 

830B16O092 
B3O9  160096 
B30316O11B 
B30317OO18 
B3O917O142 

30-311        9 
30-311        S 
BO-311        a 
30-272        R 
30-311          R 

ZUPKO,  J  M 
ZUPKO,  J,  M 
ZUPKDiJ  M 
ZUPKQ.  d  M 

8303170367 
8309200374 
8309200937 
B3032909O1 

30-311         B 
90-272        B 
90-311         B 
90-311         B 

The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  Information 
within  that  docket;  for  example,  50-320  P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS,  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 
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Documents," 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

Aimodti,    Th* 

8309100163 

30-SB9        0 

93091O0203 

30~3B9        0 

B303100400 

90-2B9         0 

tiivtiorij    Council    on   Historic    Praitrvatlon 

B30311029& 

30-410         D 

Airoipaci  Corp. 

B3051  10027 

KUREQ 

Agriculture    Dept     of 

B3030403B7* 

FOIA 

8303040392* 

FOIA 

Agricultural    Dipt      of,     Qriduat*    acSool 

S309230219II 

CONTRACT 

Air   «nd    H«t«r   Pollution   P»trol 

8309040470 

00-392        0 

8305S60181 

50-33E        0 

Alabama   Poutr   Co 

B3030204S6 

SO-34B         P 

8303030990 

90-3&4        B 

Q309030399* 

30-364        B 

8309030M8 

SQ-34B        8 

8303030134* 

90-346         B 

83030  30  1SB* 

50-34B        S 

B3030  30195 

30-34B        S 

83030  30203* 

90-34B        B 

B3030A0621* 

30-348        F 

83030606^6* 

30-348        F 

8305100132 

30-364        B 

8303100139* 

50-364        S 

83031  10337 

30-364        8 

33031  102AQ» 

30-364        S 

33031  1030B 

30-348        P 

83091  103O9 

3Q-34B        P 

8303110311* 

SQ-34B        p 

B3031  10311* 

30-34B        P 

B3031&0094 

30-348        a 

83091  60094 

30-34B        a 

8303160100* 

50-34B        Q 

B30S1&0107* 

50-348        Q 

8303  1AO  107* 

90-348        Q 

3305200306 

30-34B        R 

8309200327* 

3Q-34B        R 

S305200357 

80-36*        H 

B3092003i2* 

30-364        R 

B303200977 

30-34B        R 

B309S0037? 

30-34B        R 

8303230340 

30-349        B 

B303S30944* 

90-348        3 

8303230990* 

30-34B        S 

8303240191 

30-34B        F 

B303H40191 

30-348        F 

9303340440 

30-348        P 

8305Z404B1 

BO-34B        I 

B303240481 

30-34B        I 

a303240*a4* 

30-348        I 

8303290333 

90-348        F 

3303250303 

50-348        F 

8303230393 

30-34Q        8 

8303230391 

30-34B        F 

B309250391 

30-348        F 

B303BSOSB1 

30-34H        B 

9303310501 

90-34B        B 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMOER 

SUBJECT 
CATEOORY 

Amirican   Association    of    Physicists    in 

B3031SQ425 

PR 

Amirlcan   College    of    Nucltar  Physicians 

83090304  li 

PR 

8303100296 

PR 

Amorlcati   Eltctric    Poutr    Co    <     Inc 

B303160062« 

50-315        R 

S30323036B 

30-313        P 

American    Elictric    Pouiar    Birvici  Corp 

B30S030237 

30-313         P 

8309030519 

90-315        P 

83031201  OB 

90-319        F 

Affltrtcan    Hue  liar    In*unrs 

S303110018 

PR 

Amtrlcan    Nucliar   Society 

B3031B0333 

PR 

0305230469* 

COMMISSION 

B30S290317 

PR 

8303270109 

NUftEO 

Amtsbury>     KA 

B309S90327 

90-443         0 

Anacomp,     Inc 

B303B602EB* 

CONTRACT 

An*l<filt    &  Technology     Inc 

8303060326* 
S309  170070* 

CONTRACT 
CONTRACT 

B309170077* 

CONTRACT 

fintloeh    School    of    Law.    Udstilnfl  ton.     DC 

B303  100290 

90-133        0 

8309190366 

30-155        0 

B309  190371* 

90-199         0 

Appllid    Biology.     Inc 
Appllid   Physical    Technologyj     Inc. 
Applied    R*i(arch    A-ltoclatttr     Inc. 

Appllid    Risk    Technology    Corp 

8303030347* 
8309110163* 
6303310137* 
83091B0146* 

90-333        R 
CONTRACT 
50-244         P 
90-847        Q 

Argonn*  National   Laboratory 

8303110MB 
•8309110163 

NUREO 
NUREC 

B309  130340 

ACRB 

B309  130349 

50-337         0 

8303130350 

90-337         0 

B3051B0637 

50-937         0 

8309190132* 

FOIA 

B309190193* 

FOIA 

8309190337* 

FOIA 

B305  190341* 

FOIA 

B3092300B6* 

71-9607 

Arliona    Public    Btrvitt    Co 

83030aOOB? 

50-328         K 

S30902009T 

30-329         K 

83090200B9 

SO-3HB         K 

B  309  020  092* 

50-339         K 

B309030285 

30-528         B 

8309030346 

30-9B?         8 

B30S03D62& 

30-9=3         8 

B30903062fc 

50-3SB         8 

B3091203B3 

90-3BB         E 

B3031300B2 

30-928         B 

3303130107 

so-sas      B 

8305130134 

30-92B         8 

6303130194 

30-92B         S 

B305130184 

30-528         8 

ssosiaoia? 

30-928         8 

6309130148 

30-5HB        S 

B30913014B 

30-52S        8 

B303130MB 

30-S2B        a 

557 
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AUTHOR                                                        ACCESSION 
AFFILIATION                                                     NUHBEfl 

SUBJECT 
CATEGORY 

8303130139 

50-320 

S 

8303130199 

30-528 

8 

8303130139 

30-328 

S 

S3  0.5130161 

30-329 

S 

830313016B 

30-329 

S 

8303130169 

SO-  328 

S 

B3G31301B3 

30-326 

3 

63031301  B7 

30-328 

S 

83031301B9 

30-32B 

S 

S3  05  130210 

30-328 

S 

8305130210 

SD-32B 

S 

5303130210 

30-32B 

S 

B3  OS  130226 

30-32B 

S 

8303130226 

30-S2B 

S 

83  03130226 

30-S2B 

3 

B3  03  130229 

30-329 

3 

830313022? 

30-028 

a 

B309I3O264 

30-323 

s 

8305130264 

30-33B 

S 

8305130264 

30-326 

3 

8305160071 

30-328 

A 

B3O9140072* 

30-320 

A 

S3  53200322 

30-338 

F 

83O3200417 

30-328 

A 

0303230917 

50-328 

S 

6303260<3SI* 

30-S2B 

O 

B3Q3240326* 

3Q-S2B 

Q 

0303310(61 

30-32B 

A 

6303310213 

SO-32B 

O 

Arfion».     State    of                                                             8303030598 

PR 

Arkima*    Power    t    Light    Co                                               8303240430 

SO-313 

P 

830  4270  4  2i* 

SO-313 

F 

B304270426* 

30-313 

F 

8304270427+ 

SO-313 

F 

B30  30203  73 

90-36B 

S 

B30  50203  7B* 

30-366 

B 

8303080416 

90-368 

P 

83O3030331* 

50-313 

O 

830  30303  B3 

50-313 

B 

83  O  3030390* 

90-313 

S 

83O5Q40433 

50-313 

R 

9303040439* 

30-313 

R 

83O  5030  129 

30-313 

P 

8305030129 

90-313 

P 

8303030216 

90-313 

P 

8305040452 

90-313 

e 

8305040434* 

90-313 

s 

930  5060  3  B3* 

30-313 

F 

83.0  5.060  BBS* 

30-313 

F 

0303060  S  91* 

30-313 

F 

8305060591* 

90-313 

F 

B30  30903  33 

9O-313 

P 

93O  90903  33 

30-313 

P 

8305090421 

50-313 

J 

83O509044O 

9-0-313 

P 

5305100331 

90-313 

P 

8303100331 

90-313 

P 

8309120414 

50-313 

S 

8303120418* 

SO-313 

B 

3303120431-" 

SO-313 

Q 

8303160290* 

SO-313 

F 

83O31  60290* 

30-313 

F 

B303170931 

30-313 

G 

8303IBQ467 

30-369 

P 

B3  03  190363 

30-313 

J 

B3  032003  19* 

30-313 

Q 

8303200326 

30-313 

F 

B303B00443 

SO-313 

8 

B309200431* 

30-313 

S 

B3032Q049O 

90-313 

S 

830530094: 

50-313 

P 

S3  03500  Ml 

9O-313 

P 

8303200573 

50-36B 

R 

B303200&BO 

50-369 

P 

0303230364 

30-313 

P 

8303230723 

30-369 

P 

B309230733* 

30-349 

P 

B303240094* 

30-313 

Q 

83O9240139 

SO-313 

H 

B30324036O 

30-368 

P 

8303240399 

30-313 

P 

3303240349 

5O-36B 

8 

8309260260 

90-313 

S 

8303270069 

50-313 

P 

8303310199* 

50-313 

0 

AUTHOR                                                 ACCESSION 
AFFILIATION                                              NUMBER 

SUBJECT 
CATEOQHY 

B3093  10199* 

SO-313         1! 

Armg,    Dipt      of                                                                    8103130267* 

FDIA 

8303020013* 

FOIA 

83090200  It* 

FOIA 

8305020019* 

FOIA 

3303020028* 

FOIA 

8309020031* 

FQIA 

8309020039* 

FOIA 

8303020042* 

FOIA 

8309020047* 

FOIA 

8303030037* 

FOIA 

8303020070* 

FOIA 

6303020091* 

FOIA 

8305020093* 

FOIA 

8303020093* 

FOIA 

8303020093* 

FOIA 

8303020099* 

FOIA 

8303020093* 

FOIA 

B30302013B* 

FOIA 

8303020169* 

FOIA 

8303020178* 

FQIA 

8303020204* 

FOIA 

8303020207* 

FOIA 

83090Z0323* 

FOIA 

8305020339* 

70-37S 

8303020339* 

70-37B 

8309020337* 

FOIA 

B303O20937* 

70-3  7B 

8303020349* 

FOIA 

8303020330* 

FOIA 

8303020354* 

FOIA 

830902O35B* 

FOIA 

B303O20S60* 

FOIA 

8303O20364* 

FOIA 

8305020567* 

FOIA 

B3O302Q571  » 

FOIA 

8309O3OOOB* 

FOIA 

830503O02O* 

FOIA 

8309030023* 

FOIA 

8303030027* 

FCJ1A 

8309030033* 

FOIA 

B309030033* 

FOIA 

8303030063* 

FOIA 

8305030073* 

FQIA 

83030300BO* 

FOIA 

B3O3O3MB7* 

FOIA 

9309030092* 

FQIA 

8309030103* 

FOIA 

8305030129* 

FOfl 

S30~3O30142» 

FOIA 

8303030147* 

FOIA 

8303030134* 

FOIA 

8303030163* 

FOIA 

8305030169* 

FOIA 

8303030174* 

FOIA 

Q303O30179* 

FOtA 

B309030IB5* 

ForA 

8305030218* 

70-  37B 

8305030229* 

7O-d7B 

8303030233* 

7O-37B 

B303O30S!39« 

70-37B 

B303O30231* 

7O-37B 

B309030K60K 

70-37B 

B309O30312* 

70-3  7B 

8305030326* 

7O-37B 

8305030339* 

70-378 

8303040093* 

FOIA 

S303040J14* 

FOIA 

8303040120* 

FOIA 

8303040138* 

FOIA 

B30304O169* 

Fa  i  A 

B303O40173* 

FQIA 

9303O4O1B3* 

FOIA 

B309Q401B9* 

FOIA 

8303040200* 

FOtA 

8309040211* 

FOIA 

8303040817* 

FOIA 

8303040224* 

FOIA 

Q30304O234* 

FOIA 

B3DS040239« 

FOIA 

B309Q40244* 

FOIA 

8305040230* 

FOIA 

8305040256* 

FOIA 

B303040272* 

FOIA 

8303040279* 

FOIA 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOBV 

8303040287* 

F01A 

B309O40290* 

FOIA 

8303040294* 

FOIA 

B309040414* 

FOIA 

6303040425* 

FOIA 

B309040490* 

FOIA 

6303O4047B* 

FOIA 

8303O4O4-7B« 

FdlA 

e303O4047B* 

FOIA 

S303O4Q301* 

FOIA 

S303O4Q310* 

FOIA 

B309O40519* 

FOIA 

8309040923* 

FOIA 

S305O40994* 

FOIA 

8303O40S96* 

FOIA 

8305040339* 

FD1A 

830SO40339* 

FOIA 

B303Q40362* 

FOIA 

B303040369* 

FOIA 

B309O40S73» 

FOIA 

B309040978* 

FOIA 

8303O40333" 

7O-378 

B309O40393» 

7O-378 

8309040399* 

7O-37B 

8309040fi74* 

7O-37B 

B30904067B* 

7O-37B 

8303040696* 

7O-37B 

830SO90a97» 

70-378 

8303O90306» 

70-37B 

8305O303IO* 

7O-37B 

83030903  16« 

70-378 

8303O90322* 

70-378 

0303030329* 

7O-378 

8303.030330* 

7O-378 

B303O90333* 

7O-37S 

B309090339* 

70-379 

03090303421* 

FOIA 

9303030344* 

FOIA 

8309090349* 

FOIA 

8303050331  » 

FOIA 

B303O90399* 

FOIA 

B303O30361* 

FOIA 

Arnifi    Dipt,     of,    Carpi    of    Englncir» 

8303060331* 

CONTRACT 

B309  110041* 

CONTRACT 

0303  170407* 

CONTRACT 

Arngi    D«pt     of,    H*  id  quirt  in  M*ttritl 

8006  IB0378* 

FOIA 

Divtlopntnt   &  Raadlntu    Command 

8104060899* 

FOIA 

^P,9aifi560« 

FOIA 

B300040089» 

FOIA 

S305040103* 

FOIA 

B309040ia7# 

FOIA 

H309040-(6fl* 

70-37B 

8305040-lB9lt 

FOIA 

B303040902M 

FOIA 

Atlit  Mineral! 

8309130362 

40-3433 

Atonic   Induitrlal   Forum 

9309100306 

PR 

8303ia0313» 

PR 

B3091B0331 

PR 

8305180378 

PR 

Audubon  Boclvtu 

0305160024 

90-347 

0 

8309160024. 

SO-247 

0 

8309160028* 

30-247 

0 

B3031AOOSa* 

30-24.7 

0 

Automation   Induitrl«*i    Inc. 

B3031BO194 

71-91BO 

BUR  Dwnirt  Oroup 

8303100197 

TOPREP 

Bibcock  li  Hllcnx   Co, 

03030H0392* 

30-312 

p 

0303030404* 

30-329 

e 

830302O923 

70-B21 

830302O5S6* 

70-824 

8309030001 

71-6294 

8309030410 

TOPREP 

0309040637 

XPORTLIC 

B3090S0100 

70-1201 

8309090209 

70-1  SOI 

B30S090464* 

90-302 

p 

830310O31& 

TOPBEP 

B30311O443* 

30-346 

p 

9303120018 

TOPREP 

830S  180344* 

30-320 

T 

8300120347* 

30-320 

T 

830324004& 

71-166 

33092603  U» 

90-330 

a 

8309260313* 

90-330 

a 

8303360376 

70-  ISO  t 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR 

V 

B3Q3270309* 

30-269 

P 

Bab  cock    &  Uilcoi    Operating   Plant*    Ouineri 

8303120073 

TOPREP 

Group 

8303270432 

TDPREP 

Baekut,     Shu    &   Htytr 

8309190199 

30-443 

9 

Baltlmor*   Oil    &   Electric    Co 

8309020344* 

30-317 

a 

8303020344* 

90-317 

Q 

8303030309 

30-317 

B 

8303030393 

90-318 

S 

B303O303BB* 

90-318 

8 

B303060396 

90-317 

P 

8303060376 

5O-317 

P 

8303060402 

30-317 

P 

8309060403* 

50-317 

P 

830306O405* 

90-317 

P 

8303060412 

30-317 

a 

0303060412 

30-317 

Q 

8303060433 

PR 

8303060631* 

30-317 

F 

030906O639* 

30-317 

F 

8303060639* 

SO-317 

F 

8309110332 

80-317 

S 

8303110363* 

SO-317 

B 

8309160081 

30-318 

8 

8305100338 

PR 

8303190267 

30-317 

S 

G3Q319Q290* 

30-317 

S 

8305190293 

30-317 

p 

8303190348 

50-318 

S 

B303190392* 

90-318 

B 

0303200964 

30-317 

R 

B30920O3B4* 

30-317 

R 

B30520O620 

30-317 

Q 

B30920O620 

30-317 

a 

B30920062S* 

80-317 

0 

8303300638* 

30-317 

a 

B30S200631 

5O-317 

R 

B3QS2QO631 

30-317 

R 

8303200644* 

90-317 

R 

8303200444* 

3O-317 

R 

8305200630* 

80-317 

H 

830920O690* 

SO-317 

R 

B30923O313* 

80-317 

8 

8309230322 

90-318 

S 

0309230320* 

90-318 

B 

8303230959 

80-317 

S 

B305230960* 

3O-317 

fi 

8303240269* 

30-317 

P 

BG03260294 

30-317 

P 

B303260294 

30-317 

P 

B303260302 

8O-317 

J 

8303270029 

3O-317 

P 

8303270029 

3O-317 

P 

8303270072 

30-317 

8 

8309270603 

30-317 

9 

Barr   EnglntarlnD    Co 

B3092D0004* 

CONTRACT 

Baiic   Energy    Tvchnalogg   Anacljtsi 

B3D50E0160* 

90-372 

S 

Battt  !!•   Minor  la  1    Inttltutt,    Columbui 

8303270100* 

CONTRACT 

Laborator  la  i 

Battt  lie   Mtmorlal    Inttltute,    Pacific 

8011180782* 

MISC 

t      v 

82070809281 

30-239 

P 

8301060137* 

90-309 

P 

8303030317 

90-331 

Q 

8309040996 

MISC 

8305060233 

MURED 

8303060674 

NUflEC 

8303100011 

30-346 

F 

B3031  10208 

NUREO 

83051  10437 

NURE9 

8309120374* 

90-237 

P 

3303130339 

30-337 

0 

83031  BO  7B2 

NUREO 

3305230168 

RES 

3303230174 

REB 

Boar  Cr*ik  Uranium  Co 

8309020363 

40-B432 

BachtBl    Carp 

8303100281* 

30-332 

A 

8303120330* 

30-320 

T 

8309200993* 

QA999 

8303240419* 

QA999 

8309250393* 

8O-237 

a 

8303290399* 

3O-237 

a 

8309290399* 

30-B37 

a 

8303290407* 

8O-237 

Q 

830329O407* 

80-237 

a 

560 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESS  I  ON 
NUHBEft 

SUBJECT 
CATEOORY 

8303350413* 

30-237 

Q 

8303290413* 

3O-237 

a 

8303330330* 

30-206 

p 

6303310143 

SO-  329 

A 

Btrlifir    Roltnani    Keiilcr   &  Cashdan 

eaosifiOQBO 

30-329 

e 

B3  03  160086 

30-329 

0 

Qevarldgei    Fairbanks   !,  Diamond 

S3  09200  439 

30-338 

Q 

Binder,    Eliter,    Mends  lion   &  Uhe-aleT,     Itic 

8303040343* 

CONTRACT 

Borg-HarnBr   Corp 

a  3  03130323 

30-44O 

S 

8303130234 

XPMTL  I  C 

6309130303 

XPORTLIC 

B303240397» 

OA999 

6309240363* 

OA999 

Boston  Edlion    Co 

8304110696 

30-293 

3 

83041  10706* 

3O-293 

B 

B3041BO39O 

3O-293 

P 

8303020134 

30-293 

R 

S303030S3O 

30-H93 

Q 

B303O-70aoO 

50-293 

P 

6303100133 

30-293 

R 

B30B10O144* 

30-293 

R 

8303110334 

30-293 

8 

S3091IO341H> 

S  0-293 

B 

8303110336 

30-293 

8 

8303I1O363* 

30-293 

6 

8303110384 

50-293 

8 

8309110392* 

S  0-293 

8 

93O3130153 

30-293 

H 

9303160044 

30-293 

P 

9303  1  6006  1 

50-293 

P 

B309160134 

50-293 

R 

B3091  601360 

S  0-293 

R 

B3O3160149 

30-293 

e 

6303170173 

30-293 

F 

6303170345 

50-293 

p 

9303170419 

50-293 

p 

8303170329 

30-293 

F) 

830317O33K» 

3O-293 

R 

8305I900H4 

SO-293 

S 

8305190029* 

3O-B93 

a 

B309190147 

30-293 

p 

B3O5190176 

30-293 

3 

93O51901BHI 

30-293 

a 

0303  190326 

SO-293 

3 

8305190330" 

30-293 

3 

B3O  52002  S? 

30-273 

p 

8309200447 

30-2-73 

p 

83D3230434" 

30-293 

a 

B30323O49O 

30-293 

F 

830*3230909 

90-S73 

8 

830  32303  19* 

50-273 

8 

830  32303  16 

30-273 

8 

B30S230321* 

30-293 

S 

B303230333 

30-293 

8 

9303230333 

30-293 

R 

B30&Z30337* 

50-293 

R 

630923O938M 

50-293 

B 

830927O073 

SO-293 

a 

Batiinr    Higi,    BlUr  t  Hni-ibtrg 

B3030204O1 

30-247 

Q 

Brlgham  Young    Unlv 

B303160129 

SO-262 

p 

Brookliavtn  NatlDii*!  L^barataru 

B3O9D20347 

NUREO 

8305110126 

5O-312 

p 

S30S11O127 

NUBEO 

8305110131 

NURES 

83031  1O327 

NUREO 

83031  10237 

NUREO 

8309170086 

50-537 

A 

8309170101 

NUREO 

Braia  t>  Poiuiitl  Ho 

8303090478 

30-332 

a 

Ei-oiun  Bovirl    Corp      dubi      Broun   Bovtri    fc 

B303E  10324 

30-269 

s 

Co    ,    Ltd,  ) 

830312O437* 

80-339 

8 

B309ZOO399 

QA999 

63092004  £9» 

QA99? 

630920042S* 

OA97? 

Brunnuiefc  Co 

B3032O0437* 

QA999 

B3093O0466* 

QA999 

6309240947 

80-247 

0 

'Dllp 

6303030034 

TOP  HEP 

8309160298 

XPORTLIC 

B3O3190332* 

30-373 

P 

6303190363* 

30-373 

P 

6309190387* 

30-373 

a 

8309310211 

HASTE  MOT 

83  091  1021  2 

30-273 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOfl.1 

If 

6305110212 

50-278 

a 

B3051  10B17 

50-27  S 

G 

8309110317 

8O-273 

a 

63091  10383 

30-279 

0 

6309110383 

30-379 

c 

8309120093* 

50-273 

p 

8309260182 

BO-273 

g 

8309260183* 

30-275 

6 

8309K6Q1B3* 

3O-279 

California,    Unlv      of.    Lot   Angola* 

6303030324 

80-  MB 

0 

B303O30368 

50-142 

a 

6309030374 

50-  1  42 

Q 

B30SQ90473 

50-142 

e 

8303160037* 

50-142 

0 

6309170067* 

50-142 

0 

8309240479 

30-142 

e 

8303240479 

30-1  42 

0 

California,,    Unlv     of,    San   Dltgo 

B309O60239* 

50-2O6 

p 

Callauaif  Count^i    HO 

8309290304* 

SO-4BO 

e 

8309930394* 

50-493 

* 

9303230336. 

5O-4B3 

0 

830  92  90  96  A* 

30-4B3 

•g 

8305230987* 

5O-4B3 

e 

Cammtr   i  Bhap  iro 

S303  100334 

50-32S 

B 

6303100274 

50-322 

B 

Canadian  Commercial    Corp 

8309230289* 

CONTRACT 

Carol  in*  Eiwlronntnt»l    Study   Oroup 
Carolina  t>ou*r   b  Light   Co. 

9303040252 
6305020124 

9O-413 
5O-4OO 

0 
E 

8309020124 

1W-400 

E 

8305020165 

00-4OO 

R 

8305020169 

SO-100 

R 

8309020172* 

50-4OO 

R 

8309020172* 

BO-4OO 

R 

83O9O20493 

3O-SAI 

P 

6309030286 

SO-324 

P 

830SO3039I 

5O-324 

B 

B309O3Q293* 

50-334 

P 

8309030399 

•SO—  324 

8 

6309030361* 

3O-324 

B 

8309030387 

50-324 

a 

8308030387 

50-324 

9 

830903041  1 

50-324 

fl 

B309O30419* 

SO—  324 

B 

8303030443 

5O-324 

p 

B309O30463 

SO-324 

p 

630SOO0465 

90-335 

B 

8309O3Q473* 

50-323 

B 

83O9O30481* 

90-32* 

p 

830,9050481* 

50-324 

P 

8309030497 

SO-324 

B 

B309O3Q497 

SO-324 

9 

B305D30909 

50-323 

9 

63090309  IS 

50-334 

S 

6309030930 

9O-324 

e 

8309030936* 

BO-32+ 

B 

8305030940 

50-324 

B 

8305O30947* 

50-324 

B 

8309030397 

5O-2A1 

S 

8309030601 

50-4OO 

a 

8309030612 

90-334 

a 

83O9O30618* 

SO-324 

B 

8309040362 

50-261 

p 

8309040479 

SO-40X) 

D 

8309040479 

SO-4CW 

0 

8305040483* 

SO-4OO 

0 

83050404B3* 

50-400 

0 

6309040473* 

90-4OO 

0 

B30904049S* 

90-40O 

0 

B3OSO40496* 

90-40O 

0 

8303040498* 

5O-4CO 

« 

B3O3O50124 

9O-4OO 

s 

8305090143 

9O-3S5 

B 

83O3O901B3 

SO-4OO 

B 

B3O9O50201 

90-325 

B 

83O9O9024S 

90-324 

B 

8303050244* 

90-324 

a 

8309050249 

90-26  1 

a 

B3O9O90239 

9O-40O 

B 

B305090369 

9O-324 

B 

B30  5090267* 

SO-324 

B 

B30  9060176 

5O-329 

P 

B3090601BO* 

SO-339 

P 

83O9O&0471 

OO-40O 

0 

83O3O60939 

5O-40O 

E 

83O9O60620 

80-324 

a 

CORPORATE  SOURCE  INDEX 


AUTHOR                      ACCESSION 
AFFILIATION                    NUKBER 

SUBJECT 
C  ATE  DORY 

8303060420 

3O-324 

Q 

8303090360 

30-324 

P 

B303O903BO 

3O-324 

P 

B303O90436 

3O-324 

P 

B303O90436 

30-324 

P 

B303O90470 

3O-261 

e 

B303100362 

30-329 

p 

B303100412 

3O-324 

R 

B30310Q412 

3O-324 

ft 

5303100417)1 

30-324 

R 

B3091  10348 

30-4OO 

e 

B3031  10S48 

9O-400 

E 

63031  10351 

30-261 

3 

8303110238 

30-400 

S 

6303110332 

30-400 

e 

B3031  10236* 

30-261 

s 

83031  10S82 

30-389 

a 

83091  102B4» 

3O-329 

s 

8303110294 

90-400 

E 

B303U0294 

30-4OO 

£ 

8303120003 

3O-324 

P 

8303190467 

30-400 

A 

S3031  20467 

3O-4OO 

A 

8303130027 

3O-4OO 

8 

8303130O73 

3O-4OO 

0 

8303130073 

3O-4OO 

0 

8303130080 

3O-4OO 

S 

83Q3130OBO 

30-400 

S 

8303130088 

30-400 

0 

8305130068 

3O-4OO 

0 

8303130072 

30-261 

0 

8303130109 

30-323 

9 

asosisoliB 

3O-261 

0 

8303130167 

3O-324 

S 

8303130170 

3O-324 

S 

830313017311 

30-324 

S 

H3Q3  130176* 

3O-324 

S 

B303130177 

30-324 

8 

B3031301B4* 

30-324 

B 

8303(30216 

90-4OO 

B 

8303  t  302  16 

30-4OO 

B 

8303160017 

3O-400 

E 

8309160017 

3O-4QO 

E 

8303160021 

30-400 

E 

B303160021 

30-400 

E 

8303160043 

30-261 

J 

8303160109 

9O-400 

E 

B3031601Q9 

3O-4OO 

E 

B3.0.3J60133 

30:324 

J 

B303160139 

30-324 

J 

B303  170282 

30-400 

A 

8309170283 

30-4OO 

A 

B309  170239" 

30-400 

A 

8303  170283* 

30-400 

A 

8303170490 

30-400 

O 

B303170490 

3O-400 

D 

8303170497 

90-400 

0 

83031B0400 

30-4OO 

E 

B3031B0400 

30-400 

C 

8308200007 

90-261 

0 

B30  320  0329 

3O-4OO 

E 

BM3200329 

30-400 

C 

B3092003S4 

90-400 

G 

8309200384 

9O-400 

E 

8309200433 

9O-2&1 

P 

8309200442 

90-400 

E 

8309200445 

30-400 

E 

8303200330 

30-324 

8 

B303K00943H 

30-324 

B 

0303200397 

90-324 

F 

asoaaooo?? 

90-324 

F 

B3Q3200AOQ 

3O-B61 

K 

B309200635 

30-324 

F 

B30930Q639 

30-324 

F 

B30920QA30 

30-400 

D 

8303800630 

30-400 

0 

0303300676 

30-400 

K 

8303200*76 

50-400 

K 

8303200679* 

90-400 

K 

8309200679* 

90-400 

K 

5303230363 

9O-241 

P 

B309  230442 

30-400 

S 

8303240004 

30-324 

P 

8309240417 

30-400 

K 

8309240434 

90-324 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR' 

t 

830324O446 

30-4OO 

O 

83Q334O446 

90-4OO 

O 

830324O930 

30-4OO 

<J 

830S24O930 

30-400 

•e 

3305240531 

30-4OO 

o 

830324Q931 

30-400 

0 

5303390249 

30-261 

p 

3303290423 

90-361 

s 

8303230489 

PR 

8303330493* 

PR 

8303230494 

30-4OO 

E 

B30326Q023 

90-261 

P 

8309360334 

90-400 

E 

8303260320 

90-324 

P 

8309270008 

30-261 

P 

8303270023 

90-4OO 

E 

B303270236* 

90-324 

O 

8303270381* 

90-400 

O 

8303270281* 

90-400 

O 

B30327O383* 

90-400 

O 

B3092704B7* 

90-261 

Q 

8303270931 

90-324 

Q 

8303370388* 

30-324 

•0 

B30327O399* 

90-324 

0 

8303270399* 

90-324 

O 

8303370613* 

90-400 

O 

8303370617* 

90-324 

Q 

Cint«r    *OP  Low    In   the    Public     Inter-tit 

8303120235 

90-273 

G 

Cintnl    Data    Prooislngi     Inc 

S30316O313* 

30-247 

O 

8303160316* 

30-S47 

0 

Chackai   &  Honra 

830S10O237 

30-4B3 

G 

Ctiarlivalii    HI 

830326O180 

30-139 

O 

Ch.i-noM*    0, 

83Q3UO008* 
8303170733 

CONTRACT 
71—  S026 

ChrUta-MirlM 

8303040342* 

30-133 

C 

8303100390 

90-133 

O 

8303190366 

90-133 

Q 

83031  70371* 

90-133 

O 

830S17O373» 

90-199 

Q 

Chrlityr    W  .     Intarvinor 

8303180388 

30-462 

0 

Cincinnati   OBI    fc  Electric    Co 

8303030323 

90-338 

K 

8309030933* 

90-398 

K 

8303090486 

90-338 

E 

8303120342 

90-338 

S 

8303120410 

90-338 

a 

8303130439 

30-338 

8 

8303130432 

90-398 

s 

8303120446 

90-338 

S 

830S13O487 

90-398 

8 

830"3136lll 

30-336 

K 

83Q317O454* 

30-398 

Q 

8303170324 

90-398 

S 

8303170393* 

30-338 

A 

B3031B049S 

30-388 

F 

B309170168 

30-338 

A 

83DBI90190 

90-338 

A 

8303190223 

90-338 

B 

8303170373* 

90-398 

a 

B3031  70278 

30-398 

A 

8303170281* 

90-3  98 

A 

8303190314* 

90-338 

A 

B30320O936 

90-393 

8 

8303340012* 

90-398 

Q 

S30324O016* 

90-33B 

Q 

8309260237 

30-3  3B 

B 

8303260337* 

90-398 

A 

8303260333* 
B3O&Q4Q42I  # 

90-338 
M_*nn 

A 

Q 

Cltlitn*    A»iaci*t|on    Par   Boinitf    Enorgij 

8212300009 

-*ivu 
30-443 

0 

8303030422 

90-443 

D 

8303020422 

90-449 

0 

3303020430* 

30-443 

0 

8303020430* 

30-449 

a 

3303020437* 

90-449 

a 

B309040296 

90-449 

0 

8309040296 

90-445 

c 

8303040499 

30-443 

a 

B303D4O497 

90-443 

D 

8303D4O307 

90-449 

T 

8303040307 

30-443 

T 

8303040913 

30-449 

0 

8303040913 

30-449 

0 

8309040313* 

90-449 

T 

8303040313* 

90-443 

T 

8303040329 

90-443 

0 

562 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESS  I  ON 
NUMBER 

SUBJECT 
CATEOORY 

B305040929 

90-443 

e 

B30S04053S 

50-443 

T 

B30S04O53S 

50-443 

r 

B30S090443 

50-443 

o 

8309110137 

30-443 

o 

8303110137 

90-443 

& 

B3031  10197 

30-443 

T 

B30S110137 

90-449 

T 

B3031  10332 

30-443 

e 

8309110332 

90-443 

o 

93031  10347 

30-443 

e 

aaoat  10347 

30-443 

0 

8303110394 

30-443 

T 

B303110334 

30-443 

T 

B3031  10337 

30-443 

0 

6303110368 

30-449 

0 

0303110369 

30-443 

O 

8303110397 

30-443 

o 

8303110397 

30-443 

Q 

B303130066 

30-443 

O 

B3091  30066 

30-449 

Q 

8303130197 

30-443 

T 

8303130137 

30-443 

T 

8309130173 

90-443 

0 

8309130173 

30-443 

0 

8303170287 

30-443 

0 

8303170287 

30-443 

S 

B303170913 

30-443 

0 

B303I70S13 

30-443 

0 

B303  180272 

PR 

8303300504 

30-443 

0 

Cl«v»land    Electric    Illuminating    Co 

830329003? 

BO-44O 

A 

B30302030B 

30-44O 

5 

8309030300 

90-44O 

S 

B309040307 

30-440 

Q 

6303040307 

90-44O 

D 

8309040469 

90-44O 

S 

B305Q40463 

BO-44O 

8 

0303010406 

SO-440 

3 

B30S0404B6 

3O-44D 

3 

8303040496 

SO-44O 

a 

8303040496 

3O-440 

3 

0303040516* 

SO-440 

1 

B309040316* 

3O-440 

T 

6303090490* 

3O-440 

0 

8303090493* 

30-440 

0 

B303100013 

BO-440 

S 

B303100013 

3O-440 

3 

B303  100333 

30-440 

3 

B3*0~S  100333 

SO-440 

3 

B303  100394 

30-440 

3 

8303110300 

9O-440 

E 

B303130S36 

SO-440 

S 

B3091  30236 

SO-440 

S 

8309130248 

30-440 

3 

B3091  30248 

SO-440 

S 

8303170203 

3O-440 

0 

8303230106 

SO-440 

e 

B30S330143 

30-44O 

A 

B303330290 

30-44O 

A 

B30324091S 

30-44O 

0 

8309240313 

30-440 

0 

8305230381 

PR 

8303260267 

30-440 

E 

8305260267 

30-440 

e. 

Cl»v«lanif-Cl  i  F  f  B    Iron  Co 

8305160232 

40-B714 

83052603B3 

40-S714 

CnjLition    for    Baft    Pouir 

8303100263 

90-460 

o 

B303  170H72 

50-922 

o 

8303240347 

30-460 

a 

B3033  10003 

30-460 

o 

Colt    InduitrlBir    Inc. 

8303020133 

30-483 

8 

Columbia    River    Int»t—  Tr  i  b«J    Fl»h 

B303  170272 

90-322 

a 

Ccnmiillon 

Col  Ufflti  iJ    Univ 

B303110E36* 

CONTRACT 

B303  180047* 

30-247 

p 

Combustion  Engineering!     Inc 

B303020400 

50-470 

E 

B30B020406* 

30-470 

E 

8303090338 

50-470 

E 

B309090372* 

50-470 

E 

8303  1201  SO 

90-470 

e 

B309120124* 

50-470 

B 

8303  1  201  B3 

90-470 

E 

8303120232* 

90-336 

P 

8303130081 

30-470 

e 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

8309  170326 

3O-470 

A 

830S1709S7 

3O-339 

a 

8309200072 

TOPREP 

8309200968 

SO-47O 

E 

Commtrcti    Dept      of,    mtionil    Bunau    of 

8309040396 

MIGC 

Btindjrdt 

8303090131* 

CQHTRACT 

Commltttt   to   Bridge    th»   Oip 

0309170067* 

90-143 

fl 

B303  170329 

90-142 

« 

8309200*96 

30-143 

4 

8309200692 

90-143 

0 

Commanutilth   Ed  it  on  Co 

8304040268 

3O-237 

0 

8304270034 

3D-373 

P 

8304270034 

30-373 

P 

B3O90200B6 

SO-373 

B 

B303O20090* 

90-373 

e 

0309020106* 

30-10 

Q 

B3D3020107 

30-373 

a 

B303020114* 

30-373 

9 

B303020119* 

30-4  9  fc 

a 

B30S020142 

BO-SS4 

B 

8303020194* 

90-234 

B 

8309020203 

90-373 

B 

8309020S34* 

9O-4S6 

a 

B309D20236* 

90-373 

9 

8309020241 

BO-373 

8 

8309020246 

90-349 

B 

8309020291  » 

5O-373 

8 

8309020296* 

SO-349 

9 

8309020391 

SO-373 

a 

8303020333* 

80-373 

9 

B3O902049B 

3O-234 

p 

B309O2043B 

DO-aS4 

p 

B309020470 

SO-440 

0 

B309030084* 

SO-293 

F 

8309O300B4tt 

90-Z9S 

F 

B3O3030091* 

SO-293 

F 

B3O3030091* 

SO-B93 

F 

8309030114* 

SO-293 

F 

B30  903011  4* 

3O-393 

F 

B3O3030117* 

SO-  293 

F 

B309030I17* 

BO-H93 

F 

8309030161 

90-373 

P 

B3D3030270 

9O-«4 

a 

B303030274 

3O-322 

8 

B309030321 

9O-S94 

a 

B30S030333* 

3O-2S4 

9 

B309030440 

3O-3O4 

S 

eqpji03q446* 

BO-  304 

e 

8303040074* 

30-434 

F 

83090400BO* 

3O-434 

F 

B3O304DOBOD 

3O-434 

F 

B303040317 

9O-SV9 

P 

B309040369 

3O-373 

F 

B30S040371* 

30-373 

f) 

B309040446 

30-237 

P 

B309040446 

SO-H37 

P 

B30S040436* 

3O-B37 

P 

8309040496* 

3O-B37 

P 

8309040920 

SO  -837 

P 

8309040920 

3O-237 

P 

8309040924* 

SO-337 

P 

83O304D3S4* 

SO-H37 

P 

8303040991 

5O-337 

P 

8303040991 

5O-337 

t 

B303O40331 

5O-H37 

F 

B303040991 

SO-H37 

8309040931 

HO-S37 

8309040993* 

3O-337 

8303040999* 

9Q-3KJ7 

8309040993* 

3O-237 

8303040399* 

30-237 

f 

Q309040939* 

3O-237 

P 

B309090043 

3O-S34 

P 

B303030043 

so-as* 

P 

8303060184 

3O-454 

F 

8309060184 

3O-4S4 

F 

8303060390 

30-234 

S 

8303060371* 

30-234 

B 

S3Q906037B 

30-373 

B 

83O906O401* 

90-373 

B 

8309060416 

SQ-237 

a 

8309060422* 

30-237 

a 

B30B060443 

30-395 

a 

B303060444* 

30-279 

a 

CORPORATE  SOURCE  IMDEX 


AUTHOR                      ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

B3030604S6 

3O-B37 

S 

6303060492* 

30-237 

S 

B303Q60493 

30-373 

s 

8303O6Q309* 

3O-373 

S 

B303O60311 

30-237 

s 

8303O60517* 

30-237 

G 

8303060328 

30-293 

S 

8303Q60S44* 

30-393 

B 

B3Q3O60334* 

30-373 

a 

fl303O60394» 

3O-373 

Q 

B303Q60357* 

30-436 

0 

3303060363 

3O-249 

S 

B303O6O367 

3O-273 

s 

B3Q3060369* 

90-373 

Q 

B303  060371* 

9O-249 

S 

930806037H* 

SO-293 

a 

8305060  9B1 

30-249 

3 

3303040390 

30-237 

a 

B303  060374* 

30-849 

s 

S30SO60377» 

30-237 

s 

B303Q606Q3 

30-237 

B 

8305060611* 

30-837 

8 

B309060679* 

90-B93 

F 

8303060696* 

30-899 

F 

8303090231 

71-6346 

83091  0001  B 

50-374 

S 

8305100092 

SO-237 

Q 

B30310O190* 

30-10 

Q 

S303100237 

30-494 

A 

B30910O237 

30-494 

A 

B3Q310Q237 

50-494 

A 

9303100237 

30-494 

A 

B3031QO392 

50-374 

8 

8303  11  0082 

30-373 

P 

B30311GOBS 

50-373 

P 

8303110218 

30-434 

0 

8305110417 

30-373 

n 

fl3031  10432* 

30-373 

R 

B3051200I3 

30-293 

R 

8303120013 

30-293 

R 

B30312O016* 

90-293 

R 

83031  BOO  16* 

30-293 

Ft 

8309120279 

30-434 

0 

8309130001 

90-436 

A 

8303130001 

30-486 

A 

B30913Q03B 

30-237 

P 

B303130Q3B 

30-337 

P 

B30313OQ3B 

90-237 

P 

B3Q  01300  31 

90-494 

A 

B303  130031 

30-434 

A 

B303  130031 

90-484 

A 

8303130031 

90-434 

A 

8303130133* 

30-434 

0 

8303130144* 

30-373 

Q 

0303130133* 

30-373 

F 

0303  1301  83* 

30-373 

F 

B30313Q196 

90-304 

e 

8303130177 

90-B37 

R 

8303130802* 

30-237 

R 

B30S130209 

30-237 

P 

B30313O211* 

30-304 

S 

8303130212 

30-234 

9 

8303130280* 

30-H34 

S 

8303160089 

30-484 

E 

B3Q3  160039 

30-434 

E 

B303  160060 

30-494 

Q 

H303  160060 

30-404 

0 

B30317O134 

80-237 

B 

8303170140* 

30-237 

a 

8303  1701  S9 

30-237 

B 

8303170163* 

30-337 

S 

8308170167 

90-234 

a 

B3QSI70167 

90-B34 

Q 

03031701B4* 

30-234 

a 

03031701B4* 

30-234 

0 

B30317021B 

30-293 

p 

8308170218 

80-293 

p 

8309170897 

30-404 

Q 

B303170297 

30-484 

0 

B30917033U 

80-374 

a 

8309170372 

90-834 

R 

8303170372 

30-284 

R 

030317037-1 

90-373 

e 

83.03  1703761* 

30-834 

n 

B309  1  70376  » 

30-834 

R 

AUTHOR                                                           ACCESSION 

AFFILIATION                                                        NUMBER 

SUBJECT 
CATEODRY 

B3O3I7Q37B* 

30-373 

83031703B3 

30-373 

8303l703aB* 

30-373 

B303  170123* 

30-373 

8305170363 

50-434 

B30317OS63 

30-434 

6303180376 

30-337 

S303  180376 

3O-237 

B30318D376 

30-237 

e30318O37fi 

3O-237 

S3Q318Q3B3 

30-43* 

S3O31BO3B3 

30-434 

83031BO3970 

30-434 

8303160787 

70-2973 

8303190084. 

30-373 

8303190113* 

301-373 

B3O31903  S3* 

30-373 

B303200H93 

3O-237 

B3O3200307* 

30-237 

6305300331 

30-273 

9303300322* 

30-434 

8303200333* 

30-434 

S30320O340* 

30-434 

83033003400 

30-434 

8305SDO&31 

50-373 

B3Q52OO621 

50-373 

B3Q52OO621 

30-373 

B3032OO621 

30-373 

B3D920O62I 

50-373 

B3O33OO647* 

50-373 

B3O320D693* 

30-373 

8305300663* 

30-373 

B3O920O673* 

30-373 

83O320O6B1* 

50-373 

8303330300 

3O-1O 

9309230300 

30-10 

B3  09230  300 

30-10 

83O3S303B4 

30-373 

830323O5B4 

30-373 

B30324OOO7 

30-373 

B303340007 

30-373 

B30  9240039 

30-373 

B3O  3240073 

30-373 

B3O  5H401  10 

30-373 

B305Z4Q11Q 

3O-373 

830334O11L 

30-374 

8309S4OSO2 

30-237 

3303240207 

30-237 

8309S40214 

50-304 

830"32402"a? 

50-373 

8303240243 

30-237 

8303K4O243 

30-237 

830324O3OBH 

30-373 

8303S40300H 

30-373 

8303240311 

30-293 

9305340313* 

30-373 

B30S240313» 

30-373 

8303240317 

30-234 

B309240318 

30-373 

B3D3Z40331 

30-234 

B3OSZ40334 

30-373 

B309Z4O333 

30-237 

930324033? 

70-2?73 

B3O9240334 

50-373 

B303Z4O366 

30-249 

8303240331 

50-373 

8303240425 

30-373 

B30324O473 

30-279 

B3O9240473 

30-E73 

Q3O924O494 

50-237 

93O5240S-06 

50-293 

B303230O77 

30-293 

9309330077 

30-295 

9305230377 

30-237 

9303230377 

50-B37 

B309230377 

50-237 

B303Z&Q3B2* 

50-434 

93032602^6 

30-863 

B30  92602  B7 

30-436 

B3O  9360B  B7 

90-436 

9303260290 

50-237 

93O526O290 

50-237 

B30927O079 

30-436 

8309270O77 

30-496 

8305270193* 

9O-496 

564 


CORPORATE  SOURCE  INDEX 


AUTHOR 
AFFILIATION 

ACCESSION 
NUflBEH 

SUBJECT 
CATEGORY 

B303270I93 

30-373         8 

0305370337 

30-373         8 

B30S27O393 

30-237         0 

B30327O393 

30-237         0 

B3Q5270419 

30-837         P 

8303270419 

30-S37         P 

8303270419 

30-337         P 

83038704S9* 

30-484         0 

8303270439* 

30-434         O 

8303270499* 

30-434         O 

630S3  10037 

30-337         P 

83053  10093 

30-293         0 

B305310M7* 

30-237         0 

B3053IQI42 

30-334         3 

6303310149 

30-237         3 

8303310132 

30-265         B 

83033  101  SB 

30-237        B 

8303310160 

SO-3O4        S 

8303310165 

50-237        B 

8303310102 

30-237        B 

Computoch  Engineering  Services.     Inc 
Computer   Suttvmt   Support  Corp 

8303020433* 
8303180431* 
8303230393* 

30-206        P 
CONTRACT 
CONTRACT 

Connecticut    Van  lite  Atomic    Pouor    Co 

8304110606 

30-213        Q 

8303020399* 

=0-213        O 

B3030S0054 

30-213        P 

B30303QOS4 

30-213        P 

B309030D54 

90-Z13        P 

830303OI  13 

30-213         P 

8303Q6Q213 

30-213         F 

8309090404 

30-213        P 

830309O463 

30-213        P 

8305090463 

30-213        P 

830309044,3 

50-213        P 

8303100331 

5Q-S13        P 

B3Q91003B3 

30-513        P 

B3091  10069 

30-213        F 

8303I10071* 

80-2  1  3        F 

83031  10374» 

50-213        F 

8303160133 

30-213        P 

B30316O1B9* 

30-213        P 

B30S170Z13 

00-813        F 

B303I9O303 

30-213        Q 

B30320060S 

30-213        S 

S30930Q7O1* 

30-213        S 

BaoaasoA  it 

30-213        P 

8303330310 

50-213        P 

B303H30369* 

3Q-S13        0 

B3033702B4; 

30-213        Q 

Conn-ir   &  Hatterfiahn 

B303020441 

3O-332        O 

8303030363 

30-35-2        O 

8303060473 

30-352        « 

B303E40489 

50-332        8 

CoiiDver    &  AssuctatOr    Inc      Insurance 

B3031BD011 

70-16ZI 

Con»irvatlon    Council   of  North  Cam  Una 

8303060332 

50-400        8 

9305090473 

10-400        O 

C«n»oUd«t«d    EdUon  Co      of   N«u  York.     Inc 

8303020433 

50-347         O 

0303030373 

30-347         9 

aaoao303BO» 

30-247         a 

8303030400 

50-347        9 

8303030407* 

SO-347        9 

0303030434 

30-247        P 

8303030438* 

30-347        P 

3303030331 

30-247        0 

930=030331 

50-247        0 

830304.0342* 

30-3             F 

0303040247* 

3O-3             F 

B303040247* 

30-3               F 

B303040249* 

30-3              F 

8305040349* 

50-3             F 

0305040234* 

30-3             F 

630304  030S 

30-B47        0 

8303040303 

30-347         0 

9303060461 

3Q-B99        0 

9305090483 

30-247        T 

B303090423 

3O-B47        T 

8309100173 

30-B47        P 

8303100209 

30-B47        0 

8303  tl  0302 

30-3             R 

8303  limno 

30-3             H 

'0-3               R 

iO-3              R 

.0-3             R 

iD-3             R 

JD-3             R 

AUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEflMV 


03031 10310*  00-3  R 

8303110310*  30-3  R 

8303110393  90-847  9 

83031 10403*  50-247  9 

8303130018  30-247  P 


Con*um»rt   Pouitr   CD 


8303130023* 

80-247 

P 

830  3  130024* 

30-24? 

P 

8303130064 

30-847 

a 

8305130071 

50-247 

9 

S3031i002Q 

90-247 

3 

B30S1&0023* 

90-847 

3 

9303IA0073 

90-347 

3 

B3031A0079* 

80-847 

S 

B303240S27 

90-347 

» 

83032904B3 

90-847 

B 

830302007? 

90-839 

F 

8303020003* 

90-299 

F 

9303080138 

90-859 

S 

B3O3020149* 

90-259 

a 

8303020173 

90-2BS 

B 

B303020179* 

90-358 

B 

8303020202 

BO-  109 

p. 

3305020294 

50-139 

P 

B303Q2039S 

90-329 

E 

8303030111 

90-33? 

R 

830S030193 

90-239 

B 

B305030642 

90-339 

3 

B303040441 

5Q-329 

a 

8303040441 

90-3B9 

4 

8309Q40435 

50-413 

H 

8303040473 

30-259 

0. 

8308040309 

S  0-339 

9 

B303040309 

30-339 

9 

B3030603B8 

30-335 

3 

83030A0393* 

SO-SS3 

3 

S3030A0477 

30-23S 

S 

B3030604B3 

5O  -32V 

A 

B3030604B3 

80-337 

A 

83080A0493 

80-189 

9 

8303090058 

SO  -329 

R 

Q3O50900B2 

30-3S9 

R 

8303090060* 

80-33? 

K 

8303070060* 

3O-  32? 

It 

8303100076 

90-239 

n 

B3D51O0083* 

30-289 

A 

8303100170 

30-299 

P 

B303100280 

90-359 

a 

8303100264 

90-329 

4 

8305100Z4* 

30-32? 

« 

8303100279 

30-299 

P 

8303100397* 

30-255 

P 

8305100271* 

5O23J 

P 

8303100306 

SO-S59 

a 

8309100341 

30-329 

0 

8303100378 

30-295 

S 

83051003B4* 

80-299 

a 

83O31O0396 

30-239 

9 

8303100403* 

90-859 

a 

8305110305 

50-327 

£ 

8303110305 

30-32? 

e 

8305110396 

80-299 

R 

8303110402* 

90-299 

n 

8303120147 

30-299 

F 

8305120273 

90-327 

4 

8305120273 

30-327 

« 

8303130140 

90-295 

a 

8303130143* 

SO-S99 

a 

8309130182* 

50-327 

a 

83Q3130109 

50-J59 

& 

8303130KOB 

30-299 

a 

8303130214* 

SO-233 

a 

8303130315 

30-139 

a 

8303130223 

»0-235 

a 

8303130230* 

30-239 

a 

8309160090 

30-283 

p 

B30317O131 

80-329 

A 

Q309170131 

30-329 

A 

9309170283 

30-339 

B 

8305170283 

SO-339 

B 

8309170300" 

30-283 

O 

8308170373 

30-329 

R 

B30317O391 

30-329 

3 

83031  7O391 

30-329 

9 

8303170397 

30-329 

A 

8308170397 

SO  -339        A 

CORPORATE  SOURCE  INDEX 


565 


AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

B303  170404 
6305170409 
B30S1704O9 
B305170410 
9305170433 

30-193         F 
50-329         8 
30-329         S 
30-133         P 
30-329         A 

0301170422 
8305170440 
8303170440 
83031704&7 
830317Q4&7 

30-329         A 

30-327         3 
30-329         B 
30-329         A 
3O-329         A 

B3031704S9 
B3031704B9 
8303170339 
830317053? 
B30S1900&3 

SO-329         S 
30-329         S 
30-329         A 
30-329         A 
90-329         A 

B30319QO&3 
9303190174. 
B303  190280 
83091902B4* 
B3Q319029B 

SO-329         A 
30-199         P 
30-3=9         A 
30-329         A 
3O-329         0 

6305190298 
B3051903OO* 
B303190300* 
B3Q519Q317 
B30S20021B 

30-329         0 
30-329         Q 
30-329         Q 
30-193         Q 
PR 

B303300349 
B3032Q0349 
8303200367 
8303200610 
6305300460 

30-329         S 
30-329         B 
30-329         A 
30-139         0 
30-329         S 

B305S001>80 
6305230041 
8305230270 
8303240QOB* 
8303240QOB* 

30-329         8 
30-135         Q 
30-133         R 
30-329         Q 
30-329         Q 

8303340010 
03052400  1  1 
B303240043 
8303240137 
8303240137 

30-327         8 
30-239         B 
30-S39         0 
80-329        K. 
30-329         K 

B30  9240280 
8309240270 
B3Q9340322 
8303240333 
8309240333 

30-  1  99        J 
30-233         J 
30-329         » 
80-329         A 
90-329         A 

8309240371" 
B3Q9240410 
B309240427 
830,9240437 
6309240438 

90-B33         0 
90-E39        R 
90-329        A 
90-329         A 
30-195        0 

8305240491 
B30924Q491 
8309240309 
8303240309 
03032403&3* 

90-327        0 
90-329        0 
90-133        P 
30-133        P 
00-133        P 

8309260218 
8303260218 
8303260939 
8305260239 
8309260866* 

90-329        8 
90-329        B 
30-3B7        8 
90-329        8 
90-139        Q 

B3Q32603Q9 
B3O3260309 

H309260324 
0308360324 
0303370097 

30-330        B 
90-330        8 
90-329        fl 
30-327        E 
30-327        K 

0303270037 

03092700631" 
8309270063* 
B3Q3270O66* 
8303270847 

90-329        K 
30-329       K 
80-32?        K 
30-327        K 
90-329        0 

8309270  A  10* 
0309310160 
0309310190 
8309310190 
8303310197 

90-334        fl 
30-239        B 
80-329        A 
90-329        A 
00-295        8 

Continuum  Dgtumici,    Inc. 
Corntll  Univ. 
CortUnd.    HV 
Cotttr  Corp, 

B3Q33102Q2 
0309  130  104  « 
B3031  10476 
B303S40394 
B30B040319 

00-333        8 
90-B7J        P 
NUREO 
30-247        T 
HAHTE  MOT 

Cr**n,    Jne 
CIUTI«  Enirgv  Btrvlcti 

0309060383  « 

8305260396 
8009360360 
B303S7010S* 
0309030171 

HABTE  HOT 
WADTE  MOT 
HABTE   MOT 
CONTRACT 
90-341        A 

AUTHOR 
AFFILIATION 

ACCESSION 
NUHOGR 

SUBJECT 
CATEGORY1 

8303030178* 

30-341 

A 

8303030004 

30-341 

A 

8305090010" 

50-341 

A 

Da  Ireland    Pouer  Cooperative 

8305020146 

30-409 

S 

B3O302O17O* 

50-4O9 

S 

B303O20182* 

30-409 

S 

B30510002& 

50-409 

P 

0305110E9S 

50-409 

R 

8303  120066 

50-409 

P 

8305I301I2* 

50-4O9 

Q 

8303130B67* 

50-409 

Q 

B3O313O271* 

50-409 

Q 

8303160030 

50-4O9 

F 

330S  230027 

50-409 

d 

8305230398 

50-409 

F 

B305240327 

50-4O9 

O 

8305310169 

30-409 

F 

DavlEioni     M    T 

83O3  160332* 

30-367 

A 

OeKalb   Ar»*    Alliance    far    Heiponiible 

B305O30S08 

30-434 

T 

Entrgg 

B305O30Slfr» 

30-434 

T 

B3DB10O2Bi 

30-434 

Q 

B303  170369* 

90-434 

O 

8303170572* 

30-454 

G 

B305  1  7O572-B 

30-454 

0 

B305  1  7O37i» 

50-434 

0 

S303  170391* 

30-454 

O 

930S17O581* 

30-434 

0 

8303170388* 

30-434 

C 

B30317059O* 

50-454 

Q 

B3O317OS9O* 

50-434 

0 

8303170573* 

30-434 

0 

8303  1  7O593* 

30-434 

0 

DebivoiiB    &   Liberman 

S3O329Q3B? 

30-397 

C 

8303020473 

50-460 

e 

8303040939 

30-413 

O 

B305OS0007 

90-460 

O 

B303O5001B 

30-44S 

0 

B30B050019 

90-4iO 

O 

B30S060471 

50-50B 

O 

S30309O907 

50-449 

T 

8305090911 

50-413 

0 

8303100267 

30-449 

O 

83O310O267 

50-449 

O 

8303100270 

SO-445 

a 

8303  1  00270 

30-445 

0 

8305100287* 

90-413 

0 

S3031002B9* 

3O-413 

0 

8303100279 

90-449 

0 

H3oYi  00279 

30-443 

0 

83031002971 

30-413 

0 

B30S  100297* 

90-413 

O 

B303  100309* 

30-413 

0 

B3Q5100309* 

50-413 

0 

8305100331 

30-449 

0 

8303100321 

50-445 

0 

9305130360 

BO-443 

0 

B3OS17O316 

50-460 

0 

B3031Q0398 

PR 

B3051BQ449 

PR 

B30S240393 

FOIA 

0305340463 

30-460 

O 

830S2404B3 

50-413 

O 

3303250406 

PR 

Die  It  ion   Science  Consort  lumr     Ific 

830311052B 

NUREO 

D»l-Awar»    Unlimited,     Inc 

8305310013 

90-332 

O 

Dttrqit   Edlion  Co. 

8303O200BS 

90-341 

B 

8303020370 

90-341 

A 

83DE030367 

90-341 

G 

8303030476 

S  0-341 

B 

83050309B9 

80-341 

e 

9305030596 

50-341 

S 

8303O9048O 

50-341 

F 

8303100013 

50-341 

S 

B3031001IB 

30-341 

B 

B30S100119 

30-341 

A 

B30S100134 

30-341 

S 

8305100393* 

30-341 

Q 

B309  100399* 

30-341 

a 

8303170207 

50-34  1 

S 

8309170933 

30-34  1 

e 

8305170662 

70-2926 

8309230592 

30-341 

A 

Divtinc*    k  O'Mtara,    Ltd 

8309090289 

30-966 

A 

Dlic  Corn. 

830  9  0300  IB 

XPQRTLIC 
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AUTHOR                                                     ACCESSION 
AFFILIATION                                                  NUMBER 

SUBJECT 
CATEOOHY 

B3OS030036» 

XPORTLIC 

Doughertg.    J  B                                                                 S3031  30072 

50-322 

a 

B3031B0341 

PR 

Downers    Drove  Orthopedic   Astociateii               8305030^80 

PR 

Downer!  Drove.     IL 

Dulcc    Pouer    Co                                                                            83030200SO 

90-413 

E 

8303020326 

30-413 

A 

B3030S037S 

50-269 

P 

830S020375* 

30-269 

P 

B303D40229 

30-369 

8 

8309040329 

30-369 

S 

8305040340" 

90-369 

B 

3303040240* 

30-369 

3 

83Q3Q40246» 

30-369 

8 

830SD40260I* 

90-369 

8 

8303040273 

30-349 

8 

8309040373 

9O-369 

9 

830304044.9 

30-370 

P 

B309040538 

30-413 

O 

8303040964 

30-36? 

P 

8303040564 

30-269 

P 

8303040964 

30-369 

P 

8303040368* 

3O-269 

P 

BaOS04096B» 

9O-S49 

P 

8303040968" 

9O-26? 

P 

B30304091??* 

30-369 

F 

8303040606* 

30-369 

F 

8303030008 

90-413 

A 

8303090014* 

90-413 

A 

8303090133 

90-369 

F 

8305030133 

90-349 

F 

8305030153 

30-370 

B 

8303030234 

80-369 

S 

9303090834 

90-269 

S 

8305030263 

50-369 

p 

8303060234 

80-369 

p 

8303060392 

PR 

8309060403 

30-36? 

B 

8309060403 

30-369 

B 

83030404  13 

90-369 

P 

8305060413 

80-36? 

P 

830309043B 

30-SB7 

P 

830  90  90  4  AS 

80-113 

0 

B  30  90904  48 

BO-413 

Q 

8303090472 

80-369 

e 

8303070472 

30-34? 

B 

B30S100002 

30-369 

B 

8303100003* 

BO-349 

B 

B30S100&07 

80-36? 

P 

8305100148 

30-369 

O 

83051001  4B 

50-36? 

O 

8303100282 

90-413 

Q 

6305100382 

30-413 

O 

8303100289* 

30-413 

O 

83031002B9» 

30-413 

O 

8303100297* 

30-413 

& 

8305100297* 

30-413 

Q 

8309100305* 

50-413 

a 

8303100303* 

30-413 

O 

B30S  100337 

90-369 

8 

8303100342 

90-413 

Q 

8303100342 

50-413 

0 

8303100347 

90-349 

P 

8309100366 

30-34? 

S 

8303100393 

50-36? 

p 

B3031003B3 

90-369 

p 

8303100390* 

90-369 

p 

B303100390» 

30-34? 

p 

8309100413 

90-413 

O 

8303100419 

90-413 

O 

B3031IOQ89 

30-36? 

B 

8303110281 

30-34? 

8 

8303110283* 

30-34? 

8 

83Q31IQ3S3 

90-870 

S 

B303UO333" 

90-870 

S 

8303130023 

30-26? 

P 

830313O13B 

30-36? 

S 

8303130192 

50-36? 

f 

8305130192 

30-349 

F 

B30916O289» 

90-369 

F 

830916D2S6» 

30-36? 

F 

83051  602?3* 

30-413 

F 

8309  170259 

50-370 

3 

B309170269* 

30-370 

S 

830SI7Q277 

30-349 

P 

AUTHOR                   ACCESS  ION 
AFFILIATION                     NUMBER 

SUBJECT 
CATEGORY 

8303170292 

SO-413 

S 

8309170276 

3O-4  1  3 

f 

9303170324 

80-26? 

a 

83031  7033B* 

30-249 

8 

830S17O333 

50-349 

a 

B30317033S1 

30-369 

a 

9303170433 

3O-26? 

H 

8303170439 

30-26? 

R 

8303170435 

30-269 

n 

830317O46O* 

so-»6? 

R 

B303170460* 

so-269 

R 

9303170460* 

30-269 

ft 

B30317O307 

SO-349 

3 

8303170336 

SO-  369 

Fl 

8303170936 

30-34,9 

n 

8309170940. 

3O-369 

R 

B30S  170340. 

30-369 

B 

9303170361 

SO  -269 

& 

8303170366* 

50-247 

e 

830519002O 

BO-  370 

f 

B30319003S 

30-370 

E 

B303EQO401 

80-413 

E 

8309200401 

30-413 

£ 

83OS2Q0438 

30-369 

P 

830  32004401 

30-369 

P 

8303200440* 

SO-34? 

P 

B3092QQ47& 

30-413 

E 

B30820047A 

50-4J3 

E 

8303200344 

80-2*9 

Q 

8305240239* 

8O-2S7 

P 

B30B240483 

30-413 

0 

8303240488 

80-413 

0 

8303290379 

BO-36? 

F 

B309280BB1 

80-3A? 

P 

B3Q32S02B1 

80-36? 

P 

8303290283 

50-413 

3 

8309230287 

30-34? 

P 

8308230287 

80-34? 

P 

8303230290 

9O-370 

f 

8303290404 

80-3*9 

a 

8305230439 

00-370 

a 

B30325044B 

BO-349 

P 

830325044-? 

SO-414: 

a 

B30323Q471? 

30-24? 

p 

8308230479 

30-24? 

p 

B309290479 

30-269 

p 

83032S0491) 

50-370 

a 

83032S0307 

30-370 

s 

83.0,8230923 

30-370 

e 

8309290347 

80-369 

B 

8309290349 

30-3t? 

B 

8303250334 

30-34,9 

B 

8303230996 

80-26? 

a 

B3092B0996 

30-269 

a 

B303260261 

80-269 

•j 

B3D326026  1 

30-269 

j 

8303260261 

30-269 

o 

8303260361 

BO-  269 

j 

830924,0261 

80-269 

j 

8309270009 

30-413 

A 

830327006,9 

BO-413 

& 

8303270299 

80-369 

P 

830387027?* 

30-S69 

P 

B309270294* 

30-249 

P 

B309270366* 

BO-369 

a 

B3O33  10023 

BO-4.13 

e 

&3033  10023 

80-413 

a 

8303310039 

80-413 

0 

8303310039 

3O-413 

« 

8303310082 

80-349 

B 

B3093100B1 

80-349 

0 

8303310081 

90-B49 

a 

B3033  10081 

80-24? 

a 

8303310200 

80-413 

E 

8303310200 

50-413 

E 

KtUiini  Llflht  Co                        8303020389 

90-334 

P 

8303020426 

SO-412 

F 

6303030311 

30-334 

S 

8309030316* 

30-334, 

B 

8309030393 

30-334 

H 

8303030993* 

80-334 

R 

6303060261 

30-33* 

R 

8303060269* 

30-334 

R 

8303060604 

80-334 

P 

B30B060609* 

80-334 

P 
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AUTHOR 
AFFILIATION 

ACCESS  \  DN 
NUHDER 

SUBJECT 
CATEODHV 

830906061  4* 

50-334        P 

8303100101 

90-412        3 

B303100S68 

90-334        O 

Q303100337 

50-334        P 

8303110B93 

90-412        3 

B303H0343 

50-334         B 

B303U0333H 

90-334         S 

B303U036O 

30-334         P 

8309110424 

30-334         R 

8303120402 

50-334         B 

D303120411* 

30-334         B 

0303160038 

30-334         S 

83031&OQ64* 

30-334         Q 

B3031B0236 

90-412         F 

Q3031B0239* 

30-412         F 

B3031B02B3 

30-412         K 

6303190207" 

30-412         K 

83031  B0339 

30-412         K 

B303180969* 

30-412         K 

B309180376* 

30-412         C 

P3Q31B09O3* 

30-412         K 

93051B0392* 

50-412         K 

S3031B099B* 

50-412         K 

830S1B06O6* 

30-418         K 

Q3031B0613* 

30-412         K 

9309180623* 

30-412       V. 

B309  180634* 

30-412        K 

B3Q31B0641* 

BO-412        K 

B3031BQ6SO* 

90-412        K 

Q3031B0633* 

90-412        K 

B3Q9  180661* 

30-412        K 

0309100666* 

30-413        K 

03031B0673* 

30-412        K 

03031B06BHI 

90-412        H 

03031B06B3" 

30-412        K 

H3D31BD6C?3* 

30-412        K 

030  91  80693  » 

BO-412        K 

H303  1U0697* 

90-418        K 

83031  80709* 

90-412        K 

8303  180708* 

30-412        K 

Q309100713" 

50-413        K 

D3091007BO* 

90-418        K 

8309100720* 

30-41S1        H 

8303100708" 

90-41  a        H 

S309100/40* 

90-41H        H 

H3031Q074A* 

90-418       K 

ei3091U0749» 

30-418        K 

0309180799* 

30-41S        K 

H3_091BQ760» 

30-412        K 
90-418       K 

03091  BQIM* 

30-412        K 

03091  B07A9H 

30-412        K 

H3091901S9 

30-334        8 

0303190309* 

SO-334        fl 

0303200429 

30-412        B 

n309K00439" 

30-334        0 

83092303B7 

30-334        P 

0303230S20 

90-334        8 

fl303Z303'27<l 

30-334        9 

0308240240 

30-412        K 

0^09240401 

30-334        P 

8309240404 

30-334        Q 

0309290190* 

30-412        Q 

[1309280916 

SO-334        P 

30-334        I' 

0309270  I  TO* 

30-334        P 

8303H706:6B» 

BO-*  ia     a 

fDtt  Huclejf     Inc. 

D309030364* 
B304220297* 

30-298        P 
50-321        P 

B3030304.74» 

30-403        0 

0303U0467 

NUREO 

03031  10482 

NUREO 

0305(10318 

Nuneo 

83,0911033:1 

NUREO 

ENBA,    Inc 

B309060347 

NUREO 

B303240015 

NUREO 

Eisan  Diving   t  Marine   ctmtricttir*!     Inc 
Gbiico  Sirvlcio    Inc      dub*      of   Enured 

B309IB01.66* 
0309060440* 

30-393        Q 
30-286        P 

Carp.  } 

Ecologies!   An«Hj»tt!     Inc 
Ettli/ftn,   W 

B304H0319* 

t)3080404B3 

9D-380       R 
90-400       0 

8.a03UQl4B 

SO-400       0 

0303110143 

90-400        0 

eaosiioaas 

80-400        0 

B309UOE23 

30-400        0 

AUTHOR 
AFFILIATION 

ACCESSION              SUBJECT 
NUMBER                    CATEGORY 

B3031  10361             SO-40O         0 

830S1103&1             SO-400         0 

B30511O366            90-100         0 

8303110366            50-100         8 

B3031303B8           50-100        0 

830M7032B            50-40O         0 

Edelstain   &  Payne 

S30S2  40300            50-100         0 
93052403OO            90-flOO         Q 

3303210307            30-400         0 

33OS2403O7            SO-4OD        Q 

Ediinn  Electric    ln»tltute 

9305190333          PR 
B30I3250420           PR 

Eloctrlc    Power    fUsearcn     Imttttite 
Energg   Consul  tanti.     tnc 

93051  101'916            NUREO 
B30S2SD394*         30-493        G 
B303330496"         30-4B3        0 

B305230S1  1»         50-493         0 

B3052S03B9«         30-483         0 

Energy    Fuels  Nuclear,     tnc 

830S02O491            40-8  6Bt 
B3O5020494*         40-&68I 

Enersu    Incorporated 

9303310OSO*         30-333        P 

B309200637»         50-373         P 

9303200691*         3O-373        P 

Energy  >    Dipt      af 

83O3210390            30-537         0 
B3Q5020D3&           71-9310 

B3050306BB            50-2O1         P 

830,3060524            30-537         E 

B3Q3O^Q379*         5Q-445         Q 

B3QS11O13B           WASTE   MQT 

8309110142          HASTE  tlQT 

S303  i  i  aaac        3d-  537      o 

8303110136           30-337         0 

3309110149          50-337        0 

B30S  1  1  0447*         30-337         0 

9305130210           71-6639 

B309IBQ670           71-6273 

B3Q31SQ67A*         71-6272 

B3Q318Q684           71-9130 

e3OSi?Q33'7           30-337         C 

8309B0063-6           30-337         0 

3309200648*         50-337         0 

B30&230090          71-S4W 

930&340064            71-6353 

8309210479           BO-S-37         0 

B30S210490          50-S37        0 

83OSS40303          30-337        0 

8309260003           71-35S2 

e3<J93IQOO3*         30-337        A 

830931Q1SB          50-337        0 

Energg-    Dipt      of-    Clinch    River   DreeUer 

a  aqjy  7O449        ao-337      ft 

Reactor   Plant 

B309200131?           50-337         B 

B309200463*        90-33?        B 

8303230113           30-337        A 

B30S330SBS          30-337       A 

93092  3021?  2*        30-337        A 

Energg,     Dapt      of.     Idaho    Operations   Qfc 

8309330013-          30-201        P 

B305240614            30-201         P 

Eplur,    EC 
European   Communl  t  U«    Commlninn    of 

9309090233*        30-372       5 
8303020005          XPOF1TUIC 
B309020076          XPORTUC 

E»«e«r,    Nit 

B305oao4aa       30-143      o 

83050304  82          50-443        0 

83O90?O49ti«        30-443       0 

83030a04B6»         30-443         0 

B30S030719           40-8064 

EtjioTi  Corp 

B309260113          40-B064 

E«*on  Nuclear    Co    ,    Inc       (subt      of    Emon 

B30303029S          TOP  REP 

Corp    t 

BSOSO'JQOIQ           XPOSTLIC 

B309100179           70-l?»7 

8309100184          70-1897 

B3O31703B4          XPORTUlC 

930SI7Q616          XFDRTtIC 

B305170621*        XPORTLlC 

B3091B0067          XpORTt-IC 

9309130073*        XPORTUC 

B3051B0642          70-1397 

93091BOA48*       70-1397 

B30S1BOB33          XPQRTLIC 

B30W1.Q3IO          TOPREP 

8303360019          XPOftTUC 

B3052&0064          KPORTLIC 

FOl   Service*                                                     ,     , 
F«rt«tt*l    Metal*    liuii*      of    Fanitsel,  Inc 

,  1      B305I60004          40-73HO 
8309160238          10-7300 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBEH 

SUBJECT 
CATEOaR', 

t 

B303160261* 

40-738O 

Fsdsral    American   Partners 
Federal    Emergency   Manajement    Agency- 

S3-OS020419 
S3O3060306 

40-4492 

30-247 
50-247 

O 
Q 

8305060629* 

50-247 

Q 

B3  05090  392* 

30-443 

0 

B3051OO122 

30-295 

f 

B3Q310OIS6* 

30-293 

F 

B305100131* 

90-395 

F 

8305100136* 

30-293 

F 

B303L00143 

30-289 

F 

8303120426* 

3O-309 

F 

B305120427* 

30-309 

F 

B30  32004  63* 

30-313 

F 

830523O474 

COMMISSION 

8303230479* 

COMMISSION 

B30323O67Q 

50-3 

F 

8309310049 

30-247 

F 

Ferguson.     lie 
Finland 

B3O32O0637* 
B30  92400  13 

30-373 

NUREU 

P 

chaker.     D      S 

8309060431 

30-875 

O 

8305090439 

30-279 

O 

3303200273* 

3O-273 

P 

Florida   Power  &   Light    Co 

8303020084 
B303Q2O169 

30-333 
50-33  S 

Q 

P 

8305Q20345 

50-333 

P 

93O5O3OS19 

iO-335 

P 

8303O3016S 

30-291 

R 

B303030173" 

30-231 

R 

B303030340* 

SO-3B9 

F 

8305030244* 

3O-3B9 

F 

8303030304 

30-389 

S 

B30303034O 

50-333 

G 

B303030341 

30-333 

R 

B  305030341 

3O-335 

R 

8303030398 

50-230 

Q 

8303030392 

30-230 

0 

8303030461 

PR 

8303030604 

30-389 

B 

6305010363 

3O-333 

F 

B30504O966* 

50-333 

F 

B30505O127 

30-333 

S 

83030301  SB* 

30-333 

S 

83O309O432 

30-230 

P 

8303090476 

30-333 

P 

8305100001 

50-230 

Q 

8303100080 

30-389 

S 

B3051QQ1Q3 

30-339 

P 

B303100169 

SO-  230 

P 

B3  03  100  183 

30-333 

J 

8303100227 

50-389 

B 

8305100236 

5O-333 

P 

8303100331 

30-251 

S 

B30310O233* 

30-251 

3 

B30  3  100269 

30-399 

8 

83O&1  10487 

50-250 

B 

83O3tlO476* 

30-230 

B 

B303130DO8 

90-230 

F 

8303130118 

30-3S9 

P 

8309130121 

30-333 

P 

B30916001O 

30-231 

P 

8303160282* 

&0-3B9 

F 

8309160284* 

30-38? 

F 

8303I7O191 

30-389 

S 

B305170I97* 

30-389 

B 

8303170244 

80-333 

8 

8303170230* 

30-333 

B 

B30317O31O 

90-3ST 

B 

B30317033A 

•30-3S9 

F 

8305  170463 

30-333 

P 

630317032O 

30-250 

P 

B30S170320 

90-230 

P 

&305170323-* 

30-290 

P 

8303170323* 

30-230 

P 

8305170346 

3O-230 

F 

B3  09200  1B1 

30-309 

S 

B309200346 

90-333 

F 

8305200346 

50-339 

F 

8309200489 

50-335 

F 

0303230016 

71-3937 

83  03230  332 

90-335 

P 

8303240372 

30-333 

P 

8303230272 

30-333 

P 

8303230302 

50-333 

8 

8303250375 

90-333 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATECQSV 

B3O3290397 
3305250413 
8309830416 
8303230435 
8303200462 

3O-33J        P 
PB 
3Q-3S9        3 
3O-3Q9       f 
3O-331       P 

8305350472 
8303250472 
8303850401 
8303230404* 
B3032SO491* 

3O-8W       P 
9O-BW       P 
3O-333       P 
3O-333       P 

so-aso     P 

8309230319 
8303230919 

8303270104 
8303S70129 

B30327OI29 

ao-ajo     P 

SO-SM        P 
30-3S9       P 
3O-389        P 
3O-39O       Q 

B3O327O1  93 
B303270168 
0303270  1  70 
8303270231 
8303270360* 

so-am      P 

30-335       P 
SO-339       P 
3O-3S?       P 
3O-3B7       0 

Florida  Pooler  Corp 

8303270320* 
8303270372* 
8303310034 
8303310  194 
8303030036 

3O-3B9        a 
5O-33J        9 

30-230       P 
3O-3B9       P 

SO-302        P 

8309030030 

B303030016 
B305090O23* 
8309090462 
83031  002  7B» 

30-302        P 
3O-3&2        S 
30-303        S 
SO-30S        P 
3a-3fl9        S 

S3031  10380 
83031  10390* 
8303130002 
8303  1300  12 
8309130043 

9O-302        S 

3Q-3Q3        B 
90-302        P 
3O-302        P 
3O-3O2        R 

8305130047* 
8309130067 
8303130179 
S305  130188* 
8305  170399 

3O-302        R 
90-303        P 
3d  -302        B 
30  -302        9 
SO-3O2        3 

8303170402* 
8305190344 

B30920037B 
8303230373 
8303240399 

30-302        S 
50-302        P 
3O-302        P 
3O-3O2        P 
3O-3OH        P 

B30927Q072 
8303270293* 
8309870258* 
Bgp32?0299 
B30~3270312» 

BO-3O2        P 
SO-302        0 

so-aoa     <i 

3O-3O2         fl 

30-a'o?     o 

Frutur*  Proof   D*ilgn  Corp 

8303270318* 
8303S703Q3* 
8303030412* 
B303OA04O7* 
B3050i0417* 

30-302        Q 
50-302        Q 
3O-EB6        F 
3O-286        P 
9O-B*b        P 

Franklin    Inttitute/FranH  in   Ruaarch 
Cintir 

8303200412* 
B206300177* 

B20BQ60249* 
8209210332* 
8304070286* 

3Q-HQ6        P 
30-309        P 

3O-33S        P 
SO-33A        F 
3O-3A9        f 

83031  1034  S* 
8303170106* 
83031<?032  2* 
B30920072O* 

9303330284* 

CONTftACT 
3O-S72        0 
SO-3B7        8 
9O-338        P 
3O-S13        P 

Friindi    of    thi   Earth 

8303310241* 

8303(60024 
B305  160024 

0303160028* 
8303160028* 

9Q-2SS        P 
80-S47        S 
9O-H4.7        » 
3O-S47        fi 
3O-B47        g 

Fulton.  MO 

Futur*  Coitlngii     Inc. 
Futurt  Rttouree*   Anoclatati     Inc. 

B303290304* 
8303230394* 
8303230336* 
8303180183 
93031B0393 

3O-483         0 
3O-4B3        0 
5O-4S3        D 
4O-B033 
PR 

OA  Technologist!     Inc.  /fianlral    Atomic    Co 
OnconiJt   County-    Mo 

8303020433 
B305&40MS 
8303O60A90 
8309180B39* 
63032  30363* 

30-33B        A 
SPORTL1C 
XP-ORTLIC 
KPORTLIC 
3O-4S3        0 

Qiniral   Electric    Co. 

8309230373" 
8303240338 
B303O20030 
8303020339 

30-483        O 
90-447        A 
70-1007 
30-447        E 

CORPORATE  SOURCE  INDEX 
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AUTHOR                                                        ACCESSION 
AFFILIATION                                                    NUMBER 

SUBJECT 
CATEGORY 

830S020363» 

OA999 

B3030E03A  ff 

QA999 

8309030320 

70-734 

8303030103 

30-447         A 

8303O4O433 

TOPREP 

B303040438 

TOPREP 

B30304044ii» 

TOPREP 

8303040939 

XPOBTL1C 

830304O361* 

XPORTLIC 

83O304OS67* 

XPQRTL1C 

B3O303Olia 

70-1113 

8303030426 

NUREO 

83Q3060Q76» 

30-331         P 

B309060160* 

FOIA 

8303060  1  7  1  » 

FOIA 

B30309O4B3 

TQPREP 

8303090493* 

TOPREP 

B3O309O497" 

TOPREP 

0303100293 

90-447         E 

6303100370* 

30-3B9         P 

83031  1O19A 

NUREQ 

B303  170378 

XPORTLEC 

9303170693* 

CONTRACT 

8303180617 

XPORTLIC 

B3031BO713 

XPORTLIC 

8305300157 

30-447        A 

B303200392 

TOPREP 

8309240034 

70-1301 

8303260037 

90-447         E 

B3Q33b.Oa43* 

30-447        E 

8309260073 

XPORTLIC 

83032603B3* 

30-324        P 

8303270379* 

30-333         P 

8303310J15* 

70-1113 

O.n.r.l  Ph«.ic.  Corp                                                83031  1O491 

NUREO 

0«fl«T«l    Public    Utilttlii    -   OPU   Bsrvlce            B303020210 

30-289        R 

C<JPP                                                                                                      8309020232* 

30-B89        Q 

aaosoaoata 

30-819        P 

B30302O46S* 

30-219        I 

8309030079 

90-289        S 

8303030  1  OS 

30-2B9        B 

B303030112* 

30-289         8 

830B0301K7" 

90-389        B 

830903O363 

30-219        F 

B30303O436 

30-289         6 

8303030441 

90-21?        8 

8303030447* 

90-219       a 

8303030462 

30-320       R 

B3Q3Q30470* 

30-320       S 

830903O47Q* 

30-320)        R 

Q30303O4B4* 

90-320        R 

B30303O327 

30-320         8 

B303030S33* 

30-320       B 

B30303O69B* 

30-289        F 

830304O9BO* 

30-32O        F 

B30309DO22 

90-317        F 

B30903O3O4* 

30-299        F 

8303090307* 

30-289        F 

83030  9O3B1* 

30-320        F 

830306  OQB2 

30-320        F 

83030403114 

30-28?        P 

B3090&O433 

30-S8V        R 

S3030i>043a 

90-289        R 

8303060460* 

90-289        R 

83090  6O46  4ft 

30-289        R 

83090-&Q44? 

30-287        R 

8303060649 

90-289        R 

B309070331 

ao'SQt      P 

B3090?0433 

30-289        P 

9303  It  02  Bi 

30-289        9 

8303U02B7* 

90-289        8 

B3031  10321 

30-320       8 

B3031  10326* 

30-32O        8 

93031(0333 

30-289        9 

83031  10342* 

90-287        8 

8309110346 

30-289        S 

8303110391* 

90-299        9 

8303110370 

90-320        8 

8303110374 

30-219        P 

83031  1037B* 

30-380        3 

B30S12O013 

90-320        H 

83031SO039 

50-289        P 

B3091SOD64* 

30-289       P 

B303iaOO*4» 

90-289       P 

flUTHOR 
AFFILIATION 


ACCESSION 
NUMBER 


SUBJECT 
CATEGORY 


Oiorgi  M'*hlngton  Unlv 
0»orfli*   Poutr    Co, 


8303120063* 

8305120313 

B3031E0317- 

8303120323* 

8303120326* 

B309120333-* 
B3031E033B* 
9303120341" 
8303120390" 
B3O 3 120337* 

9303-130063 

B30313007Q* 

B303130074* 

8305130160 

8303160023* 

B305170433 
B30317044B 
B30317033B 
83031901  SB 
8303190240 

B303190E47* 

8303200173 

8303200179* 

B3032003QO 

8305200302 

B309200347 

B3032O09S1+ 

B30S200363 

B309230037 

8303330402 

8303230436 

B303230437* 

B30324034B 

8303240936 

8303240336 

8303240336 

B30S290203* 

B309230295 

8303230263* 

B303E30269 

8303230271.'' 
B30 929038 3 
B30 926008 3 
8303360094 
8303B700B2 

B303270203 

B3Q33100O1 

8309310004* 

8303310007* 

830~331001O» 

8303310014* 
B309310019" 
9305310034* 
8309310030* 
8309310036* 

B3Q33 10041* 
8309310047* 
B30S3 10036* 
B30931009B 
B309310Q61* 

8303310066" 
B309310072* 
B303310078* 
83093 100BO" 
B30S3100B7* 

83093100T1* 
B3033 10074* 
B3033101OU 
83033101Q3* 
B303310107* 

830331 01 14» 
83033101  IB 
83093101  96 
8303310203 
8309040533* 

B3 03030261 
83090302&1 
8303030241 
8303030634 
G30S030631 

8303030663* 
8303030663* 
83090306B7* 
B30303069O* 
8309040634* 


30-289 
30-320 
30-320 
50-3SO 
50-320 


30-320  T 

30-3EO  T 

30-320  T 

30-320  T 

30-320  T 


30-289 
90-287 
30-289 
90-287 
30-21? 

30-330 
30-320 
90-219 
90-289 
30-289 

30-289 
90-289 
30-289 
30-219 
90-289 

30-369 
9O-2B9 
30-320 
BO-K17 
30-219 

90-219 
30-219 
90-320 
30-219 
30-219 

90-219 
30-2B9 
30-3HO 
90-320 
30-289 

90-289 
30-320 
BO-BB9 
90-E89 
90-219 

90-289 
30-320 
90-320 
30-320 
50-330 

30-320 
90-3BO 

50-320 
90-320 
90-320 

BO -320 
90-320 
30-320 
90-320 
30-320 

9D-3BO 
30-3EO 
30-320 
90-320 
SO-320 

5O-320 
30-320 
30-320 
30-320 
30-320 


BO-320  S 
30-3EO  P 
30-320  P 
3O-2B9  P 
CONTRACT 


30-381 

9O-321 
30-321 
00-321 
90-321 

30-321 
90-321 
90-321 
30-321 

3O-321 


570 
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AUTHOR                                                      ACCESSION 
AFFILIATION                                                  NUMBER 

SUBJECT 
CATEGORY 

8303Q40659* 

30-321 

F 

S309030O30 

30-321 

S 

8303050040* 

30-331 

s 

8303050093 

30-321 

5 

3303030036 

30-424 

A 

8303030097* 

30-321 

S 

8309060031 

30-321 

P 

8309060234 

PR 

8303060306 

30-321 

P 

9309060306 

30-321 

P 

8309060469 

30-321 

F 

830906046? 

30-321 

F 

83031001A1 

30-424 

3 

83031102*7 

30-321 

5 

8303110270 

30-32  t 

3 

8309110272* 

30-321 

S 

830911O273* 

30-321 

9 

8309110287 

30-321 

3 

G30911O293* 

50-321 

a 

83031  1O364 

30-321 

s 

8303110364 

30-321 

9 

8303110373 

SO-366 

S 

830311O3S9* 

30-3&& 

S 

830311O404 

30-321 

3 

83031  1O4  10 

30-366 

S 

B309110413" 

30-321 

B 

8303110417* 

30-3  6  6 

S 

93031  10429 

30-366 

S 

B3031  10431 

30-32  1 

S 

B303I1O434« 

50-321 

3 

83091  1O436* 

30-366 

S 

8309130233 

30-366 

8 

830313O242* 

SO-366 

S 

3305160144 

30-321 

Q 

8309160144 

30-331 

O 

8303160139 

30-3AA 

P 

B30517017B 

50-32  1 

e 

B30S  170234 

90-32  1 

B 

6305170262* 

90-321 

B 

B303  170276 

3  0-366 

B 

B3Q3170SB4* 

30-366 

e 

B3031703B9 

30-366 

s 

B30317O394* 

80-366 

E 

B30317Q134 

30-321 

S 

B30317043B* 

30-33  1 

B 

8309170442 

30-321 

5 

8303170443* 

30-321 

B 

83091704B1 

30-36* 

8 

83,031  704.99* 

30-366 

S 

B30~3170SQ2 

30-366 

a 

S30917Q306* 

30-366 

B 

830318-0279 

30-321 

R 

8309180279 

30-321 

n 

83091BO2S4* 

30-321 

R 

830318G2B4* 

SQ-321 

R 

6303200433 

30-321 

P 

B30320O4S3 

30-381 

P 

B30323Q463 

SO  -344 

a 

B30323Q46B* 

30-366 

s 

0305230436 

30-366 

s 

B30323O-tVO» 

30-366 

B 

8303S3O493 

30-366 

8 

8303230*95* 

30-366 

B 

B30923O96B 

30-321 

B 

8309330377* 

30-331 

8 

B309240230 

30-346 

P 

B309290452 

30-424 

B 

8301230330 

30-321 

F 

8309230330 

30-321 

F 

B30326029B 

30-366 

P 

B309270123 

30-366 

S 

B309S7O1SB 

30-321 

Q 

8309270  1  88 

30-331 

Q 

8309270334 

30-321 

B 

8303270336* 

30-321 

a 

83Q327O30B* 

30-366 

a 

8303310073 

30-366 

Q 

B30331O094* 

30-366 

0 

8303310093* 

30-366 

a 

B3093101Z4 

30-366 

s 

83093101.66 

50-321 

s 

8309310IBO 

30-321 

3 

830531  OSQ6 
Be  o  technical   Engineer*'     Ine                                   8303060334* 
Oitbij   Oil    Co    (PetrotomicaJ                                     8303020439 

30-366 
30-329 
40-6659 

9 
A 

AUTHOR 
AFFILIATION 

ACCEBSIOM 
NUMBER 

SUBJECT 
CATEOOHK 

Gllbert/Commoniuealth    Coi 

830S020443* 
83030602771 

40-6639 
3O-344 

P 

8309110313 

SO-399 

g 

B3091103S2 

30-393 

a 

8303120333* 

BO-320 

i 

Colder    Anoctatei 
Good   Samaritan  Hoip      Douner*   Grove,  IL 

8303190201* 
8303090404* 
8303190436 

SO-  193 
CONTRACT 
PR 

f 

Government  Accountability    Project 

8309170097* 

3O-329 

a 

83031701Z4* 

3O-373 

a 

B303190316 

3O-3B9 

e 

8303190272* 

90-373 

a 

B303190304* 

3O-373 

a 

8303260166 

90-399 

e 

Greater  Neu  York    Council    on  Energy 

8303230223 

3O-247 

a 

GuiH,     Ft 

8303060292 

9O-413 

9 

Gulf  Nuclear.     Inc 

8303240031 

71-9163 

Gulf  Statei   Utilities   Co 

830303043S 

3O-49B 

S 

8303060433 

3Q-49B 

a 

8303060479 

30-4BB 

a 

8303100198 

50-480 

A 

8303100198 

9O-433 

A 

8303120321 

BO-439 

a 

8303120343 

30-439 

o 

8303120367 

90-493 

a 

8303120409 

30-49B 

9 

8303120413 

90-4SB 

a 

8305120424 

90-499 

3 

8303170281 

30-499 

a 

93031703B3 

SO-4M 

a 

B303170468 

90-493 

K 

B303170468 

30-4J9 

K 

8303170473* 

9O-439 

K 

8309170479 

30-4  SB 

s 

8303200131 

90-4B-9 

a 

8303200264 

9O-433 

B 

8303300390 

9O-43S 

B 

8303230009* 

90-438- 

F 

8309230439 

90-490 

a 

8303330462 

9D-49B 

a 

B30324046B 

9O-49a 

a 

8305260263 

90-498 

a 

B309260299 

3O-49S 

a 

8309260318 

50-4  SB 

a 

8303310042 

SO-43B 

B 

HUM  Auoclatec,  Inc 

8309310102 
8303090614* 

90-498 

F 

HPT,    Inc 

B30306O67S 

NUREO 

Hampton.    NK 

£3.09180448* 

Bo-zsaz 

H 

B36Yl9O346" 

90-443 

0 

Hardy  A*ioclatetj     Inc 
Harmon   i*  tleln 

8309230104 
8309030902 

71-9139 

90-337 

0 

8303030341 

30-443 

e 

8303040449 

90-3B9 

0 

8303060382 

Pfl 

8303060373 

PR 

8309100204 

90-347 

0 

8303160002 

90-443 

e 

8303160002 

90-443 

6 

B303I40019 

SO-  443 

tt 

8303160019 

90-443 

D 

8303160073 

SO-239 

0 

8303160149 

90-S37 

D 

8305I601B1 

SO-  937 

c 

B3031B0363 

PR 

B303190221 

30-937 

0 

8303200470 

PR 

830324053B 

90-B47 

0 

830324093B 

90-347 

0 

83092403421* 

90-S47 

fl 

830324O342* 

3O-H47 

4 

Hartford    Insurance   Group 
Hartivllle  Group 

B30324O333 
8303270339 
B309  180297 

SO-S37 
3O-33Q 
90-361 

OC.C 

8303180432 

ao-a&i 

e 

Haileton   Laboratorlei   America     Inc 

8309030392* 

30-46  1 

R 

Klttman   Corp 
Klttman   Nuclear  &  Development   Corp 
dubi      Hlttman  Corp.  > 

8303230730 
8303040199* 

71-9191 
71-9079 

8303040176* 

71-9079 

8303260399* 

71-71&1 

8303360373* 

7  1-91  SI 

Holloran   tt  Anociatei 

B309240144 

TOPREP 

8303240134* 

TOPREP 

Houie   of    R*p 

8303  130087 

30-443         0 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

B3O9170497 

3O-440         O 

B30S34O333 

3O-247          T 

B3Q924O99B* 

30-247          T 

HDUI*    at    flip    i    Enirgg    i   Comm«rc« 

B30323Q703 

30-2B9          U 

Haul*    of    Rip    -    Oovirnmtnt   Operation* 

B30323O695* 

COMMISSION 

HDU**    of    Rip    •     Intirlor    b    Iniular   Affairs 

B3O904O143* 

30-2B9         U 

B30323O369* 

COMMIBSIOM 

B30323O3BB* 

30-2B9         U 

B3O923O733* 

COMMIBSIOM 

83O324O27B* 

30-338         Q 

B3Q324O275* 

30-333         Q 

Hau»   -nf    Rip    i    Bclanc*   &    Tichnologi| 

8303330664* 

COMMISSION 

B30324Q023" 

30-337         U 

Houston    Lighting   &  Powir    Co 

830S03D43O 

PR 

830S06O496 

30-498         S 

B30911O223 

30-498         0 

S30317O31O 

3O-49B         S 

0303  IB  0338 

PR 

8309530416 

9O-49B         3 

83O323041A 

50-498          B 

83O523OS2  3 

30-498         B 

0303230333 

30-498         S 

8303230036 

3O-49B         K 

8305250056 

3O-49B         K 

0305230033* 

5O-498         K. 

B3Q523O05S* 

5O-49B         k 

8303310177 

5O-49B         A 

Howard    Univ 

8303230311* 

CONTRACT 

Hun  (on   k  Williams 

B303O3035S- 

30-338        0 

B30303O337 

3O-322         0 

03O3O3O36O 

30-322         0 

83Q904Q461 

3O-322         0 

83O3O3O024 

5O-322         T 

0303030029* 

50-322        T 

83O91OO391 

50-322         0 

8303130077 

5O-322         Q 

830316^5006 

50-322         0 

83O31*?O308 

3O-332         & 

8303190378 

90-332         Q 

83O5  190382* 

90-322         0 

B3O331O04O 

90-322         0 

0303310031 

30-322         0 

X^drogi-n   Control    Ounari    Qroup.    BWR-6  MarV 

8303130136 

90-416         P 

IJI 

IRT  Cor-p 

B30323002i 

70-1339 

B3O3230033* 

70-1339 

Ichthifolcg  leal    Aiioclatiti     Inc 

83030303  15* 

90-3B?         R 

8303060463* 

30-299        R 

Illlnoli   P"11  —  Co 

83O324O34> 

90-461         A 

830  4050343 

90—461          K 

S3O4030234*- 

30-461          K 

830302:0111 

30-461         0 

S3O5Q3Q3391 

90-461          R 

6303040296 

90-461          B 

830506037* 

90-461          Q 

B3O912O475 

30-461         S 

83O913Oi46 

3O-461          E 

8303200667 

3O-461         A 

8305240142 

30-461         A 

8303240413* 

50-461         A 

8303240421* 

90-461         A 

B30B26-0247* 

90-461          A 

8309240333* 

90-461          A 

8303270017 

30-461         A 

0303310129 

30-461         8 

8303310103 

30-461          8 

Ullnatir    SUU   of 

B3031B0334 

PR 

8303190131* 

30-373        Q 

B3091H?O167» 

3O-373        Q 

B30519Q379* 

3O-373        P 

Indian*  &  -Michigan   Eltctrlc    CD 

8303230126 

30-313        S 

8303280136* 

90-319        8 

8303020072 

90-316         B 

8303020078* 

30-316        8 

0303020141 

30-3S3        S 

83D3O2O191M 

90-313        S 

B3  030201  6  1 

3O-316         S 

0303020171* 

SO-316         S 

B3D9D2O177* 

90-316         S 

B30902O19K 

90-316         8 

83-03020199* 

30-316         B 

B3O903O299 

90-319         S 

3309020312* 

90-319         S 

3303020317 

90-313        8 

8309020321* 

30-319        8 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR1 

f 

830S020440 

30-315 

S 

3305040265* 

30-31  S 

F 

830S040269* 

30-315 

F 

830504026B* 

30-313 

F 

B30504026S* 

90-315 

F 

B303060400 

30-319 

B 

830506O40&* 

30-313 

B 

8303060411* 

30-319 

S 

8305060')  14» 

30-313 

S 

8303090363 

3O-313 

R 

8303090363 

3O-319 

K 

H30312031B 

30-316 

S 

B303  130324* 

30-316 

S 

8309130396 

90-313 

s 

B3O312O399* 

30-313 

s 

S30313O097 

50-313 

s 

8309130101* 

30-315 

s 

0309130166 

50-316 

B 

8305130174* 

30-316 

S 

8303130178 

50-315 

8 

33051301910 

30-313 

a 

8303  13030* 

50-315 

s 

8309160034 

30-313 

ft 

8303160034 

30-313 

R 

8303160062* 

30-315 

R 

8305160062* 

30-319 

R 

B303160104 

50-313 

P 

8303  160108" 

30-313 

P 

8305160121 

30-313 

P 

8305160121 

90-313 

P 

8305160126* 

90-313 

P 

830M60126* 

30-313 

P 

8305170370 

30-315 

F 

B305  170270 

90-313 

F 

8303170374* 

90-315 

F 

B303I70441 

30-315 

S 

B30317Q444* 

30-313 

S 

8309170446 

30-316 

S 

B303170431* 

30-316 

s 

B3032400S6* 

30-313 

Q 

B303340143 

30-316 

8 

B30524032? 

30-313 

S 

8305340330 

30-313 

S 

8305340343 

50-313 

B 

B305240362 

30-313 

S 

8305340370" 

30-319 

B 

B30524O374* 

90-313 

B 

8305360281 

30-319 

P 

63.03360281 

30-319 

P 

B3032700B7 

30-313 

S 

B3O92701O7 

30-313 

S 

B303270233 

50-316 

3 

8303270227* 

90-316 

3 

B309370330* 

90-316 

B 

8303370444 

30-319 

3 

83033100B8 

90-313 

P 

8303310179 

30-316 

S 

Initttuti   of   Eluctrlcal    t<  Elictronlc 

8303110119 

NUREO 

Englnvan 

Itutltuti   o*  Nucl«»r   Pou»r   Oparatloni 

8309340476* 

30-219 

R 

8303340319* 

30-244 

R 

8303330317 

PR 

tnitltutn   dt    IngBgnarla   Mucliarij     Milan, 

83030A0399 

NUREO 

Intirlorr    Dspt      ofi     Biological    Survey 

830318O334 

PR 

8305190514* 

CONTRACT 

B30323003I* 

CONTRACT 

International    Drot  herhood    of    Elictrlcal 

B303240317 

30-247 

H 

Horlan 

loua    Elactrlc  Light    l<  Pouar   Co 

8303030131 

30-33  1 

Q 

8309030394 

30-33  1 

B 

8303030396* 

30-331 

S 

8303040389 

30-331 

a 

0305060060 

30-331 

p 

8305060066* 

30-331 

p 

8305060472 

30-331 

8 

8309  100095 

30-33  1 

P 

8309100320 

50-33  1 

O 

B309  100372* 

30-33  1 

0 

B303  130094 

30-33  1 

S 

B3031  80346 

30-331 

R 

6303180349* 

30-331 

R 

B303230362 

30-331 

P 

B303240130 

30-331 

P 

B303240221 

30-331 

8 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

8303240-236 
0305340911 
8303870429 
03Q327O440 
0303270431* 

50-331  S 
30-331  0 
30-331  S 
30-331  S 
30-331  S 

loua    Otolojical    Survey 
Istiam.    Lincoln    t>  B*al» 

8303S7O460* 
3303090162 
B303Qi0461 
8303060495 
8303100264 

30-331          3 
NUN  EG 
30-399         0 
30-133         0 
30-329         C 

S3  03  tO  0264 
B3  031  00341 
83031OO41B 
B30510041B 
8303110141 

30-329  Q 
SO-329  0 
30-329  fl 
30-329  Q 
90-1  S3  0 

93031  !O2i3 

8303180373 
8303120399 
83Q31301B9 
S3  05  170297 

30-494  0 
30-339  0 
30-454  0 
50-1S3  Q 
50-434  0 

B3  03  170297 
8303170363 
B3  03170363 
B3  032006  10 
6303340373 

50-4S4  0 
90-494  0 
30-484  G 
90-193  0 

90-339  0 

(•emtdixi     Inc      Csutt      of   Masafiold 
Ent»ppr  1  iss>     Inc    ) 
Japan. 

S3Q324O43B 
33092404?! 

8303870347 
830308Q-26B* 

B3Q3170373 

30-133  0 
30-32?  0 
30-339  Q 
<W999 

XPORTLIC 

H30517Q5BO 
B303I705B2 
B30SIB06S? 
8303IBOB19 
830  3  180  926 

XPORTL1C 
KPORTLIC 
XPORTLIC 

xpoaiLJc 

XPOflTLIC 

Jirnij  C*ntral    Power    t>  Light  Co 

Joint   Applicants-Clinch  Rlvir   Br»*d»r 
Rtac  tor 

8303130309* 
8303130308* 
8303130309* 
8303130309* 
9303030942 

50-273  F 
30-272  F 
30-272  F 
30-272  F 
30-337  0 

Joint    Applicant»-P»lo   Virtfi 
Joint    Appllcsntt-Boutli    T*I*I   Project 

Joint    In  t  trv»nori-Dlal)lo    Canyon 

8303030594 

B305Q20434 
B30306Q499 
B303O9O43B 
B30SU0212 

30-929  6 
50-498  8 
30-498  » 
50-279  0 
50-273  0 

83051  102  1  2 
83091  10393 
83091  10393 
830  3  120293 

8305300273" 

30-273  ft 
30-273  ft 
30-275  0 
30-273  ft 
30-273  P 

KMC.     I  rtc 
Kansas   Cltif  Poy*r   t  Light 
Kaniai   Oai   b  Eltctrlc    Co 

3309180309 
B3D9330972" 
9303080431 
9309030334 
8309030379 

FQIA 

50-492         I 
30-482        F 
SO-482        S 
30-4S2        S 

8309030492 
8309030622* 

8303060346* 
B3090&O394* 

aaosoaoiBB 

30-4BZ  S 
30-492  a 
30-482  F 
30-482  F 
30-492  ff 

8309  1  203?  1 
8303200333 
830323048?* 
8309230947 
8303230970* 

30-492         0 
30-482         8 
30-4BZ        fl 
30-492        I 
30-4B2         1 

Kania-ii    State    or 

8309240313 

9305270058 
9303310110* 
B3Q531OI4B 
93030901^2 

3O-482  0 
50-4S2  A 
90-482  0 

30-492         B 
HUREO 

X»n»*tr   Unlv     of 
Haufnanni  J  E 

8309SOO  194* 
93081  3036  1« 

30-  HB         0 
CONTRACT 

830  92  000  32 
83052301  94  * 

4O-BOS7 
70-1193 
'78 

8 
0 
0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEKHf 

8309180E77 

30-333       • 

9 

8309120300* 

30-322 

9 

8309120329 

90-322 

9 

8309130069 

90-323 

g 

8308180341 

PR 

B3O924O94B 

90-382 

9 

8303310063 

90-32? 

0 

Kudiu  Alllanci 

83O924O3QO 

9O-40O 

ft 

B3O9B4O3QO 

30-4  OO 

t 

83O3Z4O3O7 

30-400 

9 

83092403O7 

3O-4OO 

C 

L«bat-An<l*riOnj     Inc 

B3O9200134* 

CONTRACT 

L>bar>    Dipt      of 

83O3O60U3* 

FOIA 

83O9O60220* 

40-672 

Laborr    Dtpt      of.    Occupational    8af*tg    tt 

B3O912O474* 

FCIA 

H*alth   Admin 

L*u)»r.  Hituitg   |>  sttllii    Enginttr* 

830323O937» 

90-410 

A 

8303230650* 

90-410 

A 

8303230630* 

90-410 

A 

8  3O  92  306  36* 

90-410 

A 

8309830636* 

90-410 

A 

B30923D661* 

90-410 

A 

B3O9830666* 

90-410 

A 

8309230666* 

90-410 

A 

B305230678* 

90-4  1O 

A 

B3O983O678* 

90-4  1O 
71-6590 

A 

B2O902O608* 
830-3310080* 
B30406047HI 

30-333 
9O-333 
90-339 

B,  o.  a. 

83O313O333 

30-937 

0 

Li3o*uf,    Lamb.    Lilbij    h   MacRa* 

83O90904BO 

90-341 

F 

63O3130O73 

90-346 

e 

83O9130073 

SO-  04  6 

0 

8309130099 

90-946 

0 

93O313O099 

30-946 

0 

830313OB44 

90-946 

Q 

8309130244 

30-346 

Q 

830918O3SS 

PR 

Ltagut    of   Woman  Votari    of  fioekford,     IL 

B303O30300 

30-494 

t 

8309O30916* 

30-434 

T 

83031  OO2S6 

SO-494 

e 

B309170S69-* 

SO-494 

e 

8305170572* 

90-434 

0 

830917O972* 

30-4  S  4 

0 

8309170576* 

90-494 

e 

8309170391* 

90-434 

o 

830  9  170981* 

90-434 

e 

B3.091703.B.8* 

90-434 

Q 

830  9  170990* 

90-434 

O 

8309170S70* 

9O-434 

0 

B30917O9?3* 

30-434 

o 

8309170973* 

3O-434 

o 

Lttjut   of  Homtn  Vottn   of  Suffolk   Co.,    NY 

B30  9  180347 

PR 

Liulf,    rt 

B309O3041B 

PR 

8303200441 

PR 

B3032OO496 

PR 

8303K4O916 

SO-382 

0 

Litcratur*  Ruiarch   Corp. 

S303040284* 

CONTRACT 

Litton    InduttriiBf  Inc 

8309270629 

90-32  1 

e 

Lon*   Tr»*  Council 

8303170396* 

30-327 

M 

Long   IiUnd  Lighting   Co 

B309O30360 

9O-322 

o 

B303O40303 

90-322 

E 

9309040461 

30-322 

0 

B309O40308 

9O-322 

E 

B303O40314* 

30-322 

E 

B309O90024 

90-322 

T 

9309030089* 

30-322 

T 

B309O30109 

30-332 

O 

8303O60I33* 

FOIA 

B309O60164* 

FOIA 

8305090136* 

90-322 

O 

83091O0239* 

30-322 

o 

8303  1  E0306-* 

30-323 

a 

8309120311-* 

9O-322 

a 

8309  1  20388 

3O-3S2 

a 

8309  120380* 

9O-322 

a 

8309130077 

90-322 

0 

B309  1  &OOO6 

90-322 

o 

B309  1  60070 

30-322 

E 

8309160073 

90-322 

A 

B3091B0244 

90-332 

a 

B3091B0334* 

30-322 

a 

63091B0331* 

30-322 

a 

8309  1  902OB 

9O-322 

a 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

1 

8303190371 

50-323 

G 

8303190378 

30-323 

Q 

B333I903B2* 

30-32P 

e 

8303200349 

30-322 

S 

S309200394" 

50-323 

e 

8303200651 

30-322 

0 

0309240447 

SO-323 

\ 

B30S270013 

30-322 

E 

8303310040 

30-323 

5 

83093  1009O 

90-322 

ft 

8303310051 

30-322 

Q 

Lot   Al*«o*    acittitiflc   Laboratory 

B309110062 

RGB 

B3Q3UQOB3 

RES 

8309130292 

RES 

830516029? 

30-537 

a 

Louitt  Countyi    VA 

B30S20D639 

30-338 

o 

Lculilina    Pouir  h  Light   Co 

B309020341 

00-3B2 

A 

83030204  1  1 

30-382 

B 

B3Q3QS043Q 

BO-3H2 

B 

B309020479 

SO-3S2 

S 

B303090017 

90-362 

R 

B309060367 

50-382 

S 

B30306O429 

30-362 

3 

B30SQ6QO&& 

50-302 

a 

B309060907 

50-3  S2 

8 

8303130019 

30-392 

S 

S30SI  7Q2E3 

30-382 

B 

B305170263 

50-3B2 

a 

8309170290 

80-392 

H 

8303170327 

SO-3Q2 

3 

83091  703  M 

30-382 

a 

8309170434 

50-382 

8 

B303170492 

30-3B2 

S 

83031  70  SOO 

3O-3B2 

S 

830318042? 

30-382 

Q 

B3031BO4f>8 

90-3B2 

A 

8303200342 

90-3B2 

B 

8309270  13B 

30-3BZ 

S 

8303270147 

30-382 

S 

0303S70174 

50-382 

3 

0303270373 

30-382 

3 

B303310094 

90-3B2 

E 

LouUUfi*'     Btati    of 

8309100328 

90-43B 

0 

8303270165 

Stat*   PTI 

>g 

Lotf»ntt«iri«   Niumani    Ktlt,    Amlrad  ' 

k  Toll      83090a0434 

30-49B 

a 

8303  11  022  & 

30-198 

0 

83031Q04O4 

PR 

H  l>  T  Chimicali.    Inc 

B3091&03O1 

XPORTLIC 

83091603O3» 

X5QRTLIC 
XPOR1UC 

M>gn*f  ItiKi    Corp 

B30913022L* 

30-139 

a 

3303130233* 

90-199 

0 

8309130237* 

30-133 

a 

8303  13024  l» 

3O-155 

o 

Halm   Van  kit  Atonic    Pouir   Co 

B30S020393D 

3O-30? 

0 

B303030491 

30-307 

p 

B30303049&* 

90-3O? 

p 

8309040333 

30-309 

o 

8303090220 

30-309 

p 

B309090229* 

3O-309 

p 

830306-0494 

30-307 

a 

8.3030&0303* 

3O-309 

a 

Q30306O53B 

SO-3O7 

s 

83090fc0349» 

90-309 

8 

B303110344 

30-309 

B 

8303110495 

50-309 

a 

0309  1  10433* 

30-309 

B 

B303130054 

30-309 

p 

8303  1  300  78 

5O-309 

p 

0303  1301  SB 

3O-309 

p 

8303160043 

30-309 

8 

B303UOOB2* 

30-309 

8 

8309190303 

90-30? 

P 

8303300314 

90-309 

I 

8309300341 

SO-3Q-? 

F 

8305200360 

30-309 

e 

B3Q930Q374* 

30-307 

a 

030320O4A7 

3O-309 

a 

8309300469 

30-307 

p 

B30B200473* 

30-309 

p 

8309SO0329 

50-309 

s 

B30320O57B 

90-309 

i 

8309230127 

30-309 

F 

8309230  137» 

30-309 

F 

8305230  140* 

30-309 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

830333  0142» 

30-309 

F 

B303230H6* 

30-309 

e 

B3Q3230131* 

90-309 

F 

B303230134* 

30-309 

F 

B3O323D157* 

30-3O9 

F 

B305S30t  A3* 

5Q-3O9 

F 

S3Q32301fi7« 

30-3O9 

F 

33033301  73* 

50-3B? 

F 

B3052  301B1* 

30-309 

F 

83O92303B3 

30-309 

P 

8303230473 

SO-3O? 

3 

a3O32304B'3» 

30-309 

S 

8301340266 

30-309 

P 

B30  3210370 

30-309 

P 

8303230437 

30-309 

O 

83Q33IOO&7 

3O-3O? 

O 

H*lr».    State    of 

B3Q503036S 

30-309 

O 

3303030367* 

SO-309 

a 

B309S403B6 

30-309 

0 

M«nag«mon*    Analysis    Co 

B303230329 

PR 

8303930335" 

PR 

Kipltton    IntervffTlori 

6303120003 

FQIA 

Mark    Controls    Corp 

6303120434* 

30-461 

B 

Marsh    tt  McLennan.     Inc 

8303030379 

30-3B9 

J 

8303040130 

30-348 

J 

6303040186 

30-339 

J 

930304020? 

SO-321 

J 

8303040202 

30-331 

J 

8305040204 

30-302 

J 

3303040209 

30-S30 

J 

B305Q40243 

30-327 

J 

93031200Q& 

30-H13 

J 

B3DSJ2DOS9 

30-393 

J 

5303-120110 

30-344 

J 

8303120136 

90-249 

J 

B3031B0136 

30-345 

J 

B3051  20200 

30-29 

J 

0303130203 

90-296 

J 

8303120208 

30-2B6 

J 

S3  031  20208 

30-2B6 

J 

8303160003 

90-299 

J 

8303160005 

30-23? 

J 

B303U003& 

30-319 

J 

8303160063 

TOPF1EP 

8305160084 

50  -S9 

J 

63031  iOl  OS 

90-346 

J 

8303  J  601  37 

30-272 

J 

9303190022 

30-302 

J 

B30.520027O 

30-331 

J 

8305200270 

30-321 

J 

B303230027 

30-321 

J 

8308  230037 

30-331 

J 

HiTijlandi    State    of 

B305  0602B9 

PR 

B30Slfl0439» 

30-170 

U 

330S370130 

Btati  Proo 

Har^lmdi    Unlv      if 

B30S110312 

NUREO 

NaifBchlflBttK    Initltut*    of    T*chnalngii 

B30  90903  13< 

MISC 

8303160043 

30-20 

5 

MjiiJichutatti,    C  amitonuia  1  th    of, 

B3OS090323 

30-443 

F 

B3O3  100309 

30-213 

F 

H*t*ri*l»   Enginitrlng    Tatting    asrvicee, 

B3  03060347 

NUREQ 

Inc 

8303240013 

NUREO 

Haiwull.     J  C 

B3  03  130347 

BO-443 

a 

HcDtvmott,     Inc. 

B3  04200001 

TQPHEP 

M»tal    Bal  lout   Corp 

8309100332* 

30-439 

A 

0303100332" 

30-438 

A 

930310039  3  1 

30-433 

A 

B303100393" 

30-43B 

A 

MitTocom,     Inc 

S3091706&I* 

CONTRACT 

Metropolitan  Edison   Co 

83Q5030391 

30-2B7 

0 

8303090431 

gq-389 

0 

B303  100283 

SO-2B9 

Q 

B30  3  100310 

30-289 

0 

8303100357 

50-289 

0 

B309  120292 

30-269 

a 

83Q31B0277 

30-SB9 

Q 

B3092402B7 

30-2B9 

a 

B3032404B7 

30-289 

0 

B30923020S 

50-3B9 

o 

B3  03230225* 

30-BB9 

0 

MttropolH*n  Traniportat  ion  Authority 

B30SOE0401 

50-347 

0 

Niw  Yor>Si    NY 

Michigan,    Unlv.     of 

83031B0159* 

FQIA 

83O9200119* 

CONTRACT 

S74 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MHdli   South   Utilltlei.     Inc      -   Middle 
South   Energy     Inr 
Millar,  D  5 

Mlnniiotai    State    of 

S3032Q0461 

8309160099 
9309190253 
8309210493 
8309030472 

PR 

90-309         O 
90-309         C 
90-309         G 
PR 

Miranda   Aitoclatesi     Inc 
MJ*»lsslppl    Potiffr  &  Light    Co 

B3D31B0460 
83031201304 
B30411O321 
6304110320* 
8304110339* 

PR 
CONTRACT 
90-416         P 
90-416         P 
50-416         P 

6304190378 
B3042S0037 
B304EB0049* 
B3-D9030593 
H303O3O5fc2 

90-416         P 
30-416         P 
50-416         P 
50-416         S 
90-414         S 

S309090O73 
8303030077 
8309030131 
8309090  167 
B30903O17B* 

90-416         F 
90-414         F 
90-416         S 
90-416         S 
90-416         S 

B303030227 
B309D30236 
S303O502il» 
03051  1  02  79 
B3D31  EOH79» 

90-414         S 
90-416         S 
30-414         S 
50-416         S 
90-416         S 

83051  10E71 
9305110418 
B305130126 
9305130136 
8303130194 

30-416         B 
90-414         S 
50-416         P 
90-416         P 
50-416         S 

B3091302000 
9303170134. 
B303170426« 
8303170427 
B30917O43O 

50-416         S 
90-416         S 
30-416         S 
50-416         S 
SO-416        S 

83031704310 
B309I70433* 
B309190013 
8305  1900  I  3 
0303300280 

BO-416        S 
90-416        S 
90-416        J 
30-416        ul 
90-416        S 

B3032O02B6* 
83092O04B4 
830S2O0493* 
830S2O0923 
S3O520O332» 

90-416         S 
90-416         S 
90-416        3 
50-416        S 
50-416        S 

B30520OI&O4 
B30S23060Q 
B30924O143 
B303240143 
B  30324  02i5* 

90-4  16        S 
50-416         J> 
90-416         P 
90-416         P 
90-416         P 

8303240494 
B3O5230072 
B303230363 
630523  Q4Q3 
B30523O434 

90-416         P 
90-416         R 
90-416         S 
90-416         B 
50-416         S 

830325O4B7 

B3O52SO313 
B309B3O379 

830S270400» 
B30527O410* 

90-414         B 
SO-416         S 
90-416         5 
90-416         O 
90-416         O 

E30S27O473 
6303370315 

8309270993* 
830931OD69 
S30931O069 

50-416         8 
50-416         S 
90-416         Q 
50-416         S 
50-416         S 

Kluourli     State    of 

B30931014A 
83O331019& 

B3O3310204 
B30331O207 
8303290341* 

50-414         S 
90-414         S 
90-416        S 
30-416         B 
9O-4B3         O 

Hi*iourii    Univ.     at,    Columbia 

B30  95503  96» 
B30SB30424* 
B30  9230344* 
&305Z9034S* 
8303260341" 

50-483         C 
30-483         0 
90-483         S 
90-483         O 
CONTRACT 

Missouri.    Unlv      of.    Rulla 

Hlttubisti  1    Inttrnatianal   Carp      Isubi 
Mltiubiihl   Corp    ) 

Mltiui    &  Co      (USA),     Inc      dull*    of 
Kltiui    lc  Co   >     Ltd,  ) 

B30SO30375 
B3O33100O& 
at       B3D9O20333 

B30902O937* 
8309260317 

50-1B3         B 
90-183         P 
XPORTLIC 

XPORTL1C 
XPQRTLK 

Mol  ij  corp.     tnc. 
Monunto  Co 

S3051B02OO 
83OS1BOJ  17 

40-7097 
40-6900 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

Montana  X-Ray,     Jne 
Montgomtrg   County    MO 

83031801230 
B304  130034 
B3041  30042* 
B3032Q0071* 
83092  S097AO 

40-4300 
71-41* 
71-494 

CONTRACT 
50-483        ft 

Mora*n  Attoc  iatat 

B309O30349 
B3031002OB 
8309130044 
B3Q9130071 
B30S2>4046& 

UO-247        B 
30-847        ft 
50-247        0 
5O-S47        O 
30-247        0 

Morgan.    Liuti*   b  Bocktui 

Multimtdia   Program  Production'     Inc 
HP  a   Indus  tr  lea-     Inc 
NUS  Corp 

B303340394* 
83O91  10443 
B3OS19039O» 
83092-40396 
B304QA012AO 

30-337        0 
50-837        0 
5O-373        P 
50-449        B 

50-440        E 

B309O30337 
B3O3030343* 
83033300390 
83032300970 
B30SB3003? 

TOPREP 
TOPREP 
FOIA 
FOIA 
FOIA 

NU9AC,    Inc 
NUTGCH  Englnatrti     Inc 

B30S230163 
8309230  17A« 
B3092700930 
8303040443* 
B303Q60038* 

71-49* 

71-4^4 

so-aoa      P 

CONTRACT 
9O-33  1         P 

National   Electrical   Contractors 
Allocution 
National   Emargancy   Civil    Liberties 

Comralttt  t 

B309O60096 
B3O32003O7* 
8305310077* 
8309240917 

8309240332 
B3O32&038Q* 

FOIA 
50-237         S 

so-aa*      s 

SO-B47         H 
SO-247         9 

CONTRACT 

National   HUdHFi   Federation 
Natural   Rnourct*   Dafente    Council 

8303170272 
B305O30302 

B3091OOS1O 
B3031Q0276 

3O-3S2         B 
OO-S37         C 
30-337         0 
30-337         0 

8303100330 
B303120391 
S3091&0149 
8303160181 
8303170272 

SO-S3T         * 
OO-337         G 
SO-  337          O 

30-S37         O 
SO-  332         O 

G30317087S 
8303170279 
8303170279 
8309170347 
B3OS170347 

SO  -522          O 
50-5S2         « 
90-522         O 
3O-322         O 
30-322         « 

NavyiDipt      of  P  Pearl   Harbor   Naval    Shipyard 

8303170397 

B305.tTQV7 
B303190221 
B3O9240393 
8303170733 

SO-922         O 
9Q-923         fl 
SO-S37         0 
3O-537         D 
7  1  -1O33 

Nauitfm    R 
Nibraika  Public   Pouer   District 

8309130300* 

83O90E0447 
B3O3020464.« 
B30  3030393 
B303030334 

CONTRACT 
9O-299         P 
5O-S9B         P 
3O-B98         P 

so-a9a      P 

6303030980 
8309030113 

B30906O3BO 
B3030&O3B3* 
B3030A0374 

9O-2VS         P 
3O-2TH         P 
SO-2?B          I 
50-273          I 
5O-27S           B 

Nebraika,    State   of 

83O9O&O384*- 
8309120433 
B309  120439* 
830327O369 
B30309016E 

80-898         S 
SO-  293         S 
3O-S9S         S 
SO-a9B         P 
NUREO 

Miutron  Products     Inc 

83O313O041W 
83Q912O069» 
830913O2S5 
B309270093* 
B3O309O3«3» 

FOIA 
FOIA 
4O-8329 

CONTRACT 
FOIA 

Nau  England   Coalition   on   Nuclnar 
Pollution 

B3OS03O341 

B3O91&O002 
83O91&0002 
B3O31&0019 

B309I&O019 

50-443         0 

5O-443         O 
30-443         O 
SO-  4  43         O 
SO-443         C 

H*u  Hiilco   State  Unlv 
K-M  York,    NY 

aaositoota 

B3O927O048* 
B3O903OAOS 

B3O5030A08 
83090306190 

SO-443         0 
30-320         P 
50-347         O 
SO-247          O 
50-347          O 

B3O303O6170 

B30303O&290 

50-S47          O 

50-347          0 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORV 

B3Q3030629* 

90-247         0 

3305190264 

Stat«   Praa 

8303240932 

30-247         0 

N»w  York,    Btite   Univ      of.     Buffalo 

8303100252 

SO-  97            B 

N»w  York,    St«t«    of 

B30404O394* 

50-322         U 

B303130204* 

SO-322         S 

B3031B0260* 

3O-322         U 

83091900)4 

Stjtt   Prog 

8303240312 

90-247         F 

B303240312 

9O-247         F 

8309240341 

90-247         H 

8303240941 

90-247         H 

B30331Q070" 

90-247         U 

K«u  V«rt.    State   of,    Enerotj   R*»»»rth   & 

B303IBOB03 

PROJ 

Envelopment   Admin  tttrat  ion 

B303180B1O 

PHOJ 

Nl*«iTi  Mohawk   Power   Corp 

B304110316 

30-22O         R 

03042  1023B 

90-41O         K 

8304210240* 

30-410         K 

830903031  3 

SO-410         F 

8303040483 

30-220         P 

B30304O473" 

9O-22O         P 

B30904O300* 

3O-22O         P 

830903OO20 

9O-2BO         P 

8303030031* 

9O-220         P 

B30906OO43 

30-220         P 

830906OO46* 

BO-220         P 

830306OO4S* 

9O-220         P 

8303060  42i 

30-220         S 

830306O42S* 

3O-220         5 

8303060533 

3O-220         5 

830306OS4O* 

3O-220         B 

8303100373 

30-220         R 

8309100277* 

3O-2KO         R 

83091  1O31  3 

SO-4  1  0         A 

B30311O397* 

30-4  1  0         C 

830911O372* 

3O-4  1  0         K 

8303120334 

90-410        S 

B30312O392 

30-4IO        S 

B30313ODBB 

30-410        M 

830316OOI3 

90-220         P 

B3031&O073 

30-410         G, 

B303160097 

30-S20         R 

B303160103* 

30-S20         R 

B30317O393 

30-22O         R 

B30317O393* 

3O-B2O         R 

B303S002B3 

30-S20        3 

8303200290* 

SO-22O         3 

B3.0320O349 

3Q-23O         P 

8303200303* 

30-220        Q 

B30323O431* 

3O-230        P 

B30323O974 

50-4  1O         A 

B30523O9B2* 

30-41O         A 

B3032303EJ3* 

30-410         A 

B3032309B3* 

90-410         A 

6303230601* 

90-410         A 

83032306B1* 

30-410         ft 

8303230684* 

30-410        A 

B30923O6B4  * 

5O-41O        A 

B30323O6B7* 

3O-41Q        A 

B30323O6B7* 

5O-410         A 

B30323O6V1* 

3O-41O        A 

B30323OS91"1 

30-410        A 

B30323O69A* 

30-410        A 

B30923O696A 

310-410        A 

830BB30699* 

50-410        A 

8303230699* 

30-410        A 

8305240402 

50-820        P 

830324  0498 

3O-410        A 

8303230430 

30-410        S 

B309260OS6 

50-410        K 

S30927002.6 

50-SBQ        P 

B30327OO73 

50-220        S 

B30327O643* 

90-410        Q 

Nltiho-Iuftl  American  Carp 

830917Ot23» 

XPOfiTLIC 

8303180709 

XPORTL1C 

Northampton  County,    PA 

8309270373 

30-443        0 

Nortfi«*tt   Nuclear  Entpgij   Co      Ciubi     of 

830903Q4O4 

SO-  243         P 

North  *jtt  Utllitin) 

B303030620 

30-243         P 

830903O624* 

90-243         P 

B30303O6BS* 

30-248        P 

8303040034* 

30-243        F 

830904OO3?* 

30-249        F 

B30904O447 

SO-336        P 

AUTHOR                                                         ACCESSION 
AFFILIATION                                                      NUKflEfl 

SUBJECT 
CATEGORY 

8309030094 

30-213 

P 

8303090094 

90-213 

P 

9303030034 

90-2  I  3 

P 

9309090229 

90-243 

P 

3303030339 

90-243 

P 

3309060424 

90-336 

0 

a3Q306Q433 

90-423 

S 

B3O30603Q1 

90-249 

a 

B3Q30603I8* 

30-249 

s 

8309090469 

30-213 

p 

830909OH69 

30-313 

p 

9303090443 

90-213 

p 

8305090463 

90-3  1  3 

p 

B30S090471 

90-243 

p 

B303070474it 

90-245 

p 

B30S1003iB 

90-243 

p 

8309110374* 

90-213 

F 

8309110379)1 

90-213 

F 

8303120241 

90-336 

P 

8309170010 

90-336 

R 

8303170014* 

90-336 

R 

83051802  63 

90-245 

P 

8305180304 

30-249 

P 

3305180311* 

SO-249 

P 

8303300933 

90-423 

B 

8303230323 

30-249 

F 

0303330330* 

30-245 

F 

B3Q333033B* 

30-249 

F 

B309H3090B 

90-336 

P 

8303330947 

50-249 

8 

8303230997* 

90-249 

8 

8309230616 

90-213 

P 

8309390310 

90-213 

P 

8309290310 

90-213 

P 

8309290310 

90-213 

P 

8303290310 

90-213 

P 

8309290918* 

90-213 

P 

8309S3031B* 

90-213 

P 

B3092909IB* 

30-213 

P 

B309S3091B* 

90-213 

P 

B309270036 

90-483 

S 

8303270037* 

90-423 

0 

8309270074 

90-336 

0 

B3092700B9 

90-336 

8 

6309270114 

90-24S 

P 

B303270239 

90-336 

5 

8309270434 

90-336 

S 

NorthMft   Utllltln                                                        8309020093 

90-243 

I 

83090200-93 

30-24S 

I 

3301)030093 

SO-245 

I 

9303030404 

30-249 

P 

8303030620 

SO-245 

P 

B303030624* 

30-219 

P 

B3Q3030AEB* 

90-243 

P 

B303040447 

30-336 

P 

8303090034 

TQPREP 

6303030031 

90-213 

P 

B3030300B4 

30-213 

P 

8309030054 

90-213 

P 

8303030229 

90-249 

P 

8309090239 

90-343 

P 

8303060213 

90-213 

F 

8309060244 

Pfi 

8309060484 

30-336 

a 

8309060493 

30-423 

s 

8309090463 

50-213 

p 

3303090*63 

90-213 

p 

0303090463 

90-213 

p 

B30S090471 

90-249 

p 

B303I0036B 

90-243 

p 

8305110374* 

90-213 

F 

B303  120241 

30-336 

P 

8309170010 

30-336 

R 

8303180268 

30-249 

P 

8303IS0304 

50-249 

P 

830S2Q044I 

PR 

8303200333 

90-423 

S 

8303200SB7 

30-423 

A 

B309230383 

30-249 

F 

8303230308 

30-336 

P 

B305230&16 

50-2.13 

P 

B309270036 

30-123 

8 

8309270037* 

90-423 

a 

8309370074 

90-336 

0 

8303370009 

90-336 

B 
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AUTHOR 
AFFILIATION 

ACCESSION 
HUMBER 

SUBJECT 
CATEGORY 

Northeait  Utllltt**  Service   CD 

B30327O1  14 
B3O327O239 
B303270434 
B303060244 
B303100333* 

30-249         P 
30-336         B 
90-336         S 
PR 
30-213        P 

North  «rn   State*  Power  Co 

B30311O071* 

B3  03  1804  29 
83  03020320 
8303020330 
B3O3O20329* 

30-213        F 
30-263        P 
SO  -282        Q 
30-282        a 
50-292        a 

8305020329* 

8305020472* 
83030302219 
8303030226* 

90-282        0 
90-263        3 
30-263        S 
90-282        F 
50-282         F 

8303030603 
8303O306100 
B303O3Q.il  3" 
830  3k  203  B9 
030  3  E  600  36 

30-263        K 
30-263        K 
30-263        K 
30-2B2        P 
30-282        R 

B30316OO76* 
B303S60092 
B3O5160098* 
830  3  £803  32 
6203230323 

30-3B2        R 
SO-  263        R 
30-263        R 
30-263        Q 
30-282        F 

NuPharn.  Inc 

8303230523 
8303240133 
8305240166 
8303230409 
83O3I80O36* 

90-288        F 
30-306         8 
30-282        S 
PR 
FOJA 

B3091  80063* 
83051  B0241» 
8303180267* 
830-5-0602  31* 

FOIA 
FOIA 
FOIA 
CONTRACT 

IJueltar    Data,     Inc 

B3051B0340* 

CONTRACT 

Nuclear    Fuel    Servicei,     inc.     (subi      of 
Ofttv    Oil    Co    1 

B303  180962* 
B30S0306V4 

B305030699 
8303030097 
B303  180832 

CONTRACT 
70-143 

70-143 
70-143 
70-143 

8309190O03 
8303190033 
B303200638 
B303240O31 

70-143 
70-143 
70-143 
71-143 

Nuc  1  aar    Natal  *<     Inc 

(      B30&2O03J  B 

820B060242* 
330BO&034  4  ft 
33  030  2038  B 

B3030&OI41* 

PR 

40-472 
40-472 
XPORTLIC 
XPORTLIC 
40-672 

B3030601B1* 
B303070723 
B30312029B* 

40-672 
40-67S 
XPORTLIC 
40-672 
10-472 

H  303  120332* 
3303120347* 
5303120331* 
H303  120480* 
B303  120474* 

40-672 
•40-672 

70-82 
40-672 

40-672 

8303120311* 

3303120617* 
8303120627* 
8303130011* 
B3O5130O42* 

40-672 
FOIA 
4O-672 
4O-67S 

40-672 

Nucl»ar   Packaging,     Inc, 

B30304O103* 
B303040110* 
B303060142* 
B  3-03040  14B* 
H3  05060  13S* 

71-7181 
71-7181 
71-7173 
71-7173 
71-7173 

Nuc  l*ar   Sijt  t«m 
O'Connor    &  Ha-nnan 

O'Nlilli     J 

0303SDO£>B3* 
B304270377 
83031600701* 
83031B0074* 
B3031202S7 

30  -373        P 
71-9139 
FOIA 

FOIA 
30-133        0 

Dak   Ridge   AiBoclated  Unlv 
Oak    Rldpe    National    Laboratory 

B303190Z43 
B30324032B 
8303230231* 
B30302O33B 
8303O30D25 

30-t33         0 
30-193        0 
FOIA 
NUREO 
RES 

B30511O12O 

8303130341 
B303290133 
B305260O04* 

NUREO 
NUREO 
RES 

71-3392 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOQRY 

B309270048* 

9O-330 

P 

8303310237 

NUREO 

Office  at  nanag*ffl«nt  &  Budget 

8309040001 

QRQ 

8303040003 

ORQ 

B303090006 

QRO 

Ohio  Cltlnna    for   Retpontiblt   Energy 

B303040928 

50-440 

e 

8309040988 

9O-440 

0 

8309040941 

30-44-0 

« 

8309040941 

SO-  440 

« 

8309040944 

9O-44O 

Q 

8309040944 

9O-440 

4 

8305090334 

FOIA 

8309  170303 

90-440 

« 

8309170305 

90-440 

« 

8303170341 

30-440 

« 

8309170341 

90-440 

e 

8309180347 

PH 

8309180404 

PR 

Ohio  StaU  Unlv 

8309  11  01  72* 

CONTRACT 

Ohio,    State    of 

8309090943* 

80-358 

A 

8309090961  • 

3O-33B 

A 

Oklahoma.    Btat*   of 

B309070142 

t*MEQ 

Oklahoma!    Unlv     of 

8303390478 

9O-  1  1  2 

K 

Omaha  Public    Power   Dlttrict 

8309030  196 

9o~sea 

P 

B309030160* 

90-289 

P 

8303030427* 

9O-S89 

F 

830904061?* 

9O-BB9 

F 

8309040624* 

9O-BB9 

F 

8303060067 

90-263 

I 

6309060071  » 

90-289 

I 

B3030601S6 

SO-2B3 

P 

8303100226 

SO-BB3 

F 

8303120603* 

ao-aes 

F 

6305160027 

DO-SB  9 

P 

B309160111 

30-283 

ft 

8309160116* 

5O-2BB 

ft 

B30S  170469 

9O-2S9 

R 

B309  170470* 

3O-293 

R 

830923O9B8 

3Q-2S3 

P 

8309840474 

so-aas 

P 

On-LIn*  Computtr  Suittmii     Inc. 

B309110232* 

CONTRACT 

Oregon  Environmental    Council 

B30917O272 

90-92S 

0 

Orrict,    Herrlnston   b  Sutcllffi 

8305190199 

50-3&1 

e 

8308  170  199 

90-341 

e 

8309170213 

90-341 

e 

83031  9021  2 

30-361 

0 

Diage  County.    MO 

83032903720 

30-4B3 

D 

Ditlnlng,    NY 
Pacific  Oai   b  Etictrlc    Co 

8303240308 
83.09020108 

9O-B47 
30^1.33 

0 

F 

8309020388 

3D-S79 

P 

B3090203BB 

90-H73 

P 

B3030301BB* 

9O-87S 

F 

B3D903O18B* 

9O-27B 

F 

B30303O193* 

30-275 

F 

83090301931 

30-B79 

F 

B309030910 

50-H73 

P 

B309040320 

30-279 

P 

B30904O32B* 

30-S79 

P 

8303040473* 

30-37  3 

P 

8309030178 

90-S73 

P 

8309040279 

90-3O3 

a 

B303  100339 

PHOJ 

B309  100346 

PHOJ 

8309120042 

30-070 

p 

B3031203S3 

30-279 

p 

8303120333 

90-37S 

p 

8309180339* 

30-279 

p 

8303160172 

30-275 

p 

B303160176* 

90-S73 

p 

8303170336 

90-1O3 

B 

8309170342* 

BO-  133 

8 

8303190197 

9O-279 

F 

B309230407 

3O-I33 

P 

830924O238 

3O-27S 

R 

B309240242* 

30-275 

R 

B30924037S 

30-273 

P 

B303240397 

30-373 

e 

8309240274* 

30-273 

0 

3303240274* 

3O-27S 

a 

B30927O247 

30-273 

B 

B3092704BB 

30-275 

0 

6303370622 

30-B7& 

a 

8309310130 

90-37* 

p 

8309310138* 

90-273 

p 

8303310140* 

80-273 

p 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORY 

Pacific    International 

8309030230 

XPORTLIC 

Palmetto   AlllincB 

830306O232 

30-113 

O 

B30331O133 

30-413 

0 

P*r*nti    Concti-ntd    About    Indian   Point 

B30303O633* 

3O-B47 

a 

8309190220 

ftO-Z47 

a 

3303240543 

30-247 

o 

P'th-flndBT   Mlnti   Corp 

B30302041O 

40-6622 

83090203O-4H 

4O-A&S2 

8309030277 

4.0-A632 

B3032iO337 

io-sas9 

Ptnniij  1  vanl*  Pouir  &  Light  CD 

B303QBO3B7 

3O-3S7 

p 

B30303O144 

3O-387 

p 

8309030  133» 

30-3B7 

p 

8303030334 

30-3B7 

3 

B30903033B* 

30-3S7 

8 

930305038  •?» 

30-3B7 

e 

830SOiO442 

3O-3B7 

B 

83Q306O343 

SO-3B7 

Q 

5303060892 

3O-397 

8 

B303040393* 

30-387 

8 

B3031QQ016- 

30-387 

P 

B3031OO019H 

SO-  387 

P 

B303IOQ02U 

3O-387 

P 

8303100303 

3O-337 

P 

0303100317* 

30-387 

P 

B3Q8U0077 

30-3B7 

K 

83031  1O097 

SO  -337 

K 

B30911O104* 

30-387 

K 

830311O1O4D 

30-3B7 

K 

B30311O10B- 

30-3B7 

K 

63031  101  iO 

30-3B7 

P 

B30911O16Q 

30-387 

P 

8303110241 

30-3B7 

B 

830311Q247« 

30-387 

8 

8303UO34B 

3O-3B7 

B 

830311O33B* 

50-3B7 

B 

8303  11  042  I 

SO-3S7 

B 

83031  1O430* 

3D  -387 

S 

8303120422 

30-387 

B 

B30312043Q* 

90-3B7 

8 

8309130114 

30-3B7 

P 

H309I3031I» 

SO-3B7 

F 

8309130311" 

5O-3B7 

F 

6303  130314* 

90-307 

F 

830313O314* 

9O-367 

F 

8303160124 

9O-3B7 

B 

8303  l&O  132 

9G-3B7 

B 

8303140140 

30-387 

B 

83031&Q13.J* 

90-387 

B 

a303iaOM6 

7O-29B3 

B3051902B5 

3O-387 

P 

B3031902BS 

30-3B7 

P 

6303190293 

30-3B7 

P 

830319O31*? 

30-3B7 

B 

8303200339 

30-3B7 

B 

8309200  96  1« 

3O-3B7 

S 

B30820CH.40 

BO-3B7 

S 

B309SOO&4&* 

30-387 

a 

B30923O471 

50-3B7 

a 

B30323O477* 

50-387 

e 

630323O341 

50-3B7 

•p 

S30327OO64 

ao-se? 

p 

B305270064 

90-3O7 

p 

B30927O233 

S0-3fl7 

a 

aaosaioaoa 

30-3  97 

p 

Ptnniulvunli  Bt»tt  Univ, 

B3031BO333 

PR 

B303S7O040* 

30-320 

p 

Bao3B7O01i* 

30-320 

p 

P«nniYlv*ni«.    CoiMitmuialth   of, 

B30306Q929 

30-332 

A 

B30306OS3i* 

90-332 

A 

B30312OS78 

SO-332 

a 

B30312O27S 

30-332 

0 

B30B1SO2SO* 

30-332 

0 

B3.031SO2BO* 

30-332 

a 

B303I70333 

90-332 

9 

6303230332* 

CONTRACT 

Ptrtlnii    Colt,    Bton*.    Dlun  h  WillUmi 

8303310029 

90-522 

0 

8309310029 

90-9-22 

e 

B309310QB2 

30-522 

0 

B30931OOBS 

30-»22 

0 

PhlUdtlphU  El«ctrie   Co. 

saoiaioato 

90-392 

K 

B30  131  0371  » 

3O-332 

K 

830302009? 

90-S77 

P 

8303020099 

30-277 

P 

B309020SB9 

30-392 

E 

AUTHOR                                                         ACCESSION 
AFFILIATION                                                      NUMBER 

SUBJECT 
CATEOORV 

8303030333 

90-332 

E 

B309080333 

30-3  &2 

A 

83090S0339 

90-3  3B 

A 

8303080441 

90-332 

0 

B303O30441 

30-332 

0 

8303OB0434 

30-392 

E 

8309080434 

SO-332 

E 

83  03  030  2  79 

90-392 

A 

63  03030299 

SO-332 

A 

8309030307i> 

90-392 

A 

B3  05030307* 

90-392 

A 

B303O30S&3 

SO-332 

0 

B309030963 

90-392 

0 

3309090021 

90-S77 

P 

8309030021 

90-277 

P 

B309030027» 

90-277 

P 

B3090SOQ27* 

50-277 

P 

830  SO  90033  » 

90-277 

P 

B309030033* 

50-277 

P 

B3  030  30202 

50-392 

Q 

B3030604S7 

30-352 

A 

83090&0497 

BO-392 

A 

83  0906  04  78 

30-392 

e 

B3090it>307 

50-392 

A 

8309060913 

80-277 

O 

B30B0609I3 

30-E77 

« 

8309100279 

30-332 

A 

B30S1  00273 

30-352 

A 

8309100339 

30-277 

F 

8309110316 

30-277 

8 

83091  10340 

30-278 

B 

83091  10349* 

30-278 

B 

8309180320 

30-392 

A 

8309180398 

50-277 

S 

8305130473 

SO-277 

S 

S3051300?6 

90-333 

A 

8309160001 

30-392 

C 

8309160001 

90-332 

c 

8303160117 

90-332 

K 

8303160117 

90-392 

K 

8309170187 

90-392 

A 

8303170229 

90-39B 

E 

8309170401 

90-277 

P 

B309I80343 

90-392 

A 

8303180313 

90-392 

A 

B30  9  180389 

90-392 

E 

B3091803B9 

30-39S 

E 

8309180402 

50-382 

A 

B3Q9ia040a 

30-39S 

A 

8309180414 

50-332 

E 

B3091B0414 

30-332 

E 

B309180414 

30-332 

E 

8309180419 

30-33S 

A 

B3091B0417 

30-332 

A 

B3091B04S60 

30-332 

E 

83D9180426C 

90-392 

E 

8303180426* 

90-392 

E 

83091B0431* 

30-392 

E 

83031  B0431* 

90-332 

E 

8303180431* 

90-392 

E 

8303180432 

50-382 

A 

8309180432 

90-332 

A 

8303tB0439* 

90-392 

E 

B303I80iI3B* 

50-392 

E 

830918043BO- 

50-382 

E 

B303180443" 

90-392 

E 

8303180443* 

50-382 

E 

3303160443* 

90-332 

E 

83091B0491 

90-332 

E 

8303IB0431 

30-332 

E 

83031  70339 

30-332 

C 

8305190339 

30-382 

C 

8303200613 

30-33S 

E 

8309230496 

30-392 

A 

8309240307 

30-277 

•J 

8309240428 

90-277 

P 

B30924048? 

90-392 

O 

8309240489 

90-333 

O 

B303Z30133 

90-332 

A 

B30S2S0133 

90-332 

A 

8309290133* 

90-332 

A 

8309230133* 

90-392 

A 

B303270117 

30-K78 

8 

8303270  1B4 

30-277 

S 

8309270239 

30-277 

8 

678 
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AUtHDH 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

B305270373 

30-3S3 

A 

B305270373 

90-333 

A 

B3O5310009 

30-3S2 

£ 

B303310009 

30-332 

E 

B30  5310043 

50-332 

e 

9303310045 

HO-332 

E 

Philadelphia,     PA 

3303160174 

30-332 

0 

33031*0174 

30-333 

0 

8303160177 

30-332 

Q 

9305160177 

50-332 

0 

B30324O316 

90-352 

H 

PickMTd,     Loua    &   Oarrtcld      Inc 

B3051  10132* 

CONTRACT 

H305270110* 

CONTRACT 

B303310141* 

50-244 

P 

Pi  ttibui-Bh    Toatlng    Laboratorij 

B3O30309I6* 

30-454 

T 

3309310139* 

30'244 

P 

Pitl*bui-gh,    Univ      of 

8303270023 

30-320 

P 

a300270027« 

30-320 

P 

Pt«nnlnB  Research   Corp 

8303160295* 

30-413 

F 

Plattau   Rciourceii     Ltd 

B303040047 

40-736? 

B305040082* 

40-7B6? 

B303260418 

40-3698 

Portland  General    Elcetrtc  Co 

B3030H0933 

71-6601 

B30S0404I7 

SO-344 

F 

8309060600 

30-344 

P 

8303  06060  d» 

50-344 

P 

93031301-13 

30-344 

S 

8305130192* 

30-344 

e 

3305130164 

50-344 

Q 

B3O513O224 

30-344 

s 

0305  130232* 

30-344 

8 

S30313024O 

50-344 

P 

8303  1  B026& 

PR 

&3052000I3 

30-344 

P 

0303230331 

50-344 

P 

B30324037S 

50-344 

P 

B3032701B2 

30-344 

P 

B30S270186* 

50-344 

P 

B3052701B8* 

30-344 

P 

B303270203 

30-344 

P 

830527021  If 

30-344 

P 

B30SS703BS* 

30-344 

P 

Pott»rflBld,    A 

830S03060B 

30-247 

0 

Power  Authority    of    the  State    of   Neu  York 

8303020209 

3O-333 

P 

8303020381 

30-B96 

P 

8305030400 

30-286 

P 

B305030349 

30-247 

0 

9309040311 

30-333 

p 

B303CM0434 

30-333 

p 

H3090fl0434» 

90-333 

p 

B30304O43B* 

BO-333 

p 

B3  0503  0026 

30-333 

p 

S3  0303  0037 

30-247 

0 

B3  05050037 

30-247 

c 

S3  05060397 

3O-2B6 

p 

83O30604H7 

90-2B6 

p 

B303060431 

90-2B6 

p 

8303060432* 

30-aBo 

p 

B3O5060433* 

SO-SBh 

p 

B303060439 

30-2B6 

p 

8305060446* 

90-236 

p 

S305060449* 

30-286 

p 

8303060496 

30-247 

0 

8309060496 

30-247 

e 

8305060500 

30-2B6 

e 

B3O31002OB 

3O-247 

0 

B30-5  100360 

50-333 

8 

8303110053 

50-236 

p 

83031  9  00  SB* 

50-286 

p 

S30  9  110063* 

30-2B6 

p 

8305110167 

30-296 

a 

B3O5L10539 

30-333 

s 

B305110264* 

30-333 

8 

83031  IO4OO 

30-333 

S 

83091  I04O3 

30-933 

5 

B3051  10408* 

30-333 

B 

83OS110416* 

30-1333 

B 

B305110B10 

SO-333 

S 

BSOai  10914* 

30-333 

S 

S303  130039 

30-806 

P 

S309130064 

30-347 

0 

B303  1  3007  1 

30-847 

0 

B3O31301I7 

30-2B6 

p 

' 

B3O3130120* 

50-304 

p 

8303130123* 

30-886 

p 

AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATEftMV 

8309130132 

9Q-333 

ft 

B30313OI34* 

3O-333 

R 

8303160088 

30-aafc 

P 

B30316010& 

80-333 

P 

B303160112* 

SO-333 

P 

83092O0263 

90-333 

P 

6303200268* 

5O-333 

P 

8305300272» 

30-333 

P 

8309200403 

30-296 

P 

6303230379 

3O-333 

F 

B303230494 

3O-333 

a 

B303230499* 

3O-333 

B 

0303230393* 

30-410 

A 

B3Q3B30S92* 

30-410 

A 

B303230397 

so-sad 

P 

B3Q5230399* 

BO-410 

A 

B303230399* 

5O-410 

A 

B303240Q9Q 

30--S96 

P 

B303240099 

30-286 

F 

8303240234 

30-286 

F 

830524032H 

SO-2B6 

P 

8303Z4O33B 

30-266 

F 

B30324O349 

30-E8-6 

P 

B303240442 

30-333 

P 

8303240463 

90-333 

P 

8303240446 

90-247 

Q 

9303240446 

50-247 

a 

8303240493 

80-333 

p 

8309240529 

30-  2SA 

p 

B30S27O18? 

90-333 

R 

B30S270284* 

50-  333 

Q 

B30527034O 

9O-333 

P 

8309270332* 

30-333 

P 

8303270364* 

30-333 

P 

B303270399* 

90-333 

Q 

Pouer  Engineering 

83030304  A  I 

PR 

Project  Hinagemsnt  Corp 

8303240390 

30-537 

0 

B3Q31  10220 

90-337 

o 

0303110438 

30-337 

0 

83031  1044B 

30-337 

0 

8303110449* 

BO-B37 

Q 

8309120313 

SO-337 

0 

B309I90339 

50-S37 

0 

B303H00636 

30-337 

0 

B303200648* 

30-33;' 

9 

8303240473 

3O-S37 

9 

S305B404BO 

9-0-337 

fl 

B309240903 

30-337 

Q 

Public    Inttrast   Retcarch    Group,    Neu   Yon 

83033  10  188 
B30303d60B 

SO-B37 
3O-247 

0 
O 

5303030608 

30-2-47 

0 

8303030619* 

3O-S47 

D 

8303030619* 

30-247 

0 

8303030629* 

30-247 

0 

8303030629" 

3O-247 

0 

B303030641* 

DO-247 

o 

B303030641* 

SO-247 

4 

8309030646* 

30-2-47 

O 

8309030646* 

30-247 

O 

8303290337 

•tn-247 

Q 

B30  90204t)*( 
B303090146 

8303030214 

3D1™  267 
BO-ZA7 
3OL267 

F 
P 

B303Q90222* 

3O-267 

P 

B30303O22S* 

SO-B67 

P 

830B060479 

50-267 

a 

B309O604B4* 

90-267 

B 

8309060346 

30-267 

R 

B30906Q932* 

30-K&7 

R 

B303O90489 

90-267 

R 

8303090363* 

50-367 

R 

83031  2O370* 

50-S67 

F 

8303I2097B* 

5O-a67 

F 

8309160048 

30-2-67 

P 

B309160093 

30-267 

P 

B303  170380 

30-S67 

P 

8303200494 

90-267 

P 

B3032304S6 

3O-B67 

R 

8309830487* 

30-267 

R 

8309240477 

30-267 

P 

8303310111 

90-847 

f 

Public   Sirvlci   CD      of    Indfan*i     Inc 

S304S30167 

30-346 

A 

B3042901&7 

3O-346 

A 

B30429O190* 

SO-S46 

K 

B30302011B 

90-946 

8 
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AUTHOR                                                 ACCE99IDH 
AFFILIATION                                              NUMBER 

SUBJECT 
CATECOR' 

y 

B30302O291 

30-546 

a 

8303020291 

SO-946 

s 

B3O304O494 

30-346 

s 

B3O313O437 

30-346 

f\ 

8303130073 

30-946 

n 

B3O313O073 

30-346 

Q 

8303130093 

30-946 

0 

8303130098 

30-346 

0 

B30913O119 

30-346 

A 

B3O313O1  19 

30-346 

A 

8305130207 

90-346 

8 

830313O2O7 

30-946 

3 

B30313O344 

30-546 

0 

B303130244 

90-346 

0 

9303170306 

3O-346 

A 

B3O317O312* 

30-944 

A 

8303200239 

3O-346 

F 

8303200239 

50-344 

F 

B30323O634 

30-346 

A 

B3O324O408 

30-346 

8 

830324O4Q8 

90-346 

B 

8303260233 

30-346 

F 

B303S40233 

30-346 

F 

B3032&0332 

30-346 

3 

83OS26O332 

30-346 

a 

Public  8«rw£c»   Co      of   Nou  Hampihlre                  B3O304O300 

SO-443 

0 

B30304O300 

3O-443 

0 

830S040316. 

90-443 

^ 

03O304O316 

30-443 

0 

8308030006 

50-443 

F 

0303160039 

90-443 

B 

0303190164 

90-443 

S 

83032OO333 

30-443 

B 

B305200333 

3O-443 

3 

B30S200402 

90-4.43 

B 

030S2GO4O2 

30-4.43 

S 

83D323O244 

3O-443 

B 

8303270019 

90-143 

A 

0303270019 

90-443 

A 

0309310147 

30-443 

O 

Public    Btrvlci   Elictrlc    &  Oa«   Co      of   New     83041B0491 


B3041SO313* 

50-C31  1 

S 

8303020130 

[,0-372 

8 

8303O201B6 

30-372 

P 

0303020136 

3O-278 

P 

B30302O2.67* 

5Q-272 

a 

8303040262 

90-372 

s 

QgO  30)40,  2&£ 

30-H72 

3 

03030300(3 

30-S72 

p 

B3090&047O 

90-354 

a 

930306O4.76 

30-372 

a 

8303040  4BO 

30-311 

B 

B303040483* 

3O-272 

B 

830906048?  » 

30-311 

B 

B30309O437 

90-372 

P 

0303090437 

30-272 

P 

8309090439* 

90-272 

P 

8303090457* 

30-272 

P 

B3031  10007 

30-311 

P 

8303110134 

30-273 

P 

8303110134 

3O-B7B 

P 

03031  10I36W 

30-272 

P 

8305110136* 

30-273 

P 

8309110259 

30-334 

B 

0309110271 

30-311 

S 

0303110274* 

90-311 

8 

8309120394 

30-334 

B 

B3091&QOS2 

SO-311 

S 

8303  1400  37" 

30-311 

8 

B3031600B3 

30-273 

O 

93031600B3 

30-272 

a 

8309  1  6OO76 

30-311 

a 

B3031401O2* 

SO-311 

B 

B30316O118 

30-311 

B 

9303160133* 

30-3  1  1 

a 

830317O01B 

SO-B72 

R 

B303  170021* 

30-272 

R 

8303170143 

5Q-311 

R 

B30917O147* 

90-311 

R 

830317O32B 

90-272 

P 

8303170328 

3O-272 

P 

B30  a  170367 

90-311 

S 

8303I7037O* 

30-311 

a 

83031704:90» 

30-394 

Q 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

B3032Q0067 

30-372 

I 

6303200394 

30-272 

S 

B303200397* 

30-272 

S 

8305200337 

30-311 

S 

S309200346* 

30-311 

a 

&303S3Q094 

SO-3  1  1 

p 

8303230304 

90-272 

p 

9305330304 

30-272 

p 

8303230310 

90-317 

a 

03032403?!* 

30-272 

0 

93O»25Q3B7 

50-334 

R 

B305230B01 

30-3  1  1 

s 

Q303270053* 

30-272 

a 

030M70033* 

30-272 

Q 

9305310183 

30-334 

V 

Pii-gtt   Sound    Pouer    f.  Light   Co 

B30  33  10029 

30-322 

Q 

Q30  33  10029 

90-323 

a 

3309310082 

30-322 

c 

8305310092 

50-522 

c 

Purdue    autarch   Foundation 

S3  03060  183* 

CONTRACT 

Guadrex    Corp 

B3030703QB* 

OA999 

Quirk.     Lauiler  &  Matuikij  Engineers 

8309230607* 

30-410 

A 

3303230607* 

50-410 

A 

83  052306  14* 

30-410 

A 

5305230614* 

50-410 

A 

B3Q32306220 

30-410 

A 

B3  09230682* 

50-410 

A 

S3O323062B* 

50-410 

A 

8303230626* 

SO-410 

A 

B309230437* 

30-410 

A 

8303230637* 

30-410 

A 

S303230644* 

50-410 

A 

6305230644* 

30-410 

A 

R  E      Ullllamg   t  Asiociattii     Inc 

8303020491 

40-6623 

B30303070S 

40-83B4 

H   F      Ready,     Inc 

8303180427 

50-275 

R 

Radijtlon  Management   Corp 

S3051  10309* 

CONTRACT 

S3032S0428» 

50-483 

0 

S30523043B* 

30-483 

0 

B30523046B* 

30-483 

Q 

93053504B2« 

30-4B3 

e 

Radio    TV  Reports,     fnc 

8305190068* 

SO-329 

a 

S3D5I90119* 

30-373 

a 

Relianc*  Electric    Co 

B30S090003* 

3*999 

FtinnelAir   Polytechnic    tnit 

8309170466 

90-333 

F 

Rsutir-StokBi,     Inc 

3303060006 

KPDRTUC 

Rhode    ItUnit   (•  PT-ovidenca   Pl»nt»tlon 

B3093403S4 

30-  1  93 

s 

3305330445 

30-193 

9 

Rhone-Poulanei     Inc 
Rldthalghi    Eg  5  era    &  Mtociates 

B3030301B1 
B30-3  160363 

71-9100 
PRD.J 

B3O51603&5I 

PRDJ 

9303330041 

PROJ 

6305330036* 

PRDJ 

Rilsig.J  L 

B30S060232 

50-413 

0 

Robert    L     Claud    Aiioclitei,     Inc 

8303030373 

30-273 

R 

8303030981* 

SO-  275 

R 

B3091B0417 

30-273 

R 

B  305330224* 

30-373 

R 

Racheitir   On  k  Elutric    Carp 

8303030021 

30-344 

P 

B303030034* 

30-244 

P 

B  305030353 

SO-344 

P 

8303030248* 

30-244 

G 

B303060271 

30-244 

P 

B30S060fl04 

30-344 

P 

8303110063 

50-244 

Q 

83031  1031B 

50-244 

S 

B3031103SQ* 

30-244 

S 

8303130084 

30-244 

P 

B303130096B 

30-BH 

P 

B303160114 

30-244 

3 

8303160119* 

30-24* 

B 

0305130916 

7I-'90BO 

B30319017O 

90-244 

8 

8303190173* 

30-244 

S 

B3  03  190234 

30-244 

S 

830319023B* 

50-244 

s 

8303230432 

30-244 

B 

S3  052304  58* 

SO-344 

B 

S30S230326 

30-244 

B 

8303230361 

30-244 

B 

B  303230364* 

30-244 

B 

B30327057B* 

80-844 

Q 

B30531003O 

30-244 

P 

830S310085 

50-244 

P 

3303310133 

30-244 

P 

680 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMB  EH 

SUBJECT 
CATEGORY 

B30331O133* 

50-244 

P 

B3O33iO219 

3O-Z4* 

F 

B  3  05310333 

30-244 

P 

Rnchtattri    Ujilv      of- 

aaosotoaoo* 

40-672 

Roctl*nd   County,    NY 

83  031  BO  424 

90-347 

0 

B203190421 

50-247 

0 

S3OS24OM3 

5O-247 

Q 

83C-5340539 

30-247 

0 

830  5370  JB6 

30-247 

0 

Rock  will    International   Corp 

B309IS04O4* 

90-410 

3 

B305310S19 

70-23 

3305310330* 

7O-23 

Rocfcy   Mountain   Envrgi;   Ci) 

8305390  1  71 

4O-6697 

830  3  2603  &4 

40-B380 

Rolf   Jtnstn  ;,    AxoclatiiJ     tnc 

B305120317- 
83  03  1303  32 

CONTRACT 
3O~443 

Q 

Ropn   1  Orjij 

83050403OO 
83030403OQ 

90-443 
30-443 

0 

0 

B30S04Q3t£> 

90-443 

0 

B303O403I6 

30-443 

0 

B303O40533 

30-307 

Q 

3303310147 

30-443 

D 

Roy    F      Heiton,     Trac 

8303170)16 

4O-6300 

Runtlti     J      D 

8305060932 

50-400 

0 

Ruikin  MJnufae  turlnfl   Co 

B309130113 

80-400 

S 

RIJI.    HH 

8303250331 

30-443 

H 

ascramento   Municipal   Utility    Djitrict 

B3030Z03B3 

90-312 

P 

6303050384 

30-312 

P 

£305020413 

30-312 

P 

63OSO304B3 

30-312 

a 

0305030287 

30-312 

s 

8303030290* 

3O-312 

s 

83O303O931 

30-312 

s 

B303O3O9&1* 

30-312 

s 

fl3030404I3 

30-312 

P 

B303060419 

50-312 

P 

B3030&D431i> 

30-312 

P 

8305060429 

90-312 

P 

8305100099 

90-312 

F 

8309100239 

30-312 

P 

8305100296 

90-312 

P 

8301100336 

30-312 

P 

8309100344 

90-312 

P 

B30  SI  00331 

50-312 

0 

8303  1  20O73 

TOPREP 

B305  130099 

30-312 

fi 

8303130103 

30-312 

s 

83091301^0 

30-312 

s 

B309130163 

30-312 

s 

8309130219 

30-312 

s 

630313O231* 

5O-312 

s 

6303230436 

50-312 

0 

8303230383 

90-312 

P 

8303340336 

90-312 

R 

B30337O08O 

50-312 

Q 

8303270432 

TOPBEP 

8303310171 

30-312 

P 

Btf*   Entrgy    Coalition 

8303230239 

FOIA 

S»fe   Entrjy    for   Ntu  Haven 

8003030908 

50-434 

T 

B3Q3O3031&* 

30-434 

T 

Safety  Light    Carp 

B3O3I90O97* 

XPORTLIC 

Sag   Herb  on    HY 

B3Q918O439I 

50-322 

H 

B3OS1B046U 

30-322 

H 

Salava.    M  E   ,     rntervenoT 

83031B0289 

30-482 

0 

Sall«burij,HA 

8305090301 

30-443 

0 

83O30903O1 

50-443 

0 

B30309OS02* 

50-443 

0 

B30  5090302* 

SO-443 

0 

San    Di.tj-0   Has    tc  Electric   Co 

83031  201  7B 

30-2OA 

H 

Ban   Francisco   eiaminar 

830S160192 

50-312 

Q 

S*niHa  L*t&rator  1»» 

8303030432 

NUHEO 

9303040673 

NUREO 

3305  11  04?! 

NVKEQ 

S3031103SB 

NUftEO 

8303120356 

30-337 

0 

830917O1S2 

NUflEO 

83O317O132 

NUflEfl 

8303170133 

NUREO 

B3031B06BB+ 

71-9130 

8303310209 

NUHEC 

B30531021O 

NUfiEO 

S*fB«nt   t<  Lundyi     Inc. 

83Q30904&7 

TOPflEP 

830S09O469* 

TOPflEP 

8309I20O74* 

30-358 

Q 

83051903O2* 

30-373 

P 

AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATE90HV 

8303190302* 
B3OS  190302* 
B3O  3  190303" 

8303190303" 

B3O5  190303* 

50-373       P 
30-373       P 
SO-373       P 
80>-373       P 
90-373       P 

830S190357« 
83O3200301" 
83O5200&81* 
B30320069S* 
B3O3290084* 

50-373       P 
30-237       9 
30-373       P 
30-373       P 
3O-S93       P 

Baiiafra*    Audubon  Society 
Schuiilbi    Donnetifeldi    Br*«    icBllbert 

83OS270301* 
B3QSO&OS31, 
B303.1  80330 
B3091803A9 

S303120940* 

90-434       Q 
PR 
PR 
Pff 
COMTRMT 

Sclent*  Application*!    Inc 

3303230012- 
8206100204 
B20M0021D* 
8207080498* 

8209  190251* 

ADVCrt 
RES 

RES 
90-321        f 
50-350       Q 

B209S00373* 
8303080183 
8303090187* 
B3030B0194 
B303Q80202* 

3O-313       P 
RES 

nes 

REQ 
REB 

0303090209 
B303OBOZ19* 
B30917012S 
0303200110* 
8303270092* 

RES 

REB 
NUREB 
SQ-SS77        a 
30-271        0 

Stabrook,    W) 
Stacont  Anti-Pollution   League 

8309020423 
8309O20429 
8303020429" 
B309O20429* 
8309  1  B03A4 

30-4«        fl 
SO-443        0 
90-443        0 
90-443        0 
PR 

Strut* 

B30S190199 
8309110AO1* 
B309180116* 
S3091B0123* 
8309310239* 

30-443        0 

COMMISSION 
FQIA 
FOTA 
30-309        H 

Strut*.    Environment  t<  Public  Horki 
Btnitt,    Judiciary  Caiimittee 
Stntiblt  Maine   Power 

83O9  110984ft 
8309230404* 
B309  160099 
8309  190233 
B3032404B3 

COMMISSION 
COMMISSION 
30-309        11 
M-309        0 
9O-3O9        9 

Shay,    Pittman,    Potti   tt   Trouhrldge 

8309240493 
8309420438 
8309020470 
B3.09P30467 
B3030309"?! 

90-309        0 
90-26*        0 

50-440         0 
50-4B3        » 
M-2fl9        « 

B309O40307 
8309040307 
B309O40906 
B303O40306 
8309090431 

9O-440        0 
3O-44O        0 

SO-  4  40        T 
BO-  440        T 

9O-2S9         0 

8309090470 
8309090337 
B3091OOS93 
B3OS1O031O 
8309100397 

9X)-atl         O 
3O-333         t 
SO-S39        ff 
SO-SS9        * 

so-aa?      a 

B3O311O26i 
8309120298 
8309120391 
8303130092 
B30313O099 

SO-4B3         9 

30-S«9         9 
30-4O2        fl 
90-361         O 

90-31  a      9 

8309130137 
830913O1&I2 
B3O91&0012 
8303170291 
8309170430 

90-ffil         9 

3o-aAi      * 

90-389         * 

90-aAb         9 
3O-4OO         ff 

8303170497 
83091S0277 
B3091BO429 
83031  9OZ49 
B3052OO43O 

90-40O         0 
9O-S39         « 
9O-302         0 
3O-403         0 

&0-40O         0 

9303240287 
B30324O313 
83092  4O4B6 
8309240319 
8303240990 

SO-H&7         0 

90-462        « 

90-aev      0 

3O-440        0 
SO-4OO         0 

8309230203 
83092  SOS03 
83032  3O208* 
B30S2  30229* 
B30923O294 

ao-as1?      o 

SO-493         fl 

so-sza1!       o 

9O-HS9         « 

9O-4QK3         0 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

B30SSS0297* 

30-483 

0 

B3092SO300* 

90-483 

0 

B30S23O346* 

30-4B3 

G 

8305250331- 

90-483 

0 

B3032SO35Q* 

30-4B3 

O 

8303<ZS033?> 

90-483 

Q 

8305280333* 

9O-4H3 

0 

830  5230398* 

90-483 

Q 

8303E3O4G1* 

30-4B3 

O 

B3O32304D3* 

90-483 

O 

830S38O41B+ 

3O-493 

n 

B309290419* 

90-4  S3 

a 

83OSS90440* 

30-4  93 

0 

83032SOfli14» 

&0-4B3 

a 

B  3082  90A4B* 

SO-  4  83 

0 

83O5S9O451* 

30-4B3 

0 

B3O8a  904^10 

30-483 

0 

8308^50463- 

3O-4S3 

O 

83032SO474K 

SO-4B3 

0 

9309390477" 

30-483 

O 

B3O32304B&* 

3O-A83 

0 

B3O329O490< 

90-4B3 

a 

B3O33BOS02' 

90-4S3 

0 

S3O323O306* 

SQ-4B3 

0 

B309390319* 

30-433 

Q 

03O323052HI 

9O-4B3 

a 

0303230324* 

SO-4B3 

a 

B3O8S  3084  0<t 

90-4B3 

a 

63032303  42* 

90-4B3 

Q 

8303230833* 

9O-4B3 

a 

630323OSS7* 

90-4B3 

0 

Q3O8Z90&39* 

30-4B3 

0 

9303230562* 

9O-4B3 

0 

S309280SB3» 

90-403 

0 

E33O32305B4* 

9O-483 

0 

Q3032&01&4 

90-4B3 

0 

9305260166 

3O-4B3 

0 

83O931O170 

50-4B3 

O 

6h*lUr   lilind.NY 

Q3031B03&7* 

ao-3»2 

H 

Shonlian  Dppontnti    Coalition 

B303130072 

90-328 

a 

8l*rr«  Club 

B3O30303Oa 

50-537 

0 

S3091O0350 

30-537 

o 

830912029-1 

90-337 

0 

B30914.0149 

30-937 

9 

B3O81&01S1 

90-937 

0 

8305190221 

9O-937 

O 

83O924O993 

90-337 

0 

Slept  on,    0  H 

9305230S20 

FO.IA 

Blnelalri    H 

B3OTKM0447 

80-329 

0 

830"5230215 

90-327 

e 

8303290319 

BO-3S9 

o 

B3G326OII,*? 

90-32? 

O 

83O926O169 

50-329 

a 

Blnnlitlppl  Allianci   for   th*  Eiwlronmint 

B3O910O2B6 

90-454 

a 

(8AFE) 

B30S170369'* 

90-434 

0 

B30517D372» 

SO-*B4 

B 

B30317O972H 

90-434 

O 

B309  170076* 

90-4S4 

0 

e3O317OSai* 

30-434 

0 

B309L709-91* 

9O-434 

0 

S30M70SBB* 

80-434 

c 

a3031703S>Oit 

30-484 

9 

9305170390* 

30-484 

0 

B303I70993* 

3,0-484 

O 

S3OS17t>a93* 

30-4M 

a 

Q3O3aooaaa 

PR 

Baail   Builntu  Admlnl  itratlon 

B309200134* 

CONTRACT 

Sntll   1.  Mllmir 

8309030994 

30-927 

o 

83092404BZ 

30-329 

0 

B30931O219 

BO-32B 

o 

Bovth  Carolin*   Elictric    t<  Out   Co. 

8OO90306S7 

SO  -399 

8 

B309030637" 

30-398 

S 

B309  0900  37 

80-399 

8 

B30909OO&1* 

3O-393 

S 

8303030233 

80-399 

8 

83090902:39* 

&0-399 

8 

830  90903  17# 

30-393 

F 

83O303O321* 

90-399 

F 

BzoaoAo&t? 

3O-3M 

P 

83O91OOOB9 

30-398 

B 

B30SI00091* 

30-3?9 

8 

B303JOO3O1 

3O-393 

P 

0303130373 

30-393 

F 

830S18O44Z 

80-399 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CflTEOOWY 

8305180465 

80-393         Q 

B3Q320Q311 

90-393         0 

830320Q393* 

90-399         Q 

3305200310 

90-395         S 

B3032QOS13 

30-393        E 

H303200319* 

80-399         8 

B3Q3200626 

90-393         S 

S303aOQ633* 

80-399         8 

0305230349 

30-393         3 

83QSa304V2 

90-399         P 

a308S7D42a» 

90-393         Q 

B309270441* 

90-399         Q 

South    Carolina.     Btdte   of 

8309060977 

30-23B         R 

B3090609B2* 

90-238         R 

6303040534* 

30-839         R 

B3Q306Q613* 

90-E3B         R 

8303230423* 

COMMISSION 

Southern    California   Ed  It  on  Co 

H30413037S* 

30-341         R 

B3Q&020427 

90-B06         P 

830303039& 

30-361         S 

8303030339* 

90-361         S 

S303030360 

30-361         B 

B3QS030432 

90-361         8 

8303060443 

90-362         B 

S30S060490» 

SO  -342         S 

8305060447 

90-361         S 

B30S060903 

30-361         8 

830306031  4« 

90-361         B 

B30B09027B 

90-361        Q 

8305100377 

80-S06        P 

8303120166 

90-206        P 

9305120187 

30-206        P 

B303160011 

30-361        8 

8309160014* 

9O-361        S 

9309160047 

30-368         3 

8305160051* 

80-368        8 

8303160033 

80-361        B 

B303  140053 

30-361        B 

9305140069* 

90-361        8 

8309160101* 

90-361         6 

B30S16011O 

9D-362        S 

6309  160  It  3* 

80-363        8 

B30St60iaO 

50-363        8 

8309U012S» 

90-363        S 

B30317027B 

SO-  361         8 

8309170276 

30-361         fl 

B30S170471 

90-361         F 

8309170471 

90-361         F 

53.05190029 

SO-361         P 

83091  9002  B 

30-361         P 

3303190193 

90-361         Q 

B303I90193 

90-361         0 

8305190312 

80-361         0 

B308190212 

90-361        Q 

33051103:53 

90-361         0 

8303190232 

SO-361        0 

B303240I9B 

30-206        F 

B30924013B 

90-361         P 

8303240498 

80-361        P 

B3032403QI 

S  0-206        P 

B305240309 

30-206       P 

B305350S12 

50-206       P 

B309S7Q131 

5O-341         8 

B30S270137 

$0-362        3 

8305270213 

50-361        S 

6303270321 

80-361        S 

6308270^  OB 

50-361         8 

SauthoJif,    NY 

S30S1  90037 

SQ-3SB       H 

Bouthwait  X-R»g 

B3030aOObl 

71-6717 

B303040&71 

71-498 

B30S040fa79* 

71-498 

Bfligvl   *<  McDlirnlit 

B303100339 

PROg 

Bt     Lout*  Unlv   ,    st     Uouli.    HO 

B30S090117* 

CONTRACT 

B30317O1S1 

WUREfl 

StamlTlii     B 

9305190214 

30-3S9        0 

8303260164 

30-329        B 

St«n  J«rdi  t  »d   Nucl««r  Unit   Pouiai-   Flint 

9303020073 

50-432         8 

Byitim 

8308040430 

30-432        S 

B303IIOO14 

30-4B2         A 

B305H0014 

50-402        A 

B303UOOM 

30-402        A 

8309110047 

30-4B2        E 

B303  110047 

90-482        E 

8309110047 

30-4BS        E 
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AUTHOR 
AFFILIATION 

NUMBER 

SUBJECT 
CATEOOR1 

V 

8303130007 

30-462 

A 

B303  130007 

30-482 

A 

S303  130007 

30-462 

A 

63031B0393 

30-483 

E 

B303310173 

50-482 

A 

State,     Dapt      of 

B303  130273 

XPORTLIC 

8t«t».    Dapt      of,     Bureau  at    Qceani   &    Intl 

8303060687 

XPORTLIC 

Environ      i,   Scientific  Affairs 

Btllnbcrgr    Oretnitelni    Oorel  ick,     Price  & 

S3  03230203 

FOIA 

Stone   t.   Mcbitir  Engineering   Corp 

8303030271 

30-273 

R 

S3030302B2* 

30-273 

" 

B30S03Q461 

PR 

B303  030069 

30-423 

K 

8309100173 

30-373 

R 

8303100179* 

90-279 

R 

8305  100185* 

3O-373 

ff 

8303120203 

30-373 

R 

B3DS120211* 

30-275 

R 

8303120214* 

90-273 

R 

6303170511 

30-273 

R 

6303170917* 

30-273 

R 

B3031B0377 

30-273 

R 

8303180333 

PR 

S3031B0454 

PR 

B3O3I80463* 

30-338 

F 

S303230313 

30-273 

B 

8303330221* 

30-273 

fl 

8305330336 

30-273 

R 

8303230539* 

30-373 

R 

8303330701* 

30-4  1  O 

A 

3309230404 

PR 

6309230466 

90-375 

R 

8305250467* 

30-273 

R 

B  3092  70003 

PR 

6309310186 

50-373 

R 

8303310191* 

30-373 

R 

atone   &  Mvbstar,    inc 

6303030335 

SD-273 

R 

B  3  0303094  31 

30-373 

R 

8303240223 

90-339 

A 

Storr.    J  F. 

S303330603» 

30-410 

A 

Structural    Dynamics   fttiearth    Corp 

B3O32404B7* 

3D-313 

P 

8303240493" 

30-313 

P 

Structural    Mechanics  Associate* 

8303170344* 

9o-aa? 

A 

Suffolk    county,    NY 

B305030001 

30-323 

O 

S303O30003" 

30-322 

0 

B303O30007 

30-322 

0 

B30S06031B 

90-322 

Q 

83030?OI36* 

39-332 

Q 

B30"SJ00137 

50-323 

0 

8303100239* 

SO-  322 

9 

8305130297 

30-332 

0 

830912O300* 

90-322 

0 

630512O33? 

30-322 

0 

8303130332* 

30-322 

0 

830313006'? 

90-333 

Q 

8303240519 

80-322 

Q 

8305310063 

90-322 

0 

Sugarfflani     R   J 

0303310013 

30-332 

0 

Sunfl*m«  Appllflnciii     Ltd 

S30313Q471* 

40-S19 

830312O476* 

40-313 

Sunflower    Alliance 

B303040323 

50-440 

0 

8303040339 

90-440 

0 

8303040487 

30-440 

0 

83O30404B7 

30-440 

0 

8303040948 

50-440 

fi 

B30304O34B 

30-440 

0 

8305100294 

30-440 

0 

8303100S94 

50-440 

0 

8303100367 

30-440 

0 

8303100367 

50-440 

0 

Sunfen 

B30  30*0092 

XPQRTL1C 

83051  BOB  18 

XPQRTLIC 

83O5260O60 

XPORTLIC 

Sltncor    International 

83  0506  03  ?4 

PR 

TEftA  Carp 

8304820313 

30-327 

A 

B30BSO0393 

50-329 

A 

B303S00353 

50-32? 

A 

83O32O0367M 

50-329 

A 

B30320O367* 

30-339 

A 

B303200373* 

50-3S9 

A 

83O53IO198 

50-32? 

R 

83033IO19B 

30-339 

R 

83033  1O203* 

30-339 

fl 

8303310203* 

30-329 

R 

AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATECOW 

Taletfgrn  Engineering    Services 

6303030282* 

90-273 

S 

8309030299 

80-273 

R 

8303030303* 

30-275 

R 

B309100223* 

30-332 

4 

83091B0393 

9O-279 

R 

S3051B0403* 

3O-S73 

R 

6305200393 

30-273 

R 

8303200364* 

SO-073 

R 

B3D3240342 

SQ-3S2 

A 

6305270001 

30-358 

A 

8303270  Ii9» 

SO  -SW 

P 

6303270296 

30-273 

P 

8303270303* 

3O-373 

P 

8303270317 

80-373 

P 

Tiledyne   Wah    Chang   Albany 

6309070014 

XPORTLIC 

6303090114 

XPORTLIC 

T«im*iiee   Valltg   Authority 

8304190477 

50-337 

B 

B304  170337* 

SO  -327 

B 

8305030041 

30-390 

A 

6303030041 

5O-39O 

A 

9303030072 

30-390 

B 

830303O072 

3O-39O 

B 

8303030082 

SO-390 

8 

8303030083 

30-390 

S 

8303030121 

50-390 

A 

B30903011Z1 

3O-39O 

A 

6309030176 

so-327 

S 

B3030301B3* 

90-327 

9 

0303030332 

90-438 

9 

6303030238 

90-439 

B 

8303030266 

30-296 

B 

0303030272* 

90-B9A 

B 

8303030370 

90-436 

B 

B309030370 

30-430 

S 

8303030434 

SO-39O 

A 

8309030434 

30-39O 

A 

B303030301 

90-239 

B 

8309030943 

3O-39O 

E 

B309030S43 

3O-a9O 

E 

8303030338 

50-433 

A 

8303030969 

30-327 

B 

630903057S 

30-39O 

fl 

S303O30378 

gO~3tO 

3 

8309030379* 

SO-337 

8 

8303030606 

30-390 

A 

B303030AOA 

30-370 

A 

8309030639 

90-239 

O 

6305030631* 

30-aa9 

fl 

B30.9940293 

90-39O 

A 

8309040293 

30-390 

A 

B303040911 

90-2S7 

P 

8309040311 

go-as? 

P 

B3050403U 

30-33.7 

P 

830904091  7* 

30-287 

P 

B303O403I7* 

go-as? 

P 

8303040917* 

go-as? 

P 

8303040633* 

30-239 

F 

8303040633* 

3Q-aS9 

F 

8303030047 

30-39O 

B 

S303090047 

90-39O 

e 

B305030067 

80-39O 

B 

8303090067 

30-39O 

B 

6303030078 

30-39O 

8 

B30309O07B 

30-390 

a 

8305030120 

30-43B 

B 

83090301  BO 

30'4>3B 

a 

6303030122 

30-438 

a 

B309090122 

30-43B 

s 

8303090183 

30-327 

& 

8303030128* 

90-3S7 

a 

8303030192 

30-323 

a 

8309030132 

90'329 

a 

8303030132 

30-33B 

B 

B303030132 

90-339 

s 

8303090132 

90-328 

8 

8303030132 

50-3=0 

S 

83030SO1B3 

30-327 

8- 

8305030189 

90-39O 

8 

8303030188 

BO-39O 

8 

8303090  IBB 

30-39O 

B 

83D30301B8 

90-370 

B 

8309090  IBB 

30-39O 

B 

B303090206* 

90-337 

8 

8303090211 

30-32B 

8 

8309030217* 

30-336 

8 
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AUTHOR                                                ACCEB910N 
AFFILIATION                                              NUMBER 

SUBJECT 

CATEOQSV 

B  3030  902  18 

50-32& 

B 

B309090224* 

30-329 

6 

8305030222 

50-390 

S 

830305023? 

3O-3?0 

8 

83090  3023  B 

3O-2iO 

S 

B309O30S43 

30-3-90 

S 

8300050243 

30-3?0 

S 

B30S050S43* 

30-2frQ 

S 

B3D30S026& 

30-899 

S 

B30B030272* 

30-239 

S 

asosioooia 

30-297 

e 

B3031000I4* 

30-299 

s 

930M00031 

30-260 

B 

830  3100036* 

30-260 

3 

8303100031 

30-299 

8 

530  3  1000  83* 

30-239 

s 

9309100101 

30-327 

F 

S3051001O1 

3Q-327 

F 

B305100107 

30-B9* 

3 

93091001  13* 

5O-29A 

3 

B30S1  00169 

30-318 

A 

0308100  193* 

30-34  B 

A 

8303100231 

30-SB9 

F 

B308100234 

30-257 

F 

6303100234 

30-259 

F 

B  3031  00240 

90-438 

A 

S3Q510024Q 

30-433 

A 

B30B1002B3 

90-240 

B 

B303100H92* 

30-260 

B 

8303100339 

30-439 

A 

»303  100349" 

30-43S 

A 

B303  110293 

90-437 

S 

8305  11  030  4 

SO-4M 

S 

8303110304 

50-430 

s 

8303  1103  1  7 

90-370 

s 

B303110319 

50-390 

8 

B309H031? 

90-390 

S 

830111031-? 

90-390 

9 

B3D3110319 

90-390 

B 

8303110323 

90-327 

B 

83O51  10327" 

50-327 

B 

8303110339 

90-2S9 

S 

83O3  110367* 

90-239 

8 

B3031  10373 

90-327 

S 

03U3U03B2* 

80-327 

B 

B3031  10406 

30-430 

S 

8303110406 

50-439 

8 

B30S1  10409 

3O-3S8 

S 

83031  J0419» 

30-328 

S 

aa'OVt  10438 

90-337 

0 

0303  110441 

50-439 

s 

S3031  10448 

30-337 

o 

S3D3U04'V7» 

50-537 

0 

B30511O903 

SO-391 

s 

6303130003 

SO-S99 

P 

8303130020 

50-390 

E 

6303130029 

30-327 

P 

S3Q31300K1? 

30-327 

P 

B303130O41 

30-327 

F 

8303130083 

80-S99 

a 

03051300  B9 

80-439 

8 

0303130O91" 

30-337 

a 

0303130.131 

30-24O 

9 

8303130133 

80-39O 

s 

8303130133 

30-390 

s 

g309190141* 

80-260 

B 

8309130147 

30-43B 

s 

8303190147 

30-43B 

s 

0303130134 

30-43S 

8 

S3D913O134 

30-43B 

8 

8303130217 

30-390 

S 

8303130217 

30-390 

8 

8303170030 

SU-294 

8 

830317O034* 

30-276 

B 

33031  70  1  43 

30-327 

P 

B30317014& 

30-327 

P 

9309170337 

30-364 

A 

aao3t7Qa4o» 

30-3i6 

A 

8303170383 

50-390 

a 

8303170899 

90-370 

s 

330317029? 

90-370 

s 

S303l70a9f 

30-390 

s 

B303  170330 

90-260 

B 

9303170340" 

90-360 

S 

930320O1B7 

30-43B 

8 

AUTHOR                                                   ACCESSION 
AFFILIATION                                                       DUMBER 

SUBJECT 
CATEOOHY 

B3033001B7 

30-43B        S 

B3Q3200S74 

3O-390        3 

8303300274 

30-37O        S 

B30  3200  273 

3O-390        3 

B30320O27S 

30-3*0         S 

B3Q320028B 

30-360         S 

B303200300* 

30-260        9 

B303200335 

50-390        A 

6303200333 

30-390        A 

B3QS20O343 

30-390        S 

Q3032OQ343 

so-a-so      0 

B30330Q387 

50-390         8 

8303200430 

30-260        B 

B30S  200426* 

30-240         8 

830320Q427 

30-3B7        S 

B30S  300433* 

30-327        6 

S30S20Q3  1  7- 

30-439        8 

830520051* 

30-438        S 

G30  5200  369 

so-Asa      a 

030  5200  377 

30-337         3 

B30  52003.81* 

30-327        3 

S30323Q433 

30-390        9 

8303330433 

30-370        & 

B3O523O447 

30-370        B 

8305330447 

30-390        8 

B3032304B2 

30-370        S 

8303230492 

50-370        S 

8303830530 

30-337         S 

9303230336* 

SO-337        9 

H303S30343 

30-43B        S 

3305*30313 

30-438        B 

B3O3230331 

50-436        S 

8303230351 

SO-43S        B 

8309230969 

30-43B         S 

830  S  2305  &S 

50-438         S 

93032:30369 

30-390         S 

B30  32303  69 

30-390        S 

B30S230373 

30-370        S 

3309240-393 

30-337        ft 

8303210333 

30-327        Ft 

8303210374 

SO  -327        P 

6303250313 

30-32B        S 

B3  0328  0337 

80-260        9 

S  303230380 

50-329        B 

6303230400 

80-320        8 

8303230402 

so-as*      a 

B30325Q421 

30-390        S 

9305390421 

90-390        S 

B3032904B3 

830323042  S 

BO-370        A 
SO-390         (\ 

B3Q329Q433 

30-32B         B 

9303230139 

30-390         S 

B305S9Q473 

30-259         P 

8305230*73 

60-219         P 

B30323030B 

30-Z?fc        S 

8303230  326 

30-33'         B 

B3O3S30S32 

30-327         B 

8303260307 

SO-3S?        S 

B303S70QS1 

30-239        P 

B305S70Q3G 

BO  -2  39         P 

B3Q3370133 

50-390        0 

6305370171 

SO-B31?         0 

6303370177 

SO-239        0 

9303270806* 

30-25?        O 

3303270306* 

30-239         0 

830  327020  i." 

30-239         Q 

B30  3270233* 

30-37O         fl 

8303270233" 

30-390         Q 

B305S7O339* 

30-259         0 

830337038(6* 

90-439        Q 

B303270367" 

30-370        Q 

B30327O592* 

30-436        Q 

Q  30327  0393" 

30-438        Q 

B30327Q377* 

3Q-43B        Q 

8303E7060B* 

3Q-43H        0 

B3QS27Q632* 

90-259         0 

fl30S2706fiO* 

50-H5T        0 

930827066O* 

00-289        0 

8303370660* 

30-2S9        Q 

B30  33  10037 

30-390        E 

8303310033 

30-327        P 

8303310053 

30-327         P 

B3  033  100  34 

3Q-2?i         B 

83033  JO  037* 

30-327        P 

B3039  10057" 

30-327        P 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR' 

t 

8303310077 

SO-337 

a 

33033-10133 

50-430 

B 

9309310138 

30-439 

3 

B3O331O167 

90-327 

F 

S30931OI72 

90-390 

9 

B3O531O1B9 

90-327 

P 

H30331O193 

90-43B 

S 

8309310193 

90-430 

8 

B30531O214 

30-438 

3 

B3O331O214 

90-43B 

8 

Tfton    Eiploration   Drilllno    Co    i     Inc 

B3  03130281 

-10-8728 

T»ia*    AbM   Unlv    .     College   Station'     TX 

B3  09030233 

BO-128 

P 

830903023711 

30-1S8 

P 

8303090073* 

30-12H 

a 

B3OS09O586* 

90-449 

0 

8303180426 

71-9607 

8303230697 

71-3407 

B30523O32B 

30-1  SB 

R 

Tli4i    Initrumentli     Inc 

8303Z30A90* 

90-410 

A 

Ttiai    Utilltlea    Gpntrlting   Co 

8305030018 

90-449 

0 

B30509O9O7 

90-443 

T 

8303070507 

90-443 

T 

8305O90913* 

SO-449 

T 

B30309O913* 

30-449 

T 

S30509O317" 

30-449 

T 

8305090317* 

30-449 

T 

aaoso^ogai* 

90-443 

T 

8303090321* 

30-449 

T 

B30309O323* 

90-449 

T 

B30SQVQ335* 

90-448 

T 

e3OS09O530* 

50-445 

T 

83OS090930* 

50-449 

T 

B30SO!?0736* 

90-449 

A 

B3O510O267 

30-443 

0 

83O91O0267 

30-449 

0 

8305100270 

90-449 

G 

S303IO0270 

90-449 

Q 

S3O310O299 

30-445 

0 

8305100293 

90-443 

0 

9303100321 

90-449 

D 

9303  1  0032  1 

90-443 

0 

0305  130360 

90-449 

0 

8305130260 

30-449 

Q 

9309160139 

30-449 

R 

830316013B 

50-449 

K 

B3Q9UOU1* 

90-443 

H. 

83OS14O141* 

30-449 

K 

8305170O29 

70-2932 

B309190003 

7Q-2932 

6303200290 

30-449 

S 

B3O520029H 

30-449 

S 

8309200419* 

30-443 

Q 

B30  52006  74» 

SO-449 

Q 

T»ia»   tftllitiss   8«rvtcisi     Inc 

8305100129 

30-449 

A 

8303100130 

90-449 

R 

8309100139* 

30-449 

R 

8309310191 

90-449 

A 

T*iii<     Stat*    of 

93030703  IO- 

90-449 

T 

Te(l»i    Unlv      of 

8309100005 

3O-192 

P 

Tnrta   Mile    Island    Alert 

0303100312 

30-aB9 

Q 

B30S  180369 

PR 

8309200669 

50-289 

O 

B303240444 

30-BS9 

0 

B3OS240449 

90-289 

0 

Tolfdo   Ediion  Co 

S309O40309 

30-346 

P 

8309040472 

90-346 

P 

eaoso-toiao* 

SO-346 

P 

B3O504O491 

50-346 

P 

83O3040497* 

90-346 

P 

B3O3O40903* 

90-346 

P 

B30&060395 

5O-346 

P 

B309060319 

SO-346 

a 

8303O60S23* 

3O-34o 

a 

B30506060I* 

30-346 

F 

S3090606O3* 

90-346 

F 

B309060699* 

90-346 

F 

a303Oi07O2* 

90-346 

F 

8303110385 

3O-34a 

P 

8303110437 

50-346 

P 

B3G3130O32 

30-346 

P 

B303130093 

SO-346 

S 

9309130093* 

90-346 

S 

8303130190 

30-346 

3 

B303130193* 

30-346 

B 

B30S13O201* 

90-346 

B 

AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CATEOORV 

0308130209* 
8303170162 
8305170171* 
8305  170201 
8303170203* 

30-34A        B 
30-346        B 
SQ-3*&        B 
SO-346        B 
30-346        B 

8309170462 

8309180411 
B303190149 
B309190194* 
83032OO337* 

90-3*6        P 
30-346        P 
30-346        R 
SO-346        R 
3O-34&        Q 

83092O0914* 
8303200320* 
B30SSOOSS7* 
B3092O0392 
8305S30716 

9O-346         Q 
SO-346        Q 
30-344        Q 
30-34.6        P 

50-346         P 

8303240073* 

6309840219- 
B303240231 
8309240341 

B30924033  1 

3O-346         0 
9O-346         9 
90-346         F 
30-346         B 
50-346        f 

9303240483 
8303860241 
8309260249* 
B30326.0Z4B» 
8309260293 

3Q-34&        P 
UQ-34A        P 
90'34A        f 
BO-34A        P 
90-346        S 

Torrid  Pinn   Tichnologu 

B3032603O3 
830931  0039 

B3Q9020367 
S30SQa036B* 
83090SQ432 

BO  "346         Q 

90-346         B 
90-3  SB         A 
90-398         A 
30-333         A 

Traninuelufi    Inc 

8309130301 
B309180B31 
8309  t  904  33 
0309230107 

S30323O1  18* 

XPORTLK 
XPDRTLIC 
XPORTLIC 
71-9O1S 
71-701B 

Tr*niport«tloni    0»pt      of 
Trill    L«uiY»rs    fop   Public    Juitlee 
Twomiyi    Lit  ham  ti  Shi* 

830S230129» 
8309260097 
B303230234* 
830S  180792* 
8303100201 

71-9015 
XPDRTLIC 
FOIA 
CONTRACT 

30-392         0 

ua  Eeolojij,    Inc      (formirlg    Nuclear 
Enjlnt»ring  ) 

Undvrurl  tari   Lab  oratory 

B3091BO449 
8309030317 

83031  1O134- 

630311O1SS 
S30309003B* 

PR 
27-39 

S7--4B 
37-43 
CONTRACT 

Un  If  or  mid  Strvicn   Unlv      of    the   H*alth 
Selincit 
Union   76  Mineral*    Exploration  Co 
Union   Carbide  Corp 

5309870033  » 

B30906.Q3B9 

B3030B0021 
B30306Q349 
B309130346 

SO-32O         P 

+0-B9B4 
XPORTLIC 
RES 
ACRS 

8309170904* 
B30917O90B* 
8303180334 
930S=6038i 
8309260393 

90-94            a 

30-S*            Q 
PR 
4O-H99 
4O-299 

Union   Elictrlc    Co 

830526  03<?9» 
8303240307 

830324031  1* 
8304190334 
B309030263* 

40-299 
30-4B3         A 
3O-4B3         A 

90-4SS         B 

SO-  4  S3         Q 

B30903O467 

B303040S93* 
830517O134* 
83091  7O18B» 
B303170BS7* 

90-483         O 
90-483          Q 
30-433          Q 
90-493          Q 
30-4(33          Q 

8303190249 

830320OS18i> 
B30929O203 
8305230394 
8303290297* 

90-4  B  3          0 
30-463          a 
90-4S3         O 
90-4  S3          0 
3Q-4S3          0 

B30325O300* 
B309290304* 
8303230341* 
B30929O34&* 
8309230-391* 

30-4B3          O 
30-483          O 

90-4B3          O 
90-4B3          O 
90-483          O 

B303230334# 
8309230396* 
B3092903S8* 
B309S90399* 
8303830360* 

90-433         « 
30-4H3          O 
90-493          O 
90-  4  S3          O 
90-4B3          O 

8303E303A3* 
830SS9037S* 
B303B303&3* 

90-483         O 
SO-483         O 
90-4B3          O 
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AUTHOR 
AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 
CA.TEGOFIV 

8303230388* 

90-4S3 

G 

83O523Q394,* 

30-483 

0 

B3O325O4O1* 

30-4B3 

O 

8303230403. 

90-403 

0 

B3O523Q4OB* 

90-493 

0 

B3O9250412* 

90-483 

•0 

B30523O419* 

30-4B3 

fl 

8303330424* 

30-483 

ff 

B30323D42B* 

50-483 

& 

B3O3S3Q43S» 

30-403 

0 

8305230436* 

30-433 

a 

S30323044O* 

30-4B3 

0 

B3O9330441* 

30-403 

o 

B3O323Q44B* 

90-493 

8 

6303230431* 

90-403 

0 

93032  3O43Q* 

30-483 

a 

83O923O461* 

30-4B3 

a 

B3032S0463* 

90-4B3 

o 

83Q523Q46S* 

30-493 

Q 

S303230474* 

3O-4B3 

0 

B30523O477» 

90-483 

& 

B3-032904BS* 

30-483 

0 

53092304861) 

9Q-4B3 

0 

6303250490* 

90-4B3 

a 

83032  50496* 

90-483 

o 

B30325Q30a» 

30-483 

o 

B30S23030i» 

30-483 

0 

B30923DB11* 

50-483 

0 

8303230313* 

30-483 

0 

83052  5O321* 

90-483 

0 

B30323Q3S4* 

90-4B3 

o 

6303330331* 

30-483 

o 

830323033  6* 

30-483 

o 

8303.29O340* 

90-483 

Q 

830829O34H* 

30-483 

O 

83052.  3054  4» 

90-4B3 

0 

9309290348* 

90-4B3 

0 

B309230332* 

30-483 

O 

8303250993* 

90-483 

0 

930323O357* 

30-483 

o 

83092903-99* 

90-4B3 

0 

9305230562* 

30-4B3 

0 

8303H3O5-66* 

9O-4B3 

o 

B309290S73* 

90-4B3 

o 

B309290S74* 

90-4B3 

0 

B309K305SO* 

90-4B3 

Q 

8309230-983* 

30-4B3 

0 

8309230384* 

5O-4B3 

0 

8303330337* 

SO-483 

0 

B3092909B<?» 

90-483 

0 

S3092A0164 

90-4B3 

0 

8309360166 

30-483 

0 

8303260173* 

9O-4B3 

Q 

Union  of  Concirnid   Sclintltti 

830  303  0608 

90-847 

0 

B309O30A08 

90-247 

0 

8309030619* 

9O-247 

0 

83030306  I9» 

9O-B47 

0 

S303O3Qfia<7lf 

90-24:7 

0 

8309030639* 

3O-2-47 

0 

8303030641* 

SO-247 

0 

B309O3044U 

30-247 

0 

830903Q64.fi* 

30-247 

0 

83030  3O646* 

30-247 

0 

ea03O30i52* 

90-247 

a 

030304,0362 

PR 

S305100S04 

30-247 

0 

830316O073 

00-289 

0 

S3031B033i 

Pfi 

B309230D03 

POIA 

9309230343 

FOIA 

B30521O249 

90-243 

p 

930324053B 

30-247 

0 

0305340538 

30-347 

o 

B303S40»42* 

SO-247 

0 

B30524O542* 

SO-247 

0 

Unlttil  £ngln**r*  fc  Con»tructori,    inc 

8303300493 

50-443 

s 

tiubi.    of  R«<jth»on  Co,  ) 

Unit  td  Nucliar  Corp 

B309200177 

70-371 

3309290378* 

70-37  1 

aa032303B3* 

70-371 

0303330986* 

70-371 

B30S2A0371 

70-B20 

Unnium  RIIOUTCII,    Inc 

8303JA022B 

4,0-8786 

UUht    Univ.     of 

S30519O349 

30-407 

p 

B30919O360» 

30-407 

p 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 

0309190369* 

90-407         P 

B3091903BOI- 

30-407         P 

Utility    Worker*    Union    of    America 

B305340494 

30-247         0 

Vermont    Yankee    Nuclear   Poiuer    Corp 

B309090101 

30-271         3 

Q30:903010a» 

30-271         B 

8303130103 

30-871         P 

0303  17000  6 

90-871         I! 

Q303170007* 

50-K7I         Fl 

8303300317 

30-H71         P 

8303340199 

90-871         P 

830334.0343 

30-S71         V 

9303230369 

50-871           P 

8303250574* 

50-871           P 

8303270141 

30-B71           P 

8303310313 

30-271         r 

Vat:      Admin      HOED      Omaha,  ME 

8305310012 

50-131         P 

Vlryinl*    Electric    i  Power   CD 

83030301  3B 

SO-33J]        8 

B30S03U163. 

50-333        8 

B309030279 

30-339        8 

8303030283* 

30-337         B 

3309030337 

90-339        Q 

B303O  30364* 

90-339        fl 

9303030333 

30-33O         0 

8303030933 

30-33B        0 

B3030306I  1 

90-338         B 

B303030613- 

90-338         B 

B30503O633 

30-339         B 

B309030640* 

30-339         B 

B303040173 

30-338         P 

B305040I73 

90-338        P 

B303040409 

30-33B        P 

8309040409 

50-33B        P 

9309050118 

flO-SBl         B 

830305-0121  * 

SO  -SHI         8 

8303030126 

30-S00        P 

8309090130* 

30-aei      s 

B3O90901B& 

30-330         Q 

B3Q505Q191* 

50-330         S 

B30305031O 

50-339         R 

630303021  3  » 

30-339         H 

8309090271 

30-339         Q 

8-3  0909  0276-K 

30-337         8 

B3  0306  0061 

30-281         Q 

B3  0306-0  100 

30-301         F 

B3O306Q203 

30-339        P 

B30306039J, 

90-280        P 

8303060936 

3D-  HBO        P 

8303060361* 

50-2BO        P 

S3Q3.Q&Q361* 

90-2BO        P 

830309QI39 

30-HBO        Q 

8309100023 

30-339        H 

6303100039" 

30-339        8 

8303100108 

90-280        P 

8303100108 

90-280        P 

83091001  11«- 

90-280        P 

8309100111" 

30-280        P 

0303100113 

30-280        B 

8303100120* 

30-200         S 

530310012?* 

90-200         B 

9303100239 

90-339         B 

' 

B3D91QO2-63* 

90-339         O 

B30510O313 

80-280        O 

03031  10285 

90-33B         B 

B3091102BB* 

90-33B         B 

B3-0-9110330 

90-339        B 

B305I  10336* 

30-339        8 

6)309110433 

30-339        8 

B30>91  10469* 

30-339        H 

B30912O047 

30-339        fl 

03O313O244 

30-201         P       ' 

B30<312O230l> 

90-201         P       ' 

B30912O386 

90-339        l> 

B3O313O03B 

30-2BO        p 

B30913009B 

30-2BO        F 

BSO^giSOOSB 

30-2BO        F 

B3O313OOSB 

30-SBO        F 

8309130125 

90-201         B 

S3O5130130* 

30-90]         B 

B309130136* 

30-301         B 

630913019B 

30-2BO        8 

8309130203* 

30-230        S 

3303130228 

30-290        B 

930913O243* 

9Q-2.BO        8 

8305170406 

90-338        8 

8303170412* 

30-338        S 

586 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

B3091S037S 

50-260          P 

8305190373 

so-aeo      P 

S3Q3190219 

50-33B          0 

S3Q  31  90233 

30-331?        P 

0305300146 

so-aaa      s 

B3QS20Q163 

SO-2HO        P 

8305300163 

3O-2SO        P 

3303200279 

30-33"?        S 

Q3Q  320  0234  « 

SO  -339         S 

B3QB20Q4*?9 

3G-2BO          P 

83032.0,0419 

so-aao       p 

8303200374 

SO-33S         S 

83O32003S3* 

30-33a         S 

330323042* 

30-291         S 

03052  30432» 

80-281         S 

S30323Qqsm 

50-2B1         9 

8309230288 

30-33B        B 

0303230384 

30-339        B 

0303250117 

30-330        S 

03Q32feQ232 

30-29D        P 

0305260323 

30-339        P 

03052403S3 

30-339        P 

03O327OH3 

30-330        a 

3303270150 

3O-339         P 

B303270220 

50-339        P 

0305270320 

50-330         P 

S303S7O24B* 

30-290      a 

0303270333 

30-338        S 

03O527G33S 

30-339        S 

B3QS37Q407* 

50-339        a 

0303270416* 

30-339         Q 

B3032704S4.il 

3O-339         O 

830331QQ1?1? 

3O-33>?         P 

Virginia,    Umv      of,     Chai-Sottesvi  1  le.    VA 

B3D323D34B 

3O-37A         p 

9303270236* 

50-63            0 

HSI    Corp 

8303090300* 

CONTRACT 

s3o  a  26aoa7* 

CONTRACT 

Wabash   Valley    Pauier    Aiiacla  t  Ion.     Inc 

0303130073 

3O-3flA         0 

0303130073 

30-346        0 

33031300*8 

SO-S46        0 

83051300^6 

30-344        O 

a3O3i3O344 

SO-346         G 

03031303-44 

5O-346         0 

B30517030A 

30-346        A 

8303300209 

30-546        F 

Uall    Street;   Journal 

0305180003 

FOIA 

Washington    Public  p-ouier   Supply  Systam 

B3032903B2: 

30-377         C 

5305020473 

90-460         O 

8303030166. 

30-460         K 

9305030172-* 

30-460         K 

9303030300 

3O-397         S 

03O3O3O331 

JO-397         A 

0J03O30499 

30-30B         S 

B305aao3oo 

30-377         S 

830503030? 

3O-397         8 

B303O403f,3 

TDPREP 

BgaSQAOiiia* 

TOPREP 

B303Q3QQ09 

SO-46O         0 

8103030019 

3O-46O         0 

8303030159 

30-397         O 

B303O3Q1M* 

30-397         0 

B303O4049I 

30-308         0 

e3QMOQ<m 

3O-30S         A 

B3051001IO 

BO  -397        A 

830310O246 

90-460         K 

0305  1003  0* 

30-300        A 

03Q3UO233 

30-397        K 

B30518O236B 

30-397        K 

S30313O1O6 

3O-397        S 

0303  1  Q02-4  9 

50-397         R 

8303  160041 

30-097        E 

8303  IftOOl  ? 

30-509        S 

B30317Q136 

30-3?7         A 

B30517O316 

30-460         0 

B30323O300 

50-3O3         P 

9303230308* 

30-3O5         P 

9303240463 

50-46  0         G 

330331016-1 

50-305         R 

Washington.    Stat*    of 

8303100416* 

30-837        <J 

6303310076 

30-46O        O 

Wastt   Management  SrqLFp,     Inc 

8305110139 

WASTE   MOT 

Mater,    Uaitc   &   Land,     Inc 

3303260388 

4&-3S-7 

Hi  Try  Harder.     Inc 

930308030-?* 

CONTRACT 

West    Branch   Conservation   Association 

B303O30033 

30-217        0 

B3052OQ&O5 

BO-H47        0 

AUTHOR 
AFFILIATION 

ACCESSION             fiUBJECf 
NUMB  EtR                  C  ATIT4QR  V 

Me»t   Valley    Agricultural    Protection 
Council-     Inc 

6309^0032           90-3Z9    '; 

B30316003H           90-559      o 
S303  160034           50-939      c 
S303I&0034           90-339      a 
93031600BO           30-3S?      & 

83O316O086           SO-&S?      a 

W»it   Virginia    Univ 
We*tche«(Br    County   Association,     Inc 

:              6309330080*         SO^HM      p 
83O354O6IB*          30  -SO  I        p 
9309360303           50-127      w 
830934O317            30~H47       N 

U»ttch»ttir    County,    NY 

83O919O342           30-247      p 
S309340333           30-847      i 
0309240833           30-347      f 
S3O934OS3?*         90-347      I 
B30S340337*'         90-247      I 

Western  Nuclaar,     Inc       (sub*      of    Phelp 
Dodp«   Corp    > 

9           83O302O407           AO~llt3 

Weitlnghouifl   Electric    Corp 

S3O302O417*         40-1  1» 
B3O333O179           40-1142 
8304l8'OS4S           TOPREP 
0304180988*         TDPREP 

B30302O073           70-495 
8303020076*         70-6W 
B309020272           SO~Stt      t 
8309020292*         50-2-ii      p 
B3O903O436           TOPREP 

830303043BH         TOfREP 
83O903O200           TOPREP 
83O309D30B*         TOPREP 
03  O3O  30283(1         90-369      p 
B309090013           XPCHTLIC 

8303090202*         PROJ 
8303070212           PROJ 
8303100373*         9O-334      & 
B303110377*         3O-334       P 
83O3U039S*         SO-334       P 

8309110437           SO-33*       3 
8303130303           XPHHTLlC 
B303170302           TOPRfP 
8303170307*         TOPHEP 
B30317031I*         TOPHEP 

8309170314           3O-4S4       Q 
8309170314           50-494       0 
B3031703I9           SO-4S4       0 
B30317031?           90-494       P 
8303170334           BO-4S4       P 

8303170334           3O-434       9 
8qO_31704O8           3O-494       r 
B30917040B           90-434       T 
83OS17O41  1*         3O-434       T 
B3091704U*        00-434       T 

B3031703K2           SO-494       & 
83031709B2           3O-434       C 
B303170934           TOPREP 
B303ISQ011?           71-9070 
B3031BQ3&3           TOPREP 

8303180273*         TOPHEP 
B3032003O4           PR 

B3092O033S*        QA9?9 
83032O06B1*         3Q-373       P 

8303S302S3            TOPREP 
B303E40346*        OA999 
8303260037*         XPQRTL1C 
B309260070           JCPORTUC 
8303260330           XPtJFtTLIC 

WhitUJtir  Corp 

S30S27OOOA           TOP  REP 
B3O927OO12*        TOPREP 
83O327O43"?*         7O-113I 
B3O927O4B1             TOPREP 
8305S704BB*         TOPKEP 

83O913O264«        4O-672 

Wllliami-Robinette   1,  A»*ociate»,     Inc. 

83O9ISO26?*        70-  92 
8309120279*         4O-A7B 
8309070012*        CONTRACT 

Miiian,    R. 

B30317Q6U*        CONTRACT 
S3031  70436           9O-400        0 
830317O43A           3O-40O        * 
B30317O4B&           3O-4OO        0 
Bao917048i           SO-40O        0 

Milt,     D   D 

930317O491            30-4OO        0 
S303I70491            30-400        9 
B30904O4B7           3O-44D        9 
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AUTHOR                      ACCESSION 
AFFILIATION                     NUMBER 

SUBJECT 
CATEGORY 

8303040187 

SO-440 

0 

8303040340 

50-440 

e 

830304O34S 

SO-440 

O 

fl30  SI  00294 

SO-440 

& 

9303100294 

30-440 

0 

B30  3  100367 

30-440 

a 

B303IOO367 

30-440 

0 

B30"3310031 

30-440 

H 

Hition.ln  Eltctric  Power  Co                 0305030438 
830S03O275 

30-266 
90-30  1 

o 

8 

8303030280* 

30-301 

8 

8303030376 

30-266 

a 

B30303Q382* 

SO-  266 

3 

8303030923 

80-266 

F 

B3O306040B 

30-266 

p 

3303060408 

30-266 

p 

B3QS11Q073 

SO-S66 

p 

8303110073 

30-264 

p 

B3O31  10181 

50-366 

p 

B3031101B1 

30-266 

p 

B3OS1  10187* 

90-266 

p 

83031101874 

30-266 

p 

8303110201 

30-266 

p 

8303110201 

30-266 

p 

0303130400 

30-266 

a 

830312040B 

30-266 

Q 

0303130009 

30-266 

P 

8303130007 

30-266 

P 

0303130034 

30-266 

S 

B30S16016? 

30-266 

R 

8303160171* 

30-266 

R 

03031  70  144» 

80-266 

a 

B3031702S2* 

30-266 

0 

8303  170263* 

30-266 

Q 

0303170391 

30-266 

0 

8303190226 

30-266 

8 

830320032? 

30-266 

Q 

8303200229 

30-266 

0 

8303230724 

3O-266 

P 

B303E4.013I 

BO-266 

P 

8303240331 

3O-301 

a 

B303240330 

30-3O1 

B 

830324037-7 

30-266 

S 

0309240413 

30-301 

B 

8303240497 

90-266 

P 

0303240497 

30-2i6 

P 

8305270341 

30-266 

Q 

030327033  B 

30-266 

0 

83.03270338 

3O-2&6 

0 

Mlieontln  Public  Strvlco  Corp            8303030314 

30-303 

Q 

B  303030600 

90-303 

P 

B3030306O2* 

30-303 

P 

aso304ooo9» 

3O-303 

F 

H303040014* 

30-3OS 

F 

B303030IO6 

30-303 

R 

9303100102 

30-303 

P 

8305100114 

30-3O3 

P 

B30310O3B9 

30-303 

8 

8303  I  00397* 

30-303 

B 

B303  110003 

50-303 

P 

8303130230 

50-303 

R 

B3Q31302D1* 

30-303 

R 

8303170150 

30-303 

P 

8303170267 

30-303 

8 

3303170871" 

30-305 

5 

B30B  170323 

30-305 

8 

B30S  180241 

so-aos 

Q 

8303230728 

30-303 

P 

B303270009 

30-303 

P 

B30S270198 

30-303 

a 

AUTHOR 
APF1LIATIOM 

ACCESSION 
NUMBER 

SUBJECT 
CATEGDRr 

tUlcantln.     5-tat*    of 

B303040660* 

CONTRACT 

830-531  01  34 

30-303         B 

Mr  1  9  h  *  ,  tt 

830S110L9B* 

CONTRACT 

Wy  1  e    Ljboratori  es 

030^100349* 

QA999 

B303100353* 

QA99? 

8305110089" 

30-373         P 

H303240403B 

OA999 

B3O327OO11" 

30-261         P 

Wyoming    Mineral    Corp 

B30S260144 

40-8302 

Wyoming,     State     of 

630^030233 

40-B72B 

83050303620 

40-B72B 

Q303030273* 

40-B720 

B30S030709 

40-0738 

B30S030711 

4O-2239 

0303030713 

40-0597 

H30  3040002 

40-8394 

830S06O222 

40-8348 

B30306O226 

40-8300 

8303060357 

40-8714 

8303060631 

40-8697 

3303130363 

40-0064 

830316O2D3 

40-2299 

8303140209 

40-0302 

8303160211 

40-8384 

8303160274 

40-8380 

B30316O276 

40-299 

83031  70242 

40-8064 

8303200031 

40-4492 

H303aSOt1!3 

40-8102 

B30523O241 

40-8697 

8305360363 

40-299 

0303260368 

40-299 

8303260339 

40-299 

Yal»  Ujilv  4     Neiu  Haven.     CT 

8305030646* 

30-247         0 

Ydnkiv    Atonic    Electric     Co 

8303030S90 

30-27           8 

0303030597" 

30-29           8 

8303030006 

50-443        F 

830SOS0263 

30-29           5 

8303050268* 

30-27           S 

8303060  1  92 

50-27           F 

B3030iO2  1  5 

30-29           F 

0303100228 

30-29           P 

8309110010 

30-29           F 

B3031100SO* 

50-29           F 

B3QS17O439 

30-29           P 

0303180342 

PR 

0303170164 

30-443         S 

8303300333 

30-443         S 

S3032003S3 

30-443         8 

B303200402 

30-443         8 

8303200402 

30-443         S 

B30S24039B 

30-29           P 

0303240364 

SO-29           P 

8303230244 

30-443         3 

830327O019 

30-443         A 

8305270019 

30-443        A 

Yarttoium     NV 

B30S24034I 

30-247        H 

0303240346 

90-247        0 

0303240546 

50-247         0 

8303270SB3 

30-247         0 

03D32705B3 

30-247         0 

Zack    Cm 

030S190112* 

30-329         S 
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0393-03 
04-0640-0062  R01 
IB6-02B-14 
186-029-24 
2B2  R01 

83051300B6* 
B303030364* 
03092001  10» 
B3Q92700S2* 
B309  120230* 

90-244 
SO-S90 
30-277 
90-S71 
90-281 

P 
P 
Q 
Q 
P 

43307-1 
46911-3 
71-1C2-RADMC-R1 
77-1140899-01 
77-1141914-00 

8309370011* 
0305110009* 
B303030292* 
0303070464* 
0303020404* 

30-261 
30-373 
90-266 
90-302 
90-329 

P 
P 
P 

P 

E 

77-1143162-00 
S  13  l-O  R01 
B206100210 
03-134  R02 
B3-1B4  R03 

BG09110443* 
B30S37030I* 
8306100210* 
8303030412* 
830320041  an 

90-346 
50-454 
RES 
3O-3B6 
3O-3B6 

P 
0  SAD-4D1 
BAI-1-1B6-03-04 
P 
P 

83030B0182 
S303QB01B7 
B3030a0194 
B303080B03 
S30308020? 

83030B01B2 
03030B01S7* 
B303000171 
83030BOS03* 
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B303060349 
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8303110003 

REB 
RES 
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8303130393 
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B30329016S 
B303230174 
AD-442 

B303  130292 
0309230139 
B30929016S 
B30S290174 
S303030347* 

RES 

REB 
REB 
RES 
90-333 

NRC-6O-10-01-03 
R 

APL-01-OI4 
APL-02-013 
B14/TER-B-7 
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BNML-3139 

8303340407* 
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90-313 
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8303200307* 
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90-336   P 
WASTE  MOT 
90-837   8 
90-195   P 

COD-003470  ROO 
CR  7H9  RA 
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CRBRP-3  VOS  R03 
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LMSE-Ba/Q091  M  91-098 
MPGP-1    S06  DHFT 
NEDO-K4O1  l-A-9   ERR 
NEDO-2401  1-A011-A-U3 
NEDO-24382   R01 

B3D92309S7* 
a3031"?0300» 
8303090497* 
B30S090493» 
830B24032S» 

90-410 
90-329 
TOPREP 
TOPREP 
90-324 

A 
0  HPQP-1 

B2NED097 
B2NED09S 
P   B1NEDO07B 

NEDQ-24712-A 
HMP11K 
NP-PS-33-037B   RO 
NUC3-E1 
NUREO-OOSO  V07   N01 

B30S0404i6> 
B304110319* 
B3030303431 
9303100144* 
83031  70  1KB 

TOPREP 

90-220 
TOPREP 
SO-273 
NUREO 

79NED122R1 

R 

R 

KUREO-Q040  V07   N01 
NUREO-Q472   D07   R03 
NUREO  -040  9  V09  NO  3 
NUREC-O34Q   V04   N01 
NUREC-OS90   VIE   N04 

B303040bB9 
B30S040007* 
S303060680 
B30B040693 
B303  170039 

NUREO 
50-26A 
NUREO 
NUREQ 
NUflEO 

P  PHR-BTe-l 

NUREO  -0728   R01 
NUREQ-074B  V03  N03 
NUBEO-OaOO   R04 
NUREO  -0927 
NUREC-OS37  V02  N03ER 

B309090046 
0303110240 
B3031  70072 
B3030406B2 
930S170S79 

NUflEO 
NUREO 
MURED 
30-409 
NUREO 

P8RP-6  asm 
P 

NUREO  -OB67  FC 
NUREO-OB71    V03   NO  2 
NURE*-OBB7   S03 
NUHE«-00<?6  SOI 
NUHE&-OB97   FC 

0305170133 
B30B110114 
8303170096 
8309170668 
B309170118 

NUREO 
NUREO 
90-440 
90-443 
NUREO 

E 
E 

NUREO-O940  VOS  N01 
NUREQ-0941 
NUREO-09S4  SOI 
NUREO-Q9&B  801 
NUREO-0967 

B3031  10174 
B303180796 
B30S170712 
B3031700S7 
B30311011B 

NUREO 
NUREO 
30-413 

90-937 
30-338 

E 
E 
A 

NUREO-0972 
NUREO-  IOQQ  V01 
WRES^BR-QOOfi  R01 
NURED/BR-OOOi  R01   ER 
NUREQ/BR-0023   V09   N4 

B303170149 

B303170674 
8303090040 
8309090033 
B303170137 

30-400 
90-272 
NUREO 
NUREO 
NUREO 

D 

5 

NUREO/BR-0091   VD4  N6 
NUREO  /CI1  -0038 
NUHEa/CF-0043 
NUREC/CR-0169  V01 
NUREfl/CH-2000  V02  N3 

B30B040740 
93031  101  19 
B303270109 
B3031104B2 
S305020533 

NUflEQ 
NUREO 
NUREQ 
NUREO 
NUREO 

BNL-NOREO-31979 

EOO-2037 
ORH./N5IC-200 

NUREO/CR-2000  V03  N4 
NUREOVCR-2001 
NUflEO/CR-2Q03  R01 
NUHEO/CR-aOfi?  R01 
NUREO/CR-2386 

8303310237 
8309030426 
830S060679 
8309  110120 
8309310210 

NUREO 
NUREO 
NUREO 
NUREO 
NUREO 

DRHL/NS  tC-SOO 
EPRI  NP-2372 
BANDS  1-7074 
ORM./NSIC-1B1/R 

BANDS  1-1794 

NUREO/CR-2331   V02  N3 
NUHE9/CR-a4BK  V02 
NUREO/CR-aSie 
HUREO/CR-271A  V04 
NUREO/Cfl-2743 

B3D9U0237 
B309170101 
B303110m 
B30311020B 
83051  103SB 

NUREO 
NUREO 
NUREO 
NUREO 
NUREO 

BNL-MUREO-S1494 
BNL-NUHEO-31494 
OEAP-22046           ' 
PNL-4279-4 
BAND82-7034 

NUREO/Cfl-2744  V02 
NUHEO/CR-276^ 
NUREO/CR-2774  V04 
NUREe/CR-S924 
NURE8/CR-30I3 

B3031  10491 
B303U04I7 
9303110148 
8303060674 
8309110186 

NUREO 
NUHEO 
NUREO 
NUREO 
90-312 

9ANDB2-7037 
PNL-4414 
ANL-82-S4 

PNL-4434 
P  BNL-NUREO- 
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NUREO/CR-3Q1A 
NUP.ea/CR-3073 
NURE9/CR-3074 
NUREO/CR-3091 
NUREO/CR-SIOO 

3303180783 
8303110131 
B303t  10227 
B3Q3020347 
B3053  10309 

NUREG 
NUR  EG 
NUI1EO 
NUREO 
MURED 

PNL-4316 
BNL-NUREG-S1616 
BNL-NUREG-31623 
BfJL-NUREO-31430 
SftNDa2-2902 

NUReO/CR-3114    ERR 
NUHEO/CR-31I7 
HUREOXCR-3119   Vol 
HUREO/CR-3134 
NUREQ/CR-3140 

B303  13034S 
8303090162 
3303110027 
B3  05  040233 
6305030133 

NUflEO 
NUREO 
NUREO 
NUflEO 
NUREO 

QF1NL/TM-B614 

PNL-4S04 
SAND82-39B9 

HUH.ee/CR-3173 
NUBEOXCR-aiei 
NUREO/CR-31B7 
NUREO/CR-Sl^S 
NUREG/CR-3216 

B303170121 
83031  10323 
B30S1  10187 
B3051  10519 
B305U0467 

NUREO 
NUREO 
NUREO 
MUREO 
NUREO 

EOQ-2244 
aNL-NUREG-31633 
ECO-2246 
EGG-2249 

NUREO/CR-3330 
NUHEO/CR-3B29 
NUReo/CR-323£> 
NUREO/CR-3235  VO1 
^fUREO/CR-3239  V02-04 

S30311D163 
8303060347 
B30324O013 
B30S1701E2 
BB05170132 

NUREO 
NUREO 
NUREO 
NUREO 
UUREG 

ANU-B3-13 

MEA-2013 
3AND92-1357 
SAND82-1337 

MUREO/CR-3233   W3-OA 
NUREO/CR-324Q 
NUREO/CR-3293 

NUHEfl/Cfi-32AI 
ORNL/ENO/TM-S   DRF   Ol 

030S170135 
83031  700B6 
B303ilO47& 
5305110512 
8303260004* 

NUREO 
SO-537         A 
NUREO 
NUREO 
71-9352 

9ANDB2-1357 
BNL-NUnEO-31663 

22243 

P1O3-4-B39-033  ROI 
PALEX-B3 

RB-NRR-BO-1O2 
BAI-  106-033-  IB 

SAI-  186-023-37 

B309030SBU 
63  03  020083* 
B303230034» 
820?130S31i> 
BSO?20037S< 

90-373         R 
30-239         F 
FOIA 
90-230         Q 
SO-313        P 
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SAI-1B6-029-34 
GECY-B2-O13D 
SECY-33-017 
SECY-83-019 
SECY-B3-OS9 

830323007O* 

B3031B0332" 
83O22BOO90 

30-321 
FQ  I  A 
50-237 
FOIA 
BECY 

P 
P 

SECY-B3-OS9D 
BECY-B3-067 
SECY-B3-I40 
SECY-83-13B 
BECY-83-193 

8304220093 
83032S02SO 
8305020330 
8303170232 
B3O327O1IB 

SECY 
SECY 
50-320 
50-272 
SECY 

P 
S 

SL-TR-1A   R06 
SMA    13701    OSR003   V05 
8R   B031-SS10   ROO 
TER-C5237-207/208 
TER-C9237-S3 

B305090469* 
B305  170544* 
83051002S1« 
8208060249* 
S2O6300177B 

TOPREP 
90-339 
30-332 
30-338 
90-309 

A    ISSUANCES    OK 
A 
P 
P 

TER-C  3304>-101/102 
TER~C330i-336    DRFT 
TER-CS306-338   DRfT 
TER-C3306-374/373/37 
TER-C5S06-99 

8309200720ft 
330531024  1» 
B30S230284» 
B3O407O286* 
B209210332* 

30-338 
50-283 
30-213 
30-269 
30-336 

P    TAG    8117 
P    TAG    07991 
P 
P    TAC    OBO4.3 
P 

TR-S318-1    ROI 
TR-B3021-1    ROO 
TH-B3021-1    ROO   ERR 
UC  ID-  19430 
UCID-1943Q   ROI 

B303270119fl 
8305030  17B* 
8303090010* 

B3040i0471* 

90-243 
90-341 
30-341 
50-333 
30-339 

P 
A 
A 
P 

P 

HCAP-10232 
WP-0676 
WPBS-QA-OQ4    R07 
Y1003J01A46   ROI 
Y1003J01A53 

B30311039B* 
B309230725» 
8303040613* 

B305100370" 

90-334 
30-36B 
TOPREP 
50-33  1 
30-333 

P 

P 

P 
P 

Y1003J01AS6  ROI 

B30327O37B« 

30-333 

P 
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issued,  and  the  category  enables  locating  the  title  listing  of 
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7  90  00  0003  6 

83091BOQ01 

B3/03/0? 

50  —  49B 

Q 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

7909180214 

B309IQO001 

63/03/0? 

SO-49B 

8 

8211190301 

B30916019S 

63/03/31 

50-312 

a 

7911130353 

83031BO009 

83/04/12 

F01A 

8213070092 

B305120607 

B3/04/28 

MISC 

60051402.96 

G3D9180001 

83/03/0? 

90-49B 

A 

8301060137 

9303240026 

B3/03/0? 

SO-309 

P 

B009290930 

8309180001 

83/03/09 

90-49B 

Q 

8301120436 

9303040323 

B3/03/04 

50-247 

P 

8301310274 

8301310240 

B3/01/29 

50-392 

K 

0006090339 

83051BOQ01 

B3/03/09 

B  0-498 

a 

SOQ6090440 

B30S1BQ001 

B3/03/09 

30-498 

O 

G3DS230480 

B303230704 

83/05/16 

90-470 

A 

9006090443 

B30318O001 

B3/03/Q9 

30-49B 

A 

B3O30B01B7 

B30308Q1B2 

B3/02/2B 

flES 

B006  190378 

8303020007 

03/01/11 

F01A 

8303080202 

8303080194 

93/OS/28 

flES 

BOOB  120773 

0303180001 

83/03/09 

30-49B 

A 

9303080213 

B3030ff0209 

83/02/28 

flES 

9303170133 

9305040643 

83/09/03 

30-423 

A 

B008290310 

B3Q90S0007 

B3/01/11 

FOIA 

BOOB230337 

8303020007 

B3/01/11 

FOIA 

9303240039 

8303240026 

93/03/09 

50-309 

P 

BOOBa  30463 

0303030007 

83/01/11 

FOtA 

93O3240311 

8303240307 

93/03/21 

90-433 

A 

BOO?  120352 

8305180001 

83/03/09 

50-496 

0 

9303240394 

3303240390 

83/03/23 

90-937 

Q 

6010090430 

8305180001 

B3/03/09 

50-49B 

A 

8303240487 

8303240480 

83/03/33 

90-313 

P 

8303240*95 

8303240490 

B3/03/22 

50-313 

P 

B01028057B 

8303190001 

B3/03/09 

30-324 

P 

S0102BQ5S1 

8305130001 

83/03/09 

50-493 

(V 

8303280136 

8303260126 

63/03/17 

90-319 

S 

B0111B07BB 

B309040996 

73/01/83 

MISC 

8303280  1B2 

8303280177 

83/OB/23 

40-2061 

B  1031  30267 

9309030007 

83/01/11 

FOlfl 

8303230323 

B303B303I9 

93/03/14 

50-302 

P 

8103290383 

9309190001 

83/03/09 

30-49S 

0 

8303300002 

B303300DOI 

83/03/11 

30-299 

P 

B303300003 

9303300001 

83/03/11 

90-293 

P 

8103300876 

8305240294 

B3/03/31 

30-4  16 

A 

8104030770 

8309020007 

B3/01/11 

FOIA 

8303300396 

83033003B7 

83/03/11 

90-260 

P 

BI04060899 

B30SOH0007 

83/01/11 

FOIA 

8303300401 

9303300387 

83/03/11 

90-260 

P 

B  1  OBS90739 

B305240B9-2 

83/04/14 

COHMISSIOH 

B3O33D0408 

9303300387 

83/03/1  1 

90-260 

P 

Bl  11030653 

B30909092.9 

83/03/10 

FOIA 

9303310020 

3309030133 

83/04/1  B 

30-333 

P 

830401013? 

9303120407 

83/04/28 

rtisc 

0111030653 

8309090529 

as/03/io 

FOlft 

811216023? 

83031  20224 

B3/03/OI 

40-672 

8304040394 

93040403?! 

83/03/30 

30-322 

u 

8112270997 

830312OB24 

33/03/01 

70-923 

8304040371 

9309120607 

B3/04/2B 

HISC 

B2D1O70110 

8309060139 

33/03/03 

40-673 

8304030284 

8304060243 

83/03/28 

90-461 

w 

9203190093 

8303090329 

B3/03/10 

30-443 

F 

8304060126 

9304060118 

83/04/04 

90-440 

E 

8304060471 

9303120146 

83/03/03 

90-335 

P 

82031B0032 

B309060073 

B3/03/14 

30-206 

P 

B204  190027 

B30SQ6OQ73 

83/03/14 

30-206 

P 

8304070266 

B3051  30394 

93/04/BO 

90-269 

P 

3206100210 

BB061002Q4 

BS./06/oa 

REB 

8304090009 

33030  £.0336 

83/04/13 

TDPREP 

B2063Q0177 

B3Q9B30391 

B3/03/11 

30-309 

P 

B30411032B 

8304110321 

B3/04/07 

50-416 

P 

8B07QB0438 

3303040769 

B3/04/BO 

=0-331 

P 

B3Q4110339 

8304110321 

83/04/07 

30-416 

P 

9304110519 

83041  10316 

83/03/30 

50-220 

K 

8307080326 

8303020066 

B3/04/29 

30-333 

t> 

B20730017Q 

B303i2O4eB 

83/03/39 

90-371 

Q 

8304110706 

8304110696 

83/03/24 

30-293 

a 

8208060242 

8309060133 

83/03/03 

40-672 

9304120042 

B304  130027 

93/03/30 

50-32  1 

F 

B208060244 

B3Q9060I33 

83/03/03 

40-673 

8304120412 

8304  120409 

83/03/23 

50-373 

Q 

B20B060249 

9309090144 

83/04  /BO 

30-339 

P 

8304130042 

9304130034 

B3/03/05 

71-494 

8304140141 

8303260322 

B3/QS/24 

50-33E 

O 

8208190078 

8303090389 

B3/03/1O 

30-443 

P 

8B03290906 

8303190003 

B3/03/11 

90-373 

P 

G3D4140328 

9309090293 

B3/04/22 

MISC 

BS09020602 

83Q91E0146 

83/09/03 

00-335 

f> 

8304130147 

9304150143 

B3/03/30 

50-313 

a 

B209  1B0251 

B309Q900B9 

83/04/Bi 

90-230 

Q 

9304130194 

8304130143 

B3/03/30 

30-313 

a 

9209200373 

9303090147 

83/04/19 

90-313 

P 

930419036* 

9304130362 

93/04/01 

50-44O 

a 

8304  1  90372 

8304130368 

B3/03/13 

30-361 

R 

8209210332 

B3030A003S 

B3/04/21 

50-336 

P 

8211030191 

B3031iOl93 

B3/03/31 

30-31B 

a 

8304190438 

9309040062 

B3/04/1  1 

50-434 

F 

B2  11  100028 

8303160233 

83/03/B4 

30-312 

3 

8304180420 

9309260149 

83/03/10 

MISC 

8211110643 

8309140299 

B3/03/B4 

30-312 

8 

8304180313 

8304190491 

B3/04/06 

30-31! 

S 

62  1  11  30068 

9303160299 

B3/03/24 

3  0-31  a 

Q 

83041B0394 

B3041  90341 

S3/04/05 

70-1J43 

9304180338 

8304180343 

B3/04/12 

TOPREP 

691 


692 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESS  I  DM   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CfiTECOJIV 

8304190337 

B304  190499 

83/04/13 

30-327 

3 

83042  1O24O 

B304210239 

H3/O1/13 

50-410 

K 

8304220357 

B305040671 

83/04/22 

90-321 

P 

83042  301  A3 

B304250132 

33/04/11 

70-3953 

£304250190 

B3048S0167 

83/G4/2J 

90-346 

K 

8304370426 

8304270424 

63/04/23 

30-313 

F 

8304370427 

B3042704S4 

B3/Q4/22 

90-313 

F 

83042  G  0049 

8304280Q37 

B3/04/23 

3O-416 

P 

8305020004 

8303020002 

03/04/18 

7J-9177 

B303Q2000B 

B303020O02 

H3/04/1S 

71-7177 

B30903001O 

830SQ20O07 

63/0  1/11 

FOIA 

8303020013 

3309030O07 

63/01/11 

FQIA 

B303020016 

83090200  O7 

B3/01/11 

FOIA 

B  3030200  19 

8309030007 

63/01/11 

FOIA 

8309020022 

B303020007 

B3/01/I1 

FOIA 

6303020037 

8303020007 

83/01/11 

FD1A 

8305020031 

8303020007 

83/01/11 

FOIA 

6303020035 

8303020007 

83/01/11 

FOIA 

830902003? 

B303020007 

83/01/1  t 

FOIA 

63030=0043 

B3Q3020007 

83/01/11 

FOIA 

B309020047 

8309030007 

83/01/11 

FOIA 

8309020049 

S309030D07 

93/01/11 

FOIA 

B303020037 

8309020007 

83/01/11 

FOIrt 

B309020063 

8305020007 

B3/01/11 

FOIA 

8303020070 

8305020007 

S3/01/11 

FOIA 

0303020076 

B303020079 

83/03/30 

70-69S 

3309020078 

8309020072 

83/04  /  1  9 

30-316 

6 

B3Q9020031 

3303030007 

83/0  1/11 

70-379 

B3090200B3 

3309030079 

63/04/11 

90-233 

F 

8305020070 

3303020086 

S3/04/21 

30-373 

S 

8309030072 

3305030069 

63/04/23 

30-923 

K 

8309020099 

3309030007 

63/01/11 

FOIA 

8309080  10& 

8  30  90201  CO 

B3/04/23 

30-10 

0 

8303030114 

B3030201O9 

63/04/8-1 

90-373 

8 

8303030113 

B30S020110 

B3/04/25 

50-436 

0 

B309020137 

8309020138 

83/04/29 

SQ~26  d. 

P 

B3Q9Q20143 

3303020135 

83/04/21 

50-233 

8 

B309020191 

6303030141 

83/04/19 

50-315 

5 

8309020192 

8309030007 

83/01/11 

FOIA 

8309020134 

8309020142 

B3/04/KO 

&0-H94 

B 

830902019B 

B3030200O7 

63/01/11 

FOIA 

8303020160 

8309020150 

B3/04/B7 

90-272 

S 

8303020169 

B3030200O7 

B3/01/I1 

FOIA 

03030201  7O 

B303020146 

33/04/21 

50-409 

S 

B30302OI71 

B30902016J 

83/04/22- 

50-316 

8 

9303030172 

B  303030163 

83/04/27 

50-400 

R 

8303020177 

6303020161 

83/04/22 

30-316 

B 

8303030176 

8309020007 

63/01/11 

FOIA 

B30302O17? 

8303030173 

83/04/21 

30-299 

S 

83090201  B3 

B3QS020146 

B3/04/H1 

30-409 

S 

B3O302Q187 

8309030007 

83/01/11 

FQIA 

B303020191 

8309020007 

83/01/11 

FOIfl 

9303020196 

8309020007 

83/01/11 

FOtfl, 

B303020I9B 

S3  05020  192 

83/04/22 

50-316 

8 

83O902020O 

8303020007 

B3/01/11 

FOIA 

0303020201 

8309020007 

83/01/11 

FOIA 

3303020204 

8309020007 

83/01/11 

FOIA 

6303020207 

B303020&07 

83/01/11 

FOIA 

B309020212 

B30  3020007 

83/01/11 

FOIA 

B303030213 

B309020Z1Q 

83/04/28 

90-289 

R 

8309020320 

B30  30200  07 

83/01/11 

FOIA 

8303020232 

B30  9030336 

83/04/26 

90--2B9 

Q 

9303020234 

8309020224 

83/04/26 

90-43A 

0 

8303020336 

B3OS0202O3 

83/04/15 

SO  -373 

S 

8309020291 

B309020241 

83/04/15 

SO  -373 

S 

B303Q3023& 

8309050245 

83/04/21 

30-249 

S 

B2030HO267 

8309020298 

83/04  /Hi 

30-Z72 

0 

830302036B 

6303020261 

83/04  /2B 

OA799 

S3  09020274 

B3030203&4 

83/04/11 

9O-341 

Q 

B3030202B3 

8309020264 

63/04/11 

90-341 

Q 

6309020292 

8309020272 

83/04/13 

50-Z66 

P 

B309020293 

B3O30203B9 

83/02/02 

QA999 

B309QB0296 

B3O30203B9 

93/04/14 

XPORTLIC 

S3  03030306 

3303020007 

63/01/11 

FDIA 

83OS0203Q7 

83050202H7 

83/02/02 

QA979 

B30302O312 

3305020299 

83/04/32 

30-313 

8 

B30  30203  13 

8303030007 

83/01/11 

FOIA 

B30  90303  19 

B3O90303  1  6 

63/02  /O2 

QA999 

B30  3080331 

B3O902D3  1  7 

63/04  /2H 

30-315 

B 

8309080393 

B3O9080007 

B3/Q1/U 

FOIA 

ENCLDaUflE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 

CATEGORY 

B309OZO324 

8303020382 

B3/O4/1B 

90-37 

Q 

9305020327 

8303020322 

B3/O4/1B 

90-97 

Q 

8309020329 

8305020320 

B3/O4/19 

30-292 

Q 

330S02O332 

8303020328 

B3/O4/1B 

30-97 

a 

3309OZO33? 

8303080336 

B3/O4/OB 

90-461 

a 

B3Q3020344 

6303020340 

83/04/26 

30-317 

Q 

33050  2O348 

83030S0347 

B3/O4/15 

30-313 

a 

9303O2O332 

8303080349 

B3/O4/11 

90-3O3 

a 

8309020333 

8309020331 

83/01/13 

30-373 

B 

8309020334 

8303020390 

93/04/18 

50-403 

Q 

9309030396 

8309080349 

33/04/11 

30-3  OS 

Q 

8303020337 

8309020390 

93/04/18 

50-493 

Q 

8309020360 

8303020398 

83/04/18 

90-331 

a 

8303020369 

9303020364 

B3/04/2B 

OA997 

8305020366 

8303020364 

83/04/28 

OA999 

8309020368 

8303020367 

83/04/21 

30-3  9B 

A 

8309O20369 

8303020364 

83/04/23 

OA997 

8309020379 

8309020372 

83/04/22 

50-2&9 

P 

8303020379 

8309020373 

83/04/25 

30-368 

S 

8309020392 

3303020364 

83/04/28 

aO-312 

P 

8309020393 

6303020386 

83/04/26 

30-309 

0 

830B020397 

8305020389 

83/04/27 

3-0-233 

a 

9309O2O399 

8305020399 

83/04/26 

30-213 

a 

8309020404 

8309020398 

83/04/13 

30-329 

E 

8309020406 

8309020400 

83/04/26 

30-470 

E 

9303020417 

8305020407 

83/03/31 

40-1162 

3309O2O429 

8303020429 

83/04/28 

30-443 

0 

8309020430 

8309020422 

83/01/11 

30-4  43 

0 

8309OZO433 

B3090Z04S7 

83/04/83 

30-2O6 

P 

8309020437 

8309020422 

33/01/11 

30-443 

0 

9309OZO443 

8303020439 

83/03/02 

40-66)37 

8309O2O444 

83030204B2 

83/01/11 

30-443 

0 

9309020449 

8303020436 

83/04/98 

50-313 

a 

9309O2O464 

B303020449 

83/04/27 

30-298 

p 

9309O2O463 

8303020461 

83/04/27 

30-219 

i 

B3090204BO 

8303020467 

83/04/13 

30-10 

a 

9309020484 

8309020481 

S3/02/2B 

40-B6B1 

9309OZO486 

8303O204B8 

83/04/86 

30-443 

0 

8309020492 

8303020486 

83/04/82 

30-263 

S 

8309020304 

6303020410 

33/03/24 

40-6682 

9309O2O905 

8305020007 

B3/01/11 

FOIA 

8309O2O529 

8303020007 

83/01/11 

FOIA 

9309020526 

830B0203S3 

83/03/28 

70-824 

9308020339 

8303020007 

83/01/11 

70-3  7B 

9309020549 

8305020007 

83/01/11 

FOIA 

8309020390 

8303020007 

83/01/11 

FOIA 

930902039*4 

S30302QQQ? 

83/O1/11 

FOIA 

9309020997 

8305020933 

B3/O4/14 

XPORTLIC 

9309O2O998 

8309020007 

B3/O1/H 

FOIA 

8309O2Q960 

B3030S0007 

B3/01/11 

FOIA 

9309O2D964 

8303020007 

83/01/11 

FOIA 

9309020967 

8303020007 

83/01/11 

FOIA 

8309020571 

8309020007 

83/01/11 

FOIA 

9305020603 

8309020602 

33/04/21 

90-333 

p 

9303030008 

6309020007 

83/01/11 

FOIA 

B303O30019 

B30S030O16 

83/04/06 

50-3B9 

p 

8303030020 

8303020007 

83/01/11 

FOIA 

930SO30022 

6303030016 

83/04/06 

30-389 

F 

9309030023 

B30302O007 

83/Ot/ll 

FOIA 

8303030024 

8303030021 

B3/04/22 

30-244 

P 

9303030027 

B309020007 

83/O1/11 

FOIA 

83030  3O033 

B3D3020007 

B3/O1/11 

FOIA 

8303030047 

3303080007 

B3/01/11 

FOIA 

8303030099 

8303020007 

B3/O1/11 

FOIA 

830SO-3O096 

8309030019 

B3/04/11 

XPORTLIC 

8303030063 

S309080007 

B3/01/11 

FOIA 

aaoso-30070 

8309030066 

93/04/19 

30-333 

P 

B3O3O3O073 

6305020007 

83/01/11 

FOIA 

B303O30077 

8303030074 

83/04/20 

70-1S37 

B309O300BO 

8303020007 

83/01/11 

FDIA 

B3D9O30064 

B303030076 

B3/04/22 

30-293 

F 

B309D300B7 

B309020007 

B3/O1/11 

FOIA 

3309030091 

8309030076 

B3/04/22 

30-293 

F 

B30903O092 

8303020007 

33/01/11 

FOIA 

B30903O09B 

830B080007 

63/01/11 

FOIA 

B30S030109 

8309020007 

83/01/11 

FOIA 

B30903O11E 

8309030102 

83/04/20 

9O-28? 

B 

830SO3OU4 

8303030104 

83/04/28 

50-293 

F 

83050)30117 

8303030104 

83/04/22 

30-293 

F 

8305030129 

8303020007 

83/01/11 

FOIA 

CROSS  KbhtHblMUt  ur 

TO  PRINCIPAL  DOCUMENTS 
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ACCESSION  NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B303030127 

8303030093 

83/04/19 

SO-2B9 

S 

8303030142 

8303020007 

83/01/11 

FOIfl 

6303030145 

8303030139 

83/04/18 

SO-277 

a 

B30S030147 

8303020007 

83/01/11 

FOIA 

6303030153 

B303030144 

B3/04/E9 

50-367 

p 

8305030194 

B303020007 

63/01/11 

FDIA 

B309030160 

B303030196 

83/04/SB 

90-399 

P 

8303030163 

6303020007 

63/01/11 

FOIA 

B303030164 

8303030131 

83/04/19 

3O-32O 

a 

B30303016S 

8303030133 

83/04/HO 

50-338 

s 

B309030167 

8303020007 

83/01/il 

FQIA 

B30503D17S 

B3O9030166 

03/04/18 

30-460 

K 

8303030173 

8309030168 

83/04/29 

30-S31 

R 

B303030174 

B3O3020007 

83/01/11 

FOIA 

8303030178 

8303030171 

B3/04/H9 

9O-34  1 

A 

B30B030179 

8303020007 

B3/01/11 

FOIft 

8303030183 

8303030176 

83/04/26 

50-327 

3 

830903O1B3 

B309020007 

B3/01/11 

FOIA 

0303030  IBB 

8305030180 

B3/04/S2 

30-273 

F 

8305030189 

B3O3020007 

as/own 

70-37B 

8303030193 

6303030180 

83/04/22 

30-273 

F 

B305030195 

8309020007 

B3/01/11 

70-378 

B30303020D 

8303030191 

B3/04/19 

5O-273 

P 

8305030201 

B303020007 

83/01/11 

7O  -378 

8303030207 

6305020007 

83/01/11 

70-378 

8303030200 

0303030  1  'PB 

83/04/19 

SO-317 

a 

8303030212 

B303020007 

83/01/11 

7O-37& 

8305030213 

B3030S0007 

83/01/11 

70-378 

33030302  IB 

8303020007 

83/01/11 

7O-373 

8309030221 

8309030214 

83/04/22 

50-582 

F 

8309030233 

B3D30S0007 

B3/OI/11 

70-378 

8303030326 

8309030214 

83/04/aa 

50-2  82 

F 

83(33030233 

B309020007 

83/01  /  1  1 

70-37S 

8303030239 

8309020007 

83/01  /  1  1 

70-370 

8309030240 

8303030231 

as/04  /aa 

30-387 

F 

B30S030244 

B303030231 

83/04/23 

90-389 

F 

9303030246 

8309030237 

B3/04/BO 

40  -80S? 

8303030249 

6303030007 

83/01/11 

7O-37B 

esosoaoasi 

B3090200Q7 

B3/01/11 

70-378 

8303030393 

8305020007 

83/01/11 

70-376 

8303030360 

8305020007 

83/01/11 

70-379 

8309030963 

B309030293 

83/03/29 

40-B7BB 

B303030B63 

8Q0303029B 

B3/O4/2B 

90-483 

a 

9303D303&4 

8303020007 

B3/O3/1  i 

70-37B 

B309030S6B 

8303020007 

83/01/11 

70-378 

B309030272 

8309030266 

B3/O4/2& 

3D-  294 

8 

8d090*30S?3 

8303030233 

83/03  /E3 

4d-3>2e~ 

B30903027B 

B309020007 

83/01/11 

70-378 

8309030280 

8305030375 

B3/04/26 

30-301 

s 

8303030SB1 

B309020007 

B3/O1/11 

70-378 

83030302B2 

8303030271 

83/O4/SS 

30-373 

R 

B3030302B3 

8305030279 

B3/O4/SO 

S  0-339 

B 

6303030206 

8303020007 

B3/O1/11 

70-378 

8309030289 

8309020007 

83/01/11 

70-378 

9303030290 

8303030387 

83/04/12 

30-312 

B 

8303030293 

B303030S8B 

B3/04/2B 

30-324 

P 

8309030296 

8309020007 

B3/O1/11 

70-378 

830  5030301 

8303020007 

B3/01/11 

70-37S 

8303030304 

6303020007 

83/01/11 

70-378 

8303030307 

B303030S99 

83/04/29 

SO-  392 

A 

8303030308 

B300030297 

83/04/28 

70-846 

8309030309 

8309020007 

83/Ot/Il 

70-378 

8309030312 

8303020007 

83/0  t/lt 

7O-37B 

8309030316 

8309030311 

B3/04/13 

90-334 

8 

B303030320 

8309020007 

83/01/11 

70-378 

8305030323 

8305030007 

S3  f  01  /it 

70-378 

8309030326 

8309020007 

83/01/11 

70-378 

8309030331 

B303030323 

83/04/27 

30-313 

a 

8309030333 

8305020007 

03/01/11 

70-376 

8309030333 

8303030321 

83/04/83 

30-254 

8 

B303030339 

B303D20007 

63/01/11 

70-378 

830903033B 

8305030334 

Q3/04/21 

90-397 

8 

8303030339 

8303020007 

83/01/11 

FOIA 

8303030343 

9303030337 

83/04/27 

TOPREF 

B3030a0347 

8303030341 

S3/O4/28 

90-339 

R 

8309030348 

8303030336 

83/O4/29 

90-10 

Q 

B303030331 

8303030349 

63/04/19 

OA999 

8303030393 

9305030350 

83/04/1? 

90-309 

Q 

8309030339 

8303030336 

83/04/18 

90-361 

S 

83090303&1 

8309030399 

83/04/20 

90-324 

8 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

630  30303  62 

B30  3030359 

83/01/18 

QA999 

830SO3O364 

B305O30337 

83/01/SO 

90-339 

3 

S309Q3Q36& 

8305030399 

83/Oq/15 

QA999 

8305Q3O371 

S303Q3036B 

B3/04/28 

70-27 

3303030380 

9303030373 

S3/O4/21 

30-247 

5 

B3050303B2 

B30302037& 

83/04/23 

50-266 

S 

830303  03BB 

83030303B3 

B3/O4/1B 

30-318 

5 

8305Q3039Q 

B3050303B3 

B3/04/23 

50-313 

8 

ssogosos1?*, 

8303030394 

83/O4/23 

30-331 

B 

B303O30407 

6309030400 

83/04/13 

SO-247 

8 

B3O3O304  1  3 

83OS03040B 

83/04/28 

50-266 

P 

B303O3G4  1  9 

B3QSO30411 

63/04/23 

90-334 

S 

8303030429 

9309030493 

83/04/2S 

30-289 

F 

B3Q3O30433 

830303043* 

B3/04/S9 

80-283 

F 

B3Q  9  030438 

9309030426 

es/04/aa 

TOPF1EP 

B303O3044.6 

8305030440 

93/04/29 

50-304 

5 

830  3030  4  47 

8303030441 

S3/04/20 

50-319 

8 

8303030  4  5B 

8309030436 

93/04/29 

30-247 

P 

B3O3030470 

B30  5-0301  62 

83/04/28 

50-320 

R 

8305030471 

830  30304  66 

33/04/13 

OA999 

830903.0473 

9305030465 

B3/04/2B 

90-323 

B 

B303030474 

H3O303Q4.69 

B3/Q4/04 

50-483 

0 

8309030475 

B3O5030466 

B3/04/12 

OA999 

8303030476 

8303030463 

B3/04/28 

50-320 

R 

B30S0304B1 

S30303Q4&3 

83/04/29 

50-324 

P 

9303030494 

B3-Q5030462 

63/04/28 

50-320 

R 

830SO  30496 

8303030491 

83/04/29 

50-309 

P 

B303O3O3  1  1 

6305030909 

83/04/12 

QA9^9 

B30S030316 

3309030508 

flS/04/  27 

50-434 

T 

8303030319 

8303030909 

83/04/IH 

QA999 

83030303  SI 

3309030913 

B3/04/29 

50-364 

a 

8303030385 

8309030907 

83/04/12 

QA999 

6303030333 

8309030329 

83/04/S9 

50-358 

rt 

B303O30339 

8305030327 

83/04/20 

BO-3SO 

S 

8303030336 

B30  303031  2 

83/04/S2 

SO-3S4 

8 

B3.O3Q30537 

8305030926 

83/05/02 

90-440 

T 

8305030943 

83O303033B 

63/04/83 

30-279 

R 

5309030347 

B303030S40 

63/04/82 

30-324 

S 

B3O3O30361 

830  3030  33  1 

B3/04/19 

30-312 

8 

B30303O364 

83-05030  594 

B3-/04/a? 

90-298 

P 

6303030367 

B30S030563 

83/04/29 

90-309 

O 

8303030379 

B30303QS&9 

03/04/26 

30-327 

S 

630303  03B1 

3303030373 

83/04/39 

50-279 

R 

S3030303B7 

6303030377 

83/04/28 

50-312 

P 

B303030389 

6305030980 

03/04/aa 

30-364 

S 

8309030392 

6309030359 

B3/04/26 

90-461 

R 

830303:0395 

8303030993 

83/04/27 

90-334 

R 

8303030397 

6303030390 

B3/(M/i9 

SO-29 

8 

8303030602 

B30903060O 

B3/04/S9 

30-303 

P 

B3OM3QAtO 

B30SQ3Q603 

S3/04  /BP 

SO-S63 

K 

B30  90304  13 

9303030603 

B3/04/S9 

90-263 

V, 

B3O3030&19 

8309030611 

S3/04/21 

90-338 

8 

B3O3Q3Q&t8 

B3O303O612 

S3/04/SO 

3O-3B4 

8 

93030306.19 

830  90306  OS 

93/04/19 

90-247 

0 

B3O3Q3Q623 

B3O3030A  I  7 

83/<M/27 

SO-48S 

Q 

S  305030624 

9309030630 

33/04/26 

30-243 

P 

8303030623 

6305030630 

B3/04/26 

90-245 

P 

6303030,52? 

3305033608 

83/04/1? 

3Q-2-47 

e 

8303030631 

B3OS030639 

B3/04/22 

90-239 

9 

0303030633 

6305030609 

63/04/19 

30-247 

0 

S303.030437 

B3O3030&S7 

83/04/22 

30-395 

S 

9303030640 

6309030633 

83/04/21 

30-339 

3 

8308030*41 

8309030608 

B3/04/19 

90-247 

0 

9303030644 

B3O9Q30608 

63/04/19 

30-247 

0 

B3O3O30632 

S30903Q60B 

83/04/19 

90-247 

0 

8309030669 

83O3030&34 

B3/04/2S 

30-321 

P 

83O3O306B4 

9303020007 

83/0  1/11 

FOIA 

830  9030697 

a3O3D30&B3 

83/04/2B 

30-321 

F 

3309030690 

9303030663 

B3/04/2S 

90-321 

F 

8309030679 

8303030&?3 

B3/04/SS 

30-289 

F 

83Q9O3Q720 

93030307  1  6 

B3/O4/85 

71-9109 

B30903O722 

B303JJ0419 

83/OS/1O 

REVIEW 

QRP 

83Q3O40009 

8303040O07 

B3/O4/Q5 

30-309 

F 

8309040014 

S309040007 

63/04/23 

30-303 

F 

B3O3O4Q01A 

eaoso^ooio 

83/04/2S 

50-399 

P 

B303040021 

B30304O01O 

83/04/22 

30-375 

P 

B3OSO  4003* 

8303040022 

B3/0*/29 

30-249 

F 

8303040039 

830S04OOS2 

B3/04/B3 

30-245 

F 

9309040092 

B30S040047 

83/04/13 

40-7869 

8309040060 

8305020007 

63/01/11 

70-379 

594 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION    NUMBEfl 


ACCESSION  NUMBER 


ENCLOSURE 

PHINCIPAL. 
DOCUMENT 

DATE 

ISSUED 

SUB  JEC  T 
CATEOOHV 

6309040066 

3309040094 

83/04/20 

50-289         6 

6305040074 

6303040069 

83/04/33 

SO-434         P 

B3Q30400SO 

8303040069 

03/04/2? 

SO-4S4         F 

9309040081 

B303020007 

33/01/11 

FOIA 

83030400B9 

8305020007 

83/01/11 

FOIA 

83O9040093 

B30S020007 

83/01/11 

FOIA 

8309040103 

8309020007 

83/O1/11 

FOIA 

6303040103 

6309040096 

33/04/23 

71-7181 

8309040103 

B305040093 

03/04  /IB 

SO-331         P 

8309040(10 

830304O096 

B3/04  /28 

71-91B1 

B3050401  14 

9305020007 

83/01  /U 

FOIA 

9305040!  IS 

8309040093 

83/04/18 

50-331         P 

6309040120 

63Q3C-a0007 

03/01/11 

FQ1A 

B305040122 

•8305040117 

63/04/19 

30-30-3         Q 

3303040123 

8305040117 

83/04/19 

30-3O5         O 

8303040127 

8305020007 

B3/01/1I 

FOIA 

8305040143 

8309040139 

83/04  /SO 

50-28?         U 

83030401  SO 

B30S040146 

83/04/33 

50-318         B 

6303040138 

8309020007 

B3/OI/11 

FOIA 

830904013? 

8305040147 

B3/04/S3 

71-9O79 

6305040163 

8309020007 

B3/OI/11 

FOIA 

8303040175 

8303030007 

63/01/11 

FOIA 

0303040176 

B303040147 

83/04/25 

71-9079 

6305040183 

8309020007 

33/01/11 

FQIA 

03030-10139 

B3090S0007 

83/01/11 

FDIA 

3303040200 

3303030007 

83/01/11 

FQ  i  A 

B30S01021  1 

8303020007 

83/01/11 

FDIA 

8303040217 

3303020007 

83/0  1/11 

FOIA 

3309040224 

8309020007 

83/01/11 

FOIA 

B305040E34 

3303030007 

33/01/11 

FQIA 

8303040239 

8309020007 

83/01/11 

FDIA 

9309040240 

630304023? 

83/05/Q3 

30-369         S 

B303Q40242 

830504Q335 

83/04/22 

30-3               F 

9309040244 

B303020007 

B3/O1/11 

FOIA 

6309040246 

830904  03S9 

83/03/O3 

50-367         S 

6305040247 

8303Q4O233 

S3/04/SB 

30-3              F 

8303040349 

8305040339 

83/04/23 

30-3               F 

8309040330 

B30302OO07 

83/O1/11 

FOIA 

B903040234 

B30904023S 

B3/04/22 

30-3             F 

B3030-10236 

8303030007 

83/OI/il 

FOIA 

B30904026O 

8309040229 

B3/O3/02 

SO-3&9         S 

B30504026S 

8309040299 

83/04/35 

S  0-31  5         F 

8309040266 

B309020O07 

83/O1/11 

FOIA 

830904026B 

8303040239 

B3/O4/2S 

30-313         F 

83030102  7S 

3309030007 

S3/O1/11 

FDIA 

B30904Q279 

B303020007 

33/01/11 

FOIA 

8303040284 

a309040SBO 

83/04/23 

CONTRACT 

B3030403B7 

B30SQ20007 

Q3/01/I1 

FOIA 

B305040290 

S30308O007 

B3/O1/II 

FQIA 

3309040294 

B3050KOO07 

83/01/11 

FDIA 

83030  40S97 

0309030007 

83/01/11 

FOIA 

83090  403  1O 

3303020007 

B3-/01/I1 

FDJA 

8305040328 

3303040320 

33/03/03 

30-273         P 

B309Q40345 

S30304O341 

G3/04/28 

CONTRACT 

S3  0504  0363 

S3090403S4 

33/01/2-5 

30-3  1  3         P 

B30B0403i.fi 

B3O30S0007 

33/01/11 

FdlA 

8303040371 

0303040365 

33/04/19 

50-373         R 

8309040374 

3309040334 

63/04/29 

30-313         P 

8305040376 

B303030Q07 

83/01/11 

FOIA 

8303040330 

3303050007 

33/Ot/ll 

FOIA 

3309040392 

8309040334 

93/04/25- 

30-313         P 

B3090403B7 

83090800O7 

33/01/11 

FQT  A 

8303040393 

0305020007 

33/O1  /1  1 

POT  A 

3309040403 

8305020007 

93/O1/11 

FOT  A 

9309040403 

93030200O7 

93/01/11 

FOIA 

9  3050404  H 

8303020007 

63/01/11 

FOIA 

6309040421 

B303040412 

83/03/03 

30-400         G 

8303040423 

8303020007 

83/01  /1  1 

FDIA 

8303040434 

B3O9Q40424 

B3/04/29 

9O-333         P 

B30304Q43B 

8309040424 

B3/O4/29 

50-333         P 

83OS040450 

B303020O07 

83/01/1  1 

FOIA 

83090404  36 

B3O  90404  4fi 

83/03/O2 

30-237         P 

830904O439 

9303040433 

B3/O4/29 

30-3  1  3         R 

6309040466 

6309040433 

83/04/11 

TOPREP 

0309040448 

8305020007 

B3/OE/H 

70-373 

8305040473 

83O304032O 

B3/O9/OS 

90-873         P 

83O904047S 

63030200O7 

83/O1/11 

FOIA 

B30SQ40480 

B303Q40472 

63/09/02 

30-346         P 

8308Q4O4B4 

8303020007 

Q3/01/11 

FOIA 

8309040483 

6303040479 

93/04/28 

30-40O        O 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGtWV 

8303040499 
8303040492 
6309040493 
6309040497 
8309040493 

8309020007 
6303040479 
8303040483 
8303040491 
83030'J0479 

83/01/11 

83/04  /SB 
B3/03/02 
B3/05/02 

83/04/30 

FOIA 
30-4OO        0 

30-3HO        P 
30-346        P 
90-400        0 

8303040300 
8303040501 
8309040302 
6309040303 
6309040310 

8309040483 
6309020007 
8303020007 
8303040491 
S303020007 

83/03/02 
83/01/11 
33/01/11 
83/05/02 
83/01/11 

30-220        P 
FOIA 
FOIA 

30-346         P 
FOIA 

8309040314 
8309040915 
9309040916 
8303040317 
8309040519 

8305040309 
8303040307 
B303D40906 
9303040511 
8309020007 

B3/04/22 
83/04/26 
83/05/03 
83/04/20 
03/01  /I  I 

90-322        E 
90-445         T 
90-440         T 
80-359        P 
FOIA 

930304092B 
9303040923 
9305040934 
B303040536 
6309040537 

8303040918 
B303020007 
3303040920 
6303040534 
B30S040334 

83/04/30 
83/01/11 
83/09/02 
83/03/03 
83/05/03 

90-3O3         0 
FOIA 

30-337        P 
30-155        0 
50-158        8 

9303040539 
8309040540 
6309040542 
8309040343 
B309040943 

B303D40934 
9309040334 
B30S040334 
B303040534 
8303040334 

83/09/03 
83/09/03 
83/03/03 

33/03/03 
83/09/03 

30-133        0 

90-153        0 
50-  1  33        0 
50-133        0 
90-133         0 

9303040993 
8303040594 
6309040355 
6309040936 
B309040999 

8309040332 
6303030007 
8303040351 
8303020007 
8309020007 

93/04/23 
B3/01/11 
B3/03/02 
83/01/11 
83/01/11 

CONTRACT 
FOIA 
30-237        P 
FOIA 
FOIA 

8303040360 
B309040S61 
6303040962 
B309040966 
B305040367 

6303040357 
8303040358 
8303030007 
8303040963 
9309040538 

03/03/03 
83/04/14 
B3/01/11 
B3/04/12 
83/04/14 

30-445        0 
XPDRTLIC 
FOIA 
30-335        F 
XPORTLIC 

8303040968 
9303040S69 
B309040973 
B30304057S 
B305040979 

B303040364 
8303020007 
9303020007 
B309QS0007 
9303020007 

83/04/38 
83/01/11 
83/01/11 
83/01/11 
93/01  /It 

90-26?         P 
FOIA 
FOIA 
FOIA 

FOIA 

8305040990 
3309040983 
9309040986 
9303040987 
B3030409BB 

8303040973 
83030S0007 
S303020007 
S303020007 
B309040363 

B3/04/29 
83/01/11 
83/01/11 
83/01/11 
83/04/36 

90-32O        F 
70-37B 
70-373 
70-37S 
TOPHEP 

B303040993 
B303040B97 
B303040399 
8305040603 
B305040606 

8303020007 
B"303040384 
8303020007 
8303020007 
8303040994 

83/01/11 
B3/04/36 
B3/01/11 
B3/01/1I 
83/04/26 

70-370 
90-369        F 
70-379 
70-370 
90-369        F 

8303040613 
6309040619 
9309040624 
B309040626 
B303040633 

8303040369 
S305040614 

9303040614 
B30304062I 
S30904062B 

83/04/26 
83/04/23 
83/04/35 
93/04/36 
B3/04/26 

TOPREP 
30-383        F 
50-293        F 
50-334          P 
50-29?         F 

8303040643 
8303040694 
8309040693 
B309040659 
B305040660 

8303040639 
8303040648 
8303040628 
8303040649 
3303040630 

83/04/21 
83/04/23 
83/04/26 
83/04/23 
83/04/39 

CONTRACT 
30-321         F 
30-259        F 

50-32  t         F 
CONTRACT 

8309040674 
8309040678 
8303040679 
B3090406B7 

B309040696 

B30SOS0007 
8303020007 
3309040671 
8303020007 
9303080007 

83/01/11 
83/01/11 
93/04/13 
83/01/11 
B3/01/11 

70-378 
70-378 
71-499 
70-378 
70-373 

8305040737 
8303040743 
9309040793 
8303040789 
6309040790 

0303040730 
0303040730 
£3305040700 
0303040703 
3303040780 

83/04/22 
83/04/22 
83/04/25 
83/04/21 
33/04/23 

30-239         P 
30-299          P 
50-322         Q 
50-317         P 
30-322        O 

B303040793 
B309040799 
B305050003 
8303030010 
8303050014 

9309040783 

8303040783 
9303090001 
B309050004 
3305030008 

83/04  /SI 
83/04/21 
B3/OS/O3 
B3/09/O3 

82/12/30 

90-317         P 
90-317          P 
90-322         9 
9O-341           A 
30-413         A 

B303030023 
830B030027 
8303030029 
8309030031 
8305030033 

6303030016 
B309030021 
B3030SOOE4 
9309050020 

S309030021 

83/04/27 
83/05/04 
93/03/02 
83/09/02 
83/03/04 

30-302         8 
30-277        P 
90-322         T 
90-220         P 
30-277         P 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMDER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEGDR  Y 

B303050040 

B3O3090030 

83/04/21 

30-321 

S 

8305090061 

B303030097 

33/04/29 

90-399 

3 

8309030071 

B30509006B 

33/O1/31 

QA999 

8303050076 

8303090073 

83/04/21 

50-286 

F 

8303030QB7 

9309090083 

83/O4/2J 

50-321 

S 

8309030090 

B305Q3QOB8 

33/04/31 

O.A999 

B303050091 

B3030300BB 

83/04/21 

QA799 

B303030093 

8309050038 

83/Q4/31 

OA999 

8303030097 

8303090094 

B3/Q4/19 

QA999 

8309050104 

8303030102 

B3/04/21 

OA999 

8303030103 

S30  30301  Ol 

03/04/25 

9tt-27t 

S 

8309090110 

83090301  OS 

33/04/21 

OA999 

B303030111 

8303030107 

83/Q4/13 

Qhltf 

9303090113 

B3O30301  (4 

B3/O4/13 

0*999 

8303030117 

S3O90301  14 

B3/04/13 

OA999 

B303050119 

8303030116 

B3/04/01 

30-413 

ft 

830SQ3O1SI 

8305050113 

B3/O4/27 

50-281 

S 

S30S03012B 

B3O3030123 

B3/Q4/29 

30-327 

S 

B303030130 

3305030118 

83/04/37 

30-2BI 

3 

8303050  133 

B303090127 

83/04/2B 

30-333 

S 

B30503O140 

8305030134 

63/04/31 

70-1402 

B309030147 

0309090141 

83/04/21 

30-277 

a 

8303030  149 

£3303030143 

83/04/19 

Qrt9?9 

B303Q30191 

B3030301-44 

83/04/SO 

30-293 

a 

B303030194 

S30303014B 

83/04/27 

30-34B 

5 

S3QB03013B 

030903,0148 

B3/04/27 

30-34B 

S 

8303030163 

0303030137 

B3/O4/2I 

90-430 

Q 

8303030164 

S3Q30501  S9 

B3/O3/03 

90-397 

Q 

8303030166 

B3O30S016E 

B3/O4/20 

40-3079 

8309030169 

B3Q3010163 

B3/04/B1 

OA999 

8303050171 

8303080  1  62 

B3/04/21 

OA999 

8303030175 

8303090172 

B3/04/20 

30-334 

Q 

8303030178 

0303050167 

B3/Q4/3B 

30-4  14 

B 

8309030179 

6303050163 

B3/04/31 

OA999 

8309050180 

8303030  17S 

83/04/20 

SO-334 

0 

83030301B1 

B3030B0177 

83/04/13 

QA999 

8303030182 

8303030  17A 

B3/04/H1 

70-1234 

8303030181 

83050301.77 

83/04/13 

3A99T 

8303030190 

8309030187 

ea/oi/ao 

90-247 

Q 

8303090191 

8303030136 

B3/04/S7 

30-330 

a 

8303030192 

8303030177 

83/O4/13 

qA997 

B30SO  30203 

83  03030  195 

83/04/39 

80-348 

B 

8305030306 

B309030IB3 

83/04/87 

SO-  327 

a 

B3Q30SOSOB 

8303030200 

O3/O4/SO 

TOP  REP 

8303030813 

8303030210 

B3/04/S7 

BO  -339 

B 

8303030317 

8309090211 

03/04/89 

90-328 

B 

83030  902B2 

8303030214 

aa'04/19 

30-247 

P 

8303030824 

83030302  10 

33/04/27 

30-32B 

B 

8309030225 

B30303022Q 

93/04/29 

SO  -309 

P 

8303030326 

8303030219 

83/04/1S 

QA999 

9303030238 

8305030211 

83/04/19 

3O-267 

P 

B305030B30 

8303090233 

83/04/B1 

30-97 

Q 

8303030336 

B303Q30223 

B3/04/31 

30-97 

Q 

B303030239 

8305090233 

33/04/29 

90-395 

B 

B3D30  30241 

0303090237 

83/04/15 

OA999 

B303090244 

8309030242 

83/04/29 

50-334 

B 

8303030249 

8303030239 

83/04/33 

50-260 

E 

830303024H 

B309Q30246 

B3/04/27 

50-244 

Q 

B3Q9030239 

0303030251 

33/04/21 

OA99» 

8309030237 

B30B03Q2B2 

B3/O4/29 

so-iaa 

P 

B30S09023B 

8303090251 

B3/04/21 

OA'P'J1? 

B303030361 

8303030336 

63/04/27 

90-4  Ifi 

B 

8309030262 

8303030231 

fl3/04/21 

QA971? 

B303090267 

830303Q26S 

B3/O4  /2B 

30-324 

S 

B30909026B 

8303090263 

B3/04/27 

30-29 

B 

8303030272 

B3Q30SO264; 

33/04/29 

SO-289 

S 

9303030276 

8303030271 

B3/O4/27 

30-339 

S 

8303030287 

8303040333 

Q3/03/04 

30-247 

P 

8303090288 

B3090302B3 

83/04/2A 

90-369 

P 

B3030902B9 

8309030299 

Q3/O4/29 

50-387 

F 

B305030292 

3303020007 

Q3/OW11 

7O-378 

8303030293 

33030403  S3 

S3/03/04 

30-247 

P 

8303090297 

9303030007 

B3/01/11 

70-373 

8303030301 

8303020007 

03/01/11 

70-378 

8303030303 

9303030299 

Q3/03/OH 

30-275 

n 

8303050304 

3303090300 

Q3./04/23 

30-S89 

F 

8303030306 

H3030H0007 

S3/OJ/11 

70-378 

8303030307 

B3Q803030Q 

83/04/23 

30-239 

F 

8303030310 

B303D2QQ07 

83/01/11 

70-37B 

9303050312 

8303020007 

83/01/11 

70-37B 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUOJECT 
CATEGORY 

0305030316 
8303030317 
330503031? 
B30503O321 
8309030322 

8305020007 
B3D303D33  ( 
3303030007 
S  3050  303  11 
e303O2OOO7 

33/01/1  1 
83/04/35 
B3/O1/11 
B3/04/S5 
B3/01/11 

70-373 
5O-395         F 
70-37  S 
30-395         F 
70-378 

8303030326 
B3Q903032S 
8305050330 
8303030333 
B309050335 

B309020007 
9303020007 
3303020007 
3309030007 
330SO2OOO7 

33/01/11 
B3/OJ/I  1 
B3/01/I  I 
B3/01/11 
63/O1/1  L 

70-373 
7O-373 
70-3  7  B 
70-378 
70-378 

B303030337 
B305090339 
8309030342 
8309090346 
33030S0349 

a303O30OO7 
3303020007 
B309030007 
B30S0200O7 
3303020007 

83/01/1  1 
S3/D1  '11 
B3/0  1/11 
B3/01/11 
33/01/11 

70-378 
7O-3TS 
F01A 
F01A 
FOIA 

B30S03033I 
B309050333 
B309030393 
B30303Q339 
3303050361 

3309020007 
3303030341 
S303030007 
B30302OO07 
B303O200B7 

B3/01/11 
B3/04/13 
B3/D1/1J 
83/01/11 
33/01/11 

F01A 
30-269         S 
FDIA 
FOIA 
FO1A 

B30SO9Q3&3 
S305O50373 
8305030331 
G30B0303B9 
B30903Q404 

B309020007 
B303030366 
8309090377 
8303090339 
8305030400 

B3/01/11 

83/04/25 
B3/04/93 
83/04/26 
83/03/23 

FDIA 
30-397         Q 
50-330         F 
CONTRACT 
CONTRACT 

83030  &  0007 
8303060036 
3309060016 
9303060046 
B3090&OO49 

B30&060OO1 
B305O60-033 
8303060043 
8303060043 
8305060042 

33/04/25 
33/04/33 
B3/OS-/03 
B3/05/03 
83/04/23 

30-266         P 
90-282         P 
90-220         P 
60-330         P 
30-309         P 

B3030f>0053 
B309060O63 
3305-06006  i 
B30306007A 
B30SOiOOB4 

B3O506O091 
03O304003B 
B3O9060060 
B3-0906OO60 
8303060577 

B3/04/HB 
33/04/21 
33/&5/04 
33/05/0-) 
83/04/31 

30-331          P 
30-336         P 

30-331          P 
30-331          P 
90-317         F 

B305060091 
B30306OI1V 
3309060120 
8303060136 
8303060140 

8309060069 
83030&O112 
3303061J1O9 
B30306-0109 
6303060109 

B3/  04/29 
83/03/14 
B3/04/22 
B3/04/22 
83/04/23 

90-239          I 
FOIA 

30-33B         P 
30-33B         P 
50-33B         P 

3309060141 
8305060143 
B30S-06014S 
B3030&014S 
3303060  13S 

6303060133 
8309060133 
8309060133 
B303060133 
63050*0133 

83/O3/03 
33/04/25 
83/03/O3 
B3/04/23 

B3/04/29 

40-fo73 
71-9173 
FOIA 
71-9175 
71-9175 

B305060133 
0303060154 
8303060  13S 
8303060136 
B3030&0160 

B3030i0144 

83030A0133 
B305060144 
B303060133 
8303060144 

83/03/17 
83/04/B3 

B3/03/17 
83/03/03 
S3  /O3/  1  7 

FQIA 

71-9173 
FOIA 
40-673 
FOIA 

B3090&0164 
8309060171 
6303060  1  SO 
B303060181 
B30306O1B3 

8303060144 
8303O&0144 
B309060176 
8309060135- 
3303060174 

B3/03/17 
B3/03/17 
83/O5/02 
83/03/O3 
B3/02/35 

FOIA 
FOIA 
50-335         f 
40-672 
CONTRACT 

8303060189 
&309Q6O190 
B3030AOL93 
3303060300 
8303060309 

8303060133 
8309060137 
3309  060135 
830306O135 
830  5060  133 

B3/03/03 
63/04/29 
33/03/03 
33/03/03 
33/03/03 

40-673 
71-6394 

40-672 
40-473 
40-A72 

3305060212 
8305060214 
B303060220 
B30306D22B 
8303060232 

8305060209 
B30  9060  133 
3303060133 
8305060223 
B30  9060229 

B3/04/21 
33/03  /O3 

33/03/03 
B3/05/03 
B3/OS-/03 

71-5979 

40-672 
40-A73 
BO-206         P 
30-306         P 

6305060234 
B30B06023? 
83030  602B1 
B303  060269 
B303060B77 

3305060225 
8303060233 
8303060246 
8303060261 
8309060271 

83/03/03 
B3/04/23 
83/04/36 
83/04/23 
B3/04/E8 

90-206         P 
30-206         P 
COMTRACT 
90-334         R 
30-244         P 

8309060279 
H3030602S2 
8303-060237 
830  50603  £38 
830SO60S91 

B3Q5060266 
3305060130 
8303060346 
8303060130 
B  30304  0266 

B3/O4/3a 
33/04/27 
83/04/22 
33/04/37 

83/04  /3-a 

90-293         P 
30-399-         P 
30-393         P 
30-393         P 
30-293         P 

B305060293 
6305060299 
S303040303 
B30306030B 
B303060312 

63030t02B4 
8303060130 
83O50&029B 
6309060293 
B30306029B 

33/03/03 
S3/O4/27 
B3/O4/32 

33/04/22 
B3/04/2B 

30-4B3         Q 
50-399        P 
30-389         P 
50-3B9         P 
30-3  H  9         P 

696 
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ENCLOSURE 

PR  INC  I  PAL 
DOCUMENT 

DATE- 
ISSUED 

SUBJECT 
CATEODfir 

B30906O329 

8309060319 

B3/04/13 

HASTE   MOT 

830906O326 

8303060320 

H3/04/OI 

CONTRACT 

B30  9060346 

8303060339 

03/04723 

90-432 

F 

030  3060391 

33D306O341 

83/02/23 

CONTRACT 

830  9060334 

830306O33H 

03/04/23 

90-482 

F 

B30  5060369 

83090603&3 

83/03/23 

40-0703 

8303060331 

8303060375 

B3/03/03 

30-206 

P 

8303060333 

8303060330 

03/03/07 

90-290 

I 

83030603S4 

8303060379 

B3/04/12 

30-329 

A 

8309060339 

8  30  30  to  372 

83/03/03 

30-206 

P 

B30906O391 

B309Q6Q370 

B3/04/27 

50-394 

S 

8303060393 

83090  6  0388 

83/04/39 

30-293 

3 

B30  3060401 

8309060393 

83/04/20 

30-373 

3 

830  9060403 

8303060402 

83/04/27 

30-317 

P 

8309060406 

8309060400 

83/04/39 

50-313 

S 

8303060407 

B309060397 

B3/09/03 

30-206 

P 

B30906O411 

B309060400 

B3/04/H9 

30-313 

e 

8303060414 

8309060400 

B3/04/29 

30-313 

8 

B30  90604  17 

8309060397 

B3/03/03 

30-286 

P 

S30  90604  18 

8309060410 

83/03/03 

90-293 

Q 

830  9060421 

6309060419 

B3/04/19 

30-312 

P 

830  9060422 

8309060416 

83/04/86 

30-237 

e 

030  3060428 

8309060426 

83/04/27 

30-220 

3 

830906O432 

8309060431 

B3/03/03 

30-286 

P 

B30  9060433 

8309060431 

83/09/03 

50-386 

P 

B303060440 

0309060437 

B3/09/O3 

30-386 

P 

8303060444 

8303060443 

83/04/OS 

30-299 

S 

8303060446 

8309060457 

03/03/03 

30-286 

P 

8303060449 

83Q306O427 

S3/OS/03 

30-2B6 

P 

S303060490 

B303060448 

B3/03/31 

30-362 

S 

B30SQ60434 

B3Q9060432 

83/04/33 

30-313 

B 

8303060460 

B3090A043B 

S3/04/29 

30-28? 

R 

0303060464 

B30306043B 

83/04/29 

30-289 

tt 

0303060465 

0303060438 

B3/04/K9 

30-28? 

tt 

8309060482 

8309060-476 

S3/04/S8 

30-272 

9 

B309Q60484 

8303060479 

83/04/29 

30-267 

S 

B30306O409 

630306045:0 

83/04/29 

90-31  1 

8 

B305060492 

0309060  486 

83/04/39 

30-237 

a 

8309060303 

8303060414 

83/04  /2B 

90-309 

S 

B30306O309 

B309060493 

83/04  /?7 

30-373 

6 

0305060312 

B309060901 

83/04/29 

90-249 

S 

8305060914 

B3Q9060S09 

B3/04/OB 

30-361 

S 

0303060317 

0309060311 

83/04  SSS 

30-237 

a 

8303060323 

0303060319 

83/04  /SI 

30-346 

0 

8303060936 

0303060329 

B3/04/36 

30-332 

A 

8303060940 

83O306O933 

03/04/27 

90-220 

3 

83030-60344 

83Q306O32B 

B3/04/B9 

30-293 

B 

9303060349 

B3Q306033B 

03/04/23 

30-309 

8 

0303060332 

6303060344 

83/04/13 

30-267 

ft 

930906-0333 

8303060348 

83/04/26 

30-333 

F 

8303060594 

B30306O942 

B3/03/03 

30-373 

0 

8309060997 

B3O306O34B 

B3/04/Z6 

90-333 

f 

B303060399 

83O306O347 

B3/03/O8 

90-496 

0 

B303060361 

B309Q60396 

B3/03/08 

90-280 

P 

830306096B 

0309060S62 

B3/04/20 

90-447 

e 

6303060969 

8303060942 

03/09/03 

90-373 

0 

8303060971 

8303060963 

83/04/82 

90-249 

S 

B30306O972 

8303060367 

83/04/29 

90-299 

e 

B3Q30603B2 

8303060577 

83/02/29 

90-238 

R 

B3050403B3 

0309060979 

83/04/85 

90-313 

F 

B  309060  9B4 

83030&O974 

B3/04/89 

90-29B 

S 

83090&05B6 

B3030fiO977 

S3/02/23 

30-238 

R 

S303060991 

B3O306O973 

03/04/85 

90-313 

F 

8309060994 

B30306O391 

83/03/25 

90-24? 

8 

8309060993 

B3090&O372 

B3/04/27 

50-397 

a 

0305060399 

0309060S90 

B3/04/B7 

30-237 

8 

83-09060601 

0309060373 

B3/04/2  3 

30-346 

f 

030  9060606 

830906O6OO 

B3/03/OS 

30-344 

e 

8305060408 

83Q9060S93 

83/04/3* 

90-346 

F 

B30  5060409 

0309060604 

93/04/SB 

30-334 

p 

B30  90606  il 

8303060603 

B3/04/27 

30-237 

8 

B30  90606  13 

83O3060S77 

B3/02/2B 

30-238 

R 

8305060614 

B3O306O6O4 

83/04/28 

30-334 

P 

8305060621 

8303060616 

B3/04/26 

30-348 

F 

B30  9060626 

8303060616 

93/04/26 

90-340 

F 

B30  5060629 

0309060506 

93/09/04 

30-247 

0 

9305060631 

0309060627 

93/04/85 

30-317 

F 

B30946D634 

9309060623 

93/03/03 

40-8202 

B30  5060633 

9303060627 

93/04/85 

30-317 

F 

B30506O663 

B309060&99 

93/04/85 

30-3BO 

P 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B303060669 
8309060670 
0303060679 
8303060686 
8309060694 

8303060666 
8303060666 

8303060673 
8303060673 
8309060683 

83/04/27 
83/04/27 
83/04/29 
83/04/29 
83/04/27 

30-344   P 
30-344    P 
30-299    F 
30-299    F 
30-361    P 

9303060699 
8303060700 
8303060702 
8303060703 
B3Q3Q900Q3 

8303060692 
8303060696 
S309060692 
8303060683 
8303090001 

B3/04/23 
83/03/28 
03/04/23 
83/04/27 
B3/04/21 

90-346    F 
10CFR 
90-346   F 
90-361    P 

OA777 

8303090012 
03030900  I  9 
8303090023 
8303090027 
B309Q90032 

B30S090009 
8309090016 
8309090016 
B309090016 
8303090016 

B3/04/S9 
83/04/13 
83/04/13 
83/04/15 
83/04/13 

CONTRACT 
90-349    P 
90-348   P 
90-34B    P 
30-348    P 

8309090037 
8309070038 
8309090043 
8309090047 
8303090031 

8303090029 
8303090024 

B303090O24 
0303090024 
8309090049 

83/04/27 
83/03/21 
83/03/21 
83/03/21 
B3/04/27 

30-2BO    tt 
FOIA 
FOIA 
FOIA 
90-880    P 

B3090900S3 
8309090096 
8309090097 
8309090038 
8305090060 

8305090084 
S30909004B 
8309090024 
8303090O3O 
8303090038 

83/03/21 
83/04/28 
83/03/21 
83/04/29 
83/04/29 

FOIA 
71-3014 
FOIA 
CONTRACT 
30-327    R 

8303090062 
B303090070 
8309090073 
8303090091 
8309090104 

0309090049 
8309090043 
8303090066 

8309090083 
930309008S 

83/04/27 
83/04/27 
83/03/04 
83/04/86 
83/04/26 

90-200   P 
90-280    P 
90-128    Q 
30-29O    Q 
30-290   0 

8309090111 
8309090117 

8303090121 
8308090  124 
8303090131 

B303090O78 

8309090068 
8303090113 

83D309007S 
8309090182 

83/04/19 
83/04/29 
83/04/29 
83/04/13 
83/04/80 

30-369    P 

CONTRACT 
71-9980 
90-269    P 

CONTRACT 

8309090136 
83090901  38 
8303090140 
8309090149 
8309090130 

8303090129 
8303090O7S 
8303090133 
8305090144 
8309090143 

83/09/03 
83/04/13 
83/04/88 
83/04/20 
83/04/88 

30-322   0 
90-267   P 
71-9879 
30-33B   P 
71-5874 

8309090134 
8309090160 
B309090179 
8309090197 

0303090302 

830B090147 
8309090147 

8309090147 
8309090186 
8303090818 

83/04/1B 
83/04/18 
B3/04/18 
83/04/26 
B3/04/H9 

90-313   P 
30-313   P 
90-313   P 
90-331    F 

PROJ 

8303090228 
5303090393 
8303090290 
B30S090300 
8309090313 

B30B090217 

8309070244 
8303090279 
8303090291 
0303090306 

83/04/28 
B3/04/29 
B3/03/02 
83/03/03 
83/03/22 

TOPREP 
90-872   8 
MISC 
CONTRACT 
90-373    Q 

8309090319 
8309090327 
830909033  1 

8303090339 
8309090378 

8309090279 
8309090321 
B303090381 
B309090321 
8309090338 

83/03/02 
83/04/26 
83/04/86 
83/04/26 
B3/09/03 

MISC 
90-200   P 
90-280    P 
90-380   P 
90-470    E 

8309090388 
8309090393 

8309090398 
8303090403 
8309090406 

B309090371 
8303090386 

0303090398 
8309090392 
S3090703B6 

83/09/04 
83/04/2O 
83/04/80 
83/04/80 
83/04/20 

OA997 
QA799 
QA779 
QA999 
OA999 

8309090413 
8309090418 
8309090436 
8309090442 
8309090439 

8303090386 
9303090409 
8303090426 

8309090426 
8303090497 

83/04/20 
S3/09/06 
83/03/03 
83/09/O9 
83/09/04 

OA999 
90-370   Q 
30-249   P 

30-343   P 
30-872   P 

8303090460 
8309090461 
8309090463 
8309090464 

8309090469 

B309090426 
8309090494 
8309090486 
0309070462 
8309090467 

83/09/09 
83/03/06 
83/03/OS 
83/04/29 
83/04/89 

30-249    P 
90-399   O 
90-249   P 

90-308   P 
TOPREP 

8303090474 
8303090488 
8303090483 
8305090490 
8303090491 

0309090471 
8309090479 
8305090479 
9309090487 
8303090498 

B3/03/02 
83/04/20 
B3/04/20 
B3/03/06 
83/05/08 

50-249   P 
OA777 
OA997 
50-440   0 
30-313   P 

B30909049B 
8303090493 
8309090499 
8303090497 
8305090902 

8303090489 
83050704B7 
8303090483 
83090904B3 
0309070901 

B3/09/02 
B3/03/06 
83/O9/O4 
83/09/04 
03/09/02 

30-213   P 
30-440   C 
TOPREP 
TOPREP 
90-443   0 

CROSS  REFERENCE  OF 

TO  PRINCIPAL  DOCUMENTS 
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ACCESSION    NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEOOR1 

( 

8309090310 

B30309O307 

83/03/03 

30-449 

T 

8309090513 

B303090307 

B3/09/O3 

30-449 

T 

B309090516 

B30S0903ia 

83/04/29 

10CFB 

8309090917 

8309090507 

B3/Q9/05 

30-443 

T 

B3030903BI 

B303070307 

B3/O9/Q3 

90-449 

T 

8309090929 

8305090807 

83/09/09 

90-443 

T 

B303090330 

8303090307 

B3/O3/03 

30-443 

T 

0309090343 

8303090542 

83/03/17 

90-33B 

A 

6309090949 

B309070342 

B3/03/17 

3O-35B 

T 

8309090337 

8303090334 

93/04/13 

TOPHEP 

5309090961 

B303070342 

83/03/17 

30~399 

A 

8303090369 

S3090904B9 

83/04/23 

30-267 

R 

B303O9037B 

B303070S68 

B3/O3/O9 

9O-443 

fi 

83090703B6 

9303090363 

83/09/OS 

30-443 

0 

8305090389 

8303090SB4 

83/04/27 

30-3O2 

Q 

8308090392 

B303090369 

83/09/03 

50-443 

a 

B305090600 

8309090968 

B3/O3/Q9 

30-443 

0 

8303090607 

8303090969 

B3/09/O5 

SO-443 

a 

B303090612 

B3Q307Q60S 

8  3/04  /H7 

30-269 

p 

8303090614 

8303090329 

eg/03/  10 

30-443 

F? 

930309061  B 

B303090368 

83/05/09 

80-448 

B 

8303070629 

8309090363 

83/O3/05 

30-445 

0 

B303090&32 

B3Q509Q96B 

B3/05/05 

30-445 

0 

8303070640 

9303090369 

83/09/09 

30-449 

0 

B30S070646 

8303090368 

B3/09/09 

3O-44S 

0 

6305090648 

8303090633 

83/0  9/O2 

50-415 

A 

830307O6SO 

8303090968 

B3/OB/03 

9O-449 

0 

B30S090632 

B3Q3090633 

B3/Q5/02 

30-410 

A 

8303090634 

8305070363 

83/03/09 

30-443 

O 

8308090660 

8309090368 

83/03/09 

3O-443 

Q 

B3Q8090736 

B309070722 

B3/09/O2 

50-449 

ft 

8303090731 

830909073O 

83/O3/03 

JTPORTLIC 

0303100003 

B309I00002 

B3/O4/Z6 

30-369 

a 

8305100009 

830S1  00006 

83/04/11 

30-172 

0 

8303  lOOOl  4 

8305100012 

93/05/04 

30-339 

s 

B309100019 

9303100016 

B3/03/04 

BO-3B7 

p 

83Q9100O21 

8303  10001  i 

83/03/04 

30-3B7 

p 

B303100029 

B309100023 

B3/O4/29 

30-339 

B 

8303100036 

8303100031 

fi3/QS/O4 

50-260 

8 

B30910O082 

83031000BO 

83/04/22 

30-346 

a 

8309100083 

83031000B1 

8)3/0  9/03 

30-289 

s 

B3091000B4 

B309  100000 

93/04/32 

90-346 

Q 

83091  OOOB9 

8309  10007  A 

B3/G4/S7 

30-2S9 

R 

B309100090 

B3031000SO 

B3/Q4/22 

30-346 

a 

B3031  00091 

63091QQOB9 

S3/Q9/OZ 

90-393 

6 

B309100109 

B305100100 

83/09/03. 

30-334 

0 

83031  001  11 

8303100'ioa 

83/03/0* 

SQ-2&0 

p 

8309100113 

B303IQ0107 

B3/OS/03 

SO-37S 

s 

9303100116 

aaosiooiis 

a3/04/  13 

50-492 

a 

8303100120 

8309  1001  IS 

83/09/O3 

SO-2BO 

B 

B305100126 

B305100122 

B3/Q4/08 

80-293 

F 

B3091QQ129 

8303100119 

83/03/03 

so-aao 

S 

8309100131 

B309100122 

B  3/04  /OS 

30-299 

F 

B309100139 

B303100130 

83/09/06 

50-443 

R 

8309100136 

8303100123 

83/04  /OB 

80-293 

F 

B309100139 

9303100132 

83/09/03 

30-364 

8 

8309100141 

8309100124 

83/03/23 

30-329 

T 

B309100142 

B305100137 

83/04./IJ 

90-438 

Q 

8309100144 

8305100138 

83/01/29 

3O-393 

R 

B309100139 

B309100191 

83/04/22 

30-482 

a 

8309100160 

8305100131 

83/04/Ba 

50-482 

Q 

8303100166 

9303  1001  SB 

83/04/20 

30-443 

Q 

8303100176 

8309100172 

83/09/09 

90-4S4 

0 

8303100179 

9303100173 

83/09/04 

30-873 

R 

8309100183 

8309100173 

B3/O9/C-4 

30-375 

R 

9305100190 

B3091001B1 

83/09/03 

90-1O 

a 

8309100193 

8309100159 

S3  /"OB/00 

90-31B 

A 

8309100216 

B303100315 

B3/04/18 

90-331 

Q 

8303100218 

9303100213 

83/04/18 

90-331 

a 

6303100221 

8303100219 

B3/04/80 

90-443 

e 

9309100229 

8303100224 

63/09/06 

9O-322 

Q 

83091  OO23? 

8303100238 

83/04/01 

9O-322 

0 

8303100242 

830*3100341 

83/04/23 

90-289 

a 

8309100244 

8303100241 

S3/04/SZ 

90-389 

a 

8309100249 

8309100343 

83/03/18 

90-329 

T 

8303100248 

B303  100243 

93/03/18 

30-321? 

T 

9303100249 

8309100347 

93/O4/13 

90-443 

a 

8309100293 

8303  10023  L 

93/09/02 

90-231 

B 

B303  100265 

8309100239 

B3/O4/B9 

90-339 

S 

83O510O266 

B309100B62 

83/O4/80 

90-393 

O 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

&UDJECT 
CATEOORy 

3303100371 
8303100373 
B30S10&S77 
B3O5IOC>a7B 
S3  09  100281 

3303100262 
B3Q31O0268 
B303  1  00272 
830S1002&9 
3309100275 

B3/04/EO 
63/05/D6 
63/04/29 
33/05/03 
B3/09/O4 

3Q-39S         Q 
30-339         Q 
30-220         R 
30-389         3 
30-393         A 

8305100307 
B303100S89 
0303100391 
8309100392 
8309  100397 

8309100279 
B30J1O028E 
9303100279 
830  91  002  B3 
B30S1OOSB2 

B3/09/D3 
83/09/04 
83/03/05 
B3/09/O4 
B3/O3/04 

30-233        P 
30-413        Q 
90-233         P 
30-26O         B 
30-413         0 

B3051  00309 
830910O307 
B309100317 
B3091  00333 
B3091  00343 

330510DS92 
8303100303 
B3  031  00  308 
B303  100-331 
830S10O336 

83/04/04 
B3/O4/03 
B3/O3/O5 
B3/O4/14 
S3/03/04 

30-413         0 

50-483         0 
3-D--3B7         P 
90-213         P 
QA999 

8309100349 
B30910O393 
B303100395 
0303100361 
B305100365 

83031O033& 

8309100348 
B30310O336 
930310034S 
8309100323 

83/05/04 
B3/04/14 
£33/03/04 
83/04/14 
H3/OS/06 

OA977 
30-313         fl 
QA999 
50-313         B 
30-136         Q 

830  S  100369 
B30310037O 
B303100371 
3303100372 
8303100373 

8303100358 
83091O036S 
B30910O363 
9303100364 
83091C033& 

Q3/OS/O4 
03/03/O6 
B3/05/04 
03/08/04 
93/03/21 

30-438         A 
5-0-335         P 
50-136         0 
90-331          0 
30-443         0 

B3091003B2 
B30  9  100384 

0305100397 
H3QS10Q3.90 
B30310O392 

B3091O0338 
B303  100378 
B305  1  00379 
8303100383 
B3091O03!d 

B3/05/O4 
B3/04/37 

B^/0'^/^2 

H3/OS/04 
S  3/03/21 

50-433        A 
50-235        fi 
3O-237         Q 
30-369         P 
3O-443         0 

B309100393 
B3O31  00399 
8309104397 
6309100399 
B303100400 

B303  1  OO389 
830B100333 
8303100389 
B3D91003BQ 
0309100354, 

63/03/04 
83/05/04 
83/05/03 
83/03/04 

a  3/03/21 

30-341          Q 
3O-430         A 
5O-305         S 
30-341          Q 
30-443         0 

B30M004O2 
3303100403 
B3Q910Q409 
830510041O 
330310-041  1 

B30910O377 
8309100376 
3303100404 
B30MQQ403 
B30  91  00356 

B3/04/22 
B3/04/S7 
93/04/07 
83/04/23 
83/O3/21 

30-237         0 

30-253         S 
30-133         0 
30-286        Q 
30-443        0 

3303100414 
3303100416 
9305100417 

830310041-? 
83051  00424 

3303100404 
3309100379 

0305100413 
B30510O356 
B305100356 

B3/04/07 
B3/04/23 
B3/05/O5 
B3/03/31 

83/03/21 

30-133        0 
30-237        0 
30-334        R 
30-443        fl 
30-443        Q 

B309  100423 
9309  10042  B 
83O310042? 
8303100430 
8309100431 

8303100336 
H309100427 
B3D310O356 
9303  10  0356 
8309100427 

83/03/21 
83/04/25 
B3/03/21 
83/03/21 
83/04/23 

BO-443        0 
30-247        0 
SO-443        fl 
5O-443        0 

S  0-247         Q 

830910043-2 
8309100433 
8305110009 
8303110013 
B3O311002Q 

B3D310O356 
B303100427 
9309110005 
3309110011 
B3091  10010 

B3/  03/K1 
B3/04/2S 
83/09/O3 
B3/03/O3 
83/03/13 

30-443        B 
90-247        0 
CONTRACT 
71-9103 
90-27           F 

B309110O29 
B309IIOO30 
8309110033 

8303110039 
8303110041 

B303110036. 
8305110036 
8303110O33 
B30911O037 
B303110031 

83/04/17 
83/04/19 
83/03/06 
33/05/03 
83/04/27 

NUREO 
MJREQ 
71-7901 
50-331          P 
CONTRACT 

B30911OO43 
B3031  1O043 
83091  10O38 
83031  10O33 

83051  1009& 

B30B  11  003,7 
8303110037 
83091  1O01O 
B3031  100  SO 
8305110030 

83/03/03 
83/09/03 
83/04/29 
63/04/29 
83/04/27 

50-331          P 

30-331         P 
30-303         P 
90-309         P 
30-3O9         P 

83031  1003B 
B3031  10063 
83031  10071 

eaosuooB"? 
saosuotof 

8305110053 
B3D51  1O033 
8309110069 
B303L100S2 
83O31  10077 

H3/09/05 
B3/09./O5 
83/03/07 
B3/03V03 

B3/OS/OB 

30-BB6         P 
30-286         P 
30-813        F 
50-373         P 
30-387         K 

9309110106 
8309110133 
8303110191 

93051  10133 
8309  It  01  56 

B303  110077 
83091  1O12B 
93Q9110150 
8303110146 
B303I1OIS4 

83/O5/05 
83/04/26 
B3/O9/O6 
B3/Q5/03- 
83/04/37 

30-3B7         K 
90-335         P 
71-71OO 
CONTRACT 
90-872        P 

8309  110  163 

3303110167 
93051  IO173 
B309U0179 
B309L10176 

B3091  1O199 
S303U0163 
8309110(69 
8309HO171 
6309110169 

33/04/26 
83/03/03 
83/09/03 
B3/09/O3 
B3/O3/O3 

CONTRACT 
90-368        P 
30-368        P 
50-373        P 
90-36  B        P 
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8305110133 

8309110179 

B3/04/25 

50-36  1          P 

8309110186 

B303110179 

83/04/39 

5O-361          P 

6303110(07 

B303I  10191 

83/05/04 

50-264         P 

£3303110199 

83051  1O179 

83/04/25 

30-361          P 

8303110192 

83091  10190 

83/04/35 

CONTRACT 

B3051  10199 

B303110194 

83/03/03 

CONTRACT 

83091  10f99 

B303MOI93 

83/04/2? 

30-313         P 

S30S1  10203 

8309110193 

83/04/S1? 

90-313         P 

S3051  10224 

8303110219 

B3/05/OS 

30-336         P 

8303110328 

83051  10319 

83/09/03 

30-336         P 

B3Q51  10230 

8305110219 

B3/09/O& 

9O-336         P 

8305110333 

8305110239 

B9/09/05 

CONTRACT 

S30S110234 

8309110100 

B3/04/2* 

30-33]          P 

8305110236 

B303I  10233 

83/04  /HV 

CONTRACT 

83031  10242 

8305110100 

B3/04/2<? 

50-331         P 

B303110243 

B3051  10100 

83/04/29 

50-331         P 

8303  11  0247 

B30911O241 

33/O4/22 

30-387         S 

B30311Q249 

3303110244 

83/05/O3 

30-327         P 

B3051  10290 

8309110246 

83/03/03 

30-327         P 

8303110293 

8309110246 

B3/03/O3 

50-327         P 

B305110256 

83091  10H91 

83/05/06 

30-2M         5 

B30MIO260 

3309110337 

33/05/03 

50-364         3 

83031  10364 

83091  10239 

B3/04/21 

90-333         8 

8309  11  036  3 

B309110S61 

S3/04/29 

50-277         Q 

B30S110267 

83091  1Q2M 

83/04/29 

50-277         fl 

8305  1  1  0272 

B30SI1O26? 

83/04/26 

30-331          S 

9305110373 

8309  II  0270 

83/04/36 

90-331         S 

8303110274 

8305110271 

83/04/26 

30-3  1  1         S 

B303110277 

B303110276 

63/04/27 

30-317         Q 

3303110279 

8305110279 

83/04/39 

50-416         8 

8305110283 

6305110231 

B3/04/2? 

50-369         S 

8305110284 

83031  102B3 

83/05/04 

50-333         S 

83051  10287 

8303110286 

83/04/39 

30-29?         S 

B3091  102B9 

83091  IOS83 

B3/03/05 

50-33S        S 

8309110293 

0309  11  OS  B? 

83/09/O3 

50-331         S 

B309HO307 

8305110302 

B3/03/02 

30-3             R 

83031  1031  0 

8305110302 

83/09/OS 

5O-3              P. 

B309110311 

B30511030B 

83/03/O3 

30-34B         P 

9309110320 

B303110314 

83/04/27 

30-30?         0 

8309110326 

83051  IO321 

B3/04/2B 

50-320         3 

B3091  10329 

B30511031B 

83/04/25 

50-214         S 

B3091  10327 

B30S1  10325 

83/09/05 

50-327         S 

8305110335 

3309110323 

83/04/29 

50-270         B 

83031  1O334 

8303110330 

B3/05/OB 

50-33?         B 

B30911033B 

B305110331 

93/04/29 

50-289         Q 

9303110341 

S  303  11  0334 

B3/04/23 

50-293         S 

B3091  10342 

8305(10333 

B3/04/29 

30-2S9        S 

8309110349 

B30S110340 

83/04/21 

50-278         B 

3305110331 

8303110346 

83/04/25 

50-Z89        S 

6303110353 

0309110343 

83/04/33 

50-334        S 

8303110338 

0303110348 

83/04/23 

30-387        S 

83-0911035? 

B303110313 

B3/09/O5 

30-410         C 

8305110363 

B3091  10332 

83/04/27 

50-3  1  7         S 

83091  1036  3 

8309110356 

03/04/23 

30-293        3 

B303H0367 

8309110339 

B3/09/O6 

30-2S9        S 

B309UO372 

8305110315 

83/03/03 

SO-410        K 

8309110376 

83091  1034-? 

83/04/23 

50-333        0 

B309110377 

33031103-60 

83/05/03 

3O-334         P 

8305110378 

8309110370 

83/04/25 

30-320         & 

B3091I03B2 

830B110373 

83/05/05 

50-337         S 

8303110389 

3309110375 

83/04/26 

30-366         S 

8309110390 

B3051103BO 

S3/09/OS 

3Q-302        S 

8303110391 

83O5110369 

as/04  /ae 

90-333        0 

8309  H  0392 

83051  103B4 

33/04/29 

30-393        B 

8309110393 

6303110388 

83/04/29 

50-323         0 

B3091I039B- 

8305110360 

B3/05/03 

3O-334         P 

8309110402 

630511  0394 

83/05/09 

5Q-23S         R 

9303110403 

8303110393 

83/04/37 

3O-247         B 

B305I  10408 

83-03  1104OO 

B3/04/23 

50-333        S 

8309110412 

3309110404 

83/04/29 

50-321          5 

B3D911O4I& 

B3D51104OB 

B3/04/S1 

5O-333         S 

8309110*17 

83091  104  1O 

83/04/28 

50-366         S 

8303110419 

8303110407 

83/05/06 

90-32B         8 

83031  10423 

8303110415 

B3-/03/1O 

REV  I  EM  CHP 

83091  1042B 

B30911041S 

83/03/1O 

REVIEW  OHP 

8303110430 

8303110421 

93/04/2B 

5O-387         B 

B30511O433 

B3091  10415 

83/03/1O 

REVIEW   flRP 

8309110433 

9309110433 

83/03/03 

50-309         S 

B3091  10434 

B3031  10431 

93/04/26 

30-321          S 

8303110436 

830311042? 

83/04/83 

30-366         S 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUEP 

SUBJECT 
CATEGORY 

83031104-13 
9309110449 
9305110432 
B30311045S 
8309110465 

B3031  10437 
830511Q449 
B3031  10447 
B3031  10430 
8309110433 

03/09/06 
B3/09/10 
B3/O3/03 
83/O3/JO 

S3/03/05 

50-346        P 
50-337         0 
30-373         ft 
30-937        O 
50-339        8 

6305110495 
B303I  10493 
B3031  10496 
B3031  10508 
830311050? 

83031  104  13 
8303  11041  5 
8309  11  0487 
8303110901 
8303110904 

83/05/10 
83/09/10 
83/03/03 
83/04/26 
B3/04/13 

REVIEW  ORP 
REVIEW  ORP 
90-250        B 
30-333         0 
CONTRACT 

B303110314 
B303110343 
83031  10B43 
8309110943 
B309110S46 

83031  10310 
8303110940 
8309110338 
0305110339 
B309I  10S38 

83/04/27 
83/04/29 
83/04/31 
83/04/14 
83/04/21 

90-333         8 
50-366         F 
90-286        F 
CONTRACT 
30-286        f 

8309110936 
B3091  10960 
9305  110366 
8305110374 
8303  11  037? 

8303110349 

8303110349 
B309110949 
830311096? 
8303110969 

B3/04/33 
83/04/83 
83/04/25 
83/04/26 
83/04/26 

90-331        P 

90-331        P 
90-331        P 
30-313        F 
30-BI3         F 

B3051  10391 
8309110394 
8309110601 
930311  04  Ifl 
B3031  10626 

8305230324 
B303240199 
8303340199 
8309110613 
8303110625 

B3/03/06 
83/04/22 
83/04/22 
83/09/06 
83/04/27 

PR 
COMMISSION 
COMMISSION 
71-?78B 

50-313        P 

9309120014 
9309120016 
B3031  20019 
03031  30023 
8309180039 

B3Q91200JO 
8303120013 
8303130010 
8305130010 
9305120010 

83/03/21 
B3/O3/09 
B3/03/21 
83/03/81 
B3/03/21 

FOIA 
30-293        H 

FOIA 
FOIA 
FOIA 

B3091  20041 
6309120049 
8309120032 
9309120096 
930S1  30062 

8303130010 

8303130010 
8303120010 
B30312001O 
8303120010 

83/03/21 
83/03/31 
83/03/21 

83/03/21 
83/03/21 

FOIA 
FOIA 
FOIA 
FDIA 

FOIA 

B309  120064 
9309120069 
B309  130067 
8309130069 
S30912007S 

8309120099 
8303120010 

8305120037 
830513OOS9 
B3091S0097 

83/09/06 
83/03/21 
B3/03/03 
B3/05/06 
83/09/03 

30-289        P 
FOIA 
50-70            P 
SO-2B?        P 
50-70          P 

B309120074 
8309120078 
8309120073 
8309130096 
B309  13009? 

8303180070 
8305120097 
B30S1200B3 
83031300B9 
8305120035 

83/03/21 
83/05/03 
83/09/05 
83/03/03 
B3/03/05 

50-333        Q 
30-7O          P 
30-275        P 
30-73          P 
30-273        P 

8309120100 
8309130124 
8309130190 
8309120193 
B309120199 

B3081200B9 
8303130120 
8303130142 
8305120146 
8309120143 

B3/09/O3 
83/03/10 
B3/O3/03 
B3/05/03 
H3/04/1I 

90-73          P 

50-470        B 
CONTRACT 
30-333        P 
50-445         3 

8309120160 
8309120169 
B309130I7! 
8305180180 
8309120187 

83091  30  144 

B309120163 
8309130146 

8309130163 
0305120163 

B3/O5/03 
83/04/36 
83/03/03 
83/04/36 
83/04/36 

30-335         P 

90-2?3        P 
50-333         P 
50-293        P 
50-293        P 

B303  130211 
B303180216 
B309  120234 
8309130236 
8305120240 

8309120303 
83031SO203 
B309120284 
B309  130233 
9309130334 

B3/03/0? 
83/05/09 
83/03/01 
83/03/13 
83/03/01 

30-275        R 
30-275        ft 
40-673 
30-397        K 
40-472 

B309  180246 
S309  120330 
8309120291 
8303130293 

8305120257 

8309130224 
9309130344 
83091  20234 
8309120241 
8309120S24 

83/03/01 
83/03/0? 
83/03/01 
83/09/03 
83/03/01 

40-672 
30-281        P 
10-672 
90-336        f 
40-672 

8309130360 
B309  120364 
830913026B 
8309130269 

8303120874 

8305120224 
9309120334 

B30512O2S4 
B30913O324 
8305120334 

B3/03/01 
83/O3/O1 
83/03/01 
83/03/01 
93/03/01 

40-672 
40-672 
40-672 
70-B2 
40-672 

8309  120379 
S3051302SO 
8309130383 
8309I202B4 
83031  2028? 

9309120324 
B30512O27B 
8303120224 
8303120224 
8303120234 

B3/03/01 
83/05/09 
83/03/01 
83/03/01 
83/03/01 

40-672 
90-352        G> 
40-672 
40-672 
40-672 

8309(30294 
830913029B 

8303120300 
8303120303 
B309  130306 

B309  120334 
8309130224 
8309120897 
8305190234 

B30918O301 

83/03/01 
83/03/01 
B3/05/0? 
B3/03/01 
83/05/06 

40-672 
40-673 

30-322         0 
40-672 

50-322        a 

CROSS  REFERENCE  OF  ENCLOSURES 
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AC c Esai ON  NUMBER 
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ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEGOSV 

B309  120307 

6303120524 

B3/O3/O1 

40-672 

8303120310 

3309120224 

83/O3/01 

4O-672 

8309  1303  11 

B3031203OI 

B3/O5/06 

90-3S2 

0 

8309120316 

8309130224 

B3/03/01 

40-672 

6309180317 

930312031  2 

S3/O5/06 

30-320 

7 

B309120323 

8303120312 

B3/03/O6 

30-3  30 

T 

8303120324 

B30312031B 

B3/03/O4 

30-316 

S 

8303120326 

8309120312 

83/03/06 

30-320 

T 

8309120330 

0309130312 

83/O3/06 

30-320 

T 

B30S120332 

B305  120339 

83/05/09 

30-332 

0 

6305120339 

B30S130312 

B3/Q9/06 

50-320 

T 

6303120338 

3303120318! 

B3/O5/06 

90-320 

T 

8303120339 

B30&12Q333 

B3/03/10 

30-273 

P 

8303120341 

8305120313 

S3/O3/Q6 

30-320 

T 

9303120344 

8309120312 

B3/O3/06 

30-320 

T 

3309120347 

8309120312 

B3/O3/06 

9O-320 

T 

8309120348 

B309130343 

B3/04/37 

9O-461 

0 

B30B12O330 

8303120313 

83/03/06 

30-320 

T 

H30M  20393 

6303120224 

B3/03/O1 

40-672 

9309120393 

8303120346 

S3/O3/16 

30-374 

0 

8303120393 

8305120312 

83  /OS/  06 

30-320 

T 

B3031  20396 

6303120224 

B3/03/OI 

40-678 

B30S  120337 

8309120312 

B3./03/06 

3O-320 

T 

830812033*? 

B303  120224 

es/oa/oi 

40-672 

3303120364 

B303  120361 

83/04/2& 

30-374. 

a 

8303120368 

8303120361 

S3/O4  /26 

90-374. 

a 

8305120369 

B303120224 

B3/03/01 

40-672 

B309  120372 

8303120224 

83/03/01 

40-673 

8309120374 

B303130370 

83/05/11 

30-237 

p 

H303  120376 

6303180224 

83/03/01 

40-67H 

8309120380 

B3091S037B 

33/O5/O3 

50-322 

a 

S30512Q3B1 

83031  80224 

63/03/01 

70-62 

630312O397 

8303180394 

B3/O2/07 

QA999 

8303120399 

8303180396 

83/03/04 

30-313 

s 

8309120404 

8303130392 

83/04/26 

50-410 

8 

8309120411 

6309130403 

83/03/02 

90-334 

B 

8303120418 

6303150414 

B3/  03/02 

30-3  1  3 

S 

8309120420 

8309120419 

83/04/37 

50-373 

0 

B303120423 

8303120419 

63/04/33 

30-346 

•& 

83091H0426 

83091  50421 

83/05/04 

90-309 

F 

8309120427 

8309120431 

B3/09/04 

30-309 

F 

B30312042B 

6303120419- 

63/04/25 

30-946 

a 

8303180430 

8309120432 

83/04  /Bl 

50-387 

s 

6309120437 

8309130429 

ea/04  /si 

30-35B 

s 

8309130439 

8303120433 

63/04/29 

30-276 

B 

830B  120443 

8303  12043  B 

B3/OV2B 

50-373 

0 

8309120444 

8309120440 

83/04/25 

90-237 

a 

B3091SO447 

830312043B 

S3/<t4/2B 

30-373 

a 

B309120449 

8303120440 

S3/04/29 

9O-237 

a 

8303180430 

B30312O2H4 

Q3/03/01 

40-672 

8309120491 

8309  1204  43 

B3/09/O6 

90-313 

0 

B309  120494 

8309120224 

93/03/01 

40-672 

6305130442 

83031BOS24 

B3/03/01 

40-A72 

B3O3  120463 

830912O436 

Q3/04/29 

50-266 

a 

6303120466 

6303120224 

83/O3/01 

40-672 

B30S  120468 

B3091S0456 

B3/04/23 

30-266 

Q 

8309120470 

8309120460 

B3/OS/02 

9O-397 

E 

6309120471 

6309120465 

83/04/29 

40-219 

B30  3  120472 

8303120524 

83/O3/O1 

FOIA 

8309120474 

830912.0324 

S3/03/01 

FOIA 

6309120476 

B303  120463 

B3/04/E9 

40-S15 

8303120477 

B30312046Q 

B3/03/02 

9O-397 

e 

8303120470 

8309120224 

83/O3/01 

40-672 

B3O5  120480 

B303120S24 

83/O3/O1 

40-&73 

6309120483 

8303120224 

B3/  03/01 

40-672 

B30312Q4B4 

8309120*73 

B3/O3/O4 

50-4A1 

s 

8309120469 

B30313046Q 

B3/05/02 

30-397 

e 

B309  12048? 

9303120224 

63/O3/O1 

40-672 

6309120491 

03031204,60 

B3-/O5/O2 

30-397 

E 

83091H0493 

B30S120224 

B3/03/01 

4O-672 

6309120494 

8303120224 

83/03/01 

4O-472 

8303120498 

Q303  120495 

H3/O3/04 

30-266 

P 

B309  120900 

830S12Q224 

B3/O3/O1 

40-672 

8305120302 

8305  12049  S 

83/05/04 

90-266 

P 

B303  120903 

83081202S4 

83/O3/O1 

40-672 

8303120303 

B3051S0493 

83/03/04 

9O-266 

P 

8305120906 

8303120904 

83/OS/O3 

30-313 

P 

Q303  120907 

B303  120224 

B3/03/01 

4O-67S 

630312030B 

8303120904 

B3/O3/O3 

80-313 

P 

B3OS  120309 

B3031  20224 

B3/O3/O  1 

40-672 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEQOR' 

f 

S303120511 

B3O91SOS24 

83/03/01 

40-672 

B3031S09I2 

eao5i2oao4 

03/05/03 

50-313 

P 

9303130514 

8305120324 

B3/03/01 

40-672 

6303120313- 

3303120324 

B3/03/01 

40-6VS 

8303120317 

83031  20-513 

B3/03/03 

CONTRACT 

B309120318 

B30512O324 

B3/03/01 

40-672 

6309120319 

8303120524 

93/O3/OI 

40-672 

8303(20323 

630312O324 

83/03/01 

4Q-67S 

B3O9120327 

930513032-1 

83/03/O1 

40-672 

B3  051  20  530 

830312OS24 

B3/03/01 

40-672 

3  3  031  3  0532 

6305120S24 

B3/03/30 

90-12B 

P 

B309120337 

830312053-4 

fl  3/03/30 

30-1E8 

P 

fi305130310 

8309120224 

83/03/01 

40-i73 

830912O344 

8305120524 

H3/03/30 

30-  1  20 

P 

8303120360 

B303120533 

83/03/06 

CONTRACT 

B30912O370 

B3  051  20366 

B3/03/03 

30-S67 

F 

B30S13037S 

8303120366 

B3/03/02 

80-367 

F 

S30312O383 

B30312Q9BO 

63/03/03 

5O-373 

P 

B3091203B? 

S3091203BO 

83/03/05 

3O-373 

P 

B309120393 

83031203BO 

B3/O3/05 

50-373 

P 

B3091S06O2 

S303  120224 

83/O3/O1 

40-67S 

B309120603 

9303120594 

83/03/02 

BO-2B9 

F 

B30S1SOA04 

8303120998 

B3/05/03 

30-230 

Q 

930512060? 

93QS13O224 

83/03/01 

40-672 

8309(20613 

B305  1  H0607 

B3/04/38 

MISC 

8303  1  20  £.1  A 

8305  1  202S4 

B3/03/01 

F01A 

G303120617 

6309120524 

63/03/01 

F01A 

6303120630 

8305120224 

83/03/01 

40-673 

a3051B0621 

B3051E0611 

B3/05-/Q4 

30-275 

P 

6303120623 

830  31  20224 

83/O3/01 

40-67E 

B30S  120627 

B30312O224 

B3/O3/O1 

40-672 

B308  120630 

830S12O294 

B3/O3/01 

40-673 

8303120633 

8303120234 

B3/O3/01 

40-672 

B30913Q642 

B  305  130224 

63/03/01 

40-672 

8303150696 

6303120254 

83/03/01 

70-92B 

B309  130006 

B  305  120234 

B3/03/01 

40-673 

8303130011 

93051  2Q3B4 

83/03/01 

40-673 

830913DO16 

3303130224 

83/03/O1 

40-673 

B303130017 

8309  1  300  1C- 

B3/OB/O4 

50-338 

P 

B30913O021 

9305130013 

aa/os/ii 

30-413 

0 

8309130022 

9305  1300  IB 

83/03/09 

90-247 

P 

8303130023 

B303130O10 

B3/05/04 

30-3  38 

P 

B309130024 

3305130018 

83/03/09 

30-247 

P 

3303130031 

B30  3  120224 

B3/03/O1 

40-i72 

6309130037 

8305120224 

83/03/01 

40-672 

B303  130040 

8303130033 

B3/O3/11 

30-4fl9 

0 

83031  30043 

B303J20224 

B3/03/01 

40-67S 

B309130047 

830313-0043 

83/03/07 

90-302 

R 

B303130033 

8303120234 

B3/03/01 

40-672 

B30S130068 

fl  303  1  20224 

B3/03/01 

40-672 

B309130070 

8305130063 

B3/05/09 

50-2B9 

P 

S3Q3130074 

B30S130Q69 

83/09/09 

30-269 

P 

B30913OOS6 

8309130084 

63/03/03 

30-244 

P 

8305130091 

B3051300B3 

83/03/06 

30-259 

3 

B309130099 

B30  9  130093 

•B3/03/Q3 

30-346 

9 

aaosi3(Jioi 

8309130097 

B3/04/19 

90-313 

B 

8303130104 

B3031301O3 

83/03/11 

30-Z71 

P 

B30913D112 

B30913O109 

B3/O5/IO 

30-409 

Q 

B305130120 

B30513OH7 

B3/09/03 

90-286 

P 

8305130123 

8309130117 

B3/O9/03 

30-286 

P 

B3051  30130 

6303130125 

B3/03/06 

80-231 

B 

8303130134 

8303130132 

B3/09/O9 

90-333 

R 

S303130139 

8303130129 

B3/O9/1O 

30-434 

0 

8303130136 

83031  3012  i 

B3/03/06 

30-B81 

S 

8303130(41 

930B130131 

B3/O5/03 

SO-260 

s 

B303130144 

B3O5130139 

B3/O3/1O 

30-373 

a 

6309130149 

B30E-13QHO 

B3/Q3-/09 

50-399 

9 

630313Ot32 

930S130143 

B3/04/B7 

30-344 

8 

8303130135 

B3OS1G014? 

S3/OS/11 

30-373 

P 

8303130173 

3303130167 

B3/09/03 

80-324 

S 

B3O3130174 

9309130166 

B3/04/15 

3O-316 

8 

B303130176 

Q3OS13O170 

B3/03/06 

30-324 

B 

aaosisoiea 

8303130171 

83/03/11 

S  0-32  1 

Q 

B3031301B4 

B3O913O177 

B3/03/O4 

90-324 

S 

aaojisoiaa 

B30513O179 

B3/OS/06 

90-302 

B 

B3OM3Q191 

Q30913017B 

B3/03/09 

30-3  1  9 

B 

6303130193 

B3O913O190 

B3/O3/O3 

90-346 

S 

63031  30200 

B305130194 

83/OB/0& 

30-416 

S 

5^03130201 

B3O3130190 

83/03/03 

90-344 

a 

8309130209 

B303130197 

83/03/OB 

30-237 

R 
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f 

B30S1302D3 

8303130198 

83/O3/0& 

30-2BO 

S 

8309130204 

8309130090 

B3/03/JO 

30-323 

0 

6305130303 

8309130190 

83/09/O5 

30-346 

S 

8309130211 

8309130196 

B3/09/1O 

90-304 

S 

8309130214 

8303130208 

83/09/09 

90-293 

S 

B3031  30220 

B305130Z12 

B3/O3/03 

30-294 

B 

8303130221 

83091302-13 

B3/O3/O4 

30-O9 

O 

8309130233 

S30912048B 

B3/O3/23 

30-271 

a 

B30313023O 

8303130223 

B3/OS/09 

90-259 

s 

B309  130231 

8303130S19 

83/04/28 

30-312 

S 

8303130232 

8309130234 

B3/04/22 

90-344 

s 

B303130E33 

8309130213 

B3/09/04 

30-133 

Q 

8309130234 

8303130S37 

83/05/1O 

70-1308 

B303  130237 

8303130219 

83/0  &/04 

30-133 

a 

B3051  30241 

8309130S19 

83/O&/04 

30-153 

a 

8309130E42 

8309130233 

83/04/28 

9O-36.& 

3 

8303130243 

8303130228 

83/09/06 

30-280 

s 

8309130331 

8303130290 

33/05/10 

30-303 

R 

B309  1302A1 

8303130236 

83/05/03 

71-499 

8309130267 

3309130238 

93/09/03 

30-409 

a 

8303130371 

B30913029B 

83/O9/09 

30-409 

a 

8303130296 

B309130294 

63/04/20 

30-269 

p 

B309I3030O 

930313029? 

B3/03/O9 

CONTRACT 

B303  130303 

B3031  30307 

&  3/03/02 

30-272 

F 

8303130309 

83091303D7 

83/09/02 

30-272 

F 

830913031  1 

8305130310 

83/09/03 

30-387 

F 

B30313Q314 

8303130310 

B3/09/OS 

3O-3B7 

F 

S30313Q329 

B  309  130322 

83/04/22 

40-B732 

8309130333 

9309130330 

83/04/19 

40-8783 

830313033'? 

8303130333 

B3/04/H3 

50-443 

A 

8305130344 

8309130343 

83/09/10 

30-3B2 

A 

8303130361 

B3091303S6 

B3/O5/10 

CONTRACT 

8303160014 

8303160011 

83/03/O3 

30-36  1 

E 

S303  160023 

B3O3160018 

83/09/10 

50-219 

0 

H  3031  60023 

8309160020 

83/03/01 

3O-247 

B 

6309160028 

B3O3160O24 

83/03/10 

30-247 

0 

8309160037 

B305  160089 

83/09/11 

30-142 

Q 

8303160051 

a309140ft47 

83/09/03 

30-362 

S 

8309160097 

8309160092 

83/09/06 

30-311 

S 

B303160C62 

8303160054 

B3/O3/03 

30-313 

R 

8303160064 

8303160038 

83/03/02 

BO-334 

S 

8303160069 

8305160039 

83/09/O9 

90-361 

S 

8309160072 

8309160071 

83/09/12 

30-328 

A 

8303160076 

9305160036 

83/09/11 

30-Z82 

R 

B303  160078 

8309160067 

83/04/29 

70-794 

8303160079 

8309160073 

83/04/30 

50-247 

B 

B3031600B'2 

8303I60O63 

83/09/03 

30-309 

8 

S3091600B7 

8309160083 

B3/O3/02 

30-394 

Q 

8309160091 

8303160083 

33/03/02 

90-394 

0 

8303160098 

8309160D9S 

83/03/11 

SO  -363 

R 

8303160100 

B3091  60094 

B3/05/10 

90-348 

a 

8303160101 

8303160039 

83/03/09 

30-361 

8 

8309160102 

8309160096 

83/04/28 

90-311 

S 

9309  1601  03 

83D9160O97 

83/04/23 

90-230 

R 

8303  160  107 

B3O31  60094 

B3/09/10 

30-348 

a 

8309160108 

8303160104 

83/09^11 

90-319 

p 

8309160112 

8309160106 

83/09/12 

30-333 

p 

S309160C19 

8309160110 

83/03/03 

30-362 

8 

8303160116 

B3O3160111 

83/09/11 

90-289 

R 

B303160119 

B303160114 

B3/O9/O3 

30-244 

S 

B3031601B3 

8303160118 

83/03/O9 

30-311 

B 

83O316O139 

B309160120 

83/03/O3 

3O-362 

8 

83031  60  1  26 

8305160131 

83/09/10 

90-319 

P 

B30916O136 

83O3160I34 

83/09/O9 

90-293 

R 

B30916O139 

8303160137 

B3/  09/02 

90-273 

Q 

B305160141 

83O3160138 

83/09/09 

SO-449 

X. 

B309160142 

8303  160  137 

B3/09/02 

90-293 

0 

8309160131 

8309160124 

83/03/06- 

3O-387 

S 

B303160171 

B309160169 

B3/O9/1O 

30-266 

R 

8303160176 

B305160172 

B3/03/11 

30-275 

P 

8303160179 

8309160099 

83/O9/10 

3.0-928 

a 

83031  60  189 

9303160163 

83/03/02 

90-213 

p 

8303140199 

8309160194 

83/09/02 

30-2B9 

Q 

6303  160200 

8303160179 

83/03/31 

30-318 

0 

8303160204 

B30316019S 

B3/03/31 

3O-313- 

0 

8309160213 

8309160195 

83/O3/31 

90-312 

0 

8309160218 

8303160193 

83/03/31 

30-312 

a 

6309160222 

8309160193 

83/03/31 

30-312 

Q 

8303160244 

8309160240 

83/09/04 

30-443 

a 

8303160299 

B3O9  160296 

B3/O4/19 

40-8673 

ENCLOSURE 

PRINC1PAU 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

8309160261 

830S1  6029B 

83/03/22 

40-7980 

83O3  !  60271 

8305160239 

B3/O3/24 

90-312        Q 

83O3  I  60SBS 

B30916O279 

83/05/02 

9Q-3B9         F 

B3O3I603B4 

B303  160279 

83/09/02 

30-389        F 

8303  160383 

B3Q916D2B3 

83/09/02 

90-367        F 

B309  1  60256 

8309160283 

83/03/02 

30-369        F 

B3O3  1  60290 

830916028B 

83/09/02 

30-313         F 

B303  160293 

8309160292 

H3/O9/02 

30-413         F 

B309  1  60279 

8309160292 

B3/09/02 

30-413         F 

B309  1  60303 

8309160301 

B3/O9/03 

XPORTLIC 

8303160303 

8309160301 

B3/05/03 

XPORTL1C 

8303160312 

B30S160304 

33/09/02 

90-247         8 

83O31&0316 

B3O31603O4 

B3/03/OZ 

30-247         0 

8303160332 

B30316031B 

S3/09/06 

30-367        A 

8309160340 

B303160337 

83/09/04 

30-298        P 

B3Q9  160341 

8309160337 

B3/09/04 

30-298        P 

83031A034B 

8309160337 

83/09/04 

50-299        P 

B3O5  160349 

B30316O346 

83/04/26 

90-261         P 

8303160331 

8309160346 

83/04/26 

90-26  1           P 

83051  60356 

8309160346 

83/04/26 

30-26  1          P 

S3  05  160363 

8309160363 

83/O4/14 

PROJ 

B3O9  160366 

8309160362 

S3/03/03 

30-327         P 

B3O516036B 

6303160362 

03/05/03 

30-3B7        P 

B3O5  160369 

8303160362 

03/03/09 

30-3K7        P 

83O3I70007 

B303170006 

33/09/12 

30-271         R 

8303170009 

8303170004 

83/04/29 

30-302        4 

8309170014 

8309170010 

93/03/12 

30-336         fl 

8309170019 

8303170019 

03/09/03 

30-31  1         P 

8309170021 

8305170018 

03/09/10 

90-273        R 

B3O517003B 

8309170013 

83/Q4/27 

90-461         0 

8309170023 

B30917001S 

S3/O3/09 

30-311         P 

830-31  70088 

8309170019 

B3/O9/09 

90-311         P 

6309170034 

8309  170030 

B3/05/Q9 

90-296         8 

8309170044 

8309170039 

83/O3/13 

50-289         0 

8309170047 

8309170039 

83/09/13 

SO-2B9        O 

B303I70091 

B3091  70039 

93/09/13 

90-289         0 

B30  31  70032 

B3031  70027 

03/O3/04 

30-220         P 

8309170034 

8303170039 

B3/05/13 

30-289        O 

8303170096 

8309170027 

B3/03/04 

50-22O         P 

8309170098 

8309170039 

83/03/13 

50-289        0 

B3O  31  70060 

8309170027 

B3/O3/04 

30-220          P 

B3031  70067 

B309  170063 

B3/03/I3 

30-142          0 

B3O31  70070 

8303170069 

83/04/01 

CONTRACT 

B3O31  70071 

8309170069 

B3/03/D2 

30-271         P 

B3031  70072 

8309  170069 

83/O3/02 

30-271         P 

8303170073 

8309170069 

83/09/02 

30-271         P 

8303170077 

8309170069 

83/04/01 

CONTRACT 

8309170080 

B3091  70076 

83/05/04 

30-319         P 

B30B  170084 

8309170079 

83/09/05 

30-378         P 

B3091700B9 

B30317O064 

83/04/29 

50-272         S 

B3091  700B7 

8303170079 

83/03/09 

50-27B          P 

830S1  70090 

83091  70O79 

83/09/03 

30-27S         P 

B30S1  70099 

B3091  70064 

83/Q4/29 

90-272         8 

8309170098 

830S1  70093 

83/05/10 

30-339         A 

6303  1701  OB 

8309170097 

83/09/11 

71-498& 

B309170106 

8309170064 

B3/04/B9 

30-272         S 

B309170109 

830917O076 

83/O9/04 

30-315         P 

8305170110 

B309  170064 

83/04/29 

90-272          8 

8309170112 

8303170076 

83/03/04 

30-313         P 

8309170113 

B30917010B 

83/O9/10 

71-9010 

B3O9170119 

8303170117 

83/09/09 

30-272         P 

B3O9170124 

8309170117 

B3/03/O3 

50-272         P 

B3051  70129 

8309170120 

83/09/11 

XPORTLIC 

9303170129 

8303170117 

83/09/05 

50-272         P 

B303170136 

B303170I30 

83/09/09 

30-483         Q 

8309170140 

8309170134 

83/03/04 

30-237         B 

83091  70  144 

B30917013S 

83/03/10 

30-266         a 

8309170147 

8309  170  142 

83/09/10 

30-311         R 

8309170193 

B309170148 

83/04/27 

50-346         0 

8309170163 

B305170139 

S3/03/05 

30-237         S 

B309170168 

8309  17O  166 

B3/O4/27 

90-199-          0 

B309170171 

8309170162 

83/03/09 

30-346          3 

8303170174 

8309170166 

B3/O4/27 

SO-  193          9 

8309170184 

8305170167 

83/03/09 

30-234          Q 

830S17O18B 

83031  701  B2 

83/05/09 

30-483          -0 

B309170197 

8309170191 

83/09/09 

30-389          a 

8309170209 

B30917020I 

83/09/05 

30-346          S 

8309  170824 

B3D9170212 

83/03/04 

30-498          a 

6309170233 

B309170219 

83/09/06 

50-328          A 

B3091  70227 

B30317OS22 

83/03/09 

30-483          0 
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6309170233 

8309170229 

83/03/04 

30-361 

P 

8305170234 

8303170229 

B3/O3/O4 

30-361 

P 

9303170236 

B3031  70239 

B3/03/04 

90-361 

P 

B305170240 

8303170237 

B3/O3/ia 

30-9&6 

A 

8305  170248 

3303170336 

83/04/26 

30-434 

Q 

8305170230 

8303170244 

B3/O3/01) 

30-333- 

S 

6305170291 

8303170245 

B3/03/1E 

71-9013 

B305170E52 

B303170241 

B3/O9/0"? 

S-Q-24,6 

O 

6303170259 

B3031702K, 

B3/03/O5 

30-317 

P 

8303170840 

S3Q3170233 

B3/oa/i:a 

71-9191 

B309  170863 

6303170234 

S3/03/O3 

30-331 

3 

8309170863 

9303170241 

83/O3/09 

30-266 

0 

8305170266 

0303170246 

83/  OS/03 

30-317 

P 

8309170869 

8303170299 

83/03/06 

30-37O 

S 

B30917O871 

8305170ET67 

B3/03/06 

30-3O9 

S 

8305170273 

B30517Q246 

83/09/03 

30-317 

P 

8309170274 

B30317037O 

83/04/19 

30-313 

F 

B309170284 

8303170276 

83/O3/05 

30-366 

& 

8309170365 

83031  703S2 

83/03/09 

3O-40O 

A 

830  9  I  70298 

8303170294 

83/01/27 

30-341 

Q 

8303170300 

8303170293. 

83/05/03 

30-253 

0 

8303170304 

8303170294. 

S3/04/S7 

30-31  1 

0 

8309170307 

8303170302: 

83/04/19 

TOPREP 

6309170308 

S303  170303 

S3/04/S7 

5O-346 

a 

8309170311 

B3Q317Q3Q2 

B3/04X  1  5 

TOPflEP 

B309170312 

8305170304. 

83/05/13 

3Q-34fa 

A 

8309170313 

B3051703O9 

83/04/39 

30-149 

a 

8309170319 

B305170303 

B3/Q4/37 

SO-346 

8 

8309  1703  IS 

8303170309 

83/04/29 

3O-4.43 

0 

830S170331 

83051  703  SS 

83/03/11 

30-374 

a 

8309170333 

8303170-329 

83/04/29 

SO-39B 

a 

830317Q33B 

B3091  70324 

B3/04/22 

30-269 

8 

8309170339 

B303170332 

63/04  /OB 

50-278 

Q 

8308170340 

8303170330 

93/03/07 

50-260 

S 

8309170343 

8303170336 

83/03/O6 

5O-133 

8 

8305170343 

8303170333 

B3/DS/OB 

SO-397 

a 

8305170344 

B30517O337 

Q3/O4/27 

SO-295 

o 

8303  170348 

B309170337 

93/04/27 

5O-S95 

a 

0309170349 

B30517Q346 

83/04/19 

30-397 

a 

83QSI70393 

8305170337 

B3/04/27 

3O-S99 

a 

8303170398 

9303170359 

B3/O3/O5 

3Q-367 

B 

9309  170361 

0303  17O3  39 

83./O4/26 

90-361 

Q 

8309170363 

8303170363 

B3/03/O3 

3O-206 

Q 

B3O9170370 

B309170367 

83/03/06 

30-31  1 

8 

6303170376 

8303170372 

B3/O9/02 

SO  -234 

R 

8309170378 

8303  1?O374 

B3/03/03 

30-373 

B 

8309170381 

B3031  70373 

S  3/04  /IS 

9O-397 

a 

B30917O382 

B30317O377 

83/O3/O4 

30-928 

a 

B30917O387 

830317O3B4 

B3/04/OB 

3O-30B 

0 

8309170388 

8303(70393 

83/03/04 

30-373 

s 

B3031  70390 

8303  170384 

83/04/OB 

BO-SOB 

a 

8303170394 

83051  7O3B? 

asvos/os 

30-366 

a 

8309170379 

8303170393 

B3/O9/10 

90-2BO 

R 

8309170396 

83031  70393 

93/03/13 

50-3S9 

H 

8309170400 

B305I7Q39B 

83/O4/2Q 

50-373 

a 

B309170402 

B30517O379 

83/03/0* 

90-302 

B 

8303170403 

B30317Q39B 

B3/04/23 

90-373 

Q 

8309170411 

8303  1704  OB 

83/04/36 

90-454 

T 

8309170412 

8303170406 

B3/O3/10 

30-338 

B 

8303170413 

B30317O40S 

83/04/2*. 

30-484 

T 

8309170420 

8303170417 

83/O4/14 

90-361 

0 

8309170421 

8303170417 

aa/04/14 

30-36  1 

Q 

8309170423 

B30917O423 

B3/Q9/12 

90-373 

O 

83O91  70426 

8303170424 

B3/09/O9 

30-41i 

S 

8303170431 

83031  7O427 

B3/03/09 

30-41& 

3 

8309170432 

B30317Q4S9 

83/04/29 

30-B9 

a 

8309170433 

8303I7O43O 

B3/03/09 

30-416 

s 

8305170437 

630317Q429 

83/04/E5 

3O-B9 

a 

8303170438 

S30S17Q434 

93/05/03 

30-321 

s 

830917043? 

S30S17O436 

83/04/26 

30-397 

a 

8309170444 

B30317Q441 

B3/09/Q6 

50-313 

8 

8309170443 

8303170442 

B3/03/C3 

SO-32  1 

B 

B309170491 

8303170446 

B3/03/06 

30-316 

B 

8305170434 

B30S170447 

B3/03/13 

30-3SB 

Q 

8309170460 

B30S17Q4S5 

83/09/13 

5O-369 

ft 

B30917047O 

B30317046.3 

83/03/12 

3o-aa9- 

K 

8309170473 

8303170463 

B3/Q9/13 

30-438 

K 

B30S1  70480 

B3O3170474 

83/04/14 

50-361 

Q 

8303170490 

B30317O4B7 

B3/05/11 

3-0-3  S  4 

Q 

B3051  70498 

B30317O494 

83/05/04 

SO-  BOB 

O 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

B303170499 
8303170301 
8303170301 
•&3Q3  170306 
8303170308 

B30317O4B1 
9303170496 
B30&170499 
830*170302 
B305170493 

S3/O5/03 
B3/04/22 
B3/03/10 
83/O5/03 
B3/03/1O 

30-366         S 
30-273         a 
30-34            Q 
30-G6(j         9 
30-34            Q 

3303170517 
B303170331 
8305170323 
B30317O330 
B303170332 

B30S17O511 
6303170315 

8303J7032O 
6303170315 
930517032^ 

B3/O3/12 

83/O4/1S 
B3/03/13 
83/04/16 
93/03/13 

30-275         R 
30-361          0 

30-250         P 
30-361          0 
30-293         El 

B30317O537 

B303170340 
B308170341 
0303  1  70333 
3303170364 

B305  1  7033  1 
8303170336 
6303170339 
B3051  70390 
8303170560 

83/04/29 

G3/O3/13 
B3/04/2B 
83/05/06 
B3/Ofl/H5 

SO  -529         fl 
30-369         R 
90-387         ft 
3  0-3  SB         A 
30-328         a 

830317036A 
B303170S67 
B30SI  70369 
B30317O870 
B305170B71 

B3O5170561 
B3  03  170362 
B303170363 
B3.0317OS6B 
B30S1703&B 

B3/03/03 
83/O4/09 
B3/03/1S 
B3/04/29 
B3/04/2"? 

50-269         8 
90-344         Q 
30-131         G 
70-B 
70-6 

B303170S72 
B30917OS76 
83031705BI 
B303I7O3B8 
B30317O990 

B3O3  170563 
B303  170363 
33O3  170365 
B3031  70343 
83O5170365 

B3/03/IH 
83/03/12 
B3/03/1S 
B3/05/12 
Q3/03/12 

30-434        G 
90-494        0 
30-134        0 
50-454        0 
50-431        G 

fl303  170393 
8303170607 
0303170614 
8303170621 
8303170645 

B305170365 
B30  3  170606 
B30317O603 
8303170616 
6305170619 

B3/OS/12 
B3/04/SB 
83/05/03 
B3/03/09 

aa/os/09 

30-434        0 
CONTRACT 
CONTRACT 
XPDRTLlC 
30-301         (• 

B30ai70i!i61 
8303170666 
S3O3  170*73 
B30517067B 
0308170692 

B3O31  70618 
0303170637 
B305  170669 
Q303  1  7O669 
830317066? 

03/os/ia 

B3/03/04 
B3/03/03 
83/05/05 

B3/03/O3 

COHTHAC  T 

SO-SB2        P 
30-346         p 
50-316         P 
30-346        P 

8305170693 
B3031706B3 
8303170693 
8303  170703 
3305170786 

B30&170637 
B303I7O477 
83051706B8 
B3  091  70701 

8305170723 

B3/03/04 
83/03/11 
B3/03/13 
83/O5/06 
B3/09/01? 

30-2B2        f 
30-3  1  3        F 
CONTRACT 
50-161        A 
30-369        P 

8303  1  70730 
8303130003 
0305180010 
0305190011 
B3091B0013 

B  305  170723 
B3031S0007 
63031B0003 
9303180007 
B3051B0003 

63/05/09 
B3/0'5/04 
83/04/12 
83/09/04 
83/04/12 

30-369        p 
30-278        P 
FOIA 
3O-27B        P 

Fat  A 

B3Q91B0014 
8303  IB  00  13 
8309180016 
B30S1BQQ20 
B30318Q021 

B3031BOOO7 
B305lBOOia 
B3031B0003 
8305190013 
8393180003 

63/03/04 
fl3/O3/09 
83/04/15 
B3/03/09 
83/04/1E 

SO-276        P 
50-395        P 
FOIA 
30-395        P 
FOIA 

8303  1  80023 
S3031B0029 
8309180031 
8305180032 
8309180036 

6303180013 
8.3031BD024 
B30S  1  80003 
Q3051B0024 
B30918003O 

B3/OS/01 
83/OS/03 
B3/04/12 
83/03/05 
B3/05/05 

50-393        P 
30-273         P 
FOIA 
30-273        P 
30-368        P 

B30918QQ37 
83091B0039 
83031  60041 
3303190044 
B3031B0043 

B3D&1B0003 
8305180086 
8305180030 
83O31BOOOa 
B3091BD034 

83/04/13 
83/04/29 
93/O3/03 
83/04/12 
B3/03/03 

FOIA 
30-298         P 
50-36B         f 
FQIA 
30-269        P 

8309180047 
6303160048 
83031800*9 
830  3  180030 
B3051B0098 

6303  IB  0038 
8303180040 
8303180030 
9303  1  90026 

aaosiaooos 

B3/03/IO 

B3/09/03 
83/03/03 

B3/04/B7 
B3/04/ia 

30-247        P 
50-324        P 
30-36Q        P 
50-298         P 
FDIA 

8^303  1B003J, 
B3031B0097 
8309180056 
830819005? 
3303180061 

83031000OJ 
830  51  BOO  40 
8303160053 
B3031B0034 
8309180040 

63/04/12 
B3/05/05 
83/03/03 
33/03/03 
83/03/05 

FOIA 

3Q-3B4        P 
30-369        P 
30-269        P 
30-324        p 

B303  180063 
3303180064 
B3051B0066 
B3O91Q006B 
8305160070 

8303180003 
B3091S0001 
9303190033 
8305180034 
B305IB0009 

83/04/12 

83/03/09 
B3/05/0> 
83/03/03 
B3/04/12 

FOIA 
30-499        Q 
30-369        p 
30-369        p 
FOIA 

B3091Q0071 
S3091Q0072 
93031B0073 
B309  180074 
B303  180073- 

83051  BOOSt, 
B305  180033 
8303180067 
B3031BOOOS 
83DS16Q001 

B3/04/29 

83/03/05 
B3/03/03 
83/04/12 
B3/03/09 

30-29B        P 
SO-36"?        P 
XPORTU1C 
FD3A 
30-499        0 
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3309180030 

B3Q51B0003 

83/04/12 

FD1A 

3303160033 

330S1B0001 

83/03/09 

30-493 

a 

8303180091 

aaosiaooei 

B3/05/O3 

9O-331 

P 

B3031SQ092 

aaosiaooos 

03/04/12 

FQIA 

8309180093 

8305  1  BOOS  1 

83/03/03 

50-331 

P 

B3031B0074 

930513000! 

B'3/03/O9 

50-478 

Q 

8309180076 

B3QSIBOOQ5 

83/04/12 

FOIA 

8309180100 

9309180009 

03/04/1^ 

FDIA 

33091B0104 

8305180099 

B3/09/05 

50-289 

P 

830S1B0106 

B3O51B0003 

B3/04/12 

FOIA 

8305180111 

0305180003 

B3/Ot/ia 

FOIA 

9309  IBOl  14 

03O91B0103 

B3/05/O3 

90-346 

P 

8309180116 

8309160009 

83/04/12 

FOIA 

8305180121 

8305180001 

83/O3/O9 

50-4^8 

A 

83031  801  S3 

B3091BOOO3 

B3/04/I2 

FOIA 

B30310012S 

B30S180I17 

83/04/15 

40-6BOO 

8303160124 

B3&91S0099 

B3/03/O& 

50-269 

P 

aaaaisoLBB 

83-09180099 

03/09/05 

30-2B9 

P 

B3031S0135 

630  3  IBOl  02 

83/03/OS 

30-346 

P 

B30S18O146 

8303180143 

B3/O3/1A 

50-247 

G 

B3031BO14B 

8Q091BQ001 

83/03/0"? 

90-496 

A 

0303180  133 

B3031B0005 

83/O4/12 

FOIA 

B303180157 

830S1B0001 

B3/O3/09 

90-493 

Q 

83091  BO  159 

83091SOOO3 

83/0  4/lg 

FOIA 

8303180  1A6 

B3O3IBOOO3 

83/04/12 

FOIA 

8303160147 

0305160001 

83/03  /OS 

50-498 

Q 

0303180174 

B3O51O0003 

93/O4/1S 

FOIA 

B303160175 

8305180001 

83/03/09 

=0-493 

Q 

8303180178 

8309130003 

S3/04/12 

FOJA 

8305180181 

3303190001 

83/03/09 

50-498 

Q 

9303180196 

6303160009 

83/04/13 

FOIA 

£303180187 

8305180102 

83  /OS/OS 

30-346 

P 

£3031  BO  IB? 

8305160001 

B3/03/C-9 

30-478 

Q 

6305180196 

8303160009 

83/04/12 

FOIA 

83031  80202 

8305130001 

93/0-3/07 

30-498 

O 

8303180B04 

9309180177 

83/05/03 

30-293 

P 

8303180207 

8303180003 

03/04/12 

FOIA 

63051  8021  1 

03051BOOOI 

B3/  03/07 

30-498 

0 

6303180214 

83031  BO  177 

83/09/O3 

30-293 

P 

S303180221 

830  3  180001 

B3/O3/09 

S-0-498 

A 

0303(30223 

B3051B0003 

83/04/12 

FP1A 

33O91B0324 

03031B0213 

83/09/01 

30-327 

P 

S3O31B0229 

930318019? 

B3/03/03 

30-293 

P 

03O5180S33 

3303130003 

83/O4/12 

FOIA 

B30  3  180334 

33OSIBO213 

83/05/04 

50-337 

P 

B30  3  180236 

03O518000I 

83/O3/09 

50-499 

A 

8303180341 

S30SIS0005 

83/04/12 

FOIA 

83O91B0243 

03osiao2sa 

03/09  /O6 

SO-32O 

P 

B309180247 

B3O3180OD3 

03/O4/IS 

FDIA 

B3OS1B0243 

0303180213 

83/03/O4 

90-327 

F 

9309180349 

8303100236 

63/05  /Ot, 

30-320 

P 

B3O31B0250 

83031BOO01 

B3/03/09 

30-49H 

A 

6303180233 

9305180233 

93/O5/O6 

50-320 

P 

8309100234 

B3O51BO001 

03/O3/O9 

30-498 

T 

6303100237 

9305  I  00001 

83/03/O9 

30-498 

T 

8305160238 

0305IS0003 

83/04/12 

FOIA 

83031B029? 

030  3!  60234 

H3/03/16 

30-412 

F 

B3091S0260 

8303130238 

83/09/17 

50-322 

U 

8305130263 

6305190003 

83/04/12 

FO/1A 

8303100269 

830  31  600  09 

B3/O4/12 

FOIA 

B30  5  160373 

0303130262 

83/O4/29 

TOPREP 

83031B027fi 

0303100001 

83/  O3/O9 

30-498 

O 

830510023$ 

83031  BOS  79 

83/05/06 

30-321 

R 

8303130235 

0303180003 

83/04/12 

FOIA 

B305  100297 

B3D3ia0283 

83/05/16 

9-0-9  1  2 

K 

8303180291 

6305130003 

83/04/12 

FDIA 

830S1B0297 

8303180298 

83/03/16 

3O-13S 

P 

3303180311 

B3051B0304 

B3/03/IO 

30-245 

P 

03031803!  3 

B3051S0306 

83/05/06 

PR 

6303100313 

83051B0001 

93/03/09 

50-498 

A 

63031B0322 

8305  180-31  6 

83/03/29 

FOIA 

8309100324 

83031  BOB44 

B3/O3/12 

30-322 

Q 

8303180326 

83031S0001 

83/O3/09 

SO-  4  98 

A 

B30S1B032B 

B3031803U 

83/03/29 

30-237 

P 

8309180331 

S305160244 

B3/Q3/12 

30-322 

Q 

8305160337 

83091BOD01 

83/03/09 

50-49B 

A 

6303160349 

B3091B0346 

93/05/13 

9O-33  1 

R 

83031B0367 

B3031S036& 

B3/03/I7 

30-322 

H 

B3031S0397 

B3031S0389 

83/03/09 

30-4*4 

A 

B303  180403 

83051  303  93 

83/05/13 

30-273 

K 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 

cATeeoRV 

B30916042I 

8309180413 

83/03/12 

CONTRACT 

6303150436 

6303180414 

83/O9/16 

90-392         E 

8309180431 

S3091B0414 

83/03/1  A 

80-392        E 

8305180439 

B309180414 

B3/03/16 

90-332        E 

B3031  80439 

83091  S0137 

93/OS/17 

30-170        U 

B3051B0440 

8305180433 

93/03/17 

90-219        P 

B30SIB0443 

8303160414 

8.3/09/1  6 

90-39B        E 

B3091B044B 

83091B0443 

83/03/17 

90-3S2        H 

8305180439 

03031  B0430 

B3/03/17 

90-322        H 

S3Q31804&1 

B303180430 

B3/O3/17 

90-322        H 

6305180463 

8305180458 

B3/03/13 

90-33S         F 

8309180446 

0305180463 

03/03/11 

9O-393         O 

B3051  B0948 

B303IS0947 

83/09/03 

30-298          P 

83031  £30360 

S3031  80337 

B3/05/I3 

CONTRACT 

6309160362 

B3031809S7 

83/09/13 

CONTRACT 

8303180566 

B3031  BOS63 

B3/03/03 

90-3H4          P 

B303IS0369 

B3031S03S9 

33/05/16 

90-412         K 

83051B0976 

8303160399 

83/05/14 

30-412         C 

83091B0977 

8303190372 

B3/04/26 

30-333         F 

B309  180379 

B3O31B0336 

S3/09/03 

30-317         P 

B303I603BO 

B305180373 

83/O5/03 

90-303         P 

B305190383 

B3031  60997 

83/03/li 

30-412         K 

8305160509 

9303180566 

B3/OS/03 

30-261         P 

8303160392 

B3031803S9 

B3/OS/16 

30-412         K 

B303I90S7B 

8309180359 

83/09/16 

30-412         H 

8303160606 

03031  BOS39 

83/03/16 

30-413         K 

B30  3  190407 

8303180396 

03/03/03 

30-317         P 

03031  B06  13 

83051B0339 

B3/09/16 

50-412         K 

3303150614 

3305100336 

83/03/03 

30-317         P 

8303180623 

0303180359 

B3/03/16 

30-418         K 

8303180630 

3303  1  60626 

03/04/18 

71-9607 

S3031B0634 

03091B03S9 

B3/09/16 

30-413         K 

6303190641 

9303180939 

83/OS/16 

90-413         K 

83051  B0648 

3303160642 

63/04/19 

70-1357 

6303180630 

630  3  180939 

03/09/16 

30-412         K 

0303150633 

83051B0339 

B3/09/16 

30-412        K 

3303190661 

B309  180339 

83/03/16 

90-412         K 

0303180666 

8303160399 

B3/09/16 

30-412        K 

03031B0673 

830318033? 

03/09/16 

30-412        K, 

0303190674 

9303180660 

83/04/14 

ACRB 

0303180476 

8303160670 

83/04/19 

71-6272 

0303  1806  70 

8305160460 

83/04/14 

ACRB 

63031  B06B1 

0303180339 

83/05/16 

30-412        K 

63051  B0689 

03091S03S9 

03/05/16 

90-412         K 

9303100689 

8303100684 

83/04/19 

71-9130 

S3031B0693 

8303130399 

B3/05/14 

30-412         K 

9303190695 

8303IB0939 

S3/05/14 

90-412        K 

B303  100697 

030310033? 

63/03/16 

30-412        K 

B3031  00702 

8303180671 

83/04  /SB 

30-293          P 

8303180703 

83031  00999 

B3/09/16 

30-412          K 

8303190708 

8303100339 

B3/09/16 

90-412         K 

8303100713 

8303130939 

93/09/16 

30-412        H 

B  309  130730 

83051  B0339 

03/09/16 

30-412        V. 

63-09100721 

8303180712 

83/03/O2 

30-348        P 

830310072! 

8303160712 

83/03/03 

30-348        P 

8309130728 

B3031B0339 

83/05/16 

30-412        K 

B3031B0731 

B3091B0713 

B3/03/02 

30-346        P 

8305180733 

B3031  90999 

83/03/16 

30-412        K 

8303180740 

0303180559 

83/03/16 

30-412        K 

B30S  100743 

B3031B0694 

B3/09/05 

30-313         P 

8303180746 

B303  180999 

93/03/16 

30-412         K 

B30S1B0749 

9303180599 

93/09/16 

30-412        K 

8303180795 

B305I003S9 

83/05/16 

30-412        K 

B3031  80740 

8303180339 

63/05/16 

90-412        K 

93031B0764 

8303160399 

83/03/16 

90-412         K 

B3051  80767 

B3091B0339 

B3/03/16 

30-412        K 

9303160769 

8305160399 

93/03/14 

90-418        K 

B3031B0792 

9309100789 

83/09/13 

CONTRACT 

S3031  80904 

B303I  80790 

83/03/02 

30-361          8 

63091  80B36 

8303180B30 

83/03/04 

90-272        8j 

6303180939 

B3051BOB35 

83/03/10 

XPORTL1C 

6303190836 

8303180854 

B3/03/OS 

30-230         P 

S3031i)0006 

8309190004 

83/03/08 

70-8973 

B3031  9(3007 

8303190004 

83/03/08 

70-2973 

8303190027 

8303190019 

B3/03/04 

30-494        0 

B303  190029 

8303  190024 

83/05/04 

90-293         3 

8303190038 

8303190031 

83/03/09 

30-322        Q 

B30  9  190043 

8309190009 

83/03/11 

30-389        Q 

8303190030 

8309190003 

83/03/11 

90-329        Q 

8303190034 

8303190046 

83/03/03 

30-397        A 
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TO  PRINCIPAL  DOCUMENTS 


603 


ACCESSION   NUMBER 
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8303190037 

83031  7O033 

83/03/09 

KPERTLIC 

83031  9QO6O 

83Q319O046 

83/05/03 

30-397 

A 

B303I90061 

B303190003 

83/O3/11 

FOIA 

8303190060 

S303I<?O046 

83/03/03 

30-397 

A 

8303190077 

03031  9004& 

B3/03/Q3 

30-397 

A 

83031900B4 

830919QOO3 

03/03/11 

3O-373 

S 

8303190088 

83031  9000  S 

83/03/11 

3O-329 

0 

8303190097 

8303190005 

B3/O3/11 

30-359 

Q 

8303190102 

S305I90005 

B3/03/1  S 

SO-329 

Q 

B30319010B 

S30919OOO9 

03/03/11 

SO-3S9 

Q 

6303190112 

83Q3190QO3 

83/03/11 

30-329 

B 

8303190119 

B30319ODO3 

93/03/11 

3O-373 

a 

B303190124 

930319OOO-3 

83/03/i  1 

3O-373 

a 

9303  190  123 

0303190003 

B3/03/  1  1 

30-373 

a 

B303190132 

830319O003 

83/G3/  1  1 

FOIA 

B303190143 

B303190005 

B3/03/1I 

50-373 

p 

0305190131 

B3031  90005 

B3/03/11 

3O-373 

a 

8303190133 

B3Q319O003 

83/03/11 

FOIA 

8303170134 

8303170149 

63/03/11 

50-346 

re 

6303190162 

B3Q31<JOOQ3 

B3/03/11 

30-373 

a 

6303190167 

8303190005 

83/03  /It 

90-373 

Q 

B309190169 

0305190163 

83/03/06 

30-272 

a 

B303190174 

B3Q3190163 

B3/O3/O6 

30-372 

a 

S3O3170I73 

S3QSI9O170 

93/03/06 

30-244 

s 

8303190179 

830319O003 

83/03/11 

30-373 

0 

B3031901Q1 

8303190176 

03/05/09 

30-293 

8 

83031  90  IBS 

B303190178 

B3/09/06 

3O-239 

a 

B30919O1B4 

B303190003 

B3/03/I1 

30-373 

Q 

3303190139 

83Q3190QO3 

B3/O3/11 

30-373 

Q 

0303190191 

B303I9OIB7 

83/03/04 

30-271 

Q 

B30B  190201 

8309190196 

83/05/13 

30-159 

p 

B303  190207 

8305190005 

83/03/11 

F01A 

8303190232 

83Q5190QO.3 

B3/03/11 

FOIA 

6305190239 

830319OS34 

B3/O3/06 

90-S14 

s 

B303190247 

03031-9OH4O 

83/03/13 

90-S89 

R 

8303  1  902  3i 

8303190231 

83/OS/06 

30-331 

Q 

9305  190263 

B30319QS60 

B3/03/09 

3O-219 

a 

8303190266 

8303190360 

B3/O3/03 

3O-319 

a 

8303190273 

B303  190369 

83/03/16 

3O-33B 

0 

8303190276 

B303190003 

83/03/1  1 

FOtA 

9303190281 

83031  9037  B 

B3/03/31 

3  0-338 

A 

8303190283 

0303190003 

83/03/11 

30-373 

Q 

B3Q31902B4 

B3Q31  702  BO 

83/09/1  3 

30-329 

A 

8303J902S9 

8303190003 

83/03/11 

30-373 

a 

B300  190290 

83031  9Q2B7 

03/03/03 

30-317 

s 

B3031  90292 

B3031900O3 

03/03/11 

50-373 

a 

B303  190276 

B30319OOQ3 

93/03/11 

50-373 

a 

8303190299 

830919O003 

03/03/11 

FOIA 

6303190300 

0303190298 

03/09/06 

30-329 

a 

0305190302 

B309190003 

B3/Q3/1I 

30-373 

p 

8303190303 

B30919Q003 

83/03/11 

50-373 

p 

B303  190304 

8303190OQ3 

83/03/11 

30-373 

a 

B303  190306 

030319OO03 

83/03/11 

FDIA 

8309190307 

0303190003 

03/03/11 

30-329 

Q 

8303190309 

B3Q9J.901B3 

03/04/23 

30-334 

8 

0303190311 

B303190310 

83  /OS/03 

90-271 

Q 

B30319O313 

8303190310 

B3/03/03 

90-271 

Q 

8309190314 

0303190312 

83/03/16 

30-33B 

A 

8309190382 

0303190319 

83/03/06 

30-3B7 

S 

B30SI90329 

B30319000S 

B3/03/11 

30-373 

a 

8303  190330 

8303190386 

B3/05/Q9 

30-S93 

s 

8309190333 

8303190003 

93/03/11 

30-373 

p 

6303190331 

03Q319O331 

B3/03/04 

30-41O 

0 

8303190337 

B3031900O3 

93/03/11 

FOIA 

B303  190341 

830319000* 

93/O3/11 

FOIA 

3303190332- 

8303190319 

83/03/03 

30-318 

8 

B3Q31  90333 

8309i9QOO3 

B3/Q3/1  1 

30-373 

P 

8303190337 

0303  19  0,00  ft 

B3/O3/1I 

30-373 

P 

8303190360 

B303J90349 

B3/O3/1S 

90-407 

P 

8303190361 

83031-90396 

B3/O3/O4 

HISC 

8305190365 

0303190003 

83/03/11 

S  0-3  73 

f 

8303190367 

8303170003 

83/03/1  1 

50-373 

P 

B303  190367 

8303190349 

B3/O3/ia 

30-407 

P 

B303  190371 

0309190366 

03/O3/16, 

30-159 

& 

8303190374 

B3Q319QOOS 

63/03/11 

FOIA 

8303190379 

8303190366 

83/03/16. 

50-153 

0 

B309190379 

0303190003 

B3/03/11 

30-373 

p 

B3031903BQ 

0303190349 

83/03/18 

30-407 

p 

8303190392 

8303190379 

93/03/14, 

30-323 

0 

8303190381 

8303190003 

83/03/lt 

30-373 

a 
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ENCLOSURE 

PHINCIPAL 
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DATE 
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CATEOOF1V 

S3Q51903B7 

B305190OO5 

03/03/11 

SO-373         Q 

8303190390 

8303  1  900O3 

03/03/11 

SO-373         P 

B30319O393 

83O3-I900O3 

B3/03/11 

30-373         S 

8303190396 

B30519000S 

B3/03/11 

90-329         Q 

83031  9  0399 

B30519000S 

83/03/11 

30-373         0 

8305190SI4 

B305190SOfa 

83/04/13 

CONTRACT 

D303E00004 

83OSaoOOO2 

S3/O5-/13 

CONTRACT 

8303200037 

8305200031 

03/03/53 

40-4492 

S  30520007  t 

0303300063 

63/03/11 

CONTRACT 

B303200DS5 

8303500081 

83/05/04 

SO  -336         P 

B30S2  00089 

9303200081 

83/O5/04 

90-336         P 

8305300106 

B30S30O103 

B3/G4/S8 

SO  -369         P 

B30320O107 

63033OO100 

83/O3/02 

90-277         0 

B30S2001  10 

83O9a001OO 

83/O3/02 

90-277         0 

9303200125 

B305aOOlS3 

83/03/12 

50-400         D 

8305200134 

8305200L31 

83/04/29 

CONTRACT 

8303200137 

8305209129 

83/03/11 

XPOKTLIC 

B3052001-4? 

8303300149 

63/03/13 

CONTRACT 

B30320O163 

8303200139 

B3/OS/13 

70-2982 

8303200179 

8305500173 

83/03/17 

30-369         P 

&305300196 

8303300192 

83/03/16 

30-148         Q 

8305200199 

9303200190 

83/04/19 

90-382         Q 

B3Q32Q030* 

B303&OQ198 

03/03/OS 

NUilEG 

8303500238 

8309200100 

63/09/02 

30-277         Q 

9305200214 

33092  00239 

63/03/03 

30-233         Q 

8305200247 

8303200339 

83/03/03 

HO-239         0 

8309200233 

8303200231 

83/03/04 

30-382         Q 

B305200296 

B303200331 

B3/03/04 

30-3BB        Q 

8303200268 

9303200263 

03/03/13 

30-333        P 

B3Q3200272 

S3032O0263 

B3/03/I3 

30-333        P 

8305200273 

3303200266 

83/09/04 

30-275         P 

8305200204 

B303200279 

B3/09/  1  1 

50-339        8 

B30920O2B6 

B3032002BO 

83/03/09 

30-416        8. 

8303200290 

B3092D02S3 

B3/05/1  f 

30-3BO        S 

8303200300 

8303200299 

B  3/05/1  3 

90-260        S 

8303200301 

8305300295 

B3/03/I3 

50-237        8 

8309200307 

83O9200B99 

B3/03/13 

30-237        8 

B30520O313 

830  52003  &B 

83/03/10 

QA997 

830320Q31B 

B30  92003  10 

83/03^  1  7 

70-343 

8303200319 

8303200313 

fl3/03/13 

30-3  1  3        <J 

8303200323 

8305200308 

B3/03/LO 

O.A999 

8303200327 

830  3  2003  D6 

63/03/12 

90-348        R 

0303200332 

030  32003  OB 

B3/03/10 

OA997 

8303200337 

0303200330 

83/03/18 

30-316        0 

B30320M40 

B3D520O333 

83/03/04 

QA999 

8309200335 

830320031  t 

93/O3/L2 

30-3  93        Q 

B303200362 

830-3200357 

B3/03/12 

90-364        R 

B305200364. 

B3OS20033B 

93/03/16 

30-273        R 

3303800374 

B3OS200360 

Q3/03-/12 

SO-  309        8 

8305200376 

B3OS300370 

83/04  /2B 

OA999 

B305200379 

83092003/0 

B3/04/2B 

QA9?9 

9305200383 

B3032003Q2 

83/03/17 

30-220        0 

8305200398 

83092003S6 

83/O4/2B 

30-220        0 

8305200397 

8305200394 

B3/03/09 

90-273        8 

B3092004  1  2 

83QS20O4O3 

B3/03/I6 

90-286        P 

83032004  1  3 

8303200411 

83/03/10 

OA999 

83032004  IB 

6305200411 

83/03/10 

OA999 

8309200419 

8303200^16 

B3/03/18 

30-413        0 

B303200432 

8  3032004  1J 

B3/03/IO 

OA999 

B303E00426 

93D32O0450 

B3/03/11 

30-260        8 

6309200432 

B3092O0427 

63/03/13 

30-327        8 

8303S00439 

8303H  00436 

83/03/17 

30-334        Q 

B305200440 

3303200438 

03/03/17 

90-369         P 

5309200491 

8303200443 

B3/01/04. 

BO-3I3        B 

B309200437 

8309S00446 

03/09/10 

QA999 

8303200462 

B30320044A 

83/03/10 

&A999 

6303200463 

8303S00439 

B3/03/SO 

30-937         B 

B309200469 

8303200438 

83/03/20 

30-313         F 

83092Q046B 

B303200446 

ea/os/io 

OA999 

(3303200*73 

B30B20046? 

83/O3/16 

30-30?        P 

B303200402 

8303-200472 

B3/03/17 

70-925 

S309200493 

83D320O4B4 

B3/03/12 

30-4  it,        s 

9305300314 

0303200309 

83/03/17 

30-3  4  6        Q 

Q303200319 

B30Sa0031O 

B3/03/13 

SO-3?3        S 

B309200319 

83033003.12 

B3/OS/13 

30-483        0 

Q30SS00320 

8303200509 

as/os/  17 

30-346        0 

0303200522 

0309200508 

03/05/17 

90-4  54        fl 

8309800927 

8303200309 

B3/03/I7 

30-346        Q 

B303200928 

8303200916 

B3/04/27 

30-267        0 

B303200332 

8303200333 

83/05/11 

30-116        B 

604 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION   NUMBER 
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SUBJECT 
CATEGORY 

B30520034O 

B3O5300308 

B3/O5/17 

30-434 

0 

B30S200343 

8305200538 

B3/Q5/0& 

9»~324 

S 

8303200946 

B30-5200S37 

B3/D5/11 

3O-31  1 

S 

6305200351 

B3O5200547 

B3/O3/04 

50--2B9 

S 

B3O9300361 

B3OS200S33 

B3/Q3/11 

9O-3B7 

S 

8309200365 

8305200336 

83/O3/17 

30-369 

0 

8309200567 

B305200S33 

B3/QS/1B 

90-3B7 

A 

B3O5200379 

3309300333 

B3/O9/JB 

30-327 

A 

B3032003B1 

3309200377 

B3/O5/12 

BO  -337 

S 

0309200393 

8303200374 

63/05/13 

50-338 

S 

93032005S4 

3303200964 

93/O3/13 

50-317 

R 

8309200393 

630  3200589 

83/05/13 

QA797 

S309200391 

B30520059O 

93/O5/1B 

50-322 

0 

£303200611 

6303200391 

93/O5/OS 

SO  -363 

0 

8303300623 

630  52006  19 

B3/05/18 

REVIEW 

ORP 

9305300624 

8309200613 

93/03/19 

90-I1B 

T 

8305300627 

B3QJ200619 

B3/OS/18 

REVIEW 

QRP 

8305200628 

B30  5200620 

83/05/17 

50-317 

0 

8309200633 

B30  5200626 

83/O5/12 

90-393 

8 

8305200634 

830  32006  19 

B3/O5/1S 

REVIEW 

ORP 

9303300637 

630  5200621 

83/O9/11 

90-373 

P 

H305200644 

B30  5200631 

83/05/04 

SO-3I7 

R 

9309200646 

B30&200640 

93/O5/1J 

SO  -387 

S 

8303300647 

B30  5200621 

83/O3/M 

SO  -373 

P 

830530064B 

6305200436 

B3/05/17 

50-337 

C 

B3O5200630 

8309200631 

83/09/04 

50-317 

R 

B303K00694 

830920061? 

33/03/18 

REVIEW 

OHP 

B303200659 

8303200681 

Q3/09/11 

50-373 

P 

8309200661 

3309300617 

Q3/03/IB 

REYIEU 

OHP 

8303200641 

3305200617 

33/03/16 

REVIEU 

ORP 

9309200665 

B30  5200621 

83J/O3/11 

50-373 

P 

0303200671 

0305200619 

B3/O3/IB 

REVIEW 

ORP 

B3O5200673 

6305200449 

Q3/O9/04 

QA999 

B3O32Q0674 

8303200666 

83/O3/1B 

30-445 

0 

B309S00675 

8305300631 

03/03/11 

90-373 

P 

8309200677 

8305200619 

B3/03/1B 

REVIEW 

ORP 

8309300678 

83053006&B 

63/03/01 

QA779 

8303300679 

3309200676 

B3/03/13 

90-400 

K 

8309200681 

3303200621 

B3/05/1I 

90-373 

P 

9309200683 

8305200621 

03/03/11 

90-373 

P 

9305200684 

8309200621 

B3/03/11 

9O-373 

P 

9309200688 

8305200631 

B3/03/11 

90-373 

P 

8305200691 

3309200621 

es/os/n 

3O-373 

P 

B30  520070  I 

3303300608 

B3/03-/12 

9O-213 

B 

B30  52007  10 

8305200709 

B3/03/05 

9O-338 

P 

B30  32007  17 

B3Q3S00707 

63/05/03 

5O-339 

P 

8309200720 

6303200709 

B3/05/05 

50-338 

P 

8303200734 

B305200709 

B3/O9/O3 

50-338 

P 

8303230004 

8305230003 

B3/Q9/O3 

50-5HB 

A 

8303330007 

6308330007 

B3/OS/20 

50-459 

F 

B303-2300  1  0 

8305230006 

93/O4/29 

ABVCM 

8303230012 

8305330006 

93/04/29 

ADVCM 

8303230017 

8309330006 

83/04/29 

ABVCM 

8309230030 

6309330015 

83/04/19 

50-201 

P 

8309330033 

8305230006 

93/04/27 

ADVfCM 

9309230031 

6305330034 

83/03/07 

CONTRACT 

8309230032 

8303230006 

83/04/27 

ADVCM 

8303230033 

6303230026 

83/01/39 

7O-1399 

8305330033 

B3092  30036 

83/01/35 

7O-1397 

9303230039 

830SE3003B 

83/03/31 

FQIA 

B309  230040 

8305230006 

83/04/39 

ADVCM 

83032300-47 

8303330029 

83/03/31 

FOIA 

B30S  23004  B 

8305230006 

B  3/04/29 

ADVCM 

8309230036 

8309230041 

93/04/14 

PROJ 

83092-30037 

B30533002B 

83/03/31 

FOIA 

830S23007O 

8305230069 

83/03/31 

FQJA 

9303230064 

6303230080 

83/04/13 

71-5607 

33052301  IS 

6309230107 

63/03/03 

71-7019 

930B230123 

8309230107 

63/03/03 

71-9019 

0309330134 

8305230112 

83/O3/22 

70-  1  1  93 

B'305230137 

9305230127 

83/05/17 

50-309 

F 

B309230139 

8303230112 

83/03/22 

7O-  1  1  93 

B309330I40 

8309330127 

B3/03/17 

90-307 

F 

8305330142 

9309330137 

B3/03/17 

30-307 

F 

8305230149 

93092301  8B 

83/05/11 

30-313 

P 

8305230146 

8303230127 

83  /OB/  17 

5O-309 

F 

8303230131 

8305330127 

B3/09/17 

3O-307 

F 

8309230134 

8303230127 

B3/03/17 

3O-30? 

F 

8309230137 

8303230127 

83/09/17 

90-309 

F 

9303230162 

8303230127 

S3  /OS/  17 

90-309 

F 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEGORY 

B309230167 
B3Q32301A9 
6303230173 
B303230176 
B309230179 

0303230127 
8303330197 
8303930127 
8303230169 
83092301  13 

B3/03/17 
83/O3/13 
B3/O3/17 
B3/O5/02 

83/03/22 

30-309         F 
CONTRACT 
30-307         F 
71-496 

70-1  173 

B3092301B1 
8309230186 
B303230196 
8303330199 
8303230207 

B30323Q127 
8305230112 
6303230112 
830323018? 
8305230112 

83/03/17 

B3/Q3/32 
63/03/22 
83/03/17 

33/03/32 

90-309         F 
70-1  193 

70-1  193 
90-320         T 
40-1478 

8305230209 
8309230221 
B309230222 
8303330234 
8303230233 

B30323O1B9 
B303230213 
8303330112 
8303230216 
8303230112 

83/03/17 
B3/03/1B 
83/03/22 
83/03/11 
83/03/33 

90-320         T 
30-273        R 
40-1478 
90-373         R 
40-1478 

8303230234 
3305230249 
S303230231 
8303230234 
8305230274 

8309330232 
B30323O243 
8305230246 
8305230346 
0303230236 

83/03/21 
B3/O3/17 
83/04/28 
B3/O4/2B 
B3/O3/17 

FQIA 
CONTRACT 

FOJA 
FOIA 
CONTRACT 

8303230284 
B303230389 
9305230292 
B309230293 
B30323030B 

8303330276 

3303230281 
B3032302B5 
830  3230297 
6309230300 

83/05/17 
63/OS/13 
83/OS/17 

83/05/02 
83/03/13 

30-213        P 
CONTRACT 
90-937        A 
CONTRACT 
30-303        P 

3303230311 
8309230314 
8309230330 
8309230332 
8301230333 

B30523029B 
8303230309 
8303330323 
6309330326 
8303230324 

83/O3/11 
83/04/29 
83/03/13 
B3/09/12 

83/09/06 

CONTRACT 
30-4  9B         0 

30-243        F 
CONTRACT 
PR 

8303230339 
8303230348 
630323036-7 
B309230388 
B309230399 

8303230323 
8309230337 
8303230360 
B30B230377 
3303230381 

B3/OS/13 
33/03/04 
83/09/03 
83/03/05 
83/03/11 

30-249        F 
90-313        Q 
COMMISSION 
90-BS9        U 
30-309        P 

8303230404 
8309230429 

6303230427 
6303230488 
B303230431 

83032303?? 
8303230420 
8303230436 
8303230430 
8303090020 

B3/03/O3 
83/04/27 
83/09/12 
83/04/27 
83/03/02 

COMMISSION 
COMMISSION 
30-267        R 
COMMISSION 
90-320         P 

830923043E 
8303230434 
8309230437 
8309230440 
B3Q3230441 

6303330424 
8309230427 
6303230436 
8303230439 
8309330430 

83/03/13 
83/O9/13 
B3/O9/17 

83/04/29 
83/04/18 

50-2S1         S 
30-273        fl 
30-219        R 
30-3B7        U 
30-213        8 

B303230443 
B309230446 
H303B30449 
8309230451 
B309230433 

8303230433 
8309230439 
8303230443 
8303230434 
8303230433 

83/04/28 
83/04/88 
83/05/13 
83/03/13 
83/04/28 

90-289        U 
90-287        U 
30-443        0 
30-281         6 
90-289        U 

83092304  38 
B303230459 
8303230460 
8309230461 
3309230467 

9303230452 
8303230434 
83032304  S3 
8309330457 
8309230464 

83/05/06 
83/03/04 
63/03/17 
83/04/27 
83/09/06 

50-244        8 
90-333         8 
30-389        0 
COMMISSION 
90-283        Q 

8309230468 
B30523Q469 
8303230473 
B303230476 
8303230477 

6303230463 
8309230463 
8309230464 
6305230473 
B303230471 

83/O9/07 
83/O3/02 
83/09/06 
83/03/06 
83/09/04 

30-366         8 

COMMISSION 
30-289          0 
30-482         Q 

30-387          B 

83QS23Q479 
B30323O4BO 
8309230483 
3303230439 
8309230490 

3303230474 
830523O473 

8303230473 
8303230483 
8303230494 

33/03/03 
83/05/06 
83/09/10 
83/03/18 
33/05/09 

COMMISSION 
30-483         0 
30-309        8 
90-482         0 
90-366         8 

B30523Q478 
B303230913 
8309230919 
6309230917 
8303230921 

B303S30473 
8303230910 
330923090? 
83092303)1 
8303230316 

83/O3/09 
83/O3/O3 
83/O3/09 
83/04/29 
83/O4/27 

30-366        S 
30-317        S 
30-293         S 
MISC 
30-393        S 

8303230924 
8303230327 
8303230329 
8303230331 
8303830536 

8309230911 
8303230920 
8309230922 
B3092309H 
8305230930 

83/04/29 
S3/O3/O9 
83/O3/03 
83/04/29 
83/03/16 

MISC 
30-334          S 
30-318          8 
MIBC 
30-337         S 

8309230337 

B309230538 
8303230344 
8309230930 
8309230337 

B305H3033S 
8303230933 
3309330340 
B30533054Q 
8303230347 

83/03/12 
83/03/04 
83/03/13 
83/03/13 
B3/05/10 

90-293        R 
90-293        S 
30-348        S 
3O-34B        S 
90-243        S 
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CATEODRV 

9303230399 
8309230360 
9303230864 
B309230370 
8303230372 

8303230996 
B305S30399 
8303230961 
B309230367 
8303230967 

as  /os/  i  a 

B3/03/O3 

93/04/29 

aa/03/18 

83/03/19 

30-279         R 
30-3  1  7         8 
90-244          S 
30~4  B2          t 
30-492          I 

B309230377 

8308230332 
B309330383 
S30323Q3B7 
B309230392 

B30923096B 
8303230374 
B30323Q974 
B309230374 
B309230974 

83/09/09 
B3/O3/13 
S3/03/13 
93  /O  5/1  3 
B3/OV13 

90-321          B 
30-41O         A 
80-410        A 
50-410        A 
30-410        A 

8303230999 
0303230603 
0303230607 
9303230614 
63092306  11? 

8303230374 
B309230374 
8303230374 
B309S30374 
B30S230973 

B3/O3/13 
B3/03/13 
93/09/13 
83/O3/13 
03/04/1? 

SO  -4  10        A 
50-410        A 
8O-11O        A 
30-110        A 
90-B37        E 

8309230632 
8303830428 
8305330637 
9309230644 
8303230630 

8305230374 
8309S30974 
B309230974 
B309230374 
8303830374 

83/09/13 
B3/O3/13 
S3/03/13 
B3/OBVI3 
83/03/13 

50-410        A 
9O-41O        A 
50-4  1O        A 
9O-410         A 
30-41O         A 

8303230636 

9303530661 
8305330664 
9308230666 
8309230676 

B303230374 
8309330974 

9303330660 
9309230974 
9309230670 

S3/05/13 
B3/05/-13 
83/04/21 
83/09/13 
B3/04/1B 

30-41O         A 
5O-410         A 
COMMISSION 
3O-410         A 

90-3             F 

9309330678 
B3032304BO 
B303230&91 
S3032306B4 
8303230&B7 

8303330974 
B303330374 
8309330574 
B303230374 
8309830374 

B3/OS/13 
83/03/13 
83/03/13 
B3/09/13 
53/03/13 

90-410        A 
30-4  1O         A 
30-410         A 
90-410        A 
90-410        A 

9303230491 
8303230693 
9309230696 
8309230699 
8309230701 

8303330374 
8309230692 
8303230374 
B309230874 
8303230574 

B3/O9/13 

83/04/20 
B3/O9/13 
S3/OS/13 
83/09/13 

30-410        A 

COMMISSION 
30-410        A 
30-410        A 
30-410        A 

8303230719 
8309230723 
S303230733 
H303240Q03 
B30324000B 

B309230717 
B303230723 

9309230732 
B309240003 
S3Q92400O6 

83/03/16 
63/03/12 
S3/04/13 
B3/09/RO 
S3/OS/20 

90-367        8 
30-368         P 
COnMIBBION 
30-449        Q 
30-329         Q 

8303240012 
0303240016 
B309240Q23 
B30S240026 
8303240037 

B303240001 
8309240001 
8309240019 

6309.240020 
B303.24003S 

53/03/20 
B3/OS/BO 

83/09/10 
03/09/09 

83/09/17 

SO-33fl         0 
90-3SB         O 
90-537         U 
B  0-2*3        O 
30-233        O 

83092^0094 
83032*40061 
830924007!! 
B309240094 

3303240066 

8305240049 
830B240029 
B309240067 
9303240073 
8309240078 

93/O9/19 
83/03/06 
B3/03/17 
83/03/06 
B3/03/17 

30-313        fl 
30-282        0 
30-346        Q 
COMMISSION 
30-319        Q 

8303240099 
B3O3240iaS 
B303240134 
8303240167 
8303240179 

B30S2400B7 
83092400B7 
B30324Q144 
8309240193 
8309240193 

B3/03/31 
83/03/31 
&3/O5/16 
83/04/22 
B3/O4/22 

30-373        Q 
30-373         Q 
TOP  HEP 

COMMISSION 
COMHIBStON 

8309240190 
8303340220 

8309240232 
B309240242 

83Q9240244 

B309240133 

9303240216 
8309240287 
B30324023E) 
8309240341 

B3/04/22 
83/09/17 
B3/O3/1O 
83/09/13 
B3/03/06 

COMMISSION 
30-289        0 
3O-29           d 
50-273        R 
5O-373        0 

9309240247 
B30924O296 
8309240299 
6309240260 
8309240263 

9303240241 
8303240293 
8309240234 
B303240294 
8303240232 

B3/09/O& 
93/O4/14 
B3/03/31 
B3/O3/31 
83/04/14 

30-373        d 

30-399        0 

so-aa?      P 

30-416        P 
00--33B        Q 

8309340269 
8309240267 
8303240268 

8309240269 
B30S240272 

B  303240254 
8309240B32 
B30324O264 
8303240294 
8309240292 

B3/O3/31 
83/04/14 
B3/05/04 
83/03/31 
83/04/14 

50-416        P 
BO-33B        0 
30-496        0 
80-317        P 

90-33B        Q 

8309240279 
8309240291 
8303240292 
B30S240306 
B303240308 

B303240292 
8309240289 
830S2402B4 
8309240302 
B3Q9240301 

33/04/14 
83/03/19 
B3/09/J8 
B3/  03/04 
83/09/17 

SO-338        Q 
30-372         Q 
90-331         0 
30-319        Q 
9O-373        0 

B303240309 
83X33240319 
6309240340 
8309240346 
B309240397 

8309240302 
B3092403Q1 

S30924Q337 
8303240344 
8309240382 

83/03/06 
B3/03/17 
83/09/O9 
B3/03/KO 
83/09/20 

50-313        4 
30-373        « 
40-3392 
OA«??9 
OA999 

ENCLOSURE: 

PRINCIPAL 
DOCUMENT 

OATE 
ISSUED 

SUBJECT 

CATEOORY 

S3O5240361 

8303240332 

63/03/20 

QA999 

B3O3240363 

830S2'4O33a 

B3/03/aO 

atftif 

83O324036? 

B309240363 

B3/03/31 

FOIA 

0303240370 

8309240363 

B3/O3/  1  £= 

go-ais 

a 

B30924O371 

6303340367 

83/09/17 

SO  -393 

Q 

6303240374 

B30  32403  63 

B3/05/li 

30-319 

9 

B3Q924O393 

8309240390 

93/O5/HO 

SO-273 

0 

8309240403 

B30  5240400 

83/03/SO 

OA979 

8303240413 

8305240407 

B3/03/11? 

30-461 

A 

9309240413 

H30524O41I 

B3/05/SO 

OA799 

3303240421 

6303240407 

B3/09/11? 

30-461 

A 

B303240433 

B  303340426 

93/O4/2-S 

QA999 

8303240435 

B309240431 

B3/09/2O 

OA799 

3303240437 

63O3240426 

93/04X25 

OA999 

9309240443 

8305340436 

83/O4/HS 

OA999 

8309240452 

3303240426 

93/04/2S 

OA179 

B30924.O437 

93033-40449 

93/03/23 

30-287 

O 

830  92404  62 

3303240426 

Ba/o-i/as 

QA999 

8309240476 

B3Q32404.BB 

83/09/OA 

SO-219 

ft 

B30S24O434 

9309240481 

93/09  /SO 

30-340 

1 

9303340519 

83052  4O31O 

B3/0&/O& 

3O-244 

R 

8309240339 

8303240333 

83/oa/zo 

ao-247 

T 

8305240942 

B30924O333 

B3/OS/23 

30-34,7 

Q 

9305240596 

8303240332 

S3/03/03 

71-6330 

9309240339 

9303240333 

33/05/SO 

30-247 

T 

930924  0949 

830TJ2405Q3 

83/03  /t  1 

SO-  133 

P 

9309240370 

8305240366 

93/09/18 

ao-3 

T 

8303240374 

930  9240  9  66 

93/03  /I  3 

SO-  3 

T 

6303240618 

8309240614 

93/O4  /S  t 

50-201 

P 

8309250034 

B3052300B9 

B3/O3/S9 

FQIA 

6305230038 

8303290029 

93/O3/H1? 

FOIA 

3303230043 

B303230039 

B3/03/E'V 

FDIA 

830523O058 

B30323OO56 

ss/os/a-o 

30-490 

K 

3303230084 

8303230077 

93/03/1^ 

9O-299 

P 

9303250135 

B30529Q133 

B3/OS/EO 

3O-3S2 

A 

83O523O144 

8309240057 

93/03/31 

3O-373 

F 

8309290186 

8309290066 

93/O3/1S 

30-373 

R 

B30923020B 

B303230202 

B3/OS/S3 

30-209 

0 

B303ZBO221 

B3092  90209 

B3/03/1Q 

30-361 

P 

8305230223 

8309290202 

B3/03/S3 

30-269 

* 

B30923022B 

B309B90209 

83/03/1B 

30-36.1 

P 

8303230230 

83092-30226 

63/OS/13 

30-2B6 

0 

8303330263 

9303230253 

83/OS/19 

30-330 

P 

83092.90271 

8303230269 

a  3/0  a/  so 

30-2  Q  7 

P 

8303890293 

9309290291 

83/08/J.a 

30-319 

o 

9303250297 

8303230274 

83/O9/SO 

90-493 

0 

9309290300 

630  5  2302.94 

93/05/EO 

BO-4B3 

0 

8303330303 

9303230299 

83/03/13 

30-277 

Q 

8309230304 

8303230394 

83/0  9  /EO 

30-433 

0 

6303330306 

9303890899 

93/03/13 

30-277 

O 

6303330308 

9303230303 

B3/03/1  1 

GEN  TEC 

IS. 

8303230309 

B303330307 

B3/O3/13 

30-213 

0 

8309230312 

8303230310 

B3/O3/  I  1 

30-309 

0 

•B303230313 

9309230311 

B3/O3/O4 

COMMISSION 

93092:30314 

B309S30310 

93/03/11 

30-309 

0 

8309290341 

9303230394 

83/03/SO 

SO-4Q3 

o 

9309290346 

8303230294 

B3/Q3/ao 

30-4B3 

0 

830323033-1 

B303B  50394 

B3/O3/SO 

&0-4B3 

0 

83032303  J4 

8  3033  30294 

as/oa/ao 

SO—)B3 

a 

8305230396 

8309830294 

B3/03/EO 

30-183 

0 

B30323039B 

3303230394 

83/03/ao 

30-483 

0 

8303290399 

9309290294 

63/03/aO1 

30-4B3 

0 

8309230360 

8303230294 

63/0  9  /BO 

BO-4B3 

Q 

9305280363 

B303B30294 

BO-  4  03 

f) 

8309290372 

9309290294 

83/O3/SO 

BO-493 

Q 

B3092903B3 

B309330294 

83/Oi»/aO 

SO-  4  S3 

o 

830829O3BB 

93092302.74 

83/OS/HO 

30-193 

o 

8309290393 
8303390394 

8303230377 

S30S230294 

93/03/19 
B3/03/HO 

30-337 
30  -IBS 

Q 

o 

8303290399 

8303290377 

B3/03/I-? 

30-237 

0 

83093904O1 

830323O394 

83  /OS/  a  0 

50-483 

0 

9303230403 

B3O329O294 

B3/OS/BO 

3D-4B3 

Q 

B30923D407 
9303250*08 
9303250412 

8303390377 
8303230294 
B3O9230294 

B3/O5/19 
B3/03/HO 

93/oa/ao 

30-S37 
90-4S3 
50-493 

Q 
0 
0 

3303230413 

8303290377 

83/O3/l«? 

BO  -3  37 

.Q 

9303230419 
8309290434 
830  SZ90428 
9309290431 

B3O3S90294 

8309250394 
S  3083  30294 
B3092  30427 

B3/OS/-BO 
83/05/ao 
83/O5/BO 
93/03/11 

50-4B3 
30-483 

30-483 
30-  29 

0 

0 
0 

a 

606 


CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


ACCESSION    NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

8303250438 

8305350374 

83/09/2O 

5O-433 

0 

S303230436 

3303230294 

83/09/3O 

50-4B3 

0 

B303SSD440 

3309230274 

83/03/20 

30-483 

0 

6305330441 

3303230438 

B3/09/I2 

30-244 

a 

B3O3250443 

9303250437 

83/09/11 

50-345 

a 

B303330444 

9303330274 

B3/09/30 

50-433 

Q 

B303250446 

3303330438 

B3/09/18 

30-844 

a 

B30983044B 

B309  330294 

83/03/30 

30-433 

Q 

S3O9230430 

8303350447 

83/03/11 

3G-27  1 

a 

83QS25043I 

830  5  250294 

B3/05/SO 

5O-4B3 

o 

8305890433 

B30933043B 

83/03/12 

3Q-S44 

Q 

S30323043fi 

8309350494 

83/03/19 

3O-IS4 

Q 

B30333043B 

B309230S94 

83/05/20 

3O-433 

0 

B305230461 

6303350294 

83/03/20 

5O-4B3 

0 

8303250463 

8303350274 

83/05/20 

5O-4B3 

0 

B3  03230463 

6305250459 

83/05/11 

50-336 

Q 

8305350467 

8303930466 

B3/09/2O 

3O-273 

R 

8305290468 

3309330274 

B3/09/SO 

30-483 

O 

8305830474 

Q305230294 

83/09/20 

3O-4B3 

O 

6303230477 

8303230294 

83/03/HO 

3O-4B3 

O 

8303830483 

8303350274 

83/03/20 

5O-4B3 

0 

B303230484 

B3033304B1 

83/09/20 

SO-339 

P 

B303330436 

8303350394 

83/09/30 

3O-4B3 

0 

8303830490 

S3033S0274 

83/03/30 

3O-4B3 

0 

8303290491 

3303330472 

B3/03/20 

SO-250 

P 

B30523Q473 

B3052S04H9 

83/09/16 

PR 

8303230496 

8309230274 

S3/03/2O 

3O-4B3 

O 

8303250476 

B3093304BB 

B3/03/2O 

3O-412 

a 

8303230500 

3305250473 

83/09/13 

3O-2B9 

Q 

8303830903 

B3O3  330294 

B3/09/HO 

50-483 

0 

B3032305Q4 

H309  350497 

83/09/11 

SO-213 

a 

6303330905 

3309250479 

83/09/13 

5O-889 

0 

B3092S0306 

8305330274 

83/09/20 

30-4B3 

O 

0303230909 

3309330903 

83/09/12 

3O-2B6 

fl 

S3O32S091  1 

8309230374 

83/09/20 

5O-463 

0 

B309230913 

33Q3  250294 

83/09/2O 

5O-4B3 

0 

B30329051S 

B3O9350910 

83/05/13 

90-213 

P 

8309250920 

B3O9330312 

83/09/23 

3O-204 

P 

6309230921 

B309  250274 

B3/05/2O 

30-463 

Q 

3303230923 

8303250914 

83/05/1S 

3O-22O 

P 

B3032S0524 

3303250294 

83/05/SO 

3O-4B3 

Q 

8303230931 

8303  £50294 

B3/09/20 

3O-4B3 

O 

6309230333 

8303290327 

83/04/25 

PR 

6303830536 

8303350274 

B3/05/20 

3O-4B3 

6 

8303330340 

8303  330294 

83/09/20 

3O-4B3 

0 

8303830342 

H30S  230294 

03/05/20 

3O-4B3 

0 

6303230344 

3305250294 

83/09/30 

SO-4B3 

G 

S3Q3230S46 

8305290941 

83/09/07 

SO-3BO 

Q 

8303250940 

8303  350294 

83/09/20 

9O-4S3 

0 

83O9S303S2 

8303390394 

B3/09/2O 

3O-4B3 

0 

S30S2SQ353 

8309250274 

83/09/30 

SO-4B3 

0 

3305230537 

9303230374 

83/09/20 

SO-483 

0 

8309830537 

B3O9250374 

03/05/20 

30-4B3 

0 

8303230562 

9305230294 

83/09/30 

SO-4B3 

0 

3309250965 

B3Q323Q360 

83/09/20 

3O-213 

0 

8303230366 

9303250294 

83/09/30 

3O-483 

O 

8309330968 

9303230563 

93/09/13 

70-37  I 

8303250973 

8309250294 

83/03/30 

5Q-4S3 

0 

B309830974 

3303350967 

63/05/20 

5O-87I 

P 

6303830379 

S3O9290371 

83/05/13 

30-387 

0 

B30S850S76 

8303850274 

B3/05/8O 

50-483 

O 

8309330377 

8303230372 

B3/03/1O 

30-271 

a 

S3O9290578 

6309230563 

83/09/13 

70-371 

3309230380 

8303230274 

B3/03/8O 

30-463 

e 

S303230333 

3309230363 

B3/09/13 

70-371 

8303230983 

8309830274 

83/09/20 

30-483 

o 

S3O9230984 

B309330274 

B3/09/8O 

5O-483 

0 

B3092B0986 

8303290563 

83/09/13 

7O-37  1 

8303350987 

B309230274 

83/09/2O 

50-483 

0 

8305850339 

8303250294 

03/05/20 

3O-4B3 

0 

B30329099O 

83D33305B8 

83/09/17 

SG-387 

P 

B305S50604 

6309230603 

83/09/18 

4O-8027 

B303SS0607 

3303230609 

83/03/1B 

7O-371 

8303260002 

8309860001 

83/09/17 

SO-337 

L 

B3OS2&0004 

3303860003 

83/04/18 

71-5398 

B30926004B 

0303260037 

83/09/24 

3O-447 

E 

3305260097 

B3O5260099 

83/09/18 

XPQRTLIC 

B30S260087 

B3053600B1 

B3/04/OB 

CONTRACT 

B305SA0173 

8309360168 

83/05/23 

30-4B3 

0 

8309860183 

3305360  1B2 

B3/05/17 

30-279 

a 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEOORV 

8309260211 

8309360207 

83/03/11 

90-230         P 

8303360822 

8309260206 

83/03/23 

CONTRACT 

8303260224 

6309360821 

83/09/12 

90-440         Q 

8303260225 

8309260223 

S3/03/13 

SO-3SS        Q 

8303260231 

8303360223 

B3/03/13 

30-338         Q 

B309260239 

B309360336 

83/05/09 

30-440         Q 

8309260243 

8309260336 

8,3/03/09 

30-440        Q 

B309260243 

8303260S41 

83/05/19 

90-34i         P 

8309260247 

8303860846 

83/03/19 

90-461          A 

830926Q84B 

8309260241 

83/03/19 

90-346         P 

8303260230 

8303860244 

83/05/12 

30-461          Q 

8305240233 

8309260246 

83/03/19 

30-461         A 

8305240253 

8309260392 

83/05/03 

90-397         Q 

B3092602S9 

8309860896 

83/03/12 

90-409         Q 

8309260262 

8303260297 

83/03/19 

30-273         Q 

B30926Q266 

8303260259 

93/03/20 

90-135         Q 

8309260272 

8303860870 

83/03/53 

30-875         Q 

Q  305240273 

8309260369 

83/03/10 

40-8137 

B309240274 

8309260270 

B3/03/23 

50-275         Q 

8309260282 

8303260278 

83/05/20 

90-494         d 

8309260304 

8309360301 

B3/05/33 

30-27B        Q 

3309260311 

8309260309 

83/05/17 

30-330        S 

8305260313 

6305260309 

83/05/19 

90-330         3 

8309260321 

6309260317 

83/05/03 

90-328        Q 

8309260329 

8305260320 

83/03/24 

30-324        P 

8303260326 

030326031  9 

83/03/03 

90-988        Q 

B309260327 

8305260332 

83/03/84 

90-398         Q 

8309260331 

830326032? 

83/03/13 

90-373        Q 

8309260334 

8309260329 

83/09/12 

90-373        Q 

8309260337 

8303360336 

83/09/23 

90-398        A 

B3Q9H60338 

8309260336 

83/03/23 

90-338        A 

9309260341 

8303260340 

83/03/13 

CONTRACT 

0305260335 

8303260390 

83/03/13 

71-7131 

8309260373 

8303260330 

B3/OS/13 

71-7131 

8309260380 

8303860377 

B3/03/16 

CONTRACT 

B309260397 

8309360373 

B3/04/8B 

40-277 

8303360401 

8309260377 

B3/03/28 

30-338        A 

8309260409 

B305260377 

B3/03/2B 

30-338         T 

8309270010 

83092700O7 

B3/09/86 

90-899         F 

8309270011 

830927000B 

83/09/80 

90-861         P 

8309270012 

8309270006 

83/04/11 

TOPREP 

8309270027 

8309270022 

83/03/08 

90-380         P 

S309270034 

B30S270032 

83/09/16 

XPQRTLIC 

B305270035 

8303270082 

83/03/08 

90-320        P 

8309270037 

8305270033 

83/05/80 

30-423        Q 

8309270040 

8303870083 

83/03/08 

90-320        P 

B309270046 

B305270022 

83/03/08 

90-320         P 

S309270048 

3303270022 

83/03/08 

90-380        P 

8309270090 

3303270049 

83/09/19 

90-271         fl 

8309270092 

8303270049 

83/09/19 

90-271         Q 

8309270093 

8303870043 

83/03/23 

90-272        Q 

8309270099 

B30337004S 

83/05/19 

90-271          d 

8309270063 

8303270037 

83/03/16 

90-387         K 

8303270066 

B303870037 

83/05/16 

90-327        K 

6309270071 

8305270O60 

83/03/26 

50-244         P 

83092700B6 

830B2700B3 

83/04/30 

90-393        3 

8309270093 

B309870070 

B3/OS/16 

CONTRACT 

8309270074 

B303270071 

83/04/16 

90-399         Q 

8309270079 

8309370072 

83/03/30 

30-302        P 

0309270100 

8303870077 

B3/04/28 

CONTRACT 

8309270101 

3309370078 

83/04/17 

50-387        Q 

8309270103 

0305270103 

B3/OS/O6 

CONTRACT 

8309270110 

8309270108 

83/05/1  B 

CONTRACT 

8309270116 

8309270113 

83/04/11 

70-1113 

8309270119 

83032701  14 

B3/03/1B 

30-243        P 

8309270181 

8309270112 

83/04/06 

50-302        9 

8309270  14  9 

B309270148 

B3/03/1B 

70-1131 

8309270149 

B309270144 

83/05/84 

OA999 

B309S701B1 

8309270146 

83/03/35 

30-367        Q 

8309270139 

8303270136 

B3/04/27 

70-1113 

8309270160 

8303270154 

83/03/27 

30-367        Q 

8309270167 

6303870161 

83/05/18 

70-143 

8309870177 

8309270176 

83/09/03 

30-3B7        Q 

8309870186 

8305870188 

83/03/24 

90-344        P 

8309270188 

B305870IB3 

83/05/84 

30-344         P 

8309270190 

B3052701S7 

83/03/83 

30-334        P 

8309270193 

B305870191 

83/03/83 

50-496         9 

8309870200 

B30327O197 

83/09/02 

30-937        a 

8309270206 

8303870808 

83/04/07 

90-237        Q 

8309270208 

B30B870304 

83/09/13 

90-1S4        d 

CROSS  REFERENCE  OF  ENCLOSURES 
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CATEGDFT 

t 

8303270211 

B309270BQ9 

83/09/84 

30-344 

P 

B309270212 

B303270209- 

B3/03/25 

50-302 

Q 

B3032702I9 

8303270213 

B3/03/OA 

3O-S90 

Q 

8309270226 

0305270194 

83/O9/10 

90-62 

a 

8303270227 

S3032702B3 

83/05/30 

5O-316 

s 

8303270230 

B303270223 

83/09/30 

30-316 

B 

B303270231 

830327022? 

83/O4/01 

30-SAl 

G 

B303270E33 

830327022B 

83/03/1? 

90-390 

a 

8309270236 

B30927023B 

83/09/03 

30-389 

a 

8308270244 

830927023B 

83/04/1  B 

50-338 

o 

8305270345 

8303270340 

83/04/13 

30-389 

a 

B30927024S 

B309270242 

83/09/03 

SO-BBO 

a 

8309270352 

8303270242 

83/03/O3 

3O-280 

a 

8303270233 

B309270B47 

B3/04/B9 

30-302 

a 

8309270234 

0303270174 

83/04/29 

70-12O1 

B303270236 

B305270H30 

83/04/29 

90-324 

Q 

8303270237 

B30SB70B42 

83/03/03 

30-B80 

a 

6309270238 

B303270B47 

83/04/29 

90-302 

Q 

8309270260 

B309270247 

83/04/29 

90-3OB 

a 

B303S.70B63 

8309B70B3O 

83/04/29 

3O-324 

o 

B3Q5270264 

6303270247 

B3/04/S9 

3O-303 

a 

B303270B69 

B303B70242 

83/09/03 

30-BBO 

a 

8309870266 

9303270230 

B3/04/S9 

30-324 

Q 

9303270269 

S30SB70247 

B3/04/29 

30-302 

0 

8309270270 

8303270261 

83/09/23 

50-341 

Q 

6305270278 

S303270B67 

03/03/13 

OA999 

9303870276 

6303270250 

83/04/29 

30-324 

a 

8309270277 

B309270B67 

B3/03/13 

QA99? 

8303270279 

B303S70E73 

83/03/Ob 

SO-  337 

a 

B305S70279 

8309370B59 

93/03/19 

90-269 

p 

8305270281 

B303370271 

63/09/16 

50-4  OO 

a 

8309370282 

8309870308 

93/09/24 

50-344 

f 

0303B702B3 

8303370373 

83/03/12 

90-416 

a 

B30387028.4 

830337027*) 

B3/09/23 

30-333 

a 

83092702B6 

0305370267 

03/09/13 

QA999 

8303270292 

830327027  1 

83/09/16 

90-400 

a 

8303270293 

B309S7Q2B9 

B3/03/S9 

90-389 

a 

B30S270B94 

B303S7023"? 

63/01/19 

50-269 

p 

8305270297 

B3032703B7 

B3/03/O6 

30-339 

Q 

B305S7029B 

8303370291 

83/03/13 

QA799 

830327O301 

B303270B7  1 

83/05/16 

3O-400 

0 

8305B70303 

B309270E9Q 

83/03/23 

5O-390 

a 

8303270304 

0303270289 

83/03/23 

3O-332 

a 

9303270303 

3303370296 

83/03/20 

50-273 

p 

B303270306 

8303270300 

83/03/30 

30-416 

0 

8309270307 

B303270291 

83/03/13 

0*999- 

0303270308 

8309S70271 

83/08/16 

30-400 

o 

8303270309 

83092702  39 

83/08/19 

H0-Bi9 

p 

8305270311 

8303270302 

B3/03/10 

QA99? 

9303270312 

8309270290 

83/03/20 

30-3  OB 

4 

6303270313 

83032703  LQ 

83/03/30 

50-339 

Q 

8309270318 

B3Q3270BSO 

83/03/20 

90-30S 

a 

8309270319 

8309270314 

83/04/14 

30-337 

a 

8309270322 

8303270313 

83/03/23 

30-327 

a 

830B270323 

8303270316 

B3/03/23 

30-62 

a 

8303270328 

8309870380 

83/09/10 

30-424 

Q 

9303270334 

8309370324 

83/03/29 

50-413 

Q 

8308270334 

6303270332 

83/04/27 

30-321 

a 

8303270337 

8303270330 

83/03/28 

90-424 

Q 

B30527033B 

B3032703B6 

B3/03VO6 

50-269 

a 

8309270339 

8309270329 

83/03/06 

30-335 

a 

B305B70342 

830SB70333 

B3/O5/10 

50-324 

o 

8309270343 

8303270332 

83/04/27 

30-321 

Q 

8303270340 

8309270341 

83/03/31 

90-40& 

0 

B309270351 

B309B70332 

B3/04/27 

90-321 

o 

8309270392 

8303270340 

S3/03/23 

30-333 

p 

9303270334 

8303270347 

B3/04/06 

30-3  02 

•Q 

8303270399 

B3Q9B7034S 

B3/03/O9 

50-239 

a 

8303270396 

8309270390 

83/03/11 

3O-321 

a 

9303270337 

8303270332 

03/01/27 

3O-321 

a 

8303270360 

8309270349 

B3/04/19 

30-3B9 

o 

83O327O363 

8303270345 

B3/OS/O9 

30-237 

a 

9303270364 

0303270340 

83/03/23 

30-333 

p 

8303270369 

8303S70349 

83/04/19 

50-389 

a 

8303270366 

8303S70327 

B3/04/04. 

30-369 

a 

B3Q3270367 

0303270339 

B3/04/26 

50-333 

Q 

830927036B 

B303B7C-345 

83/09/09 

30-359 

Q 

B3Q3B70370 

B309270338 

83/O3/30 

30-348 

Q 

8309270371 

8309270349 

B3/04/lfl 

50-389 

Q 

9303270379 

B30927O34O 

83/05/23 

30-333 

P 

ENCLOSURE 

PHINCIPAi. 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
€ATEODR 

¥ 

S3O327O379 

8305270349 

83/04/19 

50-3B9 

0 

B30927O3S  1 

830337O345 

B3/03/09 

3O-259 

Q 

B3032703BZ 

B30S270327 

B3/O4/04 

SO-369 

a 

830S270383 

8305370377 

83/04/14 

50-40O 

0 

B30927O384 

B303270376 

B3/05/06 

50-25O 

Q 

93052703  B6 

B305270372 

83/09/04 

SO-43B 

a 

8309270387 

B30327O374 

83/05/06 

50-269 

a 

B30  3270-3  B9 

B3052  70380 

B3/OS/04 

30-26  1 

Q 

8309270391 

8305270377 

63/04/14 

30-4OO 

a 

B309B7O396 

B30327037B 

B3/03/04 

3O-438 

Q 

fl30927O397 

B303B70377 

83/04/14 

50-400 

a 

B309B7039B 

6303270373 

B3/03/04 

90-438 

0 

8305270399 

8303370392 

83/0  9/2O 

50-333 

0 

B30927O40O 

B309-B703B8 

B3/OS/19 

30-416 

a 

8309B70401 

8305270390 

B3/04/26 

5O-S61 

a 

G30927O402 

B3X13B703BS 

83/O3/29 

50-369 

Q 

0309270*04 

830527O393 

B3/04/21 

90-113 

a 

B305270403 

B303270327 

83/04/04 

50-369 

Q 

830927040A 

B303270377 

83/04/14 

9O-10O 

Q 

B30927O407 

8309270-394 

B3/04/O7 

5O-33B 

a 

93052704  iO 

B303B703BB 

B3/O5/19 

30-416 

0 

93052704  1  1 

B309270403 

B3/04/05 

a  0-369 

0 

B303270415 

B  30527  0372 

83/09/04 

30-438 

a 

8305270416 

B305270394 

B3/04/07 

90-338 

0 

Q309B7O417 

B309B70409 

B3/03/29 

50-416 

0 

6303270419 

B3052703BB 

83/05/19 

50-416 

a 

830S2704BO 

8303270413 

B3/O5/09 

50-390 

Q 

5309270421 

8303270394 

B3/04/07 

50-33  B 

a 

Q3O927042S 

6305270418 

83/O4/1  1 

50-375 

0 

83O3270424 

8309270389 

63/05/19 

30-416 

Q 

B303270426 

B309270414 

B3/O5/09 

50-338 

Q 

8309270427 

B309270409 

•B3/03/2B 

30-416 

Q 

B30327042B 

830527O327 

B3/O4/O4 

50-369 

a 

B303270430 

8303270394 

B3/O4/07 

50-338 

Q 

8303970433 

B30337041S 

B3/04/U 

30-393 

0 

B303B70439 

830527O429 

B3/05/I1 

50-269 

a 

8305270437 

B30  52704  14 

83/O5/09 

50-339 

0 

8309870438 

B3032703B8 

83/09/19 

30-416 

Q 

8309870439 

S30927D423 

B3/O4/S9 

30-^280 

a 

B303270441 

B303270431 

03/O4/13 

90-399 

a 

8309370442 

B30927O394 

B3/04/O7 

50-33B 

a 

8303870443 

830327041  a 

B3/04/11 

50-399 

0 

B3D9270443 

B305270434 

£33/03/20 

50-309 

0 

B303270446 

S  303270436 

63/04/23 

30-399 

a 

8303870448 

8303270414 

S3/O5/O? 

30-333 

0 

8309270449 

&303K70431 

B3/04/13 

50-393 

Q 

B30937043I 

9303270440 

63/03/16 

30-331 

B 

8303270432 

8305B  70431 

S3/01/13 

30-395 

Q 

8309370433 

9305270447 

B3/04/04 

50-3  B9 

Q 

B309B704S9 

B30937O4  1  4 

B3/03/O9 

30-338 

Q 

830327O4SB 

B305270431 

B3/04/13 

50-395 

Q 

B309B70459 

8309270430 

B3/04/O6 

70-1191 

8303270460 

8309370440 

83/03/16 

50-331 

S 

830327O4&2 

B30  32704  12 

B3/04/1S 

50-399 

0 

B30327046A 

8305270436 

B3/03/2B 

30-302 

a 

8303270467 

6303370430 

93/04/06 

70-1151 

B30927O469 

B30  3370463 

83/04/22 

30-111 

Q 

B30327047O 

S3O9B704&3 

83/04/09 

30-416 

G 

S3032  70471 

B3O9270430 

B3/04/0& 

70-1191 

3309270474 

B305270461 

B3/O4/1  1 

50-S6I 

a 

3303-270478 

B3092704&4 

83/03/03 

30-393 

0 

83032704BO 

B30527O430 

B3/04/06 

70-1131 

B303270482 

83O927O472 

83/04/06 

30-937 

0 

B303B704B7 

B309270479 

83/04/07 

30-26  1 

a 

S3032704B8 

B3092  70481 

B3/03/1B 

TDPREP 

6303270489 

8309S70476 

83/03/24 

50-434 

a 

B309270490 

B30337O4B3 

B3/O4/O4 

30-BBO 

a 

B303270492 

B3O3B7O484 

83/05/04 

90-400 

a 

S303B70493 

3303270464 

B3/03/O6 

30-303 

a 

S  305270  4  94 

B303270479 

83/04  /07 

30-261 

a 

8305270+96 

3303270463 

B3/03/23 

30-310 

Q 

830927O3QO 

B305270479 

83/04/07 

30-261 

Q 

B303S7O301 

B303270476 

83/03/34 

30-454 

B 

6308270302 

830  32704  86 

83/05/06 

90-303 

0 

830327O303 

B3OS27O499 

83/04/13 

50-302 

Q 

B305B70SOi 

8303270479 

B3/  04/07 

50-261 

Q 

830527030B 

B303S7O491 

83/04/07 

50-366 

a 

8309370309 

B3O327O499 

B3/O4/13 

30-30B 

0 

630327  OS  Ji 

8303270499 

83/04/13 

50-303 

0 

B305S7091B 

830327O197 

83/04/OS 

30-B69 

0 

BOB 
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93O32S0917 

8309270912 

B3X03/IO 

50-399 

a 

9303270330 

6303270307 

63XO5/02 

50-397 

a 

H303B7O3B1 

830937031  1 

B3/O4/37 

9O-3&9 

0 

B303270582 

8303370312 

83X09/10 

SO-395 

a 

9309270323 

S303370491 

83/04/07 

30-366 

a 

8309270929 

9305a704<?7 

83/04/13 

30-302 

Q 

B3O9270326 

8303270314 

83/03/30 

50-259 

a 

8305370927 

8309270913 

B3/O4  /23 

50-38O 

a 

83032703BB 

6309370310 

B3/O4/32 

30-299 

0 

B30327O327 

8303370307 

83/O3/O2 

30-3B7 

Q 

B309270332 

0309270313 

83/D3/1O 

50-395 

a 

8309270334 

93033703  1  7 

83/03/27 

50-338 

a 

8309B70939 

8303270907 

83/05/03 

50-387 

a 

8303270336 

8305370471 

83/0  4  /O7 

50-366 

Q 

8309270337 

830337O324 

83/04/11 

90-438 

0 

8303270941 

83052709  13 

83/0  4.  /B2 

3-0-2BO 

Q 

9303270342 

B3Q3S7O3O7 

B3/O3/OS 

90-3B9 

a 

B3Q3270344 

8309370330 

63/04/01 

30-338 

a 

9305270930 

B309270491 

83/O4/07 

50-366 

Q 

B3032  70531 

8303370346 

83/O4/03 

30-40O 

O 

9305270556 

83Q327O549 

83/O4/SO 

7O-27 

930327096E 

830537O34O 

B3/04/13 

30-390 

Q 

83O9270967 

830527O&97 

BG/O3/O2 

30-370 

a 

B3O337097B 

8305270997 

B3/O4/14 

50-335 

0 

9303270974 

9305270363 

83/O3/E7 

50-280 

a 

8309370976 

83032703M 

S3/O4/06 

50-335 

Q 

9303270578 

830527O571 

B3/03/19 

SO-244 

0 

9303S7Q377 

8305270337 

B3/O4/14 

30-333 

0 

93092703S4 

8305270339 

83/O4/14 

*0-335 

0 

9303270537 

830S27O36B 

B3/O4/OS 

90-391 

a 

B3092709SB 

830S27D380 

B3/O5/D6 

50-324 

a 

9303270592 

8303270982 

B3/O5/03 

50-433 

0 

9309270993 

8305270993 

B3/04/25 

50-416 

0 

9308270994 

9303270397 

B3/O4/14 

50-33  S 

Q 

B3092  70376 

930927O383 

B3/O4/BS 

50-416. 

0 

B303270997 

83052709B9 

B3/O4/29 

SO-43B 

Q 

930327  0397 

B3032703BO 

B3/O9/Ofc 

30-3  S  4 

0 

B309370601 

B303B703B2 

83/05/05 

30-438 

a 

9303270602 

B309270590 

83/04/13 

SO-4  1  3 

a 

9303270607 

B30327O383 

B3/O3/O5 

30-438 

a 

8309270603 

830S2703B9 

B3/Ofl/27 

50-43B 

Q 

9303270610 

B3092709BO 

B3/03/O6 

30-324 

Q 

9309270613 

8303370600 

83/O5/29 

70-143 

93O327061  4 

8303270603 

B3/O9/12 

30-346 

a 

9305270413 

B  30327  06O9 

B3/03/1O 

30-400 

0 

9303270616 

8305B703B7 

B3/04/H? 

90-438 

a 

3308270617 

820927QSBO 

83/03/O6 

90-324 

Q 

9309270618 

83092703BS 

83/03/O3 

90-439 

Q 

9303270619 

B3093705B7 

83/04/27 

30-438 

a 

8303270620 

8303370609 

83/05/10 

30-400 

a 

B303270631 

8309270590 

83/O5/Q& 

30-324 

a 

9303270626 

8309370607 

B3/O5/1O 

50-40O 

0 

8303270628 

B308270380 

63/O9/06 

50-334 

Q 

9305270629 

B303270SS9 

63/04/29 

90-439 

Q 

930527063  1 

83032  706O? 

83/03  /1O 

90-400 

Q 

9309270632 

830SB706B3 

B3/03/O3 

30-400 

a 

8305270635 

830S27Q3BO 

83/03/06 

30-324 

a 

830927063? 

8309370383 

83/O4/39 

SO-41A 

a 

9303270649 

&30S37063B 

83/09/17 

30-4tO 

0 

8303270648 

B303370640 

63/04/23 

70-143 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEOORY 

B30927Q6S2 

8309370642 

93/04/07 

90-297 

Q 

8303270698 

8309270642 

83/04/07 

90-299 

a 

9303270637 

8303270651 

83/04/11 

50-390 

a 

8305270460 

8309270633 

B3/O4/13 

30-899 

a 

8309270661 

6309270643 

83/04/07 

90-839 

a 

6305270*62 

8309370686 

B3/O3/24 

30-413 

a 

8309270664 

8309270633 

B3/O4/13 

90-837 

a 

8309270669 

3309270693 

83/04/13 

90-859 

a 

8305270646 

8305270612 

63/04/07 

90-239 

a 

8309S7066B 

8309270693 

83/04/13 

30-837 

a 

8303310003 

83052301  13 

83/05/17 

90-337 

A 

&3093  10004 

8309310001 

83/05/19 

90-330 

3 

8309310007 

8309310001 

83/05/19 

90-330 

S 

8309310010 

8309310001 

83/09/17 

30-320 

s 

B30331Q014 

B3093100O1 

93/03/19 

90-320 

S 

8303310019 

B3033100O1 

83/09/17 

90-330 

S 

830331  002B 

6309310016 

63/04/38 

70-  t  201 

S3033  10024 

8309310001 

B3/05/19 

90-32O 

B 

8309310030 

83093  10001 

B3/O5/19 

30-320 

B 

6309310036 

6309310001 

B3/O5/17 

30-330 

B 

8309310041 

8309310001 

83/09/19 

30-330 

S 

8309310047 

8309310001 

03/09/19 

90-330 

S 

6309310096 

8309310001 

83/03/19 

30-320 

S 

6309310097 

6309310093 

B3/03/23 

80-327 

p 

8303310061 

8309310001 

83/03/19 

30-320 

B 

6309310066 

B3093100D1 

83/08/17 

90-320 

8 

6309310070 

B30931O099 

83/03/33 

30-247 

U 

8303310072 

6309310001 

63/03/17 

50-3BO 

B 

83093  1007S 

8309310001 

B3/03/17 

30-320 

B 

6309310060 

8309310001 

B3/03/17 

30-32O 

5 
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APPENDIX  A 
DEFINITIONS  OF  DOCKET  50  CATEGORIES 

A.  APPLICATION/CONSTRUCTION  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  category  follows  the  application  from  submission  to  the  day  preceding  the  issuance  of  an  oper- 
ating license.    It  includes  all  correspondence  and  documents  with  substantive  technical  content  that 
do  not  fall  into  other  specific  categories.    Included  are: 

1.  Application  for  construction  permit. 

2.  General  Information  submitted  with  construction  permit  application. 

3.  Amendments  and  changes  to  items  1  and" 2. 

4.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

5.  Correspondence  and  documents  relating  to  unresolved  design  and  construction  issues. 

6.  Meeting  announcements  and  summaries  of  meeting  discussions  on  issues  of  item  5. 
1 .  Correspondence  regarding  the  Preliminary  Safety  Analysis  Report  (PSAR). 

8.  Information  on  laws  and  changes  in  regulations  or  policy  that  affect  the  status  of  the  appli- 
cation (NEPA,  Water  Quality  Improvement  Act,  Water  Pollution  Control  Act,  etc.). 

9.  Construction  Permit,  amendments,  and  correspondence  relating  to  the  construction  permit. 

10.  Scheduling  of  license  application  submission  or  review. 

11.  Environmental  review  information. 

12.  Application  for  operating  license. 

13.  General  Information  submitted  with  operating  license  application. 

14.  Amendments  and  changes  to  items  12  and  13. 

15.  Correspondence  regarding  the  Final  Safety  Analysis  Report  (FSAR). 

16.  Correspondence  and  documentation  on  generic  technical  matters  highlighted  by  an  event  at 
another  facility  which  may  affect  the  subject  facility;  not  covered  by  an  IE  Bulletin. 

17.  Reports  of  site  visits. 

18.  Backup  technical  documents  (e.g.,  topical  reports)  submitted  in  support  of  the  application. 

B.  UTILITY  PRELIMINARY  SAFETY  ANALYSIS  REPORT  (PSAR)  AND  AMENDMENTS 

This  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  is  filed  in 
Category  A. 

1.  Preliminary  Safety  Analysis  Report  (PSAR)  submitted  by  utility  (formerly  called  Hazards 
Summary  Report  or  Safety  Analysis  Report). 

2.  Amendments  and  changes  to  the  PSAR. 
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3.  Transmittal  and  acknowledge ment  letters. 

4.  Certificates  of  service  to  the  PSAR. 

C.       UTILITY  ENVIRONMENTAL  REPORT  (ER),  AMENDMENTS   AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  environmental  documents  and 
correspondence  are  filed  in  Categories  A,  D,  M,  P  or  R. 

1.  Environmental  Report  (ER)  submitted  by  the  utility 

2.  Amendments  and  supplements  to  the  ER. 

3.  Transmittal  and  acknowledgement  letters. 

4.  Information  on  scheduling  of  submittal  or  review  of  ER. 

5.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

6.  Federal  register  notices  citing  the  availability  of  items  1  and  1\ 
1 .  Correspondence  relating  to  the  review  of  ER. 

8,       Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
ER. 


D.      NRC  DRAFT  AND  FINAL  ENVIRONMENTAL  (IMPACT)  STATEMENTS  (DES  AND  FES), 
SUPPLEMENTS  AND  CORRESPONDENCE 

This  category  is  strictly  limited  to  the  items  listed  below.    Other  environmental  documents  and 
correspondence  are  in  categories  A,  C,  M,  P  or  R. 

1.  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES)  prepared  by  the  NRC. 

2.  Supplements  to  the  DES  and  FES. 

3.  Correspondence  relating  to  the  DES  and  FES. 

4.  Comments  from  other  federal,  state  and  local  government  agencies. 

5.  Transmittal  and  acknowledgement  letters. 

6.  Documents  related  to  NRC  review  of  environmental  issues  or  of  ER  obtained  for  purposes  of 
writing  the  environmental  statements. 

7.  Backup  technical  documents  submitted  in  connection  with  above. 

8.  Federal  register  notice  citing  availability  of  items  1  and  2. 

9.  Site  visits  to  obtain  information  for  DES  or  FES. 

10.     Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
DES  or  FES. 


E.      NRC  SAFETY  EVALUATION  REPORT  (SER),  SUPPLEMENTS  AND  CORRESPONDENCE 

This  category  Js  strictly  limited  to  the  items  listed  below.    Other  documents  dealing  with  safety 
related  issues  are  filed  in  categories  A,  P  or  W,  depending  on  the  phase  of  the  licensing  process. 
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1.  Safety  Evaluation  Report  (SER)  prepared  by  the  NRC  (formerly  called  NRC-AEC  Hazard 
Analysis  Report). 

2.  Supplements  to  SER. 

3.  Correspondence  relating  to  SER. 

4.  Federal  register  notices  citing  availability  of  items  1  and  2. 
5        Information  on  scheduling  of  SER  subnuttals  and  review. 

6.  Requests  for  additional  information  for  use  in  preparing  SER;  responses  to  such  requests. 

7.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
SER. 

8.  Transmittal  and  acknowledgement  letters. 


F.       SECURITY,  MEDICAL,  EMERGENCY  AND  FIRE  PROTECTION  PLANS 

All  plans  in  this  category  are  individual  submissions.    Information  submitted  as  part  of  the  PSAR 
or  FSAR  is  excluded. 

1,  Ftre  Hazard  Protection  Plan  and  surveys. 

2  Plant  evacuation  correspondence. 

3.  Safeguards  Contingency  Plans. 

4.  Review  of  Health  Physics  Program. 

5.  Correspondence  relating  to  aforementioned  plans. 

6.  Supplements,  changes  and  revisions  to  plans. 


G,       LEGAL  AND  ADJUDICATORY  CORRESPONDENCE 

This  category  contains  all  non -antitrust  legal  and  adjudicatory  documentation,  except  for  transcripts, 
briefings  and  testimony,  which  are  filed  in  category  T. 

1.  Atomic  Safety  and  Licensing  Board  (ASLB)  and  Atomic  Safety  and  Licensing  Appeal  Board 
(ASLAB)  hearing  related  documents. 

2.  Federal  register  notices  regarding  hearings. 

3.  Requests  to  make  appearances  at  hearings. 

4.  Motions,  briefs,  arguments,  statements  and  related  correspondence  filed  by  participants  for 
hearings. 

5.  Transmittal  of  supporting  documents  (e.g.,  SER,  FES)  to  the  boards. 

6.  Correspondence  to  and  from  intervenors. 

7.  Board  orders  ajid  decisions. 

8.  Petitions  for  Commission  action. 

9.  Legal  filings  and  Commission  orders  and  decisions  resulting  from  item  8, 
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H.  GENERAL  CORRESPONDENCE 

This  category  includes  documents  with  little  or  no  bearing  on  the  status  of  the  application  or  license 
Items  that  have  no  substantive  technical  content  or  meaning  for  the  status  of  the  license  or  applica- 
tion are  included. 

1.  Change  of  address  notifications. 

2.  Changes  in  structure  of  organization. 

3.  Changes  in  service  lists. 

4.  NRC  requests  to  applicant  for  additional  copies  of  documents. 

5.  Correspondence  from  the  public  requesting  information  about  the  facility  and  NRC  responses. 

6.  Correspondence  on  strictly  administrative  matters. 

7.  Letters  of  support,  concern  or  apposition   to  the  facility. 

8.  Correspondence  regarding  the  Local  Public  Document  Rooms  (LPDRs). 

9.  Professional  qualification  statements  not  pertaining  to  the  hearing  process. 


I.       FINANCIAL  INFORMATION 

This  category  contains  all  financial  information  except  that  submitted  as  part  of  the  application  or 
its  amendments  or  relating  to  the  imposition  of  civil  penalties. 

1,  Company  annual  reports. 

2.  Separately  submitted  financial  information  and  related  correspondence. 


J.  INSURANCE  AND  INDEMNITY  INFORMATION 

1.  Indemnity  agreements  and  amendments. 

2<  Endorsements  insurance  policies. 

3,  Other  correspondence  regarding  indemnity  and  insurance  matters. 

K.  UTILITY  FINAL  SAFETY  ANALYSIS  REPORT  (FSAR)  AND  AMENDMENTS 

Tliis  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  falls  in  category 
A  or  P. 

1.  Final  Safety  Analysis  Report  (FSAR)  (formerly  called  Final  Hazards  Summary  Report). 

2.  Amendments  and  changes  to  the  FSAR. 

3.  Federal  register  notices  citing  availability  of  items  1  and  2. 

4.  Transmittal  and  acknowledgement  letters, 

5.  Certificates  of  service  to  the  FSAR. 
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This  category  is  limited  to  documents  pertaining  to  Limited  Work  Authorizations  (LWA)  whereby 
applicants  can  carry  out  limited  site  preparation  and  construction  prior  to  the  granting  of  a  con- 
struction permit. 

1 .  Limited  Work  Authorizations  (LWA)  and  amendments. 

2.  Correspondence  pertaining  to  work  performed  under  LWA  s. 


M.      ANTITRUST  REVIEW  AND  ANTITRUST  CORRESPONDENCE 

1.  Document  submitted  as  part  of  the  applications  for  a  construction  permit  and  operating  license 
entitled  "Information  Requested  by  the  Attorney  General  for  Antitrust  Review". 

2.  Correspondence  where  the  primary  topic  of  discussion  is  antitrust  matters. 

3.  All  antitrust  proceeding  related  documents  except  for  hearing  transcripts,  testimony  and  brief- 
ings, which  are  filed  in  category  N. 


N.      ANTITRUST  HEARING  TRANSCRIPTS,  TESTIMONY  AND  BRIEFINGS 

This  category  contains  word-for-word  transcripts  of  hearings,  testimony  and  briefings  in  antitrust 
matters.    Related  correspondence  falls  in  category  M. 


0.  ADVISORY  COMMITTEE  ON  REACTOR  SAFEGUARDS  (ACRS)  REPORTS  AND 
CORRESPONDENCE 

1.  Correspondence  and  letter  reports  relating  to  Advisory  Committee  on  Reactor  Safeguards 
(ACRS)  reviews, 

2.  Correspondence  from  ACRS. 

3.  Announcement  of  ACRS  meetings. 

4.  Transmittal  and  acknowledgement  letters. 

5.  ACRS  reports. 

6.  Statements  and  written  testimony  by  ACRS  members  or  presented  by  Individuals  at  ACRS 
proceedings. 

7.  Minutes  at  ACRS  Subcommittee  Meetings. 


P        OPERATING  LICENSE  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Application/Construction  Stage  (category  A)  file  for  general 
technical  items  dated  from  the  issuance  of  the  operating  license  to  the  application  for  termination 
of  the  license. 

1.  Operating  license,  amendments,  proposed  amendments,  changes  and  related  correspondence, 

2.  Technical  specifications  and  changes. 
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This  category  contains  correspondence  on  substantive  mailers.    Routine  responses  to  constituent 
inquiries  are  filed  in  category  H 

1         Statements  and  testimony  before  Congress  or  before  bodies/committees  appointed  by  the 
Executive  or  Legislative  Branches 

2.        Preparatory  and  backup  documents  for  item  I. 

3        Correspondence  to  and  from  NRC  Office  of  Congressional  Affairs.  Congress  and  the  Executive 
Branch  on  other  than  constituent  response  matters 


V.  LICENSING  OPERATORS  AND  RELATED  CORRESPONDENCE 

1.  Operator  licenses  or  administrative  information  bearing  on  licensing  of  operators, 

2.  NRC  examination  results. 

3.  Power  plant  examination  summary  sheet 

W.      DECOMMISSIONING  STAGE  DOCUMENTS  AND  CORRESPONDENCE 

This  file  assumes  the  position  of  the  Operating  License  Stage  (category  P)  file  for  general  technical 
items  from  the  application  for  termination  of  the  operating  license  onward 

1.  Application  for  authority  to  voluntarily  surrender  license. 

2.  Application  to  dismantle  the  facility  and  dispose  of  component  parts. 

3        Technical  documents  submitted  in  support  of  items  1  and  2,  such  as:     Decommissioning  Plan, 
Dismantling  Plan,  Environmental  Report  on  Dismantling,  Safety  Analysis  Report  on  Decom- 
missioning. 

4.  Documents  relating  to  disposal  of  radioactive  material  and  decontamination  of  the  site. 

5.  Other  correspondence  relating  to  above  items. 

6.  All  documentation  relating  to  the  ongoing  operation  of  the  plan,  formerly  filed  in  category  P. 

X.       ONS1TE  LOW-LEVEL  WASTES  STORAGE 

This  category  contains  items  related  to  the  onsite  storage  of  low-level  radioactive  wastes  generated  onsite. 

Y.      INDEPENDENT  SPENT  FUEL  STORAGE  INSTALLATIONS  (ISFSI) 

This  category  contains  documents  with  an  NMSS  license  and/or  a  Docket-72  number.  For  installations  on  a 
reactor  site,  the  associated  Docket-50  number  will  also  be  Identified. 

1 .  License  applications,  licenses,  amendments  and  proposed  amendments  to  possess  power  reactor  spent 
fuel  and  other  radioactive  materials  associated  with  spent  storage  in  an  independent  spent  fuel 
storage  Installation.  (Such  spent  fuel  storage  installations  may  be  on  a  reactor  site  or  at  a  separate 
site.) 

2.  All  related  correspondence  and  reports  to  the  above, 
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APPENDIX  B 
DEFINITIONS  OF  NONDOCKETED  CATEGORIES 

IOCFR  -  Commission  Meeting  Records 

This  category  contains  documentation  pertaining  to  open  and  closed  Commission  meetings,    h 
includes1 

1.  Sunshine  Act  Fecleial  Register  notices. 

2.  Full,  written  explanation  ol  closed  meetings. 

3.  Certification  of  General  Counsel  on  closed  meetings. 

4  Commission  Determination  Statements  regarding  the  public  disclosure  of  transcripts  of 
Commission  meetings. 

5  Verbatim  unofficial  and  official  transcripts  or  portions  of  transcripts  of  open  and  closed 
Commission  meetings  made  publicly  available  in  accordance  with  provisions  of  IOCFR  Part  9, 
the  Sunshine  Act,  and  Commission  policies. 

6.  Hnclosures  to  released  transcnpts,  including  applicable  viewgraphs,  staff  papers,  and  staff 
correspondence. 

7.  Staff  requirements  memoranda  for  open  meetings;  memoranda  to  record;  record  of  votes  of 
Commissioners  on  items  under  consideration  at  meetings, 

ACRS  -  Advisory  Committee  on  Reactor  Safeguards 

This  category  contains  documentation  pertaining  to  the  responsibilities  of  the  Advisory  Committee 
on  Reactor  Safeguards.     ACRS  serves  as  an  independent  advisory  committee  to  the  Commission  in 
safety-related  areas.    The  committee  provides  advice  with  respect  to  the  hazards  of  new  or  exist- 
ing nuclear  facilities  and  the  adequacy  of  related  safety  standards.    The  documents  in  this  category 
are: 

1.       Verbatim  transcripts  of  ACRS  subcommittee  and  full  committee  meetings  relating  to  facility 
license  applications  and  safety-related  matters. 

1.       ACRS  meeting  announcements;  description  of  meeting  agendas. 

3.  ACRS-generated  reports,  memoranda  and  correspondence  that  are  publicly  available. 

4.  ACRS  consultant  reports,  comments  and  related  coirespondence. 

5.  ACRS  and  NRC  technical  correspondence  pertaining  to  safety  matters  under  review  by  the 
Advisory  Committee  on  Reactor  Safeguards. 

ADVCM  -  NRC  Advisory  Committees 

This  category  contains  documentation  pertaining  to  the  responsibilities  of  all  NRC  advisory  committees, 
other  than  the  Advisory  Committee  on  Reactor  Safeguards.  The  documents  in  this  category  are: 

1.    Charters  of  each  advisory  committee. 

1.    Verbatim  transcripts  of  committee  meetings. 
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3.  Meeting  announcements ,  description  of  meeting  agendas. 

4.  Committee  generated  reports,  memoranda,  and  correspondence  that  are  publicly  available. 

5.  Committee  related  correspondence, 

COMMISSION  -  NRC  Commissioners 

This  cJiegory  Contains  documentation  pertaining  to  the  daily  conduct  of  Commission  business  in 
the  01 1  ice  ol  tlie  Commissioneis,  including 

I         Incoming  uncl  outgoing  eonespondence  to  and  fiotn  the  Commissioners  relating  to  official 
NRC  business,  including  reports  and  othei  enclosures. 

2.  Tiavel  vouchers,  telephone  logs  and  official  appointment  calendars  of  individual  Commissioners 

3.  Weekly  Information  Reports  (SECY  series  number)  prepared  by  the  Executive  Director  for 
Operations  (EDO)  for  the  Commissioners,  providing  a  summary  of  key  events  and  items  of 
interest  undertaken  by  individual  staff  and  program  offices. 

NOTE'    For  transcripts  ol  Commission  meetings,  see  IOCFR  category.    For  all  other  staff  papers 
with  a  SECY  series  designation  prepared  lor  Commission  review,  see  SECY  category. 

CONTRACT  -  NRC  Contracts  and  Modifications 

Tins  category  contains  documentation  pertaining  to  AEC  and  NRC  contracts  and  Interagency 

Agreements,  including 

1.  Notifications  of  issuance  ot  request  for  proposal  (RFP)  and  invitations  for  bid  (IFB). 

2.  Solicitations  (RFP  or  IFB)  issued  by  the  NRC. 

3.  Notifications  of  contract  execution,  specifying  contract  number,  project  title,  contractor 
name,  coniiacf  type,  funding,  and  period  of  perfoimance. 

4.  Contractual  documents  and  contract  modifications,  if  any. 

DISCLOSURE  -  Financial  Disclosure  Information 

This  category  contains  financial  disclosure  information  in  accordance  with  the  Ethics  in  Government 
Act  of  1 978. 

FOIA  -  Freedom  of  Information  Act  Requests  and  Releases 

This  category  contains  requests  for  agency  records  and  recoids  released  in  accordance  with  the 
provisions  of  the  Freedom  of  Information  Act  (FOIA),    Documents  in  this  category  include: 

1,  Requests  made  by  any  member  of  the  public  (assigned  an  identifying  number  YY-NNN 
for  last  Iwo  digits  of  the  year -numerical  sequence)  for  NRC  records  made  in  accordance 
with  the  provisions  of  the  Freedom  of  Information  Act. 

2,  Correspondence  between  the  NRC  and  the  requester  relevant  to  the  processing,  appeal, 
denial  or  granting  of  an  FOIA  request. 

3,  Recoids  or  poi lions  of  records  released  in  response  to  specific  requests  made  under  FOIA. 
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GEN  TECH  IS  -  Generic  Technical  Issues 

This  category  contains  records  pei  laming  to  unresolved  safely  issues  of  a  generic  nature  that  are 
being  analy/ed  by  the  Division  of  Nuclear  Reactor  Regulation. 

1  Draft  reports,  of  action  plans  to  accomplish  generic  tasks  in  (lie  regulatory  program. 

2  Correspondence  with  industry  and  internal  correspondence  regarding  the  methodologies, 
analyses,  and  progiammalic  and  technical  aspects  ol  issues 

3.  Meeting  notifications  and  minutes. 

4.  Interim  findings  and  status  reports  on  generic  tasks  addressing  related  aspects  of  generic 
technical  issues. 


I&E  -  Inspection  and  Enforcement 

This,  category  contains  bulletins,  cuculars  and  mloimation  notices  thai  are  issued  by  the  Office  ol 
Inspection  and  Enforcement.    These  issuances  describe  particular  events  that  occur  at  a  facility 
that  may  require  some  iollow-up  action  on  the  part  of  licensees.    Also  included  in  tins  caiegory 
are  preliminary  notifications  of  events  (PNOs). 

1.  I&E  Circulars,  which  describe  an  event  at  a  licensed  facility  and  are  informational  in  nature. 

2.  l&E  Information  Notices,  which  are  similar  to  circulars  but  are  preliminary  in  nature  and 
issued  shortly  aftei  an  event  has  occurred. 

3.  !&!£  Bulletins,  which  describe  an  event  at  a  licensed  facility  and  request  all  recipients  to 
perform  certain  actions  us  a  lesult  ol  this  event. 

4.  Pielimmaiy  Notifications  ol  Bvcnls  (PNOs),  which  provide  updated  information  of  an  event 
of  safety  or  public  inleiesi  significance. 

NOTE.    For  letters  lorwarding  the  above  issuances,  utility  responses  to  such  issuances,  and 
related  correspondence,  see  Category  Q  of  individual  docket  categories. 

M1SC  -  Public  Document  Room  Miscellaneous 

Tins  category  contains  documents  thai  do  not  fall  into  the  scope  of  the  other  nondocketed 
categories, 

NUREG  -  NUREG  Reports  and  Related  Correspondence 

These  documents  are  foimal  reports  issued  by  the  U.S.  Nuclear  Regulatory  Commission  which 
carry  the  NUREG  series  code  and  correspondence  pertaining  to  (hose  reports.    NUREG  reports 
are  accounts  of  woik  performed  either  by  the  NRC  staff  or  by  NRC  contractors. 

1.  These  reports  are  normally  final  work  products  and  are  characterised  by  the  following  criteria: 

a.  They  arc  predecisional  documents  which  present  information  to  be  considered  in 
Commission  licensing  and  policy  decisions. 

b.  They  present  the  results  of  Commission  licensing  and  policy  decisions. 

c.  They  present  the  results  of  technical  icsearcli  conducted  for  the  Commission. 

2.  Correspondence  from  industry,  government  and  interested  members  of  the  public  commenting 
on  reports  or  requesting  clarificalion  or  interpretation. 

3.  Internal  NRC  memoranda  summarising  meetings  or  discussions  pertaining  to  the  content  of 
the  reports. 
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ORG  -  Correspondence  with  Other  Organizations 

This  category  contains  correspondence  with  professional  organizations  and  associations;  records 
other  than  Regulatory  Guides  that  pertain  to  the  activities  of  NRC's  Office  of  Standards  Develop- 
ment, and  emergency  petitions  not  assigned  Petition  for  Rulemakmg  (PRM)  numbers  that  request 
the  Commission  to  take  immediate  action  on  some  issue.    Included  are. 

1  Meeting  summaries  and  technical  correspondence  between  NRC  and  professional  associations 
and  international  bodies,  such  as  the  Atomic  Industrial  Forum  and  the  International  Atomic 
Energy  Agency. 

2.  Correspondence  between  NRC's  Office  of  Standards  Development  and  other  government 
agencies  in  which  both  parties  have  joint  regulatory  responsibility;  e.g.,  EPA  has  authority 
to  control  all  radioactive  pollutants  emitted  into  the  air. 

3.  Internal  memoranda,  correspondence  between  NRC  and  Congress,  and  other  technical  cor- 
respondence dealing  with  the  role  and  activities  of  the  Office  of  Standards  Development. 

4.  Statements,  motions,  orders  and  correspondence  dealing  with  emergency  petitions  filed  by 
parties  on  such  topics  as  fire  protection  and  re-analysis  of  the  capacity  of  operating  U.S. 
plants  to  withstand  earthquakes. 

NOTE.    For  Regulatory  Guides  and  comments  to  Regulatory  Guides  issued  by  the  NRC  Office 
of  Standards  Development,  see  the  REGGD  category. 

For  petitions  for  rule  makings  filed  by  the  public  to  amend,  rescind  or  change  an  NRC 
regulation,  see  the  PRM  category. 


PR  -  Proposed  Rule 

This  category  contains  records  dealing  with  NRC  staff  proposals  to  adopt,  amend  or  repeal  a 
Commission  regulation.    Proposed  Rules  (PRs)  are  normally  the  result  of  a  Commission  deter- 
mination that  sufficient  grounds  exist  for  it  to  proceed  with  a  petition  for  change  in  an  NRC 
regulation  (PRM)  filed  by  an  outside  party  or  person.    The  documents  in  this  category  are: 

1.  Federal  Register  notices  stating  the  terms  or  substance  of  the  proposed  rule  or  a  specification 
of  the  subject  and  issues  involved. 

2.  Text  of  the  Proposed  Rule  (PR). 

3.  Comments,  statements,  information,  opinions  or  arguments  on  the  proposed  change  to  a  part 
of  the  Code  of  Federal  Regulations,  Title  10. 

4.  Requests  from  the  nuclear  industry,  organizations  and  other  parties  for  written  interpretations 
of  the  PR. 


PRM  -  Petition  for  Rulemaking 

This  category  contains  records  dealing  with  petitions  filed  with  the  Commission  by  an  outside 
party  to  issue,  amend  or  rescind  an  NRC  regulation.    Included  are: 

1.  Petitions  filed  by  any  interested  person  or  party  to  issue,  amend  or  rescind  an  NRC 
regulation, 

2.  Federal  Register  cause  notices  of  the  filing  of  the  petition. 
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3.  Correspondence  between  NRC  and  the  petitioner   regarding  the  status  and  substance  of  the 
petition, 

4.  Comments  from  the  nuclear  industry,  professional  associations,  public  interest  groups  and 
others  in  favor  of  or  in  opposition  to  the  PRM. 

NOTE-    For  staff  recommendations  to  the  Commissioners   on  whether  the  PRM  should  be  denied 
or  issued  as  a  Proposed  Rule,  see  the  SECY  category. 

For  Commission  review  of  stalf  recommendations*  sec  the  10CFR  category. 

PROJ  -  Projects-Predocket  Licensing 

This  category  contains  records  pertaining  to  two  classes    of  projects:    (1)  commercial  nuclear  power 
plants  for  which  NRC  has  full  licensing  responsibilities;  and  (2)  government-owned  reactors  for  whicl 
NRC  provides  technical  expertise  and  occasional  review.      Both  classes  arc  identified  with  a  "P1V 
prefix,  followed  by  a  series  of  numbers. 

1.        "Pre-docketed"  commercial  nuclear  power  plants 

This  category  contains  all  documentation  up  until  the    time  thai  the  NRC  considers  the  appli- 
cation and  the  Preliminary  Safety  Analysis  Report  (PSAR)  is  submitted  by  the  utility  for  staff 
review.    The  unit  is  then  assigned  a  docket  number,  and    transferred  to  the  Docket  50  category, 

These  documents  are  grouped  together  m  categories,   designated  by  alphabetic  characters,    Thei,e  are 
the  same  categories  as  those  used  for  the  Docket  50   series. 

A.  Application/Construction  Stage 

1.  Application  submitted  by  the  utility. 

2.  Meeting  notices,  summaries  and  correspondence  discussing  the  completeness  and 
adequacy  of  the  PSAR. 

3.  Applicant's  Quality  Assurance  Manual. 

4.  Early  site  review  information. 

5.  Backup  technical  documents  submitted    in  support  of  the  application. 

6.  Early  site  visits. 

B.  Utility  PSAR  and  Amendments 

1.  PSARs  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR, 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt  of  the    PSAR. 

G.      Adjudicatory  Correspondence 

1.      Motions,  briefs,  orders,    et  al  pertaining  to  pre-hearing  conferences,  if  any. 
M.          Antitrust  Correspondence 

1.      Submittals  and  related  material  pertaining  to  the  antitrust  review. 
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V- 

1  Inspection  reports  of  the  applicant's  quality  assurance  program. 

2.  Notices  of  deviations. 

3.  Follow-up  correspondence  resolving  deviations  cited. 

2        Government-owned  reactors 

Meeting  summaries  and  technical  correspondence  between  NRC  and  other  government  technical  per- 
sonnel related  to  lest  reactors,  critical  experiments,  and  DOD  reactors  on  navy  ships' and  other 
sites. 


PT21  -  Noncompliance  Reports  and  Related  Correspondence 

Deficiency  reports  are  performed  in  compliance  with  Part  21  of  Title  10  of  the  Code  of  Federal 
Regulations  and  include: 

1.       Reports  by  firms  involved  in  the  nuclear  industry  concerning  noncompliance  with  NRC  regu- 
lations or  the  existence  of  defects  which  could  create  a  substantial  safety  hazard. 

1.       Correspondence  pertaining  to  the  NRC  review  of  reports  to  assess  the  possibility  of  generic 
defects. 

3.  NRC  inspection  reports  of  defects  cited. 

4.  Correspondence  specifying  appropriate  folJow-up  actions  taken  by  the  Agency. 


QA999  -  Quality  Assurance  Inspections 

This  category  contains  inspection  reports  of  vendors'  quality  assurance  programs  and  follow-up 
correspondence.    Each  vendor  facility  is  assigned  a  docket  number  and  is  part  of  the  QA999  series. 

Vendors  are  defined  here  as  companies,  both  U.S.  and  foreign,  that  are  engaged  in  the  design  or  the 
manufacture  of  nuclear  components  for  plants  licensed  by  NRC.    QA  comprises  all  those  planned 
and  systematic  actions  necessary  to  provide  adequate  confidence  that  a  structure,  system  or  com- 
ponent being  manufactured  wiJl  perform  satisfactorily  once  it  is  put  in  service.    The  controlling 
criteria  are  10  CFR  Part  50,  Appendix  B,  vendor  QA  topical  reports,  and  th^  PSAR  and  FSAR 
submitted  by  utilities  for  specific  facilities.    Documents  m  this  category  include: 

1.  NRC  inspection  reports,  conducted  on  a  quarterly  or  semi-annual  basis,  of  vendor  sites.    Inspec- 
tions may  cover  the  design,  fabrication,  construction  and  testing  of  structural  systems  and 
components. 

2.  Notices  of  deviations. 

3.  Vendor  corrective  actions  and  other  follow-up  correspondence  associated  with  the  resolution 
of  inspection  findings. 


REGGD  -  Regulatory  Guides 

This  category  contains  new  and  revised  regulatory  guides  issued  by  the  Commission  and  related  cor- 
respondence.   These  guides  describe  for  the  industry  and  the  public  methods  acceptable  to  the  NRC 
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staff  for  implementing  specific  parts  of  the  NRC's  regulations     They  also  delineate  techniques  used 
by  the  staff  in  evaluating  specific  problems  or  postulated  accidents,  or  provide  guidance  to  appli- 
cants.    Included  are 

1          Federal  Register  notices  announcing  the  issuance  and  availability  of  a  proposed  regulatory 
guide. 

2.  Revised  or  newly  issued  Regulatory  Guides. 

3.  NRC  value/impact  assessment  and  industry  codes,  when  applicable,  that  pertain  to  the  issuance 
of  a  specific  Regulatory  Guide 

4.  Comments  submitted  by  the  nuclear  industry  and  interested  members  of  the  public  regarding 
a  proposed  Regulatory  Guide. 

5.  Summary  of  meetings  held  in  the  NRC  to  discuss  proposed  Regulatory  Guides. 

NOTE     For  documentation  pertaining  to  other  work  products  and  activities  of  the  NRC  Office 
of  Standards  Development,  see  the  Organization  category. 


RES  —  Research  and  Technical  Assistance  Reports 

This  category  contains  reports,  generally  of  an  interim  nature,  submitted  by  NRC  contractors  pro- 
viding research  and  technical  assistance  to  the  Commission.    It  also  includes  documentation  per- 
taining to  research  activities  of  the  Commission,    Included  are 

1.  Project  description  documents. 

2.  Letter  reports  of  accomplishments  and  data  reports;  for  example, 

a.  model  documentation  reports 

b.  code  documentation  reports 

c.  code  verification  reports 

3.  Pre-test  prediction  reports. 

4.  "Quick  look"  reports. 

5.  Informal  experimental  data  reports  and  post-irradiation  examination  analyses. 

6.  Conceptual  design  descriptions. 

7.  Letter  reports  of  foreign  travel  and  site  visits  by  contractors. 

8.  Letter,  monthly,  quarterly,  interim  or  annual  status  or  progress  reports  on  other  research 
projects  contracted  for  by  the  NRC, 

9.  Meeting  summaries  and  correspondence  dealing  with  technical  matters  relating  to  research 
and  technical  assistance  contracts. 

10.        Staff  Research  Information  Letters  (RILs)  transmitting  the  documented  results  from  com- 
pleted research  programs, 

NOTE:    For  final  reports  of  research  conducted  by  contractors,  see  also  NUREG  reports. 


REVIEW  GRP  -  NRC  Research  Review  Groups 

This  category  contains  records  pertaining  to  the  activities  of  NRC  Research  Review  Groups.    Such 
groups  provide  a  broad  base  of  technical  expertise  to  aid  management  in  reviewing  research  in 
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defined  technical  areas.    They  review  and  comment  on  research  plans  and  predicted  results  of 
major  experiments,  the  validity  and  applicability  of  research  results,  the  possible  redirection  of  research 
projects,  new  research  projects,  and  priorities  within  the  technical  areas  covered  by  the  research 
review  group.    Documents  in  this  category  are: 

1 .  Agendas  for  quarterly  review  group  meetings. 

2.  Summary  minutes  of  review  group  meetings  representing  views  expressed,  including  dissenting 

views. 

3.  Research  plans  and  predicted  results  of  major  experiments;  presentations  by  research  contractors. 

4.  Comments  on  meetings  from  attendees,  including  representatives  from  contractors,  universities, 

vendors  and  other  agencies. 

5.  Internal  memoranda  relating  to  topics  under  discussion. 


RM  -  RuJe  makings 

This  category  contains  records  pertaining  to  public  hearings  held  on  proposed  changes  (PRs)  to  the 
Commission's  regulations.    Hearings  are  instituted  at  the  discretion  of  the  Commission  based  on 
the  importance  and  the  magnitude  of  the  subject  under  consideration.    Documents  in  this  category 

include: 

1 .  Designations  of  the  presiding  officer  and  any  special  directions  for  the  conduct  of  the  hearing. 

2.  Notifications  of  hearing  board  meetings. 

3.  Petitions,  motions,  testimony  and  statements  submitted  by  parties  to  the  hearings. 

4.  Hearing  board  orders  and  rulings. 

5.  Technical  reports  submitted  as  evidence  in  the  proceeding. 

6.  Reports,  if  any,  of  the  special  board  to  the  Commission  regarding  a  rulemaking  proceeding. 


SECY  —  Position  Papers  Before  the  Commission 

This  category  consists  of  staff  papers  prepared  for  the  information  or  approval  of  the  Commis- 
sioners which  are  assigned  a  SECY  report  series  code.    Included  are: 

1 .  Commission  Action  papers,  which  normally  include  alternatives  and  recommendations  by  the 
staff  on  a  given  issue  and  require  Commission  action. 

2.  Consent  Calendar  items  and  Policy  Session  items. 

NOTE:    For  Weekly  Information  Reports  prepared  by  EDO  to  the  Commissioners  providing  a 
summary  of  key  events  and  items  of  interest  undertaken  by  staff  and  program  offices, 
see  the  NRC  Commissioners  category. 


STATE  PROG  -  State  Programs 

This  category  contains  records  that  pertain  to  the  Commission's  activities  and  interaction  with  State 
governments.  Areas  covered  include:  (!)  the  State  Agreements  Program,  whereby  States  may  assume 
certain  of  the  NRCs  regulatory  authority  over  nuclear  materials;  (2)  the  Agency's  role  in  assisting 
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of  liaison  and  cooperative  activities  regarding  such  functions  as  licensing  and  siting.  It  includes 

1 .  Correspondence  between  and  among  NRC  Office  of  State  Programs  and  State  officials, 
mostly  State  liaison  officers,  regarding; 

a.  cooperative  programs  in  such  technical  areas  as  radiation  control,  emergency  response 
planning  to  radiological  incidents,  water  quality  and  transportation  surveillance. 

b.  technical  assistance  to  Agreement  States  in  reviewing  applications,  compliance  actions, 
developing  regulations,  and  other  areas. 

2.  Agendas,  reports  and  transcripts  of  regional  workshops  and  training  programs  on  current 
matters  of  policy  and  regulations,  i.e.  decommissioning  and  facility  siting 

3.  State  Legislative  Reports. 

4.  Agreement  State  Licensing  Statistics  Reports. 

NOTE:    For  specific  uranium  milling  and  mining  projects  in  which  the  Agency  is  providing  technical 
assistance  to  States,  see  the  Projects  category. 


TOPREP  -  Vendor  Reports  and  Related  Correspondence 

This  category  contains  topical  reports,  generally  of  a  technical  generic  nature,  submitted  by 
vendors,  and  correspondence  pertaining  to  the  NRC  review  of  these  reports.    General  vendor 
related  correspondence  that  is  not  docket  specific  is  also  included  in  this  category. 

1.  Topical  reports,  dealing  with  such  technical  matters  as  specifications,  testing  and  safety 
submitted  by  architect,  engineers  and  other  vendors. 

2.  Revisions,  modifications  and  amendments  to  topical  reports. 

3.  Correspondence  between  NRC  and  vendors  pertaining  to  the  review  of  submittals. 

4.  Meeting  agendas,  summaries,  minutes  and  correspondence  pertinent  to  vendor  activities, 
programs,  methodologies  and  design  criteria, 

NOTE:    For  reports  submitted  by  utilities  that  are  written  by  vendors  on  their  behalf  and  that 
relate  to  docketed  cases,  see  the  categories  for  the  Docket  50  series. 


WASTE  MGT  -  Nuclear  Waste  Management 

This  category  is  topical  in  nature  and  contains  records  dealing  with  the  activities  of  the  NRC 
Division  of  Waste  Management.    Each  topic  has  been  assigned  a  number,  with  the  series  designated 
by  a  WM  prefix.    These  documents  deal  primarily  with  NRC's  interaction  with  DOE  and  its  future 
role  in  licensing  and  regulating  DOE  facilities  designed  for  the  disposal  of  high-level  waste  in 
geologic  repositories.    This  category  will  be  enlarged  later  to  include  records  dealing  with  low-level 
waste  issues  and  tasks.    The  documents  in  this  category  are; 

1,  Meeting  agenda  and  minutes  of  DOE/NRC  meetings  in  which  DOE  presents  information  on 
their  geological  exploration  program  to  identify  sites  for  nuclear  waste  repositories, 

2.  Briefings  by  DOE  on  research  being  conducted  on  spent  fuel  storage  and  nuclear  waste 
management. 
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Correspondence  pertaining  to  NRC's  advisory  role  in  providing  DOE  with  technical  assistance 
in  the  Waste  Isolation  Pilot  Plan  (WIPPJ  for  burial  of  defense  wastes. 

NRC  draft  staff  guides  for  developing  positions  on  the  content  and  format  of  environmental 
reports  for  geological  repositories, 


XPORTLIC  -  Export  and  Import  Licenses 

This  category  contains  records  relating  to  the  issuance  of  licenses  to  export  or  import  nuclear 
facilities  and  materials.    Included  are: 

1.  License  applications  and  amendments  to  export  or  import  special  nuclear  material,  source 
material,  byproduct  material,  reactors,  nuclear  facility  components  or  reactor  materials. 

2.  Correspondence  between  NRC  and  applicant  or  licensee  pertaining  to  the  review  or  status 
of  a  pending  application  or  license  amendment. 

3      Commission  letters  requesting  Executive  Branch  views. 

4.  Review  and  findings  of  the  Executive  Branch  on  whether  issuance  of  a  license  would  be 
inimical  to  U.S.  common  defense  and  security. 

5.  Correspondence  from  foreign  governments,  international  organizations,  and  members  of  the 
public 

6.  Staff  position  papers  (SECY  series  code)  prepared  for  Commissioners  review  of  import  or 
export  licenses. 

7.  Filings  pursuant  to  hearing  requests  or  intervention  petitions,  if  any. 

8.  Hearing  records  and  decisions. 

9.  Memoranda  from  the  Office  of  the  Secretary  to  the  Executive  Director  for  Operations 
regarding  the  Commission  decision  on  issuance  of  a  proposed  license. 

10.     Licenses,  license  amendments  and  license  renewals  for  types  specified  m  item  1. 

NOTE     For  transcripts  of  Commission  meetings  and  papers  submitted  for  Commissioner 
consideration  or  information,  see  10CFR  category, 
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